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Indo-European Telegraph Co., 557, 
628, 665 

International Light and Power Co., 
19, 365, 834 

Italian Electrical Companies, 865 

Italian Supply Ed 483 

Jackson & Co., P. R., 486 

Jarrow and District Electric Traction 
Co., 299. 335 

Johnson & Phillips, 593, 665 

Kalgoorlie Electric Power and Light- 
ing Corporation, 557, 734, 768 

Kaministiquia Power Co., 89, 595 

Keith & Blackman, J., 867 

Kensington and Knightsbridge Elec- 
tric Lighting Co.. 261, 294. 368 

Kidderminster and District Electric 
Lighting and Traction Co., 630, 
666 

Lanarkshire Tramway Co., 224 

Lancashire Dynamo and Motor Co., 


Lancashire lower Construction. Co., 


- 


City Nores—continued. 
Lancashire United Tramways, 324 
La ooo Electric Tramways Co., 

7 
‘Launceston and District Electric Sup- 
ply Co., 521 
Lewes and District Electric Supply 
Co., 704 
Lima Light, Power and Tramways 


Co., 7 

Lisbon Electric Tramwavs, 667, 735 

Listowel (County Kerry) Electric 
Light Co., 299, 449 

Liverpool District Lighting Co., 406, 
442, 480 

Liverpool Overhead Railway Co., 156, 
258, 332 

Llandudno and Colwyn Bay Electric 
Railway, 89, 188 

Llanelly and District Electric Light- 
ing and Traction Co., 

London and Suburban Traction Co., 
442, 479 ` 

London Electric Railway Co., 225, 


56, 

London Electric Supply Corporation, 
925, 257, 

London Electric Wire Co. and Smiths, 


299 
London United Tramways, 441, 481 
Lymington Electric Light and Power 
Co., 517 
Mackay ` Companies, The, 364, 805 
Madras Electric Tramways (1904), 
406, 483 ` 
Manila Electric Railroad and Ligbt- 
ing Corporation, 330, 834, 898 
Mansfield and District Tramways, 


Co., 23 
'elegraph Co., 


330 
Manx Electric Railwa 
Marconi's Wireless 


485 
Mather & Platt, 261, 331 
Melbourne Electric Supply Co., 21, 
740 
Mersey Railway Co., 257, 297 
Metalite, 23 
W District Railway Co., 


, 


7, 
Metropolitan Electric Supply Co., 330, 
$71, 
Metropolitan Electric Tramways, 442. 
481 
Metropolitan Railway Co., 261, 295, 
3 


70 
Mexborouen and Rawmarsh Construc- 


tion Syndicate, 626 

Mexican Electric Light and Tram- 
way Companies, 55 

Mexican Northern Power Co., 406, 
139 


Mexican Tramways Co., 299. 767 
Middleton Electric Traction Co., 834 
Midland Electric Corporation for 
Power Distribution, 486 
Minehead Electric Supply Co., 442, 
557 
Mirrlees, Bickerton & Day, 739 
Mirrlces, Watson & Co., 299 
Monte-Video Telephone Co., 557 
Montreal Light, Heat and Power 
Co., 119, 189, 595. 867 
Musselburgh and District Electric 
Light and Traction Co., 594 
Nairobi Electric Power and Lighting 
Co., 55, 626, 
National Electric Supply Co., 258, 867 
National Gas Engine Co., 
Neuhausen Aluminium Industry Co., 


1, 365 

New British Ever-Ready Co., 739, 867 

Newcastle and District Electric Light- 
ing Co., 298, 365 

Newcastle-on-Tyne Electric Supply 
Co.. 261. 366, 445 

New General Traction. Co., 835 

New Issue, 557 

Newmarket Electric Light Co., 364, 
480 

New York Telephone Co., 335 

Northampton lectric Light 
Power Co., 258, 331 

North Metropolitan Electric 
Supply Co., 479 

North of Scotland Electric Light and 
Power Co., 

Norway, 155 

Notting Hill 


and 


Power 


Electric Lighting Co., 


259, 298 | 
Oficial Notices te Companies, 225, 
557 = 


Oldham, Ashton and Hyde Electric 
Tramway, 
Ontario Power Co. (of Niagara Falls), 


406 
Oriental Telephone & Electric Co., 
517, 594. 666 
Ottawa Electric Railway Co., 261 
Oxford Electric Co.. 261, 299, 410 
Paignton Electric Light Co.. 557 
Paisley District Tramways Co., 259 
Para Electric Railways and Lighting 
Co., 300, 367 
Paris Compressed Air Co., 119 
Parsons’ Marine Steam Turbine Co., 


Penarth Electric Lighting Co., 700 

Peterborough Electric Traction Co., 
700 ; 

Petters, 805 

Potteries Electric Traction Co., 
595, 628 

Provincial Cinematograph Theatres, 
557 

Puebla Tramway, 
Co., 899 

Ramsgate and District Electric Sup- 
ply Co., 365 

Rand Mines Power Supply Co.. 897 

Rangoon Electric Tramway & Supply 
Co.. 65 

Reduction of Capital, 89, 334, 441, 667 


594, 


Light & Power 


Clock at Birmingham post office, 
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Cuv N ores—continued. 


Rees Roturbo Manufacturing Co., 836 
Rhondda Tramways Co., 401 | 
Richardsons, Westgarth & Co., 595 
Rio de Janeiro Tramway, Light and 

Power 4 
River Plate Electricity Co., 739, 770 
Robey & Co., 441 : 
Rushden and District Electric Supply 

Co., 261, 331 
"Russian A.E.G., 900 
Ruston, Proctor & Co., 
St. James’ and Pall 
Light Co., 156, 224, 260 

Light and Supply 
Paulo Tramway, 


Light 
Power Co., 89, 556 
Sear Do ME Electric Supply Co., 299, 


805 E 
Mall Electric 


Sao and 


PAREM Electric Construction Co., 
734 


Shawinigan Water and Power Co., 
406, 700, 867 

Shropshire, Worcester and Stafford- 
shire Electric Power Co., 597, 
805, 833 

Siemens-Schuckert Group of Com- 


panies, 54 
Slough p Datchet Electric Supply 
`O., 
тн Markets Electric Supply 
ә , 

South London 
poration, 189, 406, 409, 2 
South Metropolitan Electric Light and 

Power Co., 261, 296, 329 
South Metropolitan Electric Tram- 
ways and Lighting Co., 441, 481 
Southport Tramways Co., 626 
South Staffordshire Tramways Co., 


South Wales Electrical 
tribution Co., 


Electric Supply Cor- 
482 


Power Dis- 


Spencer & Sons, J., 330 


Stewarts & Lloyds, 365 
Stock Exchange Notices, 89, 155, 225, 
299, 334, 441, 480, 522, 703, 805, 


Swiss Electrical Companies, 556 
767 


Swiss investment undertaking, A, 865 

Swiss issue, A, 898 

Swiss Oerlikon Machinery Co., 19 

Submarine Cables Trust, 

Sunderland District Electric 
ways, 297 

Stratford-on-Avon Electricity Co., 664, 


Tram- 


7 

Sydney Electric Light & Power Supply 
Corporation, 

Tata Hydro-Electric Supply Co., 55, 89 

Telegraph Construction aintenance 
Co., 261, 335, 368 

Telephone Co. of expt, 521 

Torquay Tramways Co., 262 

Traction & Power Securities Co.. 156 

Tramways & General Works Co., 667 

Tramways, Light & Power Co., 299, 
333 


Tyneside Tramways & Tramroads Co., 


Underground Elcctric Railways Co. of 
London, 225, 295, 

United Electric Tramways of Monte- 
video, 833, S66 

United River Plate Telephone Co., 
739, 768, 804 

Urban Electric Supply Co., 443, 520 

Veritys, 768 

Vickers, 480, 597 

Victoria Falls and Transvaal Power 


Co., 24. 89, 868 
Vulcan Boiler & Gencral Insurance 
Co., М ў 
Waste Heat апі Gas Electrical 


Generating Stations, 335, 367, 410 
Waygood-Otis, 24 
Wedmore Electric Light Co., 406 
Wellingborough Electric Supply Co., 
704 


4 
Wemvss & District Tramway Co., 


West African Telegraph Co., 664, 736 

West Coast of America Telegraph 
Co., 701 

Western N Co., 334, 836 

Western Union Telegraph Co., 957 

West India & Panama Telegraph Co., 
626, 735 

Westinghouse Brake Co., R9 

West London & Provincial 
Supply Co., 169 

Westminster Electric Supply Corpora- 
tion, 156, 258, 333 

Weston-super-Mare & District Elec- 
tric Supply Co., 665 

White, J. Ek, & Co., 897 

"Шап & Robinson, 626. 740. 770 
Windermere & District Electric Sup- 


Electric 


; ly Co., 445 . 

Windsor Electrica! Installation Co., 
442, 594 . 

Winnipeg Electric Railway Co., 9% 
441, 486, 556, 899 

Woking Electric Supply Co., 521 

Wolverhampton District Electric 


Tramways Co., 626, 
Worcester Electric Traction Co., 805 
Wycombe (Borough), Electric Light 


and Power Co., Riding) Electric 
i t in 
Yorkshire (Wes 1105 187. 189. 


Tramways Co., 
224, 406, 834 Ө 
Yorkshire (Woollen District) Tram- 


ways, 667, 104 


Civil engineers, Professional charges of, 


New 


electric, 362 
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Clocks, Wireless a a. of а а Ьу 
A. E. Ball, 539, 634, 

Clocks, Electrie, = 

Ctub for London, A business, 591 

Coach fitted m the Thomas trans- 


882 

Coal pile. Riches boards for, 87 

Coa! tion on the business of electri- 
city supply, The effeet of the pre 
sent, 414 

Coal storage, Notes on, 398 

Coal Supplies Conference, $99, 710, 765, 
863, 694 

Coal supplies, Electricity committee 
and, 154, 185 

Code revised, The Natienal Electrical, 
by Е. Rroadbent, 643 

Collieries, Electric bell signalling іп, 
by 1. С. Watts, 30 

Colliery electrical plant, Breakdowns 
in. bv L. Foster, 198 

Colonial trade, 31 


Comrrissioners, Scientific and techaical, 


by W. Р Digby, 81 

Commissions, 527 

Committee-men and their relatives, 
Electricity, 689 

Commutator machines and their ap- 
plication, гер, by N. Shuttle 


Concentric wiring question in the 


Conductors, Insulated zinc, 831 
Conduit wamway effect, A, 185 


Congress, 1915. International Engineer-. 


ing, 17 
Consular notes, 19, 45, 75, 177, 913, 
331, 392, 616, 687, 723, 789, 894 
Consumer's point of view, Electric 
cooking : From “ A,” 387 
Contraban problem, copper wire 
manutacturers and the, 


Aldershot, 091 — 


Australia, 85, 266, 980, 436, 475, 514, 
550. 726, 762, 8290, 859, 893 


Bingley (Yorks), $20 
Birmingham, 390 
Blackburn, Ed 47 


B 

Balted. 18, 182, 258, 390, 475, 550 
Bradford, 85. 230, 550, 601, 763, 829 
Brad@e!!, 50 

Bridlington, 380. 798 

Brighton. 475, 656 

Bristol, 88. 259, 569 

Burniey, 681 

Burton-on-Trent, 360, 514 

Bury ene 


Caledonian Railway, 829 
Camberwell, 253 

Canada, 16 

Canterbury. 85, 475, 550 
Cardiff, 320 

Carlisle. 859 

Chelmsford. 090 
Chesterfield, 858 

Clacton, 86, 550 

Clyde Navigation, 898 
Colchester, 300, 397, 50 
Condensing plant contracts, 656 
Connah's =" 


Iwer, 920, 390 

East Ham. 16, 437, 098, 786 

Eccles. 51 

Ecuador, 20 

Eu inbur gb. 589, 790 

Elland, 360 

Finchley, 390 

Fulham. 16. 990. 437 | 

Gitiingham (Kent), 86, S15 

Glasgow, 51, 115, 189, 953, 336, 997, 
515. 550. , 603, 763, 893 

„„ 

Gosport 

Guvernment contracts, 115, 250. 497, 
294, 762. 800 

Gravesend, 659 

Grimsby, $1, 515, 656 

Hackney, 153, 287, 960, 763 


C 


ONTRACTS 

Halifax, 253, 515, 

Hammersmith, 88 

Hampton, $09 

Haslingden, 152, 798 

Heckmondwike, 159, 859 

Helsby, 153, 437 - 

Hendon, 656, 796 

Heywood, 115, 253 

Holmfirth, 253, 601 

Hong-Kong, 287 

Hornsey, 115 

Horsham, 330 

Hove, 550 

Huddersfield, 188, 437, 515, 683 

Hull, 182, ‚ 839 

Ilford, 253, 390, 475, 515, 589, 727 

Ipswich, 253, 797 

Islington, 115 

Keig ley, 220, 253 

Kensington, 398 

Kettering, 987 

Kingston-on-Thames, 763 

Leicester, 

Leigh, 899 

Leith, 693 

Leyton, 182, 390, 515, 793 

Lichfield, 589 

Live i, 51, 182, 960, 515, 656 

Liandudno, 287, 900 

London, 16, 51, 86, 115, 158, 183, 
330, 253, 987, 390, 360, 397, 437. 
ды 515, 551, 589, 698, 656, 692, 


‚ 763, 859, 
London County Council, 152, 183, 
930, 437, 475, 022, 656, 693, 737 
Lowestoft, 398, 859 
Luton, S21 
Maidenhead, 551, 693 
Maidstone, S31, 737 
Malvern, 797 
' Manchester, 51, 183. S31, 437, 475, 
515, 551, 656, 793, 859 
Melbourne, 85 
Meter contracts, 361, 515, 551, 589, 
633, 656, 693. 727, 793, 829, 859 
Middlesbrou 398 
Middleton, 
Morley, 86 
Nen oí .). 116, 953, 437, 692 
ewport (Mon.), 
New Zealand, 50, 961, 793 
North Bierley, 321 
North Ormesby, 682 
Nuneaton, 86, 515, 656 
Paddington, 693 
Pontypridd, 727 
Poplar, 633 
Preston, 16, 656 
ueensland, 550 
awtenstall, 287, 437 
Reading, 1 153 
Richmond-on-Thames, 515 
Rochdale, 693 
Romford, 189, 220 
Rotherham, 551 
St. Albans. 398 
St. Marylebone, 320, 398 
St. Pancras, 390, 437 
Salford, 86, 230, S31, 515, 551, 692, 
798, 8 
Scotland. 387 
Sevenoaks, 398 
Sheffield, 86, 390, 981. 551, 899 
Ship lighting, 80, 183, 320, 287 
Shoreditch, 188, 656 
South Africa, 399, 793 
ошар", 116, 183, 361, 398, 589, 


Southend-on-Sea, 287, 797, 859 

Southport, 220 

Southwark, 153, 692 

Spain, 763 

Stafford, 16 

Stalybridge, 183 

Stepney, 51. 115, 183, 290, 321, 475, 
623, 762, 


Stockport, 66, 692, 829 

Stretford, 86, 961, 693 

Sunderland. 116, 437, 551, 589, 8929 

Swansea, 253, 859 

Sydney. 550, 859 

Tasmania, 762 

Teddington, 153 

Thames Ditton, 589 

Thanet, 623 

Tonbridge, 692 

Torquay. 86. 390. 361 

Tottenham, 737 

Tunbridge Wells, 230, 961, 551, 692 
Wakefield, 398 

Walsall, 220, 361 

Walthamstow, 159, 287. 437, 515, 623 
Walton-on-Thames, 

Warrington, 990 

Watford, 116, 230, 961, 515, 894 
West Bromwich, 51, 253 

West Ham, 153, 687, 692. 894 
Weymouth, 86 
. Whangaret, 793 

Wigan, 220 

Willesden, 287 

Wimbledon, 551 

Winchester, 693 

Windsor, 361, 589 

Wolverhampton, 220, 821, 361, 551, 859 
. Woolwich, 51, 300, 475 

Wrexham, 153 

York, 153, 183 


656 
188, 287, 397, 551, 


Contracts OPEN— 

Aberdare, 181, 219, 252, 286, 319, 397, 
436, 475 | 

Aberdeen, 798 

Aberdeenshire, 359 

Adelaide, 16, 50. 84, 114, 726, 761, 
793, 828, 858, 893 

чеш. 16, 436, 475, 514, 549, 584, 


Argentina, 653 


Contracts Oran—continued. | 
Australia, 16, 50, 84, 114, 151, 181, 


219, 252, 286, 319, 359, 397, 436, 
i 514, 549, ey 621, 


793, 

, Aylesbury, 114, 151, 188 
Ayr, 397. 
Basingstoke, 514, 550, 858, 
Batley, 475, 828, 893 
Battersea, 85, 319, 253 
Beckenham, 50, 85, 1 
Bedwas, 182, 219, 259, 286 
Belfast, 183, 252, 296, 319, 359, 825 
Bermondsey, 115, 153, 163 
Bethal (Transvaal), 386, 330, 
Birkenhead, 16, 50, 189, 286, 319, 5. 758 
Blackburn, 153, 182, 219, 953 
Blackpool 189 
Bolton, ^ 50, 85, 114, 159, 182, 252, 

996, 858 
Bootle, 319 
Bow, 286 8 
Bradford, 253, 514, 550 
Brav, 397, 436, 
Bridgend, 397, 4385 475 
Bridlington, $19, 793 
Brighton, 225 475, 514, 858 
Brisbane, 50, 84, 114, 151, 181, $19, 
253 286, 319 
Bristol, 158, 188, 475, 514 
Burnley, 319, А 
Bury, 85, 114, 296, 319 
Bury St. Edm: 2 126 
Canar 11 Islands, 50 
Cardiff, 114, 159, 182, 219, 959 
Carlisle, 360, 397, 486 
Cheltenham, 85, 114 

. Chesterfield, 726 
China, 16, 50, 655, 691 
Christchurch (N. Z.), 761 
Cleckheaton, 793 
Colchester, 114. 152, 189, 828 
Croydon. 16, 50, 85, 114 
Darlington. 85, 114, 152, 360, 514, 550, 


Doncaster, 893 

Dover, 152, 286, 319, 655, 691 

Dublin, 16, 50, 319, 359, 691, 796, 
761, 858 

Dundalk, 319, 360, 597 


Dundee, 114, 159, . 397, 490, 514, 
* 584. * 7 
Ealing. 828 


Eastbourne, 828, 858, 893 

Eccles, 761, 783 

Edinburgh, 16, 219, 286, 397, 496, 514, 
726, 761. 793, 828, 858, 

Edmonton, 286, 319, 761 

Erith, 858, 893 

Exeter, 828 

Exminster, 858, 893 

Finchley, 655, 691, 736, 761 

Finsbury, 286 

France, 286, 550. in [o 

Fulham, 219, 252, r^ 

Glasgow, 16, 188, 397, 436" 514 550. 
793, 828, 858 

Gloucester; 162, 919, 252, 236 

Grangemouth, 

Grays, 793 

Greece, 397 

Grimsby, 286, 319 

Guildford, 252, 286 

Halifax, 114, 158, 182, 219, 360, 397, 
621, 858, 893 

Hammersmith, 319, 252 

Harrogate, 436 

Helsby, 153 

Hemel Hempstead, 16 

Hendon, 

Heston and Isleworth, 286, 319 

Hobart. 761, 798, 829 

Hong-Kong. 16, 5 50, 114, 152 

Hornsey, 390, 360 

Hounslow, 360 

Hove, 319, 360. 397 

Huddersfield. 252, 286 

Hull, 252. 286. 360, 397, 550 

Ilford, 182, 219, 252, 390 


Ipswich, 85 

Islington, 182, 219, 252 

Italy, 320, 550 

Johannesburg, 584, 621, 655 

Kirkcaldy, 320, 360, 397, 761, 798, 
828 


Lancaster, 828 

Larne, 85, 114 

Launceston, 584, 622, 656, 691, 726, 
761, 793, 829, 893 

Leeds. 16, 50, 85, 114, 152, 182, 219, 
252, 655, 691. 726 

Leigh (Lancs.), 621, 655, 691 

Leyton, 16, 50 

Limerick, 397, 893 

Lincoln, 550 

Liverpool, 50, 320, 360, 893 

Llandudno, 182 

London, 16, 50, 85, 115, 152, 182, 219, 
252, 286, 320, 360. 397. 436, 475, 
514, 584, 621. 655, 796, 761, 793, 
829, 858, R93 

London County Council. 18, 50, 85, 
115, 152, а 286, 320, 360, 436, 
726, 761, 7 

Londonderry, 320. 360 

Macclesfield, 219, 252, 266, 320 

Maidenhead, 829 

Manchester, 16. 50, 85, 152, 182, 220, 
952, 286, 320, 397. 436, 475, 514, 
550. 655, 691, 726, 761, 793, 829, 


893 
Melbourne, 84, 181, 219, 952, 286, 359, 
436, 475, 514, 549, 584. 621. 655, 
691. 726, 761, 793, S938, S58, 893 
Metropolitan Asylums Board, 829, 858, 
893 


Middlesbrough, 796 

Middleton, 115 

Mountain Ash, 514, 550, 584 

Naples, 550 

Newcastle-under-Lyme, 115, 152, 183 


CONTRACTS 5 
Newport (Mon.), 252, 286, 320 
New Zealand, 50, 85, 115, E 253, 


286, , 084, 
North Blerle: i 220 
Norwich, 
Nottingham, 997, 858 
Office of Works, H.M., 183 
Oldham, 85, 259 
Perth ae 50, 84, 114, 761, 793 


булык. 50, 85, 829 
Pontypridd, 252, '286, 320 
Portsmouth, 115, 152, 182, 220, 691, 
798, 761 
eensland, 436, 475, 514, 550, 584 
angoon, 796, 761, 793, 829, 858, 893 
pr 50, 85, 115, 159, 761, 793, 


Reigate, 220 
Rhondda, Аш 514, 560, 761, 793 


Rochdale, 85, 115, 152, 320, 691 
Rochford, gn 
Rosslynlee, 397 


5 152, 188, 220, 253 


a 9 ar 182, 319 

St. Pancras, 152, 189, 319, 438, 761, 
793, 839 

Salford, 220, 352, 320, 858, 893 

Shanghai, 16, 50, 655, 691 

элеше; 115, 496, 475, 514, 655, 091, 


Shrewsbu 

South Afr " er 655 

South Africa, Bb. 

South Shields, $20! p^ 

Southwark, 475, 514 

Spain, 16, 50, 85, 153, 182, #90, 286, 
320, 300, 397, 496, 550, 584, 622 
655, 691, , 893 

Stockton-on-Tees, 189, 220 

Sunderland, 

Swindon, 182, 230, 820 

Swinton and Bendleburg 90, ы 960, 397 


Sydney, I 
584, 655, 601, 796, 70. 793, 


898, 888 
Tasmania, 584, 699, 656, 691, 726, 
761, 793, 829, 859, 893 
Toowoomba, 655, 691 
Transvaal, 286, 320, 960 
Tunbridge Wells, 16, 50, 85, 115 
Tynemouth, 286 
allin ford, 550 
Walsall, 859, 893 - 
Walthamstow, 360, 397 
Wandsworth, 320, 300 
Warrington, 115, 320, 900, 889, 859 
Wel 80, N. Z.). 50 360, 
584 


West Bromwich, 859, 893. 
en Ham, 761, 798, 899 
estminster 
496, 


Wigan, 115, 252 

796, 709, 829, 859 
Wimbledon, 319, 359 
Winchester, 622, 656 


Woodstock, 85, 115, 188 
Wrexham, 286, 330, 300 


Control of separately excited generators, 


The rheostatic, by L thman, 
‚ 673 
Converters, Mercury-vapour are lamps 
and, 


Cohvex dished ends, Stresses in, 468 

Cooker, The Prentice“ Lightning.“ 617 

Cooking and heating apparatus, Stan- 
dardisation of, 201 

Cooking appliances, Hiring powers for, 


Cooking at the Bradford Kursaal, Elec- 
tric, 

Cooking, Electric, by W. R. Cooper, 
417, 567 


Cooking, Electric heating 'and, by R. 
Weaving, 


Cookin cing d (Point Fives), Electric heating 


Cooking Фын, Electric, 602 

Cooking : From “A”  consumer's 
point of view, Electric, 387 

Coolidge X-ray tube, The, 87 

Co-operation, More spout 237 

Copper, 51, 06. 143, 166, 249, 954, 274. 
287, 438, 498, 516, ' 592, 606, 
662, 715, "728, 815, 

Copper | famine, Germany" 3. 185 

Copper famine in Sweden, 117 

Copper position, The, 387 

Copper production, Russia's, 57, 558 

Copper wire manufacturers and the 
contraband problem, 815 ° 

Core, Improved method of making 
joints in gutta-percha-covered, by 
J. Rymer-Jones, 312 


CoRRESFONDENCR— 

Accumulator cells, Wonderful, by 
“AWB” 8 

Acquisition of enemy patent rights, 
bv L.. W. Goold, 212 

Advertising and character, by E. J. 
Hill, 42, 138; A. M. Turner, 48, 
100; R. C. Ао 43: 
“W.H B.. 70; J. Reed, 70, 
138: H. Berry, 106 

Advertising methods, by ‘* Consul- 
tant." 8 

Alternating current v. direct current 
for lighting, by H. Harrison, 73; 
T. Stretton, 105; H. Fowler, 14, 
211; C. A. Hall, 169, 307; P. 
Wardle, 170; F. W. Willcox, 170 

Appointmente vacant, by la a Good 
Post," 843 

I 
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ConRBESFONDENCB—e€ontinued. 
Automatic-lift accidents, by Waygood- 
Otis, Ltd., 722; E. F. Butler, 777; 
Medway's Safety Lift Co., 778; 
С. Rosenbusch, 778; Smith, 
Major & Stevens, 843 ; '“ Leeds,” 
862; F. Broadbent, 886 
Batteries for electric vehicles, by 
Edison Accumulators, 343 
Battery bell signalling systems іп 
mines, by H. R. Kempe, 887 
Belgium, Electrical industry in, by 
“Z” Electric Lamp Manufactur- 
ing Co., 850 
Belgium, The electrical 
by R. Steylaers, 794 
British and overseas trade, by A. M. 
Turner, 210 
Cable shortage, 
777; A. M. I. E 
Cab signalling, by Ad Ogden, 683; 
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1914. 


THE extraordinary circumstances under which we take in 
hand our review of the past year present a startling contrast 
to the conditions which prevailed 12 months ago. At that 
time there were signs of a falling-off in the general trade of 
the country, but we considered that this circumstance of itself 
did not justify apprehensions concerning the course of the 
purely electrical industry. The field for electricity, both at 
home and abroad, was regarded as practically unlimited and 
inexhaustible, and certain to present abundant opportunities 
for years to come. For a period of seven months that 
followed there was great activity in the factories, and every- 
thing seemed to point to 1914 being a record year, with a 
big volume of business and less strenuous competition, when 
the awful calamity of war between the Great Powers of 
Europe shook world finance and world industry to their 
very foundations. 

In the early months of the year there was serious trouble 
in the Labour world; the struggle in the building trades 
and the disaffection among electrical workers occupied a 
good deal of thought, and at one time threatened to 
entangle the central station employés. But the catastrophe 
of war led to the making of peace within our own borders, 
and masters and men have patriotically put aside their dis- 
agreements the while they show a solid front to the common 
enemy of liberty and civilisation. It wil go down to 
history as one of the first and greatest consequences of 
the outbreak of war that political and industrial strife was 
hushed. Class had been arrayed against class, and even sex 
against sex; Labour was relentlessly at war with Capital, 
and Unioniet labourer was increasingly bitter against 
non-Unionist. Such was the position early in the year. 
The atmosphere was speedily changed as it became 
recognised in every stratum of society that there was an 
imperative national call for a union of all forces in the 
Empire in defence of our common heritage and interest. 

It is not wise to attempt to prophesy, but it seems 
inconceivable that after the experiences, sacrifices, and new 
problems that these five months have brought to all the 
nations involved, political and industrial differences can 
ever again, or at any rate for many years, be treated in the 
same heated and acrimonious spirit. The scribes who 
several years ago edified us with their answers to the 
question: “ Whither are we tending?” would probably 
wish to reconsider their speculations in the light of recent 
events, for the chastening of society from top to bottom, 
the new and closer relationships bet ween certain nationalities, 
the birth of a new Germany, and the pursuit of new and 
higher ideals among all peoples, may be expected to charac- 
terise the years that follow the cessation of hostilities. But 
the war is far from finished, and there is no suspicion of 
millennial horizong—the year that opens to-day will make 
heavy demands upon all branches of tke Services, and not 
least of all the industrial services, for the United Kingdom 
must needs be the workshop of the Allies, providing war 
material to the utmost of its productive capacity. It is 
this class of activity in electrical engineering works, coupled 
with the absence of such larze contingents of skilled labour 
with the military forces, which renders the outlook for 1915 
from the purely electrical standpoint one of some dubiety. 

Reviewing the past year from a technical point of view, 
up to the end of July the normal course was followed—in- 
cluding the placing of not a few important orders with 
German firms. The most notable event in the lighting 
world was the marketing of the half-watt lamp in January 
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by the group of companies which control the tungsten lamp 
manufacture ; fortunately—for violent changes in practice 
are harmful and may even prove disastrous t» small concerns 
and individuals —the new lamps were available only for 
high candle-powers or for low voltages, and the disturbance 
caused by their arrival, of which full warning had been 
given, was comparatively small. That they provided a most 
welcome stimulus to electrical development iu certain direc- 
tions cannot, be doubted ; for example, it is recorded that 
tradesmen who had resisted the attractions of other illu- 
minants for the external lighting of their shop fronts were 
unable to withstand the charms of the newcomer; numer- 
ous installations of street lighting were carried out, for 
which the arc lamp was too large a unit and the ordinary 
tungsten lamps showed too small a margin of economy to 
jastify the conversion from gas; and in many large halls, 
shop interiors, &c., they were found to effect a great 
improvement. 

Iu the heating ànd cooking field steady progress has been 
male towards the perfecting of the apparatus, and the ex- 
tended guarantees now given by some makers afford con- 
vincing testimony to the improvements that have been 
effected in the construction of the heating elements. Some 
entirely new types of apparatus were introduced, and cer- 
tainly the conditions to be met are now much better known 
and more adequately provided for than they were a year 
ago; but all the technical advances made are still in- 
gufficient to account for the extraordinary development in 
the popular appreciation of, and demand for, electrical 
cooking and heating. Where energy is to be had for 1d. a 
unit or less, the success of the former and its ability to 
compete with gas cooking are well established ; but no one 
attempts to maintain that electrical heating, under ordinary 
conditions, i8 economical in comparison with gas or coal 
heating as regards the actual cost of fuel or energy, and 
therefore, in order to account for the remarkable demand 
for electric radiators which has been observed during the 
year, it is necessary to assume that the advantages inherent and 
peculiar to elec:ric heating, such as portability of the radiator, 
perfect cleanliness, freedom from fumes and fire risk, and ease 
of control, far outweigh the consideration of running cost. 
The rather startling figures given by the President of 


the Institution of Electrical Engineers and various supply 


station engineers, as to the growth of the hesting and 
cooking load, are corroborated by the undoubted activity 
that exists amongst the manufacturers of the apparatus, 
and it is clear that the conditions which we have pointed 
out as necessary to the rapid improvement of the 
appliances and the reduction of their cost—namely, a large 
output and an assured demand —are now in course of practical 
realisation. Moreover, it is unanimously reported that the 
diversity factor of this class of load is such that it has not 
appreciably increased the peak due to the lighting load. 

The use of electric power has developed along normal 
lines ; the application of electric driving to mines and to textile 
industries in particular has made good progress, its 
superiority in both departments to all other agencies being 
no longer a matter for argument. The installation of 
electric winders, it is true, remains exceptional, but this, 
we believe, is due entirely to local conditions, especially to 
the prior installation of steam plant at existing collieries ; 
where 8 new pit is sunk, the electric method of winding 
can be adopted without hesitation. The steadily increasing 
adoption of the electric hand lamp in coal mines is ‘also 
worthy of mention; we confidently anticipate its universal 
use in this connection. 

In central-station practice the most marked feature of 
recent times, perhaps, has been the definite decision that for 
large undertakings high-pressure three-phase transmission 
to sub-stations is pre-eminently the best method to adopt. 
In special cases the high-pressure direct-current system 
championel by Mr. Highfield may prove to be the more 
desirable, but for urban areas the three-phase system reigns 
supreme. This is not a matter of the past year alone, but 
during the year several new examples have matured and 
others have been launched. Various projects of this kind of 
the first magnitude are now in progress, such as those of 
Manchester, Liverpool, Glasgow, &c4, in each of which the 
main distribution is on the D.c. system. The new generating 
station at Manchester bids fair to become the largest in the 


kingdom, and as this city has led the way in adopting 
turbines of 15,000 Kw., so it will continue to maintain its 
lead by installing sets of 25,000 Kw. Тһе rapid and con- 
tinuous progress made in supply-station practice has neces- 
sarily brought the question of obsolescence into prominence 
of late years, and it is now generally agreed that this is a 
very important factor in the supply economics of the present 


. day. The excessive periods for repayment of loans that 


were sanctioned by the London County Council in its 
unregenerate days are now seen to be absurdly and danger- 
ously extended, and the Council has lately endeavoured 
to introduce reforms even in respect of existing loans, 
suggesting that loans for plant granted for 42 years should 
be paid off in 15 years. 

In the provinces the extension of areas of supply has 
occupied the attention of both companies and municipalities ; 
while the old antagonism between these parties has been 
greatly modified, there still remains a considerable amount 
of jealousy on the part of the latter, and the concentration 
of supply which is hoped for in technical circles remains a 
dream of the future, except in the case of the great cities, 
many of which are seeking to supply their small neighbours. 
The use of overhead mains, on the part of both munici- 
palities and companies, has made good progress, and the 
Board of Trade has manifested a growing measure of 
sympathy with its advocates. The disposition, of several 
gas companies to undertake also the supply of electricity is 
a sign of the times. Closer attention has been given to the 
lighting of small property, with very promising results. 

The complete electrification of the new dock at Hull was 
a noteworthy item of the year's achievements. 

Amongst minor teshnical movements may be mentioned 
the progress of the Ljungstróm turbine, higher speeds for 
turbines, and the wider use of reactances, wet air filters, 
and suction ash-handling plant. | 

As we anticipated last year, the question of the future 
supply of electricity to London has assumed a prominent 


position; the report of Messrs. Merz and MacLellan to the 


L.C.C. opened up new lines, along which the Council 
decided to move, with the obj:ct of combining the advan- 
tages of municipal ownership with those of company 
management. The question is now before Parliament, 
where, no doubt, it will be thoroughly thrashed out in 
Committee. The Council's Bill has not been favourably 
received by either the Metropolitan Borough Councils or 
the companies —some of the latter, indeed, are promoting a 
scheme of their own; but opposition at the present stage 
need not Ъз regarded very seriously—it is the only way to 
secure the best terms for the professed opponents. 

Another matter before Parliament is the I.M.E.A. Bill 
to confer additional powers upon municipalities ; this is 
mainly interesting on accouut of its influence upon the 
relations between the supply station managers and the elec- 
trical contractors. The latter, rejecting the compromise 
offered them, which at least might have formed an admir- 
able basis for negotiation, are opposing the Bill with tooth 
and nail, but we trust that when the issue is joined they 
will s:e fit to make terms and put an end to the conflict, 
which we believe is only kept alive by the irreconcilability 
of a few members on either side. 

In the field of electric traction the progress of the railless 
system has been maintained, and a new factor—the electric 
*bus—has entered the arena. There have been electric 
'buses and electric "bus companies before, we know—only 
too well —but the conditions are now changed, and we hope 
to see notable developments in this direction in the near 
future. The possibilities of the commercial electric vehicle 
have been at last brought home to thesupply engineers, aud 
the Electric Vehicle Committee, formed in 1913, has done 
splendid work in popalarising it and paving the way to its 
general adoption. Already over 100 vehicles are in use, 
and giving undoubted satisfaction. There is scope for an 
enormous development in this field. 

The steam railway companies are at last taking very 
definite steps towards the electrification of their suburban 
services, and several important projects are in progress in 
the metropolitan area, as well as in the North of England 
and in Australia and Argentina; these, however, are but 
the commencement of a revolution which will provide an 
enormous amount of work for British electrical firms. 
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In tramway circles the most noteworthy event of the year 
was the failure of the immense system of the London 
County Conncil to meet its obligations without recourse to 
the reserve fund, owing to th» severe competition of the 
motor-omnibus; similar troubles were experienced to a less 
. extent by all the electric tramways in the metropolitan 
area, whereas in provincial cities the tramways prospered. 
Since the outbreak of war, however, the conditions have 
materially changed ; the pressure upon the London tram- 
ways has been relieved by the dispatch of large numbers of 
omnibuses to the front, while, on the other hand, the pro- 
vincial tramways have suffered from severe depression. 
Drastic measures have been proposed at Manchester and 
Liverpool to deal with the congestion of traffic in the 
central areas. Iuterruptions of service on the L. C. C. 
tramways in the spring, and sgain in December, accen- 
tasted the undesirability of depending entirely upon one 
source of supply for so extensive and important a system. 

The declaration of war between this country and Germany 
in August exerted а most important influence upon the 
whole of the industry. Some of the largest works were 
called upon to devote their whole output to the service 
of the Government, and at the same time the influx of 
electrical goods from the Continent came almost to a 
fall stop. On the other hand, large numbers of men were 
called up to the Colours as Reservists or Territorials, and 
many others joined the new Army, including a large 
proportion of skilled men whose services are very seriously 
missed ; indeed, it is a question whether the Government 
would not have been well advised to forbid the enlistment 
of skilled workmen at the start, as it practically did in the 
autumn, for the manufacture of munitions of war, motor 
vehicles, equipment, &c., is of the first importance. 
Electrical manufacturers thus found their operations geverely 

red at a time when an increased output was 
imperatively called for. However, every effort was made 
to cope with the exceptional conditions, and the steady 
inflow of raw materials rendered ible by our command 
of the sea has prevented any difficulty on that score. The 
general feeling amongst British manufacturers, as shown 
by their replies to inquiries which we addressed to them, 
was one of cheerfal optimism, and it appears to be widely 
believed that the tide is flowing in our favour, not only on 
the field of battle, but also in the industrial warfare in which 
we are engaged. The cry in both cases is for more trained 
men; and men cannot be trained іп а day. 

The achievements in the telegraph and telephone depart- 
ments and in wireless have been of no mean importance, 
bat we must defer reference to these and perhaps some other 
matters to a later issue. From what we have said it will 
be obvions that, notwithstanding the war, the year 1914 
was one fall of technical and industrial interest, and that 
under normal national conditions the result would have been 
such as to justify general feelings of satisfaction. 

th has removed from the electrical world two men 
whose names had become household words on both sides of 
the Atlantic— Sir Joseph Wilson Swan and George West- 
ioghouse. The passing of Robert Kaye Gray has. made a 
vacant place in many hearts which no other can ever fill; 


A. Bruce Anderson, chairman of the B. E. A. M. A., a man of 


commercial enterprise and ambition, met with a premature 
end in the Empress of Ireland; and other outstanding 
losses have been experienced by the deaths of Professors 
E. J. Houston, Minchin and Poynting, Augustus Stroh, 
Рай! Heroult, J. Gott, A. R. Sillar (Pekin), R. Hope Jones, 
and 8. W. Newington. Captain Lord Guernsey, killed in 
action, Lord Suffield and Lord Merthyr, all had financial 
and other intereste in electrical or allied industrial concerns. 


THE A.E.G. ON THE WAR. 


Oxg of the most extraordinary speeches which have yet 
been delivered in regard to the war and the possible future 
course of events was made by Dr. Walter Rathenau at the 
Berlin meeting on December 10th of the shareholdersin the 
Allgemeine Elektrizitäts Gesellschaft. Certain Swiss re- 


servists who have been recently permitted to leave the field 
and resume their former occupations, subject to the liability 
of again being called to the colours in connection with the 
protection of the Swiss frontiers, declare that, the:Germans 
are confident of victory, a sentiment which also charac- 
terised the address of the chairman of the Berlin company 
in question, and received the very warm approval of the 
shareholders. This question, however, is of considerably 
less importance from an electrical point of view for the 
moment than is the general situation of this industry in 
Germany, and of the A.E.G. in particular, at the present 
time, and it will, therefore, be of advantage for the trade in 
Great Britain to hear the Teutonic point of view as tet forth 
at that meeting. 

According to the German newspapers, Dr. Rathenau stated 
that the Germans were living in an economic situation which 
was quite unusual, and which could not be compared with any 
previous economic experience. The Continental blockade at 
the beginning of the last century was child's play as con- 
trasted with the great restriction which has now been 


forced upon the Germans. Hitherto German industry has 


existed to a far-reaching extent on imports and exporte ; its 
firs& duty now has been to depend upon itself, and this 
problem, in his opinion, bas been solved in a surprising 
manner. In explanation of this statement the speaker re- 
marked that a large portion of German economy served 
directly or indirectly for the defence of the country, and 
for that purpose a transposition of the whole econ mic 
mechanism was requisite - a change without a parallel, and 
for which only a few months were available. A country 
which has provided out of itself inland compensation for the 
large deliveries from abroad, upon which it was dependent, 
is considered to deserve immense recognition in an economic 
respect, aud the A.E.G. is claimed to have succeeded in this 
achievement. At present the company is producing many 
articles of which no one previously thought, whilst many 
other operations to which a large portion of its forces was 
formerly devoted are no longer being carried out. The 
chairman believes that German economy will persevere in 
this capacity for effecting changes, and that the new 
method will continue to stand the test during the duration 
of the war. 

Let us now see what idea prevails as to the future. On 
this point, Dr. Rathenau remarks that when the war is 
over and the reconstruction of economy becomes necessary 
the problems which will come forward will be considerably 
more difficult, alth: ugh he expresses the hope that the 
work of reconstruction will be accomplished under other 
and much more brilliant prospects than the Germans have 
ever experienced ; but the problems will be very serious and 
will requisition the whole of the forces of the economic life. 
If it is considered what the cost of the war is to Earope, 
that the expenditure for the European market far exceeds 
£5,000,000,000 per annum, that this sum must be 
recovered, and that many relations with «ther countries will 
be broken np—if these facte are considered the result is 
that the economic life will be confronted with problems 
such as have never been known. The presumption for 
this was of a political kind, and they were deeply convinced, 
the chairman observed, that under no circumstances could 
victory be withheld from the Germans, an observation which 
gained the lively approval of the meeting. He was, however, of 
opinion that there was something else to be acquired : ascend- 
ency which was manifested in victory, and which economically 
must amount not to the length of one horse, but to that 
of one hundred horses. What is implied by this phrase is 
not quite obvious, but it is probably explained by the 
subsequent assertion that peace cannot be bonght, but must 
be dictated by Germany, and that that can only take place 
when the enemies of the country are subdued in the old 
Roman sense. 

The question of the duration of the war next engaged 
attention. The chairman, whilst being unable to commit 
himself on the matter, stated that the news from the East 
made it appear as if there was some foundation for the hope 
of a short war, but he decl«red that it was necessury also to 
expect a long one, and in that eveat German economy had 
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to prepare itself for the task. The adversaries r ckon that 
German weakness lies in this direction, but Dr. Rathenau 
observes that they will make a mistake in this matter. A 
long war presupposes jus; as strenuous a struggle in 
economy ; this struggle will be just as successful, and even 
а war of long duration will be endured by Germany. 
How will this be done? The cha'rman states that the 
Germans, in the firat place, have the capital, which has been 
accumulate! in the past 30 years, and that if the nation 
had remained of an agricultural character as in 1870, instead 
of having become an industrial country, it would have 
been impossible to carry on the present war. Admittedly 
the industrialisation of the country has been good ; it has 
enormously atrengthened its resources. The best means of 
defence, however, are considered to be represented by the 
man and his moral value —a value which has never been 
lacking in German technics and economy. Dr. Rathenau 
farther remarked that the Germans knew that their technics 
would also take up and solve the problems of the day. 
Thus, in the whole situation, the A. E.G. had endeavoured 
to force its equipment as high as possible, and had trans- 
ferred its technical arrangements to other branches. In 
conclusion, the chairman stated that the Germans had 
confidence in success and in the strength and the moral 
services of the country, and for these reasons their hope 
was strong and immovable. 

The extraordinary speech of Dr. Rathenau, as represent- 
ing such an influential company as the A.E.G., will 
doubtless be consider.d with interes; in electrical circles 
in this country. Although the chairman refrained 
from specifically informing the shareholders of the 
exact changes in production which have been made in 
certain departments, it is obvious that the alterations can 
only refer to the substitation of war materials for articles 
of peace in so far as war materials were not previously made 
hy the company. But the A.E.G. is not alone in this 
respect, as various iron and steel companies, finding that 
their trade in certain departments has been brought to a 
standstill, have also embarked upon the manufacture of war 
material in order to assist in meeting the demand. But 
when Dr. Rathenau speaks of the probability of German 
ec nomic endurance for a long war, he omits to mention the 
very important fact that, apart from the comparative 
scarcity of certain ores for making hematite pig-iron for the 
production of the particular quality of steel that is re- 
quired for armaments, there is an ever-increasing dearth 
of the non-ferrous metals—copper, nickel and aluminium— 
which are also needed for the purposes of the war. As it 
will be exceedingly difficult to procure any further supplies 
from outside the country, it is probable that the peculiar 
economic conditions which have already been set up by the 
circumstances just referred to will play an important part 
in bringing the war to a conclusion. 


THE market for lead has been rather 
variable during the last few weeks. There 
was considerable strength shown at times, and a level of 
£19 5s. was established and retained for some time for prompt 
metal, all the early deliveries being under efficient, control, 
while large demands were being met with from Russia, to 
say nothing of the excellent position of the ammunition 
makers here who were taking large supplies regularly for 
Government needs. The anticipated closing of Archangel 
has not yet come into effect, but it cannot be delayed much 
longer no matter what efforts are made to keep open the 
port, but while this may check Russian buying iu the 
London market and s*op shipments from here to Archangel, 
Russian demands will then be diverted upon New York. 
Already business has been done for shipment from America 
to Vladivostock, and unsuccessful efforts have actually been 
made to ship lead in cargoes direct from Spain to that 
port. 

It is quite clear that the cost of transport is not going to 
be any hindrance to Russia getting everything needed for 


Lead. 


the pursuit of war against the Huns. In considering the 


effects of the war upon the demand for lead, it may be 
remarked that according to the German papers consumption 
in that country has increased owing to war requirementa, 
and prices have advanced considerably. "The latest news 
available as to lead there is to the effect that something 
like 575 marks per metric ton is the price, and if this is 
согге it betokens a serious scarcity of the metal in 
Germany. That country normally imports a good deal of 
lead, say, about 100,000 tons a year, and the cutting off of 
8 large a quantity cannot be expected to pass unnot:ced. 

A factor, which it is felt is bound to make some impres- 
sion upon the general tendency of prices, is the excessive 
c st of freights from Spain to England . indeed 
the cost of transport by sea is beginning to verge upon 
the prohibitive, and it is a factor the consequences of which 
must not be ignored entirely. A new development has 
been seen in the offering of regular monthly quantities of 
lead from China. It is not expected that this trade will 
assume any important dimensions, but it is something new, 
and a3 such deserves passing reference. 

There was a little while ago a good deal of lead offered 
from the United States, but the position has rather altered 
within the last week or so, and the American position isoneof 
less willingness to sell for export. It is believed that the 
stocks which were held across the Atlantic a few months 
ago have been very materially reduced by the heavy export 
movement, and this being the case the position of producers 
there is much better than it was. Hence the lessened dis- 
position shown to offer metal for sale. | 

The output of the Broken Hill region has been curtailed 
by the various difficulties which came into operation after 
the declaration of war, but there is little doubt that when 
peace is restored the trade currents will be found to- have 
been diverted in many important respects, and it is certain 
that the efforts now being made will secure that Australian 
concentrates will be treated in British and not in German 
furnaces. With the holidays trade has lulled off, but 
fundamental conditions are much as before. 


Ir is very generally recognised that no 
man in any profession or trade can hope 
to maintain a proper degree of efficiency 
unless through the pages of a publication 
relating to his calling he keeps himself fully informed of 
the course of practice and of trade events. What others 
have done, or are doing, naturally has a bearing upon what 
the student may have in hand or in contemplation, and it 
may vary the details of some new commercial enterprise. 
The editorial pages are, of course, the main vehicle through 
which such information is conveyed, but the educative value 
of advertisement pages is also beyond question, and the 
average reader, whether his bent be scientific or com- 
mercial, does not need to be informed that such is the case. 
But it is not always apparent that the advertiser knows 
the educative and business-getting value of the space at his 
disposal. "There are advertisements and advertisements, 
and while advertisers and their publicity staffs may hold 
very different views as to what is the most suitable form of 
anuouacement for an advertisement, nothing is more certain 
than that a form of advertiseme at which may makea persuasive 


On Advertise- 
ment and 
Character. 


or possibly a smart appeal to one buyer and lead to business, . 


may happen to set on edge the teeth of another equally 
important potential castomer. A correspondent dwells upon 
this point in another part of this issue. 
said that American publications show American firms to 
possess a better appreciation of what is really business-like 
advertising; this may be perfectly true in respect of 
some of their popular magazines prepared for the American 
reader, and it certainly is correct if it refers to their 
liking for big advertisements. But American methods 
are legitimate if restricted to America. For Britishers 
whether at home or in the Colonies а British 
type of advertisement generally carries greater weight. 
We have no intention to indulge in a homily on the 
average Dritish temperament and the pitfalls that are to be 


1t has often been 
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avoided and the qualities that are to be displayed in our efforts 
to satisfy it, but we certainly feel that it is а matter to which 
British technical and trade advertisers of electrical and 
engineering manufactures might devote greater considera- 
tion. A sleepy sort of advertisement which, like the laws 
of the Medes and Persians, altereth not, is only used nowa- 
days by those who are behind the times and do not study 
how to make advertisement expenditare yield the highest 
return. On the other hand, there may be advertising of the 
fash in the pan order which sets the Thames on fire one 
week, and lies in sackcloth and ashes the next. Another 


class of advertisement not unknown is one bordering on the 


offensive, striking the eye, it is true, but having in the long 
гап an unfavourable effect upon the mind. These are 
matters upon which it would be extremely interesting to 
hear the views of both advertisers and readers. We are 
inclined to think that in the case of electrical and allied 
manufacturers the character of an advertisement only does 
a little less than the goods themselves to build up repatation. 
A flippant advertisement probably gains for its votaries а 


character the opposite of serious. 


— —.— 


A BREAKDOWN AND LEGAL LIABILITY. 


[BY OUR LEGAL CONTRIBUTOR ] 


Tue recent breakdown at Greenwich which must, of 
necessity, have occasioned a vast amount of inconvenience 
to a large number of persons, suggests certain interesting 

al questions. Can the London County Council, as under- 
takers of the tramway system in South Londan, be held 
responsible, and, if :o, to what extent, for damage caused ? 
We need not deal with the question of liability for personal 
injuries, as no one seems to have suffered in that way ; brt 
тапу a breadwinner may have suffered pecuniary loss owing 
to his not having been able to get to work in time through 
the breakdown of his customary means of locomotion. Can 
he sue the County Council ? 

Cariously enough, one may search the law bcoks through 
withont finding any light or leading upon the exact nature 
of the obligation which is thrown upon а tramway authority 
by the sale of a ticket. The Tramway Act, 1878, is silent 
in the matter; while the Act which empowers the County 
Council to run tramcars makes no special mention of the 
obligations of the Council to the cit’ zens. 

One is, therefore, constrained to go back to first prir- 
ciples in order to define the legal position. It is a question 
of contract, and so far as the relations between the tram- 
way authority and the passenger are concerned, the question 
is —what is the obiigation of the authority ? А man buys a 
ticket for 1d. in order to travel from Blackfriars Bridge to 
the Elephant and Castle. All the County Council are 
bound to do із to take him there. Опе -supposes that the 
law would infer а contract to take him there within a 
reasonable time. If а breakdown occurred while the tramcar 
was en roule, the fare could get his money back ; but that 
would be the extent of the liability of the Council. That 
body is under no obligation to run a tramcar on any particular 
day—or, rather (to put the matter a little more accurately), 
they are under no obligation to carry Mr. James Robinson 
(or anyone else) from his residence in the suburts to his 
office in the City. Ik the cars are running, Mr. Robinson, 
of Tooting, has as much right to a seat as Mr. Brown, of 
Balham ; but if the cars are stopped for a day or a week, 
neither of these two gentlemen could sue the County Council 
for damages. So it is conceived that if, as a result of tle 
breakdown a week or two ago, & City man sustained damages 
caused by delay, he would have no claim against the London 
County Council. : 

Even in the case of a railway company it has been held 
that, the mere issue of a ticket from A to B, apart from any 
conditions in the time bills, implies no warranty that a train 
will start at the time at which the passenger is led to 
expect it, and if the train arrive too late to enable him to 


complete & through journey, he cannot recover damages. 
A fortiori the County Council, whose tramcars run according 
to no particular time table, are under no liability to their 
passengers. 

It ig somewhat odd that clauses which are to be found. in 
Acta of Parliament relating to the supply of electricity, and 
which excuse the undertakers fer the. damege caused by 
breakdowns, are not to be found in Tramway Acts or prc- 
visional orders. It may be interesting to refer to the 
relevant provisions of the Electric Lighting (Clauses) Áct, 
1899. After providing for the infliction of certain penalties 
for delay, it goes on :— 


“ Provided that the penalties to be inflicted upon the - 


undertakers under this section shall in no case exceed in 
the aggregate in respect of any defaulls not bein g wilful 
defaults on the part of the undertakers, the rum of £50 for 


_ any one day, and provided also that in no case shall avy 


penalty be inflicted in respect of any defau.t if the Court 
are of opinion that the default was caused by inevitable 
accident or force majeure, or was of во slight or unimportant 
a character as not materially to affect tke value of the supply.” 

Nice questions sometimcs arise as to what constitutes 
force majeure, which is sometimes described ір legal docu- 
ments as the Act of God or the King's enemies.” In a 
case which was heard in Dublin in 1899 it was proved that 


the supply of епе ру had broken down owing to certain 


defects in a cable which had not made tl emselves apparent 


for a considerable time. It was h-ld that the company 
were excu:ed on the ground of inevitable accident (Sun . 


Insurance Co. v. Dublin Corporation, Dee mber 9th, 1899). 
Bat the define of force majeure or inevitable accident 
will not avail a company in every case. In Shadditch >. 
London Electric Supply Corporation, the keeper of licensed 
premises at Deptford summoned the de‘endant Corporation 
for failure to supply elec ricity to his premises. The default 
was admitted, but the defence was forse majeure, it being 
‘contended that the supply of electricity having become dc- 
ficient owing to unavoidable causes, it became essential 
that some part of the district «f the company should be cut 
off, and that Deptford was selected as causing the least 
public inconvenience. The full penalty of 408. was inflicted 
in each of tke seven cases, with 20 guineas costs in the first 
case and 2s. costs in each of the otters. It would seem, 
however, that where the company are taken by su! prise, 
and asked to supply a number of consumers for whom tkey 
have not made adequate arrangements, they will te leniently 
dealt with. Thus, in Marylebone Vestry v. Metropolitan 
Electric Supply Co., the company were summoned by the 
Vestry and Guardians for default in supplying electrical 
energy to the workhouse and Vestry premises on certain 
days. The company admitted the default, and contended 
that the same was due to inevitable accident, caused by the 
great increase in the demand for e'ectricity, which had ex- 
ceeded their expectations. The case was at first adjourned, 
and eventually small fines were imposed. 

It would seem that if any negligence on the part of the 
company can be proved, it is futile for them to urge a plea 
of force majeure or inevitable accident. 

Thus the faulty laying of a cable which led toa break 
owing to subsidence ; defective insulation leading to short 
circuit ; carelessness at the central station which led to a 
stoppage of all the machinery; none of these things could 
be pleaded in answer to а summons for failure to supply. 
On the other hand, the breakage of a cable owing to floods, 


the bursting of a boiler, or sudden stoppage of machinery 


owing to some undetected fault, would ialways be rcceived 
as a complete answer to a charge of failing to supply. 

But it is essential in the interests of the consumer that 
the company shall take every precaution to secure that 
even when one set of engines breaks down another shall be 
ready to take its place. 

We have stated the law as to breakdowns in lighting 
stations with a view to drawing attention to а curious dis- 
tinction between the liability of a tramway and a lighting 
authority. No doubt that distinction may be explained 
by the fact that whereas an electric lighting company or 
authority is bound to enter into contracts of an enduring 
nature, the tramway company is under no obligations save 
those which we have enumerated in the early part of this 
article. | 
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ELECTRICAL DRIVING IN THE WOOLLEN 
TRADE. 


By J. Е. CROWLEY, M.Sc., B.A. 


(Abstract of Leoture delivered before the HALIFAX TEXTILE 
| Society, on December 3rd, 1914.) 


ELECTRISITY has not found -the same application to textile 
factories here as it has in other countries, largely owing to lack 
of koowledge of its advantages on the part of manufacturers. I't 
is proposed to consider the engineering problems that arise when a 
decision to install electrical driving is adopted. It will be 
assumed that it has been decided to adopt two-phase or three- 
phase current, and that questions of voltage and frequency 
which may depend on the current available frcm the local supply 
authorities, the siz: of the factory, &.., are discussed with an elec- 
trical engineer fam liar with the conditions. . 

Ia considering the application of electrical driving to the woollen 
trade, it should b3 borne in mind that this trade has certain 
peculiarities from a driving point of view, such as:— | 

(a) Small total H P. required for each factory as compared with, 
for instance, the jute trade or the cotton trade. 

(5) Particularly poor load factors, that ir, a small percentage of 
the machinery running at a given instant. 

(c) A varying trade, which may mean the shutting down of a 
number of machines for long periods, or, again, the running of 
machines at night when trade is brisk. 

Where such conditions prevail, electrical driving shows to parti- 
cular advantage. When it is decided to install electrical driving 
the first point that requires decision is the type of drive to be 
iusta!led. Broadly speaking, the choice of the manufacturer lies 
between :— А 

(а) Group driving in large unita. 

(5) Group driving in small units. 

(c) Iadividual driving. 

We do not find in the woollen trade the degree of standardisation 
of machinery and liy-outa that obtains in the cotton trade; con- 
sequently the case of each woollen factory has to be considered on 
its merita to an even greater extent than is necessary in the cotton 

e. 

Group Driving.—The simplest application wiil be the installation 
of а single motor to replace an existing engine, which is generally 
a very unsatisfactory application, since, while it means the provision 
of a steady turning movement on the main shaft, it means also the 
retention of all existing shafting with no reduction in friction 
losses, &». For the average case, therefore, the shafting ahould be 
divided up into carefully selected groups, each group being driven 
by a separate motor. I+ was realised early that by dividing up 
shafting into large groups, and driving these groups by means of 
electric motors, many advantages could be obtained over the older 
systems of driving from one central source. It is now being 
realised that these advantages are greater still where the driven 
units are smaller and when stil] shorter lengths of shafting are 
taken. Thus, the method of group driving in ета]! units is 
gradually obtaining wider recognition. The movement in this 
direction has been aided by the improvement in the efficiencics of 
small motors, and the reduction in cost of these machines, 

Having decided on the grouping of the shafting, the next point 
to receive attention should be the motor speed, and the method of 
connesting the motor to the shaftiog. Ia woollen factories, shaft- 
ing speeds are low, frequently not exceeding 90 R P M., and the 
points mentioned, therefore, require special attention if expensive 
motors of unduly low speeds are to be avoided, 

Speaking generally, the ideal group drive consists of a motor 
placed in the centre of the line shaft and provided with flexible 
couplings on both sides forconnecting toit. With this arrange- 
ment the speed fluctuations of long shafts are avoided, and als) 
the losses in the connecting link between the motor and the shaft. 
With low-ep ed shafta, however, this is out of the question, since 
the cost of an electric motor, other things being the same, increases 
as the speed is lowered, and helt drives, rope drives, gearing and 
chains have to be considered. Where speed ratios are not abnormal, 
and the conditions enable satisfactory centres to be « btained, and 
where also the powers to be transmitted are not excersive, belts 
provide a very satisfactory drive. Where the powers to be trans- 
mitted are great, belts can be replaced by roper, which have also a 
wide field where a number of defferent shafts have to be con- 
nected to the same motor, as is the case in the modern rope race, 
or by steel belta which are largely used in Saxony, but have not 
come very widely into use here. Where the distance between 
centres is small, and a large reduction ratio is required, other 
methods must be adopted. Worm gears are generally to be avoided 
owing to their low efficieney, which does not improve with time. 
Double helical gearing, on the other hand, has reached a high 
s:ate of perfection, and chain-driving has come very widely in“ o 
use for factory drives. Generally chains possess the great advan- 
tage of having, and of maintaining, a high transmission efficiency, 
while the drives are not affected bv slight alterations in shafting 
alignment, as would be the case with gearing. 


Individual Driving —Any advantages claimed for group driving 


in small unita over group driving in large can be claimed for 
individual driving over both systems. while, in addition, special 
advantages can be obtained with special machines, such as looms, 
mules, ring doubling frames, centrifugals, &c. 

The advantages of individual driving are :— 

1. Saving in power. 

2. Increase in production due to— 

(a) Specific advantages in the case of certain mach nee, 

(^) Better supervision, &c, 


Against these must be put the greater cost of an individual drive 
installation over a group drive iastallation. The proper balancing 
of these advantages against the increase in cost is the problem 
that the manufacturer has to solve, and here he will find expert 
assistance indispensable. 

Regarding the firet advantage claimed for individual drive— 
namely, saving in power—two points might be referred to :— First, 
the accurate measurement of power transmission losses has only 
been possible since the introduction of electrical driving; secondly, 


. these losses are very much greater than is ordinarily aesumed. To 


taks one instance only, the increase in friction loeses when shaft- 
iog is loaded up is usually treated as negligible, though it is 
frequently very large, as can be seen from the following test 
figuree. 

The test was carried out for 20 hours on six looms on group 
drive, then for a similar time on the same looms on individual 
drive, with the following reeulte : — : 

Group Drire. | 
Total number of ріске... pis sas aes . 187.876 
Consumption of motor, shafting belts and looms ... 72 KW.-hours 
Consumption of motor, shafting belts and loose 

pulleys iis ses m 
Apparent consumption of loom oe. TONG. 


Individual Drive. 


32 Kw.-hours 
40 RW. - hours 


Total number cf picke... akg: eed 8 .. 361.206. 


Consumption when drivir g looms ... к „‚ 53 EW. hours 
Consumption for 187,876 picks Т A .. 27 KW.-hours 
Actual cont umpt ion of looms (motor efficiency 

75 per cent.) = 75 х 27 ... ais iis .. 20 Kw.-hours 


Now, the difference between the apparent consumption on group 
drive and the actual consumption on individual drive, viz , 20 KW.- 
hours, is due to the additional losses caused by the loading of the 
shafting. The shafting, belts ard loose pulleys, as distinct from 
the motor, took 22 kw.-hours, and hence the additional losses form 
91 per cent. of the light-lcad losses. 

Subsequently, at another factory, the eame writer took a further 
test, when the additional losses proved to form 174 per cent. of the 
light-load losses. These figures are rather illuminating when we 
remember how general is the method of measuring friction losses 
by indicating an engine on light load. | 

The efficiency of a modern loom motor of the size used in these 
teats would not be less than 87 per cent. 

In estimating the saving in power with individual drive, account 
must be taken of the load fsctor on which the machines are 
running, since, of cource, the advantsges of individual driving are 
the greater the worse the load factor. By load factor is meant 
what in the weaving shed is known as weaving efficiency "—that 
is, the ratio of the actual production of the ched to the maximum 
possible, assuming no stoppages of the looms for any caute during 
normil working hours. With individual driving, the power con- 
sumption for each machine ceases when the machine stops, while 
with group driving, the whole of the shafting and belting must 
be run while a single machine is required, thus :— 


If N = the load factor of the mill, per cent., 
I = the power lost with individual drive, and 
G = the power lost with gr«up drive, 


then for the energy losses with individual and group drive to be 
equal, І X N/(G х 100) must equal 1. 

If this formula gives a result greater than 1, then individual 
driving is at a disadvantage from a tranem ission lors point of view, 
while, if the result is lees than 1, the advantage lies with individual 
driving. Ia no case that the lecturer is aware of have individual 
loom drives with high-efficiency motors shown to disadvantage. 

Individual Driving of Looms.—A weaving shed in Lancashire 
hasa weaving efficiency of 77 per cent. to 80 per cent. for ordinary 
looms, and approaching 95 per cent. for automatic loomr. In the 
woollen trade, however, 60 per cent. would be an aversge figure, 
and it would probably be correct to say that only a high-class thed 
would reach 66 per cent. This means, thersfore, that at a given instant 
40 per cent. of the loome are shut down. showing what a large 


saving ia power should be effected with the introduction of indi- 


vidual drive. | 

If а regular drive is provided at the loom shaft, it will be found 
that the average speed of the loom can be inoreased, and it is this 
regular drive which a three-phase loom motor particularly dces 
provide, improving the weaving efficiency of the loom for two 
reasons :— 

1. The regular speed reduces the number of warp and weft 
breakages very considerably. 

2. The time absorbed by stoppages is considerably reduced owing 
to (a) The shorter time taken by an operative to start a motor as 
compared with the moving of a belt from a loose to a fast pulley ; 
(5) The high starting torque of the motors, which still farther 
assists in securing prompt starts with the “ lay " in any position. 

It is satisfactory, as a result of something like 40 tests carried 
out in various parts of the country with individual drive, to be 
able to say that in no case has a smaller increase in production 
than 10 per cent. been obtained, while in scme cases the percentage 
increase has been as high єз 25 per cent. Improvement in the 
quality of the material is a result invariably found with individual 
drive, and should mean a distinct saving in the mending 
department. 

Simplicity and safety in the weaving shed are not being sacrificed 
to obtain the results referred to. The motor and the switch are of 
the simplest possible construction, and contain few parts likely to 
get out of order. 


E. J A., Band 49, 1912, G. W. Meyer. 
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Indiridual Driving of Mules.—Spinning on the mule, as distinct 
from spinning on the ring frame, is a discontinuous operation, and 
steadiness of drive is of vital importance. Broadly speaking, two 
main priuciples should b3 observed in the driving of mules, either :— 

(e) To drive as many mules as possible, preferably all the mul s 
in a factory, from one motor, or 

(b) To drive each mule individually. 

To quote from a paper read before the Institution of Electrical 
Engineers by Mr. Н. W. Wilson :—" Spinning mules represent one 
of the moet variable loads it is possible to obtain. It is necessary 
to drive a number of them from a single machine, so as to damp 
out the fluctuations as much as possible, and get something repre- 
senting an even load. With four mules on a single motor, the 
writer has seen variations in demand from 15 to 90 H.P. almost 
instantly, and this manifestly represents a condition of affairs under 
which no motor can maintain an absolutely constant speed. 


Broadly speaking, it cannot be said to be a good practice to drive . 


fewer than 12 males from a single motor of, say, 150 Н.Р." 

Again, a recent writer, in describing au installation, says :— 
“ Males gave a load varying in the case of a 75-H.P. motor driving 
two paira of mules, from 40 to 120 Н.Р." 

The actual H.P. figares apply to cotton mules, but the difference 
between cotton mule powers and woollen mute powers is one of degree, 
and not one of kind, since approximately the same percentage fluc- 
tuations are present, and the same treatment ів needed. With indivi- 
dual drive, the variations in speed that occur simply ease the 
passage from one stage to another in the сус1е of operations, while 
& constant speed is obtained during the actual spinning period 
whea steadiness of speed is essential, 

With mechanical drive, on the other hand, or with group elec- 
trical drive, the peak loads of a certain gronp of mules may ayn- 
chronise and produce a speed variation on the system of serious 
effect on the other mules, since it does not happen to synchronise 
with their operations. This point is of far greater moment than 
an improvement of a few per oent, in aotnal speed variation itself. 

Indicidual Driving of Centrifugals.—There are few maobines in 
a woollen factory that are shut down for longer periods than the 
centrifagals, aud, generally speaking, the individual driving of 
these machines is desirable on this account, and also on account 
of the difficulties connected with the starting and stopping 
of the machines. Wherever possible, a vertical motor should 
be employed, with its rotor mounted direct on the spindle of 
the centrifugal, the motor being placed either above or below the 
bowl depending on the design of the centrifugal. In case this 
drive is not practicable, individual driving may be carried out 
with a quarter-twist belt drive. Owing to the great inertia of 
the bow! which has to be accelerated, the motor starter has to be 
of a specially large size. When a centrifagal is stopped, the 
stored energy has to bs dissipated in some way, and with individual 
driving, particularly where a large number of centrifugals are 
installed, it is often advisable to adopt eleotrical braking over a 
considerable portion of the retardation period, since, by this means, 
a large part of the energy absorbed by the machine during the 
acceleration period can be returned to the line. For this purpose, 
where the number of centrifugals to be driven is small, three- 
phase, pole-changing motors are generally employed. For sugar 
refineries, where a considerable number of centrifugals are gener- 
elly installed, it is often advisable to adopt continuous current, as 
this enables simple systems of economical starting and electrical 
braking to be used. 

Conclusion, —Individual electrical driving is employed to a large 
extent in Germany, and the speed control this gives the operative 
is largely responsible for the ascendancy Germans have been able 
to obtain in certain sections of the textile trade, notably calico 
printing. It is exactly four years since experiment: were carried 
out which led to the putting down of the first large individual 
driving installation in this country—that of 800 motors in the 
shed of Messrs. Freara, Lord & Brother, Bradley Fold. When the 
order for this pioneer plant was placcd, only one British fiem could 
manufacture loom motors, and that firm got the order. In the 
ease of а recent loom motor order obtained by the same firm, they 
found themselves in competition with not lesa than five other 


British electrical firms. You cannot have better proof than this - 


that individual driving is the right thing. 


INSTITUTION OF ELECTRICAL 
ENGINEERS. 


A SPECIAL MEETING of the members of the YORKSHIRE LOCAL 
Section took place on December 17th, at the Hotel Metropole, 
Leeds, the chair being occupied by the chairman of the Section 
(Mr. T. Rolee). The meeting had been specially convened in order 
that the President of the Institution (Sir John Snell), the treasurer 
(Mr, Robert Hammond), and the secretary (Mr. P. F. Rowell), 
Á— зае ад . e CHE the поши of the Section, 
м п for that pur the annual dinner— 
ds purpose— er— had 
The CHAIRMAN extended a cordial weloome to the three repre- 
sentatives of the Institution from London, After referring to some 
of the activities of the Local Section, he urged that the members 
should be kept better informed as to what was going on up in town. 
Вів JOHN SNELL promised that he would put before the Council 
the suggestion that more publicity should be given to the doings 
of the Council in the Journal, and said he believed that the Council 


did not desire to hide things from the members. He thought 
great good had been done in the co-ordination of the Papers Oom- 


mittee of the Institution, one result being that papers were now ` 


not only read in London, but were read and discussed in the pro- 
vinces as well, thus getting а wide and catholic discussion upon 
them, and msking members of local sections feel that they were 
all combined іп one Institution. One of his first wishes was that 
the Looal Seotions should bein accord with the Council. With the 
stringent qualifications which were now required by the Institu- 
tion of Electrical Eagineera in regard to the admission of new 
members and new students or graduates, and the requirements in 
regard to examinations, there would be brought about a pronounced 
improvement in the status of the electrical engineer. A sign of 
the times was teen recently in the request which had been 
made to tbe Institution of Electrical Engineers, through him as 
the President, to nominate from among the m: mbers of the Insti- 
tion some 20—and more were yet to be appointed—gentlemen for 
commissions in the Royal Garrison Artillery. He had no 
doubt that in time the Institution would be asked to nominate 
people for some of the other Government services. There 
was а great deal of sound sense in the suggestion of 
the chairman in his address to the Section, that while 
trade was slack, obsolete plant should be replaced and 
improved methods of driving adopted. If electrical engineers 
could point out to manufacturers that by the adoption of 
electrical systems they could save some 25 or 30 per cent. on 
their cost of power production—which would mean over 1] per 
cent, on their total cost of production—if they were sensible 
people they would take notice of the advice aud put their houses 
in order. This especially applied to textile distriote, where a very 
small fraction of a penny per pound on mat rie ls made all the 
difference between profit and los, He supposed that when 
peace was restored the Germans would revive competition, 
and unles the British manufacturers looked to it the 
competition would become, as time went on, more and more 
keen. In connection with this question he expressed the 
hope that British electrical manufacturers would put their 
hands to the plough and see that they sent abroad both to the 
Colonies and to foreign countries properly trained electrical men 
to represent them, They all knew that great complaint was made 
that manufacturera sent ont to the Colonies and to foreign 
countries representatives who, whilst they were admirable com- 
mercial men, were not sufficiently good engineera to be able pro- 
perly to represent the British electrical engineering industry in 
other countries. He would like to see the younger members of the 


‘electrical profession learn, in the first place, Spanish, and afterwards 


Rassian, because he thought that in Spain and Russia there was 
going to be a great expansion of electrical activity. In conclusion, Sir 
John referred in дебат) to the privilege which had been given to 
the Institution of assisting the War Office in connection with an 
Engineering Unit of the new Royal Naval Division, and he ex- 
pressed the view that this Unit, which was highly skilled in all 
branches of engineering, would have very special work to do 
during the next few monthe. 

The meeting of the BIRMINGHAM LOCAL SECTION on Wednes- 
day, D»cember 16th, was also attended by Sir John Snell and Mr. 
Rowell. After an expression of welcome from the chai: man, Dr. 
Railing, Sir John Saell addreased the meeting, and after referring 
to the work of the Local Ssotions reminded the members of the 
objects for which those Seotions were established and of the useful 
func ions they were able to perform. He afterwards dealt with 
the subject of remuneration of young engineers, pointing out the 
advantages that would accrue to the community if the electrical 
profession were made suffisiently attractive to the men of the 
highest ability, and expressing the hops that the Institution might 
ba successful in effecting an improvement in this respect. He 
also urged the advisability of all young electrical engineers joining 
the Institution and thereby gaining a status which would help 
them in their careers. i 


CORRESPONDENCE.. 


Letters received by us after Б P.M. ON TUESDAY cannot appear unt.l 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
wnless we have the writer's name and address in our possession, 


German Firms posing as Belgians. 


With reference to Belgian agencies, it seen s that a number of 
Belgian electrical dealers are trying to get into touch with British 
makers in order to represent them on the Continent. 

That is quite right and marks а step towards а keen Anglo- 
Belgian op operation. 

But what would surprise msny manufacturers is that German 
limited companies, trading in Belgiam under French names, and 
calling themselves all Belgian," have sent their representatives 
or “technical engineers" as well over here. 

They also want British goode, perhaps with the purpose of selling 
out their German stock under a British label. 

I should like to know what are the patriotio feelings of the 
Belgians who act as agente of our enemies’ firms? They are 
certainly not at the front where their right place should be. 

Kindly warn the British firms of the unfair proceedings I have 


stated. 
London, E.C., December 22nd, 1914. 


E. Janssens, 


-- — — 


| 8 | THE ELECTRICAL REVIEW. [Vol76. No 1,936, JANUARY 1, 1915. 


U.S.A. Safety Rules. 


The second part of your comment оп the rules in Cireular No. 49 
of the National Bureau of Standards has becn read with much profit 
in the November 6th issue, 

We note that you support the advanteges of standardisation in 
operating safety rules, The variations in British practice wbich 
you mention, some companies issuing booklets, others posting 
instructions, and still others relying upon verbal instructions, 
parallel closely the conditions found in this country. 

Due to the different character of construction, standard safety 
rules for British practíce could undoubteóly omit some of the 
provisions wbich seem advisable for American practice. In fact, 
as construction betterments are made, some of the safety rules now 
. neoessary will gradually become less applicable and finally un- 
necessary in this country. It seemed advisable in the first edition 
of such rules to include the precautions which present construction 
and practice render neces We shall be very glad to render any 
assistance should such a work be undertaken in Great Britain. 

A principal difficulty found by long observation, many confer- 
ences, and the consideration of many sets of rules, is that proper 
qualification of employé: even for the same work, conveye such 
varying ideas and permits so many unequally safe practices, that, as 
& part of proper qualification, the uniform familiarity with a 
standard set of precautionary measures and the uniform use of 
such measures should be required as a portion of this very qualifi- 
cation, Partly for this reason many rules cover practices, note of 
which, it might be at first thought, proper qualification would 
render unnecessary, but these rules have been shown to be necessary 
by a history of accidents due to the diversity in qualifications in 
different communities and in different classes of electrical work. 

Many accidents might be avoided aleo from causes which upon 
thought are known to the employé to exist, but which dependence 
upon verbs! instruction or general qualification has long prevented 
from being brought strongly to his attention. Such instructions, 
if followed, would in fact apparently avoid under existing 
American conditions at least 200 fatalities annually. The almost 
universal support of the simple precautionary rules, as well as the 
more specific ones, by American companies, has resulted from the 
fortunate experience of many large companies, in reducing this 
class of accidents by utilising their educational value. 

Another feature notable in present American practice, is that 
isolation by elevation on poles, or above floors in stations, or by 
other methods is frequently depended upon for the protection of 
employés where work neccessarily occurs in the vicinity; as, for 
instance, upon other wires on the same poles and upon neighbour- 
ing equipment in stations. The opportunity for unsafe approach 
of-the person or the implements he is using has frequently led to 
fatalities. A definite minimum for such approach has been thought 
to bring attention to the hazard, and to prevent taking chances at 
distances less than can be generally considered thoroughly safe, 

It is hoped that adoption by the States and municipalities of 
reasonable and uniform construction requirements will greatly 
reduce the number of accidents which occur from unguarded parte 
which might be by better practice readily guarded, and will so 
reduce ths necessity for so extensive personal precautions on the 
part of the workmen themselves. 

Appreciating greatly your carefal consideration of this set of 
rules, from which we have derived much of benefit for our future 


revisione. 
E. B. Rosa, 
Acting Director. 
Department cf Commerce, 
Bureau of Standarde, 
Washington, December 1st, 1914. 


Wonderfal Accumalator Cells. 


In the window of a firm specialising in ignition devices, in this 
town, the following notice is to be seen :— 


"This Farady Hawdon improved storage battery has been 
atanding totally discharged since April 9th, 1914. The plates are 
free from sulphate. This will appeal to you." 


It does, immensely. The cell is a 10-ampere-hour in a celluloid 
case, and appears to be fitted with kaolin separators. 

The positive plate i8 now of normal size. The colour !—s£pare me 
this. It reminds me of an advertisement that I saw in & South 
Coast local paper, many years ago—a motor-car man again— 
offering to " cure permanently " sulphating. 

A. W. B. 


Newcastle-on-Tyne, 


London Electricity Supply Scheme. 


The London electric supply companies seem especially fertile in 
causing complicated situations. Just recently, when the London 
County Council brought forth their comprehensive power scheme, 
it certainly looked as though they were coming to a settlement. 
The same day as the L.C.C. Bill appeared, out comes another pair 
of Bills promoted by a partial group of the London supply com- 
panies as a rival measure. Prima facie, it would certainly seem 
eomewhat discreditable that the London electric supply com panies 
shonld have had so many years to bring forward a scheme, and 
should, after blocking as much aa they conveniently could the 
London County Council scheme, have the audacity, so to speak, to 
bring out at this jancture a partial and incomplete scheme of 
their own, 


It is not as though the whole of the London companies were 
represented, The group is practically comprised of the West End 
companies, who have their own “ fish to fry " in the Central Oo., 
who, we notice, also figure amongst the promoters. It is surely 
ridiculous to think that a group of companies who have at present 
limited areas and absolutely the pick of London, and who are 
mostly earning what they think are satisfactory dividends, will go 
out of their way to develop outlying areas which mean much work 
and little profit, Certainly we have no reasonable cause to think 
they have any such beneficent motive. The: more reasonable 
conjecture is that they are afraid of the London County Council 
Bill, and have simply promoted this as an emergency measure to 
try and get hold of the powers and then do as little as possible. 
Certainly they do not commit themselves over their present Bill, 
except to improve the supply of electrical energy ; and, moreover, 
there is a ludicrous provision that the new company shall, within 
three years, submit to the Board of Trade a scheme." Anything 
more lacking in obvious bona fides it is difficult to imagine. At 
the same time, we must congratulate them on their boldness in 
attempting in such an obvious way to throw the London County. 
Council scheme off the track. 

Parliament should certainly look to it that whoever takes over 
these London electric powers should be people who actually mean 
to begin work at once, and whose clear interest it is to do such 
work and not temporise, under cover of submitting scheme after 
scheme, a line of policy of which everyone is now hearti!y sick. 


: Onlooker. 


Advertising Methods. 


I have often wondered whether advertisers consider to what 
extent their advertisements are likely to repel customers. There 
are many articles advertised in an aggressive, vexatious, or annoy- 
ing manner. For example, one takes up Punch with the ot ject of 
being amused, and one comes across a whole page whisky advertise- 
ment which affords one no amusement whatever, but rather the 
contrary, and tends to prejudice one against the article advertised. 
Scores of instances could be mentioned of advertisements which 
are calculated to annoy and repel quite as many persons as they 
attract. The disfigurement of rural districts traversed by our 
main lines of railway for example. The war has at any rate 
relieved us for the present of the occulting electrical advertisement 
nuisance, 

The castigation administered by your editorial remarks a fort- 
night ago, is fully deserved, and I trust it will have the effect of 


making advertisers realise that some methods of advertising are 


not only illegitimate, but being vexatious to the public, are in- 
jurious to their intereste. 
Consultant. 
London, December 19th, 1914. 


Rear Lights on Vehieles. 


Your suggestion to affix rear lights on those people who find a 
difficulty in describing a straight line from one point to another 
after dark, is a capital one, and should be immediately enforced, 
especially in view of the coming festivities. 

The idea might, with every advantage, be extended to the 
Provinces, where farmers are continually endangering the lives 
of motorists by moving fiocks of sheep along the road after dark. 

I myself was the unfortunate victim of this habit last week, but 
thanks to the yielding nature of the obstacles, little personal injury 
was suffered. 

Wishing you every success and the compliments of the season, 


Julian G. Thain, 
Chief Engineer and Manager. 
Stratford-on-Avon, f 
December 24th, 1914. : 


From the Front, 


I can assure you that my comrades and myself are most grateful 
to you for being so kind as to send us your valuable paper. It 
makes it seem as though we were back in the office again when we 
can keep in touch with the electrical world like this. There is 
quite a scramble fcr turns among the boys here to read the con- 
tents of the REviEw, and I think we will have to draw lots for 
turne. I don't know whether it will interest ару of you to have a 
few lines from the front, but, as you know, owing to the Censor, 
it won't have to contain very much information. 

As you will see, I am attached to the Wireless Section. We are 
having some terrible weather over here—wet, cold, raw and 
muddy ; it is wicked, especially with our work, which is, of ccurse, 
worked by shifts of 6 hours on and 12 cff, day and night. Still, 
we are getting quite used to this kind of life now, and I am very 
pleased to say that there is not a single case of illness amongst ua, 
which speaks very well, seeing that most of the men are Post Office 
operatore, and others from cflicer, &c., and not used to the open- 
air life. 

Wishing the ELECTRICAL REVIEW staff a very mcrry Christmas 
and a bright and prosperous New Year, with all good luck for the 
valued ELECTRICAL REVIEW. 

Arthur Maugham. 

First London Wireless Co. Royal Engineers, 

General Headquarters. British Expeditionary Force, 
December 23rd, 1914. 
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“ We Can't Take the: Risk.“ 


With reference to the article entitled We Can't Take the Risk,” 
we feel, as electrical manufacturers, that we cannot let such an 
indictment pass unchallenged. We must admit that on the surface 
it would appear that we manufacturers are not doing much to 

the trade which our war with Germany will undoubtedly 
give us an opportunity of doing, but we will not admit that this 
apparent neglect is in any way due to nervousness or want of 
enterprise on the manufacturers’ part. We believe that our troubles 
are the same as those of almost every manufacturer in the country. 
Every paper that we read tells us that now is the time to get hold 
of German trade, and no one would be better pleased than we 
should to do во; but, so far from being able to do во, we are having 
the utmost difficulty to retain our own trade. This difficulty, 
however, is in no way connected with fear to take the risk, but 
parely absolute inability to get men. 

Sinoe the war commenoed we have lost 70 men and have not 
succeeded in replacing a quarter of these. The men who are left 
have made a splendid effort, but, of course, have been unable to 
maintsin our turnover, and we at the present moment find our- 
selres inundated with orders and fairly considerably behind in 
deliveries, | 

This shortness of men has not, however, in any way discouraged 
us, and we some months ago placed a contract for an extension to 
our factory, which will, we hope, be complete in a few weeks, 
when we hope, on the return of more normal times as regards 
labour, to find that we can not only keep our own customers, but 
capture some of the German trade. 

The Crypto Electrical Co. 
J. G. SHaw. 
Londom, N.W., December 24th, 1914. 


German or British ? 


Under the above heading there appears a letter in your last issue 
dealing with the nationality of the representative of this company 
in Australia, As stated in that letter, Mr. Hentz is German, but 
he is not in our permanent employ ; his services were placed at 
our disposal temporarily last spring, when the repreeentative 
whom we were sendiog out died suddenly a few weeks before the 
date when he should have sailed. Mr. Hentz was at the time 
travelling in the East on behalf of the German Tudor Co., and, in 
view of the fact that in former years he had represented the 
German Tudor Oo. in Australia, we were glad to find this tem- 
parary solution of а difficulty. 

When war broke out, realising that the position was unsatis- 
factory, we arranged with an Australian engineer, who had 
previously been in our employ over here, to represent us for а few 
months, and one of our engineers who has been with us for many 
years is proceeding to Australia in January to represent us 
definitely. 

I admit that, in stating that we had no Germans in our employ, 
I had overlooked Mr. Haggemann, who is a battery inspector, and 
also had overlooked a second inspector in Australia ; this error of 
a fraction of one per cent. of the staff does not seem very serious. 

In regard to the country of mannfaoture of Tudor batteries 
exported to Australia, for many years the German Tudor Co. and 
oarselves did business there concurrently. Whenever batteries 
were ordered from us, they were invariably manufactured at our 
works at Dakinfield ; when the batteries were ordered from the 
German Tudor Co., they were sometimes manufactured in Germany, 
but they were frequently manufactured at our works to the order 
of the German Co. An agreement, however, was made between the 
two companies some two years ago, by which we have now the sole 
rights of supply in Australia and all other British Colonies, except 
in cases where the purchaser expresses a wish to have a German- 
made battery, which, of course, may occur when the battery is a 
sub-contract and the main contract is placed with agente repre- 
senting German electrical firms. 

Iam sorry to have troubled you with such a lengthy explana- 
tion. and trust that your correspondent will now be reassured that 
all batteries purchased from us are manufactured in this country. 


E. Jacob, Managing Director, 
TUDOR ACCUMULATOR Co., LTD. 
London, S.W., December 29th, 1914. 


Oar notice has been drawn to a communication received by you, 
and printed by you in your “Correspondence” column of your 
issue of December 25th. Without wishing to enter into a lengthy 
correspondence, we think the following facts will be of interest to 
you, namely : І 

Thie company has been duly registered under the English 
Companies Act, and over two-thirds of the capital issued is held 
by British subjects resident in this country. Moreover, all our 
directors are British, and likewise are resident in this country. 
Further, all the hands we employ, which number many hundreds, 
are of British nationality. 

In conclusion, the Wirum lamp, which we make, is, and 
always has been, manufactured in this country, at our works at 
Brimsdown, from inception to completion. 


The Brimsdown Lamp Works, Ltd. 
(Lxs LIE HA VES, Director.) 
London, W. C., December 29th, 1914. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


New Ironclad Switch. 


Messrs. J. Н. TUCKER & Co., of King's Road, Hay Milla, 
Birmingham, are introducing a new ironclad D.P. switch for 
25 amperes at 600 volta, which embodies some valuable features, 
It has a quick make as well as a quick break, and the blades cannot 
be held in an arcing position, both movements being positive and 
independent of the operating handle. The blades are firmly held 
in the on and off positions, independently of any spring, and the 
breaking of the circuit is not wholly dependent on the action of a 
spring. The blade is so shaped as to ensurea ect contact ; the 


clips are well recessed on a substantial base of vitreous porcelain, 
and are screened from dead metal. An interlocking device is 
provided to prevent switohing on while the cover is open, or 
opening the cover while the switch is on. 


Fig. 2.—ADAPTERBS 
FOB USE WITH 
TUCKER SWITCH. 


Pie, 1.—New IRONCLAD 
SWITCH., 


Special attention has been given to the wiring of the switch ; the 
cables lead directly into the terminals, and various forms of 
adapters have been designed, fitting on the top and bottom of the 
switch case, which facilitate wiring and enable the switch to be 
taken down without disturbing the conduit or casing ; some of 
these are shown in fig. 2. 

The insulation consists of micanite alone, and the case is water- 
tight, lined with the company’s special silicate paint, enamelled 
outside and stoved. 

The switches are subjected in the works to a flash test of 2,000 
volte, and one of them has been mechanically operated over 250,000 
times without breaking down. 


Holophane “ Refractor” Globe. 


In a pamphlet just issued by MEssRs. HOLOPHANE, LTD., of 12, 
Carteret Street, S. W., a new type of their well-known scientific 
glassware is described which has been specíally designed to carry 
out the requirements of a correctly installed street-lighting system. 


Fig. 3.—SECTION OF HOLOPHANE “ REFRACTOR” GLOBE. 


Hitherto, mechanical difficulties have prevented the designing of а 
unit which would embody all the advantages of Holophane 
prismatic glassware, and at the same time be smooth both on the 
outside and inside, во that undue accumulations of dust cannot 
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collect, and also be easy to clean. These mechanical difficulties 
have now been overcome by the new Holophane “ Refractor” 
globe, which оопвівів of two pieces of glass provided with 
horizontal and vertical prisms respectively, one piece being placed 
inside the other. 

By the use of the “Refractor,” the maximum light is sent out 
at an angle of 15° below the horizontal and the intrinsic brilliancy 
of the filament is reduced whilst the absorption is practically 
negligible; the lamp is weather protected ; the enclosing glass 


Ета. 4.—LIGHT DISTRIBUTION CURVE OF HOLOPHANE 
„ REFRACTOR” LANTERN. 


unit allows for ventilation, and is not a collector of dirt ; the light 
is distributed evenly over a wide area, as shown by the characteristic 
curve, fig. 4. . : 

The curve illustrates the great advance which the Holophane 
“Refractor” unit makes in the uniform illumination of streets. 

The firm draws special attention to the value of this develop- 
ment in these days of restricted lighting, which, under present 
methods, resulta in patchy illumination. 


New Lamp Suspension. 


THE LONDON ELECTRIC FiRM, of George Street, Croydon, has 
brought out a new type of “lyre” or harp-shaped carrier, with 
lowering gear to enable the lamp to be trimmed from the ground. 
The entire abeence of projections and the unobtrusiveness of the 
contact-suspension gear are noteworthy features No winch or 


Fic. 5.—NEW LAMP SUSPENSION, 


rope is outside the standard, and the gear further embodies a one- 
part device which performs a three-part fanction, viz, a contact 
maker, a weight reliever and a lock for the canting inner harp— 
all performed simultaneously by one operation. This also ensures 
safety, as the lamp cannot be lit until the rope is relieved of the 
weight and the harp is locked. 


Unit System of **Salford ^ Switches. 


THE GENERAL ELECTRIC Co, LTD., of Witton, Birmingham, 
has developed an attachment which enables ite " Salford switches 
to be connected up on the unit principle; this consists of & cast- 
iron box containing horizontal copper bus-bars, во constructed that 
they can be connected up easily and solidly with the bus-bars of 
adjoining switches so as to form a solid run of bar throughout the 
whole length of the bank of switchgear. In this way any number 
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Fic, 6.—G.E.C. “SALFORD” SWITCHES WITH UNIT SYSTEM 
OF ATTAOHMENT, 


of Salford switches of the same or different capacity can be 
connected or disconnected in a short space of time. The attach- 
ments are constructed so as to fit easily together, and the principle 
enables considerable economies to be effected in the сові of 
wiring up. 


LEGAL. 


ARBROATH ELECTRIC WORKS APPEAL. 


THE Valuation Appeal Court on December 19th decided an appeal 
by the Arbroath Electric Light and Power Co, Ltd., against an 
entry of £1,215 in the valuation roll in respeot of their works and 
mains. The appellauts asked that £500 should be substituted in 
the roll The Valuation Committee by a majority fixed the valua- 
tion at £1,100. The grounds of appeal were that the method of 
valuation adopted by the Assessor in taking only one year's 
accounts was not in acoordance with the proper application of the 
revenue basis; that an average of at least three years’ accounts 
should be taken; and that prior to this year the Assessor based 
his valuation on an average of three years’ accounts, and 1913 was 
an abnormally good year for the company. For the Assessor it 
was stated that in 1913 additions were made to the plant and 
machinery to the amount of nearly £8,000, increasing the value of 
the subjects by a third, and that the profits earned in 1911 and 
1912 did not reflect the earning capacity of the undertaking in its 
present state, while the profits of 1913 did more nearly represent 
that earning capacity. 

The Court (LORD JOHNSTON differing) adhered to the determina- 
tion of the Valuation Committee. 

LoRD SALVESEN, who gave the leading opinion, said that the 
Committee had acted with conspicuous fairness. 

LoRD CULLEN concurred. 

LORD JOHNSTON thought three years’ average would be fair. 


DEWSBURY CORPORATION r. WILBY. 


Ат the Dewabury Police Court on December 22nd, Councillor Fred. 
Wilby, a member of the Dewsbury Borough Council, was summoned 
in respect of the non-payment of £1 14s. 4d., electricity rent for 
the use of current at his stand in the covered market-place. 

According to the evidence, it appeared that the account referred 
to the period from April 25th to June 3rd, last year, and the 
defendant stated that during that time there were only two 
occasions when current could be consumed—the two weekly market 
nights. He maintained that the sum was an abnormal charge, and 
it was important to bring this matter forward publicly, because he 
could not mention it in the Council meetings, as it affected his own 
interests. The same tbing had happened in other cases, though 
more particularly with regard to gas than electricity. He had 
allowed the matter to come before the magistrate in order that the 
public might know whether there was any proper method of 
checking the meters or not. He gave figures showing that in 
December, 1912, he would use a great deal more electricity than he 
did in May, but the account then was only for £1 5s. 8d., whilst in 
December, 1918, it was only 18s. 8d., and in April last 4s. 8d. 

The Magistrates deferred their decision for one month, and 
suggested that in the meantime the defendant and the Electricity 
Committee should take an opportunity of meeting together to 
discuss the matter. 
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WAR ITEMS... 


Melbourne City Council and Messrs. Siemens.—From 
Australian newspapers just to hand it appears that the Mel» 
bourne City Council had before it on October 26th a report 


by the Electric Supply Committee recommending that 


authority should be given to purchase plant and materials 
required for extensions of the electric supply undertaking, 
at an estimated cost of £71,289. Special advice was asked 
in regard to the purchase of a 1-5000 kw. 3-phase turbo 
alternator for the power-house, to cost £9,800. The com- 
mittee asked for the instructions of the Council as to 
whether it should negotiate for the Willans and Robinson 
plant with Siemens generator, or invite tenders for the 
supply of the plant. A report from Mr. H. R. Harper, city 
electrical engineer, said it was very necessary that immedi- 
ate steps be taken to procure this additional generator for 
the winter of 1916. Allowing for the unsettled state of the 
engineering trade, owing to the European war, it was diffi- 
cult to say how long it would take an English manufacturer 
to manufacture and export a plant of this size. It would 
be wise, therefore, to place an order as early as possible, in 

der to minimise the risk of having a shortage of plant for 
the winter of 1916. There were two ways of dealing with 
this matter—one was to call for tenders in the usual way, 
and the other was to obtain a duplicate of the two last 
plants from the makers, Messrs. Willans and Robinson. 
The latter course seemed to him to be preferable, as the 
мо plants recently installed by this firm were proving to be 
excellent, being economical in steam consumption, with a 
considerable margin of capacity above that specified. Fur- 
ther, t was a great advantage to have all nlant in a power- 
house of uniform size and make, for it cut down the amount 
of spares to be carried and rendered the operation and main- 
tenance of such plant a simpler task to the staff. The town 
clerk read a lengthy communication which had been re- 
cived from Mr. A. L. Herbert, general manager іп 
Australasia of Siemens Bros. Dynamo Works, Ltd., ex- 
plaining the position of the Siemens companies. This is 
printed in extenso in the Melbourne Age for October 
27th, together with the following report of the meet- 
ing. А letter from Sir E. Grev (dated August 27th) 
authorising the Siemens companies to continue trading as 
made in the House of Commons by the Attorney-General, 
were read. In submitting the report, Cr. Treadwell 
said his committee had an open mind on the matter, but 
realised that it was its duty to insist on the nlant which it 
purchased being of a high standard of efficiency. 
Morell thought that the Council would be wise to accept the 
tender. It would mean a saving of money in spare parts, 
and, besides, the machines were made in' England. 
Smith moved that the Council call for tenders. There was 
no question but that Siemens was a German firm, and they 
wanted something purely British. Cr. Atkins said they 
would have to give some direction to the Electric Supply 
Committee as to how it was pone to guarantee that no 
money would go to Germany. Cr. Cabena said that, taking 
a purely business view of the matter, they should accept the 
tender, but there were other points of view, and it was not 
for the committce to dictate to the Council on a matter of 
patriotism. He wanted to emphasise the fact that this con- 
tract Was a matter of expediency and a matter of business. 
They could place the order for the alternator with Willans 
and Robinson, and stipulate for a generator made by Kerr 
& Co., a Scotch firm, or any all-British concern. Cr. John 
Gardiner said the Council should stick to its policy of calling 
for tenders. He was not going to be a party to what was 
practically giving preference to German capital. He trusted 
that members of the Council would rise to a sense of their 
obligations in this matter. The motion of Cr. Smith. that 
tenders be called for, excluding German and Austrian manu- 
facture and capital, was carried. 

Australia and German Trade.— A Melbourne telegram to 
an Australian newspaper states that an anti-German League, 
to be formed in Melbourne, is assured of good support. Its 
object is to prevent trade with the enemy, and information 
will be obtained on the following points:—(a) The source 
from Which their tradesmen obtain their goods; (b) the 
nationality of the proprietors, managers, and emplovés of 
firms; (c) the nationality of local agents for British firms; 
(d) what German or Austrian firms are trading under Eng- 
lish names. The League hopes to gain the co-operation of 


the British Board of Trade. It intends to encourage in. 


tvery possible way the purchase of Australian products. 

At the end of October last the Minister of Customs, Mr. 
Tudor, received a deputation at Melbourne, representing the 
Australian Protectionist Association, а newly-formed organ- 
sation formed with the object of impressing on the Govern- 
ment the necessity for providing an effective tariff against 
foreign goods, and extending to Great Britain trade prefer- 
ence for goods unobtainable in Australia. The deputation, 
which was introduced by Mr. C. C. Salmon, president of the 
Association, represented iron, machinerv and various other 
trades. Other speakers supported his views. In reply, Mr. 
Tudor (according to a report in the ‘ Melbourne Age ”) 
said he agreed that the first thing of importance to obtain 
was emplovment for the people. That fact was brought 
home to them more to-day than ever. But he did not agree 
that emplovment should be fought for first and conditions 


for the workers after. If the manufacturer got protection, 
the worker should also be guaranteed protection. Не be- 
lieved in protection to encourage the supply of raw material. 
The deputation was anxious to look after its own country, 
and if there were any diflerences of opinion among the 
people (who all had the same wish). it was as to tne best 
way to do it. Some people thought things ought to be 
left alone. Others thought employment should be provided 
for the people. It was not customary for a Minister to give 
notice as to when a new tariff would be introduced, and he 
was not going to do it. The Governor-General's speech 
had promised action this session in regard to Tariff Reform» 
and the promise would be kept. How long the session 
would last he did not know. e urged manufacturers to 
supolv the Inter-State Commission or his department in 
the meantime with all information required. Manufac- 
turers were lax in supplying statistics. ntil uniform sta- 
tistics were supplied there would be a difficulty in granting 
effective protection. It was impossible to get the production 
figures for Australia for 1913, despite the fact that customs 
statistics for 1913 were available in February last. Until 
the production statistics were supplied bv manufacturers to 
comnare with the customs import figures it was impossible 
to know where they stood. The question of British prefer- 
ence would be a matter for the Cabinet to settle. He would 
certainly bring: it before the Cabinet, although he was not 
keen on it. Neither was he keen on extending preference 
to nations assisting us at the war. | 

The Runaway Bombardment.—During the naval bom- 
bardment of the Hartlepools on Wednesday, 16th December, 
from about 8.5 to 8.45 a.m., the West Hartlepool Corpora- 
tion tramways suffered slight damage. We are indebted to 
Mr. Charles Burgess, the general manager and engineer, 
for the following particulars as tothe extent of the damage:— 
Offices: Roof of part of offices struck by shell and carried 
away. Remaining portion of office slightly damaged. 
Depót: Flagstaff on top of depót splintered. А shell fell a 
few yards to rear of depót and buried itself in the railwav 
embankment. Overhead Line: Wires brought down at two 


points on Hartlepool route and one point on the Park route. 


Total length down, approximately 300 yards. No poles 
damaged. Permanent Way: No anparent damage. Rolling 
Stock: Several cars in service had the windows shattered, 
and one car standing in the depót had a controller struck 
by a piece of shell which came through the window of the 
depót. lnjuries to Staff: One member of office staff sus- 
tained scalp wound (slight). No other members injured, 
though the depót staff were on duty when the firing com- 
menced. Delay to Service: About an hour after the bom- 
bardment ceased the service was resumed on three routes, 
and on the remaining route at about 5 p.m., by which time the 
overhead line was repaired. For some months the depart- 
ment has been engaged in building considerable extensions 
to the denót, and these works, which are now approaching 
completion, fortunatelv escaped any damage. 

Messrs. Richardsons, Westgarth & Co., Ltd., of Hartle- 
pool, write as follows:—‘‘ As it has been reported that during 
the recent bombardment of Hartlepool our works were seri- 
ously damaged, we desire to inform you that although un- 
fortunately a number of our workmen were killed, our 
works suffered very slight material damage. The actual 
damage was confined to a few roofs, which were partially 
destroved, and a great number of broken windows. No 
work in progress or machines were damaged, and we are 
working in a normal way."' 

German Electrical Machinery Dumped in Australia.—We 
quote the following from the Melbourne Age for October 
26th:—'* For some years past German manufacturers of 
electrical machinery and appliances have been making 
strenuous attempts to capture Australian trade in their 
special lines. Though this is in keeping with an onslaught 
on the markets of the world in that branch of trade—in the 
year 1912 Germanv exported .£8,034,000 worth of electrical 
goods—the competition of German firms has nowhere been 
so keen as in respect of Australian business. The imports 
from Germany in 1912 amounted to £195,000, and while the 
British percentage of trade was declining that of Germany 
has rapidlv increased. The methods by which Germany has 
been capturing this trade are not such as should commend 
themselves to Australian importers, even if that country had 
remained friendly to the British Empire. She has sought 
to gain business not by honest competition, but bv schemes 
that suggest some of her ethics of the battlefield. In the 
first instance the standard of certain German machinerv 
and appliances is appreciablv lower than that of British 
lines. Candle-power, according to Germany, is not equal 
to British candle-power. From a comparative point of 
view, therefore, the German products are inferior. Evi- 
dence is available, too, to show that German manufacturers 
have dumped goods on the Australian market, content to 
lose money in the hope that, on capturing the trade, they 
can recoup themselves with interest for their calculated and 
profitable generosity. In view of the difference in standards 
this temporarv generositv is illusive. It is not very credit- 
able to the purchasers that ‘dumped ’ German goods are 
being utilised bv them for the supplv of public services. 
The community has at least the right to expect that public 
concessions to commercial concerns should not be utilised 
for the benefit of foreign countries at the expense of the 
British. Empire." 
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German Private War Allowances to Workmen's Families. 
—lt may be of interest to give some particulars concerning 
the financial allowances which have been made by various 
manufacturing firms to the dependents of workmen who 
have been called up for military service in Germany. The 
Schuckert Electricity Co., of Nuremberg, for instance, 
Which does not enumerate the number of men called up 
within the circle of its various undertakings states merely 
that considerable provision had been made for the staff and the 
workmen. In the case of the A.E.G., the number of me 
_ requisitioned by the army authorities by the middle o 
December was 14,000, and the company had expended 
£25,000 per month, or a total of £100,000 in the first four 
months, in supporting the men's families. The cost has 
been defrayed out of current funds without touching the 
provident fund which is intended for use im normal times. 
The position of affairs, however, is set forth much more 
distinctly by the Siemens & Halske Co., for itself, and also 
on behalf of Siemens-Schuckert Works, in which the former 
is joint proprietor with the Schuckert Co. Down to the end 
of the first week in December the number of officials and 
men called up from the two companies concerned was 
13,526, and the allowances which are being made to the 
families in the case of men hitherto employed by both firms 
have been fixed as follows until further notice:—Half of the 
monthly salarv to the wife of an official, and an additional 
5 per cent. of the salary for each child under 14; and 6s. per 
week to the wife of a workman, and a further sum of Is. 
per week for each child under 14. The total amount paid 
by the two firms during the first three months, including 
special allowances in the first month, is reported to have 
exceeded £75,000. 

Competition with Germany and Austria-Hungary.—In 
connection with the special arrangements made in the Com- 
mercial Intelligence Branch of the Board of Trade for deal- 
ing with enquiries in regard to the above subject, lists are 
being- prepared and circulated of articles which enquirers 
desire (a) to purchase, and (b) to sell. The sixth list is 
now readv, and may be obtained by United Kingdom manu- 
facturers and traders, together with copies of the previous 
lists, on application to the Branch. British firms interested 
in any of the goods mentioned, either as buyers or sellers, 
should communicate with the Director of the Branch. 


Lancashire Tramway Employés and the War.—In con- 
sequence of so many of their drivers and conductors having 
joined the colours, certain tramway companies and muni- 
cipal tramways committees in central, south and south-east 
Lancashire are now advertising for both drivers and con- 
ductors. | 


BUSINESS NOTES. 


Consular Notes. —SPAIN.—Valencia, with its 250,000 
inhabitants, and its wealth derived from the shipment of rich 
frait and vegetable crops, is, in the opinion of the United States 
Consul there, a good centre for conducting a campaign to capture 
the German electrical trade. He believes that permanent results 
can be obtained only by following previously adopted methods of 
personal representation, taking orders by sample, quoting net 
prices delivered in Valencia, and advancing reasonable credit. If 
these methods are not adopted and accompanied by low prices, 
only a transitory trade can be expected. The establishment of & 
joint agency and sample room is suggested (by the President of the 
United States Steel Corporation) as a practical means for increas- 
ing sales of articles which are not manufactured in sufficiently 
large quantities to warrant the expense of special propaganda by 
a single manufacturer. This would result in putting Valencia 
and district in direct communication with foreign markets. It 
would make them as commercially independent in import trade as 
they already are in export trade, and as they ought to be, having 
regard to the size, population and wealth of the territory. An 
alternative plan, but probably one less satisfactory, would be to 
appoint as an agent a Spanish house in Barcelona or other com- 
mercial centre, having experienced travellers already available. 
The goods in greatest demand and the approximate retail 
prices at which they must be sold are as follows:—Lamp sockets 
(bayonet), 9d. each; push buttons, 18. 104d.; wall switches, 
ls. 14d.; fuse boxes, 3s.; cleats, from 2d. per pair; shade 
holders, 5d. each; glass shades, up to 4s. 6d.; metal and 
porcelain shades, up to ls. 14d. ; metal-filament lamps with 
maximum of 76 C.P. up to 1s. 101d. These аге the prices at which 
the better grades of German makes have been aelling, but much 
cheaper goods have а larger sale It should be remembered that the 
secret of success in this, as well as in other lines, is the willing- 
ness and ability of manufacturers to furnisb an article at the price 
the trade is willing to pay. The Germans have not attempted 
to educate consumers to demand better quality at higher cost, and 
many merchants assert this cannot be done, at any rate until a 
permanent footing has been secured in the market. Valencia 
importers are not accustomed, nor will they agree, to cash terms. 
The correspondence method of trade-getting is not popular in this 
market, but the personal element, the periodical visit of a repre- 
sentative of the exporting house, with samples, prices, guarantees, 
&c., is very influential if not all-important. Merchants who have 


recently been interviewed find it necessary to repeat the warnings 
to exporters (1) to prepay full postage on their correspondence: 
(2) to correspond in the Spanish language; and (3) to make use 
of the international return-postage stamps. 

SOUIH AFRICA.—Whilet urging: his countrymen to maintain 
their activities in the South Afrivan market, the U.S. Consul at 
Port Elizabeth admits that English and German manufacturers 
made the greatest progress in selling electrical material last year. 
Electrical machinery from America showed a decided inorease over 
1912 in the face of a decrease in the total amount of imports, In 
a short time, he adds, all municipalities of any consequence will 
be lighted by electricity, and the use of power for manufacturing, 
heating and lighting is rapidly becoming popular. American 
goods are slowly but surely increasing in public favour, and it is 
only necessary for exporters to study a little more carefully the 
needs and customs of the country to make that increase more 
rapid. kn attempting to do business in South Africa, a new man 
should make a carefal study of business conditions and local cus- 
toms. Any little courtesy that is extended to a possible pur- 
chaser ie fully appreciated. Many representatives of British firms 
make a point of asking the head of the department or purchasing 
agent to luncheon or dinner at least once on every trip. No pro- 
mises that the firm will not sanction should be made, and plenty 
of time should be taken to work each town with care. Опсе a 
customer is secured, it is comparatively easy to keep him if his 
requirements receive prompt attention. In packing goods for 
Port Elizabeth it must be remembered that, during unloading, 
articles, unless extremely bulky, are placed in large rope slings or 
hammocks in the vessel's hold, hoisted out over the side and trans- 
shipped into lighters alongside. Oonsequently a parcel is fre- 
quently upside down or on its side. Strap fastenings and blockings 
should have direct bearings on the contents of the case at every 
angle, 

SIAM.— Tungsten.—The United States Consul at Bangkok calls 
attention to the deposits of wolfram found in Nakon Sri Tamarat, 
on the east coast of the Siamese portion of the Malay Peninsula. 
Here the wolfram ore had been left in great heaps as valueless 
material after having been separated from the tiu ore by tbe 
Chinese miners. The amount of wolfram recovered during the 
fiscal year 1912-13 was 309 tons, against 119 tons for the pre- 
vious year. The output of this ore is likely to diminish soon, as 
the surface workings are nearly exhausted. For the working of 
the deeper deposits on proper lines, special knowledge and con- 
siderable capital would be needed. Wolfram in moderate quantities 
has also been found at Puket, ou the west coast of the Siamese 
Malay Peningula, and this mineral is said to be fairly widely dis- 
tributed throughout the Peninsula. 

CHIN À.—Acocording to the U.S. Consul at Chungking a business 
man; connected with a large German electrical company, which 
recently underbid all competitors, stated that his house was willing 
to wait 25 years, if necessary, for the profits which it hoped to 
get eventually by selling now at about cost price. Although the 
expediency of such a campaign remains to be proved, the example 
set in principle affords encouragement to firms to extend their 
activities, although, perhaps, by less costly methode. 


Book Notices,— Vai er's Almanack for 1915 (28. 6d.), 
is the 47th annual appearance of this well-known book. It is as 
valuable as ever, indeed at such times as these perhaps one has 
even more occasion than usual to refer to it, for it contains much 
information regarding the Navy and the Army, and their pro- 
minent personnel, and, of course, chapters relating to the great 
war. А great deal of matter is also available regarding the various 
colonies, foreign countries, University and educational matters, 
the Civil Service, railway matters, &c. But Whitaker's Almamack 
requires little commendation at this date. 

Aluminium: Facts and Figures.—The pocket-book of data con- 
cerning alaminium, issued by the British Aluminium Co., Ltd., 
of 109, Queen Victoria Street, E.C., has evidently filled a want, 
and the appreciation with which it was received has prompted the 
company to produce an enlarged edition, in the form of a neat 
binder containing 56 pages, and distinguished as Publication 
No. 147. This has the advantage that any pages containing 
matter in which the user is specially interested can be withdrawn 
and the remainder kept on file, and additional pages can be inserted 
when available. The particulara are of great variety, covering all 
usual shapes of aluminiam parts, special sections, rods, tubes, 
cables, overhead lines (regulations, sags, &c.), and a list of other 
publications issued by the company. Users of the metal will find 
it invaluable. . 

" Proceedings of the American Institute of Electrical Engineers.” 
Vol XXXIII. No. 12. December, 1914, New York: The Insti- 
tute. Price $1. 

“Circulars of the Bureau of Standards,” No. 6: "Fees for 
Electric, Magnetic, and Photometric Testing," and No. 31: “ Copper 
Wire Tables." Scientific Papers of the Bureau, No. 227 : “ Measure- 
ments on Standards of Radiation in Absolute Value" ; No, 228: 
" An Experimental Study of the Koepsel Permeameter "; No. 229: 
“ Various Modifications of Bismuth- Silver Thermopiles having a 
Continuous Absorbing Surface." Washington: Government Print- 
ing Office, 


Hindley Gas Envines.—In Messrs. E. S. HINDLEY 
AND Sons’ advertisement appearing in the last few issues of the 
REVIEW, the illustration shows a 4-cylinder engine, whereas the 
letterpress describes it as a six-cylinder. Lest any reader should 
think that the firm does not make seta above four cylinders, we 
are asked to state that the letterpress was correct, but a wrong 
block was sent for use. 
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Trade in 1914.—Mxssus. RicHaARDSONS, WESTGARTH 
AXD Co., LTD., report that in their turbine department, at Hartle- 
pool, their output of ships turbined in 1914 was 43.000 1.H.P, 

outpat of complete sets of marine engines and boilers at the 
Middlesbrough works was less than usual, comprising only four 
sete, having a total of 6,000 1.H.P. On the other hand, the out- 
put of marine boilers was the highest on record. .In addition to 
the nine boilers required with the complete marine sets 
supplied, the firm have supplied other nineteen, varying in 
diameter from 15 ft. down to 11 ft., and representing a total of 
13,950 r.H.P. for the boiler shop output. To this are to be added 
six of their Nesdrum " water-tube boilers for land work, having 
a total of 3.000 1.H.P. In land work they have been kept 
fally occupied, and for the last few months have had to work 
shift upon urgent orders for Government and other work 
required for early delivery. In addition to other plant they have 
supplied three large surface condensers each capable of condensing 
80,000 lb. of exhaust steam per hour for the new turbine power 
station being erected for the Buenos Ayres suburban system, also 
one surface condenser to deal with 150,000 lb. of steam per hour 
for the Newcastle-on-Tyne Electric Supply Co.'s extensions at the 
Dunston power station, and another similar condenser for the 
Manchester Corporation Stuart Street power station. In iron and 
&eel works plant, Messrs. Richardsons, Westgarth & Co. have 
eompleted a number of large metal mixers, including one having 
a capacity of 500 tons of molten metal for a Midland firm, one 
of 400 tons capacity for a local works, and another of 175 tons 
capacity, also for the Midlands. Two large sets of hydraulic 
plate shears have also been supplied to a local steel works. 

Messrs. MIRRLEES, BICKERTON & Day, LTD. Hazel Grove, 
Stockport, Diesel oil engine makers, state that the year 1914 wasa 
record one as far as output of engines was concerned, their last 
completed extensions having been available and fully occupied. 
As in former years, orders were obtained from practically all parts 
of the world, and repeat orders have been consistently sent by old 
customers ; the placing of an engine in a new district has resulted 
in further orders from the same district. During the year the firm 
have been engaged on a large number of engines for the British 
and Foreign Governments, and although since war was declared 
there has been a falliog off in orders from private customers 
generally, the large amount of work the firm have in hand for the 
British Government has enabled them to keep their works fully 
employed. They state that contrary to what would have been 
expected &he high price of fuel oil ruling at the early part of the 
year did not cause any falling off in orders for Diesel engines, and 
it is significant to note that since the declaration of war the fall 
in the price of fuel oil, which commenced about midsummer, has 
still continued, and there appears to be no danger whatever of an 
increase in price. There seems no doubt that orders, which are 
being hung up owing to the war, will be placed immediately after 
its close, and that a continued period of prosperity may confidently 
be anticipated. 

MrssRs. MATHER & PLATT, LTD., of Park Works, Manchester, 
report that under the circumstances they have had a very satisfac- 
tory year’s business in all their branches. During 1914 they have 
completed and delivered a number of high-speed enclosed self- 
labricating vertical duplex gas engines. The electrical department 
has been exceptionally busy, especially in connection with the 
electrification of mines, collieries and textile factories, both at 
home and abroad. Many other industries have also seen the 
advantages of a clean and economical source of power, notably the 
flour millers, and they have just completed the electrification of a 
flour mill, where the power required is in the neighbourhood of 
2,000 B. H.P. Daring the past year the firm have supplied turbine 
pumps for increasing duties. Large numbers of their multi- 
chamber type pumps have been installed in oollieries, where the 
duties have frequently been in excess of 1,000-ft. lift. They have 
further installed pumpe of similar type for hydraulic purposes, 
generating a pressure head of 1,800 ft. (800 Ib.). This firm's tex- 
tile department, which specialises in the complete equipment of 
works for bleaching, calico printing, dyeing and finishing, has felt 
the effects of the war more than any other department, but until 
the outbreak of hostilities the business had been quite satisfactory. 

Messes. W. C. MARTIN & Co., of Glasgow, report that the year 
was a very busy one in the fitting of electrical installations for 
marine work. The principal installations of the year have been 
those on the Q.T.S S. Aguitania and the T.S.S. Zransylrania, both 
for the Cunard Line, and the Royal Holland-Lloyd liner Tubantia. 
During the year no fewer than 20,000 electric lights have been 
installed, together with electric motors of approximately 3,500 H.P., 
varying in size from 4 H.P. to 50 H.P. each, also about 3,000 electric 
bells. Other activities are shown by the fact that some 300 tele- 
phones, 110 electric clocks, and 500 fire alarms have been installed, 
and & beginning has been made in electric heating and cooking, 
which is now past the experimental stage. The prospecta for 1915, 
while satisfactory, are unsettled owing to the war, but a busy 
period is looked forward to. 


Half-Watt Lamps.—We remarked some months ago 
that we expected the life of half-watt lamps to exceed the average 
period guaranteed by the makers. Some particulars have come 
to hand with regard to an installation of 14 110-volt, 500-watt 
Osram half-watt lampe in a large paper mill, where large tempera- 
ture variations were experienced and the lamps were subjected to 
considerable vibration. Only two of these lamps had a life of less 
than 1,200 hours, and 10 were still in use after burning from 1,300 
to 1,870 hours, The average life of the 14 lamps was over 1,500 
houra, and the candle-power had not diminished appreciably. If 
these results are attained in the early days of the half-watt lamp, 
we may look forward with confidence to future records, 


Calendars and Diaries.—Mugssrs. C. ISLER & Co., 
LTD. Bear Lane, Southwark Street, London, S.E., have issued a 
large illustrated show-sheet with calendar for 1915. 

From the ELECTRIO CONSTRUCTION Co, LTD, of London and 
Wolverhampton, we have received a handy little vest-pocket 
calendar and diary for 1915, with daily engagement space. It is 
exactly similar to that issued by the company last year. 

Messrs. РОРЕ'В ELECTRICO LAMP Co., LTD. have prepared an 
attractive calendar for 1915. A block of daily slips with large and 
clear figuring is fixed to a cardboard base which takes the form 
of a lighthouse in which a British-made “ Elasta " lamp lights the 
way. The firm have also published a series of coloured picture 
ү each of which advertises some particular quality of these 

mps. | 

Мв. Н. J. HAWKINS, of 42, Cheapside, E.C., sole representa- 
tive for Messrs, Horace Green & Co.'s motors and dynamos, has sent 
us some telephone reminder pads, and he offers similar seta to any 
electrical contractor applying for same. Owing to the great 
demand for his firm's machines, Mr. Hawkins has opened a London 
stockroom, from which delivery can be given of any standard size 
motor up to 15 H.P. for the usual London voltages. 

MESSRS. ALFRED HERBERT, LTD., of Coventry, have sent us one 
of their wall calendars for 1915. It is in the now familiar sizs 
and style, with olear figuring, on monthly sheets, each of which 
has a half-tone illustration of the firm's machine-tool manu- 
factures. 

THE GENERAL ELECTRIC Co. LTD, of 67, Queen Victoria 
Street, E.C., have sent us one of their very useful desk blotter 
wallets ; also a set of 1915 engagement slips for use on the file 
provided a year or two ago. 

Messrs. MOCLURE & WHITFIELD, of Stockport, have sent us as 
usual one of their handy pocket diaries for 1915, with insurance 
coupon. The opening pages contain descriptive matter апа tabu- 
lated prices relating to the Mersey generators and motors. 

Messrs. MATHER BROs., of 35-364, Farringdon Street, London, 
E.C., have rent us a wall calendar with monthly sheets for 1915. 
` Messrs, VENNEB&CO.,of 6, Old Queen Street, S.W.. have sent us asa 
Christmas souvenir a neat leather "sovereign purse " for bank notes, 
which we shall be glad to carry about in the hope of being able to 
use it some day. We understand that similar gifts have been 
dispatched to all the usual recipients, and the etock is now practi- 
cally exhausted; but if any have gone astray, the senders will be 
glad to be informed of the fact. The customary jau d'esprit is this 
year omitted in view of the exceptional circumstances, but the 
hope is expressed, in which we share, “by this time next year to 
have good reason for being extra funny, to make up for lost 
time." 

HART ACCUMULATOR Co., LTD., Marshgate Lane, Stratford, E. 
—The desk blotting-pad issued by this firm, now a hardy annual, 
has just been received. Each sheet of blotting bears a complete 
calendar for 1915. 


Catalogues and Lists, —Mkssns. BAGsHAWE & Co., LTD., 
Dunstable.—Illustrated leaflet showing their chains for elevators, 
couveyors, &c. ; 

Messra, DONOVAN & Co., 47, Cornwall Street, Birmingham.— 


Illustrated: price leaflet relating to motor-starters. A number of. 
blotter cards showing their motor starters, conduite, fuses and 


other specialities. | 

THE SUN ELECTRICAL Co., LTD., 118 and 120, Charing Cross 
Road, London, W.C.—T wenty-four-page catalogue of Sun electric 
luminous radiators, fires, convectors and factory type radiators, of 
British manufacture. All types are illustrated, and prices are 
given. Copies of the list can be obtained on application. 

"THE GENERAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
E.C.—" Surprise envelope advertising the Osram lamps, and neat 
folder giving pricés. Thecompany will supply these to contractors 
over-printed with name and address. 

ABC LAMP LOWERING GEAR Co., Railway Appliances Works, 
Darlington.—Four lists for insertion in their catalogue, showing 
several new designs of arc and metal-filament lamp-lowering gears 
for span wire service in atreete, and a low-priced gear for works, 
yards, picture houses and theatres. A light No. 4 gear is intended 
to take the place of Continental gears not now available on the 
English market. The lista are illustrated and priced. 

MESSRS. CROMPTON & Co., LTD., Chelmsford.—20-page illustrated 
descriptive list (No. A 2) dealing with their standard А.С. poly- 
phase induction motors. Detailed particulars and prices are tabu- 
lated for motors designed to work on two or three-phase 40, 50 or 
60-cyole circuits, at pressures from 100 to 600 volte. Dimensions 
and shipping information are aleo tabulated. A separate list con- 
tains particulars of motors and generators in stock. 


Russia.—H.M. Consul-General at Moscow (Mr. C. Clive 
Bayley) reports that an Englishman established in Moscow wishes 
to get into touch with United Kingdom manufacturers who would 
be willing to send representatives to Russia. He is prepared to 
do introductory work free of charge and to accompany such re- 
presentatives on visits to buyers in other important commercial 
centres in Russis. Electric lamps and fittings are in great demand 
at the present time. Communications should be addressed to the 
British Consulate-General, Moscow.— Board of Trade Journal. 


Holidays.—The works and offices of the PHG-xIx 
DyNAMO MANUFACTURING Co., LTD, Bradford, will be closed 
to-day and to-morrow, January lst and 2nd, for the New Year 
holidays. 

The works and offices of Messrs. FERRANTI, LTD., at Hollin- 
wood, are closed from last night until Monday morning next, for 
the holidays. 
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Dissolutions and Liquidations.— Dryers, LTD., Man- 
chester.—The affairs of this company are now in the hands of a 
Receiver (Mr. A. H. Chalmers. Fenwick Street, Liverpool) but we 
understand that an arrangement will probably be made under 
which creditors will not suffer. 

NATIONAL ENGINEERING Co. LTD.—This company is winding 
ор voluntarily, with Mr. W. B. Ransom, of 52, Queen Viotoria 
Street, E.C.. as liquidator. A meeting of creditors was held on 
December 29th. 


STREET LIGHTING Co., LTD.—A meeting will be held at 8, Fen-, 


wick Street, Liverpool, on Januarv 29th, to hear an account of the 
winding up from the liquidator, Mr. W. Blense. 

FELGATE INSTALLATION Co., Ltp.—This company is winding 
up voluntarily, with Mr. А. С. West, of Market Place, Reading, 
and 95, Cannon Street, E.C., as liquidator. 

REDGLO, LTD —This company is winding uv voluntarily, with 


Messrs. E. J. Walker, of 5, Castle Street, Liverpool, and P. 


Hutchinson, of 89, Chanoery Lane, Ardwick, Manchester, as 
liquidators. A meeting of creditors is called for January 5th. 
MELDRUM, Ввов,, LTD., Timperley, Manchester.—Last day for 
proofs for dividend, January 12th. Liquidator, Mr. T. Gregory, 
Parr's Bank Buildings, 3, York Street, Manchester. 
ELECTRO STEEL FOUNDRIES, LTD., Darlaston.— First meeting of 
creditors and contributories, January 8th, at Carey Street, W.C. 


Private Arrangements.— W. B. PARKER, 21, Bond 
Street, Leeds, electrioal engineer.—The creditors interested herein 
were called together recently, when & statement of affairs was pre- 
sented which showed liabilities of £1,805. The indebtedness to 
the trade was £1,039, and there were cash creditors for £267. 
There were also partly seoured cash creditors for £571, the 
securities held being estimated at 373, thus leaving £498 to rank. 
In addition, there were fully secured creditors for £240. The 
assets were estimated to realise £1,561, from which had to be 
deducted £19 for preferential claims, leaving net assets of £1,542, 
or a deficiency of £263. The debtor commenced business in 1901 at 
his present address. After some four or five years the business was 
taken over by the Standard Engineering Co., Ltd. In 1909 that 
company was wound up, but all the creditors were paid in full, and 
there was a surplus of assets remaining. Since that time the 
debtor had continued the business on his own account. The turn- 
over of the business had averaged £3,000 per annum, upon which 
a profit of from 2200 to £250 a year had been made, exclusive of 
the drawings. An offer was made of a composition of 13a, 4d. in 
the £, payable by four quarterly instalments. No security could 
be offered ontside the estate at the moment, and the offer therefore 
was not accepted. Owing to pressing creditors a deed of assign- 
ment had already been executed, and that deed it was decided to 
confirm. А committee of the principal creditors was also elected, 
and it was stated that the trustee and committees would endeavour 
to obtain a guaranteed offer of a composition. 


War Turbine Contracts.—Messrs. Bovine & Co., 
LTD., report that the volume of their orders for water turbines 
and turbo pumps has been well maintained. Reoent orders 
include the following: 


One double-wheel spiral Francis turbine of 9,600 R. p., 800-ft. head, for the 
Nichi-Bi Electric Oo., тар 

One 900-н.р. impulse-wheel, 510-3. head, for the Simla Municipality, with 
two exciter turbines of 80 в н.р. each, aud pipe line of 16-ft. diameter (repeat 


er). 

Three spiral double.discharge Francis turbines,8,850 н.р. each, under a head 
of 400 ft., and two of 170 h. ., for the Kyushu Electrio Light and Railway Co., 
Japan (repeat orders). 

Mount Lyell Mining and Railway Co., one impulse turbine, 170 E. p., 260-fb. 
head (repeat order). 


Orders for Boving Victoria turbo pumps include :— 


One of 200 c.» M., 197.-ft. head, one of 600 d. . M., 900-ft. head, through Bruce 
Peebles & Co. (sixth and seventh repeat orders), for the Lothian Coal Co. 

Two pumps, 500 c.P.M., B50-t&. head, for Hurriladih Colliery, India (through 
the British Westinghouse Oo.). 

One pump. 1,100 G. p. ., 133-14. head; one pump, 2.280 0. P. ., 62.15. head; 
one pump, 184 c. P. u., 775-ft. head, for Wiltans & Robinson. 

Two vertical shaft-sinking pumps, 1,000 d p. M., 60-ft. head, and a repeat 
order for &wo similar pumps for Dick, Kerr & Co. 

Two pumps, 83) d P.M. each, 475-18. head, for the British Westinghouse C »., 
also for Hurciladih Colliery. 

Oae pump, 5,6500 c.p.m., 45-ft. head, for Okura & Co., London. 


Trade Announcements.—Mn. Jonn W. MAYALL has 
resigned his position of Birmingham branch manager for the 


А.Е С. Electric Oo., Ltd., and is commencing business from to-day - 


as electrical factor under the title of Mayall & Co., at 32, Cor- 
poration Street, Birmingham (Telephone: 3498 Central) Manu- 
facturers' lista and factors’ terms are invited. 

THE WORTHINGTON Ромр Co., LTD., are removing from Queen 
Victoria Street to India House, Kingaway, W.C., on January 4th. 
Telephone Nos. 3018, 3049 and 3050 Holborn. 

Messrs. H. HART. EN & Co., of 35-37, Noble Street, London, 
E. C., ask us to state that regular supplies of their insulation leads 
are now being resumed by them. 


Bankruptcy Proceedings. — Wm. WALKER, lately 
trading as David Smith & Co., at 2 and 3, Red Lion Court, Fleet 
Street, E. C., electrician.— This application was again before Mr. 
Registrar Linklater last week at the London Bankruptcy Court. 
The case was reported in the ELECTRICAL REVIEW, of the 4th 
ult., and it will be remembered that the Registrar then granted 
an adjournment to enable the Osram Lamp Works, Ltd., to consider 
an offer submitted by the bankrupt. Mr. Tindale Davis now 
appeared for the comoany. and iatimated that his clients declined 
to accept the offer. His Honour remarked that the fact that an 
offer had been made was some evidence of means, aud he should 


suspend the discharge for two yeare with liberty to the bankrupt 
to apply within one year for an amended order if he could show 
10s. in the &, when the discharge would be granted subject to 
that condition. | 


Meter Approved.—The B. of T. has approved of the 
E.A.O. single-phase watt-hour meter, type H.T. motor pattern, 
deposited on March 2nd by the ELECTRICAL APPARATUS Co., LTD. 
3 company will send full particulars of the instrument to any 

er. 


LIGHTING and POWER NOTES. 


Aldeburgh.—Storm DaMAGE.—During the recent storm 
the roof of the local electricity works was blown off, falling into a 
private garden. 


Arbroath, — RATING APPEAL. — The appeal of the 
Arbroath Electric Light and Power Oo. against the amount of the 
valuation of the works and mains was held at the Court of Sessions 
last week. The Court upheld the judgment of the Valuation 
Committee, fixing the valuation at £1,100. 


Aylesbury, — Power SuPPLy. — The U.D.C. has 
arranged to supply current to the printing works of Mesars. 


Hazell, Watson & Viney at 1}d. per unit, with a minimum annual 
payment of £200, the charge to be subject to increase or decrease 


proportionate to the price of oil being above or below the standard 


price of £3 10s. per ton. To meet this demand and that of any 
additional power consumer a power cable is to be laid, at an 
estimated cost of £670. 


Ballyconnell (Co. Cavan).—Mr. Arnold, of Slieve 
Russell House, recently inaugurated the new electric lighting 
system. The contractor was Mr. J. C. Cave, electrical engineer, of 
Belturbet. 


Ballymena (Co. Antrim).—The B. of G. has installed 
an electrio plant for lighting the board room and the infirmary. 


Barking.—PnorosED Loan.—The electrical engineer is 
to report upon the question of an application being made for a 
further loan on the electric lighting account. 


Belfast.—WorkKHOUSE LIGHTING, &c.—The Council 
has instructed the Tramways and Electricity Committee to consider 
the desirability ef reorganising the electrical department and to 
report thereon to the Council. 

The B. ot G. at its last meeting adopted the recommendation of 
the Finance and Works Committee that eleotric light be the illu- 
minant for the Workhouse premises The engineers report 
respecting the equipment of the Workhouse, at an estimated 
cost of £23,000, with the object of effecting an economy in expen- 
diture and improvement in the lighting and heating was deferred, 
the present time not being opportune; any alteration in the 
meantime is to be carried out by taking current from the Cor- 
poration, and the cables laid so as to form part of any future 
scheme. à 


Bispham.—The U.D.C. has decided to increase by £60 
the amount which the L.G.B. has been asked to sanction for electric 
lighting mains along Blackpool Road to '' Greenlands," this being 
the differenoe between overhead work and underground cables, 


Brentford.—Inrigmary LiGHTING.—The experiment 
of substituting electric light for gas in two blocks at the Brent- 
ford Infirmary is considered to have shown very good results. 


Burton-on-Trent.—The Gas and Electricity Committee 
has opened showrooms for fittings and appliances at the corner of 
Station Street and Guild Street. 


Canada.—The  Hydro-Electric Power Commission of 
Ontario is taking steps to ascertain the consensus of opinion among 
people now engaged in electrical work as to the advisability of 
introducing legislation requiring that only licensed electricians 
shall install wiring, and that only approved material shall be sold. 


Cheltenham.—Axx VAL REPORT.—The accounts of the 
Corporation electricity undertaking for the year ended March 31st 
showed that the revenue was £24,826, and expenditure £10,241, 
leaving a gross profit of £14,585, as compared with £13,595 in the 
previous year. After payment of interest and other outstanding 
charges, the surplus available was £1,944. The unite sold were 
2,063,938, against 1,905,134 in the previous year. 


Croydon.—The Corporation has granted permission to 
the County of London Electric Supply Co., Ltd., to supply certain 
premises in Hermitage Lane, Upper Norwood. The borough elec- 
trical engineer reported that the premises are so situated that it is 
extremely difficult for the Corporation to give the supply. 


Earlestown and  Newton-in - Makerfield, — E.L. 
ScHEME.— Мевагв. R. Evans & Co, Haydock, having intimated 
their inability at present to supplv electricity to the Council, the 
latter has decided to confer with Mr. Lacey, with a view to pushing 
on with its own scheme. 
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Fast Ham.—RrsrRicTED LicuTinc.—On the suggestion 
of tne engineer and manager the Electricity Committee has decided 
to make no charge to the hirers of aro lampe during the period 
such lampe are not in use owing to the police restrictions, but to 
extend the agreement from the date upon which it would 
aare expire for a similar period to that for which no charge 


Finchley.—There was a debit balance of £2,116 on 
the last year's working of the electricity undertaking. 


Hawarden.—PROOSED Loan.—The R. D. C. has applied 
to the L. G. B. for sanction to borrow £5,840 for the purpose of 
installing electricity plant. | 


Hebburn-on-Tyne.—Ga8-DRIVEN PLAN T.—At Messrs. 
Palmer's shipbuilding yard an installation is being made of a large 
gas-driven power plant, in connection with which the National 
Gas Engine Co., Ltd., has secured the contract for віх 1,500-H.P. 
gas engines to drive alternators, and one engine of 1,000 H.P. to 
drive a direct-current generator. All the engines will be of the 
tandem vertical type. 


Ilford.— The Electricity Committee has decided to fit 
two boilers with air bridges, the trial of this apparatus having 
given satisfactory results in the reduction of smoke. 


Llandudno.—PROOSED PLANT EXTENSIONS.—The 
U.D.C. has considered a report by the electrical engineers on 
extensions at the Council's electricity works. The engineer 
recommends the installation of a 200-Kw. Diesel set, and estimates 
a saving of jd. per unit on the additional supply, if it is installed. 
The matter was deferred to a special meeting of the Counail. 


London.—Istineton.—Loan SancTion.—The L. C. C. 
has sanctioned the borrowing of £4,975 by the Borough Council 
for the electricity undertaking. 

HAMPSTEAD.—The В.О. has decided to contribute £10 towards 
the cost of the appeal against the Ilford and Long Eaton cases, 
and the engineer and manager has been authorised to attend the 
case and to give evidence if desired. 

SOUTHWABK.—The Electric Light Committee has had under 
consideration the advisability of revising the rates for the supply of 

with the view of increasing the revenue of the undertaking, 
and although it is aware that the present may not be considered 
an ideal time for increasing prices, it proposes to make certain 
elight variations in the scales for lighting and power, to take effect 
ав from January, 1915. It i$ estimated that this proposal will 
augment the revenue of the undertaking by from £450 to 2500 
а year. 

Manchester.—KFrecr or THE WaR.—The Electricity 
Committee reports that sinoe the commencement of the war the out- 
put of electricity has increased from 3 to Б per cent. over the corres- 
ponding periods of last year, which is attributable to increasing 

for power required in executing Government contracts. 
The highest load recorded in one hour, being the maximum 
simultaneous demand on all the generating stations, reached 
50,310 xw. on the 18th. The greatest output for one day was 
670,070 units on the 22nd. 

Despite increased burdens due to the war, the Committee will 
maintain ita rate-aid contribution of £30,000 as promised, Rather 
over 20 per cent. of its employés have joined the Colours. 


Richmond (Surrey). — CINEMA INSTALLATION.— On 
December 24th the New Royalty Cinema at Richmond was opened. 
The electrical installation is supplied from tbe mains of the 
Richmond Electric Supply Co. at 220 volts for lighting and power 
purposes, duplicate sete of motor-generators being installed, each 
with an output of 100 amperes at 70 volts. Two bioscope 
machines and a lantern are provided in the bioscope chamber, the 

switches being centralised on a polished slate switch - 
board. The lighting of the auditorium is on the inverted system, 
with 10 800-С.Р. suspended bronze bowls; a dome in the roof is 
illuminated by 60 concealed lamps, while three-light flambeau 
torch fittings are provided for side lighting. Inverted lighting has 
been adopted in the foyer and entrance, and candle fittings in the 
lounge and tea rooms, the lighting scheme harmonising throughout 
with the decorations. The contractors for the whole installation 
were Mewrs. G. Weston & Sons, Ltd, of Fenchurch Street, EC. ; 
the fittings were supplied by Mesers. Peyton & Peyton, Birmingham, 
OM electrical vacuum cleaning plant by Messrs. Stott, of 


Morecambe.—The T.C. has authorised the purchase of 
new condenser for the electricity department. 


New Zealand.—O wing to the increased demand for 
lighting and power in Auckland, the City Council is increasing ita 
generating plant at the city power station, practically doubling its 
capacity ; the first sub-station for the distribution Of power in the 
suburbs is to be erected at Newmarket. 


Tamworth.—The T.C. has granted the Co-operative 

| Society permission to run an electric cable underground from their 
premises at Colehill to newly acquired property, subject to an 
annual payment of £1, and an undertaking not to sell electricity 
or to permit it to be used on the premises other than those in the 
Society's own occupation, and to remove the cable on six months’ 


Tarporley.—An electric plant for lighting and power 
has been installed at the premises of Messrs. Cluett, This is the 
first introduction of electricity in the town. 


Tynemouth.—WoRkHOUSE LiaHTING.—The Works 
Sub-Committee of the Guardians has under consideration the 
question of wiring the administrative block at the workhouse. 


Walthamstow.—The Public Lighting Committee has 
decided te urge the L.0.C. to postpone the introduction of the 
London Electrioity Supply Bill. . 


Willesden.—There was a surplus of £1,606 on th 
working of the electricity undertaking for the year ended March 
31st last, and the Electricity Committee has decided to transfer 
this amount to reserve account. The District Council has been 
recommended to renew ite contract with the Tudor Acoumu- 
lator Co. for the maintenance of the Salusbury Road sub-station 
battery for a further period of 10 years, at the rate of £116. The 
Electricity Committee has decided to make an allowance for 
energy not consumed by the public electric lampe, owing to the 
restricted lighting, based on the average cost per unit as given in 
the aocountant's report for 1918-4. Reporting in connection with 
the proposal of the local Board of Guardians to discontinue the use 
of energy supplied by the District Council and to use its own 
generating plant, the Electricity Committee states that although 
it considers the Guardians to bs bound by the contract, it does not 
think any action should be taken to enforce it. The Committee, 
however, recommends the Council to give the Guardians a stand-by 
supply. It is proposed to light the new Small-Pox Hospital by 
electricity. 


TRAMWAY and RAILWAY NOTES. 


Australia.—ELEOTRIC VEHICLE.—The Sydney Muni- 
cipal Council has purchased an eleotrioally-driven motor lorry, 
fitted with an Edison battery, for £620. А 


Belfast.—The revenue account of the Corporation 
tramways for the eight months endiag November 30th shows a 
credit balance, after allowing for fixed charges, of £17,783. 


Colwyn Bay.—TRamway EXTENSION.—The extension 
of;the electric tramway line from Station Road to the Queen's 
Hotel, Old Colwyn, is being carried forward, and one of the tracks 
is already completed. i 

Continental Notes.—GERMAaANY.—Of the 288 com- 
panies operating tramways on March 31st, 1913, with a total 
mileage of 3,116 miles 155 were operated and owned by private 
companies, and 183 were operated under public ownership. 
According to the, Railway Reriew (U. S. A.), the mileage was dis- 
tributed in the Empire as follows :—Rhine Provinoe, 788 miles; 
Westphalia, 332 miles; Province of Brandenburg (including 
Berlin), 274 miles ; Saxony, 234 miles ; Bavaria, 116 miles; Alsace- 
Loraine, 85 miles; Grand Duchy of Baden, 81 miles; distributed 
through other parts of the Empire, 1,161. Of the 2,221 miles of 
railways in Prussia, 1,113 miles ware broad gauge and 1,108 were 
narrow gauge. Electric traction has been slowly displacing the 
other isystems. While in 1901 there were 101 miles of horse-car 
lines, in 1912 this had decreased to 25 miles, In 1901 there were 
83 miles of steam- car lines, and in 1912 only 44 miles. 


Liverpool.—TRawwav RECONSTRUCTION.—In connec- 
tion with the proposed reconstruction of the Prince’s Road tram- 
way, & further report has been submitted to the Committee by the 
city engineer, in which he estimates that the cost of the echeme 
recommended would be £11,990, as compared with £11,100 for 
relaying the lines in their present position. In his previous report 
the engineer suggested that the track should be relaid so as to 


‘adjoin the|west footwalk of the boulevard. The adoption of the 


scheme recommended would reduce the noise to a minimum and 
give facilities for attaining a speed of 20 miles an hour. 


London.—L. C. C. — The Local Government Records 
and Museums Committee recommends that an appeal be made at 
the Quarter Sessions against the fourth supplemental valuation 
list of the Borough of Islington, as a comparison of the values of 
the tramways in Islington for 1912-13 and 1918-14 showed a 
reduction in the rateable value in the latter year, and that appli- 
cation should subsequently be made for the case to stand over 
pending the decision of the House of Lords against the judgment 
of the Court of Appeal in regard to the assessment of the Council's 
tramways in Islington. 

The Highways Committee proposes to equip the Balham car-shed 
to accommodate 48 trailer cars; the three petrol-electric cars 
recently tried by the Council are to be altered for use as tractors 
for shunting the trailers at the depot, which is not electrically 
equipped. 

It is proposed to electrify, on the underground conduit system. 
the horse tramways in Grange Road, Southwark Park Road, and 
Rotherhithe New Road, at a cost of £62,500 for track work, 
£6,650 for cars, £5,450 for cables, ducte, &c., and £100 for sub- 
station plant. 

Manchester.—Errect oF THE WaR.—The general 
manager (Mr. McElroy) of the Corporation tramways, has sub- 


mitted & report as to the effect of the war upon the finances of the 
department. Since the first four months of the war there has 


' been a large decrease in the receipts, as compared with the pre- 


vious year, and it is anticipated that at the end of the financial 
year the income will be £900,000, or £50,000 below the estimate, 


"—————— — —— — d ] ͤ d A ee ee 
16 THE ELECTRICAL REVIEW. [vol 76. No. 1,936, JANUARY 1, 1915. 


Notwithstanding the increased expenditure owing to allowances to 
the men who have joined the Colours, and the engaging and 
training of a new staff, and the reduced revenue, Mr. McElroy con- 
siders that the Tramways Committee will, at the end of the year, 
be in a position to pay £100,000 in relief of the rates, and place 
£50,000 to renewals, &o., fund, instead of the estimated £102,000. 


Stoke-on-Trent. —TRAMWAY ACCIDENT.—Last week a 
serious accident was caused by a car which ran away down 
Porthill Bank, eventually leaving the rails and coming to a 
standstill against a shop. The driver died almost immediately as 
the result of his injuries, and the conductor and two passengers 
were also injured. The cause of the accident has not been ascer- 
tained, but it is suggested that the driver suddenly became ill, and 
that possibly he was struck by the brake handle, 


TELEGRAPH and TELEPHONE NOTES. 


Illicit Wireless Installations.—4A motor-cycle expert 
named À. G. Cocks, who was court-martialled on December 5th at 
Hull and sentenced to six months’ imprisonment for the unlawful 
posseesion of wireless telegraph apparatus at Filey, was released 
on December 24th, after serving only two weeks of his sentence. 

абар inspector employed by the Liverpool Corporation, in the 
со of her duties, noticed something suspicious in the fireplace 
of a private house and gave information to the police, who found 
that unauthorised wireless apparatus had been concealed in the 
chimney. 

Storm Interruptions.— During the violent storm 
. Which took place on Monday evening much damage was done to 
telegraph and telephone lines, and communication was temporarily 
interrupted in many distriots. It was reported that two-thirds of 
the provincial telephone wires were blown down, the worst effects 
being experienced in the North and Midlands. Serious interruptions 
took place on the Continent ; all the Dutch wires were broken, 
and communication with France and Belgium was very much 
hampered, 

Telegrams in Code,— Permission to use the four codes 
originally authorised will probably be extended to telegrams to the 
Dominion of Canada and the British West Indies at an early date, 


when the Censors throughout the Empire have received copies of 
the codes. 


————— ————— 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aldershot.—January 5th. 1,000 tons of pea coal, for 
the Electricity Department. Particulars from the Electrical 
Engineer. 


Australia.—Sypnry.—March 15th. Municipal Council. 
Transformer testing apparatus, Specification from City Electrical 
Engineer, А сору can be seen at the Board of Trade C.I. Branch 
in London. 

ADELAIDE.—January 27th. Accumulators, and power board, for 
Postmaster-General. See "Official Notices December 18th. 

February 10th. Testing instrumente, for Postmaster-General. 
See Official Notices to-day. 


Birkenhead.—January 12th. Twelve months’ supply 
of electric motors and motor-starters, from { to 15 mP., for the 
Corporation electricity supply. See Official Notices " Dec. 18th. 


Croydon. — January 25th. General stores, for the 


Corporation Tramways Department, for a year. The Manager, 
Thornton Heath. 


Dublin.—January 8th. Tenders for electric light wiring 


for the new Metropolitan Police Barracks, Great Brunswick Street, 
Office of Public Works. 


Edinburgh.—Corporation. Tenders for the electric 
lighting installation at the new workshops, King’s Stables Road. 
Mr. F. A. Newington, engineer, Dewar Place. 


Glasgow.—Mr. Lackie, the electrical engineer, has been 
instructed by the Electricity Committee to prepare specifications 
and tendere for the plant required for the first section of the new 
power station at Dalmarnoch. 


Hemel Hempstead.—The Joint Hospital Board will 
shortly invite tenders for the inatallation of a telephone system at 
the new hospital. 

Hong Kong.— January 15th. Two 1,500-Kw. (2,000 
K.V.A.) turbo-alternators with condensing plant and switchboards, 
E.H.T. cable, sub-station switchboards and transformers, for the 
North Point generating station. See Official Notices Dec. 18th. 

Leeds.—January 22nd. Overhead electrically-driven 


travelling crane, coal and ash-conveying plant, for Electric Lighting 
Department, Sze Official Notices D:cember 11th. 


Rontgen Society.—' Tuesday, January 5th. 


Leyton, —U.D.C. Repairs, &c., to cooling tower, 
for Lighting Committee. See Offloial Notices December 18th. 


London.—L.C.C.—January 26th. Platelaying, &c., 
for electric tramway, Grove Road and Burdett Road, &c. Speci- 
fications, &c., from Mr. G. W. Humphreys, Ceunty Hall, Spring 
Gardens, S. W. 

January 12th. Two steam turbo- generators of 8,000 Kw., with 
auto- transformers, &c., for Greenwich generating station, for 
tramways. See Official Notices" to-day. 


Manchester.—January 19th. Tramways Committee. 
(а) Permanent way special track work, and (b) permanent way 
potnts, tongues, and hardened steel centres. Specifications, &c. 
(£1 18. returnable), from Mr. J. М, MoElroy, general manager. 


Shanghai.—January 12th. 68 three-phase induction 
motors, various sizes between 5 and 60 B.H.P., with slide rails and 
liquid starters, for Municipal Council. See “Official Notices " 
December 25th. 


Spain.—Tenders have lately been invited by the muni- 
cipal authorities of Paleuzaela (Provinoe of Palencia) for the con- 
cession for the electric lighting of the town during a period of віх 
years, 


Tunbridge Wells.—January 26th. Cooling tower and 
pipework, two water-tube boilers, economisers, mechanical stokers, 
pipework, and feed heater, for Borough Electricity Works. See 
„Official Notices ” to-day. i 


l 


CLOSED.. 


Atherton.—The U.D.C. has accepted the tender of 
Messrs. G. Hanshett, Barratt & Co., of Pendleton, for the supply of 
three 275-K.v.A. transformers. 


Barking. — The U.D.C. Electricity Committee has 
accepted the tender of Messrs. Babcock & Wilcox, at £235. for 
fitting a chain-grate stoker to a boiler. 


Belfast.—Messrs. Johnson & Phillips, Ltd., have secured 


the contract for the eupply and erection of main three-core paper- 


insulated lead-covered and armoured cable for power purposes. 
v. I. R. cables to motors and starters, power distribution boards, 
and the lighting installation in connection with the complete 
electrical equipment of the new works at Magheramorne. near 
Belfast, of the British Portland Cement Manufacturing Co., Ltd. 


Bolton.—The Tramways Committee has accepted the 


tender of Mr. John Crook for laying steam pipes at the new tram- 
car ahed in Shifnal Street, and that of Messrs. H. Bessemer & Co. 
for the purchase of scrap metal. 


Canada.—A contract has been placed with Messrs. 
Escher, Wyss & Co., of Zurich, for two 2,250-H.P. turbines for the 
new hydro-electric power station of the Hydro-Electric Power 
Commission of Ontario, at Eugenia Falls, Ont. The machines will 
work at a speed of 900 revs. per min., and under a head of 540 ft. 


East Ham.—The T.C. has been recommended to accept 
the tenders of Messrs. Allen & Son at £620 for an electric motor, 
and at £60 for fixing the same. 


London.—FtLHamu.—The London Education Committee 


has received the following tenders for installing electric light in 
connection with the remodelling of Star Lane School, Fulham :— 


Defries & Goldman, Ltd.. .. 2295 Harrison & Co. is b .. 2341 
Tyler Apparatus Go., Lid. .. 494 A. Newman .. ia aw .. 851 
A. Hawkins & Sons МУ .. 299 G. Weston & Bons, Ltd. . . 353 
R. H. & J. Pearson, Ltd. .. 8 Johnson, O'8u:livan & Co. . . 38 
Kent & Co. .. si 8 ee 827 А. C. France & Sons ii .. $83 
Foote & Milne, Ltd. ^ .. 884 H. Dakin & Co., Ltd. m ee 161 


Preston.—The contract for the erection of new car-sheds 
at а cost of £4,416 has been let to Messrs. Croft & Sons. 


Stafford.—The T.C. has accepted the tender of Messrs. 


Siemens Bros., Ltd., for a motor-driven centrifugal pump for the 


electricity works, at £54. 


FORTHCOMING EVENTS. 


Electro-Harmonic Society.—Friday, January Ist. At Holborn Restaurant, 
smoking concert. (See Notes to-day.) 


Association of Engineers-in-Charge.—Saturday, January 2nd. Social. 


Association of Mining Electrical Engineers (Warwickshire and South 
Staffordshire Branch).—Saturday, January 2nd. At 5.30 p.m. At the 
Imperial Hotel, Tempie Street, Birmingham. Paper oa "Automatic 
Protective Devices,” by Mr. C. Jones. 


Royal Institution of Great Britain.—At 3 p.m. At Albemarle Street, W. 
Juvenile lectures by Prof. C. V. Boys, 5. 
Saturday, January 2nd.— On “ Fluids in the Home.“ 
Tuesday, January 5th.—On “ Heat in the Home." 
Tbursday, January 7th.—Oa " Electricity in the Home.“ 
Saturday, January 9;h.—Oa " Light ia the Home.“ 


At 8.15 p.m. At Institution of 
Electrical Engineers, Victoria Embankment, W.C. Continuation of 
discussion on the Localisation of Foreign Bodies by X-Rays." 

Greenock Electrical Society.— Thursday, January 7th. At 7.45 p.m. At 
21, West Stewart Street. Paper on Developments in the Electrical 
Industry," by Mr. D. McDougall. 


-_ 
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NOTES. 


The War—Telephones Wanted.—We have pleasure in 
publishing the following letter, and we hope that there will be an 
immediate response to the request which it contains :— 

"Y have had the following letter from a major of the Royal 
Field Artillery, at present training new units at Farnborough :— 

ч As perhaps you are aware, this war consiste of the employment 
of the three T's, namely, Trenches, 'Tillery and Telephonee. We 
are very good at trenches ; in time we shall make good Artillery- 
men, but they will never make good Telephoniste unless they get 
Telephones, of which I see no likelihood in the immediate future. 
Can you suggest any means by which we could be lent, or given, 
any telephones or buszere, preferably of military design, to 
further the training of our men? "They would be returned to the 
owners on receipt of the proper telephone equipment from the 
military authorities, but, as I have already stated, they have none 
at present to spere. І should be very grateful if you could 
suggest any means of obtaining these neoereary instrumenta, 

“Т rather feel if you could insert this letter in your Corres- 
pondence’ columns as an appeal, there might be some of your 
readers who have unsaleable, but useful, instruments which they 
could offer to lend, or give, under the ciroumstances, І shall be 
very glad to have any offers which you may receive. My ‘phone 
number is Victoria 977. 

“В. MACLEOD, Secretary, 

National Service League, 

^ 73, Victoria Street, S. W., 
* December 30th, 1914." 


“ Electrical Review Index.—The Index for Vol. 75 
of the ELECTRICAL Review will be published with our next 
issue. 


Electrical Development Committee. — The first 
meeting of the Development Committee of the Incorporated Muni- 
cipal Electrical Association was held at the Institution of Eleo- 
trical Eogineers, on December lith, 1914. The Committee was 
formed asa result of a resolution moved by Mr. W. A. Vignoles 
(chief engineer, Grimsby electricity department), at the Annual 
Convention held in Birmingham in June last, ita object being to 
deal with any matters tending to enoourage the use of electricity 
from public supply maine. The membership of the Committee, as 
originally constituted, was as follows :—Mesers. Е. Ayton, J. W. 
Beauchamp, А. S. Blackman, R. A. Chattock, A. C. Cramb, Coun- 
cillor Crowther, J. E. Edgoome, S. E. Fedden, F. M. Long, Ald. 
Pearson, H. Faraday Proctor, H. Richardson, T. Roles, A. H. 
Seabrpok, Ald. J. P. Smith, and W. A. Vignoles. 

The Council of the I.M.E.A. had. appointed Mr. W. A. Vignoles 
as hon. secretary, but on account of his absence on military service, 
this work was taken over, pro tem, by Mr. J. W. Beauchamp, 

At the meeting held on December 11th, Mr. 8. E. Fedden (general 
manager, Bheffield electricity department) waa elected chairman. 
Mr. S. T. Allen (Wolverhampton) and Mr. H. F. Street (Southamp- 
ton) were also elected members of the Committee. It was decided, 
if possible, to co-opt members representing the various associations 
connected with the supply of electricity, and allied intereste, and 
the secretary was instructed to approach these bodies with regard 
to the election of representatives. It was decided so soon as prac- 
ticable to form certain sub-Committees to deal in a specialised 
m.aner with various questions of interest at the present moment. 

Followicg a suggestion in a communication from Mr. F. Ayton 
(Ipswich), it was proposed to form Technical sub-Committees with 
the ot jet of investigating problems of interest which might arise 
during the yew, and with a view, if possible, to presenting the 
resultein the form of reporta, to be discussed at the Aonual Con- 
vention of the Iacorporated Municipal Electrical Association. 


Informal discussions were also held with regard to the future ` 


policy of the Committee and the obj2cts to which primary atten- 
tion should be directed. 

The next meeting will take place in Janusry next, when it is 
hoped that work upon some of the above objects may be put in 
hand. A brief report of the operations of the Committee will be 
communicated to the Electrical Press from time to time, 


International Engineering Congress, 1915.—The 
Committee of Management of the Congress informs us that some 
confusion seems to have arisen in the minds of some engineers 
between the International Electrical Congress, which it was pro- 
posed to hold in San Francisco in September, 1915, and the Inter- 
national Engineering Congress, which із to be held during the 
same montb. 

We are asked, therefore, to repeat the statement which we have 
already made, that owing to the unfortunate situation existing in 
Europe, and the impossibility of convening the International Electro- 
technical Commission, under whose authorisation the Electrical Con- 
стема was to have been held, it has been decided by the governing 
body of the American Institute of Electrical Engineera to postpone 
indefinitely the holding of the Electrical Congress. This does not 
affect the International Engineering Congress, which goes abead as 
originally planned. Full information may be obtained by inquiry 
at the following addrees : International Engineering Congress, 1915, 
Foxcroft Building, San Erancisco, Cal., U.S. A. 


Inquiries. — Makers of Grimshaw's tape, and 
“ Buttner " regulating switches are asked for, 


Electro-Harmonic Society.— This Society holds a 
smoking concert to-night, at the Holborn Restaurant (King's Hall), 
commencing at 8 o'clock. The preliminary programme is as 
follows :—Mr. John Collett (tenor), soloist, St. Paul's Cathedral; 
Mr. Allen Eagles, baritone; Mr. Wilfred Alderton, handbells ; 
Mr. Rupert Hazell and Mr. Fred Rome, humorists ; Mr. Aleo 
Chentrens, Anglo-French comedian; Mr. Arthur Thomas, musical 
clown; Ме. George Bolton, entertainer at the piano ; solo piano- 
forte and acoompanist, Mr. Bernard Flanders, A. R. A. M. | 


Portable Electrical Workshops.—In a letter pub- 
lished in the Times, а member of the A.8.C. Mechanical Transport 
says :— Oar company consists of 98 lorries, and this includes two 
store wagons, three first-aid lorries (breakdown cars), one office, 
and two repair workshops. The two travelling workshops are 
wonders, and are in duplicate, They are fitted with electrio light 


. and have on board lathes, drilling and boring and slotting 


machines, electric riveters, forges, anvils, and everything required 
in a workshop, even melting pots for running in Babbitt’s metal 
in the worn-out bearings before being turned up afresh. The 
machines are driven by a motor which is driven by à small motor 
engine. There are other wagons which carry heavy stuff such as 
portable forges, two or three grindstones, spare springs for cars, 
crow-barr, jacks and heavy tools, and hundreds of other things." 


The Norwegian Aluminium Industry.— According 
to present prospecte, the production of aluminium in Norway 
is going to make great progress in the near future. The Anglo- 
Norwegian Aluminium Оо. has just completed new works at 
Vennesla, Christiansand, which will have an output of 2,000 tons 
of aluminium per annum, the percentage purity of the metal 
being as high as from 99—991 per cent. At the present time the 
company is engaged upon the manufacture of carbon eleotrodes 
for its own requirements. 

Another company, in which chiefly French capital is interested, 
has bought the works of the Hardanger Eleotrical Iron and Steel 
Co. for the purpose of turning them into a manufactory for 
aluminium cables The same buildings are to be used, with 
extensions, Electrical energy will be derived from the Tysee 
Waterfalls Oo., which had a contract with the previous owners of 
the works, that has been transferred to the new company. 

The Norske Nitrideaktieselakab, which has a capital of £550,555, 
has completed its plant and worke at Eydehavn, in the neigh- 
bourhood of Arendal. The work has been pushed on with all 
possible speed, but still it does not seem to have kept pace with 
the development aud progress of that particular manufacturing 
branch, with which it was going to start, viz., the fixation of 
atmospheric nitrogen, as this has been considerably improved 
during the comparatively short building period. The new process 
which was to have been employed has in the meantime been 
greatly improved, and a new type of electrical furnace has been 
invented, which seems to possess great advantages in comparison 
with the old type. This has caused some delay and induoed the 
company to wait for the results of a long series of experiments, 
which are now being carried oat, before the manufacturing is 
started. This was quite unforeseen, and it has therefore been 
decided in the meantime to organise the works and use the plant 
and energy for the production of aluminium. 

The reason why this course has been followed is that a group of 
financiers, who have a large interest in the Nitrideaktieselskab, 
own some aluminium patente, which will thus be turned to 
account, 


The Electric Vehicle: British Experience.—A 
valuable feature of the Electric Vehicle Committee's official journal, 
of which the first number was recently noted in these columns, is 
the inclusion of the opinions of actual users of the electric vehicle 
in this country. The lack of British experience and data has been 
a great drawback in the past. It is, therefore, interesting to note 
that Messrs. Harrods, Ltd., who now use a number of electrios for 
business purposes, etate that these vehicles are all giving entire 
satisfaction ; they are used to replace horses on town deliveries, 
and have been found much cheaper for that purpose. Again, 
Messrs. Liberty & Co., after a trial of an electric delivery van, 
state that, compared with a petrol car doing similar work, their 
experience was that, besides economy in tire mileage and lubricants, 
its ranning cost waa two-thirds less. 

Messrr. J. Pallar & Sons refer to the reliability and low running 
costs of an electric vehicle used in London during six months. 
Another 2-ton van used in Scotland was found to be quite satis- 
factory, especially when its running cost was compared with petrol 
cars doing the same work. 

The Stratford Co-operative Society have used a 2,000-1b. electric 
van for some time, and state that the monthly mileage is 1,500; 
energy cost 871d. per mile (electricity, Id. per unit); tires, 334 
per cent. advantage compered with petrol-driven car tires ; main- 
tenance practically nil ; speed, 12-15 miles an hour. 

Further particulars are also given regarding the experience of 
Mr. W. T. Robson, of the South Shields tramways, with Edison 
battery ‘buses. Mr. Robson lays stress on the reliability of the 
electric bus, and adds his experience that petrol buses were always 
liable to fail at an awkward time. The electric ‘buses easily run 
50 miles in the day on one charge, requiring U3 units in fine 
weather and from 1'4 to 3 units per 'bue- mile in dirty weather. 

The Glaegow electricity department's 1 ton Edison van is 
running about 900 miles a month, ata cost of some £240 per 
annum; previously, a petro] van doing the same mileage waa 
costing £100 per annum, | 
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Appointments Vacant.—Junior assistant electrical 
engineers (15s.) for Newcastle-upon-Tyne Electric Supply Co.; 
shift engineer (£84) for Dover Electricity Department ; fitter- 
driver (358.) and switchboard attendant (30s.) for Olacton U. D. C. 
(this appointment is open to British and Belgian subjects) ; tem- 
porary engineer-in-oharge (£2 2s.) for Borough of Bermondsey. 
Particulars are given in our advertisement pages, 


Educational Notices. — Northampton Polytechnic 
Institute, St. John Street, ЕС. A oourse of six leotures on 
Transformer Design" will be given by Mr. W. C. Kennett, at 
8.45 p.m. on Wednesdays, beyinning January 6th. Particulars are 
given in our advertisement pages to-day. 


A Large Gas Power Plant.—The directors of Messrs. 
Palmers Shipbuilding and Iron Co., Ltd., have put in hand exten- 
sive improvements and additions to the iron and steel works at 
Jarrow, with the object of effecting large savings in the cost of 
steel production. The improvements already undertaken inolude 
a large gas-driven power house, in which will be installed approxi- 
mately 15,000 B.H.P. of gas engines, all driven by the waste gases 
from the blast furnaces ; and a new lay-out of the heavy cogging 
mill, whioh it is intended to drive electrically, together with the 
conversion of all the steel works auxiliaries from steam to eleo- 


tricity, by which large savings in the cost of coal will be effected. 


The installation of gas engines and gas-cleaning plant is the 
largest hitherto ordered in this country. There is every reason to 
believe that some Of the plant will be in operation after mid- 
summer.— Financial Times. | 


Institution Notes.—Institute of Marine Engineers. 
—On December 14th Mr. F. L. Martineau read a paper on Power 
Steering Gear.“ The author stated that actual experiment 
under comparable conditions had shown that sensitive gear saved 
as much as 6 per cent. in the distance travelled, as compsred with 
ordinary steering gear; the Hele-Shaw-Martineau electro-hydraulio 
system ensured immediate response to the slightest movement of 
the wheel, and in smooth water the rudder could be set so accu- 
rately that the compass showed no deviation for as long as ten 
minutes at a time, without moving the rudder. On the same boat, 
with steam steering gear, the gear was moved 20 times a minute 
on the average. In the new gear lubricating oil was the operating 
medium instead of water, doing away with wear and corrosion and 
preventing trouble from freezing. Some gears had run for three 
years without needing attention except oocasional cleaning of the 
commutator and lubrication of a few pin jointa. 

In future all meetings will be held at the new premises of the 
Institute on Tower Hill. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side „„ i Я 
also electric tramway and railway officials, to keep readers oft 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—Mn. T. S. WALLIS, late 
of Stuart Street station, Manchester, who has just returned from 
Sweden, wishes to communicate with Mr. Frabk Nicholle. Will 
the latter send us his address? ` 
` The staff of the Stretford U.D.C. has presented a pair of R^yal 
Crown Derby vases to MR. ROBERT ROWLAND, resident engineer 
of the electricity worke, as a wedding gift. 


General,—The Times correspondent at Rome states that 
among the Italian Senators who are to be nominated on New Year's 
Day is SIGNOR GUGLIELMO MARCONI. 


Obituary.—We regret to learn of the death which 
occurred on December lst at sea (near Port Said) of MR. CHARLES 
WHEUSA-NIOHOLL, A.M.I.E.E., of Teddington, aged 38 years. 
The deceased gentleman was оп his way to take up an important 
appointment at Bombay. 

Mr. FRANK SUMNER, engineer to the City of London Corpora- 
tion, passed away on Saturday last, at the age of 49 years, after 
several months’ illness. 

Мв. J. Е. ALRBIGHT.—We deeply regret to learn as we go to 
press that Mr. J. F. Albright passed away on Wednesday last at 
his residence, at Woking, at the early age of 57 years. The funeral 
takes place early to-morrow, Saturday, at St. John's Church, 
Woking, at 2.30 o'clock. Mr. Albright's connection with electrical 
engineering matters dates back over nearly 35 years, to when he 
was associated with the Swan and Edison Companies, 
and, subsequently, the amalgamated Edison & Swan 
United Co. Later he was prominently identified with the 
firm of Crompton & Co., the Drake & Gorham Power Co., and was 
actively interested in various electric eupply achemes at home and 
in the Colonies. In recent years ill-health had prevented him from 
taking any very active share in business affairs, but he held at the 
date of his death the chairmanship of the British Electric Trans- 
former Co. and the Kent Electric Power Co., and was on the board 
of the Melbourne Electric Supply Co., Ltd., Gravesend and North- 
fleet Electric Tramways, Ltd., and the Midland Electric Corporation 
_ for Power Distribution, Ltd. 


NEW COMPANIES REGISTERED. 


Acton Battery Co., Ltd. (188,700).—This company was regis- 
tered on December Aust, with a capital of 2300 in £1 shares, to carry on 
the business of manufacturers of, and dealers in, electric and other batteries, 
electric appliances, machinery, accessories, apparatus, incandescent lamps, 
ёо. The subscribers (with one share each) are :—L. B. Tucker, Broad Street 
House, E.O., olerk; W. Faller, Coiecidge House, Crouch End, N., gentiemac. 
Privatecompany. Table A mainly applies. Registered office, 99, Church. 
field Road, Acton, Middlesex. 


Gwalchmai Electricity Supply Co., Ltd. (138,726) —This 
company was registered on December Mud, with a capital of 21.000 in £1 
shares, to take over from W. E. Parry and E. B. Lance the business of pro. 
dacers and suppliers of electric light and power carried on by them at 
Gwalchma!, Anglesey, as the Gwalchmai Electricity Co. The subsoribers 
(with 25 shares each) are:—W. E. Parry, 81, High Street, Menai Bridge, 
cabinet maker; E. 8. Lance, 28, Mostyn street, Llandudno, engineer. Private 
eompany. The number of directors ів not to be less than two or more than 
five; the first ate W. E. and E. S. Lanoe: qualification, £25. Bolici · 
ors: Chamberlain & Johnson, Liandudno. 


Ntandard Woodwork Manufacturing Co., Ltd. (138,718).— 
Registered December $181, by Jordan & Bons, Ltd., of 116-17, Chancery Lane, 
Ү.С. Capital, £50,000 ia 5,000 8 per cent. cumulative preference shares of £5 
each and 45,000 ordinary shares of £1 each. Objects, to take over the business 
of woodworkers, cabinet makers and manutacturers, carried on by the 
Standard Woodwork Oo., Ltd., at Park Royal, Willesden, to carry on the 
same and the business of woodturners, joiners, sawyers, carpenters, cabinet 
makers, manufacturers of toys and games, switchboards, beil-cases, electric 
batteries and other accessories for telephones and electric bells, and tele- 
graph apparatus of all kinds, gas and electrical engineers, &o., and to adoptan 
agreement with L. Godsell. ‘Che subsoribers (with one preference share each) 
are :—J. Goodland, 9, King's Beach Walk, Temple, B.O., barrister: L. Godsell, 
Hnostanton, Norfolk, gentieman. Private company. The first directors (to be not 
Jess than two or more shan віх), are L. Godsell (permanens) and J. Goodland; 
qualification, £1,000; remuneration of chairman, £150 per annum; of 
directors, £100 each per annum. Solicitor, Àj. J. Howard, 12, The Common, 
Ealing, Middlesex. 


Britannic Electrical Co., Ltd. (138,743).—This company 
was registered on December rd, with a capite] of £5,000 in £1 shares, to 
carry on the business of patentees, manufacturers, and repairers of, agents 
for, and dealers in engines, machines and mechanical instruments and inven- 
tions, whetber driven by gas, steam, petrol or electricity, and tools, dies and 
castings, cyoles, motor-cyoles and motor and cycle cars, &o., and to enter into 
an agreement between H. Dare, C. A. Wareing, D. Radnall, J. Satchwell, 
R. Satchwell, and F. H. Alston. The subsoribers (with 950 shares each) 
are:—H. A. Rednall, Ashgrove, Ward End, Birmingham, manufacturer: 
C. A. Wareing, 12, Gladstone Road, Gravelly Hill, sirmingham, sanitary 
engineer. Private company. The number of directors is not to be less than 
two or more than five; the first are U. A. Radnall (chairman), J. Satchwell, 
Н. Dare, C. A. Wareing aud F. Н. Alston (manager): qualification, 250 shares ; 
remuneration as fixed by the company. Registered office, 33, Newhail treet, 
Birmingham. ` 


J. Barwell & Co. (Lighting), Ltd.—This company was 
registered on December 22nd with a capita: of £5,000 in £1 shares, to carry on 
the business of manufacturers of and dealers in lamps, bracsete, globes, films, 
shades, glasses, burners, meters. carbons, switches, stoves, pipes, wires, oleo- 
trio ight and gas fittings, £c. The subsoribers (with one share each) are :— 
Е. Н. Barwell, Worcester Works, Clement Street, Birmingham, manufac. 
turer; H. Barwell, Worcester Works, Clement Street, Birmingham, manufac- 
turer. Private company. The number of directors is not to be more than 
three: she first are F. H. Barwell (permaoent managing director), and H. 
Barwell; remuneration of Е. Н. Barwell, 45 per week. Registered office, 
Worcester Works, Clement Street, Birmingham. 


Д 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Cunningham, Lid.—Seoond mortgage dated December 16th, 
1914, to secare £1,200, charged on company's undertaking and property, 
present and future, inciuding uncalied capital, subject to a certain debenture. 

older: E. Н. Hawkins, 4, Charterhouse square, К.О. 


Electrical (Installations), Ltd.—A memorandum of setis 
faction to the extent of £100 on Lecember lOth, 1914, of debentures dated 
December 5th, 1906, securing £2,000, hes been filed. 


Pernambuco Tramways aud Power Co., Ltd.— Issue on 
December lue, 1914, of £650 debentuces, part of a series of which particulate 
have already been filled. 


Coatbridge and Airdrie Electric Supply Co., Ltd.— Further 
charge on company’s undertaking aud property, present and future, inoluding 
uncalied capital and the Coatbridge and Awdrie undertakings, &c., dated 
December 148b, 1914, supplemental ty charge dated October 17th, 1906, to 
secure 21,20. Holders: County of London Electric Supply Co., Lid., Moor- 
gate Cour, Moorgate Place, Е.С. 


CITY NOTES. 
Costa Rica Electric Light and Traction Co.. Ltd. 


THE annual meeting was held on December 23га at Dash- 
wood House, E.C. 

The CHalRMAN (Mr. W. F. Leese) said the company had 
been passing through a very anxious time, and no doubt 
they had an anxious time in front of them, but looking at the 
elect which the war had had on the world generally, they had 
reason to congratulate themselves that, so far, they had not 
suffered greatly. The net profit last year had amounted to 
£26,351, against 423.875 for the previous vear; an increase of 
£2,476. On the other hand, there had been increased ex- 
penses which absorbed all but £719 of the increased net profit. 
The net surplus was £8,056, and it was proposed to carry the 
whole of that amount to the credit of discount and eonunis- 
sion on debenture issues account. The lighting revenue bad 
kept up fully, and the cooking and heating part of the busi- 
ness Was very satisfactory. They were making about £3,000 
a year out of that, and owing to the shortage of fuel іл the 
country electrical cooking was an absolute necessity. Their 
manager fully anticipated that in the near future thev would 
obtain at least £5.000 a year froin that source of revenue. 
He (the Chairman) believed that as time went on that figure 
would be increased’ With regard to competition, that was still in 


—_—— — —— X": 


Vol. 76 NolgsJuxamriis] THE’ ELECTRICAL REVIEW. е 


statu quo, but should they have to meet a competitive supply 
he was convinced there was enough business in the 
country for both. | | 

Mr. FREDERICK Davies seconded the motion, and the report 
was adopted. | 


International Light and Power Co., Ltd. 


Тнк directors’ first report for the period from February, 1913, 
to June, 1914, states that the resulte obtained, considering the 
depressed financial conditions, have been in the circumstances 
satisfactory. The net profit for the period, after payment of 
interest on debentures and London and Canadian administra- 
tien charges, is £23,714. The available balance is £19,053. 
The preference dividend. bas absorbed £15,160, and £3,887 is 
to be carried forward. 

Reserves for renewals and general purposes amounting, when converted, 
w a total of approximately £5,000, have been set aside by the subsidiary 
companics before dividends were declared by them. 

The company owns all the debentures and shares of the 
following companies :— | 

Venezuela Electric Light Co., Ltd.—The absorption by this company of a 
competing undertaking in Caracas has had a beneficial cect оп the develop- 
ment of the lighting business. Electric power is now obtained from two 
hidroelectrie stations, the combined capacity of which is sufficient to take 
care of the expansion of business for some time to come. The possibility of 
exceptional droughts, however, makes the installation of a stand-by plant, 
using either coal or liquid fuel, desirable. The stability of political conditions 


in Venezuela has proved of pde to the development of business, and 
aithough the European war has affected the economic resources of the 


country, а steady increase in the net returns of our undertaking is antici- - 


pated for the curgent year. Important renewals in sub-stations and distribu- 
ticn system have been carried out successfully. А 

Compañia de Electricidad de Mérida.—Although Mérida is outside the more 
disturbed districts, recent events in Mexico are responsible for an almost un- 
recedented drop in exchange, still further accentuated bv the European war. 
[hie company, generating its own power, has to import, besides coal, a number 
«d manufactured articles from various countries, and is therefore greatly 
suflering from the disturbed state of affairs throughout the world. The gross 
earnings in local currency continue to increase notwithstanding the unfavour- 
abie conditions prevailing. but the nct returns in sterling have fallen con- 
siderably below our estimate, the loss on exchange account exceeding, £10,000 
for the period under review. The new installation for the power house has 
been unavoidably delayed on account of the European war. 

Compañia Luz у Fuerza de Paraná.—Results from operating the Paraná 
(Argentine Republic) property have been satisfactory, showing an increase of 
18 per cent. in gross earnings, and 46 per cent. in net earnings over the 
previous year. Additions to the power house have been completed, which will 
permit further development of the business and reduction in 5 

Mr. FollErr HoLT presided at a meeting of the share olders 
of the company held on December 21st at 9, Cloak Lane, E. C. 
He said that as all the members of the board and the majority 
of the shareholders were resident in Great, Britain, they had 
considered it desirable to hold the meeting in London, pre- 
vious to the annual general meeting in Canada, in order that 
the report might be considered and proxies instructed to act 
in accordance with any resolutions paseed. The Chairman 
made a brief statement concerning the three undertakings in 
which their capital was invested. The Venezuela Electric 
Light Co. eerved Caracas, the capital of Venezuela, and since 
the absorption of the undertaking, referred to in the report, 
theirs was the only distributor of electricity for lighting pur- 

ses in that city of about 80,000 inhabitants. The Merida 
Electricity Co, owned an electric lighting and power system in 
the city of Merida, Yucatan, Mexico, where the population 
served was approximately 52,000. With the exception of an 
insignificant plant of about 25 Kw. theirs was the only supply 
company in that city. Their power-house, when taken over, 
required very considerable overhauling, and a new generating 
unit had been secured in Europe and would soon be in opera- 
tion. The better economy of this 5 unit should 
result in a marked decrease in the fuel consumption. The 
Parana Light and Power Co. owned and operated electric 
light and power and gas works in Paraná, the capital of the 
Province of Entre Rios, Argentina. The population served 
was approximately 42,000. Electricity was generated there by 
means of producer gas engines, and the growth of business 
had been &o rapid since the property was acquired that it had 
heen necessary to add a new engine of 300 KW. capacity, which 
was now in operation. This would enable them to efficiently 
handle the large increase in business which had come during 
the past two years, and to take care of further increases which 
were expected in futare. The gas branch of the business, 
although losing ground to the electrical department in the 
hghung беја, more than made up these losses by the 
expansion of sales for heating and cooking. The Internatiónal 
Co. had received from Venezuela £23,084. This was made up 
of dividends at the rate of 4 per cent. per annum for eighteen 
months; debenture interest accrued since the date of the incor- 
poration of the International Co., and the interest on the 
loan of £35,000 made by them. They had received also £1,347 
from the Venezuela Co. for interest on its debentures 
accrued previous to the date of their incorporation, but they 
had taken what they considered the proper course and applied 
this towards writing down their preliminary expenses. With 
the exception of a small amount of interest on the total loan 
of £8,700, the revenue received from the Merida Co. of £8,802 
for the period under review consisted only of debenture inter- 
est. The report indicated the serious effect on earnings which 
the very heavy fall in exchange in Mexico had caused, and 
served also to explain the absence of dividends from that com- 
rany. The net currency earnings had been reduced by the 
largely increased coet of working, and the balance had been 
again cut into on conversion into sterling by the heav fall 
in exchange. Profits from Merida had therefore been nothing 
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like what they were expected to be, and what they should 


be. They could only exercise their patience and hope for а, 


speedy solution of the difficulties in which Mexico was at 
present involved. Meanwhile, to compensate to some extent 
for the depreciation of the currency, a new tariff had been 
established and higher prices in currency were now obtained 
for electricity sold, end this was expected to materially assist 
in bringing the net receipts back to a more fair and normal 


standard. The sum received from the Paraná Co., amount- 


ing to £9,565, included interest on the total loan of £18,000, 
two years’ dividends at 8 per cent. per annum on the shares. 


and one year's interest on the debentures. These latter were 


purchased in July, 1913, and they had therefore received only 
twelve months’ interest thereon. Concerning the outlook, 
they anticipated that, notwithstanding the difficult economie 
conditions created throughout the world by the European 
war, their undertakings at Caracas and Paraná would show 
substantial progress during the current year. With reference 
to the Merida Co., the situation was more difficult. The profit 
in sterhng, which principally concerned them, was bound 
up almost entirely with the rate of exchange, and they there- 
fore sincerely hoped that the political and financial situation of 


Mexico had reached a turning point, and would show improve- 


ment during the current year. 


Cape Electric Tramways, Ltd. 


MR. LUDWIG BREkITMEYER (Chairman) presided at the annual 
ineeting, held at 1, London Wall Buildings, E.C., on Decem- 
ber 23rd. | | 
The CHAIRMAN said that the war had startled the world, 
and had disturbed business everywhere. It involved every 
state and dominion in the British Empire. Their industry 
could not hope to remain unaffected during this tremendous 
struggle, more particularly as South Africa had been called 


upon to play its part in the defence of the Empire by the 


expedition against German South-West Africa, and had, in 
addition, also found itself faced with local rebellion. ‘Chis 
rebellion had now collapsed, 
escaped a very great danger. The war had, so fur, not 
interfered with their tramway working, which up to latest 
udvices was showing fairly satisfactory results, but there were 
signs ahead of some shrinkage of their revenue, and they must 


- be prepared for possibilities ш the future not now in evidence. 


The directors had, therefore, decided to recommend the pay- 
ment of a 2} per cent. dividend, instead of 5 per cent., with 
the hope that better prospects might justify an increase later 
on. He might tell them frankly that, in view of the strained 
financial conditions prevailing throughout the world, he and 
his colleagues felt that it would have been perhaps more pru- 
dent and conservative to have retained their cash resources 
and passed the dividend altogether. They, however, had to 
remeinber also the position. of the shareholders in these hard 
times, and after careful consideration they had decided to pay 
half only. The net profit of 424.618 had been made after 
paying all fixed obligations, including debenture redemption, 
and оре £8,000 to the reserve fund. They had spent 
considerable sums in the purchase and reconstruction and 
equipment of the Hout Bay Hotel; also a great outlay was 
incurred in the installation of a new unit of 500 Kw. in the 
power station at Port Elizabeth, and additions to the rolling 
stock both at Саре Town and Port Elizabeth. This new unit 
would meet all the requirements of traffic on that system for 
some time to come. The general manager there reported most 
favourabiy on its running and the satisfactory results he had 
obtained in ecopomy of fuel consumption. In addition to this 
expenditure on improvements, they also had to face a steady 
increase In working costs, due to higher prices of coal and all 
other materials. . Further, the imposition of the new 
income tax at the Cape cost them roughly £3,000 per annum, 
and was another burden which the company had to bear. The 
several schemes of improvement in the Peninsula, conten: 
plated by the Unified Municipality, had been checked Бу the 
war, but а municipal loan of £200.00 was to be floated locally 
in Cape Town to carry out sundry street and other iniprove- 
ments, and the tramways would, they hoped, participate to 
some extent in the general benefit. Notwithstanding all the 
unsettled conditions, the tramway operations had continued 
without interruption. They were working with a diminished 
staff, as it was the aim of the management to permit and assist 
every man who could he spared to take his part in the fighting 
line. The service was, however, well maintained. 

Admiral Sir А. Н. MARKHAM seconded the motion, which 
was carried. 4 


The Swiss Oerlikon Machinery Co. 


THE report of the directors of the Maschinenfabrik Oerlikon, 
of Oerlikon, for the year ended on June 30th, 1914, after 
referring to extensions of the workshops and plant. states 
that the course of business in the department for general 
electrical machinery and transtormers was good. The appa- 
ratus branch produced & new series of oil switches. There 
was a lack of large contracts for lifting appliances and electro- 
mechanical applications, but the small orders notably in- 
creased. In regard to turbo-machines, the company was abun- 
dantly provided with orders, and special mention is made of 
the delivery of various turbo-generators of a total of 11,00 


and South Africa had 


! : 
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Kw. for the Baltic shipyard at Petrograd. A large number 
of repeat orders was also received. In electro-chemical appa- 
ratus, 14 electrolysers of a large type were sold. The depart- 
ment for electric railways was satisfactory both in regard to 
work carried out and the new orders which were booked, and 
important repeat orders were placed by a number of tram- 
ways for normal material. The sales confpanies abroad, with 
few exceptions, had been successful for the works. The 
accounts show gross profits of £130,000, as compared with 
£119,000 in 1912-13. After allocating £39,000 to depreciation, 
as against £40,000, the accounts indicate net profits, includ- 
ing the balance forward, amounting to £51,000, as contrasted 
with £43,000 in the previous year. The sum of £16,000 hus 
been placed to a war risks’ fund, 44.000 to the special reserve 
fund, and £8,000 to the provident fund for staff and work- 
men, and the balance permits of the payment of a dividend of 
6 per cént. on ordinary share capital of £320,000, as compared 
with 7 per cent in 1912-18, the loan capital totalling £160,000. 


India-Rubber, Gutta-Percha and Telegraph 
Works Co., Ltd. 


Mayor LEONARD DARWIN presided on December 22nd at the 
offices, 106, Cannon Street, E.C., over the annual meeting. He 
began his speech by reiterating the regret which the directors 
felt so keenly when presenting such a disappointing report 
to their shareholders. There had been no difficulty whatever 
In ascertaining the cause of the present troubles, and the 
cure of the disease, so far as it was curable, ought to present 
no insuperable difficulties. The first trouble to be mentioned 
was that due to the war, and here they were dealing with the 
only part of the disease which the directors could do nothing 
to alleviate. During the last two months of the year, often 
its most profitable period, the sale of goods normally supplied 
to the public considerably diminished, with, of course, a cor- 
responding diminution of profit. But the war had caused 
them losses in a far more direct way. Not long after hostili- 
ties had broken out, it became apparent that the German army 
was likely to pass through Persan, and their managers at the 
works took prompt and effective action, largely on their own 
initiative. Recent events had given them further means of 
judging of the probable fate di an English manufactory in 
France if falling under the influence of German culture, and 
had confirmed the wisdom of the steps taken. The stores 
were bricked up; the documents were buried; and the man- 
agers left the factory when the Uhlans had come within a 
couple of miles of the works, and when the bridges across the 
Seine hard by were being blown into the air. 
German hordes swerved aside at the critical moment, and 
their French factory was now again a running concern, though 
hardly yet in thorough working order. Thus the war had 
resulted in a considerable diminution of profit. But he was 
bound to state that their worst troubles were those due to 
other causes. A careful comparison of the accounts of the 
heat with those of the previous year, showed a marked simi- 
arity in all the items except in two particulars. The first of 
these was the total sale of goods of different kinds. Here the 
diminution was not only that due to the war, but was also 
caused by a general slackness of trade in England, and a large 
and sudden diminution in orders from one important foreign 
country. Now it was impossible to make all the incidental 
expenses connected with the manufacture and sale of goods 
diminish in exact correspondence, and simultaneously with a 
diminution in the sales; and the result was,that the whole 
profit made seemed to depend on the disposal of the last nar- 
row margin of goods sold. If that margin remained unsold, a 
loss inevitably followed, and this state of things continued 
until the necessary readjustments of running costs or turn- 
over could be made. Неге then was the cause of a large 
part of their troubles. The second item in which their 
‘accounts showed up very badly was the profits made by 
their foreign agencies, as they called them. The deplorable 
conditions existing in South America were known to all, these 
being the result of commercial depression aggravated by heavy 
rains. In Australia trade had been bad, partly due to the 
opposite evil of long-continued droughts. And sales had 
diminished in both South Africa and India. But this was not 
all. Certain contracts for lighting towns in Australia, which 
had proved to be very unprofitable, were made some two years 
ago, the evil results of which had fallen on this year. It was 
no use making excuses, for no adequate excuse could be made. 
All tha£ could be said was that drastic steps had been and 
would be taken to prevent its recurrence. There was a third 
item in the year's accounts which must be mentioned, where 
they hoped to have seen a change as compared with last year'a 
figures, but where they had to admit a disappointing simi- 
larity, viz., the Persan account. Неге again excuses were 
useless, and here again all that could be said was that radical 
changes in the management had now been effected. But 
cleaning up a stable was often a costly process, and in this 
case it had brought to light losses arising out of faulty manu- 
facture in the previous year. They had hoped at all events to 
have done far better in the last six months of the year, that 
was in the period during which the war broke out; and they 
had now no reason to think that their anticipations would 
have been falsified if normal conditions had continued to exist. 
Now for the future. There had been, as he had said, a con- 


Mercifully the. 


siderable falling off in sales in certain lines. In other direc- 
tions, however, there had been material increases, notably 
in warlike stores, and in lines opened out to them by the 
cessation of the German export trade. The total orders on 
their books were now considerably greater than they were at 
this time last year, though it should be added that contract 
work for Government departinents was, in many cases, not very 
profitable. "This was, no doubt, partly due to the fact that, in 
the manufacture of these new lines, 1t took some time to get 
into thorough running order, new machinery often having to 
be made or bought. And he hoped that the ineeting would 
note that this work of adaptation to the new conditions had 
thrown an immense strain on the staff, a strain which they 
had met in the inost loyal manner. But would there be a 

rofit declared and a dividend payable a year hence, he would 

e asked. He did not know. The price of rubber had been 
fairly constant, and had given them no trouble; and all had 
gone well with them with the exceptions which he had fully 
discussed, and which were, they believed, of а temporary 
nature. But who would venture to predict the results of 
this mighty war? Either the long continuation of this 
struggle, or the sudden cessation, might result in disturbances 
which no man could now foresee; and their company must be 
prepared to share in the troubles through which the nation as 
a whole would have to pass in the future. If no profit was 
made during the current year, then certainly no dividend 
would be distributed this time next year, for they would be 
unable to trench again on their reserves. But as their main 
troubles were, they hoped, things of the past, there seemed 
to the directors to be a sufficiently good chance of making a 
profit in the immediate future to justify the bold policy 
which they now recommended. Their proposal must, they 
thought, be in accordance with the wishes of those who 
had in the paet so often advocated the equalisation of divi- 
dends out of reserve funds. And he felt that in this time 
of stress some extra risk might be run to avoid the hardships 
always inflicted on shareholders by the complete passing of à 
dividend. 

Mr. С. H. Gray seconded the motion. 


Mr. FLINT, who spoke at considerable length, said the one 
comfort to be found in the report was that it showed some 
inental progress on the part of the board, in that they recog- 
nised for the first time that the reserve fund was available 
for the purposes of dividend. On one previous occasion, when 
they had a bad year, £50,000 was taken from the reserve, but 
they had no dividend, although the directors took their fees 
from the reserve fund. Now they had again resorted to the 
reserve fund, and the directors had again taken their fees 
from the fund. Mr. Flint proceeded to quote from the India 
rubber Journal the results attained by a number of other сош- 
panies, doing a somewhat similar business, before the war, 
and also gave extracts describing the booming conditions of 
the same companies since the start of the war. Coming to 
the report before the meeting, he asked what had been their 
progress with regard to their home trade? They were told 
that the losses were due to the war, to faulty organisation of 
the French factory, and to foreign agencies; and then they 
were carried to Australia, South America, Africa and Japan, 
and told that there had been certain unprofitable contracts. 
Apparently their difficulties arose from foreign contracts. 
Another curious thing was that the gentleman who was sup- 
posed to be responsible for the Persan works had been made 
an extraordinary director. He made no comment upon Mr. 
Smith's management, because he did not know whether he 
was responsible, and after all, the responsibility for all these 
difficulties lay on the board. Year after year they had been 
told that the French factory had not been satisfactory, and 
now he took it that Mr. Smith had been brought over on the 
homeopathic principle that like cured like. Whilst he was 
generally in favour of homeopathy, he did not think this step 
was likely to be beneficial to the board. Не would like to 
kuow whether the prosperity enjoyed in the home trade by 
kigdred businesses had been shared in by their company. They 
had not heard of what had become of the insurance money 
received from the loss of their ship, but he presumed their 
losses would have been bigger but for that money having 
come in. Further, he would like to know something about 
the Palmer Tyre Co., as he had always protested against the 
method of secrecy with which that concern was conducted. 
Another point was that there was no item in the accounts 
for income tax, although surely on the three years’ average 
they must have paid something. Last year he moved a reso- 
lution with regard to the directors’ fees, as he felt strongly 
it would be more inducement to the board if they were paid 
on a sliding scale, but the directors took alarm at the proposi 
and regarded it as а vote of want of confidence. Не still ad- 
hered to the view that this was the best principle for them. 
and he would like the question reconsidered. Mr. Flint quoted 
from the Articles of Association regarding the directors’ re- 
muneration, and said that in 1881 a resolution was passed 
giving the board £2.000 a year with an additional remunera- 
tion of 10 per cent. if the net profits were in excess of £51,200 
a year. Such remuneration, however, was not to exce 
£5000 a vear. Since 1881 the capital had largely increased. 
and in 1904 a special resolution was passed to the effect that 
the existing Articles of Association, and all the other existing 
regulations of the company, should be repealed, and that the 
Articles of Association submitted to the meeting should he 
adopted. That resolution was not confirmed, and, technically 
speaking, he supposed the directors were not entitled to any 
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fees at all until some resolution bad been passed. He felt 
that this subject should receive attention, although he agreed 
that, owing to all of them being mare or less engaged by the 
war, the present was not an opportune time. | 

Mr. W. номрзох asked how the 450, 000 was to be drawn 
from the reserve fund, seeing that they were told that the 
whole of the reserve was invested in the business. | 

Mr. WINKLEY said that all the contracts made abroad ар- 
peared to have been failures, more or less, and he would lke 
to know who was responsible for them if the contracts were 
taken at prices which did not pay, why were they sanctioned 
by the directors on this side? ‘they were now told that drastic 
steps Were to be taken, but in what direction would they be 
taken" If they had been unable to keep a fair hold on the 
business, someone was to blame; and if they had not 
dene this up to now, how were they going to do it in the 
future? He did not see how they were going to take £50,000 
{rom the reserve fund unless they borrowed from the bank. 
Although they had £750,000 share capital, £400,000 debentures 
and £350,000 reserve fund— which was profit sunk in the busi- 
ness—yet they had also £158,742 debts and loans froin the 
bank owing by the company. It seemed to him as if a sort of 
rake’s progress had been going on, and they wanted to fix 
responsibility on. the person who was responsible and who had 
created this trouble. No man in business for himself would 
ever have allowed such a state of affairs to have arisen without 
going thoroughly into the matter. 

Mr. BLAKE remarked that it was common knowledge that 
the company was teo conservative, especially in regard to its 
procedure at the works. Many representatives of manufac- 
turers went down to the company's works to see the buyers, 
who, however, refused to see them. It was well-known in the 
trade that the coinpany was buying materials at prices much 
above what their competitors were paying. 

The CHAIRMAN said that, with regard to Mr. Blake's re- 
marks, be could only say he really did not think this was 
the case. He himseif had always seen very great care exer- 
ased in this matter. Аз to Mr. Sinith, if the shareholders 
knew the whole story he thought they would take a very dif- 
ferent view of the situation. Mr. Smith joined the works in 
France 55 years ago. For 50 years he had worked for that 
cumpany, and for 45 years was their manager. About two 
years ago bis health began to break down, and they began to 
take steps to relieve hun of his responsibilities, which ceased 
entirely in. April. Now Mr. Smith's health had coinpletely 
broken down. '1һеу had always regarded the position of ex- 
traurdipary director in the case of Mr. Smith as a small pen- 
sion for 50 years’ service with the company, and also to give 
w the beard. the chance of getting a certain amount of infor- 
mation due to his many years’ experience. Although it was 
perfectly true that the Persan factory had been а bad venture 
lor the past few years yet, on the whole, they had gained very 
much from the French factory, and after Mr. Smith's many 
years of faithful service he did not think the shareholders 
woud grudge him the small pension in his retirement and 
broken health if they knew the whole story. It was true that 
the board. had sometimes refused to use the reserve to pay 
dividends, and that was а question which depended to a cer- 
tàn extent on the cash state of the company. If cash was 
ditncult to get then they could not use the reserve fund. The 
ship they bud lost had been well written down in their books, 
with the result that the insurance more than covered the loss 
incurred. Their total loss would have been greater but for 
the loss of the ship, but it was not advisable to state the exact 
ratio of their book values to their insurance policies, for rea- 
sons which would be quite appreciated by those who did busi- 
ness in this line. Their Silvertown works had done well up 
to the beginning of the war, but it was difficult to say whether 
it was doing well or not now. Although they had lots of orders, 
yet, like other companies mentioned, it was difficult to estimate 
the profits in view of all the new machinery and the new cir- 
cumstances which had to be taken into consideration. They 
were Introducing entirely new manufactures, and anyone who 
had to do with the introduction of new manufacturing methods 
knew how difficult it was to estimate the whole profit at once, 
but so far as he could say they were making a good profit. 
There was no mystery about the Palmer tire business; it was 
a separate departuient, and it was not advisable to make pub- 
lic all the details of each of their separate departments. It 
paid 124 per cent. last year, but that was only a book entry, 
as they held practically all the shares. The reserve fund was 
built up out of undivided profits, and as he had already said, 
t depended on the cash state of the company as to the extent 
to winch they could. use the fund to pay dividends. They 
would no doubt have to borrow from their bankers in order 
to pay the dividend. As to the contracts entered into abroad, 
of course the Board were solely responsible. If anything went 
Wrong they were to blame. Their agents were acting under 
their orders, and if they did wrong the directors had to answer 
w the shareholders. They could only put the matter right 
«єл Му by getting rid of individuals, and also in making 
stnvter rules in settling where their activities should lie. 
There might have been slackness in that respect in the past, or 
it nieht. net be right to trust their agents abroad to the 
extent they had done, but that matter would be carefully 
keked into, and he felt convinced that there was no chance 
of such difficulties occurring again. 

Mr. C. H. Gray (joint managing director) said he did not 
know that there was much more to say from the general point 
of view. For the last three years he had been intimately con- 
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nected with what he might call the reorganisation of Persan, 
and to reorganise a factory was not an easy thing, especially 
when they had to keep it running at the same time. 1 he per- 
sonal equation always came in, and one came up against very 
rough corners, some of which had to be removed. Ihe con- 
dition of Persan practically arose from the fact that Mr. Smith 
was getting older, and could not give the same personal atten- 
tion to things. Things spread out a little, and touch was lost 
with details which were so necessary to keep within one's 
grasp in order to make a thing successful. He was afraid a 
httle more time was taken up in discussing personal equations 
than in looking after the work. It was his business to try 
and smooth over the personal difficulties, and he had now got 
rid of them and arranged and systematised the factory in such 
а way as to have accurate knowledge of costs and sales, 

all the details necessary to run a business. The war had to 
a great extent upset the organisation owing to so many of the 
men being at the front, but had it not been for the war he 
thought he could say with perfect certainty that the organisa- 
tion was such as to carry on the business successfully. The 
losses they had sustained in France were greatly due to bad 
work during the past year which had overlapped on to this 
year. He was at the factory two weeks ago, and believed that 
under the present halting conditions they were working at а 
profit. How long that would last depended on the war and 
on 1nany things, but if they continued as they were working 
they should show a profit. He regretted the matter as much 
as anyone, because his father had a great deal to do with 
bringing forward the French factory, and, therefore, from 
a personal point of view, he would not like to see the factory 
in a worse state than he found it. | 

Mr. L&aGETT replied to Mr. Flint's point as to director's fees, 
and pointed out that the remuneration was fully covered by 
Article 72. | 

The CHAIRMAN said the income tax was a technical point. 
The amount estimated on September 30, 1913, was sufhcient 
to meet the income tax actually paid. There had been the 
same amount of tax paid. | 

Mr. FLINT said he understood from the Chairman's state- 
ment that the tax was paid from the reserve of the previous 
year, which showed that the profit and loss account was mis- 
leading. | | 

Mr. T'HoMPSON said the shareholders would have the greatest 
sympathy with Mr. Smith, but they had not the same sym- 

athy with the board. Was it right for them to have allowed 

{r. Smith to remain at Persan? 

The CHAIRMAN : All I can say is that we are responsible. 

Mr. C. H. Gray replied to Mr. Blake, and said they had at 
Silvertown one of the most efficient buyers he had come across. 
They might pay more for certain articles, but they did so 
knowingly because they wanted the best article. Their policy 
was to get the best article they could for the job, and although 
they might pay more for some things, they could also -buy 
very cheaply when they wanted to. ‘ 
The report was then adopted. а 

On the motion for the re-election of the retiring directors, 
Mr. Fuint wished to propose an amendment to the effect that 
the matter be postponed until a further report had been re- 
ceived by the shareholders, showing what class of business 
had been carried on by the company at a profit, and also con- 
taining recommendations as to what should be done in regard 
to the foreign agencies. 

The CHAIRMAN ruled the amendment out of order, but 
pointed out to Mr. Flint that it was open to him to move the 
ше the meeting. | 

The motioh was then agreed to. 


Melbourne Electric Supply Co., Ltd. 


Mr. J. B. BRATrEHwATrE (Chairman) presided on December 21, 
at Finsbury Pavement House, E.C., over extraordinary meet- 


ings of the holders of the consolidated ordinary stock and of . 


the holders of the 7 per cent. first cumulative preference shares 
of the Melbourne Electric Supply Co., Ltd., when resolutions 
were passed sanctioning the creation of a further £20,000 7 
per cent. first cumulative preference shares of £5 each. 

Mr. BRAITHWAITE also presided at the 15th annual general 
meeting of the company which followed, and in moving the 
adoption of the report said he had to congratulate the share- 
holders on a vear of continued progress and success. Last year 
he told them that their progress was a record, and it seemed 
unlikely then that that record could have been surpassed, but the 
record before them that day was an even better one from 
whatever point of view they looked at it. One of the most 
satisfactory features was the increasing way in which the 
small municipalities outside Melbourne were coming to them 
for bulk supplies. The proposals for the creation of fresh stock 
would raise the share capital from £450,000 to £750,000, and 
would carry with it automatically the right to issue a further 
£250,000 of debenture stock. The total capital expenditure 
during the vear had been £185,445, as compared with £160,029 
last vear, and as their profit had increased by £27,247 it repre- 
sented a return of about 15 рег cent. on the expenditure, 
although, of course, some of the expenditure had not so far 
been productive. A great portion of the capital had been spent 
in connecting new customers to their mains, and in this direc- 
tion their progress continued to be almost phenomenal. Sup- 
plies were now available on 482 miles of streets, there having 
been an increase of 72 miles during the year. They had put 
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on 5,495 new customers, as against 4,975 last year. He be- 
lieved the addition of 5,495 new customers in a year was an 
absolute record of any company anywhere in the world so far 
as he knew. That brought up the total number of consumers 
connected up to August 3l to 19,000, an increase of 40 per 
cent. during the year, and last year showed an increase of 
56 per cent. on the previous one, so that the increase was 
really phenomenal, and at the present moment the number of 
consumers connected was over 29,000. To this remarkable 
increase all classes of business had contributed. The lighting 
supply had increased very considerably. Last year he told 
them they had introduced a new power tariff which would 
enable large consumers of power to obtain 1t on very reason- 
able terms, and they looked forward to the new tariff bringing 
a very large increase of business. He was glad to say the 
forecast had been fully justified. Last year they had the 
equivalent of 9,581 horse-power on their mains, whilst on 
August 31 they had 12,444 horse-power conneceed, and to-day 
they had 15,000 horse-power on the mains. Thus they were 
gradually obtaining a very important power load, ud those 
who knew anything about the technical part of electrical sup- 
ply undertakings would know what an important factor à good 
power load was m enabling them to supply units at a reason- 
able price and with efficiency. Taking the connections alto- 
gether they had increased 32 per cent. per year, as against 
38 per cent. last vear. Not quite the same rate of progress, 
but on the other hand the total units sold had increased by 
43 per cent., as compared with 37 per cent. last vear. That 
was due to the large number of units taken by the new power 
consumers: The gross revenue had increased by 30 per cent., 
as compared with 36 per cent. lust vear.; so that from every 
point of view they had reason to be satisfied with the progress 
made. At Melbourne their lighting income had risen from 
£66,403 to £81,738; the power and heating revenue from 
£31,403 to £37,466; public supply froin £4.623 to £7,017; and 
supply to municipal tramways from £8,339 to £16,836, which 
was nearly double. The item of bulk supply, £322, appeared 
for the first time, but that would considerably increase during 
the current year owing to the supplies they were now givin 

m bulk. Meter rents had increased fram £4,198 to £6,117; an 

the total result was that the revenue from Melbourne had 
risen from £115,288 to £149,959. On the other side, to earn 
that additional revenue the cost of generation of electricity 
had. only risen from £22,988 to £27,125. The cost of distribu- 
tion had risen froin £948 to £1.695; repairs and renewals from 
£7,297 to £9,233; carbons, lamp renewals, etc., from £4,471 
to £4,773; and the total result was that the expenses had 
risen from £46,707 to 456.757. The net revenue had, there- 
fore, increased from £68,580 to 493.202. At Geelong they 
had the same pleasang story in a modified form. There was 
an increase in the lighting supply from £6,660 to £7,401, and 
in the power and heating suppiy from £3,503 to £4,119. The 
public lighting supply had increased from £1,133 to £1,837: 
and the current supplied to the tramways had increased from 
£11,905 to £14,927. The total revenue had increased from 
£23,935 to £29,161, with the result that the balance carried 
to profit and loss account was increased from 48.511 to £11,137. 
Ibis large increase in their consumers had not been obtained 
without them considering their interests at every turn. His 
opinion was that the best way to develop a business was to 
consider the interests of the consumers. Last year he men- 
tioned that they had introduced a new power tariff, which made 
it possible for large users of power to obtain power on good 
terms, and during the year they had further inodified that 
tariff in the direction of the very large power consumers, so 
that they were now getting their current at less price than 
from any company or local body in Australia. In the same 
way they had introduced a new graded tariff, which enabled 
their large lighting consumers to obtain their current on very 
reasonable terms. They had been anxiously awaiting the time 
when the company would be in a sufficiently solid posi- 
tion to make a reduction in the price to those consumers that 
in a certain sense did not deserve it—he meant the small 
consumer, who was not а profitable customer in the ordinary 
way, since his demand was very small, and the company had 
to pay for mains and plant and connections, whilst the con- 
sumer would, perhaps, only use the light one or two hours 
a day, and sometimes not at all. At the same time, they had 
always had it on their mind that as soon as possible they 
would give such consumers some benefit; and now, owing to 
the economy in generation which еу had been able to effect. 
they thought they were justified in giving them something, and 
so they gave the local board discretion some time ago.to reduce 
the flat rate from 534. to 5d., which was really 10 p.e. The 
local board felt that they were in a position to do so, and so the 
new rate would come into force about Jan. 15th of next vear. 
So they were not only improving their earnings and their 
profits, but they were giving benefits to their consumers all 
round. owing to the economies which had been effected by 
putting down this modern type of plant. With regard to the 
profit and loss account, their revenue was £104,885, against 
477. Л40—ап advance of 35 per cent. They had anxiously con- 
sidered the way to deal with that revenue in a most conserva- 
tive Way, and in a way likely to be for the most permanent 
interests of the company. After providing for the first deben- 
ture stock sinking fund, which is a fixed sum of 42.500. they 
had au item which appears for the first time. viz.. £2.609 
Өз. GI., which they had applied to a sinking fund for the con- 
sohdated debenture stock. The income certificate sinking 
funds of 21.500 remained the same. During the year they bad 


reduced a further £1,796 income certificates, leaving the 
amount outstanding on Aug. 3lst of £21,075 out of the original 
490,000. Then they proposed to add £5,000 to the general 
reserve, raising it to £65,000; to carry £5,000 to the suspense 
account to meet the cost of writing-off sundry items of plant 
at Melbourne and Geelong which had become obsolete; and 
to clear up the balance sheet by writing off the expenses of 
the issue of the 1913-14 debentures, £10,500, instead of spread- 
ing the item over a number of years. Then it was proposed 
to put £10,000 to a dividend equalisation account, so as to do 
their best to secure the shareholders on a 10 per cent. basis, 
and, in addition, they increased their carry-forward by £3,300. 
In conclusion, the Chairman referred to the excellent services 
of the local board in Melbourne and of Mr. F. W. Clements, 
DI рш managing (rector, and the other members of the 
stall. 

Mr. R. Percy SELLON (managing director), in seconding the 
motion, remarked that the year had been one of very excep- 
tional activity. He knew something of the progress of elec- 
trical supply undertakings in the country, and in many coun- 
tries іп the world, and so far as he was aware there was no 
undertaking which had shown for the period under review the 
progress their Melbourne undertaking had. Mr. Sellon also 
alluded in eulogistic terins to the good work of the Australian 
staff and of Mr. W. E. Lane, the secretary, and the staff in 
landon. 

Mr. SHEAD congratulated the board on the adinirable report, 
but suggested, that the creation of debentures seriously affected 
the ordinary shareholders. He thought preference or ordinary 
shares should be issued instead of debentures. He also asked 
why a public issue of the last debentures was made, instead 
of the ordinary shareholders being offered them? Не saw 
brokers’ cominission, advertising, ete., £1,800, and he pre- 
sumed the Chairman’s firm acted as brokers. He hoped the 
Chairman would not take the mention of that as а personal 
matter between them, but he had received letters of complaint 
from Colonial shareholders. 

The CHAIRMAN said the answer to Mr. Shead was simple. A 
very few years ago their ordinary stock was not worth the 
paper it was written on, and the only way by which the com- 
pany could be extricated from its serious financial position was 
to issue debenture stock. The ordinary shareholders could 
not take it up, and they had to do the best they could. The 
ordinary stock had simply been made valuable by the financial 
arrangements they made under great difficulty. They had 
issued the stock on the most favourable terms they possibly 
could, but to have offered it to the Australian shareholders 
would have been disastrous. With regard to his firm acting 
as brokers, there had never been any concealment. and one of 
the reasons why he had been asked to take the chairmanship 
of the company was that hy reason of his connection with tne 
Stock Exchange he might be able to extricate the company 
from its financial difficulties. He said without fear of chal- 
lenge that the issues had been made on the most reasonable 
terms. Had more favourable terms been offered they would 
have been accepted. 

The motion was then carried, and a heartv vote of thanks 
was afterwards passed to the board and staff. 


Adelaide Electric Supply Co., Ltd. 


THE annual meeting was held on December 22nd at the offices, 
Finsbury Pavement House, I.C., Mr. J. B. BRAITHWAITE pre- 
siding. 

In proposing the adoption of the report (Erec. Rev., Vol. 75, 
p. 826), the CHAIRMAN said that the past year had seen nothing 
of a striking character, in connection with the company, but 
a steady continuance of prosperity which it had enjoyed for 
шару years past. There was a growth in every item of net 
revenue. ‘Lhe lighting receipts had gone up from £58,200 to 
£14,824; power and heating from £21,800 to £25,067. Public 
lighting had increased from £4,578 to £5,941. There had also 
been increases in ineter rents and dividends, and in all the 
total revenue had advanced froin £89,591 to £111,985. He 
thought they would agree that, coming on the top of previous 
increases, the further increase of practically £22.000, or nearly 
25 per cent., was very satisfactory. On the other side, genera- 
tion of electricity had risen from £21,738 to £24,698, an in- 
crease of just under £3,000; distribution had risen from 43, 168 
to £3,385, an advance of only £200; and repairs and renewals 
had increased from £6,659 to £8,983. Interest on debenture 
stock had gone up a little, and the debenture stoek sinking 
fund absorbed £5,300. The net result was that they carried 
down £40,492 against £37,857 last vear. They proposed to pay 
a final dividend of 5 per cent. and a bonus of 2 per cent. on 
the ordinary shares, and a final dividend on the preference 
shares, Which would raise their carry forward from £9,864 to 
410.815. whilst leaving their dividend equalisation fund of 
£25,000 intact. They, therefore, started the new vear with 
£35,815 in hand available for dividend account, which went 
a long way towards securing their dividend for the current 
year. The other items in the report were equally encouraging. 
They had added 59 miles of streets in which current was avail- 
able, about the same as last vear, when they added 60 miles; 
they had added 2,932 consumers—not quite so many as last 
year, when it was 3.486, but still a very satisfactory record— 
and the total consumers now connected were 13.192, as com- 
pared with 11,354, an increase of 16 p.c. as compared with the 
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previous year. Their total connections, including lamps, had 
increased by 24 p.c., and the total units sold also by the same 
figure, and the gross revenue by 25 p.c. They would see that 
tue expenditure of the new capital had continued to produce 
corresponding results. During the year they had expended 
£143,030, with tbe result that they had received additional 


revenue of about £22,000—approximately 15 per cent. on the 


capital expenditure, although, of course, the whole of that ex- 
penditure had not yet become fully productive. The capital 
required had been provided in the manner that he tore- 
shadowed at the last meeting. They then obtained power to 
increase the capital from 4400, 000 to £500,000 by creating а 
further 30.000 6 per cent. cumulative preference shares. He 
tid them that they would probably provide the additional 
capital required by the issue of a portion of those preference 
shares and by the sale of a further amount of debenture stock. 
‘That forecast had been borne out by the result. During the 
vear the ordinary share capital had been raised to £250,000— 
the full amount. ‘That issue of £50,000 was made at a pre- 
uuum of £3 per share, which gave them £80,000 additional 
capital, and the balance had been provided by the issue of 
another £25,000 debenture stock. Last year that stood at 
£175,000; it was now £200,000, and the further issue of pre- 
ference shares they were now making would give them a fur- 
ther £25,000 debenture stock available: so that as far as they 
could see they had in hand sufficient resources to meet the 
capital expenditure during the current year, and they were 
not asking at present for any additional powers. Last year 


they placed £20,000 to general reserve, raising it to £58,000.. 


They were not very anxious to increase that general reserve, 
for owing to the ahort tenure which they had there was the 
power of purchasing them every two years. That being the 
vase, they were not particularly anxious to show large sums 
carried to general reserve. They had got a sum which was 
quite adequate for all contingencies, and in addition they wrote 
off from the plant items that might have become obsolete. 


Already they had written off £12,074 on that account. They : 


would continue that policy as portions of their plant became 
obsolete. by 5 of more modern construction. At 
the present time they had in their power-house a good supply 
of perfectly modern plant of the most economical kind. That 


was shown by the fact that, although their production of | 


units had increased by 25 per cent., their generating costs 
had only increased from £21,738 to £24 678, rather less than 
£3.44. The extraordinary progress which the company was 
making was shown in the table which appeared in she report, 
from which it would be seen that from 1904 to 1914 the num- 
ber of consumers had grown from 585 to 13,192, and the total 
units sold from 729,821 to 6,740,991. They had had the advan- 
tage of a visit during the year from Mr. Clements, their engi- 
neer and a member of the local board in Adelaide, and they 
had been able to confer with him on several matters of import- 
ance. With regard to the current year, it was difficult to say 
what effect the war might have upon their business, or the 
drought from which Australia was suffering, but they thought 
that in going forward into the new year with their dividend 
equalisation account of. £25,000, and their carry forward of 
ever £10,000, they were taking all reasonable precautions 
agwinst any temporary set-back in their prosperity. He was 
glad to say that there had been no signs of decrease in the first 
three months of the present year; on the contrary, they had 
exceeded what they did last vear in the corresponding pericd. 

Mr. Percy SELLON seconded the motion. 

Replying to a question, the CHAIRMAN said that the invest- 
ments were definitely against the dividend equalisation ac- 
count. The general reserve was in the business in the form 
of plant, mains, etc. 

The report was adopted. 

Following the re-election of the retiring director and the 
anditor, a vote of thanks was accorded to the local directors 
and the staff. 


Manx Electric Railway Co., Ltd. 


ма W. Н. Varpkkr presided on December 21st, at the offices, 
Finch Lane, E.C., over the annual meeting. Не first 
apologised for the absence of the Chairman, Col. Sir Arthur 
G. Boscawen, M.P., who was at Chatham serving as Colonel 
of the 3rd Royal West Kent Regiment. The Chairman had 
intended being present at the meeting and had prepared notes 
for his address, which he (the speaker) proposed to read. 
Their eclleazue, Mr. B. E. Greenwell, was also serving his 
e untry as Major in the Hants Yeomanry. The war which 
broke out at the beginning of August, by keeping vast num- 
bers ef summer visitors from going to the Island, had played 
haves with their receipts. Whilst previous to August they 
vere well ahead of even last year’s record takings, and the 
e\ceptonally fine summer promised a rich harvest, the 


п. of August and September. which. of conse, always . 


pr vided their chief revenue. for the reason already men- 
toned. proved disastrous The passenger receipts amounted 
To £24.743, as against 436.642 in 1913 and £50,202 in 1912. 
Gerais, live stock, quarries, ete.. brought in £2,744. as against 
4 315 in 13913 and £4.082 in 1912. They carried 496.568 pas- 
“users, as against 704.155 in 1913 and 547.187 in 1912. Their 
"еа се this vear was 305.731, as against 304,717 in 1913 and 
RIPE in 1912. They earned 19.464. per mile run from their 
pas ngers, as against 24.11d. in 1913 and 22.33d. in 1912, and 


they carried 1.62 passengers per mile, as against 1.93 in 1913 


and 1.76 in 1919. The receipts per passenger carried were 


11.98d., as against 1s. 0.524. in 1913 and 1s. 0.734. in 1912. 
The number of visitors to Douglas and Ramsey, as officially 
advised, between the inonths of May and September was 


413,650, as against 629,617 in 1913 and 597,904 in 1912, the . 


decrease being accountable entirely to the months of August 
and September; in fact, May to July showed an increase of 
nearly 15,000. Their gross revenue amounted to £27,537, as 
against £40,160 in 1913 and £34,375 in 1912. The 1 
expenses totallel 417,391, as against 418,740 in 1913 

£17,669 in 1912. The ratio of working expenses to receipts 
was 63.15, as against 46.66 in 1913 and 51.40 in 1912. All 
these unfortunate statistical figures were clearly traceable to 
the lack of visitors during August and September, and he 
feared it was small consolation to tell them that in normal 
circumstances he had no doubt they would have been able to 


lay before the shareholders a fresh record in earnings. As it 


was, after providing for the debenture interest to 30th Sep- 
tember, they were left with a balance of £3,325 (inclusive of 
last year’s carry forward), and they were therefore obliged 
to forgo the payment of the preference dividend, a misfor- 
tune which had never before occurred to them since the 
formation of the company. The board thought it right and 
proper to apprise shareholders of this result of the year's 
trading at the earliest possible moment, and they therefore 
issued @ circular to that effect in October. The balance of 
£3,325 they proposed carrying forward, and they could now 
only hope for a speedy termination of the war, a prompt 
resumption of rormal conditions, and a more encouraging 
showing next year. Their colleague Mr. Ernest Schenk had 


changed his name to Ernest Remnant, he was born in Eng- 


land and had always resided here, but since the war broke 
out he had been troubled with so much correspondence that 
he determined to adopt bis mother’s family name. 

Mr. REMNANT seconded the motion, and the report was 
adopted without discussion. 


\ 


Metalite, Ltd. 


AN extraordinary general meeting was held on Wednesday at 
the Institute of Chartered Accountants, Moorgate Street, E.C., 


for the pu of confirming the resolution passed at the 
eld on 


meeting Dec. 15th sanctioning the new reconstruction. 
Mr. E. C. VINCENT presided. | 

Mr. ROSENTHAL said he had been asked to raise the question 
of the payment of the 15. 6d. per share by the old shareholders. 
The point was that, however big the inducement might be, 
the present was a very inconvenient inoinent for such payment 
in view of the exceptional stress that people were passing 
through. It seemed unjust that people who had contributed 
should, as it were, be deprived by one stroke of the pen from 
any future benefit which might aecrue, He considered it 
only fair that some resolution should be passed safeguarding 


the interests of the old shareholders, and he suggested that 


they might be allowed the alternative of getting so many 
fully-paid shares in exchange for their present holdings. If 
not that, then they might grant some certain.definite period, 


such as three months after the termination of the war, for 


the раушепб of the 1s. 6d. 

The CHAIRMAN said the position was that they were bound 
by the reconstruction scheme, the terms of which they were 
all fully aware of. Notice had to be given to the Liquidator, 
and after that it was up to the new directors to see what 
could be done, and he would put it to the new board whether 
in certain cases, where the ternis appeared to be somewhat 
harsh, a short extension of time could not be granted. The 
suggestion of a date three months after the war was, however, 
quite an indefinite period. With regard to the suggestion as 
to old shareholders getting fully-paid shares, he would remind 
thein that the property was the property of the shareholders, 
and they had agreed to certain mortgages and charges amount- 
ing to something like £30,000. These were in arrears, both as 
regarded principal and interest. They had eventually got the 
holders of these charges to waive their security and substitute 
another security. There was very great difficulty in getting 
the debenture-holders to take ordinary shares, but they had 
done so. The reconstruction had been acceded to by all parties 
and they could not depart one iota from it. As an act of 
giace the new directors might give an extension of time, but 
he doubted very much if they would, because if the resolution 
was not confirmed the Receiver would dispose of the concern, 
lock. stock and barrel. If that were done it meant that the 
shareholders and the unsecured trade creditors would not get 
a penny, and the holders of the mortgages and charges would 
get very little. As regarded the question of issuing fully-paid 
shares, he would point out that under the scheme the share- 
holders must put up certain money, and he did not think it 
Was anv question of throwing good money after bad. 

Mr. W. Stewart said he also had received letters from share- 
holders. and in these trying times апу little latitude which 
eould be granted would be much appreciated. He considered 
the new directors gentlemen of exceptional business capacity, 
and he believed they would do the right thing when the 
opnortunity was given them. | 

The Souicrror remarked that he was perfectly certain апу 
application on the part of any shareholder would receive the 
greatest possible consideration. | 

The resolution confirming the previous resolution was then 
formally proposed by Mr. STEWART and carried. 
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STOCKS AND SHARES. 


Tuesday Evening. 
IT would beggar the powers of Mark Tapley himself to write & 
cheerful letter on stocks and shares this week—that is, if he 
started comparing current prices with those which existed at the 
beginning of the year. It is not as thongh the early months were 
marked by any particular phase of buoyancy that would redeem 
the drabness of the picture as a whole; although, in this connec- 
tion, one must recall the remarkable little burst of strength in 


gilt-edged securities which took place in January and February, 


when there was such a run upon all investmenta of thie class as 
the Stock Exohange had not seen for several years, The mark of 
this, indeed, is left upon not a few of the best kind of securities 
up to this very day, in evidence of which we may point to the 
difficulty of obtaining certain electrical eupply Debenture stocks 
of the first order, and to the avidity with which they are bought 
when they come—as they so rarely do—into the market. 

Before attempting to review, through the medium of price varia- 
tions, the net results of 1914, we may remark that the feature of 
the industrial markets since the Stock Exchange reassembled after 
ite Christmas holidays is the notable etrength of two or three 
shares connected with electrici:'y supply. Edison & Swan shares 
have advanced rapidly, the £3 paid putting on 3s. 6d. to 12e., 
while the fully-paid at 50s. are 10а. higher than they were а week 
ago. Beitish Westinghouse Preference rose to 2, and there has 
been a further inquiry for both sorta of Orompton shares. The 
other industrial companies which stand to benefit by the war are 
steady, armaments, for example, scarcely moving, though Rubber 
shares have gone ahead sharply and are a good market, with a 
fair amount of pressure to buy at prices which, though below 
existing levels, are substantially higher than those at which 
present buyers bluntly declined to look at the shares some 
weeks ago. | T | 

The Electrical Supply list contains no movements of particular 
significance, Westminster Ordinary are à higher at 8%, and 
Charing Cross Debenture hardened up to 87. A small seller of 
County of London 5 per cent. Debenture stock proved enough to 
put the price down a point. The interest with which London 
anticipates aircraft invasion is suffi sient to still the murmurs that 
were beginning to arise with reference to the darkened streets 
and shops; but considerable interest is aroused as to what 
the next reports of the electrical supply companies will show. 

Great Northern Telegraphs fell to 28, a drop of 30a., due to a few 
orders to sell from Paris, a good many of this company's shares 
being held in France. E:s*ern Telegraph Ordinary stock has also 
come in, as may be inferred from a fall of 24 in the price to 120. 
„China shares. however, maintain their figure of 12, во that the 
anomaly between the prices of the two companies’ issues is 
redressed in this way, although Eastern Ordinary is still a little 
the cheaper of the two, because of the bonus which will no doubt 
be declared as usual, in company with the final dividend for the 
year. New York Telephone Bonds reacted to 96. Marconis are 
quiet at 118, and the subsidiaries are fairly well maintained. 

For the purposes of our customary review, we will take the 
quotations as set forth in our weekly liste, these being represen- 
tative of various markets connected with the electrical industry. 
The first place shall be given to the shares of the electricity supply 
companies :— 

Номе ELECTRICITY COMPANIES, 


Now. Jan. 2, 1914. Rise or fall, 


Brompton Ordinary .. m ы . 82 82 — 4 
Do. 7 per cent. Pret. s . 8% 84 — i 
Charing Cross Ordinary .. 825 x 44 — — 
Do. do. do. 43 Pref. .. 4i — — 
Do. do. City Pree rf. 4 8j — 1 
Do. 4Deb. ee єз OB 91 — 4 
Chelsea ra ae ds es Ex 43 — — 
Do. 44 Deb, .. .. .. 913 Ord —4 
City of London d 2 ves I 17 — 2} 
Do. do. 6 percent. Pref... . 18 184 — à 
Do. do. 5 Deb. 25 ja .. 114 116 — 2 
Do. do. 42 Ded. " .. 98 — — 
County of London is b . . 112 12 — 4 
Do. do. 6 per cent. Pret. .. 112 — — 
Do. do. Ist Deb... 23 .. 99 103 — 8 
Do. do. 2nd Deb. ia .. 91 993 — 2} 
Kensington Ordinary 22 T 7h 8 — 4 
London Electric T. БЕ vs - 1} 18 — è 
Do. do. 6 per cent. Pref... РР 5 — — 
Do. do. 4Deb. as T . 82} 914 — 2} 
Metropolitan .. : sit is zs 33 3h 8 
Do. 44 per cent. Pref, .. eS 4 4$ — 8 
Do. 4 Deb... v aA .. 913 961 — 5 
Do. 83 Deb... is 82 .. 814 795 — 2 
St. James’ and Pall Mall .. MS се 9 84 — i 
Do. do, do, 7 per cent. Pref. 63 68 — 3 
Do. do. do. 34 Deb. .. 83 — — 
South London s T ss Р 8 — — 
South Metropolitan Pref. .. 5% S là — — 
Westminster Ordinary > és - 8i 83 — à 
Do. 4jjPret.. .. .. 43 бүз — А 


The Telegraph and Telephone list shall come next — 


TELEGRAPHS AND TELEPHONES. | 


Now. Jan. 2, 1914 Rise or fall. 
Anglo-Am. Tel. Pf. ee ee ec ee 104 ] б 106 — 3 
‚йо. Def. ee eo ee 22 943 - 28 
Chile Telephone vs Ls ЕЕ " 7 vi — 12 
Constantinople Tel, .. E 1 8 га 4 4 — і 
Cuba Sab, Ord. ee ee ee se Bh — 
do. Pt. eo oe en ae 164 15 — 1 
Eastern Extension .. ps E - 13 123 — 
do. 4 Deb. ta os ee 91 . 95 = 1 
Eastern Tel. Ота. .. д .. 120 125% — У 
до. 84 Pf. - Tih 76 — 4 
do, 4 Deb. ee os е е 95 —€— 
Globe Tel. and T. Ord. i m с 10 1°% — 
do. Pf. .. is e" - 191 19 — 
Gt. Northern Tel. is К Е" 28 813 — 
Indo-European ae M Р a 57 68 — 1 
Marconi.. А s vs T ve 1% 32 — 12 
New York Tel. 44 3s 0 .. 96 984 — 2 
Oriental Telephone Ord. .. - 2 14 + à 
do. Pf. .. ; Pa lyx 18 — 4 
Tel. Egypt Deb. Me $3 Ld S. 97 95 + 3 
United R. Piate Tel... si sé 6 — 3 
` do. Pf. oe е ээ 6 мөр: à 
West India and Pan. zi $5 - là 25 — 1 
Western Telegraph .. S je га 5: 125 — 
do. 4 Deb. oe * «+ ee 9: 91 — 4 


Our third list is concerned with the stocks and shares of 
countries outside the United Kingdom. Here, the chief loss is 
that sustained by the Brazilian and Mexican concerns, In regard 
to Mexico, chaos continues to reign ; and to deal in the securities 
of the country is all but impossible: 


Foreicn Trams, &c, 


Now. Jap. 2,1914, Rise or fall. 
Ang!o- Arg. Trams, First Pf. m E 4 415 — Å 
do. 9ud Pf. : 25 4 45 — $ 
do 4 Deb. А 86 89 — 8 
40 900 es si on e 983 — A 
о. 5 6 о ee oe ee И — 
Brazil Tractions ius bs T se EB 88 — 95 
Bombay Electric Pf... zs КА „ al 11 — 
do. 44 Deb... M .. 95 93 + 2 
Mexico Trams.. Ве. - ica .. 45 634 — 18% 
5 percent. Bonds .. 70 78 — 8 
do. 6 per cent. Bonds. 65 71 — 13 
Adelaide Bup. 6 per cent. Pf. ; " bu 61 — 1 
do. 5 Deb. ee 1004xd. 102 — 14 


The best that can be said about the Home Railway market is 
that things are not so bad now as they were at one time, soon 
after war was declared. Ther are, however, substantial falls left, 
as these figures illustrate :— 


Now. Jan. 2, 1914. Fall. 
Central London, Ord. Assented .. .. W 88 5 
Metropolitan .. "T ix m ~ 81 461 143 
do. District xd zs .. 18 315 13 
Underground Electric Ordinary E 2 83 lg 
do. "AC. E е/8 8/8 - 
йо. Income 80 90 10 


Manufacturing sbares alone survive the annual comparison with 
honour. Big jumps have taken place in some of the lower-priced 
issues. Edison & Swan partly-paid shares were virtually unsaleable 
at the beginning of the year: now they stand at 12s, Other 
movements are also worth noticing : — 


MANUFACTURING COMPANIES, 


Now. Jan. 2, 1914. Rise or fall. 
British Westinghouse Pref, .. 8 2 là + d 
do. Deb. * УЕ es 72 654 + 
do. 6 p. lien is is ex 98 1014 — 
Callenders .. js = С AE 11 11 + 
do. 5 Pref. .. vs Ке A 4 — — 
do. 4} Deb. З 2s 97 e + 1 
Castner-Keliner .. >.. s ix 2% 2 — i 
Edison & Swan, 43 pd. ©: Р 19/- тё + 10/9 
do. do. fully paid .. “> 23 12 ＋ 11 
do. do. 4 Deb. МЕ ps 60 57 +3 
do. do. 2 Deb. s vt 60 654 — bà 
Eleotric Construction. ex ч 10/- 11/3 — fy 
do. do. Pt. ee „** ae 1 oes I 
Gen. Elec. Pf. У 10 9% + $ 
Henleys s. 23 ae i vo 18 — = 
do. 44Pref. ..  .. 25 $s 42 4i — à 
do. 4iDeb .. .. . 97 100 — 9 
Telegraph Соп, .. a 365 38 — 4 


Next Monday the Stock Exchange re-opens for dealing, after 
having been closed for a fall five months. Such severe restrictions 
have been laid upon business by the Treasury that many members 
despair of being able to do any at all under the latest regula- 
tions, In all probability, the difficulties will adjust and compose 
themselves, as troubles have an occasional knack of doing. That 
they may, and by this operation conduce to the greater prosperity 
of every reader, is a New Year's offering to him as cordial as it is 
sincere. 


Winnipeg Electric Railway Co.—A dividend at the 
rate of 3 per cent. for the quarter ending 3186 ult, on the fully 
paid up capital stock is payable on January 2nd. 


Victoria Falls and Transvaal Power Co., Ltd.— 
The directors, says the Financial Times, have declared а six months 
dividend at the rate of 6 per cent. per annum. lesa income-tax, on 
the preference shares, bringing matters up to June 30th, 1913, 


Waygood-Otis. Ltd.—The directors announce, says 
the Financial Times, that, in view of the disturbance caused by 
the war and the uncertainty as to future business, they do not 
think it advisable to consider the payment of an interim dividend. 
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HIGH-VOLTAGE DANGERS PRESENT 
IN STATIC TRANSFORMERS 
DUE TO ELECTROSTATIC CAPACITY 
OF THE WINDINGS. 


By J. LIND! EY THOMPSON, M.Sc., A. M. I. E. E., and 
A. AUSTEN STIGANT. 


THE presence of high voltages on low-pressure windings of 
static transformers appears to the average engineer an 
improbability unless a breakdown of insulation occurs from 
high-pressure to low-pressure windings, and then only when 
the low-pressure winding: is unearthed. This article is 


intended, however, to impress on the lay mind that high 


pressures may be prerent due to other cauxs and against 
wh_ich precautions must be taken. | 

‘The danger referred to is the direct outcome of operating 
conditions in conjunction with the electrostatic capacities of 
the windings to the core, and algo to one another. 

Single-Phase Transformers.—As is well known, in both 
core and shell type transformers the high-pressure and low- 
pressure coils are adjacent to one another and bave con- 
siderable metal surfaces immediately facing each other, 
interspersed with a high dielectric. This condition of 
things immediately gives us a form of static conderser in 
which the high-pressure winding acts as one plate with the 
low pressure as the other, and since a dielectric of known 
specific inductive capacity is sandwiched in between, a high 
static pressure can exist between these two windings. 
Hence, since the low-pressure and the high-pressure wind- 
ings again may be adjacent to the core, these windings have 
also a capacity to the core, and, as the usual practice is to 
permanently ground the core of all power transformers, 
therefore to ground. These conditions are shown diagram- 
matically in fig. 1, taking a transformer of 6,000/440-volt 
ratio. If K, = capacity between high and low pressure 
windings, K, = capacity between low pressure and core, 

‚ = capacity between high pressure and core, Шеп K, = 
K, KHK. + K,). 

Under normal conditions, with unearthed high and low- 
pressure windings and with both terminals of the trans- 
former winding connected to the line at the rame instant, 
the resultant distribution of potential across the high- 


t 
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pressure windings is zero, and, therefore, also is that of tke 
low pressure as shown in fig. 2, curves A and n. The zero 
point will be at the centre of the windings if these are 
symmetrical, but if otherwise distributed, it will move 
towards that end of the windings having the lesser imp d- 
ance, as shown by the dotted curves a’ and в’, fig. 2. If, 
however, on switching the transformer winding on to a live 
line, one terminal of the high-pressure windirg makes 
connection before the other, then during tkat interval 
existing between partial and complete conrecticn of the 
transformer, the whole of the high-presture wirding will 
assume the full Jine potential above earth, as shown by 
carve C, fig. 3. Now, due to the capacity of h'gh prersure 
to low and low pressure to earth (or core) the whole of tke 
low-pressure winding assumes a definite high static poter tial 


above earth, the value of which will be v = v, x Е (к, + К,),. 


Where v, = high-pressuré supply voltage. So that if we 


assume that K, and к, are in the ratio of 1°5 to 1, . e., 
assuming that— 
capacity of high pressure to low = 1:5 x z microfarads 


ЕА „ low pressure to соге = 1 x 2 - 
6.000 x 157 6,000 x 1:5 
then v — “gt, 9. 9 = 9,600 volts, 


this value being shown in fig. 3, curve D. "Thus we see that 
the low-pressure winding has been given a potential above 
earth of 3,600 volts due to the electrostatic capacity of the 
windings, combined with uneven switching. This. is, of 


course, abnormally high for a 440-volt low-pressure winding, 


8 | 


Fia. 4. 


Fia. 3. 


and so endangers the insulation that unless it is very 
liberally proportioned between the low pressure and core, a 
serions breakdown may eventually occur. 

If the low-pressure winding happens to be connected to 
a motor or other apparatus, the pressure rise will depend on 
the resultant capacity of the circuit to ground, which will, 
of course, be lower or higher, as the case may be, but may still 


be of such a value as to allow abnormal potential to exist. . 


The breakdown may occur due to this potential at any point 
of the low-pres-ure circuit, the whole of which is at the 
same abnormal static potential. | 

To take another case which is often met in conncction 
with high-voltage transmission systems and testing 
transformers, where one terminal of the high-preseure 
windings is earthed, as shown in fig. 4. As soon as the one 
high-pressure terminal is earthed, the other assumes full 
line potential above eartb, and the voltage distribution is 
as shown in fig. 4, curve E, thus giving the mid-point of the 
high-pressure winding a pctential of 6,000/2 = 3,000 volts 
above earth. Therefore, due to the capacity betwcen high 
and low-pressure windings, the low-pressure mid-point now 
assumes a potential equal to the mean potential of the high- 
pressure windings. Or, in other words, it is equal to the 
maximum high-pressure voltage to ground multiplied by the 
ratio of the capacity of low-pressure winding to ground 
and the sum of its capacity to high pressure and to ground. 
But since the high-pressure winding is earthed, the capa- 
city of low pressure to high is the same as the capacity of 
low pressure to ground, hence this ratio is 1/(1 + 1) = }, 
and therefore the static potential impressed on the low- 
pressure winding is equal to 6,000 x 4 = 3,000 volts. 
The low-pressure termina's will, therefore, rise to a poten- 
tial of half the normal ratio voltage above and below this 
value, i.e, one end will be at 3,000 + 440/2 = 3,220 
volts, and the other at 3,000 — 440/2 = 2,780 volts, as 
shown at fig. 4, curve F. 

Three-Phase Transformers.—In studying the electro- 
static stresses induced in the windings of three-phase trars- 
formers, we will take for an example a simple core type 
star / star connected transformer of ratio 10,300/550 line 
volts, or 6,000/320 phase volts. The clectrostatio capa- 


cities of the windings to each other ard to earth bring . 


about high static potentials in a similar manner to that 
already described for віт gle-phase transformers, that is, 
under two conditions of (a) earthed high-pressure supply 
and unearthed low-pressure transformer windings, and (b) 
uneven switching. Before studying these two important 
conditions, however, we will glance for a moment at two 
other cases, which, though not directly involving electro- 
static stresses proper, will materially assist in elucidating 
subsequent problems. 

" Consider the system in the first case as being totally 
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unearthed, fig. 5a. If, as is assumed, the high and low- 
pressure phases are symmetrically balanced as regards their 
supply voltage, insulation resistance, capacity and distribu- 
tion of windings, which usually prevail, then the neutral 
points of both high and low-pressure windings of the trans- 
former will be at zsro potential, as will also the core. As, 


therefore, the resultant potential of the transformer wind- | 


| SUPPLY. ЕЕ 


FIG. 5. 


ings is zero, it follows that the electrostatic potential is also 
zero, and that the total voltage across the low-pressure 
windings is only that due to the winding ratio. These con- 
ditions are shown vectorially in fig. 55. ы 

As previously stated, if the specific inductive capacity and 
resistance of the phase insulation is symmetrical, then the 
above conditions apply equally to any combination of earthed 
neutral and core. 

(To be continued.) 


RECENT ADVAN CES IN ELECTRICAL CRANE 


AND LIFT DESIGN. 
[COMMUNICATED. ] 


(Concluded from page 867, Vol. 75.). 


SOME very interesting lift and crane controllers are built 
by Messrs. Laurence, Scott & Co., Ltd., two of which are 
illustrated in figs. 8 and 9. The former shows a reversing 
controller fitted with a single-pole overload and no-volt 
circuit-breaker, while the second shows a useful type of con- 
troller with a universal handle waich is suitable for operat- 
ing two motions on a crane at the same time, as, for example, 
in lifting and slewing simultaneously. It will be seen that 
the up and down movements of the handle can be made to 
correspond to speeds, to raise or lower, while the horizontal 
movement can be made to correspond with the slewing or 
travelling motion in either direction. In these reversing 
drum controllers for series-wound motors a very effective 
Spring drive is adopted with a flat convolute spring, which, 
combined with a star wheel and spring roller, gives a very 
quick * make and break” action at each stop. The re- 
newable contact fiagers have locked adjustments, and they 
are given ample space with thick spark guards of asbestos 
mat-rial moulded under pressure. The magnetic blow-outs 
are very powerful, and are correctly designed so that 
the lines of force are actually at right angles to the are, 
while the insulation adopted is entirely of micanite in the 
. form of troughs or micanite covered bar. The controllers 
can be fitted either with handle or hand-rope control, the 
latter being especially useful for overhead cranes worked 
from below, and they are fitted with a fly-back arrangement 
whereby, owing to the action of a long convolute spring, a 
very even return action is obtained, which commences on 
the first contact in either direction, and returns the handle 
to the off position with certainty. Fig. 10 shows the standard 
connections for a reversing drum controller for series-wound 
motors, while the wiring diagram to the right of the illus- 
tration shows a modification which gives 30 to 60 per cent. 
extra torque, with half current, on every step but the last 
step, which requires that the motor should be specially 
wound. 

In the reversing drum controllers for series-wound motors 
where rheostatic lowering is required, the control in lowering 
is obtained by making the motor generate on to the same 


resistance which is used for starting, and fig. 11 shows a con- 
troller diagram for this purpose. On the first lowering step 
from the off position the brake is lifted, and the armature 
is so connected up that the series winding with the lowering 
direction of rotation generates on to part of the starting 
resistance, which is then connected across the terminals to 
the motor, the motor being entirely disconnected from the 
mains. On the-next two steps more resistance is inserted, 
while on the fourth step the whole of the resistance is 
inserted. On the fifth step this resistance circuit is opened, 
so that the motor runs freely, while on the sixth step the 
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FIG. 8. 


motor is connected up to the mains through the whole of 
the starting resistance, and on the seventh step some of this 


"resistance is short-circuited. These steps are only required 


when the weight to be lowered is so light that it will not 
start the motor. If, however, the weight is started down on 
the sixth or seventh step, it will probably accelerate rapidly. 
If, then, the controller-handle is brought back on to the fifth 
step, the motor will be running quitefreely. On the fourth 


FId. 9. 


step, however, it will generate through the resistance, and 
the speed will be checked. Coming back on the third step, 
a smaller ohmic resistance is in series, and the speed will 
be very much reduced, as a smaller voltage will be 
required to generate a considerable current, while, on the 
first step, the speed can be brought down to а creep. Itis 
interesting to note that the lowering speed on each step is 
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practically the same for allloads, while these lowering speeds 
can be readily adjusted within considerable limits after the 
controller is fixed, so that the best results can ba obtained 
to suit actual running conditions. The great advantage of 
this type of controller is the very complete control that is 
given over the lowering speeds. :One of these controllers, 
combined with the solenoid and céntrifugal brake, makes a 
very fine combination for high-lifting cranes, as the centri- 
fugal brake prevents the motor from damaging itself by 
running away, no matter how the controller is manipulated. 
The operator can lower at fall speed on the last, or power, 
step, and can, by manipulation of the three rheostatic 
braking contacts, bring the heaviest load to rest gently and 
without shock. This controller is, of course, only applic- 
able where efficient gearing is used, not being applicable 
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where the efficiency of the gearing is less than 50 per cent. 
Therefore 16 is not used in conjunction with an automatic 
lowering brake, the flapper brake, or a series-wound brake. 

In connection with the design of apparatus for crane con- 
trol, one of the most important features is the means taken 
to obtain an absolutely safe and reliable form of control 
resistance. It will readily be seen that the failure or short- 
circuiting of such resistance during operation might easily 
involve a very serious accident, and it is therefore highly 
essential that every means should be taken to see that the 
risks due to this cause are minimised. A word or two may, 
therefore, be given concerning a type of resistance which 
has been developed as a result of continuous experiment and 
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practical application by Messrs. Laurence, Sc tt & Co, Ltd., 
and which is shown in fig. 12. It may be pointed ont that 
this resistance does not depend to any appreciable extent on 
the absorption of heat by the sabstance contained in the 
resistance, as was the case in the earlier forms of resistance 
manufactured. It is now pretty generally recognised that 
the safest and most enduring type of resist nce is that which 
depends on the heat-dispersion principle, that is to say, cn 
bringing into active and organised contact with the material 
through which the current passes, a volume of air sufficient 
to carry off the heat as rapidly as it is generated, without 
allowing the temperature of the resistance to rise above, взу, 
200° F. This limit is suggested, inasmuch as it approaches 
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within measurable distance of the melting point of solder, 
and as solder is very often used in connection with wire 
resistances, it is therefore a convenient value to adopt as a 
specification figure. Where, however, solder is not used, 
and where the material employed does not oxidise very 
rapidly at a red heat when exposed to the atmosphere, it is 
easily seen that this figure may be exceeded with safety. 

In addition to the neces:ity for good ventilation, it is also 
obvious that the resistance must stand up to continuous 
working from the point of view of mechanical st ength and 
electrical insulation, having in mind that in crane work it 
is very often the case that the operator knows very little 
about the electrical plant uoder his charge, and therefore it is 
not treated with the best consideration, and, moreover, cranes 
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and their gear are often installed in very undesirable situa- 
tions with regard to climatic conditions. It must also be 
capable on occasion of taking a good overload. The usual 
resistance which is used in connection with such work is a 
cast-iron grid, but this has the defect that cast-iron is 
brittle and is liable to snap under the vibration which often 
accompanies crane work. The meta) is, of course, cheap, 
and it can be made with a considerable amount of heat 
absorptive capacity, especially when the resistances can be 
fairly well spaced. Where, however, the resistances have 
to be placed one above the other in banks or tiere, the heat 
rising from the lowest bank will interfere with the capacity 
of those above it, especially if stress is laid in the design 
on dispersion capacity. Grids have also been made of 
stamped steel, and these are mechanically stronger than cast 
iron, but the strips require considerable support to avoid 
sagging when they are hot, and steel is notoriously liable to 
rust in damp atmospheres. 

The resistance shown in the illustration consiste of spirals 
of a suitable conductor wound upon cylindrical supports. 
These support: are made of metal tube covered with micanite 
insulation, over which a layer of soft asbestos is placed in 
ord-r to keep the spirals in position. The metal tubes are 
mechanically fitted to the case, and are thus earthed, and it 
is found that the micanite acts as a thoroughly good and 
permanent insulator under these circumstances. Originally 
the tubes were mounted on porcelain insulators, but it was 
found that this precaution was unnece-sary. The arrange- 
ment now adopted provides for thorough mechanical fixing, 
and at the same time for longitudinal expansion of the 
tubes under heat. Any tube can be removed without dis- 
turbing the others, and any connection can be made without 
interfering with the rest of the arrangement. No solder is 
used, and as the tabes promote a species of chimney draught, 
thorough cooliog of the resistances is obta ned, and it is 
evident that there are no concealed or hidden accumulations 
of heat. These tube resistances which have been developed 
under the most stringent conditions of practice are fixed 
either with the tubes vertical or with the unit made flat 
with the tubes horizontal, and when in the latter position it 
is found preferable to place the tabes so that their axes lie 
parallel with the direction of movement for travelling 
cranes and similar positions, во as to give a better draught 
through the tubes. - Total enclosure reduces the rating of 
the resistance by about one-third, and if they have to be 
banked in tiers as much space as possible must be given 
between the banks in order to keep the heat dispersion factor 
as high as possible. | 
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In concluding the above brief survey of modern methods 
of electrical crane control, it must he emphasised that no 
attempt has been made to cover the whole of the field 
of British practice, as this would be an almcst impossible 
task, in view of the enormous amount of attention 
which has been paid in recent years to this important 
branch of electrical engineering. Enough has, however, 
been sa'd to show that the work has been fully specialised, 
and that some important developments have taken place 
in recent times. 
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THE PROMOTION OF THE ELECTRICAL 
TRADE. 


(Concluded from page 844, Vol. 15.) 


Mr. Н. M. Sayers, speaking from a number of years’ ехрегі- 
ence in Portugal, Spain and Brazil, furnished some useful 
information concerning work in the last-mentioned country 
where he was engaged as engineer to a lighting and traction 
company. His company, he said, was not anxious to carry 
out installation work, but it had to do so to a certain extent 
The greater part of the work was done by contractors repre- 
senting German, North American and, to some degree, Eng- 
lish manufacturers. The Americans and Germans Were very 
successful in obtaining installation work and orders for some 
large and small machinery апа” accessories, the principal 
reason being that their agents are resident personal repre- 
sentatives. Brazilians hke to see and converse with the men 
to whom they give orders; to feel that they are friends upon 
whom they can rely and who are able to speak the language 
correctly and fluently. In making this statement the speaker 
confirmed the views expressed recently in the columns of an 
engineering contemporary, and since confirmed by German 
advices from New York. No doubt had time permitted, Mr 
Sayers would have been able to have informed the meeting 
that not only Brazilians, but also the Argentines and other 
races in South America attach great value to the social side 
2 business, and never expect business to be discussed at the 

rst interview. He would, moreover, perhaps have been able 
to say that whilst this question, which is exceedingly import- 
ant from the point of view of South Americans 18 scarcely 
taken into consideration by the North Americans in endeavour- 
ing to do business with the South, the Germans had made a 
special study of aecommodating themselves to the wishes and 
customs of the Southerners in this direction. Passing on from 
this digression, we learn from the speaker that the Brazilians 
prefer English correspondence to bad Portuguese, as they can 
get the former translated, whereas they laugh at the latter 
The market there which requires personal resident represen- 
tutives is good, and south of Rio electricity is being supplied 
both in large and small towns in consequence of the abundant 
water power available. Most of the work in the large towns 
has been done by North Americans. and nearly all the sup ly 
is three-phase, the arrangements being according to Мам. 
standards. The grant of extended credit as given by the 
Germans is not necessary. Certain American firms have done 
good business, and they are not in the habit of giving as 
long credit as the Germans, and to this may be added a New 
York statement, whether it be right or wrong, of the Minen 
‘ап practice being either cash or payment at the end of 30 
days. It is, however, uncertain whether this solely applies 
to the North or whether it also includes transactions with the 
South. Mr. Sayers made а good point when he explained 
that Brazilian Portuguese is somewhat of a dialect and that 
catalogues and other literary matte. must be prepared in 
technical Brazilian-Portuguese. The catalogues should have 
a technical style to a much larger extent than in England 
and complete equipment, as, for instance, motor switch-gear 
and starter, should be all placed together, so that intending 
purchasers may see what they have to pay without referring 
to three lists. Turning to the clizatie conditions of the 
country, the speaker stated that a u: range of temperature 
exists, and the only difficulty he had f cnd in British apparatus 
was in respect to transformers, it was impossible for him 
to procure small (pole line) British transformers which were 
satisfactory, and they bad, therefore, to be obtained from 
the United States. Most of the transformers have to hear 
the blazing heat of the sun on the one hand and heavy rain- 
fall on the other. [n some cases, the speaker concluded 
British material is too heavy, but the people require wiring 
and fittings to suit their conditions. | 7 

Mr. HARTLAND SWAN, who is associated with one of the 
п обт-саг manufacturing companies, remarked that if elec- 
trical engineers found it necessary to charge a higher price 
than German rivals and lost the business, there must be some 
reason, If the margin required by the former was higher 
than that of the latter it should be eut down во as to secure 
the business. One reason why foreigners obtained business 
was that they laid themselves out to convince purchasers that 
their goods were better, and therefore they got the orders 


If the British finns intended to make money they must 
produce goods at the right price and they must employ up-to- 
date methods, and the salesinan must be able to convince and 
satisfy prospective customers that they have the best manu- 
factures to offer thein. 

Mr. J. E. KiNGsBURY expressed the opinion that salesman- 
ship was only one degree removed from statesmanship. It 
might be that electrical firms did not understand their busi- 
ness, but the trade had suffered from drawbacks in the 
cighties, to which Mr, Scholey had referred, although Ger- 
many and the United States bad been free from such dis- 
advantages. As to the special conditions which it was sought 
to have brought about, the speaker could see no real possi- 
bility of suggesting anything. English business теп were 
as good as any, and the speaker had known many. It was 
possible that English financiers had got into a groove. In 
France and Germany there was a financial link, and it was 
possible that that was a link which they ought to interpose 
with advantage. The electrical business was not in a bad 
way, and individual enterprise inight be as effective in that 
as in other branches. The speaker doubted whether there 
was a better example of faith or enterprise than the work of 
the English submarine cable pioneers, and all they needed 
now was the same faith in individual enterprise, leaving alone 
adventitious aids, and there would be no occasion for pessimism 
as to the future. . ў 

Mr. F. R. Jones detected in the observations of the last 
speaker the sentiment that what had been done in the past 
could be done again. The conditions, however, had changed. 
Germany had been erected during the past forty years. The 
difference was that to-day they had Germany on one side and 
the United States on the other—progressive nations, highly 
trained, and real competitors in the business-field. If that 
competition was to be coped with it must be met by some- 
thing real, practical and tangible. If they had the basis to 
sell there was nothing to prevent their goods from gaining the 
respect. to which they were entitled. If they were real sales- 
men they would only get the price equal to that which their 
competitors received for inferior goods, but they should satisfy 
customers that when they paid 25 per cent. more they secured 
a better service. | 

Mr. Е. J. Fox stated that so far as his knowledge of 
machinery was concerned the picture painted by Mr. Scholey 
was none too gloomy. The firin where he was employed found 
occupation for 15,000 workmen, The engineering trade sold 
through travellers and tradesmen. One of the principal 
points they had appreciated was that diferent types of sales- 
шеп were required for the different classes of material to be sold. 
The electrical industry was to a large extent outside of ordin- 
ary considerations (f price. In the past manufacturers had 
hid to compete with conditions in Germany which were 
entirely artificial. If a nation like Gerinany was able to and did 
grant heavy subsidies on the export of machinery, it stood to 
reason that that system was benefiting exports. Mr. Fox, who 
referred further to subsidies, is obviously mistaken. There 
are not Governinent subsidies on exports of machinery. The 
only Government subsidies, if they can be so called, have been 
very low railway rates for the transport of export manufac- 
tures in general to the coast, and very low combined rail and 
shipping rates to the Levant coast, and perhaps to certain 
other countries. The speaker evidently had in mind private 
export bounties granted by trade syndicates on coal and coke, 
pig-iron, semi-finished steel and joists used in the production 
of complete manufactures for the export markets. Leaving 
this particular point, Mr. Fox proceeded to remark that Ger- 
many was primarily a fighting nation and needed a large 
alm. It was cheaper for her to niaintain a large ariny em- 
ployed in industries, and the country subsidised those indus- 
tries in return for maintaining a large reserve army to be 
called upon when required. The German industrial banks had 
a great deal to do with the export trade, and, indirectly, they 
had been responsible, in the speaker's opinion, for bringing 
together various small firms and resolving the industry into 
two or three large groups. But surely the facts are otherwise. 
Is it not more correct to say that the large firms have destroyed 
the competition of the smaller firms, except the special works; 
that this policy of economic extermination has not yet been 
brought to a close; and that the special works have been com- 
plaining for the past few years of the continued monopolistic 
tendencies of the large groups? As small firms cannot com- 
pete economically with large makers, Mr. Fox asked why 
the 30 firms should net combine into two or three groups. 
It was, however, extremely difficult, and the vested interests 
were so divergent that it was almost impossible to bring them 
together. The speaker said they themselves were to blame 
to some extent, and would continue blameworthy if they did 
not realise that they must co-operate, and he entered a pro- 
test against German-owned companies being allowed to trade 
under the title of English companies. 

Mr. МсАгрім. who entertained the meeting with two or 
three events from his Colonial experience, said that he pro- 
ceeded to one of the eastern colonies a few years ago to report 
on the development of lighting and power. Although noth- 
ing had been said of his intended visit, he had scarcely been 
in the colony a week before the managing director of one of 
the largest German companies came on the scene. Having 
arrived, he set to work and laid the foundation for the cap- 
ture of business: he obtained it, and the bulk of the werk 
went to Germany. Just before the speaker's arrival in the 
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colony a concession had been granted for the construction of 

ralways throughout the State. No British firms sent out a 
representative, but two German manufacturers did so, and 
they secured the whole of the trade. In a second colony, the 
Јоса] authorities were induced to get quotations for machinery 
from England, and they eventually placed their order, which 
was for oil transformers, with a shipping house. The latter 
divided the order, local quotations being obtained for lubri- 
cating oil. In due course the transformers arrived and were 
put together, being nearly ruined, but were eventually found 
to be of insufhcient margin to stand the blazing sun. The 
remainder of the orders of that description went to Germany. 
The third instance related to another Colony where arc lamps 
were required for railway lighting purposes. It was found 
that, owing to crippling the position of the lamps in the lan- 
terns, the light only spread over a space of about 16 ft. 
diameter. That would be a small matter in England, but it 
was simply fatal 7,000 miles from the baee of supplies. Mr. 
Secholey had said they could not compete with the Germans 
in motors, but the speaker dkl not know the reason. Never- 
theless, he had a case in point where a firm who made 
electrical cranes used to purchase the motors from an English 
fin, but the prices increased instead of decreasing. The 
crane makers then established a new branch and made their 
own motors, finding out at the end of twelve months that the 
cost was one-half of what they had been accustomed to pay 
as buyers. 

Mr. T. C. ELDER remarked that the electrical firms were 
always selling to expert buyers—or to those who believed they 
were expert buyers. In many cases the purchaser drew up 
the specification and told the maker not only what he wanted, 
but also how it was to be made. When sales manager fer a 
leading company several years ayo, they had a first introduc- 
tion to American methods. The case was that of tenders for 
the plant for a London borough council, to which his company 
had delivered similar plant three years previously. The price 
quoted in a contract for about a total of £3,000 was £5 higher 
than the lowest tender. The borough electrical engineer said 
he would be delighted to have the machines, but that it would 
be useless to put before the council anything other than the 
loweat tender. Тһе speaker went to see the chairinan of the 
committee, whom he found in a public-house.. The case was 
put before him, but the chairman said that they could do 
nothing but accept the lowest tender. If they did otherwise, 
the chairman declared, he would be accused of having been 
corrupted. Mr. Elder, whose office had been invaded by the 
advocates of American methods, who told him they could sell 
gods for him, put this borough council case before one of 
these experts. The latter did not know what remedy to sug- 
gest, but eventually said, 1 think you might work the Press. 
The difficulty, however, the speaker stated, was that if the 
Press was worked in regard to one municipality, the firm 
would be black-listed throughout the country. His company 
did not receive the order. Turning to another question, the 
speaker observed that no attempt had been made in this 
e,untry to arouse public enthusiasm in the spread of elec- 
tneity. In the United States. however, the sum of 
£01000 was subscribed some time ago by makers to 
“enthuse '' the public, but British industry did nothing of 
the kind. The Institution of Electrical Engineers took no 
cognisance of business, and repeatedly refused to do &o. The 
great difficulty arose froin financial weakness, but they had 
not the money, and the speaker did not see how they would 
get it without some form of Protection. The electrical industry 
was one of the best in Germany. When travellers left that 
country they had the financial power of German banks and 
the diplomatic support of the Governinent, but British travel- 
lers had nothing of the sort, and the result was foreseen, 

The meeting concluded with a few observations made by 
the imtroducer of the subject discussed. 

It may be well to explain that the German banks which 
finance electrical enterprise nominate their own representatives 
on the boards of directors of manufacturing and other com- 
panies which they finance, and that the great financial strength 
which they possess confers upon the banks concerned: much 
greater powers than are represented by the two or three direc- 
wrships which they hold in each instance. In those cases where 
the banks take over a large block of shares or bonds (loans) 
there is. naturally, no intention of retaining them any longer 
than 1s necessary. If no market exists on the Berlin Bourse one 
is sop created after the Bourse Committee has sanctioned the 
introduction, and the Bourse representatives of the banks as 
a general rule soon dispose of the paper, leaving the banks 
in p ssession. of their commissions and profits on the trans- 
actions. These observations apply both to single operations 
and to those of an underwriting character, so that any elec- 
trical company which is backed by a good institution has no 
V ficulty in the flotation of fresh capital. 
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Patents and Alien Enemies. — Application for the 
avsidance or suspension of Letters Patent No. 5,198/)8, granted to 
Miele, for metallic coating on metal articles, has been lodged by 
Mesars. W. T. Henley's Telegraph Works Co., L‘d., and the date 
of hearing has been fixed for January 14th, 1916. 


TRADE STATISTICS OF AUSTRALIA. 


THE following figures, showing the imports of electrical and 
allied goods into Australia during the yeur 1913, are taken 
from the recently-issued officigl trade statistics; the figures for 
1912 have been given for purposes of comparison and notes of 
increases or decreases have been added. Attention has before 
been called to the footing which the United States has gained 
in the trade. Although amongst the figures now under review 
there are some noticeable declines in the United States’ share, 
these are not important when considered in relation to the 


general decline. 
1912. 1913. Inc. or dec. 
£ £ 


Gas and oil engines.— £ 

From United Kingdom.. 127,000 148,000 + 291,000 
„ United States 2 37,000 38.000 + 1,000 
„ Germany x s^ 3,000 2,000 — 1,000 
„ Other countries . 8,000 4000 — 4,000 

Total " sel 175,000 192000 + 17,000 

Portable and traction engines.— | 

From United Kingdom .. 121,000 7.000 — . 34,000 
» United States - 50,000 — 56,000 + 6,000 
„ Other countries — 2, + 2,000 

Total ON d 171,000 145,000 — 26,000 

Dynamo electric machines up to 200 h.p., static trans- 
formers, coils, etc.— 

From United Kingdon _... 186,000 168,000 — 18,000 
„ Germany  .. is 50,000 48.000 — 2,000 
„ Italy ... se ED 10,000 5,000 — 5,000 
» Sweden TE 2n 4,000 9,000 +. 5,000 

„ United States 113.000 154,000 + 41,000 
„ Other countries 8,000 9,000 + 1,000 

Total whe - 371.000 393,000 + 22,000. 


Dynamo electric machines over 200 h.p. and parts.— 


From United Kingdom . 30,000 56,000 + 26,000 
„ Germany  .. ius 2,000 9,000 + 1,000 
„ United States. 1800 1000 — 8000 


ee 


Total id ds 20,000 69,000 4 19,000 
Regulating, starting and controlling apparatus.— 


From United Kingdom . 26,000 26,000 — 


„ Germany ve 2A 8,000 7.00 — 1,000 

„ United States A 50.000 39,000 — 11,000 

„ Other countries. 1.000 1,000 — 
Total T e 85,000 73,000 — 12,000 

Coal-cutting machines.— 

From United Kingdom . 2,000 1000 — 1,000 
„ United States e 13,000 | 19,000 + 6,000 
„ Other countries 1,000 1,000 — 

Total ue m 16,000 | 91,000 + 5,000 


* From Germany. 


Earth and rock cutting, excavating, etc., machines.— 
From United Kingdom . 35,000 31,000 


— 4 
„ Germany 2 6,000 7,C + 1,000 
„ United States s 8,000 18,000 + 10,000 
„ Other countries . 1,000 2,000 + 1,000 
Total M i 90,000 58000 + 8,000 

Rotary and percussive rock drills.— 

From United Kingdom 5,000 3,000 — 2,000 
„ United States m 23,000 28,000 + 5,000 
„ Other countries . 2,000 1,000 — 1,000 

Total sa 30,000 323,000 + 2,000 

Machine tools.— 

From United Kingdom 81,000 18000 — 3,000 
„ Germany ...  .. 17.000 11,000 — 6,000 
„ United Sede 5 55,000 55,000 — 
„ Other countries  ... 9.000 4,000 — 1,000 

Total um "T 158,000 148,000 — 10,000 


Sleam turbines, economisers, superheaters, etc.— 


From United Kingdom . 61.000 92.000 + 31,000 


„ Germany ... EM 4000 11000 + 7,000 
» United States к 5,000 5,000 — 
Total is ae 70.000 108,000 + 38,000 


Llectroliers, gasoliers, etc.— 


Froin United Kingdom ... 7,000 36,000 — 1,000 
„ Germany кР "e 2.000 3,000 + 1,000 
„ United States "m 2,000 2.000 — 
„ Other countries . — 1000 + 1,000 

Total d ae 41,000 42,000 + 1,000 
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1912. 1919. Inc. or dec. 
£ £ £ 

Motive power machinery not elsewhere included.— 

From United кишп 260,000 963,000 + 3,000 
„ France : 10,000 5,000 — 5,000 
» Germany 22.000 20,000 — 2.000 
» Sweden 6,000 — — 6,000 
„ Switzerland 13.000 5000 — 8,000 
„ United States 103.000 80,000 — 23.000 
„ Other countries 6,000 4000 — 2,000 

Total 420,000 377,000 — 43,000 

High-speed reciprocating steam engines for coupling or 
coupled to electric generators or pumps.— 

From United Kingdom 21,000 26,000 + 5,000 

Electric fittings, switches, fuses and lightning arresters.— 

From United Kingdom 45,000 51,000 + 6,000 
„ Germany  .. 10,0000 11,000 + 1,000 
„ United States 19.000 16.000 — 3,000 
„ Other countries 4,000 3,000 — 1,000 

Total 78,000 81,000 + 3,000 

Electrical and gas appliances not included elsewhere.— 

From United Kingdom 130,000 90.000 — 40,000 
» Denmark i 8000 10.000 + 2,000 
» Germany - za 47,000 55.000 + 8,000 
» Holland - 807 8,000 10.000 + 2,000 
„ United States x 45,000 3600 — 9,000 
„ Other countries 8,000 10,000 + 2,000 

Total | 246,000 211,000 — 35,000 

Lamps and lampware, and incandescent mantles.— 

From United Kingdom 84,000 57,000 — 27,000 
„ Germany  .. wat 49,000 41,000 — 8,000 
», United States m 53,000 47,000 — 6,000 
„ Other countries 13,000 9,000 — 4,000 

154,000 — 45,000 


Total 8 ы 199,000 
Rails, fishplates, etc.— | 


From United Kingdom 


845,000 1,045.000 + 200,000 

» Belgium 125,000 12,000 — : 
„ Germany  .. 90,000 57.000 — 33,000 
„ United States 215,000 168,000 — 47,000 
„ Other countries 25,000 — — 25,000 
Total 1,300,000 1,282,000 — 18,000 

Telephone switchboards апа  appliances.— 

From United Kingdom 53,000 47,0000 — 11,000 
» Belgium 19,000 25,000 + 6,000 
„ Germany 6.000 7,000 + 1,000 
„ Holland 3,000 — — 3,000 
„ Sweden А 44,000 46.000 + 2.000 
„ United States х 30,000 47.000 + 17,000 
„ Other countries . 5,000 2,000 — 3,000 

Total ase a 165,000 174,000 + 9,000 

Wire, iron and steel.— | 

From United Kingdom 113.000 89.000 — 24,000 
„ Germany  .. 099.000 327.000 + 28.000 
„ United States 304,000. 919,000 — 85,000 
„ Other countries 8,000 5,000 — 3,000 

Total ae TR 724,000 640,000 — 84,000 

Accumulators, carbons, measuring and recording instru- 
ments, arc lamps, etc.— 

From United Kingdom. 587,000 109.000 — 478,000 
„ Germany .. "t 59.000 43.000 — 16,000 
„ United States 14.000 11,000 — 3.000 
„ Italy 9,000 — — 9.000 
„ Other countries 8,000 4000 — 4,000 

Total m 677,000 167,000 — 510,000 


* [ncluded Cable and Wire (covered) in 1912. 
Wire (copper).— 


From United Kingdom — 175.000 — 
„ Belgium 155 — 7.000 — 
„ Germany 2 me — 19.000 — 
„ United States — 11.000 — 
„ Other countries — 1,000 — 

Total I sgi е 218,000 — 


* Not shown separately in 1912. 


1912. 1913. Inc. or dec. 
£ £ £ 


Electric heating and cooking appliances.— 


From United Kingdom 3,000 6000 + 3,000 
„ United States 1,000 3,000 + 2,000 
„ Other countries 1,000 1,000 — 

Total к Bat 5,000 10,000 + 5,000 

Cable and wire (corered).— 

From United Kingdom ... — 554.000 — 
„ Germany и — 560,000 — 
„ Italy .. — 2,000 — 
Ша obe 25 20,000 = 
» Other countries — 5,000 — 

Total Ded * 637,000 — 
* Included with Accumulators, etc., in 1912 

Arc lamp carbons.— | 

From United Kingdom 1,000 — — 1, 000 
„ Germany... 18,000 17,000 — 1,000 
» Other countries 1,000 1,000 — 

Total e" 20,000 18,000 — 2,000 


ELECTRIC BELL SIGNALLING IN 
COLLIERIES. 


Bx THOS. G. WATTS, B.Sc. 


(Abstract of paper published in the PROCEEDINGS of the 
SOUTH WALES INSTITUTE OF ENGINEERS, Nov. 24th, 1914.) 


Mr. R. V. WHEELER, Chief Chemist to the Explosions-in- 
Mines Committee, 1n a series of experiments on the ignition 
of methane and air mixtures by electric bells, has proved that 
the inductance of the circuit 1з of prune unportance in deter- 
mining whether the flash produced on breaking the circuit 
can ignite an explosive uuxture, and that the amperage of the 
current is of more importance than the voltage.“ 

Dr. Wheeler made the general conclusion that: If the cur- 
rent flowing round the signalling circuit could be reduced below 
0.0 amperes by introducing suitable non-inductive resistances, 
there would be little risk of ignition by break flashes below 
25 volts pressure. ‘Lhe use of Leclanché cells, theretore, owing 
to their high internal resistance, should atlord greater сош- 
parative safety than the use of dry batteries.” 

With a view, not so much of determining the scientific 
features of electric spark ignition of explosive gaseous mixtures, 
as to find some safe system of bell signaling for underground 
use, experiments were commenced at the laboratory at the 
Great Western Colliery Co.'s Maritime Coke Works. 

The investigations were directed to determining two points, 
viz. :—(1) ‘Lhe ignition of mixtures by the spark at the con- 
tact breaker of the bell. (2) The ignition by the spark at the 
circuit-closing contact, which may be at any point on the line. 

A set of experiments were made by which it was determined 
that the most explosive mixture of the coke-oven gas used 
was 15.7 per cent. gas and 81.3 per cent. air. The gas was 
analysed and found to contain hydrogen, 45.50 per cent.; 
inethane, 29.50 per cent.; nitrogen, 20.01 per cent. 

Attention should be giv en to the large а and meth- 
ane contents. All the further experiments were performed 
in a mixture of this quality. 

Using similar methods with methane, experiments were made 
to determine the relative ease of ignition of explosive mixtures 
of oven gas and methane by the spark at the contact breaker 
of an ordinary unprotected colliery bell. 16 was found that 
as far as ignition by spark is concerned, coke-oven gas and air 
mixtures in explosive proportion are more easily ignited than 
methane and air mixtures; and, as a rider from this state 
ment, that any system. which proves to be safe in coke-oven 
gas and air mixtures is absolutely safe in methane-air mix- 
tures. 

Experiments were also made to determine the relative ease 
of ignition of explosive mixtures of oven gas and methane by 
sparks at a point of closing the circuit on the line; colliery 
bell outside chamber, knocking wires inside, contact made 
by rubbing wire with right angle bend against fixed wire. 
These experiments point to the fact that there is a real 
danger in electric bell signalling underground if gas is pre- 
sent to an explosive extent at the point of making and break- 
ing circuit, and that systems of signalling with unprotected 
bells and the ordinary method of circuit closing with a knife 
or other tool across galvanised wires are distinctly unsafe in 
parts of a mine where gas is liable to occur. 


е These experiments were fully reported in the ELECTRICAL 
Review of July 31st, 1914, p. 191. 
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Attempts were then made to find some system which was 
safe in oven gas and air mixtures, this being a criterion of 
absolute safety in methane-air mixtures. 

The first attention was directed to the bell. If by any 
means gaseous mixtures could be excluded from the contact- 
breaker of the bell by means of an absolutely flame-tight cover, 
perfect safety in this direction should be attained. A bell of 
this type has been made by the General Electric Company. 
The electromagnets, contact breaker, and hammer spring are 
enclosed in a cast-iron case fitted with a cover, which is 
screwed up to an india-rubber joint between face and face. 
The motion of the contact brcaker is conveyed to the external 
hammer by means of an attachment passing through a case 
fled with vaseline, so that the only point where internal 
motion 18 conveyed to the exterior (which debars a tight joint) 
is through a clot of vaseline which is impervious to the pas- 
sage of air or gaseous mixtures. Whether or not this vaseline 
clut, in the high temperatures sometimes found underground, 
would run out and so leave open a passage for gaseous mix- 
tures to enter, remains to be investigated, and further experi- 
ments with this type of bell are etill to be carried out. Be- 
tween ten and twenty experiments, conaisting of ringing this 
bell with from ten to fourteen Leclanché cells, failed to produce 
the explosion of a 15.7 per cent. gas (oven gas) and air mix- 
ture. The order of things was then reversed. ‘* Knocking 
wires" of the type mentioned before were introduced into 
the circuit with. the aforementioned bell and with four cells, 
and an immediate explosion occurred. With three other similar 
bells ignition was brought about at the knocking wires 
with two cells and three cells respectively. 

Adopting the principle of the Ruhmkorff coil condenser—that 
is to say, connecting through a condenser the circuit containin 
the make and break ” of the bell used in the first series о 
experiments, which ignited the mixture of oven gas and air 
when rung by four Leclanché cells—it was found that absolu- 
tely no ignition was brought about, even when the bell was 
rung with twelve Leclanché cells. 

We have, therefore, in response to the first query '' What 
bell is safe in explosive mixtures? two remedies. Опе is, 
as stated above, a flame-tight bell; the second an ordinary 
beil fitted with a condensing system across the spark- 
gap. As to which is the better system, several points arise in 
distinct favour of the condenser-fitted bell. 

1. No alteration in temperature has the remotest effect on 
the sparkless condition brought about by the condenser. 

2. The reduction of the spark to zero means a longer life 
to the platinum contacte. 

3. Any bell at present in use can be converted into a safe 
bell by the mere introduction of a condenser into the spark-gap 
circuit, 06 avoiding any outlay except in condensers. 

4. No amount of '* tampering would alter the effectiveness 
of a condenser-fitted bell, whereas the removal of the outer 
casing of a gas-tight bell immediately destroys its effective- 
ness as a protected bell. 

Attention was then paid to the lines of '' knocking wires.” 
Three bells—one of the old type, two others of the closed 
gas-tight type—were respectively connected up through a 
variable battery of one to ten cells outside the chamber, and 
the circuit-cloeing contact fitted inside the chamber. Galvanised 
wire was fixed through one side of the chamber and rigid, the 
other а piece of No. 8 S. W.G. galvanised wire passing through 
the same side and bent at right angles inside the chamber, so 
that by a half-turn it could make contact with the fixed and 
rigid wire. The cells were put in circuit one after another, 
and explosions took place even with only two cells in circuit. 

The colliery bell (ordinary type) was then used with a con- 
denser in the contact breaker as previously described, the only 
alteration in result being that five cells were necessary to 
priduce an explosion at the knocking wires. Working on the 
theory that as a condenser connected across the spark-gap 
of the bell produces a safe-bell, the same effect should be pro- 
duced by placing a condenser across the ‘‘ knocking wires," 
the experiment was tried. Although with the same bell, igni- 
tion bad occurred with two cells, no ignition, though repeated 
ume after time, could be brought about by the two galvanised 
Wires making contact with a condenser across them and ten 
Leclanché cells in the circuit. Apparently, therefore, the 
introduction of a condenser across the knocking wires had 
sme peculiar physical influence on the spark; and one can 
only conclude it to be a matter of temperature. 

Before this could be accepted as a safe arrangement, how- 
ever, conditions had to be brought more into line with colliery 
conditions, and so the method of making contact was altered 
froin the rubbing of two galvanised wires for making contact 
t^ that of a file making contact on galvanised wire. The vari- 
able battery was worked from one cell to two cells. Immediately 
on the introduction of the third cell an explosion occurred. 
The condensing system was increased from one microfarad by 
zradual increments to ten microfarads, but on each contact 
4n explosion occurred on three or four cells being introduced 
into the circuit and the file being used for contact. The file 
was then removed and the contact made again with the gal- 
vanised wires, and no explosion occurred with even ten cells 
in the cirenit. Ав a system of prevention, the condenser across 
the knocking wires is by these resulte proved to be useless. 

The only other outlet occurring to the mind of the experi- 
menters was the introduction of relays. This system depends 
upon the completion of the bell circuit by the action of a 
relay worked by а separate circuit. If, therefore, one can 


operate a relay by means of so small a current as to render 
the sparking at contact so mild that it will not ignite the gas-air 
mixture and also can reduce the sparking of the relay contact 
which closes the bell circuit to an inoperative condition as. 
regards explosve mixture ignition, then, by the use of this 
system in conjunction with a bell fitted with a condenser, we 
have a safe system. The spark made by the relay in making 
contact for the bell circuit is entirely removed by putting a. 
condenser across the two pointe of stud contact. 

A system such as above suggested was then connected up. 
Each pert was tried in turn. The bell, fitted with а con- 
denser, was put in series with a variable battery and 10-ohm 
relay contact. The 10-ohm relay was for the time being 
operated by two cells and an ordinary bell push. . 

From one to ten cells were put into the bell circuit in turn. 
and the bell rung by the relay. No explosion occurred, and 
the bell was therefore considered safe. 

The relay itself was then placed in the chamber, and 
actuated by an external push to ring the bell (also external) 
with from one to ten cells in the bell circuit in turn. 

Though a distinct spark was visible at the platinum contact 
of the relay, no explosion occurred. A condenser was then 
put acroes the epark gap of the relay; the spark disappeared 
and no explosion occurred. Finally, the two “ knocking 
wires were arranged as before in the chamber (no file) so 
as to complete the relay circuit containing a variable battery 
of one to ten cells and the relay. In the bell circuit, which was. 
external to the chamber, were the bell, relay contact, and 
five-cell battery. 2, 

It was evident that with a relay the eame danger of igni- 
tion arose as with the bell, for with three cells in the relay 
circuit ignition occurred. 

A saving clause arises, however, in that the 10-ohm relay 
could be operated from anywhere in a pit of normal size by 
two cells only. 

A relay was then obtained with ten times the resistance— 
namely, a standard gas-tight G.E.C. 100-ohm relay—and the 
above experiments repeated. No explosion took place until 
six cells were . 

The additional resistence, therefore, becomes а saving factor. 
No 100-ohm relay requires more than two cells to operate it, 
as, averaging 13 ohms resistance to the mile of wire, the 
relay was founid to be operative with two cells even when 
100 ohms were placed as resistance in the relay circuit. We 
have thus a satisfactory and operative method for seven 
miles of wire. 

The relay is safe in a coke-oven gas-air mixture up to five 
cells, so that, allowing for all extraneous resistance, we have 
an absolutely safe margin for working even with four cells, 
as an oven gas-air mixture was only fired by віх cells in the 
circuit, and a methane-air mixture would not be fired when 
the relay was operated by aix cells. 

whole system, with the relay circuit containing four 
cells and closed by a file contact on the knocking wires, 
the bell (condenser fitted), and five cells in the bell-circuit, and 
the relay itself were placed in the chamber in a 15.7 per cent. 
oven-gas and air mixture. Although hundreds of contacts 
were made, no explosion occurred. 

As there is no necessity to use more than three cells, there 
is a margin of three cells on the side of safety. To increase 
this margin, the investigation was taken a little further, using 
the suggestion that was made to the experimenters of intro- 
ducing a method of limiting the inductance of the coils of 
the relay by introducing a shunt across the relay circuit. A 
resistance box, containing resistances of 3,000, 2,000, 1,000 
ohms, was placed as a shunt across the relay circuit. On mak- 
ing contact with 2,000 ohms in the shunt there was an imme- 
diate diminution in the size and appearance of the spark at 
the contact of the '' knocking wires when using from one to 
ten cells to operate it. i 

With a shunt across the relay terminals, the relay is safe 
with ten cells in circuit in an oven-gas mixture, and, there- 
fore. with a much wider margin in methane-air mixtures. 
With the shunt of 2,000 ohms and ten cells in circuit, hundreds 
of contacts were made and no explosion resulted. 

The system described is safe even in oven-gas and air mix- 
tures, and we can therefore recommend its use as an entirely 
safe system in the most gassy pits that can be selected. 

The author tenders his thanks to the colliery electrician for 
the use of apparatus and for the suggestion of using a relay. 


—— — — — — —— 


Colonial Trade. — The Imperial Advisory Council of 
the Institute of Industry and Commerce has been considering the 
best means of approaching the various Dominion Governments 
with a view to abolishing the payment of licence taxes payable by 
British commercial] travellers in the Dominions and Colonies, and 
also for the purpose of considering the best means of bringing 
about the standardisation of Company Law throughout Great 
Britain, the Dominions and Colonies in order to facilitate commerce 
within the Empire. The Council decided that a memorandum 
should be drawn up by the Institute after consulting with the 
leading specialised trade organieationa, and that this memorandum 
be submitted to the Agents General of the Dominions and Colonies 
for submission to their respective Governments, 
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OUR LEGAL QUERY COLUMN. -` 


“t Anxious " writes: — I should be glad if you could enlighten 
me, through the medium of your Legal Query’ Column, on the 
following point. The company with which I am connected gives 
a supply of electricity under provisional orders. А prospective 
consumer maie application to the company upon the usual form 
for a supply of electricity, and the service cables were laid in due 
course. A few weeks after, the owner of the property of which 
the consumer ів а tenant gives the supply authority notice that, as 
his consent has not been obtained, the company must remove ita 
supply cables from his premises, otherwise he will bring an action 
against the company for trespass. I shall be glad to know, there- 
fore, what are the owner's powers in regard to this matter. I may 
add that I have been connected with supply undertakings, both 
municipal aud otherwise, for the past 15 years, and this is the first 
case of the kind that I have come across, and I do not think it is 
usual for the supply au‘hority to obtain the consent of theowner 
direct before proceeding to lay cables to a consumer who may not 
be the owner of the property for which he makes application.” 


„ The q iestion raised is one which, curiously enough, is not 
discussed in books on the law relating to electric lightinz, and it 
must be answered by reference to general principles. The action 
of trespass lies at the suit of the man in possession ; hence the 
proper plaintiff is the person in actual or constru stive possession 
at the time of the trespass. The owner cannot, therefore, sue the 
company for trespass in the present case. That, however, does not 
conclude the matter, for it has been laid down that where the 
trespass 48 not merely of a temporary nature, but ів injurious to 
the reversion, the owner or reversioner, although he cannot sue in 
trespass, may sue for the injary done to his interest. It has been 
held, for instance, that a reversioner may sue for structural injury 
to a house, cutting down trees, and placing the foundation of a 
wall in the plaintiff's land. It has not been decided whether the 
laying of maius amounts to such a» injury that the reversioner 
may sue for it; but while “a reversioner cannot sue for а trifling 
trespass which produces no substantial injury,“ it is apprehended 
that the layiog of mains would not be regarded as trifling. 
" Anxious,’ however, may take comfort in this, that if he is sued 
by the owner he will probably have a right over against the tenant 
at whose instance he laid the mains, He should consult a aolicitor, 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


COMMONWEALTH OF AUSTRALIA.—Ths Board of Trade 
have received parti»ulara of the import duties leviable on certain 
goods under the new Cus oms Tariff which came into force ia the 
Commonwealth of Aastralis on D:cember 3rd. Blow are given 
the new rates on electrical goods, both under the general tariff 
and also under the preferential tariff accorded to manufactures of 
the United Kingdom. These rates having been received by cable, 
are subject to confirmation by mail. For purposes of comparison 
the old rates levied on manufactures of the United Kingdom are 
showa :— 


Old rates on New rates. 
manufac- On manufac- 
tures ofthe Gene- tures of 
‚к, ral. the U.K. 

Accumalators or storage batteries. Free 10% Free 
Arc lamps si ш exe .. Free 10% Free 
Cable and wire (covered) 985 «se Freee 10% Free 
Carbon in blocks of 12 sq. in. and over Free 10 95 Free 
Dynamos up to 200 H P. ses .. 20% 30 95 25 95 
Dynamos over 200 H P. ... wan .. 124% 30% 25 
Fans, electric  ... ‘ese 825 v 20 30 95 25 95 
Instruments, measuring and recording Free 10 % Free 
Insulating tape (prepared) . Free 10% F ree 
Switchboards (except telephone), 

regulatiag, starting and controlling 

apparatus eae iu 825 sas WO 30 % 20 % 
Telephones, telephone switchboards 

and appliances eis .. Free 10% Free 
Transformers (static) and inductio 

oll. «. 20% 30% 25% 


NEW PATENTS APPLIED FOR, 1914. 
(NOT YET PUBLISHED). — EE 


Compiled expressly for this journal bv Messrs. W. P. TuowrsoN & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


23,990. “ Electric heaters." С. R. BrtLiNG. December 14th. 

24,004. „ Tiling pole or standard for high-candle power electric lamp ог 
other illuminants." J. Wilis & W. P. TayLtor. December 14th. 

24.010. ''Process for coating metal upon metal or other conductive flat 
surfaces, and apparatus therefor, specially applicable to sound-reproducing 
records and the like." T. R. Harris. December 14th. 

24.018. Apparatus for removing barbcd-wire entanglements.” 
Cowrrk-CoLES. December 14th. | 

24.024. “ Manufacture of hydrochloric acid and apparatus therefor.” бос. 
ITALIANA DI ELeTtRocHimica, December 14th. (Convention date, October 30th, 
1914, Italy.) (Complete.) 


S. O. 


24,025. Application of hydrochloric acid in manufacturing processes.” 
Soc. ITALIANA DI ELETTROCIIMICA. December 14th. (Convention date, October 
30th, 1914, Italy.) (Complete.) 

24,039. '' Maximum-current or overload circuit breakers." W. J. MELLERSH- 
Jackson. December lath. (Soc. Anon. Movo, Switzerland.) (Complete.) 

24.046. Manufacture of electrical and other heaters," J. A. CHELL. 
December 14th. (Complete.) 

24.049. Electric steering rims." 
plete.) 

24,005. “ Means of regulation for petrol-clectric cars and for other purposes.“ 
W. A. STEVENS. December 15th. 

24.056. Apparatus for detecting the presence of electric conductors." 
А. W. SHARMAN. December 15th. 

24.074. Trolley poles or bows for electrically-propelled vehicles." G. 
Mryer. December 15th. (Complete.) 

24,078. “ Construction of laminated slot-keys for dynamo-electric machines." 
C. B. Berpos. December löth. (Siemens-Schuckertwerke G.m.b.H., Ger- 
many.) (Complete.) 

24.088. Flexible electric cables." W. T. HENLEY'S TgLEGRAPH Works Co., 
Lro., & W. Е. Bisnop. December 15th. 

24.094. Electric lamps.“ R. W. Binkrrr & J. S. Worrr. December 15th. 

24,008. ''Aeria s for wireless signalling." | MARCONI'S WIRELESS TELEGRAPH 
Co., LTD., & C. S. FRANKLIN. December 15th. 

24,108. Controllers for electric motors.“  PICKERINGS, LTD., & J. Forner- 
GILL, December löth. 

24.121. Electric. illumination systems, more particularly for automobile 
vehicles.“ L. RrNatLT. December 15th. (Convention date, April 3rd, 1914, 
France.) (Complete.) 

24.151. “ Electric plug contacts." J. ScuL, A. C. REYROLLE, & A. Rer- 
ROLLE & Co., Lro. December 16th. 

24.160. Electrical. instruments.“ BRIr iSt Tuomson-Houston Co., LIDO. 
December 16th. (General Electric Co., United States.) 

24,170. Electric heat radiators.” A. F. Berry. December 16th. 

24.212. Magneto driving and adjusting mechanism.“ D. K. FAIRWEATHER 
& W. FAiRwEATHER, December 17th. 

24,227. “ Number instrument for automatic and semi-automatic telephone 
systems.“ SIEMENS Bros. & Co., Ltp. December 17th. (Siemens & Halske 
Akt. Ges., Germany.) (Addition to 14,614/13.) (Complete.) 

24.231. Receiving-system for continuous electric waves.“ E. Н. Акм- 
STRONG. December I7th. (Convention date, December 18th, 1913.) (Com- 
plete.) 

24.235. Manufacture of rubber-covered electric conductors.” W. СЕРЕ. 
December. I7th. 

24,259. '' Apparatus for controlling the current in electric circuits." A. F. 
Sykes & S. Forp. December 18th. (Complete.) 

24.293. Electric starters, more particularly for use on motor-cars and the 
like," A. H. Mipuvey & C. A. VANDERVELL. December 18th. 

24.310. Electric alarms." J. R. Осам. December 18th. 

24,320. '' Electric fuse clip." R. C. HALL. December 19th. 

24.335. Electric arc lamps." G. A. Hucues (trading as London Electric 
Firm). December 19th. | 

24,3398. ''Switch-gear for electric distributing systems.“ J. 
CALLENDER’S CABLE & Construction Co., LTD. December 19th. 

24.342. '' Electro-mechanical thread-detector on the stretching-gear of 
spinning machines for the automatic interruption of the feeding of roving 
to the rollers in the case of the breakage of thread.“ H. Tscuupy. December 
19th. (Convention date, January Ist, 1914, Switzerland.) (Complete.) 

24,343. '' Telephone systems.’ AUTOMATIC TELEPHONE MANUFACTURING Co., 
Lto., & J. Savin. (Partly communicated by Automatic Electric Co., United 
States.) 

24,350. “ Electrical transmitting apparatus.” H. K. HARRIS. 
19th. 


R. S. Ѕмітн. December 14th. (Com- 


F. Warson & 


December 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Titompson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). . 


2913. 


20.806. APPARATUS FOR THE PRODUCTION AND RADIATION OF ELECTRICAL OSCILLA- 
TionS. F. Miller. September 5th, 

23.247. ELECTRICAL SWITCHES OR Circuit BREAKERS. 
Moller. October 14th. 

33,340. MEANS кок OPERATING GAS VALVES FROM A DISTANCE. Marconi's Wire- 
less Telegraph Co., & C. P. Ryan. October 15th. 

29,780. TELEPHONE Systems. Automatic Telephone Manufacturing Co., & 
A. D. Sperry. November 11th, 

26,273. SUPPLY OF CURRENT FOR ELECTRO-MEDICAL AND THERAPEUTICAL Pur- 
Posts. J. P. Pullin. November 15th. 


F. В. Holt & E. О. 


26,447. CABLE-LaYINC AND WiNDING APPARATUS. R. C. Freeman. November 
18th. 
237,734. SLEEVE INSULATOKS FoR HIGH-TENSION ELECTRICAL WORK. Akt. Ges. 


Brown, Boveri, et Cie. December 2nd. (December 9th, 1912.) 

37,949. METHOD OF MAINTAINING A DYNAMO AT A CONSTANT ELECTRO-MOTIVE 
dice J. F. J. Bethenod. December 4th. (January 18th, 1913. Addition to 
27.852,13.) 

28,125. APPARATUS FOR THE COMMUNICATION OF INDICATIONS ELECTRICALLY, ON 
THE STEP-BY-STEP SYSTEM, FROM A TRANSMITTING STATION TO A RECEIVING STATION 
A. Barr, M'. Stroud, & J. W. French. December 6th. 

28,159. RINGING CUT-OFF RELAY SysTEMS FOR TELEPHONE EXCHANGES. Western 
ou Co. (F. T. Woodward, acting for Western Electric Co.) December 
th. 

29,662. ELECTRIC SWITCHES. 
tric Co.) December 23rd. 

29.782. SUSPENSION FOR MARINER'S COMPASSES. 
Ltd., and M. B. Field. December 24th. 

29,832. ELECTRIC SwiTCHES. G. Ellison & W. F. Jones. 
(June 24th, 1914.) 

29.984. ELECTRICAL DISTRIBUTION SysTE«MS. British Thomson-Houston Co., 
J. Whiteher, & E. B. Wedmore. December 30th, 

29,987. PRODUCTION OF SODIUM AND OTHER METALS FROM COMPOUNDS THEREOF 
BY ELECTROLYSIS. R. J. MeNitt. December 30th. (January And, 1913.) 


British Thomson-Houston Co. (General Elec- 


Kelvin, Bottomley, & Baird, 


December 27th. 


2914. 

9:0. ErrcTRIC Inpuction Furnaces. J. Harden. January 8th. 

1,169. WixrLrss TELEGRAPH OR TELEPHONE Systems. W. Н. Shephard & 
A. E. MeRechnie. January 15th. 

1,174. COMBINED STARTERS, DYNAMOS, AND JGNITION TIMERS FOR USE WITH 
INTERNAL-COMB! STION. ENciNES.. G. R. Wadsworth. January 15th. 

1.757. ELECTROPATHIC WHEARING-APPAREL, S. J. Ross & Н. Schofield. Janu- 
агу 22nd. 

4.359. STARTING OF SYNCHRONOUS DyNAMO-ELECTRIC MACHINES. 
Thomson-Houston Co., & F. P. Whitaker. February 19th, 

5,019. Exreteic DISTRIBUTION SYSTEMS SUPPLIED BY А VARIABLE-SPEED GENEKA- 
TOR IN CONJUNCTION WITH 4 Battery. British Thomson-Houston Co, (General 
Electrice Co.). February 26th. 
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TELEGRAPHY AND TELEPHONY IN 
| 1914. 


WHILE no startling discoveries or inventions in the field of 
electrical communication marked the past year, it was a 
period of steady progress and development. In January the 
International Conference on Safety of Life at Sea concluded 
its laboura, and a Convention was signed, requiring the 
provision of wireless telegraph apparatus on all merchant 
ships that carried 50 or more persons on board; an Act 
was passed in August to give effect to this provision, which 
probably will be extended some day to all sea- going 


^ vessels. 


The importance of wireless T in the service of 
the State was further recognised in the report in June of a 
Committee appointed towards the end of 1918, which 
recommended the establishment of a National Committee 


for Telegraphic Research, and of a special Research 


Laboratory under the control of the Committee, for the pro- 
motion of progress in telegraphy and telephony. Good 
progress: was made with the first stations of the Imperial 
Wireless Chain, and the Marconi Co. completed ready for 
operation the powerful station at Carnarvon for trans- 
Atlantic communication, the corresponding station being 
erected in New Jersey, U.S.A. The State Service has not 
yet commenced work, but fortunately, as our Navy retained 
command of the seas, communication with all parts of the 
Empire has been maintained without interruption. What 
might have happened, however, in other circumstances was 
well exemplified by the destraction of the Pacific cable station 
at Fanning Island by a German cruiser in September, and 
the cutting of the cable to Jamaica on August 3rd, as well 
as the raid on the station at Cocos Island, which proved 
the undoing of the Emden; or by the interruption of the 
whole of the German deep-sea cables by our Navy. 

A new four-wire telegraph cable was laid between this 
country and Germany, early in the year, and a four-core 
loaded telephone cable between Wales and Ireland—the 
longest cable of its kind in the world. A still longer one, 
however, is to be laid this year, between England and 
Holland—if circumstances permit of it. 

The Post Office has made good progress in improving ita 
methods with regard to both telegraphs and telephones ; the 


Postmaster-General appointed a Special Committee to report 


on systems of high-speed telegraphy, and the Baudot system, 
which is being widely adopted in this country, was deve- 
loped experimentally to sextuple-duplex between London 
and Birmingham, t. e., six separate channels in each direc- 
tion on a single circuit. Quadruple-duplex Baudot is being 
installed between London, Liverpool and Glasgow, and the 
use of phantom telegraph circuits, superimposed upon the 
trunk telephone lines, has been greatly extended. The 
Standard of maintenance of the overhead lines has also been 
raised, reducing the number of interruptions, and the 
underground telegraph system i8 approaching completion. 
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In July à Committee was appointed to inquire into the 


working of the telegraph service, with a view to improving 
its economy and efficiency. 

The telephone service has also shown material improve- 
ment during the past year, largely due, no doubt, to 
the very elaborate system of recording, classifying and 
analysing the faults that occur in connection with the various 
exchanges which has been developed. by the engineering 
staff. This system has the advantage that the condition and 
progreas of each district can be continuously watched, and 
the staffs of the various exchanges are put in competition 
with one another to produce the most creditable showing. 
The outbreak of war imposed upon the London te'ephone 
department extraordinary demands for emergency connec- 
tions to Government offices, hospitals, &c., which were 
handled with a celerity beyond all praise. 

The direct connection between the Liverpool and Man- 
chester exchanges by junction lines proved so satisfactory, 
that the Post Office has decided to apply the principle in 
other cases where important towns are at no great distance 
from one another. Three automatic telephone exchanges 
are being equipped, and eight others are in prospect. The 
telegraph and telephone services are working hand in hand ; 
in many cases it has been possible to extend them jointly to 
places where either service alone would have proved too 
costly, and the transmission of telegrams by telephone is 
increasing. 

As regards municipal telephony, the Portsmouth Cor- 
poration agreed to sell its undertaking to the Government, 
whilst, on the other hand, the latter sold the plant of 
the National Telephone Co. in Hull to the City Council, 
which is now the only municipality controlling its own tele- 
phone service within the United Kingdom. 

The introduction of an entirely new system of auto- 
matic telephony, employing only relays, was a notable event, 
which will bear fruit at no distant date ; and the success- 
ful experiments with wireless telegraphy and teiephony to 
trains in motion in the United States may prove the key to 
the prevention of railway accidents in the future. 

In October the opening of the American Marconi Oo.’s 
wireless service between San Francisco and Honolulu was 
announced. 

Revised tariffs for week-end letter telegrams to the 
Dominions were introduced during the year, with the 
co-operation of the cable companies. 

The outbreak of war in August, of course, affected the 
telegraph and telephone services severely ; all channels of 
communication with enemy countries were at once closed, 
and the telephone services between this country and the 
Continent were cut off. All telegrams became subject to 
censorship, and the prohibition of the use of codes for com- 


munication with the Dominions bore very heavily upon our 
industries. The restriction was eventually relaxed, but the 


limitations still imposed upon the use of codes greatly in- 
crease the cost of cable messages. 

The Postmaster-General forbade not only the use of all 
private. wireless stations in this country, but even the 
possession of wireless apparatus of any kind, and numerous 
prosecutions followed. 16 is а curious circumstance, how- 
ever, that the only means of direct communication with 
Germany that we retain in full working order is the wireless 
telegraph, and the German Government uses the great 
station at Nauen for the distribution of more or less true 
news regarding the war and other matters broadcast over 
the surface of land and water. There can be 
little doubt that, in addition to the German 
wireless stations that were captured or destroyed by 
our forces, the enemy’s cruisers were well served by secret 
stations, and possibly by others on neutral territory, so long 
as they were able to keep the sea. Of the immense value of 
wireless telegraphy to the British Navy during the war 
there can be no question ; and it is interesting to note that 
this is the first great naval war in which it has been possible 
to put it to the test. | 


The wreck of the cable ship Buccaneer in the Indian 
Ocean was а regnettable incident of the year, fortunately of 
a kind that we rarely have to record. | 

The value of wireless telegraphy in saving life was once 


more exemplified, in connection with the loss of the Empress 


of Ireland. Progress towards the solution of the problem 
of wireless telephony on & commercial basis was reported, 
but was apparently interrupted by the war. 


e 


To anyone who has watched it year by 


ix year, the development of electricity supply 
in its various phases provides a fascinating 


Manchester. : 
study. Though the actual generation of 


electricity may be attractive only to the engineer, its 
successful production and distribution on the grand scale 
of the future will involve widespread interests, of which 
one is apt to lose sight in a casual survey of the situation. 

To say that the supply of electricity is nowadays rapidly 
becoming a governing factor in social economics in certain 
—particularly industrial—areas, is not overstating the case, 
although it is not commonly realised how very closely inter- 
linked the coal pile at the electricity works and the welfare 
and happiness of the surrounding population in such areas 
are becoming, nor how manfully the electrical engineer of the 
past and central station manager of the present have struggled 
to render this state of things possible. Cramped ideas of 
electricity supply, begotten of village pump traditions, are 
gradually fading away with the realisation of the greater 
things in store in the future, of which the various large 
schemes in hand at the present time in Europe, America, 
South Africa, and Australia afford some indication. 

Of such projects, that of the Manchester Corporation to 
build a 160,000-Kw. generating station at Barton, just out- 
side the city boundary, is the most ambitious at the moment 
in this country, and is interesting because it indicates a 
degree of confidence in the big generating unit, of which our 
central station engineers have, to some extent, fought sby in 
the past. i | 

Through the courtesy of Mr. S. L. Pearce, chief engineer 
of the Manchester electricity department, we are able to 
publish elsewhere in this issue some particulars and draw- 
ings of the proposed Darton station, the outstanding features 
of which will be the arrangementa for receiving and storing 
fuel, the use of semi-purified sewage for condensing purposes 
and the adoption of the largest size of turbine - driven 
machinery, while the proposed 38,000-volt underground 


- transmission between the Barton station and the centre of 


the city is also a distinctive feature of the complete scheme. 
To those who have studied the problem, it is evident that 
while successive advances in the design of turbo-electric plant 
have removed many of the practical difficulties in the way 
of concentrating large electrical powers, the boiler house and 
its attendant coal pile have shown no corresponding progress. 
Even in the favoured position of the Barton plant, only some 
four miles from a coalfield, with which it will be connected 
by both canal and railway, the delivery, reception, storage, 
and utilisation of, say, half a million tons of coal a year at 
one station, is an engineering problem in iteelf, involving 
greater difficulty than the adequate supply of condensing 
water, and suggestive of a probable limiting factor in future 
large generating plants. | 

It will be noted that at Barton the silo system of coal 
storage is to be adopted, this being an unusual feature in 
generating station design in. this country, where fuel is 
generally stacked in the open for storage. Each of the 
boiler units will be equipped with the Prat induced draught 
system, and the array of 48 bell-mouthed chimneys will 
constitute something of a record, even in the Manchester 
district. | с < 

The first section of the plant will comprise two 15,000-KW. 
turbine sets, and the plans of the complete plant include 
four such sets, together with four 25,000-Kw. sets. Man- 
chester already uses one 15,000-kKW. turbine unit, and when 
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the new s'ation reaches the stage where larger plant is 
required, even the 25,000-Kw. turbine will have had 
sufficient time to demonstrate its usefulness. 

Electricity supply is ever expanding, and all past experi- 
ence has shown the fatility of nibbling at the supply pro- 
blems which will require to be faced in the near future, for 
which reason Mr. Pearce's scheme is a welcome departure, and 
it is fully justified by the wider American experience, 
which, after all, will be our own in a few years’ time. 

American central station authorities have a confident way 
of anticipating the future—and we are not aware that their 
unbounded enthusiasm in matters electrical has met with 
ару disappointments—while by comparison we usually adopt 
band-to-mouth methods, having no proper relation to pro- 
spective business, no prima facie engineering basis, and 
which can only be explained by the timidity of those who 
control municipal exchequers and have not only to safe- 
guard rates, but also to answer for their deeds to the 
guardian angels of the Local Government Board. 

We believe that not only is this policy based on a 
mistaken conception of things, but that the Barton scheme 
will provide a much needed object lesson to those electricity 
authorities, municipal and private, in this country who 
have failed to appreciate the future of electricity supply at 
йв trne worth. | 


THE question whether a workman who 


y Risk and is killed directly, or indirectly, through 
erkmen's the : " | 
Compensation. action of an alien enemy is 


the victim of an accident arising out of, 
and in the course of, his employment, has already arisen. 
It із а question of some interest, and it is important to 
those concerned with the supply of electricity, inasmuch as, 
according to common belief, generating stations are to be 
objects of attack from the Germans within our gates as soon 
as the Germans outside have effected a landing. A bomb 
falling through the roof of a station might give the man 
at the switchboard what Mark Twain would have described 
ав “ a considerable of a jolt in the back!” The facts ір the 
only case hitherto decided are somewhat far removed from 
these; but the decision is, nevertheless, interesting on general 
grounds. It appears that a Grimsby trawler, which had taken 
due note of an Admiralty warning about floating mines, 
discovered some of these dangerous objects in the North 
Sea. Having put down a buoy to mark them, the skipper 


was making off to warn в warship, when his vessel collided 


with another mine and was blown up. The engineer, 
having been seriously iojured, prosecuted a claim for ‘an 


injury alleged to have arisen by accident arising out of, and 


in the coarse of, his employment. It was contended on 
behalf of the respondents—the owners of the trawler—that 
inasmuch as the skipper had gone out of his way to warn 
warship, the accident did not arise in the course of the 
шше Jade 
unty Court Judge saying : * My decision is based u 
the broad principle that an injury canned by the act ore 
alien enemy is not, an accident arising out of, and in the 
course of, the employment of a workman.” | 
With all respect to the learned J udge, we think 
he stated the principle rather too broadly. Indeed, 
the fact that the County Court decision has been 
reversed on appeal fully justifies this view. Suppose 
the trawler had been on her “lawful occasions,” and 
had then been blown up by a mine, so far as the 
engineer was concerned he would have been the victim of 
ra ovum Er n an as if he had suffered 
„a регі of the deep. Applying this principle, 
the victim of a bomb thrown on a hostile inis 
оп (оа generating station would clearly have suffered an 
accident “in the course of his employment." The further 
question is: Did it arise “out of" the employment? 
This appears to depend on whether there was special 
exposore. We know of two cases in which special exposure 
enabled a workman to recover. In one of these (Challis 
v. L. & S. W. Bly. Co.) an engine driver was injured by a 
stone thrown by a boy from a bridge under which his train 


The employers had judgment, the learned. 


REVIEW. 86 
ran. It was shown to Бе a common practice for boys во to 
throw stones. The accident was held to have arisen out of 


the employment. In another case (Nisbet v. Rayne & Burn) 
a cashier carrying money in s railway for the payment of 
colliery wages was murdered. It was held that there was 
special exposure to risk of attack, and that the accident 
arose out of the employment. As it is the duty of an 
engineer to be at a post of danger, it seems to us that the 
station engineer injured at his post by a bomb from an 
airship, or а shell from au unti-&irship gun, might well be 
able to make a claim for compensation. 


Жер Тнк old year having come to an end 

, one can take a dispassionate glance back 
over the twelvemonth, which has been a period of excep- 
tional anxiety for all. Prodaction has inevitably suffered 
from the world upheaval promoted by the Huns, and the 
result is that whereas it had been thought that 1914 might 


and probably would see a large increase in the rubber out- 


put of the world, so far as has been revealed at present, 
output was about stationary. It is calculated by Messrs. 
Gow, Wilson & Stanton that the production during 1914 
totalled 107,000 tons, which is approximately the same 
amount as in the previous year, but there has been a 
distinct falling off in the yield of wild rubber areas, and a 
considerable gain therefore in the output from the planta- 
tions. It is estimated that last year's total of plantation 
rubber was 65,000 tons, compared with no more than 
46,000 tons in 1918, and the growing importance in a 
relative and also in an actual degree of the plantation crops 
is thus unmistakeable. There do not appear to have been 
any great or appreciable strides made in the development of 
synthetic rubber, from which so much has been feared at . 
one time and another, but there will be continnal research 
work and more or less costly experiments no doubt. Price 
is, however, against synthetic rubber. It needs extravagant 
rates to justify and encourage experimental work on a large 
scale, and these prices are not now to be had for genuine 
rubber let alone for imitations. же 

There is no reliable information to be had in respect to 
the real statistical position, which is a good deal overclouded, 
partly in consequence of the embargo on exports. Consider- 
able quantities of rubber are stored in public warehouses in 
both London and Liverpool, but a portion of this is merely 
held there awaiting export permits, so that it would be 
unwise to treat the warehouse returns as representing 
the real position of the commodity. "There is very little 
to talk about in connection with the trade demand. 
Naturally things have been very quiet over the holidays, 
while prices are much about as they have been of late, and 
stand not far off the lowest points of last year. During 
1913 standard crepe at one time touched 3s., but sold down 
to 18. 111d., which was also the lowest figure in 1913, while 
prices are close upon this now. The poorness of the market 
lately has been caused entirely by the financial and commer- 
cial difficulties brought abont by the war. 

The news from the United States is not very cheering. 
Nevertheless there has been an improvement during the last 
few weeks, and the most has been made of the resumption 
of operations at the Hartford Rubber Co.’s plants at Hart- 
ford and Providence. Both of these had been idle for 
several months, partly because there had been a number of 
scares threatening the supply of crude material. Under 
those circumstances the management decided to close down 
the works, and use up the reserves of tires and other finished 
goods. The stocks in this direction have now been greatly 
reduced, and the resumption of work is the natural result 
of the improved position in this respect. The American 
tire plants have booked a number of large orders for solid 
tires for the armies of the Allied nations in Europe, and the 
tire plants of the United States are now rapidly getting to 
work at full capacity. 

The latest details to hand show that the exports of plan- 
tation rubber from the Straits Settlements (not including 
the Federated Malay States) for the 11 months—January 
to November— of last year totalled 17,393 tons, against 
10,672 tons in 1918, and 5,242 tons in 1912. 
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HIGH-VOLTAGE DANGERS PRESENT 
ІМ STATIC TRANSFORMERS 
DUE TO ELECTROSTATIC CAPACITY 

OF THE WINDINGS. | 


By J. LINDLEY THOMPSON, M.Sc., A.M.I.E.E., and 
S. AUSTEN STIGANT. 


(Concluded from page 26.) 


Now take the case of a transformer earthed at any high- 
pressure phase point and with core and low-pressure neutral 
earthed as shown at fig. 6a. With simply the above con- 
ditions, but the high-pressure windings completely unearthed, 
the potential diagram would be as shown at fig. 50, but 
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immediately any point of the high-pressure winding becomes 


earthed, that point drops to zero potential and a corres- 


ponding rise of potential takes place at the other terminals, 
as shown at fig. 65. As will be seen then in this case with 
earthed high-pressure winding at A, the terminals B and c are 
(at a certain definite instant) at a potential of 10,300, or 
full line volts below earth with the neutral point at 6,000 
volts below earth, where previously (at the same instant) 
the high-pressure terminals B and с were only at 6,000 volts 
(10,300/ 4/3) below earth and the neutral point was at zero 
potential. It should be particularly noted here that no rise 
of potential can possibly occur on the low-pressure winding 
due to electrostatic conditions when the low-pressure neutral 
is earthed. 

Taking now the cases before mentioned (a) and (b), 
fig. 7 shows diagrammatically a three-phase star/star trans- 
former with earthed neutral supply and unearthed high and 
low-pressure transformer windings. The average potential 
of each high-pressure phase winding will equal line voltage = 
2 x УЗ, assuming even distribution of windings. Then 
since the capacities of high-pressure winding to low and 
low to core are equal, as the high-pressure supply neutral is 
earthed, the low-pressure winding being open-circuited will 
assume a static potential to earth equal to the high-pressure 
average phase voltage. This value, as with single-phase 


SuPPLY Н.Р 


FIG. 7. 


transformers, will be much in excess of its normal working 
pressure, and will present the same danger as in the cases 
previously cited, though, at the same time, probably being 
much lower than in the instance of uneven switching. 

Turning now to the case of uneven switching, if one pole 
of the three-phase high-pressure supply be connected to the 
transformer winding, then the whole of the high-pressure 


winding assumes a potential above earth equal to the full 


line voltage. Supposing also, in this example, that the low- 
pressure windings are all disconnected from each other, as 
would be the case for instance in a transformer for supply- 
ing & six-phase rotary, then the low-pressure windings would 
assume a potential above earth equal to— 

V = V, X KJ(K, + Kj), | 
where v, = full high-pressure line voltage. This poten- 
tial would, in most cases, be of a very high value, and 
would most probably puncture the low-pressure insulation 
to core, assuming that the core is earthed. And as with 
single-phase transformers, although this puncture would not 
necessarily at the time produce disastrous results, the presence 
of this defect in the insulation would soon become apparent 
under normal working conditions, by presenting an earth at 
an unintended point, and thus bringing other parts of the 
low-pressure windings to definite voltages above earth, which 
voltages may be dangerous to human life. Fig. 8 a and 5 
diagrammatically represent these conditions due to uneven 
switching. | 

Before passing on to other conditions of operation, it 
will be profitable to study a little further the danger to 
human life and apparatus, which will be present, due to a 
failure of insulation between high and low-pressure windings 
occasioned by electrostatic pressure as described in fig. 8. 
Suppose the high-pressure supply has its neutral earthed. 
Then upon completion of the switching operation, the fault 
above-mentioned having occurred, the low-pressure windings 
at this point of the breakdown, and therefore throughout, 
will assume a potential to earth equal to that existing 
between the high-pressure fault and earthed neutral. The 
value of this potential will depend on the exact position of 
the breakdown on.the high-pressure windings, and this it 
will be readily seen will be excessive compared with the 
normal low-pressure voltage. Since the insulation of the 
low-pressure winding is generally very substantial for 
mechanical reasons, a breakdown of the low-pressure winding 
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to earth will not necessarily occur. With these conditions 
existing and the low-pressure winding switched on to its 
load mains, all apparatus on these mains is subjected to 
this high-pressure voltage. Here lies the grave danger to 
human life and apparatus, which follows as a consequence 
from the original static breakdown as fully explained above. 
As an example of this danger, it will be worth while to 
quote a disastrous breakdown which occurred to a large 


LP Me-POWT electric rolling mill plant with which the authors were 


acquainted. | 

The plant consisted of a large 8/6-рһаге transformer 
supplying a rotary converter, which, in turn, supplied the 
large D.C. low-speed rolling mill motor. А fairly large 
induction motor for barring gear purposes was also supplied 
from the low-pressure side of the transformer. The trans- 
former was supplied from a high-voltage three-phase main 
with an earthed neutral. The low-pressure windings of the 
transformer were unearthed. Due to some inexplicable cause, 
the high-pressure windings broke down to the low-pressure 
windings, and these for a time maintained their insulation 
to earth. The low-pressure windings of the transformer 
being connected in the usual way to the rotary, passed on 
the high pressure which they assumed from contact with the 
high-pressure windings, and so all the load circuit became 
subjected to this high pressure, with the result that break- 
downs to earth occurred in the stator windings of the in- 
duction motor and at one point of the field windings of the 
large D.C. motor. 
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This breakdown to earth completed a circuit which was 

virtually a short-circuit across the breakdown point of the 
igh-pressure windings and the earthed nentral, with the 

result that a heavy current flowed round this circuit, 
causing extensive damage. 

The failure beyond that of the transformer, it will be 
geen, was due to the neglect of earthing the low-pressure 
side of the main transformer in an effective manner. For- 
tanately, no human element came into contact with live parts 
during the breakdown, but, nevertheless, danger existed iand 
also expensive repairs were entailed. 

In all the cases previously mentioned, the diagrams have 
been taken on the basis of the transformer core being 
earthed, which procedure should be followed in all cases as 
before mentioned. If for some reason or other the core is 
unearthed, a further electrostatic potential will exist between 
the core and earth, and since the core is usually connected 
to, and earthed from, the transformer tank, then the tank 
will. also assume this same static potential. The danger due 
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to this possibility will be readily appreciated. With regard 
to this point, it will be interesting to cite a case which 
came under the authors’ notice, in which а 500- 
E. v. A. transformer having a voltage ratio of 6,500/440 
volts and connected star/delta was supplied with high- 
pressure voltage in a non-symmetrical distribution. It was 
found on measuring with a static voltmeter that the core 
of the transformer had assumed a potential above earth of 
3,500 volta. Commensurate then with this value we can 
take the core in our particular case to be at a potential 
of 3,200 volts above earth, for due to greatly varying 
external factors, it is practically imposstble to calculate 
the capacity of соге to earth. Fig. 9 a and b illustrates 
the condition of affairs, and, as will be seen, with the 
low-pressure neutral earthed that winding remains unaffected 
by electrostatic potentials, Similar static potentials would 
result with two-phase transformers with the mid-wire 
earthed and the secondary winding open-circuited, or, again, 
with one of the outer wires earthed and the secondary 
vinding open-circuited or connected for three-wire opera- 
on. s | 

For a final example, let us teke the case of an accidental 
breakdown to earth of one phase of an. unearthed high- 
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pressure three-phase system supplying a step-down trans- 
former operating with unearthed high and low-pressure 
windings, as shown in fig. 10 а. Assuming that the earth 
fault occurs in one of the high-pressure supply cables, then 
that end of the transformer phase winding which is con- 
nected up to the supply system by the faulty cable in 
question immediately falls to zero potential, and the other 
two high-pressure terminals assume the full line potential of 


10,800 volts, the neutral being at 6,000 volts below earth. 
Then, as the average potential of the high-pressure winding 
is that of the neutral, the low-pressure neutral will, due 
to the earth connection on the supply cable, assume this 
average potential of 6,000 volts, while the low-pressure 
terminals will be at a potential of the normal ratio volts 
above this value, viz., 6,820 volts, as shown in fig. 10 b. 
From the several foregoing examples it will be an easy 
matter to ascertain the precise electrostatic conditions . 
engendered in any particular system, the same fundamentals 
applying for delta and other connections as above enume- 
rated for star. | | 
In conclusion, the authois would point out that to safe- 
guard against this accumulation of excessively high electro- 
Static potentials on the low-pressure windings, and con- 
sequent danger tq insulation, it is necessary either to 
(1) solidly earth the low-pressure mid-point or one of the 
low-pressure terminals, or (2) earth through a multiple 
spark-gap or static earthing device. The advantage, 
chiefly on account of human safety, apart from the 
reduction of stresses in the insulation, lies, in the authors' 
opinion, with the static earthing device, since this 
apparatus only causes an earth when the high 
static potentials exist and not during normal operations. 
The danger to the human element if it should accidentally 
come into contact with the low-pressure winding is much 
leas than if a solid earth were existent, causing a definite 
voltage always to be maintained above earth, particularly 
if the earthed point was one terminal of the low-pressure 
winding. | 
Regarding the diagrams, it will be seen that the vectors 


and curves representing the low-pressure potentials are 


necessarily drawn io a larger scale than those representing 
the high pressure, as the ratios above taken are too small 
to conveniently allow of the use of the same volts per inch 
scale. | | E 
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AUTOMATIC PROTECTIVE SWITCHGEAR 
FO AUTOMATIC CURRENT SYSTEMS. 


Ву E. B. WEDMORE, M. I. E. E. ` 


(Abstract of paper read before THE INSTITUTION OF ELECTRICAL 
ENGINEERS, Dec. 10th, 1914). 


THE use of protective devices acting selectively to cut out 
faulty sections will not only ensure continuity of supply, but by 
enabling faults to be cleared quickly and whilst only a small 
current is flowing, will greatly reduce their destructive effects. 

On plants rated at more than 20,000 Kw. the systematic 
employment of selective devices throughout 1s commercially 
almost a necessity. On much smaller plants it is not sufti- 
ciently recognized that the use of selective protective devices 
often enables economies in the expenditure on cables to be 
effected, which alone will more than cover the expenditure on 
the apparatus. Р | 

If the selective apparatus employed is of a type independent 
of the arrangement of the cables the distribution network 
can be laid out on the most economical principles, unhampered 
by the limitations of reverse-current relays and similar ap- 
paratus, 

Fig. 1 shows the elements of which distribution systems 
are constructed, and will serve to define the terms employed. 


Alt ccrto Feeder Load 


Fic 1.—ELEMENTS Fic. 2.—THREE-PHASE FEEDER 
OF DISTRIBUTION SYSTEM. WITH LEAK TO EARTH. 


The supply to the point A is through an independent feeder. 
The supply to B 1s duplicated by the use of parallel feeders, 
whilst that to C and D is duplicated by the use of an inter- 
connector. The ring main, feeding points E, Е, G, and Н, 
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is a combination of feeders and interconnectors. At each 
distribution point the circuits supplying individual motors, 
etc., are independent feeders. 

All distribution systems are built u 
Independent feeders may 


of combinations of 
e branched as at J 


PROTECTION or INDEPENDENT FEEDERS. 


In the case of independent feeders it is impossible to remove 
the fault without causing a temporary loss of supply to that 
part fed by the faulty feeder; but trouble should be confined 
to the part in question. Fuses are satisfactory for small 
circuits, but are replaced by automatic circuit-breakers on 
large circuits. In order to prevent loss of supply it 1s necessary 
to adjust the overload devices to withstand perhaps several 
times normal load. Such an arrangement necessitates all 
faults being retained on the circuit until they become heavy 
faults, and it may allow of serious injury to the plant on 
a sustained overload. This difficulty is partly met by the 
use of time-limit overload devices. | 

A leak may occur between poles or to earth. A leak between 

poles generally develops into a short-circuit, and the case is 
met by the use of overload devices. 
. A leak to earth may not cause overloading. and thus may 
continue for a long time on a circuit protected only by over- 
load devices. This introduces a risk of fire or shock, serious 
in mining work and undesirable in all cases. In case the 
the leak is through combustible insulating materials, as in 
machines or cables, it will probably develop into a short- 
circuit between phases. On large distributing svstems it is 
becoming increasingly important to provide means for dis- 
connecting. before the short-circuit stage is reached, sections 
on which there are leakages. 

Fig. 2 represents an independent phase feeder having a 
leak to earth at the point A. It will be observed that prior 
to the leak all current going out through one of the conductors 
must return through the others, and that the sum of these 
currents must be zero. When a leak occurs, however, some 
of the current returns through the earth and the balance 
of the currents in the three conductors is no longer zero. This 
principle has been known for many vears, and it is remarkable 
that it has only recently been applied in the design of auto- 
matic switchgear. 

The principle finds its embodiment in protective switch- 
gear of the core-halancing type. so called because the currents 
in the several cores in one cable are balanced. In one form 
a current transformer is furnished with a core surrounding the 
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Fic. 3.—FREDER PnorrcrED Bv FIG. 4.—Socrce or SUPPLY 
CORE-BALANCING TRANSFORMER. PROTECTED BY CORF-BALANCING. 
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feeder conductors as in fig. 3, which conductors form the 
primary winding. The secondary is connected directly through 
& relay to the cireuit-breaker. Such devices are obtainable 
adjustable to operate on a leak of a few amperes. | 

‚ In another form separate transformers are furnished. one 
in each conductor, and the tripping device is connected in 
& common return circuit. With this arrangement direct- 
acting trip coils can commonly he employed, operating at 
about one-third normal load, and the same transformers mav 
be employed to excite instruments and to operate the usual 
time-limit overload devices which are still necessary to pro- 
tect the system against faults between phases and heavy 
overloading. 

A sensitive leakage device is of great value and should be 
used universally on independent e.h.t. feeders, and on high- 
tension service where current transformers are available. The 
arrangement not only ensures the early disconnection of faulty 
circuits, but enables the fault to be removed from the system 
with a minimum of disturbance. | 

On 3-phase systems having the mid-point earthed through 
a current-limiting resistance the core-balancing system allows 
the use of a resistance of high ohmic value, positively limiting 
the fault current to earth to a relatively small figure. Where 
core-halancing devices are not employed, the earthing resis- 
tance must allow a sufficiently large current to pass to operate 
the overload devices with the highest current settings which 
mav be emploved on the svstem. 

The introduction of core-balaneing apparatus enables se- 
lective action ta be obtained to an extent quite impossible 
with overload devices. 

The settings of the automatic devices in series between 
the generators and the local supply circuits can be graded in 
large steps of current and time without sacrificing the ‘re- 
quirements at either end, 

The difference in time setting between two consecutive 
switches must be sufficient to admit of one switch completely 
disconnecting the cirenit before the other commences to 
operate. The total will generally he between 4 second and 
1 second according to the design. To this must be added a 
margin for safety. 


All 3-phase systems have mid-point earthed through the 
star-connected condensers forined by the capacity of the cable, 
and on a fault to earth a corresponding capacity current will 
flow which may be quite sufficient to operate core-balancing 
apparatus. 

If an earthing resistance is used, as is generally the case 
on e.h.t. systems, the resistance should not pass less than 
50 amperes or 100 amperes on high-tension and medium-tension 
systeins. In practice the current required is generally higher 
than this on account of the higher settings of the automatic 
releases in large generator switches. 

It has been shown that the use of leakage devices on feeder 
circuits has many advantages, and it remains to say that when 
core-balancing apparatus із applicable it will always give better 
results than overload devices. 


LEAKAGE PROTECTION FOR SOURCES or SUPPLY. 


The core-balancing principle has been applied recently to 
independent feeders conveying current from sources of supply. 
If the conductor from the generator's neutral point to earth 
is included in the core-balancing transformer as in fig. 4 it 
will be found that the transformer is now unaffected by 
n feeder fault, but is affected by a fault in the machine or on 
the machine side of the transformer. Thus core-balancing 
apparatus will cut out an individual faulty load circuit or 
source. ` 

This arrangement can be applied to any source having 
one pomt earthed, for example a transformer, or a 3-phase 
machine with one pole earthed. Tt gives a very simple solu- 
tion in the case of Scott-connected transformers feeding a 
-phase 4-wire system, but it is not a general solution of the 
problem of completely protecting sources of suply, as it is 
operative onlv on faults to earth. It gives complete protection 
onlv if the design of the apparatus protected is such that a 
breakdown must involve an earth fault and cannot occur 
simultaneously on all the phases. 


PROTECTION OF PARALLEL FEEDERS. 


The familiar and primitive solution of this problem lies in 
the use of time-limit overload devices at the end nearest the 
generating station, and reverse-current devices at the remote 
end of each feeder. When a fault occurs near the remote end 
of one feeder the current may be shared nearly equally between 
them. "The current flowing back into the fault from the 
ccmmon point at the remote end will actuate the reverse relay 
on the faulty feeder and thus relieve the sound feeder. The 
time-limit overload devices prevent the disconnection of the 
feeders until the reverse-current device has separated them 
ur remote end, thus concentrating the fault on the faulty 

eeder. 

In addition to the disadvantages attaches to the use of over- 
load devices, this combination possesses several others inherent 
in the use of simple reverse-current relays that denend for 
theirediscriminating action on the use of potential windings. 

Several attempts have heen made to get over these diffi- 
culties. and although not one of them nresents a general solu- 
tion of the problem they are worthy of further consideration. 

Perhans the most-important device is that which has been 
described as interlocking and is based on the nrinciple that 
parallel feeders of the same length, make, and cross-section 
will normallv share the current equally. 

The essential feature of the interlock is the establishment 
of a relationship between the apparatus and the circuits 
such that the apparatus cannot operate to cut out the circuits 
unless the balance of current between the circuits is destroyed. 
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Fic. 5.—SuB-STATION FED THROUGH PARALLEL FEEDERS. 


Fig. 5 shows two sub-stations fed in series through pairs of 
parrallel feeders A, A, and B, B, from a generating station, 
the feeders being protected by overload devices at the points 
marked X. 

If the overload devices in each phase are interlocked as 
described above, they will be unaffected by any fault on the 
system other than one in the individual pair of feeders. For 
example, a fault in either sub-station will be fed equally 
through the feeders in either parr whether from the source 
of supply or from running machinery returning current. If 
a fault occurs at P in feeders B, В. the feeders A, А, will still 
carry equal currents.and only feeders B. B. will be affected. 

A further device is required to discriminate between the 
two feeders B, B, and this inay be obtained by arranging that 
the more heavily loaded feeder shall be cut out, for it will be 
seen in the example illustrated that the faulty feeder will 
carry most of the fault current. 

Fig. 6 shows diagrammatically a relay having the required 
characteristics. The operating coils are excited respectively 
from the two feeders, and the balance arm 15 biased to the 
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middle position. бо long as the currents are equal the balance 
ann wil be unaffected, but with an increase of current on 
one side the arm will be drawn down on that side and will 
close the corresponding pair of contacts to trip the switch in 
the feeder on that side. 6 

On the faulty feeder being disconnected, the other becomes 
the more heavily loaded and some device is required to pre- 
vent its being disconnected.: The only sound method is to 
employ auxiliary switches on the oil-switch mechanism to 
bring the coils into action automatcally. Satisfactory service 
has been given by euch a device which automatically converts 
the protection into time-limit protection on one feeder on 
the failure of, or the deliberate disconnection of, the other. 
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BALANCED OVERLOAD RELAY. BIASED PROTECTIVE RELAY. 


In practice a perfect balance of current between the feeders 

is not obtainable and there will be an appreciable excess 
current or one side or the other on a severe overload. The 
balancing difficulty can, however, be completely eliminated 
by a simple device which has been employed successfully on 
E.H.T. service. Each feeder is furnished with a relay having 
two elements, one an operating element and the other a re- 
straining element, as for example in fig. 7. 
The operating coil is excited from the feeder which is being 
protected, and the restraining coil by the feeder in parallel 
with it. The arrangement is biased in favour of the restrain- 
ing coil to the extent of say 10 per cent., by placing extra 
turns on that coil so as to make it more powerful than the 
operating coil by 10 per cent. Now unless the balance is 
upset by more than 10 per cent. the device cannot operate,- 
and yet at normal load the device tends to operate immediately 
the fault current exceeds 10 per cent. of the normal load 
current. This eliminates all errors in balancing, whether in 
the relays, current transformers, cr feeders, and aiso the 
maintenance of balance. - 

As interlocked overload relays are proof against overloads 
or faults occurring outside the parallel feeders protected, it 
will be seen that they are particularly suitable for the pro- 
tection of a number of stations in series. All the devices may 
be set to operate instantaneously and at less than the normal 
load current, and yet none of them will operate except in 
the faulty section. 

Another method of eliminating the balancing problem is 
by the use of leakage relays interlocked in the same way as 
overload relays. These relays, as previously described, operate 
only on faults to earth, of which the extent can be limited by 
an earthing resistance. The relay settings will be in the 
neighbourhood of the maximum fault current, and thus even 
a 10 per cent. unbalancing is quite negligible. Seeing that 
most cable faults are faults to earth, and that of the faults 
between phases most develop first or simultaneously as faults 
ta earth, this arrangement will successfuly remove the large 
majority of feeder faults and is proof against disturbances from 
other sources. Two feeders can be protected by one relay in- 
steal of requiring three or six. 

It will be understood that as leakage relavs are inoperative 
оп faults between phases, their employment only reduces 
disturbances, and the most severe disturbances, namely, those 
due to faults between phases, are left to produce an extensive 
or complete shut-down. The addition of interlocked leakage 
relays to a system otherwise protected by overload relays 
will improve the conditions but cannot be considered a real 

solntion of the problem of protection. 

Reverse current relays are now obtainable which will 
operate at about 3 per cent. of the normal working voltage 
and over a wide range of power factor, but below this voltage 
they are inoperative on currents of any magnitude. On a fault 
Which develope practically instantaneously and reduces the 
voltage below this limit. the relays will be of no service. 

The difficulty due to loss of voltage has been dealt with 
by making the moving parts unstable at low voltage. so that 
any movement initiated is completed. At full voltage the 
moving parts must be stable so ag to ensure restoration of 
the relav and freedom from trouble due to vibration and 
tedden changes of load. Such relays have given satisfactory 
eration for a number of vears. These improvements render 
Me reverse relay almost independent of voltage. The appli- 
“ten of the interlocking idea renders them unaffected. by 
current ſed back from sub-station plant and of surges in either 
rection. 

Whüst well-designed reverse-current relays with potential 
windings will deal successfully with the majority of faults, 
itis to be noted that the faults with which they cannot cope 
are just those likely to occur as the result of bad design, bad 
workmanship. defective material, and carelessenss, and are 
al those most disastrous in their results. 


PROTECTION OF INTERCONNECTORS AND Rina МАТМ8. 


As the energy flow in a sound interconnector or ring main 
may be in either direction, varying with the distribution of 
load, reversal is no longer a sign of leakage. A leak of suffi- 
cient magnitude may so disturb the distribution that energy 
may flow into the faulty conductor from both ends. This con- 
dition is a sure criterion of a heavy fault. Attempts have 
been made to utilize this feature to obtain selective action. 

A pilot wire may be employed to take a sample of current 
from one end of the feeder to the other for use as a standard. 
The current at the remote end may then be compared with 
the sample to determine whether the direction or magnitude 
of flow is the same. The latter is the better course ав the 
magnitude changes with the smallest leakage, but the direc- 
tion will only change with a relatively large leakage. 

ре is the basis of the well-known Merz-Price protective 
system. 

Current transformers are inserted at the two ends of the 
conductor to be dealt with and are connected through the 
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Fic. 8.—PROTECTION OF INTERCONNECTOR BY BALANCED VOLTAGE 
SYSTEM. 


pilot wires. In the balanced-voltage system diagrammati- 
cally illustrated in fig. 8 the current transformers are con- 
nected in opposition and the relays in series with them. In 
the circulating-current systein illustrated in fig. 9 the trans- 
formers are во connected as to circulate the current between 
themselves under normal conditions. The trip coils are con- 
nected in shunt between equipotential points and carry only 
the difference current corresponding to the leak. The 
balanced-voltage system is best adapted for feeder protection 


' and the circulating-current system for the protection of trane- 
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Fic 9.—MACHINE WINDING AND CABLE PROTECTED BY 
CIRCULATING-CUBRENT SYSTEM. 


former and generator windings, for all of which applications 
well proved designs are available. There is no better method 
of protecting existing feeders, and all generators and trans- 
foriners. Б 


GENERAL SOLUTION OF THE PROBLEM OF FEEDER 
PROTECTION. 


Any arrangement capable of dealing with a single inter- 
connector can be applied to any cable in the system. The 
Merz-Price system is applicable to interconnectors, and is 
therefore a general solution of the problem. 

A general solution has the immense advantage that one 
can ignore the protective gear when laying out the cable 
system, and that each and every feeder can be protected in 
a similar manner and by а self-eontained combination of 
similar apparatus independently of all other feeders. 

The split- conductor protective system is up to the present 
the best solution of the problem, for not only does this solu- 
tion give an arrangement applicable to ring mains, inter- 
connectors, and duplicate feeders—in fact, to all systems of 
distribution—but it gives an arrangement absolutely selective 
and so sensitive as to perform this function instantaneously 
at a fraction of the normal load current. 

The system requires the employment of a cable of special 
construction, or in the case of overhead lines a special arrange- 
ment of conductors. The construction involves but a slight 
departure from that commonly employed, ара consists in 
the splitting or separating of each conductor into two parallel 
portions lightly insulated from one another. | 

Fig. 10 herewith illustrates а standard 0.1 sq. in. cable 
suitable for 90,000-volt distribution. Fig. 11 illustrates a 
similar cable constructed for use under the new system, and 
it will be seen that each core is split (hence the name). The 
cable is constructed with an oval concentric core, this con- 
struction giving the best distribution of potential strain. in 
the insulation. In small sizes this is especially valuable, and 
dispenses with the necessity for a hemp core within. the 
copper conductor. Such cables are being manufactured at 
a cost but slightly exceeding that of the standard pattern, 
suitable for a wide range of voltages and currents. 

The principle of the system is illustrated diagrammatically 
by fig. 12. which shows the connections for one split con- 


ductor. The split conductor is connected at each end to the 


usual switchgear equipment, consisting of oil switch, busbars, 
etc., through a special current transformer. The current- 
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transformer core has two primary windings, to which the 
two halves of the split conductor are connected, and ће 
core carries also a secondary winding connected to a relay 


controlling the oil-switch trip coil. | 

_Under_normal conditions, as in fig. 12, current entering 
the feeder at one end divides equally between the two 
parallel paths, being united again on the remote side of the 


Fic. 10.—STANDARD 


second current transformer. In each transformer the mag- 
netizing effects of the two primary coils are equal and oppo- 
site, thus the transformer offers no impedance to the current 
flow, and the secondary windings and relays are unaffected. 

In case, however, & fault develops, for example at the 
point A in fig. 13, the fault current flowing towards A will 
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Fic. 12.—SPLIT-CONDUCTOR SysteM—Sounp FEEDER, 


upset the balance of current between the two primary wind- 


ings in each transformer, thus producing a magnetizing effect- 


on the secondary windings and exciting the relays. 
. The transformers also serve a second function in case the 
fault occurs near one end of the split conductor, as at B in 


Fault current superposed 
on load curren 
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Fic. 13.—Spuit-conpvucror SYsrEM—PAULTY FEEDER. 


fig. 14. In this case the fault current flowing from the left- 
hand end would divide equally between the two halves of 
the cable, were it not for the impedance of the transformer 
near B. The fault current flowing to B through the sound 
conductor traverses the two primary windings at B in the same 
direction. thus highly magnetising the core. The impedance so 
offered hinders the flow of current through the sound con- 
ductor and thus upsets the balance at the remote end, causing 
the simultaneous operation of both relays. 
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Fia. 14.—Spuit-conpuctor SysteM—FAULT AT ONE END. 


As the cores are not magnetized under normal running 
conditions, there is no core loss. In practice the core is of 
circular form, and the primary and secondary windings are 
superposed. ^ 

On reference to fig. 14 it will be seen that the arrangement 
is more sensitive at the end nearest the fault, as the whole 
fault current passes through the adjacent transformer winding 
in one direction. Advantage is taken of this to make the 
whole arrangement more sensitive by employing an oil switch 
with split contacts which separate the two halves of the 
conductor on breaking circuit. The switch nearest the fault 
will operate first, and on separating the conductors the whole 
fault current is then concentrated on one conductor at the 
other end, and brings out the switch there also. 


Fig. 11.—STANDARD 90,000-voLT 
о.1 89. IN. SPLIT CONDUCTOR. 


quite unattainable. 


This system is readily applied to overhead lines. In this 
case the half conductors may be run as separate overhead 
lines on the same posts. | 

As a general solution, however, the twin conductors are 
carried on common insulators and but lightly insulated one 
from the other. Spacers of insulating material are inserted 
at intervals between supports to keep the wires apart. Fig. 
15 is an enlarged detail of the insulators. If а wire is broken 
and falls to the ground the line will be cut out even though 
the fallen line fails to make a good earth. This adds mate- 
rially to the protection of the public. . 


Fic. 15.—DETAILS OF INSULATOR. 


The simplicity of this arrangement should be noted. There 
are no pilot wires and no potential transformers. The relays 
are plain overload devices requiring no special adjustment. 
The transformers can generally be built with bar primary 
windings, a construction which gives the maximum of simpli- 
city and safety. The secondary windings are subjected to no 
forces except on the occurrence of a fault in the individual 
feeder which has to be protected, however severely the system 
may be disturbed. 

It is difficult to connect up the apparatus incorrectly, but 
should the connections be crossed by mistake the switch will 
open immediately any attempt is made to put the feeder into 
service, and thus the mistake will be discovered. 

It is not essential that the conductor should be divided into 
equal sections. If one section be made smaller than the other, 
say reduced to a single wire, this wire may be carried always 
within the other portion which will surround it. Any fault 
to earth or between phases must occur on the outer portion; 
thus it is unnecessary to provide for excess current in the 
inner portion. | 

We may now substitute a relay of the balanced type shown 
in fig. 7. We connect the restraining coil to the inner wire 
and the operating coil to the outer conductor. The rela may 
b^ biased to an extent which fully covers all possible un- 
balancing, thus removing all occasion for balancing tests. 

This arrangement is not quite so good as that above de- 
scribed, as the transformers cannot be constructed with bar 
primary windings, that for the fine wire requiring a multiple- 
turn pri On small installations such ав colliery and 
industrial plants where the conditions accompanying short- 
circuits are not so severe as they are on the large power 
supply schemes, this objection disappears, and advantage may 
be taken of the cheapening of the cable and the elimination 
of balancing. "This applies equally where such plants receive 
supply from the power companies, as the severest short- 
circuit conditions are only met with near the generating 
Stations. : 

The balancing problem now presents no difficulties. although 
in the experimental stage some were experienced. It is 
necessary to balance both the reactance and the resistance 
of the twin conductors as it is the vector difference which 
is operative. This requires no attention in overhead lines, 
and is successfully accomplished by the adoption of simple 
precautions in the manufacture of the cables. 

To meet all the requirements of electric supply there are 
now available a series of devices simple im character, well 
proven in service, and giving a degree of protection hitherto 
The series is as follows: — 

(a) For the protection of all closed feeder circuite—the 

split-conductor system. 

(0) For the protection of all open-ended feeder circuits, 

core-balancing system. 

(c) For the protection of generators and banks of trans- 

formers—the circulating-current system, 

The advantages of the above combination may be 
summarized as follows :— 

1. All the apparatus is simple in character. 

2. All the apparatus is self-contained and completely in- 

dependent of that on other circuits. 

. All the apparatus may be adjusted before installation. 

. No feeder pilot wires are required. 

The relays are all simple contact-making devices 
operating on excess current and are of the same 
character throughout. In many cases direct-acting 
trip coils can be substituted, 

6. The relays are not subjected to any forces until they 

are called upon to operate, | 

7. None of the devices are affected by surges. 

8. None of the devices are affected by variations of voltage 

or of power factor. 
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9. None of the devices is affected by faults occurring out- 


side the sections controlled. 


" 


10. All the devices will deal with faults between phases 
or to earth on systems with any number of phases. 


1l. All the devices are instantaneous in operation. 


12. All the devices will operate at currents comparable 
with and generally materially less than the normal 


load current. 


13. If incorrect connections are made this will be dis- 


covered on the first trial run. 


TRADE STATISTICS OF NEW ZEALAND.. 


TRE following figures, showin 
allied goods into New Zealan 


the imports of electrical and 
in 1913, are taken from the 


official statistics which have just reached this country. The 
comparative figures for the previous year are added and in- 
creases or decreases noted. Reference to these returns also 
appears on page 57 of this issue. It should be understood that 
the countries to which the goods are credited are not in every 
case the countries of manufacture, but merely those from 


Which the goods are invoiced. 


1912. 1913. Inc. or dec. 

Leather belting.— £ £ | £ 

From United Kingdom 4,000 3,000 — 1,000 
„ Other countries 1,000 2,000 + 1,000 

Total х А 5,000 5,000 — 

Belting other than leather.— | 

From United Kingdom 26.000 35,000 + 9,000 
„ Australia ds 1,000 2,000 + 1,000 
„ United States 2.000 3,000 + 1,000 
„ Other countries 2,000 — — 2,000 

Total 31,000 40,000 + 9,000 

Engine packing.— | 

From United Kingdom 13.000 13,000 — 
„ Australia ы 2.000 2.000 — 
„ Other countries 5,000 5,000 n * 

Total ке е 20,000 20,000 — 

Rubber goods.— 

From United Kingdom 4.000 3.000 — 1,000 
4, Australia 10.00 8.000 — 2,000 
„ Other countries 2.000 2.000 — 

Total 16.000 13,00 — 3,00 

Scientific instruments.— 

From United Ringdom 8.000 7.00 — 1.000 
» Other countries 5,000 4.000“ — 1,000 

Total 13,000 11,000 — 2,000 
| * Includes Germany £1,600. 

Rails.— А 

From United Kingdom 153,000 191,000 -+ 38,000 
» Belgium М 5.000 — — 5. 000 
„ Other countries 3,000 7,000" + 4,000 

Total ..  .. 161,000 198,000 + 37, 


*Includes Australia £3,000. 
Telegraph and telephone wire, iron.— 


From United Kingdom 7,000 11,000 + 4,000 

Flectrical machinery.— ' 

From United Kingdom. 274,000 307,000 + 33,000 
„ Australia e 33,000 29.000 — 4,000 
4 Germany 27,000 24.000 — 3,000 
» United States n 39.000 71.00 + 382,000 
» Belgium Me is 7.000 5.000 — 2.000 
„ Other countries 17,000 39,000 + 22,000 

Total! . 397,000 475,00 + 78,000 

Steam engines. 

From United Kingdom 29,000 8,000 — 21,000 

Gas and oil engines (except for motor-cars).— 

From United Kingdom.. 149.000 160,00 + 11.000 
„ Australia - 6,000 4000 — 2,000 

United States 22.000 04.000 + 2,000 
„ Other countries 3,000 2000 — 1, 
Total 180,000 190,000 + 10,000 
Boilers.— . 
From United Kingdom 6,000 10,000 + 4,000 
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` £ £ £ 

Other machinery (except agricultural, printing, sewing, 

textile, etc.).— 

From United Kingdom 76,000 77,000 + 1,000 
„ Australia 26 ee 9, 8,000 — 1,000 
„ Germany...  .. 3, 6,000 + 3,000 
» United States vus 90,000 22,000 + 2,000 
„ Other countries 6,000 5,000 — 1,000 

Total,. 11400 11800 + 4,000. 

Mining machinery.— ^ 

From United Kingdom  ... 13,000. 15,000 + 2,000 
„ Australia 5,000 7,000 + 2,000 
„ Germany... is 1,000 — — 1,000 
„ United States 7,000 4,000 — 3,000 

Total e £s 26,000 26,000 — — 

Meters: Water, gas and electricity.— 

From United Kingdom 27,000 | 33,000 + 6,000 
„ Australia ae Р 1,000 2,000 + 1,000 
» United States 2,000 2,000 — 

Total. 3000 37,000 + 7.000 

Railway and tramway plant.— 

From United Kingdom  ... 38,000 67,000 + 29,000 
„ Australia T vs 2.000 2.000 — 
„ Other countries 5,000 2,000 — 3,000 

Total 45,000 71,000 + 26,000 

Lamps and lanterns.— 

From United Kingdom 35,000 36,000 + 1,000 
„ Germany  .. 15,000 12000 — 3.000 
„ United States 15,000 14,000 — 1,000 
„ Other countries 7.000 2,000 — 5,000 

Total 72,000 64,000 — 8, 
CORRESPONDENCE. 

Lettar: racewed by us after 6 P.M. ON TUESDAY cannot until 

tie following week. should forward their communi- 


cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Garage Heating. 


As the problem of garage heating should surely be served by 
electricity, it would be very interesting to bear the views of other 
readers of the ELECTRICAL REVIEW. 

As a contractor, I have been asked from time to time by many 
customers to make suggestions for heating their private garager, 
in some cases not only with a view to keeping the circulating 
water of the motor-car from freezing during the frosty periods of 
the vear, but to prevent damage to upholstery, &c., from dampness, 
and I have had considerable difficulty in supplying their wants. 

Manufacturers’ knowledge on the matter seems to be very 
limited. Some have suggested luminous and radiant heating ; 
others have even sent us on approval convectors running at red 
heat, wired with ordinary flexible wire, and without provision for 
earthing, ignoring our carefully-worded inquiries calling for suit- 
able a that would be safe to use where petrol vapour 
might be present and the danger from shock. 

I find it impossible to get any data on the subject, although I 
found one firm who illustrated a “ e Heater,” which I was 
assured " would be quite satisfactory," but upon receipt found the 
elements glowed when in use. When complaining, I was told that 
I viewed the matter too seriously, suggesting that almost any 
electrio stove would be quite safe to use. 

Now, if the latter is the case, I should be only too pleased to 
stand corrected, but as I am confident that there is a demand for 
an inexpensive, economical and safe electric heater, if only to pro- 
tect the cylinders of cars when garaged against damage from 
frost, I think that some aocount of others’ experiences would be 
interesting to manufacturers, contractors and supply engineers, as 
also to sy hag ae Perhaps some of your readers 
would oblige by rep Р 

Interested Inquirer. | 


[We believe there is no danger in using glowers at a dull red 
heat (1,300? F.); the ignition temperature of petrol vapour in air 
is about 2,200? F., or bright orange. Certain slow-combustion 
stoves are commonly used in garages, so low-temperature electric 
radiators should be quite satisfactory.—Eps. ELEC. Rev.) 


From the Fleet. 


On behalf of the electrical staff, I wish you and yours a Happy 
and Prosperous New Year. 

I shall look forward with much appreciation to the ELECTRICAL 
REVIEW, which, thanks to your kindness, I now receive regularly 
each Saturday. 


H.M.S. Bonarenture, c/o G.P.O., 
December 29th, 1914. 


H. Christie, Electrician. 
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| iGerman Agencies, 
It seems hopeless to induce the Electrical Co., Ltd., to reply to 


any attacks that may be made upon them, and this more than ever : 


oonvinces me that they have received their orders from Berlin in 
the first place as to what to do, and it is perfectly plain that they 
have been told to lie low and say nothing, and consider themselves 
an English firm until such time when they can blossom out again. 
In the meantime, the “ foolish ” Englishman will keep on support- 
ing them and provide profita to be sent to Berlin later on. 

It would be interesting to know how many British oontractors 
are foolish enough to purohase from firms like these, the head of 
which, as has already been stated, being one of the Kaiser's right- 
hand men in all his scheme of devilry. I should be glad if some- 
one would consider the question of forming a league to advertise 
all firms like this throughout the whole of the British Empire, 
there being in addition to the Electrical Co. a large number of 
othera posing as British which are absolutely German from 
beginning to end. It would certainly be worth while to take good 
care that the general public know about it. 

I heard lately that the E ectrical Co. still have the audacity to 

call upon people and pose as a British firm offering to sell British- 
made goods, but it is apparent, I again repeat, that they have had 
their orders what to do. 
One particular firm, the proprietor of which has an intense 
hatred for everything German, absolutely declined to believe me, 
until I showed him the list of the shareholderg of this company, 
and he based his opinion on the fact that they were offering to sell 
him nothing but British-made goods—and for a very good reason, 
I should imagine, as, seeing our Navy has tightened thiags up ғо 
much, it would be hopeless for the Germans to attempt to get 
anything out of their country, as it takes them all their time, with 
all their trickery and dodges, to get anything into it. 

I should be obliged if someone in the different towns where this 


firm has branches would take this matter up to the point of directly · 


insulting them to a certain extent, which might bring the matter 
to a head, as, so far as I can gather, in all the towns where their 
branches ara situated they are still carrying on business ая if 
nothing had happened, and just as if we were carrying on war with 
properly civilised people, whereas, from the records of the war so 
far, weare carrying on war with the foulest savages. 


Contractor. 


Advertising and Character. 


As one whose business is concerned with engineers’ advertising, 
I can concur wholehsartedly with the views expressed by you in 
your present issue, and with those of Consultant.“ 

An advertisement does, or should, reflect the character of the 
firm issuing the announcement. Humour has a place in advertia- 
iog, though not in technical advertising. A funny cartoon may 
attract attention, but the chances are that it will not inflaence 
business, An advertisement of this nature may interest and amuse 
the reader, but the point is, will it impress him with the quality 
of the goods advertised; will it create a bias in favour of the 
specialities pnt forth? After all, readers of technical Journals are 
engaged in serious work, during business hours: it is when the 
work is over for the day that they seek mental relaxation. Hamour 
only appeals to a man when he is in the mood for it, and most of 
us are not in the right frame of mind to be amused when business 
calls for our whole attention. 

A reader of a technical publication picks up his journal for in- 
formation on his particular branch of trade. Well, if you are an 
advertiser, give him what he wants—data about your goods—and 
present this information as attractively ав you can. Your object 
is to make your advertisement stand out from the pages of the 
paper іп which it appears; stand out distinctively so that it will 
uttract, and create a favourable impression. Now an ugly adver- 
tisement may secure attention, but it will never cause a feeling of 
pleasure to arise in the mind of the reader. The four functions of 
any advertising announcement are: To attract attention ; to create 
interest sufficiently strong to induce the reader to read the message 
put before him ; to give a bias in favour of the advertised article : 
to get him to act, either by calling on the advertiser, by writing for 
& booklet or for information, or to purchase outright. The latter 
depends on conditione, necessarily. ` 

Many advertisers do not realise the value of plenty of white 
space. Wide margins will give an advertisement dignity and 
prominence, and do away with any impression of Ove, ^rowding. 
À comparison of the advertising pages will prove this. Lat the 
reader try this in oneof his own advertisements and he will 
appreciate the improvement. | 

Another failing with some firms ia to use blocks of their 
machines which are too large for the space they occupy. This 
makes the announcement look overcrowded and heavy, and 

furthermore, leaves very little room for the message, 

In many instances it is a good plan to ehow the application of 
the goods offered. The value of pictorial representation cannot be 
over-estimated. A picture tells the story at a glance; but it must 
be appropriate. For instance, it is better to show an electric fan 
at work in a smoke- room, dispelling tobacco fumes, than to use 
just a plain cut of a fan standing idle. The first has life— 
imagination“; the second is dull, uninspiring, But as] have 
said earlier, illustrations must be used with care and judgment. 

And the same degree of care should be exercised in writing the 
“сору,” that is, the text. Information should be tendered 
pleasingly but forcibly ; just enough data to interest the reader 
but not enough to satisfy him. The appetite wants to be whetted. 
You want him to write for more. Опсе he is in touch with you, 
the advertisement has done its work. 


One final word. Let the advertiser select his list of papers with 
the same care which he uses in choosing his travellers. Having 
decided on his media let him stick to them, and not change from 
one to another every few months. The most successful advertisers 
are consistent advertisers, To keep changing from paper to paper 
means losing the cumulative effect. Very few salesmen call on a 
firm and get an order at the first visit; they keep calling on the 
best firme, in many cases for months and months before they open 
the account. In the same way your “silent salesmen,” your 
advertisements, must convey their message at regular intervals, | 

If any reader who is not satisfied with the results from his 
expenditure will only apply the suggestions I have made to his 
own саве, І am sure he will experience greater success than he has 
obtained in the past, as these remarks are engendered by a close 
acquaintance with the subject under discussion. 


Ernest Ingram Hill. 
Wimbledon, S.W., January 1st, 1915. 


The letter from “ Consultant,” and your editorial thereon, remind 
me of a conversation which I had with a man in the petrol-motor 
trade about reorganising several departments, and who, when it 
came to publicity expenses, emphasised a statement to the effect 
that his firm spent а lot on advertisement. Pardon me," I said. 
“ Your firm buy a good deal of space, but they never advertise.” 
He was astonished, and oould not grasp the difference for several 
minutes. 

The above is tha care with some 95 per cent. of the advertisers 
in this country ia all trades. A very high percentage of the epace 
taken is taken simply because it is usual to " advertise,” and 
almost everyone else does it. Farther, whoever is responsible 
for engaging an advertising manager or hia staff, seldom has any 
knowledge of publicity work, and simply resorts to catch-phrases, 
such as “pulliug copy,” and the like, while the very meaning 
of “pulling copy” is unknown to the interrogator. Again, 
directors and managing directors seldom actually know what an 
advertisement is, and mistaking somewhat fluent space-filling for 
the genuine accomplishment, a highly efficient advertising man 
is not always engaged, as a man who can talk intelligently 
about his subject cannot make ‘any more impression on 
aaother who does not understand it, so that the writer of hackneyed 
common-places stands as much chance of being engaged—perhaps 
more, because he will be cheap. One of the resulta is that we 
Ret space very often filled with “dead” and very usual matter, 
while blocks suggest a trial set suspended in space or a vehicle 
stranded outside the works without a sign of “life” in sight. 
Oae could, of course, write at great length in dealing fully with 
all the advertising ramifications of any special trade, but, speaking 
generally, matter in periodical advertisementa should emphasise a 
leading line each week, or as often as the publication appears, 
with all the remaining or principal lines in rather smaller type, 
conveniently placed for reference. Illustrations should prefer- 
ably show installations, and blocks should not be so highly 
finished or photographs во re-drawn as to produce a terribly wooden 
effect. which often has a particufarly unfavourable result on over- 
seas business, There is a whole budget of other practical adver- 
tising suggestions going for any firm who will begin to realise 
that mere space-filling is one of the most unproductive of 
ex penses. ` 

If any firm could see their way to standardise and advertise 
prices for different-siz2d D.C. and A.C. motors they would touch a 
remunerative line. I believe, however, that as the prices of these 
machines vary во much with the circumstances, competition, &c., 
under which they are sold, it would be difficult to give 
publicity to figures, Such prices, however, would have to be from 
12 to 15 per cent. below the official figures, which were thought to 


be high at one time. 
| Arthur Mallord Tarner. 
London, S.W., January Ath, 1915. 5 . 


Alluding to your “critique” entitled “Advertisement and 
Character,” ope has but to move down a main street, to turn the 
leaves of a periodical, or to watch the speeding countryside from a 
flying track, to behold " Advertisement " tragic in ite endeavour to 
appeal—humorous, in its analogy to the burdened washing line of 
Poverty’s back yard. 

The line is a necessity, so also is advertisement, but whereas we 
shun gazing at the one, alas for natural instinct, we are the 
puppets of a moving show on the other. 

It only advertisers would realise that their productive effort is 
for the «ninitiated, and that the sure way to appeal to ignorance is 
by suggestion—knowledge gilded with subtle flattery—colour 
yells would cease to deafen, and the public, treated more as a eane 
community than a kindergarten, would be less liable to seek the 
haven offered by " the rainy day " theory. 

À few well chosen lines leading up to the main scheme instead 
of an opaque mass of monochrome or futurist nightmare of colour, 
and, again, a gradatory form of lighting advertisement for night 
Work. would go far to procuring business and helping the trade. 
The elusive advertisement of a necessity lives longer than the one 
taat strikes a solitary note and then is silent. 

' Trusting that the raising of the question will bring the matter 


the notice it deserves, 
Rex. C. Andersen. 
London, W., January 4th, 1915. | 
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A.C. v. D. C. for Lighting. 


? am planning the illumination of a number of machine shops 
at present lighted by gas, by meansof several thousand drawn-wire 
and half-watt lamps. | 

Two electric supplies are available—D.C. at 240 volte, and A C. 
110 volte 40 cycles. . | 

As the class of work done in these shops is of very close nature 
and demands much local lighting, the low-voltage А С. would be 
most suitable, but it has been suggested that A c. lighting is more 
trying to the eyes, and that trouble may be experienced by the 
lights getting into synchronism with the moving machinery. 

Personally, I should think the heat ospacity of the filamente 
would prevent this, but perhaps some of my fellow-readers of the 
ELECTRICAL REVIEW who have had experience with А.С. lighting 
under similar circumstances will be kind enough to give their views 
upon the matter. 


Jaxxary 2nd, 1915. 


Ex-Gas. 


f 


WAR ITEMS. 


Divisional Engineers — Royal Naval Division.—The Iastitu- 
tion of Electrical Engineers is informed that it has been decided to 
form another Field Company of Engineers for the Royal Naval 
D.vision. It is desired that at least two sections of the new 
company should consist of highly-trained men, and applications 
are accordingly invited from members of the Institution between 
the ages of 19 and 35. Itis understood that the rates of pay and 
the duties are the same as those of the Royal Engineers. Appli- 
cations should be addressed to Captain Harrison, Adjutant, 
Divisional Engineers, R.N.D., 2, The Downs, Dover Road, Walmer. 
It will be remembered that the Engineer unite of the Division con- 
sist largely of members of the Institutions of Civil, Electrical*and 
Mechanical Engineers. Nearly 100 of those who joined these units 
since they were formed last September have received commissions 
in the Army. 


Pest Office Engineering Volunteer Training Corps.— 
Although some 20,000 postal employés have joined the Colours, 
this number falis far short of the tota] number that would gladly 
enlist; but the neoessity of maintaining the efficiency of the 
service, especially in the telegraph and telephone departments, 
compelled the authorities to retain the men in their customary 
occupetions. There are in all nearly 50,000 men in the service of the 
Post Office in Lon ion, of whom over 7,000 belong to the Engineering 
and Stores Departments, and when it was proposed to form an 
Engineering Corps, to train the men who were not allowed to 
enlist, the response was enthusiastic, A commencement was made 
with 600 - men, though fully double this number applied for enrol- 
ment, and the corps was duly formed three weeks ago. The Com- 
mandant is Mr. H. C. Gunton, principal power engineer to the 
Post Office and engineering adviser to the Central Association of 
Volunteer Training Corps; the Acting Adjatant is Mr. G. F. 
Preston, Controller, London Telephone Service, and the Seoond 
Commandaote are Messrs. A. J. Stubbs and W. Noble, Assist a it 
Engineers-in-Chief, and A. Moir and J. M. G. Trez'se, Superin- 
tending Engineere, London District. The Qaartermaster is Mr. 
A Parsons, Controller of the Stores Dzpartment, and the Company 
Commanders are Mesars. D. H. Kennedy, Assistant Superintending 
Eagineer, London; A. Watts, Staff Engineer, Engineer-in-Chief's 
Office; С. Е. Greenham, Assistant Superintending Engineer, 
London; and L. B. Turner, Assistant Staff Engineer, Engineer-in- 
Chief's Office. Drills take place in the evenings at the Inne of Court 
Hotel, which has been acquired by the Post Office fora future tele- 
phone exchange, and a programme of field work for Saturdays and 
Sundays has been arranged. The A, B, and C companies are 
designated as air-line companies, and will erect temporary tele- 
graph and telephone lines and stations in the field ; D company is 

as a field company, and will deal with permanent line 
construction and the heavier branches of engineering field work 
generally. The first Corps parade took place on Saturday last in 
the yard of the King Edward VII Building, and was followed by a 
route march of 5} miles. | 

The Volanteer Training movement has quickly overspread the 
whole country, and at least a million men are said to be training 
diligently in their spare time; but few corps are likely to make а 
better showing than the new P.O. Engineering Corps, which is 
recruited from an exceptionally fine body of men, very many of 
whom have been through the mill already. 


Board of Trade Electrical Exhibition : Open To-day.—The 
Board of Trade Commercial Intelligence Department invites British 
electrical manufacturers and representatives of wholesale houses 
who have previously imported electrical accessories from Germany 
and Austria-Hungary to attend the exhibition of such goods tbat 
they have organised. The exhibition was opened yesterday at 32, 
Cheapside, EC, and it continues open to-day, and various samples 
of German and Austro-Hungarian goods are on view. Many of 
these, no doubt, our firms have already come up against in the 
ordinary coarse of business, but the collection, as a whole, if any- 
thing like representative or complete, should be instructive. 


German Methods in Australia.—A short time ago, in com- 
menting upon methods of German electrical firms, Mr. Harper, city 
electrical engineer, Melbourne, stated (says the Melbourne Age) 
that it was often very difficult to perceive the German connections 
of many firms. Many German firms, like the Allgemeine 


Eleotricitäts Gesellschaft, had their headquarters in Melbourne, 
and traded under all sorta of local names. The practice of removing 
name plates and manufacturers’ marks was, he believed, а common 
one, and was being indulged in pretty freely at the present time. 
He was quite certain that England could supply the Colonies with 
every type and quality of electrical appliance required, and believed 
that Australia was, in fact, one of England's best customers in 
electrical goods. 

In the course of an article on the " Duty of Australians," pub- 
lished in October, the Australian Mining Standard, which hae ever 
since the outbreak of war made a weekly feature of a forceful 


‘anti-German campaign, made the following observations on the 


methods of German traders :— | 
“ How thoroughly the Germans prepared for this war has been 


shown in many ways, and it is also becoming increasingly clear to 
what an extent their business men trading or having agencies in 


Australia were aware that this war was coming. . . . It is 


significant as showing how thoroughly ostensibly peaceable firms 


knew what was- coming, that many German accounts with 
Australia were, for the first time, allowed to fall into arrears 
towards the olose of the first half of this year. Can we then trust 
a people such as this? Indeed, do we not know them to be a 
oontract-breaking people, whose signature to ‘a sorap of paper’ 
is of no sanctity whatever? If we cannot trust them, have we 


- any justification for continuing to deal with them? No, it is our 


duty, both on moral grounds and on grounds of policy, to have 
nothing whatever to do with a race so treacherous. Let it be 
added farther, that, now. we are thoroughly acquainted—but no, 
that is too much to вау: let it be altered to ‘now we are to some 
slight extent acquainted '—with the dubious and underhand 
methods employed by German firms for the furtherance of business 
in Australia and elsewhere, we will say deliberately and un- 
hesitatingly that any municipality, any Government, any public 
concern whatever, accepting a contract from any firm representing 
G.rman interests, will lay itself open to a very grave suspicion of 
having had its honour tampered with. It is notorious that some 
of the German firms trading in Australia set aside sums of money 
for use by their agents for purposes of bribery. Let it be made 
quite clear then that anybody, when this war is over, accepting 


the contracts of such firms, will be open to the suspicion of 


having been induced in this way to consent to the placing of a 


contract with a nation which has shown itself to be the deadly . 


enemy of the Empire to which we belong.” 


Haslingden Corporation Contracts.—A long discussion took 
place at a recent meeting of the Haslingden Corporation Electricity 
Committee upon the question of trading with Messrs. Siemens 
Bros. & Co., Ltd., and Mr. Snow-Haddleston and Mr. Hill, repre- 


sentatives of the firm mentioned, appeared before the Committee 


and explained the position and composition of the company. 
Eventually a resolution was moved to the effect that when tenders 
are required in future for electrical cables and goods, Mesars. 
Siemens Bros. & Co., Ltd., should be allowed to compete as hereto- 
fore. An amendment was brought forward that when existing 
contracts with the ficm were completed the Corporation should 
cease trading with the firm, and 10 voted for the amendment and 
13 against. The a nendment, therefore, was lost, and the original 
resolution was subsequently adopted. 


A Copper Famine.— According to a report from Switzerland, 
Germany is so sorely in need of copper that telegraph and tele- 
phone wires are being pulled down, at first in the less populous 
districte, and electric light cables wil] also be utilised to supply 
the need, The great gates of Antwerp Railway Station have been 
commandeered. According to the Times Brussels correspondent, 
the German authorities are requisitioning copper articles in all 
parts of Belgium. Copper saucepans, crucifixes, and holy water 
basins are being taken, and from a Brussels factory copper to 
the value of £12,000 has been requisitioned. . 


Sydney Council Contracts.—When the Sydney City Council 
had before it toward the end of October a recommendation of 
Mr. Forbes Mackay, the city electrical engineer, that three 
transformers be obtained from the U.S.A. at a cost of £5,097 (an 
Eaglish firm had tendered £1,000 less), it was explained that the 
American firm had guaranteed delivery within 18 weeks, and that 
the type offered by the British firm was not what the engineer 
wanted. As a result of the discussion in the Council (according 
to a report in the Sydney Morning Herald) it was decided that 
fresh tenders be called, confined to articles of English manufacture. 
The principal speaker in the discussion said that he believed in 
distributing a wage fund within the Empire in this supreme orisis, 
and not in sending their money to foreigners. 


* Опе Clear Call.“ This is the title of a pamphlet by Mr. A. H. 


Ashton, founder of the Voluntary Recruiting League, of which the 
latter has printed 100,000 copies for general distribution, with the 
abj:ct of stimulating the enlistment of recruits throughout the 
British I-les. Тһе published price is ld. and copies can be 
obtained from the L ague at Empire House, Piccadilly, W. A selec- 
tion of the opinions of eminent readers shows that the pamphlet 
has made an excellent impression on them, and is regarded as a 
valuable aid to recraiting. The author recapitulates the evente 
which led to the outbreak of the war, and makes an effective 
appeal to the reader to enlist in the new Army, if he is eligible. 
All profitas made from the eale of the pamphlet will be devoted to 
the furtherance of recruiting. 


Burnley Tramwaymen.—The War Office has expressed a 
desire that ex-non-commissioned officers on the staff of Burnley 
electrical tramways department should join the Army as instructors. 
Up to the present, 148 men have joined the ranks from the tram- 
way staff. 
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Royal Flying Corps.—Acoording to the Manchester Courier, 
the Royal Flying Corps military wing are oalling for the fol- 
lowing and other tradesmen :—Aoetylene welder,  &roplane 
mechanic, cable jointer, coppersmith, draughtsman (mechanical), 
electriciau, fitter, instrument repairer, metal turner, pattern maker, 
wireless operator, driller, dynamo attendant, electric-bell fitter, 
machinist, motor fitter, switchboard attendant, tool grinder, wire- 


man. 

E. T. U. Men with the Forces.— In an article in the Herald 
on the policy of the Electrical Trade Union, the author, 
J. Kinniburgh, says that the membership is 8,000, of whom 
10 per cent. are "fighting for our king and their country”; 
another large number are building warships, leaving " about 2 per 
cent., if that, out of employment.” 

Personal.—Mr. E. B. C. Preston, manager of Messrs. Siemens 
Bros. Dynamo Works, Ltd., Rangoon, has been appointed a 2nd 
Lieut, in the Indian Army Reserve of Officers. He has been 
attached to the 32nd Sikh Pioneers at Sialkot, Panjab, and left 
Rangoon on December 18th for that place. 

Owing to their not being allowed to enlist in the Forces for 
active service on account of the exigencies of the work of the 
department, the names of the following members of the electricity 
staff at Woolwich have been recorded in the minutės by the T.C. :— 
Mr. W. B. Wadie, assistant engineer; Mr. Walter S»ott, acting 
charge engineer; Mr. J. Rhodes, stoker ; and Mr. G. R Smith, clerk. 

Mr. Leonard J.. Aron is in Franoe serving as Corporal in the 
BUNT Service Corps, Mechanical Transport," British Expeditionary 

oroe. 

Private Wm. Lonsdale who was condemned to death for an 
assault at the Doberitz Concentration Camp, Berlin, but whose 
sentence is said to have now been commuted to one of ten years’ 
penal servitude, isa Leeds man, who was a reservist in the 2nd 
Battalion West Riding Regiment. He was called up from his em- 
ployment as a tram conductor in Leeds at the outbreak of the war, 
and took part in the battle of Mons, where he was wounded and 
taken prisoner on August 24th. 

Mr. Francis B. Shaw, A. M. Inst. O. E., A. M. I. E. E., electrical 
engineer to the Government of Siam, who recently oontributed to 
' опг pages au interesting account of the Siam Electricity Works, 
has joined the R.N.V.R. armoured car division as Lieutenant, and 
hopes soon to be on active service, 

The Manchester Tramways Committee has passed a resolution 
expreasing appreciation of the excellent work done by Mr. J. M. 
McElroy (general manager) and the whole of his staff in connection 
with the war crisis, 

In the list of certificates of naturalisation appearing in the 
Гопіт (ra rette on January 5th, the following entry appears :— 
Gerald Henry John Hooghwinkel (Netherlands), consulting 
engineer, 95, Linden Gardens, Bayswater, London. Date of oath 
of allegiance, December 10th, 1914. 


Roll of Honour. —Private Matthew Partington, of the 31d 


Loyal North Laucashire Regiment, an employé st the Preston 
electricity works, has been killed by & bomb dropped from a 
German aeroplane. 
Private Thomas Turner, of Dukinfield, who was employed as 
& driller at the generating station on Tame Vallev, has been 
wounded whilat serving with the Ist Shropshire Light Infantry. 
Lance-Corporal Ernest Mann, a motorman on the Manchester 
tramways, has received an official intimation that he is to be 
recommended for distinction for conspicuous bravery in the field, 
Sergt. William E. Sayle, of Bispham, a driver on the Blackpool 
and Fleetwood tramcars, has been killed in action whilst serving 
in the Scots Guarde. 
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Test Questions in Wireless Telegraphy. Series 1 
and 2.—The Students’ 


Wireless Press. Price 1/- each set. 


These test questions are published in the.form of 
a series of cards, 38 in Series I and 48 in Series 2. 
They are intended for students who are beginning to 
take up wireless as a profession, as well as for 
amateur wireless experimenters, and they provide a 
convenient means of testing knowledge. 

Series I.— This series of 38 cards comprises 228 
questions, roughly graduated from the very elemen- 
tary principles of magnetism, electrostatics and cur- 
rent electricity up to questions involving consider- 
able technical knowledge of wireless operations. In 
places the graduation 15 very rough, and in the cards 
numbered І to 10 there is needless repetition and 
very little method in the choice of questions; card 
II on the mduction coil and the series of cards on 
waves show a much less random selection. The 
questions on the technical part of the work are cer- 
tainly calculated to search out the weak points of 
the student who sets himself to work conscientiously 
uirough them, but even here a certain reckless mix- 


Library. London: The 


e easy and difficult questions is to be regretted. 
he cause of the trouble is probably to be found 
in the suggestion that the student ''can either 
choose a card at random, taking a new card each 
day, or he can work steadily through the set in 
numerical order." It is fairly obvious that one set 
of cards can scarcely hope to serve both purposes— 
the ‘‘random selection" method demands quite a 
different arrangement of questions from the '' work 
through in order method, and where the cards 
fail is in the attempt to fulfil these two ‘conditions 
simultaneously. 

Series 2.—This series of 48 cards comprises 288 
questions, covering the whole of the ground in the 
theoretical section of the P.M.G.’s examination. 
The questions dealing with electricity and magnetism 
are based on the ordinary text-books, those which 
deal with wireless telegraphy on Hawkhead’s Hand-. 
book of Technical Instruction for Wireless Students 


and those concerned with regulations on the 


P.M.G.’s Handbook. 

The failing noticed in Series 1 is conspicuous by 
its absence in Series 2, the questions being gradu- 
ated with obvious care. This series is, indeed. 
admirable in every way, and the first 20 cards could 
be worked through with advantage by any student 
of applied electricity, while to the students of wireless 
the whole set should prove an invaluable aid to a 
mastery of both the theoretical and practical sides 
of his subject. P. H. S. K. 


Anleitung zum Bau Elektrischer Haustelegraphen 
Telephon Kontrol und Blitzablester Anlagen. 
Berlin: Aktiengesellschaft Mix and Genest. 7th 
Edition, 

This book, which was first published in 18до and 
has now reached its seventh edition, occupies a posi- 
tion in the literature of weak-current installations 
somewhere between the ordinary maker's catalogue 
and the scientific text-book, though much nearer the 
latter than the former. Although it is published 
under the auspices of one of the large makers in this 
branch of the. industry, and is illustrated by means 
of their own particular make of apparatus. the 
method of treatment distinguishes it entirely from 
the mere trade catalogue. It contains a clear and 
orderly account not only of the apparatus itself but 
of the principles underlying its construction and of 
the applications for which it is suitable. 

It is, in fact, just the kind of book that the user, 
Or intending user, with little technical. knowledge 
would wish to have at hand as a guide to what can 
and cannot be accomplished by electricity in the 
house, office or works, in certain directions. 

The contents deal with domestic bells and tele- 
phones, telephone exchanges, special types of tele- 
phone, mine signalling, sources of energy, line 
erection, and lghtnmg “conductors. 


By J. Н. HAVELOCK. 
Lockwood & Son. Price 


Electric Wiremen’s Work. 
1914. London: Crosby, 
5/- net. 


It is to be feared that Mr. Havelock lacks a due 


sense of proportion—at any rate as regards the rela- 


tive importance of different sections of a wireman's 
work. For example, he devotes a large proportion 
of the first section of the book to the working out 
in every detail of a series of simple calculations, | 
many of them by logarithms to 4 decimals, when a 
brief statement of the equation and the answer 
(which most people would work out on a slide rule) 
would have sufficed. Again, he wastes some 40 
pages in reprinting I. E. E. rules and similar matter 
which one can obtain free from any insurance com- 
panv. 

The result of this 15 to fill up the book with a 
large amount of comparatively valueless material, 
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whilst many important subjects are scarcely treated 
at all. The whole subject of wiring in every kind 
of building. for example, (excépt mills and factories, 
which get an extra page), is dismissed in one-and-a- 
half pages, with another three pages of diagrams 
of but little теа] value. Again, there are nearly 
twenty pages of ''problems " reprinted from old 
examination papers, but no diagram of any inter- 
communication system of telephones—one of the 
commonest requirements of the wireman. ' 
Such a subject as the best method of wiring to suit 
various conditions is ignored entirely, as is also that 
problem, the answering of which is so important to 
the contractor, viz., which is the cheapest way to 
run wires between various lights, switches, etc., with 
due regard to economy of material and labour? 
Whilst these defects are very apparent, there is 
much in the book which is of value. The chapters 
on practical work are the most useful, and the sug- 
gestion that every wireman should be able to dia- 
gram out a wiring problem and make sketches of 


his work is excellent. The statement that all 


sketches should be neatly dimensioned ”? would have 
been more pointed if it were not for the fact that 
out of the seven sketches that are reproduced as 
illustrations four are without dimensions! 

Mr. Havelock has made a framework on which a 
useful book could be built. but there must be a good 
many omissions and additions and a number of cor- 
rections to the present matter before the book at- 
tains to its best value. 


Light, Radiation, and Illumination. By PAUL 
HoGNER; translated by Justus Eck. London: 
Electrician Printing and Publishing Co. Price 6/- 
net. 

It would have been better, we think, if this book 
had been published primarily as a mathematical 


treatise, for looking at it from a practical point of 


view we have to confess ourselves very disappointed. 
The preface announces that it is intended to assist 
electrical engineers, architects, and others in plan- 
ning lighting. installations, with special reference to 
arc lighting." The last paragraph, however, points 
out that an exact mathematical solution is not 
always possible . . . as so many causes influence the 
result in uncertain ways, etc., etc. Although this 
may be read in the preface we find in the text 
abstruse calculatioris which are carried to a very fine 
point. It should be a comparatively easy matter to 
amend the formulz given so that they could quickly 
be applied and understood by those whose mathe- 
matical knowledge is only elementary, and yet be 
suficiently correct for all practical purposes. 

The first chapter deals with light emission from 
surfaces, and the formule are given in such a 
manner that many prospective readers would put 
the book down at once; in fact, it is assumed that 
one is thoroughly acquainted with the rules and laws 
relating to the subject. Light emission from bodies 
is next dealt with, and generally speaking all the 
steps in the calculations are clearly shown, but un- 
fortunately we begin to stumble over some of the 
many mistakes which the volume contains. Too 
mucn is taken for granted, as for example on page 9, 
= хтх (ö + соз a) is said to be easily seen’ 
similar obvious statements occur throughout 
the book, and are not conducive to its being well 
understood. 

Having considered matter relating to the above 
neadings we arrive at the real object of the work 
and learn of the light emission from arc lamps. 
This subject is well treated from all points of view, 
and the author is very frank regarding the lack of 
reliability of that type of unit. Many interesting 
and useful facts regarding illumination are closely 
dealt with. 

Again somewhat cryptic references are made, and 
it is unfortunate that nearly all the elaborate tables 


given contain a multitude of figures which compare 
a 10-ampere old type of arc lamp with a modern 12- 


ampere proprietary flame arc, so that they can be 


of but little service. The pages following may pos- 
sibly be useful to some engineers, but we very much 
doubt whether the matter put forward will appeal 
to any but those who have a large amount of time 
on their hands. We have very carefully studied the 
formule and tables, and as yet fail to realise their 
practical importance save for those particular lamps 
tor which they are worked out; conclusions may be 
drawn which are entirely erroneous, especially since 
full details of conditions are not given. This is 
particularly the case with table X XV, and we think 
that the author could be, with advantage, more ex- 
plicit; also many illuminating engineers will disagree 
with the statements put forward, for the arguments 


savour of considerable bias. The figures in table 


XXVI, which state the minimum requisite illumina- 
tion, are in many cases very similar to American 
figures, and are abnormally high when compared 
with English practice. The writer fails to point out 
that the sizes of the units with which he deals are 
somewhat prescribed. In example 2, on page 48, 
there is apparently one of the frequent omissions 
which the book contains. 

Unidirgctional illumination is next considered, and 
again one finds remarks which are seemingly con- 


tradictory; careful study will, however, disclose the 


fact that the punctuation of the fourth paragraph of 
section 35 is incorrect; nevertheless the matter itself 
is of exceptional interest. 

The book concludes with a section entirely de- 
voted to calculation methods; these are full of novel 
features but of doubtful service, for although curves 
and tables are worked out in a most elaborate man- 
ner, the context itself leaves much to be desired in 
the way of explanation, and we are of the opinion 
that in the stress of modern business it is almost 
impossible for the engineer to prepare the necessary 
data for every type of unit which might be used; 
the methods given are ingenious but laborious. 

As previously stated, this work contains much for 
those wishing to study the subject treated from an 
academic point of view. It is to be regretted that 
the author has confined his attention to certain units; 
had he generalised his examples and tables the book 
would have been of greater service. We would also 
suggest that more care might have been taken in 
the proof-reading, since errors and seeming contra- 
dictions abound, so that the book is scarcely of the 
standard usually attained in the admirable series pub- 
lished by our contemporary. 
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BUSINESS NOTES. 


Consular Notes.—SPAIN.—The United States Consul 
ес orani says :—There is a special call at this time for electrical 
machinery. The Consulate already hae received inquiries from 
firms desirous of importing electrical motors, &o,, but the smaller 
lines of supplies, fixtures, &o., will probably be furnished, as hereto- 
fore. by a German firm that has а factory for this clase of goods 
in Baroelona. There are several well-equipped electrical goods 
stores in Seville, and people of the better class are taking to the 
use of fans, irons, water-heaters, foot-warmers, and kindred 
articles, all of which are shown here. The import duty, however, 
has been an obstacle to the development of the trade. Electricity 
is supplied at low rates for industrial purposes, and there is a 
growing tendency towards a larger use of electrical equipment. 
Most of the smaller towns and villages are, or are being, equipped 
with electric light. Catalogues, if they are to be of any use at 
all must bein the Spanish and include the quotation of 
net prices, weights per unit and in quantities, numbers in 
the case, quotations on complete machines, including all accessories, 
measurements set up and knocked down, and probable cost of 
packing and shipping. It is scarcely necessary to say that a sales- 
man with the actual goods to show can do more business in an 
hour than catalogues in a year. 


Trade During 1914.—The MiRRLEES Watson Co., 
LTD., report that their brisk business of the last few 
years slackened off materially during the first half of 1914, 


mainly because sugar planters with phenomenally good cane 
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crops had to be content with phenomenally low prices for their 
products. Foreign financial dislocation, through the war, has 
further depressed matters, preventing some promising schemes 
from maturing, and hindering the placing of much customary 
business of a less degree of importance. Shipping difficulties, in- 
crease in cost of material, and shortage of labour, have accentuated 
that trouble, particularly as regards the latter, no fewer than 
77 men from the offices and workshops having left to join the 
Territorials and Regulars. Notwithstanding all this, a fair amount 
of work has been undertaken, and prospects for the coming year 
seem good. Apart from the augar-making and general machinery 
departments of the business, it may be mentioned that the con- 
densing department has been kept employed throughout. Amongst 
the larger sizes of installations is one for the Leeds Corporation 
electricity works, the surface condenser in this case having 46,000 
eq. ft. cooling surface—probably the largest surface condenser in 
existence. А very large number of rotary air pumps of Mirrlees- 
Leblanc type have been supplied, including several for the Mari- 
time Service, and we understand that the working results have 
been very satisfactory. A steam “ Multijector” air pump on 
a new principle is now being made for marine purposes. 

The Chamber of Commerce Journal for January contains that 
journal's usual annual trade review—if anything can be called 
usual relating to last year. It comprises 60 pages of matter written 
by experts in leading trades and industries, and reports from special 
correspondents in all Home, commercial and industrial centres. In 
the editorial, of which an advance proof has been sent to us, the 
writer takes a very hopeful view of the outlook, confirming the 
opinion of the Chancellor of the Exchequer that after the war 
there will be some four or five years of prosperity for British 
industries, On the queation of the capture of German trade, the 
writer expresses the opinion already voiced in our own pages, that 
it is for the Government and commercial men alike to carefully 
study the possibilities of Germany unloading stocks of goods here 
at below cost price after the war, and to devise meana for dealing 
тш this prob!em, which will be so urgent and difficult in the near 

uture. | 


Calendars and Diaries.—Mussrs, NALDER BROS. AND 
TüHoMPSON, LTD., of 974, Dalston Lane, London, N.E., have sent 
ua one of their wall calendars with monthly sheets for 1915; it ia 
of the usual size and in the familiar style. 


From Messrs, THERMIT, LTD., of 27, Martin's Lane, London, 


E.C., we have received, as in previous yeare, a pocket not«-book, 
with calendars for 1915 and 1916. The opening 36 pages contain 
illustrated material concerning the Thermit procees and some 
general information. 


Messrs, STEWART X LLovps, LTD., of Winchester House, E.C., 


adhere to the same form and appearance as in previous years 
for their wall or desk calendar for 1915; monthly cards are 
fitted in a white frame bearing a gilt monogram, the whole 
forming one of the neatest of the New Year souvenirs that reach us. 

THE УСТА ELECTRICAL Co., of 60, Queen's Road, Battersea, 
S.W., have issued a wall calendar for 1915, with monthly slips. 

From MRSSRS. W. T. HENLEY'S TELEGRAPH WORKS Co., LTD., 
Blomfield Street, London Wall, E.C, we have received a 
wall calendar with weekly slips. The words 1837 and 1915, 
placed on either side of a view of the Tower of London, remind us 
‘that the business is one of the oldest established in the industry, 
while the excellence of the calendar shows that the firm knows 
how to doa thing well in 1915. 

A calendar with monthly sheets has been received from the 
NAVY EMPLOYMENT AGENCY, of 25, Victoria Street, 8.W., where 
from among men who have served in the Royal Navy or Royal 
Marines, engineers, artificers, electricians, mechanics, and other 
workmen, can be engaged. 

Messrs. BRECKNELL, Munro & Rocers, LTD., of Thrissell 
Street, Bristol, have prepared а wall calendar with neat and small 
monthly date slips below: a view of London. An impressive 
panoramic view executed in effective colouring embraces both 
sides of the Thames, as seen looking up the river from the Tower 
Bridge, bringing within its compass the many buildings and other 
features typical of metropolitan and national greatness coming 
between the Tower of London on the one hand, and the Houses 
of Parliament on the other. With feelings of pride. one is 
reminded of Blucher's celebrated remark, '" What a city to sack ' " 

THE WESTINGHOUSE BRAKE Co., LTD., of 82, York Road, King’s 
Cross, N., have issued a calendar for 1915. Monthly tear-off 
sheets each bear a half-tone illustration of an application of the 
Westinghouse-Morse silent rocker-joint chain drive. 

DAVENPORT ENGINEERING Co., Bradford.—A calendar for 1915 
has been issued by the firm. The card depicts some of the firm’s 
cooling towers and a block of daily date slips with clear figuring 
is attached. 

Mr. CHARLES H. BLUME, of Fitzalan Square, Sheffield, is sending 
out two good rules to hia friends, one is of 5 in. in length and can 
be used as a letter opener; the other ie, of course, to use Mego- 
mao" and "Insulac" varnie hes. 

Messrs, GILLESPIE & BEALES, of Amberley House, Norfolk 
Street, Strand, W.C., bave issued a war calendar which is bound to 
be a favourite. Its strongly patriotic note and the unobtrusive 
manner of printing of the firm's name will ensure for it a place on 
our own walle, and we can give no better testimony. The design 
includes the flags of the Allies, the heads of tneir respective nations, 
апа our military and naval leaders in the struggle. The import- 
ance of our naval and aerial Пеев is fully taken into account 
pictorially. | 

THE BRITISH THoMsoN-HovsTON Co., LTD. of Rugby, has 
prepared a large hanging calendar, with a cheet for every month 
of 1915. Тһе calendar differs, as usual, from all othere received at 


this office, by reason of the fact that each sheet includes the pre- 
ceding and following month in addition to the current one. Each 
sheet contains a bird's-eye view of the Rugby Works and an 
illustration of one or other of the firn's manufactures. 

THE VARLEY MAGNET Co., LTD., of Woolwich, have issued a 
serviceable wall calendar for 1915, with monthly tear-off sheets. 

From Messrs MAWDSLEYS, LTD., of Zone Works, Dursley, we 
have received a wall calendar, with neat little monthly date slips 
for 1915. Inthe selection of a subject for the pictorial feature, 
" Her Favourite Flower," which is executed in colour, the firm 
have shown the excellent taste that has always marked their choice 
in such matters. - 


Bankruptcy Proceedings.— WILLIAM HENRY Woop, 
electrical engineer, Lorna Doone, School Lane, Hall Green, Birming- 
ham, Warwick.—The adjourned public examination of this debtor 
was held at the Court House, Corporation Street, Birmingham, last 
week, before Mr. Registrar Lowe, when debtor returned his 
liabilities at £470, and his assets at £1,228, the estate disclosing 
an apparent surplus of £759. He stated that he did not consider 
himself to be insolvent, but that owing to the action of a limited 
company, of which he was managing director, in refusing to pay 
his salary, and in making an illegal call on shares, he had been 
forced into such & position that he could not immediately meet his 
liabilities, but his assets more than covered them. Questioned by 
the Official Receiver with regard to the assets, debtor said that the 
book debts were due from the company of whose action he com- 
plained, and they were the subject of an action now pending, the 
company disputing their liability to pay him. Nevertheless he 
regarded the debts as good, and he should say that if the company 
had got ару money they ought to pay the debte. He admitted 
that the only tangible asset was a small balance from the furniture. 
In October, 1912, he acquired the lease of half an acre of land at 
King's Road, Tyseley, upon which a factory was built, and a limited 
company was promoted for the purpore of carrying on the business 
of electrical engineers, and especially for manufacturing machine- 
made brass work for most trades. He borrowed money to equip 
the factory. In April, 1913, the company was registered with a 
nominal capital of £8,000, and altogether about 6,000 shares were 
sub-cribed for. He agreed that the concern had a fair amount of 
working capital, and that there was no reason why it should not 
have been successfal. Friction arose between the directors and 
debtor, and he was requested to keep away from the works, at any 
rate for a time. This he protested against through his solicitor. 
From that time his salary ceased. The complaint against him was 
that the work was not turned out as it might be, but he pointed 
oat that the offence, whatever it was, was condoned by a subsequent 
agreement he had with the company on terms which, if the concern 
had been successful, would have paid him better. This was dated 
January 9th last, and no farther complaints were made, He had 
received no notice to terminate his services, The examination was 
closed. 


‚ For Sale.—Coventry Electricity Department have for 
disposal by tender one 600-kw. McLaren-Siemens generating set, 
particulars of which are given in our advertisement pages. 


Electrical Industry in Scotland.—4A correspondent 
writes :—'' Electrical firma in Glasgow and the West of Scotland 
are pressed with orders. The Electric Control, Ltd., have supplied 
several very large controllers, including four 600-H.P. three-phase 
controllers for high-pressure hydraulic pumps, each taking 
900 amperes to start, and many automatic sets for air compressors 
in shipyards, of 200 to 350 H P. The firm are now fulfilling the 
order for the automatic controllers for what will be the largest 
electric lifts in the United Kingdom, each lift being operated by 
250-H.P. three-phase motors, Messrs. Drysdale © Co., Ltd., Yoker, 
Glasgow, have provided a large installation of electrically-driven 
pumping plant for the Port of London Authority for use as 
impounding pumps. A feature in shipbuilding work is the 
growing popularity of the ‘Hele-Shaw Martineau’ electric 
hydraulic steering gear. At present Messrs. John Hastie & Co., 
Ltd. are completing four sets for new battleships, and two sets 
for torpedo-boat destroyers,and also a large number of seta for 
Diesel motor vessels. A Glasgow firm has orders in hand for 
plant for Japan, Sumatra, South America and Australia, in addi- 
tion to all desoriptions of electric plant for ordnance and ammuni- 
tion workshops. The Quartowatt electric heaters have been 
placed on board many new ships, including various new British India 
liners, to take the place of steam heating. The West of Scotland 
firms have a good share of urgent War Office and Admiralty 
work. An East of Scotland firm, Messrs. Hawthorn & Co., Leith, 
specialise in electric slipway haulage machinery, and are shipping 
out a set of 600 tons to Auckland Harbour, also a set of 300 tons 
capacity for Peru.” 


Spagnoletti Developments.—In regard to the recent 
enlargement in the business of Spagnoletti, Ltd. (established 
1851), and the change in ite title, we learn from the directors 
that a factory has been erected on an extensive site at Park 
Royal, London, N.W., and further, that the company will in future 
by known as the PARK ROYAL ENGINEERING WoRKs, LTD. Except 
for additione, the directors and staff remain unchanged. The fac- 
tories have been specially designed on up-to-date lines with a view 
to handling the large switchgear and instrument output manu- 
factured for the Admiralty, War Office, and many Corporations to 
whom the company are contractora. А history extending over 
63 years is a long one in the electrical trade, and so lengthy an 
experience, combined with well-equipped factoriea, should po f 
to ensure a successful career for the new company. ; 
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Catalogues and Lists.— BRITISH THOMSON- HOUSTON 
Co., LTD., Rugby.— Price list No. 2,510 describes and gives dimen- 
sions of B.T.H. shaft couplings. | 

Messrs, SIEMENS BROS. рүхлмо Works Со, LTD, Caxton 
House, Westminater, London, S.W.—The firm have iesned a new 
eight-page printed list of lantern slides that are held in stock at 
Caxton House for lending free of charge to lecturers, schoole, &o. 
The liat has been revised and enlarged, and now consists of 208 
different views, covering all classes of electrical machinery and 
apparatus manufactured by the firm at Stafford and Dalston. 

EpiswaN & Swan UNITED ELECTRIC LIGHT Co., LTD., 
Ponder's End.—Four picture postcards have been issned, showing 
the application of Royal Ediswan drawn-wire lamps in different 
departments of the household. Quantities bearing customers’ 
names, &c., will be supplied on application. The company have 
also issued correspondence poster stamps ав а “ Sy mbol of Electric 
Service," 

GENERAL ELECTRIO Co, LTD., 67, Queen Victoria Stree 

London, E.C.—New illustrated and priced leaflet (O.S. 1.87 8) o 
Osram half-watt drawn-wire lampe, 1,000 and 2,000 C P. 
No. O.S. 1,852, а new four-page list, the front page of which bears 
the "leading light" coloured poster design (reduced, of course), 
the contents being illustrated particulars and prices of various 
types of Osram lamps with bayonet cape. 

Messes. J. H. TuckER & Co., King's Road, Hay Mills, Bir- 
mingham.—New folder (No. 1) describing their latest ironclad 
switch. : 

DAVENPORT ENGINEERING Co., Bradford.—This publication 
consists almost entirely of half-tone photographic views of Hole- 
house's patent natural draught chimney cooling towers as supplied 
by the company to various electric light and power authorities, 
collieries, and woollen mills, also line drawings of interiors of the 
towers. | 

Messrs, SIMPLEX CONDUITS, LTD., 116, Charing Oroes Road. 
London, W.C.—Thirty-six page list, giving descriptive information 
regarding their Plexsim system of electric heating and cocking, 
and illustrations and prices of a oomplete range of appliances, 
including many designs of kettles, irons, hot-plates, &c. Four 
distinct types of electric ovens are illustrated, and electric urns, 
large and emall water-heatera, hot cupboards, and larger electrically- 
heated appliances are also shown. 


Dissolutions and Liquidations.— SCHLEYDER's Eco- 
NOMIC STEAM FURNACE (CONTINENTAL), LTD.—This company is 
winding up voluntarily, with Mr. R. W. Ednie, of Craven House, 
Kingsway, WO., as liquidator. A meeting of creditors was held on 
January 4th. | 

FELGATE INSTALLATION Co., LTD.—A meeting of creditors is 
called for January 11th, at the Reading Gas Co.'s Lecture Hall, by 
the liquidator, Mr. A. б. West. 

ARGENTINE ELECTROLYTIC SYNDICATE, LTD.—À meeting will 
be held at 17, Albion Street, Hanley, on February 8th, to hear an 
account of the winding up from the liquidator, Mr. R. E. Clark. 

Аввотт, PoPE & Co. builders and electrical engineers, 248, 
Belsize Road, Kilburn, N.W.—Mesars. J. Abbott and A. Pope have 
diseolved partnership. Debts will be attended to by Messrs. 
Abbott & Pope, at 42, Bolton Road, St. John's Wood, N.W. 

SPAGNOLETTI, LrD.—In pursuance of Sec. 188 of the Companies’ 
(Consolidation) Act. 1908, а meeting of the creditors will be held 
at 34 and 36, Gresham Street, London, E.C., on January 19th. 
The Park Royal Engineering Worke, Ltd., purchased the entire 
imme of debentures in Spagnoletti, Ltd., and the new factory now 
being completed, the liquidation of Spagnoletti, Ltd., has become 
necessary. Certain of the assets, in which are included the stock 
and book debts and work in progress, have been transferred to 
the Park Royal Co. ia full satisfaction of the debentures, the new 
company at the same time having undertaken to discharge all the 
existing trade. liabilities of Spagnoletti, Ltd. The meeting is a 
formal] one. ш 


Machine-Stoking at Blackpool.—Mussrs. EDWARD 
BENNIS & Co., LTD., of Little Hulton, Bolton, have installed four 
of their chain-grate stokers at the Blackpool Corporation electricity 
works, fitted with the Bennis-Miller-Bennett patent links, the dis- 
tinctive feature of which is the device of halving the link at the 
point of junction with the next link in the series, making an 
uninterrupted seq uence which, it is claimed, prevente the admis- 
sion of excess air. The grates are fitted to water · tube boilers of 
the B. & W. type. An 8-hour test made with new slack, having 
a calorific value of 12,012 B.TH.U., gave an evaporative duty, as 
from and at 212° F. per 10. of coal, of 9°7 lb., and а total thermal 
efficiency of 78 per cent. Two chain-grates were at first supplied 
to the order of the Corporation, and the results being in every 
way satisfactory, the order was given for two additional grates, 
The grates are working with natural draught. This and other 
succesaful installations are mentioned in a pamphlet on " Chain- 
Grate Stoking,” recently issued by Messrs. Bennis, copies of which 
may be had on application. 


Italy, —H.M. Consul at Rome (Mr. C. C. Morgan) 
reporte that an agent in that city wishes to secure the repre- 
sentation of United Kingdom manufacturers of electrical goods. 
The name can be ascertained at the Board of Trade Commercial 
Intelligence Branch, London. Other inquiries should be addressed 
to the British Consulate, Rome. 2 | 


Book Wotices,—The Practical Electrician's Pocket- 
Во and Diary. Edited by Н. T. Crewe. London: S. Кешеп 


a 


and Co. Price 1s. net.—The sixteenth edition of this popular 


pocket-book has been issued, having undergone an exceptional re- 
arrangement and condensation ; new chapters have been added, on 
electric clocks, electricity in coal mines, and distributing systems, 
and new sections deal with half-watt lamps, O.T.8. wiring, Zed 
fuses, &o. Not the least of the attractions of this little companion 
is the neat format and excellent printing by which it is dietin- 
guished ; the illustrations are partioularly good, and so long as the 
present high standard of production and composition is maintained, 


` the book need fear no competitor. 


“ Samuel Е. B. Morse: His Letters and Jonrnale." Edited by 
E. F. Morse. London: Constable & Co. Price 31s. 6d. nef. 

"Journal of the Institution of Electrical Engineers.” Vol. 
LIII, No. 239. January, 1915, London: E. & F. N. Spon, Ltd. 


Price 38. 6d. 


4 Transactions of the North-East Coast Institution of E ginesrs 
and Shipbuilders." Vol. XXX, Part 6. December, 1914. New- 
castle-upon-Tyne: The Institution. Price 5s. 

“ Bulletin de la Socié:é Internationale dea Electriciens.” Vol. IV 
(8 series), No. 37. July to December, 1914. Paris: Gauthier- 
Villars et Cie. Price 2 fr. 50. 

“ Automatic Telephony.” By А. B. Smith and W. L. Campbell. 
London: Hill Publishing Co., Ltd. Price 178. net. 


Deed -of Assignment.—Gxzo. BRAULIK, 8, Lambeth . 


Hill, E. C., &c., electrical engineer.—Mr.- G. E. Corfield, the trustee 


in this matter, in giving a statement of his receipts and payments. 


says that the terms contained in the deed of composition and 
assignment between the debtor and hia creditors, has so far been 
carried out. The trading operations of the debtor, under his super- 
vision, are being well maintained, and he expects to be able to fully 
carry out the conditions of the deed and eventually discharge the 
whole of the said composition of 10s. in the &. | 


Trade Announcements.—The business of Alderman 
R. H. Mason, electrical and general engineer, of Lorne Street, 
Oaweetry (Salop), has been taken over by MESSRS. DARLING AND 
LLOYD, : | 


Тнк MIDLAND ELECTRIC Wike Co., LTD, or Leicester, have 


removed to Lutterworth, and all communications should be 
addressed there in future. | | 

The address of the firm mentioned in the first of our trade 
announcements last week, is 32, County Buildings, Corporation 
Street, Birmingham, not 32, Corporation Street. 


LIGHTING and POWER NOTES. 


Accrington.—New Gas PrLAwT.—The electrical engi- 
neer reports that the new No. 3 gas producer plant is now in 
operation, and the gas cleaning and sulphate plant has had trial 
runs, The gas-engine plant arrangements are progressing, but 
only one new engine is at present in use. The total fuel cost 
per unit generated by the steam plant was 379d., and for gas 
plant ‘273d. 


Argentina.— Residents in the city of Santiago del 
Estero being dissatisfied with the charges made by the Compania 


" Eléctrica del Norte, appointed a Special Conimittee to study the 


contract made between the Government and that company. As 
the municipal authorities will do nothing, the public have decided 
to defend themselves. The Committee thinks that the reason of 
this municipal indifference is that they owe the company more 
than $20,000, and do not, therefore, dare intervene. — Review of the 
River Plate. 


Ascot.—SEwaaE Pumpryc.—The Windsor R.D.C. has 
decided to consider ‘electricity for sewage pumping ss an alter- 
native to the Diesel plant originally proposed. The estimated 
capital cost of the installation—current being taken from the 
local works—is £4,775, made up of the following items :— Mains 


in duplicate, booster, &c., £2,750 ; two 100-H Р. motors and pumps, ` 


one 80. H. p. motor and pump, £1,200 ; building, £500 ; foundations 
£100; contingencies, £225. The estimated annual cost is £720. 


Australia.—Tbhe Melbourne City Council is proposing 


* to substitute metal filament for carbon lamps for renewals of not 


less than 40 watts and to charge an extra id. per unit when sush 
renewals are carried out by the Council. 

It is proposed to invite tenders for 62,500 assorted metal lamps, 
at an estimated cost of E3 906. The city electrical engineer 
estimates a reduced revenue of £6,000 per annum owing to the 
change. 

The Coonamble (N. S. W.) Municipal Council has entered into an 
agreement with the Australian Electric Supply Co. for electric 
lighting in the town. 

The Toowong (Q.) Council has decided to establish an electric 
lighting scheme for the town ard to apply for an Order in Council. 

The Dalby (Q.) Ccuncil has prepared plans and specifications for 
an electric lighting scheme. 

The Brunswick (Vic.) Council has accepted the offer of the 
Commonwealth Bank of a loan of £10,000, for extending the elec- 
tric light and power system in the city. It is proposed to intrc- 
duce electricity into every street in the municipality.— /enders, 
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Barrow.—The electrical engineer reported that it would 


be necessary, at an early date, to consider some further extension, 
with a view to maintaining the pressure at Walney. А 150-Kw. 


rotary converter has now been installed at the Farnes Railway 


Works, and a balancer and switchgear has been fitted in the 
Furness Abbey sub-station. | 


Beaconsfield.—In order to safeguard the Council's 


interrs‘a, the U.D C. has decided to formally oppose the London 
Electric Supply (No. 2) Bill. | 


Belfast.—Exrension ScHEME.—The Corporation has 
approved, subject to certain conditione, of the extension soheme 
submitted by the Tramways and Eléctricity Committee on the 


report of the city electrical engineer; the cost is estimated at 
£28,3 1. 


Birmingham,.—Texsporary SUPPLY STATION.— At a 
recent meeting of the City Council, the Electric Supply Committee 
were to ask permission to erect and equip a temporary supply 
station at Nechells, at an estimated cost of £97,000, to meet the 
urgent demands of local manufacturers engaged on Government 
work. In view of the urgency of the work it is proposed to 
proceed with it in anticipation of L.G.B. sanction. To meet normal 
demands it was intended to install 5,000 Kw. of temporary plant 
at the Aston Manor station, but ainoe the end of September appli- 
cations for the supply of 11,000 Kw. for power purposes have been 
received, and a still greater demand is anticipated. Of the esti- 
mated £97,000 to be spent on the temporary plant. some £10,000 
for buildings, foundations, &o., will cease to be remunerative when 
the plant is diamantled. The permanent Nechells power station 


will not be available for supply purposes until the winter of 
1916-17. 


Bradford-on-Avon.—PrRov. Orper.—The U. D. C. has 
sent а letter to Mr. J. Н. Eiwards, of Bristol, asking when he 


poet exercising the powers granted him by the prov. order 
for EL. 


Bradford.—It is stated that despite the war, the“ 


number of units turned out at the electricity works is constantly 
increasing. Slight extensions of plant are being made when new 
textile bui'dings are erected, but, says our correspondent, it appears 
to be a somewhat difficult task to persuade owners of old mills to 
install electricity. 


Brighouse.—The Electric Power Sub-Committee has 
recommended the Electricity Committee to make a further reduc- 
tion of 1d. per unit for the supply of energy through a generator 


for oine matograph purposes, subj ot to a minimum consumption 
of 3,000 units per annum. 


Chile.—A decree has been published approving the 
scheme presented by Don Herman Bernales for the installation of 


an electric lighting and power system for the town of Casablanca. 
— Board of Trade Journal, 


Continental Notes.—BrLtcium.—The Belgian town of 
Zeebrugge, which has become prominent during the war, is at the 
mouth of the Bruges Ship Canal. Its entrance lock is equipped 
with 80-ft. wide rolling gates operated by electric motors. An 
adjacent power station, which contains two 200-H.P. Willans steam 
dynamos supplying D.C. at 440 volts, is reported to bave been 
destroyed by British warships, together with the lock gates. 

Spain.—A concession has been granted to the Sociedad 
Anonima Hidro-electrica Ibérica, to utilise the waters of the Rio 
Mijares, in the district of Fanzara, for the production of electric 
power.— Board of Trade Journal. 


Coventry.—NeEw Sus-Stations.—The City Council has 


decided to purchase land in Walsgrave and Foleshill Roads, for the 
erection of electricity sub-stations, 


Cuckfield (Sussex),—Prov. OrpER.—The B. of T. has 
called the attention of the R.D.C. to the stipulations of the prov. 
order granted to the Mid-Sussex E.L. and P. Co. which had not been 
carried out, and asking for the Council's observations as to the 
order being revoked. The Council has decided to make no 
observations on the subjeot. 


Darlington.—Extension  ScHEwE.—The Electricity 
Committee has prepared a scheme for the extension of the works, 


comprising new generating plant and the erection of larger 


buildings, the cost being estimated at £20,000. 


Dover.—New PrANT.—AÀ Sub-Committee of the Elec- 
tricity Committee has been formed for the purpose of considering 
the steps to be taken to provide for additional alternating current 
plant, to ensure completion of the work by next autumn. 


Edinburgh.—ELectricaL TRADES PROTEST.— The local 
electrical traders have petitioned the T. C. against the clauses in 
the proposed prov. order, giving the T.C. power to supply and hire 
electrical apparatus (except for lighting), and to open showrooma 
in the city, &c. The protest has been signed by a 100 firms in the 
trade as well as by 35 firms on behalf of the local Ironmongers’ 
Association, Amongst other things, it is stated that the Cor- 
poration has not accepted the offer of co-operation by the traders 
made ав a result of previous proposals of the same kind. There 
are also numerous private electrical showrooms in the city. The 


terme of the prov. order will be considered by the T.C. on January 
12th. 


Esher,.—THAMES FLoop.—O wing to the flooding of the 
river at Molesey, water entered the low-lying pipes of the 
Twickenham and Teddington Electric Supply Оо., and the Esher 
supply was cut off. 


Finchley.—Yx4n's Worxkinc.—With reference to the 
note which appeared in our last issue under this head, we are 
informed that there was a credit balance shown in last year's 
agoounts of £2 278, not a debit balance of £2,116, as mentioned 
by our correspondent. 


Frinton.—The Frinton and District E.L. and P. Co., 
Ltd. has decided to appeal against the assessment of ite uuder- 
taking. The appeal will be defenced by the Assessment Com- 
mittee of the Tendring Union. 


Glasgow.—For about 15 minutes, on Saturday evening, 
the centre of the city was deprived of ite eleotric light, and much 
inconvenience was caused among the shopping crowds and the 
spectators at picture houses. The cause was a short circuit ort two 
of the mains leading from Port Dundas power station, with the 
oonse quent overloading of the machinery running at tbe time. Ав 
the tramways department supplies its own power, the cars were 
not interfered with. 


Greetland.—The Electrical Distribution of Yorkshire, 
Ltd., has informed the U.D.O. that it had not been able to proceed 
with the erection of the sub-station at Greetland on account of the 
war, but the estimates for the station would be odnsidered early in 
the new year, and it was hoped that the building would soon be 
in course of erection. 


Halifax.—The Electricity Committee has refused an 
application made by the War Refugees Committee for the free use 


of electricity in the houses occupied by Belgian refugee. 


. India.— According to the Indiaman the Madras Govern- 
ment has had before it during several years a scheme for generat- 
ing electric power from the Pijkara Fall for the purpose of lighting 
the principal stations on the Nilgirie. As it is morethan probable 
that this enterprise will not soon emerge from its present form, 
the Municipal Council of Ootacamund has passed a resolution, 
subject to the approval of Government, sanctioning the employ- 


ment of Mr. Fulton, representing a Oeylon firm of electricians, to 


prepare plans and estimates for a proposed echeme to light the 
station and supply power to private and business houses, The idea 
is to derive the power from the St. Lawrence Lake. The estimated 
cost of the enterprise is Re. 50,000. 


Llandudno.—Proposep Loan, &c.—The Urban Council 
hae decided to make application to the L.G.B. for sanction to borrow 
£926 for supplying and laying a new feeder cable from the works 
to a feeder pillar to be erected in Mostyn Street. The Council 
refused the application for a free supply of electricity for the 
headquarters of the local Battalions of the Welsh Army Corps, 
and ordinary rates are to be charged. 


London.—GREATER Lonpon SCHEME.—The Standing 
Conference of Metropolitan Municipal Electricity Undertakings 
has passed u resolution to the effect that the L. C. C. electricity 
scheme is prejudicial to the development of electricity supply in 
London, and to the interests of the Borough Councils owning 
electricity undertakings, and contrary to the interests of the 
ratepayers. | : 

BETHNAL GREEN.—The Electricity Committee is to submit to 
the B.C. an eetimate of £15,944 for the supply and laying of oables, 
&c., in connection with the new ele:tricity undertaking. The 
Committee proposes to stipulate in the contraot for cables and 


. accessories that they shall be of British manufacture. 


WooLWICH.—BULK SUPPLY, LOANS, &o —The B. of T. has 
sanotioned the arrangement for bulk supply of electricity between 
the Woolwich B.C., the South Metropolitan Electric Light Co. and 
the West Kent Electric Co. 

The Electricity Committee hae consulted Sir John Saell with a 
view to his report, submitted to the Council in 1912, being brought 
up to date. Th‘s report has been considered by the Committee, 
and an estimate has been forwarded to the F.nance Committee of 
the further expenditure, amounting to £932,935, necessary to com. 
plete the works recommended. Ia addition to the 3,000 KW. turbo- 
alternator now on order, further builere,and another 1,000- K W. motor- 
converter are necessary. TheCounoil has authorised the Committee 
to obtain tenders for the necessary plant, and, if necessary, the 
gorvioes of Sir John Snell will be obtained to interview the L.C.C 
with a view to obtaining the longest periods for the repayment of 
the proposed loan. 

MABYLEBONE.—The returns of the Electricity Department, 
for the September quarter of 1914, show that 2,811,607 units 
were sold, a decrease of 972 units as compared with the 
previous year. The revenue was £30,203, an increase of 
£43, and the generation and distribution expenditure £165,152. 
Due to more economical plant the generating costs were 573d. 
per unit as against 644d. in the 1913 September quarter, 
For the half-year to September 30th, the amount available for 
capital charges was £31,597 as against £29,992, and the increase 
in the available balance amounts to £1,605. 

The B.C. has decided to petition against the L. C. C. Greater 
London Sapply Bill and the London Electric Supply (No. 2) 
Bill. 


Maidenhead.—The T.C. has decided to appoint a station 
superintendent at the electricity works, in order to free the 
electrical engineer for other necessary duties, 
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Manchester.—O wing to the darkness of the Christmas 
holidays, the consumption of electricity for the three days showed 
a considerable iocrease, the fgures being, for 1914, 591,400 unita, 
and, for 1913, 583,820 units. an increase of 10,580 unite. 

A representative of the Withington Committee of the Corporation 
has been deputed to interview the chairman of the Electricity 
Committee as to lighting main roads at Withington by electricity. 


New Zealand.—Lake CoLERIDGE SCHEME.—The in- 
angeration of the hydro-electric power scheme took placa on 
November 25th, the Premier, the Hon. W. F. Massey, switching on 
the current — New Zealand Shipping and Commerce. 


Nottingham.—Proposen Loan.—The Electricity Com- 
mittee is recommending the City Council to apply for sanction to 
borrow £20,000 for underground mains and services. 

Oldham.—SvPPLY or Morors.—With reference to 
complaints which have been made by the Chamber of Trade that 
the electricity department of the Corporation is competing with 
the local electrical traders in the supply of motors, a deputation of 
the E.L. Committee is to meet the Chamber to make а statement 
on the matter. At a meeting of the Electricity Committee last 
week it wae stated that the complaints of the Chamber were very 
unfair. The Committee tried to work with the traders, but if a 
man came to the electricity station and would not go to a private 
trader for a motor, it was only natural that the Corporation should 
supply him, rather than lose a customer for energy. 

LoaN RANcCTION.—The Т.О. has received the sanction of the 
L@.B. to a loan of £40,000 for additions to the plant at Greenhill 
Works, and for the provision of cooling towers. 


Runcorn.—Pxov. Orper.—Subject to the work being 
carried out within a given period, the R.D.C. has decided to consent 
to the application of the Warrington T.C. for a prov. order in the 
parishes of Stockton Heatb, Latchford Without, Thelwall, Grappen- 
kall, Lower and Higher Walton, and Appleton. 


Salford.—Proposep Loans, &c.—The Electricity Com- 


mittee bas decided that in all cases where separate premises in the 
occupation of one consumer are supplied with energy at the 
sliding scale of charges, such premises be regarded as separate 
premises, and charged accordingly, except in the case of a con- 
sumer under contract where the conditions of supply are speci- 
fcally agreed upon. Application is to be made to the L. G. B. for 
sanction to borrow £18,252 for the provision and equipment of 
& transformer station in the Greengate District, and £25,000 for 
the extension of H.T. mains and provision of L.T. mains. 


Walsall.—The R. D.C. has concluded an agreement with 
the Walsall Corporation for a supply of energy to the new pumping 
station at Rushall. А new showroom was opened on Tuesday, in 
connection with the Sales Department. | 

West Bromwich.—Proposep Loan.—The T.C. has 
been recommended to apply for sanction to borrow £2,450, 
required to cover the cost of fatare extensions of mains, 

Wimbledos.—The B.C. has decided to supply electrical 
energy to houses occupied by Belgian refugees and their helpers, 


aleo to the Wimbledon Recruiting Committee for lighting purposes 


at 14d. per unit, 
The borongh electrical engineer, as the result of a canvases in 
Worcester Park, is to include applications signed by 17 residents in 


the application to be made for permission to supply electricity in 


certain roade in Worcester Park, 


Wrexham.—The T.C. has arranged to supply current 
to the military hute being erected at 3d. per unit, and to extend the 


mame along King's Mills Road, to supply new property, and to ` 


provide five public electric lamps in place of рав, 


2 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—Tramway PunRcHaSE.—The Corporation 
Tramwaye Committee has received a letter from the Suburban 
Tramways Co. regarding the proposed. purchase of the undertaking 
by the T.C., stating certain terms and conditions upon which a 
basis of purchaee might be arranged. It is understood that the 
terms mentioned would be about equal to a payment of 80a. per 
here to the shareholders of the company. 

A petition against P. A. T. E. cars from users of the tramways in 
Great Western Road and adjoining has been sent to the T.C. 
The petitioners state that these cars are disliked by both 
érivers and conductors; that risk of accidents is incurred by 
drivers having to operate the barrier regulating the exit, thereby 
diverting their attention from the front ; and that tbe conductors 
have to stand on the platform of the car pvaoctically motionless, 
having no opportunity of exercise, and cousequently during the 
winter season the cold will be most trying. The petition concludes 
by asking that these cars be at once discontinued, and the former 
system reverted to. 

Brighouse.—The General Purposes Committee has 
decided not to consent to the Halifax Corporation's tramway pro- 
poesis in Brighouse. 

Belfast.—The Corporation tramways are not giving the 


resal*« anticipated, the reason given being the number of extensions 
reently made, which have not proved remunerative enough to 


i 


defray the expenses incurred. The war, too, has seriously affected 
the traffic, no fewer than 16,000 Belfast men, exolusive of reservists 
and special reserve men and yeomen, having left to join the.new 
armies since the war opened. 

Chile. —The anti-German riots in Valparaiso, originating 
in the doubling of the tramway fares, were repeated for severa! 
days and necessitated cavalry charges, in which several persons 
were ir jured, to disperse them. In the meantime the tramway cars 
have been boycotted.— Review of River Plate, 


Continental. — ITALY. — Electric traction has just 
been introduced on the Turin and Savona Railway, for passenger 
traffic only, on the section of the line across the Apennines, 
between the latter town and Coval, a distance of 29 miles. This 
section, which ів the heaviest part of the line, includes the Bei bo 
tunnel, about 3 miles in length, with maximum gradients of 1 in 
40. The maximum speed is 31 miles per haur. 
Genoa and Venice, is the principal coal port in Italy ; it is aleo an 
DAD: manufacturing town, with large steel works.— Railway 

azette. 

Derby.—ErrcrRiíic TowER Wacon.—The Corporation 
has purchased an Edison electric tower wagon for use in conneo- 
tion with the electric tramways. The vehicle, the chassis of which 
is designed for а load of 20 owt., is equipped with a battery of 60 
E lison cells having a capacity of 190 ampere-hours, or sufficient to 
enable a distance of 42 miles to be covered, at an average speed of 
12 miles per hour, 

Doncaster.—PRoPoskep Loan.—The T.C. has decided 
to apply to the L.G.B. for sanction to borrow £8,550, £5,500 of this 
being for the purchase of six new tramoars. 


Halifax.—Proposep Tramway ExrTrENSTON.— The 
Tramways Committee has decided to extend the tramway track to 
Southowram, on condition that the Southowram U.D.O. guarantees 
to pay £200 per annum for the firs! five years, £150 per annum 
for the second five yearr, and £100 per annum thereafter, such 
payments to terminate when the undertaking to Southowram is 
financially successful. 

Huddersfield.—Arrangements for the extension of the 
tramways via Bradford Road to Brighouse have now been com- 
pleted by the two Corporations. 

London. —STEpNEY.—With reference to the opposition 
of the B.C. to the electrification of the L.C.C. tramways in Grove 
Road and Bardett Road, except on the conduit system, the B. of T. 
has intimated to the Council that it would not be prepared to with- 
hold oonsent from the proposals of the County Council on the 
ground that that authority do not propose to equip the line on the 


conduit system, or on the ground that the lines are to be renewed — 


in such a way as to facilitate their equipment for electric traction 
on the overhead trolley system. The Board submitted a copy of 
a communication from the Poplar B.C. showing that the boroughs 
of Poplar, Hackney and Bethnal Green have agreed to the overhead 
system, Ko. | | 

Northampton.— Owing to the war, the new tramway to 
Far Cotton has not yet been fully brought into use, due to the 
delay in completing a railway crossing near the terminus. It is 
hoped that as a result of negotiations with the railway company 
the fall service will shortly be inaugurated. 


Rhondda,—Prorosep TRAMWAY EXTENSIONS.—The 
U D.C. is applying for powers to construct additional lines of 
electric tramways in the district. 


Salford.—Cak-Saep ExTENsION.—The Т.О. is to be 
recommended to apply for permission to borrow £6,553 to cover 
expenditure connected with the erection and completion of a pro- 
posed extension to the central car depót at Pendleton. 


Stainland.—The U.D.O. has decided to support the 
Halifax Corporation Bill, which provides for extensions to the 
tramway system. 

Stoke-on-Trent. —TRaMwAY ACCIDENT INQUIRY.—À8 а 
result of the Coroner's inquest into the death of the driver—who 
was found dead on the platform of bis car after it had run away 
on December l4th—evidenoe was given showing that the car was 
equipped with the air-brake, but that only the driver oould control 
it; also that the conduotor did not apply the hand-brake on 
account of the greasy nature of the rails, Medical evidence showed 
that the driver died through rupture of an aneurism of the heart, 
which might result from a sadden strain, and that this would not 
have been detected from examination. On behalf of the company 
it was stated that some of the cars were so equipped that the ооп- 
ductor could control the air-brake, but people might tamper with 
the apparatus. Mr. Dickinson, Birmingham Oorporation tramwayr, 
who examined the car and fonnd it in good order, said that his 
Corporation had 300 cars fitted with a controlling device at the 
rear, and more were on order. The verdict was in accord with 
medical evidence, with a rider respecting the provision of rear 
control of the brakes. 

U. S. A.— TC BE RAILLwATYT FrRE.—On Wednesday morn- 
ing an outbreak of fire occurred on the New York Subway at a 
time when it was crowded with traffic. We gather that some cable 
insulation became ignited at a time when, acoording to the Timea, 
some 500 trains, containing 300,000 people, were at a standstill. 
Several hundred passengers were rendered unconscious by the 
smoke, and were rescued by through gratings at street-level by 
the fire brigade, one person being killed and at least 200 injured. 
The subway service will be suspended for some days. 
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TELEGRAPH and TELEPHONE NOTES. 


- A Telephonie Probe.—In the British Medical Journal 
Sir J. Mackenzie Davidson points out the difficulty of accurately 
localising a bullet or other foreign body with the X-rays, unless 
stereoscopic X-ray photography is employed. On the other hand, 
he states that the telephone can be advantageously used for this 
purpose by connecting one terminal to a moistened electrode 
which is applied to the patient's skin, and the other terminal 
firmly to a metallic instrument such as a probe or forceps. 
Directly the probe touches metal embedded in the tissues, a 
grating sound is heard in the telephone, due to the voltaic cell 
thus formed. This method, especially when employed in cov- 
janction with stereoscopic photography, greatly reduces the time 
occupied in the search and the disturbance to the patient's tissues. 
On the other hand, it is stated that in modern warfare the removal 
of bullets from the body is not very necessary, as their presence 
is usually without harmful effects. | 


Argentina.—The Government having proved that two 
steamers belonging to the Hamburg South American Co. which 
Ву the Argentine flag had misused their wireless installations, 
thereby infringing Argentine neutrality, has issued a decree on 
the question. By this all coasting vessels are to have their appa- 
ratus sealed by the port authorities, and some are only to be used 
in case of danger. Wireless operators are to be Argentine citizens 
and will be considered as agents of the maritime authoritier.— 
Heview of River Plate. 


Bolivia.—O wing to difficulties which have arisen in 
connection with the carrying eut of the contract entered into some 
months ago by the Government of Bolivia and the Marconi Co., 
for the erection of a number of wireless statione, Congress has now 
authorised the Executive Power to rescind the contract.—Reriew of 
River Plate. 


Cheap Telegrams for the Forces.— Special arrange- 
ments have been made for the transmission of week-end letter 
telegrama at about one-fourth the rate of ordinary telegrams 
between British sailors, soldiers and nurses in Europe and the extra- 
European British possessions. Inquiries concerning casualties will 
be transmitted free of charge. These arrangements do not apply 
between this country and the Continent. 


Illicit Wireless Apparatus.—Amateurs who have not 
surrendered or otherwise got rid of their wireless apparatus of all 
kinds should take warning from the case of R. Softley, of Rams- 
gate, who was fined £15, with the alternative of six weeks’ 
imprisonment, for being in possession of apparatus in sections 
without the written permission of the Postmaster - General. 
Evidence was given that the parts could have been assembled in 
four hours, and would then have been capable of receiving wireless 
messages from Germany, 


Romford.—The master of the Romford Workhouse is 
to draw up plans and estimates for reorganising the whole of the 
intercommunicating telephone system, the service having been 
disorganised owing to the recent rough weather. It is proposed to 
connect up five more buildings in the institution. 


Storm Interruptions.— The effects of the storm on 
December 28th were even more serious than was at first supposed, 
especially in respect of telephonic communication ; up to Friday 
last London was cut off from the north beyond Birmingham, from 
the West of England and from Ireland. The telegraphs were much 
less affected. The trouble was much reduced by the effective co- 
operation of the telegraphs and telephones. The interruptions 
were due to the force of the wind, and not, as usual, to soft snow 
clinging to the wires. 


CONTRACTS OPEN and CLOSED. 


. OPEN. 


Australia,—SyDNEY.—March 15th. Municipal Council. 


Traneformer testing apparatus. Specification from City Electrical 
Engineer. A copy can be seen at the Board of Trade C.I. Branch 
in London. 

ADELAIDE.—January 27th. Accumulators, and power board, for 
Postmaster.General. See Official Notices December 18th. 

February 10th. Testing instruments, for Postmaster-General. 
See Official Notices” January let. 

February 17th. Victorian Railway Commissioners (Spencer 
Street, Melbourne). 3,300 tons of steel raile, 232 tons of steel fish- 
plates, 5,000 flame arc carbons for arc lampe. Specification, &c., 
may be seen at the Board of Trade Commercial Intelligence 
Department in London. 

BRISDANE.—January 13th. Switchboard cable, for Postmaster- 
General. See Official Notices ” to-day. 

March 10th, Motor-generator, power board, &c., for Postmaster- 
General. See Official Notices“ to-day. 

PERTH.— February 10th. Telephone switch boards and parta, for 
Postmaster General. See Official Notices " to-day. 


Beckenham.— January 25th. U. D.C. One 120-кү. 
D. C. generator and switchgear to couple to 120-Kw. steam alter- 
nator. See "Official Notices " to-day. n 


Birkenhead.—January 12th. Twelve months’ supply 
of electric motors aud motor-starters, from ł to 15 H P., for the 
Corporation electricity supply. See “ Official Notices " Dec. 18th. 


Bolton. — February 11th. Corporation. Low-tension 


sub-station switchgear, for the Electricity Department. бев 
Official Notices " to-day. . 


Croydon. — January 25th. 


Corporation Tramways Department, for a year. 
Thornton Heath. 


Dublin. — January 13th. Twelve months’ supply of 
electrical fittings, for the Dublin Port and Docks Board. Forms of 
tender from the Secretary, Port and Docks Office, Westmoreland 
Street. 


Hong Kong.— January 15th. Two 1,500-Kw. (2,000 
K. V A.) turbo-alternators with condensing plant and switch boards, 
E.H.T. cable, sub-station switchboards and transformers, for the 
North Point generating station. See Official Notices Deo. 18th, 


Leeds.—January 22nd. Overhead electrically-driven 
travelling crane, coal and ash-conveying plant, for Electric Lighting 
Department. See “Official Notices December lltb. | 

January 16th. Steam coal (small slack, smudge, or similar 
material), for the Electric Lighting Department, during the year 
ending March 31st, 1916. Mr. C. N. Hefford, Manager, 1, White- 
hall Road. 


Leyton, —U.D.C. Repairs, &c., to cooling tower, 
for Lighting Committee. See "Official Notices " December 18th. 


Liverpool.—January 14th. Electrical generators and 
awitchboard pt Mill Road Infirmary, Everton, for West Derby 
Union. Mr. Н. P. Cleaver, Union Offices, Brougham Terrace, 
Liverpool, 


London,—L.C.C.—January 26th. Platelaying, &c., 
for electric tramway, Grove Road and Burdett Road, &c. Speci- 
fications, &c., from Mr. С. W. Humphreys, County Hall, Spring 
Gardens, S.W. 

January 12th. Two steam turbo-generators of 8,000 Kw., with 
auto-transformérs, &c., for Greenwich generating station. See 
" Official Notices" January Ist. 


Manchester.—January 19th.  Tramways Committee. 
(а) Permanent way special track work, and (5) permanent way 
points, tongues, and hardened steel centres. Specifications, Ко, 
(£1 18. returnable), from Mr. J. M. McElroy, general manager. 


New Zealand.—WELLINGTON.— February 28th. Public 
Works Department. 18 step-down transformers, for the Lake 
Coleridge power scheme. Specification at the Public Offices, 
Wellington. 


Plymouth, — January 21st. Corporation. Twelve 


months’ supply of carbons, А.С. meters, transformers, cables, oils, 
waste, &c. See “Official Notices” to-day. 


Redditch.—U.D.C. Two turbo-alternators, each’ 1,000 
KW., with condensers, cooling tower, &c. ; two synchronous motor- 
alternators of 300 Kw. and 150 Kw. respectively. See Official 
Notices " to-day. 


Nlanghai.—January 12th. 68 three-phase induction 
motors, various sizes between 5 and 60 B.H.P., with slide rails and 
liquid starters, for Municipal Council See Official Notices 
December 25th. 


Spain.—Canary IsnLANDs.— February 25th. Direccion 
General de Obras Publicas, Madrid. Construction and working, 
for a period of 60 years, of an electric tramway in San Cristobal de 
la Laguna, in the Canary Islands. An option on the concession is 
held by the "Sociedad Tranvias E!éotricos de Tenerife."— Board 
of Trade Journal. | 

February 10th. Four electric cranes, for the Junta de Obras del 
Puerto de Valencia, Valencia. Particulars may be seen at the 
Board of Trade Commercial Intelligence Department, London. 

February 10th. Electric lighting installation at Teruel. 
Municipal Authority. 

Tunbridge Wells.—January 26th. Cooling tower and 
pipework, two water-tube boilers, economisers, mechanical stokers. 


pipework, and feed heater, for Borough Electricity Works, See 
„Official Notices January lst. 


General stores, for the 
The Manager, 


CLOSED. 


New Zealand.—The Auckland City Council has accepted 
the tender of Messrs. Richardson, M‘Cabe & Co. for overhead cables, 
£943 ; lead-sheathed, £4,210 8s. ; V.B. cables, £1,516, 


Bradwell.—The Joint Isolation Hospital Committee has 
accepted the tender of Mr. John Richards, of Leek, for the instal- 
lation of the electric light at the new hospital buildings, at £415. 
Three tenders were received, the highest being £494, 


Derby.—The T.C. has accepted the tender of Messrs. 


Newton Bros. for an electric hoist, with motor, at £52 18, 


! + 
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Dundalk. — The U. D. C. has received the following 
tenders for eléotrio light wiring for artisans’ houses: — Mr. T. P. 
Curran, Broughton Street, £73 19s. 8d. ; Messrs. Gaskin Bros., £66 ; 
tend Mr. P. J. Watters, 379 138. It was decided to accept the lowest 
ender, and to have all the houses wired, the engineer to eubmit a 
Scheme which would enable electricity to be supplied for cooking 
purposes. Tria Builder. 


Eccles.—The Electricity Committee has accepted the 
tender of the British Westinghouse Co. to supply consumers’ meters 
for a period of 12 monthe. 


Glasgow.—The T.C.’s Committee on Health recommends 
acceptance of the offer (£8,976) by Messrs, Johnston, Park & Co., 
Glasgow, for the electrical installation at the new hospital at 
Robroyston. The Clyde Navigation Trustees have acoepted an 
offer by Mr. Lackie, on behalf of the Glasgow Corporation, to 
make, for £105, the exteneion of the switchboard panels for the 
main cable connections іп the electric sub-station at Yorkhill. 


Grimsby.—The Public Lighting Committee recom- 
menda the acceptance of the tender of Mesers. Ed. Bannister & Co., 
Ltd., for an annual supply of Sherwood fine slack to the electricity 
work», at ба. 44d. per ton. 


Liverpool.—The City Council has been recommended 
to accept the tender of the Edison Acoumulatore, Ltd., for the 
ворріу of a 2-ton battery electric motor vehicle for the Tramways 

mittee. 


London.—STEPNEY.—The Electricity Committee reports 
having purchased 5,320 tons of coals for the Electricity Depart- 
ment at prices varying from 11s. to 16s, per ton. 

The following quotations have been received by the Electricity 
Committee for a supply of carbons :— 


1,000 pairs. 
British Central Electrica! Co., Ltd., France (accepted) ae 4 5 
National Carbon Co., U. B. A. 8 bi T OE d 
They Electrical "Engineering and Equipment Co., Ltd., d 
Swit zerland 16 0 0 


The Committee etates that it understands that there is only one 
firm at present manufacturing carbons in this oduntry, and that 
this partioular firm are not at the present time manufacturing 
carbons of the type required. 

BETHNAL GREEN.—The B.C. Eleotricity Committee has received 
the following tenders for the supply of high and low-tension 
cables and for the execution of roadwork in connection with the 
scheme for the supply of current in the borough :— 


Brit.-Insulated & Helsby Cables, Ltd. .. (recommended) 219,499 
W. T. Нешеу'в Telegraph Morne бе x v e 23 19,586 
Johnson & Phillips, L e. vi Ks .. 19,018 
Siemens Bros. & Co. .. А Ў Se. н e .. 19,661 
Western Electric Co. E M 3^ eo 12,784 
ar s Oable and Construction Co. `. S5 E .. 13,887 

Т. Glover & Оо. .. i ite bs i © КУ 12,948 
NES Ceble Co. .. es 18,949 


Мг. Н. W. Couzens says that the tender pure is the 
lowest in point of view of the lump sum and also the schedules for 
the various classes of work required. The price quoted shows a 
saving roughly of £2,000 on Bir John Snell's estimate for the work 
contemplated, which, the Committee states, is largely due to the 
decrease in the price | of copper. In view of the fact, however, that 
the price of copper is rapidly advancing upon the market price 
which obtained at the date of the tender, the Committee states 
that it is desirable that the contract should be proceeded with as 
early as possible, and it has, therefore, decided in accordance with 
Mr. Couzens's recommendation. The following tenders have been 
received for the supply of transformers and high and low-tension 
switchgear :— 


Two 500. k. v. 4. H.T, and L.T. 


and two 250 switchgear 
E. v. A. . phase for two sub- 
transformers. stations. Total. 
Johns n & Phillips, Ltd. . E92 £2,182 £8,056 
Brit. Westinghouse Co. (recommended) 1,086 2.362 8,446 
Electric Conssraction Co. à 940 9.687 3,527 
British Thomson - Houston Có. E 1.122 2.705 8,827 
Siemens Bros. Dyoamo works: Ltd. bs 1,100 8,050 4,160 
Ferranti, LAd. . vs 996 Incomplete, 
Alternative | 983 : 
Brush Electrical Engineering Co. 900 — — 
Alternative 950 — — 
British W'ectrio Transformer Co. 995 10s. == — 
Р аст. ^ a 3s s 1,004 г 1x — 
erguson, a ee ae. oe = * 8 
General Electrico Co... ee ee es — 2,500 === 
Gwitehgear & Cowans s S "s — 2,856 — 
ReyroLe & Со... "T ae se ee — 8,271 — 
Electrical Apparatus Co. . — 5,960 — 


Reporting upon these tenders, the Committee states that in each 
section the lowest tender is based upon the assumption that the 
contrastors will supply materials differing in some respects from 
thoee included in the specification. . Couzens recommends the 
acceptance of the tenders of the Bri ish Westinghouse Co., which 
are practically identioal with the specification. In this instance 
also the amount of the tender shows a substantial saving as com- 
pared with Sir John Snell's estimate. 

Messrs. Napier-Kimber, Ltd., have received the contract for 
wiring for electric light at the National Health Insurance Com- 
mission, Leonard Street, E.C., for H.M. Office of Works. 


Manchester.—The Educational Committee has accepted 
the tenders of Messrs. R. O'Brien & Co. and Messrs. R. Seddon and 
Sons for electrical work in various schools. 

The Tramways Committee has accepted the tender of the J, G. 
Brill Co. for tramway tracks. 


Institution of Electrica 


West Bromwich.—The tender of the British Westing- 


house Co. is recommended to the T.C. for acceptance for a supply 
of E.H.T. and L.T. switchgear, and rheostats ; as is also that of the 
New Conveyor Oo. for extending the coal bunkers at the works. 


Woolwich.—The following tenders have been accepted 


by the Electricity Committee :— | 
John Spencer & Co.—Steam pipes, £91. 
Mechan & Sons.— Water and exhaust pipes. £169. 
Herbert Morris, Ltd.—Travelling crane, £355, 


á BB IS EES 
FORTHOOMING EVENTS. 


Royal Institution of Great Britain.—Setarday, January 9th. At3 p.m. At 
Albemarle Street, W. Juvenile lecture on "n Light in the Home," by 


Prof. C. V. Boys, F. R. S 
Association of Electrical Engineers (South Wales Branch'.— 
. Saturday, ра of а! at6p.m. At Carlton Café, Queen Street. Cardiff, 
Enver on The Prevention of Eleotrical Accidents 1n Mines, by Mr. T. J. 
eison, 

institution of an Ea TS в Engineers (Graduates’ Association).— 
Monday, January llth. раш At Storey's Gate, B.W, Paper on 

" 8emi-Diese] Engines, by Mr. A. Pfleiderer. 


Junior. Institution of Engineers (Midland Section).— Tuesday, January 
8 p.m. At Imperial Hotel, Temple Street, Birmingham. 
On "Meeting. 


Association of rs-in-Charg 
7.88 p.m. At 83. ride. в Institute. Bríde Lan 


Accumulators," by Mr. R. T. Mitchell. 


Greenock Electrical Society. „ January lith. 

and Wiloox's Works, Renfrew 

1 Engineers. Thundiy: January lith. At 8p.m. 

At Victoria Embankment, W.O. Paper on’ 75 The Shepe of the 8 
Wave in Electrical Machinery,“ by Dr. 8. P. Smith and Mr. R. 8. E. 
Boulding. 

Manchester Local Section.—Tuesday, January 19th. At 7.80 p.m 
At the Kog' neers’ Olub, 17, Albert Square. Paper on The Shape of the 
ponas Wave in Electrical Machinery," by Dr. 8. P. Smith and Mr 


e.—Wednesday, January 18th. At 
Lane, Ф.С. Paper on Electrio 


Visit to Babcock 


(Scottish Local Section).—Tuesday, January 12th. At 8 p.m. At 
59 8 Btreet Stason Hotel, Edinburgh. . Paper on Cables, by Mr. 
e . Beaver. 


(Yorkshire Local Section).—Wednesday, January 18th. At 7 p.m. 
At Philosophical Hall, Leeds. Paper on ‘‘ Automatio Protective Switch. 
gear for Alternating- Current Systems," by Mr. E. B. Wedmore. 


ле а ̃ ᷣͤ .. ᷣ с=с тсс хо 
NOTES. 


Copper.—The quantity of copper in stock and generally 
available for European consumption, known as European supplies, is, 
at the present time, of only relative value in estimating the copper 
position, as no returns of French or German stocks have been 
issued since July 3186, 1914. Messrs, Merton'a statistical tables for 
December 318, 1914, give this quantity as 35,432 tons. Deducting 
French and German stocks, the figure is 25 923, compared with 
26,240 tons at the end of November, and 21,558 tons (with the 
same omissions) for the end of December, 1913. The figure for 
Eoglish stocks is 21,098. The quantity under the same head at 
the end of 1913 was only 15,258 tons. 

Compared with the average for the 12 months ending Jaly 81st, 
1914, American supplies are still low, and Spain and Portugal to 
Eogland and France, very low. From the not specifically detailed 
souroe "other countries,” however, 8.521 tons have been received 
during the month, nearly double the average quantity received 
before the war. Chile shipments for December, 1914, were well 
above the pre-war aversge, Australian shipments being atill rather 
below. Total deliveries, at 31,708 tons, are 9,167 tons higher than 
the preceding month. 


Institution and Lecture Notes.— Birmingham and 
District Electric Club.—The tenth annual report of this club 
shows steady progress. The membership stands at 80 as compared 
with 72 on the corresponding date in the previous year. Mr. A. E. 
Morgan, who had been hon. treasurer since the formation of the 
club, resigned, and, asa mark of appreciation of his services, he was 
unanimously elected as hon. life vice-president. The report ended 
with a referenoe to the temporary lose of the valuable services of 
the popular hon. sec., Mr. W. G. L. Riddle, business calling him to 
the Far East. It was decided that the ordinary member's sut- 
scription should be reduced from 6s. to бв. per annum. The balance 
in hand was £22 10a. 84d. 

Electrical Association of Australia. — The first annual 
general meeting of the Victorian Section of the Association took 
place on Monday, November 30th, when the formation of the new 
Society was celebrated by means of a "Smoke Social Evening." 
The Victorian Institute/ of Electrical Engineers has joined with 
the N.S.W. Electrical Association under the above new title; the 
the V.I.E.E. forms the Victorian Section. 


What did the Glass Contain ?—“ Now we see only 
in a glass darkly, but when on the conclusion of peace we see 
things clearly we shall realise the degree of atability and stamina 
which has sustained the body commercial daring the period of the 
war. It may be that eren eur ancestors will marvel that the 
strain, the wearing, nervous strain of the war, could have been 
borne with such fortitude, equanimity and resource, and with so | 
little effect upon the everyday routine of the industry.” That 
round table hag much to answer for | 


- 
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Portable Chemical Fire Extinguishers. — The 
British Fire Prevention Committee, after an extensive series of 
investigations, to meet the danger of badly made liquid chemical 
fire extinguishers, the defecte in which had resulted in fatalities, 
has iseued a complete specification, which covers all points as to 
riza, strength, precautions against bursting, directions for use, 
facilities for testing, &c., of importance in such appliances. The 
public are reminded that ordinary buckets of water (together with 
hand pumps) are equally, if not more, effective in the majority of 
cases, and further, have considerable economic advantages for 
ordinary purposes. 


American Electrical Exports for October.—The fol- 
lowing data regarding the electrical exports from the United 
States for the month of October are published by the American 
Electrical Reriew and Western Electrician. The total value of 
electrical shipments in October was less than 60 per cent, of that 
for the oorresponding month of 1918; it also was slightly 
lower than the total for September, but considerably higher than 
the figure for August, the first war month. In the four classes 
for which numbers of articles shipped are reported, there were 
exported in October the following :—electric fans, 428 ; aro lampe, 
359; carbon-filament lamps, 38,293; metal-filament lamps, 
229,168. In the following table are given the detailed figures for 
the different classes for О tober of last year and of 1913 :— 


Oot., 1914.  Oct., 1913. 

Batteries .. £s se 249,061 873.078 
Dynamos or gene cators wt oe vs 131,286 245,569 
Faos si 8 e ve s xs 6,684 26.582 
Insulated wire and cables. m ix $5 144,906 804,661 
Interior wiring supplies, &c. (including fixtures) 41,551 86,039 
Lampe— 

Arc = - T es 5% ia T 9.846 2,820 

Carbon-filament s Е T is a 4,625 23,715 

Metal-filament vx m s " 49 007 16,918 
Meters and other measuring instruments 84.418 — 
Mot ire T А = ex 229,605 411 784 
Statio transformers... 2j - M es 40,655 150,838 
Telegraph instruments (.cluding wireless 

Apparatus) es Y ен £x 9.451 8 910 
T 3tephones Vs i bs se 61,544 190 875 
Allother .. e ae - ve 660,150 999,746 

Total $a T $1,491 732 $2,616,415 


Educational Notes, — NORTHAMPTON POLYTECHNIC 
INSTITUTE.—At the annual presentation of prizes aod certificates 
by Lord Moulton last month, in his report on the sc esion's work, 
Dr. В M. Walmsley said that the reorganised system of evening 
education by the L.C.C. had deprived the Polytechnic of many 
junior students, but, on the other hand, the Post Office policy of 
improved staff education had added between 200 and 300 students 
to the classes in Technical Telegraphy aud Telephony, theory and 
practice. The dearth of optical instrument makers was particu- 
larly serious at present, and made the completion of the new annexe 
specially desirable. All the engineering students had been placed in 
workshops during the summer vacation, or, in the case of certifi- 
cated fourth-year studente, had found favourable employment. 
About 250 students and members of the staff had joined the 
Colours, and the war had natarally reduced enrolments this session 
by several hundreds. 

Lord Moulton said that his work as chairman of a spevial Board 
of Trade and Government Committee had shown him to what an 
extraordinary extent England had become industrially dependent 
on Germany. The time had gone by when industrial success 
depended on making the best of limited available scientific know- 
Jedge. There were now available stores of information on which 
it was possible to base definite policies with the certainty of success, 
and the oountry which best took advantage of such information 
would lead all others in industrial competition. To some extent 
England had undoubtedly fallen behind other countries, among 
them Germany, in securing and applying technical education, but 
given the realisation of the extreme importance of basing our own 
work on what was already known—and hence of voluntary 
devotion to preliminary study and labour—England could and 
must show that ehe was no more intellectually and industrially 
decadent than she was decadent in military prowess. 


KING’s COLLEGE.—FACULTY OF ENGINEERING.—Next term 
begins on Wednesday, January 13:h. Particulars are given in our 
advertisement pages to-day. ; 


Legal.—OCLaiw ков ELECTRICAL Goops.—In the City of 
London Court, on Tuesday, before Mr. Assistant Registrar 
Tattershall, a claim waa made by Otto Bohndel, proprietor of 
Schoen Вгов., electrical accessories manufacturere, 29, Cock Lane, 
against Messre. S. Н Lowin & Co., electrical engineers, 29, Walton 
Street, Chelsea, tor the sum of £1 103. 2d. for electrical switch- 
blocks supplied. The defendant, Mr. Lewin, was said to have 
given the order for the goods to the plaintiff personally. The 
defendant, who was requested to cross-examine the plaintiff, 
said :—'' We are perfectly well aware we owe the money, but these 
goods are made in Germany. We have had the pleasure of doing 
business with Schoen Bros. for 10 or 12 years, and I have paid their 
accounts.” When the war started they received a demand for 
payment of the account, but to that he took exception, and as a 
patriotic Englishman, confided it to the waste-paper basket. They 
then had a letter from a debt collecting agency, but he gave 
inetructions to his clerk to write across it " We object to pay, 
because we are patriotic. The goods were made in Germany, and 
I do not intend to pay unless the Registrar says we shall." They 
had been in business for 14 years, and they were one of the best 
firms, he supposed, in London. That was the first summons they 


had been served with. He had had the honour of sending seven 
men to Kitchener's Army. The Assistant Rgistrar: Life is short. 
We до not want a long addres upon patriotism. You admit you 
have had these goods. The defendant: I do. The Assistant 
Registrar: Pay in 14 days. The D:fendant: German made, Sir. 


The Trade War.—The campaign which is being carried 
on in the Erening News against Germany's trade, on Monday dealt 
with British Enterprise in Electrical Trades." The article con- 
tains a proportion of truth, but is, in the main, so ill-informed and 
inaccurate, that it is liable to produce very erroneous impressions 
on the mind of à layman. In particular, the statements which it 
makes regarding the private telephone manufacturing business are 
utterly nonsensical. The public are informed that before the war 
allthe British private telephone companies bought their telephones 
from the Germans, but that two months after the war broke out 
a British engineer established “a factory where all the instruments 


required for the private telephone companies in this country could 


be manufactured." "This piece of Britieh enterprise is described as 
“distinctly encouraging." The author of these wild statements 
appears to be unaware of the fact that there are at least eight 
large telephone factories in this country, most of which have been 
established for many years, and that these are capable of pro- 
ducing all the private telephones required for our needs. He goes 
on to вау that the same thing may be said in regard to metallic- 
filament lampe, which can be obtained of British make, at prices 
which compare: most favourably with those formerly made in 
Germany." The prices are exactly the eame as before the war, and 
the lampes have been manufactured іо this country on a very large 
ecale almost from the commencement. In justice we must 
commend the last three paragraphs of the article, in which the 
writer points out that an enormous amount of the ratepayers’ 
money has been paid for German electrical goods, which ought 
to have gone into the pockets of British workmen. 

Of course, our readers know all about these facts, but it is a 
pity that the general public should be misled by the daily Presa. 


Blackpool Traders’ Exhibition.—The electricity and 


tramways department took a very prominent position at the 
Exhibition which was held last month, and erected a very fine 
stand for the display of electric heating and cooking apparatus; 
the exhibit of electric light fittings was left to the electrical con- 
tractors, and five of the principal contractors in the town had 
stands close to what was known as the Corporation Electricity 
Bureau. The display of up-to-date electric cookers and fires was a 
very large one, most of the principal electrical manufacturers’ 
producta being shown. 

The Corporation also conducted demonstrations and lectures 
twice daily, and the skilled operationsof Mrs, Mole, M.C.A. (Gold 
Medallist) Principal, Eustace Miles School of Cookery, London, 
attracted large crowds; it is hoped that the result will be that 
many of the existing consumers will adopt the Corporation’s new 
rateable value tariff of 41. per unit. The total number of electric 
cookers and ovens on exhibition was 18, and there were no fewer 
than 108 electric fires. A considerable amount of literature was dif- 
tributed, and the electricity department soon felt the benefit from 
the Exhibition, as the contractors installed during the past month 
something like 100 electric fires in the residences of consumers. 

It is a settled policy on the part of the British Commercial Gas 
Association to introduce, on every occasion where possible, a 
counter-attraction to that of the electricity undertaking. This 
was obvious from the display which the gas department and the 
ironmongers in the town made at the Blackpool Exhibition, for 
some 56 gas ovens and 68 gas fires were exhibited. Steps wene 
also taken to counteract the publicity campaign of the electricity 
department in the local Press; the latter department has for some 
time adopted a policy of this character, with the result that the 
revenue has gone up at the rate of £1,000 per quarter. The 
importance of carrying onan effective propaganda of this kind can 
hardy be over-estimated ; the British Gas Association has set an 
admirable example, and it is most desirable that the electricity 
supply industry should co-operate on similar lines, and carry the 
war into the enemy's camp. 

The activity of the gas department in challenging on every 
possible occasion the propaganda of the electricity supply is 
rhown by the following incident :—S»me months ago, Mr. Charles 
Еагпевн, the borough electrical engineer, advocated in Committee 
the desirability of opening a showroom in a central part of the 
town for the display of electric heating and cooking apparatua, 
but without any intention whatever of selling direct to the con- 
sumer. His reason for this recommendation was that whereas 
every ironmong«r in the town was an indirect agent for the gas 
department and displayed gas cooking apparatus for the informa- 
tion of the consumer, the electrical contractor in Blackpool was 
generally content with an office and had no facilities for the dis- 
play of electric heating and cooking apparatus. The recommenda- 
tion was adopted by the Committee, but immediately it was known 
that this department had taken a shop for the purpose of a show- 
room. the gas department came slong with a similar resolution for 
premises adjacent to the electricity showroom. 

To this Mr. Furness had no otjection whatever, but when the 
matter came before the Council, both the resolutions were 
rescinded. There is no proof that the rescission was engineered 
by the local gas interests, but upon the face of things it looks 
suspicious. 

The showroom scheme having been defeated, the only alternative 
for the electricity department is to be represented on every 
occasion in the local exhibitions, and to distribute in literature and 
publicity matter, at least what would have been spent in rent for 
the showroom. 
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Appointments Vacant.—Wireless telegraph operator 
(£250), for Government of St. Lucia; janior engineer-in-charge 
(£91); switchboard attendant (30s.), temporary, for Newport 
electricity department; switchboard attendant (308), for Ply- 
mouth electricity works ; power station superintendent, over 25, 
for Maidenhead electricity works; shift engineer (&104) for Bir- 
mingbam electric supply department ; traffic superintendent ( £150) 
for Darlington Corporation; mains assistant and shift engineer 
(356) for Reicliffe U.D.C.; chief assistant (£117), also shift 
engineer, for King’s Lynn electricity works ; junior shift engineer 
(303), for Luton electricity works. Particulars are given in our 
advertisement pages to-day. 

Radium Hospital.—The new radium laboratories of 
Manchester Infirmary, which contain radium of the value of 
£20,000, were formally opened last week by the Lord Mayor. 


Inquiry. — A correspondent wishes to meet with a 
firm selling high-class second-hand electric light fittings. | 


А 


OUR PERSONAL COLUMN. 


The Bditors invite electrical engineers, whether connected with the 
technical or tha commercial side of the profession and industry, 
also electric tramway and railway officials, to heep readers of t 
ELBCTRICAL RKVIEW posted as to their movements, 


Central Station Officials.—The Dublin Corporation, 
on Monday, appointed Ми. EUGENE ALLAN, son of Mr. Fred. 
Allan, seoretary of the Council's Electricity Committee, to the 
position of superintendent of public lighting, city gas examiner 
and official meter tester, at a salary of £200 per annum, rising 
by annual increments of £20 to £300. Mr. Mark Raddle, city 
electrical engineer, had reported that Mr. Allan's testimonials 
showed him to be well qualified for both gas and electrical sections. 
Mr. Allan secured 43 votes against 19 given for the next candi- 
date. A motion to have the position re-advertised on the ground 
that the letter describing the qualifications of the 10 candidates 
эмпгей the Council that nine were not qualified, was rejected by 
54 votes to 13, and a farther motion for the rejection of Mr. 
Roddle's report was defeated by 41 votes to 17. 

Мв, A. J. BECKETT, borough electrical engineer at Bridlington, 
bas received a commission in the engineering branch of 
Н.М. service. The T.C. hae granted him leave of absence, and 
appointed Мв. F. FFRENCH as deputy electrical engineer. 

Ma. Н. G. WRIGHT has been appointed temporary assistant 
msins engineer at the Dover eleotricity works 

Мв. J. Соіллкөв has been appointed to the position of station 
superintendent at the Satford electricitv works at his present talary, 

Will Mg. WiLLIAM Roze, recently junior engineer-iu-charge in 
the Belfast Corporation electricity department, communicate with 
Mr. A. Nichols Moore, borough electrical engineer, Town Hall, 
Newport, Mon. ? 

Мв. A. HELLEWELL, of Govan, has been appointed shift 
engineer at the Eccles electricity works. Mu. Kina, of Newcaatle- 
on-Tyne, has been appointed temporary shift engineer. 


General.—The marriage took place at the Parish 
Church, Knaresborough (Yorke), on December 29th, of Mk. 
AxTHUR R. FARRAR, of the firm of Farrar & Co., electrical 
engineers, cf Bradford, and Miss Fearneide, elder daughter of Mr. 
Fearm ide. of Yorke Houee, Knareeboroug h. | 

Мв. OSBORNE, assistant telegraph superintendent for the Ton- 
bridge Postal District, who has retired after 50 years’ service, has 
been presented by the staff with a gold watoh. 

Ив. Н. Fountain, C.M.G., has been appointed Aeeistant Secre- 
tary to the Commercial Department of the Board of Trade, in the 
place of Mr. G. J. Stanley, O.B., C.M.G., retired. Mr. Stanley con- 
tinues to assist the Board in au advisory capacity. 

The Times estates that the marriage of Mr. O. W. F. LODGE. 
eldest son of Sir Oliver Lodge, to Winifred, only daugbter of Dr. 
W. N. Atkinson, Н.М. Iuepector of Mines, took place оп D3cember 
3ist at St. John's, Cardiff. 

Мв C. Е. MACKNEsS has resigned the appointment which he has 
held for the last 11 years as manager of the London ссе of the 
AEG. Electrica) Co. of South Africa, Ltd. (late agents for the 
А.Е О. of Berlin. Foreign Department), and has joined the staff of 
Messrs. Vickers, Ltd., London, as assistant manager of the electrical 
department, as from the lat inst. 

We tender our congratu'ations to MR JouN Cowan, the founder 
of the S:irling Boiler Co. in this country, and who has been ite 
chairman since its inception, unnn tha honour of Knighthood, 
conferred upon him in the New Year's L'at. MR. Е G. CONSTAN- 
TINE, who has been associated with the company for many years, 
has retired from active business and resigned his position as 
managing director, remainiog, however, a dir-ctor of the company. 
Не is succeeded in the management by MR. H. J. S. Mackay. 

Mx. H. L. AINSWORTH has resigned hi: position as head repre- 
sentative to Messre. J. & H. Grevener, of London, and haa joined 
the British Thomson- Houston Co., Lte., as representative for L ndon 
to tbeir wiring supplies department. 


Obituary.— We regret to learn that Mu. GEORGE 
STEGMAN, principal in the firm of Stegman & Co., Clapham 
Junction, passed away on Taeeday, December 22nd, after a long 
and severe illness. The business will be carried on as usual. 

The sudden death of Ma. JoHN HovisoN. engineer, Methil, 
who had been in charge since the opening of Methil Doc k, of the 


power department, is reported. 


NEW COMPANIES REGISTERED. 


Pullan Engineering Co., Ltd. (138,851).—This company 
was registered on January Ist, with a capital of £3,000 in £1 shares, to 
take over the business of an electrical engineer and merchant carried on by 
C. Pullan at 80, King’s Arcade, Bradford. The subscribers (with one share 
each) are: G. Pullan, 80, King's Arcade, Bradford, electrical engineer; C. H. 
Best, 72, Market Street, Bradford, incorporated accountant. Private company. 
The number of directors is not to be more than five; the first are C. Pullan, 
H Best, V. Learoyd, and W. Myers. Qualification, 25 ordinary shares. 
Remun- aon as fixed by the company. Registered office : 80, King's Arcade, 

radford. | 


В, Т. Gardner and Co.. Ltd. (138,839).—This company 
was registered on January Ist, with a capital of £1,000 in £1 shares, to 
take over the business of electrical engineers and contractors carried on by 
B. T. Gardner & Co. at 6, Fox Court, Holborn, W.C., and to adopt an agree- 
ment with B. T. Gardner. The subscribers are: B. T. Gardner, 44, Royston 
Avenue, South Chingford, electrical engineer, 5 shares; H. Boocock, 23, 
Bryanstone Road, Crouch End, N., shopfitter, 10 shares; D. J. Gaillard, 60, 
Crookham Road, Parsons Green, S.W., electrical engineer, 5 shares. Private 
company. The number of directors is not to be less than two or more than 
five; the first are B. T. Gardner, H. Boocock and D. J. Gaillard. Solicitors, 
Needham & Barrow, 34, Essex Street, Strand, W.C. Registered office: 6, Fox 
Court, Gray's Inn Road, W.C. | 


Devon and Cornwall Acetylene Co., Ltd. (138,842) —This 


company was registered on January lst, with a capital of £500 іп £1 shares, 
to experiment with and exploit any chemical and elcctro-chemical processes, 
to manufacture and deal in carbide of calcium, ferro-alloys, oxygen and similar 
products, to carry on business as electricians, manufacturers of electrical and 
mechanical plant, etc. The subscribers (with one share each) are: C. Bingham, 
11, Queen Victoria Street, E.C., merchant; A. S. Young, ll, Queen Victoria 
Street, E.C., merchant. Private company. The number of directors is not to 
be less than two or more than seven; the subscribers are to appoint the 
first. No qualification necessary. Remuneration as fixed by the company. 
Registered office: 223, Mansion House Chambers, 1l, cen Victoria 
Street, E.C. 


Strand Electric Supply Co., Ltd. (138,813) This com- 
pany was registered on December 30th, with a capital of £6,000 in 400 cumu- 
lative preference shares of £5 cach, 1,500 preferred ordinary and 2,500 ordinary 
shares of £1 each, to carry on the business of an electric lighting and power 
company in all its branches. The subscribers (with 50 shares each) are: A. A. 
Douglas, Brandon, Colwyn Bay, manufacturer; J. Herbert Edwards, Hares- 
field, Stonehouse, Glos., engineer. Private company. J. Herbert Edwards is 
the first managing director. Qualification, 50 shares. Solicitors, Seymour 
Williams & Co., 38, Parliament Street, Westminster. 


Electro Galvanizers, Ltd. (138,767).—This company was 
registered on December 24th, with a capital of £20,000 in CI shares (12,000 
first pref., 5.000 second pref., and 3,000 ord.), to carry on the business of 
engineers and contractors, galvanisers, inlavers of metals, electro-platers of 
metals and other substances, metallurgists, metal workers, electro chemists, etc., 
and to adopt an agreement with W. С, Elliott. The subscribers (with one 
share each) are: H. E. G. Jarvis, 95, Ely Place, Holborn Circus, E.C., 
articled clerk; H. Handley, 4, Cromwell Road, Walthamstow, clerk. Private 
company. The number of directors is not to be less than two nor more than 
five; the first are D. Livingston and W. G. Elliott (both permanent). Qualifica- 
tion, 100 shares. Remuneration (except. managing director), £100 each per 
annum And a percentage of the profits, Registered office: 18, St. Swithin's 
une, я ) 


Wadebridge and District Electric Supply Co., Ltd. 
th, 


(138,776).— This company was registered on: December with a capital of 
4. 3.450 in £1 shares (1,250 six per cent. pret.), to carry on the business of 
electric. light and power producers and suppliers, gasworks owners, clectrical 
engineers, supply agents for electrical goods, etc., and to enter into an agree- 
ment with C. D. Minns, of Ohnassi, Gold Coast Colony, West Africa. The 
subscribers (with one share each) are: C, E. Hannoford, The Cottage, Fel. 
bridge, East Grinstead, artist; A. Wright, Station Road. Sidcup, Kent, elec- 
trical engineer; W. Phillips, Court Place, Wadebridge, Cornwall, land owner. 
Private company. The number of directors is not to be less than two or more 
than five; the first are C. E. Hannaford, A. Wright, and W. Phillips. Quali- 
fication, 50 shares, Registered office: 1, Flora Place, Wadebridge, Cornwall. 


Bedale and District Electric Supoly Co., Ltd. (138,794) .— 
This company was registered on December 29th, with a capital of £3,000 in 
ЖЛ shares (2.000 pref), to carry on at Bedale, Yorks, or elsewhere in the 
United Kingdom, the business of proprietors of an electric light undertaking. 
The subscribers (with one share each) are: C. Н. Best, 72, Market Sereet, 
Bradford, incorporated accountant; R. W. Smith, 4, The Villas, Bedale, elec- 
trical engineer; W. Metcalfe, Elmwood House, Leeming Bridge, Bedale. 
Private company. The number of directors is not to be less than two or more 
than five; the subscribers are to appoint the first. The holders of the pref. 
shares have the right to appoirt two directors, except when the total number 
in office does not exceed three, when one shall suffice to represent such share- 
holders. Qualification, £25. Remuneration as fixed by the company. Regis- 
tered office: 72, Market Street, Bradford. 


OFFICIAL RETURNS: OF ELECTRICAL 
COMPANIES. 


Telephone Development Co, (1912), Ltd. (121.272).— 
Capital 4250.000) in £5 shares. Return dated July 24th, 1914. 44,540. shares 
taken up; paid £222,700. Mortgages and charges, nil. 


Universal Electric Contracts, Ltd.—Mortgage debenture, 
dated 19th December, 1914, to secure 7:600, chirged on the company’s under- 
thing and property, present and future, including uncalled capital. Holder: 
G. E. Corfield, Balfour House, Finsbury Pavement, Е.С, 


Rhondda Tramways Co., Ltd.—A memorandum of satis- 
[Lu tion to the extent of 473.500 on various dates from lth April to Rad Dec., 
1914. of cherges dated 24th March, 1911, and 13th. Nov., 1912, securing 4,240,000, 
has been filed. 


North-Eastern Electric Smelting Co., Ltd.—A memor- 
andum of satisfaction in full on 21st December, of mortgage debentures dated 
Iich August and &th October, 1914, securing 4,500 and £130 respectively, has 
been filed. 


Julius Sax and Co.. Ltd.—Capital £18,000 in £1 shares. 
Return dated October 30th, 1914. All shares taken up; £12,005 paid; £9,995 
considered as paid. Mortgages und charges, £2,500. 

Stearn Electric Lamp Co., Ltd.—Capital £4,070 in £10 
shares. Return dated August llth, 1914. All shares taken up; £70 paid; 
£4,000 considered as paid. Mortgages and charges, nil. 


54 THE ELECTRICAL REVIEW. 


[Vol 76. No. 1,937, JANUARY 8, 1915. 


* 


OITY NOTES. 


The Siemens-Schuckert Group of Companies. 


Tue RHENISH-SCHUCKERT Co. 

The directors of the Rhein Schuckert Gesellschaft fur Elek- 
trische Industrie of Mannheim, as in the case of certain other 
companies, report that the balance-sheet for 1913-14 has been 
carefully prepared, having regard to the present state of 
affairs. After setting aside £25,000, as in 1912-13, as reserve 
fund for investments, and making other appropriations, the 
accounts show net profits of £56,000, as compared with the 
same amount in the preceding year. The dividend proposed 


is at the rate of 5 per cent. on share capital of £400,000 and 


at 24 per cent. on new capital of £1,500,000; the sum of 
£10,000 has been placed to the extraordinary reserve fund, as 
in 1912-18, and £5,000 to the pension fund, leaving £18,000 to 
be carried forward, as against £17,000 in the previous year. 
Besides being interested in a number of undertakings, the 
company carries out constructional work, and the directors 
state that they hope to be able to continue this work with 
the diminished staff now available. 


THE SCHUCKERT ELEctTRICITY Co. 


The report of the Elektrizitats А.С. vorm. Schuckert 
Co., which has been merely an investinent company for some 
yeurs past, and which is Joint proprietor with the Siemens 
and Halske Co. in the Siemens-Schuckert Works, states that 
the company’s own undertakings and those in which it is 
also financially interested experienced satisfactory results in 
the year ended with July 8156, 1914. The general backward 
movement in trade which had been occasioned by the warlike 
complications in the Bulkans had reached a standstill, and 
the directors therefore would have proposed a dividend of at 
least the same amount as 1р 1912-13 if a new situation had not 
been created by the outbreak of the world-war at the beginning 
oí the new financial year. Having regard, however, to the state 
of war, they had estimated the assets 1n a par ticularly careful 
Inanner and recommended a dividend of 6} per cent. as com- 
pared with 8 per cent. in the previous year. The report proceeds 
to state that the influence of the war would naturally also be 
felt in connection with the company's undertakings in the 
present financial year. It had been possible everywhere to 
maintain the working and to continue the execution of exten- 


sions of supply stations, especially as a greater demand for 


electrical energy was being manifested in order to economise 
the stocks of petroleum. The company had participated in 
the formation of the Nuremberg War Credit Bank, in the 
subscription to the National War Loan, and in various bene- 
volent funds in connection with the war, and had made 
provision for the families of employés who had been called to 
the colours. After giving details of the manufacturing and 
other investments in different countries, the report sets forth 
the following figures: — 


1913-14. 1912-13. 
Share capital . 43,500,000 3,500,000 
Loan capital 2,365,000 2,215,000 
Gross profits 412,000 484,000 
General expenses 25,000 22,000 
Interest on loans ... e. s eee 108,000 84,000 
Depreciation m. 700 700 
Net profits and balance forward 304,000 364,000 
Allocation to special reserve fund . — 5,000 
Dividend... .. .. .. ... !. 227.000 280,000 
Dividend, per cent. |... ... .. .. 61 8 
Carried forward | 66,000 63,000 


The reserve fund is тейле at £495,000 and the special 
reserve fund at £50.000. The holding in the Siemens-Schuckert 
Works remains at £2,247,500 for the ordinary capital and at 


£1,250,000 for the perpetual 64 per cent. loan advanced by 


the two proprietary companies. : 


THE Siemens & HALSKE Co. 
The report of Siemens und Halske A.G. for the year ended 


on July 3196, 1914, states that the year terminated on the eve: 


of mobilisation, and the working results, therefore, were not 
directly affected by the influence of the war. In general, the 
vear had the character of increasing improvement. But, on 
the other hand, the accompanying phenomena of the war 
which had arisen in the meantime and the unknown develop- 
ments of the future rendered necessary а specially careful 
examination of the list of assets in the balance-sheet. It had 
been emphasised for years past that particular care had been 
taken in this direction, but for the past vear the company 
went bevond the usual measure. and also proposed to reduce 
the dividend from 12 to 10 per cent. In this way it was 
believed that the company would appropriately meet the 
Various points of view which concerned the question of the 
computation of the dividend. The permanent investments in 


foreign companies, partly situated in hostile countries, stood 


in the books at amounts which also took into account the risks 
existing in time of war. It was obvious in a period of serious 


given below :— 


economic convulsion like that caused by the war that the 
electrical industry was considerably involved, because its 
manufacturers were to a large extent of the kind 
through the employment of which greater perfection in 
economy was obtained, but in war time requirements of that 
rature were only on hand to a smaller degree. As a conse- 
quence, the orders received by the works for articles of peace 
in the new financial year were considerably below the average 
of the corresponding period in previous years. Аз, however, 
the company from the beginning had occupied itself very 
fully with the requirements of the Army and the Navy in the 
matter of electrical equipment, and had participated in the 
development of new branches, an assured compensation was 
offered in the new spheres of work for the slacker activity in 
peace manufactures. In addition, the plant had been accommo- 
dated as much as possible to further military needs and had 
been placed at disposal. At the time of the report being 
rinted the staff of the firm and of the Siemens-Schuckert 
Works had contributed to the colours 3,588 officials and 9,938 
workinen, or à total of 13,526 men. The directors expressed 
the belief that they might abstain on the present occasion 
from reporting on the technical development which had taken 
place, except to mention that it had proceeded systematically 
in the usual manner and been successful. The accounts are 


1913-14. 1912-13. 

Ordinary share capi . . £3,150,000 43, 150,000 
Loans ... . we 2 ,216,000 2,242,000 
Gross profits 661,000 733,000 
General expenses 49, 0 54,000 
Interest on loans 94,000 95.000 
Depreciation j Р 20,000 21.000 
Net profits and balance forward . 551,000 625,000 
Special reserve fund " 100,000 100,000 
Disposition fund 25,000 25,000 
Bonuses 45,000 45,000 
Dividend TEE "M 315,000 378, 000 
Dividend, per cent, ates. йу oia her 10 12 

Carried forward |... ... wae а 60,000 60,000 


SIEMENS-SCHUCKERT WORKS. 


The directors report that the year 1913-14 developed better 
than might have been expected from the indications of a 
general decline in trade prosperity, and consequently the order 
received were not inferior to those of the preceding pear. 
During the twelve months the German works delivered 128,267 
machines, motors and transforiners of a-total of 2,849,582 KW., 
as compared with 132,800 and 2,990,000 Kw. in the previous 
year respectively. The time following the day of mobilisation 
on August Ist at first brought about stagnation in the course 
of economic activity, and in the early days of that month 1,602 
officials and 6.081 workmen were called up, the number rising 
to 2,327 and 7,102 respectively by the middle of November. 


. At present the staff corresponded with the extent of the orders 


received in consequence of the increased employment for the 
requirements of the Army and Navy. The company, in con- 
Junction with the Siemens & Halske Co., participated with 
corresponding amounts in the War Credit Bank of Greater 
Berlin as well as in the оо War Credit Bank in asso- 
ciation with the Electricity Co. (late Schuckert) of Nuremberg, 
and also in the War Metal Co. and other undertakings of public 
utility in accordance with the circumstances of the times. The 
active trade with the company’s friendly houses in England, 
France and Russia had naturally been tied up through the war. 
Oversea, trade, which had been of considerable extent, was 
also very difficult, but the directors ventured to have confi- 
dence that the victorious termination of the war would lead 
to increased prosperity in this branch of business activity. It 
was obvious that prudence rendered necessary a specially 
cautious calculation of the balance-sheet, which was possible 
thanks to the favourable results for the year. The accounts 
exhibit the following figures :— 
1913-14. 1912-13. 


Ordinary capital 

Loans (obligations) .. Е 
Perpetual 63 per cent. Loan. 
Gross profits À 
General expenses 


Interest on loans ese ce e = 887,000 333.000 
Depreciation " jos 14,000 62.000 
Net profits and balance forward . 514,000 692.000 
Allocation to reserve fund 125,000 125.000 


Bonuses to staff and workmen ... ... 15,000 15.000 


Provident fund . 25,000 25,000 
Profit share of the two proprietary 

firms E 337.000 450.000 
Percentage of profit distribution . 74 10 
Carried forward Been ale ru lit cats 12,000 17.000 


During the vear the company's technical work showed 
quiet but constant development. In particular, attention 
was paid to the improvement of the methods of work- 
ing. to reconstructions which were shown to be requisite in 
consequence of the new regulations of the Union of Electrical 
Engineers, and to the standardising and development of 
the branches which aim at the protection of electrical installa- 
tions in connection with the increasing employment of high- 
tension currents. The company's activity for the mining 
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industry, which was in в difficult situation, especially in 
regard to the potash industry, experienced an increase through 
the large advance in orders for winding engines for abroad, 
and the foreign orders for the iron industry also provided 
as great employment as in the previous year. No material 
change occurred in all other industries as contrasted with 
1912-13. The extension of existing overland: stations and the 
establishment of new works continued to follow an active 
ecurse. As a matter of technical interest, the report mentions 
the central station at Zug, Saxony, which utilises water power 
aud is situated at a depth of 1,000 ft. in a disused mine, the 
cutput being 2,400 kw. The experimental installations in pro- 
gress for various administrations in regard to main line, city 
aud suburban railways, were approaching completion. The 
trial runs on the main electric line between Kiruna and Riks- 
gránsen in Sweden had begun, the railway being intended for 
the working for the first time in Europe of goods trains of over 
4049 tons, for the transport of iron ore. Owing to the war it 
was impossible to bring into operation by the pre-arranged 
tune the almost completed sections between Halle, Leipsic and 
Bitterfeld and the Silesian mountain section between Laubau 
and Ronigszelt, together with the auxiliary sections. In the 
case of South German lines, sections ‘had been brought into 
cperation with direct current at 1,200 volts with good success. 
The transmarine business was in a state of depression during 
the year in consequence of a reduced influx of European capital, 
disturbed political conditions, economic failures in- regard to 
finance, unfavourable harvests, and the course of prices for 
iniportant export commodities. As further technical progress 
are cited the facts that the large three-phase transformers, 
ezch of 23.000 KW., ordered in 1912-13, for 25,000 volts had well 
stond the test in working. and a similar remark was appli- 
cabie to the Lauchhammer station, which was working at 
11,40) volts. Other installations for the same high pressure 
were either carried out or placed on order, as, for mstance, the 
Neuss station, the Palatinate station, as well as essential instal- 
ments for the Murg power station of the Bavarian Government, 
whilt 31 miles of cable for 50,000 volts were supplied to Spain. 
D:reet-current turbo-generators were constructed at 3,000 revo- 
lutions to 1,000 Kw.; three-phase turbos at 1,500 revolutions to 
15049 Kw., and at 1,000 revolutions to 30,000 kw.; water- 
mer generators at 214 revolutions to 12,000 Kw.;.converters 
and three-phase motors at 375 revolutions to 5,000 Kw., and 
potential regulators to 20,000 xw., which is probably the largest 
в far employed. | 


Tata Hydro-Electric Supply Co., Ltd.—It appears 
from the recently issued fifth report that the whole of the oom- 
peny's available supply of power has been already disposed of, and 
that 35 cotton and three fiour mille have contracted for such 
supply for a period of 10 years.. The report gives a very satisfac- 
tory account of the progress of the work. The dam and other 
works of the Lonavia Lake are sufficiently forward for practically 
foll storage and use, and the same, to all intente and purposes, 
may be said of the Walwhan Lake dam. The duct from Lonavla 
Junction to the forebay is sufficiently advanoed to carry 8 ft. of 
water for beneficial use, and this water can be delivered as soon 
as the pressure pipe-line is completed. The Walwhan duct is not 
ю far advanced, but the forebay dam and bed of the basin are 
raffleiantly completed to enable the forebay to be filled to 10 ft. 
above the outlet level. The work on the pipe-line still appears to 
be the most backward, and in this respect very different to that in 
connection with the power house, where, it seems, power oould 
be generated any time if water were available at the turbines. 
All the transformers required for the original installation are 
reported on the site. plete motor equipments have been 
delivered for 19 mills, and partial deliveries have been made for 
several others. Work on cables, switchgear, meters, &o., is also 
well in hand. Thus it appears that there will be no difficulty in 
utilising current when once the supply begins.— Indiaman., ` 


Nairobi Electric Power and Lighting Co. Ltd.— 
It is reported that the war has not yet affected adversely the 
company's working at Nairobi, and that there is no reason for 
unessintes. The directors have, therefore, decided {с make an 
immediate further distribution of profits by declaring a second 
interim dividend for the year 1914, making 6 per cent. now paid 
on both the preference and ordinary shares, and they hope that 
when the year's accounts are completed and audited, there may be 
fizient profit shown to warrant a final substantial dividend in 
respect of the year's working. 


Delabole Electric Lighting and Supply Co., Ltd. 
—The first annual meeting was held on Dacember 3 let. but no 
statement of accounts could be presented. Mr. M. J. Willa, the 
chairman, said that the secretary had been away serving his 
country, and the assistant secretary had been unwell. The meet. 
ing was adjourned to January 18h. 


Mevican Electric Light and Tramway Companies. 
—Owing to the continned unsatisfactory condition of affairs in 
Mezi o. payment of the half-yearly coupon now due on the 6 per 
cent. 50-year mortgage bonds of the Mexican Tramways Oo. is 

as is also payment of the hlf-yearly coupon of the 5 per 
eat, fret mortgage gold bonds. 


. Calcutta Electric Supply Corporation, Ltd.—The 
number of unite delivered to consumers during the five weeks 


ended October 30th, 1914, were 1,461,881 compared with 1,426,639 


in the corresponding five weeks of 1913. For the four weeks 
ended November 27th the units delivered amounted to 988,840, 
compared with 965,848 in 1913. 


City of London Electric Lighting Co., Ltd.— 
Warrants in payment of the half-year's interest to December 31st 


less income-tax at 1s. 10d. in the & on the first and second debenture 
stocks, have been duly posted. 


STOCKS AND SHARES. 


Tuesday Evening. 


THE Stock Exchange re-opened its doors last Monday, January 4th, 
for the first time since they were closed on Friday morning, 


July 31st, 1914. Notwithstanding the serious nature of the 


restrictions imposed by the Treasury as the price which the House 
has to pay for being allowed to conduct business within its own 
doors, members were unfeignedly glad to get back to their 
accustomed positions. "Veterans who had not been seen in Throg. 
morton Street fo? many a year put in an appearance on this 
historic occasion. For the first time since Maurice Gifford and a 
party of Rhodesian Horse crossed the Кейт Circus after the Boer 
War, men in khaki mingled with groups of their fellow-members 
who appeared in every-day clothes, The occasion tingled with keen 
excitement, suppressed nominally, but very apparent actually—to 
those who know the markete—in the high boísterousnese of 
spirits which prevailed. | 

It might have been thought that members were returning to the 
pleasantest of business prospects, instead of. coming back to 
chains: and fetters provided by the Treasury for every bargain 
done. The fear is that alien enemies may take advantage of 
the Stock Exchange being officially open, and realise money which 
might be transmuted into guns and ammunition whereby the war 
might be lengthened and more lives sacrificed. The Treasury, 
moreover, views with lively apprehension the possibility of outside 
raids being organised against British credit, through the medium 


of bear operations in the Stock Exchange markete. These are the 


principal reasons why they have shackled Stock Exchange business 
with such impediments as to make House: men despair of paying 


expenses for a long time to come, unless the conditions are 
modified. | | 


The Stock Exchange sang the National Anthem with profound 


feeling and fervour; at the line And make them fall,“ the domes 
reverberated with the force sung into the words, And when three 
rousing cheers were given for the King at the end of the brief 
ceremony, many members found themselves obliged to retire 
abruptly behind convenient pillars and telephone rooms, in order 
to swallow quite unusual sensations which persisted in arising in 
their throats. ` 

Business is now on a purely investment basis. During those 


five months that lay between August and December, a certain 


amount of speculative buying and selling went on which now is no 
longer possible. The man who sells shares must, in giving the 
order, provide the name of the transferor and the distinctive 
numbers. The certificate must have been in physical possession 
within the United Kingdom for at least three months. The client, 
be he buyer or seller, has to sign a declaration to the effect that 
the transaction is not on behalf of an alien enemy, directly or 
indirectly. In exceptional transactions may be carried 
through for clients outside the United Kingdom; but everything 


of this sort is subject to the keenest scrutiny, and must be eub- 


mitted to the Stock Exohange Committee before it is allowed. 


There should be now no difficulty experienced by the buyer in 


obtaining delivery of stock or shares, for the jobbers are precluded 
from selling short, even where they have the reasonable certainty 
of replacing stock at а profit. Every bargain has to be officially 
recorded, whether it bein quoted or unquoted securities, The Stock 
Exchange Officia] List has made its re-appearance in guise most 
unfamiliar. Not all markets, it should be added, are hampered by 
the imposition of a ecale of minimun prices below which members 
are not allowed to deal. So far.as the electrical issues are con- 
cerned, this restriction applies only to certain securities in the 
Home Railway liste. The Treasury, however, retains the right to 
extend the principle of medium prices as and when it considers 
such conditions needful. 

Those cliente who find such bars to business to be irksome and 
cumbrous will be the more ready to sympathise with the Stock 
Exchange broker who is obliged to deal only in this way, because 
of the Treasury requirements, The prophetic optimist foresees 
early modification of the restrictions, though the paternity of the 
wish renders it suspect. 

The Metropolitan Railway issue of 5 per cent. Preference stock 
failed to achieve the same measure of success as attended those pre- 
viously made by the London and South-Western and the South- 
Eastern Companies, The security was regarded as somewhat lesa 
attractive than that offered by the other two railways; whereas 
premiums are established in the case of the latter stocks, the new 
Metropolitan Preference stands at a discount of about 14 per cent. 

Home Railway stocks, as a whole, are not at all bad, expectation 
looking for maintenance of much the same dividends as those 
which were paid a year ago. The Underground group, however, 
is exceptional, and prices are heavy. 16 will be observed from the 
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following list that small falls have tsken place this week in three 
or four cases. We have added to our usual prices another column 
oror the levels at the end of July, when the Stock Exchange 
closed :— 


Номе Execrricity Companiks. 


Mean price, Jan. 5, 1915. Rise or fall 
Jaly 27. Now. this week. 
Brompton Ordinary .. 20 - is — 
Do. 7 per cent. Pref. m - a — 
Charing Cross Ordinary... Ke e 5 4 — 
Do. do. do. 4 Pref. ee 4 = 
Do. do. City Pref. .. 4 4 — 
; eb. à га 9! 84 *1 
Chelsea .. "m es Vs «s ea 4 4 — 
Do. 43 Deb. T ae 85 .. 963 91 — 
City of London e - vs .. 16 14 — 
Do. do. 6 ver cent. Pref... .. 18 18 — 
Do. do. 5 Deb. ee ee en п 114 — 
Do. do. 4% Deb. ee ee oe 1 98 — 
County of London Ss 925 . 12 11 — 
Do. do. 6 per cent. Pref. wu 19 11 — 
Do. do. lst Deb... га .. 109 99 — 
Do. до. nd Deb. "e .. 10^ 97 — 
Kensington Ordinary sao, жи vA. |7 73 = 
London Blectric ne ia is 1.4 li = 
Do. do. 6 per cent. Pref... E 5 = 
Do. do. 4 Deb. d ВР 92 8°} — 
Metropolitan ie МЕ 8 8 — 
Do. 4 per cent. Pref, 41 4 = 
Do. 4 Deb. vio om = 
Do. Deb. ee oe ee Р 81 — 
Bt. James' and Pall Mall 9 ae 9$ 9 — 
Do. do. do. Tpercent. Pref. 7 61 — 
Do. do. do. 33 Deb. .. 814 83 — 

Routh London .. Ех РЕ “з .. BÀ 8 — 

South Metropolit:n Pref. .. - ia 11 1 — 

Westminster Ordinary es T és 8 — 

Do. 4% Pref... oe as ee 4 т" 
TELEGRAPHS AND TRLEPHONBS. 

Anglo-Am, Tel. Pf. oe es ee oe 108} 109 —" 1 

do. Def. oe ee oe 28 21 = 

Chile Telephone we га EA is 7 7 — 

Constantinople Tel. es ane ak 4 4 — 

Cuba Sub. Ord. ВЕ ite zs ке — 

do. Pt. ee ео ee ee 16 15 Mz 

Eastern Extension .. son ga © 19 12 — 

do. 4 Deb. ae oe ae 97 94 — 

Eastern Tel. Oord es ПИ .. 180 121 + 1 

do. 83 Pf. m us n 71 713 — 4$ 
do. 4 Deb. ee oe ee 964 95 * 7 

Globe Tel. and P. Ord. ee ee ee 113 17 Е -— 

ёо. Pf, » 9 oe oe ee 194 19 TN 

Gt. Northern Tel. v i E 824 28 — 

Indo - Duropean ES » vis "m 59 57 — 1 

Marconi ee . ae ee oe ae ІҢ і 1g + та 

New York Tel. 44 .. - vs . 101 96 — 

Oriental Telephone Ord. .. i $a 2%, 2 — 

do. Pf. as oe ee lag lp, — 

Tel. Bg 6 Deb. ee ee ee ee 96 97 ксы 

United В. Piate Tel... ia v fg 6 — 

do. Pf. ee oe ee 5% 5 CT 
. West India and Pan. - as oe ) 14 — 

Weatern Telegraph .. bs Et vi 18 1% = 

do. 4D«b. .. V a 96: 95 — 
Forgion Trams, &c, 

Anglo-Arg. Trams, First Pf. А 4 4 — 
do. and Pf... ee 82 b 4 — 
do. 4 Deb В 91 an — 
do. 4$ Deb. 983 96 — 
do. 5 Deb. 96 89 — 

Brazil Tractions p T "m .. 66 67 — 

Bombay Electric Pf... ae s . 118 103 — 
do. 4% Deb. ae ee 96 96 і — 2 

Mexico Trams.. з i3 885 .. 70 45 — 
do. 5 percent. Bonds .. 84 TO — 
do. ‚ 6 рет cent. Bonds .. 76 65 — 

Adelaida Вир, 6 per cent. Pf... . B} 54 — 

о. 5 Deb. ee oe ee 104 1004xd, т" 
Home Rails, 

Central London, Ord. Assented .. .. 88 79 + 1. 
Metropolitan .. ie 8 яа . 873 81 — À 
do. District 3i ds .. 4l 18 — 
Underground Electric Ordinary i 91 lá — i 

do. * J. T4 67. — 84, 
do. Income vs xtd IS 88 19 — 1l 
MANUFACTURING COMPANIES. 

British Westinghouse Pref. .. .. 1 14 — à 
do. 4 Deb. ee ee ee 14 72 = 
do. бвр. lien $5 — "e 109 98 — 

Callenders .. và $4 ИЛ is 114 113 — 
do. 5 Pref. ee eo ee ae 5 44 C 
do. 44 Deb. Кя Ve Р 9 97: — 

Cast ner- Kellner i da T 2 7 — 8 

Edison & Swan, £3 pd. .. у v 52 18/- + 17 
do. do.  fullyvoaid .. vx ИҢ 23 — 
do. do. 4 De b. "P oe 59 00 — 
do. do. 2 Deb. ee eo. 613 60 = 

E e^tric Construction © К 4 10/ — 
do do. Pf. . d = 

Gen. Nlec. Pf. 103 10 — 

Henleys ix 15 13 — 

до. 44 Pref. 2 5 41 = 
d^. 44 Deb. 1004 9? = 

India-Rubber е is М. S 9 81 — 

Telegraph Con. oe 2 is 384 36 — 4 


* The Calcutta Electric Supply Corporation i: cffering its share- 
holders new Ordinary shares at 5j and new Preference at 5. 
Application must be made fer an equal number of both classes of 
shares. At the end of last July the с-г would have bien a very 
tempting one, because Calcutta Ordinary were standing at 74 and 
the Preference at b]. The war has brought prices дозуп, and at the 
present time the nominal quotations are about 6 and 43 respec- 
tively, or £10 15a. together, so there is not much plunder to be 
made by subscribing at £10 10a. for the two. Moreover, no Stock 
Exchange dealings are allowed in any new issue made after 
January ith, 1915, unless specially allowed by the Committee and 
approved by the Treasury. The company, however, has a fine 
record from 1900 onwards, so proprietors will probably take up 
their new shares as good investments, 


Manufacturing issues are fairly steady, though Westinghouse 
Preference aud Telegraph Constructions show falls on the week. 
Edison & Swan partly-paid shares are ls. higher at 13s, and 


have been up to 148. 


That the Company is doing extremely well 


with ita lamp business has been common knowledge for some time 
past, and rumour now has it that substantial contracts for work in 
connection with submarines have been secured. 


The Bill has been deposited 
next session for constituting a 


for introduction into Parliament 
company with powers to eupply 


electrical energy in the County of London and adjacent areas. It 
is proposed to incorporate a company, with a share capital of six 
million pounde sterling, with borrowing powers of another two 
million pounds, and some see in this the possible advent of that 
Electrio Supply Board—on the lines of the Metropolitan Water 
В ard—which has been the dream of many people for years. The 
electric lighting market exhibits no important changes on the 
week, but there may be significance in the renewed eagerness of 
the demand that ia noticeable for all the best Debenture stocks in 


this group. 


MARKET QUOTATIONS. 


OwING to the war, the prices given below are, of course, mora 


or less nominal. | 
Wednesday, 


— l —ů— 


0 


CHEMICALS, дс. 


a Acid, Hydrochlorio ee вө 
a m Nitric ee ee eo ee 
2 n Oxalic ee ee ee 
a ” Sulphuric ee ee ee 
a Ammoniac Bal T ба aò 
a Ammonia, Muriate (large orystal) 
a Bleaching powder .. T ee 
a Bisulphi e of Carbon ee ee 
a Borax ee ae ee ee ee 
a er Sulphate .. T ee 
a L , Nitrate ee ee ee 
a н White Sugar ee ee 
a „ Peroxide .. өө "T 
e Methylated р v Бе $ 
a Potassium, Bichromate, in casks 
a Potash, Caustic (88/90 %) ee 
a и lorate ee ee ee 
a „ Perchlorate oe ee 
a Potassium, Cyanide (98/100 96) .. 
(for mining parposes only) 
a Bhellac ed - T 
a Sulphate of Magnesia... va 
a Sulphur, Sublimed Flowers 


a » Recovered T - 
, а " Lump ee .. ee 
a Boda, Caustic (White 70/72 ) 
B м hlorate ee ee ee 


Bl.» stals $5 $5 өө 
a cibus orp cesks ee 
METALS, &oc, 


b Aluminium Ingots, in ton lots. 
b > Wire, in ton lots } 
(1 to 14 8, W.G.) 
b Bheet, in ton lots .. 
p Babbitt's meta! ingots .. T 
c Brass (rolled metal 2* to 12* basis) 
0 „ ube (brazed) ee oe 
с н (solid drawn) ee 
B^ as Wire, basis .. se T 
c Copper Tubes (brazed) .. ee 
c = „ (solid drawn) 
g м Bars (best selected) 
g м Bheet ee ees ee 
g * Rod ee ."* se se 
„  (Electrolytic) Bars ee 
d n " Sheets 
d i и Rods vs 
d „ Н.О. Wire 
f Ebonite Rod ee ee ee 


E 
2 


7 

n German Silver Wire oe өө 
h Gutta-percha, fine.. ee oe 
h India-rubber, Para fine .. m 
i Iron Pig (Cleveland warrants) .. 
„ Wire, galv. No. 8, Р.О, qual, 
g Lead, English Pig .. .. oe 
m Manganin Wire No, 28 eo ee 


g Meroury ее ee ee ee 
e Mioa (in original cases) small .. 
9 „ ü „ medium 
е n а „ large 
o Nickel, sheet, wire, &o. . е ee 
э Phosphor Br plain casti 


AE OE enn уа 
e £0 strip & sheet 
o Platinum jon . - е en 
d Bilicium Bronse Wie . еә 


Р Steel et, in bars өө ee 

8 Tin, Bloo (English) ее ве 

n Wire, Nos. 1 to 16 ee ee 
White Ant-triction Metals 


d eo 
k Zino, Bh’s (Vieille Montagne bud.) 


January 6th. 
Latest *ortnight's 
Price, Inc, or Dec, 
per owt. 4/6 РА 
м 19/- ae 
per lb. 8d. * 
per owt, 5/- РА 
T £49 m 
per ton £19 T 
ji L £8 10 * 
is * se 
| £18 10 Pa 
и | £29 e 
A £30 es 
[T] * „ ee 
" ee ee 
per B . es 
per i. "d dd 
per ton ee 
per lb, 1/2 6d. ine. 
* Ba. m 
» Nom. өө 
per owt, 55/ ee 
per ton +8 £4 dec. 
9 £11 10 na 
‘ £4 a. 
" £8 10 Sa 
£'026 
per lb. 81. ld. inc 
per ton 45/- me 
per lb, Bd. * 
per ton £85 en 
м £112 ef 
» 2112 * 
» £50 to £291 | a 
per lb, d, : 
м 9 d. 
м 8 d. | . 
= Sad. | ; 
á 10id. | 
" 1034, 
per ton £78 
" £73 
Р ETR 
н £61 10 
" £19 10 
н £67 10 
рег lb, Brå, 
м 8. | 
м 2/6 | 
" 18 | 
ч 6/19 „ә 
" 2/94 id. de 
pert ton 3,6 5% 
" £16 | is 
м £19 15 0 е 
per lb, e ae 
per bot, 211 5 U * 
per lb, 44. to 2/6 Ke 
L] 6/- to bI. es 
" 6/6 to *0/6 & up. a 
TY Nom. D x 
м to ee 
м 1/03 to 1 e 
bed 1 to 16 е 
рег os. LREJ- 9 
per ib, 1034. EN 
per ton £65 к 
е £151 to £1'6 sje 
per lb. 2/3 ac 
per ton 844 to £194 Я 
> Nom. ae 


Quotations supplied by— 


a G. Boor & Co. 

b The British Aluminium Co., Ltd. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta Percha and 
Telegraph Works Co., Ltd. 

g James & Shakspeare, 

b Edward Til) & Co. 


i Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard Johnson & Nephew, Led. 
m W. T. Glover & Co., Lid. 

п P. Ormiston & Sons. 

o Johnson, Matihey & Co., Lid. 


p 
г W. ЕЁ, Dennis & Co, 


. » vap „„ — me 
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METAL MARKET. 


Fluctuations in December. 
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_ Russia's Copper Production, — The output of copper 
in Russia has increased considerably in recent years, and if the 
rate of expansion which hae taken place hitherto is maintained 
it would appear _that the country will become independent of 
external supplies in the course of a few years, unless the demand 
increases іп а greater ratio than the output. As the position is at 
present, the only material imported is said to be electrolytic copper, 
although the production of this quality was begun in Russia by the 
Bosenkrants works in 1907, and was followed by the Kyshtym 
works in 1911. The development of the copper industry, as a 
whole, is illustratei by the fact that the importe declined from 
20,300 tons in 1901 to 6,100 tons in 1913, whereas the native pro- 
duction increased by over three times in the same years to 34,300 
tons in 1913. The Caucasus was responsible for 10,000 tons of the 
output in 1913, the Urals for 17,300 tons, Siberia for 5,700 tonr, 
and the remainder of Russia for 1,300 tons, Most of the copper pro- 
ducers formed themselves into a syndicate (Medj) in 1907, and the 
accession of new members raised the quantity controlled by the 
syndicate to 95'7 per cent. of the total production in Russia in 
1913. The great development of the industry is attributed to the 
systematic management of the syndicate, whose prices, in contra- 
distinction to the South Russian Coal and Iron and Steel 
Syndicates, have apparently not formed the subject of Govern- 
ment complaints on the ground of being excessive. 


Large Glass Switchboard.—Recent developments in 
the making, bevelling and drilling of massive slabs of glass have 
made it possible to utilise this substance in the construction of 
ewitchboarde.. А glass switchboard built for Dodge Bros., Detroit, 
Mich., by the Mutual Electric and Machine Co., Wheeling, W. Va. 
is declared to be one of the largest switchboards of this type ever 
made. The board is of white Carrara glass, and is l'5 in. thick, 
All instrumenta are finished in golden bronze to add to the pleasing 
sppearanoe of the apparatus as a whole. The bbard is in the 
engine room, and is ueed only for control purposes. The generator 
амі feeder switches are operated by solenoids and motors, and are 
on additional switchboards іп the basement and other parts of the 
factory. Mounted on the switchboard is a set of remote-control 
feld discharge switches and “I-T-E” motor-operated circuit- 
breakera. To the left and right of the oontrol switches on the 
5 are mounted red and green signal lamps. The board 

used in connection with the control of two 480. volt, 750. Kw. 
йр omer 60-cyole steam-turbine unite, one 500-K w., three- 
к Corlies engine directly connected unit, one engine-driven 

ter and two motor-generator exciter unite.— Electrical World. 


. ance in capturing trade. 


TRADE OF NEW ZEALAND. 


Tue following remarks relative to the trade of New Zealand 
in 1913 and Great Britain's participation therein, are ex- 
tracted from the recently-issued report to the Board of Trade 
by H.M. Trade Commissioner (Mr. W. G. Wickham). This 
report (Cd. 7,693) can be purchased from Messrs. Wyman & 
Sons, Ltd., price 23d. 

General Trading Position.—The year 1913 was remarkable 
in several respects. It was & year of high prices, and a year 
of record trade in nearly every country. The total imports 
and exports of New Zealand for 1912 and 1913 were as follows: 


1912. 1913. ' i Increase. 
Imports £20 977,000 22, 286,000 £1,309,000 
Exports 421,771, 000 422, 987,000 41, 216, 000 


The above figures include bullion and specie exported and 
imported, and it may be noted that, while the value of these 
latter exported has fallen by £82,600, the value imported was 
greater in 1913 by £234,675. The margin of gross exports 
over imports is slightly reduced on the year, but if specie be 
left out of account it is greater, as appears below :— 


1912. 1918. 
Imports, excluding specie 220, 576,500 421,652, 000 
Exports "o 21,511,600 2, 810,000 
Excess of exports .................. 935,100 1,158,000 


The general boom in trade had its usual somewhat incon- 
venient corollaries, namely, dear money and slow delivery 
of gcods. The effect of a tight money market has been natur- 
ally to restrict public expenditure on development where this 
entailed further borrowing, this being reflected in a limita- 
tion of importe. It has doubtless also had the wholesome 
effect of promoting a spirit of commercial introspection. 
Communities and individuals are alike apt in times of 
cheap money to forget that credit is not the same a8 cash, 
and that liabilities have to be met in the long run. 

Criticisms of British Methods.—The other direct result of a 
trade boom is Ње difficulty experienced in getting reasonable 
delivery. During the past year much adverse criticism was 
levelled at British manufacturers, in contrast with those of 
other countries, on account of the impossibly distant dates 
they name as the earliest shipment they can give. Conse- 
quently, they are blamed for lack of initiative іп not expand- 
ing their works when they have the chance. Firms who are 
in the groove of a level turnover do not realise that in a 
period of boom they can, by giving prompt delivery of their 
goods, get trade at the expense of old-established goods, and 
have the opportunity of getting a footing 1n а new market, 
which they could not get without difficulty otherwise, but 
which, having once secured, they can retain 1n slacker times. 
America is quick to take advantage of this class of opening 
and isa particularly dangerous rival in times of booming trade. 
It would seem that the British manufacturer can be too 
cautious. His disinclination to take part in the expansion 
of a boom is doubtless due to his foreseeing the prospect of 
idle hands and plant during the lull in trade, if he has in- 
stalled additional machinery in order to take boom orders. 
But if he do not venture, let him remember that he is not 
merely allowing a commercial rival to. sell his wares during 
the boom period, but is permanently increasing competition 


..and his own difficulty in selling in normal or slack times. 
.Added to which he has allowed his customers to acquire а 


suspicion that the newcomer is more pushing, more up- 
date. and more likely to adapt himself to requirements. A 
It is probable that quite as much business is lost by manu- 
facturers through wrong methods of attacking markets , as 
through lack of initiative. But the old generalisations as to 
British manufacturere refusing to adapt themselves and their 
goods to foreign requirements still persist, во those who have 
British goods to sell must face criticism and scepticism and 
be ready to prove their ability. Occasional stupidities are apt 
to be exaggerated into national characteristics, and so damage 
British trade as а whole. One may therefore plead justifica- 
tion for dwelling on one or two lapses. A failing which 
is probably a heritage from the days when very few manu- 
facturers did their own exporting, lies in the matter of 
packing. Manufacturers seemingly will not study effective 
and economical packing, and, what is more provoking, will 
not quote a price to include packing. Tt is as if thev do 
not realise that the ultimate retail price is the factor of import- 
i For example, a number of stoves 
were shipped in their cases fitted up ready for use, 
instead of taken to pieces. These stoves were actually 
manufactured in separate pieces, with screws for joining 
them together; moreover, the. indentors had actually stipu- 
lated that they should he taken to pieces for packing. A very 
much cheaper stove shipped by another British manufacturer 
and properly packed cost to land about 6O per cent. of its 
price at works, while the more expensive one cost over O0 per 
cent. of its price, and was so rendered unsaleable, except at a 


. heavy loss. 


Methods of Distribution.—Partly through the retailer wish- 


ing to get into closer touch with the manufacturer, with the 
jdea that he would thereby save intermediate profits, and 


partly through the desire of the manufacturer to learn more 
directly what was wanted, and to exhibit his wares through 
an agent in personal touch with the consuming market, the 
middleman is being ousted and direct trading resorted to in 


в е aku 


[ | THE ELECTRICAL REVIEW. 


[Vol, 76. No. 1,937, JANUARY 8, 1915. 


his place. This change has, so far as one can judge, come to 
&tay. lf it pays to sell through an agent in the, at present, 
limited or scattered market of New Zealand, it would appear 
likely to pay better and better as the market grows. 

The following are, roughly, the alternative methods of 
dealing with the Dominion of New Zealand :— n 

1. A manufacturer may sell only in the United Kingdom to 
warehousemen, indent agents, and buying agents of the large 
retailers. ` 

2. He may even limit himself by confining sales for export 
-to a single merchant house in the United Kingdom. 

3. He may have a trading branch established in the 
Dominion. 

4. He may consider that a single agent for Australasia (i. e., 
all the States of Australia, New Zealand and some of the 
Pacific Islands) is competent to find all the business he needs. 

5. He may think it preferable to divide his business among 
several agents to cover the different clearly-defined areas in 
the Commonwealth and the Dominion. 

The consensus of opinion appears to be against the first and 
second of these equally, except when the manufacturer is 
working on too small a scale to be able to do his own export- 
ing economically. On the other hand, it is useless to add 
export to manufacturing unless firms nre prepared to study 
the economics of the former as carefully as they do those of 
the latter. And further, it must be clearly understood that 
it is worse than useless to appoint a sole agent unless the 
manufacturer is satisfied that he is capable. as well as desirous, 
of doing justice to the appointment; and in spite of the 
utmest loyalty of intention it is usually impossible to prevent 
goods reaching the Dominkm by devious channels, and so 
seeming to go past the loral agent. 

The third alternative calls for no comment. The fourth is 
more open to argument. That it is a question of some import- 
ance is clear from the fact that there are some 700 British 
manufacturers who have a sole agent for Australasia located 
in Melbourne or Sydney, or in a few cases in some town in 
New Zealand. Expression is often given to the opinion that 
manufacturers have done this owing to a deficient knowledge 
of elementary geography and history, ns shown in the belief 
that New Zealand is a State in the Commenwealth. While 
there may not be complete justification for this extreme view. 
it is true that the areas. the relative distances and consequent 
slowness of communication between parts of Australasia are 
not adequatelv realised. ‘At the same time, it must he ad- 
mitted that it is almost as difficult adequately to work Western 
Australia from Svdnev as New Zealand. However this mav 
be, there is no gainsaving the fact that manv agencies granted 
for all Australasia ‘are simply not worked so far as New 
Zealand is concerned: in other cases. asain, the agent is 

ntent with one visit in two years, or with a nericdical visit 

the Dominion, not stopping in any but the four chief 
towns. 

Need for Local Representation.—In the Trade Commis- 
tioner's view, it is thoroughly bad policy to have a single 
agent for Australasia, as in most cases it merely means either 
that the whole area is not effectively covered, or that the 
whole work is done by sub-agents, and the goods consequently 
loaded with an extra agency commission. In expressing this 
view. one class of goods must be excented, namely, goods 
which for effective sale need expert knowledge. If an agent 
having expert knowledge can be found in New Zealand. well 
and good: if not—and it is by no means олсу always to find 
a firm of experts who are not already fnlly engaged with 
agencies—it is hetter.to have local suh-acents who can keen 
a look-out for lœol business, and call in the expert head 
agent, sav from Svdnev. when expert knowledge is required. 

The class of goods referred to is. of course, machinery. It 
is ^nnoving toa bnver, sav the Engineer to a Harbour Board, 
to find the agent for an engine unable to discuss the technical 
Wints in a suggested таті Нот from a standard model, and 
the local agent having instified his existence bv getting into 
touch with possible business should be able to call in an 
exnert head agent to clinch it. On the other hand. an exnert 
ele arent for the whole of Australesia cannot possibly keep 
himself informed as to all the possible business aver mch a 
vast area, or afford time to follow un sincle-hamded all the 
possible business of which he does hear. Further, the expert 
ean post up the non-expert sub- agents as to sellina noints of 
his plant. and he can айел watch the [al conditions and 
keen the manufacturers advised as to modifications necessary 
to cuit these conditions. 

It mav here be pointed out that business of this kind must 
he regarded os speculative эч compared with the sale. say. of 
hardware srd crockery, where a recnlar heat ean he can- 
vassed by journeys at regnlor intervals. Tn the sale of hig 
plant, e.g.. erane installations er large engines, much time 
and exnense. must of nococcitv he weetad aver husiness which 
does not materielse. Мати зетот munet realise this in 
making terme with agents, ered thoy should aleo endeavour 
to underctand the local conditions as regarde distances, fre- 
aqnenev of communication between are point and another, 
and the ercnesnuent expenditrre of money and time involved 
in endenvounirg to secure orders. 

The Trend of Tmmnoart Trade. —The New Zealand Import 
Returns are based for the most part on the conntry fram which 
goods were last invoiced. which may not be the country where 
they were mannfactured. Only in the case of goods coming 
in under the preferential tariff is the country of oricin reliably 


stated. Consequently the comparative figures which we give 
elsewhere in this issue must be taken merely as a general 
guide to the trend of the trade. The following remarks by the 
‘trade Commissioner, however, refer to goods which are aflected 
by the preferential tariff and whose real origin is therefore 
clear. 

‘Lhe statistics on the whole represent а very distinct im- 
provement, but in a few lines there is an unsatisfactory loss 
of trade. The most noticeable item is hardware and hollow- 
ware. Tinware also shows disappointing figures. Another 
heading where the United Kingdom's share is poor is Metal, 
manufactured goods unenumerated.” In the two last-named 
categories, Germany lost ground as well as Great Britain, 
the United States being the country which improved its 
position. | 
In portable and traction engines, we find a somewhat dis- 
concerting transference of trade in a peculiarly British line. 
A severe drop in the share of the United Kingdom is accom- 
panied by a strengthening of the United States’ position. 

There was a considerable drop in imports of gas-making 
plant and pumps and mining machinery, but these lines 
depend rather on chance orders, and a small import one year 
may be followed by а large one the following year. Cement 
is being satisfactorily manufactured locally, which accounts 
for a drop in jinports having taken place in spite of the 
increasing demand for reinforced concrete. 

In steam engines, other than locomotive, portable, and 
traction, the very heavy fall is difficult to explain. The 
increase in gas and oil engines was less than half of this 
fall. and the only explanation seems to be that tightness of 
money during the year has caused a check in industrial 
expansion needing steam engines as prime movers. No ground. 
Dovel, has been lost in proportion to relative sources of 
supply. 

A year ago attention was called to the extent of foreign 
competition in lamps, especially from Germany and America. 
In 1913, however, both of these countries lost ground, and, 
in spite of a slight reduction in total importe, the United King- 
dom has improved ‘her position. 

The above remarks refer to important lines where the total 
trade of the year has shrunk. "Turning now to those where 
there haa been expansion, and especially lines where the pro- 
portion from the United Kingdom has improved, there 1s a 
good deal that is noteworthy under iron and steel manufac- 
tures. In such lines there is very little competition with the 
United Kingdom, partly, no doubt, because the very consider- 
able extra duties on foreign goods cause the inferior Belgian 
and German makes to cost as much as better British qualities, 
and so take away the only inducement to buy them. 

Canadian competition in drawn steel pipes and tubes has 
been maintained. Imports of wire rope increased consider- 
ablv. In nails we have less than half the trade, but have 
slightly improved our position. British wire appears to be 
tougher than foreign and so better for tensile purposes: 
but for nail making the harder and more brittle German and 
American wire would seem to be better liked. 

In the machinery group there is no sensational change. 
Gas and oil engines again increased by £10,000. Imports of 
belting other than leather have increased to £40,000, and the 
proportion from the United Kingdom has advanced from 75 
per cent. to 85 per cent. at the expense of Japan and Ger- 
many. The former is the chief competitor. 


In connection with the growing trade between New Zealand 


and the North-American Continent, it is interesting to note 
the increasing freight facilities for this interchange. As 
bearing out comments previously made on the operation of 
the preferential tariff in indirectly assisting the United States 
in competition with the United Kingdom. it may be of 
interest to quote the statement, to which considerable publicity 
has been given in the New Zealand press, of an ex-Governor 
of Massachusetts who is manager of a large American 
machinery manufacturing. concern. He states that all over 
the United States “ the tendeney among the principal manu- 
facturing concerns is towards the establishment of plants in 
Canada." He adds that this movement has been going on 
for many years, and estimates that from three to five hundred 
million dollars of American capital is now invested in these 
Canadian plants. 


EE RE 


The Electrical Industry in Italy,—From statistics 
recently published, brought up to the end of Marcb, 1914, it 
appears that the Italian companies concerned in the production 
and distribution of electricity number 151, having 302 statione at 
work, with a production equal to 763,000 H. P., while nine stations 
are under construction, with a capacity of 125,000 R. p. The 
capital employed by these companies amounts to 453,000,000 lire ; 
the reserve funda itotal 32,500,000 lire; debentures, 146,000 lire ; 
debts, 265,000,000 lire: plant, 732,000 000 lire, and securities and 
creditae, 188,000 000 lire. Of these c^mpanies, 125 made profits of 
34,000 000 lire, 11 made a loss of 8.000, 000 lire, and 15 succeeded 
in making a balance only. The data regarding firms engaged in 
the output of electrical machinery are аз follows:—The number of 
auch firma ia 16, employing power to the extent of 3.310 H.P, a 
capital of 36,000.000 lire, with reserve funda of about 3,000,000 
lire. debta of 46 000,000 lire, plant valued at 29 000,000 lire, stock 
to the value of 29,000,000 lire and securities and credit, 45,000.060 
Jire. The profits made by 14 of these concerns totalled 2,600,000 
lire, while the remaining two made a loss. 
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THE BARTON POWER SCHEME OF THE MANCHESTER CORPORATION. 


As many of our readers are aware the Manchester Corpora- To meet the requirements of the large power users, the 
tion Bill, which received Parliamentary sanction last year, Corporation has aleo equipped 58 sub-stations on consumers 
allows, amongst other things, of the Corporation proceeding ^ premises, with an installed capacity of 34, 500 Kw. 


with an ambitious The area over 
electrical scheme, MIDDLETON which supply powers 
which has become l | are held now 
necessary owing to amounts to 46 sq. 


miles, with an ee- ' 
timated population 
of 750,000, exclu- 


the rapid increase 
in the demand for 
electricity in the 


Manchester area. . — sive of the Middle- 

At the present pU ton area, to which a 
time the city is ur i | bulk supply is given. 
plied from three к ose The electrical de- 
generating stations : mands of the area 
—Dickinson Street can be gathered from 


and Bloom Street 
stations, which 
supply direct 
current in the 
centre of the city, 
with a combined 
plaut capacity of 
14,000 Kw., and 
Stuart Street sta- 
tion, in the Clayton 
district, which sup- 
plies alternating 
current at 6, 600 
volts pressure to 
numerous sub- 


the fact that nearly 
155 million units 
were generated and 
118 million units 
sold during the year 
ending March 31st, 
1914, and that the 
maximum demand 
of about 50,000 
KW. is increasing at 
the rate of some 
5,000 KW. а year 
under normal con- 
ditions. All the 
existing stations are 
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stations, and has a limited in capacity 
plant capacity of by reason of water 
55,500 Kw. | PROPOSED | GENERATING STATION 2 facilities for con- 

In connection PROPOSED DISTRISUTING STATION А densing purposes, 


with the Stuart and the existing 
Street station there FIG. 1—SHoWING THE MANCHESTER SUPPLY AREA IN RELATION TO THE PROPOSED buildings at Stuart 


are 22 gub-stations PARTOS GEKERATINO STATION Street will be fall 


e (Su ат за includes Middleton (bulk), Fai!sworth, Droylsden, Audenshaw, Denton, Heaton Norris ° e 
—exclading those ET and (for tractios) Bals, Timperley and Altcincham.] | ' ар with an installed 


on consumers’ Existing goveratiog stations shown as b'ack spots, and sub-stations as rings. capacity of 60,000 
premises — with an KW., the adjoining 
installed capacity of 33,000 Ew. One of these is at Dickin- врате land being required for coal-storage purposes. 
son Street, where the generating plant was unequal to In view of the limitations mentioned, particularly as 
meeting the demand for electricity in the adjoining area. regards the Stuart Street station, the effective capacity of 
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which for generating purposes will be reached when the 
maximum demand attains to 45,000 KW., allowing for reserve 
plant, it was decided that further generating plant in a 
fourth station should be available by the summer of 1917. 
With this object in view numerous sites were inspected 
by the representatives of the Corporation, who were faced 
with a problem considerably in advance of anything yet 


attempted in the way of municipal electricity supply, as the · 


projected ultimate capacity of the new station will be 
gome 160,000 Kw. 

The site actually selected for what is now known as the 
Barton generating station covers 12 acres, and is situated 
ab the extreme western end of Trafford Park, on the side 
of the Bridgewater Canal, and in the parish of Davyhulme. 
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canal can handle at least 1,000 tons a day, while over the 
Trafford Park railways 800 tons of coal an hour can be 
handled, sidings being provided for ita reception. 

The coal silos, to which reference has been made, will 
hold a two months’ supply of fuel ; each silo will be equipped 
with two endless bucket type conveyors into which rail- 
borne coal can be fed through hoppers below rail level, 
situated at one end of the silo, while water-borne coal 
received in the dock will be fed into hoppers at the other 
end. For this purpose the dock between the boiler house 
and silos, which will be roofed in, will be provided with a 
travelling crane with a bucket or grab for removing coal 
from the barges. Each silo conveyor will run across the 
dock and empty into an elevated coal hopper at the end 
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FIG, 3.—SECTIONAL ELEVATION THROUGH SWITCH, TURBINE AND BOILER HOUSES, AND COAL SILOS OF THE PROPOSED 


This site fulfills the necessary conditions as to fuel, water, 
length of transmission lines and foundations, as by means 
of the Bridgewater Canal the West Lancashire coalfields are 
easily accessible, being only four miles away, while the 
Trafford Park railways provide through communication 
with the English coalfields generally. In the matter of 
water for condensing purposes, the site is also convenient 
to the Manchester Ship Canal. As, however, the consent of 
the Canal Co. to the use of the water is at present withheld, 
it is proposed to use the sewage and subsoil water—in the 
form of a purified effluent—which passes down the main 
outfall sewers te the Corporation’s sewage works at Davy- 
hulme, situated some 1,400 yards from the Barton site. 
The Barton site is about five miles from the centre of the 
city, being actually nearer than an alternative site within the 
city area, which met with some favour ; trial borings have 
also shown as regards foundations that red sandstone rock 
underlies the whole of the site at a depth ranging from 7 to 
8 ft., and, further, there are good grounds for considering 
that at least 14 million gallons of good quality water can 
be pumped from boreholes in this rock every 24 hours. 

It will be necessary to construct a new bridge across the 
Bridgewater Canal to carry coal and railway traffic to the 
station. | 

The preliminary plans of the generating station, which 
we are able to reproduce, show that not only will it be the 
larges& power station in the kingdom, so far actually pro- 
jected, but that it will be essentially a“ big unit“ station. 

It is proposed to erect it in four sections, each of which 
will contain two complete steam-raising, electrical-generating 
and auxiliary plants, thus providing eight complete plants in 
the station. This allows of one spare plant, one set aside 
for repairs, and six plants in commission. As proposed the 
first four generating units will be turbine sets of 15,000 Kw. 
each, and the remaining four, similar sets of 25,000 Kw. 
each, inaking a total of 160,000 Kw. 

The arrangement includes four boiler houses, cach with 
two batteries of water-tube boilers facing on to a central 
firing floor, i.e., one battery of boilers for each turbine set, 
and four coal silos practically forming extensions of the 
boiler houses, but separated from the latter by a canal dock 
for the reception of water-borne coal. 

Preliminary estimates show that 500,000 tons of coal 
per annum will be required by the complete plant and the 


of the adjacent boiler house, returning through a tunnel 
under the dock and silos. | 

The elevated coal hopper in turn will feed two endless 
bucket conveyors situated (both lead and return) over the 
bunkers in the adjacent boiler house, which are designed 
to carry 36 hours’ fuel supply. 

Only one section of the station, viz., 30,000 Kw. of 
plant, is contemplated in the first instance, and 10 water- 
tube boilers, each with a normal rating of 50,000 lb. steam 
per hour, and complete with its own superheater, economiser, 
indaced-draught plant and chimney —the Prat system being 
proposed in regard to the latter. | 

The suction ash system is proposed for the removal of 
the ashes and soot, the pipe systems leading to receivers 
on the сайа! dock side, which will discharge into barges, 
and to other receivers at the end of the coal silos, which 
discharge into railway trucks. 

The first section of the generating plant will consist of 
two 15,000-Kw. turbo-altefnatora generating three-phase 
current at 6,600 volts, 50 cycles, with a speed of 1,500 
R. P. M., and developing their normal output at 85 power 
factor. | 

A generating unit of this size has been in use at the 
Stuart Street station for some time, and was described and 
illustrated in the ELECTRICAL REVIEW of July 3rd, 1914. 

The main cables from the generators will run direct. to 
step-up transformers for raising the transmission pressure 
to 33,000 volts. These transformers and the necessary 
E.H.T. switchgear will be housed in a separate fire-proof 
switch-house ; the switchgear, of the remote-contrel type, 
will be operated from a control gallery overlooking the 
engine house. 

At the north-west end of the station there will be a sub- 
station, designed to contain four 1,000-K w. sets of convert- 
ing machinery incidental to the supply and control of the 
auxiliary current required in the station, &c.; above the 
sub-station a 3,000 ampere-hour capacity battery for gencral 
direct-current supply and an excitation and switchgear trip- 
coll battery will be accommodated on the first and second 
floors. Between the engine house and boiler house a pump 
hall will be situated containing, as a first instalment, two 
steam- driven and one electrically-driven boiler feed pumps, 
each with a rated capacity of 25,000 gallons per minute, 
being provided ; the upper part of the feed pump bay will 
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contain hot-well and reserve feed-water tanks. The feed 
make-up will be obtained from the Bridgewater Canal and 
treated in a water-softening plant. Between each pair of 
-| turbine sets there will be an open well containing the 
* condenser auxiliary plant, and between the first turbine and 
.L. sub-station there will be a repair well, with a railway track 


below at ground level, connecting with a general workshop ` 


| forming a continuation of the switch house, but detached 
;b from it. , 

The dismantled machinery will be transferred by an over- 
»| head travelling crane on to a trolley in the repair well and 
$ straight into the workshop. At the other extremity 
bol the engine house a similar unloading well will be provided, 
„|> the railway track being in connection with the general railway 
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CANAL ARM 


system. The design adopted provides a spacious engine 
room, as the pump hall at the side is open to the main 
building below the crane girders, and the sub-station will 
also be visible through three open arches. 

Reference to the sectional elevation shows two circulating 
water inlet culverts below basement level, and adjacent to 
them two corresponding outlet culverts at higher level. 
. These will be connected to the Davyhulme sewage works, it 

being pro to erect a pumping station there, equipped 
with electrically-driven high-lift pumps, and with a sub- 
station overhead for controlling the supply to the sewage 
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will result in important ecomomies in the subsequent 
purification processes. The roadway separating the engine 
room and switch-house will be roofed in and equipped with 
a travelling crane for lifting and moving the transformers 
from the adjacent switch-house. 

The present designs contemplate for the complete station 
eight generators, and eight 33,000-volt feeders, running to 
a central distributing station in the existing area of supply. 
—near which a large number of the existing H.T. feeders 
from Stuart Street station pass—where it is proposed to step 
down the pressure to 11,000 volts. | 

It is intended to utilise the existing Manchester H.T. 
6,600-volt three-phase feeders for 11,000-volt working ; the 
existing feeders adjacent to the proposed distributing 
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COAL SILOS 
BARTON GENERATING STATION, FOR THE MANCHESTER CORPORATION ELECTRICITY DEPARTMENT. 


station will be coupled to the 11,000-volt bus-bars in the 
latter, and suitable transforming arrangements provided at 
Stuart Street station and elsewhere in the area to utilise the 
higher voltage. | 

We understand that the switch arrangement at Barton 
provides for coupling the generator direct through the step- 
up transformer and duplicate oil-switches to its outgoing 
feeder. The machines will also be connected to a coupling 
bus-bar through 5 per cent. reactances, and a transfer bus- 
bar will be provided between the feeders. | 

Alternative routes are available for the feeders running 
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Fig, 4.— PLAN SHOWING ROUGHLY THE TURBINE AND BOILER ARRANGEMENT OF THE FIRST SECTION OF THE PROPOSED BARTON 


GENERATIN@ STATION, AT MANCHESTER, 


| 
^. Works The purified effluent at these works will be drawn 

~ from a large storage reservoir, which will also fulfil the 
г . function of a settling tank, and pumped up to the generating 
_ Ration, where it will pass through extra filters before 
entering the condensers ; the discharge to the sewage works 
for final treatment will take place at a higher level than the 
intake, and, owing to this increased head, the capacity of 
the sewage works will be greatly increased. Moreover, the 
discharge effluent will gain some 15° in temperature, which 


ew c 


from Barton, i.e, along the towpath of the Bridgewater 
Canal into the city at Cornbrook, and by the main road 
through Trafford Park to Old Trafford, and thence to the 
city. | 

The new distributing station will, if the present 
proposals mature, consist of two main switch and trans- 
former buildings divided by a bay, which will be equipped 
with a travelling crane and lifting appliances for removing 
the transformers from the adjacent buildings. Each half 
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of the station will be coupled to four 33,000-volt feeders 
and equipped with 33, 000-volt and 11,000-volt ring 
bus- bars. 

Parliamentary estimates of the operating cost of the 
Barton station, on a 40 per cent. station load factor, and 
with coal at 98. per ton, show works costs 138d., capital 
charges *088d., or a total cost per unit, apart from adminis- 
tration charges, of 226d., this figure comparing with a 
similar total cost for Stuart Street station, with a 37 per 
cent. station load factor, of 383d. per unit. 

On the present annual ontput from Stuart Street the 
difference in favour of the new plant would be nearly 
£57,000 а year. 

The estimated capital cost of the completed Barton station, 
including the culverts to Davyhulme, is £11 per KW. 
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Fig. 5.— TRR MANCHESTER 6,600.-voLT THREE PHASE NETWORK, WITH PROPOSED 
| DISTRIBUTING STATION, EXISTING CORPORATION AND CONSUMERS’ SUB STATIONS. 


Except as regards its adjacent situation, the Barton station 
will, under present arrangements, have no connection with 
the growing manufacturing area of Trafford Park, where, 
at the present time, many concerns possess their own power 
plante, and the local power supply in the Park averages 
under 3,000 KW., representing some seven million units a 

ear. 
i We believe it is no secret, however, that the existence of 
the huge plant at Barton, in close proximity to the Ship 
Canal and this favoured manufacturing area, is expected to 
lead to far-reaching developments in the future. 

In conclusion, we are indebted to Mr. S. L. Pearce, the 
chief engineer of the Manchester Electricity Department, 
for permission to publish these preliminary details of the 
scheme for which he is responsible, and which is a con- 
siderable advance on anything of the kind in this country. 
We have drawn where necessary on his Parliamentary 
evidence in support of the scheme, and are indebted to him 
for the plans and drawings which we reproduce. 


A Fifty Years’ Anniversary.—On January 18, 
Messes. W. J. STOKVIS, LTD., of Arnhem, Holland, specialists in 
electrical fittings design from the old Dutch masters, celebrated the 
completion of 50 years establishment of their business as an 
industrial concern, 


THE TELEPHONE INDUSTRY IN SWEDEN 
AND ELSEWHERE. 


IT is well known that Sweden occupies a leading position in the 
telephone industry, and as the present state of affairs is not 
altogether satisfactory in some branches, it ie of interest to see 
how the matter is regarded by the Swedes themselves, as indicated 
in an article in the 4 ffarsvarlden. 

In the spring of 1912 there was keen interest on the Stockholm 
Stock Exchange in telephone shares, and especially in the shares 
of the L. M. Ericsson Co., which resulted in a considerable loss 
to the “bulls.” The market was infected by a certain nervousness, 
which was very likely due to the new technical methcda which, 
during recent years, have been discovered, and which have 
threatened to disturb even the fundamental principles on which 
the Swedish telephone industry bas been built and prospered. 

The automatic telephone of Betulander has been dispceed of to 
the Marconi Co., which, no doubt, intends 
to make a big thing out of it, although 
the experiments with it have not been con- 
cluded as yet. The large electrical com- 
panies in Germany have also a number of 
new inventions in hand, and have been 
making preparations in order to put them 
on the market. In the case of the English 
L. M. Ericsson Oo., it will be seen in the last 
report that the sale of their producta haa 
been found to be insufficient, and it. has con- 
sequently been decided to take up the mánu- 
facture of cheaper apparatus of a more 
simple construction. The subsidiary American 
Co. has for some years up to, and inclading, 
1912 been run at a loss, for which reason the 
Swedish Co. has been obliged to write off a 
large amount on the shares in the gabsidiary 

/ company. There are also certain symptoms 

which show that the free markets for tele- 
phone materials are tending to become more 
restricted, and sales are thus not so casy now, 
because they are becoming more and more 
dependent on the interests, which the buyers 
or the large consumers, who have monopo- 
lised concessions in various forms, have in 

улу common with the sellers. 

In Amerioa the Bell Trust rules with nearly 
despotic authority over 8 millions of sub- 
scribers, and is able to control sales alto- 
gether. On the other hand, the Swedish 


and has ever made good progrees. The value 
of goods exported from the L. M. Ericsson 
factories rose in 1918 to £444,450, as 
oompared with £405,550 in 1912 and £388,900 
in 1911, and the turnover of the Russian 
subsidiary company has grown considerably, 
as is also the case with the companies at 
Vienna and at Buda-Pest. А oonsiderable 
portion of the Swedish exports is, however, 
going to the subsidiary companies at Warsaw 
and Moscow, and in Mexico. 

The supply of telephone materials has 


the financing of new telephone systems. If 
such systems are promoted by the State, the 
latter ia always inclined to favour the home manufacturers as 
much as possible, and if the concessions are held by private com- 

ies, these are sure to favour the telephone manufactories with 
which their leaders may have financial connections of some 


sort. 

The telephone industry thus stands in intimate contact with 
finance, and it is a fact that the greatest victories of the Swedish 
telephone industry during recent years are partly due to the 
co-operation of Swedish financiers, The concessions at Moscow 
and Warsaw of 1900 were secured chiefly by the direct work and 
by the personal visita of the financiers, Mr. Wallenberg and Mr. 
Giückstadt, and the Mexican concession of 1905 was also due to 
Mr. Wallenberg, while the erection of the branch works at 
Paris, Vienna and Buda Pesth may be attributed to bank director 
Fräuekel, and his connections and personal visite to the said 
places. All these represent splendid examples of what can be 
done, when men of the industry and finanoe are working in 
co-operation. At the present time it is rare to get a large conoes- 
sion for telephone lines without the concessionaire being prepared 
to offer the State or the municipality concerned a substantial 
reward in the form of a loan. . 

This was the case with the important concession at Oon- 
stantinople, and the tendenoy in this direotion seems to grow. 
There is & considerable amount of capital in the country, and 
Sweden has managed to finance à number of enterprises abroad, 
but there is also a requirement for foreign capital, and in 
the case of the Russian concession a sum of 15 million franca was 
obtained in France in the form of & mortgage at 43 percent, If 
the Swedish telephone industry is going to retain ite position, 
it will thus have to eeck co-operation with the world of finance, 
and the amounts in question at the present time are more than 
Swedish capital alone can supply. By a prudent combination 
of the Swedish technical superiority in the telephone industry 


C industry has been able to hold its position, 


lately become more and more dependent on 
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and the financial resources of England and France splendid results 


ought to be achieved. 

In China, in 1911, a plan wae prepared on a large scale for a re- 
arrangement of the entire telephone service, comprising plans for 
the building of telephone lines and of telephone manufactories. 
It has, however, been impossible to do anything owing to lack of 
capital and on account of the politi al conditione., The latter 
are now gradually improving, but the want of capital is 
now greater than ever before, and there is an unprecedented 
bargaining with concessions against ready cash. The L. M. 
Ericsson Co. during the years 1911 and 1912 took the trouble to 
investigate the Chinese conditions at an expense of nearly £2,000, 
and should thus be fairly well acquainted with the state of things 


there, There ought now to be а good opportunity to get hold of 
important concessione, in which French and English capital might | 


co-operate with the Swedish industrial ability, and both secure 
excellent profite, It is not the intention to give the details of 
each a plan here, but our contemporary says France, for instanoe, 
might very well give large loans on the concessione, and the 
most important places could thus be supplied with telephones and 
telephone lines, while the materials for the same could be supplied 
either from Sweden or from local manufactories to be erected in 
varioas places. The State or the municipalities in China ought 
aiso to be interested by befng offered a certain portion of the 
profita or by getting a certain number of free shares in the pro- 
үе" companies, It could also be regarded as а ce-tainty, that 

e Chinese capitalists would contribute to the investments and 
the more so, as the main company would be of Swedish nationality, 
which in political reapects must be regarded as a neutral 
country altogether. 

It would, of course, be advisable to proceed with great caution 
aad not quicker than the political vonditions might warrant. It 
also stand: to reason that such a scheme would be very compli- 
cated. Bat there is much to gain from such an enterprise, and it 
would mean a grand future to the Swedish telephone industry, if 
it were able to secure a large portion of the sale to a country with 
400 million inhabitants, There are also certain Balkan States, 
which no doubt would be quite willing to entertain a proposition 
in the „= indicated above owing to their financial 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Jowers’s Protective Leakage Device. 


To obviate the inconvenience and loss caused by a small motor 
breaking down to earth and tripping the switch controlling the 
supply to а whole group of motors, the GENERAL ELEOTRIC Co., 
Lin, of Witton, Birmingham, have introduced a device which 
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Fie. 1.—Consgorions OF WiTTON MOTOR STARTER EQUIPPED WITH 


THE JOWEES PATENT LEAKAGE DEVICE. 


can be fitted to their standard D.C. motor starters. With this 


device the motor is completely insulated from earth, except 
throngh the usual earthing conductor, in series with which is 
inserted a low-resistance trip coil, 


Shunt Feld Oils. 


MOTOR 


Leakage current flowing through the trip coil actuates a 
mechanism which short-circuits the no-volt coil if the motor is 
running, and shuts it down; while if the motor is standing, the 
leakage current actuates a catch which locks the starter arm, 
preventing any attempt at starting, 


Ба. 2.—WITTON STARTER EQUIPPED WITH THE JOWSES 
Ес DEVICE, | 


The Jowers device is claimed to safeguard the supply and the 
operative, since a faulty motor is immediately cut out of oircuit. 

The connections for this device and the additional сой on the 
Witton starter are shown in the acoompanying views, 


New Street Lighting Reflector. 


With a view to improving street lighting whilst still complying 
with the requirements of the authorities as to redaced illumination, 
by cntting off the upward rays and producing a minimum illu- 
mination over a maximum ares, Messrs. A. W. BEUTTELL, LTD., 
of 109, Victoria Street, Westminster, S.W., have designed an 
aluminium r«flector, whose general appearance is shown in fig. 3. 
The refleotor is provided with & suitable opening at the top, so 
that it may be elipped over the existing lamp or lamps and 
adjusted in the correct position relatively thereto. The perform- 
ance of the reflector is shown by the light distribution curve given 
in fig. 2, from which it will be noticed that it is of the extra- 
intensive type with the maximum illumination at an angle of 30° 
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Fic. 3.—BEUTTELL REFLECTOR. 
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Fic. 4.—LiGHT DISTRIBUTION CURVE, 


and as nearly ideal for street lighting as is practicable under the 
circumstances. This reflector is now ready for the market, and the 
makers will be pleased to co-operate with central station engineers 
with a view to adapting it to their individual requirements, 
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Reactive-Factor Meters. 


Although instructed to keep the power-factor of the cirouits 
over which they have control as near unity as possible, switch- 
board attendants often think that a power-factor of 1 or 2 per 
cent. less than unity is good enough and do not try to improve it. 
If instead of the power-factor meter use be made on the cirouit of 
a reactive-factor meter, a condition of 98°5 per cent, power-factor 
is indicated as 17*6 per cent. reactive factor, and the attendant will 
be more apt to improve it. | 

А reactive-factor meter, which has recently been introduced by 
the WESTINGHOUSE ELECTRIC AND MANUFACTURING Co., East 
Pittsburg, Pa., operates on the rotating-field prinoiple in a manner 
similar to that of a power-factor meter placed on the market by 
the same company. A rotating field is produced in angularly 
placed coils connected in shunt with the metered circuits, one being 
used for each phase of the gystem in the case of polyphase meters. 
A movable iron vane or armature is placed in the field and is 
magnetised by a stationary coil, the current in which is propor- 
tional to and in phase with that of the line current in one phase 
of the circuit. As the iron vane is attracted or repelled by the 
rotating field of the angularly placed coils, it takes up a position 
in which the zero of the rotating field is indiosted at the same 
instant as z3ro of its own field. Thus its position gives the phase 
angle between the voltage and the current of the circuit. 

The reactive-factor meter is calibrated to read the sine of the 
angle indicated, while the power-factor meter is calibrated to read 
the cosine. In the three-phase meter the rotating field is produced 
by three coils spaced 60° apart and in the two-phase meter. by two 
coils 90° apart. In the single-phase meter the rotating field is 
produced by means of a split-phase winding connected to the 
' voltage " cirouit. The meters are enclosed in round dust-proof 
cases and are built in two sizes, the diameter of one of which is 
7 in. and of the other 9 in.— Electrical World. 


j G.E.C. Opal Shades. 


THE GENERAL ELECTRIO Co., LTD., of 67, Queen Victoria 
Street, E.O., have, in conjunction with an old-established firm of 
English glass manufacturers, introduced a new opal shade, in the 
“Ogee” shape, as shown in fig. 5. The shape is adapted to the 
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Еа. 5.—New G.E.C. OPAL SHADE, 


needs of tbe tungsten lamp, and is stocked in two sizes, 7 in. dia- 
meter and 9 in. diameter by 4 in. deep ; the glass is claimed to be 
an improvement in oolour on the usual foreign-made conical 
pattern. 
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NEW PATENTS APPLIED FOR, 1914. 
Е (МОТ YET PUBLISHED). 


end expressly for this journal by Mrssrs. W. P. Тиомрзох & Co., 
electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


24.368. Fuses or cut-outs for electric circuits." V. Hore. December 21st. 
(Addition to 22,575/13.) 

24,388. ‘Attachment for the illumination of prismatic or plain compasses 
or other surveying instruments." <. M. Dixon. December 2lst. 

24.398. Process for the removal and recovery of tin and solder from 
tinned- iron scrap and the like." S. О. Cowper-CoLes. December 215. 

24,419. '' Moulded compositions and the process of making the same." 
British TuowsouN-HovsToN Co., Lro. December 21st. (General Electric Co., 
United States.) 

24,428. ''Sparking-plug tester.” 

24,441. '' Cord-gripping devices.” 
plete.) 

24,475. Electrical vibrator contact- makers and breakers.” 
December 22nd. 

24,496. '' Apparatus for cooling electric motors.“ J. W. NOLAN. 
22nd. (Convention date, February 2nd, 1914, United States.) (Complete.) 

24,498. '' Telegraph systems and apparatus therefor." BRITISH INSULATED 
& HeLssy CABLES, Ltv., and Н. Н. Harkisox, December 22nd. (Complete.) 

24,502. “Incandescent mercury vapour lamps." F. BoussoN. December 
22nd. (Convention date, September 3rd, 1913, France.) (Complete.) 

24,506. ‘Selecting mechanism." В. F. Merritt. December 22nd. 
vention date, January 24th, 1914, United States.) (Complete.) 

24,511. '' Wire grip and contact for incandescent electric-lanp holders and 
other uses." Н. Mabpicx. December 23rd. 


94,519. ''Self-locking electrical 


С. W. Kine. December 21st. 


К. J. QvaivToN. December 21st. (Com- 


J. GARDNER. 


(Con- 


lampholder." Е. W. Ковғктз & Н. Ger- 


знам. December 23rd. 
24,537. '' Double magnet." H. Gros. December 23rd. (Complete.) 
24,543. '' Electric. meters." О. T. BIArur. December 23rd. (Convention 


(Complete.) 
BURTON, 


date, December 23rd, 1913, Hungary.) 
24,545. Switch-operating mechanisms." C. 
(Complete.) 
24,552. Electrical résistances.” 


December Ard. 


a 


A. Н. Curtis. December 23га. 


24.553. ‘Automatic and semi-automatic telephone systems.“ — BETULANDER 
AUTOMATIC TELEPHONE Co., Lrp., & D. C. Crowr. December 23rd. 
24,554. Automatic and semi-automatic telephone systems." — BETULANDEK 


AutoMAaTIQ T£LEPIONE Co., Lto., & D. C. Crowe. December 23rd. 


December. 


24,559. '' Attachment for connecting the plug-tester to the sparking-plug 
in internal-combustion engines." F. Sirert. December 24th. 

24,604. Variable-spœed dynamo-electric machines." A. Н. MipocL£v & C. A. 
VANDERVELL. December Ath. (Complete.) 

24.629. Regulating means for electrical installations. Soc. ANON. DES 
ETABLISSEMENTS I.. BLERIOT. December 24th. (Convention date, December 
27th, 1913, Belgium.) (Complete.) 

24,631. '' Electric insulators.” Soc. Crramica RicHARD-GINORI. 
24th. (Convention date, April 30th, 1914. Italy.) (Complete.) 

24,637. ''Control devices for electric clock systems." G. C. Наттом. De 
cember 24th. (Complete.) 

24,6414. '' Sparking-plugs." R. О. C. Hurst & F. B. Murs. December 24th. 

24.659. Automatic magnetically-operated clutches for electric motors.“ 
J. 6. Stikk. December th. 

24,678. '' Automatic switch-gear for reversing motors on planing machines 
and the like." J. G. Stirk. December 28th. : 

24.692. Liquid rhcostats." D. WELGE. December 28th. 

24,697. '' Electric connection boxes." SUNDERLAND Force & ENGINEERING 
Co., Lto., and G. C. Rrep. December 28th. 

34,740. '' Apparatus for the application of electric current to surgical pur- 
poses." Н. W. Hitt. December 29th. 

24,741. Cable winders.” L. V. S. BLACKER. 

24,742. Fittings for conduits for electrical conductors." 
December 29th. (Compfete.) 

24,744. Series incandescent electric lighting circuits." G. A. GORANSSON. 
December 29th. 

24.746. Telegraphic transmitting apparatus and the like." S. WECHSLER. 
December 29th. (Complete.) : 

24,766. ''Construction of solid-metal vapour lamps."  H. 
December 30th. 

24,780. Electrically-operated alarm apparatus.” 
ber 30th. (Complete.) 

24.787. Electro-magnetic circuit-controlling devices for railway signalling 
and other purposes. J. GaRpNER. December 30th. 


December 


December 29th. 
А. №. Sctarer. 


J. S. Sano. 


J. F. X. Miter. Decem- 


24,792. '' Electricity meters." W. HaMiLTON & Ferranti, LTD. December 

th. 

24,830. “ Electric fire-control." A. H. Potten & Н. ISHERWOOD. December 
31st. 


24,837. '' Alternating-current dynamo-electric machines adapted for syn- 
chronous working." L. J. Hunt & Sanpycrort, Lrp. December Slst. 

24,838. '' Dynamo-electric machines." L. J. Hunt & Sanpycrort, Lro. 
December 3lst. 

24,839. '' Dynamo-clectric machines having cascade-connected windings.” 
L. J. Hunt & Sanpycrort, Ltp. December Sl1st. 

24,841. '' Machines for cutting the globes of electric incandesence lamps and 
the like.“ ALLIES ELxC TRI Lame Co., то. December 31st. (— le Naour, 
France.) 

24,844. '' Portable mechanical 


electric flashing-device worked by clock. 
work. J. S. BENNETT. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Mrssrs. W. P. THompson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford, price, post free, 9d. (in stamps). 


1913- 
24,871. VARIABLE CANDLE-POWER INCANDESCENT ELECTRIC LAMP AND Switch. 
W. G. Rhodes. November Ist. 
25,171. КїксткїС Furnaces. F. T. Snyder. November 4th. 
27,477. CONTROLLING DEVICES FOR VARIABLE-SPEED DYNAMOS AND THEIR Cir- 
cuits. L. Renault. November 28th. (December 7th, 1912.) 


27,571. Fire EXTINGUISHING AND ALARM APPARATUS FOR USE ON BOARD SHIPS 
AND IN LARGE BuiLpiNGS. F. W. Smith & Н. S. A. Warren. December Ist. 

28,111. TRIPPING Devices ror ELECTRIC SWITCHES AND THE LIKE. J. G. 
Statter. December 6th. 


28,292. REGULATING DEVICES FOR ELECTRIC MOTORS. 


cember 8th. 
28,409. ТЕЕСКАРНҮ. F. С. Sargent. December 9th. 


28,413. RECEIVERS Кок USK IN WIRELESS TELEGRAPHY. 
Telegraph Co. & H. J. Round. December 9th. 

28,527. ELECTRICAL CONTROL SYSTEMS AND SwritTCH MECHANISM THEREFOR. 
R. Amberton. December 10th. 

28,559. TELEGRAPH ТАРЕ TRANSMITTER. 

28,897. Vacuum CLEANING APPARATUS. 
nate application, 14,200/14.) 


W. G. Haywocd. De 


Marconi's Wireless 


D. Murray. December 11th. 
F. G. Hicks. December 15th. (Cog- 


1914. 

186. Mera, Varoun ELECTRIC RECTIFIERS. 
January 3rd. (March 22nd, 1913.) 

1,154. Егвсткіс Circuit CONTROLLING APPARATUS. Western Electric Со. 
(F. T. Woodward, acting for Western Electric Co.). January 15th. 


1,972. DRv-ckLL ВАТТЕКІЕВ. C. W. Simmons. January 24th. 


9.059. METHOD OF AND APPARATUS FOR AMPLIFYING AND REPRODUCING SOUNDS. 
L. de Forest. January 26th. (June 24th, 1913.) 


Akt. Ges. Brown, Boveri et Cie. 


2,249. ELECTRO-MAGNETIC UNLOCKING APPARATUS FOR Miners’ Lamps. Oldham. 

3,436. Drivinc MECHANISM FOR MULTIPLEX DISTRIBUTORS OF ELECTRIC TELE- 
GRAPHS. D. Murray. February 10th. 

3,530. ELECTRICAL SwiTCH. L. Beretta. February llth. 


9,650. ELEzCTR)1C Circuit CONTROLLING Devices. Igranic Electric Co. (Cutler- 
llammer Manufacturing Co.). February 12th. 
4,167. MEANS гок SUPPORTING RESISTANCE WIRB AND THE LIKE. 

Conduits Co. & V. Suminerhayes. February 18th. 
4,590. ELXC TRI Licht Вов. W. C. M. Pettingill. February 23rd. 
7,677. ELECTRICAL RESISTANCES. J. Collinson. March 26th. 


8.656. KEvBoaRD Tare PERFORATING APPARATUS. E. E. Kleinschmidt. April 


Credenda 


th. 
8,699. ELECTRIC Motors AND ELECTRO-MAGNETIC CLUTCHES FOR DRIVING 


Macnines, B. Graemiger. April 6th. (May 26th, 1913.) 
8.855. ELECTRIC Licutinc Sysraws or Mortor-cars. B. Brooks & W. Holt. 
April Sin. 


8,957. CIRCUIT-CONTROLLING DEVICES FOR ALTERNATING CURRENTS. Igranic 
Electric Co. (Cutler-Hammer Manufacturing Co.). April 9th. 

9,351. Non-macnetic Compass. Е. Klahn. April 15th. (May 12th, 1913.) 

10.619. TRAVERSERS AND THE LIKE FoR ELECTRIO Raitways. Т. Е. Mullaney. 


April 29th. 
11,492. IRoncLaD ELECTRO-MAGNETS. E. Gengenbach. May 9th. 


H. R. Boissier. May 11th. 


11,610. SUSPENSION OF ELECTROLYTIC ANODES. 
(May 9th, 1913.) 

11,920. ELECTRIC BarrrRv LAMPS. 
tric Novelty Co.). May 14th. 

19,057. ELECTRIC FURNACE PARTICULARLY ADAPTED FOR THE MANUFACTURE or 
Nirripes. G. Coutagne. May 16th. (May 23rd, 1913.) 


W. J. Mellersh-Jackson (Interstate Elec- 


12,605. Evecrric Нғатіхс Apparatus. J. Pate & A. R. Wood. May And. 
15.224. ELr TR iC ALLY-OPFRATED. WINCH, SPECIALLY APPLICABLE АЗ AN Asu Horst. 
June 25th. (Addition to 20,553/13.) 
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BUSINESS AS USUAL. 


Іт is difficult for the most strenuous advocate of the doc- 
trine, “ Business as Usual,” to prevent his thoughts from 
wandering to the great War which is at present convulsing 
Europe. 

And this is well; for when he is trying to devote one 
part of his mind to his business, and another to the for- 
tunes of British soldiers in the field, he must inevitably be 
led to consider what is meant by the phrase: '*Business as 
Usual.” It was written of old that to the solid ground 
of Nature looks the hand that builds for aye”! And so, 
war being an essentially natural phenomenon, it is not 
unprofitable even for the man of business to consider it 
from various points of view. 

In the application of the maxim which heads this column, 
it is essential to remember that this is a race war. It might 
almost be said, without any disrespect to the gallant Allies 
of this country, that it is a race war between Teuton and. 
Anglo-Saxon. Which shall survive? On Angust 4th, 
1914, the English happened to be in possession of a con- 
siderable portion of the more attractive parts of the earth’s 
surface. As а wit was once heard to say, We came by 
many of our Colonies in a fit of absentmindedness,” but 
there they are. We are the men in possession. Your 
twentieth century Teuton says: True, you Britons are in 
possession ; but let those that have, hold on, if they can.” 

How, then, if the Germans are going to dispute our title 
to our possessions, our claim to be ralers of the waves; if 
they are going to make war against our trade and our 
commerce in every quarter of the globe, can we afford to 
conduct our business as usual? Must not millions of 
British soldiera be ready to meet and slay the legions of the 
Kaiser? Upon hearing that the manhood of Germany 
is going to take the field, your armchair alarmist, who is 
unbiassed by any knowledge of military affairs, is heard to 
exclaim : * Every Briton capable of bearing arms (except 
me) should enlist at once." 

It is only when one grasps certain fandamental points 
about the present war that the necessity, the vital necessity, 
for keeping our industries, or a large number of industries, 
going on as usual is forced upon our minds. | 

In the first place, all that is involved in the word army 
is not to be found in the battalions drawn up for inspection. 
In addition to the Reserves, there is much else to be thought 
of besides the number of men who are able to take their 
places in the fighting line. Equipment and reserves of 
equipment have to be provided. Arms and ammunition 
have to be supplied, and in these days of the application of 
science, and in particular of the application of electricity to 
the ne:ds of warfare, scientific instruments have to be made 
in enormous numbers, and at enormous speed. 

Your amateur strategist who talks airily of an army of a 
million men forget3 the numerous factories which must be 
kept going if that army is to appear as an efficient fighting 
force. He is heard to complain of the bad recruiting in 
cortain industrial centres ; but he forgets, nay, he never had 
the wit to realise, that the man who is working 10 hours a 
day in blue jeans, at lathe or forge, is often serving his 
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King and country jast as well as the man in khaki who is 
wallowing in the mud of Flanders + 

It has ben said: You cannot improvise an army! The 
truth of this statement is realised when one appreciates (in 
the light of what we have said above) the real meaning of 
the word *army." The private soldier can be trained in 
а comparatively short period of time ; bat arms and equip- 
ment cannot be conjured up from nowhere. Nor can your 
“ soldier of iadustry" be imp ovised. He must be trained, 
and it takes years from his youth up to make him 
efficient. To empty the engineering workshops of England 
at this moment —to allow skilled fitters and mechanics to 
enlist in the ranks—would endanger the safety of the 
country in à marked degree. 

Another consideration forces itself upon the mind. 
Although the Germans have called many million men to 
arms they are still in one sense, carrying on business as 
usual. We say this because, for the last 30 or 40 years, 
preparation for war has been part of the business of the 
subjects of the Kaiser. They have invested large sums in 
arms and armament, and in ships; the War Council has 
expended a large proportion of th» vital force of the male 
population in training youths to arms. For all this expen- 
diture they expect something in return. They expect (or 
at any rate did at one time expect) to get that return a3 a 
result of the present war. 

In these circamstan-es it is necessary for English people 
to realise the necessity for business as uaual;” and busi- 
ness as usual is not incompatible with sufficient recruiting. 
It is safe to say that the industry with which this journal 
is primarily concerned renders most valuable services to 
the War Office, as well as to the Admiralty. Were our 
electrical engineering shops shut down through skilled 
mechanics being called away to the War, there would be 
panic in Whitehall. 

We assert, therefore, that the manager who knows the 
qualities of his men may be doing a positive disservice to 
his country if he encourages those who can exercise high 
mechanical skill to join the Army. The pity of the 
voluntary system is that it is the most intelligent who are 
most obedient to the call of patriotis n. The cream of the 
industrial population is skimmed off ; the worthless are left 
behind. The hefty village loafer—the kind of man who 
is capable but lazy—views the greatest war of all time with 
supreme indifference. As he watches the battalions of 
recruits march by to the tune of * Tipperary," he comforts 
himself with the reflection: Even if they are killed, and 
even if the British Army is wholly annihilated, there will 
still be a public-house for me to lean up against ” ! 

To bring pressure to bear on the strong and healthy 
labouring classes to join the army is clearly the duty of 
everyone ; but to keep in full swing the industries of the 
country, particularly those industries which are of primary 
importance to the naval and military authorities, and thus 
to carry on business as usual is also an urgent necessity. 


Tipper THERE has been a very strong tendency 
extent of the upward movement which has been seen has 
taken pople here quite by surprise. There is no doubt 
that the worst points of thg depression arising from the war 
have been passed now, but nobody was prepared to find 
prices soaring skywards as they have been doing of late. 


The main impulse of the rise came from the United States. · 


There. there has been a continual grumbling by the German- 
American copper interests, who found that the action of 
Great Britain апі France in declaring copper contraband 
had had the effect of shutting off their export trade to 
their friends the Huns. A lot of nonsense was talked 
by them as to the ill-effects of the contraband declara- 
tion upon the United States copper trade, disregarding 
th» patent fact that it was the financial position 
created by the war which hit American industry as it hit 
industry in all neutral countries. A sort of grievance was 
thus set up, and pressure was brought to bear in America to 


— 


in the copper market lately, and the 


have the British pulled up for interfering with ships carrying 
copper to “neutrals.” The point that the said neutrals 
were taking huge quantities of copper, which under no 


possible combination of circumstances could they consume 


legitimately in the usual way of their trade, was glibly 
passed over, but American-German opinion is strongly in 
favour of the British attitude being materially modified, 
with a resulting large increase in the American copper 
exports to Germany by way of neutral countries. 

Some flagrant cases of smuggling have been detected, and 
what with the United States Government concealing details 
of shipments in order to assist the contraband trade, and the 
issuing of fraudulent manifests and the concealing of copper 
in bales of cotton and under grain cargoes, it will be seen 
that the British Government have a very good defence to 
any action they may have taken to put a stop to illicit ship- 
ments of copper. It is hardly to be supposed under these 
circumstances that the safety of ourselves and our Allies is 
going to be imperilled by too tender-hearted a regard for 
the German-American copper millionaires who are now 
squealing. It is to be hoped not, at all events. It is very 
curious how these people change their tane. When com- 
plaining of the wicked British Navy in stopping their 
tricks they whine in the usual way, bat the next minute 
tell the newspapers, as Mr. Vogelstein did a few days ago, 
that the copper shortage in Germany “i3 not going to have 
any bearing upon the war. Without denying the fact that 
the cutting off of supplies of copper is annoying to the 
highly developed German industry, it is of minor import- 
ance to the Germany army and navy. (Germany is merely 
annoyed without being hurt." It із a very different tale, 
however, which this German-American tells in official circles, 

The interim reply of Sir Edward Grey to the Note of the 
United States contains some very instructive figares, which 
fully bear out what has been stated in this column from time 
to time with reference to the rate at which the United States 
has entered the contraband busin^ss. Sir Edward recites 
the official details given by the United States of the copper 
exports from that country, showing that for the months 
during which the war bas been in progress up to the end 
of the first three weeks of December, the exports were 
86} million lb. against only 15} million lb. in the same 
period of the previous year. Norway, S veden, Denmark, 
and Switzerland are not shown separately in the returns, but 
are included in the heading : “ Other Europe.” Under this 
heading the figures for last year are 353 million Ib., and 
for 1913 only 74 million lb. It is very justly pointed out 
that the presumption is strong that the bulk of the copper 
recently consigned to those countries has been intended not 
for their own use, but for that of a belligerent who cannot 
import direct. Under these circumstances, the British 
Government caunot be expected to abate their efforts to put 
a stop to the contraband trade in copper. 

With America buying warrant copper and producers 
pushing up their prices in New York, there has been a sharp 
advance, but prices really look quite high enough. Trade 
buying is quiet, but general consumption is fully as good as 
can be expected. 


WE have received a letter from one of 

Manufacturing the largest British electrical manufacturing 

Ability firms regarding certain statements which 

of British Elec- ; ; , 
trical Firms, ЗРреагей in the article on “We Can't 

take the Risk,“ published in the 

ELECTRICAL Review for December 25th, 1914. The firm 
in question express their desire to demonstrate to 
„R. S. T. V.,“ the writer of the article, or to anybody else 
who may be in the market, that the time mentioned by him 
for the delivery of a 10-H.P. motor is far from representing 
the present ability of British manufacturers. The firm's 
own position is that they can meet such a requirement, 
and any others in reason, in a considerably less period. 
They feel that, though “R.S.T.V.’s” statement may 
not bave been intended to cast a reflection upon the 
ability of electrical manufacturing firms ia Great Britain 
readily to supply electrical apparatus, it is likely to 
heve that effect unless it be understood that the writer 
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of the article was merely expressing an individual 
opinion, and one which, though it might correctly 
apply to one particular case, cannot be applied generally. 
We ought, perhaps, to say that we have ascertained 
that “R.S.T.V.” was not personally a buyer of motors. 
We hope that our readers, both at home and in the Colonies, 
have gathered from our editorial comments on the position 
as it has developed since the outbreak of the war, that 
thongh our factories are necessarily engaged upon a good 
deal of Government work, they have iu a number of cases 
adopted measures which will prevent delay in the execution 
of ordinary electrical business. Any impression, such as 
gained currency in some parts of the world some months 
ago, that foreign buyers could not depend upon British 
works promptly to fill electrical orders, is entirely erroneous. 


We repeat the appeal to Colonial and foreign buyers that ` 


we made in the early weeks of the war, to continue to keep 
a welcome stream of orders for all classes of manufactures 
flowing into this country. 


THE Daily Chronicle, on the 9th inst., 


5 published an article on Cables and Com- 
Terram: merce : How to Kill the Enemy’s Trade," 


and therein gave it as its opinion 
that some Blackness was shown by cable censors, and that 
the Government should take possession of the cables as 
they had done in the case of the railways and wireless 
stations. It was an easy matter for the Government 
to take charge of the wireless stations in this country, 
as they are all British-owned, but the case of the Atlantic 
cables is far different, they being now the property of and 
controlled by American companies, who, to judge by recent 
experience, would quickly obtain the aid of their Govern- 
ment in the righting of any grievance, It seems to us that 
the greatest danger to the country from a telegraphic point 
of view is not so much the manner in which the censors 
perform their duties—we believe they are manfally striving 
to do their best in a very difficult and complex matter— 
but the ability of our enemies to conduct their telegraphic 
correspondence as usual through the media of contiguous 
neutral countries and the cables landing on our shores. 
Telegrams, like copper or other commodities, should be 
treated as contraband and confiscated where there is r. ason- 
able belief that they are intended for purposes inimical to 
our country’s interests. In this respect, telegrams passing to 
and from Holland, Norway, Sweden, Denmark, Italy, Spain, 
Switzerland and Monacoshould be specially scrutinised. It must 
be evident that if, as reported, the trade of countries washed. 
by the North Sea has so grown that shipping facilities have 
had to be largely increased, a growth of telegraphic business 
is bound to occur, and what is the use of having the largest 
and widest telegraphic system if steps cannot be effectively 
taken to neutralise the efforts of individuals to profit from 
the disasters of the war and to our detriment ? 

We have been informed that the Atlantic cable com- 
panies’ figures for traffic from Scandinavia have increased 
to a very large extent, and this goes to prove our 
contentions above set forth. If necessary, the cables 
landing on our East Coast should be closed during 
the war, lest messages should be forwarded to countries 
from whence supplies are largely obtained, intended for 
ultimate use by our enemies. There appears to be little 
ше in clearing the seas of hostile fleets if trade with 
our enemies is to proceed unhampered ; every effort should 


be directed towards diverting trade to Great Britain, and 


making her the entrepot for supplies, the re-export of which 
fo neutral countries could be then efficiently ordered, and 
the incidental profits would be earned by those whose 
resources are being so largely called upon to rid the world 
of militarism, and to establish conditions making for a lasting 
peace, conferring benefits on humanity at large. In con- 
clusion, we may say that centralisation of all censorship at 
the Central Telegraph Office would not, in our opinion, 
increase efficiency, and the incompetence or slackness of any 
one censor, if it existed, would not be overcome. In fact, we 
think confusion would arise, as the number of commercial 


and private telegrams to be dealt with is far in excess of the 
number of Press telegrams, and the centralisation of work 
in connection with the latter is, therefore, an easy matter. 


IN an article commenting on the 
occurrence of a serious winding accident 
recently, our contemporary, the South 
African Mining Journal, mentions that 
there were in 1918 in the Transvaal 81- overwinds or 
runaways, and that in 13 cases death or injury resulted. 
Of these overwinds, &c, 30 occurred with electrical 
hoists, and it would be instructive to learn how far they 
were responeible for the casualties mentioned. The 
causes of Rand overwinds have been most carefully con- 
sidered by the Mines Department, and it has been found 
that, apart from accidents due to failure or beakage of plant, 
at least five distinct classes exist attributable mainly to 
carelessness. Most of the causes cited should not (and may 
not) apply to electric winders, in view of the automatic: 
safeguards provided, but Class IV: Lowering unbalanced 
with electric winder on counter-current, too great speed 
developed, or too sudden application of reverse current, 
failure of resistance control of rotor, tripping of switch 
of stator circuit and failure of single brake to control 
runaway drum, may be of interest to those who are gtudying 
the electric winding problem iu this country. 


South African 
Winding 
Accidents. 


À TYPICAL illustration of the manner 
E 8 in which a country that is not directly 
and the War. affected by the war may be indirectly 
involved in some of its consequences is 
afforded by the case of Switzerland, which was compelled 
in its own defensive interests to mobilise on the opening of 
the war, and subsequently to recall its Reservists from 
different countries, including Great Britain. How the 
engineering trade was concerned will be understood from 
the report issued in December by the directors of the 
Oerlikon Maschinenfabrik, which may be accepted as a 
representative example of the conditions which prevailed in 
the case of all engineering works in that country. The 
report states that, owing to the mobilisation of the Army, 
more than one-half of the workmen and officials were called 
up for service. It was no longer possible for the workshops 
to effect deliveries, as every working organisation was 
broken up. The receipt of new orders was brought to a 
complete standstill, and the forwarding of finished manu- 
factures, as well as the supply of raw materials, almost 
entirely stopped. Nevertheless, and as a consequence of the 
large stock of orders, it was possible to maintain working 
operations without interruption, although with a reduced 
staff. In the meantime, a slight improvement has taken 
place in the arrival of orders, although concern as to the 
future has not yet been overcome. The directors do not 
mention the fact that a number of workers have been 
temporarily released from field service in order to resume 
their normal occupations, so that, for the time being, the 
supply of labour should now be more favourable than in 
the first twoor three months of the war. 


A соор deal of mystery has been made 
of the communication of news of the sink- 
ing of the Formidable to Germany by | 
the submarine which is alleged to have cansed her loss, and 
it is suggested in the daily Press that the news must have 
been forwarded by agents of the enemy within our coasts. 
Sir Oliver Lodge, in a letter to the Times, goes even further, 
stating that **the public should not suppose that an aerial 
erection is necessary to wireless signalling ; nor need every 
kind of message be perceptible to adjacent ships. The 
enemy nation knows at least as much as we do about the 


The Loss of the 
*€ Formidable.“ 
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applications of science, and has had forethought in employing 
them." We do not know exactly what suggestion is intended 
to be conveyed by Sir Oliver's remarks ; is it possible that he is 
referring to the telepathic methods of communication in which 
he is known to be so deeply interested? Glendower claimed 
that he could “call spirits from the vasty deep,” but 
Hotspur questioned whether they would come when called, 
and we really doubt whether the Germans, in spite of their 
proclivity to Satanic methods, are so closely in league with 
the nether world as to possess supernatural means of com- 
munication. 

But there is no need of mystery. The disaster took place 
at 2 a.m. on January 1st, whereas the German communiqué 
was dated January 3rd. Mr. P. A. Hislam, in the Globe, 
points out that, assuming that the news was received at 
Oatend, the nearest German base on the coast, as early ав 
8 p.m. on January 3rd, the submarine had 60 hours in 
which to traverse a distance of 200 miles, bringing her 
within 100 miles of Ostend, at which distance no doubt 
she could deliver the message. That is to say that she need 
only travel at an average speed of 3} miles an hour to effect 
her purpose. If, on the other hind, the news had been 
transmitted through this country, it would probably have 
been received in Germany on New Year's Day. 

The foregoing is based upon the Admiralty statement 
that the disaster was due toa submarine, and not to a mine ; 
but when the conditions are considered—a stormy tea, the 
ship travelling at 16 knots, and no light but fitful 
moonlight — it is difficult to believe that any submarine 
could accomplish the apparently impossible feat of striking 
the ship twice. It seems more probable that the disaster 
was due to mines, and that the German claim that it was 
caused by a submarine was merely bluff. ` 


TECHNICAL TEACHING AS A 
PROFESSION. 


By A TEACHER. 

During the last 20 years or so a new profession has been 
gradually rising in these islands, that of technica] teaching, 
and the purpose of this article is to indicate the opportuni- 
ties and scope it offers to young men who may think they 
have a liking for this class of work, as well as to state 
frankly the disadvantages connected with it. The whole 
subject is quite modern, for it has grown up naturally with 
the rise of technical schools and institutes in our midst ; 
furthermore, as such schools and institutes are still 
being equipped in ever-increasing numbers in all parts of 
the country, there is likely to be increased scope in the 
‚ future. 

The chief departments into which technical teaching, as a 
whole, is divided, are Engineering, Physics, Chemistry, and 
Textiles. There are subsidiary departments such as 
Mathematics and various trade classes, but the four abovc- 
mentioned form the nucleus round which the others move and 
have their being. ‘Technical teachers, therefore, usually 
belong to one of the four. The subsidiary classes are often 
in charge of instructors who during the day are carrying on 
their ordinary duties in the workshop or factory, and who 
are paid so much for a couple of hours twice or thrice a 
week—such occasional teachers being under the discipline of 
one of the heads of the four main departments. 

The Institutes where teaching of a technical nature is 
carried on are many and varied. "The large cities possess 
their great schools, specially equipped with the latest and 
best types of experimental machinery and apparatus, while 
the smaller towns and even villages have their necessarily 
more limited and circumecribed centres; and the character of 
the teaching of course varies with the size and importance of 
the Institute. In such great schools as those of Manchester 
and Glasgow, for instance, all kinds of day work are carried 
on, some of it advanced and of University standard. In the 
smaller places, however, day work is not an important 
feature. And even in the largest and best of our schools, 


the instruction given to evening students holds first place ; 


indeed, it is because of, and for, evening studenta that the 
technical school may be said to justify its existence. 

The man who desires to take up technical teaching as a 
profession is in for a pretty laborious time. There is plenty 
of work and very little play. If we take as an example the 
case of an engineering instructor, we find that the training 
this man will have to undergo may be outlined as follows :— 

(a) Good elementary education. 

(6) Good secondary education. 


(c) Apprenticeship of five years or во in an engineering 


works. 

(d) University or equivalent training in the science and 
theory of engineering. 

A Univeraity, or equivalent, degree is essential, and for 
the most part the former is insisted upon nowadays. It is 


true there are ways and means of evading the spending 


of three years at the University, such as taking an external 
degree, or winning a Whitworth Exhibition or Scholarship ; 
but these are not in the direct line of advance, so to speak, 
and in general necessitate a terrible time of stress for the 
successful man. Actual experience in teaching is only 
obtained after the candidate has tecured a position. 
Perhaps it is just as well. Any theoretical course of teach- 
ing in the technical line is, in my opinion, useless and un- 
necessary. The types of students under instruction are, as 
a rule, anything but homogeneous as regards their previous 
knowledge and training, and the teacher has to adapt his 
methods to each. If he has the gift for this work, he 
picks it up in the easiest and most natural manner, and if 
he has not, he can never, no matter how much he tries, be 
much of a success. | 

When the candidate has undergone the essential рге- 
liminary training, he is ready to take up the first suitable 
position that offers. - 

The salaries and the emoluments, as well as the capacities 
of these positions, vary greatly. The smaller technical 
schools offer from £200 to £250 per annum to the head of 
a department, and from £120 to £150 to a subsidiary 
teacher. The largest Institutes give from £500 to £700 
to the head, and from £300 downwards to the other in- 


structors. The principals also receive salaries commensurate 


with the size and importance of the school ; in a few cases 
up to £1,000 a year is paid, and in the case of the smallest 
places down to £200. After some years spent in teaching, 
a technical instructor may take an opportunity presenting 
itself of becoming the principal of one of the smaller schools, 
where he will most likely have to combine a lot of organis- 
ing work with a certain amount of teaching. ^ Principals 
in the larger schools seldom do much teaching, their time 
being usually fully occupied with matters of business detail. 

Occasionally a teacher may have the opportunity of 
leaving the technical school for the University, and may in 
time rise to a Professorship there, but these cases are 
necessarily limited. Opportunities of going to the Colonies 
and Dominions also present themselves from time to time, 
and there is some competition for sach positions, because the 
salaries offered are often more substantial than those ruling 
at home. : | 

There is also the chance of becoming an Inspector under 
the Board of Education, where remuneration for the higher 
grade work commences at about £400, and rises yearly. 
Then there are by-ways into which the technical teacher 
may either accidentally or purposely enter. He may go to 
India or to China and teach elementary stuff to the natives 
there ; he may write technical books ; he may, if he can find 
the time, go in for research or invent apparatus for experi- 
mental work; he may review for the technical Press, and 
во OD. 

It should be clearly stated that, like other forms of 
teaching, technical instruction offers little chance of a 
fortune to the man desirous of taking it up. At best, a 
comfortable living is indicated, and in the lower positions, 
that is to say, for three-quarters of those engaged in it, 
a bare living only. The work is exacting. Nine teachers 
out of ten are required to teach at least four evenings a 
week for eight months of the year, and although, of course, 
a corresponding portion of the daytime is allowed, still the 
evening hours are not those usually considered most con- 
ducive to the best work. The routine is rigorous. A 
teacher may have a couple of hundred students to look after 
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during the course of the week, students belonging to a 
dozen different sections and classes; there are laboratory 
preparations to be seen to, exercises to be marked, and a 
hondred and one things to be done. 

And, speaking generally, the salaries paid are quite in- 
commensurate with the work done and with the previous 


prolonged and expensive training required; indeed, I might 


вау that, as a whole, technical teaching is badly underpaid. 
А few—a very few—reach positions of comfort and even 
of comparative affinence, but for the vast majority there is 
nothing to look forward to. The reason for this unsatis- 
factory state of affairs seems to lie in the fact that the 
supply is greater than the demand—a strange position when 
looked at in a superficial light. Bat the truth is that young 
fellows who have just finished a University course, and who 
may not have their careers mapped out for them by wise or 
influential guardians, gravitate into the technical teaching 
profession as easily as flies into a jar of treacle. The com- 
mencing salary appeals to them, for they look upon £120 to 
£150 per annum as rather princely, after earning nothing at 
al! for years past. And once in, there is little chance of 
getting out. And so it comes about that the supply is 
greater than the demand, and that the authorities concerned 
can advertise for a University degree man to teach 
engineering for £120 a year. 

As a general conclusion, I strongly advise all those who 
have not a strong and very pronounced bent for this class 
of work, to leave it severely alone. 


ELECTRICITY IN THE PURIFICATION 
OF COAL GAS. 


To the electrio lamps which are used to ljght gas works and the 
electric motors which are used to supply motive power, there is 
likely to be added, in many modern installations, electrical ap- 
paratus for the separation of tar and other suspended particles 
from the gas. Successful large scale experiments in this connection 
have been made by White, Rowley and Wirth, their apparatus and 
results being described in an address to the Michigan Gas Associa- 
tion, The principles employed are those which have been applied 
so successfully to the precipitation of smelter and acid fumes. A 
high-tension continuous current discharge is passed between a 
" squirrel cage of fine steel wires and a pipe in which the latter 
are mounted and through which pasees the gas to be purified. 
Suitable current шау be secured by transforming alternating 
lighting supply up to 20,000 or 40,000 volts and rectifying it 
mechanically by a synchronously rotating commutator. To 
eliminate risk of explosion, it is obviously essential that there be 
no air leakage into the precipitating chamber, and it is found that 
the liability to disruptive discharge from swaying or eccentric 


Fie. 1. 


electrodes is least if the central] wire electrode is made negative. 
Alternating-current discharge is almost ineffective in causing 


precipitation. 

Fig. 1 shows the form of electrode found best for commercial 
use Into the iron pipe F is cemented an insulator р, the lower 
terminal of which shrouded by a glass insulating sleeve Е. 
A half-inch gas-pipe в is screwed into a series of cast-iron disks 
A a’, between which run fine steel wires C forming the active 
electrode. The whole is mounted in suitable nipples within an 
outer felt-jacke*od pipe, forming the earthed electrode. Large 


scale tests on the electrical purification of 25,000 ob. ft. of gas 
per hour were made at the Ann Arbor Gas Works by mounting 
two 5ft. X 8 in. diameter separating chambers B в’, fig. 2, im- 
mediately behind a Pelorze anfl Audouin fractional separator A. 
The active electrode disks were 4 in. in diameter and strung with 
16 Ко. 27 piano-steel wires. The effective treating ‘distance was 
114 ft., corresponding to barely 0'4 second's exposure of the gas to 
electrical discharge. For continuous operation a larger precipitator 
with longer insulators should be used, but until (after 5 hours’ 
working) tar condensation produced leakage over the short in- 
sulators necessarily used in the experimental installation, perfectly 
satisfactory purification was obtair ed, and this with an energy 
input of only 0'2 Kw.-hour per 25,000 ob. ft. of gas, using 
an equipment which cost less than £100, including erection and 
the necessary alteraticns in existing pipes. In the Ann Arbor 
tests, a potential difference of 20.000 volta was maintained between 


wires and grounded pipe, 2'6 to 3'0 milliampe. then flowing in the 


high-teneion circuit. 

By electrical precipitation, coal gas free from tar may be 
obtained at any desired temperature, If separation be effected 
before the gas is passed through a condenser, naphthalene and 
lighter oils are left in the gas. Tar separated at 175? is free 
from water and resembles the prepared tars used for pavements. 
Gas thus freed from tar can be oooled in a washer-cocler, any 
particles of naphthalene then remaining being separated by a second 
electrical precipitation. Tar cooled in contact with coal gas 
absorbs some of the illuminante, hence by removing the tar while 


bot, the illuminating power and calorific value of the gas are 


improved. By eliminating tarry naphthalene deposits in the 
scrubbers, cleaner ammonia liquor of uniformly high strength is 
obtained, and by passing the hot or cold gas up acid towers, 
ammonium sulphate can be made directly. At present iron oxide 
purifiers arrest tar fog by mechanical filtration, but at the cost of 
decreased efficiency in their proper work ; with clean gas, oil and 
tar films are not deposited on the oxide, which therefore works 


' better and longer. In conclusion, it should be noted that the 


same type of precipitator will purify gas and precipitate smoke, 
thus preventing the escape of dense smoke during retort filling 
and producer poking. 


CORRESPONDENCE. 


Letters reosi vod by us after 5 P.M. ON TUESDAY cannot appeur unti? 
the following week. 8 should forward their communi- 
cations at the earliest possible moment. № letter can be published 
wnless we have the writer's name and address ів our possession, 


Advertising and Character. 
In response to your invitation for opinions regarding advertise- 


menta, I beg to submit the following remarks. 


I may, perbaps, first mention that I have the privilege of super- 
vising and purchasing the plant and stores for several installation», 
and am directly interested in matters electrically from ЕНТ. 
supply down to electric bells. 

I always make a point of going through the advertisement pages 
of several English and American journals each week, in the hope 
of picking up something useful, and have to admit that asa rule 
the English advertisements are not nearly as interesting or as 
instructive as the majority of the American variety. It is seldom 
that І see in the home papers anything of sufficient interest to 
cause me to reflect, Somehow or other the English advertice- 
ments do not seem to contain that amount of technical interest or 
value that many American advertisements posress, and though I 
am far from saying that allof the American type are interesting 
—the Get Acquainted,” Get Together," Mr. Contractor,” and 
Mr. Engineer" class аге most repellent—I must say that I find 
myself reading American pages with far more care than I do our 


own journals. 

I think much of this is due to the fact that so many English adver- 
tisements contain the sort of bald information that one gets on the 
card of a manufacturer's representative, i.e., that Messrs. Jones & Oc. 
are manufacturers of every kind of dynamo and motor. Ава state- 
ment of fact, this may be true, but as an advertisement it is of very 
little use—lots of people tell the ваше tale—in addition to which 
similar information may be found in your classified index. 

May I illustrate my meaning from one or two examples in this 
week's REVIEW (for January 1st)—I take a few at random. 

On pages vi, ix, xi and ] (Supplement), are shown views of 
various dynamos and motore, but in what way do they vary from 
thousands of other machines made by different firma ? The makers 
at least do not tell us, It ie possible there area number of points 
about the tui bine illustrated on a later page, which the makers 
would be glad to place before prospective buyers, but they certainly 
do not do so in your pages. As it is, the advertisement is a very 
poor one, and the illustration little better. 

On the other hand, the advertisement on page xv is very much 
better— it contains interesting information, thcugh it happens to 
deal with an acoessory which I suppose is not much in demand 
just now. The lower advertisement on pege 1 (Supplement) is 
good in its way. It illustrates the article and describes tersely its 
special features. The advertisement on page 3 (Supplement) is 
also interesting. I know of several occasions on which a similar 
page has been cut out for reference рогроғег —іб gives much 
information in a small space. | 

Other good advertisements from the reader's point of view are 
shown on реве xx [This is editorial matter.— Eps ] (but not on 
page xix) and page xxx. 
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A fearful thing is that in the centre of page xxxi, where we are 
invited to take part in a kind of spelling competition. It may be 
interesting when you have worried it out, but I doubt it, so I turn 
ithe leaf quickly. ” 

One other thought. Some little time ago a friend was oriticis- 
ing the advertisements which appear in the English electrical 
Press, with those which are published in the leading mechanical 
journals, to the effect that, as a rule, they were illustrations of 
comparatively trifling articles То some extent I felt the oriticism 
was correct, The msjority of purely electrical advertisements are 
for goods which are relatively inexpensive, though numerous, and 
to secure a good market for accessories and small machinery, it is 
undoubtedly necessary to advertise largely, and, as already men- 
tioned, in an interesting manner. 

Were I а manufacturer, I should occasionally advertise a large 
plant, or a quite special piece of apparatus, in the endeavour to 
obtain a reputation for interesting and instructive advertisements. 
This attained, I should be sure of attention when the every-day 
manufactures were shown. ү. M. B 


January Ath, 1915. 


The correspondence on Advertising and Character,” inaugurated 
by "Consultant" in your issue of January ist seems likely to 
тоте over the whole field of advertising generally without any 
very obvious bearing on the peculiar needs of the electrical and 
"allied" trades. This doubtleas affords not only ample but 
extremely interesting matter for discussion, but it is necessary 
to remember that though governed by the same general princip'es 
as apply to all other successful advertising, technical advertise- 
ments have special considerations to face which materially affect 
the application of these principles. It is on this point that an 
exchange of views is most needed and would be most helpful. 

Some of your correspondents seam to me to take a more pessimistic 
view of things than is warranted by the facts. It is quite true 
that any man of experience, glancing through any number of 
advertisement pages, can make a pretty accurate selection of those 
advertisements which have been prepared with some knowledge 
of advertising requirements, not necessarily complete or extensive. 


It is also true that these are but a small proportion of the whole. 


ЗУП it is an inoreasing proportion, and those who remember what 
advertising was only 20 years ago, and remember, too, how slowly 
this old world moves, have no reason to be disheartened at the 
present rate of progress, 

Reverting to the main subject, we are all, I take it, agreed that 
the first essential of a good advertisement is to attract attention. 
Bat what sort of attention’? I have seen advertisements which 
certainly attracted attention, but which were calculated to kill any 
baying disposition on my part as effectively as a orack on the head 
from a policeman’s baton kills sensation. Obviously, therefore, 
the principle of attention needs to be applied in its proper relatior- 
ship with another principle stated by Mr. Hill, as to give a bias 
in favour of the advertised article.” 

If it were not invidious to mention names, I would pillory a 
recent advertisement of (excision by Censor) which has for some 
time been occupying a full page in (excision by Censor), The 
advertisement in question is a big splodge of black, through which 
emerge five or six lines of curiously shaped letters, the whole form- 
ing а puzzle in black and white cf most surpassing hideousness. It 
attracted by its very ugliness sufficient of my attention to induce 
me to work the puzzle out, but never have I seen energy, and, 
apparently, enthusiasm, so perversely directed to the production of 
. Such an appalling monstrosity. It exemplifi.d «xactly the type of 
advertisement to which you refer in your editorial as st iking 
the eye but having, iu the long run, an unfavourable effect,” in 
this сасе on the artistio sensibilitiep. | 

There is another type of advertizement which seems to me to 
“border on the offensive,” vz., that which tells a man what a 
wasteful fool he is for not buying such and such an article. In 
this connection the principles of true salesmanship have consider- 
able bearing. I well remember a gentleman calling on me to try 
and sell space in his publication, After the usual stereotyped 
recital of its advantages, I exp'ained that present conditions did 
not warrant my firm in undertaking any extension. He immedi- 
ately began with, “ That is a very foolish policy,” and continued 
in that strain until I had great difficulty in dissembling my love 
after the classic manner. When I finally succeeded in conveying 
to him that the proposition was definitely and unequivocally 
declined, he left me, but with a feeling that, had his journal been 
the only one available for our purpose, and the success of my firm 
depended upon ueing it, I was to rather commit commercial suicide 
than consent to pass him an order. 

On the question of British and American advertisements, a 
difference of treatment is rendered necessary by a difference cf 
temperament. Personally, I prefer the British brand, just as fcr 
ordinary social intercourse I prefer a gentleman to a costermonger, 
however entertaining. If the use of slang phrases and smart 
slogans is desixed, they are much better placed among their natural 
affinities than in the columns of the ELECTRICAL REVIEW. 

I entirely agree with your strictures on flippant advertisements 
80 far as technical advertising is concerned. A steam turbine needs 
to be announced with something of its own dignity and importance. 
Tt cannot or ought not to be treated as if it were a case of Sapolio. 
One does occasionally encounter a good joke in connection with 
electrical or allied apparatus, but it is doubtful if the selling 
effect of a good joke is any greater than that of a bad one. 

While, therefore, agreeing with Mr. Hill's few fuuctions of any 
advertising announcement, especial care is needed in the case of 
appeals to cultured, spec alised and te:hnically trained men to see 


that they are carried out with a common-sense degree of dignity, 
the temperate use of langusge, and perfect truthfulness. 

We need not despair because sometimes we fall short of our 
ideals, It is difficult to maintain heights which, in its best 
momenta, '* the soul is competent to gain," but we can still keep 


our ideal in front of us, and (as you yourselves so recently did) 


vigorously resent the intrusion of valgarity, of bad taste, of mere- 
trivious smartness and statements not in “accordance with plain 


truth. 
Ы Е. J. Reed. 
London, S.W., January 11th, 1915. | 


Salaries of Junior Engineers. 


о The A. E. S. E. having agreed during last summer to curtail its aotivi- 
ties so that electricity supply authorities and owners of private 
generating plants should not be in the slightest degree em 

daring the present critical period, the following, forwarded by the 
Bradford Branch of the A.E.S.E., should be of general interest :— 

1. According to the Times of January 7th, the price of bread has 
risen 27 per cent, since July 31st, 1914. 

2. According to out own experience, everything that is necessary 
is dearer than it was before the war. 

3. According to the technical Press, the President of the I. E. E. 
admitted that junior engineers were underpaid, and said he hoped 
better salaries would be paid in future, and that our engineer 
managers should try to remember their own early struggles when 
living was much cheaper than it is now. 

4. According to the advertisement pages of the ELECTRICAL 
Review of January Stb, there are no less than eighteen (18) 
advertisements for switchboard attendants and shift engineers at 
starvation salaries of 208. to 303. per week, опе or two of which 
had the magnificent prospects of increasing eventually to the 
abnormal remuneration or £90 to £92 per annum. 

There are also one or two advertisers who dare not state the 
miserable pittance they are prepared to pay. 

5. There is a shortage of skilled labour for central station work 
due to so many having enlisted to serve their country during the 
war, and, in consequence, many men are doing extra werk or 
otherwise helping to keep things going on as usual, in many cass 
at considerable inconvenience and self-sacrifice. | 

What are we to understand from reviewing the facts as stated 

One thing, and one thing only, and that is that our engineer 
managers have come to the almost unanimous conclusion that the 
junior engineers are not worthy of the wage of a casual labourer 
(who geta 74d. an hour), and that now is an opportunity of bring- 


. ing a crowd of unskilled labour into the central stations and sub- 


stations all over the country, and of getting these men or boys 
taught how to go on when things are О.К.” in a mechanical sort 
of way, and trusting to lu-k, when things go wrong, to muddle 
through somehow. 

They, the station engineers, are at their old practice again, а 
practice condemned by all other business men, of cutting down 
the wages to cut down the expenses, forgetting that the lower they 
cut the wage the higher their maintenance and repair bill will go, 
and the final result is just the reverse of what they want. 

The more that Presidents of the I.E E. and other “ men who 
know," ask that the junior branches be better remunerated, the 
worse it seems to be for them in the end. Is it epite or ignorance? 


W. J. Ebben, 


Hon. Gen, Secretary A. E. S. E. 
London, N. F., January 11th, 1915. 


Wonderful Accumulator Cells. 
If you will allow me to reply to A. W. B.'s” satirical oritioism 
of my teat cell, I should like to ask the following questions :— 
Why does "A, W. B." not state the oolour of the positive 
plate ? 


Why no mention of the condition of the most important part of 


any storage battery, viz, the negative plates 

Why no mention of the fact that there is no visible white 
sulphate on any of the platea? 

Had A. W. B." mentioned these points his letter would have 


` only been a good criticism of his own lack of technical knowledge 


in regard to small віогз ge batteries which are made up in celluloid 
cases, 

For the benefit of your readers who have not seen this cell, [ 
may state that the positive plate is light brown, which is the usual 


. colour of a discharged positive plate. The negative plates are dark 


slate colour and quite clean. I cannot follow the inference sug- 
gested by the statement: “The positive plate is now of normal 
8/23"; perhaps A. W. B." will oblige. Should he care to have a 
4-volt cell with the ordinary celluloid separators in one side and 
the type used in the Wonderful, &c.,” in the other, he can test it 
in any way he likes; very soon he will find the peculiar affinity 
that lead sulphate has for celluloid separators. Sulphate of lead 
visible as an insoluble white salt is quite а different thing to get 
rid of to the invisible sulphate, which no lead type of cell can 
work without, 

The “ Motorman again " remark I consider is in very poor taste ; 
they are not all lacking in scientific training.. It is naturally an 
advantage to users of storage batteries for inspection lamps, &o., 
that if they have been forgotten (one case I know of for two 
years), they are in a condition which enables them to be 
charged up and used within a reasonable time, without the usual 
cleaning and repairs. 

A. Faraday Hawdon. 

Newcastle-on-Tyne, January 9th, 1915. 
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Garage Heating. 

The problem suggested by Interested Inquirer" in your 
^ Gorreepondence " column of January 8th is complicated, because 
of the great variety of motor-car habitations known collectively as 
garages. A garage may be anything, from an open shed to a well- 
balt brick house with a very wide intermediate range, so that the 
beating of each must be treated on its merits, it being quite im- 
possible to propose any general form of electrical heating that 
would meet the economical necessities of most motor users. To 

t the radiator freezing I, myself, use a 60-watt oarbon lamp, 
which, for this purpose, I connect to the heating circuit at the 1d. 
rata ; it is put under the bonnet and the whole covered over with a 
piece a felt, the result is entirely eatisfactory ; usually the lamp 
ison during frosty weather from 8 p.m. to 8 a.m., costing about 
two-thirds of a penny, if severe frost continued for a whole week, 
an unusoal event, with 24 hours’ running per day my liability 
would be about 10d., not a very seriousone. This experience relates 


to a well-built brick single garage with substantial wooden doors 


and the motor run in bonnet first. If I wished to heat the whole 


garage electrically, І should firet give very careful attention to. 


stopping up every inlet for cold air, protecting the wooden door by 
a liner of felt or canvas. 
P. 6,817. 


Contracts with Allen Enemles. 


A short time ago you were good enough to publish a letter of 
mine in regard to the desirability of commercial men urging the 
introduction of a Bill, in the coming session, covering the deter- 
mination of contracts with tbe enemy. i 

I pointed out that at the end of last session, the Attorney- 
General promised to go closely into the matter and poesibly intro- 


doce a Bill, it only remaining with the commercial world to 


convince him that there was unanimity as to what was really 
wanted, and that practical clauses would be formulated. 

In connection with this matter it is interesting to note a book, 
which has just been published by Prof. Finlayson Trotter, on The 
Law of Contract during War." The book, of course, covera the 
whole field of contracts, but it is markedly noticeable in the parti- 
eu. ut cas» of continuing contracte (or executory contracts, as they 
are called in this book) that there is an entire absence of any 
legislation dealing specifically with the subject, and, in fact, no 
5 can be cited which give any guidance by way of 


Кец I quote a couple of sentences which give full evidence іп 
“An executory contract is a contract which is either wholly 


unperformed, or in which there remains something to be done on 
both sidea. There is little or no authority in English law as to 


the effect of war on such contracts concluded with alien enemies 


before the commencement of hostilities.” 
The whole state of the intimate commercial : inter-relations 
ourselves and Germany at the beginning of the war was 
quite unique. Trading between the two countries had developed 
to а degree altogether unprecedented. In no casein history has a 
war taken plaoe with such collateral conditions, We cannot 
expect, therefore, that legislation should have anticipated all the 
difficulties which have arisen. Now, however, occasion demands 
adequate Parliamentary measures—and the electrical industry have 
considerable interests involved. The only thing likely to 
forward is for the commercial 


T. W. Cole. 
Wandsworth, 8.W., January 9th, 1915. 


Cab-Signalling Systems. 


Four fallacies were conspicuous in the cab-signal discussion at 
the recent meeting of the Institution of Mechanical~Engineers. 
These errors are :— 
E € rr ош 5 only, . 
7 resent employed in England аге eatisfactory. 
Bailway elestr fication presents difficulties to ramp systems, 
4. Wireless systems possess practical value. 

Of these four mistakes, the first is the only one for whioh there 
ever was any excuse; but that excuse has been destroyed by 
repeated publication of proof of the fact that a cab signal ought to 
be both visual and audible. It has, for instance, frequently been 
shown that a driver can watch the track more constantly and more 
Vigilantly with a cab signal that is both visual and audible than 
he oan with fixed signals alone, 
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erous errors, It is well known that such cab signals 
to fulfil an exceedingly important requirement, viz, that any 
or more earths, and for open circuits, must not produce a 
gerous Two cab systems that fulfil this specification 
proposed in England, but, strange to say, preference has 
to cab rignals that are admittedly inferior to them. 
is quite novel—and equally surprising, in view 
that experience has conclusively proved ita utter base- 
` The London underground railways present the maximum 
culty () that could arise—two-power rails, in addition to the 
There would be, if anything, even lesa trouble 
cab-signal ramps than there has been in finding 
tvom for the stop-arm cylinders, &o, 
Wireless cab systems, whether Hertzian or Faradic, are worth- 
іма, None have yet appeared that could stand a proper test. In 
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of the kind at present employed in England have. 


those that have been publicly tested (7), two earths will suffice to 
wreck a train, If such cab systems could be used at all, tuning on 
the locomotive would have to be resorted to ; and such tuning is as 
impossible signally as it is possible electrically. No Hertzian nor 
Faradic system has as yet appeared which gives three distinctive 
indications—one for “clear,” a second for run slow," and a third 


‘(plainly different from both of the others) denoting stop.“ The 


writer has tested full size, in England, ramp cab signals that 


` fulfil this important stipulation, by which all wireless cab systems 


have thus far failed. 

It has been said that at recent wrecks at Rugby and London 
Bridge, the driver knew the distant signal was against him, and 
that “а cab signal could not tell him more.” Per contra, I have 
tested cab signals that not only could tell but have told the driver 
more, A proper cab signal would have prevented both of these 
wrecks, for such a signal would have given both distant and home 
information, 

Detonator-placing machines are not nearly so ваѓе nor reliable 
as cab signals. None of the train crew can hear the momentary 
report of a detonator any moreclearly than they can the continued 
blowing of the audible cab signals. In the best detonator systems 
an exhausted magazine or a broken or dirt-clogged detonator-arm 
means an imperiled train; but au exhausted battery or the pre- 
sence of dirt or frost could not produce any errors but safe ones 
in the best ramp-type cab signals, 

Wm. H. Dammond. 


Nottingham, December 29th, 1914. 


London County Council’s Electricity Bill. 


Now that the time of petitioning against the London County 
Council's Bill (viz, February 12th) is drawing near, it is gradually 
becoming clear that the Bill has very little chance of success. The 
opposition appears to be getting so pronounced that it seems really 
questionable whether the London County Council itself will 


_ proceed with it even as far as Parliament. 


There is still one more occasion on which the Council has to 
give its consent before the Bill can finally proceed, and even the 
supporters of the Bill seem to be getting somewhat lukewarm, if 
one may jadge from the debate which took place when the Bill 
was last before the Council. 

The root of the trouble appears to be that the scheme is unneoes- 
sarily ambitious, and that practical thoroughness has been sacrificed 
for theoretical completeness. For instance, a great part of that 
huge weight of the opposition from the Councile in outer London 
could easily have been dispensed with without touching the scheme 
vitally, There seems to be no point in including a very large 
portion of this outer London, since the inclusion does not benefit 
the scheme (except in this purely theoretical idea of completeness), 
while it naturally raises strenuous opposition, since it means 
possibly commandeering from the rates of those districte. 

Then as to the existing municipal undertakings in London itself, 
the proposal that they must in future carry on their business of 
electricity supply subeervient to the new electricity authority, 
naturally makes these also into enemies even outside other points. 

Farther, the Councils who own no electricity undertaking, and 
who have always resisted municipal trading, naturally are violently 

to this thinly disguised scheme of municipal trading, 
which has all the disadvantages but none of the advantages, 
namely, that its losses must be paid out of the rates without any 
of the benefits of exclusive ownership and exclusive profits, 

Then as to the companies, It is only natural that these should 
strenuously oppose. They have expended so many millions of 
capital on the strength of the existing Acts and Provisional Orders, 
The London County Council now proposes either to take these 
over under entirely unsatisfactory conditions, or elee to domineer 
their working and possibly authorise competition. 

Then as to the ratepayer and public generally. The proposal to 


. embark on a scheme ultimately involving, say, 40 to 50 millions in 


whioh the security of the rates plays a great part, naturally, at 
this time of national stress, they view as an entirely unwarranted 


risk. » 

It would indeed be interesting to know what individuals are 
really in favour of the scheme, except the engineers who. have pre- 
pared it and a small proportion of the Electricity Committee iteelf, 
and poseibly a very meagre sprinkling of London County Council 
members. 

Balancing up all the foregoing facts, it certainly seems very un- 
likely that the Council will . They would have to say to 
Parliament that nobody wanted the Bill, that it was supported 
very lukewarmly in their own Council, and that there was no 
immediate necessity at the present moment for floating such a 
colossal financial scheme, and that the only good they could pro- 

for a large number of years is the possible small reduction in 
the'cost of electricity, and this is only in certain districte and to 
certain people. | 

It certainly seems unfortunate that the early good promise which 
was given when the London County Council first undertook to 
formulate a scheme has reached this stage of fiasco. One factor 
in it certainly is that the London County Council Electricity 
Committee proceeded somewhat too independently and rode rough- 
shod without practical consultation over the interesta of existing 
undertakings. This certainly was most markedly so in the case of 
municipal undertakings, and these from the very first have pro- 
tested against the way in which the Council ignored them when 
formulating the scheme. Probably the same line of procedure 
elsewhere has resulted in this wholesale opposition, 


Londoner. 
D 
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Over-Pressure Protective Gear. | 


In some articles of mine on “ Over-Pressure Protective Gear for 
High-Tension Cirouits,“ which you recently published, I drew 
attention to the oft-repeated fallacy that the harn gap discharger 
tended to produce over-pressures on breaking the сігооіб, I 
pointed out that not only was this not the case, but that, on. the 
contrary, nearly all other forms of gap, such as the electrolytic 
and the Giles yalve, were much more likely to cause pressure rises, 
although generally credited with opening the cirouit at zero our- 
rent, in the ваше way aa an oil switch. 

Some tests have recently been published by. Dr. Linke (E. T. Z.. 
1914, Part 27), which I had not seen when writing, and these so 
fully confirm my conclusions that I think it may be of interest to 
allude to them. Opoillographic and other methods were employed 
for measuring the rises of pressure which ocqur on closing as well 
ав on opening a circuit. Both a horn break and an oil break were 
tested in this way. 

One typical experiment may be cited. In this case a low-tension 
inductive circuit carrying 1,000 amperes was opened by the blow- 
ing of a fuse across the gap. In the case of the horn break, the 
pressure rose to twice the normal, whereas with the oil break the 

‘rise was to no less than 50 times the normal. 

The author points out that a pressure rise. depends, more than 
anything else, upon the rapidity with which the current is broken 
and that, oonsequently, ít is far safer to break the circuit at a 
horn gap, with its gradually lengthening aro, than by means of 
any form of quenching gap. 

I would add that, even if it could be conceded that & particular 
form of gap did actually open the circuit at the instant of zero 
current, it does not by any means follow that the stored energy 
(i. e., magnetic) is also zero at that instant, and unless this is the 
case a sudden break will cause & serious rise of pressure. | 

In a further series of experiments, a 10,000:kw. high-tension 
generator was short-circuited at a horn gap. An oscillogram 
shows that the pressure across the gap falls to zero, and then 
gradually inqreases to the normal as the arc lengthens and breaks. 
The entire process occupies only a few cycles, and the smoothness 
of the voltage curye is remarkable. On repeating the experiment 
with an oil break switch, the current was found to fall suddenly 
to zero, with the result that severe over- pressures were set up, and 
the arc was re-started across the gap a few cycles later. 

The above experiments seem entirely to confirm the conclusions 
given in the articles in question, viz., that the horn gap breaks the 
arc so gradually that no over-pressures are produced, whereas 
hers ао forms of gap which break the circuit rapidly the reverse 

ound. ЭШ; 

I may add that since writing these articles, I have received some 
instructive statistics from one of the largest supply companies, 
having a very extensive E.H.T. underground syatem (the name of 
which, I am, unfortunately, not at libarty to mention) and which 
is equipped with a number of Brazil resistances and horn gap 
dischargers. Up to the end of 1913, these gaps were set to spark 
across at 50 рег oent. above normal pressure to earth. In 
January, 1914, the settings were reduced to 30 per cent. above 
normal, with the interesting resulta given in the following table 
which shows the number of discharges recorded, as well as the 
number of breakdowns which occurred to the end turns of the 
motor-generator seta. 


No. of Discharges 
Year, breakdowns. recorded, 
1911  . ... iss 5 ae 925 vis 6 
1912 сеч re 6 -— s vis 14 
1913 "n 11 Wes - x .. 10 
1914 to October 1st 1 iit "is iu 70 


It will be seen that the breakdowns, which in 1913 with the 
50 per cent. settings amounted to 11, were reduced to 1 for the 
first nine months of 1914, a reduction to practically one-tenth of 
the former number. At the same time the discharges recorded 
increased from 10 to 70, showing conclusively, I think, that the 
reduced number of breakdowns was entirely due to the arresters. 


Kenelm Edgcumbe. 
January 11th, 1916. 


Individual Driving of Looms. 


In the conclusion” of the abstract of Mr. Crowley's lecture 
before the Halifax Textile Society given in your issue of the lat 
inst., if is stated: — It is exactly four years since experiments 
were carried out which led to the putting down of the first large 
individual driving installation in this country—that of 800 motors 
in the shed of Messrs. Frears, Lord & Brother, Bradley Fold. When 
the order for this pioneer plant was placed, only one British firm 
could manufacture loom motors, and that firm got the order." 
A similar misstatement to that at the beginning of the above 
quotation appeared in the Manchester Guardian some two or three 
years аро, and the Westinghouse Co. then correctly pointed out 
that prior to the Frears, Lord installation they had completely 
equipped and put to work an individually driven shed for Mesars. 
Edward Hibbert & Co., of Hyde. all the apparatus having been 
manufactured in Lancashire. Mr. R. Blackmore, of Stalybridge, 
was, I believe, the consulting engineer. This being so, Mr. 
Crowley's second statement is obviously incorrect, since the 
Westinghouse Co. were not responsible for the Frears, Lord 
equipment, 

Weaver. 


The City Guilds’ Electrical Examinations. 


The examinations conducted by the City and Guilds of London 
Institute in all branches of electrical engineering work constitute 
an annual event of some importance in the electrioal world; the 
more во as considerable developments take place in nearly every 
branch year after year. | 

This being во, it is surprising to find that most of the electrical 
journals entirely ignore these examinations; and їй so doing we 
venture to suggest that they miss matter that would be of great 
interest to various sections of their readers. 

Surely more than half the readers of a journal would be 
interested to know the nature and scope of the year's questions 
appertaining to théir particular branch of work ; and the publicity 
would certainly help to increage the nuniber of candidates year by 
year. There is need, we believe, of encouragement in this 
direction. | | | 

The perusal of carefully-set examination questions will often 
convey valnable points to the reader ; and perhaps a little tempered 
editorial oriticiam of certain of the questions would not be amiss 
when the opportunity arose. | | 
The examiners’ reports on the results of their respective 
examinations are quite interesting matter; and the suücoessfü 
efforts of those examinees who have distinguished thema»lves by 
gaining medals and prizes ehould bs noted as a matter of course. 

In brief, we would submit that we do not make enough fuss of 
our technological examinations. 


| 4. P. Lundberg & Sons. 
London, N., January 11th, 1915. | 


А.С. +. D.C. for Lighting. 


. I note in the "Correspondence" columna of your issue of 
January 8th, under the heading of А.С. v. D.C. for Lighting,” a 
letter from Ex-Gas.“ І would refer him to an article which 
was published in your paper describing a similar lighting scheme 
at Messrs. Elliot Bros! works at Lewisham, which is, in my 
opinion, one of the most successful examples of works lighting 
that has ever been carried out. Though I advised on the general 
lay-out of the scheme, I am certain that my judgment iu this 
matter is not in any way prejudiced, as I have had every oppor 
tunity of examining similar schemes which have been catried out 
on the direct-current system, and have not been so effective owing 
to.the high candle-power and fragility of the lamps necessitated 


by the higher voltage. 
Haydn Harrison. 
[The article aposarei in our issue of July 21th, 1914, p. 141.— 


Eps. Etec. REv.) 


OUR LEGAL QUERY COLUMN. 


"О. H.“ writes: I have a recollection of having read a report of 
а case in your paper connected with a supply of electricity being 
given outside the area of supply covered by a ‘Provisional Order, 
or rather the supply was given at some point within the area, bat 
the electricity was actually used outside. The decision, as I 
recollect it, was that the supply was being given outside the ares 
of supply and was illegal" . 

„ There is no case in which it has been decided that the use 
of eleotricity supplied within, but consumed outside, an area is 
illegal. It has, however, been held that gas cannot be &o used. 
By the Metropolis Gas Act, 1860, Sec. 6, the limits of each of the 
gas companies then supplying the metropolis were defined, and in 
the result, each company enjoyed a practical monopoly in itg own 
district. One of these compánies, at the request of a railway 
company, placed a meter on a part of a railway station lying 
within the gas company's limits, and through it supplied gas to 
other parts of the premises situated outside the company's limits, 
and within the limits of another gas company. The Court of 
Appeal held this to be lawful on the ground that the sale and 
delivery of the gas took place at the meter; but the 
House of Lords reversed this decision, holding that the gas was 
supplied where it was consumed, and therefore that the company 
were transgressing their authorised limits (Gas Light and Coke 
Co. r. South Metropolitan Gas Co. (1889) 62 L. T. 126). This 
decision was followed in the case of a water company, and it is 
conceived that it would also be followed in the case of electricity. 
It is important to note, however, that by Sec. 6 (1) of the Electric 
Lighting Act, 1909, a supply may now, by leave of the Board of 
Trade, be authorised outside the area of supply. 


Rail Manufacture in Australia.—A Reuter dispatch 
from Adelaide, dated January 9th, states that the first shipload, 
comprising 2.800 tons, of iron-stone from the huge deposits of Iron 
Knob has left Port Pirie for the Broken Hill Proprietary Co.'s 
iron and steel works at Newcastle (N.S.W.). It is expected that 
the works will be open io March and that rails will be manu- 
factured by May. | 
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EXPENDITURE UNDER ELECTRICAL 


PRIVATE BILLS. 


The following information is contained in the deposited 


estimates in connection with the Private Bills for the coming 
session or in the Bills themselves so far as they concern elec- 


trical undertakings :— . 


Dewsbury Corporation (Mr. H. Dearden, borough 
engineer).—Purchase of land, £400; building 
tramways and omnibuses depot, £7,135; con- 
struction of tramways, 48, 3909090 E: 


London County Council Tramways and Improvements 
(Mr. G. W. Humphreys, engineer).—Tramways, 
496,700; reconstruction of Whitechapel High 
Street terminus, £2,500; reconstruction of Tower 
Bridge Road to Lower Road line, £68,000; street 
widenings and improvements, £73,500 


Ce ee ee oe ee о е 


Aberdare Urban District Council (Mr. S. Sellon, 
engineer).—Construction and equipment of tram- 
ways and tramroad, £43,752; installation of rail- 


less traction and reversing apparatus and plant, 


£5,906; provision and equipment of motor omni- 
buses, £85,900; street works, £3,600; lay-out of 
recreation ground, £2,600; land and buildings, 
£1,502 Seer: CCC ^a ee RR a. EN E. a e Se 


Metropolitan District Railway (Mr. A. R. Cooper, 
engineer).—Construction of 1 furlong 3.35 chains 
of single line (including £47,740 for land, build- 


. ings and easements) 
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Dunfermline and District Tramways Extensions (Mr. 
C. Don, engineer). Construction of eight sections 
of tramway, of which the longest is 1 mile, 2 fur- 
longs, 3.61 chains, double throughout  ............... 


Edinburgh Corporation (Mr. A. H. Campbell, borough 
engineer).—Construction of 4 miles, 6 furlongs, 
1.10 chains of tramway, £89,069; erection of tram- 
way shedding and depót and tramway leads into 
same, £7,500; street widenings and other works, 
£20,154; land and street widenings, £45,406 ...... 


Sheffield Corporation (Mr. C. Е. Wike, engineer, Mr. 
A. R. Fearnley, manager of tramways).—Construc- 
tion of 4 miles 4.9 chains of tramway, £10,366; 
construction of 1.3 chain tramway, £1,165 


Rhondda Urban District Council (Mr. E. Hazeldine 
Barber, engineer).—Construction of 2 miles 5 fur- 
longs odd of tramway 


—— о 


———U—P— ̃̃ ́ “( —I— ́ ʒUUPP—[P“ęW WP 5560 


Rotherham Corporation (Mr. E. B. Martin, borough 
engineer).—Streets, £4.311; tramway Хо. 1, 
£4,311; tramway 14, £509; tramway No. 2, 5 
miles, 2 furlongs, 6.92 chains, mostly single line, 
£49,537; alterations of levels of roads, £341 ...... 


South Shields Corporation (Mr. L, Roseneare, borough 
engineer, Mr. W. Tuke Robson, tramways man- 
ager).—Tramiways а... 

Halifax Corporation (Mr. J. Lord, borough engi- 
neer)—Perrnanent way for tramways, £109,909; 
tramway rolling stock, £14,000; electrical equip- 
inent of tramways, £11,174; electrical feeders, 
48.673; electrical equipment of trolley vehicles, 
£5,255; electrical 1 £1,182; trolley vehicles, 
£5,100; extension of tramshed depdt, £6,000; 
motor omnibuses, £3,600 
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Sunderland Corporation. Tramway over recon- 


structed Wearmouth Bridge es 


Stalybridge, Hyde, Mossley & Dukinfield Tramways 
and Electricity Board (Mr. R. Blackmore, engi- 
neer).—Tramway No. 1, 1 mile, 1 furlong, 6.70 
chains, £11.625; No. 2, 1 mile, 7 furlongs, 9.60 
chains, £17,860; No. 3, 1.20 chains £166: No. 4, 
1 nile. 3 furlongs, 6.50 chains, £12,376: No. 5, 
1.40 chains, £183; No. 6, 1 mile, 5 furlongs, 0.60 
chains, #15,069.................................................... 

Lindon and District Electricity Supply (Mr. G. W. 
Humphreys, engineer, . C., Messrs. Merz & 
McLellan, consulting engineers) Railway siding 
(Work 6). £294; railway siding (Work 7). 
£2464: works other than railway sidings, 

V V - 


Lincoln Corporation.—Provision of trolley vehicles, 
410. A0; electrical equipment of trolley vehicles, 
£5.500; omnibuses, £10,800; construction of tram- 
way shelter, £2,300; construction of buildings, 
ánd purchase of plant and machinery in connec- 

tum with extension of electrical generating station, 
£43,000 | | 
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WAR ITEMS. 


Telegraphs at the Front.—The Times recently published a 
letter from an officer regarding the Field Telegraphs, or Signal 
Service, as it is now known, from which we quote the following :— 

" Most of the important towns in- the North of Francé, and also 
London aud Paris, are in direot touch with General Headquarters. 
These are called the main lines of communication, and over their 
wires day and night passes a continuous flood of traffió for the 
hospital banas, ordnance, remount and store depéte. From General 
Headquarters radiate wires to the various army corps headquarters, 
and again, each army has ite communications to the divisions, 
whioh, further, have wires right up to the brigades. It will thus 
be seen that in the space of a few minutes the War Office is fully 
and clearly informed of what is going on in the firing line. In 
fact, were the lines joined straight through it would be poseible 
to hear the roar of artillery and the bursting of shrapnel in St. 
Martin's-le-Grand. | | 

As the tide of battle turns this way and the other, and head- 
quarters are constantly moving, some means have to be provided 
to keep in constant touch with General Headquarters during the 
movement. This emergency is met by cable detachments. Each 
detachment consists of two cable wagons, which usually work in 
conjunction with one another, one section laying the line whilst 
the other remains behind to reel up when the line is finished witb. 
A division is ordered to move quickly to a more tactical position. 
The end of the cable is connected with the permanent line, which 
communicates to Army Headquarters, and the cable detachment 
moves off at the trot ; across country, along roads, through villages, 
and past columns of troops, the white and blue badge of the 
Signal Service clears the way. Behind the wagon rides a horse- 
man, who deftly lays the cable in the ditches and hedges out of 
danger from heavy transport and the feet of tramping infantry, 
with the aid of a crookstick. Other horsemen are in the rear tying 
back and making the line safe. On the box of the wagon site a 
telegraphist who is constantly in touch with headquarters as the 
cable runs swiftly out. An orderly dashes up with an important 
message :` the wagon is stopped, the message dispatched and on 
they go again. : 2 | | ` 

" At Le Cateau the situation was so desperate that signal com- 
panies were sent to the trenches to assist the infantry in repelling 
a heavy attack. For this piece of work we were highly compli- 
mented by General Smith-Dorrien, who, at the same time, ex- 
pressed’ his great satisfaction at the way in which his cómmuni- 
cations had been established throughout the campaign. | 
' ""Telegraphists are often left on duty in the trenches and lonely 
farmhouses, chateaux, &c., close to the firing line, and I leave it 
to your imagination to picture how difficult it is to concentrate 
one’s mind on the signalling and reception of important messages 
while the air is filled with the deafening roar of artillery and 
the screaming and bursting of shells. . . . . . Wireless telegraphy, 
of course, plays an important part in this war, most of the larger 
aerbplanes being equipped with apparatus, by which means they 
swiftly communicate important observations to headquarters. The 
Germans also make elaborate use of this system." 


. Board of Trade Electrical Exchange Meeting.—We have 
referred on previous occasions to the Exchange Meetings" 
organised by the Commercial Intelligence Branch of the Board of 
Trade for the purpose of bringing before manufacturers samples 
of goods manufactured in Germany, and placing them in touch 
with purchasers of euch products. The object of these meetings 
is, of course, to assist British manufacturers to capture trade that 
has hitherto been in German and Austrian hands, and last week 
the meeting was devoted to the electrical accessories trade. А 
coljection of samples had been got together, not, perhaps, imposing 
in magnitude, but representing a great variety of articles, and in 
the aggregate а still greater volume of. trade—for a single 
small sample may stand for an import value of thousands of 
pounds per annum. The samples were all labelled for reference, 
and many of them bore prices, which seemed in many pases 
absurdly low. It would be exceedingly interesting to set alongside 
this oolleotion- a similar display of British-made articles with 
prices attached ; this, however, though enlightening to the inexpert, 
would be superfluous to the specialists in particular branches, 
who have the British prices at their fingers’ ends, and are able 
to effect comparisons without such aid, While many of the 
items exhibited were of the character commonly understood to be 
implied by the phrase made in Germany," it cannot be denied that 
others were of high-class manufacture, and in some branches, such 
as medical apparatus, glassware, enamelled iron shades, &c., the 
Germans have hitherto had it all their own way. 

There was a great variety of porcelain parts, fuse-blocks, ceiling . 
roses, insulators and similar accessories, which appeared to be of 
good quality and finish. Many lampholders and other brass goods 
were shown, which did not impress us favourably. The samples 
of insulated wires and cables were in no way representative of the 
large imports under this head. Large globes, well glasses, orna- 
mental glass shades, and opal or opalescent glassware made a much 
better impression, and there was a small exhibit of arc lamp 
carbons which stood for a very big trade. Specimens of wood 
pateras, base-boards, &c., also probably signified a great deal more 
than might appear, as large quantities of woodwork have been 
imported from the Continent in the past. i 

Bell pushes and pressels and small bell switches were shown in 
a variety of patterns; many of these were of r quality, but 
some had handsome cast brass covers. А few electricity meters 
and small volt and amperemetere, small motors, magnetos and fans 
reminded us of the very large import trade in these items: near 
them was a collection of electric toys, more or less rubbidhy. ^ 
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A time switch made by ingeniously modifying a common alarm 
clock was noticed, amongst samples of air blowers for hair drying, 
electric irons and kettles, motor-car lamps and ignition plugs, and 
one nest little iron in a leather case which would make a “ useful 
present" to a lady. Many patterns of cheap electric bells and 
indicators, a few telephones and parts, pocket lamps and portable 
bull's-eye lamps, conclude the list—though perhaps by no means 
least in importance &s representing a considerable annual value. 
It will be noticed that in many instances similar articles have 
long been manufactured in this country, and the only question in 
such cases is how to get down to the German prices without saori- 
ficing quality; in other instances, pocket lamps and glassware, for 
example, the trade has been almost entirely foreign, and strenuous 
efforts are being made by British firms to fill the gaps. 

We hope that the result of the efforts of the Board of Trade 
will be the development of new manufactures in this country and 
the extenaion of existing businesses ; manufacturers and representa- 
tives of wholesale houses who were not able to be present need 
only communicate with the Commercial Intelligence Branch of the 
Board in order to obtain the fullest possible assistance within its 
power, as the Board is anxious to leave no stone unturned to pro- 
mote the national interests. 

We extend a cordial invitation to manufacturers and their 
representatives to send us any observations that they may feel able 
to make as a result of their inspection of the exhibits. The 
publication of the views of experienced minds regarding these 
articles would, we feel, be most valuable to the British electrical 
industrv at the present important juncture in its history. 

An Urgent Appeal for Assistance.— We wish to appeal to 
our charitably disposed readers on behalf of а very deserving couple 
who are in sore straits. For some time past they have been enabled 
to keep a roof over their heads through the generosity of one of 
the electrical benevolent funds, but circumstances have now arisen 
which make assistance of other kinds necessary. The man, who 
was formerly a telegraph instrument inspeotor, lost his eyesight 
some years ago, and all he can do is to earn a trifie by typewriting 
or knitting. His wife is a Swiss, who speaks French and English 
well, and is a hard-working woman prepared to take in lodgers, 
and so keep a home together. Belgian refugees who were 
with them have returned to Belgium, and they have no means 
of meeting rent charges. It occurs to us that there may be 
some of our readers who oould recommend them lodgers (the house 
is described as a pleasant one and is situated in Stockwell), 
or who would be prepared to place with them, and pay the charges 
for, some respeotable Belgian refugees. We believe the latter 
course will commend itself as an excellent way of “ killing two 
birds ‘with one stone," as the doctor said when he visited two 
petients in & remote neighbourhood. We shall be pleased to put 
any reader in touch with the parties referred to, or communi- 
cations may be addressed to Mr. F. B. O. Hawes, of the Electrical 
Trades Benevolent Institution (Phone No.: Brixton 1833). 

Trade Follows Travel.—It is stated that the ss. Finland 
has been chartered by the Fidelity Trust Co., of Baltimore, and 
will sail on January 27th for a cruise completely encircling South 
America, with the object of establishing better trade relations 
between U.S.A. and South America, The Financial Times in dis- 
cussing the movement, quotes the president of the New York 
Central Line, to the effect that " trade undoubtedly follows travel.” 
He speaks, of course, as а railway authority, but he merely says 
what we have urged upon the notice of British manufacturers 
scores of times, and many of them have testified to its absolute 
accuracy in recent years, as they have experienced better business 
as the result of their efforts. There will undoubtedly have to be 
much more of the most capable British travelling to all quarters 
of the globe in the interests of our industries directly. We hope 
that those destined to fill such engagements will not overlook the 
necessity: for being prepared with linguistic and other qualifica- 
tions in good time. We, of course, do not suggest that “ travel " 
is the only matter of mportance—there are many others, but this 
is one of the things that will be needed, whatever developments 
take place in general trade policy. 

An Appeal.—The Belgian Chamber of Commerce in London 
(Incorporated), 24, St. Dunstan's Buildings, St. Danstan’s Hill, 
E. O., appeals to British manufacturers and merchants for 
support, Since the beginning of the war its task has naturally 
become much more arduous than in previous years. After the 
cessation of hostilities the Ohamber will have very important 
duties to perform in helping the commerce of the two countries by 
bringing tcgether manufacturers and buyers of goods and in many 
other ways. But we are informed that the Chamber finds great 
difficulties in carrying out its duties through lack of funds, as the 
demand has been greater than ever before and Belgian supporters 
are unable now to send their usual remittances. Applications for 
membership and contributions may be sent to the general secre- 
tary, Mr. P. Dorchy, at the above address. 

German Tires.—At a recent meeting of the Halifax Tramways 
and Electricity Committee of the Halifax Corporation, Alderman 
Whitley Thompson directed attention to a charge made by Liga 
Tires, Ltd., of £56 for tires. He understood that this was a 
German firm, and, therefore, he supposed that cheques would not 
be issued to the concern until after the conclusion of the war. 
Ald. Spencer explained that Liga Tires, Ltd., was a London firm 
which existed for the circulation of German tiree. He believed 
the company was now in liquidation, and, as the Committee had 
a large claim against the firm, the cheques would not be handed 
over to the liquidator until that liability had been met. 

Belfast Electricians and National Relief.—The electrical 
department of Messrs. Harland & Wolff, shipbuilders, Belfast, is well 
represented in the list of contributors from the various depart- 
ments to the National Relief Fund, 


Old Briars Wanted.— We read in a Scottish newspaper that 
the Glasgow tramways Department are collecting pipes for the 
soldiers at the front and in the hospitals abroad, and also for the 
men of the Navy. "Up to date 31,409 pipes have been received, 
most of these being old briars, This number is very small oom. 
pared with the number required, as, in many instances, one pipe 
has to satisfy many smokers. The tramways staff are still pre- 
pared to receive at 46, Bath Street, Glasgow, any pipes, and have 
them thoroughly cleaned and diapatched to the front.” 

Oldham Tramway Contracts.—The Town Clerk of Oldhsm 
has informed the Tramways Committee that the High Court, on the 
hearing of a test case for the recovery of the prive of goods so'd 
and delivered, has held that the plaintiff company incorporated in 
England was entitled to recover payment, although the shan s 
were mainly held by alien enemies. He added that he had settled 
the action of the Polack Tyre Co. by payment of the debt without 
costs. The Tramways Committee has approved this action, and has 
instructed the borough treasurer to pay the accounte due to the 
Tudor Accumulator Co., Ltd., Dukinfield, which had been held 


over, 

Rellef Allowances to Municipal Employ és.— The Rochdale 
Tramways Committee has been considering the case of a man who 
in June last was allowed to go on the tramcars to learn the duties 
of a conductor ; he was not actually employed and receiving wages 
when the war broke out, nor for some time after. Now he has 
joined the Colours, and the question the Committee has had to 
decide is as to whether he is entitled to the half-pay granted to 
men enlisting who were on the staff when war broke out. By a 
majority of one, it has been held that he is entitled to the half- 


pay. 

Cable Manufacturing at Perivale.—At the meeting of the 
Greenford District Council last week, Mr. L. Roberts wanted to 
know whether the firm of Messrs. Geipel & Co., whose plans for the 
erection of works at Perivale hai been recently passed by the 
Council, was a German one. He understood that before the war 
the firm got ite cables from Germany, but the intention now was 
to manufacture them at Perivale. The surveyor replied that the 
head of the original firm was naturalised in 1848. That gentleman 
was now dead, but he (the speaker) had made inquiries and was 
of opinion that the firm was "all right.” Ultimately it was agreed 
to enter a minute to the effect that Mr. Roberts had raised a 
question on Messrs. Geipel's plans, and that the chairman had ruled 
the matter out of order, | 

Trade with Australia.—The Agent-Genersl for New South 
Wales (128-6, Cannon Street, E.C.) published the following 
advertisement in the Times tbe other day: — Notice to British 
firms. Manufacturers and others wishing to extend their business 
in New South Wales are invited to make known their wishes to the 
undersigned, from whom forms for the purpose can be obtained, 
and to whom all communications should be addressed. The 
forms when received will be sent to Sydney, where proper 
inquiries will be made as to the openings for placing the manu- 
factures in which applicanta are interested, and the result will be 
made known to inquirers.“ 

The Council of the Sydney Chamber of Commeroe has appointed 
a Sub-Committee to consider the practicableness of inaugurating 
a movement to teke advantage of the suspension of trade with 
the enemy countries, and to develop such trade within the Empire 
and with the other allied nations. 


Rawtenstall Employés with the Colours.—Nearly 40 per 
cent. of the staff, at the Rawtenstall Corporation electricity works 
and about 25 per oent. of the tramwaymen have joined the Colours, 

Personal.—Mr. Frank P. Lacey, consulting eer, has been 
given & temporary commission in the Royal Garrison Artillery, 
and the Infirmary Committee of the Salford Board of Guardians 
has decided to acoede to a request by him that on the termination 
of the war he shall be retained as electrical adviser. 

Mr. R. H. Klein, hon. sec. of the Wireless Society of London, 
although having a name with a somewhat Germanic sound, is s 


Belgian and a naturalised British subject. He is a Lioenciate in 


Consular Sciences of Antwerp. 

Mr. M. C. Shepherd's friends will be interested to know that 
he is Corporal Instructor in the 14th (Service) Battalion of the 
Rifle Brigade, in training at Southend-on-Sea. Mr. Shepherd has 
long been an energetic supporter of National Service, and a pro- 
moter of the National Reserve, and has evidently seized the oppor- 
tunity of bearing hie share of the burden. Business will be carried 
on ав usual in his absence. 

Col. H. 8. Holt, a former partner of Mr. James Swinburne, in 
Swinburne & Co., has been gazetted major in the Expeditionary 
Force, and has left for the front. He is attached to'the Royal 
Flying Corps, for the purpose of instructing them in the fitting 
and use of his reconnoitring parachutes and other inventions, 

Mr. John Ridley, who was amongst the survivors of the 
Formidable disaster, was the ship's chief electrician, and was for- 
merly on the staff at the electricity works at Carlisle, where his 
home is. He entered the Navy about eight years sgo, and prior to 
his transfer to the Formidable was on the H.M.S. Commonwealth. 
Before he was rescued he was 21 hours in an open boat. He is 
safe and well at Lyme Regis. 

Mr. A. H. Campling, son of Mr. Frederick Campling, managing 
director of Messrs. Josling, Ltd., electrical engineers, Colchester, 
has been gazetted second lieutenant in the 12th Service Battalion 
Essex Regiment. Mr. Campling has for several months been serv- 
ing at Epsom with the Public Schools and Universities Corps. 

It is stated that Private Lonsdale's death sentence has been com- 
muted by the Court of Appeal to one of 20 years’ imprisonment, 
but it is understood that he will be released with the other British 
prisoners at the end of the war. 
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The Electrical Engineering and Equipment Co., Ltd., inform ue 
that they have three directors—Mr. Bowlby, Mr. Higgins and Mr. 
Mr. Bowlby's son is a captain in the Norfolk Regiment, 
been missing for three months; Mr. Higgins ія a captain, 
been at the Front for some time, whilst Mr. Laven's two 
both in the Army, the younger one, Lieutenant Oharles 
having recently been invalided home. In addition, there 
a number of members of the staff serving in the Army. . 


Bi 
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t, and has obtained a commission as a lieptenant in the Army 


Roll of Honour.—Private W. Macdonald, of the Mechanical | 


3 cx Corpe, кеп Division CP), has died at B:dford, 
i was em 88 &n & oe electrical ineer 
with Messra, Miller Bros., Aberdeen. EE A" TR 

Mr. Joseph Dunn, who was for some years employed ав a oon- 


ductor on the Salford Corporation tramcare, has been killed in- 


f 
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BUSINESS NOTES. 


Consular Notes, —BAGDAD.—In his report for 1913 
on the trad; of Bagdad, the British Consul-General gives the total 
value of machinery imported as £169,000, of whioh £106,000 
came from the United Kingdom. This represents a total increase 
of 62 per cent. over the value during the previous year, the 
advance being partly due to the inclusion of some railway ооп- 
struction materiel Nevertheless, there has no doubt been a real 


and substantial improvement. Ав in preceding years, the bulk of 


the machinery, consisting of irrigation plant, was of British 
manufacture. 

ia er cnet ed a уг d representative, there 
was a crease in m m at Kobe during 1918, 
the total being approximately £380,000 more than in 1912. This 
item forms, he eays, one of the most satisfactory features in the 
import returns, and is, moreover, one that must eventually increase 
in value as industrial development progresses, though the existing 
depression in trade, and other causes, will probably prevent any 
тзн aivance in the ga ama 1 9 is no doubt that 

apanese spinning industry a bright prospect before i 
and that the fast-growing markets in China ind Corea will be thé 
cause of still further additions to machinery importation. 

As regards electric motors, alternators, &o., the main part of the 
business was divided about equally between the United Kingdom, 
United States, and Germany. The completion of the Ujikawa 
hydroelectric works has to some extent increased the demand for 
motors for running small power planta. The construction of 
electric railway systems continues, but most of the orders for 
шры appear to have gone to the United States and 

srmany. 


Dissolutions and Liquidations,—T x ELECTRO STEEL 
FouxpgiES, LTD , Booth Street, Darlaston.— Under a compulsory 
winding up order made against thie company, the statutory first 
meetings of the oreditors and shareholders were held on January 
Sth, at the Carey Street offices of the Board of Trade, Lincoln's 
len, W.C.. Mr. Н. E. Burgess, Official Receiver, presiding. The 
petition to wind up was lodged by Messrs. Tunbridge & Oo., 
solicitors, Birmingham, on behalf of Mr. Alfred Ernest Owen, 
The Lawn, Streetley, near Sutton Coldfield. A statement of affairs 
was presented showing liabilities £3,200, asseta valued at £5,000, 
representing unpaid calls on shares £7,500, and as regards 
чамаа a page of £3,200. 

company was incorporated ae a private com in June 
last with a nominal capital of £45,000 to carry on the business of 
iron, steel and brass-founders, casters, moulders, and metal- 
workers, the object being to work a particular electrical process of 
steel manufacture which had been successfully worked in Germany. 
The promoters were Mr. Franoois Victor Bernand, elecjrical 
engineer, of Houldsworth Wood, who was to act as ing 
director for six years, at a ealary of £500 per annum, and Mr. 
Alfred Ernest Owen, the petitioner. The iseued capital was 
£30,000, the whole of which was subscribed for in cash and called 
up to the extent of 5s. per £1 share. An agreement was entered 
into on July 22nd. 1914, between the Rheinische Electrostahl 
Werke, of Bonn, on the Rhine, Mr. Owen, and the company, 
whereby the German Oo. agreed to supply instructions and drawings 
for laying down plant for the manufacture by а ial process of 
electric steel castings ; to — certain Electrostehl furnaces, and 
to applg for the allotment of £10,000 shares in the company. 
Me. Owen being the proprietor of land at Darlaston agreed to sell 
a certain part thereof to the company and to apply for the allotment 
of £20,000 shares, which were issued as to £17,000 to Mr. Owen and 
£3,000 to Mr. Bernand. The outbreak of hostilities made it impossible 
for the German Oo, to carry out the agreement, and the company 
is unable to enforce payment of the call upon them in respect of 
the £210,000 shares. Mr. d issued a writ against the company 
for salary as managing director, and proceeded to judgment, 
whereupon Mr. Owen took the necessary steps to protect himself, 
and presented the petition to wind up the company. The failure 


publio were not involved in the proceedings, 


is attributed by its officials to the European crisis, whereby the 
persons connected with the German Co. became alien enemies, which 

revented the objects of the flotation being carried into effect. 

he Chairman remarked that this was essentially a case for the 
parties to come to an amicable settlement, that the general 
and he counselled a 
friendly meeting, at which, if necessary, he would give them any 
advice or assistance. Mr. Owen and Mr. Bernand appeared to 
endorse that view, and by general consent the liquidation was left 
in the hands of the Official receiver. 

THE GENERAL ELECTROLYTIC PARENT CO, LTD.—This company 
is winding up voluntarily with Mr. J. Barron, of Middlewich, as 
liquidator., A meeting of creditors was held on January 14th. 

Tae DRY Gas ELEOTRIO FIBE EXTINGUISHER Co., LTD.—À 
meeting will, be held on February 11th, at 109, Colmore Row, 


Birmingham, to hear an account of the winding up from the , 


liquidator, Mr. H. Keeling. | 
- GRINDELL MATTHEWS WIRELESS TELEPHONE SYNDICATE, LTD. 
Liquidator (Mr. Н. Woodburn-Kirby Bassishaw House, Basing- 
hall Street, Е.С.) released Dsoember 16th, 1914. | 

Messrs. W. J. CLENT and J. R. HALLIWELL, flash lamp battery 
makers and commission agenta, 194, gi чане Street, Manchester, 
who have traded as W. J. Olent & Oo., have dissolved partnership. 
Mr. Halliwell is continuing the bueiness under the style of 
Halliwell & Co. 


Sending Receipts on Account, —In the City of 
London Court, on Thursday last week, before Judge Rentoul, K.C., 
in the case of Minchin v. Strauss, plaintiff, Mr. W. S. Minchin, 20, 
Hanover Square, claimed £8 28. 6d. against the defendant, Mr.. 


Julius Strausa, 32, Seething Lane, for the balance of £40 for trade 


goods supplied. Mr. Woodgate appeared for the plaintiff, Mr. 
Beechoroft for the defendant. Mr. Woodgate said that defendant 
disputed that goods to the amount of £40 had been supplied or 
work done and“ sent the plaintiff а cheque for £32 18 11d. in 
full settlement of account.” Plaintiff accepted the cheque, 
waited until it was cleared, and then wrote and said he did not 
accept the condition on the cheque, giving & receipt on account.” — 
Mr. Beechoroft eaid there was a bond fide dispute about the balance 
deducted, but defendant would not go into that now, as the time 
and trouble involved would be out of all proportion to the amount 
at stake. They had had three different accounts from the plaintiff. . 
Plaintiff could not retain the cheque, pay it in, and then say he 
would not accept the condition attached to it. Plaintiff gave no 
opportunity to the defendant to withdraw his cheque when he 
said he would not accept the condition. A cheque was not 
money, but a negotiable instrument for money. If a man did not 
accept the condition the only honest course was to give the 
defendant a chance to take back his cheque.—Judge Rentoul 

that that would have been better, but plaintiff would have 
been out of the bulk of his money for some months if he had done 
that.—Mr. Woodgate urged that plaintiff was quite within his 
rights and within the legal decisions.—Judge Rentoul agreed and 
found for the plaintiff, with costs. > 


Catalogues and Lists.—TRAR SUN ELECTRICALCO., LTD., 
118-120, Charing Cross Road, London, W.C.—Two booklets : No. 264, 
а 13-page pocket pamphlet, in which are illustrations and prices 


of а new range of ‘Electric Cooking Apperatus de Luxe," 


especially for table use (kettles, water-heaters, grill, toaster, 
boiling-ring and irons); and No. 263, which is an 8-page prioed 
ublication showing a number of their registered designs of 
ritish-made fittings’ for half-watt lampe, the msjority with 
opalescent globes, but two with Holophane glassware. 

Messes. MARPLES & LEACH, 26-30, Artillery Lane, London, Е.С. 
—Light-page stock list of 0.0. and А.С. motors, dynamos and port- 
able electrio tools in London ready for delivery. 

Messrs. ELEOTBIO INSTALLATIONS, LTD., 27 and 28, Martin's 
Lane, Cannon Street, London, E.C.—Folder relating to intercom- 
munication telephones for business premises, and a list of installa- 


. tions supplied by the firm. 


Messrs. J. Н. HonLuEs & Co., Newoastle-on-Tyne.—Pamphlet 
No. 37 gives particulara, prices, oode-words, &o., for ironclad oil. 


- break switchgear for mining and sub-station work. 


' MESSRS. A. P. LUNDBERG & Sons, 477 to 489, Liverpool Road, 
London, N.—Ten-page pamphlet (No. 8 24), containing very full 
and illustrated matter relating to their various types of ceiling roses 
— Biflex," 66 Detachable,” rry Triflex,” “ Quadruflex, 66 Multifiex," 
and M. I. P. Prices are stated, and exampies of their uses given. 

Tus EpiS0N & булм UNITED ELECTRIC LiGHT Oo., LTD., of 
Ponder's End., have prepared some most artistio and effective 
transparencies for fixing to their customers’ windows, show-cases, 
&о., in all parts of the country. Reproduction here would hardly 
do it justice—it requires to be seen printed in colour—but for the 

for which it is intended it must be an excellent advertising 
agent for Royal Ediswan drawn-wire lampe. 

THE GENERAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
London, E.C.—Leaflet No. Н 1,882 gives some particulars of the 
“County " half-watt lantern with Holophaue globe. 


Bankruptcy Proceedings.—8. BRookrs (The Nether- 
ton Tube Fittings Co.), tube fittings manufacturer, Netherton, 
Dudley).—Discharge suspended for two years, on Dacember 8th, 
1914. . 
GEORGE EDWARD HIPKINS, electrical engineer, 11, Bath Street, 
Dudley, appeared at the Dudley County Court last week for his 
public examination in bankruptcy. The liabilities were set down 
at £510, and the deficiency at £386. Debtor attributed his 
failure to loss on picture palaces, loss on trading through the war, 
law costs, and interest on borrowed money.” The examination was 
subsequently adjourned to cloee 
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Book Notiees.— % Electrical Engineer's Diary for 
1915. Edited by J. H. Johnson. London: S. Davis & Co. Price 
Зв. 64.—Whilst the bulkier portion of this volume is certainly а 
diary, interleaved with blotting paper, the remainder is a reference 
book containing a mass of useful information with regard to eléc- 

tricity supply and electric lighting, heating, cooking. and power. 
In addition to a collection of tables and data of general application, 
and the principal sets of official regulations, there are sections 
dealing with power station plant and management, illumination, 
and domestic uses of electricity, and a valuable set of tables on the 
power required for a great many industrial applications of eleo- 


trical energy. А list of London streets in which electric mains . 


are laid: forms a unique feature of thie publication, and a list of 
electricity supply authorities in the United Kingdom is included. 
Altogether it is a very creditable production, and should prove 
useful to a wide range of electrical men. | 
Magnets and Electric Currents. By J. A. Fleming, F. R. S. 
London: E. & F. N. Spon. Price 3s. 6d. net.—It is generally 
reckoned that electrical books are obsolete when they are, say, 10 
years old, owing to the rapid march of progress ; happy, therefore, 
are the publishers, and proud should be the author of one which, 
first published 17 years ago, can now be re-issued apparently 
without the least alteration except in the preface and the title- 
page. In passing, we may point out that in both places it is 
referred to as the third edition ; this is hardly correct, as it ie, 
strictly ‘speaking, only the third impression. Prof, Fleming states, 
in explanation of the absence of change, that the book “ deals 
with the fundamental and elementary prinoiples on which 
.Electrical Engineering із based, and these are not subject 
to variation”; this is true in the main, but it is not 
advisable to go too far along these lines. For instance, 
nomenclature changes, and we do not now speak of mioro- 
metres.“ but miorons, nor are the abbreviations grm. and 
kgr. recognised ; the weber as the unit of magnetic flux is not in 
general use, and the accepted valae of the British thermal unit is 


not 779, but 778 ft, lb. The “modern two-pole dynamo " illus- 
trated on р, 349 was modern 17 years ago, but, like most of the 


commercial apparatus illustrated, it is now ancient. We praised 
this book when we reviewed it in 1898; and—it was a good book. 

The Kinematograph Pear. Book, Diary and Directory for 1915 
(London: Kinematograph and Lantern Weekly) is an interesting 
and useful volume, which, by its bulk, affords some indication 
of the extraordinary development of the new industry which 
has во quickly established itself amongst us; the directory alone 
occupies 100 pages, and inoludes particulars of the systems and 
voltages of electricity supply throughout the United Kingdom. 
Moreover, this is only the second issue of the year-book—yet it 
contains a mass of information on all matters connected with 
the picture play that does great credit to the producers. The 
industry may justly claim to be inseparably associated with elec- 
tricity supply, seeing that the electric aro is almost invariably 
used as the source of light, and the theatres are usually electric- 
ally lighted ; we are therefore interested in its prosperity, which 
may be gauged by tbe fact that during 1914 500 new companies 
were registered and 300 new theatres were opened in Great Britain. 
A large number of the establishments are called ‘Electric 
Theatres," The year-book contains a note concerning new electric 
lamps, and we regret to notice that the invention of the half-watt 
lamp is ascribed to Germany; this is wholly erroneous, the lamp 
having been developed entirely in the United States. The early 
work of Mr. R. W. Paul, the pioneer of the kinetoscope in this 
country, as well as of the kinematograph, is described, and the 
book is illustrated with numerous excellent half-tones from films, 
admiring which has prevented us from making further notes on 
the literary contents. | | | 
~ Willing's Press (zuide for 1915 has made its appearance. It is 
published at the popular price of one shilling, at 125, Strand, W.C. 
Oa the whole, it is a very serviceable directory, but it ought to 
be more accurate in its entry, in " Metropolitan Newspapers " 
seotion, relating to the date of an electrical contemporary's birth. 

"How to Pay for the War.“ By Wilfrid Stokes.— London: 
British Engineers Association. 6d. | 

“ Proceedings of the Physical Society of London." Vol. XXVI I, 
Part 1. December, 1914. London: The Electrician Printing and 
Pablishing Co. , 

Science Abstracts.’ Sections А and B. Vol. XVII, Part 12. 
December 30th, 1914. London: E. & Е, М. Spon, Ltd. Price 18, 64. 
each net, | | 


Trade Announcement. — Messrs. Mossay & Co., 
LTD., have removed from Horseferry Road to Queen Anne's 
Ohambers, Westminster where they are continuing their 
engineering business. As already announced, they have made 
arrangements with Messrs, Ransomes, Sims & Jefferies, Ltd.. of 
Ipswich, for the manufacture to their designs, of electrically- 
driven vehicles. Under these arrangements Messrs. Mossay are 
also acting as selling agents for these vehicles in the United 
Kingdom, and all inquiries relating thereto should be addressed to 
them. The first series of chassis is already in hand, and early 
deliveries can be given. 


Canada.—The Times states that an important new steel 
plant, owned by the Armstrong, Whitworth Co., of Canada, Ltd., 
is now in operation at Longuenil, opposite Montreal, in the Pro- 
vince of Quebec. About 200 workmen will be employed at the 
outset, under the supervision of experts from British works, For 
the present the company will confine its operations to the manu- 
facture of his h -K rade crucible atcel for machine tools. 


Private Arrangements.—REDGLO, LTD., 647, Royal 
Liver Buildings, Pier Head, Liverpool, and 34, Great Ancoate 
Street, Manchester, electrical stove manufacturers.—Pursuant to 
Seo. 188 of the Companies’ (Consolidation) Act, 1908, a meeting 
of the creditors herein was held at Liv 1 last week, when s 
statement of affairs was presented showing liabilities amounting to 
£548 and net assets estimated to realise £599, the estate disclosing 
an apparent surplus, It was reported that the company was 
formed 18 months ago, with a capital of nearly £1,000. The 
trading up to the present time amounted approximately to £855, 
while the aales of patents amounted to £1,500. It was explained 
that the greater portion of the loss was owivg to the initial 
expenses in the formation of the concern. The patentee, Mr. 
Martin, was at present on active service, and the business was 
being condacted by the liquidators, Mr, Ernest J. Walker, of 
Messrs. Lloyd Walker & Evans, and Mr. P. Hutchinson, a creditor. 
Mr. Hutchinson stated that he had several purchasers in view 
for the patents, and it was hoped that ultimately the creditors 
would receive 208. in the £. It was decided that the matter 
should be left in the hands of the joint liquidators. The following 
are creditors :— | | | | 


Hntohinson, P. x s . £282 Evans, . W m .. $17 
Lloyd Walker & Evans .. А 91 Peyton & Peyton, Ltd... . 17 
Winfane Art Metal Oo. .. - 90  "Tyreman, W.H. 0 . 18 
Simpson, North & Со. .. $5 92 Drinman & Cooper .. 16 


1 

Foreign Electrical Trade in 1914.—The Chamber 
of Commerce Journal, in the course of its trade review for last 
year, gives the following figures showing the course of the export 
and import trade in electrical goods for the eleven months ended 
November 30th, 1913 and 1914 :— 

EXPORTS. 

Electrical goods and spparatus 

(other than machinery and 


uninsulated wire)— | 1913. | 1911. 
British € ds ... £5,058 207 £ 2,833,330 
Foreign  ... bi M 220,719 176,670 

Electrical Machinery— 
British hg 24,873 tons, 23,679 tons. 
| | £2,076,092 £2,040,578 
Foreign  ... "m 711 tons, 461 tons. 
£86,496 £63,195 
IMPORTS. 
Electrical goods and apparatus 
(other than machinery and 
uninsulated wire) e. $1,131,277]  . £1,152,017 
Electrical machinery 1,223,501 1,853,851 
10,433 tons. 11,178 tons, 
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Trade Openings in Buenos Ayres.—With a view to 
inoreasing Italian exports to Baenos Ayres, the Italian Chamber 
of Commerce in that city has instituted an inquiry, and formulates 
the following list of articles for which there is a demand in the 
Argentine market :—Electric motors, dynamos, explosion engines 
required in electric stations, accumulators, malleable steel and iron 
tubes for internal wiring, with accessories, metal-filament lamps, 
and armatures for same, 220 and 240-volt current-breakers, and 
general accessories for electric installations. The requisites for 
successful sales are: moderate price, «sthetio appearance, judicious 
advertising, choice of expert representatives having good clientéles 
and of good repute, having a knowledge of where to grant facilities 
for payment. The factors which have worked against foreign, and 
particularly Italian trade, have been lack of discernment in the choice 
of agente, smallness of the means placed at the agents’ disposal, lack 
of initiative in the agent, and oftentimes lack of knowledge of the 
branch of goods handled, at times algo too little liberty and too 
exacting contracts, too much exigenoe on the part of manufacturers 
and absence of facilities for payment. Packing and forwarding 
are governed by the article and the transport convenience avail- 
able, and also the Customs regulations, which in some cases are 
fixed by weight and in others by number. Packing itself should 
be the object of special study, as upon it depends the good condi- 
tion of the artioles on arrival, and therefore of the higher or lower 
scale of cost. The conditions of payment usually exacted by 
German houses is 90 to 180 days in shipping documents, paid by 
bills drawn on German branch banks, without interest. As the 
effect of the war will be to paralyse for an indeterimate period the 
industry of many countries, and especially of Germany and 
Austria, the former hitherto enjoying a large share of Argentine 
trade, the present time affords an excellent opportunity for other 
countries to forward their goods and secure a footing in the 
progreesive Argentine market. | 


Australian Tariffs, — Various representations were made 
to the Inter-State Commiesion in Melbourne recently for altera- 
tions in the tariff with respect to electrical apparatus, Mr. W. J. 
Mountain, secretary to the Melbourne Electric Supply Co., applied 
for a reduction of the duty on electrical incandescent lampe. These 
lamps (he said) were not made in Australia, though they provided 
the most hygienic light. The duty on them hindered their sale. 
Mr. F. W. Clemente, chief engineer to the Melbourne Electric 
Supply Co., asked for a reduction of the duty on electric generators 
for direct coupling to steam turbines, Mr. James Wilson, manager 
of the British General Electric Co., Sydney, asked for a British 
preferential tariff of 10 per cent. on certain electrical appliances. 
There had been very serious competition to contend with (he said) 
from America and Continental manufactures, Continental manu- 
facturers did not supply goods nearly up to the British standard.— 
Australian Mining Standard, 
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Calendars and Diaries. — Тнк DríAMoND Coat- 
CUTTER Co., Wakefield.—A wall calendar with monthly slips has 
been issued. A Diamond cutter figures in the design. 

From the Юсвзек BiTUMEN Co., of Empress Wharf, Bromley, 
R, we have received as usual а very preséntable pocket diary with 
card and letter case, and insurance coupon. We are interested in 
the general information which it contains, especially where there 
are some Things One Wants to Kuow.“ That it is copyrighted 
by Collins’ clear-type Press relisves the Dassek Oo. of responsibility, 
and the war exonerates both, but one of the things that one very 
much wants to know” is that the income-tax is 1s. 2d. in the 
4.” We certainly want to know that more than that an airship 
going at 50 miles per hour would take 210 years to reach the eun 
from the earth,” though there is some timely interest in the fact 
than an inch of rain means about 100 tons per acre, and far more 
in the inspiring statement that February is one of the driest 
months of the year. We congratulate the Dussek Co, on continu- 
ing to issue a most acceptable pocket souvenir. | 

From THe Ёгкство-Мотов HiRiNG, LTD., of Greenmount 
Works, Halifax, there has come to hand a wall calendar with 
monthly slips, The design isa Union Jack in colour forming a back- 
ground for five half-tone illustrations of Wright & Wood motors. 

A very serviceable and clearly-printed calendar with monthly 
sheets for 1915 has been received from the SELSON ENGINEERING 
Co., LTD., of 85, Queen Victoria Street, E C. 


Crane Contracts for India.—Amongst the Government 
orders recently received by Мкзѕвв. Pyne, HuGHMAN & Co., 
engineers, of London and Calcutta, are the following :— 

Thirteen 2-ton electric goods lifts for the new sheds now being 
erected by the Port Commissioners, Calcutta. north of the Howrah 
Bridge, amount of contract over £6,000. These lifts are 
being manufactured by Mesars. A. & P. Steven, of Glasgow, for 
whom the firm are agents. The Port Commissioners have also 
plaged an order with the same firm for 11 2-ton electric roof cranes 
for the new sheds and jetties being built at Garden Reach, amount 
of contract over £12,000. These cranes are being manufactured 
by Mesars. Geo. Anderson & Oo., of Carnoustie. 

A repeat order has also been placed with Mesers, Pyne, Hughman 
and Co. for a further 19 electric cranes (13 semi-portal and 
six roof cranes) amount of contract over £24,000. The oranes in 
this instance are being manufactured by Messrs. John Grieve and 
Со. of Motherwell. 


Warsaw.—H.M. Consul reports that a local firm wishes 
to get into tonoh with United Kingdom manufacturers of 
electrical goods, such as dynemos, fans, lighting accessories, 
installation materials, telephones, belle, ko. The names can be 
ascertained at the Commercial Intelligence Branch of the Board 
of Trade, London, E.C., but further communications should be 
addressed to the British Coneulate, Warsaw. : 

à я & 


LIGHTING and POWER NOTES. 


Aberdeen.—Dnuring: November, 1,138,140 units were 
generated at the Corporation power station, au increase of 63,250 
units compared with the corresponding month in 1913. 


Argentina.—It is reported that the electric lighting 
company has notified the Municipality of Mar del Plata of its 
decision to suspend the publio lighting service at the end of the 
present month, owing to the Municipality having made no pey- 
ment for the last 1} years' service. The residents of Dolores are 
protesting against the excessive charges of the Italo-Argentine E.L. 
Co., and a technical inspector is to be appointed. 

It is proposed to construct eleotricity works at Irigoyen (Santa 
Fé) which would also supply Barrancas, Diaz and Casalegno.— 
Review River Plate, 


Australia.—The Parramatta Council has concluded a 
contract with the Parramatta Electric Lighting Co. for the lighting 
of the town bv electricity. 

The Mount Lyell Power Co. s hydro-electric scheme is now nearly 
completed. At the blower house at the smelters four electrically- 
driven turbo-blowers, each of 25,000 cb. ft. capacity, and two of 
3,500 ft. capacity, have been installed, with satisfactory results. 

The Sydney Municipal Council has authorised the city electrical 
engineer, in view of the possible necessity for additional plant 
required to meet the demand for electricity in the winter of 1915, 
to prepare specifications for two 12, 000- KW. turbo-generators and 
the boiler house equipment necessary to provide steam for one of 
these machines, 

At Wollongong (N.S.W.) the installation of an electric plant at 
Mount Pleasant colliery is being proceeded with, and a transmis- 
Чоп line for three-phase current is being erected. Itis stated that 
in a few months there will be energy produced at this colliery far 
beyond its own needs, and the company will, no doubt, be prepared 
to supply outaide consumers.— Tenders. 


Bacup.—Sreret LIGHTING, &c.—The Lighting Com- 
mittee has accepted the terms of the electricity department for 
electric lighting of street lamps—34s. per annum plus 3s, 6d. for 
each 1,000 hours during which the lamps are lighted. 

The Hlectricity and Tramways Committee has resolved that in 
respeot of installation work executed by the Corporation on private 
consumers premises, a charge of 10 per cent. above actual cost 
price be made for establishment charges, supervision, manage- 
went, wages, &o, and, where specifications, quantities, &o., only 
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are prepared, and the works not carried out by the Corporation, & 
chargé of 5 per cent. on the estimated cost he made. Зи 

. А acheme for lighting the fire station by elettrivity has beer 
approved. 

Bath.—The E.L. Committee recommends that Messrs. 
Mirrlees, Bickerton & Day, Ltd., bé asked to inspect the Diesel 
engine at the works and to submit their suggestion for altering, 
completing and reassembling the same, together with an estimate 
of the costa. EE fies 

Blackrock (Co. Dublin). — L. G. B. IxquiRY.—Mr. 
P. C. Cowan, of the Irish L.G.B., will hold an inquiry on 26th inst. 
into the U. D. C. s application for sanction of a loan of £13,000 for 
an electric lighting scheme. 

Bridlington.—The T.C. has decided to seek the approval 


of the L. G. B. for the use of a site adjoining the electricity works 
for the erection of a dust destructor. | i-e. 


Boston.—E.L. Ѕонеме.—Тһе Т.С. has asked the 
B. of T. to receive the deputation to discuss the option of purchase 
to be given to the Council, and the maximum price to be charged 
for current, under a prov. order being applied for by Mr. Ro 
Arthur Smith. The Council has received the sanction of the 
L.G.B. to a loan of £3,600 for the erection of s refuse destructor. 


cheltenham.—SrREET Licutinc, &c.—The Electric 
Lighting Committee has reduced the charges for street lighting 
by ie 500, and transferred £352 from the profits to the relief of the 
rates. | | | 
Chingford.—Prov. Orper.—The U. D. C. has decided 
to withhold ite consent to the prov. order for eleotrio supply being 
applied for by the County of London Electricity Supply Co. 


Clacton.—New Batrery.—The Council has decided 
to install a new battery at the electricity works, at a oost of 
£1,684. The Electricity Committee's report on the past year's 
working showed steady progreas, the gross profits being £360 
more than in the previous 12 months, whilst £114 was carried 
forward, as against £24 in the previous 12 months. 


Continental. — HoLLAND.— A concession has been 
granted to the Province of Overijssel for the construction 
and exploitation of works for the supply of electricity.—Board of 
Trade Journal. 


Dartford.—The Electric Lighting Committee has re- 
solved to petition against the London Electric Supply Bill. 


Denton.—Pusiic Licatinc.—The U. D. C. has decided 
to have the bandstand in, and entrances to, the park lighted by elec- 
tricity, the cost to be included in the estimates for the ensuing year. 


Doncaster.—SaLE or FITTINGS, &c.—At the statutory 
meeting of ratepayers to consider the provisions of the Corpora- 
tion’s Parliamentary Bill, a resolution was moved, on behalf of the 
Tradesmen's Association, for the deletion of clauses empowering 
the Corporation to sell meters and fittings connected therewith, 
and to sell, let for hire, and fix, &o., electric fittings and appli- 
ances. On behalf of the Corporation, it was contended that the 
municipality were, in the clauses, endeavouring. to protect the 
interests of individual traders as against truste and big companies. 
The deletion of the clauses was agroed to by a large majority. 

Edinburgh.—Errect or Wak.—An interesting state- 
ment as to the effect of the war on the electric light undertaking 
has been made by Councillor Stevenson, who gaid their revenue was 
heavily hit, due to the restricted public lighting on the one hand 
‘and the modified private lighting, but during thé séven nionths 
since May last they had connected 97,507 8-0.P. lamps, while during 
the whole of the year 1913-14 they had only connected 148,027 
lampe, so that in spite of the war the figures showed that the 
business had been growing more rapidly than in the previous year. 


Essex.— The County Council has decided to oppose in 
both Houses of Parliament the Bills of the London &nd District 
Electric Supply Oo., the Woodford and District E.L. Co., and the 
two London Electricity Supply Bills. 


Farnham (Surrey).— A Committee of the Council 
having mede inquiry of the Gas Co. as to an extension of cables to 
the Hale Ward, has been informed that the demand for current 
would not be sufficient to justify the expenditure. It has therefore 
been decided that inquiries be instituted by the Council with a view 
to securing a supply of electricity otherwise than through the 
Farnham Gas and Electricity Оо., upon terms which will impose 
no undue burden upon the existing rates. OneCounoillor remarked 
that they might just as well remain in the dark as have the gas 
at present being supplied. | 

Gillingham (Кепе). —Зсноот, LIGHTING, &c.—O wing 
to consumers not being allowed to use outside lamps, the T.C. has 
decided to reduce the charges for hire during the period of non- 
use to 1s. each per quarter, and to make no charge for the hire of 
the meter during that period. At the request of the secretary to 
the Education Committee, a report is to be prepared on the instal- 
lation of the E.L. at five non-provided schools in the borough, on 
the basig of the Education Committee paying for current at a 
rate covering the cost of the installations and the hire of fittings. 


Glastonbury (Somerset). — PRov. ORDER.—Àt а 
meeting of the T.C. the town olerk reported the deposit of plana 
and notices with regard to the proposed E.L, order for which 
Mesers, Christy are applying, and ít was decided to ask that the 
compulsory area should be enlarged, 
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Greenock.—Loan Sanction. — The Corporation has 
been notified that the Secretary for Sootland has given his sanction 


to the application to borrow £30,000 for the electricity under- 
taking. 


Hayward's Heath.—P&ov. Orper.—The U. D.C. has 
deoided to request the B. of T. to grant an extension of time for 


carrying out the prov. order for E.L. granted to the Mid-Sussex 
EL. and P. Co., Ltd. 


Hazel Grove and Bramhall.—Proposep E.L. SCHEME. 
-The О.р O. hae decided to engage Mr. T. L. Miller to report 
upon à scheme of electricity supply for the Council's district, at a 
fee of 25 guineas, plus out-of-pocket travelling expenses, 


Henley-on-Thllames.—PROV. Оврев.--Тһе T.C. has 
empowered the town clerk to take the advice of the Parliamentary 
agents before any further steps аге taken respecting the prov. order 
for E.L. being applied for by the Reading Eleotrio Supply Co. 


Hereford.—The T.C. has applied to the B. of T. for 
consent to the supply of current along a route in the city, by 
overhead lines at a pressure of 440 and 220 volts. 

The R.D.C. has consented to the T.C. supplying electricity to 
Tupsley Court, which is outside the borough, subjsct to cables 
passing along or across any highway being placed underground. 


Holme.—The U.D.C. has considered the Bill of the 
Yorkshire E'eotric Power Co. and has decided to ask for an 
assurance that the Bill will not prevent the Council or a local 
company from running an electric plant in Holme. 


Holmfirth.—E.L. ScHEME.—B. of T. sanction has been 
reoeived to the scheme of the Council for supplying eleotricity. 


Hove.— PLANT ExTENSIONS.—It is proposed to install a 
500-Kw. mixed pressure turbine set, а new battery, booster seta 
and switchgear at the Leighton Road Works. Superheaters 
would also be fitted to the boilers, and the engineer estimates an 
improvement of the efficiency of the present plante of some 20 per 
cent. The estimated cost of the work is £6,970. It is suggested 
that energy be supplied to local wiring contraotorr, for showroom 
purposes, at 3d, per unit. 


Keighley.—Hatr-watt  LicHTING.—]It has been 
decided to erect two additional 2,000-c.P. half-watt lamps in East 


Parade, the annual cost for carrent and maintenance being esti- 
mated at £10. 


Kingstown.—On Thursday, last week, in London, Mr. 
S. L. Brown, K.C., as Arbitrator, opened the proceedings in con- 
nection with the amount to be paid as compensation by the Kings- 
town U.D.C. to the Dublin Southern District Electric Supply Co. 
under a prov. order obtained in Parliament last Session for the 
transfer of the undertaking to it within six months on its paying 
the expenses incurred by the promoters. 


Lees, —Рвороѕер E.L.—With reference to the promotion 
of a Bill by the Stalybridge Joint Board seeking powers to extend 
ite supply of electricity to Lees, and other distriots, the Oldham 


T.C. has appointed a special sub-Committee to confer with the Lees 
D.C. on the matter. 


Limerick.—PRoposeD LOAN.— The Corporation has 
made an application to the L.G.B. for sanction to a loan of £5,000 
for additional plant and machinery at the electricity works, and 
the inquiry will be held on the 22nd. 


Liverpool. — ELECTRICAL Poumpina. — It has been 
decided to replace the drainage pump at the Canada Graving Dock 


pumping station by a larger one, electrically driven, at a cost of 
2550. 


London, — GREATER LONDON SUPPLY ScHEME. — In 
view of the opposition, most prominent on the part of Borough 
Councils who are electric suppliers, to its scheme, the L.C.C. has 
appealed to such Councils for their views on the advisability of 
obtaining uniformity and establishing a bulk supply, and asking 
on what terms the Councils would support the Bill. The 
пе B.C. has intimated, in reply, that it cannot support 
the B: 

HACENEY.—The B.C. is recommended to present petitions against 
the London and District Eleotricity Supply Bill and the London 
Eleotric Supply No. 2 Bill. É 

BaTTERSEA.—The В.О. has been advised that the Port Authority 
has fixed the rental of the suction and discharge pipes in the 
Thames in connection with the water.condensing plant at the 
generating station, at £75 per annum for a period of five years. 


Lytham.—THe BLK ScuPPLY Prorosats.—The St. 


Annes and Lytham's Councils have not been able to come to 
terms in connection with the bulk supply of electricity. The St. 
Annes Council has now declined to admit the right of the Lytham 
Council to supply electrical energy to the Tramways Co. in Lytham 
after June, 1917, and has intimated that as it sees no hope of 
arriving at a mutual understanding, it is not disposed to discuss 
the matter further, and was willing, if Lytham assented, to drop 
the agreement altogether. The L;tham Council has now written 
to St. Annes stating that the papers have been sent to their Par- 
liamentary agents for them to arrange for a reference to counsel 
of the differences between the two Councils. 


Maidenliead.—The T.C. has agreed to supply current 


to the motor works of G.W.K., Ltd., who, it is anticipated, will pay 
at least £300 a year for energy. | 


Nelson.—The Т.С. has approved a proposal to give a 


supply of current to Barrowford, and the electrical engineer is to 
prepare estimates, & >. 


Newcastle West (Co. Limerick). —E.L. SCHEME.—lt 
was reported to the T.C. that the ratepayers had decided bya 
large majority in favour of the lighting of the town by electricity, 
aud the clerk was directed to communicate with Mr. Wm. Phelan 
in reference to a scheme submitted by him. 


Oldham.—Heatinc Tarirr.—The T.C. has reduced 


the price of electric energy in the town for oooking and heating 
purposes to a flat rate of 1d. per unit. 


Randalstown (Co. Antrim), —Слмр LicuTING.—The 
military camp lately oonstructed here is to be lighted by elec- 
tricity supplied locally, the adj went river providing the power 
for the local lighting and the camp. 


Ripon.—Camp Ілантіхс ScHEME.—In connection with 
the arrangements which are being made for the reception of a 
large number of soldiers at the military camp, it is intended to 
install an electric lighting plant and to erect a power station near 
the Pateley Road. The Corporation is to have the opportunity of 
a supply in bulk and to undertake the distribution, with possible 
eventaal purchase of the power station, 


Sal ford.— L. G. B. INQuIRY.—Àn inquiry was held on 
January 8th into the application of the Corporation to borrow 
£32,910 for new plant and equipment, and for an extension of the 
Frederick Road electricity works. There was no opposition, and 
the inquiry closed. 


Sevenoaks.— The R. D. C. has decided to formally oppose 


"i London Electricity Bill in order to permit of action being 
taken. 


Skelton and Brotton (Yorks.)),—SuPPLY Inavcv- 
RATED.—The supply of electrical energy by the Council under its 
lighting order of 1913 was officially commenced on January Ist. 
and on the same day the ordinary lighting consumers of the Cleve- 
land and Durham Electric Power Co. in Carlin How were taken 
over by the Council's undertaking. The area of supply contains а 
population of about 16,000 inhabitants, and embraces half-a-dozen 
distinct parishes somewhat widely separated from one another. 
Oa economic grounds, therefore, overhead lines have been adopted 
almost exclusively, only a small length of underground mains 
having been used for a few special " croesings.” A bulk supply is 
taken from the Cleveland and Durham Power Oo. at high pressure 
at several sub-stations and there transformed by the Council. 
The general eupply is given on the four-wire three-phase system 
with a frequency of 40 periods and at a pressure of 250 volts for 
public an@private lighting, and 440 volts for power purposes. A 
small section of the lighting supply in the parish of Carlin How 
hitherto given by the Power Co. at 110 volts is being maintained at 
that pressure. Solid copper wires are used throughout, the 
sectional area of the main line being 05 sq. in. for each of the 
three-phase wires and 025 eq. in. each for the two neutral wires. 
The public lighting and small branch lines are mainly No. 11} 
вт О. with a split neutral of the same section The 
greatest span on the line is about 180 ft, and the average 
140 ft, the height of the wires above ground being 23 ft. 
The lines are protected by lightning arresters fixed at the various 
sub-stations. Both steel and wood poles have been used, the latter 
being restricted to the more rural roads in the district. Each pole 
is fitted with a double safety cradle formed of No. 3 copper wire 
connected to the neutral wires, and insulated from the supporta. 
Special "cradling" has been provided where the lines огом 
railways and telephone and telegraph wires. The length of route 
provided with distributing lines is about 16 miles. The sub- 
stations are equipped with Berry transformers, B.T.H. high- 
pressure switchgear and Westinghouse low-pressure switchgear. 
All the publio street lamps, numbering close upon 400, are being 
electrified with Mazda lampe, the poles carrying the lines being 
utilised for the fittings. The lampe are controlled by special line 
wires and Venner time switches. Only a part of the public 
lighting has yet been started. Messrs. Graham Bros., of Middles- 
brough, were the contractors for the overhead lines, sub-station 
equipment, switchgear and public lighting fittings. Meesre. May 
and Hawes, of Westminster, are the consulting engineers 
for the scheme, and they have also been appointed by 
the Council as administrative engineers of the under- 
taking for a period of 15 months from the commencement of 
the supply, with authority to appoint the necessary staff and 
conduct the working operations of the undertaking. Mr. George 
Dixon is their resident electrical engineer. The rates of charge 
fixed by the Council are as under :—Lighting, 444, per unit for the 
first 100 units per quarter, and 44d. for additional units; power 
and heat, 2d. per unit for the first 100 units per quarter, and 11d. 


· for additional unite. A minimum quarterly charge for metered 


supply is 5a. Slot meter supplies are available for premises of a 
rateabie valu2 not exceeding £20, with installations not exceeding 
500 watts at 54d. per unit, while contract supplies are given under 
special conditions to premises of a rateable value of not exceeding 
£20, at an inclusive charge of 7d. per week for an approved in- 
stallation of not more than five lamps, with an additional charge 
of 1d. or 21, per week for each additional 20 or 40-watt lamp 
respectively, Already over 250 private consumers are being 
supplied, many of them on the contract principle for a fixed in- 
clusive weekly payment according to the number of lamps in- 
stalled, a method of supply which the Cleveland miners appear to 
appreciate. . 
(Continued on page 83.) 


vol. 76. No. 1,938, Janvaky 15, 1915.) THE ELECTRICAL REVIEW. 


79 


RECENT DEVELOPMENTS AT THE SALFORD ELECTRICITY WORKS. 


Tux Frederick Road generating station of the Salford Cor- 
poration electricity department will live in the memory of 
those who were familiar with it as it appeared a few years 
ago, if only for its imposing vistas of medium-speed recipro- 
cating sets and Lancashire boilers. | 
These works which were established in 1902, and 
described in our pages at the time, had a total plant 
capacity of 6,400 Kw. of direct-current generators, 
supplemented by batteries of 270 Kw. capacity on a 
three-hour discharge ; the station was erected at the time 
when the electrification of the Corporation tramway system 
was being carried out, and it superseded the little singlc- 
phase alternating-current plant which represented the Cor- 
poration’s first venture in electric supply works. 
Since that time the demand for electrical energy in the 
area, Which is a purely industrial one, has advanced at a 
great rate, and the 1] million units output of 1902 has 
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first installation of three-phase plant at the existing 


station to meet immediate requirements, although we 
understand that no final course bas been definitely adopted. 
Thus, on the advice of Mr. J. A. Robertson, the borough 
electrical engineer, it was decided in June last to place the 
order for а 5,000-Kw. three-phase turbo-alternator, to make 
room for which one of the original 800 Kw. diréct-current 
sets was removed. The new turbine plant, which we illus- 
trate in fig. 1, was supplied by the British Westinghouse 
Co., and officially started up on December 2nd last. 

It consists of a Westinghouse-Rateau impulse turbine 
running at 1,500 R.P.M., driving a 6,600-volt, 50-cycle 
alternator of the compensated type and an exciter on the 
end of the main shaft, together with surfacc-condensing 
plant below, the necessary space to accommodate the latter 
haviog been obtained by mounting the new turbine some 
12 ft. above the original engine-room floor level. 
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Fig, 1.—INTERIOR OF THE FREDERICK ROAD GENERATING STATION OF THE SALFORD CORPORATION, SHOWING 5,000-KW, 
TUEBINE SET IN FOREGROUND, 


expanded to 20 millions, of which about 8 million units 
represent the tramway demand. There are, at the present 
time, some 16,700 H.P. of motors (exclusive of tramway 
motors) connected to the mains, including over 5,300 Н.Р. 
of hired motors. 

[а the interval three 1,000-Kw. direct-current turbine 
sets and a battery with a three-hours' discharge capacity of 
675 KW. have been added to the original equipment, and 
more recently in 1913—owing to the insufficiency of plant 
to meet the winter demand and the necessity of doing 
something, an agreement was entered into with the Lan- 
cashire Electric Power Co. for a bulk supply up to 8,000 Kw. 
for a period of three years. 

It was realised, however, that the whole question of 
fature supply would require to be dealt with on a comprehen- 
sive scale if the growing demand for cheap electricity for power 
purposes was to be successfully met, and that this would 
necessitate the introduction of large turbine plant and нт. 
three-phase generators and distribution to sub-stations in the 
borough, and the Electricity Committee, faced with the 
alternatives of re-equipping the Frederick Read station on 
modern lines, or erecting an entirely new one, has made a 


The condenser is designed for a normal va uum of 27} in. 
on full load, and is provided with two sets of air and 
extraction pumps, each driven by а 35 н.р. steam turbine 
running at 2,500 R. P. u., and each capable of doing the 
whole load. The circulating pump is driven by а 50 H P. 
motor running at 475 542 R. P. . 

A view of the condenser auxiliaries taken from engine 
room floor level is shown in fig. 5. 

The three-phase switchgear in connection with the new 
turbine and rotary converter plant, the latter installed for 
the bulk and local supply, has ben supplied by tke British 
Westinghouse Co., and consists of oil-switches in brick- 
work cubicles, situated in a switch chamber at one side of 
the engine room, and operated by electrical remote control 
from a control board in the main switch room at ore end of 
the engine room. 

The transforming plant installed at Frederick Road werks 
consists of three 1,000-kw. С.Е О. and two 750-Kw. 
Westinghouse rotary converters and transf. rmera, while in 
connection with the outside supply a sub-station is almost 
completed at the Salford Docks, which will contain three 
1,000 Kw. rotary converters, and allow for three similar 
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machines being installed later. This will supply power and The original engine plant is of the jet condensing type, 


lighting to the No. 9 Dock, where a large grain elevator is the water for which was obtained from the canal at one 
nearing completion. A static sub- station bas been equipped time. The increasing water requirements of the station, 
at Pump Street in the Ordsall district to supply local works, however, led to the adoption of cooling tower plant and the 
sinking of a deep well for the supply of make-up water for 
all purposes. 

At present four Balcke towers are in use, and an adjoin- 
ing pump house contains four 60-H.P. Mather & Platt, motor- 
driven centrifugal pumps for forcing the water over the towers, 

All the four turbine sets have been fitted with surface 
condensing plant, the condensate from which is used for 
boiler feed purposes, supplemented when required from the 
jet condenser hot well, the water of which is treated to 
remove any oil. 

Га the engine room, in addition to the 5,000-Kw. turbine 
set mentioned, there are three 1,000-kw. Willans turbines 
coupled to one Brown-Boveri and two Siemens direct- 
current generators. 

Six of the original 800-Kkw. Browett, Lindley-Mather and 
Platt direct-current sets remain, but one has been converted 
to the ** Unaflow " type. 

As our readers are aware, an unfortunate fire caused 
great damage to the switchgear at Frederick Road a year or 
two back ; this has led to a complete reconstruction of this 
part of the plant, which now includes only modern boards, 
installed in the switch-room at one end of the building. 

The upper floor of the switch-room contains a Ferranti 
single-phase switchboard and a Bertram Thomas direct- 
current traction board, while on the ground floor are 

Fic, 2.—E.H.T. SwitcH CUBICLEs, installed a Bertram Thomas direct-current lighting and 
power board, battery switchgear and a Westinghouse con- 
and it is proposed to build another rotary sub-station in the trol board for the three phase switchgear. 
Greengate district for lighting and tramway supply. It has, A single-phase supply is given to certain outlying dis- 
moreover, been decided to add a second 5,000-kw. three- tricts and in the Prestwich area, being taken from the 
phase turbine set alongside the present 
one, to be in readiness for the winter of 
1915-6, by which time the three-phase 
H.T. System of supply will be definitely 
established. 

As various improvements and altera- 
tions have been made at the Frederick 
Road station from time to time, some 
reference to its general equipment may 
be of interest. 

The boiler house contains 16 30 ft. 
x 9 ft. Lancashire boilers, equipped 
with superheaters and Hodgkinson 
machine sna also one Babcock boiler Te E. IX 
of twice the steaming capacity of the / [> mum | 
other units. SPUR ; — 

Coal is obtained from barges on the 
adjacent canal, and stored in overhead 
bunkers from which the stoker hoppers 
are fed through spouts in the usual way. 

The coaliag equipment includes an 
electrical jib crane for transferring the 
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CIRCULATING AIR AND 


coal from barge to the hopper of a " EXTRACTION PUMPS 
Babcock tray conveyor, which rises from FIG. 3.—SECTIONAL ELEVATION, SHOWING ARRANGEMENT OF 5,000-Kw. TURBINE 
the canal bank passing along the top of SET, WITH CONDENSING PLANT, &c. 


the bunker structure. 

At either end of the boiler house are economisers and a brick three-phase plant through two “ Scott connected Ferran: 
chimney, also a pump room with electrical and steam-drivea transformers, giving a two-phase (twia single-phase) 
feel pumps, to which a turbine-driven pump is being added. 50-cycle supply at 3,000 volts. 


ECONOMISERS 


— — 
чата — j — zl Е. r 

| i P H | SWITCH ROOM 1 {ко ic é | | 
| П or > eee mus RE 

en — lab d 12 11 

Lag t E — 1 " ч кош үг E per * rx 


Fic, 4.—PLAN OF THE FREDERICK ROAD GENERATING STATION SHOWING RELATIVE SPACE REQUIREMENTS OF THE MODERN 
THREE-PHASE AND OLDER DIRECT-CURRENT TURBINE AND RECIPROCATING PLANT, 
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Eich transformer consists of two units, and a spare unit 
is provided. 

Tae switchboard is built up of standard Ferranti non- 
interlocked H.T. single-phase ironclad panels, 
inclading six transformer, two booster and 
eight feeder panels, some of them being 
spare. The automatic boosters and their 
switches were supplied by Messrs. S witch- 
gear & Cowans, Ltd. 

The Bertram Thomas traction board 
carries six 3,000-ampere generator and 
20 feeder circuits equipped with reverse 
and overload circuit breakers respectively, 
of the loose handle type. 

The feeder panels are entirely positive, 
a negative bus-bar for the feeders and 
generators being placed in the  base- 
ment. The upper portions of the 
generator panels are positive, and 
separate lower portions carry the equaliser 
switches. 

Bure copper strip connections from 
the top of the board pass down the 
wall to join lead-covered feeders at floor 
level. 

The direct-current lighting and power 
board by the same firm on the floor below 
was designed with a view to accommo- 
dating a large number of feeders in a 


Elliott Bros. We reproduce in figs. 7 and 8 views of the 
upper and lower switch-rooms, showing the single-phase and 
direct-current boards installed there. 


limited length. This provides for 12 Fic. 5.—VIEW OF THE ROTARY AIR AND CIRCULATING Pups, 5,000-Kw. 


3,000-ampere generator circuits and 68 

(34 positive and 34 negative) 1,000- 

ampere feeder circuits, the former being at 12-in. and the 
latter at 9-in. centres. 

The positive and negative sections of the board are 
separately groupel ; the bus-bars are mounted on the front 
of the panels, and the switches make direct-contact on 
them. 

The circuit breakers, of the reverse current type on each 
generator pole and of the overload type on each feeder, are 
all mounted on the back of the board and operated from 
the front. 

The connections leaving the board are all in bare copper, 
and at top or bottom only, and in the case of both direct- 
current boards non-inflammable insulation has been pro- 


WESTINGHOUSE TURBINE. 


In conclusion, we are indebted to Mr. J. A. Robertson, 
the borough electrical engineer, and to his deputy, Mr. 
Dickson, for giving us every assistance in the compilation of 
this description. 


REINFORCED CONCRETE. 


WE are given to understand that the Local Government 
Board is setting its face against reinforced concrete to a very 
great extent, and refuses to sanction loans for this material 
for such periods as it would for other materials of construc- 
tion, such short terms 
as ten years being what 
the Board will only allow 
in cases where, ordin- 
arily, 25 years would be 
the period. Many a con- 
crete building is ugly 
and unsightly and has 
the appearance of some- 
thing which has failed 
to find a suitable body 
shape in which to live. 
Arched bridges are struc- 
tures for which concrete 
appears to be a very 
suitable material, and 
in which it acts under 
the best conditions; it 
is under such conditions 
that any material shows 
to the greatest advan- 
tage, and such struc- 
tures, carrying in their 
form the elements of 
stability, must inevitably 
present an artistic 
appearance, like the 
windmill tower, whose 
form and figure are fitted 
tothe work to be done, 


Fic. 6.— 5, 000-Kw. WESTINGHOUSE THREE-PHASE TURBINE SET. and which is, therefore, 


vided for all small wiring and for the iron frameworks of the 
panels, in order to minimise the risk of accidental contact 
and fire. All the instruments were supplied by Messrs. 


necessarily artistic. 
[t is fortunate that the dictum of the Local Government 
Board on matters of engineering does not carry very much 
weight, though it may have serious effects because of the 
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charlatanism of the tradesman in some reinforced concrete 
practice. Special bars are urged as the only really safe 
bars ; the bars must be twisted, so as better to grip the con- 
crete, but if twisted to the right instead of to 
the left, they will not hold the cement at all, 
and so on. Needless to say, mest of these 
pretensions are mere twadd'e. Any man who 
is an expert in steel girder work stresses should 
know how to dispose his tension material in 
concrete. The fact that metal bars are to 
be embedded in the concrete should not rerve 
as an excuse for the slightest carelessness in 
the mixture. It is more than ever important 
that the aggregate should be good and clean; 
that the sand should be the same and in 
quantity more than enough to fill the voids, and 
that the cement should be well burned and slow 
setting, and in quantity more than ample to 
fill the sand voids. Cement ought not to be 


results which arise out of the Board’s bad judgment; but 
a protest ought to be made against the Board's ruling. 
Properly constructed, reinforced concrete is a safe and sound 
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FIG. 7.—BERTRAM THOMAS DC, LIGHTING AND POWER BOARD, SALFORD 


ELECTRICITY WORKS (see, page 81). 


material, and the metal rods which it encases are very 
effectively protected from all external influences. All the 
weight of evidence is, we believe, in favour of the safety 
of the material and probably the Concrete Institute will 
see to it that the evil influences of the Local Government 
Board are curbed. | | 

But a word of warning may be given as to the unnects- 
sary use of the new material. There is 
a tendency for it to be employed where 
bricks and mortar would be cheaper. 
Quite recently a case came under notice 
where two quite independent tenders were 
sent in for reinforced work. They differed 
considerably in amount for the same 
work, but the same firms quoted alterna- 
tive prieas for brickwork ; the two offers 
were remarkably close and were a long 
way below the lowest offer for the rein- 
forced concrete. Like so many new 
things which at the outset are supposed 
to be extraordinarily simple and cheap, 
ferro-concrete is by no means simple and 
is not always cheap. Where a structure 
can be so designed then concrete may 
be brought in usefully, but, though there 
is no great time required to tip the stuff 
into its moulds, a very great amount of 
time may be occupied in preparing the 
moulds and placing the many bars and 
hooks in position. The secret of good 
reinforced construction is to arrange the 
metal cores so that they occupy the 
direction of the lines of stress and failure 
which would develop in a homogeneous 
solid of like form under like stress applica- 
tion. Probably the true field for reinforced 
concrete work is in large and heavy work and in repetition 
work rather than in small work, for which the moulds 
involve a cost out of proportion to the small weight they 
contain. | 

There is a good deal of what may be termed the 


be thoroughly mixed by  machire before 
adding the aggregate and water. The time- 
honoured mixing by turning twice dry and 
thrice wet, or even doubling this amount 
of turning, is not to be considered as 
mixing, for it docs not eliminate the brown 
streaks of the sand. Important work should 
be machine-mixed dry, and then the mixing 
continued wet. 


Once Bit, Twice Shy.— At the meeting of the Illinois 
E'ectric Railways Association at Chicago, November 21st, Mr. 
W. F. Carr. Ottawa, III., advised against the policy of discharging 
men who had made mistakes which caused accidents, for, he 
declared, a serious accident for which & man is to blame leaves an 
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Fic, 8.—THE UPIER SWITCHROOM, SALFORD, SHOWING SINGLE-PHASE AND DC. 


TRACTION BOARDS (see page 81), 


incelible impression upon his mind and makes him a more careful 
and thoughtful operative in the future, If, on the other hand, 
this same man were to be discharged, his place must be given toa 
new man, and it is very possible that the whole lesson of rafety 
and carefulness will then have to be learned all over again.— 
Electrical World, 
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LIGHTING and POWER NOTES. 


(Continued from page 78.) 


Sheffield.—As OPPOSED Inqurry.—The electrical con- 
tractors in the town are instructing counsel to represent them at 
the L.G.B. inquiry to-morrow (Ssturday), in o g the applica- 
tion of the City Council for a loan for the erection of the electricity 
department's new premises in Bow Street, it being contended that 
the existing accommodation is sufficient if the department limits 
its operations to what the traders consider legitimate business. 


South Africa. — The Victoria Falls and Transvaal 


Power Оо. reports that the amount of power now being delivered 
shows ап increase over that for June last. In connection with the 


Fresh demands for power require- 
Stockport.—L.G.B. Ixoumr.— An inquiry has been 
held respecting an application of the T.C. for permission to 
borrow £17,000 for the electricity undertaking— 12,500 for turbo- 
generating plant, and £4,500 for two water-tube boilers, The 
inguiry was closed. 

Torpoint.—Strzer Ілантіха.—Тһе` U. D. C. has 
definitely decided to substitute electricity for gas for public 
lighting, and has accepted the tender of the Eleotricity Supply Co. 
for a term of three years at £2 3s. per lamp per annum. The 
alternative was 84. per unit. The Gas Co. tendered at £1 198. 6d. 
per 100 с.р. lamp, or За, 9d. per 1,000 ob. ft., and it was stated that 
with mantles, &., the cost per lamp would work out at 
43 168, 2d. 

Terquay.—PRoPoBED Loan.—The Т.С. is to make 
application to the L.G.B. for sanotion to a loan of £13,808 for new 
plant and machinery at the electricity works. 


Wells.—HALF-WATT LiGHTING.—The 


Walsall.—The Council recently adopted the bold policy 
of replacing the old generating station and plant by a modern 
station on a new site; the erection of this is now progressing, and 
together with the proposed alterations of system of distribution 
expected to result in a great reduction in oosts. Under 
advice of the reoently-appointed mausger (Mr. Н. A. 
), the scale of charges for lighting, heating and oooking has 
revised and alternative tariffs provided, including a rateable 
of charging for domestic supply. А sales depert- 
has also been instituted, and a showroom opened in the centre 


Jub 
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on.—EXTENDED ВОРРЬҮ ÁREA.—The Е D. O. 
decided to grant the necessary declaration of support to the 
s application Vor powers to supply electricity to the districts 
Great Sankey and Penketh. The Stookton Heath Parish Council 
decided to assent to the proposed order in so far as relates 
district, provided that the energy shall be supplied on not 
favourable terms than those on which it is supplied to oon- 
sames in Warrington. ; 
Whitefield.—Szwace PrANT.—Application is to Бе 
mede to the LG. B. for sanction to the installation of an eleotrio 
at the sewage works instead of the gas plant previously 
approved of, and to the borrowing of a further loan of 4123 to 
сотет the increased cost. 


Hele 
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Windsor.—ELECTRIC PvMPrNG.—Àn electric motor 
pump is to be installed at the waterworks for use while the tur- 
bines are out of action. This will last until the river drops to its 
normal height. | | 

1 R. D. O. has decided not to oppose 
the application of the Reading Electric Supply Оо. f Я 
der to supply current to parishes within the Council's А. кт 

Wolverhampton.—Szewack Wonks SuPPLY.— The 
Electricity Committee has decided to give a supply of current to 
the sewage works for power and lighting purposes. 

Worcester.—Sewace Pumpinc.—The City Council has 
had the question of sewage pumping under after con- 


and city engineer 


gas 
£3,330, and it was decided to recommend the Council to adopt the 
bnt retain the suction gas plant for pumping storm 
As result of long discussion, however, an amendment 
was adopted to retain the suction gas and electric plants at the 
works and obtain careful costa of their working, when a further 
report will be presented. Я 
The T. C. is to apply to the L. G. B. for a loan of £800 for electric 
services during the next three years, 


Yerk.—L.G.B. Іноствү. — The Corporation, having 
applied to the L.G.B. for sanction to horrow £19,000 odd for the 
uiry has been 


the financial policy of the undertaking when he was informed 
thet the reserve fund practically only amounted to 455. 


TRAMWAY and RAILWAY NOTES. 


Accrington, — PAROELS SERVICE. — The tramway- 
department, in conjunction with Mesars. Lober's motor- bus service, 
is now carrying parcels between Aosrington and Burnley. | 


 Bournemouth.—The В. of T. has sanctioned the 
borrowing by the Corporation of £8,903 for the reconstruction of 
a portion of the tramway track in Holdenhurst Rad. 


Bradford.—The Tramways Committee has considered 
а report by the general manager in regard to a mishap to a car on 
Church Bank; the Committee highly commended the con- 
ductor, awarding him 45 for meritorious conduct. 

Sıx Monts’ Workinc.—The report of the working of the 
city tramways for the six months ended September 30th, 1914, 
shows that the income was £161,818, an increase of £8,559 ; the 
profits increaged from 420,797 to £23,730; and the mileage 
run indicated an advance of 141,000 miles. On the other side 
of the acoount the maintenance of cars showed an in of 
£38,300 ; wages of drivers and conductors £3,815 more 
corresponding six months of 1918 ; and there was also an increase 
of £1,695 for electric power. There was a saving of £38,400 on 
repairs to the permanent way, and a decrease of £985 in the amount 
of the rates on the undertaking. Asa whole, the tramways had 
suffered a loss of 43937 during the half-year, but there is compen- 
sation in the fact that the whole expenditure—inoluding interest 
and fund charges—has only been 8d. per mile, one penny 
leas than the corresponding period of 1918. 


Cardiff.—The Tramways Committee recommends the 
doubling of the tramwey track from the ooraer of City Road to 
Milton Btreet, at a cost of 27,000. : 


Continental Notes. —ITALT.— The electrification of the 


the works is shown by the yearly expend 

the three years from 1907 to 1910 the expenditure was 8,084,000 lire. 
In the working year 1910-11, 3,786,000 lire ; 1911-13, 4,800,000 lire ; 
and in 1912-18, about 7,000,000 lire, There was also allotted in 
1912-18 for electric traction permanent plants about 13,000,000 
lire, besides a sum of about one million lire for other works. 


amounted to 50,000 
on the Turin-Modane line, on the old lines of the Giovi, on the 
Milan-Varese section, and on the Valtellina lines, and a regular 
electric service of passenger and goods trains has been started on 
the Savona-S. Giuseppe-Oeva section. There now remains the 
electrification of the branches of the Giovi, the Leoco-Monza and 
the Turin-Pinerolo lines. Revista tecnica d Elettricita. 

A public meeting was recently held at Cantello, near Milan, with 
the object of forming society for the construction of an eleotrio 
tramway to run from Varese to Folla di Malnate, Osntello and 
Ligurno, and eventually to the Swiss frontier, The scheme has 
akera out of a desire to provide employment for men ont of 
work. 

The Italian State Railways power station at Rivarolo was 
recently completely destroyed by fire, the cause being unknown. 

FRANOR.—AÀ Renter's Paris message mentioned a tramway col- 
lision last week on the Vinoennes-St. Augustine route, by which 
one person was killed and 40 injured—13 seriously and three 


mortally. 


Edinburgh. — Tramway Ровснаве. — The Tramway 
Committee has agreed to seek expert advice before finally deciding 
to ratify the agreement between the Committee and the Tramway 
Oo. relating to the acquisition by the Corporation of the company’s 
rolling stock at the time of the expiry of the lease. 


Halifax. — Tramway EXTENSION BILL. — The pro- 


motion in Parliament of a Bill for tramway purposes and works, 
involving an expenditure of £120,000, has been agreed to at a 


special meeting of the T.C. 


Hollingworth.—A Sub-Committee has been deputed to 
confer with the Mottram and Saddleworth D.O.'s on the question 
of the Stalybridge Joint Board's Tramways and Electricity Bill. 


Hull.—Tramway Extension.—The T.C. has decided to 


apply for а prov. order for the construction of additional tramways 


in the city. 


London.— TUBE ExrENSTONS.— The Hammersmith B.C. 
is to disonss the District Railway Bill to be promoted in che next 
session of Parliament. This seeks power to construct an additional 
single line, to relieve west-bound trafü» under the Broadway, and 
to make other arrangements to permit of the Piccadilly Tube 
trains using the existing District Railway tunnel. 


Maltby.—The P.C. has unanimously agreed to support 
the Rotherham Corporation's proposal to substitute tramways for 
te present raillegs trolley vehicle system between Rotherham and 

tby. 
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Morley.—Pxorosrp LOAN.— The жойы T. C. 855 applied 


for a loan of £31,500 for the erection of a tramway depot, sub- 
station, &o., at Morley. 


Nottingham.— NRW ROC TE OPENED.— The Paus 
‘of the Corporation electric tramways from Sherwood to 
neighbouring urban district of Arnold was opened on January let. 
A 10-minute service is provided on the new route. 


: Newcastle-apen-Tyne.—Owing to the number of com- 
plaints as to the inefficiency of the local tramway service, the 
chairman of the Corporation Committee made a statement, 
pointing out that 295 men had joined the Army, of whom 230 
were either motormen or conductors, men -whose places it was 
difficult to fill. Some 150 other men had been absorbed in local 
works, mainly in the armament and. warship building works in the 
neighbourhood. Some of this loss they had been unable to replace, 
and now they had only 653 on the books as against 723 at the out- 
break of war. Another factor which tended to handicap them was 
an increase in the traffic. The system had had to cope with nearly 
200,000 more persons than over the Christmas of е year ago, the 
mileage was increased by 6,000 miles, and there Yee only two 
more cars running than a year ago. A similar state of things was 
found in the New Year week. Much of the delay in sections of 
the service is attributed to the movements of troops in the city 
and neighbourhood. 


Sheffield.— The Tramways Committee has adopted a 


report of a Sub-Committee recommending the conversion uf 12 
single-deck cara into double-deckers. 


St. Helens.—An application has been received from the 
Lancashire Light Railways Co. for terms upon which the Corpora- 
tion will 1 energy to the light railway between Prescot and 
Knotty As 


M ИЕ is proposed to double the tramway track 
in Seabank Road and Seaview Road. А ; 


Yeadon.—Gas LAK AdE.—At the last meeting of the 
Council a complaint was made by the Leeds electrical engineer in 
regard to an escape of gas in Kirk Lane. It appeared that gas got 
into the tramway boxes, which contained fully 50 per cent. of gas, 
and this not only constituted a danger, but also hindered the 
completion of the tramway extensions, The attention of the Gas Co. 
had been drawn to the matter on two or three occasions, bat 
nothing had been done. The Counoil decided that the Gas Co. 
should be asked to attend to the matter. 


o —————————————————————__] 


TELEGRAPH and TELEPHONE NOTES. 

Australia. А reduction has: been iad by the Federal 
Bxecutive in the charge for wireless messages to and from vessels 
licensed in Australia and New Zealand, from 11d. to 6d. & word.— 

4A wireless station has been анод at Rabaul, and is working 
satisfactorily, communications being transmitted through Port 
Moresby and Thursday Island to Australia, The installation, which 
comprises Telefunken and Marconi instrumente, was mostly the 
property of the German Government, being used at a high-power 
station at Bitapaka, which was captured after a sharp encounter. 
The whole of the installation and the operating has been done by 
members of the Expeditionary Force, and is under the charge of 
the senior operator, Corporal G. H. Smythe, Signaller, assisted by 
four Marooni operators, Power is supplied by a captured German 
dynamo aud converter. driven by a Bolinger oil engine, under 


Eleotrician Corporal Tenbosch, assisted by two mecbanios. — Sydney 
Morning Herald, 


Canada,—On January 1st an amalgamation of the Great 
North-Western and Canadian Northern Telegraph Companies took 
place, and the two systems will in future Le operated as one under 
the style of the Great North-Western Telegraph Co, 

It is understood that within the next few months the lines and 
offices of the Western Union Telegraph Co. in the Maritime Pro- 
vinoes will be operated by the Great North-Western Co., which 
will then have the largest telegraph system in Canada, covering 
the country from the Atlantic to the Pacific. 

It had been stated in Canada that the Grand Trunk Pacific 
Railway's telegraph syatem was also to be included in the merger, 
but this ia denied by the Grand Trunk Pacific Co., which announces 
that its system is entirely distinct from the new combination, 
and is fully equipped for carrying on commercial telegraph 
business from the head of the lakes to the Pacific Coast.— Standard. 


China.—Tsingtao, which was recently captured from 
Germany by the Japanese, was connected with Yap Island in the 
South Seas by a submarine cable гіа Shanghai, the station being 
located in the German Post Office in Shanghai, which is a neutral 
city ; the shore ends of the cable at Shanghai are also in neutral 
territory. The line was taken over by the Japanese on the fall of 
the fortress, and it is announced that it will have to be cut on the 
high seas in order that it may be connected with the J apanese 
Post О ое in Shanghai. 


Fire Alaris at Luton.—The. Fire Brigade Sub. Coin- 
mittee has reported in favour of the installation of the Kuight" 
flre- alarm system ih the town, at а cost of £150. The matter is 
under consideration. 


Field Telegraphs in East Africa, —The . unexpected 
difficulties which may be met with in novel oirenmstanoss are-well 
illu strated by the foilowing extract from a letter published in thé 
Times : —" Tne funny side of war is very much before us out here. 
The telegraph aeotion, for instance, with great speed and efficiency 
fixed up the field telegraph, 18 miles of it, on b$mhoo poles, Next 
day, walking along t the line, I never saw such а mess. Wherever 
a giraffe had come across it in the night he seemed to have wound 
it round his neck and then started off at top speed.” 


IIllieit Wireless Apparatus,—Henry Summers, smack 
owner, charged at Ramsgate with having in his possession, with- 
out the permission of the Postmaster-General, certain apparatus 
intended to be used for sending or receiving wireless messages, 
which he said he bought from the Trinity Brethren in 1913 for 
9 guineas, and had tried to sell, was fined £10, including costs. 
| Oo January llth а district court-martial was held at Man- 
ehester on Frederick Goddard, of Ardwick, charged with having 
at his home certain wireless apparatus. Evidence was given to 
the effect that his wireless installation was dismantled at the 
beginning of the war. He had a licence to use a wireless tele- 
grapa for experimental purposes, The proceedings were adjourned 
Tuesday, when the accused was acquitted.: 


Russia.—An agreement has heen made oe the 
Rus zian and Mongolian Governments which grants the Russian 
Central Administration of Posts and Telegraphs a concession for 


the construotion of a telegraph line from Monda, in the Govern - 


ment of Irkutsk, to the Mongolian town of Uliasutai.— Board of 
Trade Journal. 


` San Marino.—This little Republic on the ‘Adriatic is 
accused by Germany of allowing its wireless station to be used for 
transmitting news from French warships to Paris. The Govern. 
ment of San Marino has refused to allow a German Commission to 
yisit the plant, but would consent to au Italian Commission. 


The Telephone Service.—No fewer than 450 telephone 
exchanges have been opened in small villages during the last.three 
years. The average number of subscribers on these rural exchangés 
is 10. Та addition, 1,200 call offices have been opened at places 
too small to support an exchange. — Standard, 


Wireless in Warfare.—The Wireless World for January 
statea that in 1913, during the Upper Rhine reliability trials, the 


óld Zeppelin “Viktoria Luise,” which took part in the trials, 
remained throughout their duration in constant wireless communi- 


. gation with the base at Frankfort over distances up to 120 miles, 


and with other stations up to 200 miles, so that a regular wireless 
gervioe for her passengers was maintained. The wireless eqwip- 
ment of the newer naval and aged craft is far more powerful, 
The aerial consists of а 3-mm. phosplior. bronz wire, unwound to 
the required th (the full ор being 750 ft.) from a spal, 
end floating freely in the air when the airship is aloft.. Th 
apparatus alt is extremely compact, and derives thé neoéssary 
power from & small dynamo driven off the engiries. It weighs, 
complete, 150 lb., or, including the dynamo, 270 1p.; has а 
minimum range of 120 miles, and can endompass wave-lengths 
varying between 300 and 1,200 metres. It is claimed that the 
danger from sparks during the process of transmission has been 
wholly eliminated. Every large aerodrome in Germany, both 
military and civilian, has ita wireless station, some of whiob, pen 
as those at Johannisthal, Cologne, Friedrichshafen, Frankfort, 
Mannheim, are very powerful. Га addition, the construction was 
begun some time ago of aceriés of wireless stations forming a 
tight round the German frontiers. Their purpose is twofold : first, 
to énable German аігећіра to remain in constant wireless touch 
with a German base during their expeditions ; and, secondly, to 
provide them with what may be desoribed as a wireless com pass, 
enabling them to fix their position when out of sight of land with 
quite a fair degree of accuracy asa result of signals from thess 
wireless stations, 


` CONTRACTS OPEN and CLOSED. 
OPEN. 


Australia, — ADELAIDE. — February 10th. Testing 
instruments, for Postmaster-General. See Official Notices" 
January lst. 

BRISBANE.—March 10th. Motor-generator, power board, &c., for 
Postmaster-General. See Official Notices” to-day. 

BRISBANE,—(Extension of time to March 16th.) Common 
battery multiple switchboard and automatic or semi-automatio 
switchboard, &c, for the Deputy P.M.G.— Board of Trade Jourral, 

PERTH.—February 10th. Telephone switchboards aud parte, for 
Postmaster- General. Зее "Official Notices " January 8th. 
Melbourne, Brunswick and Coburg Tramways Trust.—February 
94th. Special work, bonds, steel and wood poles, overhead 
roaterials, B.T, cable, truoke, and sab-station eleotrical equipment, 
Мао 10th, Car equipmente (motors, &o,) oar bodies, whee) 
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goarda. 3 for each item, £2 28. баша: from 
the обое of the Engineer (Mr. Struan Robertson), Sydney Road, 
Coburg. Copies can be seen at the Board of Trade Commercial 
Intelligence Перагырец{ in London. 


. Beckenham.—Jannary 25th. U. D.C. One 120-Kw. 
bc, generator and switchgear to couple to 10 us steam alter- 
nator, Be" Official Notices " January Sth. . vel 


Belton. — February 11th. (оша? Low-tension 
substation switohgear, for the вт . See 
“ Offcial Notices January 8tB. 


Bury.—January 80th. Extension to reinforced ози 
retaining wall at the ae, generating station, Chamber Hall. 
Specifications, &c., from Mr. J. A. Settle, Borough Engineer. 


Cheltenham., — January 30th. Corporation. Twelve 
months! supply of eléotrir light fittings, &o. ‘Forms of tender 
᷑à²Ivm Borougn. Bagitieet, bu Le ы 


` Croydon; — January 25th. General stored, for the 
бирип Tramways Department, POR a Te: 280 Manager, 


5 February 2nd. "Cürporetion: Alternative 
tenders for 2.000. Kw. and f. 000. Kw. turbo-alfernators ; separate 
tendens for condensing plant. Bee " Official, Nations” to- dax. 


Ipswich. —January 22nd. Corporation Electric Supply 
ent. Coal-handling plant. Specification, &o., 21s. (return- 
able). Mr. F. Ayton, Engineer and. Manager. | 


- 


Latne.— January 29th.’ For lighting public streets and 


meds by electricity for three years from August let, by the U.D.C. 


Particulars from Mr. W. G. Lounge, Olerk to the Council. 
Leeds.—January 22nd. . Overhead elecirically-driven 


Cen- vr travelling crane, and coal and ash-conveying plant, for Eleotrio 
ттл | Lighting Department. See Official Notices” December 11th. 


45922 


London. —L. C. C.—January 26th. 


g the K for electric tram way, Grove Road and Burdett Road, kc. Вресі- 
riri] fietions, Ko., from Mr. G. W. Humphreys, County Hall, Spring 


Gardena, &W. 


35th. Lighting installation (200 wiring pointa, 260 


January 
| сое na pointe) at Exmouth Street Elementary School, Hampstead 


Az. Roed, N.W. See “ Official Notices to-day, — 
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war. 


BaTTEBSEA.— The B.C. is recommended to invite. tenders for 


three, six, nine and twelve months’ supply of oils, engine-room 
stores, electricity meters, service joint-boxes, electric lampe, &o. 


Wanchester.—January 19th. Tramways Committee. 


rie- (a) Permanent way special track work, and (ò) permanent way 


more Г. pointa, 


and hardened steel centres. Specifications, &o. 


tongues, 
re, Cr. (£1 18. returnable), from Mr. J. M. McElroy, general manager. 


Mee vin 
ib A 


New Zealand,—WzLLINGTON.—February 28th. Public 


x th 25: Works Department. 18 step-down transformers, for the Lake 
a B Coleridge power scheme, Specification at bos Publio Offices, 


; K > Wellington. 

e Oldham, — January 18th. For electric lighting the 
"TI | Gouncil School at Higginshaw, for the Oldham Education Com- 
ore 6 Specifications from Messrs. Winder & Taylor, architecte, 
"EE Union Street. 

F 
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EE 


jen Plymouth. — January 21st. 
MA months’ supply of carbons, А.С, meters, transformers, cables, oils, 
teck * watte, kc. Bee "Official Notices” January 8th. 


Corporation. Twelve 


iex: Redditch.—U.D.C. Two turbo-alternators, each 1,000 


prie EW, with condensers, 
1 of 300 Kw. and 150 Kw. respectively. See “Official 
; ize 7 Notions 


cooling tower, &c.; two synchronous motor- 


" January 8th. 
Rochdale.— January 27th.  Tramways Committee. 


erection and completion of repair shops : (a) reinforoed concrete 


£2 


"IR 


- 
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done and oar platform, (b) steelwork (steel frame), and 
Particulars from Mr. P. W. Hathaway, Town 


уе de Duero (province of Soria) are inviting tenders for the 
б ime for the electric lighting of the town during a period of 


й * have just been invited by the municipal authorities of 


orne. of Lugo) for the concession for the electric 
hting of the town during a period of 10 years, 


Tunbridge Wells.—January 26th. Cooling tower and 


d two water-tube boilers, economisers, mechanical stokers, 


and feed heater, for Borough: Electricity Works, See 
Oficial Notioes January lst, 


Woodstock.—February 4th. Generating plant, switch- 


battery, wiring, lamps and fittings (120 points), for the 
den Workhouse Guardians, Ses '' Official Notices" to-day, 


Platelaying, &c., | 


—— ""C--—-—-—————— — — . —— ee 


|. c . CLOSED, 


` Australia.—In ‘connection with the о post овы 
building adjoining the Sydney railway station, the Minister for 
Home Affairs has accepted the following tenders :—Four goods 
lifts, electrically driven, Edmiston & O'Neill, £6,700 ;. two 
service lifts, electrically driven, Messra. Edmiston & O'Neill, £600, 
a has also accepted the tender of Messrs, Gibson, Battle & Co. for 

an electrically-driven inclined elevator, including foundations 
The whole of the work is to be of Australian manufacture, with 
the exception of some small items, such as ropes, which are not 
made in Australia; they will be of British. manufacture.— 
Melbourne Age, 


MELBOUENE.—An Australian newspaper states that large orders: 


for wire have just been placed by the Postmaster-General's Depart- 
ment, the department having accepted the offer of the British 
Insulated and Helsby Cables, Ltd., to supply. 128 tons of wire, of 
varying weights, for £10, 625. АЦ the wire is to be of English 
manufacture. 

The following contracts have been placed :— 

P.M.G.'s Department, Victoria. — 

80 cable terminals, 52 pairs, 4406 13s. 4d.—Mr. F. B. Cook. 


P.M.G.'s Department, Tasmania.— 


300 telephones, common battery wall pattern, 2176 $:. — British General 
Zleotrio Oo., Ltd. 


100 telephones, common battery table pattern, £195 88. 4d. ; 76 ditto, with 


generator, 2198 15s. ; 50 ditto, table pattern, with generator £107 10s.; 
100 ditto, with switch, £418 1 5. 95 ditto, table pattern, with switch, 
£97 108. . Bartram & Bon Pt 


8 tons bronie wire, £261; 10,000 Rappe? tapes, £9 8s. 4d.; 10,000 binders, 


£12 18s. 4d.—British Insulated & Helsby Cables, Ltd. 


Sydney Municipal Council has received the following tenders for— 
2, 000 K. v. A. 88,000/5,000-voLT TRANSFORMERS, 


Siemens Bros. : “ә js i .. 26,715 
British Westinghou se Co. recommended) 6,084 


Australian General Electtio cs at .. 10880 . 


1.000. x. v. A. AND 500-K v. A. TRANSFORMERS, 
Noves Bros. 


24,183 
British Westinghouse co. (recommended) 2. 869 
. Siemens Bros. 


Australian General Eleotric Co. — сом ake 5.948 


600. K. v. A. 5, 000% 16 ''RANX&FORXBBS. 


Australlan General Eleetrie Ces (recommended) £1,644 
Siemens ros. ve i .. 1,852 
Standard Waygood Hercules, Lid. F s se 1,960 


MorToR-DRIVER AiR COMPRESSOR. 


Н. Guthridge, Ltd. Ks (recommended) £234 
tandard Waygood Hercules, Lid. .. v 
ее Genera! Electric Co. * ee a 5“ 286 
VACUUM CLEANERS. - * 
N. Ege dedi: Ltd. S is T de .. 4196 
H. P. Gregory & Co. .. (recommended) 150 
Lamson Store a Bet vice Co. " Ltd. °з Ss s P 165 
J. Hardie & co. E- "m T es 160 
Noyes Bros. .. st x s AE ey ә 110 
E. V. Morrison & Со. эө vs - » НР a 188 
G. Vincent ‚ж. Ө е» "s ds 2s T 463 
Elliott, Maclean & Co. . p ee 2 * ee ee ee 497 
» » (alternative) .. za oa e 614 
88,000-vonT CABLE. ! 
Callenders .. ; $a a sa 5 .. £16,100 ` 
Western Electric Co. . ee (recommended) 17,591 
Henley Telegraph Works, Ltd. . 15686 ` 
Australian General Electric Co. (alternative) 5% 18, 090 
Siemens Bros. & Co. ex E .. 19,485 
British Insulated & Helsby Cables, Lid. .. m P4 9135 
E 55 e = 484 
Australian Genera! Electric Co." ce - EN ee 20,639 
Warburton. Franki, Ltd. - e .. 21,875 


Lawrenoe, Hanson Electric Co., Lid. - ze .. 25,875 


Melbourne City Council.— 
Hoists, electric, motors, at city abattoirs, £1,552.—Ed miston & O'Neill. 
—Tenders, 


Bacup.— The Т.С. has decided to order two trans- 
formers from Messrs. Ferranti, Ltd., and 7/18 в w. d. cable from 
the Macintosh Cable Co. Ltd. The tender of the Post Office 
has been accepted for connecting the out-stations and the central 
police station by telephones. | ‚ 


Bradford.—The Tramways Committee has accepted the 
tender of Meesrs. Wm. Hird, Sons & Co., Ltd., of Wyke, Bradford, 
for the supply of 4,000 yards of grey sorge, at the price of 6s. per 
yard, for the purposes of uniform clothing, for tbe Tramways 
Department. It has also resolved to accept the offer of the 
Bradford Technical College to supply five pieces of similar cloth 
at the same price. 

The Technical Education Sub-Committee of the Corporation has 
accepted the following tenders for motors and wiring to motors in 
the workshop :— 


Pheonix Dynamo Manufacturing Co., Ltd.—Five motors, £360. 
Smith & Croft.—Wiring the above motors, £68. 


Bristol.— The Docks Committee of the T.C. has accepted 


the tender of Mesars. Siemens Bros. for arc lamp carbons. 


Canterbury, — The T.C. has accepted the tender of 
Mr. S. Terry tof electrical engineers’ work for the ensuing 
half-year, 
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. Clacton.—The tender of Messrs. Johnson & Phillips, 
Ltd., has been accepted by the U.D.O., at £425, for supplying and 
laying various lengths of cable. | 


Duartford.— The E.L. Committee has placed orders with 
Messrs. John Hudson & Co. Ltd., and Messrs. E. J. and W. Gold- 
emith, Ltd., to supply 300 tons of bituminous coal, at 2s. per ton 
‘above contract price to cover war risks, and for 110 tons of 


Derbyshire peas, at 18s. 6d. per ton, and 600 tons of New Hacknall 


slack, at 16s. 9d. per ton, respectively. 


Gillingham (Kent).—The T.C. has accepted the offer 
of Messrs. Wm. Oory & Son, Ltd., for up to 150 tons of coal for the 
electricity works, at 2a, per ton over contract price. 


Londen.—The Metropolitan Asylums Board has accepted 
the tender of Messrs. Tatnham & C»., at £257, for installing eleotrio 
light, ihternal telephone and bell system, provision of eleotric bells, 
1 N the fire alarm system at Sheffield House, Sheffield 

treet, W.C. v 


BATTERSEA.—The Electricity Committee has accepted the tender 
of the Empire Stone Co., at £545, for the construction of a 
reinforced concrete coal-bunker at the generating station. The 
Committee recommends that the offer of Messrs, Foster & Co. for 
6,000 tons of Pooley Hall small coal be accepted. 4 


^ HAMMERSMITH.—The В.О. Eleotricity Committee has accepted 
the offer of Messrs. W. Cory & Son, Ltd., for 1,000 tons of Midlands 
emall coal, at 88. 6d. per ton; and that of Messrs. Cory Bros. & Co., 
Ltd., for 1,000 tons of Gedling small coal, at 12s. 6d. per ton. 


Morley.—The Leeds Corporation Tramway Committee 
has accepted the tender of Mr. Paul Rhodes, of Leeds, for the 
erection of a tramway depot at Morley. 


. Nuneaton.—The T.C. has accepted the tender of Messrs. 
Brown-Boveri & Co., at £65, for the supply of an automatic 
pressure regulator for the Electricity Works. - 


Salford, — The Tramways Committee recommends the 
acceptances of the tender of Messrs, Edward Wood & Co., Ltd., for 
the steel work required for the extension of the central car depót, 
Pendleton, at £1,295. 


Sheffield, — The Electricity Supply Committee has 
resolved to aocept the following tenders :— 

Btaveley Coal & Iron Co., Ltd.—Cast-iron feed water pipes, £65. 

Foster Bros.—Mild-steel steam pipes and valve, £133. 

Lea Recorder Co., Ltd.—vombioed recording water meter, including 


ateel notch tank and float chamber £108 
T. Smith & Sons.—Steam crane and grab, £1,018. 


The Oity Council is recommended to accept the tender of the 
General Electric Co. for the supply of two 30-H.P. electric motors 
to the Water Department. О, 


Ship Lighting.—The tender of Messrs. Siemens Bros. 
Dynamo Works, Ltd., has been accepted for the supply of Wotan, 
tantalum, and carbon filament lamps to Mesers. G. Thompson 
and Oo., the Aberdeen White Star Line. 


Stockport.—The Health Committee has accepted the 
tender of Messrs. W. A. Shaw & Oo. for certain alterations to the 
electrio lighting at the hospital. 

The tender of Mesers. Kelsall Bros., for Pleasley best nutty slack 
top hard, Mansfeld. at 108. 51. per ton delivered, from 70 to 90 
tons per week for 12 months, has been accepted by the Electricity 
Committee. The Committee has also offered to take a limited 
weekly supply of Brownlees slack, Biddulph Valley, at 9s. 3d. per 
ton delivered, for a period of 12 months. 

The T.C. has accepted the tender of Messrs. Dick, Kerr & Co., 
Ltd., for а 5,000-Kw. turbo-alternator. 


Stretford.—The Electricity Committee has accepted the 


tender of Mesers. W. T. Henley's Telegraph Works Co. for 150 yards 
of 8-in. single cable, for £81; 


Torquay.—The Electricity Committee has agreed to a 
request from Messrs. Whiteway & Ball that they should be paid an 
. extra 2s. per ton on the original price for any future supplies of 
coal, owing to the difficulties and delays in navigation. 


Weymouth,—The Electricity Committee has accepted 
the tender of Messrs. Browett, Lindley & Co., Ltd., for a 200-Kw. 
' gas-driven plant, at £3,000, and that of Messrs. Whipp & Bourne 

for the necessary switchboard, at £87. The tender of Mr. б. F. 
 Boweripg.st £398, for foundations for machinery at the electricity 
worke has been accepted. 


FORTHCOMING EVENTS. 


Junior Institution of Engineers.—Friday, January 15th. At 8 p.m. At 
a Victoria Btreet. Paper on Motor-Car Accessories," by Mr. R. В. 
x 


Friday, January Land. A48 p.m. At 89, Victoria Street. Paper on 
% Rotary Air Pumps," by Mr. A. Arnold. 

North-Western Section.—Monday, January 18th. At 7.46 p.m. Аз 
Jafa Café, 96, Corporation Street, Manchester. Paper on ‘Country 
House Dlectric Lighting Installation," by Mr. O. F. Clifton. 


Institution of Electrical Engineers (Newcastle Local Section'. —Monday, 


January 18th. As 730 үп At the Mining Instisute. Paper on '* Anto- 
matio. Protective Switchgear for Alternating-Ourrent Systems,” by Mr. 
E. B. Wedmore. ` 
Royal Society of Arts.—Monday, January 18th. At 8 p.m. At John Street, 
oy delphi. go tor Lecture on Oils, their Production and Manu. 
facture," by Dr. F. Mollwo Perkin. А 

ШашйпанНнп eering Society.—Taesday, January 19th. At 8 p.m. 
At Hover Bos ety of rers Joha street, A elphi. Discussion on Some 
Pointe in connection with the Scientific Development and Practical 
Application of Searchlights.” 

Nottingham Society of Engineers. — Wednesday, January 90*b. At 7.80 p. m. 
At Welbeck Hotel, Milton Street. Teu-minute papers by members. 
Institute of Marine E eers.—Wedoesday, January 20th. At 7.80 p.m. 
At Tower Hill, Minories, E.O, Extraordinary General meeting. 

A$8 p.m. Inaugural address by Sir A. Denny, Bart., LL. D. 

Greenock Electrical Soclety.— Thursday, January 91st. At 7.45 p m. At 
91, West Stewart Street. Paper on“ Electricity in a Shipbuilding Yard," 
by Mr. D. Angus. 

tion of Mechanical Engineers Friday, January nd. At 8 p.m. 

— Btorey's Gag, S. W. Paper оп ‘Standardisation of Pipe Flanges ani 

Flanged Fittings," by Mr. J. Dewrsnce. 

Physical Society of London.—Friday, January Mad. A$5 p.m. At Imperial 
College of 808 South Kensington. Paper on “ Practical Harmonic 
Analysis,” by Dr. A. Russell. 

1 Institution of Great Britain.—Saturday, January 23rd. At 8 pm. 

Royál Aibemarle Вагеез, W. Lecture on Aerial Navigation—Scientific 
Principles,” by Dr. R. T. Glazebrook, F.R.8. 

tion of Electrical ers (West of Scotland Branch).— 

sear hep Perna 93'd. At 4.80 p.m. At Royal Technical Couege, 

Glasgow. Joint Meeting with National Association of Colliery Managers. 

Paper on Elestricity at the Coal Face.“ by Mr. J. Bowman. After she 
meeting several Visual Signal Indicators will be exhibited, 


& 
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NOTES. 


Parliamentary,—SovuTH SHIELDS CoRPORATION BILL. 
A town's meeting of South Shields ratepayers has defeated the 
Corporation Bill, under which tramways estimated to cost £16,711 
were proposed. | 

DONCASTER CORPORATION BILL.—The ratepayers of Doncaster 
at а town's meeting have defeated the clauses in the Corporation 
Bill for the sale and hire of electrical fittings. A poll was sub- 
sequently demanded, but it was stated that if the Corporation 
persisted in including the clauses, the Bill would be opposed in 
Parliament by the Chamber of Commerce, 

STANDING ORDERS.—The County Council of the West Riding 
of Yorkshire has preeented memorials against the Rotherham Cor- 
poration Bill and the Stalybridge, Hyde, Mossley and Dukinfield 
Tramways and Electricity Board Bill, alleging no1-compliance 
with standing orders. In each case the allegation is that the 
promoters have not obtained the consent of the Council, who are 
the road authority for the construction of certain tramways. 


Preferential Terms.—In a letter to the Municipal 
Journal, Mr. Н. Faraday Proctor, hon. secretary of the I. M. E. A., 
deals with the question of power rate and photo printing, as 
follows :—Ia the issueof the Municipal Journal of December 25th, 
1914 (Ref. 101), is published an inquiry from the chairman of an 
Electricity Committee, asking whether it is illegal to supply 
current at power rate for photo printing. The town clerk of the 
undertaking in question and the Municipal Journal expresa the 
opinion that such a practice is illegal, as it is lighting, and not 
power. І should like, most emphatically, to protest against such a 
ruling. 

I; must be remembered that electrical undertakers do not sell 
either light, heat or power. Their commodity is electrical 
energy, aud when such energy is used for photo printing it is not 
used as an illuminant, but for ite actinic properties—a purely 
commercial use ; and may certainly, therefore, be sold as power. 

It the argument held good that electricity used for photo print- 
ing must be considered lighting and sold as such, then all luminous 
radiators would come under a similar ruling. 

The ultimate purpose for which energy is used must be taken 
into consideration in determining whether such use is lighting, 
power or heating, and a moment's consideration will make this clear. 
Ia all electric lighting the energy is used primarily to heat the 
carbons or filaments in the lamps to such a temperature that they 
produce light, but would any one suggest that all such energy must 
de sold at the heating rate? The natural corollary would be the 
abolition of all lighting rates. 


Appointments Vacant.—Two shift engineers (£2); 
fitter for County Asylum, Whalley, near Blackburn; power 
station superintendent (£175) for Maidenhead Electricity Works 
engineer-in-charge (£2 15s.) for Sunderland Electricity Depart- 
ment; junior engineers (258.) for Cleveland and Durham Electric 
Power, Ltd., Middlesbrough ; electrician-in-charge for the Callan 
Electric Lighting Society, Ltd., Callan; electrician (358.), for 
Croydon Mental Hospital; meter tester (35s.), for Salford elec- 
tricity works ; assistant electrical engineer (£300), for Government 
of Nigeria. Particulars are given ino ur advertisement pager 
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Institution and Lecture Notes,— Institution of 


Electrical Engimeers.—The following items appear on the pro- 
gramme of the DIENIJGHAM LocAL SEcTION for the second half 
of the session :— | 
J 2th.—** Lo K Е W k G tati Pli b Prof. A. G • 
— 10¢h.—-"* Polyphase Commutator Machines,” * Mr. N. Bhuttle- 


March $rd.—" Electricity Applied to Mining,” by Mr. C. P. Sparks. 
March lTth.—^" Biectrio Cooking. mainly from the Consumers’ Point of 
View,” by Mr. W. R. Cooper. | Я 
April 14th,—'* The Bombay Hydro-Electric Scheme,” by Мг. А. Dickinson. 
A Bah.—“ The Power Supply to the Rand Mines,“ by Mr. J. H. Rider. 
12th.—Annnal meeting. 

MANCHESTER LOCAL SEcTION.—At the meeting on Tuesday last 
а paper was read by Dr. 8. P. Smith and Мг. В. 8. Н. Boulding, 
RB, on “The Shape of the Pressure Wave in Electrical 
Machinery.” The discussion was closed. The same paper was to 
be read in London last night. i l 

ScorrisH LOCAL SECTION.—At the meeting on Tuesday, Mr 
C. J. Beaver read his paper on Cables.“ The meeting was held 
in Edinburgh, and there was a large muster of East of Scotland 


te». 
Rugby Engineering Society.—On Tuesday last, а paper on 
“Modern Electrio Lighting " was read by Mr, H. C. Wheat. 


Anchor Boards for Gal Pile.—The accompanying 
sketch shows a method of preventiog coal piles from spreading at 
the base, by enclosing the lower parte of the pile in courses of 
timbers anchored from within the pile itself. As the coal is 
filled in over the anchor timbers the weight of the coal serves to 
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ААВАА АДНО: / 
ANCHOR CONSTRUCTION TO PREVENT COAL PILE FROM 
SPREADING, 


keep the outer portions of the pile from spreading. This construc- 
tion is especially convenient where it is desirable to keep clear a 
pathway which woald otherwise be engulfed by the flow of the 
lampe of coal. Unless some such protection is used, the jarring 
and sweeping of passing teams and persons will ordinarily cause 
the coal to run down a grade very much less than its ordinary 
angle of repose.— Electrical World, | 


The Electrically-Propelled Super-Dreadnought 
" California."—Particulars now to hand show what important 
reinforcements and modifications have been made possible in the 
design of the United States firat-class battleship California 
by the adoption of electric propulsion, Like her sister ships the 
Necada and ОМаћотаћ, the Cali'ornia ів to rely exclusively on 
oil fael, but the further saving in weight of bunkers, boilers, 
piping and condensers and in space occupied by these has made 
pomible important additions to the armouring and armament of 
the vessel, besides improving conditions within her by less heating 
and less crowding of equipment. The California is to carry 12 
14-in. guns (in four triple turrets) besides four submerged 21-in. 
torpedo tubes and a secondary armament of 22 5.in. guns. Her 
armouring is said to be the heaviest yet carried by any battleship. 
Besides a main belt 14.in. in thickness, special horizontal and 
vertical internal armouring is provided to guard against fatal injary 
by submarine attack, The concentration of power equipment low 
down in the hull greatly increases the stability of the vessel (not- 
withstanding the reduced total weight of the equipment) and 
permita the secondary armament to be placed higher, the main 
armament to be increased and the armouring to be 
Increased, particularly by the use of 16-in. armour in the 
conning tower and communication tube and the provision of a 
truncated cone of 14 in. armour round the base of the funnel. 
The total boiler capacity being reduced about 50 per cent. by the 
usé of electrio propulsion, all the boilers can be placed beneath a 
single uptake, and by armouring the base of the latter, the riek of 
damage in this vital spot is greatly reduced. 

With a length of 625 ft., beam 97 ft. 8 in., and draught of 29 ft., 


the California displaces 82,000 tons, At 21 knots her power plant 


is designed to provide 32,000 shaft horse-power, probably by the use 
of foar motors on two propeller shafta, though the final decision on 
this point has not yet been made public, The claims made in 
reepect of the capital and working economies obtainable by electric 
marine propulsion have been justified completely by the performance 
of the U.S. collier Jupiter, the first large vessel to be propelled elec- 
trically, and one which has been tried by U.S. Navy experts against 
sister vessels fitted with triple-expansion engines and geared tur- 
bines respectively. The conditions of these tests and the subse- 
quent voyage of the Jupiter from Mare Island Navy Yard to 
Hampton Roads leave no possibility of doubt concerning the 
superior efficiency and complete reliability of the electric system, 
The Jupiter being & vessel of 20,000 tons displacement, there is no 
reason to doubt that the advantages definitely established for 
electris propulsion in her oase will be equally secured in the Cali- 


fornia. Supposing only four polyphase induction motors to 
be employed, each must be of 8000 H.P, and motors 
already at work in rolling mills and other heavy indns-| 
trial services show that there is no diffloulty in building 
compact and reliable machines of such power to run at 
200 R.P.M.or so, the terminal р.р, being, say, 2,500 volts. Due 
to the main turbo-generators continuing to run ahead at fuil speed 
(and that the of maximum turbine efficiency) under all cir- 
cumstances while the propeller shaft is driven eleotrically at the 
low speed giving maximum propulsive efficiency, from 25 to 80 per 
cent. fuel economy is secu the weight of propelling machiner; 
is halved, and a net capital saving of 40 to 50 per cent. is eff , 
Saving in weight and space can be applied to armament in war 
vessels and to cargo capacity in merchant vessels. In all cases full 
power is available for marouvring or reversal without altering - 
the conditions of operation of the turbo-generators ; and at reduced, 
or "oruising " speeds, very considerable economy is effected by 
shutting dewn part of the generating plant and running the 
remainder still under conditions of maximum efficiency. In a 
rough seaway the tendency of one propeller to race while another 
slows down is compensated automatically, sinoe the speed of an 
induotion-motor is practically independent of load ; the output of 
the turbo-generator remains constant, but its distribution between 
the propeller-motors varies automatically, — 

It is a matter for congratulation that electrical engineering has 
provided the means whereby there has been effected, in a single 
step, far greater improvement in the overall efficiency of mechani- 
cally-propelled vessels, than had previously been effected during 
the past quarter of a century. Equally important is it, to ship- 
owners, naval authorities and electrical manufacturers alike, that 
the: magnitude of the economies due to electric ship propulsion 
has been established incidentally by the Navy Department of a 
first-class Power, to which reliability and technical efficiency are 
primary consíderations. | | 


The Coolidge X-Ray Tube.—We have received from 
the British Thomson-Houston Co., Ltd. of Mazda House, U 
Thames Street, E.C., a price list and particulars of the Coolidge 
X-ray tube, for which they own the British patenta. The tube, 


which was described in our issue of October 16th last, represents 


an enormous advance over previously existing patterns—as great 
a step as from the hand-regulated aro lamp of 50 years to the 
automatic flame aro of to-day—for it does away with varia- 
bility and delicacy of handling of the old type, and raises the 
X-ray generator to the rank of an instrument of precision, which 
can be readily adjusted to any desired intensity, over a range far 
beyond that of ite predecessors, and enables the quality of the rays 
to be exactly reproduced as often as desired; the tube can be used 
continuously without change in "hardness," the focal spot is 
fixed, the same tube can be used for all kinds of work, and it } аа 
а life of at least 1,000 hours. The rapidity of work is also greatly 
inoreased, a matter of immense importance to the surgeon, and as 
rayecan be emitted resembling the gamma rays of radium, the 
latter can be to a great extent replaced by the Ooolidge tube. We 
understand that a large number of the new tubes are in uee and 
giving excellent service in the military hospitals both at the front 
and in this country, a most fortunate circumstance for both 
surgeons and patients. | 

A Railway Levitated.—A writer on science in the 
Evening Standard includes in the list of scientific discoveries of 
1914 the “ levitated railway" of M. Bachelet. Apart from the 
fact that the railway was not at the time supposed to be 
“levitated,” but only the cars, we may point out that its demon- 
stration in New York in 1912 rather weakens its standing as the 
seoond discovery that came during the year" 1914. We are told 
that the idea of it was splendid, but, like all other ideas, it was 
entirely upset by the outbreak of war." But it was in May, 
months before the outbreak of war, that the idea was upset, and 
we did our share in exposing the fallacies upon which it was 
based ; when the prospectus was issued in the first week of June, 
it fell flat. To credit the war with the failure of this fantastic 
scheme is ridiculous; bat we believe that lapse of time has 
rendered the title much more appropriate now. 


Relief Measures taken by Berlin Electrical En- 
gineers.—The American Electrical Review states that the Elec- 
trical Engineers Society of Berlin, Germany, has made the follow- 
ing appropriations : For the Berlin Red Cross Society, 1,000 marks; 
for the fund to assist Germans in foreign countries, 1,000 marks ; 
for the fund to assist families of those fallen in battle, 1,000 
marks; for families dependent upon enlisted men, 500 marks; for 
the Society for Children's Kitchens, 100 marks; for the National 
Service to Women, 200 marks, The Sooiety is further subscrib- 
ing 500 marks monthly to & fund to be loaned without interest 
to electrical engineers in temporary need. An employment bureau 
has been organised by the Society in conjunction with the Verband 
Deutscher Electroteckniker and the Verein Deutscher Ingenieure 
to enable engineers out of employment to find positions vacated 
by those who have entered the milita*y and naval service. 


West Sussex,—The Light Railway Commissioners have 
granted an order for the construction of a light railway from 
Hunston to West Itchenor, West Wittering and East Wittering, 
acd for the reconstruction and working ae a light railway of the 
Hundred of Manhood and Seleey Tramway. 


Australian Action Settled.— Reuter dispatches from 
Melbourne state that the Vacuum Oil Co, issued a writ against the 
Melbourne Age, claiming £23,000 damages for an alleged libel 
contained in an article entitled " Trading with the Enemy," and 
that the paper has withdrawn its statements and apologised, 
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Foreign Trade.—Tue DkcEMBER FiGURES.— The fol- 
lowing are the electrical and machinery figures given in the 
official returns for December :— | 


. IMPORTS. Month Inc. Twelve —. Inc. 
Electrical goods and of or months, © 
apparatus, excluding December. dec. 1914, |. dec. 
machinery and un- & & & 3 & 

insulated wire. 89,916 — 65,631 1,241,933 — 345,361 
Machinery. ... . . 544,236 — 78,648 6,704,889 — 578,588 

EXPORTS. | 
Electrical goods and 

apparatus, excluding 

machinery and un- 
insulated wire . 184.363 — 162,101 3,017,693 — 2,368,580 
Machinery ... . I, 456,281 — 1,501,175 31,335,218 — 5,677,417 


Auxiliary Steel Trolley Wire. — According to the 
Electric Railway Journal, exoessive wear on the No. 0000 copper 
trolley wire on the 6,600-volt single-phase lines of the Chicago, 
Lake Shore, and South Bend Railway made it necessary to install 
a No. 00CO steel auxiliary contact wire last year, which is sus- 
pended 11 in. below the copper line on 2-in. duplex clips. About 
103 miles of steel wire is in tse exclusively on mast arm con- 
struction, although it is to be tried on span-wire suspension. The 
change transferred the wear to the galvanised iron sliding panto- 
gréph shoes, which gave only 2,500 miles per shoe between 
renewals, To overcome this trouble two pieces of half-oval mild 
steel, f in. x 14 in. section, were substituted for the 12-gauge 
galvanised iron sliding pantograph shoes, raising the useful life of 
the shoe to 9,000 miles. The average cost of the new shoes ів 
15 cents for material and 30 cents for labour. ы эрсе 


'Fatality.—Harry Dalton (51), a tramguard in the 


employ of the Manchester Corporation tramways department, died 
on Saturday in the Stockport Infirmary from injuries received on 
the previous day through being crushed between the fenders of 
two tramoars. He was attending to his trolley at the time, and 
was trapped between the two cars, his thigh being’ fractured. | 
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OUR PERSONAL OOLUMN. | 
The Editors invite electrical engineers, whether connected. with the 
technical or the commercial side of the 5 and kimi A 
algo electric tramway and railway officials, to keep readers oft 
ELEOTBRICAL REVIEW posted as to their movements. 


“Central Station Officials, — At last week's meeting 
of the Swansea Electric Lighting and Tramways Committee, 
Mr. W. J. BURR, the new borough electrical engineer, reported 
that he had been very loyally received by the staff at the station. 
The Committee expressed appreciation of the services of the staff, 


and especially of Mr. Rees, who had acted as the borough electrical - 


engineer for some months during a period of extreme difficulty. 

Mr. W. №. PRITCHARD ів no longer assistant engineer at Market 
Drayton electricity works, having taken up a similar position at 
thé Newport (I. of W.) electricity worke. oe MN 

Мв. A. C. NORTH, switchboard attendant at Middleton electricity 
works, has resigned upon receiving another post, and Mx. W. 
BowER has been appointed in his place. 

We regret to learn from MR. A. J. BECKETT, of Bridlington, 
that our last week's reference to him was not quite correct. He 
was offered a commission by the colonel commanding. and had 
accepted it, but his papers had not been passed. The latter 
part of the paragraph is accurate in the event of Mr. Beckett 
receiving a commission. 

Mr. 8. WHITEHOUSE, sub-station superintendent at the Walsall 
electricity works, has resigned his appointment. Mr. J. D. SPARK, 
of Swansea, bas been appointed mains engineer at Walsall, and 
Mr. P. HuGHEs has been appointed meter inspector. 


MR. PENFOLD, second chief engineer at the Dover Corporation 


electricity works, bas enlisted in the London Engineers, and the 
T.C. has appointed Мв. WILSON to fill his place. 


Mr. Нітснсоск, shift engineer at the Tonbridge electricity 


works, having joined the East London Engineers, the U.D.O. has 
avpointed ss his successor MR. O. CANTLE, of the staff of the 
Kent E P. Co., who was formerly at the Tonbridge works. 

Mr. JosEPHs, shift engineer at the Gillingham (Kent) electricity 
works, having left to join the Army, Мв. ALFRED E. HARDY, 
of. Larbert, N.B., shift engineer with the Scottish Central E.P. Co., 
has been appointed to succeed him. 

Mr. T. ARNOLD TAYLOB has resigned the post of mains super- 
intendent, which he has held since February last, with the 
Corporation of Sunderland, and has accepted the post of assistant 
engineer with the Burmah Electric Tramways and Lighting Co. 


Tramway Officials.— The Reading Т.О. has increased 
the salary of MR. J. MCLENNAN CALDER, chief assistant. tramway 
engineer, to £220 & year, rising by two further annual increments 
of £15 to £250. 

Mr. JosHUA BRIERLEY, who has held the position of traffic 
superintendent on probation in the Oldham tramway department, 
has now been appointed permanently to the position. 


‚ General.—Messra. Preece, Cardew & Snell inform us that 
they are taking into partnership MR. JOHN HALL RIDER (who 
will join them in April) on his retirement from the position of 
consulting electrical and mechanical engineer to the Central 
Mining and Investment Corporation, Ltd., and Rand Mines, Ltd., 


* 


Johannesburg. Mr. Rider was, previously to his going to South 
Africa in 1910, electrical engineer to the London County Council 
tramways for nine years. The partners will be Mr. A. H. Preece, 
M. Inst. C. E.. &c, Sir John Snell, M. Inst. C. E., M. I. E. E., &c., Mr. 
Llewellyn Preece, M. Inst. O. E., &с, Mr. J. H. Rider, M. Inst. C. E., 
&o., Mr. J. H. Woodward, A. M. I. C. E., &6., and Mr. S. Moore Ede, 
A. M. I. CO. E. The designation of the firm after March will be 
Preece, Cardew, Snell & Rider, and the offices will be as heretofore 
at 8, Queen Anne's Gate, Westminster. | | | 
"The Manchester Courier states that the directors of the British 
Engine, Boiler and Electrical Insurance Co., Ltd., have appointed 
Mr. HaRRY M. LONGRIDGE, B.A. (Cantab,) to be manager of the 
company. Не has been in the service of the company for 10} 
years, His grandfather, Mr. R. B. Longridge, who recently died 
&t the advanced age of 93, was the pioneer of boiler ingpection 
and insurance. Mr. H. M> Longridge is а son of Mr. R. Charles 
Longridge, the present managing director of the company, and a 


. nephew of Mr. Michael Longridge, the chief engineer. Both of 


these gentleman will now partly relinquish active work. 

Мв. JAMES BANES, one of the superintendents of the telegraph 
department in the Edinburgh Post Office, has retired under the 
Civil Service regulations as to the age limit, after nearly 50 years 
service. Mr. Banks received from the members of the staf 
practical recognition of the esteem in which he was held. He is 
пасов е2 05 Мв. Т. WARDEN, whose place is taken by Mz, J. N. 

RESOOTT. "dn | | А | 


Obituary.— Mn. J. Wnichr.— The death occurred on 
January Srd of Mr. John Wright, sen., for many years a member 
of the flem of John Wright & Son, electrical engineers, Dover. 
Daceased, who was in his seventy-third year, was a Past 
of the Corinthian Lodge of Freemasons, and a prominent 
Conservative, The business will be carried on by his sons, Mesars. 
John and Edward Wright, the latter of whom has managed the 
electrical branch. NL 

Mr. Moses STOKES, superintendent of Darwen tramways, died 
on Sunday night. Deceased went from Liverpool to the tramways 
department at Darwen 30 years ago. 


— 
NEW COMPANIES REGISTERED. 
D. & M. Synd (Hollister's Patents), Ltd. (138,898) .—This 
company was registered on January 6th, with а capital of £2,500 in £1 shares, 
to carry on the business of electricians, electrical and mechanical engineers, 


manufacturers and workers of and dealers in electricity, motive power and light, 
etc., and to enter into an agreement with F. L. Hollister. The subscribers are: 


Е. L. Hollister, 8, Upper John Street, Golden Square, W., engineer, 25 shares; + 


G. R. Taylor, 6, South Square, Gray’s Inn, W.C., managing clerk, one share. 
Private company. The number of directors is not to be less than three or more 
than five; the first are not named. Qualification, 25. Solicitor: А. W. 
Osmond, 6, South Square, Gray's Inn, W.C. , 


Perfection Light Co., Ltd. (138,901).—This company was 
registered on January 6th, with a capital of £2,000 in 40 founders’ and 1,000 
pref. shares of £1 each, and 3,840 ordinary shares of ds. each, to take over 
the business carried on at 5, Victoria Street, Westminster, and at 394, Lower 
Kennington Lane, S.E., as the“ Pertection Light Co.,“ to carry on the busi- 
ness of mechanical, gas, electrical and domestic engineers, manufacturers of 
and dealers in engines, machines, dynamos, lamps, wire, pipes, mantles, 
burners, insulating materials, accumulators, petrol and other oils, etc., and to 
enter into certain agreements, the parties to which are not named. The sub- 
scribers (with one share each) are: L. J. D. Gibson, Thicket Side, Maidenhead 
Thicket, Berks, civil engineer; F. Bradley, 60, Braxted Park, Streatham, S.W., 
civil engineer. Private company. The number of directors is not to be less 
than two or more than five; the first are L. J. D. Gibson and F. Bradley (joint 
managing directors). Registered office: 5, Victoria Street, S.W. 


Midhurst and District Electric Supply Co., Ltd. (138,886). 


This company was registered on January 5th, with a capital of 47,500 in 7.1 
shares, to carry on the business indicated by the title, and to adopt an аргсе- 
ment with B. E. G. Bailey, Hon, W. H. M. Pearson, and T. Stallibrass, The 
subscribers are: B. E. С. Bailey, The Old House, Midhurst, medical practi- 
tioner, 50 shares; A. Farley, Beachey House, Midhurst, merchant, 50 shares: 


J. Gwillim, North Road, Midhurst, 50 shares; W. H. M. Pearson, M.P., Capron 


House, Midhurst, 50 shares; T. Stallibrass, Rumbolds Hill, Midhurst, railway 
agent, 50 shares; Sir Stephen G. Sale. K. C. I. E., Heather Wood, Midhurst, 


'9400 shares; R. Р. Brousson, 47, Parliament Street, S.W.. electrical engineer, 


50 shares. Minimum cash subscription, 20 per cent. of the shares offered to 
the public. The number of directors is not to be less than three or more than 
seven; the first are B. E. С. Bailey, W. Н. M, Pearson, M.P., and R. P. Brous- 
son. Qualification, 50 shares. Remuneration as fixed by the company. Solici- 
tor : G. €. Clarence, Market Place, Midhurst, Sussex. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. | 


Abingdon Electric Supply Co., Ltd.—Particulars of £3,000 
debs., created December 31st, 1914, and secured by trust deed of even date, 
filed pursuant to Section 93 (3) of the Companies (Consolidation) Act, 1908, the 
whole amount being now issued. Property charged : The company's undertaking 
and property, present and future, including uncalled capital, and leasehold 
hereditaments at Abingdon. Trustees: J. H. Edwards, Haresfield, near Stone- 
house, Gios., and A. A. Douglas, Brendon, Queen's Drive, Colwyn Bay, Denbigh. 


Suffolk Electricity Supply Co., Ltd.—Issue on December 
14th, 1914, of 45750 debs., part of a series of which particulars have alresdy 
been filed.. 


Royce, Ltd.—Capital, £170,000 in £1 shares (7,000 pref.. 
—Return dated July 13th, 1914. 34.955 pref. and 72.487 ord. shares taken up. 
Ll per share called up on 4,955 pref. and 6 ord. and 155. per share on 40.60 
pref. shares, 27,461 paid; 79,981 considered as paid, being Д1 per share 
on 72,481 ord. and 5s. per share on 30,000 pref. shares, Mortgages and charges, 
nil, 
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Maxim Lamp Works, Ltd. A memorandum of satisfac- ' 


Поа. in full оп December 30th, 1914, of charge dated September 29th, 1910, 
securing £1,060 38. 10d., has been filed. E - 


Ely Valley Lighting Co., Ltd.—Capital, £5,000 in £1 
shares. Return dated September 24th, 1914. 3,471 shares taken up; £3,468 5s. 
paid; leaving £2 15s. in arrears. Mortgages and charges, 880. E 


Wardle Engineering Co., Ltd.—Capital, £5,000 in £1 
shares (2,000 pref.)." Return dated July 29th, 1914: 9,885 ord. and 1,390 pret. 
shares taken up. 64,015 paid; £200 considered ‘as paid. Mortgages and 
charges, nil. { . А 


Maud & Turner, Ltd.—Particulars of £4,000 debs., created 
December 30th, 1914, and secured by trust deed dated January Ist, 1915, filed 
pursuant to Section: 93 (3) of the Companies (Consolidation) Act, 1908, the whole 
amount being ‘now issued. , Property charged : The company's undertaking and 
property, present and future, including uncalled capital and land with Persever- 
ance Werks, at Half Mile, Thorn, Halifax. Trustees: Harriet Maud and Е. 
Booth. et : 


General Accessories Co., Ltd. ( 104,464).— Capital, £3,000 
in 1,580 six per cent. pref., 820 five per cent. pref., and 500 ord. shares. 
Return dated August 28th, 1914 (filed Nov. 12th). All shares taken up. 451,580 
paid; £1,420 considered as paid. Mortgages and charges, nil. EE 


ix 2 | 
Electro-Mechamical Brake Co., Ltd. (98,276) .— Capital, 
£20,000 in 2,500 six per cent. cum. pref. and 17,500 ord. shares of £1 each. 
Return dated October 9th, 1914, 987 pref. and 16.317 ord. shares taken up; 
Д1 per share called up.on 987 pref. and 10,282 ord.: £511,369 paid; £6,035 con- 
sidered as paid on 6,085 ord. Mortgages and charges, nil. 


Frinton-on-Sea and District Electric Light and Power Co., 
Lid. (70.689).—Capital, £510,000 in 2,700 ord. and 73.000 pref. shares of £1 
each. Return dated October 8th, 1914. 1,376 ord. and 5,125 pref. shares taken 
up; £6,501 paid. Mortgages and charges, £6,000. niu: 


CITY NOTES.. 


Tata Hydro-Electrie Power Supply Co., Ltd. 


THE Englishman states that Sir D. J. Tata presided at the 
annual meeting on December 3rd. He referred to the doubts 
ànd fears about the scheme in Ње fotm of bazar rumours, 
and in order to remove them read a report by Mr.. Joyner, 
the Company's Hydraulic expert. Mr. Joyner states that the 
dais are twice as strong as Kharakwashla dam, ten jnles from 
Poona, Which was built forty-six years ago and which is still 
absolutely sound and has never shown any tendency to be 
otherwise. The water supply too is expected to be better than 
was originally anticipated for whereas the estimate was that 
62 per cent. of the rainfall would be collected during the past 
two monsoons, it has been found that the proportion running 
off the catchments is 80 per cent. in addition to which the 
cóol surface of the lakes condensing damp air has caused 
heavier rain to fall on them. The ducts and forebay are 
described as “eminently suitable for their purpose in every 
respect” and the ducts will carry sufficient water to give 
100,000 e. h. p. | 

Sir Doras, referring to the future of the company, roughly 
estimated that 160,000 н.р. would be required to meet the 
demand of Bombay, but as the full capacity of the present 
lakes could not possibly meet such demand it was resolved 
lo find out a suitable site near Bombay, possessing advan- 
tages similar to those of the present scheme. Mr. Gibbs, 
general manager, has been successful in discovering other 
valleys in the Ghauts. With the sanction of Government 
Survey parties have been at work. The whole problem is 
being considered by expert advisers. | 


Llandudno and Colwyn Bay Electric Railway, Ltd, 


THE directors' report for the year to November 30th, 1914, 
states that the profit after providing for operating and ad- 
ministration expenses and interest on debenture stock, 
amounts to £5,144, plus £919 brought forward. There has 
been applied in providing for. sinking fund instalment, due 
Janüary, 1915, £1,475, and in writing off discount on 
debenture stock issued during year £50, leaving £4,538. 
The directors recommend a dividend at the rate of 4 per cent. 


per annum (payable, less income tax, on January 30th, 1915), 


absorbing 43.976, carrying forward £562. | 
e traffic receipts show a decrease of 42.039, which is 


entirely due to the interruption of the holiday season con- 


quent upon the outbreak of war. the receipts up to that 
period slightly exceeding those of the previous year. The 
receipts since the close of the financial year have been fully 
Inalritained. NE А; 

Thy sinking fund in connection with the debenture stock has again been 
proxided out of the revenue for the year, and the directors consider that this 
provision is sufficient to meet depreciation. The extension to Old Colwyn is 
тк being carried out and will be completed in a few weeks, The doubling of 
Are track {гет the erd of Mostyn Avenue to St. John's Chapel in Llandudno 
Жах curri]. out during the year, and it is satisfactory to record that this work 
Wes carried out without seriously handicapping the working of the system. 


— Ó— — 


Reduction of Capital.—TRNRRS & MANVILLE, LTD. 

D REDUCED).—A. petition for confirming the reduction of the 
capital from £50,000 to £39,994 has been presented. and is now 
pending. ‘List of ‘creditors of the company is to be made out 
for February 17 ttb. ee ош 


Companies struck off the Register.—The following 
companies have been struck off the Register, and are accordingly 


digsol ved: 


Automstic Glass Blowing Patents Syndicate. 
Automatic Weldless Ohain Co. Е 
Aaxiliary Power Co. | К. 
рор» Stortford and Stansted Electric Lighting Co. 
British Eléotrió Light Wiring Co. 
British “ Rver-Reaq y Electrical Co. 
Burkel Tram Rail Syndicate, 
Oauricedale Anti-Friction Metal Syndicate. 
Concentric Condensers, 
Cumberland Power Syndicate, | | 
omic Furnaces. 
Metals Finance, ' 
National Automatio Fire Alarm Co. 
; Paste ge Corwen and Bettws-y-Coed Light Railway Co. 
Positive Rotary Pumps. 
` Technical Advertising. - 
~ Peaption and Power Agency. 
„ Woltram (Tungsten) Byndicate. 


Sydney Electric Light and Power Supply Cor: 


` poration.—<According to an Australian paper just to hand, this 


company is reporting on the four months ending October 31st 
last, states that the new business continues satisfactory, and that 
daring the period mentioned there has been an increase of 825 
consumers, The profits for the four months amounted to £8,122, 
which, after paying a dividend at the rate of 7 per cent. for the 
period, and deducting £468 as portion of debenture flotation ex- 
penses, left a balance of £3,667 to be carried forward. Consumers 
have increased at the rate of nearly 40 par cent. per annum. After 
allowing for the interest payable on the first and second debentures, 
the balance of profit would be sufficient to pay roughly about 2 
per cent. on the shares issued, but the directors have adopted а 
conservative policy, and are only paying the usual rate of 7 per 
cent. per annum. | | Е | 


Victoria Falls and Transvaal Power Co.—The 
Financial Times states that а circular has been issued to the share- 
holders of this company, stating that business since the last 
report has continued to make satisfactory Progress, the war not 
having interfered with the undertaking in South Africa. The 
amount of power now being delivered shows an increase over that 
of June last, That is reflected in profite, which show a steady 
iricrease since the beginning of last year. In connection with the 
eréction of new plant at Brakpan, the first extension set will be in 
commission within a month, and the second set will be available 
for service two moaths later. Fresh demands for power require- 
ments are being received, ` Ron 


Electric and General Investment Co., Ltd.— The 
directors announce, says the Financial Timex, that as they consider 
it advisable during the continuance of the war to conserve cash 
resources they do no propose to pay any interim dividend on the 
preference or ordinary shares. t | 


Direct United States Cable Co., Ltd.—Interim 
dividend 2e. per share, less income-tax at 2s, 1d. in the £, (being at 
the rate of 4 per cent. per annum for the quarter ended December 
31st, 1914), is payable on and after 31st inst, . 


Stock Exchange Notice, — The Committee has been 
asked to allow the following to be quoted in the Official List :— 


London and Suburban Traction Co., Ltd.—£850,000 5 per cent. A 
Debenture stock, S : : 


Kaministiquia Power Co., Ltd.—Dividend 1j per 
cent. on the commoh stock for the quarter ending January 3 ist. 


Rio de Janeiro Tramway, Light and Power Co., 
Ltd.—A dividend of 14 per cent. is announced. : 


Sao Paulo Tramway, Light and Power Co., Ltd. 
—A. diyidend of 22 per cent. is announced, . | 


Westinghouse Brake Co.. Ltd.—A dividend at the 
Tate of 20 per cent, per annum for the half-year ended December 
91st is announced. ` | "E | 


— 
в | Q 
: STOCKS AND SHARES. i 


| Tuesday Evening. 
Stock Exchange fears, which assumed so bulky a shape when 
the Treasury requirements for reopening the House became 
known, have already begun to fade away now that the actual 
conditions of working show them to be less terrifying than 
they appeared in prospect. In spite of the fact that all specu- 
lation 1s stopped and that business is confined purely to invest- 
ment orders, inarkets find a fair amount to do; while the 
advantage of being able to deal under shelter, and with dry 
feet, is certainly one that appeals in the wet weather that is 
not unknown in London these days. 

What the papers call the release of the January dividends 
brought a certain amount of money to the stock markets. The 
most popular security of the moment is the War Loan, and, 
this apart, interest continues to centre mainly upon gilt-edged 
securities. It is a matter of no little astonishment to find how 
keen is the demand still for all kinds of electrical debenture 
stocks. Shares fluctuate : they have their weeks of favour and 
disfavour with the public, but for the higher-grade issues the 
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demand is constant and insistent. Buyers of course think 
that they ought to get stock a great deal cheaper than the 
prices at which it is offered, and disappointment still lingers 
that the war should have produced so few opportunities for 
bargain-hunting. Remains, however, the fact that most shares 
-—and our list of electricity supply descriptions illustrates this 
сап be bought considerably cheaper than before the outbreak 


of war, when, it must be remembered quos tione had already . 
t 


suffered a severe shrinkage because of the abnormal financial 
conditions that prevailed for weeks before the storm actually 
burst upon Europe. 

The last few days have been noticeable mainly for further 
advances in Home Railway stocks. With dividend declarations 
so near at hand, and with all dealings for cash only, the bears 
. have had an uncomfortable time, their anxiety not being 
lessened by the readiness with which small investors are buy- 
ing odd lots of the best-known stocks, Why the electrical 
railway issues should have been overlooked it is difficult to 
suy. ey are likely to have their turn before long; and a 
recovery in Underground Electric income bonde and shares is 
an indication that this group is not without friends. 

London and South Western 5 per cent. preference stock, 
issued to pay for partial electrification of the system, is well 
held at 108: but Metropolitan preference continues at a small 
discount. Work on the London and North Western electrifi- 
cation scheme seems to have been largely checked, no doubt 
in consequence of the war. There was great activity to get 
the new station at Chalk Farm finished before the autumn, 
but present operations are being carried out on a much smaller 
scale, the mpany's men no doubt being required for 
handling the troop-traffic, and being denuded, of course, by 
the hundreds who have joined the colours. | 

The St. James’ Electric Supply is usually the first of the 
electrical companies to declare its dividend, though chased 
very closely by the Westminster, and followed shortly after 
by the Brompton and the others in the London group. The 
question before directors at present probably is whether they 
shall deplete reserves and pay the same dividends as a year 
ago, or whether they shall distribute smaller payments and 
keep up the appropriations. Last August, it may be recalled, 
the tendency was 1n the former direction; and the boards will 
. now have to shape their policy according. to their views with 
regard to the duration of the war. The uncertainty prevail- 
ing on the point no doubt has something to do with the con- 
tinued quietude in the share market. It will be seen from 
the following prices how trifling the changes are:— : 


Home Execraicrry Compamizs, 
Mesa prios: Jan, 12, 1915. Rise or fall 


Jaly this week. 
Brompton Ordinary .. ..  .. .. Ob & + 
do. 7 percent. Pref. Vs v eirca 
Charing Cross Ordinary x ux +3 
do. do. до. 44 Pref. .. - 4 = 
do. d^. City Pref. .. “a — 4 4 - 
да. 4 Deb, oe. oe ee oe 9! М + 1 
Chelsea .. .. T T .. — 4 43 — 
do. 43 Deb. ев ee ee ea 96 + à 
City of London M e d$ .. 16 143 — 
do, do. 6 vor oent. Prel... 184 = 
do. до. 5 Deb. oe ee ae 1004 114 — 
do. до. 4$ Оер. .. v ЧЕ = 
County of London .. x ©» .. 12 11 = 
do. до, брег cent, Pref. .. 12 11 + $ 
do, до, 18% Deb... ха we d 29 pee 
Е ао, ya Б Ое es * 1l А 99 = А 
ensington Ог ту E tg - 
London Electric ..  ..  .. 15 li = 
do. do. 6 per cent. Pref... 5 - 
do. do. 4Deb.  .. us ks e 
Metropolitan .. .. .. .. - ' +b 
do. 43 per cent. Pref. .. с 4 d 
do. Deb... .. ..,.. 97 91 — 
do. Deb... ^ " .. 83 81 uis 
Bt. James’ Pall Mall ee ee ee 98 9 — 
do. do. do. 7 per cent. Pref. 7 ant be 
do. do. do. 98% Deb... ae 850 + 
Routh London . 9 ee ee ee ee 8 B =e 
South Metropolitan Pref. .. Vs = 1 1 = 
Westminster Ordinary А "x is — $ 
А do, 43 Pref. oe с ee ee ee 43 — 
TELEGRAPHS AUD TELEPHONES, 
Ап le. Am. Tel. Pf. ee ee ee ee 1 — А 
е d^. Det. ee ee oe 280 p — 
Chile Telephone xs 1 7 11 
Con; tantinople Tel. .. S: i s 4 4 — 
Са Rab. Ord. ae ex 23 к * = 
do. Pt. "ve ee ee .s 1 Lnd 
Eastern Extension .. А 1 1 +1 
do. 4Deb. .. ts ©з 9T 9 == 
Easte -n Tel. Ога. .. us a .. 180 193 +1 
до, 94 Pl. s is OT 1% +1 
d^. 4 Deb. à Я 6 95 eis 
Globe Tel, and T Ord. 11 15 = 
do. Р... г И ds 1 12e — 
Gt. Northern Tel. aes БЕ .. 82$ 98 = 
Indo-Baropean si a æ. .. O 67 —1 
Maremi.. |... .. e. 0e. 1H 148 + £5 
New Tork Tel. 44 .. .. .. .. IML 964 +4 
Oriental Telephone Ord. .. .. - 244 9 — 
do. Pf. ee ° lsg Du — 
Tel. Egypt Deb. ie Um 28 vs 98 97 + 
United R. Piate Tel... vs d 5% Н 6 = 
до. Pf, е ie ee b — 
West India and Pan. s e 45 ) 1 = 
Western Telegraph .. .. .. .. |] 1 +3 
do, 4Deb. .. Р = 
Home Rams, 
сезин oncon, Ord. Assented .. x m n -— 
etropolitan .. es = T x + 
Underground Hlectrie Ordinary `` ү r if 
ectric — 
do. "VAM". a 1/6 ef. — 
do, Inoome 88 80 *1 


Fonnion Талма, &0. 


Mean price. Jan, 12, 1915. Rise or fall. 
week, 


sens êi aa ig i this 
Anglo-Arg. Trams, First Pf. " — 
do. "and Pf... : 4 Н; me 
de di Deb 853 90 = 
0. • [ — 
do. 6 Deb. 96 89 — 
Brasil Tractions s 06 88 + 
Bombay Electric Pf... 1 104 — 
Mexico Trams.. MUS NN . 10 45 — 
do. 5 percent. Bonds .. 84 70 — 
is 1 A 6 per sont Bonds .. те. 65 — А 
elaide Sap. r cent. я + 
do. 2 ре; Deb. .. 104 ха, — 
MaxvrACTUBIMG COMPANIES. 
British Westinghouse Pref, 1 1 — 
do. Ded. ee 74 73 — 
do. бр, lien . nj +4 c 
Callenders .. bu и п — 

. Е + 
Castner кїїгє 95 . к 28 — 
. oly ond 125 E — 64. 

0 0. woo 
do. do. 3 Deb. 6:3 60 — 
E‘eatric Cons.ruction ў 11/- + 1/- 
do. do. t. 1 — 

Gen. Eleo Pf. ee ae ee ee 103 10 == 
Henleys ee os os ae oe 15 18 — 
do. 4 Pref. 5 б + i 
do. a ‘Deb. ae ee ee . ә 1003 97 тт 
India-Rubber “ee se se ee 9 93 — 
Telegraph Con. ss А ae 394 — 


It will bé noticed that Edison & Swan shares have given way 
a little after their drive up, when the price went to nearly 
lis. The reaction is due to the disclaimer issued in semi- 
official manner as to the'company being largely engaged in 
work for submarines. The fully-paid shares are unchanged 
at 24. Electric Constructions are better at lls., standing now 
higher than they did when war broke out. The manufacturing 
shares of the Telegraph group are very firm. | 

Telegraph securities themselves are remarkably quiet. There 
has been more demand for Eastern ordinary, while Eastern 
Extensions, at 191, are the fraction higher on the week. The 
Anglo-American group is steady, and the reception accorded 
to Sir Edward Grey’s re y to the United States’ protest on 
the subject of contraband has been sufficiently favourable to 
cause general satisfaction. Marconis, after being 1§ buyers, 
developed a slightly duller tone. American Marconis rose to 
lls., but reacted to half-a-guinea; Canadians remain in the 
neighbourhood of 4s. 6d. a 

Brazil Tractions are better at 58, regaining their previous 
fall. A number of enquiries have ached the market as to 
whether there is any premium to be obtained on the new Cal- 
cutta Electric Supply ordinary and preference; but in view of 
the very slight difference which exists between the old and 
new, taking the two together, there is no profit at present for 
the applicant. The rubber market is better, thanks to Sir 
Edward Grey’s promise to raise partially the embargo placed 
upon exports to the United States. The armament group has 
no feature to render it conspicuous. 

Last Sunday, by the way, the special constables of Wimble- 
don, Fulham, Barnes and other places received peremptory 
orders, as they were finishing their dinners, to proceed at once 
to their points of duty; and power stations, being regarded 
as amongst the most vulnerable points, received rapid rein- 
forcemente from those whose afternoon nap was thus rudely 
disturbed. The occasion for this call was, of course. the appear 
ance of German aircraft on the French coast; and the R.N.V.R. 
men, who are in charge of searchlights and guns, spent several 
exciting hours in watching for the enemy from the high 
points round London. Reservists and Special Constables were 
happily disappointed, but the false alarm has revived the pre- 
vious anticipation of visits from alien air-craft. 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Month | Reoeipts for 2 
Locality. ended the S$ 
(4 wks.) month, Zè 
4 4 
ath ee | ° an. 6 9,917 те 114 1 
Blackpool-Fleotw'd „ 9| 1,846 5 1 
Bristo is T » 8 | 87,182 *4,081 | 1 
Chatham and Dist. „ 7 | 4,018 |+ 867 1 
Dublin 2s € н 8 158,540 1 2,268 1 5,891 
Cork ee ee ee De m 3250 + 15 1 459 
Hastin ake Ен o. = $3 "e 
Lancashire United | Jan. 6 6,891 — bi 1 1,779 
Llandudno-Col. Bay * 1 694 7 61 4 694 
Tyneside .. . | Dec. 50 8,087 |+ 87 | 97| 16,106 
lo-Argentine .. | Jan. 7 alk, 217 |—82,£9 52,790 
Ausklianck . Pes. 18 20.414 72,163 


Kalgoorii W.A... | Sept. | 9,864 
or е, «Фо eo 6 * ? 
Montevideo. Dec. | 98,606 |—4,705 


Dublin-Lucan Riy. 


28,980 
44,441 
55,686 


~ ec & 


186 
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-—« =— ooo om 


— 


—— — — — — — — — ЕР 


Vol. 76. Мо. 1,938, January 15, 1915] THE ELECTRICAL REVIEW. | 91 


NOTES ON SWITCHBOARD ARRANGEMENT 
AND EQUIPMENT. | 


[COMMUNICATED. | 


At one time it was customary to regard switchboards and 
their equipment as a nuisance— neces:ary but distinctly 
parasitic, and quite fitly to be placed in any odd corner, tco 
small, or otherwise unsuitable, fur any other equipment. 
Often the boards were much whited sepuichres, archi- 
tecturally ornate and resplendent in marble and brass, but 
covering & multitude of faulty points in construction or 

Some of the defects involved only inefficiency ; 
others actual danger to life and property. Painful ex- 
perience, more frequent in its occurrence as working 
pressures increased, compelled attention to this matter and 
brought home the fact that the switchboard is the vital 
link connecting the generating and distributing systems, £0 
that comparatively trivial switchboard defecta may easily 
suspend supply over a more or less extensive area. Recently 
switchboards and gear have been accorded respect befitting 
their importance, but even in modern installations defects 
in design and arrangement are found which are particularly 
objectionable and dangerous when, as often happens in 
industrial service, the board is under the control of a more 
or less unskilled attendant. 

Frequently one finds a switchboard placed in a gallery 
“ affording a clear view over the engine room " (аз the text- 
bocks have it) when there is really no justification for this 
costly construction. In small stations of the one-man type 
the switchboard attendant (who probably enjoys the title of 
“ engineer-in-charge,” in recognition cf the fact that he does 
everything that needs doing) is near enough to the engincs 
to tell by sound what is happening to them, and that much 
more easily and certainly than he could tell by eye when ina 
gallery ; and should he have cause to leave the board hurriedly 
to attend to the епріпкв, it is a distinct advantage to have 
no steps to descend. In larger works, actual supervision of 
the engines from the switchboard is necessarily very super- 
ficial. Separate engines and switchboard staffs are required, 
and intercommunication by signals can be cffected as 
easily from a floor board as from a gallery. Iu stations of 
either of the above clas es a lofty gallery is an uunecissary 
and inconvenient expense, but the switchboard may well be 
mounted on & platform not more than two or three steps 
high; this arrangement improves the look of the station, 
permits the board to be conveniently railed с, and 
undoubtedly exercises some occult effect in emphasising the 
importance and sanctity of the board. In large modern 
stations of the high-tension type, а switch gallery is almost 
compulsory, owing to the depth required beneath tke 
operating platform for cable races, transformers, and oil 
switches, &c. 

In such stations remote control of engine or turbine 
valves is usually provided on the switchboard ; the switch- 
board attendants work only on the board itself and find full 
employment there, and by the switchboard gallery over- 
hanging the turbine aisles, space can be frequently saved as 
compared with the space required for ground level boarde. 
Some of the low-tension boards controlling local and auxiliary 
circuits can still be placed advantageously on the walls of 
the engine room at ground level. The prevailing tendercy 
is to separate generator, feeder, and section panels (to limit 
70 scope of damage), while providing central remote control 
or all. | 

In the latest and largest power schemes there is an 
increasing tendency to locate the main switchgear in 
a building distinct from the power house itself, even 
going the length of providing a separate switch house for 
each generating anit in a large overland scheme. By such 
isolation the risk of wholesale interruption of supply due to 
cable and switch fire is much reduced, and the task of 
isolating and extinguishing a fire is greatly simplified. 
All pretence at direct engine room supervision from the 
switchboard is abandoned, and a complete system of signal 
telegraphs and remote control apparatus is arranged. | 

Simplicity in any switch installation is an invaluable aid 
to security, for the risk of trouble increases far more rapidly 
Шап the number of pieces of apparatus and component 
parts on the board. High-tension boards and switchgear 


can and must be interlocked very completely, but there is a 
tendency to overdo the automatic features and *'fool- 
proofing" of industrial switchgear. In some directions 
foolproofing engenders or encourages carelessness, and even 
deliberate misuse of apparatus in order to see the automatic 
features work. Broadly speaking, safety and reliability are 


. best assured by & minimum number of automatic features, 


all the expenditure permissible being devoted to making 
these and the fundamental components of the switchgear of 
the best material and design. The use, on metal parts 
behind boards, of insulation which might be inadequate 
under any circumstances, is inviting trouble; the metal 
concerned had far better be left bare and protected by a 
mechanical screen, or left obviously dangerous, or earthed, 
according to circumstances. Bare conductors behind the 
board reduce the risk of fire to à minimum. Asbestos is a 
flame-proof covering, but ore which is apt to form a 
good wick for burning oil. Bare conductors must be 
so supported that they cannot be deflected dangerously 
by the enormous mechanical forces set up by sbort- 
circuit in à modern station. Portable electrostatic live wire 
indicators of the electroscope type should be usd regularly 
by men handling h'gh-tension switchgear and leads; 
naturally, the instrument thould be of first-class design and 
construction, or it will introduce more risks than it will 
remove. Doors in the side or back of the enclosure behind 
the board should be on permanent hinges or slideways 
wherever possible, and should be interlocked with the main 
switches in the section to which they give access. If the 
doors be of the hang-on panel type, they should be entirely 
of insulating material w.th completely insulated reinforcc- 
mert, if any, ctherwise they are likely to cause disaster by 
coming in col. tact with live parta. 

Low-tension, no less than high-tersion, switches should 
be mounted with all live parts behind the board, and only the 
insulated handles in front ; safety and good appearance are 
thus alike secured. In the past, on many boards, pal ticularly 
of Continental origin, live paris on the front of the board 
have been covered by shields of fibre or papier mâché com- 
position, easily damaged mechanically, and subject to rapid 
deterioration by damp. Such construction is unsightly, 
unsafe, and altogether false economy. In multipolar 
switchgear, with mechanically coupled phases or poles, the 
coupling-piece should be exclusively of insulating material; 
if it has a metal core, damage t» the insulation will probably 
cause a dead short. | 

The design of oil-immersed switchgear can hardly be said 
to have kept pace with the revolutionary increase in power 
of generating sets and pressures of generation and distri- 
bution ; the distance between live parts is often insufficient, 
and the total volume of oil in the box inadı quate to prevent 
overheating. Switch parts should be as light as is consistent 
with strength, so that acceleration is a maximum for a given 
operating force, and there is advantage in using a mechan- 
ism which gets into motion before the actual break cccurs. 
The containing case should be very strong and fitted with 
a relief valve, and the cell within which the switch is placed 
should be of fireproof construction and provided with a 
drain carrying away oil in case of fracture cf the switch- 
box. Generator swi'ches rhould usually be non-automatic, 
but have overload alarms operated by a current transformer ; 
also a'arms operating in case «f abnormal oil heating. On 
important lines it is not extravagant to provide two 
switches in series, particularly if fitted with automatic 
gear, or if used very cften or very seldom. Each switch 
is fitted with a bridging isolating switch, the latter being 
closed across the main switch which is held in reserve at 
the mement. Wherever oil switch or other oil fires are 
liable to occur, plenty «f sand should be kept handy, and 
smoke helmets should be provided, for without the latter 
it is often impossible to reach the seat of conflagration. 

The large generating sets now employed, and the low 
reactance of generators and transformers commonly adopted 
for the sake of good regulation, result in enormous short- 
circuit energy. It is doubtful whether any practicable oil 
switch can deal unaided with the conditions which may 
arise in a large modern station, and the alternative to sec- 
tionalising, so as to limit the short-circuit energy available 
behind any one switch, is to use two switches in series, or 
one special] switch, so that supplementary reactance is 
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inserted automatically before the main switch opens. Earth- 
ing the neutral cf three-phase systems is desirable so long 
as steps are taken to limit circulating currents during normal 
operation and to provide low-resistance earthing when really 
required. Тһе use of switching-in or charging resistances 
is now common in all high-tension installations, and is 
particularly desirable when connecting circuits of high 
inductance or capacity. Without this precaution dangerous 
resonant cable surges may occur, and special insulation of 
motor and transformer end coils becomes necessary.- The 
practice of running up a machine with its cables connected is 
of limited applicability, is crude, and by no means free from 
risks. Periodic testing of network insuiation is a necessary 
and universal practice, but any method or instrument which 
gives graduated warning of the imminence and aggravation 
of faults is specially valuable. The telephone of a phasa- 
phone, for instance, enables one to listen to the charge and 
discharge of a condenser connected between line and earth 
through a suitable resistance ; irregular or incipient defects 
cause variations in the telephone note. Any measures 
leading to the prevention of faults are particularly valuable, 
since they not only prevent the first interruption of service, 
but save a further whole crop of trouble. Most central 
station statistics show that breakdowns occur in groups. 
The first serious breakdown causes surges which strain or 
even puncture insulation in other parts of the system; 
static discharges occur when working is recommenced, and 
а power discharge soon follows. Once started, there is often 
quite a long train of serious breakdowns at short intervals. 

Instruments of the flange type with body sunk in the board 
are neat in appearance, easily cleaned and easily read—all 
advantages of special importance on large boards, and more 
than compensating for the extra cost involved. Classification 
of instruments by case diameter is obviously illogical, since 
the scale is quite likely to be smaller and less clear though 
the case diameter be larger. It is much safer and more 
definite to specify either the scale length or, what amounts 
to the same thing, the pointer length and maximum 
angalar deflection. Sach a basis is equally applicable to face 
and sector instruments of all types. Апу instrument to be 
mounted above eye level should have at least 6}-in. scale 
length (or, say, 90° deflection of a 4J-in pointer); the 
advantages of modern long-scale instruments are well known. 
The merits of induction type instraments for alternating- 
current working include long-scale and all-glass front 
showing fall pointer length. These instruments are simple 
and strong, and can be repaired by an ordinary meter 
adjuster. Their frequency error is high, but this is of no 
importance in a turbine station; the temperature error, 
which would be a more serious matter, is capable of close 
compensation. 

The elementary precaution of placing all series and regu- 
lating resistances so that convected heat does not reach 
neighbouring instruments is often neglected, naturally to the 
prejudice of instrument accuracy. Errors due to this cause 
cannot always be detected even by in situ tests, for the 
offending resistances may be cool at the time of testing. 
Irregular operation of fases is often traceable to their being 
mounted with similar disregard for the neighbourhood of 
regulating resistances ; if the fuse is proportioned to carry 
a certain current when the resistance is hot, the circuit is 
inadequately protected when the resistance is cold. Induc- 
tion from heavy current cables six or seven inches away 
often causes quite serious instrument error. 

Instrument change-over switches placing instruments in 
various circuits or across various shunts are often built so 
ligbtly that they give trouble by imperfect contact or, what 
is more serious, cause short circuit by mechanical fracture. 
The back contacts of thes? and other switches should be 
fully accessible and not covered in by bus-bars or other 
apparatus. For calibrating purposes it is often desirable to 
connect standard instruments temporarily in circuit without 
interrupting operation, and to permit this with minimum 
trouble and risk, special terminals should be provided on 
isolating switch or fuse blocks in the first place so that, the 
current winding being connected, it remains only to open 
the bridging switch or fuse. 

The frequency in modern turbine stations is practically 
constant, but not infrequently is lower than standard, owing 
to weakening of the control in the tachometer or other 


instrument used. A frequency meter switched in circuit 
only at intervals to check the regularly employed tachometer 
is & useful precaution. There is rarely need for a registering 
frequency meter, but the use of recording volt and watt- 
meters is in the interests of efficient working and super- 
vision. Н is a small matter to planimeter wattmeter records 
to save the use of watt-hour meters if both are not desirable 
for any reason ; and the wattmeter record is very useful in 
distributing generator and feeder connections and settling 
tariff problems. Volt and wattmeter records are useful, too, 
in detecting and discriminating faulty conditions; for 
example, branches touching overhead lines cause smaller 
fluctuations than fallen wires or insulator defects, and 
imperfect contacts such as often occur in open-air high- 
tension isolating switches, cause violent fluctuations on volt- 
meter records but little on wattmeter records. 

The design of good instrument transformers is now 
generally underatood but not always practised. For trip 
coils and relays, accuracy of transformer ratio and phase are 
of minor importance, but for use with measuring instruments 
very light portable transformers are generally unsuitable. 
In large systems, transformers with small primary capacity 
may be destroyed by the mechanical forces set up during 
short circuit ; specially heavy design is essential, and the 
secondary load should be as light and constant as pcssible, 
to secure highest accuracy. Often an installation can be 
cheapened and simplified by using one transformer for several 
instruments; the transformer should be designed liberally, 
so that an extra instrament can be connected to it at 
any time (the possibility of so doing will often be of great 
practical value). A single current transformer may supply 
а number of watt-hour meters, but should not be connected 
to other apparatus as well. Not infrequently it is neglected 
to earth the secondary measuring circuit, or otherwise make 
it impossible for the low-tension circuit to become live“ 
with high-tension current. A danger equally fatal and 
more serious in that it exists under ordinary working con- 
ditions if not safeguarded, is that of generators and leads 
being kept alive after the main switch is opened, by 
indaction through synchronising transformers. The obvious 
remedy is to place an isolating switch ahead of all potential 
transformers, interlock ng this switch with the main circuit 
switches. Besides fusing the primary side of voltage trans- 
formers, low-tension fuses should be placed in the secondary 
circuit to protect against incorrect connection, incorrect 
earthing, or short circuit, in leads or instrament. All 
instruments connected directly to bus-bars or mains should 
be fused, for the same reason. ' 


AUTOMATIC PROTECTIVE SWITCHGEAR 
FOR AUTOMATIC CURRENT SYSTEMS. 


Ву E. B. WEDMORE, M. I. E. E. 


(For abstract of paper read before the INSTITUTION OF 
ELECTRICAL ENGINEERS, see ELEC. REV., р. 37.) 


DISCUSSION IN LONDON. 


Mr. C. H. Merz said that all these devices had been deve- 
loped as the result of experience, which had shown the need 
of them. On the North-east Coast they were deeply interested 
in the matter as a commercial question. They had many long 
transmissions, and the system had naturally developed into 
a series of interconnected ring mains, supplied from sub- 
stations with attendants; in order to maintain continuity of 
supply in the event of a fault occurring, they had to have 
automatic apparatus that would cut out the faulty cable, 
no matter which way the current flowed. The result was the 
development of systems of protection. The conditions were 
different in the United States, where the distribution was 
largely by direct current through rotary-converter sub-stations ; 
radial feeders were laid with each sub-station, and attendants 
were employed, so that ordinary overload devices were suffi- 
cient. In this country the tendency was to supply important 
consumers with three-phase current through static trans- 
former sub-stations, hence the necessity for selective devices. 
The real question was not the cost of a particular piece of 
apparatus, but whether 16 was possible to improve the lay-out. 
by using it and thus save perhaps 100 times its cost. 

Mr. Н. W. CLOTHIER said that the paper contained the 
condensed results of twenty years’ work. It was dithicult 
to induce the users of cables to think out the problems in- 
volved and to become themselves " selective.” It was import- 
ant to consider the case of T mains, as at J in fip. 1. 
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Core-balancing on switchgear had been adopted extensively 
four years ago, and at least 100 circuits, to.his knowledge, 
were protected with it to-day. Messrs. Merz and Price them- 
selves did not fully realise the value of the system at first. 
He did not like the balanced relay system as applied to the 
case of parallel feeders; with regard to interlocked reverse- 
relays, he agreed with the author, and was surprised that 
they were still specified. Systems of protection of parallel 
feeders had a tendency to open the wrong switch in_ the 
event of a fault on open circuit, and they were useless where 
there were T mains; the situation might be saved by the 
split-conductor system. He agreed with the author's con- 

usions regarding the split-conductor system for feeders; it 
was new to the public, but over 100 miles of cables and over- 
bead mains were protected by it. On a system of some 50 
miles of cable, it operated 40 times in the year, and о опсе 
had it failed; on that occasion the system was not to blame, 
the failure being due to a fault in the mechanical construction. 

Mr. A. M. TAYLOR regarded the subject from the point of 
view of the switch-gear engineer in & municipal undertaking. 
Referring to the author's conclusions, under (a), the remedy 
which the author gave for the protection of all closed feeder 
circuits was a split-conductor system, but unfortunately in 
municipal work that was of no assistance in regard to exist- 
ing feeders. They had to deal with feeders running from 
a generating station to numerous sub-stations, in many of 
which were rotary converters. These feeders were mostly run 
in triplets, but occasionally in pairs, and sometimes in sets 
of four, throughout the city, and the author's suggestions 
in regard to closed feeder circuits, which these were in some 
cases, did not help them because they could not.rip up 
these feeders and put down split-conductor arrangements. 
Neither could they throw two existing feeders together under 
one switch and call them a split-conductor arrangement, 
because that would have the disadvantage that both feeders 
would be thrown out of gear for а fault on either of them, 
and they would be worse off than at present. With reference 
to the author's arrangement of overload relays, in which the 
relays operated with the load current plus the fault current, 
or rather a sub-multiple of it, the author did not mention, 
except incidentally, the fact that it was not necessary in 
the case of every fault, say for instance one three-quarters 
of the way along one of the feeders to the sub-station, that 
the current to the fault should return from the sub-station. 
In fact it was purely a question of the relation between 
the load current and the fault current and the potential of 
the feeder at the point where the earth occurred that deter- 
mined whether the current should flow back from the sub- 


station bue-bars to the fault or whether the faulty feeder. 


should carry the load current past the fault on to the sub- 
station. The author had impressed upon them the desirability 
of cutting down the amount of fault current by the insertion 
of a high earthing resistance in order to reduce the shock 
to the system. To whatever extent they reduced the fault 
eurrent, to that same extent they made the apparatus unre- 
liable and introduced the possibility of the wrong feeder being 
pulled out. In fact the system would be the more reliable 
the bigger the fault current which was allowed to flow. On 
the other hand, one great virtue of the author's overload 
interlocked arrangement was the fact that if a short circuit 
developed between phaees on any feeder (or apparatus con- 
nected with any feeder) the faulty feeder was instantaneously 
cut off without waiting for any overload relay to operate. In 
a case where four parallel trunks ran between two generating 
stations, that wae practically an interconnector consisting of 
four parallel trunks, he did not see why an arrangement 
consisting of a core-balancing transformer at each end of 
the four trunks operating in each case on an independent 
relav, eupplemented by overload relays on each phase of each 
feeder in the ordinary way as a stand-by, should not be a 
quite satisfactory solution; it would be very simple because 
the feeders were already equipped with overload relays and 
the core-balancing transformers could be added round the 
feeders without introducing any further element of weakness. 
It appeared to hun that where there were four feeders in 
parallel, no matter on what part of any of these feeders the 
fauit might occur, there must always be three times the 
fault current through the sub-station relay on the faulty feeder 
that there wae through the relays on any of the other three, 
Which should sufficiently discriminate between them, the 
sub-station end of the faulty feeder only being pulled out. 
Directly this was done the generating station end would follow. 
Since the arrangement was absolutely reversible it did 
not matter which was the generating end and which was the 
sub-station end, the generating end at any instant being 
always understood to be the one from which energy was most 
likely to flow to the fault. 

Mr. Waters described a new balancing relay system which 
permitted Т connections to be made off one of two cables; 
he also described an automatic reverse-current device, with 
the aid of diagrams. 

Mr. A. G. Соплзв said that the author used the term“ in- 
ztuntaneoug.“ but actually a relay took 0.4 second to operate, 
and the switch 0.6 second to open, making a total of one 
send: hence the circuit was not interrupted until an 
appreciable rise in the current took place. The author's 
Teverse-current was 180 degrees out of phase: what would 
be the effect of a current 90 degrees out of phase? It was 
stated that fuses had no discriminating value, yet they were 
6bowo in one of the figures. 


Mr. H. BRAZIL inquired as to the cost of the split conductor 
cable, and the method of jointing such cables, and referred to 
the thickness of insulation between the two cores, which might 
be subjected to a pressure of 6,000-volts in the case of a fault 
on an 11,000-volt cable. He said it would be difficult to find 
a fault thus caused between the cores. Referring to over- 
load devices on earthed feeders, which. would require an carth- 
ing resistance to carry, say, 800 amperes, if a resistance with 
a negative characteristic were used it could be set at 300 
amperes; if the cut-out did not act at once, the current would 
increase until it attained a sufficient value. : 

Mr. Моврнү said that reverse-relays had been greatly im- 
proved and could be relied upon nowadays; the relay was 
pretty sure to act before the voltage dropped to zero. The 
use of reactances in the line gave reverse-relays a better 
chance to act satisfactorily. The circulating-current system 
was more complicated than the reverse-current relay, and 
introduced the risk of shut-down due to breakage of the 
instrument connections, a matter which was ав serious as 
failure to operate. He described a device for protecting 
parallel feeders or ring mains in existing networks by using 
the combined effects of excess current and drop of voltage. 

The AUTHOR, replying to the discussion, said that many 
engineers in the United States were beginning to pay atten- 
tion to the design of relay systems. The balanced relay was 
not included in his summary of ideal systems, but had its 
uses. Where the Merz-Price system could not be employed, 
the systems described in the paper for protecting parallel 
feeders afforded the best protection. The system described 
by Mr. Waters only dealt with faults to earth. In reply 
to a question put by Mr. Collis, the core-balancing system 


. cleared cable faults with the minimum risk of the arc coming 


outside the cable. The insulation between conductors was 
only “light” compared with the full insulation; Mr. Brazil 
was correct regarding the full star voltage occurring between 
the cores for a moment. His suggestion of an earthing re- 
sistance with a negative coefficient was interesting, but a 
few seconds was too long to wait. Mr. Murphy's device would 
require adjustment on site, and re-adjustment after any change 
in the circuits. 


DISCUSSION AT BIRMINGHAM. 


The discussion was opened by Mr. A. M. TayLor, who 
dwelt upon the advantages of the split-conductor system as 
compared with core-balancing systems. In continuing the 
discussion, Dr. GARRARD pointed out that the Merz-Price 
systern did not protect against bad synchronising but 19 0 safe- 
guarded a system against faults to earth. The balanced relay 
was superior in this particular. 

Mr. S. T. ALLEN said that the system under his management 
was net fitted with any other protective device except the 
usual inverse time characteristic overload devices. The system 
contained about twelve miles of E.H.T. feeders, and had 
operated without any failure or trouble for some years. 

Mr. Сосон said that he did not think it desirable to have 
overload devices on generators. 

Mr. ORSETTICH objected to the tendency to elaborate pro- 
tective devices, It was better to work in the direction of 
so simplifying the systems and machinery that they were 
robust enough to withstand the consequences of minor faults. 

Mr. HoLLis did not agree with the abuse showered on pilot 
cabies, but thought they were quite satisfactory for many 
purposes. | 

Mr. Groves advocated that more attention should be given 
to the protection of bus-bars. The devices described in the 
paper looked after the cables, but left out the bus-bars. 

In a written communication Mr. WITCHER thought it desir- 
able to emphasize the distinction between systems which 
operated on faults to earth and those which operated on faults 
between phases. He also expressed regret that the author 
of the paper had not developed the discussion of the split- 
conductor principle more along the lines of unequal splits. 


DISCUSSION AT MANCHESTER. 


MR, WELBOURN agreed with the author's conclusions with 
the exception of (b), which was open to argument because, 
as stated by the author, the core-balancing system appeared 
to depend on the gamble that the fault would be a fault 
to earth and not between phases. The recommendations 
of the author were based.on technical grounds, and no com- 
parison of costs was given; this was an element which could 
not be disregarded. The split conductor system had some 
undoubted advantages over the Merz-Price system when deal- 
ing with overhead line protection. It was free from the 
diffüiculties inseparable from slinging up ап, insulated cable 
all along the route, also it was free from having the equiva- 
lent of an earthed conductor below the line which could be 
fouled in the event of а line breakdown. Moreover the split- 
conductor system had the advantage that on breaking a 
conductor, the relays would operate and render the overhead 
wires “dead ” long before they could come within reach of the 
ground. 

Mn. S. FERGUSON said that there were certain systems where 
overload devices were used together with a pole high- 
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resistance earth, and if a fault occurred to earth the overload 
device was useless; for this reason the two things should be 
considered jointly. The time limit on leakage devices would 
appear to destroy some very important advantages of the 
balanced system, as it had always been said that one impor- 
tant feature of the system was its instantaneous action. 
Further, the balanced system of protection dealt with a 
current much less than on overload protection, and if a time 
limit were introduced, the fault current would be reduced. 
A remarkable thing about the author's conclusions was that 
overload did not figure at all, whereas for many years every- 
body had pinned their faith to overload devices. The system 
seemed good, but it depended upon the two conductors 
carrying equal current; if а fault occurred in а sub-station, 
the inequality was very small. Regarding the protection of 
open-ended feeder circuits, the balanced system was almost 


useless if the neutral was not earthed, except in very large 


systems such as Manchester with a considerable capacity 
current. Overload protection seemed absolutely necessary in 
addition to core-balancing. A useful combination which bad 
proved satisfactory was to provide overload protection on two 
phases to protect against shorts, the remaining phase taking 
care of the out-of-balance current. The Merz-Price system 
was unquestionably the best for generators and transformers, 
although trouble might occur in lock-up sub-stations due to 
the relays operating on resuming supply after a shut-down. 

Mn. A. E. McKenzie said that in Manchester ten sets of 
balanced protection gear had been installed without an 
earthed neutral, and as stated by Mr. Ferguson, the capacity 
current was quite sufficient to ensure the necessary operation. 
Unfortunately most stations had their high-tension feeders 
already laid with no provision for pilot wires for operating 
Merz-Price gear; in such cases the author's recommendations 
were to be thoroughly endorsed. He agreed with Mr. 
Ferguson in condemning time-limit devices on balanced pro- 
tection, and cited a case where tremendous damage occurred 
on a feeder protected by overload protective gear with a 
one-second time limit. Balanced protective devices in series 
were unnecessary, as the number of faults on a properly-laid 
cable system did not warrant the expenditure. The Man- 
chester Corporation system had over 150 miles of extra-high- 
tension cable, and the number of faults per annum was about 
six. The turbo-alternators and large generators at Stuart 
Street, Manchester, were protected by Merz-Price gear, fuses 
being placed in the secondary circuit so that these devices 
would blow only if a machine was kept on sustained short- 
circuit or if a fault developed on the machine windings causing 
current in excess of the normal short-circuit of the machine 
to be sent in from the other generators. It was therefore 
quite possible to protect machines against faults on windings 
or on the main switchboard. Regarding the interlocking of 
parallel feeders, he had not yet found a satisfactory reverse 
relay, and consequently where a number of feeders fed a 
sub-station, it had always been considered advisable to 
separate the high-tension bus-bars and run as many different 
sections as possible. The interlocking devices described in 
the paper were worthy of a trial. In the speaker's experience 
it had always been found advisable to have a small switch 
in the secondary circuit of the balanced protective gear, which 
could be opened temporarily whilst parallelling two feeders 
going to the same sub-station. No matter how quickly or 
aceurately the switehing was done, one phase made contact 
before the other, and the capacity current caused the relays 
to operate. His ideal protective gear for generators was 
Merz-Price balanced protection, with fuses in the secondary, 
and a device to cut off automatically the field immediately 
the main switch was opened. Referring to alternator pro- 
tection, whilst the author's idea of a transformer in one 
phase was theoretically all right, it seemed more simple to 
place it on the neutral end of the winding which would 
probably be outside the casing. This arrangement had been 
decided upon for the protection of generators in the new 
Barton Station, Manchester, and consequently there would 
‘be no switch-gear between transformers and machines. The 
machine would-generate at 6,500-volts and the transformers 
step up to 33,000 volts which would go directly through the 
switch to the main busbars. Merz-Price gear would be 
installed between the neutral of the outgoing switch and the 
extra-high-tensson transformer. In the event of a fault 
occurring on either transformer or generator winding, the 
protective. gear would open the main switch and cut the 
field off the generator. Transformers would be in duplicate 
so that in case of breakdown, а generating unit would not 
necessarily go out of commission. The split-conductor system 
seemed ideal for overhead construction. The speaker 
thoroughly endorsed the author’s recommendations in para- 
graph (b) of his conclusions. 

Мг. К. M. Fave Hansen said the core-balancing principle 
was excellent, but should be used in conjunction with an 
overload device. The biased protective relay was a thoroughly 
sound practical idea. The author's arrangement of protecting 
transformers and alternators in series by having two parallel 
cireuits was interesting, and took care of the case where 
breakdown occurred between different parts of the same 
machine, which the ordinarv Merz-Price arrangement would 
not protect against. Merz-Price gear should not be used 
alone for the protection of alternators. Regarding the split- 
conductor system, since the introduction of concentric cable, 
the risk of both conductors breaking down to earth was 
minimised, and the system should have a wide field. 


Pror. E. MARCHANT said a very sound maxim was laid 
down some years ago by Mr. Merz to the effect that no pro- 
tective device was worth putting in if it led to an increase of 
risk to the plant which it was designed to protect. The 
split-conductor system did not lend itself to any criticism 
from this point of view. If the insulation between the inner 
and outer conductors was very slight, and а breakdown to 
earth took place on the outer, it seemed probable that the 
inner conductor would earth and the split-conductor system 
would fail to protect. The same applied when two overhead 
hnes were earthed simultancously. 


MR. S. L. Pearce said that Manchester had an extensive 
experience of protective systems which could be summarised 
under four headings. First, any consumer's fault, however 
severe, should be cleared without upsetting the system. The 
same remark applied to the regular public supply sub-stations. 
Thirdly, the feeder at the main generating station should not 
be brought out except in the event of a fault to earth on 
any one of the three phases. Lastly, the main generators 
ought not to be brought off the main bus-bars through any 
fault on a feeder or on consuming devices, but only in the 
event of & fault on their own windings. Coupled with this 
last point was the precaution rightly emphasized by Mr. 
McKenzie. It was no use taking care to have the generator 
switched off the main bus-bars if the field was not cut off as 
quickly as possible. This applied particularly to the present 
type of machine with forced ventilation. Unless the field was 
cut off alinost instantaneously, the destruction of the gene 
rator, whether on the bars or not, was bound to follow. 
Regarding the Merz-Price and the Merz-Hunter split-con- 
ductor systems, the speaker had no experience of the latter, 
but believed the initial difficulties had been overcome, and it 
should be the cheaper proposition of the two. The only 
question was that of jointing, and cable-makers would say 
that it was not applicable to all voltages and every size of 
cable decided upon. The only alternative was the Merz-Price. 
Having regard to the magnitude of the stake, be did not 
think the relative cost of protective systems ought to be 
considered. Regarding the protection of duplicate feeders, 
a new system known as the Ferranti-Waters system seemed 
to be making headway and was possibly a coming rival to 
the split-conductor system or the Merz-Price system. 


THE AUTHOR in reply said that contrary to the impression 
of certain speakers, he had stated that he recommended 
core-balancing devices with overload devices. Regarding in- 
stantaneous operation, it was quite practicable to make core- 
balancing apparatus work іп 1/2Uth second including the 
time taken by the relay. The cost of the split-conductor 
system was at present comparable with the Merz-Price, and 
was bound to come down.  Inherently the system was 
cheaper than the Merz-Price apparatus. Only in the case 
of the core-balancing leakage device had a time-limit been 
recommended. The leakage current on a system with the 
middle point earthed through resistance would represent only 
a temporary overload on the machine, and did not subject 
the systern to severe shocks. If it was desired to discriminate 
between individual feeders and cansumers’ premises, the time 
limit core-balancing device on the feeder in conjunction with 
Instantaneous core-balancing devices on the consumers’ pre- 
mises would give the desired result. The split-contact switch 
Was an innovation on purely commercial lines, the net cost of 
the switch, plus the relatively small transformers required, 
being much less than in the case of the solid control 
switch with relatively large transformers. Тһе split-contact 
switch was not a necessity, but used a much simpler trans- 
former with bar primary. The split conductor system repre- 
sented a considerable advance on the results obtainable with 
the Merz-Price system. It was generally recognised that 
with the lutter on a large system, it was impossible to use 
settings below normal load current. The methods of attaining 
the balance in the split-conductor system were so fine that it 
would trip out on a few amperes and yet be balanced againet 
dead short circuits on а very large system. There were many 
miles of overhead wire and cable operating on the split 
conductor system, and for forty faults successfully cleared 
there was only one failure, which was due to a bad 
joint and not to any deficiency in design. Тһе auto- 
matic field switch referred to by Mr. McKenzie should 
be made dependent upon the combined action of the device 
Which tripped the switch itself, that is to say, the field switch 
should not come out immediately the relay operated. On 
the other hand it should not come out immediately the switch 
opened, as in that case a machine could not be got off without 
shutting down. The operating current for core-balancing 
relays was about 10-amperes, and where а much smaller 
setting was required the current transformer was of very 
moderate dimensions. It was quite safe to employ very much 
less insulation between the two halves of the core than the 
general insulation of the conductor. At least one case had 
occurred where both cores were damaged by a pick and the 
operation of the protective device had not been hindered. The 
Ferranti-Waters system had introduced some novel and in- 
teresting features in relay design, The system actually 
appeared in the paper under the head of interlocked relays. 
overload and reverse-current relays and leakage relays. In 
the author's opinion, interlocked systems were the best 
methods of dealing with existing cables. In such cases 
conductora could not be split and frequently Merz-Price pilot 
wires could not be inserted. 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


G.E.C. Ironclad House-Service Set. 


It has been the practice in the past in connecting up house 
service cables to the fuses, to provide a separate sealing trough and 
pair of ironclad fuses. The GENERAL ELECTRIC Co, LTD, of 
Witton, Birmingham, have now introduced a self-contained iron- 
clad cut-out set, consisting of a pair of 10-ampere porcelain clad 
Home Office type cut-outs mounted in a cast-iron case which forms 
part of the main casting of the sealing trough, this latter being 

it, Care has been taken to provide every facility for wiring up 
and fixing ; no parts have to be removed for screwing to the board 


Fie. 1.—G. BR. O. 10-AMPEBE DOUBLE POLE HOUSE-SERVICE 
Cr. or BET, OPEN. 


on which it is mounted, and the cable is taken straight from the 
sealing trongh into the bottom terminals of the porcelain clad 
fuses. With the cover open it is impossible accidentally to touch 
any live part. Weighing 5 lb., and having overall dimensions of 
9j in. long х Б} in. wide х 8} in. deep, the set is far more com- 
pact than the usual arrangement, and should find considerable use 
among supply authorities, especially as it is less costly than the 
older arrangement. It is available in both side and bottom entry 
patterns. 
Indirect Lighting. 


The BgiTISH THoMSON-HousTON Co, LTD., of Mazda House, 
71, Upper Thames Street, E O., have sent us their new Eye-R ast 
list No. 10550, from which we note that the system has 
made such progress, that 40 pages are now required to hold 
particulars of the many new patterns and adaptations of this 
system of indirect lighting ; whereas the list issued in 1912 des- 
cribad two types of fittings only, the new list contains particulars 
of about 50 different types. The system depends for its efficiency 


Fic 2.—"EvE.RgsT" Foung-LiGHT FITTING, 


on X-ray refi:ctors, which are claimed to be the most efficient 
reflectors made; the coming of the Mazia “ Half-Watt” lamp has 
naturally had a big effect on the use of Eye. Rest lighting, and 
the new ligt illustrates and prices & complete range of fittings to 
socommodste these new lampe. A number of reproductions of 
" Eye-Best installations are shown, taken by the unaided light of 


the Mazda lampe. To meet the objection held by some people, 
that the light source cannot be seen, new types have been intro- 
duced with the lower half of the bowl made luminous by means of 
an auxiliary lamp of low candle-power ; this translucent part of 
the bowl can be supplied in a number of pleasing colours. There is 
also a dining-room pendant type which is supplied to meet the 
need for the conventional silk shade fitting, with & small lamp and 
reflector to illuminate the table and silk shade. й 

A special hospital fitting has been designed, with а glass cover, 
to keep out dust and reduce cleaning to a minimum. Another 
adaptation of the Eye- Rest system is its application in fl mbean 
form, with from two to six fiimbeaux ; an ingenious connection 
box for wiri ig form) part of the decoration. 


Fic. 3.—ABRANGEMENT OF THREE X-RAY REFLECTORS, 


The system has been applied to portable standards, for floor or 
table use. There is also illustrated a very clever pull switch for 
fixing to Eye-Rest bowls containing a number of lampe, 
operated by a ball chain hanging from the centre, In some cases 
the fitting has to be lowered for cleaning, and a two-contact gear 
with & pulley is shown for this purpose, Illumination data with 
regard to Eye- Rest lighting are given, and there are tables 
showing the watts per sq. ft. for different classes of installations, 
and the length of drop required for various sizes of rooms, 
according to which particular type of X-ray refl:ctor is used. 

. We illustrate, in fig. 2,a four-light fitting, and in fig. 8 the 
internal arrangement of the refleotors of a three-light fitting. 


The County Lantern. 


We have received from the GENERAL ELECTRIO CO., LTD., of 
67, Queen Victoria Street, E.C., particulars of the County half-watt 
street lighting lantern. This is provided with a Holophane globe 
and the distribution curve, fig. 4, taken with a 200-watt O.ram 
half-watt lamp, gives a remarkably wide angle of illumination, 
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Fig. 5.—SECTIONAL VIEW, COUNTY LANTERN. 


Two interesting features are a sliding sleeve, giving free access 
to the lampholder, and an sdjustable bracket to which the holder 
is attached, enabling perfect accuracy of focusing to be obtained 
these points are clearly shown in fig. 5. 
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The lantern is finished in either vitreous enamelled or stove 
Japanned iron. 

We may remind our readera that the company has an illuminat- 
ing engineering department, specially to advise on the carrying 
out of illumination schemes of all kinda. | 
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WOREMEN'S COMPENSATION, 


ON January 6th, in the West London County Court, application 
was made to his Honour, Sir W. Lucias Selfe, sitting with the 
Medical Referee, for an award uuder the Workmen's Compensation 
Aot in favour of W. H. Daniell, living with his parents at 21, 
Glenrose Street, Falham, an apprentice with Mesers. Marryatt and 
Macnaught, L'd., electrical engineers, Askew Works, Shepherd's 
Bush, who were respondente. Oa behalf of the latter, Mr. W. 
‘Shakespeare, barrister, submitted that the injury on which the 
applicant relied did not arise out of his employment. 

The facts stated were that on the 18th May last, Daniells went 
into the employ of the company at e. 6d. a week. He worked on 
till June 6th, when one of the other apprentices was showing him 
what а lathe was used for. To illustrate this he fastened a spanner 
in the chuck and then turned the belt on to the driving pulley. 
This was running at 1,490 revolutions per minnte, and the result 
was that the spanner Я зж out and struck Daniells in the left eye, 
which was completely destroyed. Applicant gave evidence to this 
effect, and in cross-examination stated that he was not aware of 
the rule in the works that he should not speak to others while at 
work, and that when he wanted to know anything he should 
ask the manager or the foreman. Brooks, an apprentice working 
on a lathe next to Daniells, said that he frequently showed ap- 
plicant the working of the lathe. To show him that only round 
articles could be turned in the lathe, he put in a spanner and fixed 
it in the clutch. Then he switched on the belt, which he thought 
was on the slow pulley, but it was in fact at top speed—1,400 
revolutions a minute, The spanner few out and caught Danielis 
in the left eye. His Honour held that the boy had been hurt 
while in the course of his employment, and seeing that the medical 
referee stated that he was again fit for work, awarded him 4s, 4d. 
per week from Jane 6th till date, with costs. 


PLUTTE, SCHEELE & Co., LTD., т. HUDSON, SHEED & TOWELL, LTD. 


In the City of London Court, on Friday, Messrs Plutte, Scheele and 
Co., Ltd., electrical accessories manufacturers, 18-19, Queenhithe, 
sought to recover £4. 12s. 4d. for eleotrical accessories supplied to 
Messrs. Н adson, Sheed & Towell, Ltd., art metal workers, 9, Newman 
Street, Oxford Street. gu 

MR. PEARCE, plaintiffs solicitor, said that the defendants 
admitted owing the debt ; but they would not pay it on the ground 
that plaintiffs were alien enemies, Plaintiff company was regis- 
tered in England and carried on business in London. That was 
sufficient to enable the plaintiffs to recover. 

Defendants’ representative told the Court that the plaintiffs 
were alien enemies, and for that reason they did not want to pay 
the money to anyone who was fi rhting the country. 

JupGE RENTOUL: That is most patriotic. | 

Мв. PEARCE observed that the money would be paid to English- 
men. The majority of the shareholders were naturalised English- 
men, 

Мв. Jones, plaintiffs’ sales manager, said there were four or five 
shareholders. The plaintiffs were before the Court in August, 
when the Court ordered money to be released in their favour in 
other litigation. 

Dafendante’ representative added that the goods were supplied 
in June and July. At Somerset House they found that Alexander 
Plutte and his wife held £4,765 ehares and F. Plutte held £845. 
Both the Pluttes had gone to Germany to fight England. 

Мв. Jones said that E. Plutte had left the country, but F. Plutte, 
the founder of the company, was & naturalised British subject and 
was in London. | 

JupGE RENTOUL: Naturalised ! 

Мв. PEARCE said that the plaintiffs would undertake not to part 
with the money to Germans, 

Defendants’ representative said that the two Germans who had 
flad the country were both directors of the company as well as 
shareholders. 

JupGE RENTOUL: They will do no harm now that they are away. 

Defendants' representative: But they remain shareholders. 

JupGE RENTOUL: His Мај звбу has a first cousin, and we do not 
know how things are mixed up. There must be judgment for the 
plaintiffs with costs. 


A Moror-CyYcList’s CLAIM. 


INTIMATION has been made in the Court of Session of the eettle- 
ment of the action by a Glasgow manufacturer, against the British 
Thomeon-Houston Co., Ltd, Glasgow, and the District Committee 
of the Middle Ward of Lanarkshire, for £500. Pureuer, while 
riding a motor-cycle, ran into a heap of road metal and tar- 
macadam and sustained serious injuries. The British Thomeon- 


Houston Co., Ltd., were laying a tramway in the neighbourhood, - 


Parsuer has accepted a tender of £300 and expenses. 


DOUGLAS r. PELICAN. 


In the Shoreditch County Court, last week, before his Honour 
Judge Cluer, Benjamin Douglas, of Hackney, an electrician and 
decorator, sued Harry Pelican, of Stratford, to recover £6 for work 
done and wages. Plaintiff's case was that he had electrical 
work, &c., to do, to the amount of £13, and had received £9. He 
claimed the balance of £4 and £2 for a week's work at Stratford. 
When he asked for his money, he got a complaint that the work at 
Stratford was not carried out properly, but that was untrue. He 
was laid up for a week after working at Stratford, and when he 
returned he was refused employment. It was the electric light 
wiring that he was told was complained of. It was untrue, he said, 
that a Borough Council inspector came to the place and condemned 
the work, because it was not covered with insulated tubing in accord- 
ance with the Board of Trade regulations. Plaintiff eaid he had asked 
the defendant for more tubing, but was refused it on the ground 
that he had sufficient. It was true that an account was opened in 
his name with a firm for the supply of tubing by the defendant, 
but he denied that he could have ordered what he liked. Plaintiff 
positively denied that he saw the officer of the West Ham Council 
more than once, and then no complaint was made as to the 
work. Since that time he had done other work which had been 
passed by the Council officer. The officer never said anything 
about it being dangerous to life and limb, or that it would have tc 
be covered with Simplex tubing. The defence was that the work 
had not been carried out properly, and would cost a lot to put 
right. Jadge Cluer upheld that view, and gave a verdict for the 
defendant with costa. 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Cempiled expressly for this journal by Messrs. W. P. Тномрѕон & Co., 
Electrical Patené Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


97. ''Electrolysis." Е. W. GAUNTLETT. January Ist. 

55. '' Apparatus for supplying alternating current from a direct-current 
electric battery." E. C. Irvine & S. L. GLENN. January Ist. 

58. '' Means for the electrical transmission and distant control of move- 
ments, specially applicable to systems for signalling orders and the like." 
г i Granam & W. J. Rickets. January lst. (Addition to 6,214/14.) (Com- 
plete. | 

81. “ Electric couplings.” J. S. Hecut. January 2nd. 

‚82. “ Electric-current modulators, more particularly for microphones, electric 
vibrators, and the like. Е. Morano. January 2nd. (Complete.) 


ED 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of MESSRS. W. P. Tuompson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford, price, post free, 9d. (in stamps). А 


1913, 

21,445. SAFETY APPARATUS FOR Егесткіс LicitinG INSTALLATIONS. Soc. Anon. 
des Automobiles and Cycles Peugeot. September 23rd. (December 17th, 1912.) 

93,514. “AHEAD ” OR ASTERN ” INDICATOR FOR Marine Enctnes. С. Eding- 
ton, April 17th, 1914. (April 17th, 1914.) 

93.897. Нот PLATES AND THE LIKE ELECTRICAL Heatinc Devices. С. Cooper. 
October 22nd. 

24.163. ALIGHTING INDICATORS FOR FLYING-BOATS OR OTHER AERIAL CRAFT. 
N. P. Billing. October 24th. 

95,720. ‘TELEPHONE SySTEMS. M. Suwa. November 10th. 

98.746. TERMINAL PiECES AND Contacts For ELECTRIC CIRCUIT INTERRUPTERS. 
F. B. Holt. December 12th. (June 5th, 1914.) 

98.539. HIGH-FREQUENCY ELECTRIC CURRENT GENERATORS. P. O. Pedersen. 
December 13th. (December 19th, 1912.) 

98.854. ELrcTRiC Conpuit Firtincs. R. W. Perry. December 15th. 

28,935. ELECTRIC GLow LAMPS AND METHODS OF MANUFACTURING SAME. C. O. 
Bastian. December 15th. 

28.939. APPARATUS FOR PERFORATING ТАРЕ FOR THE AUTOMATIC TRANSMISSION 
or TELEGRAPH SIGNALS AND FOR OTHER LIKE PURPOSES. Eastern Telegraph Co., 
A. Fraser, & К. L. Wood. December 15th. 

29,260. ELECTRICALLY-INSULATED FISHJOINTS FOR RAILWAY Клиз. W. R. Sykes. 
Interlocking Signal Co. & G. H. Sykes. December 18th. 
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A914. 

341. RrvERsiBLE ELECTRIC Motors. G. W. Warnholz, F. M. Spencer, & 
W. J. Wigmore. Jan. 6th. : 

557. ELECTRIC TERMINALS. Western Electric Co. (F. T. Woodward, acting 
for Western Electric Co.). January 8th. 

3.587. INDICATING-APPLIANCES FOR ELECTRIC-MEASURING INSTRUMENTS. 1. C. 
Benton. February 11th. "HD 

5.360, ELECTRICAL Swirenzs. В. O. Horton. March 2nd. 

8.042. Vapour Exvecrarc Devices. British Thomson-Houston Co. (General 
Electric Co.). March 30th. 

9,104. MacNETOS FOR МОТОК-СҮСІЕЗ. A, Garelli. April 9th. 

10,841. MiwiNc Betts, W. A. Heyes & L. O. Heyes. May 2nd. 

10,898. ELECTRIC SALE APPARATUS. L. J. J. Van der Hoorn & S. Wouda. 
May 2nd. 

11,214. MANUFACTURE OF ILLUMINATING Grass. G. A. Mackbeth. May 6th. 
(May 9th, 1913.) 

11491. SicnaL Systems. Е. H. Webster. May 9th. 

11,996. ELECTRICALLY-HEATED BOILING-PLATES AND THE LIKE. G. Pate & A. R. 
Wood. May lóth. 

13,605. Spark Precos. S. C. Stockdale. June 4th. 


17,597. PACKING ENVELOPFS AND Cases FoR ELECTRIC BATTERIES AND CELLS, 


G F. Hitzelberger & New British Ever-Ready Co. July 24th. 

18,244. STORAGE-BATTERY PLATES. M. Krokavetz. August Ist. 

18.258. DyNAMO-ELECTRIC MACHINES HAVING Rotary Fretp Macnets. W. P. 
Thompson. (Aktiebolaget Ljungstroms Angturbin.) August 7th. 


— — — — — 


THE : 


ELECTRICAL REVIEW. 


Vor. LXXVI. 


ELECTRICAL REVIEW. 


Vol, LXXVI.) CONTENTS: January 29, 1915. [No. cem 
Cab-Signalling at the Mechanicals" ... kis ee e. 97 
Lead rl eoo ^ eae eee ose өөө өөө өзө өөө 98 
Rumia and German Firms A eb ax. cx. бй 00 
Syndication Methods in y Я as ot 

Labour Problems: Past, Present and Future ... iei eee 100 
Russian Electrical Affairs: German Influence in the Past ... 101 
Electric Lighting Authorities and the Law of Rating * 102 
The N.S.W. Government Power Station (il/us.) F 4. 108 


AC. e. D.C. for Lighting ea ТА va .. 105 
Heating г 


Wireless and Warfare pi eee eis Vs - 105 
Wonderful Асс разох Cells ТТ eee eee ecc 105 
Salaries of Junior Engineers s Vs oes ees 
Preferential Terms for Aro Lights for Photo Printing. 106 
Advertising and Character set. eee eee ese eee 1 
Jower's Protective Leakage Device i See 888 . 106 
Stray Magnetism from Tramway Feeders... sae oe 107 
War Items eee эге өөө 900 eee eee eee eee 
New Electrical Devices, Fittings and Plant (illus.) ... .. 108 
The Magnetisation of Iron, by J. S. Nicholson (illus.) .. 119 
Business Notes eee өөө өөө ; ође esce өөө eee 111 


Notes oce өөө eet еге 00 өөө eee “эө 1 16 Я 


Ону Notes eee өөө eee өөө өөө eee өөө 2 00 119 
Stocks and Shares ... n - vas wee сх .. 119 
Market Quotations... m 995 "PET Vus .. 120 
The National Electrical Code and British Wiring Rules 

Е. Broadbent... M ose «es $us 
The Case for the Electrification of Flour Mills, by E. P. Hollis 123 
Cab Signals on British Railways, by V. L. Raven (м) ... 127 
The Hardening of Metal.. 128 
New Patents Applied For, 1915 ... RS wae га i 
Abstracts of Published Specifications ... vss ius .. 128 
Contractors’ Column өөө РУЛ „+, Advertisement page xviii 


THE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. 
The Oldest Weekly Electrical Paper. Established 1872. 
TO BE OBTAINED BY ORDER FROM ANY NEWSAGENT IR TOWR ОВ COUNTRY, 


OFF IGE 1—9, LUDGATE HILL, LONDON, E. o. 


Telegraphic Address: " Aer, Logpos." Code, ABO, 
Telepbone Nos.: Holborn 988; Central 4436 (Editorial only). 
“ Electrical Review ^ is the recognised medium of the Electrical Trades, and has 
UI End micra poa gad bis 


Rates. — Per annum, postage inclusive, in Great Britain, 

19s. 6d. ; 21 1s. Ва, ($5.80). То all other countries, £1 10s. 
FOREIGN AGENTS: 
ADELAIDE: Messrs. Atkinson & Co., MELBOURNE: The Mining & Engi- 
Gresham Street. neering evens 90, үш Жаш 

Acoxtix, N.Z: Gordon & Gotch, | ушун; Fratelli Fre: 
; The Mining an 
Arcade, Queen Street, Panis: Boyveau & Chevillet, 22, Rue 
Baissawxr: Gordon & Gotch 8t. de la Banque. 

- dicium | : Gordon & Gotch, 


CuristcuurcH, N.Z.: Gordon and William Street. 
Gotch, Manchester Street. Roms: Loescher & Co., Corso 


Dcuxepix, N Z.: Gordon & Gotch, Umberto 1° 307. 


Princes Street. Sypnzy: The Mining iru rne 
i Street ; Gordon 
Jomaxwrsscno, Careroww, Віовм: | and Goich, Pitt Street. 


FONTEIN, Юсввлк, Port ELIZA- 


Toronto, Омт.: Wm. Dawson & Sons 
rel &c.: Central News Agency, Ltd., Manning Chambers; Gordon 


and Gotch, 132, Bay Street. 
Lacxcmsrow: Gordon & Gotch, | WELLINGTON, N.Z. Gordon & Gotch, 
Cimitiere Street. Cuba Street. 
Chennes and Posta! Orders (on Chief Office, London) to be made payahle to 
Tur EÉLrcrRICAL Review, and crossed London City and Midland Bank, 
Newgate Street Branch.” 


THE UNIVERSAL ELECTRICAL DIRECTORY 
С. A. B. 


1915 EDITION 


XN PREPARATION. 
H. Alabaster, Gatehouse & Co., 4, Ladgate Hill, London, E.C. 


JANUARY 22, 1915. 


No. 1,939. 


CAB-SIGNALLING AT THE 
*MECHANICALS." . 


THE strongest impression brought away by one visitor to 
the. discussion on Cab-Signalling at the Institution of 
Mechanical Engineers on the 18th of last month, was 


. regret at what seemed to be the missing of a great oppor- 


tunity in what is, undoubtedly, a crisis in the agitation for 
the provision of this method of signalling as an additional 
safeguard to railway operation ; and candour forces the con- 
fession that this regret is justified by a perusal of the 
discussion as it appears in the pages of the Journal. 

It is well known that the Board of Trade Inspectors 
recently recommended the Board of Trade to call upon the 


railway companies to carry out experiments with different 


systems of cab-signalling and automatic control, with a view 
to the selection of some such method suitable for universal 
adoption, and they added that they held “ that, some sys- 
tem of this description should be generally adopted in the 
future“ It is also an open secret that a Committee is 
now considering the question of cab- signalling, together 
with other matters relating to railway operation. 


This being the case, it might have been thought that 
the opportunity provided by the Institution of Mechanical 
Engineers would have been seized upon to thrash out the 
requirements of such systems. Five papers were pre- 
sented, which were divided by one of the speakers into 
three divisions—two dealing with the subject theoretically, 
two dealing with practical systems, and one outside the 
scope of cab-signalling proper. Leaving the last paper 
out of account, the two theoretical papers may be dismissed 
by saying that they put forward nothing that was new or 
useful, and that they smelled more of the lamp than the 
footplate. 

The papers described as practical dealt with two well- 
known systems—practically the only two designs which 
have any chance of adoption in this country—the differences 
between whica are such as to indicate clearly two distinct 
schools. Moreover, this was the first occasion on which 
they had been put forward for consideration together. In 
the cne system the designers seem to say: We will advise 
the driver of the position of the distant signal as he 
approaches it, and, further, if the signal is “on” we will 
apply the brake, to a certain extent, for him; we will not 
give him any further information whilst he is passing for- 
ward nnder the control of signals, and we will leave him 
in complete control of the indications he receives and of 
the brake after its automatic application. In the other 
system the designer seems to say : I will provide an auto- 
matic indication at some point before the driver reaches the 
distant signal, so that the driver may have his attention 
drawn to the fact that he is passing into a signal-controlled 
area, and give him an opportunity to look specially for the 
line signal if the conditions are such as to obscure it ; at. 
the distant I will further advise him of the positions (col- 
lectively) of the stop signals, and if they are off,“ and 
their position is at a diverging junction, I will advise 
him which road, at the junction, is prepared. I will 
farther arrange to keep control of the train through- 
out the signal-controlled area, so that he shall not 
be compelled to rely only upon his vision for farther neces- 
sary indications after passing the distant. The apparatus 
shall be capable of giving a “ line clear " indication between 
the distant and the home (combined with route indica- 
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tions), and emergency “ danger" indications at that point and 
at all the “stop” signals. The apparatus shall show a 
danger indication when the engine is standing at a stop 
signal at danger and will be capable of receiving an off 
ог а “calling-on” signal, as the case may be, at the home 
signal, and the latter indication shall continue to show its 
cautionary character after passing the home and up to the 
advance. Both the “off” and ''calling-on" indications 
at the home will be combined with the appropriate route 
indications at a diverging junction. Lastly, I will give an 
* off " indication at the advance, and this indication shall be 
independent of any indications given behind the home 
signal. In the indications thus provided for there is not more 
than is now provided by accurate interpretation of the line 
signals. | 

Such, roughly, is a comparison of the results apparently 
aimed at under the two schools of thought, and which 
might have been expected to furnish the basis of a 
useful and instructive discussion which would have piven 
a much needed lead to the Committee considering the sub- 
ject with a view to legislation, or the issue of directive 
orders to the railway companies. Notwithstanding the 
memorandum to which reference has already been made, it 
is not likely that the Board of Trade will endorse the 
“ selecting of some such method suitable for universal 
adoption.” It is not likely that a selection of any system 
will be made. ‘That would be for the Goverament to depart 
from all tradition, and English Governments are largely 
guided by precedent. To select a system for universal 
adoption is to discount all future invention, and the 
Government has wisely, in the past, left railways free to 
use whatever apparatus they please provided that they achieve 
the results demanded. This is shown conclusively by the 
many types of block telegraph apparatus in use. But a 
Government can say what resulta must be obtained ; how 
the results are obtained is not material except to those who 
have to produce them. It was the opportunity to give the 
Government the considered reasonings of those who favoured 
one set of resulta or the other which was missed during the 
discussion. 

Instead of & useful discussion on lines such ss are here 
suggested, one found that individualism and the desire to 
score were rampant, and for the most part, the remarks made 
seemed to have no reference whatever to the effects desired 
for the guidance of the man on the footplate. Instead, 
there was a good deal of fencing, a good deal of hesi- 
tation and a good deal of what is too difficult to describe 
in writing. One gentleman, whilst avowing himself an 
advocate of cab-signalling, was chiefly concerned to find 
objections to it. Another gentleman had been until recently 
of the opinion that only one system — the Great Western— 
was worth looking at, but whilst he now seemed deeply 
impressed with an inductive signalling method, his remarks 
did not disclose any whole-hearted belief in its entire 
effectiveness, and he went on to suggest that the present 
outdoor visual signals, **the very first thing devised," were 
really the best. Another thought the driver might be 
tempted improperly to use a switch, and on that point the 
author of one of the papers agreed with him, forgetting, 
apparently, that the same thing could be done with the 
apparatus he had described. The question was asked whether 
cab-signalling enabled trains to run to time in foggy weather 
(in a disca-sion dealing with safety of running). One of 
the authors described the “astonishment " at Paddington 
when several trains arrived to time during a fog, after the 
apparatus had been installed (the installation covered a 
distance of about 30 miles) Another gentleman was 
anxious to tell the meeting that the railway with which he 
was connected was experimenting with audible cab-signals, 
and had actually been able to—dispense with a battery on 
the engine. 

And so the discussion went on. Visual signals were in- 
almissible, because they took the attention of the driver off 
the line, which might be encumbered with platelayers’ 
trolleys, cattle and other wild fowl which are so plainly 
visible to a driver at night time: cab-signalling would not 
prevent mistakes by signalmen : with the system the 
driver was not told that the signal was at danger when it 
was at all right." Consider the criticism and answer in 
connection with the Great Western Co.’s system: -. 


he noticed from the description of the apparatus that the 
signal was held up at ‘line clear’ by the local battery 
situated on the engine. When the engine passed over the 
ramp, the circuit was broken and the signal dropped to 
danger. If the p were energised it picked up another 
current and received the ‘line clear’ signal again. It would 
be seen that the armature must be rather light, otherwise a 
very big battery'was required or the armature would drop off 
through the shaking of the frain. He concluded that the 
construction was of a rather light character. If that was во, 
the parts might stick either through corrosion or the presence 
of oil, or something similar. In that case, the switch 
would not give the danger signal. Another point was that, 
although brass pegs were probably provided to hold the 
armature off, there was such a thing ав residua) 
magnetism, and that might hold it up." (The italics 
are ours.) This is a criticism made after eight 
or nine years’ use. The answer to this criticism is short. 
„.. . . had referred to the power of the accumulator on 
the engine to lift the heavy armature. It was a 4-volt 
accumulator, and it would be seen from Plate 1 that the 
armature was, at any rate, robust enough to do its work.” 
And, after all, the armature is replaced by hand. 

Much more of the same character might be brought 
forward to show in what way so important a privilege as 
that given by the Institution of Mechanical Engineers for 
the discussion of a “live” subject has been misused, but 
enough is as good as more. Will any other institution 
provide a similar opportunity where the essentials may be 
thrashed out ? 


THE lead market has had a more sub- 
dued appearance during the last week or so 
owing to a certain extent to the lessened activity of buying 
on behalf of Russia, but also in some degree to a more 
accommodating attitude on the part of the larger producers 
in the United States. There is not the smallest doubt that 
the publication of the official returns of United States 
output took the market across the Atlantic completely by 


surprise, showing as they did an increase of about 100,000 
tons in 1914 compared with 1918. Nothing like this had 


Lead. 


been expected by even the most bearishly-inclined people, and 


the issuing of the figures gave an almost immediate stimulus 
to the selling movement. Prices have not really weakened 
very much, but the tone has suffered to a minor extent. 
The future depends to an unusual degree upon the attitude 
to be taken up and maintained by the Americans. 

If production in the United States is to be kept up to 
anything like the recent level, then certainly for a pretty 
long time to come the trade can do without the Mexican 
supply, the cutting off of which owing to revolution upon 
revolution has from time to time given rise to the greatest 
anxiety. Under all the conditions ruling now it is at least 
probable that we shall continue to receive a fairly libera] 
quantum of lead from the United States, while according to 
the indications we should be receiving more and. more metal 
from Australia as the months roll by. Things at Broken Hill 
should tend to settle dowa by degrees, and the necessity of 
keeping labour employed cannot Ъз overlooked. As it is, 
we can do without any lead from Mexico for the present, 
any deficiency being made up fully from other quarters. 

An encouraging feature is the way in which demands 
have been kept up in spite of the war. A good deal of 
metal is naturally demanded for war purposes, but apart 
from this there is a steady demand from all branches 
of the consuming trades, and this shows no sign of 
relaxing. Indeed, the makers of oxide and carbonate have 
of late been talking in quite encouraging fashion of the rate 
at which they were meeting with inquiries, and these look 
like going on. 

The activity in the shipbuilding yards is a highly im- 
portant consideration in this respect, and the possibilities 
are worth considering. The consensus of opinion regarding 
the outlook is that there will not be any great alteration 
in current prices. These are quite high enough at present 
to encourage producers to keep a full working staff busy, 
while, on the other hand, lead, compared with some other 
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of the commercial metals, appears to stand at a compara- 
tively attractive level. " 

The following statistics are interesting at this juncture, 
showing as they do the imports of lead into the United 
Kingdom over a series of years : — 


1905 . . 229,541 tons. 1910 .......« 218,936 tons. 
1906 ......... 208263 „ 1911 es 213,704 „ 
1907 ......... 204,695 „ 1918 ......... 205375 „ 
1908 ......... 337,508 „ 1913 . . . 204,136 „ 
1909 ......... 207,660 „ I9] nuce 234,191 . „ 

Mr. H. FARADAY Procror’s state- 
Preferential 


ment regarding the use of arc lamps for 
photo-printing, published in our last issue, 
and Mr. Frank Broadbent’s comment thereon in onr 
“Correspondence” columns to-day, both touch upon a very 
interesting question, but both are open to criticism. In the 
first place, Mr. Proctor deals with the legality of charging 
for this class of lighting as if it were power. But we submit 
that the question of legality does not come in at all. So 
long as the same terms are offered to all consumers of the 
same class, no illegal preference is given. Even if elec- 
tricity for photo-printing were sold at lighting rates, it would 
not follow in the least that luminous radiators would have to 
be classed as lighting also. 

Again, Mr. Broadbent considers it to be generally under- 
stood that electricity used for trade purposes,” and not for 
illumination, should get preferential treatment. But no con- 
sumer, of whatever class, should get preferential treatment. 
Special rates may properly be given for specified classes of 
use —but not preferential rates. 

Mr. Proctor says that the ultimate purpose for which 
energy is used must be taken into consideration; Mr. 
Broadbent traverses this statement, and in his last 
paragraph gets very near to the true root of the matter— 
namely, the fact that the whole thing depends apon whether 
the demand occurs during the peak-load” period or not. 
Nothing else matters. 

_ Whether the electrical energy is used for lighting, heat- 
ing, motive power, photo-printing, charging batteries, or 
driving motor-generators is absolutely no concern of the 
supply eogineer’s ; all that he need consider is whether the 
demand under consideration necessitates, or is likely to 
necessitate, an addition to his capital costs by increasing 
the maximum load upon his plant, and he should regulate 
his charges accordingly. Granted that it is impossible in 
practice to carry out this principle absolutely— just as it 


Terms. 


is impossible to achieve perfection in any pursuit whatever 


—the aim of the supply engineer is to approach the ideal 
аз closely as is commercially and practically feasible. 

Some day the peak will become of relatively little import- 
ance—progress 1з constantly tending in that direction, with 
the increased efficiency of lighting appliances and the multi- 
p'ication of off-peak demands; and when that day comes 
an all-round flat rate will be in order. May it be soon ! 


к THE ‘i i 
4 ques‘ion whether Russia can 


German Fi dispense with the assistance of foreign 

firms is engaging the attention of the 
leading newspapers in Petrograd, with special reference to 
German optical glasses, aniline dyes, and electrical engineer- 
ing work. According to a communication obviously made 
by a German to a Frankfort newspaper, electrical engineer- 
ing was introduced into Russia by Teutonic firms, although 
the part played by Belgium and one United States company 
i3 naturally overlooked. But when the correspondent 
asserts that the Russian antborities have closed the elec- 
tricity supply works in Petrograd, Moecow and Warsaw, 
and that these cities are almost enghrouded іп darkness, he 
is certainly taxing the credulity of his readers, especially 
as the Swiss Ambassador had no such complaint 
to make when having an interview, almost simultaneously 
wita the date of the communication, with the Russian 
Minister for Foreign Affairs in connection with the exten- 
sive Swiss holding of capital in the Russian Electric Light- 
ing Co. of 1886, which owns the leading supply works in 
the three cities concerned. Not only so, but the general 
interests of the three towns would be opposed to the closing 


of the stations, which are merely to be, or have been, placed 
under compulsory administration, as in the case cf the 
German electrical manufacturing works, unless the docu- 
ments to be produced by the Swiss Minister prove conclu- 
sively that the majority control of the capital in question 
is now held by Swiss financiers and French capitaliste, the 
latter of whom are said to have acquired their interests from 
German holders some time ago. The correspondent of 
the Frankfort newspaper proceeds to quote a Petrograd 
professor as having declared that the electrical manufac- 
tures now procured from Sweden by Russia are not of 
Swedish origin, but of German construction, and 
that their purchase consequently only serves to enrich the 
enemy which has hitherto exported to Russia electrical 
manufactures of the value of £2,000,000 per annum, and 
has received from Russia a further sum of £3,000,000 per 
annum as the earnings of supply works in Russia. The 
first- mentioned amount may be correct, but the latter appears 
to be an exaggeration, unless it also includes the income 
derived likewise by Belgian and French interests, and the 
earnings of the Teutonic manufacturing companies in 
Russia. At any rate, the fact that the Russians are dis- 
cussing the situation so as to become, if possible, indepen- 
dent of Germany in the future, affords confirmation of our 
recent remarks on the subject, and it should assist in the 
ri be E of business relations between Russia and her 
Allies. 


| A RECENTLY issued rt by Si 
Syndication V 


Methods in Francis Oppenheimer, Н.М. Commercial 
dermany. Attaché in Germany, contains a store of 


information relative to the organisaton 
and methods adopted by German manufacturers in their 
quest for world trade. A study of this report, to which we 
shall refer more fully in a later issue, will indicate which of 
these methods might be emulated generally and, in particular, 
turned to advantage in our own electrical trade. 

A striking picture is drawn of the height to which con- 
centration of interests has attained. Not merely do we find 
а combination of manufacturers. of certain finished articles 
gathering into the fold all the concerns who supply them 
with their partly-finished or raw products, but we also find 
producers of raw materials acquiring the factories which 
utilise them. It is admitted that the control of production 
and sales by this syndication method ha« prospered more in 
connection with unfinished products than in connection 
with finished products. Sir Francis Oppenheimer suggests 
that such elaborate concentration as obtains in Germany 
could not succeed save under a system of tariff protection 
for the home market. Surely, however, a sufficient 
measure of success has attended various combines— e.g., 
salt, soap and chemicals—to warrant our engineering 
trades in trying more co-operative methods. In Germany 
syndication has made the home trade predominantly lucrative ; 
it is true that the resultant over-production has forced the 
finding of export outlets even at poorly remunerative 
prices; but the fact remains that a big export trade has 
been secured. Without syndication it is doubtful whether 
preferential export rates could have been obtained from 
railways and shipping companies, and whether eupport for 
commerce could have been enlisted so freely from diplomatic 
and financial circles. Sir F. Oppenheimer mentions that a 
big Rhenish-Westphalian combination came to the as-istance 
of the actual banks to which it had originally owed its own 
phenomenal rise. Such intimate relationship between 
manufacturers and financiers seems very far from fruition in 
this country. 

Granted that there are various lines of electrical manu- 
facture which can be profitably extended here now that 
Germany is otherwise occupied, little advantage will be 
gained by individual British concerns spending money on 
investigation, perbaps laying down fresh plant, and then 
engaging in as much price-cutting amongst themselves as 
used to take place between the nations. But if a joint 
investigation could be carried out, existing selling org»nisa- 
tions utilised co-operatively, and the resulting orders allotted, 
according t^ their nature, to those manufacturers best laid 
out for executing them, then the venture would stand an 
excellent chance of developing profitably and permanently. 
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LABOUR PROBLEMS: PAST, PRESENT AND 
FUTURE. 


As we have already stated in some of our comments on in- 
dastrial questions as affected by the state of war, what we 
are accustomed to describe as Labour Problems are being 
considered in an entirely different atmosphere—indeed, some 
of them are problems no longer, they have automatically 
solved themselves under the stress of circumstances, and in 
presence of a noble spirit of patriotism. In all likelihood 
some of the old controversiés and differences which, but a 
short time ago, loomed so largely in the industrial outlook, 
and seemed to employer and to social reformer alike matters 
of prime concern, will not be reproduced, at any rate in 
the near future and under similar conditions. Politicians 
all would be well advised to adopt the advice given to the 
Liberal Pa'ty by Lord Rosebery in a famous Chesterfield 
speech, and start again as far as practicable with a“ clean 
slate.” We are far from suggesting that all the old grievances 
are going to be swept away by this terrible war, but we do 
Buggest that they may be relegated to a position of minor 
importance in presence of the gubjects of far greater 
national consequence which must inevitably occupy all of 
our minds for many years to come, and that they will come 
nearer to a common-interest basis of settlement in presence 
of the more sympathetic and united spirit which is fairly 
generally prevalent in these days. 

While it is perfectly trae, however, that some matters are 
in a state of suspense, and will remain so, it must also be 
recognised that the war has itself, by its simultaneous 
demands upon Labour, calling men to arms, and upon 
industry, clamouring for material of a'l kinds from 
thousands of factories, brought certain problems of the 
familiar class very urgently before our minds, and has 
created a number of new ones of an engrossing character. 
The best illustration of this is to be found in the most 
interesting report which was recently issued by the Depart- 
mental Committee which, at the instigation of the Local 
Government Board, investigated the new and unprecedented 
question of what employment could be found for the Belgian 
refugees who had sought shelter in these islands. All the 
civilised world was placed under an everlasting debt of grati- 
tude to our Belgian Allies for their heroic defence of their 
country in presence of overwhelming and barbarous forces. 
All that has been done, and all the gifts that have poured 
in, could not adequately meet the necessities of their terrible 
condition. To find money, food and shelter has occasioned 
much difficulty, calling for scheming and contriving, but 
all of this has been done in a large-hearted way, and, 
we believe, to the best of our ability, without infringing 
any of our formerly accepted internal policies. It is 
when we get down to the problem of giving employment 
to our distressed Allies that we are perhaps likely to 
encounter the greater difficulty, for the permanent interests 
of the workers of the United Kingdom must not be 
adversely affected by the measures taken to cope with a 
particular and temporary emergency. The State has called 
workers to the Colours, employers have made either them 
or their families generous allowances, other employés are 
required to take their places. Under what conditions and 
at what wage shall Belgian refugees be permitted to take 
these situations? Everybody will agree that it is a thing 
not to be thought of that workers now with the forces 
shall find when they return to resume their avocations that 
wages have been reduced or the conditions worsened, or that 
their places at the bench and so forth have been filled by 
others not of British nationality. With this necessity for 
affording Protection to British Labour prominently in view 
the Departmental Committee has considered the whole 
question of Belgian employment. Happily at the present 
time there is such a feverish activity at the majority 
of the factories that there should be little difficulty in 
absorbing all suitable classes of Belgian Labour 
available at the same rates of pay as British workers 
are receiving. It may happen at a later stage, when we 
lay ourselves out to deal with the requirements of specialised 
industries established to supersede German imports, that 
other considerations on this skilled labour question will 
have to enter into our deliberations, but now we have 


to deal with immediate needs and with immediately 
available Allied labour. We believe that wherever Belgians 
have been at work in English factories latterly, the same 
spirit of sympathy and co-operation observed in Flanders 
has been present—each Englishman recognises that he 
owes to some extent the present security of his own family 
and home to the kith and kin of those beside whom he 
works. Under such circumstances the British workman 
shows that at heart he is not such a bad fellow, and no 
one desires that old industrial disputes shall be reopened, 
if they can be avoided, because of the conditions consequent 
upon the present emergency. 

As the President of the Local Government Board has 
appointed a Commission to put into execution the recom- 
mendations of the Departmental Committee, some reference 
to those recommendations is called for. It goes without 
saying that no fit and unmarried Belgian between the ages of 
18 and 30 should be given employment, their Government 
having expressed the desire that they should render military 
service. The Committee lays down two main principles :— 

(1) That no Belgian labour should be employed until 
every reasonable effort had been made to find British labour 
through the agency of the Labour Exchanges. 

(2) That no Belgian should be employed at rates of 
wages lower, or on conditions less favourable, than those 
generally observed in the district. | 

The refugees have been c'assified in three main groups 
as to their occupations, the first comprising workers 
qualified to fill vacancies in industries in which a shortage 
of British labour exists, such as armament workers, glass- 
blowers, miners, motor mechanics, &c. It is believed 
that the majority of those in this group have already 
found employment, or will find little difficulty іа 
so doiog. For professional men, clerks, musicians, 
lawyers, &c., there are no openings, though for tillers of tke 
soil and other workers in agriculture opportunities will te 
numerous in the coming months. In the case of qualified 
workers for whom there is no employment offering, it is 
proposed that they shall make clothes, furniture, and house- 


‘hold goods to take back to Belgium when the invader has 


effectively been driven out and the land is &t rest again. 
The Committee expresses the fear that in some instances 
refugees have been employed on unsatisfactory terms and 
conditions, which circumstance is not calculated to engender 
good relations with Trade Unions which have subscribed 
towards the Belgian relief measures. It is proposed that 
in all Government contracts it shall be made a condition 
that Belgian labour shall only be employed through the 
Labour Exchanges, and that a like principle shall be followed 
both by the railways and mining authorities of the United 
Kingdom. 

Farther, Government Inspectors are to impress upon 
employers the fact that the employment of Belgian refugees 
at rates of wages and under conditions other than those pre- 
vailing for British labour, is contrary to the Committee’s 
regulations. 

We believe that the Committee has handled a matter of 
great difficulty with considerable ability, showing full 
sympathy for our distressed Allies, and appropriate foresight 
in regard to British interests. 

From various sources we learn of the shortage of general 
labour. The congestion at the docks in London is m part due 
to this circumstance, but early relief is very necessary, and it 
is a pity that we cannot commandeer the services of the 
loafer, carrying into practice the healthy principle that 
if a man will not labour, neither shall he eat—or drink. 
It is also deplorable that the Port of London Authority 
should have such poor facilities for transferring labour from 
point to point as it becomes available. 

In the matter of skilled labour, however, the difficulty 
is far greater, and the necessities of the situation in 
engineering works engaged upon Government orders have, 
according to an article by the Times Sheffield correspondent, 
led the Ama'gamated Society of Engineers, “ perhaps the 
most exclusive among Trade Unions,” to relax its 
guard and permit untrained, or partially untrained, labour 
to be employed upon semi-skilled work." The writer states 
that “of 17,500 Trade Unionists engaged in the construc- 
tion of steam engines, there are at present only 10 drawing 
out-of-work pay." We read in another contemporary that 
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an official report shows that employment could be found 
for over 15,000 workers of various grades in the engineering 
industry of the country. It is most gratifying to read of 
the co-operative spirit that prevails between the A.S.E. 
and the Federation of Engineering Trades Employers in 
face of our common danger, and if in more peaceful times 
they can only be brought to regard labour disaffection as an 
enemy common to both sides, which should be tackled in a 
reasonable spirit, the hopes for the future of engineering 
industry and employment may be allowed to run high. Con- 


ferences have been held between the A.S.E. and the. 


Employers' Federation, under which the agreement between 
them relating to unskilled labour shall be waived, in order to 
assist in the speedy execution of Government contracta for 
war material. The men have stipulated that several 
conditions shall attach to the use of unskilled labour for 
semi-skilled work, and they demand that wages proportionate 
to the work shall be paid, and that the arrangement shall 
end when the pressure ceases, their intention being to adopt 
every means in their power to preserve the province of the 
skilled man. We believe that the reasonableness of these 
stipulations will be conceded by the employera, and though 
perhaps the spirit of the old Trade Union Adam seems to 
show itself just a little bit, this is no more than is to be 
erpected. Nobody will desire labour, especially skilled labour, 
which is rendering such magnificent service to the country at 
this time of crisis, to be placed at a disadvantage after the war. 
But if there is partly skilled labour available, it would 
appear ridiculous for requirements to be delayed because 
Unionists, in the interests of their confrères, imposed anti- 
national restrictions. 

We cannot but deplore the trouble that has broken out 
among the miners of West Yorkshire at a time when their 
number is seriously depleted by the war, and when the 
textile factories are utilising fuel and power practically 
continuously. The makers are at work, and we wish 
them speedy success. Without attempting to enter into the 
details of this latest development of minimum-wage con- 
troversy, we hope that both sides will fully recognise that 
the times are not normal, and that national needs demand 
concessions or compromise, 80 that peace at home may 
remain unbroken, allowing everybody to continue to help 
the Allies in their struggle with the enemy. 

The whole question of labour will probably take on an 
altogether new aspect after the war is finished. In some 
respects the position of Labour may be strengthened, but we 
believe also that lessons have been learned by the rank-and- 
file. We do not want “cheap” labour in England, but 
somehow the cost of production has got to be lessened 
in respect of ‘many manufactures by the time when 
German competition resumes. In absence of informa- 
tion as to when that may be; not knowing how many 
more men may yet have to be called away from their 
accustomed occupations; with some uncertainty as to 
the outlook for industry and trade, and with an almost 
certain depletion of the resources of skilled labour now in 
uniform, one can only hint at the prospect of the approach 
of new problems of labour in place of the old. 


* 


RUSSIAN ELECTRICAL AFFAIRS: GERMAN 
INFLUENCE IN THE PAST. 


WE learn from a Petrograd paper that at а recent meeting 
of electrical engineers held in the Electrotechnical Institute 
of Alexander IIT, a discussion took place in the course of 
which M. Dmitrieff spoke at length on the foreign element 
in Russia's electrical industries. He said that Russia had 
a total of 137 central stations. Of these 80 belonged to 
municipalities and served 5,000,000 citizens, and 57 were 
concessions and served 9,488,000 citizens ; that was to say, 
that although the concession stations were so many less than 
the municipal stationg they served twice the number of 
citizens, The concessionaires had become the rulers of the 
most industrial and most densely-populated districts. The 
district stations in Russia controlled great industrial areas. 
For example, the 1886 Electrical Co., with its station at 
Moscow, controlled the Bogorod industrial region ; with ite 


Petrograd station it controlled the Petrograd district, and 
with the Lodz statiqn the town of Lodz. The speaker 
pointed ont the industrial, economic, and even political 
dangera of such control, and advocated co-operation as the 
proper basis for such enterprises, particularly on behalf of 
the groups of small capitalists who cannot afford to install 
independent plants for their separate use. 

M. A. A. Kuznetz ff, referring to the importation of elec- 
trical materials from abroad, said that for some weeks after 
the outbreak of the war there was а great shortage of small 
electrical goods, whilst large goods could not be had at all. 
Stations the construction of which had been begun remained 
without machines. Only a few parts were to be had ;* the 
remainder were to be found somewhere, say Nurnberg, &c. 
All had become dearer in price. It had become neces- 
sary to apply to England and Sweden for what must be had. 
It appeared that Sweden, taking advantage of the producta 
of German industry, had established, after two months of 
the war, a large electrotechnical industry. On a detailed 
and a careful examination of the goods imported from 
Sweden, judged by their type and construction, they au 
from Germany, only without Geran marks. Thus, com- 
plained the speaker, “ we are supporting Germany with our 
money.” Two-thirds or three-quarters of the total impor- 
tations must be ascribed to Germany. 

All imported goods may be divided into three groups :— 
(1) Goods the importation of which finctuates for various 
reasons, e.g., wire. (2) Goods that have to stand a fair 
protective duty, or that are protected by the telegraphs or 
telephones ; the importation of such goods into Russia is 
small. (3) Goods the importation of which into Russia is 
continuously growing, ¢.g., electric lamps. 

In the main, the production of electrical goods has been 


concentrated in large specialised factories. "These are the 


following: The Russian General Electrical Co., original 
capital 12,000,000 roubles ; the Russian Electrical Factories 
Co., Siemens & Halske, 5,600,000 roubles ; Russian- 
Siemens-Schuckert, 15,000,000 roubles ; the United Cable 
Factories, 6,000,000 roubles; the Siemens Polish Factories, 
1,000,000 roubles ; the Volta Co., 1,050,000 roubles. 

Respecting the Tudor and the Dynamo Companies, reliable 
particulars of their original capital are not available. The 
Russian A. E. G. is no more than a branch of the corres- 
ponding house in Berlin. The chief office is in Petrograd, 
and the factories are in Riga. There are branches all over 
Russia; but they are governed by orders from Berlin. 
The chief shareholders in this company are Germans as can 
be seen from the minutes of the general meeting of share- 
holders held on May 7th-20th, 1914. This showed that 
the largest were the Allgemeine Electricitite Gesellschaft, 
the Bank für Handel und Iadastrie, and representatives of 
various other Berlin banking houses. 

The speaker proceeded to show by specific references that 
Siemens & Halske and the Siemens-Schuckert Companies like- 
wise derived all their financial and controlling strength from 
Germany. After these detailed references to the principal 
Russian electrical concerns, he went on to say that the 


measures to be taken in the struggle with the Germans 


were as follows:—(1) To cease giving concessions to 
foreigners in Russia; (2) orders by the Government and 
public associations should be executed in Russia by Russian 
workmen and with Russian material —it is well known that in 
Russia the machines are only assembled; (3) the imposi- 
tion of sufficiently high Customs dues; (4), the granting 
of credit by the Russian Imperial Bank to electrical con- 
cerns; (5) restriction of patent rights held by German 
subjects in Russia. The speaker concluded with these 
words: —“ Our electrical power is abundant. We have 
served German capital long enough. We must now serve 
ourselves." 

M. P. M. Avaieff having spoken in a similar way, 
observed that the following electrochemical and metallur- 
gical products were made in Russia in 1918. Electrolytic 
copper, 1,800,000 poods, value 18,200,000 roubles ; electro- 
steel, 250,000 poods, value 625,000 roubles; aluminium, 
80,000 poods, value 1,600,000 roubles ; chlorate of potash, 
150,000 poods, valae 1,200,000 roubles; nitric acid, 
3,500,000 poods, value 6,000,000 roubles ; calcium carbide, 
90,000 poods, value 400,000 roubles; electric accumu- 
lators, 210,000 poods, value 1,700,000 roubles. The capital 
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invested in the electrochemical industry yields up to 100 
per cent. net profit. Unfortunately, it is nearly all foreign 
— German. | 

From the discussion that followed, it would seem that 
the capital in Russia in the savings banks, and what is used 
in the organisation of small credits, is practically all under. 
the control of banks that receive their orders from Germany. 
Hitherto it has been impossible for an independent electrical 
industry to grow up in Russia, for the Germans used large 
capital in order to snuff out any such efforts ! 


ELECTRIC LIGHTING AUTHORITIES AND 
THE LAW OF RATING. 


—ů — — — 


[FROM OUR LEGAL CONTRIBUTOR. ] 


Most of our rea?ers will have received ere now в copy of a 
species of summons requiring such of them as be ratepayers 
to supply certain particulars to the overseers of the poor. 
This is & document which is served upon metropolitan 
ratepayers once in every five years, and it is one which should 
receive very careful attention. 

To ascertain the rateable value of an ordinary dwelling- 
house is & comparatively simple matter. The overseers in 
one of the metropolitan boroughs make the following 
statement :— | 

* [t may be mentioned for your information that the 
Council's Valuation Committee are required, in making the 
New Valuation List, to fix the gross value of all properties in 
the borough at an amount corresponding to the annual rent 
which the tenant might reasonably be expected, taking one 


year with another, to pay for the premises, if the same were. 


let оп an annual tenancy, and the landlord undertook to 
bear the cost of repairs." | 

When, however, we come to consider a highly compli- 
cated piece of property like an electric lighting undertaking, 
the ascertainment of the hypothetical rent is by no means a 
simple matter. Those who pay rates may be prejudiced 
either (1) by a rise ia rates, or (2) by a rise in rateable value. 
As the corporate body has no say in the election of guardians 
who control the rates, its one means of protecting itself 
against anything in the nature of extortion is to prevent 
an exaggerated valuation. In these circumstances, it may 
be found useful if we discuss some of the principles upon 
which the property of electric lighting companies is rated, 
with a view to enabling interested persons to ascertain 
whether, in the light of events during the last five years, 
their valuation is likely to go up or down. 

The law of rating is by no means simple. This is partly 
due to the fact that Parliament does not define rateable 
value, and has never attempted todo so. All the Legislature 
has ever done is to prescribe the means by which rateable 
value may be estimated. Seeing that the last Act dealing 
with the subject was passed so long ago as 1862, it is not 
surprising that it contains no reference to electricity or 
electric lighting undertakings. 

We must, indeed, go back to first principles in order to 
ascertain the law of rating. The Parochial Assessments 
Act, 1836, provides that a rate must be “ made upon an 
estimate of the net annual value of the several heredita- 
ments rated thereunto ; that is to say, of the rent at which 
the same might reasonably be expected to let from year to 
year, free of all usual tenants’ rates and taxes . if 
any, and deducting therefrom the probable average annual 
cost of the repairs, insurance and other expenses, if any, 
necessary to maintain them in а state to command such rent.” 

As such a person as an actual ‘‘ tenant” of an electric 
lighting undertaking is à creature unknown, it has long been 
the practice, in rating gas companies and similar under- 
takings, to have regard to the profits which such a concern 
would bring in. Three leading principles of law are as 
follows :— | 

(а) In valuing the works, pipes, &c., of an electric 
lighting company for the purposes of rating, the profits 
earned by the company are taken into account. 


() The exercise of the right to lay down wires and send 


electricity through them, amounts to an occupation in law, 
so as to be rateable. 


(c) If the electric lighting works belong to a municipal 
corporation or other local authority, that body is rateable, 
although the profits earned are devoted to public purposes. 

Let us now examine the method by which the rating 
authorities endeavour to ascertain the hypothetical rent. 

The first step is to ascertain the net receipts. This 
із done by taking the receipts of the company from every 
source, and subtracting therefrom the ordinary working 
expenses (other than the cost of repairs, insurance, &c., 
which come in later on). Having ascertained the net 
receipts, it is necessary to inquire how much of them a 
tenant will be willing to pay as rent to a hypothetical land- 
lord. He would not, of course, pay the whole receipts as 
rent, as he would not then have any incentive to embark 
on the undertaking. There must be a deduction for 
* tenant's profit, sometimes called tenant’s share." It is 
worked out as a percentage on the tenant’s capital. The 
tenant’s capital is the value of his loose stock-in-trade, and 
a sufficient capital sum to enable him to provide for working 
expenses. It would not, of course, include the value of the 
boilers, engines, dynamos or other fixed machinery at the 
central station, but it would include the meters on con- 
sumers’ premises, and all the loose tools, &c. A percentage 
is then taken on the tenant's capital, and considerable diffi- 
culty is often experienced in deciding what this should be. 
At the London Quarter Sessions the usual practice in rating 
the property of a gas company is to take 5 per cent. for 
interest, 10 per cent. for trade profits, and 24 per cent. for 
risks and casualties, making 17} per cent. in all. 

Having deducted the tenant's profit, we arrive at the 
gross value of the undertaking. According to the rule laid 
down in the Statute (supra), the cost of repairs, renewals 
and insurance sufficient to maintain the hereditament in a 
state to command the rent must be deducted from this, 
inasmuch as these charges fall on the hypothetical landlord. 
Making a final reduction of the rates, which the tenant has 
to pay, we arrive at the rateable value of the whole 
undertaking. 

The above principles of rating can be best understood by 
looking at the following figures, which were given by Mr. 
Harold Eve in the course of the case of Charing Cross 
Electricity Supply Co., Ltd., v. Lambeth and Westminster 
Assessment, Committee in 1906 :— 


ASCERTAINMENT OF RATEABLE VALUE, 


Gross receipts 885 А £125,194 
Working expenses ... . 50,281 
Net receipts ... s .U £74,913 
Tenants’ share, 17} per cent. on £51,000... 8,925 
Gross value, plus rates - £65,988 
Repairs and renewals 27,341 
Rateable value, plus rates... iA £88,647 
Rates, at 78. in the £ i em 10,020 
Rateable value of whole undertaking £28,627 


In London, as the rates are only revised once in five years, 
it is necessary to consider what year is to be looked at for 
the purposes of rating. | 

In Charing Cross, City and West End Electricity Supply 
Co., Ltd., v. City of London Union (1906, Konstam 31), 
the company appealed against & valuation made in 1905. 
The question arose as to what year was to be considered. 
The company published their accounts yearly—not half- 
yearly. It was held that the case must proceed on the basis 
of the company's accounts for the year 1904, but counsel for 
the Union were to be allowed to put questions as to the 
general working of the company in 1905. The Deputy- 
Chairman of the Quarter Sessions said :—'*Sir E. Boyle 
(counsel for the Union) must refer only to the general results 
of 1905, and not to the precise figures. An electric supply 
undertaking is not like an ordinary business; some other 
light may spring up immediately and take the place of 
electric light." 

Hitherto we have proceeded upon the assumption that the 
entire undertaking of the company is situated in one parish 
or rating area. In such a case there is no necessity to con- 
sider whether the profits, upon which the rateable value is 
founded, are earned at the generating station or at the pre- 
mises of the various consumers. But where, as nearly 
always happens, the undertaking is distributed over many 
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parishes, difficult questions arise. For instance, the gene- 
rating station, which is only indirectly productive, may be 
in one parish, while the directly productive part of the 
werks may be distributed over the company’s whole area. 
How are the profits to be apportioned? The difficulty is 
got over by considering the claims of all the different rating 
areas together. 

In dealing with this question, rating authorities have 
recognised the fact that the undertaking of a gas or a water 
company is very similar to that of an electric lighting com- 
pany. The principle adopted in the case of a water com- 
pany was laid down in 1847 in the case of R. v. Over- 
seers of Mile End Old Town, 1847, 10 Q.B., 208. "There 
the works of a water company extended into several parishes. 
The rateable value for the purposes of poor rate, of the 
entire works, was £30,800. "The rateable value of the 
reservoirs, buildings, &c., valued as land and buildings 
deriving value from their capacity of being applied 
to the objects of a water company, was £6,500. It was 
held that the rateable value ought to be apportioned among 
the several parishes in the following manner :—'* The 
rateable value of the reservoirs, buildings, &c., valued as 
above, to be first deducted from the total rateable value, 
and distributed among the parishes in which this portion 
of the works was situate, according to the extent of such 
works in each parish ; and the residue of the rateable value 
to be apportioned among the parishes containing the service 
pipes, in the ratio of the net profits produced in each of those 
parishes." (To be concluded.) 


THE N.S.W. GOVERNMENT POWER 
STATION. 


A recent issue of the Commonwealth Engineer contained a 
description of the new White Bay traction power station of 
the N.S.W. Government Railways and Tramways Department 
at Balmain. The first section of this station 1s nearly com- 


plete and three 7,500 xw. turbine units will shortly be avail- - 


able to supplement the tramway service. КУ 
The station is close to White and Rozelle Bays, giving an 
almost unlimited supply of circulating water; it is convenient 


to overseas wharfage and to railway and tramway connections. 
The complete block of buildings to be erected will be 465 ft. 
long by 242 ft. wide, and will accommodate ten turbo-alter- 
nators, eight for normal use, one under repair, and one stand- 
by. At present only half the station has been erected, to 
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The boiler house—which will be divided into sections when 
complete—contains three floors, i.e., ash basement, firing floor, 
economiser and fan floor, and coal bunkers are provided over 
each firing aisle giving approximately 1,000 tons of coal per 
unit, or about eight days’ supply. Fuel is brought in on two 
elevated railway tracks, equipped with electric capstans, and 
the trucks, after emptying into hoppers, run down a decline 
and up a short incline where they strike spring buffers, caus- 
ing a rebound which is sufficient to send them over automatic 
points on to an empty truck siding. 

A fuel hopper, bucket elevator and belt conveyor (50 tons 
per hour) is provided to each unit; a Denison coal weigher 
13 provided to each boiler, and the ashes from the latter are 
collected and discharged into a 40-ton tank over the railway, 
by means of a pneumatic suction ash plant. The boilers, each 
of 27,000 Ib. evaporation, normal rating, and 40,000 lb. under 
forced rating, supply steam at 180 lb. pressure, 200? F. super- 
heat. Inclined chain-grate stokers, specially designed for 
burning coals which are low in volatile hydrocarbons, are 
fitted. A 288-tube Green economiser is provided to each boiler 
and one Prat ejector type chimney to each pair of boilers. 
The boiler, coal, ash and Шаш plants were all supplied by 
Messrs. Babcock & Wilcox, Ltd. 

A narrow bay between the boiler house and engine room 
forms the pump room, containing a 360-gallon per minute 
service feed pump for each unit, of the Mather & Platt six- 
stage centrifugal type; an emergency steam-turbine driven 
two-stage pump by Messrs. Mather & Platt is also provided, 
together with Venturi meters in the pump deliveries and Pre- 
cision meters in the air-pump discharges to the hot wells. 

Three Willans-Dick Kerr 7,500 KW. turbo-alternators have 
been ordered for the plant, one, however, owing to the condi- 
tions at the time, being installed in the Ultimo power house; 
a fourth 7,500 Kw. turbine set was obtained from the General 
Electric Co., U.S.A., owing to unsettled labour conditions in 
Great Britain. 

Tbe Willans turbines are of the disc and drum t with a 
guaranteed steam consumption of 13.9 lb. per Kw. hour, full 
load, vacuum 28.3 in. The speed is 750 r.p.m. The American 
turbine is а six-stage horizontal Curtis plant, running at 
1,500 r.p.m. 

The generators supply three-phase current at 6,600 volts, 25 
cycles; the Dick Kerr machines are ventilated by independent 
30-H.P. fans, and the American machine has ventilating fans 
attached to the rotor; a 125-volt exciter is coupled to each 
alternator. : 

Messrs. Willans supplied their own surface condensing 
lante, while Messrs. W. H. Allen & Son supplied.the plant 
or the American turbine. The circulating water is drawn 
from White Bay and discharged into Rozelle Bay; two con- 
crete ducte, side by side, connect the two bays passing under 
the turbine house from end to end. Settling chambers and 
revolving screens are provided in the ducts, and valves at the 
power house allow the direction of the flow in the ducts to 
be reversed and the hot discharge to kill any marine growths. 

The condensers are mounted over the circulating water 
ducts, and owing to the syphon action between the inflowing 
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Fig. 1.—GENERAL ABBANGEMENT, WHITE BAY POWER STATION, BALMAIN, N.S.W. 


accommodate four 7,500 Kw. turbine units each supplied with 
steam from four water-tube boilers. 

The four batteries of boilers comprising the first installation 
are arranged on either side of two firing aisles at right angles 
to the engine room in which the turbine units are placed 
eross- wise, in pairs, with the auxiliary plant between them. 

ch turbine, with its boilers, condenser, auxiliary plant and 
nes forms a complete power unit independent of the 
© 8. 


and outflowing ducts below, the circulating pump—having 
once started the water flow—has merely to operate against the 
difference in level between the two ducts. Except for the 
600-volt р.с. motors for the 50-ton engine room crane, the 
whole of the auxiliary motors are of the three-phase 440-volt 
type, mostly open squirrel cage machines, although totally 
enclosed and pipe ventilated motors are used in exposed situa- 
tions. The H. T. switchgear, supplied by the G.E. Co. (U.S. A.), 
is situated in a switch house adjoining the engine room. 
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Ihe main oil switches are all of the motor operated type, 
“hile the auxiliary circuits, supplied through six 350 Kw. 
Brusb transformers are controlled by solenoid operated switches. 
Current ишк теас{апсев аге provided in the generator cir- 
cuits, designed to give a 6 per cent. drop at normal load, but 


m "тте = 
103 1775 4 
f н, un = 
gt | 
Am: * a 


tran 
27 


Га. 2 


ар of carrying 150 per dent. lead continuously with a 
larger drop. 

Aluminium lightning arresters have been installed on each 
outgoing feeder with a view to surge protection from this end. 
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Еа. 3.—DIAGBAM OF AUXILIARY MOTOR ĈIRCUITS FOR HALF STATION. 


Ia conjunction with the transformers an oil circulating vela 
is in use by means of which the oil can be passed through a 
filter and dryer to a reservoir, from which 1t flows back by 
gravity to the required transformer. 

The switchgear is operated by remote бай, a bench 
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2.—SECTIONAL VIEWS THROUGH BOILER HOUSE, 


board—for the generators—and feeder control board being 
located centrally on the switch house side of the engine room; 
eight sub-station feeders are allotted to each generator. A 
complete electric signalling system with illuminated dials is 
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provided between the control room and operating staff, while 
telephones, electric clocks, etc., are also installed. 
e alternator leads run through fibre ducte underground 
to the switch house basement, to reactance coils giving a 6 
cent. reactance шор at normal load; the leads then pase 
through glazed brick chases to the oil switches. A ring bus 
system has been adopted; the Н.Т. leads are all carried in 
separate chases and conduits, the chases being continued on 
the ceilings. . ч 
A complete workshop and general store, offices and staff 
ters, equipped with shower and plunge baths, are also 
eatures, while a reserve coal storage yard with crushing and 
loading facilities is provided at Leichhardt to safeguard the 
operation of.the plant, from all of which it will be gathered 


that the Railways Department has provided for a modern: 


installation, 


OORRESPONDENCE. 


Letters roosived by us after 6 P.M. OR TUESDAY cannot appear until 
the following week, Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 

/ 


A.C. v. D.C. for Lighting. 


Referring to the letter in your issue of the 8th inst., signed 
"X-Gas," under the above heading, your correspondent can 
set his mind at rest as regards the suitability of low periodicity 
alternating current for lighting. Current at 40 cycles is used 
in a great part of Cardiff, and as & matter of fact this letter 
is being written by its aid. Quite & number of small towns 
and villages in South Wales are lit by current at 25 cycles, 
supplied by the South Wales Power Co., and my own house 
is so lit. Personally, I have not experienced the least incon- 
venience. 

More than this, a very large number of the collieries and 
works are being supplied by the South Wales Power Co., and 
1 know that where this current is used for the lighting of 
machine shops, it is found to be entirely satisfactory. Occa- 
sionally one comes across a metal-filament lamp with rather 
loose filaments,- and these vibrate in synchronism to the 
periodicity, but even in such cases, where a Holophane or 
other shade of similar type is used, the vibration effect is 


entirely lost. 
Theodore Stretton. 
Cardiff, January 12th, 1915. 


Garage Heating. 


With reference to “Interested Inquirer's letter in your 
issue of January 8th re above, in my opinion your corres- 
pondent has been ill-advised to install a radiator of the red- 
ct element type. While it is true that the normal tempera- 
ture attained by these elements. may not be sufficient to ignite 
an explosive mixture of petrol vapour and air, there is always 
present in a garage some dust in the form of particles of lint, 
say from brushing the upholstery down, or straw, etc., which 
will alinost assuredly incandesce in contact with the red-hot 
elements, and be sufficient to ignite the mixture or petrol 
vapour. 

I have seen a motor-cycle set on fire by a smoker drawing 
at his cigarette when the carburettor was flooding, the incan- 
descence from the edges of the paper doing the trick. 

The safest possible heater to use is the electric convector or 
air warmer. Several types are to be had of small dimensions, 
notably the circular tube type with perforated case, 500 or 
1,000 watts. 

A plug should not be fitted on the heater, or if one is fitted 
on a standard it should be fixed up so that it cannot be 
removed, as the flaming sometimes caused when putting the 
plog on might be fatal to spare petrol, not to speak of the car. 

M it is desired only to keep the water from freezing, one 
of the small immersion heaters dropped in the radiator tank 
throuzh the filler cap and suspended by a stop of some kind 
to prevent its total immersion over the terminals is a good 
plan. An electric flat-iron has been used for this purpose by 
placing it against the bottoin face of the car radiator, but this 
13 not fair to the flat iron. 


Chas. Н. Archer, Electric Heating Specialist, 
King's Norton, January llth, 1915. f 


| | Wireless In Warfare. 


‚ 1 bave the honour to inform vou that the following notice 
in your pericdical of October 2nd, 1914, on page 470, has 
attracted my attention :— 

"Wireless in. Warfare.—It is suggested that the German 
cruiser Emden, which has been so successful in capturing 
British ships in the-Bay.of Bengal. has been receiving infor- 
watien regarding the movements of shipping from the Tele- 
funken stations in the Dutch East Indies; these are, of course, 


on neutral territory, but are probably worked by German 
officials," 


With respect to this notice I am obliged to give the follow- 
ing rectification :—The wireless stations in Netherlands East- 
India are owned by the Government and are operated by 


Netherlands officials only, who during the whole war time 


have got and strictly followed the most positive orders with 
reg to maintaining our neutrality. No German or any 
other stranger has been on the stations or is allowed even to 
enter the grounds, as the stations are under constant watch 
of the military department. Moreover, I am able to contra- 
dict most positively that the German cruiser Emden received 
any telegrams or any information from the operators regard- 
ing the movements of shipping. | | 

I should esteem it a favour if you would be kind enough to 
publish as soon ag possible a rectification in that way. 

Batavia, December 4th, 1915. i 

9. В. С. Plop, 
The Chief of General Direction of Posts, Telegraphs 
ha and Telephones in Netherlands, India. 

[We are very pleased to publish this letter, and regret that 
the Dutch stations were unjustly accused of a breach of 
neutrality.—Eps. Eugc. Rev.] i 


Wonderful Accumulator Cells. 


It is not necessary for me to answer Mr. Faraday Hawdon’s 
questions, use he answers them himself. I am sorry. that 
he cannot follow the inference suggested by the statement, 
"The positive plate is now of normal size’’; perhaps others 


-can. 1 am quite well aware of the behaviour of -separators, 


mode of unsuitable celluloid, in storage batteries, both large 
and small. Troubles too numerous to mention were experi- 
enced through these twenty years ago in large 61-plate cells. 


One large firm used asbestos cloth, and kaolin separators were: 


used by Niblett & Sutherland, in their Umpire cell; they are 
still used for small cells to-day by two firms, differing only in 


‘design. Their disadvantages, under certain conditions, are 


quite obvious, especially when packed tightly between the 
plates, and very little room left for acid. | 

Corrugated and perforated ebonite separators are used in 
many first-class small batteries, and these. give no trouble; 
for large batteries where an efficient separator is required 
nothing beate the standard wood diaphragms, properly treated 
in order to free them from pyroligneous acid, and vasculose, 
and placed mid-way between the plates so as to allow free 
access of acid, and to permit free movement of the ions, 
escaped gas and perfect diffu sion. AL v. B | 

ө e 


Newcastle-on-Tyne, January 16th, 1915. 


Salaries of Junior Engineers. | 
A senior assistant of my acquaintance employed in a neigh- 


/ bouring sub-station of 3,000-&w. capacity has recently been 
"on the carpet” twice, owing to trouble caused by the in- 


capability, negligence and lack of knowledge on the part of 
the junior assistant under him. The senior had long service 
with his employers and, previous to the trouble, a clean sheet. 
The junior, on joining the supply company, was quite raw 
in regard to central station work and plant, and, moreover, 
too young to undertake the responsible duties assigned to him. 
The senior has, in consequence of.the trouble, been reduced 
in status and position. All the facts are known to the em- 
ployers—they holding that, no matter what happens, the 
senior is to blame and the junior is in no way responsible for 
any mishap due to his actions. The company also add that, 
owing to the shortage of unskilled labour, they are obliged 
to take who they can get. = : 
Ought the skilled men to suffer because the йр cre are 
experimenting with unskilled labour? If this is the general 
attitude of employers, I pity those Бати raw youths under 
their charge ое the present crisis. Мг. Ebben’s remarks 
are only too true. Employers can afford to be reasonable with- 
out being half as hard hit by present conditions as are the 
poor devils grinding out 56 hours a week, year in and year 
out, for a paltry 30s. or so. | 
J. Kay. 


Manchester, January 16th, 1915. 


Our old friend, Mr. Ebben, has again cropped up and, 
judging from the tone ot the paragraph last but one in 
his effusion published in vour current issue, 16 would appear 
that he is rapidly qualifying as a Hyde Park Orator," 
and I wonder that he wastes his time in the comparatively 
tame occupation of airing his and a few of his colleagues’ 
grievances through the columns of your valuable journal. 

Ot course it is admitted that in a few cases shift engineers 
and others are badly paid, but on the other hand it must 
be realised that the smarter of these men are qualifying for 
better positions. Those with brains and who like work will, 
undoubtedly, obtain promotion while the remainder cannot 
expect high wages for subordinate positions. Nowadays, 
central-station work, so far as it affects shift engineers, 
switchboard attendants and others, is largely а matter of 
"Rule of thumb’? methods and really very little skill is 
required, all processes, from Poking the boilers to regula- 
ting the pressure, being caried out by automatic apparatus, 
and the real work devolves upon the station superintendent 
and his assistants who are responsible for the efficient work» 
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ing of this automatic apparatus. In my humble opinion the 
day of the "collar and cuff” shift engineer bas gone, and 
I would infinitely prefer to have the services of a good, 
steady. experienced engine driver in charge of his shift rather 
than those of à young inexperienced college man who, when 
trouble occurs, has necessarily to rely upon the above-men- 
tioned driver to put bim right. When things arg going well 
our young college-trained gentleman usually spends his tune in 
playing cards with his switchboard colleague or 1n some 
other amusement, while the driver does the work. 

If Mr. Ebben himself is a shift engineer he will probably 
know that my judgment is correct, but as he has always 
maintained that these gentlemen are overworked I doubt 
whether he occupies such a position, as if so he could scarcely 
find time to adopt the rôle of a Trade Union Agitator” in 
addition to his multifarious duties. 1 should strongly advise 
hin to form his Association into a recognised Trade Union, 
when in addition to being able to air his views without 
restraint, he, as Organising Secretary, would have a very 
much better job than he is ever likely to get in a supply 


undertaking. 
| Experienced, 


Preferential Terms for Arc Lights for: Photo Printing. 


Referring to your note on Mr. H. Faraday Proctor’s letter 
on this subject on page 86 of the current issue, one 3s a little 
surprised to see a point of this kind raised, because 1t appears 
to be generally understood that electricity used for trade pur- 
poses, and not for illumination, should get preferential treat- 
ment. On several installations which corme under my super- 
vision electricity is supplied at special rates not only for the 
arc lights used for photo-printing, but also for the red and 
vellow lamps used in the dark rooins for delevoping. In both 
cases the Dans are used for trade purposes, and not for 
illumination; in fact, the rooms are artificially darkened to 
keep out daylight so that the processes may be carried on 
during daylight hours. For the same reason that this class 
of work is supplied at special rates, so also is battery charging 
when carried on during day time, although the stored energy 
is afterwards used solely for lighting purposes; a motor gene- 
rator, however, would not be entitled to motor rates if used 
for lighting purposes. MEM 

Preferential terms are given not because the electricity 18 
used for lighting, or power, or heating, but principally because 
it is used during the hours of daylight, when the demand for 
lighting is small 


London E.C., January 15th, 1915. 
| _ Frank Broadbent. 


I notice that the legal correspondent of the Municipal 
Journal, in the issue of January 15th, states that he is un- 
able to change his opinion," but by his own words he admits 
that пу contention is right, viz.: That the ultimate purpose 
for which electrical energy is used is to be taken into consider- 
ation. in determining whether such use is lighting. power or 
heating. In the issue referred to he says: — But in law and 
in fact such undertakings do charge according to whether the 
energy is for lighting or power. A reference to the analytical 
tables in the ‘Municipal Year Book’ shows this beyond dis- 
pute." I may only add that it is equally beyond dispute that 
electrical energy used for photo printing is not " energy for 
lighting," or to employ the more correct term, “for illumin— 
ation pu es." 

idi H. Faraday Proctor, 
Hon, Sec., I. M. E. d. 
Bristol, January 18th, 1015. 


[We refer to this matter in our leading colunins.—Eps. 
Etec. REV. J 


| Advertising and Character. 


1 do not ngree with your correspondent, who states that 
“an advertisement does or should reflect the character of the 
firm issuing the announcement." Very artistic and clever 
advertisements have before now been employed to advertise 
comparatively worthless productions, and one need not go out- 
side the confines of electricity to add “ notorious swindles.’’ 
On the other hand, I hold that advertisements. should. be 
designed to attract the character of the individual whose 
enquiries are solicited. This is а very different. proposition, 
and calls for a recognition of the diversity factor in the bunan 
mind. None of the theories put forward up to now in this 
correspondence is wholly confirmed by my experience as an 
advertiser. While each of the suggestions put forward may 
be sound, they would, in my opinion, only be separately effec- 
tive, and in a limited sense, and each would fail by repetition. 
Were I a professional advertiser, I should deem it necessary to 
appeal in. turn to the diverse personalities we know to exist; 
in other words, to ring the changes.” One only needs to 
peruse your correspondence columns on this subject to realise 
the varietv of taste there is to cater for. There is the inan 
with esthetic taste and the man without; there is the man 
who appreciates detail and the man who, having no time for 
it, turns the page over quickly. There is “ Consultant," who 
objects to be reminded of a special brand of whisky during 
his comic intervals, and his antithesis who would welcome 
such a reminder under any circumstances. There is the man 
(Mr. E. I. Hill reminds us) who always reads his technical 
journals during business hours, and is not in the right frame 


of mind to be amused, and there are the men, myself in- 
cluded, who never read those journals during office hours, and 
therefore welcome a little mental relaxation by way of humour 
in the advertising and editorial columns. 

Then there is the British reader in the Colonial market who 
pluinps for British solidarity; the Canadian in the same mar- 
ket who finds British methods leave him with cold feet," 
and who searches for the latest American ‘ stunt ’’—and, 
finally, a large community who object to advertisement in any 
and every form. Obviously it is impossible to attract every- 
body at once, so again I say, ring the changes.“ 

I have advertised 1n technical journals for many years and 
with varying success, and it may interest the votaries of pub- 
heity to know that the advertisement to which ** Consultant“ 
referred in his "critique " is the only one I have ever caused 
to be inserted which has brought letters of congratulation from 
all directions, many of them enclosing valuable and lengthy 
enquiries, Truly, its complete success was marred by a re- 
grettable oversight. 
office when giving written instructions, I completely over- 
looked the fact that our mailing list includes the names of a 
few people who probably do not read the ELECTRICAL REVIEW. 
Such people only received one-half of my" message, and the 
other half revealing my identity, being in the advertising 
columns of the journal, J fully realise that it must have been 
extremely annoving to the ELECTRICAL REVIEW to be asked for 
а copy or to be bothered in any way in connection with a 
Inatter in which they had no concern whatever. Undoubtedly 
the postcards shouid have borne my company’s address; it 
would have improved the value of the advertisement without 
diminishing its exceptional effectiveness. As I have remarked, 
that was an oversight for which, the circumstances being 
known, I hope I am forgiven. But here again is a strange 
anomaly. Some of the most complimentary replies were re- 
ceived from people who stated that they had quite a ditliculty 
in obtaining a copy of the magazine, and this appears to have 
given them quite an added interest in the advertisement. 

In conclusion, if any of your correspondents are sutticiently 
Interested to care to sec some of the original remarks the adver- 
tisement evoked, I shall be most happy to show them. 

Herbert Berry. 

Hove, January 19th, 1915. 


With further reference to the above and to Мг. E. J. Reed s, 


remarks in your current issue to the effect that “T echnical 
Advertisements have special consideration," I would like 
io add that 1 consider that to be a thorough advertising 
man a sound acquaintance with technical terms, and buyers 
and users’ requirements is essential in at least 90 per cent. 
of the trades which employ publicity. That this is 60 may 
be either known frome suthcient personal experience or 
clearly seen in many rubber, electrical, petrol, motor and 
general engineering journals where publicity work is turned 
over by manufacturers to general advertising. agencies who 
place the copy and designs. The inevitable results are always 
very flat, sometimes pitiful. In the case of commodities which 
appeal to the crowd, the general " fluent" professional ad- 
vertiseinent writer is god есас, as the crowd are not 
technical in their requirements in respect to pills, plasters 
and cure-all balms. 

In stating that his reason for prefering British to American 
advertisements is the same as that which prompts him to 
prefer a gentleman to a costerinonger, Mr, Reed leaves him- 
self open to be caught in his own trap, as the average coster- 
monger is far superior to the average gentleman in business 
instincts and aptitude. As an American by instinct I thank 
your correspondent for his somewhat subtle, though unim- 


tentional compliment. 
Arthur Mallord Turner. 
London, S. W., January lsth, 1915. 


Jowers Protective Leakage Device. 


Although I have not seen this device and can only go by 
the description recently given, 1t would seem that the remedy 
may easily be worse than the disease. 

In the first place the device only operates on one pole. 
Should an earth occur on the opposite pole, and the starter 
arm return to the "otf" position, current will still continue 
to low through the fault and probably bring the breaker out. 
In the event of the earth being on the same pole as the 
starter and the device operating the whole of the current 
through the fault. at practically the line voltage (less of 
course in a three-wire system), would be broken on the 
starter arm and first contact. This would be bad for the 
starter. "Again, take the case of the “heedless operator 
making persistent attempts to start up the motor with the 
fault on it. To energise the trip coil it is necessary, accord- 
ing to the diagram, to get the starter arm on the first 
contact. If the “heedless operator" held the arm there for 
any length of time he would in all probability. burn out the 
resistance, While if he let go of the handle he would stand 
a good chance of getting burnt by the resulting are. In con- 
clusion, if it is seriously intended to place this device оп the 
market, I would suggest that the insulated wire be taken 
io the trip coil via the frame of the starter or control panel 
as this is quite as liable to trouble as the motor. 

Ernest F. Butler. 

London, W.C., January 18th, 1915. 


Owing to my enforced absence from the 
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Stray. Magnetism from Tramway Feeders. |. . 
A jeweller in this town complains that owing to опе of our 
tramway feeders being within 10 ft. of his shop window the 
watches in his shop become magnetised, and an ordinary. com- 
pass fixed im the window. certainly shows considerable move- 
ment. I should be very much obliged if any of your readers 
would explain this, and, if possible, suggest a remedy. Our 
cables insulation are in good order, and so far as I know 
there 1з no 5 the tram ways overhead equipment. 
The jeweller's shop has been in its present position for about 
gix years, and it is only within the last few years that the 
watches have become magnetised, and within the last six 
months more than usual. If you, or any of your readers, 
could give me a solution I should be extremely obliged. 


Magnet. 


[At the distance stated, a current af 1,000 amperes would 
produce a field of less than 1 Cg. Ss. unit.—Ebps. ELEc. Rev.] 
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WAR ITEMS. 


Australians and Electrical, Contracts. According to a 
report in the '* Sydney Morning Herald," the Sydney Coun- 
cil Electric Lighting Committee on October 26th affirmed 
the principle ot British preference. We quote our contem- 
porary's statement without alteration in order that the reader 
at home may observe how these matters are viewed in Aus- 
tralia. ‘* Several tenders for electrical supplies had been 
received, including one from an American firm and another 
fiom a German firm, Alderman Meagher said he did not 
intend to make a spread-eagle display of patriotism, but, 
taking a cold common-sense view, he thought they would 
all see the wisdom of giving preference every time to Empire. 
mzde articles. He moved that a recommendation be made 
to the Council that, during tHe currency ‘of the war, a pre- 
ference to the extent of 10 per cent. be given. He was in- 
clined to make the margin still bigger, but the Federal tariff, 
he believed, already gave a slight preference. Alderman 
Lindsay Thompson considered that they should not only 
five preference during the war, but for all time. He hoped 
that the Council would set an example to the public, and 
not go crawling back to the cheapest market, irrespective 
of what market it was, as soon as the war clouds rolled 
away. Alderman Hagon stated that he had been informed 
that no less than 90 per cent. of the firms trading in elec- 
trical goods in England were actually German firms, 
although they did not all bear German names. Some of 
these companies had an English director holding a few 
shares, but the great bulk of the profits went to Germany. 
The Council, therefore, needed to be very careful how it 
acted. Aldermam W. Р. M'Elhone. remarked that, in view 
of this statement, thev might actuallv give an advantage to 
à German concern under a British name if they failed to 
make the fullest investigation. He was in full sympathy 
with the motion. Alderman Meagher suggested that each 
tenderer be requested to furnish a certificate containing cer- 
tain data. Ultimately the matter was left in the hands of a 
subcommittee, consisting of Aldermen Stephen and. Meagher, 
the Town Clerk (Mr. Nesbitt), and the City Electrical Engi- 
тет (Mr. Mackay). | 

The War and Factory Premises.—In their-report for 1914 
Messrs. Leopold, Farmer & Sons, of Gresham Street, E.C., 
state that the vear was far better than 1913 in respect of 
sales and letting. of factory property, “wharves, land, etc. 
This result is in a large measure due to the war, which has 
produced a demand for factories and commercial property, 
partlv to war equipment, and secondly for the manufacture 
in this country of goods previously imported. The firm re- 
port that an unprecedented demand still exists for properties 


of all kinds, and they have disposed of a large number of. 


factories with and without plant and machinery at figures 
running into many thousands of pounds. Premises that 
previous to the war had failed to find tenants for years have 
heen rapidly taken up, owners in тапу cases having ob- 
tained increased prices through competition. The firm add: 
—' The Declaration of Peace should mean the opening up 
w our manufacturers of an enormous overseas trade both 
with our colonies, new possessions, and the world’s markets 
in general, and then will come the time for us to“ capture 
the trade ' hitherto to a large extent held by Germany. We 
сап safely say the outlook for further deals in factory pro- 
tv is good, and think we are justified in hoping to report 
a continuance of the demand and supplv of commercial pro- 
prities of all descriptions in the present vear.” 

Capturing German Trade.—Referring to the note in “War 
t^ms" in our last issue concerning the Board of Trade 
Electrical Exchange Meeting, the Walsall Electrical Co., 
I. d., inform us that thev are manufacturing milli-ampere 
meters similar to those on exhibition, and are also making 
Various pocket type meters which were illustrated. They 
hive every confidence in stating that as soon as the labour 
an] material markets resume their normal conditions they 
Will be able to supplv these various items at the same price 
as the Germans and Austrians have hitherto sold them at. 
They have on their books at present orders for over 800 


` 


milli-ampere meters, the greater portion of which are for 
use in connection with telegraph and telephone work, and 
about one-third for use in connection with medical work. 
The company state that they. are laying themselves out ** to 
manufacture certain items in large quantities, and thereby 
departing from the usual practice of British manufacturers 
of making everything but making nothing well." It is only 
by recejving support from the wholesale houses and exporters 
that they will be able to do so, and they look with every 
cónfidence for this support. We congratulate the company 
on the enterprise exhibited, arid hope that the results will 
‚Ве all that they could wiss. zc | 

The Industrial Situation in Denmark.—The director of 
the Northern Cable & Wite Works, ‘of Copenhagen, is re- 
ported to have stated in a communication to a local news- 
paper that great difficulties are experienced in connection 
with the procuring of the requisite stocks of lead, copper and 
rubber, and that, in his opinion, the export veto of the 
Danish Government ought to be sufficient security tq the 
British Government against any re-export of these materials 
to Germany. Nevertheless, the British Government prevents 
the export of such materials which have been purchased by 
Danes in England, and also hinders the obtaining of sup- 
plies from America. As a consequence, it is said that the 
Danish copper and lead rolling mills and the lead cable 
works have been compelled to suspend their activity, whilst 
the electrical firms and other industries keenly feel the effects 
of the prevailing scarcity of raw materials. 

Sydney Municipal Council and its Contracts.—Our con- 
temporary ‘‘ Tenders ” states that the following recommen- 
dations have been made by the Sydney electric lighting com- 
mittee:—That in connection with contracts which have been 
affected by the war, the following be approved and 
adopted: ` ge UE covers oe 9 * s - i à 

‘(a) That the Council allow to a contrdctor, as an extra on his contract price, 
in respect of contracts entered into before the outbreak of the war, the extra 
freight and insurance paid by him in consequence of the war, not exceeding 
the actual amount of his actual loss. That the contractor be asked to satisfy 
the Council's general auditor upon this question in any case where a contribu- 
tion. is. sought. m ж d м TT uus f Tv. CMS " : 

(b) With regard to contracts, tenders for which were received before the 
outbreak of war, but acceptances of which were not sént out by the Council 
until after the outbreak of war, the Council's acceptance be of the tender at 
the price mentioned in the tender, with the extra freight and insurance (if 
any) which the contractor can show to the satisfaction of the general auditor 
he has been compelled to pav over the ordinary sates, the extra amount being 
due to the abnormal conditions caused by the war. or 

Board of Trade Assistance.—In connection with their cam- 
paign 10. assist British manufacturers and merchants to 
secure trade formerly in the hands. of German or Austro- 
Hungarian firms, the Board continue to receive a very large 
number of inquiries for the names of sellers or buyers of 
articles of which the sources of supply or market have been 
interfered with by the war. ‘The seventh list of articles which 
inquirers desire (a) to purchase and-(b) to sell, is now ready 
and may be obtained, together with copies of the previous 
lists, on application to the Branch. . 

Telephones Wanted.—With reference to the appeal of the 
National Service league for telephones which appeared in 
our issue of January Ist (page 17), we learn that generous 
and greatly appreciated’ assistance has been rendered by 
Messrs. J. B. Saunders, Ltd (railway telephones), General 
Acoustics & Dictaphone Co. (loud speaking telephones), and 
the Western Electric Co., Ltd., who are sending two of their 
Lister portable telephone sets of the regular military pattern. 
Probablv there are others who have such apparatus that they 
will be willing to place at the disposal of the League. 

Prices of Installation Materials in Germany.—It was re- 
ported about the middle of December that the prices of 
installation materials had been advanced by the Bergmann 
Co. by 10 per cent. in consequence of the increased cost of all 
raw materials. and partly finished manufactures, particularly 
in the case of metals, and that other firms would probably 
follow the example. It is now announced that the syndicate 
of makers of installation materials has raised prices by from 
10 to 25 per cent., owing specially to the greater cost of 
copper and rubber. ; 

The R.A.C. and X-. Ray Apparatus.—The *'* Auto-Cycle 
а " states that a subscription has been started at the 

oval Automobile Club with the idea of presenting a full 
X-ray apparatus with a petrol-electric set to supply the neces- 
sarv current to the Officers’ Base Hospital at Havre. 


Blackpool Lights.—The arc lamps on the Blackpool 


Promenade аге being blackened on the seaward side, in anti- 


cipation of an order bv General Adam, commanding the 
Territorial Division in. Blackpool. 

Manchester Roll of Honour.—A roll of honour has been 
prepared by the Manchester Tramwavs Department on which 
the names of 1,232 emplovés of the tramway department 
who are serving with the colours have been inscribed. 

Personal.—Mr. Edward S. Carling, who has represented 
the Electrical Co., Ltd., in the South of England for the 
past ten vears, has been called up under the householders’ 
return, and has joined the Roval Engineers. | | 

Mr. С. J. Oake, second engineer-in-charge at the Ber- 
mondsey Electricity Works, has obtained a commission in 
the Army. 

Roll of Honour.—Sergt. Wm. Deakin, of the Ist Man- 
chester Regt., for five vears a car-driver in the Salford Cor- 
poration Tramwavs Department, has been killed in action, 
He was 32 vears of age, and had served in South Africa. 
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NEW ELECTRICAL DEVICES, 


FITTINGS 
AND PLANT. | s 


Adapter for Small Cooking Apparatus. 


When an electrio kettle, say, is conneoted to the circuit by 
plugging into a lampholder, the lamp is n | put ont of use 
for the time, and is liable to be broken in repeated handling. To 
do away with this inconvenience, the GENERAL ELECTRIC Co., LTD., 
of 67, Queen Victoria Street, E.C., have patented an adapter, 
illustrated herewith, whioh keeps the lamp in use, It will be seen 


i^ 


Fig. 1.—G.E.C. Two-Way ADAPTER. 


that the device consists of a two-way fitting, the lower way 
receiving the lamp, and the side socket providing for the 
heating circuit. A litttle turn switch enables the lamp to be 
lighted or extinguished, as desired, without interfering with the 
heating circuit. The latter may take up to about 3 amperes. 
Small nuts on the pins of the plug enable the adapter to be fixed 
firmly to the lampholder, | 


Henley Fuse-Boxes. 


Messrs. W. T. HENLEY's TELEGRAPH Works Co., LTD., of 
Blomfield Street, London Wall, E.C., have for some years specialised 
-in self-contained fuse-boxes and sealing chambers, and we illustrate 
in fig. 2 one of a number of similar devices contained in their 
latest list of service fuse-boxes. The figure illustrates a 20-30- 
ampere D.P. fuse-box with hinged oover, and below, and combined 
with it, is a three-way sealing chamber. 
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Fra. 2;,—HENLEY Fos E- BOX AND SEALING CHAMBER. - 


This set is very compact, weighing only 44 lb., and measuring 


85 in. long x ö in. wide х 24 in. deep overall. 

A particular feature of these out-outs is the separation of the 
sealing chamber from the fuse chamber by a horizontal iron dia- 
phragm cast integrally with the box, the holes through which the 
bare conductors pass to the terminals being insulated with 
porcelain bushes. The sealing chamber is designed to take either 
vertical or horizontal service cables. | 


Veritys’ Fixtures. 


A new edition of Vol. 3 of their catalogue of eleotric supplies 
has been issued by MESSRS. VERITYS, LTD., of King Street, Covent 
Garden, W.O. It is a fine production of more than 500 pages, and 
in the work of illustration, which is most excellently and lavishly 
done, & highly glazed art paper lends considerable assistance. 


The volume is a business-like production, and in style, size, &., is 
uniform with Vol. 2, to which we referred several months ago, 
though, of course, it is bulkier. Introductory notes in the English, .. 


Spanish and French languages are followed by serviceable general 


codes, inoluding measurements and technical and commercial 
phrases. : By the way, the firm is shortly to publish a schedule 
of . prices and lars in the guage and coinage 
of various countries, a further effort in the Verity bid for export 
trade; there is nothing во likely to win the favour 
of the foreign purchaser as putting before him in his own 
tongue, and in ways that he can understand, the information 


€ 


Fic. 3.—VERITYS Two-LIGHT BRACKET. 


of which he is in need. Alphabetical and numerical sections lead 


us to the descriptive and illustrative part of the catalogue, which 


is divided up into 18 sections, We might enter into a great deal of 


comment by way of eulogy, perhape tempered with only a very 
small amount of the spice of mild criticism, concerning the 
hundreds of varieties of designs and types that are illustrated and 
priced, but seeing that a fittings catalogue is intended for all tastes 


Ето, 4.—LANTERN FOR ENTRANCE HALL. 


and all types of men—and women—whatever we might say could 
not be representative of anybody's thoughts save our own, and in 
matters of detail such as this that is not called for. Some of the 
fittings lead us on to thoughts of marble halls and country houses, 
others into industrial surroundings such as obtain in mills and 


factories, others into the ships in the North Sea, yet others into 


hospital life, or into the streets which will be better lighted again 
someday, and to shops which will light electric signs more brilliantly 
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lit Willie's Imperial Father sues for peace, but we forbear, 


ick upon prosaio summary of the contents given io 
the front of the catalogue in order to show the character amd. the 
wide extent of the fixtures covered in the book. This summary 
rand thus, and it appears in the three languages already 
(ás do also the illustrations, of course, though the accompanying 
matter does not):—One, two and three-light brackets, pendants 
and indirect and sliding ditto, shade and ceiling lighta, electroliers, 
standarde, French brackets, lanterns and electroliers, bronzs 
stabucttes, hospital fixtures (a complete selection of designs), 
ht and street lighting fixtures, signa, glass shades 
and bowls (here the firm does not conceal ita regret that British glass 
makers have been remiss in the past and it indulges in a forecast that 
euch will be a less pronounced weakness in the future), silk shades, 
switchplates and accessories, We select a couple of examples of 
fittings for the purpose of brightening this notice, though we cannot 
expect thereby to do more than give the reader a taste to see those 
om the other 400 odd pages. Oar fig. 3 is an example of two-light 
bracket work, and fig. 4 is an impressive lantern form of electrolier 
suitable for the entrance hall of a large public building. That 
Verity is a British house, that it is perhaps the oldest house 
associated with onr electrical industries, that it has long specia- 
Haed in the design and manufacture of electrio light fittings, are 
matters upon which it is hardly necessary to dwell at this date, 
bat when so much is being said about the constitution, &o., of 
different firms, it should be made olear here that ite capital, direc- 
богаќе, management and staff are "entirely British." It may also 
be added that large stocks of the manufactures here catalogued 
are on exhibition at, the firm's various showrooms in London and 
the provinces, that most of the contents of the book are easily 
adaptable for the requirements of the Canadian, South American 
and Continental markete, and that the firm will weloome applica- 
tions for copies of this handsome volume. 


Street Lighting Fitting. 


THs WARDLE ENGINEERING Oo., LrTD., of 196, Deansgate, Man- 
chester, have tent us particulars of & fitting designed to eliminate 
upward rays, and give wide distribution of light on the ground, 
which should be very suitable for use under the existing lighting 
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_ * Fig, 5.—BEOTION ОР "PRIMUS" Lantern. 

ah’ : „ „ ох 2r 

Fig. 5 isan illustration of the No. 515 Primus lantern, from 
which it will be seen that the filament does not project below the 
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Fic. 6.—PoLAR CURVE OF "PRIMUS" LANTERN. |. 


.' bottom of the internal reflector. The polar carve, fig. 6 (taken by 
. the Manchester Corporation testing department) shows an inotease - 
currents 1. from a star-connected three-phase alternator, giving a 


i y nearly 50 per cent. of the candle-power at 17° below the hori- 


: netising current, Is, and multiples thereof, while the other winding 
the fundam 


zontal ; if the height of the lantern ів 25 ft., the 17° kay will reach 


а redius of over 80 ft., whereas a 30° ray will only reach a radius 
ot 44 tt. . To obtain even illumination it is, of course, very impor- 
tant to get the maximum oandle- power very near to the horizontal, 
but sare is very difficult if upward rays and glare are to be 
eliminated. es | 
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^ THE MAGNETISATION OF IRON.. 


By J. 8. NICHOLSON, B.Sc., AMIEE  * 
5 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEEBS, at Glasgow, December 8th, 1914.) 


In the testing of iron stampings at high flux densities by means of 
alternating currente, great difficulty is experienced in maintaining 
an electromotive foroe of sine-wave form at the terminals of the 
magnetising winding, and in ensuring that the electromotive 
force induced in the windings of the tester shall also be of sine- 
wave form. | 

If the induoed electromotive force varies according to a simple 


' sine function of the time, then the flax density in the core of the 


tester will also vary according to a simple eine function of the 
time, so that Bm the maximum value of the flux density сап be 
obtained in the usual way from the induced electromotive force 
and the number of turns in the secondary winding, &c. 

If, however, the flux and therefore also the induced electro- 
motive force do not vary in this way. it becomes difficult to ascer- 
tain, even . the value of the maximum flax density 
in the соге corresponding to a particular value of the induced 
electromotive force. The author shows how at flux densities with 
maximum values of 20,000 lines per sq. cm. and upwards in Stalloy 
m flax in the tester core was approximately maintained as a 
simple sine function of the time. j | 

Some idea of the possible divergence of the wave-form of induced 
electromotive force from the simple harmonic form, and of the 
magnitude of the error in B4 when caloulated, may be obtained by 
a study of the oscillograms reproduced in fig. 1. These were 
obtained from a ring tester connected between two lines of a 
40-K.v.A. star-connected three-phase alternator giving an electro- 
motive force of simple sine-wave form on open circuit. The 
induced electromotive force in a search coil corresponded to values 
of Bm of 17,500 and 20,000 lines per gd. om. respectively, but the 
actual values were 16,600 and 18,100 respectively. 


Li 
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Fig. 1.—OSCILLOGBAMS OF ey, i AND e: 


Fie. 23.—THBEE SIMILAR -RENG TESTERS EACH WITH TWO 
MAGNETISING WINDINGS, A AND D, UNIFORMLY DISTRIBUTED. 

| THE A WINDINGS АВЕ STAR-CONNECTED,'AND THE D WIND- 
INGS MESH-CONNECTED AND SHORT-CIROUITED. i 


The above results are typical of what may be expected when 
tests at high flax densities are being carried out with an alternator 
of medium size, and they illustrate how misleading would be a 
curve showing the numberof watts lost in the iron coreof the 
tester if such a curve were plotted against the induced electro- 
motive foros or against B, (apparent). The oorrection which 
must be applied to the apparent value of B,, increases so rapidly 
that it is probable a point may soon be reached at which, with 
incr terminal electromotive force, the maximum value of the 
flux density in the tester core actually begins to decrease, 

The divergence of the terminal electromotive force from the 
simple -sine-wave form is mainly due to the presence of higher 
harmonics in the magnetising current. 

. In order that each of the harmonics of this current may be 


maintained in the circuit of the tester and alternator there must be 


an electromotive force of oorresponding frequency acting in the 


Circuit. If we assume that there is no third harmonio in the 
alternator's induced electromotive force, then the only possible 
". gouroe of this electromotive force is the tester. The tester behaves 
г like a frequency converter, taking in power from the alternator at 
the fundamental frequency /, and delivering power to the circuit 


at frequencies 3/, bf, 7f, &o. AE | 

The author has been experimenting for а considerable time with 
testers having two distinct magnetising windings. One of these 
i triple-harmonic oomponent of the mag- 
ental and all 

magnetising current. 
A simple method of isolating 1, and of limiting the magnitude 
of the electromotive force, Ei, necessary to produce 1s is illustrated 
in fig. 2. The magnetising windings, a, are supplied with 


other components of the 
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sine-wave eleottómotivd force on open circuit. The currente, 
I, wil have no third harnfonics, but they will include the 5th, 
7th, 11th, &a, harmonics. The D windings, being mesh-connected, 
сап only carry currents of triple frequency, or multiples thereof. 

With switch 8, in mesh windings D, closed, the resultant mesh 
voltage, 3 Es, sends a current 1з, of triple frequency round the 
mesh circuit. This secondary current, Is, and the primary current, 
I, combine to give a total magnetising ourrent, i = іл + is, 
this producing a flux which is very approximately of simple 
harmonic form. The resultant mesh voltage, 3 Es, becomes very 
small ginoe it is now approximately equal to Ip х Srp, where 
rp is the resistance per phase of the windings р. 

Osoillograms of І, Is, I, Е; per phase, and E per line of three- 
phase alternator, are given in fig. 3. "e 

Instead of allowing the iron cores to generate their own third- 
harmonio electromotive foroe . and current, we may entirely 
eliminate the triple-harmonic component of the induced electro- 
motive force, and also avoid the determination of the mesh copper 


watts by connecting the terminals of the mesh circuit to а single- | 


phase alternator giving an electromotive force of the required 
frequency and magnitude. The resulting current, Is, is then 
adjusted in magnitude and in phase with reference to the current, 
I,, in the star-connected windings until the resultant induced mesh 
voltage is zero, and, neglecting terms of frequenoy 5/, 7/, &c., the 
flux density in the cores varies according to a simple harmonio 
law. Experiments on these lines have been carried out by the 
author at intervals during the past 18 months and a number of 
interesting resulte have been obtained. ..  .. 

Tests were carried out at 22:5 and 15 cyoles per second. The 
results are given for temperatures of the Stalloy cores of 55° to 
65° C. The B-H curve, fig. 4, for the Stalloy cores was obtained by 
the method of reversals. The core losses have been analysed in the 


Fic. 8,—OSCTLLOGRAMS Fic. 4.—B-H Освук 
WHEN Bm (APPARENT) = 17,500. FOR STALLOY COBE. 
: % 


usual manner into hysteresis and eddy-current losses, and curves 
of hysteresis losses plotted against B4 are also shown in fig. 5. 

The index of B. in the hysteresis formula was found to be 1°58, 
from 17,500 to 19,500 lines per eq. om. 

For values of B greater than 19,500 lines per sq. om. the index 
seems to be greater and the constant, 7, smaller. The fiux 
density in the tester oores consisted mainly of a simple sine 
function of the time with a very small fifth harmonic ripple 
which did not exceed 3'2 per cent. of the fundamental term. The 
total corrections at 28:5 cycles per second amounted to 1'6 per 
cent. at в (apparent) = 18,000, and to 4'15 per cent. at 21,000. 

Referring to the use of static transformers as frequency 
changers, the author draws attention to the relations which 
hold between the various harmonica of the magnetising current 


Bm (actual) | 
Fic. 5.—STALLOY Сове | FIG. 6.—ANALYSIS OF 


LOSSES, . MAGNETISING CURRENTS, 


for flux densities in the Stalloy cores ranging from 17,000 
lines per вд, om. to 20,500 lines per sq. cm. (actual maximum 


values). 


Fig. 6 shows the analysis of the current i into its harmonios, and 
may be taken as typical of all the current waves from the tests. 
It will be seen that the peak in the magnetising current is due to 
the approximate eolncidence of the peaks of all the various 
harmonics, р | | 


— 


In the above investigation the aim has been to obtain a flux in 
the Stalloy cores varying according to a simple harmonio law, this 
manner of variation being considered ideal. The deviation of the 
actual flux from the apparent flux is mainly due to the fifth. 
harmonic component of the flux. This harmonio would practically 
disappear if the fifth harmonio in the magnetising current could 
be short-circuited in a manner similar to that of the third 
harmonio, Is, as in fig. 2 when the switch в is closed. This method 
being impossible with three-phase currents and three testers, the 
next best method, probably to insert condensers and! variable 
inductanoes between the lines of the three-phase oirouit and 
gradually to vary the inductances until resonance with the fifth 
harmonic is obtained. Oonsiderable success has already been 
attained by shunting the fifth harmonio in this manner, 


DISCUSSION, 


Professor Batty (Edinburgh) вагі that Mr. Nicholson's 
method was most ingenious—the method of using a three- 
phase system and using the mesh winding to emphasise the 
triple harmonic and star windings to stamp it out. Twenty 
years ago he had to use the calorimeter method. They did 
not in those early days trouble much about the triple har- 
monic, but what he had done was, as Mr. Nicholson had 
pointed out, to over-estimate the flux. 

Mr. Ніко (Glasgow) thought the paper appeared more 
fitted for a society of pure physics than for that Institution. 
The theory of the paper, however, seemed to him to be a 
very reliable contribution to the science of the magnetisation 
of iron. Аз to the value of such an elaborate method purely 
from the testing point of view he had some doubt. When 
they measured the losses in the iron circuit of a dynamo 
where they had the dintmest notion as to what the flux would 
actually be, and what the respective densities were in each 
different part, the nearest approach such as they got in com- 


. mercial testing was, he thought, quite as useful and as 


serviceable as the most elaborate methods which could be 
evolved. 

Mr. W. W. Tackre (Glasgow) said that the point in the 

paper about the third harmonic appearing in a star-connected 
transformer brought to his mind the case of a star-connected 
choke coil on a static balancer in connection with a continuous- 
current machine. The simplest form of this was two slip 
rings and a single choke coil, the middle-wire connection being 
taken from the middle of the choke coil. This did not give 
particularly good balancing, and the next step was to have 
four shp rings and two choke coils, the middle points of each 
being connected together and the middle-wire connection 
taken from this. It was suggested that the star-connected 
choke coil connected to three slip rings might be used, but 
he was informed by a manufacturer that this had been tried 
and they had been bothered with a third harmonic giving 
fluctuating pressure. ' 
“Мг. A. S. MacWniRTER (Glasgow) said that the advantages 
of using a three-phase tester in preference to a single-phase tester 
were very striking, viz,, the elimination of the third harmonic 
in the star-connected windings, and the possibility of supply- 
ing the required triple harmonic component of the magnetising 
current in the mesh windings. There was also the advantage 
that the wattmeters connected as shown were measuring 
the power at a much higher power factor than would be pos- 
sible with a single-phase tester and the likelihood of errors 
in the wattmeter readings was thus diminished. 

Mr. A. L. Tackury (Glasgow) said the results of the paper 
showed that within the limits of maximum flux density 
17,500-20,000 lines per cm? the shape of the magnetising cur- 
rent wave to provide a sine wave of flux reaching to high flux 
densities was approximately constant. He had mathematically 
worked out exactly the conditions necessary in order that 
the shape of the current wave might be truly constant. 

Mr. B. Parker HaIGH, in a written communication, stated 
that in the ordinary Epstein iron testing apparatus the wave 
of flux deviated very considerably from. the sine wave, and 
the iron losses determined in this manner did not truly repre- 
sent the losses for any particular flux density with simple 
harmonic variation. Mr. Nicholson had previously shown how 
several difficulties were overcome when the watts were 
measured by means of.a secondary coil, wound within the 
primary coil of the Epstein apparatus, and it seemed regret- 
table that such a coil was not more generally employed. It 
was not easy to appreciate the advantage of using a sine wave 
flux, for by integrating the oscillogram of induced E.M.F., 
it was simple to ascertain the maximum value of the flux— 
upon which alone the hysteresis loss per cycle was believed to 
depend. But unless the wave form was constant, a difficulty 
existed in separating the eddy current and hysteresis losses. 
and it was there that improvement on ordinary methods was 
desirable. 

Dr. ALEXANDER RwsseLt (Faraday House, London), in a 
written communication, said that Mr. Nicholson's researches 
proved that it was absolutely necessary to know the law 
according to which the magnetic flux densitv in the core of 
the sample under test varied. On the other hand. those who 
sent samples of iron to be tested usually specified that they 
wanted the watts lost per pound at a given maximum induc- 
tion density and at a given frequency, the wave of potential 
difference applied to the magnetising coil being sine-shaped. 
From the oscillogram of the induced electromotive force in the 
secondary coil they could easily find the area A’ of the positive 
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(or negative) half of the E.M.F. wave. From this. they found 
at once that the maximum value of the flux density in the 
ore in this case Bm = 108 A'/ (2 я A) where z was the 
number of turns in the secondary coil and A was the cross 
sectional area of the iron. The value of Bm must be found 
in order to get the Steinmetz coefficient for the hysteresis loss. 
In order to calculate the eddy-current losses they found from 
the oscillogram of the E.M.F. wave, in the same way as 
shown in the paper. the values BI, В; Bs... for the har- 
попіса of the flux density. Then, making the assumption 
that the amplitudes of these harmonics were approximately 
‘constant over the cross section of the iron strips, the eddy- 
eurrent loss per cubic centimetre of the iron was given by 


1'64 (22/р) f? (BI +9 Вз? + 25 Bg? +... ) 


where + was the thickness of the strips in centimetres and 
p equalled the resistivity of the iron in C.G.S. units (about 
10,0). As the wattmeter reading gave them the sum of 
the hysteresis and eddy-current losses they could, if they knew 


the Steinmetz index, easily find the Steinmetz coefficient. | 


Mr. Nicholson's method of getting a sine-shaped flux, whilst 
most ingenious, was rather too complicated for every-day use. 

Mr. D. J. MackELLAR wrote asking Mr. Nicholson whether 
the magnetic leakage at the high flux densities employed had 
been found to have any appreciable effect on the flux distribu- 
tion in the tester cores, and whether it could be reasonably 
assumed that the flux density was uniform over the whole 
tester. 

Mr. A. M. Taytor (Birmingham). in a written communica- 
tion, said that the information contained in the paper, had 
it anpeared а year ago, would probably have saved mistakes 
in the design of a frequency-changer which proved expensive 
to rectifv. He described his own large-scale experiments, and 

said that Mr. Nicholson's connections were virtually those of 
the Spinelli frequency changer. 

Mr. NricHorsox replied to some of the points raised, and 
deferred detailed reply to the report in the Journal. 


BUSINESS NOTES. 


Deed of Assignment.—L. FawckTT, automobile and 
electrical engineer, Leeds.—Claims must be sent in by February 13th 
to the trustee, Mr. C. H. Baker, 1, Albion Street, Leeds. ' 


Edinburgh.—Tzx NORTH British RUBBER Co., it is 

understood. have received large orders from the Admiralty and War 

Office which, along with their general business, necessitates a con- 
siderable addition to their factory. 


Book Notices.— High-Speed Telegraphy is the title of 


a handsome brochure issued by Messrs. Creed, Bille & Co., Ltd., which 


describes the Creed system and its progress during the year ending 
June last. It has been adopted by a number of British Colonial 
and foreign Governments, cable companies, newspapers, and the 
British Post Office, and the makers claim that it has solved the 
problems of high-speed telegraphy. The Marconi Co. has adopted 
the system for its cirouit between London and Towyn, in connec- 
tion with the trans-Atlantic service, and it has been used largely 
by submarine cable companies for many years. Nothing could be 
more satisfactory than the enthusiastic letters from the proprietors 
of lesding newspapers as to their experience with the Creed system. 
The which was described in the ELECTRICAL REVIEW 
in 1907 and 1908, is now capable of working at a maximum line 
speed of about 200 words per minute, and instances are cited in 


which it has run for periods up to eight hours without stopping, 


at 140 words a minute. It is gratifying to note that, as the high- 
apeed telegraph was developed in this country, so we still lead the 
world in thia respect. | 

ч Records of Railway Interests in the War.“ Part I. British, 
August-Deoember, 1914. London: The Railway News. 1s.—This 
pablication contains portraits of the heads of our great railway 
systems, and tells much concerning the all-important part that 
they have been, and are being, calied upon to perform in the trans- 
port of troopa. Most interesting and excellent pictures are given 
showing the equipment of trains for conveying the wounded. . 

The Engineering Standards Committee has issued an interim 
report on British Standard Sizes of Single-Row Ball Journal Bear- 
ings for Automobiles (C.L. 2,582). The Committee is also dealing 
with the question of specifying suitable tolerances to be allowed, 
and a complete report will be issued at a later date. The report 
can be had gratis on receipt of postage id. from the Committee, 
28, Victoria Street, S.W. 

‚"А.ЕЗ.Е. Progress " is the title of the official organ of the Aeso- 
ciation of Electrical Station Engineers, of which the first number, 
dated January 15th, has been received ; it will be issued monthly 
tothe members. In a foreword the hon. secretary, Mr. W. J. 
. Ebben, who appears to be the editor, points out that while for 
the present the active efforts of the Association to remedy the 
troubles of its members have necessarily ceased, at the close of the 
war there will be more men than jobs available, and a strong 
organisation is necessary to prevent the reduction of salaries. 
. The journal is, therefore, intended to maintain interest in the 
Association, and to íncreaee the membership. The attitude of the 


ІЕЕ. towards the A. E. S. E. is disoussed by J. W. Thomas, a couple. 


of abort stories follow, and about half the journal ie deveted te 
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taps and dies, 
Liverpool — Pamphlet giving 


' fixtures and fittings £70, stock 
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Association affairs and correspondence. It is a neat and oreditable 


рано ‚ and should prove a valuable aid to the Associatio n's 
work. ! | | 

“ Journal of the Institution of Electrical Engineers,” Vol. 53, 
No. 240; January 15th, 1915.—This issue contains papers on 
Automatic Protective Switchgear for Alternating: Current 
Systema,” by E. B, Wedmore, and “Coal and its Economical Use,’ 
by P. 8. Thompson. There is also a “First List" of over 600 


Members of the Institution who are serving with the Ooloure. 


Caleridars and Diaries,—Mn. P. D. MonniS, of 26, 
‘High Street, Islington, N., is sending out to his friends a refill 


. pocket notebook on the multi-ring loose-leaf principle. 


A celluloid pocket tablet from the KEY ENGINEERING Co. LTD., 
of Trafford Park, bears a calendar for 1915 with metric and 
English measures at opposite edges. 

From the EDISON & Swan UNITED ELEOTBIO LIGH'* CO., LTD, 
Ponder's End. we have received a neat metal stand containing a 
perpetual desk calendar. It ів а handy little contrivance. 

Messrs, FLOWERDEW & Co., engineering translators, &o., of 14, 


Bell Yard, Temple Bar, London. W.C., have prepared а wall 


calendar with monthly slips for 1915. Е 
Catalogues and Lists.—MEsSRS. ALFRED HERBERT, 
LTD., Coventry.—Sixteen-page illustrated price list of Carpenter 


SUPPLIES MANUFACTURING Co., 24, Wilde Street, 
illustrations and particulars of 
and combined heaters and hot- 


Vauxhall Worke, South 


ELECTRIC 


various designs of electric fires, 
plates. 
ELECTRICAL APPARATUS OO. LTD., 


‘Lambeth Road, London, 8.W.—New four-page leaflet (Н 19 P/1) 


giving fall desoription and tabulated prices of their р.б. motor 
oontrol pillars, 
MESSRS. MICKELWBIGHT, LTD. Alperton, Wembley. — Hanging 
card showing illustrations of the dimmers, rheostate, resistances 
and other lines which they manufacture. . 
MESSRS. SIEMENS Bros. & Co., LTD., Woolwich.—Sixteen-page 


illustrated pamphlet (No. A 710), containing descriptions of their 


various types of loud-speaking marine telephones. 
Masses. Bruce PEEBLES & Co. LTD., Edinburgh. — 20-pege 


pamphlet (No. 20 D) containing a full description of the Peebles 


motor-converter and a list of users, also а comparison of same with 
rotaries and motor-generators. 

THE GENEBAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
E.C.—Leaflets dealing with the ‘“Geekoduct” demon-grip oon- 
tinuity fittings, and electrical novelties in the shape of pocket 
lampe, torches and portable lamps and refills. | 

BRITISH THOMSON-HousTon Co., LTD., Rugby. — New price 
leaflet No. 4,501—B giving particulars of B. T. H. lightning arreaters 
for C. C. circuits ; also descriptive list No. 3,120 (28 pages) contain- 
ing full information relating to their A. C. switchboard panels for 
three-phase systems up to 6, 600 volte, more than half of its pages 
being devoted to dimensional drawings and diagrams of connections, 


Private Arranrements,—FELGATE INSTALLATION Со., 
LTD., Broadway Buildings, Station Road, Reading.—Pursuant to 
the provisions of the Companies’ (Consolidation) Act, а meeting 
of the creditors of the above was held last week at the Reading 
Gas Co.'s Lecture Hall, Cross Street, Reading. It was stated that 
the company had passed the usual resolution in favour of volun- 
tary liquidation, and had appointed Mr. A. G. West, C.A., of 
Market Place, Reading, to act as liquidator. According to the 
statement of affairs presented, the liabilities amounted to £2,115, 
of which £1,180 was due to the trade, and £426 to cash creditors, 
while there was an overdraft at the bank of £509. The assets 
were estimated to realise £674, and consisted of book debta £230, 


30th last £833, work in hand £31, rent receivable £5, and shares 
in an electrical company £5. No deficiency account had been 
prepared, but it was stated that the present position had been 
brought about through the war. A discussion took place as to 
the advisability of a joint liquidator being appointed, but eventually 
it was decided to confirm the voluntary liquidation, with Мг, West 
as the sole liquidator. | | 


Liquidations.—THe HkLSBY WIRELESS TELEGRAPH 
Co. Ltp.—This company is winding up voluntarily, with Mr. 
J. B. Edwards, of 25, Victoria Street, S.W., as liquidator. A 
meeting of creditors is called for January 23d. 

. THE ELECTRIO STORES, Ltp.—A meeting of creditors was held 
on Friday last (January 15th), at 204, Wolverhampton Street, 


Dudley (Worcs.). 


LEITNER ELECTRICAL. Co., LTD., Maybury, Woking.—Mr. G. E. 
Corfield (with a committee of inspection) was appointed liquidator, 
December 23rd, 1914. 

THE GENERAL ELECTROLYTIC PARENT Co., Ltp.—Particulars 
of claims must be sent by February 10th to the liquidator, Mr. J. 
Barron, of Middlewich, Chester. 


Australia.—A firm already representing several British 
manufacturers wishes to take up agencies for the whole of the 


Commonwealth for dynamos and motors, accessories, cables and 


flexible wire, insulators, &o. The name of the firm can be ascer- 
tained at the Board of Trade C.I. Branch in London, and com- 
munications should be addressed to H.M. Trade Commissioner for 
Australia, Commerce House, Melbourne. 


For Sale.—The Stretford U. D.C. invites tenders for 
the purchace of two 100-K W. engine and dynamo sets, particulars 
of which are given in eur advertisement pager to-day, | 
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Trade Announcement.—Mr. Е. MancHANT, elec- 
trician, has removed to 2, College Road, Bromley (Kent). 


Bankruptcy Proceedings, —F. I. BEHRENS (Е. Burns), 
к engineer, Barnsley.— Trustee (Mr. B. S. Briggs, Official 
) ver, 21, King Street, Wakefield) released December 14th, 
1914. А : 

ALBERT WHITELEY, electrical and mechanical engineer, Llan- 
sero ңиш order made January 14th, on debtor's own 

on. | 


J.W. GARSDEN (J. W, Garsden & Co.), electrical engineer, Black- 


durn.—Debtor's discharge suspended for one month, on July 6th, 
1914. | 

J. SWANISON (J. Swanison & Oo.), electrical contractors, Man- 
chester.—A first and final dividend of 10d. ia the &, is payable on 
January 29th, at 27, Braz ennose Street, Manchester. 


"LIGHTING and POWER NOTES. 


Australia.—A scheme is being furthered by the N.S.W. 


Railway Department for the utilising of electric current in con- 
nection with the Sydney metropolitan tramway system, to provide 
illuminating power on several of the railway stations within the 
suburban section. At Petersham, Newtown, Ashfield, and other 
stations on the main suburban lines the fittings have already been 
pat into position. The department, it is understood, also proposes 
at a later date to make use of electricity as an illuminant for the 
signal disks.— Commonwealth Engineer. 

The Municipal Council of Manley, a suburb of Sydney, NS. W., 
has decided to consider the question of resuming the Manley 
electricity works and running them for the benefit of the 
municipality. 

The St. Leonards Council (Tas.) has decided to ascertain further 
particulars from the Launceston Council on the question of extend- 

ing the electrio light to St. Leonard's.— Tenders. 


The result of the first year's working of the Port Melbourne 


municipal electricity undertaking with current supplied in bulk 

from the Melbourne City Oounoil, shows receipts amounting to 
£2,512, and expenditure to £2,751. The number of private con- 

sumers is increasing every month, including several large industrial 

concerns attracted by the new tariff for power recently adopted.— 
Melbourne Age. 

The Waverley Масра Council has entered into an agreement 
with the Sydney Municipal Council for the supply of energy. 

The Nunawding (Vic.) Council is floating a further loan of 
£5,000 for the extension of the electric lighting system, and a 
second scheme is to be undertaken as soon as the funds and equip- 
ment are available. | 

At Nuttagong (N.S.W.) a poll of the ratepayers resulted in favour 
of the proposed electricity supply and pumping scheme for the 
town. The scheme is estimated to cost £3,600.— Zenders. 


Ballater.—E.L. SCHEME INAUGURATED.—On Decem- — 


ber 23rd last, the electric supply system at thie Sootch holiday 
resort was inaugurated by Mr. Duncan, of Tillycorthie, who has 
taken a prominent part in the inception of the scheme. The coat 
of the installation, some £6,000 has been borne by Duncan's Eleo- 
tricity Supply Co., which is running the system fora period of 
years, The installation has been carried out by Messrs. T. C. 
Smith & Co., of Aberdeen, and includes at the generating station, 
two 68-в н P. Fielding & Platt suction gas engines driving 42-kw. 
B.E.P. dynamos, working in conjunstion with a Chloride battery, 
There are about 100 street lamps, 40 of 50 С.Р, and 60 of 25 С.Р. 
each, and 120 private consumers, the total lamp connections being 
about 1,500. The Great North of Scotland Railway is understood 
to be going to wire its premises for 220 25-C.P. lampe. The distri- 
bution system is by means of overhead wires. Mr. Duncan, at a 
banquet held in honour of the event, expressed his regret that they 
should have had to use coal as fael at their plant, owing to local 
opposition to the use of the ample water powers which were avail- 
able in the neighbourhood. The charges for energy are 6d. per 
unit for lighting and 4d. per power | 


-Barnes,—The surveyor: has informed the B.C. that in 
Limes Avenue where electric light is installed, the tenants wish to 


have gas stoves fixed, but the Gas Co.'s charges appear excessive, _ 


The electrical engineer was instruoted to prepare a report and 
estimate for providing electric cookers. 


Barnsley.- PRoPosED Loaw.— The T C. has agreed to 
apply to tne LG B. for sangen to borzow £400 for electrie 
lighting purpoees. 


Bawnboy (Co. Cavan).— STREET LicHTING.— The 
R. D. O. has accepted the Billyconnell] Electric Light and Power 
Co.’s tender for lighting the town. 


Beccles.—Prov. OnpER.—The Public Lighting Com- 
mittee of the T.C. has recommended that a prov. order he anplied 
for. for street lighting b7 eleotricitv and a special meeting of the 
Council ів to consider the matter. 


Bexley.— Ihe West Кеш. E'ectrie Co. has submi- ted to 
th- C. D.C. a pian for »n extension of the mains into C- ay ford 
parish, in order to supply the works of Messrs, Vickers. The 
proposed main will rua from E'tham. : | 


* 


reserve fund of the undertaking . 


Bingley.— The U.D.C. has lodged an objection with the 
B. of T. against the proposed Keighley Oorporation Electric 
Lighting Extension Order, во far as it affects East Morton, anda 
petition against the Yorkshire Eleotrio Power Bill. x 


Bournemouth, —RxpvcED Tarirr.—The Bournemouth 
and Poole Electricity Supply Oo., Ltd., has reduced the price of 
current for lighting to 6d. per unit, as from the March quarterly 
readings of the meters. 


Bury.—BuL& SuPPLy.—The agreement by which the 


T.C. agrees to supply electricity in bulk to Heywood 'T.C. has now 
been completed. 


Carlisle.—RxsTRIicTED HOUR Tarirr.—At a meeting 
of the T.C. on the 12th inst., a resolution passed by the Electricity 
Committee that in the case of bulk supplies of energy under 
agreement, on the restricted hour system, the fixed charges be 
reduced from £4 бв. to 158. per KW. of demand per annum, was 
referred back. A long discussion took place, in the course of 
which it was urged that such action by the Electricity Committee 
would lead to corresponding reductions by the Gas Committee, and 
result in loss all round. | 


Chesterfield.—The Т.С. has reducsd the charge for 
5 lighting in the Whittington district from 41d. to 31d. 
per 


Chile.—A decree has been published approving the 
project presented by Don Federico Baechler for the installation of 
an electric lighting system in the town of Paente Alto, in the 
Department of La Victoria. | 


 Colehester.—The Т.С. has decided to augment the 
supply of current to the Lexden district by laying a further cable, 
at a cost of £235. This will enable the sub-station plant to be 
driven from the lighting mains instead of the tramway mains as 
at present. 


Continental. — FRANCE. — In Paris, which has not 
yet been subjected to lighting restrictions to anything like the 
extent that London has, the military authorities have submitted 
propoeals to the Government for diminishing the volume of ont- 
side and private lighting ; this is also to apply to the suburba of 
Paris, especially to the workshops where work is carried on night 
and day, and the light is visible from a distance. 


Edinburgh.—PRov. OnpER.—The T.C. has approved of 
the Corporation Prov. Order, 1915, subject to a modification of one 
clause, in which the power to supply energy to lessees of new 
tramways has been abandoned. | | 3 | 

At a recent meeting of the Merchants’ Association, the T.C.'s 
proposal to trade in electrica] fittings and open showrooms were 
keenly discussed, a deputation from the Contractors’ Association . 
attending. Mr. Stevenson, convener of the E.L. Com mittee, voiced 


the Corporation’s views on the matter, pointing out that the pro- 


posal was not to sell anything or to do any wiring. He was con- 
vinced that there was a great future for hiring in the city, and . 
that people would not hire from the individual trader. | 


Epsom.—ScnaHooL Licutine.—The. U. D. C. has entered 
into an agreement with the College authorities for a three years 
supply of current, on the following scale: — Minimum of 3,000 
units, 4d. per unit; 3,000 to 6,000, 34d. ; 6,000 to 9,000, 3d.; 9,000 


to 12,000, 22d. ; as soon as the consumption arrives at a minimum 


of 12,000 units per annum, the charge to be on a flat rate of 3d. 


Goring.—FALURE oF SuPPLy.—Owing to a break- 
down of the engines and to the water turbine becoming water- 
logged the electric light supply has been stopped for more than 
week, | 


Harrogate.—PRoPosED Loan.—The Т.С. has decided 
to apply to the L.G.B. for permission to borrow £500 for electric 
service mains and a similar amount for transformers, 


Holme.—Regarding the Bill of the Yorkehire E.P. Co., 
the U.D.O. has asked for an undertaking that the Bill will not 
hinder the Council or a local company from running its оки: Е. 
plant. ил Qo Ab uw с 
_Holmfirth.—Pzoposep Loáx.—The U.D.C: has decidet. 
to apply to the L.G.B. for sanction to borrow £7,500 for carrying 
out the eleotricity scheme. a ug uii eie. oo Pa, 


Langport.—Prov. ORDER.—The R. D.C. has decided to 
lole- onje: teas àirainsi Tae rov, Per foy EL. bei g асрет far 
by Messrs Christy Bros, the area of supply of which ineludes the 
parishes of Compton, Dandon апа Somerton. 


London.—IsLixeton.—PLant EXTENSITIONS.— The B.C. 
is recommended to carry out extensions at the electricity - 
works to meet the increasing demands for energy. The electrical 
engineer has prepared reports and eatimates for additional plant, 
c^al bunkers, &o.. and Mr. Albion T. Snell, the Council's oousulting 
engineer, is in agreement with the scheme, with slight alterations. 
The Lighting Committée recommends (1) the Council to apply 
for sanction to borrow £52,757, the estimated cost of the exten. 
gions; (2) that the Lirh ing Committee be authorised to proceed 
with the necerrary work: ; and (3) that the amount of loan out- 
standing in respect of boilera to be displaced be repaid out of the 
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LAMBETH —ELECTRICITY OHARGES.—Àt a meeting of the B.C. 
on Thursday last week, the Finance Committee reported that it had 


had under consideration the circular letter of the South London ` 


bat to grant a rebate of $d. per unit ín cases where the corpora- 
tion's supply was used as the only illuminant upon the premises. 
Certain members of the Committee met directors of the corpora- 
tion in reference to the iacreased charge, who stated that proceed. 
ings had been instituted in the High Courts in respect of the 
and it was then-thought inadvisable to pursue the matter 

At the hearing before Mr. Justice Eve, the corporation 

admitted that in granting the rebate referred to, it was goting 
in breach of the provisions of the Electric Lighting Act, 1882, and 
it was willing to submit to a declaration to that effect, where- 
Mr. Justioe Eve. made the declaration. Mr, F. Kinnaird 
inquired if it was not a fact that the Council and other consumers 


were paying 53d. per unit, whilst others were paying 5d. or less.. 


Councillor Hunt said they were not aware of any such cases. 
The Poplar, Shoreditch and Stoke Newington B. C. s and the 


SHOREDITOH.—The B.C. on the recommendation of the Bleo- 
tricity Committee, has decided to establish a municipal rifis range 
on ground belonging to the electricity department. The oost for 
providing and equipping the range with butts, targeta, &c., is 
estimated at £100; wiring, £10; and rifles, £15. 

Br. PANCRAS.—LOAN BALAKOES—The L C. O. Finance Sub- 
Committee has again taken up with the B.C. the reductions 
the outstanding periods of the 42-year loans on the 
electricity plant, pointing out that the Treasury had written 

stating its view that not only must renewals and replace- 

ments more provided otherwise than by loan, but that it was desirable 
to accelerate repayment of any balance outstanding in respect of 
plant retained for ocoasional use, or epare on the installation of new 
machinery. The B.C. asked for a copy of the correspondence with 
the Treasury, and decided to adjourn the matter pending ite 
pos The question for the B.C. was whether the new plant 
considered as a ‘renewal or replacement,” ani it was 

— that it undoubtedly could not be so considered. The 
Council has already agreed to. write off unpaid balances on six 
at Regent's Park station, superseded by a 5,000-Kw. 


The BC. has b3en recommended to petition against the London 
Electricity Supply and the Supply (No. 2) Bills. 

Lurgan.—The Council has decided to apply for powers 
for the transfer of the undertaking of the Lurgan Gas Light and 
Chemical Co., aleo to make further and better provision with regard 
to the supply of water and electricity. 


Luton.—PROPOSED PLANT ExTENSIONS.— The electrical 


а, 


2 


engineer reporta that the new plant now being installed at the 


electricity works together with the existing plant will be киы 
sufficietit to supply the demands, and that it will be necessary to 
make arrangements, at an early date, for purchasing further plant, 
at an estimated cost of £27,000, exclusive of the сові of any addi- 
tional mains which may be required. 


Oskwerth.—The U.D.C. is to oppose the proposed Bill 
of the Yorkshire Electric Power Oo. 


Penistone.— WORKHOUSE LicutTiInc.—The B. of G. 
has referred to Messrs, О. Hodgkinson and J. M. Marston as experta 


a draft agreement with the Yorkshire E.P. Co. for the supply of 


current to the workhouse for lighting and power. 


Penketh.—In connection with 'the proposed electric 
light prov. order for the district, the Warrington Electricity Com- 
mittee has asked the P.C. for the approximate number of houses in, 
and population of the perish. 


Penshurst.—The Р.О., after discussing the Electricity 
oe Bill of the Tanbridge Wells T.O., has decided to oppose 
the spplication so far as Penshurst is concerned. The R.D.C. has 
agreed to the P.C.'s action. 


Penryn.—E.L. ScHExE.—Mr. Rickard, a resident of 
has applied -to the T.O. for permission to erect steel poles 

for overhead wires through the town for the purpose of electric 
lighting, ue matter hes been referred to a Committee for 


Wawdon.—Pusiic Licutnic.—The D.C. has received 
a letter from the Yorkshire Electric Power Co. asking to be given 
an opportunity of quoting for public lighting, and has asked 
hraqrcatios for the Lrhting of tie Decis aad Об Road. 

St. Helier. —E.L. SunEME.—Sveps нге belug taken vo 
provide & supply of electricity for the district А company, for 
this purpose, has been registered, and it is hoped to have a supply 
of carrent available by the end of the year. 


Selby.—E.L. ScHEME.—The R.D.C. has decided to 


awent to the application of the Yorkshire E P. Oo. for powers to 
extend the area of supply, во as to include the R D. C.'s district. 


Sevenoals,—The U. D. C. has decided to give notice to 
petition against the London and District Electricity Supply Bill, 


„ enthamrton.—Tbe Electricity Committee has decided 


to parehase an air filtering „ in connection with the 
turbo-alternator at the electricity works. 


Allom, for the parishes of Chipstead, 


South Africa.— The Worcester (Cape Province) muni- 
cipality is inviting applications for ite local loan of £15,000 to 
cover the expenditure on the proposed electric lighting scheme. 
Both tbe scheme and the loan are very popular. 

The Cape Town City Council has decided to make a charge for 


connections to the eleotrio light supply of £3 for the first 100 ft. 


plus the actual cost of labour and material required in providing 
any additional length. For several years it has been the apstom 
to make free conneotions within 100 t. of the supply mains. The 
cost of connection may if desired (in cases where within 100 ft.) 
be paid for in 12 mohthly instalments of бв. 


Surrey.--The C.O. has decided to seek protective 
clauses in the prov. or lers for E.L. being applied for by Mr. Gilbert 


Banstead, Kingswood, and Walton-on-the-Hill. 


Truro.—Proposep Loan.—The T. C. has ré ved the 
consent of the B. of T. to the proposed site for the generating 


- station, and has decided to apply to the L. G. B. for a loan of £10,000 


for carrying out the E.L. scheme. The period fot which the order 
was granted expires next August. 


Walsall.—PusLic Licutmnc.—The T 0. has adopted 


the recommendation of the General Purposes Committee to light a 


new thoroughfare with eight electric standards, each carrying 
three 50-c.P. metal lamps, at an inclusive contract rate of 
£2 14s. 6d. per annum, The gas department offered 820 O.P. per 
lamp, at £2 15s. per annum, A long discussion occurred in the 
Council, where it was pointed out that the desire was to obtain 
the best form of lighting, not neceesarily the cheapest. Up to the 
present the electricity department’s share in the street lighting 
has been 19 aro lampe, which are being converted to half-watt 
lamps, while the gas department has about 1.400 lamps, and, 
jadging by the remarks made, the local gas lighting would appear 
to be so defective as to give no guarautee that the suggested 
320 C.P. would be obtained. One speaker MA remarked : “ Eternal 
vigilance is the price of decent gaslight.” 


Wells,—P&ov. ORDER.—The T.C. is recommended to 
oppose the application of Messrs. Christy Bros. for a prov. order. 
One of the grounds of opposition is that the proposed area of 
supply is too restricted. 


West Ham. — ELECTRIC Cooxine.—The Education 
Committee has been recommended to install electric grillers at the 
Rosetta Road School. 


Woodford.—The U.D.C. has decided to withhold con- 
sent from the prov. order for E.L. being applied for by the 
County of London Electric Supply Oo. Wanstead U.D.C. is also 
opposing it. 

Whitstable,—The U. D. C. has decided to have the E.L. 
installed throughout the Council's offices. A specification is to be 
prepared, and tenders will be limited to local firme. 


Windsor.—RESTRICTED LicuHTING.—On account of the 
restricted lighting order, the Windsor Electrical Installation Co. 
has reduced the Corporation's lighting account for the past quarter 
by £17. 


Yorkshire Power Co.'s Bill,—At a conference of 


West Riding boroughs, held at Leeds, it was decided to oppose the 
Yorkshire Ніс Power Oo. а proposed Bill. 


TRAMWAY and RAILWAY NOTES. 


Argentina.—BvENos AIRES UNDERGROUND RAILWAY. 
—The Compagnie Générale de Tramways de Buenos Aires of 
Brussels reports that the first section of the underground railway 
of the Avglo-Argentine Tramways Co. in Buenos Aires was opened 
for traffic in December, 1918, ihe length being 4'2 miles. During 
the first nine months of working the average receipts, if бүре! 
to a whole year, would amount to £46,000 per. km. per annum, 8 


compared with £31,200 in Paris, £23,400 in. London. and. $11,300 - ; 


per km. in New York. Asa oonsequenoe of the financial orisis in 
Argentina the construction of the second underground section has - 
been indefinitely postponed, although the hope is expressed that 
an extension of time will be granted hy the authorities, The 
European war haa reacted unfavourably on Argentina and a 
r.357i.n in th work ng remi of th. tramways is h ld in 
pr -pe *. 

Australia. — Тһе new tramway from Camberwell to 
Melbourne, ria Richmond, is expected to be open for traffic next 
September. The work of construction is proceeding rapidly; 
tenders for the supply of rails have been received, and wherever 
possible substantial preference will be given to Australian manu- 
factures and material in connection with the works. 

The Fitzroy and Northcote (Vic.) municipalities have agreed to 
the construction of an electric tramway to connect with Preston. 


Belfast. —Nine MoxTHs' Workine. — The report of 


the tramway working for the nine months ended December 31st 


- shows a balance on net revenue account, after allowing for all 


fixed charges, of £20,133. 
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e 


— 


= 


— : -— | = 


114 


THE ELECTRICAL REVIEW. 


[Vol 76, No. 1,989, JANUARY 22, 1915, 


Bingley.—The U.D.C. proposes to apply to the B. of Т. 


for a further extension of time for the construction of the tram- 


Way round Rishworth Hall corner. 


. Bury.—The Chamber of Commerce has decided to 
forward the following resolution to the Associated Chambers of 
Commerce: —“ That in the opinion of this Association considerable 
commercial advantage would accrue through the utilisation of 
municipal tramways for the transit of goods, and recom- 


mends individual Chambers to exercise their influence to further 
this ове," | 


Chile.—The German Electric Tramways Co. in Santiago 
de Chile has suspended operations owing to a disagreement with 


'the local authorities, who have prevented it | from charging double 


fares. 


Dundee.— The Corporation Tramways Committee has 
sanotioned the expenditare of £1,565 on the laying of larger 
cables in certain roads, where the existing cables are said to have 


led to breakdowns 


Fife.—The Dunfermline and Kirkcaldy District Com- 


mittees of the County Counoil have decided not to oppose the Dun- 


fermline and District Tramways Order. 


Glasgow.—Opposition is to be.offered by the T.C. to the 


proposed Caledonian Railway prov. order, which, among other 


matters, seeks powers to provide and work road vehioles. Corres- 
pondenoe has taken place with regard to the powers sought, and 
it has been reported to the Parliamentary Bills Committee of the 
T.C. that these, if passed, would adversely affect the tramway 
department, and are wider than those obtained in recent years 
by other railway companies, and that the Municipal Tram ways 
Association, with the secretary of which the manager has been in 


communication, has on several oecasions successfully opposed 
Bimilar clauses. | 


Hindley.— RUNNING Powrrs.—The U. D. C. has decided 


to allow the Wigan Corporation to run its cars over the lines leased 


by the Council to the South Lancashire Tramways Co., and to 


assist the Corporation to obtain the best possible terms. Such 
running is to cease unless the Corporation undertakes within three 
years to construct a new line from the terminus of the existing 
line to the Hindley boundary. 


. Hyde.—With a view to obtaining clauses for the protec- 
tion of the borough, the T.C. is to petition against the proposed 
Bill of the Joint Tramways and Electricity Board, which provides 


for extension of tramways. 


` Mossley.—The Т.О. has decided to recommend the 

Stalybridge Joint Board to include in its proposed Bill a clause to 
provide for the running of motor-’buses along Lees Road to con- 
nect with the tramways at Springhead. 


Presten.—ANNUAL REPoRT.—The receipts for the 


year ended March 31st last of the Corporation tramways were 


£45,916, an increase of £2,675 ; the gross balanoe fell from £9,023 
to £6,310, owing chiefly to increased working expenses. Out of 
the net sum available £1,300 was contributed to the rates, leaving 


42, 551 to go to the reserve fund, instead of £5,374. 


Southampton.—Six Montas’ Workinc.—Receipts 
on the tramways for the six months ending September last amount 
to £37,000, an increase of £702 as compared with the same period 
12 months previously. 'To get this increase an extra mileage of 
128,841 was run, and an extra 148,252 passengers carried, whilst the 
energy consumed shows an increase of 34,287 unite. The receipts 


per car-mile showed a decrease of 1°385d. for the period under 
review. - | ä 


* 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—The Government is making arrangements 
to equip the trans-Continental railway works with four wireless 


plante, so as ta enable the working parties to keep in touch with 


each other, and thus avoid delays in the exchange of instructions, 


The sets have been designed by the Commonwealth engineer for 


— 


radiotelegraphy (Mr, Balaillie). Each will have a range of about 
150 miles, but will farely be required to work over 20 to 30 miles. 
They will be used chiefly at the head railway works. There is to 
be a truck fitted with wireless plant at the railhead on the 
Western Australian end of the line and another at the South 
Australian end. Several water-boring parties and other gangs of 
workmen are ahead of these points preparing the way for the con- 
struction of the earth works and the laying of the raile. Two 
wireless plants carried in motor-cars are to accompany these 
parties.— The Age. 


Japan.—A Bill has been introduced in the Japanese 
Diet to provide a sum of 4 115.000 for a new submarine telegraph 
cable between Nagasaki, Japan and Tamsui, on the Island of 


Formosa. The new Budget. also includes a sum of 41,809,000 for 


the extension of the telephone system ір Japan: . 


nator. 


The Telephone Service.—Several new exchanges in 
London are approaching completion, and an underground cable, 
costing over £100,000, is being laid between London and Brighton, 
which will provide junction lines sufficient to give a direct service 
without the formality and loss of time incurred by giving a trunk 
call. The improved service will also be extended to towns in the 


South of England as far as Bognor and Chichester. 


United States.—The Compagnie Universelle de Tel- 


graphie et de Téléphonie sans Fil has filed a petition in the New 


Jersey Courts against the German owners of the Tuckerton wire- 
less station, claiming that an agreement was en into whereby 
the property and patente of the defendants were to be turned over 
to the French firm in all countries except Germany. The German 
company failed to complete the agreement on account of the war. 
The wireless station is at present controlled by the United States 
Naval authorities. 


——————M 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aylesbury.— February (th. U. D. C. Supply of electric 
motors to consumers (hire-purchase agreement). See “Ofcial 
Notices to-day. 


Australia. — ADELAIDE.— February 10th. Testing 
instrumente, for Postmaster-General. See ‘Official Notices" 
January lst. 

BRISBANE.— March 10tb. Motor-generator, power board, &c., for 
Postmaster-General. See Official Notices January 15th. 

BRISBANE.—(Extension of time to March 16th.) Common 
battery multiple switchboard and automatic or semi-automatic 
switchboard, &c., for the Deputy P.M.G.— Board of Trade Journal, 

PERTH.—February 10th. Telephone switchboards and parte, for 
Portmaster-General. See Official Notices" January 8th. 

Melbourne, Brunswick and Coburg Tramways Trust.—February 
24th. Special work, bonds, steel and poles, overhead 
materials, H.T. cable, trucks, and sub-station electrical equipment. 
March 10th. Car equipments (motors, &c.), car bodies, wheel 
guards, Specifications for each item, £2 28. (returnable), from 
the office of the Engineer (Mr. Struan Robertson) Sydney Road, 
Coburg. Copies can be seen at the Board of Trade Commercial 
Intelligence Department in London. 


Beckenham.—January 25th. U.D.C. One 120-kw. 
D.C, generator and switchgear to couple to 120-Kw. steam alter- 
See Official Notices January Sth. ; 


Bolton. — February 11th. Corporation. Low-tension 
aub-station switchgear, for the Electricity Department, бе 
“ Official Notices " January 8th, 


Bury.—January 30th. Extension to reinforced concrete 
retaining wall at the electricity generating station, Chamber Hall. 
Specifications, &c., from Mr. J. A. Settle, Borough Engineer. 


Cardiff. —February 22nd. Installation, 750 points, at 


New Technical Institute, Cathay's Park, for the City Council. 


See Official Notices ” to-day. | 


Cheltenham, — January 30th. Corporation. Twelve 
months’ supply of electric light fittinge, Ко, Forms of tender 
from Mr. J. S. Pickering, Borough Engineer. 


Colchester, — February 6th. Corporation. Twelve 
months supply of stores, including lighting fittings, car equip- 
ment, overhead equipment, cable, хс. See "Official Notices" 
to-day. | Ё 

Croydon. — January 25th. General stores, for the 
Corporation Tramways Department, for a year. The Manager, 
Thornton Heath. ; | 

Darlington.—February 2nd. Corporation. Alternative 
tenders for 2,000.kw. and 3,000.Kw. turbo-alternators ; separate 


tenders for condensing plant. See "Official Notices January 15th. 


Dundee,— February 1st. Corporation. Supply of 15-ton 
overhead travelling crane for Walton electric sub-station. Specif- 
cation from Mr. H. Richardson, Engineer, Electricity Department. 

Halitax.—February 15th. Corporation. Twelve months’ 
supply of stores, including lighting fittings and electrical accer- 
sories, cables, telephone wire, meters, &c, See "Official Notices" 
to-day. 

Hong Kong.— February 3rd. No. 5, steel structural 
work; No. 6, coal-handling plant. Specifications, &с„ £1 each 


(returnable), from Messrs. Preece, Cardew & Snell. 


Larne.—January 29th. For lighting public streets and 
roads by electricity for three years from August lst, by the U.D.C. 
Particulars from Mr. W. Ө. Younge, Clerk to the Council. 


Leeds.—February 20th. Corporation. Twelve months’ 
supply of stores, including cable, maine boxes and fittings, jointing 
and insulating material, electric lamps, fittings, &., for Fleetria 
Lighting Department, See " Official Notives" to-day, 
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London. L. C. C die, эв. .  Platelaying, &c., 
for electric tramway, Grove Road and Burdett Road, &a. Вресі- 
fications, &o., from Mr. G. W. Humphreys, County Hall, Spring 
Gardena, &W. 

January 25th. Lighting installation (200 wiring pointe, 260 
lighting points) af Exmouth Street Elementary School, Hampstead 
Road, N.W. See “ Official Notices" January 15th. 

January 26th. 10,000 or 5,000 driving aad pony wheel tramoar 
tires. Specification, é&c., from Chief Officer, L. OC. C. Tramways, 
62, Finsbury Pavement, E. C. 

BEBMONDSEY.—February 5th. В.С, Twelve months’ supply of 
earbons and brushes, cable and jointing material, stoneware 
conduits, meters, demand indicators, main fuses, oila, meter boarde, 
street frames, covers and joint-boxes. See "Official Notices" to-day. 


Widdieton.—Tenders are invited for coal required at 
the Corporation electricity works. Mr. Pauls, Electrical Engineer. 


Newcastle-under-Lyme.—February Sth. Three-wire 


single, L.T. paper, lead - oovered cable, armoured feeder and dis- 
tributor mains, for the Electricity Department, See “ Official 
Notiaes to- day. N 

New Zealand.—W ELLINGTON.— February 28th. Public 
Works Department. 18 step-down transformers, for the Lake 
Coleridge power scheme, Specification at the Public Offices, 
Wellington. | 


Portsmouth, — February 3rd. Corporation. Twelve 
months’ supply of stoneware pipes, castings, street work, &c., for 
the Electricity Department. Forms of tender from the Electricity 
Station, Gun Wharf Road. 


Redditch.—U.D.C. Two turbo-alternators, each 1,000 
KW., with condensers, oooling tower, &c. ; two synchronous motor- 
alternators of 300 Kw. and 150 Kw. керен See “ Official 
Notices " January 8th. Р 


Rochdale. — January 27th. Tramways Committee. 
Erection and completion of repeir shops: (2) reinforced concrete 
foundations and car platform, (5) steelwork (steel frame). and 
Cd ane work. Particulars from Mr. P. W. Hathaway, Town 


Sheffield. — January 25th. Corporation Tramways. 
Tie- bara. Specifications, &c., 10s. (returnable), from Mr. W. J. 
Hadfield, Surveyor, Town Hall. 


Tunbridge Wells.—January 26th. Cooling tower and 
pipework, two water-tube boilers, economisers, mechanical stokers, 
pipework, and feed heater, for Borough Electricity Works. See 

Official Notices” January let, 


Warrington.—January 29th. County Borough Educa- 
tion Committee. Electric lighting and bell installation at Oakwood 
Avenue Council School, See “Official Notices " to-day. 


Wigan.—January 26th. Forty tons of street, tramway 
rails, B.. S. No. 3, and 200 cranked tie-bars. Mr, A. J. Gooseman, 
Borough Engineer. ' | | 


Woedstock.—February 4th. Generating plant, switch- 
board, battery, wiring, lamps and fittings (120 points), for the 
Union Workhouse Guardians., See " Official Notices " January 15th. 


CLOSED. 


Ayr.—In connection with the new enteric fever block at 
Heathfield Hospital, the tender of Messrs. Reid & Co., Ayr, at 
£145, has been accepted for electric light installation work. 


Heywood,—The T.C. has accepted the tender of Messrs. 
James Mills & Co. for electric motor and gas engine at Botany Bay 
sewage works. 


Glasgow,—The T.C. Tramways Committee. on Works 
and Stores has recommended acceptance of the following: 


* Section pillar switches.—B.I. and Helsby Cables. Ltd. 
Insulators for same.—Ta erick Tunnicliff & Co., Ltd. 
% к. in. VLR. cable.—B.I. and Helsby Cables, Ltd. 
Conduit for Millerston Extension.—Albion Clay Co., Ltd. 
Motor spirit.—James Ross & Co. ; Oakbank Oil Co., Ltd. ; Young's Paraffin 
Light and Mineral Oil Co., Ltd.: Broxburn Oil Co., Lid. 
Betzole.—Brothetton & Co., Lid. 


The TC. Committee on Eleotricity received tenders for the 
рр of rotary converters to be put down in the Fairfield 

Engineering Works, Govan, and agreed to recommend acceptance 
of an offer by Messrs. Dick, Kerr & Co. for three 1, 000-K w. sets 
and two 100-K w. seta, at £7, 816, it being the lowest, 


Hornsey. — The Couneil has accepted the following 
tenders :— | 


EH, ewitcbgear.—A. Reyrole & Co., Ltd., £1,148. Eight firms and 
companies tendered. 

1.7. generator and feeder switchboard.—Electric Construction Co., Ltd., 
£633. Nine firms and companies tendered. 

k. H. r. cable. Western Eleotrio Oo., Ltd., £1,093. Nine firms and com- 
panies tendered. 


Chairmeu Morits said that the tender for cable from a German 
frm was tot given any consideration, | 


ments named 


Government Contracts.— The following tenders have 
been accepted during the past month by the Government Depart- 


War OFFICE. = à 
Asbestos-cement sheet.—Bell’s United Asbestos Co., Ltd. С—С 

Electric drills.—8. Wolf & Co., Ltd. 

Electric lighting sets.— Austin Motors Co., Ltd. 

Electric lamps.—Brimedown Lamp Works, Ltd. ; Cryselco, Ltd. ; Dick, 
Kerr & Co., Ltd. ; Omega Electric Lamo Co., Ltd.; Pope's Electric 
Lamp Co., Lid.; ; Rugby Lamp Co.; "Z" Electric Lamp Mig. Co., Ltd 

Telegraph equipment (leather goods).—J. Angus & Co.; Beckworths, Ltd. ; 
G. С. Bussey & Oo., Ltd.; Hathaway, Воп & Co.; Hepburn, Gale and 
Ross, Ltd. ; J. A. Jacobs & Co., Ltd. ; T. Keave Lycett. Baddle and 
Motor Accessories Co., Lid. ; McKinstry & Co.: Manufactures, Ltd.; 
Магыпь, Birmingham, Led.; ' Philpot & Bons ; J. A. Pritchard; R. W. 

10y 

Wiring for electric lighting.—At Aghada Camp, Craig & Paton, Ltd. ; 

Ballykinter Camp, W. Coates & Son, Ltd.; Clandeboye Camp, Craig 
and Paton, Ltd.; Curragh Сашр, Maguire & Gatchell, Ltd.; Randals- 
town Camp, J. Robinson & Co ipperary Camp, W. Coates & Bon, Ltd. 


` CROWN AGENTS FOR THE CoLoNIES. 


Cables and boxes.—British Insulated and Helsby Cables, Ltd. 
Electric cranes.—Ransomes & Rapier, Ltd. 
Electro-pneumatio hammer.—B. & 8. Massey, Ltd. 
Telegraph poles.—Bullers, Ltd. 

| Wireless telegraph spparatus.—Marconi’ 8 Wireless Telegraph Co. 


ms 


Inpra Orrick, STORE Derr, 


Cells. —Biemens Bros. & (oo. "e phim 
Dynamos.—J. Stone & Co. 
Cable.—Siemens Bros. & Co., Ltd. 
Motors.— Lancashire Dynamo Co. 
Post OFFICE. 
Laying lines of stoneware ducte.—At Ware (Watton Road), J. Mowlem 
and Co., Ltd.; Sheffield-Donoaster, Section 1, R. & T. Howarth ; 
Section 2, J. W. Pearce. 
Laying lines of cast-iron pipes, U troughing (with cable), avd stoneware 


ducts.—At Hove, J. Moslem & Co., Ltd.; at Sidcup, F. G. Brnmmell. 
Laying lines of cast-iron pipes and stoneware ducts.— East Barking 


Cemetery, F. G. Brummeil; at Inverness pol. W. F water Road, 
J. Mowlem & Co., Ltd. ; at Waterloo, Liver pool, & Co.,; Ltd. 
Laying lines of cast and wrought-iron pipes and stoneware ts.— Lower 


Clapton, N.E., G. J. Anderson; at Inverness, H.. . ae Vinish | ; at 
Waltham Cross, W. Griffiths & Co., Ltd. 

Laying lines of cast-iron pipes, steel tubes and stoneware апей. ‘Finchley 
к N.W., D. R. Paterson, Ltd.; at Barking-Grays; ~~ Mowlem 
an A з 

ыш lines of stoneware ducts.—Victoria .Street, -Parliament Street, 

8.W., J. Mowlem & Co., Ltd.; Museum Exchangé. Gray’ 8 Inn Road, 
O. C. Summers. 

Laying linea of underground conduits.—At Shoreditoh, Stepney, &c;; О. C. 
Summers; at Fulham, &o., O. C. Summers; at Paddington and St. 
Marylebone, O. C. Summers; at Kensington, O. C. Summers; at Bt. 
Panoras, D. R. Paterson, Ltd. ; at Hendon, Finchley, &c., О. C. 


Summers ; at Camberwell, 8.E., О. C. Summers ; at Hammersmith, 


F. G. Brummell. 

e пиц supplying, drawing. in and jointing двар ғовсоте lead-covered 
cables.— London. Colchester, Siemens Bros. . Sheffield. 
Doncaster, Johnson & Phillips, Ltd 

Supplying and installing two motor-generators, controlling switchboard, 
cable, wire, &0., at the G.P.O. (West), E.C.—Mawdsleys, Ltd. 

айк: electric lighting and power supply cable at Birmingham 

H.P.O. Extension.—G. E. Taylor & Co. 
Installing electric ligbt at Dublin P.O. —Grindlay, Ross & Co. 
ae. ind exchange extension equipment.—At Putney, B. W., Western 
lectric Oo., Ltd. ; at Brixton, 8.W., Western Blectric Oo. ; at Seven- 
oaks, Western Electric Co. 

Protective apparatus.—British L. M. Ericsson М Co., Ltd. 

Telegraphic apparatus.—Siemens Bros. & Co., Ltd. 

Telephonic apparatus.—Automatic Telephone Mfg. Co.; ; British L. M. 

ticsson Mfg. Co, Ltd.; Peel-Conner Telephone Works, Ltd.; 
Western Electrio Co. 
Submarine cable.—India-Rubber, Gutta-Percha and Telegraph Works 
Ltd.; Siemens Bros. & Оо, T Lid.; Telegraph Construction and 
Malutcnanoe Co., Ltd. 

Dry cells.—B8iemens Bros. & Co., Ltd. 

Porous oells.— British Insulated and Helsby Cables, Ltd.; Siemens аре 
and Co., Ltd. 

Cable distribution plugs.—Siemens Bros, & Сон Ltd. 

Solder.—B.I. and Helsby Cables, Lid 

Cable suspenders.—P. Huntington & Co. 

Battery zinos.—Eyre Smelting Co. ; Siemens Bros. & Co., Ltd. 

Jointiog bronze sleeves.—Dugard Bros. 


London.—STEPNEY.—Lest any reader should imagine 
that the British Central Electrical Co., Ltd., is a French concern, we 
are asked to state that the word France" appearing after the 
name of the company, on page 51 of our issue of January 8th, was 
merely intended to indicate that France was the country of origin 
of the carbons for which it quoted. 

IsLINGTON.—Last month we reported the decision of the Lighting 
Committee to continue the existing contracte for the supply of 


‘goods and materials to the Electricity Department for a further 


period of 12 months, provided the contractors concerned gave their 
consent. The following firms have agreed to the Committee’s 


proposal :— 
Chamberlain & Hookham.—Electrica! sundries. 
I.R., G.P. & Telegraph Works Co.—Ditto. 
Cryselco Co.—Ditto. 
B.I. & Helsby Cables —High and low-tension cables. 
W. Lucy & Со. —Вегуісе and network boxes, &c., castings. 
J. Gibb & Co., Ltq.— Ditto. 
Dussek Bitumen » Ltd.—Box compound and bitumen. 
British Electric Transformer Co., Ltd.— Transformers and accessories. 
Dick's Asbestos Oo., Ltd.—Engine room stores. 
J. Gibb & Co., Ltd.—Ditto. 
A. Round — Electrical sundries. 
Vacuum Oil Co.—Oil and lubricants. 
First Anglo-Russian Oil Co.—Ditto. 
J. Knowles & Co.—Eartbenware pipes, &c. 
Turner & Lisnev, Ltd.— Ditto. 
Doulton & Co., Ltd.—Ditto. 


The under-mentioned contractors are prepared to continue their 
contracts, subject to an increase io price :— 


General Electric Co.—Canduit steel and opal globes. 
Heap & Johnson.—Rectifier and collector тіру не: 
Young & Sons.--Insulators, troughs, fire-bricka, &c, 
Leeda Fireclay Co.—Ditto. 

B.I. & Helsby Cables.—-Servies and network boxes, 
Callender’s Cable Co.- Ditto. 

Jobhneon & Pnlilipe,-- Trane(ormere and accertorier: 


116 


THE ELECTRICAL REVIEW. 


(Vol. 76. No. 1,939, JANUARY 22, 1915, 


{ 
^ <Id bome cases contractors have expreased their unwillingness to 
voutinus their contracts, and the Committee proposes to purchase 
thé-goods or materials as aud when required in the most favourable 
market. The Committee has deciden, to кр. me offers of the 
8 oontractors. 5 


Newport (Mon. ). —The T.C. has — the tender 
gr Messrs: Baboook & Wilcox, at £150, for Li steam teed water 
heater and accessories, 


Southampton, — The following tenders have been 
Vete by the Town Council .— " 


. John Brown & Co.—48 ateel ГНЕВА tires, at £15 10s. per "oii: 
B. I. and Helsby Cables, Lid.—Three miles of tramway trolley wire, at 
. per 1b 


_ Sunderland. — The T. C. has accepted the following 


черде: — c 


A. Z. de Ferranti, Ltd. Meters. | 
B. 1. and Helsby Cables. —Trituroating boxes. 


Watford. —The B. of G. has: accepted the tender of 


Menn. Rogers & Gowlett, Ltd., for the electric light installation 
vat the new nursery block at the weorkbonse, at £33. 
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ТИ FORTHCOMING EVENTS. 


айнаш of Engineérs.—Friday, January 22nd. At 8 p.m. At 
ing, Victoria Street. Paper on Rotary Air Air Pumps." by Mr. A. Arnold, 
à Friday, Jenuary 29th. At 8 p.m. At 89, Victoria Bireet. Debate 
3. «on London's Future тю ону Supply,” opened by Mr. Р. C. 
p Reine 
Sheffield and District Branch). -Friða January th. At 8 p.m. 
‘at сапе Hall, Shéffield: Ordinary Meeting. di 4 


[Midland Section).—Saturday, January goth. Bocial Evening. 


/'institution of Mechanical Engineers—Friday, January 22nd. At 8 p.m. 
t Storey's Gate, S. W. Paper on ‘Standardisation of Pipe Flanges and 
est Flonged Fittings,“ by Mr. J. Dewranoe. 


Ги 1 Society of London.—Friday, January Nad. AtSp.m. At Imperial 
-College of 5 South Kensington. Paper оп Practical Harmonic 
Analysis,” by Dr Russell. 


Ld Institution Hs Great Britain.—Saturday, January 201d. At 8 pm 
bemarle Street, W. Lecture I on “ Aerial Navigation —Soient flo 
“Principios by Dr: R. T. Glazebrook, F.R.S. January 80th. Lecture II. 


i r of Mining Electrical Е "sg (West of Scotland Branch).— 
`4 Beturday, January 93:d. m. At Royal! Technical College, 
J Glasgow. Joint Meeting vith Nasonal NN of Colliery Managers, 

, Paper on Elestriolty at the Coal Facs,” by Mr. J. Bowman. After the 


*^ * meeting several Visual Sivaal Indicators will be exhibited. 
As Univers and Derby Branch’. Ваша, January 38rd, 
niversity College, Nóbungbam, - Ordinary meeting. 


(Laneashire, Cheshire and North Staffordshire Branch): — 
`- Saturday, January 80th. At 6.3) p.m. At revenu Hosel, Deansgate, 
Мапоһ ester. Peesidential Address: e Mr. B. Shaw, and paper on 
. Prevention of Electrical Accidents in Mines," by Mr. T. J. Nelson. 


Association of Engineers - in- Charge. — Saturday, January rd. At 
3 8 p.m. Visis to Меввге. D. Napier & Sons’ Works, Acton Vale, W. 
л ` Saturday, January Both. At7.80p.m. Аз Bt. Bride's Institate, Bride 


At 8.80 p.m, 


d Lane, Ю.О. Discuss on on ' English v. German Superiority of Busin 
„ Methode.“ : pem € 
. Royal Society of Аа бо, January 95th. At 8p.m. At John Street, 


Adelphi, W.O. Cantor Leoture HM on *' Oils, their Production and Manu- 


Pa facture," by Dr. F. Mollwo Per 
P ins ution of. Civil Enginee G January 26th. At8p.m. At 
atte Ва Street, £ ipe босаса ой “The Lateral Preece and 


Resistance of Clay, and tha Su porting Power of Olay Foundations,” 
£s opened by Mr. A. L. Bell. в ý ' 


| Wireless Society of London.—Tuesday, January 96th. At 8 p.m. At the 


Institution of Electrical Engineers. Presidential address, by Mr. A. A. 

-"OampbeH. Swinton on Some Electrical Phenomena -Illustrated by 

MET > Experimenta.” Members of the I. E. E. of all classes are invited to 
attend. 


Institution of Electrical eers.—Thursday, January 28th, m 8 p.m. 
РЕ: . At Victoria Embankment, W.C. Sixth Kelvin Lecture on Lord Kelvin's 
6 Work on Gyros tatics,“ by Prof. A. Gray, F.R.8. 


Manchester Local Section“. Tuesday. January 26th. At 7 80 
© 27да Bngiaeers’ Ciub, 17; Atbert Square. Paper on 


" Electric Steel - Maki 
| : Famaves,” һу Mr. T. D. Robertson. 
Re iy... Birmingham Local -Seetion) —Friday, January 29th. At 780 p.m. 
-a v Ab Uniyarsisy,. Kdpound Street. | Lecture on“ Kelvin's Work on Gyro- 
a _ gtatios,” by Prot. A. Gray, F. 


ui: e North-East. Coast Institution of Engineers and Shipbullders.—Friday, 
Due M 29ih. -At 7.30 p m. At Holbeo Hall, Newcastle. Ordinary 
eeting. 


(Gradnates' Section). — Saturday, January 80th. At 7.15 pm. At 
| Б: Hall Paper on Bomp Notes on URB. Resistance,“ by Mr. A. P. 
LM a BOD.. | i 3 | 


p 


- Eoucational. — On Monday the Майга: Edu- 


e rational Authority opened & new janior day technical school for 

= boys between the ages of 13 and 16 who desire to enter the electrical 
engineering, building, or allied trades. 
Newton. Heath, is a new feature in local education, and about 40 
ao students have passed the entrance examination. 


Easter. 


whole round of holes w 


emergency by electricity. 


The school, which is at 


A second school | 
is to be opened in Openshaw, another industrial iU oS at 


Singular Electric Blasting Aecident.—An accident 
uuique in the history of electric blasting ocourred on the Rand on 
Dacember 12th at the City Deep oircular shaft, resulting in the 
deaths of two white men and two natives, and the severe injary 
of a third native, whilst two other natives were badly shaken. 
The E victima were Messre. R. Kenny, leading sinker, and 
J. La his helper. They were leaving the bottom of the shaft 
at 6.30 am., after having connected up the round of holes ready 

for blasting, and the sinking bucket in which they were being 
hoisted had reached a spot about 20 ft. from the bottom when the 
off, The force of the explosion blew the 
bucket and its occupants on to the platform about 50 ft. above 
them. In the ordinary way the men would have been hoisted to 
the surface, and, after the usual precautions to ascertain that all 
the men had left the shaft, the connected holes would have been 
fired by the switch on the surface. The accepted explanation of the 
terrible accident is that a fierce flash of lightning during a thunder- 
storm, which was raging at the time, struck the ropes of the skip 
or the guide ropes, and that these acted as a conductor connecting 
with the cable or the wires at the bottom of the shaft. This shaft 
is known as No. 3, the big circular ventilating shaft, and is now 
nearing completion. It may be remembered that in the discussion 
that took place some time ago on the subject of electric blasting on 


the Rand the possibility of accident from this cause was pointed 
out. Sout i African Mining Journal. 


In a letter to the editor of the Journal, “А. J. K.“ says: — The 
defunct J. Lawson mentioned at the accident at the City Deep was 
(I am almost sure) a miner at Jagersfontein at the time (October, 


. November, Dacember, 1900,) Jagersfontein was in a state of siege. 


Mines were set at certain strategic points, to be blasted on 
The insulated wire that should have 
been used for the connections was not then procurable. Oa four 
separate occasions, with my own eyes I saw four of these mines 
exploded. The flsh most probably did not strike directly on the 
wires, but certainly may—or did—have set up some sympathetic 


` current in the earth itself. But the flash certainly caused the 


explosions. J. Lawson must have known this. On the other 
hand, he was at the bottom of a shaft, of which the depth is not 
recorded, In such weather as bas been obtaining of late, those 


wires should not have been allowed to protrude at the surface, 


Either they should have been stationed some 20 to 30 ft. from the 
surface, or the miner should have unwound them off a reel in the 
act of ascending—or, failing these precautions, he should have 
been warned from the surface that thunder conditions existed. 
Lawson, with his experience, would never have been killed from & 
cause of which he well knew the danger. 


Institution and ГРЕЯ Notes. — Institution of 
Electrical Eogineers (YoaksHIRE LoCAL SECTION).—At 
meeting on Wednesday last week, Mr. E. B. Wedmore read 
paper on Automatic Protective Switchgear for Alternating Cur- 
rent Systems.“ The discussion was closed. 

Swansea and District Institute of Engineers.—A 
entitled "Invisible Light Waves" was to be read by Mr. A. L. 
Stanton, yesterday, in which X-ray ‘equipments and their 
operation were specially treated with a view to assisting 
members of the medical profession. 

Electrical Association of N.S.W.—The last meeting of the 
Electrical Association of New South Wales was held in Sydney 
on November 13th. The Association will in future be known as 
the N.S.W. Section of the Electrical Association of Australia. 
The annual report, referring to the licensing of wiremen, stated 
‘that rules had been drafted for the purpose, and it was expected 
that they would come into operation at the beginning of the new 
year. The Council placed on record the continued and valuable 
services given to the Association by the hon. secretary (Mr. F. W. 
MoAlister) and the hon. treasurer (Mr. G. R. Hodson). The 
balance-sheet showed a credit balance of £156. : 
^. Mr. W. H. Myers, who has been elected first President of the 

N.S.W. Section, has been a strong advocate of the federation of 
Hs eleotrical associations throughout the Commonwealth, and the 
basis upon which the amalgamation was arranged was largely 
along the lines of the scheme put forward by him. Mr. Myers 
ia an assistant engineer in the N.S.W. Government tramways 
department. 

Mr. R Vine Hall, mains superintendent of the Sydney Oity 


„Council, has been awarded the N. S. W. Electrical Association's 


Rooke premium for the best paper read during the session just 
concluded, the subject being Distribution of Energy by Overhead 
Mains.’ ' — Commonwealth Engineer, 


Mr. Donald S. Munro delivered a lecture on Modern Electrical 


Wiring," on Saturday last, to the Ssientific Society of the Royal 
Technical College, Edinburgh. Examples of a new method of 


wiring devised by Mr. Munro were exhibited. 


- M- Bernard Prica han been elected President of the Sorg 


- - AFRICAN INSTITUTE OF ELECTRICAL ENGINEERS for the year 
| 1915.— Suth African Mining Journal, 


Disinfection һу Electrolysis. — ГРЕТА іо the 
"Hospital very satisfactory resulte have been obtained at Bexley 
Mental Hospital with hypochlorite of soda produced by the eleo- 
trolysis of a 4 per cent. solution of common salt in water. The 
electrolytic tanks take 10 amperes D.C. at 220 volte, and the output 
is 12 gallons of hypochlorite solution per hour, which is diluted 
with nine times its volume of water before use in the laundry. Dr. 
Faulks, assistant medical superintendent, states that the solution 
ia effective in destroying micro-organisms and removing stains, snd 
does not injure textile fabrics appreciably. 
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“Appointments Vacant.—Switchboard attendant (30s. ) 
for Kendal Corporation; sub-station superintendent (2200) for 
Salford Electricity Department: assistant for testing and cali- 
brating mercury motor meters (during war only) for Edinburgh 
Corporation ; fitter-driver (3586) for Severalls Asylum, Colchester; 
senior switchboard attendant (37s, 6d.) for Salford Electricity 
ent; fitter-driver (£2 28.) and switchboard attendant 

(38a) for Clacton U D.C.; switchboard attendant (27s. 6d.) for 
Electricity Works, Lancaster. Partioulars are given in our adver- 
tisement pages, Е 
Late Legal.— PyeuMaTIO BELL DrsPUTE.—In the City 
of London Coart on 19th inst., before his Honour Jadge Rentoul, 
KC, the London Pneumatic Tube Оо. made a claim against 
Veritya, Ltd., for £8 16s. for making a pneumatic Ambulance bell 


with a 13-in. gong for them. Mr. Olark, who was the plaintiff, : 


mid that on September 16th defendants wrote arid said they wanted 
an ambalanoe bell for their Bristol house. He saw the defendante’ 
wanager and told him the bell would have to be y made. 
Defendants’ manager said they wanted the bell to act similarly to 
the bells attached to the City of London Police Ambulances, only 
those were electric, whereas the bell ordered was to be worked by 
the driver, their oars having no electricity. Defendants asked for 
an estimate, and he said it would be £3 16s. Then the defendants 
sked for a blue print, but he said he must design the bell, and he 
could not give him a blue print without it was regarded as a 
definite order. Defendants gave him a definite order, and later on 
wanted to cancel it, which he would not agree to, as he had done 
half the work. He had had to pay 18s. for a gong, and he 
designed the striking arrangementa.—Mr. Kenelm  Preedy, 
defendante’ counsel, said that their Bristol House found that their 
customer would not go into the matter further. They then told 
the plaintiffs the order must be regarded as cancelled. The firm 
order was subject to the approval of the blue print, and it was not 
approved.— Mr. Clark eaid there was nothing of that in the 
correspondence or in the oon versations.— Judge Rentoul, K.C., said 
that the defendants could not play tricks with the plaintiffs as 
they had done. It was á provisional order, and if the defendants 
got the order from Bristol then the plaintiffs would get the order. 
It was necessary to buy a 12-in. gong.—Mr. Clark said he could 
not have got on without it, He bought it of Barwell'r, of 
Birmingham. He had never seen one before, and he hoped never 
to ses another.—Defendants called a witness, who said that the 
plaintiffa were told it was a provisional order. It was a new idea, 
and they only made an inquiry of the plaintiffs Plaintiffs need 
not have bought a . Defendants referred the matter 
to their Bristol House. ©" Blue print to be approved before pro- 
ceeding,” was on the order.—Mr. Clark said that was done after 
the firm order was given.—Judge Rentoul thought there had been 
a serious misunderstanding between the parties. He gave jadgment 
for the defendants without coste. | | 

ATTORNEY-GENERAL AT THE RELATION OF THE ILFORD Gas 
Co. є. THE ILFORD Ussan DistRIoT CoUNOCIL.—This action, by 
which the plaintiffs sought declarations and injanctions in respect 
of alleged ultra rires acta committed by the defendants in connec- 
tion with their electric light supply, was settled before Mr. 
Jastioe Sargant on Wednesday, January 20th. 

Mr. Mark Romer, K.C., who represented the plaintiff», said that 
the defendants had agreed to submit to jadgment, bnt they sought 
to impoee certain terms and conditions which the plaintiffs were 
not prepared to acoept. The action might be divided into two 
parts, one relating to the method by which the Council carried 
ов its electric lighting business, and the other to preferential 
rates it was alleged they were giving to certain consumers. 
With regard to the first, the plaintiffs asked for a declaration that 
the plaintiffs were acting witra rires in carrying on the business of 
supplying electric lampe, motora and appliances, and in 
having a showroom for the exhibition of such goods. 
There was no longer any question that the Council were not 
entitled to on that business, and they did not oppose a decla- 
ration to that effect, but the plaintiffs asked for an injunction to 
restrain them from doing any acts under contracts made in con- 
nection with that business, With regard to the second part, which 
related to the alleged undue preference under the Electric Lighting 
Acts, there was no question now, having regard to a recent decisión 
of the Oourt of Appeal, that the new tariff which the defendants 


' proposed to set up was ultra rires, because they were favouring the 


owners of premises which were electrically lighted throughout. 


- The defendants were willing to submit to the deolaration the 
. plaintiffs asked for; with respect to that the plaintiffs proposed 


merely to take the declaration with liberty to apply for an injuno- 
tion if . With regard to the other part of thecase, the 
defendants said that they having entered into a number of contracts 
for the supply of flame arc lampe, eleotrio motors and wiring, they 
were willing to submit to a declaration that such matters were vltra 
tires, bat they wanted the plaintiffs to agree not to apply for any 
injanction in respect of anything done in connection with the 
agreements that were in force at the present date for a period of 
12 months, The plain'iffa, of course, could not consent to any- 
thing of the sort. They were willing to assent to three months, 
but that the defendants said would not do. 

His Lordship asked what was the length of these arrangements. 

Mr. Romer said he did not know, but there could be no question 

they were all » ltra vires, i 

Mr. Martelli, K.C., who represented the defendanta, said that 

some were for a year and some were for longer. He was quite 


Willing to submit to в declaration that all these matters were 
ultra rires, and the only question was how long his Lordship would 
give the defendants to make the best terms they could with those 


they had contracted with, some of these contracts hsving many 


` students’ Union has taken the matter up so energetically 


of one of the Association's members, is. ' 
. and conditions, copies of which will shortly be obtainable from the 


| ‚ Secretary upon application. The standard adopted will be prac- 


years to run, some five years and some only one. year.; if the 
Council were merely to take possession of the motors which: wers 
working under the hiring agreements, works would have ta besbnpt 
down, and a number of people thrown out of: employment. There 
might be considerable diffüiculty in getting beck those are —! 
and motors, with the loss to them of several thousands of pounds, 
which the councillors might have surcharged: sgéinst them. It 


-was-quite impossible for the users of there аго lampa to make other 


arrangements, presumably with the Gas Oo., for some little time. . 
Mr. Romer said he could not accept the defendante’ statements 


as to the agreements. 


Mr. Martelli said he desired to state quite frankly what the 


position of the Council was. They took the view that the sale dt 


these aro lamps and motors would not be carrying бп a business 
that was ultra rires, and they intended to sell them if they could 
in order to cut their lose. | au 

His Lordship said that if an injunction was applied for merely 
because the Council had sold these lampe to a customer who had 
had them under a hiring agreement, he did not think he should 
grant it. Pho 8 "RE 

Mr. Martelli said that after tha of opinion, and as 
no injunction was being asked for, he would leave the matter 
where it was. ! TM n. 

His Lordship : Then I will make the declarations aeked for, with 
liberty to the plaintiffs to apply for an injanction if necessary, and 
the defendants must рау the costs of the action. 


Inquiries, —Makers of black ivoride sheets, Comstick 
dressing for commutatore, and automatic staircase switches that 
switch off after two minutes, are asked for. | 


University of Hong-Kong.—Not the least remarkable 
result of the European conflagration has been the demonstration 
of affection and loyalty. which it has called forth from Indis and 
this Colony. In the remote island of Hong-Kong the local Chinese 
have already come forward splendidly, and, together with the 
British residents, have provided nearly £30,000 for the Prince of 


Wales's Fund. Nearly all of the British firms, with headquarters | 


in Hong-Kong, have subscribed to the London fund direct, so thas 
the above sum may be considered to come from the residents of the 
Oolony, the very large majority of whom are Chinese, The Uni- 
versity of Hong-Kong, which, as our readers know, ie entirely 
equipped with British machinery presented by home firme, has 
organised a day of demonstration of apparatus, &с„ and Secs 
that many 
hundreds of visitors are expected. The charge for admirsion will 
go, tocether with students’ subscriptions, direct to the Prince of 
Wales's Fand. Our readers will also be-intérested to know that at 
the outbreak of the war the whole of the members of the Engin- 
eering staff volunteered to run night shifts on the local searoh- 
lights, so as to enable some of the R. B. s to go to the front. 
Business as usual has been carried on at the University, despite 
the night work at the forte. |. — M "n 
The Electrical Industry in France, —With the issue 
for Jauuary 2nd our esteemed contemporary, La Lumiere. Elec- 
trique, hunounoes that after an enforged cessation of activity due 
to the loss of the greater part of ita staff on account of the mobili- 
sation, it has succeeded in reorganising its arrangements- and 
resuming publication. Tendering our congratulations and: good 
wishes, we add the hope that. the. valuable services which the 
journal renders to the electrical industry may never again be in- 
terrupted, that ite former proaperity may acon be restored. - 
The course of events in the financial world since July is reviewed 
in a special article, and a long list is given of German aud Austrian 


electrical concerns in France over whose affairs control was 


assumed by the Government. | 


Copper Famine in Sweden.—According (о а wire 
from Gothenburg it seems that the Swedish State has very great 
difficulties in getting the necessary. supplies of copper for various 
purposes, on account of the stoppage of the import-of the minezal. 
The telegraph department has been obliged to discontinue the ereo- 
tion of new telegraph and telephone lines: because there is а Jack 
of cables and wires. Private industry, and the electrical industry 
in particular, suffers also from lack of copper, and this applies 


- especially to the large electrical plants, at Trollhättan, whare the 
stocks of copper seem to have been nearly exhausted. On the other 


hand, the United States official returns. show. that the amount of 
copper imported from America into. Sweden his enormously in- 
creased in comparison with previous years. Of course, Sweden 


~ would not dream of selling copper to Germany, where the copper 


famine is said to be even more severe. о 


Guaranteed Wiring.—At tke meeting of the Council 
of the Electrical Contractors’ Association, Incorporated, held at 
Leeds on Friday last, the 15th inst., it was decided to adopt the 
guarantee scheme (which has been before the Association for the 
best part of two years) in ite entirety. The soheme, which pro- 
vides that the Association, as a whole, shall guarantee the wiring 
work of each of its members iudividually up to a certain 
specified amount, will come into force on Octobr Ist of this 
year. The general indemnity, which is extended to any employer 
is sutject to certain limite 


tically in accordance with the rules issued by the Institution of 
Electrical Engineers. It is believed that the effect of this коа 
tee will be very far-reaching, and that it will remove for evef, as 
far as the E. O. A. is concerned, the accusation that electric wiring 


contractors are essential'y shoddy workers ^ `- 
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Fatalities. —HEBBURN.—An inquest was held at Heb- 
burn on January 12th on the body of Leslie Oliver Hunt (18), an 
apprentice electrician, who sustained fatal injuries while following 
his employment at the works of Messrs. Keyrolle on 6th inst. 
Deceased, it was stated, received instructions to examine and report 
respecting an eleotrio lift, and after setting the lift in motion put 
his head inside the protecting bars, with the result that a counter- 
weight descended upon his head and crushed it. It was further 
stated that it was unnecessary to act as deceased had done to 
examine the lift, but the firm undertook, as a further protection, 
to construct a screen at one end of the lift. A verdict of Асоі- 
dental death was returned: 

CAMBUSLANG.—In Gateside Colliery, Peter McCourt, & miner, 
who was working an electrically-driven ooal-cutting machine, was 
caught in the machinery and sustained fatal injuries. 

GL48GOow.—It is reported that whilst fitting up electric wires in 
a warship at Fairfield Dock, on 12th inst., James Aitken, electrioian, 
aged 44, fell backward, striking an iron guard, and was killed. 

KIDSGROVE. —Oa 14th inst. an inquest was held into the cause of 
death of William Holley, aged 29 years, who died on 8th inst. as the 


result of an electric shock received at Birchen wood Colliery. The 
general manager of the colliery (Mr. Allott) said that the aeceased 


was working as a labourer with the boiler smiths who were repair- 
ing the quenching machine on No. 1 ooking plant. The machine 
had five fixed electric lights, 100 volts each, arranged in series, and the 
current was taken from one phase of the power supply (500 volts 
. А С.) to the motor operating the machine. Light was taken from 
the power circuit because the machine wasa travelling one. It was 
understood that the lights were not to be interfered with. Accord- 
ing to the Stafford Sentinel, Mr. Allott said that in order to 
provide light for the purpose of completing the repaire, current was 
brought from the 110 and 120-volt lighting mains 30 yd. away. 
The electricians fixed two lights by which, the boilersmiths could 
see during the night. In the afternoon a fitter engaged on another 
part of the machine gave instructions to & youth to fix an exten- 
Bion on to one of the five lights, thinking t tus because each lamp 
was at 100 volts the current was at that pressure. Later the 
deceased handled this partioular light, and received a shock from 
which he died, After other evidence had been heard, the jury 
returned a verdict of Accidental death.“ 


Electricity. Supply Rifle League.—As a large per- 
centage of the members of the above League are now serving with 
the Army at home and abroad, the matches between the various 
clubs composing the League have been postponed. Information is 
to hand that chere are new clubs formed and in process of forma- 
tion in: connection with electricity works, and as some of the 
League clubs are іп a position to arrange friendly matches, such 
new clubs are requested to get into communication with the League 
secretary, Mr. E. Mathews, at 306, Mare Street, Hackney, who will 
be pleased to put them into communication with those clubs who 
are open for fixtures. 

The annual meeting and dinner have been abandoned for this 
year, but should circumstances permit of a resumption of contests 
later in the season a meeting will be called to arrange for them. 

Some of the League clubs’ ranges have been handed over to the 
military authorities, whilst others are doing good, Work in connec- 
tion with local enthusiasts who are patronising the club ranges 
and taking advantage of the instruction offered by members of the 
various clubs, ` 


OUR PERSONAL COLUMN. 


"The Editors invite electrical engineers, whether connected with the 

` technical or the commercial side of the profession and indust 
also electric tramway and railway officials, to keep readers of t 
ELECTRICAL REVIEW posted as to their move on's, 


Central Station Officials.— On January 13th at St. 


Cuthbert’s Church, Sprowston, CAPTAIN G. G. Ewer, A. M. I. E. E., 


7th Battalion Essex Regiment, was married to Miss Amy Liell | 


Willett, eldest daughter of Captain W. A. Willett, of Leigh-on-Sea. 
The officers and men of F Company were present at the service, 
and afterwards formed a guard of honour outside the church. 


Captain Ewer, who, in normal times, is sales engineer to the 


Stepney Borough Council electricity department, has been serving 
with his regiment on the East Coast since the outbreak of war. 

The Commonwealth Engineer states that MR. E. E. STARK, who 
for several years past has been city electrical engineer at Danedin, 
N.Z . has resigned his position. Mr. Stark originally went to New 
Zealand from America ss engineer for the Waipori Falls power 
scheme, and, on the retirement of Mr. Goodman as city electrical 
engineer, Dunedin, to occupy his present position with the Ade- 
laide. Municipal Tramway Trust, Mr. Stark succeeded him. 

The Bary Electricity Committee has advanced the salary of Mr. 
JOHN MURRAY, chief shift engineer. 


The Sunderland T.C. has granted the following increases in. 


salary in the electricity and lighting department: —Chief assistant, 
from £275 to £300 per annum; works superintendent, £750 to 
£275 per annum ; four shift engineers, £156 to £169 per annum ; 
clerk, £91 to £97 1083., and at the end of 12 months £101. 

The Salford Electricity Committee has appointed MR. J. 
COLLINGE 88 station superintendent at his present salary. 

Мн. A. Brown, chief assistant engineer at the King's Lynn 
municipal electricity works, has anderen his resignation, he 
having secured another appointment, 


Мв. W. А. Brown, distributing engineer at the St, Pan 
electricity works, has resigned his appointment, and will receive a 
testimonial under the Borough Council's seal in respect of his 17 
years’ service. 

Mn. P. J. 8. "TIDDEMAN, manager of the Llanelly and Dietrict 
E.L. and Traction Co., Ltd., who has received a similar appoint- 
ment at Carlisle, has been presented by the employé: with a 
bicyole. 

Mr. JOHN A. PARKER, chief assistant of the Greenock electricity 
worke, has been appointed chief assistant of the Oroydon electricity 
works. , There were 187 applicants for the position. 


Tramway Officials.—Mn. Ernest JORDAN has been 
appointed station engineer of the Northampton Corporation Tram- 
ways, as from December lst last, Mr. Jordan was previously 
assistant engineer and formerly with Messra, Cammell, Laird and 
Co., Ltd., of Sheffield. 


General.—Mr. ALFRED БОН: Assistant Superin- 
tending Engineer of the North-Eastern District, has just retired 
after 45 years service in the Post Office Engineering Department. 
A farewell smoker was held at Leeds recently, attended by repre- 
sentatives from the Eogineer-in-Chief'a office in London, and the 
principal district officers, and Mr. Longden was then presented with 
a clock and vases, and Mes. Longden with a handbag. Mr. T. B. 
Johnson, Superintending Engineer, made the presentation. 

Messrs, А, A. DIRCKs, electrical engineer for Victoria in the 
Postmaster-General’s Department, G. Н. MoncGaN, Telephone 
Manager, Melbourne, and 8. L. MONAGHAN, Assistant Telephone 
Manager, Sydney, who have been investigating telephone trafic 
requirements in Amerioa and the United Kingdom, have returned to 
Australia. 

Oa Monday next at 8t. Paul's Church, Whitley Bay, the marriage 
will take place of Мв. GEORGE G. L. PREEOR, branch manager in 
Manchester for Messrs. Bruce Peebles & Co., Ltd., to Miss May 
Bowie, of Newcastle-on-Tyne, fifth daughter of the late Johm 
Bowie. Mr. and Mrs. Preece will reside at Seddon Road, Hale, 
Cheshire. We are sure that Mr. Ргеєое'в many friends in the 
electrical world, including hie former aasociates at Mesers. Glover's, 
at Trafford Park, will join with us in congratulating him, and in 
wishing him and his wife that is to be long-continued happiness. 


Obituary.—The death has occurred at Eastney Barracks, 
Portsmouth. of LANCE-SERGEANT FRANK TOON, of the Royal 
Marine Artillery, Some years ago deceased was apprenticed as 
electrician at Shirebrook Colliery. Later he enlisted in the Royal 
Marine Artillery. After various voyages he was appointed head 
electrician in the Eastney B мтаскз, A verdict of ‘‘ Death from gas 
poisoning " was returned. 


NEW COMPANIES REGISTERED. 


W. E. Ray bould & Co., Ltd. (138 934).—This company was 
registered on очаг 8th, with є capital of £250 іа £1 shares, to carry on 
the business of eleotric lighting, heating and telephone engineers, suppliecs 
and fixers of electrio ligating sets, petrol lighting and private telephone 
installations, sub-contractors for gas lighting and heating, and hot-water 
heatiog, dealers in, contractors for, and constructors of, electrica] work, &c., 
and to adoot an agreement with W. A, Raybould. The subscribers (with five 
shares each) are:—W. A. Raybould, Theatre Chambers, Babington Lane, 
Derby, incorporated insurance broker; W. E. Raybould, Jacksons Chambers, 
Bt, Peter's etreet, Derby, electrician. Private company. The number of 
directors is not to be less than two or more than five: the first are W. A. 
Raybould (sectetary), and W. E. Raybould ; qualification, five shares. Regis- 
tered office, Jacksons Chambers, 8t. Peter's Street, Derby, 


Stanley Goodwin & Co., Ltd. (138,998).—This company was 
registered on January 14th, with а capital of 2500 in £1 shares, to take over 
the business of mechanical and electrical engineers carried on by 8. Goodwin 

and W. T. Keetley, at Glebe Street, Stoke-upon-Trent, as Stanley Goodwin 
and Keetley." The subscribers (with one share each) are:—8. Goodwin, 
Victoria Square, Henley, electrical engineer; W. T. Keetley, 10, Riseley 
Koad, Hartshill, Stoke-upon-T rent, elecirical engineer. Private company. 
The firat directors are not named; qualification, 50 shares. Solicitor, F. 
Collis, Stoke. upon Trent. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Verltys, Ltd.—Capital, £210,000 in 7,000 5 per cent. first pref, 
7,000 6 per cent. second pref. and 6.980 ord. ‘shares of £10 each, and 200 
management вһагез ої £l each. Return dated May 14th, 1914. — 7,000 first 
praf., 7.000 second pref., 6,092 ord. and 200 management shares taken up. £10 
per share called up on 4, 670 first pref., 7,000 se^ond pref. and 2,492 ord. shares 
and £l per share on 30 management shares. 170 management, 2 390 first pref. 
and 4,200 ord. shares considered as fully paid. Mortgages and obarges: 
£01,400. Two returns of allotinents made up t» June llth and July 28th, 1914, 
show a further 46 ord. and 243 ord. shares allotted for cash respectively. 


James Kelth & Blackman Co., Ltd.—A memorandum of 
satisfaction in full (a) on May 15th, 1914, of Året debs. dated March 10th, 1903, 
sacuring £100, and (b) on November 26th, of second debs., dated February Sth, 
1914, securing £200, has been filed. 


Torquay Tramways Co., Ltd.—A memorandum of eatis- 
faction vo the extent of £200 on September 29th, and £200 on November 6th, | 
1914, of charge dated March 8th, 1911, securing £60,000 has been filed. 


Maxim Lamp Works, Ltd.—Debenture dated January lst, 
1915, to secure £1,000, charged on the company’s undertaking and property, 
present and future, including uncalled capital. Holders: Imperial United 
Lamp Co., Ltd., Caxton House, Westminster, G. W. 
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James Keith & Blackman Co., Ltd.—Iesue on January 7th, 
1905, of 4100 1st and £850 3nd debsntures, parts of a series of which particu: 
lars have already been filed. | 


Brilliant Are Lamp and Engineering Co., Ltd.—Issue on 
December Bad, 1914, of £40 debentures, part of a series of which particulars 
have already been filed. : , 


Prismatic Art Sign, Ltd.—Particulars of £1,000 debe. 
created January 4th, 1814, filed pursuant to Зэс. 98 (3) of the Companies’ (Con- 
solidation) Act, 1908, the «hole amount being now issued. Property charged : 
The company's undertaking aud property, Present and future, including 
uncalled capital. No trustees. 


Printex Accumulator Co., Ltd.—Debenture dated January 
1st, to secure £600, charged on company’s undertaking and property, present 
and future. Holder: T. B. Batchelor, Hopwood, Alvechurch, Worcester. 


Musselburgh and District Electric Light and Traction Co», 
Lid —A memorandom of satisfaction to the extent of £200 on December 181h 
and £500 on December 318%, 1914, of charges dated November 13th, 1905, and 
May lin. 1909, securing £90,000, has been filed. 


City of Oxford Electric Tramway, Ltd.—A memorandum 


of satisfaction to the extent of 21,000 on December 21st, of charge dated 
February 90th, 1914, securing £46,000, has been filed. 


Di è b'——.......üñññPãñññ 


CITY NOTES. 


British Columbia Electric Railway Co., Ltd.— 
div.dend at the rate of 5 per cent. per annum on the 5 per cent. 
preferred ordinary stock for the half-year ended December 31st is 
to be paid. Ж Е os ) 

Brazilian Traction, Light and Power Co., Ltd.— The 
directors have declared a dividend of 1} per cent. on the ordinary 
capital. : 

Yorkshire (West Riding) Electric Tramways Co., 


Ltd.—The directors report for 1914 a net income, after providing 


for repairs, maintenance and debenture interest, and including 
£5,521 brought forward, of £32,045. A dividend of 6 per cent. 
on the preference shares, as against 4 per cent. for the previous 
year, is to be paid, placing £8,512 to depreciation renewals reserve 
fund, and carrying £10,725 forward. 


Dublin United Tramways Co. (1896), Ltd.—After 
setting aside £18 000 towards renewal of rails and placing £5,000 
to reserve and renewal fund, a further dividend of 24 per cent. on 
the ordinary shares, making 5 per cent. for the year, is recom- 
mended ; £11,366 is to be carried forward. 


Montreal Light, Heat and Power Co., Ltd.—A 
dividend of 24 per cent. on the paid-up capital stock, being at the 
rate of 10 per cent, per annum, is recommended for the quarter 
ended January 31et. 


Anglo-American Telegraph Co., Ltd.—The directors 


announce a balance dividend of £1 10s. percent. upon the ordinary . 


consolidated stock for the year December 31st, 1914, leas income- 
tar at le, 93d. in the £ ; a balance dividend of £1 10s. per cent. 
ороп the preferred stock for the year, less income-tax at 2a. 1d. 
in the £; a first and бал] dividend of £1 10s. per cent. upon the 
deferred stock for the year, less income-tax at 1a. 64d. in the &. 
The above dividends, which are payable on February 186, together 
with those already paid, will amount to £3 15s. per cent. on the 
ordinary consolidated stock, £6 per oent. on the preferred stock, 
and £1 10e. per cent. on the deferred stock. 


Paris Compressed Air Co.—The Compagnie Paris- 
ienne 'de l'Air Comprimé (Popp), whose electric lighting busi- 
ness was transferred to the Compagnie Parisienne de Distribu- 
tion d Electrioité on January Ist, 1914, now solely carries on the 
compressed air branch, although it holds 48,651 shares in the latter 
company and 6,000 shares in the supply company known as the 
Ouest Lumiére. During the year ended on June 30th, 1914, the 
Popp company's revenue from electricity supply and electrical 
investments experienced a decrease as compared with the pre- 
ceding year, whereas the compressed air department had an 
increase, After placing £63,000 to depreciation, the accounts 
show net profits amounting to £187,000, as contrasted with 
£207,000 in 1912-13, and it is proposed to pay a dividend of 9 per 
cent on the ordinary shares, as inthe previous year, whilst the 
founder shares receive £2 1a. 9d. each. 


STOCKS AND SHARES. 


Tuesday Evening. 

THERE can be little doubt but that the re-opening of the Stock 

has increased bueinees. Whether it be that there isa 
sentimental value attached by the public to the fact of their 
brokers dealing within walls, under a roof and over a floor, or 
whether it is by mere coincidence, the public are certainly doing 
more now than they were at the end of last year. The Treasury 
conditions, laid upon the Stock Exchange as the price for re-open- 
ing, have not, been extended to outside sources; and the quaint 
anomaly remains of an alien enemy being able to realise, with the 
utmost ease, practically what money he likes on his favourite 
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sechrities, through the medium of channels outside the Stack 
Exchange, although the members of the House are fettered by 
regulations so onerous that they extend to every investor, from the 
largest to the smallest. AC | 

If а man wishes to sell 10 British Westinghouse. Preference for 
example, he has to go through a paraphernalia of ceremonies, in 
exactly the same way as he who realises £34,000 by the sale of 
1.000 Canadian Расійов. They say that there are а few Stock 
Exchange men who are not above evading the tempprary regula- 
tions, but it may be asserted with safety that 95 per cent. of the 
members are doing their best to comply loyally with rules which 
18 are asked to maintain as a contribution to the national 
nterest. 

The electrical markets this week are featured by conspicuous 
firmness in Eastern and Anglo-American Telegraphe, by a further 
weakening in Mexican Tramway securities, and by fairly active 
dealings in Westinghouse Preference, Edison & Swan, and а few 


other manufacturing shares. Our lists show the principal move- 


ments in detail :— — 
Home Execraicrry Compames, 
Mean price. Jan. 19, 1915. Rise or fall 
July 27. ' this week. 
Brompton Ordinary .. | 


do.  " percent. Pref. - = 

Charing Cross Ordinary .. ee m um 
do. do. do. 43 Ртеѓ. .. 4 4 — 
do. do. City Pref. .. s .. 4 4 = 

do. 4 Deb, "P is i S 98 90 Е 

Chelsea .. ne Е $a T 41 = 
do. 44 Deb. 93 = 

City of London SED cade ee жк 16 148 — 
do. do. 6 percent, Pref... So 18 = 
do. do. 6 Deb. ote RS "S 114 = 

do. до. 44 Deb 1 98 Ls 

Countyof London  .. га ©» .. 12 11 = 
do. do. 6 per cent. Pre. . 12 11 — à 
4 А do. 186 Deb... СА .. 1094 99. = 

o. do. 2nd Deb. xs ue | 97 pa 
Kensington Ordtnary = » ке 7 7l — i 

London Electric .. .. .. «+ Lek lr = 

do. do. 6 ре cent. Pref... is Б = 

do do, 4 Deb. i5 zs .. 92 = 

Metropolitan .. à МА 928 «s —à 
do. 4 cent. Pret. oe ee 4 А ==» : 
do. 4 eb... “ee oe es 97 91 — 
do. Deb... ES АА .. 88 81 = 

Bt. James’ and Pall Mall .. cx .. 9$ 9 = 
do. do. do. ‘Tpercens. Pref. 7 es 
do. do. до. 33 Deb. .. 814 | = 

Routh London .. T T - e BÓ 8 = 

South Metropolitan Pre... Н T = 

Westminster Ordinary oe © vs 8 nes 
do, 44 Pret... es АР s bà ч = 

TELEGRAPHS AND TELEPHONES. - 

Anglæ Am. Tel. Рі. ., .. .. .. 108 104 +1 

Jo. Def. . : ee ee 28 +> n 

Chile Telephone ae va T an 7 7 = 

Constantinople Tel. .. xs Se - 4 — $ 

Cube Sub. Ord ке ua МУ ES 2a 

do. A ee ee ee oe 1 1 — 

Eastern Extension .. es өсө .. 12 19 +3 

do. Deb. .. is es 97 04 == 

Eastern Tel. Ога. .. T 85 EN 198 + 6 

do. Pf. ©» Бы. S 77 71 — 14 
n. 4 Deb. .. 964 95 — | 
Globe Tet. and Т. Ord. % id vx 11 10 Же 
do. Pf. .. 885 ЕР 85 19$ . 11$ — 1 

Gt. Northern Tel. 923 98 Z 

Indo-European ia s T T 59 67 — 1 

Marooni.. - js TR 95 144 14 + ds 

New York Tel. 44 .. d oe . 10t 91 + 2 

Oriental Telephone Ord. .. «67 ee 245 2 - 

do. Pt. oe oe a lga 1 — 

Tel. Egypt Deb. is ud is vs 98 97 -— 

United R. Piate Tel... -— is Ki 6% 6 = 

do. Pt. ee oe ee bt Б ' — 

West India and Pan. vs oe ee J 18 — 

Western Telegraph .. va is © 1 18 + 3 
до. Deb. .. 22 m 963 954 = 

Home Клив, 

Central London, Ord. Assented .. .. 83 — 

Metropolitan ES ps - . 87 8) + 1 
до. District T gx . 4l 1 + А 

Underground Electric Ordinary 2d 113 € 
do. “a”, 85 n 7/6 . — 
do. Income - e^ .. 88 814 + 14 

FonEIGW Trams, &0, 

Anglo-Arg. Trams, First Pf. 43 4i — à 
do. aud Pt. 4i 4. — № 
до 4 Deb. 91 88 = 
do. 4% Deb... 984 94 — 2 
do. 6 Deb. .. 89 А 

Brazil Tractions ta m ne .. 66 БТА — $ 

Bombay Electric Pf... “з ae S M 104 == 
йо. 44 Deb... Ж .. 96 95 = 

Mexico Trams.. EN i bed .. 70 40 — 6 
do. ' per cent. Bonds .. 84 70 Е 
до. 6 per cent. Bonds .. 176 65 — 

Adelaide Вир. 6 per cent. Р, .. . o bá = 
do. 5 Deb. .. T .. 104 101 +à 

MANUFACTURING COMPANIES. 

British Westinghouse Pref. .. 60.1] 118 — 4s 
do. 4 Deb. ae on sa 74 72 сс 
до. 6 р. lien 102 os 

Callenders .. 11 11 = 
do. 5 Pref. 5a — 
do. 44 Deb. АЕ gs me | 98 = 

Castner-Kellner .. vs E és 2 Br 4 A 

Edison & Swan, £3 pd. T PN + 196 — 64. 
do. do. fully pai e z 13 24 — A 
do. do. 4 Deb. 93 en 59 60 E 
do. do. 2 Deb. " id 633 60 — 

Electric Construction 925 © 11/ — 
do. do. Pf. ee . ee 1 — 

Gen. Elec. Pf. x ks en me 10$ 10 — 

Henleys T (e 858 vs - 16 134 — 

do. 4% Pref. b +3 
do. 44Deb. .. 5 e" E 1003 91 — 

Indía-Rubber ue ВА а vd 9 80 — 

Telegraph Соп,  .. eon và 884 = 
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Keen attention is centred upon the opening of Parliament, and 
the possibilities which this will present in regard to the two Bills 
that have been deposited in connection with London's electricity 
supply. The County Council Bill stands first in point of magni- 
tude and importance. Part 2 of the Bill ia that which arouses 
most interest in financial circles, since this proposes to empower 
the electricity authority to create a new trustee stock, redeemable 
in 60 years by a sinking fund running for the term of 80 years. 
The Authority, it is suggested, shall have the power to spend ten 
million pounds on new capital account, and such further sums as 
may be necessary for the acquisition of the various undertakings. 
Rumours that the Bill will be withdrawn met with prompt denial, 
во presumably it will prooeed in the ordinary way, although a 
little scepticism on that point may be permitted. 

Reference to the Bil] will show that the proposed acquisition is 
to be carried out by agreement, which, to the ordinary lay mind, 
naturaly suggests that the companies would demand payment 
on the basis of profits spread over a number of years, plus good will 
and allowance for undeveloped areas of supply. Putting the 
number of years, for the sake of argument, at 25—which seems 
to be u probable period—and making allowance for the other two 
items and sinking fund requirementa, the obeerver would work out 
these totals to something like 22 to 25 million pounds sterling. 
Add the usual trimmings, and it might not be far out to prophesy 
that something near 40 million pounds sterling would be wanted 
to work this scheme. A separate Authority is, of course, an 
integral part of the scheme; and the Bill proposes that if this 
Electric Authority is satisfied that its receipts on revenue account 
in any year are likely to be insufficient to meet the charges pay- 
able out of revenue, the Authority shall levy a deficiency rate 
apportioned amongst the Councils in proportion to the assessable 
value of the areas within the area of supply. 

Haviug regard to the huge field which the scheme covers— East 
and West, North and South of London—this last suggestion opens 
up а prospect hardly pleasing to the champions of cheap electricity 
supply for London, or to those undertakings in a densely-populated 
area which might be called upon to make up a probable deficiency, 
at least for some time, incurred by the authority in comparatively 
sparsely-peopled places in Surrey, Middlesex, Bucks., and Hertford. 


It might be supposed that the companies would cordially support 


a scheme whereby they should be paid out on goodwill terms in а 
trustee stock that would have a first charge upon the revenue 
of the new authority ; but from the point of view of the outsider, 
interested more as a consumer and ratepayer than as a holder of 
electricity supply shares, the outlook is less alluring, 

The companies—or at least some of them—do not wish to be 
disturbed, however ; and several are promoting a Bill of their own, 
conceived, as we ваїй before, on more modest lines, but lacking the 


adhesion of various important members of che London electrical 


undertakers, without whom it would be practically impossible to 
attain the great desiderata of central supply and cheap current 
which Parliament will certainly demand as a condition of autho- 
rising any such amalgamation plan: 

We must repeat once more that, with the Government a large 
borrower on war account, any proposals that call for the raising 
of substantial sams of money are bound to be regarded coldly just 
now, more especially if they involved such competition as the 
creation of another trustee security would necessitate, The 
Treasury has intimated this week that issues for undertakings 
carried on, or to be carried on in the United Kingdom, shall only 
be allowed where it is shown to the satisfaction of the Treasury 
that they are advisable in the national interest, so that the prospects 
for either Bill look none too rosy at the moment. | 

It is no part of ours, of course, to fling hyper-austere criticism 
at schemes that aim at the achievement of such an object as uni- 
fication of London's electric supply. But, in this part of the 


ELECTRICAL REVIEW at all events, it is finance that counts mostly; 


and therefore one is bound to examine With a good deal of olose- 
ness. each proposition as it is brought forward. The critio 
welcomes each honest scheme, though it may seem unsound in 
parta, since all these proposals are working towards the goal which 
must one day be reached. The sooner the end is attained, the 
better will it be for everybody ; but to build upon inseoure founda- 
tions would simply mean the work having to be done over again, 
unless London is to be saddled with a burden more heavy and 
costly than prevails at present, and the great conclusion of cheap 
lighting and power be defeated through indiscreet action at the 
outset. 

The prices of Home Railway stocks again show advances in 
most cases on the week. This time the improvement has spread 
to the electrical issues. Underground income bonds are 14 up at 


814, and the 44 per cents. are better at 98), The company’s 6 per 


cent. lst cumulative income Debenture stock stands at 112, which is 
within a couple of points of the mean price at the end of July. 
Metropolitans have hardened, and Districts rose }. There is more 
business passing in the pre-Ordinary securities. Metropolitan 3} per 
cent, Preference changed hands at 764, District Firsta at 76. 
Eastern Telegraph Ordinary stock has risen 6 points, fairly rapid 
juetification for our contention last month that the stock was 
undervalued at 118, seeing that now it stands at 128. Eastern 
Extensions move more slowly, and have fallen behind the Eastern 
stock. The Telegraph market asa whole is very firm. Westerns 
are better, and both classes of Anglo-American Telegraphs 


responded to the declaration of the usual dividends, making 6 per 


cent. on the Preferred, 3 per cent. on the Ordinary, and 13 per cent. 
on the Deferred, for the past year. New York Telephone bonds 
are good; and of the outside shares, Maroonis once more gained a 
small fraction. American Marconis dropped a trifle to 9s, 9d. 

The Treasury's restrictions with regard to new issues, already 
quoted earlier in this article, are welcomed by investment markets 


in the Stock Exchange, on the assumption that removal of the 
possibility of such competition as new issues afford will have a 
strengthening effect upon existing securities. Incidentally, it may 
be remarked that the Treasury's solicitude to husband home 
resources is interpreted in some quarters as a quiet hint that there 
may be another War Loan before long. Tne recent issue was 
supposed to provide the sinews of war up to the end of July, but the 
City looks for further borrowing about May. | 

Manufacturing shares are generally strong. British Weating- 
house Preference have been done at 40s, Henleys are 10s. up at 
134. Another section of noticeable strength is that for Armament 
shares. Armstrongs have risen from 39s. to 42s. Vickers are 
better, and lively dealings have sprung up in the shares of the 
Projectile Company. Oastner-Kellners have risen to a little over 3. 
The Rubber market keeps fairly firm, with a good deal of trade 
being done in the popular shares. 


í 


MARKET QUOTATIONS, 


Owixd to the war, the prices given below are, of course, more 
or less nominal, 


Wednesday, January 20th. 


CHEMICALS, &o. 


a Acid, Hydrochloric с „. per o. 476 
а n Ni ee ee ee ee м 19/- id^ 
а „ Охайо as "e ee per lb. 8d. Я m 
4 „„ Sulphurie ee ee ee per ow t. EA 
a ee ee se » 
a Muriate (large crystal) per ton £49 
a Bleac pow т.» ee oe м £8 10 
a Bisul of Carbon " T s 
a TAX ee l bate se Г] ee »" rhe 18 ee 
a Bu p ee ee өө қ "P 
a POP шр өө өө eo » £85 ee 
a н White ee oe E se 
a Pero: 8 dá «ө » si 
ө Methylated $ ee per L] ee 
a Potassium, Bichromate, in oaska per ib. 7a. aa 
a Potash, Caustio 88/90 9) es per ton bg 
a [^] Chlo eo eo ee per lb, 1/4 9d. 106. 
а м Perch] te ee . L 1 4d. inc. 
a um, Cyanide (98/100 . о Nom, i 
(for mining p only) 
2 BolphateotMagneda :. : Ber un a5 10 . 
а р ee eo per oe 
a Sulphur, Sublimed Flowers .. " £11 10 jk 
a м Reoovere ee ee м £8 oe 
a м Lum ee oe oe » £8 10 ate 
а Boda, Caustic (white N 99) .. — 3 £026 б 
а н Chlorate ee ГЕ) ees per 1b, 8 d. 4d. ino. 
a 18. ] ee ee ee per ton [- se 
a Bodiam hromate, casks ee per lb, Bad. zd. ino. 
METALS, &o, 
b Aluminium Ingots, in ton lote .. per ton 285 
b " W in ton iat 4112 
(1 to 14 8. W. d.) ч 
b Sheet, in ton lota .. " 4119 T 
p Babbiu's metal ingots .. .. „ 250 to £221 P 
c Brass (rolled metal 7 to 12" basis) per lb, +8. iac 
син be тет у" ве м 104, B 125 
€ = 80 vn ee м . 
e м wire, basis eo T өө м 94, . inc 
c Copper Tubes (brased) T " 10 3d. inc 
e »" и (solid drawn) ee м 10. d. $4. inc 
„ Ван eo ee per ton £2 inc 
g 0 eat ee es oe а £80 £3 inc 
її „ Bod. ès os ee £ £2 inc 
„ (Blectrolytic) Bars ee " | £61 10 oF 
d „ Я Bheete .. " £79 10 
d и E: ee * | £67 10 
d ^« 5 Н.О. Wire per lb. ^d, 
f Ebonite Rod ee ee ee m | /- 
f " Bheet se ee ee Pi | 2/6 
n German Bilver Wire ee ee м 18 5% 
h Gutta-percha, fne.. EE ө | 6/10 A i 
h Indis-rubber, Para fine ee " 2/7. 24d. dec. 
i Iron (Cleveland warrants) .. pet ton 53/6 95 
„ Wire, galv. No. 8, P. O. qual, » £16 | 
Ае * 2 - ee "Ib £19 to £19 6 
е мо, oe ee per 0 AD б, 
g Mercury ee ee ee ee per bot, #11 10 0 5/- 100. 
e Mica (in original oases) small .. per lb, | 4d. to 2/6 E 
@ и н medium n | 8/- to bJ- 
e ө н large a 6/6 to 10/6 & up. 
о Nickel, sheet, wire, &o, ee ee и Nom, .* 
p Phosphor Bronze, plain 8 i 1/1 to 1 die 
ә m a colled bare & ro 8 " | 1/03 to 50 
, м rolled strip & sheet " 1/24 to 1/6à ka 
o Platinum T T ee рег os, 185J- ^? 
dBiiclum Bronse Wie . per lb. 1034. - 
г Steel et, in bars .. per ton £70 £6 inc. 
g Tin, Block (English)...  .. „ £161 to £163 2 
n Wire, Nos, 1 to 16 .. es рег lb. 2/8 1d. ine, 
p White Anti-friction Metals .. perton | 44410414 | `. 
k Zino, Sh*t (Vieille Montagne bund.) a | Nom, | x 
Quotations supplied by— 
a G. Boor & Co. i Bolling & Lowe. 


b The British Aluminium Co., Ltd, 
c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co, 


k Morris Ashby, Ltd. 
J Richard Johnson & Nephew, Ltd. 
m W. T. Glover & Co., Ltd. 


e Е. Wiggins & Bons. n P. Ormiston & Bons. 
f India-Rubber, Gutta-Percha and o Johnson, Matthey & Oo., Ltd, 
Telegraph Works Co., Ltd, Р 
James & Sha à г W. F. Dennis & Co. 
Ё Edward Till & бо, 
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.THE NATIONAL ELECTRICAL CODE AND 
© BRITISH WIRING RULES COMPARED. — 


By FRANK BROADBENT. 


In a recent number of the New York Electrical 
Review and Western Electrician’ a comparison is 
made between the wiring rules in vogue іп the 
United States, in Germany and in England. The 
American rules are those known as the National 
Electrical Code, which is revised every two years, 
and it is no doubt because the time for the next 
revision is approaching that this detailed comparison 
has been made. 
columns occupy about eight complete pages of the 
paper, although the comparison covers only the rules 
for.erection in interiors and does not touch other 
branches of wiring work or the details of materials. 

Generally speaking the National Code appears to 


be much too detailed, and it is possibly this fact which 


made such frequent revision necessary. When rules 
such as those of the Home Office and Institution of 
Electrical Engineers are drawn up to cover general 
principles rather than details of manufacture such 
frequent revision is not necessary, because so long 
as any new piece of apparatus complies with the 
general regulations laid down there is no need to 
modify the rules in order to bring it within their scope. 

Take, for instance, the question of fuses or cut- 
outs: the Home Office Regulation No. 5, consist- 
ing of about 80 words, covers not only fuses, but 
circuit breakers also, and deals with the subject 
fuly from the point of view of danger to work- 
people. : 

In the Institution Rules the whole of the refe- 
rences to fuses, as regards their mode of installation 
or position in the circuit in which they are to be 
placed, are contained in about 200 words scattered 
over many pages, because they appear under several 
headings, involving a certain amount of ге- 
petition. The conditions to be fulfilled by fuses 
from the point of view of fire hazard are covered by 
about 320 words, the references covering such 
things as the prevention of risk to the installation 
or the apparatus protected, and of the overheating 
of the fuse itself. 

Now when we turn to the National Code we find 
that something like 400 words are devoted to the 
method of installing, or the positions in which fuses 
are to be placed, and in addition there are over 2,000 
words of descriptive matter referring to details of 
construction. 

Notwithstanding the considerable amount of 
space devoted to details, the Code specifically states 
that these '' are but a partial outline of requirements. 
Devices or materials which fulfil the conditions of 
these requirements and no more, will not necessarily 
be acceptable. All fittings and materials should be 
submitted for examination and test before being in- 
troduced for use." From this it might appear that 
any new or improved device might be condemned 
by an inspector of the National Board of Fire 
Underwriters on the ground that it had not been 
officially passed, even although it might comply 
with the regulations and be more suitable to its pur- 
pose than previously existing tvpes which had satis- 
factorily passed the test. 

"Link" fuses, that is to say bare wire fuses, 
are approved under certain conditions by the 
National Code. They must not be mounted on 
porcelain bases but on slate or marble, and must be 
enclosed in a cabinet box (equivalent to our distri- 


bution fuse box) which itself must be made in ac- : 


cordance with regulations which specify the 
minimum thickness of the metal to be used, the 
space between the door and the fuses, and between 
any part of the metal case and live metal, the thick- 
ness of the insulating lininys, the thickness of the 
glass panels, the mode of constructing the doors and 


The rules set out in three parallel 


. so on; and the cabinet must be plainly marked with 
the manufacturer's name. There are many distribu- 


tion boxes of approved make in this country which 
would not comply with the requirements here laid 
down, and practically all our link fuses are carried 
on porcelain bases or supports. . 

Another rule with which British practice does not 
comply is that wooden or composition cabinets 


* must not be used on metal conduit, armoured 


cable, or metal moulding systems." Hard wood 
distribution boxes, suitably lined with  fireproof 
material and provided with metal plates or other 
means of bonding the conduits together, are very 
commonly used for interior wiring when the con- 
ductors are run in conduit. In some respects they 
are safer than metal boxes. | | 

The requirements of the National Code as to the 
placing of fuses in the neutral wire of a three-wire 
system do not conform to English practice. 
According to our Institution Rules no fuse may 
be placed in the neutral conductor of a multiple 
wire system, but fuses must be placed on both соп- 
ductors of two-wire circuits branching therefrom." 
According to the National Code fuses, under some 
conditions, must be placed in the middle or neutral 
wire, but may be omitted provided the neutral 
wire is of equal carrying capacity to the larger of 
the outside wires, is earthed”; and when the 
fuse 15 omitted, branch circuits must be run as two- 
wire circuits and protected by fuses on both poles. 
From this it would appear that when a fuse is placed 
in the neutral conductor no fuse need be connected 
in the wires branching from the middle conductor. 
The reason for this regulation is not at all clear, 
because if a fuse in the middle wire of an un- 
balanced system failed, the lamps or motors on one 
side would receive an abnormal pressure without 
necessarily blowing the fuse of the branch con- 
ductors. | i 

Another point in which the National Code differ 
from British practice is.in regard to fused rosettes 
or ceiling roses. It appears that ‘‘on open work - 
in large mills approved link fused rosettes may be 
used at a voltage of not over 125, and approved 


` enclosed fused rosettes at a voltage of not over 250, 


the fuse in the rosette not to exceed 3 amperes.” 
Not only is this against British practice, but it was 
due largely to the danger arising from fused ceiling 
roses in textile factories that the practice was origi- 
nally disapproved, whereas it is precisely in this class 
of work that it is approved in America. Further, 
the dangers arising from the scattering of molten 
metal are greater on the lower than on the higher 
pressure, owing to the greater mass of metal em- 
ployed in the fuse, yet bare fuse wires are permitted 
on the lower voltages. 

The plain link fuse with fixed screw terminals 
is practically obsolete in this country for interior 
wiring, some form: of bridge or fuse carrier 
being invariably used, and whilst our own 
rules specifically mention that enclosed  fuses 
are preferred there are many types of bridge in 
which the fuse metal is exposed. These however 
are gradually going out of use owing to the fact 
that they are not in line with the Home Оҝсе re- 
gulations. The Home Office regulations do not of 
course apply to ordinary domestic installations, but 
manufacturers who make fuses to comply therewith, 
and contractors who carry out both factory and 
domestic wiring, naturally aim at some kind of uni- 
formity. so that as the Home Office insist upon 
enclosed fuses, and the Institution Rules express a 
preference for them, the tendency is all in the direc- 
tion of the enclosed or protected type. . 

Another point which will strike British contractors 
as a somewhat curious one is the fact that on motor 
circuits where overload circuit breakers are used, 
fuses must be emploved in addition, although single 
phase motors may have a circuit breaker on one 
pole and an approved fuse on the other. This rule 
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applies to all circuits where the current is not too 
great for an approved enclosed fuse. Without 
further explanation one can only assume that Ameri- 
can circuit breakers of comparatively small carrying 
capacity have not proved themselves to be satisfac- 
tory. We have heard of large circuit breakers on 
railway switchboards welding up solid due to a 
sudden and abnormal overload and so preventing 
their breaking circuit, but have never heard of this 
in connection with comparatively small circuit 
breakers. 
Manufacturers who have hopes of developing ex- 
port trade to America and Canada will be more in- 
terested in the details of manufacture than in the 
methods of installing the apparatus. As mentioned 
above, the rules dealing with construction are far 
more lengthy and more detailed than those dealing 
with the mode of installing, and in the 2,000 odd 
words we have rules dealing with the depth of 
countersinking for screw heads, the melting point 
of the waterproof composition which covers such 
screw heads, the number of screws to be used to 
support fuse bases, the diameter of ferrules, the 
thickness, width and length of contact blades, and 
diameter and length of the cartridge tubes; and, in 
addition to the descriptive matter, there are two 
pages of dimensions of cartridge fuses, which ap- 
pear to be the most approved type. In fact an 
explanatory note lays it down that '' the enclosed 
or cartridge type of fuse cannot be improperly used 
for higher currents than those for which they are 
designed." This is distinctly against all experience 
with cartridge fuses, as not only 15 it possible to fit 
a larger fuse-wire in a cartridge than that originally 
fitted, but it 1s difficult, and in some cases impossible, 
to tell by inspection what size of fuse-wire has actu- 
ally been fitted. In this connection the open type 
fuse has the advantage, and possibly this is its only 
advantage. Not only can a cartridge fuse be abused 
in this way by installation attendants, but it is not 
uncommon for manufacturers themselves who have 
run short of stock of a particular size of fuse wire 


to substitute a larger fuse than that for which the 


cartridge is stamped, and simply alter the marking. 
So far as our experience goes there is no fuse on 
the market, not even the most modern screw plug 
fuses, which cannot be tampered with, as even these 
can be short-circuited or by-passed across the ter- 
minals with a fuse wire of practically any size. This 
in fact is what 1s generally done when such a fuse 
blows and there is a shortage of refills. . 

Turning now to the requirements in relation to 
switches, the Home Office Regulations Nos. 3 and 4 
deal in less than 150 words with the question of 
safety to persons employed on the premises where 
switches are employed, and also to those actually 
using the switches. They define generally the posi- 
tion in which switches are to be placed and the 
principles of construction. The Institution Rules 
in about 250 words cover the method of installation 
of switches, and their position and function, and give 
sufficient general guidance on details of construction 
to cover the questions of overheating, arcing and 
protection to users. 

The National Code on the other hand, after occu- 
pying about three times the space with rules as to 
the installation and use of switches, contains seven 
pages, or about 2,000 words dealing with specific 
details of manufacture. This does not include motor 
starting. switches, to which another six pages are 
devoted. One cannot, of course, judge as to the 
comparative merits of a set of rules drawn up to 
meet similar needs by a comparison of their pro- 
lixity, but it will be agreed that conciseness when 
coupled with clarity of expression is very desirable 
in a code of rules intended primarily for the guidance 
of the contractor and wireman, and moreover, the 
nature of the details specified produces the impres- 
sion that they have been drawn up rather to suit 
some particular make of approved switch than te 


ensure compliance with general conditions based 
on a definite and scientific plan. | 

In some respects the National Code is more 
definite than our Institution Rules, e.g., the rule 
relating to the installation and function of the main 
switch. Our rules require that the main switch on 
an installation fed from a public supply shall be 
easily accessible and placed as near the entry of 
supply as possible. They do not state that it shall 
cut off pressure from all apparatus, and it 1s com- 
mon practice for supply authorities to fix their main 
fuses and meters on the live or supply side of the 
switch, so that they are always alive whether the 
main switch is on or off. In the National Code 
the rule is quite definite on this point, viz., service 
cut-out and switch must be arranged to cut off 
current from all devices including meters." In- 
stances have come under notice in this country of 
clock meters having been inadvertently connected 
on the consumer's side of the main switch, with the 
result that after being switched off they do not 
restart, and unregistered units have been consumed. 
This may be the principal reason for connecting 
meters generally on the supply side of the switch. 

Among the considerable details of switch con- 
struction given in Class D” of the code, it is 
specified that nothing but slate, marble or porce- 
lain may be used for knife switch bases unless any 
other material proposed is first submitted for special 
examination. The number of supporting screws 
must not be less than four if the area of the base 
is over 25 sq. in. Such screws between parts of 
opposite polarity must be countersunk and there 
must be at least 4 in. surface distance between the 
head of any supporting screw or washer and any 
live metal. Contact jaw mountings must be secured 
by at least two screws or some equivalent to pre- 
vent turning, and nuts or screw heads on the under- 
side must be countersunk not less than à in. and 
covered with waterproof compound which will not 
melt below 150 degrees F. This refers to the base 
only. Then there are regulations and restrictions 
as to the hinges of the contact blades, the blades 
themselves, the cross bars and connections. Thus 
the contact area of the blades must be the equivalent 
of 1 sq. in. of pure copper per 75 amperes, and the 
section of metal must be proportioned for a rise 
not exceeding 50 degrees F. The electrical test 
specified is quite moderate, viz., a '' 50 per cent. 
overload in amperes and 25 per cent. excess volt- 
age under the most severe practical conditions. 
It may be assumed from this that the excess current 
and voltage are to be simultaneously applied and 
that the circuit may be inductive. 

The foregoing requirements appear to apply to 
“knife” switches of any size and type, and for 
any voltage up to 550; so the ordinary tumbler 
switch or any other pattern which has not a 
quick make and break would come under this de- 
signation. Very few, if anv, tumbler switches, which 
are as rare in the States as '' snap" switches are 
in this country, would meet the requirements. 

Another point of interest to manufacturers is that 
all switches must be plainly and visibly marked with 
the name of the maker, and the rated current and 
voltage; and service switches must indicate whether 
the current be “on” or '' off." It would be in- 
teresting to know if in the case of a '' push-and- 
pull" switch the position of theknob or handle is 
accepted as a sufficient indication. | 


(To be continued.) 


Portable X-Ray Apparatus,— The French Red Cross, 
25, Knightebridge, W., is badly in want of ten specially constructed 
cars equipped with X-ray apparatus, dark room, &o., for use imme- 
diately behind the firing line. Such cars cost, completely fitted 
out, about £800 each. 
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THE CASE FOR THE ELECTRIFICATION 
OF FLOUR MILLS: 


By Ernest P. Horus, A.M.LE.E., A. Am. I. E. E. 


Flour mill electrification is a problem which has 
not yet ceased to exercise the mind of the engineer 
charged with the erection and operation of flour 
mills. Quite recently the question was debated be- 
fore the Institution of Mechanical Engineers, and 
a perusal of the observafiors then made demon- 
strates that on many fundamental points the flour 
mill engineer fails to appreciate the benefits that ac- 
ci ue from the electric drive. As іп many industries, 
the question of electrification: as appreciated by the 
miller turns practically wholly on the cost per b.h.p.- 
hour at the engine, and if the steam or gas engine 
maker can convince the miller that the cost рег 
b.h.p.-hour at the engine is less than if the engine 
were replaced by one motor—for, be it noted that 
the miller is persuaded that there is little scope for 
the individual drive—then he considers the case 
against electrification to be made out. 

It is one purpose of this article to traverse many 
of the statements made against the electrification 
of flour mills in the hope that they will provide 
material for an attack upon the rooted convictions 
against electrification which are largely held by 
millers. 

The Consumers' Engineer in his campaigns is 
often placed in the difficult position of being 
unacquainted with many of the processes to 
which he hopes to introduce -electrification. The 
engineer who goes to talk electrification to a cement 
works engineer is soon placed in difficulties when 
the cement works engineer asks ‘‘ How would you 
drive the cylpebs? Would you drive them from 
the same motor as the kominor?" Or if he inter- 
views a flour mill engineer who enquires after the 
driving of plansifters or cockle extractors, it is not 
a hopeful augury of success to acknowledge ignor- 
ance. It is hoped therefore to afford Consumers’ 
Engineers unacquainted with flour milling the neces- 
sary outline of milling to enable them to talk con- 
fidently to the miller; and also to acquaint him with 
the points he is to drive home, the arguments he 
is likely to meet and how he may controvert them. 
On the ability to undertake this the success of his 
mission depends. ` 

First let a brief conspectus of the treatment of 
the grain be given. Flour milling divides itself into 
four different processes: —(a) grain handling; (b) 
wheat preparing; (c) flour milling; (d) packing and 
storing the finished products. The processes are 
automatic and eliminate labour to a very large ex- 
tent, and this fact, coupled with the heavy capital 
cost of the machinery, is responsible for the long 
running hours of the mili. Often a mill operates 
continuously 144 hours a week, and in busy times 
the whole week through. 

Although the plant is sub-divided in the manner 
which has been mentioned, the grain passes auto- 
matically from one portion to the other without 
human intervention, and this fact plays a prominent 
part, as will be discussed later, in the electrification 
question. 

The four main processes enumerated can be again 
sub-divided as follows: — 


(a) Grain handling plant: — 


I. Wheat intake from the boats or trucks. 

2. Weighing and preliminary cleaning 
plant. | 

3. Storage silos. 

4. Mixing and conveying plant, passing 
оп to process (b). 


(b) Wheat cleaning plant: — 
I. Dry cleaning plant. 
2. Washing, drying and 
plant. Е | 
3. Storage bins for conditioning the wheat 
| passing оп to process (с). 
(c) Flour manufacturing or rolling mill plant : — 
I. Granulating or breaking down process 
2. Scalping and grading. 
3. Purification. 
4. Reducing purified stock to flour. 
5. Flour dressing, the flour passing on to 
process (d). | 
. (d) Sacking off, warehousing and storing the 
‘finished products. У 


-` Grain handling plant.—The grain is elevated by 
bucket elevators from the quay side and delivered 
to a travelling band fed at different points by various 
sets of legs. It passes first to the preliminary 
cleaning plant, consisting of an automatic weigher 
registering the number of tips, next through the 
separator composed of oscillating riddles. While 
the grain is being riddled powerful air currents re- 
move light chaff and dust. It is then elevated to 
the silo house or wheat store by travelling bands. 
These silos are usually large concrete receptacles 
holding many thousands of tons of wheat. When 


conditioning 


+ 


drawn from the silo for treatment the wheat is fed 


by bands and elevators into a set of storage bins 
usually located in the wheat cleaning section. Up 
to this point different kinds of wheat have been 
separately stored, but they are blended here in defi- 
nite proportions. The product then passes on to 
the wheat preparing plant. 

Wheat preparing plant.—Here the berries аге 


- treated to remove both smaller and larger impurities; 


they are rubbed for loosening dirt, scrubbed with 
stiff brushes, subjected at a number of points to the 
action of wind currents to carry off the loosened 
light floating dust. 

The next stage is the removal of the small cockle 
seeds from the wheat by '' cockle cylinders." These 
are composed of rotating cylinders with pitted in- 
ternal peripheries. The machine relies for its opera- 
tion upon the difference in shape of the cockle and 
the wheat, the former being round and the latter 
oval. When the cylinder rotates the oval grains 
drop out of the pits first while the spherical ones 
stay longer, eventually falling on a hopper which 
separates them from the wheat. They are collected 
at the bottom of the hopper and removed by a worm 
conveyor. They are not wasted but are used for 
cattle food. 

An alternative to the cockle cylinder is an ex- 
tracting band similar in principle and composed of 
travelling plates given a rapid cross shake. These 
plates are pitted with holes which hold the cockle 
seeds which are collected in a similar manner to that 
previously described. 

Wheat Washing.—The wheat is next washed for 
cleansing and for softening the harder varieties. It 
is fed on to a washing worm and floats on the sur- 
face of the water, the stones remaining in the worm, 
which is submerged. The flow of water carries the 
wheat along, and it is drained in а centrifugal 
machine. 

Conditioning Plant.—-In the conditioning plant the 
wheat undergoes a warming process which sweats 
out the superfluous moisture from the inside of the 
berry. This moisture is removed by warm and cold 
currents of air. The wheat is then passed to the 
conditioning bins where it is stored for a period, 
after which it is ready for. the rolling process. 

Rolling Plant.—In the rolling process the berry 
15 broken down and the kernel extracted. The break- 
ing down is done in roller mills, there being about 
four stages in which it passes through fluted rolls 
of various coarsenesses. It is worthy of note that no 
attempt is made here to produce flour which is the 
outcome of a final rolling later in the process. 
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The next process is the scalping when the husk 
is separated from the kernel. As the wheat emerges 
from the rolling mills into a hopper it is subjected 
to a light suction from a fan, with the result that 
the lighter particles are drawn to one side, while the 
heavier, composed of high class semolina, being 
less affected by the air suction fall into a different 
hopper. The heavier particles then pass on to the 
semolina duster in which they fall through an in- 
clined sieve and the lighter ones are again separ- 
ated. Again the product drops into a purifier where 
it is subjected to further air currents and the lighter 
particles again drawn off. From the purifier the 
stock passes to the reduction rolls in which it is 
finally ground. It is then termed ‘‘ flour." Lastly 
it goes to the flour dressing machine. Here the 
flour is reduced to an extremely small size either in 
a ''plansifter" composed of sieves in motion and 
scraped by brushes, or in a centrifugal machine. 

After leaving the dressing process the flour is fed 
into sacks by means of conveyors, and the dust 
and other products are disposed of in a similar way. 
The packing room is usually in the upper floor of 
the warehouse and the sacks are dropped through 
sack chutes, or in some other way brought to the 
ground level. 

Grinding.—Another department is the grinding 
house in which a number of grinding stones are used 
` for the production of wholemeal and the reduction 
of certain of the by-products to make animal food. 

T he case for electrification.—The case for the elec- 

trification of flour mills is rarely understood by 
millers. They are obsessed by two assertions which 
have been urged upon them as militating against 
the necessity for electrification. These assertions 
аге : — 
. I. The plant runs as a complete unit from the 
time it is started until the time it is shut down. 
Individual drive on which the case for electrifica- 
tion in many industries turns is here, they have 
been told, useless. 

2. The plant is usually driven from a central 
point, and it is therefore unnecessary to incur the 
losses due to the change of energy from steam 
to electrical and its re-conversion to mechanical 
power. 

lhese specious arguments appeal strongly to the 
the uninitiated, and it requires a close knowledge of 
flour milling to be able to convince the miller. Per- 
haps in the first place it is of interest to know that 
electricity is called in to assist the miller in prac- 
tically every installation, for two purposes:— 

I. For the lighting of the mill. The explosive 
nature of the flour dust which permeates the atmos- 
phere absolutely precludes in some of the depart- 
ments an open light such as gas. 

2. In practically every case the outlying drives 
such as elevators for the wheat intake plant must 
be driven electrically, and only in a few instances 
can the rope drive be applied. 

When therefore the miller talks of electrification 
he usually is referring to what may be called the mill 
proper, and he requires no convincing of the ad- 
vantages of electricity for lighting and for the out- 
lying drives. 

Coming first to the question of individual drive, 
when it 15 said that there is no scope for an indivi- 
duai drive the best answer is to show the doubter 
an electrically driven mill. There he will find much 
to his surprise that there is scope for the individual 
drive, and that motors are dotted all over the place 
as one would find them in an ordinary engineering 
works. Perhaps he cannot understand it, but it 
must be pointed out to him that the reason why he 
did not see the necessity for individual drive was 
because in the steam driven mills, to which he has 
been used, the designer has been compelled to ar- 
range the machinery in order to meet the exigencies 
of the drive. The designer has not been free to put 
his plant where he liked, and has therefore been 


forced to go in for inconvenient arrangements which 
conflict with his discretion. In the electrically driven 
mill the designer puts the plant just' where he 
pleases and is not dictated to by the position of the 
line shafting. Secondly, there comes the question 
of efficiency. The miller cannot see that the electric 
drive is efhcient because of the double conversion. 
The answer is that the losses in converting and re- 
converting the electrical energy are in most pills 
less than those incurred in a steam driven mill. 
Where the line shafting is kept in first-class order and 
is thoroughly well tended, and where the arrange- 
ment of the mill prevents any irregularities in the 
arrangement of the shafting. it is possible that the 
electric drive might be at some small disadvantage. 
But few line shaftings attain the degree of perfec- 
tion which is disclosed by those on which published 


‘tests are taken, and when one comes to examine 


the matter it is usually found that while the differ- 
ence in many cases may be only slight it is rarely 
against electricity. mE 

There is one advantage of electrification which is 
understood by millers and that is the constancy of 
speed. A number of operations in the mill depend 
upon delicately adjusted air currents. If the air cur- 
currents vary in strength, the desired separations are 
not effected, and a deterioration in the quality of the 
product follows. This advantage is generally ac- 
knowledged. 

Further, there are some important general advan- 
tages of electrification which do not occur to the 
miller and which it is well to impress upon him. 
First, there is the increased output of the mill. Due 
to the constancy of speed, the output of an electric- 
ally-driven mill is greater than that of the steam- 
driven mill. This fact is vouched for by so eminent 
and unbiased an authority as Mr. C. J. Robinson 
(Proceedings of the Mechanical Engineers, 1913, 
page 1036) who says: — 

It had been proved, for instance, that an elec- 
trically-driven mill could be relied on to increase the 
output not less than 73 per cent. over the same mill 
driven by steam power.“ 

This increase of production is an experience com- 
mon to many industries where the electric drive is 
introduced, as, for instance, textile mills and rolling 
mills. In addition. the speed uniformity ensures 
evenness in the grinding and dressing processes, 
which tends to a higher class of product. This 1s 
the experience of electrically-driven flour mills. 

With the electric drive an important advantage is 
gained by virtue of the ease with which electrical 


power сап be measured. When a prominent manu- 


facturer of flour machinerv recently undertook to 
analvse the power required to drive a flour mill—the 
re ults of his investigation form the basis of a paper 
read at a recent convention of the National Associa- 
tion of British and Irish Millers—how did he make 
his measurements? There was no other convenient 
wav than by means of an electric motor. Now, it is 
well-known that in flour mills a great loss of power 
can be unknowingly incurred. It has, for instance, 
been found that fluted rolls, as used in the breaking- 
down mills, when thev become dull incur a consider- 
able loss of power. How is the flour miller to detect 
it in a steam-driven mill? Не сап only do it by keep- 
ig an eve on the ammeter of an electric motor. 
The same applies to the mill stones, and it will be 
found, generally speaking, that the miller can effect 
considerable economies in the power taken without 
deteriorating the qualitv of the product or diminish- 
ing the output of the mill. : 

The elimination of long lengths of shafting natur- 


ally diminishes the amount of noise made in the mill. 


This, however, in milling work is no very great ad- 
vantage, owing to the small number of the employés. 
The reduction in the length of belting, however, 1s 
a material advantage for obvious reasons. 

In conclusion, the Consumers“ Engineer has a 
number of examples of electrification of flour mills 


-————- +- 
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to which he can point as exemplifying the advan- 


tages of the electric drive, and it can be safely said 
that, if any doubting miller is referred to any of 
these mills for information, he will receive a satis- 
factory testimonial which should remove any doubts 
he entertains on the question. 

When Consumers' Engineers have the opportunity 
of quoting an outside power supply for flour mills it 
is desirable that they should remember the extraor- 
dinary good load factor, and they would do well also 
to bear in mind that responsible authorities have told 
the flour millers that in order to make electrification 
pay it must be supplied at a cost of 0.4d. per kw.-hour 
or under. This dogmatic assertion is not accepted 
by electrical engineers. but the figure is well worth 
keeping in mind in order tha. they may not kill busi- 
ness by quoting an impossible price. 


CAB SIGNALS ON BRITISH RAILWAYS. 


(Abstracts of Papers read before the INSTITUTION OF MECHANICAL 
ENGINEERS, December 18th, 1914.) 


Electrical Cab-Signalling. 


By VINCENT L. RAVEN, Cair MECHANICAL ENGINEER, 
NORTH EASTERN RAILWAY. 


This system, designed by the author, has been in actual use 
on the Richmond branch of the North Eastern Railway for 
over two years, and also on that part of the North Eastern 
Railway's Co.'s main line which is situated between Durham 
and Bensham, and during the whole of that time the arrange- 
ment has given every satisfaction; and on no occasion has 
the danger signal ever been omitted to be given. The appa- 
ratus is fitted to thirty-six locomotives. 

The main objects of the system are :— 

1. To advise the driver of his approach to a signalling zone 
where signals are to be looked for. 


CABIN EQUIPMENT. 
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and the small pointer, by the number indicated, also gives 
the route indication. The AUDIBLE INDICATOR is an electric 
bell, which is separate from the visual apparatus. 

The engine circuits are brought into operation by the move- 
ment given to a metallic shoe linked to a small switch when 
passing over in3ulated metallic bars placed in suitable 1- 
tions on Ње track, and currents are collected from the bars 
by insulated steel wire brushes brushing lightly but firmly 
over the bars as the engine passes over them. 

The semaphore and bell are directly operated by a battery 
carried on the engine. The route indicators are directly 
operated by currents established by the signalman in the 
operation of the ordinary levers of the stop line signals. 
These currents also indirectly operate the semaphore and bell. 

Fig. 1 is a diagram showing the complete cabin equipment 
for a two-way diverging junction, together with the circuits 
on an engine approaching the junction. Sh is the shoe, and 
Sw the switch controlling the engine circuits, and br are two 
insulated steel wire brushes, which pick up current from the 
cabin batteries under certain conditions, by contact with the 
bars B, C, D, E, and Ei, all of which are connected with 
the cabin equipment by line wires. The bar A is not con- 
nected with the cabin equipment. 

Assuming that a train is travelling in the direction shown 
by the arrow, when the shoe, Sh, passes on to the bar A, the 
semaphore arm will immediately rise to the DANGER position, 
and the ''route indicator'' pointer takes up the central posi- 
tion between the Nos. 1 and 2. The bell will begin to ring 
as soon ag the shoe, Sh, has passed over the bar. These indica- 
tions continue until the engine arrives at the bar B. 

If the line signals are at DANGER, as shown in fig. 1, the 
switch, Sw, is broken by the lifting of the shoe, Sh, as soon 
as the latter runs on the bar. The bell stops ringing whilst 
the switch, Sw, is broken, but the semaphore arm remains at 
DANGER. The brushes, br, br, run over bar B at the same 
time as the shoe, Sh, but as bar B is not energised when the 
line signals are at DANGER they have no effect. As soon as the 
shoe, Sh, is clear of the bar, the switch, Sw, is made again, 
and the bell recommences to ring. When passing over bar C, 
the same action takes place. If the engine is stopped at the 
HOME signal, the shoe and brushes are resting on bar D. In 
this position the semaphore arm remains at DANGER and the 
bell is silent. 

Suppose, now, that the HOME and ADVANCE line signals for 
No. 1 line are lowered for the train to go forward. The small 
semaphore arm is lowered to OFF and the route indicator 
pointer is deflected to No. 1 on the indicator, and remains 
there. These indications remain when the engine passes off 


ENGINE EQUIPMENT 
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2. To give. the driver the necessary information with regard 
the position of the signals controlling his further advance, 
нан to prevent him from mistaking other signals than his 
КЫ саш, о 2 the ME by the cab-signals until 
has pran e last signal-controlling entrance into 
Section ahead. à г ko 
The system comprises VISUAL and AUDIBLE indicators, and 
е apparatus is electrically operated. The VISUAL INDICATORS 
on the engine consist of a small semaphore, and one or two 
Pointers capable of being deflected to indicate numbers 
painted on the dial. ‘The semaphore arm, together with the 
operation of the small vointer, indicates '' condition " signals, 


bar D, whilst passing over bar E, and until it arrives at the 
bar A of the next signalling point. 

Suppose that the signalman had desired to draw the train 
forward to ADVANCE No. 1 instead of sending it right away. 
The engine is standing with the brushes br, br, and the shoe, 
Sh, on bar D. The signalman lowers the HOME signal and 
then taps the small switch T: S: several times. This has the 


effect of lowering and raising the small semaphore arm on the - 


engine and calls the driver's attention and gives him to under- 
stand that he is only being drawn forward to the ADVANCE. 
It is thus a CAU OH аш entirely distinct from the OFF 
signal just described. e small semaphore remains at DANGER, 
and when the engine moves off the bar D, the bell recom- 
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mences to ring. These indications continue until the engine 

comes to a stand on bar E. | | | 
Suppose, now, it is desired to dispatch the engine standing 

at No. 1 ADVANCE line signal. The small semaphore аги 18 


at DANGER and the bell is silent. The signalinan lowers the 


ADVANCE signal No. 1 by the lever А! in the cabin, and the 
small semaphore arm on the engine is immediately lowered 
to ОРЕ, and the “route indicator "' pointer deflected to 1 on 
the dial of the indicator. As described before, these indica- 
tions remain until the engine arrives at the bar A of the 
next signalling section. | 

Assume, now, that the HOME and ADVANCE signals for No. 1 
line have been lowered before the engine arrives at bar A. 
On passing over A, the small semaphore arm on the engine 
rises to the DANGER position, the route indicator pointer 
takes up the central position and the bell begins to ring, and 
these indications continue until the engine arrives at bar B. 
Whilst passing over B, the small semaphore arm is lowered 
to orF, the ''route indicator’’ pointer is deflected to No. 1 
on the dial of the indicator, and the bell then ceases to ring. 
These indications are continued whilst the engine is passing 
over the subsequent bars C, D, E, and until it arrives at the 
bar A of the next signalling section. This constitutes the OFF 
signal. 

yv now, that the engine, on passing over B, bus 
obtained the OFF signal as just described, and that an emer- 
gency arises which renders it necessary to stop the engine, 
at the HOME signals if possible. Under ordinary circumstances, 
the signalman would throw his HOME and ADVANCE line’ signals 
to DANGER immediately. This action on his part, with the 
line signals, ensures а DANGER signal being given either at bar 
C, or D, or E, according to the position of the engine when 
the line signals are put to DANGER. 

Finally, assume that the engine has passed over a bar B 
with the line signals at DANGER, and before it has reached bar 
C the signalman has lowered the line signals. The small 
semaphore arm is at DANGER and the route indicator“ 
pointer in the central position and the bell ringing. On pass- 
ing over bar C, the complete ОЕР signal will be obtained, that 
is, the semaphore arm will be lowered, the “route indicator ” 
pointer deflected to No. 1 or No. 2 on the dial of the indi- 
cator, as the case may be, and the bell stopped precisely as 
in ui ОАЕ the OFF signal was assumed to be obtained 
at bar B. 

It will be seen that the action of the bar A upon the engine 
circuits constitutes a signal warning the driver of his approach 
to a signalling point. The continuance of the WARNING signal 
constitutes а DANGER '' condition ’’. relating to the srop signals 
for the signalling point which is being approached. The bar 
A is situated at a distance of about 150 yards from the bar B, 
and the WARNING signal is, therefore, of short duration only 
if the sToP signals are orr. The stopping of the WARNING 
signal by the return of the small semaphore arm to the OFF 
position, the stopping of the bell, and the receipt of a '' route 
indication," constitute the ОЕР signal, which can only be 
given when all the main line signals are ОРЕ, and then only 
by the direct intention of the signalman. An indication given 
at the first signalling bar B can be reversed during the pas- 
sage of the train from B over the subsequent bars to the 
ADVANCE signal. The number of points at which these rever- 
sals can be obtained is only limited by the number of inter- 
inediate bars С. The apparatus is capable of giving CALLING- 
ON signals as well as the OFF and oy. Currents are sent to the 
bars by the operation of switches connected and working with 
the levers operating the STOP signals, HOME and ADVANCE, and 
the signalman can, therefore, only give the orr indications 
by intention, | 

As already indicated, the bars A, B, C, D, E, etc., act 
mechanically on the shoe Sh, to actuate the semaphore and 
bell, and electrically, by currents set in operation by the 
signalman, through the brushes br, br, to actuate the ‘‘ route 
indicator" and indirectly the semaphore and bell. The open- 
ing of the switch, Sw. causes the armature of the main 
semaphore coil to be released, raising the arm to danger, and 
mechanically releasing the“ route indicator“ pointer from its 
deflected position. At the same time the contact c is made, 
and contact d broken. These alterations of the contacts. c 
and d, divert the current through the bell as soon as the 
switch Sw is closed by the shoe Sh passing off the bar A. 
The armature of the main semaphore coil cannot be raised 
by the closing of Sw, because the circuit is now broken at d. 
[Тепсе the bell continues to ring. and the semaphore arm 
remains at DANGFR until further actions take place. 

The '' route indicator " has two armatures; one is a shuttle- 
wound armature, SA, capable of turning between the poles 
and carrving the pointer at the front of the dial; the other 
Із an ordinary lifting armature, LA. The shuttle-wound arma- 
ture is polarized by a special circuit supplied from the engine 
battery, as shown. The lifting armature closes the contact b, 
which completes a circuit through the main semaphore coils. 
The shuttle-wound armature carries a slotted sector, S, having 
depressions at each end. In the slot rides a freely pivoted rod 
which. when the sector follows the deflection of the arma- 
ture, drops into one or other of the depressions and locks the 
armature, pointer, ete.. in the deflected position. The sector 
and armature is mechanically released by the dropping of 
the armature of the main semaphore coils, through the rod т. 

When the engine passes on to the bar B—the small sema- 
phore arm being at DANGER, the bell ringing, and the“ route 


indicator“ pointer in the central position— when the ВТОР 
signals are off for, say, No. 1 line, & current passes from B, 
by br and br, through the ''route indicator'' coils to the 
engine frame and earth. The following actions take place in 
the indicators :— 

1. The “route indicator“ pointev is deflected to No. 1 on 
the indicator dial, and locked. 

2. The lifting armature is raised for the time the current is 
passing through the route indicator“ coils and closes the 
contact b. 

3. The closing of b sends a current through the main 
semaphore coils, which raises the armature and breaks the 
contact c and also makes the contact d. 

4. The breaking of contact c stops the bell. The making of 
contact d provides another path for & current through the 
main semaphore coils than that by b, which is broken as 
soon as the brushes br, br have passed off the bar B. Hence 
the semaphore indication is restored to what it was before 
the engine passed over bar A. 

In passing over subsequent energised bars, the action of 
the switch Sw is neutralised by the closing of the contact b, 
and no change takes place in the indication. Should the 
engine pass over an unenergised bar after passing over B, 
it is obvious that the neutralising of the effect of the 
mechanical opening of the switch Sw, by the shoe Sh, would 
not take place, and indications similar to those obtained at 
bar A would be received. This is the basis of the emergency 
DANGER signal previously referred to, the de-energising of the 
bars being effected by putting one or both sTOP signals to 
DANGER. 

The line equipment by which bars are energised when re- 
quired is simple. Movement of the signal levers in the 
ordinary operation of the signals to the OFF position closes 
switches connecting the batteries in the cabin with the line 
wires. Of the latter there are three; one goes to the DISTANT 
signal, and is connected to the bars B, C, D. One of the 
others goes to the ADVANCE signal for No. 1 line, and the 
other to the ADVANCE for No. 2 line. In each case the line 
wire is connected to the bar. Each of the line wires is pro- 
vided with an indicator in the cabin, which the signalman 
can see whether the bar is energised when he expects it is so. 
A small deflection only is given for this, the current being 
limited by the resistances connected to the bars B, E, and Ei. 
This resistance in no way interferes with the giving of the 
indications on the engine. A much greater deflection is 
obtained on the cabin indicators at the moment the brushes 
br, br of an engine are on an energised bar, and this, if 
looked out for, is to some extent an assurance that the appa- 
ratus is in order, and that the requisite indications are being 
dulv given. 

The cabin circuits are easily followed. Н: and А: are the 
levers for the HOME and ADVANCE line signals for No. 1 line, 
and H? and A? are similar levers for No. 2 line. The circuit 
set up by the operation of the HOME signal lever is not complete 
until the corresponding ADVANCE has been operated. On the 
other hand the operation of either ADVANCE is eufficient to 
give an indication at the ADVANCE bar. Hence an orF indica- 
tion cannot be given at the bars B, C or D, unless both stop 
signals are oFF—which corresponds to the arrangements neces- 
sary to lower a DISTANT line signal under ordinary interlocking 
—but such an orr signal can be given at the ADVANCE without 
in any way interfering with the necessity for giving DANGER 
signals at the rear. The small tapper switches, T! Si, and 
T* 52, enable the ''calling-on " signal previously mentioned 
to be given. Their normal position is open, as shown; when 
closed they simply intermittentlv take the place of the switch 
closed by the АРУАХСЕ lever when the ОЕЕ signal is being 
given. As will be readily seen by the diagram, fig. 1, the 
direction of the currents to the line wire for B, C, D is 
different when H? and A? are operated, to what it is when 
H' and At are operated, and the reversal of the ‘‘ route indica- 
tion” numbers follows. | 

The track bars are of steel, of T section, mounted on wood 
blocks and porcelain insulators 

A consideration of the description of the apparatus will 
show how fully the system meets the conditions found to be 
necessary. It is adaptable in many other ways than those 
mentioned. The design of the apparatus is such as to give 
the fullest possible indication of failure of the equipment. 
The normal operating position of the semaphore arm is main- 
taiged by a continuous current, and interruption of which 
places the semaphore arm to DANGER, and inability to restore 
T frm to the normal running position is proof of such 
amre. 

The arrangements by which the WARNING and DANGER 
signals are given by the mechanical raising of the shoe. 
obviate the necessity for relving unon the making of electrical 
contact with the bars of the track for giving these signals. and 
any failure to make such contact has only the result of 
causing OFF signals to be missed. and so does not in any way 
result in dangerous action. The anparatus is self-testing 
during the whole time it is in operation. 

(To be continued.) 


Patents and Alien Enemies.—The application of Mr. 
J. H Merer, 12. Time Street, Е.С. far a 1ісепоо under Patent 


No. 7617/10 of Padazna, far an electric igniter for explosion motors, 
has been granted by the Board of Trade. 
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LEGAL. 
Тнк Prize COURT. 


(Claim by Babcock 5 Wilcox, Ltd., allowed.) 


PRESIDING over the Prize Court in the Admiralty Division, Sir 
Samuel Evans decided a question of the right to certain property 
forming part of an electrical installation, in favour of Meeera, 
Babcock & Wilcox, engineers and boiler makers, Glasgow.. The 
Crown had applied for the condemnation of part of the cargo of 
the British steamship Huanchaco, consisting of boilers, bricks and 
other material to bs used in connection with an electrical works at 
Valparaiso, Chile. The goods were seized at Liverpool as enemy 
property, the contention of the Crown being that the proprietary 
in the goods was in the Deutsch-Uberseeische Electricitá*s Gesell- 
schaft. The goods, it appeared, were shipped by Messrs. Babcock 
and Wilcox under a contract with the Garman company, and were 
intended for a company known as the Chilean Electric Tramway 
and Light Oo., Ltd., which is registered in Great Britain. On 


behalf of the claimanta it was contended that the German company ` 


were merely acting as advisera and buying agents on behalf of the 
Chilean company, in which the German oompany had a large 
financial interest, and that the proprietary in the goods never passed 
to the Garman com It was further contended that Messrs, 
Babcock & Wilcox had never parted with the proprietary in the 
goods, and that the only persons who would lose if the cargo were 
condemned were the eminent firm of Scottish engineers. 

The PRESIDENT, giving judgment, said that in this case he had 
come to a definite conclusion upon the matters that he had to 
decide. The question was whether or not 324 packages containing 
certain boilers and plant and a large number of loose bricks were 
enemy property. He had come to the conclusion that the German 
company were independent contractors, and that there was no 
privity of contract between Babcock & Wilcox and the Chilean 
company. But whether that was so or not he did not think mattered. 
The contract, he thought, was between Babcock & Wiloox and the 
German company, and the question was whether the proprietary in 
the goods had passed from the former to the latter. The goods 
were put on board at Glasgow and the ship proceeded to Liverpool, 
where they were seized on August 27th. The contract under 
which the goods were shipped was dated January 7th, 1914. The 
German company had also some time in 1913 entered into a con- 
tract with the claimants for the erection of four boilers in con- 
nection with electrical works at Valparaiso. In 1914 it was 
intended to extend those works, and the contract of January 7th, 
1914, was the contract for that extension. Some of the terms of 
the earlier contrast were not again repeated in the later contract, 
but they were referred to and incorporated in it. According to 
the contract of January 7th, 1914, what Babcock & Wilcox had 
to do was to supply a complete boiler installation and accessories 
for the extension of the works which had already been carried out 
in 1918. The dsecription of the work was under four heads, and 
the amount to be paid was distributed between the four items, the 
total amounting to £7,473. This sum was to be paid by instalments, 
the last instalment at the expiration of one year’s guarantee. The 
installation was to be erected under the supervision of a man sent 
out by the claimants, and a certain time was to elapse before the 
works were taken over. It was not till one year after that that 
the fioal instalment was to be paid The cargo in question com- 
prised only a part of the plant and did not complete the material 
necessary for the ersction of the works. Unquestionably the 
goods seiz d were materials which would have been used in erecting 
the works, but what he had to decide was whether the proprietary 
in these diejointed pieces had already passed, or whether the 
passing of the proprietary depended upon something that was to be 
done at a later stage. The contract between the parties was not 
for the particular articles in fact seiz d. The contract was for the 
installation into which works these materials were to be put. In 
his opinion there waa no passing of these disjointed pieces of goods. 
They were not sold as such. No separate price was fixed for them. 
They were only part and paroel of the whole quantity which had 
to be supplied. Tue authorities made it perfectly clear that these 
goods could not be treated as separate goods in respect of which 
there was a complete contract and a passing of property. Here 
there was no contract for the separate sale of the goods in question 
at all, and he held that at the time of seizare the proprietary had 
«лев passed. He therefore ordered that the goods be released to the 

ta. 


WORKMEN'S COMPENSATION. 


AT the Salford County Court, last week, Charles Atherton made 
an application under the Workmen's Compensation Act, the 
respondenta being Messre. Eckstein, Heap & Co., Ltd. mann- 
facturing electrical engineers. 

Мв SANDBACH stated that the applicant had been employed by 
respondents at a weekly wage of 24s. While grinding an iron 
clam on an emery wheel some of the metal flew off and struck him 
in the eye, and an operation had to be performed. He attended at 
the hospital from September 2nd to October 29th last year, and 
during that time he was paid half. wages, while the reapondenta 
also gave him an extra allowance of 5s. per week. as he had a 
wife and family. On October 29th he returned to his work, but 
was put on a different job, and was a kind of odd man. His eyes 
were painful, and he could not see to do his work properly. Оп 
December 3rd he was given a week's notice. The man had since 
tried to get work at several places. 


ATHERTON, in evidence, bore out the opening statement, and 
added that he did succeed in getting a situation at one place, but 
was discharged because he could not see to do his work. 

Oross-examined : He denied that when he returned to Eckstein's 
he was discontented and careless, and declared that he did not 
refuse to do certain work on December 3rd, which led to his 
appearance at the office of the works manager. He stated that it 
was not in consequence of his refusal to do certain work that he 
was discharged. 

Dr. SHAND, of Regent Road, Salford, stated that he examined 
the applicant on January 6th. The man’s eye, he said, was 
inflamed, and it appeared to cause him considerable pain. He 
could not follow his work except under great difficulties. 

Orose-examined : Dr. Shand said he was not an eye specialist. 


Mr. McoCLEARY, for the respondents, said this was опе of those 


cases where a man would be better off without the Workmen's 
Comp2neation Act. Не was employed by а most excellent firm, 
suffered a small accident, and was incapacitated for a short time, 
and it was fair to assume that if it had not been for the Act the 
man would have been looked after and would have returned to his 
work a contented man, and not a discontented man going about 
spreading discontent among the other workmen and saying the firm 
could not discharge him. His conduct culminated on р зоетђег 3rd 
in his refusal to obey orders. 

Мв FRANE PANTER, works manager, spoke to the applicant's 
discontented attitude when he returned to work, and stated that 
he was put back on his old job, and never complained that he was 
not able to do the work. 

DR. WHARTON said that he had examined the man, and, in his 
opinion, there was nothing to prevent him doing his work as 
formerly. 

Oa JUDGE GUBNEY'S suggestion, the man was examined by 
both doctors in an adjoining room, and on their return to Court, 
Dr. Wharton said there was no inflammation, and Dr. Shand 
said the inflammation had subsided somewhat, but was still 
present. 

JUDGE GURNEY said the doctors had set him a nut to crack, and 
the best thing he could do, in the absence of a medical referee, was 
to say that the man was perfectly able to do his work. The award, 
therefore, would be for the respondents, i 


IRISH JUDGMENT SET ASIDE, 


THE King’s Bench Division, Dablin, has set aside a jadgment 
against Mrs. Morrow, 3, Upper Leeson Street, for £29 6s. 4d. in an 
action brought by Mr. J. O. Meldon, electrical engineer, against 
that lady and her husband, Mr. R. Morrow, for a supply of elec- 
trical fittings, the ground stated being that the judgment was 
marked by surprise and through a mistake on the part of defen- 


dant. Mr. Bartley, in resisting the application, said the fittings 


had been sent to Mrs. Morrow. 


TRAMWAY AOCIDENT CLAIM, 


IN the Glasgow Court of Session, before Lord Ormidale, the 
record was closed in an action by Janet Henderson and Annie 
Henderson against the Musselburgh and District Electric 
Light and Traction Co, Ltd, for £1,000 and 2750 
respectively for the death of their father, John Henderson, 65, 


farm labourer, by the alleged fault of the defenders. On March 


17th, 1914, he was leading a horse and cart at a walking pace out 
of the gate at Fowler's Brewery, Prestonpans, and across the car 
lines, when а tramcar ran into the cart, with the result that the 
car swung the cart and horse round to the side. The horse took 
fright, and the deceased was dragged round with them. He 
suffered from shock, and died the following morning. The 
defenders deny liability. Issues for trial were ordered.— Glasgow 
Daily Heraid. 


P.M.G. v. OXFORD ELECTRIC TRAMWAYS Co., LTD. 


AT the Oxford County Court last week, the Postmaster-General 
sued the defendants for £6 damage to atelegraph pole. Mr. W.N. 
Baywood, who appeared for the Postmaster-General, said that the 
facts had been sgreed. A motor-’bus ran into a telegraph pole, 
the property of the Postmaster-General. The claim was made 
under Sec. 8 of the Telegraph Act, 1878, which enabled the Post- 
master-General to recover damage done to the telegraph line by 
any undertakers, bodies or people. Mr. Raywood asked for leave 
to appeal, and his Honour granted the application.— Ozford 
Chronicle, 


Norwegian Nitrogen.—The Société Norvegienne de 
l'Azote reports gross profits of £468,000 for 1913-14, as compared 
with £442,000 in 1912-13, and net profits of £316,000 and £287,000 
in the two years respectively. It had heen proposed to pay divi- 
dends of 8 per cent. on the preference capital and 6 per cent. on 
the ordinary shares, but these recommendations are not to be 
carried into effect. The company had concladed a loan with the 
Bociété des Annuités, of which two-thirds had been completed on 
the outbreak of the war. At present the work of extending the 
plant at Rjukan is at a standstill, owing particularly to the im- 
possibility of securing the delivery of machinery on order, in con- 
sequence of the war. | 
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` THE HARDENING OF METALS. 


THE first autumn meeting of the Farapay Society was held 
on November 23rd, and took the form of а general discussion 
on the important subject of the HARDENING ОЕ METALS. Sir 
ROBERT HADFIELD, the President of the Society, was in the 
chair, and the meeting, which was largely attended, included 
some of the best known workers in this branch of metallurgy. 

There are three fundamental ways in which a metal or an 
alloy can be hardened :— 

1. By cold working. 

2. By chilling; usually suddenly from a high temperature, 
but sometimes by moderately slow cooling. In one instance 
referred to by Professor Howe, in a valuable communication 
which he sent from New York, cautious reheating is required 
for 88 in the case of Maurer's austenitic manganese 
Steel. 

3. By the mere admixture of different kinds of molecules. 

In the case of pure metals it is obvious that hardening must 
be caused by some change of state, and the question resolves 
itself into what is the nature of tbe change of state. Pure 
metals, as normally cooled from the molten condition, are 
crystalline in structure, and the change of state that hardens 
them must be either a re-arrangement of the crystals or a 
change of crystalline form, or a change from a crystalline to 
an amorphous form. Dr. Beilby has within the last few 
years кш forward a considerable body of experimental 
evidence which goes to prove that when pure metals are cold 
worked, and thus hardened, the surfaces of the crystal grains 
are flowed into a amooth, hard, amorphous vitreous layer or 
skin, and it is this amorphous skin so formed between the 
crystal grains which is the cause of the hardness brought 
about by cold working. The question arises as to whether, 
accepting the theory of the amorphous state, harden- 
ing by chilling or the hardening of alloys can be made to fall 
into Hne with this explanation of hardening by cold working. 
Dr. B&ilby claims that there is no essential difference between 
the two processes, the contraction strains due to chilling 
supplying the mechanical work necessary to convert the 
crystalline into the amorphous state. The theory has been 
applied to the general case of hardening by quenching by 
Professor Edwards and Professor Carpenter, and to the parti- 
cular case of steel by Mr. J. C. W. Шш The former 
maintain that the hardness produced by quenching is brought 
about by crystal twinning, and possibly direct slipping, and 
the resulting formation of amorphous layers. Mr, Humfrey’s 
theory of hardened steel is an adaptation of the amorphous 
theory to fit in with the old allotropic theory (somewhat dis- 
credited at the Faraday discussion), which considers hardening 
to be due to the existence above a certain critical tempera- 
ture of an adamantine y form of iron which sudden cooling 
prevents from slipping back into the normal form that is 
stable at low temperatures. 

The amorphous theory was criticised by the President, Pro- 
fessor Howe, Dr. Desch, and Mr. A. McCance. The main 
ground of Sir Robert Hadfield’s objection appeared to be his 
unwillingness to concede that the extraordinary hardness of 
steel was of the same character as hardness caused by cold 
working, and in this he was supported by Professor Turner. 
It was improbable, said Sir Robert, that the glass-hard surface 
of a projectile weighing a ton, which would cut through 15 
inches of steel without being fractured, could be in a state 
of strain. The hardness must be brought about by chemical 
change, and the fact is the carbon and its condition must be 
the principal factor as a cause of the extreme hardness of 
steel, and it has been too much overlooked in the theories 
that have been put forward. In this Dr. J. E. Stead con- 
curred. In his opinion the different behaviour of hardened 
and annealed steel when treated with chemical reagents proved 
that there was a difference in their chemical constitution. 

Professor Howe considered that the amorphous theory 
would explain all those cases of hardening where there was a 
martensitic structure in the hardened steel. There was, how- 
ever, а non-martensitising way of hardening, namely, by hold- 
ing manganiferous austenite (Hadfield’s manganese steel) 
slightly below the transformation range (e.g., at 550° C.), 
whether the cooling thence be fast or slow, and this could 
not be explained by the amorphous theory, because at such 
high temperatures amorphous iron should be able to re- 
crvstallise. 

Mr. McCance objected to the amorphous theory on the 
ground, among others, that strained а iron and strained y 
iron were dissimilar in magnetic properties, whereas if 
straining produced the amorphous variety the effect in both 
cases should be the same. Indeed y iron cannot be made 
ferro-magnetic by any treatment such as permanent defor- 
mation. 

The result of the whole discussion left the impression ex- 
pressed by Dr. Stead, namelv, that interesting and important 
as are the several theories of hardening now current, we have 
not as yet sufficient data on which to base dogmatic conclu- 
sions. What may be called the Sheffield School has little 
doubt that on the carbon condition mainly depends the ex- 
treme hardness of steel, and Sir Robert Hadfield himself feels 
60 strongly on the matter that he has offered a Research Prize 
of £200 in order to stimulate the study of the carbides of iron 
and of iron alloys generally. 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Compiled expressly for this journal by Messrs. W. P. THompson & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


103. “ Dynamo-electric machines for transforming alternating current into 
continuous current, or vice versa. J. L. La Cour. January 4th. (Convention 
date, January 2nd, 1914. Sweden.) 


112. “ Galvanic batteries.“ C. B. Burpon. January 4th. (Siemens & 
Halske Akt. Ges., Germany.) 


114. “ Electric automatic protector." А. W. Н. Nasu. January 4th. 
121. '' Means for obtaining a high starting-torque on a continuous-current 


motor with a relatively small starting-current." A. J. LxIiohn & Н. J. Оввокх. 


January th. (Complete.) 
123. Electrical adapters." L. RosENTHAL. January 4th. 


р d " Magneto-electric machines." R. B. Norta & А. M. ALLEN. January 
th. i 


i aoe " Magneto-electric machines." R. B. NortH & A. M. ALLEN. January 
th. 

131. Electric fusible cut-outs.” Н. P. LivERSIDGE & PENNSYLVANIA APPLI- 
ANCE Co. January 4th. (Complete.) 

154. Electric heating-pad." G. LANDER. January 3th. (Luis Zanaboni, 
Argentina.) 

180. ‘ Electric starting devices for motor-driven vehicles.“ MASCHINEN- 
FABRIK OERLIKON. January Sth. (Convention date, January 29th, 1914. Switzer- 
land.) (Complete.) 

188. “Incandescent clectric-lamp holders.“ С. PreSSLAND. January 5th. 

190. '' Combined mechanical and electrical devices." М. WuiLLoT. January 
Sth, (Convention date, January 24th, 1914. Belgium.) (Complete.) 

247. Dynamo magncto-electric generating machines, particularly applicable 
for lighting, charging, and ignition in connection with internal-combustion 
engines of motor-cars, launches, acroplanes and the like," C. H. MELSowr- 
SMITH. January 7th. | 

264. '' X-ray apparatus." Н. W. Cox & Co., Lro., & Н. E. БомктнокхЕ. 
January 7th. 

270. Excess wattmeters." A. W. BURKE. January 7th. (Convention date, 
January 21st, 1914, United States.) (Complete.) 

275. Electric wave amplifying apparatus." WESTERN ELECTRIC Co., 1р. 
January 7th. (Western Electric Co., United States.) (Complete.) 

282. Electric heaters for culinary and other purposes." BENHAM & Soss, 
Lro., & C. К. ALLENSBy. January 7th. : 

303. '' Manufacture of composition for the manufacture of artificial leather, 
floorcloth, paper, insulating material, boards, paint, and other purposes." 
W. P. Thompson, January 8th. (Herman Arledter, Austria.) 

324. Electrical transmitter microphones.” В. A. PILKINGTON. January 8th. 

350. '' Electro-magnetic levitating projector and projectiles therefor.” E. P. 
BACHELET. January 8th. 

367. Electrical switches." А, P. LuNpBERG, С. C. LuxpBEROC, P. A. Lexo- 
BERG & G. Pecce. January 9th. 


378. ‘ Electric cable joint boxes and the like." А. Н. Raminc & C. C. 
GARRARD. January 9th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Меззкз. W. P. Тномрзом & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford, price, post free, 9d. (in stamps). 


1913. 

25,062. SIGNALLING APPARATUS. E. C. R. Marks. (Mead Electric Signal Co.). 
November 3rd. 

26,364. MAGNETIC Separators. А. Е. Jobke. November 17th. 

26,834. MULTIPLE ARRANGEMENTS OF HIGH-FREQUENCY ELECTRIC. CuRKEN? 
GENERATORS. Р. О. Pedersen & V. Poulsen. November 21st. (December 12th, 
1912.) 

28,703. AUTOMATIC CONTROL ЅҮүЗТЕМ For ELECTRIC Raimwavs. B. Е. Hutches. 
Jun. December 12th. 2 

28,956. ELECTRIC SIGNALLING SysTEMS. A. W. Brown & I. Н. Parsons. De- 
cember 16th. 

29,063. REGULATORS.FOR ELECTRIC TRANSFORMING APPARATUS. | British Thom- 
son-Houston Co. (General Electric Co.). December 16th. 


29,346. DEVICES FOR CORRECTING THE DIFFERENCE OF PHASE IN TELEGRAPHIC 
Receivinc Apparatus, A. C, Baronio & K. L. Wood. December 19th. (Cog- 
nate application, 16,905/14.) 

29,520. DEVICE MORE PARTICULARLY INTENDED FOR USE ON ELECTRIC LIGHT OR 
OTHER SWITCHES OR CONTROLS, FOR DISPLAYING REMINDERS, ADVERTISEMENTS, 
NOTICES, AND THE LIKE. E. Clarke. December 22nd. 

29,562. SELF-ExCITED ELECTKIC MOTORS FOR OPERATING SLIDING WINDOWS 


AND THE LIKF. J. Е. P. de la Riboisiere & R. le Grain. December 22nd. 
(December 23rd, 1912.) 

29,655. MACHINES FoR GENERATING ELECTRICAL Enrrcy. C. T. Mason. De- 
cember 23rd. 

29,713. Liguip RESISTANCES. Akt. Ges. Brown, Boveri, et Cie. December 
24th. (January 9th, 1913.) 


29,776. COUPLINGS OR CONNECTIONS FOR ELECTRICAL Conpucrors. J. Stone 
& Co. and A. H. Darker. December 24th. 


29,861. RrTARDING OR TIME-LimiT Devices. W. A. Coates & Ferranti, Ltd. 
December 29th. 


39,902. GrNERATION OF ELECTRICAL OsciLLATIONS.. А. Е. Sykes & Ford. 
December 29th. 


1914. 
124. DyNAMO-ELECTRIGC MACHINES. British Thomson-Houston Co. & A. A. 
Pollock. January 2nd. 


125. GORE HoLDERS. British Thomson-Houston Co. (General Electric Co.). 
January 2nd. 


1,437. PROCESS FoR THE ELECTROLYTIC Ркоосстом OF MALLEABLE OR FORGE- 
ABLE IRON. E. F. K. Harbeck & B. Lan. January 19th. 

1,715. MAGNET POoLE-PIECES OF TELEPHONE RECEIVERS AND THE LIKE. A. Marr. 
January 22nd. 

2,325. ELrcrRICAL Heatinc Device. R. W. Gauntlett. January 28th. 


2,495. PonTA LIT ELECTRIC Lamps. W. A. McKay and M. Claussen. January 
30th. (February llth, 1913.) 


3,806. CaspLE Lamp. C. E. Green & Arctic Light Co. February 13th. 
4,9961. ELECTRIC СнімІМС AND STRIKING GEAR. H. Wilson. February 19th. 


5.776. AvToMATIC УотАсЕ Reounators. British Thomson-Houston Co. 
(General Electric Co.). March 6th. 


7.019. MEANS FOR SIGNALLING ON Trains. W. E. Benn. March 18th. 
8,062. Protective Casinc Fon ELECTRIC Castes. R. McGeoch. March 431. 


9,376. Pristine TrLEcRAPH Systems. Western Electric Со. (Е. T. Wool- 
ward, acting for Western Electric Co.). April 15th. 
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ENGLISH AND AMERICAN "WIRING 
RULES AND REGULATIONS. 


IN а recent issue of the Zlecírical Review and Weslern 
Electrician, namely, the issue bearing the date December 
5th, 1914, a detailed comparison was made between the 


* National Electrical Code," which is in use in the United . 


States and Canada, and the German and English rules. 
The comparison, which is set out in three parallel columns, 
occupies 10 pages of the journal referred to, although it 


- deals solely with the wiring rules concerned with inside 


work, which form considerably less than half of the 
complete code ; the latter covers also the wiring of central 
stations, transfurmer sub-stations, outside work, marine and 
miscellaneous work, in addition to comprising a large section 
devoted to constructional details of fitting, cables, switches, 
and other wiring accessuries. 

In our Institution Rules the standards adopted for cables, 
conduits, &c., are those defined by the Engineering 
Standards Committee (E.S.C.). The rules make reference 
to these but do not quote them in ez/enso. It is very 
doubtful if the average contractor has ever troubled to read 
them or even to obtain a copy, and the average wireman has 
probably never heard of them, nor do they greatly concern him, 
The contractor kuows that there is a difference between 
** Association " aud ** non-Association " cable, but he knows 
more about the diff-rence in the price than in the cable, 
aad he must accept the maker's guarantee as an article of 
faith. As to applying any tests to prove that he is getting 
what he pays for, we doubt if anything beyond gauging the 
wire is done, and it would be beyond the practical capa- 
bilities of many to measure the resistance of a coil with 
sufficient accuracy to say whether or not it came within the 
permissive margin of 2 per cent. variation from the 
standard. We do not suy this in disparagement of the 
wiring contractor ; he does not regard it as his business, 
nor has he generally the necessary measuring appliances. 


Seeing that he is entirely at the mercy of the manufac- 


turer, there is something to be said in favour of t! e system 
of testing and issuing certificates of approval which has been 
adopted by the National Board of Fire Underwriters in the 
States. We assume that so long аз a contractor working 
under the National Code employs “ aoproved " materials, he 
accepts no responsibility in connection with them, but this 
point is not clear. 

The National Electrical Code is revised every two years, 
and the time for revision is now approaching ; it is possibly 
due to this fact that so much attention is at present 
being devoted to the dis u-sien of wiring matters in the 
American technical Press. There appears to be a feeling 
that electric wiring is passing, or about to pass, through a 
transition period in which the piping or conduit system 
may hive to give place to some of the later systems which 
have been devised, ju-t as casing has been gradually, but 
none the less surely, replaced by conduit. There is in this 
country at the present time a tendency to ask if all the 
advantages supposed to b+ possessed by conduit wiring are 
real or mythical, and many contractors, some consulting 
engineers, and, we believe, also insurance companies, are 
disposed to look more favourably upon wood casing installa- 
tions now that jointing has been largely super-cded by 
looping of connection fittings. Eliminate joints from the 
condu ‘tors a«taally enclosed by the casing, and there is very 
little left in the system which can be objected to from the 
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point of view of fire risk when it is used for ordinary 
residential buildings, and in dry situations. It will be 
generally agreed by those competent to express an opinion, 
that a good casing installation is better than a poor con- 
duit job. . 

The chief objections to the wood casing system were the 
risk of fire due to bad jointing or connections within the 
casing, and the unsuitability of casing for sinking flush or 
burying in plaster when surface work was undesirable. 

Іс is not without interest to note that the special wiring 
systems which have from time to time been brought ont, 
such as the Stannos system, Henley's wiring system, and cab 
tire sheathing, owe their inception to cable makers rather than 
to electrical contractors, as was the case with wood casing 
and conduit. We do not think that it is claimed by the 
originators that any оле of these systems is capable of uni- 
versal application, although no doubt each has merits when 
confined to specialised or particular classes of work. 

Conduit wiring is the prevailing practice in the States, 
and, judging from the tone of the technical Press, we gather 
that there is a fear among the makers of conduit that the 
National Code may be revised so as to admit newer methods 
in which conduit i8 no* used. 

The essential difference between our own Institution Rules 
and those of the National Electrical Code is that ours are 
of а more general charac:er, specifying the conditions which 
are to be complied with rather than the actual methods to 
be adopted and the specific details of fittings and materials 
to be employed. This is what the National Code purports 
to do, and is, no doubt, one of the chief reasons which 
n?cessitate its frequent revision. 

The National Electrica! Code i8 the official code recom- 
mended by the National Fire Protection Association, and 
is drawn up ehiefly by men interested in electrical work 
from the fire insurance point of view. Our ru'es, on the 
other hand, are drawn up by a Committee of the Institution 
of Electrical Engineers representiag the various sections of 
the electrical industry, and incluling also representatives 
from the insurance companies. This may account in some 
measure for the greater stringency of the National Code on 
some points. We do not think that we should serve any 
useful purpose to English readers by tabulating in parallel 
columns the National Code and our Iastitution Rules, 
because in many respects, where they cover the same 
ground, the differences are only verbal. There are, how- 
ever, notable differences here and there due in part to the 
different character of the constructional work obtaining in 
the two countries, but the chief characteristic which distin- 
guishes the Code from our Rules is. as mentioned above, 
the section in th: Cole devoted to details of manufacture. 
Now that our own manufacturers are more fully alive to the 
export business which may be done, perhaps not with the 
States. but with the Dominion of Canada, we think it is 
important that they should appreciate that any fittings 
designed for use in that Colony will not only have to be in 
accordance with the National Code Rules, but will have to 
be officially tested and approved by the laboratories of the 
National Board of Fire Underwriters. 

We understand that the B. E. A. M. A. has the matter under 
consideration, and that attempts are being made to induce 
the Revising Committee to modify certain of the regula- 
tions in order to bring recognised and approved British 
fittings within the requirements. There is no doubt a feel- 
ing in the States that some of the conlitions are unneces- 
‘sarily stringent, and that they tend to retard the rate of 
electrical progress. If. therefore, without sacrificing any- 
thing which tend to safety and immunity from fire risk, 
the Revising Committee is of opinion that some of the 
restrictions may be relaxed somewhat, it is quite probable 
that some modifications will be made. But such modifica- 
tions, if any, will be made solely in the interests of electric il 
work in America, and not for the purpose of making 
it easier for [British manufacturers to compete with 
American produstions in the American and Canadian 
markets. Too much, therefore, must not be expected 
from the forthcoming revision, but our manufacturers 
must rely rather on modifying their designs where necessary 
so as to comply with the Code. Whilst we do not propose 
here to enter into a detailed comparison of the American 
and English rules, we would refer our rea ders to a critical com- 


mentary which is concluded in this issue by Mr. Frank 
Broadbent, whose paper on wiring rules, read before the 
Newcastle Section of the Institution in February, 1901, жаз 
among the first which showed in tabular form the extra- 
ordinary differences then existing between the rules of the 
Institution and those of various supply authorities and insur- 
ance companies in this country. Happily since that date the 
revised Institution Rules have been adopted as the National 
Standard, to the advantage of all concerned, and if subse- 
quent revisions on both sides should bring about a greater 
degree of uniformity between the American and British 
National Codes, the advantages would, no doubt, be mutual. 


NATIONAL TRADE POLICY. 


Ввітівн manufacturers have been во often accused of 
indifference in connection with export trade development, 
that we fear that much of the criticism and advice that are 
vouchsafed through the columns of trade journals, or by 
the medium of special trade reports, rec-ives but scant 
attention. It is a thousand pities if that is true, for many 


of those who take the trouble to express their views have 
the best interests of British industry at heart, have first- 
hand and authoritative information upon which they buse 
their criticism, and find no satisfaction in mere depreciation 
of the doings or misdoings of their own race. "There can 
be no question about our having done ourselves a good deal 
of injury in past years by wasting eo much time in discussing 
the opinions of people who have seemed to be in the 
seventh heaven of delight when they have been advancing 
* proofa" of our decadence as a nation. Physically, 
scientifically, industrially, and spiritually— according to the 
particular exponent of the phase and of the time — have we 
been on the down grade. Somebody was soon to write the 
“ Decline and Fall of the British Empire”! Unfortunately, 
diecussions of this kind cannot proceed within our borders 
without outside observers, who do not understand the British 
character, accepting us at our own apparent valuation. 

It hardly les within our province t» dwell upon the 
view held by some students of these days that from 
the standpoint of national character this terrible war, 
notwithstanding all its awful loss in blood and treasure, is 
not only going to stay or prevent any tendency in the 
direction of decadence which affluence and internal differ- 
ences might have induced, but is going to re-establi-h 
the prestige of the British nation in respect of the high 
standards for which it has so long stood. All the old 
qualities of our fathers have reasserted themselves. Who 
talks of phvsical degeneration, of spiritual apathy, after five 
months of war? Bernhardi-Shaws, ** Gloomy Deans” and 
some eveaing newspapers are not to be seriously regarded. 

Yet we shall not be well advised if we allow to pass un- 
heeded those who ask us not to imagine that all is well with 
our methods when we consider our relation to the world- 
trale problems. 

Communications continue to reach us from all parts of the 
Е npire, to which we are compelled to afford publicity if we 
are to fulfil fa'thfully what we regard as our duty as Editors. 
It is, aad always has been, distasteful to refer to British 
shortcomings in respect of our export trade, but the 
views recently expressed by some of our correspondents 
in India and Canada are typical of many such criticisms 
that reach us, and they should not be ignored ; more are 
before us as we write. 

An ladian critic accuses us of “utter slackness" ; a 
Canadian correspondent says that Britain loses trade in 
Canida “through lack of attention”; an Australian 
writer gives us statistics showing the attention that 
Americans have been paying to the Commonwealth, as 
evidenced by his own correspondence received since the 
outbreak of war; others hold up for our reproof the 
courtesy and eagerness of Continental firms. All of these 
criticisms are so much like what we have heard for many 
years past, that we are not justified in suspecting them of 
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relating to isolated and exceptional cases, though we 
recognise that there may be another side to every 
complaint. If we mention them now it is less with a 
desire to decry the methods of the British manufacturer — 
there is no useful purpose to be served by that alone—than 
to suggest that when we are contemplating ‘more aggressive 
efforts to meet the electrical and engineering requirements 
ef other countries, we should remember the frame of mind 
of some of our potential customers and the virtues credited 
to our competitors. 

We have already dwelt at some length upon the need for 
co-operative action on the part of manufacturers, though 
we have not yet witnessed any very strong movement in 
that direction. Probably the lack of it is due to the pre- 
occupation of our firms with direct or indirect Govern- 


ment orders, to the handicap due to absences on active 


service, and to the indisposition to make definite move- 
ments while our national life continues under a cloud awing 
to the enforced slowness of military operations in winter. 
Bat we must continue in these days to prepare for what is 
to follow when conditions change, as they must do 
before long—perhaps sooner than we think. 


cerning th» forward movement in France and Belgium, 
forces and equipment are being prepared which wil make 
victory sure. "There is the same call for patience in regard 
to the Trade War, for the opportunities for actual advance 


are not facilitated by the financial and shipping difficulties : 


that now prevail ; but there is as great need for preparing 
ourselves as business men, as there is for training and arming 
Kitchener’s Army. There is a strong desire in the Colonies 
that such an invulnerable line shall be drawn by our trad- 
ing forces that Germany shall not again be able to break 
through into markets which by right are ours. How are 
we going to make that line invulnerable? If there have been 
weak places, owing to faulty methods in the past, we ought 
to sit down seriously, not showing ill-will at the strictures 
of our critics, and weigh up the whole matter and adopt 
measures to prevent the existence of vulnerable points in 
the future. We refer now, of course, to that kind of reform 
that lies within our power as manufacturers or traders—an 
improvement of our own trading efficiency. 

We, of course, recognise that there are other matters of 
prime’importance that lie beyond the power of the individual 
trader. There is a very strong conviction in some quarters 
that something in the natare of working co-operation, con- 
centration, or even amalgamation of interests, is required in 
order to enable British firms to deal with the industrial 


_ position effectively, so as to prevent unscrupulous aggression 


оп the part of Germany's consolidated electrical and finan- 


cial forces both in the Home and Colonial markets in the: 


future. That is a matter essentially for manufacturers who 
know the difficulties with which they have had to contend, 
bat those who study the position as onlookers cannot forget 
the advice that has been vonchsafed by experienced minds, 
nor can they shut their еуез to the results that followed the 
"balk" manufacturing operations of Germany and the 
United States. Without such concentration, there mast 
continue & vast amouat of wasted effort and expense always 
adversely affecting the cost of production. The spectacle 
of half-a-dozen comparatively small British firms com- 
peting against each other in a British colony for a con- 
tract, chile a powerful German or American organisation 
carnes off the prize, is humiliating to all sive the winner. 
If concentration of interests is not acceptable, let us at least 


have something in the form of organised British co- 


oe tion; and secure the spoils for division among Brit'sh 
WOTK&, 

We fear, however, that some of the most representative 
spirits in the electrical industry are disinclined t» plunge 
into new ventures or to assume added liabilities and respon- 
&-bilities because of the failure of the Government to listen 
w the appeal that has been made to it to formulate some 
policy in regard to the future fostering of British indu-try. 
It has done something through the increased activity 
of the Board of Trade Commercial Intelligence Department 
—we have no desire to belittle the importance of that. 
Sull Jess do we wish to underrate its significance—it must 


башкы lead the Government on somewhere else—but 
where 7 


While 
we are trying to possess our souls in patience con- 


Although we recognise that the Commercial Intelligence 
Branch has been doing its best under the circumstances, 
and that it will make more heroic efforts still in the interes's 
of British trade, we cannot help feeling that it is at present 
severely handicapped: We may be wrong, but it seems that 
in at least two important directions it requires strengthen- 
ing in personnel. It has been shown again and again that 
the ordinary tea and toy salesman cannot expect to succeed 
in the electrical industry until he has had some more or less 
specialised experience therein ; that the British Consul is 
hardly the best class of representative to cultivate trade ; 
and we believe it to be equally true that the average civil 
servant type of official requires, for the work of the Com- 
mercial Intelligence Branch, to specialise in certain depart- 
ments, or else his services should be assisted or supplemented 
by somebody who is tolerably expert in those departmenta. 

The Advisory Committee cannot be expected to fill the 
needs that we have in mind. 

In another direction, too, strengthening might be intro- 
daced. We have felt at different times the benefit of being 
abieto confer in London and in the provinces with national 
trade representatives returned afresh from the scenes of 
their labours. They have been able to tell us in conversa- 
tion in half-an-hour more of the special things that we 
wanted to know than we could have ascertained in months 
by correspondence either with them or with the Branch in 
London. There are capable Commissioners representing 
this country in different parts of the world who have 
accumulated a most valuable knowledge of the markets in 
which they have resided, and it seems to us that their 
presence in London for the next few years would be of 
material aid to the Department and to British traders. In 
this connection we might do well to take a leaf out 
of the German Consular Service book, for in 
the Commercial Department in Berlin a strong 
point is made of having always at hand men with 
knowledge and experience of the overseas markets, able to 
explain the local conditions and the standing, &c., of the 
people doing business in those markets, to the home manu- 
factrera and traders. There may be blame attaching to 
the latter for not paying frequent and thorough visits to the 
markets abroad, but the Consular representative could give 
them guidance which we doubt not would frequently 
encourage them to travel rather than justify their stay-at- 
home policy. 

As our readers will have noted, there are as many 
Schemes for the reorganisation of the Board of Trade as 
there ‘are self-appointed reformers in these days. There 
always have been demands for modernisation in that depart- 
ment, and we have ourselves agitated that way, but we fail 
to see the wisdom of clamouring Just now for a complete 
upheaval, for we cannot see that it is within the scope of 
immediately practical politics. Yet some action is required, 
and the Goverament ought to assist industry by announcing 
what, if any, new policy it proposes to introduce. The country 
is, if we understand its present temper, disinclined to be 
hampered by the trammels of the past, and it does not 
want a revival of old controversies ; what it does want is to 
be able to assure its manufacturers who have done £o much, 
and in so many ways, to assist the nation at a time of crisis, 
that something in the form of safeguards or assurances shall 
be given that the British markets shall not be the future 
playground for every German who pleases to come over 
here to undercut those who make present sacrifices to 
manufacture the things that we need. 

As we have said before, the Government has enormous 
undertakings in hand, and nobody wishes to unduly hamper 
it in conducting these concerns efficiently, but it has had 
some very detailed, trying, overloaded, and fatiguing Sessions 
before, and present claims upon the Cabinet’s attentions may 
not be greater than in those days. Every member of the 
Cabinet must have brought his mind to bear upon tke 
question of Germany's future trade position in these 
islands and in our Colonies; doubtless all the members 
together have already discussed the subject in some of its 
bearings. We should be sorry to see them divided at such 
a time as this, but we do again urgently appeal to them to 
shake off this attitude of the closed lips, and say something 
for the guidance of British manufacturers. 

It seems to us that it is not only manufacturers that need 
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to revise their methods of dealing with foreign trade, but 
also the Government. 

It will be а matter for something more than regret if, 
when we write of the electrical industry in five years’ time, 
we have to say that the greatest opportunity we ever had 
was allowed to slip by with only very small advantage 
accruing to the British manufacturer, because the Govern- 
ment of the day would not say the word necessary to give 
the justification for special efforts. 

Just as we are writing we observe an important letter 
in the Times from Lord Cromer, who, writing as a 
Unionist Free Trader on the question of the aniline dye 
industry, admits that “a Protective tariff, bounties, sub- 
sidies, or a guarantee on share capital,” though irreconcilable 
with the Free Trade doctrines **as heretofore accepted in 
this country,” can be justified on the ground of national 
emergency.” He says other things as well which for our 
present purpose do not matter, but the above remark, 
we believe, represents the view of many others who 
would not have approved of it some months ago. The 
ground of national emergency "—that is the crux of the 
whole matter. In an “ Appeal to the Government," 
published in our issue of October 28га, 1914, we requested 
the Cabinet to appoint a Commission to consider the 
bearing of the war upon the future of industry, and we 
asked ib to consider the advisability of requiring all public 
money in future to be expended as far as practicable on 
British-made goods. We are interested to read now, in 
Times dispatches from Paris and Petrograd, that the Chan- 
cellor of the Exchequer and the Russian and French 
Ministers of Finance are to meet in Paris for a conference on 
financial questions * having special reference to furthering 
the cause of trade with Russia and the Allied States." This 
lends support to our suggestion expressed above, that future 
trade matters have been under discussion in our Cabinet. 
Though we have not secured the appointment of a Com- 
mission yet, it is pleasing to find that the Allies in Arms are 
about to consider officially the great question of remaining 
Allies in Trade. j 

The immensity of the Russian market, and the share in 
it which Germany has thrown away in the mad rush of 
militarism, surrounds this conference with а kind of glamour. 
That Rass‘a will extend a preference of considerable value 
to us may be regarded as a certainty, but the problems of 
cheapening the cost of production, and of cutting the claws 
of tentacular financial control, are not going to be easily 
settled. The three European Allied Governments will, we 
trust, see their way to adopt a strong policy in commercial 
affairs which shall show the enemy that never again will her 
* will-to-power" policy be allowed to prevail in countries 
from which she has hitherto derived wealth which has 
enabled her to drench the soil of Europe with human blood. 
We credit the Chancellor of the Exchequer with ability to 
gauge the temper of the people, with a readiness to adjust 
his political tbinking bringing it into subservience to 
national interests—as witness the Patents Act of 1907—and 
with a desire to confer with business men before he takes 
action in regard to matters in which he needs guidance 
from experts. We hope that before this Conference at Paris 
he has let down the plumb-line among British business men ; 
or, if not, that he will do so when he is in a position to 
report upon the suggestions which it may be in the minds 
of our French and Russian Allies to make. 


IN accordance with our usual custom in 
January, we publish in this issue a series 
of curves which indicate at a glance the 
general trend of Dritish electrical export 
and import trade during the past 12 
months. The curves bear striking testimony to the effects 
of the war, which has led to a substantial reduction in the 
value of our exoort business, and the rapid replacement of 
Germany by the United States as the principal importer of 
electrical goods into this country. German overseas busi- 
пезз has, of Curse, disappeared since the beginning of the 


British Elec- 
trical Exports 
and Imports 
during 1914. 


war, but our American friends, with characteristic hustle, 
have more than made up the leeway, so that the importe, as 
& whole, have almost reached the monthly values prevailing 
before the war. | 

The shortage of labour, if not of plant, together with 
the partial dislocation of -shipping and finance, brought 
about by the war, has tended seriously to handicap the 
efforts of our own manufacturers in foreign markete, and 
even internal electrical business, of which we have no 
record, doubtless gives place to the pressing necessities of 
the business of war and incidentally leaves an additional 
opening for the importer. The falling-off in our electrical 
exports shown by the curves does not, necessarily mean any 
shortage of profitable employment by our firms ; indeed, it 
may be quite the reverse. 


THE market for rubber has been much 
Bonner; affected by a number of difficulties which 
have had to be faced and overcome, so far as possible, in 
connection with the export trade, which has been under 
more or less of a ban in consequence of the export probibi- 
tions in force. Sentiment in this connection was particu- 
larly affected by the stoppage of trade with the United - 
States, and this for a time was, indeed, the chief depressing 
factor. Some relief has, however, been lately experienced 
in this respect, since a compromise was come to between the 
Governments of the United States and this country as to а 
partial resumption of shipments under effective safeguards, 

There has been a good deal of business moving daring 
the last few weeks, and the market has shown a tendency 
towards recovery. American interests have re-entered the 
market as buyers, and have purchased very considerable 
quantities in anticipation of the development referred to. 
This has, of course, tended to stimulate the demand in other 
directions, and quite large quantities have changed hands. 
The market has shown a rallying tendency, prices having 
been advanced to about 23. 3d. a lb. for No. 1 latex for spot 
delivery. 

The position in the United States was at one time very 
stringent on account of the stoppage of shipments from this 
side, which naturally impelled the necessity of arranging for 
consignments from Brazil direct, which was a somewhat 
difficult matter. Prices of plantation rubber in New York 
were at one period run up to figures equal to about 8з. 9d. 
а lb. for fine grades, but there has since been some reaction. 
The market conditions were, of course, for a period rather 
artificial, The stocks in American consumers’ hands are now 
believed to be very much reduced, and there is a continual 
drain upon the reserves of raw and manufactured material 
in connection with the pressing demand of the belligerent 
Powers on the Continent for tires, &c. 

As regards the statistical position in Europe, there was 
last month a very considerable increase in the London 
stocks, in consequ nce of accumulated arrivals, but in the 
course of this month the deliveries have been improving, 
and it is generally presumed that the present stock will be. 
lessened by slow degrees. 

Supplies have been coming forward from the Near East 
more freely, the total December exports from the Federated 
Malay States being a record, at 3,361 tons, making а total 
for the 12 months of 30,697 tons, which compares with 
23,463 tons in 1913 and 15.507 tons in 1912. 

The state of the manufacturing trades in Ru-sia has been 
desidedly more encouraging, requirements in that couatry 
having assumed much larger proportions, and this may be. 
regarded as an import nt factor in connection with future 
developments in crude material. In Germany rubber is 
very scarce, and manufactu ers’ operations in many cases 
have had to be suspended, the State having first claim 
upon everything available. The fact is considered as. being 
rather significant that the German Government has 


entirely prohibited the selling of such articles as motor-cars 


and their tires, except under permits, which sufficiently 
explains the conditions which are beginning to obtain there. 
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ELECTRIC LIGHTING AUTHORITIES AND 
THE LAW OF RATING. 


— 


[FROM OUR LEGAL CONTRIBUTOB. | 


(Concluded from page 108.) 


Tux application of the principle of this case was illustrated 
in the assessment of the property of the Charing Croes 
Electricity Supply Oo. (see Konstam's Rating Appeals. page 
22). The company had a generating station and mains in 
the parish of L :mbeth, but they did not supply e'ectricity in 
that parish. They supplied electricity in all the parishes 
of the City of Westminster, in respect of which there was an 
appeal, and elsewhere. The greater part of the electricity 
supplied by the company in Westminster was brought by 
them from the generating station in Lambeth, but a part 
was brought from another generating station at Bow. The 
company had a sub-station situated partly in the parish of 
St. Martin-in-the-Fields, and another sub-station wholly in 
the parish of St. Martin-in-the- Fields, besides sub-stations 
eliewhere. The property in Lambeth, therefore, consisted 
entirely of indirectly productive works, and that in West- 
minster partly of directly and partly of indirectly productive 
works. The capital value of the indirectly productive 
portion was estimated at £515,666, and of the directly 
productive portion at £314,696. In the event, the 
generating station and mains in Lambeth were estimated 
at £16,106, with a rateable value of £8,053, while the 
other properties in the Westminster parishes were estimated 
at £35,559 gross and £19,000 rateable. 

Unfortunately for those whose duty it may be to ascertain 
the rateable value of electric light works in the fature, the 
report of this case gives but a vague idea of the method 
adopted in arriving at the figures. Nevertheless, the 
following conflicting figures with regard to repairs and 
renewals are of interest. Mr. Patchell stated that, in his 
opinion, the proper amounts to be set apart annually for 
renewals were, in the case of 


Mains, 3 per cent. on the capital value. 
Buildings. 14 per cent. з 5, 
Accumalatore, 10 per cent. „ uu 
Other plant, 5 per cent. - 9 

Major Cardew, however, who gave evidence for the 
rating authorities, said that the proper allowance for repairs 
and renewals of accumulators was 8} per cent. of their 
value. The mains had, in his opinion, an average life of 
40 years, and would be worth 12 per cent. of their prime 
cost at the end of that time. The sinking fund necessary 
to replace them would be 1:14 per cent. of their value, and 
not more than 2 per cent. would be necessary for the annual 
repair of the mains. Unfortunately, the report of the case 
to which we have been referring does not state which of 
these two sets of figures was acted on by the rating 
authority. 

Raling of Works in Excess of Existing Requirements. 
—It often happens that electrical undertakers have extra 
space, and sometimes spire plant, which is in excess of 
their exis- ing requirements, and is laid down for the pur- 
pose of meeting extensions in future years. The question 
waether this part of the property is to be brought 
into rating has been considered in a number 
of cas s, but not electric supply cases. In R. v. 
South Stafford Waterworks, 1885, 16 Q B.D. 359, the in- 
directly productive works were largely in excess of the then 
existing requirements of the company, and had been con- 
sracted for use in future years. The rateable value of the 
whole system wa3 agreed, the point in dispute being the 
proper amount of deduction to be made therefrom. It was 
{опаа that if only so much of the permanent works as was 
required for the purposes of the present supply was brought 
into rating, the rateable value of the whole would be materi- 
ally diminished. The following passage from Lord Esher's 
jadgment in the Court of Appeal serves to show the attitude 
taken up by the Court :— 

“ТЬ те might be works of the undertaking which had 
not become part of the actual system, as, for instance, a 
reservoir, or a second lot of engines not yet used at all, but 
constructed with the view of becoming part of the works 


in the future. Such could be no part of the existing 
system of works, but would be intended for another system, 
and would, of course, be rejected in making the calculation. 
But that is not the case, for here every part of the works 
is in actual use, though they are too large for the supply of 
water at present required. Bat as the works in 
use are in excess of the present requirement, a tenant taking 
the whole or part of the property in a particu'ar parish 
ought not in justice to be asked to pay the same rate of 
rent as he would if all the works were earning profit. 
Therefore, if the 8} per cent. mentioned by the arbitrator : 
is the ordinary percentage upon the value of the capital laid 
out, one would think that the percentage in this case should 
be reduce to 3 per cent. or Jess.” It would seem from 
this case that it would be perfectly proper for a rating 
authority to make a reduction on account of the spare space 
inside a generating station. The question whether there 
could be a reduction for a spare set is rather different, 
because prulent people would not run a large station and 
undertake to give a continuous supply without making 
provision for breakdown. | | ‚ 
Where a Local Authority are the Undertakers.—It was 
at one time thought that if a municipal corporation or other 
similar body occupied land, and the whole of the profits of 
the corporation were by statute devoted to public purposes, 
the corporation had no beneficial occupation and were not 
rateable. This, however, is an erroneous view, and all 


such property now comes into rating, although, as the local 


author.ty has to spend the rates, or a greater part of them, 
the money is to a large extent taken out of one pocket 
only to be put into another. 

Should anything occur to render the undertaking of an 
electric lighting company less profitable, it is conceived 
that a reduction may be obtained, but it is clear that the 
cause must be of a permanent nature. Іа К. v. Islington 
Assessment Committee 80 T.L.R. 149, it appears that by 
Sec. 47 of the Valuation (Metropolis) Act, 1869, where in 
the m-tropolis a requisition is made to the overseers to send 
to the Assessment Committee a provisional list showing a 
redaction, from any cause, in the course of any year, of the - 
rateable value of a hereditament, and the overseers make 
default, the Assessment Committee must appoint a person 
to make such provisional list. The London County Council 
were the owners and occupiers of tramways in.the Borough 
of Islington. In 1912 and 1913, owing to the competition 
of motor-omnibuses, the gross receipts from the tramways 
had fallen from 11:42d. per car-mile to 9 05d., and on 
April 4th, 1918, a requisition by the London County 
Council was served on the Islington Borough Council, as 
overseers of the parish, requiring them to send to the 
Assessment Committee a provisional valuation list showing 
the reduction in the rateable value of the tramways, on 
the ground that they had been reduced in value within 
the meaning of the section. The Borough Council declined to 
accede to the requisition, and on an application by the London 
County Council to the Assessment Committee that body came to 
the conclusion that there was “no prima facie evidence of 
such a reduction as is contemplated by the section," and 
they, therefore, declined to appoint a valuer. It was held 
by the Court of Appeal (Vaughan Williams, L.J., dissenting), 
that the Council had failed to make out a primd facie case 
of a reduction in value resulting from a cause of a permanent 
nature, that the comparison ought to be with the circum- 
stances which established the valu: of the hereditament at 
the time of the quinquennial valuation, and that, therefore, 
& mandamus ought not to issue to the Assessment Com- 
mittee to appoint a valuer. 

The importance of being fully prepared to dispute the 
right of the Committee to raise the rateable value is illus- 
trated by the саве London County Council v. Shoreditch 
Borough Council (105 L.T. 515). It is apparent that in 
some circumstances the decision of the Assessment Com- 
mittee is final, and cannot be appealed to Quarter Sessions. 
In the case in question the appellants, as owners of tram- 
ways in a borough, had constructed a new curve for 
relieving congestion of traffic, and reconstructed certain 
lines for electric traction. In consequence of this alteration 
the respondents, as overseers, raised the rateable value of 
the tramway lines by a provisional list to the extent of a 
£1,000. The appellants appealed to the Quarter Sessions 
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for the County of London against a general rate based upon 
the provisional list. It was held that as there was evidence 
before the Assessment Committee of alterations in the here- 
ditament, the question whether they had rightly come to 
the conclusion that such alterations had resulted in an 
increase of value, was not one which could properly be raised 
on appeal to the Quarter Sessions. 


THE NATIONAL ELECTRICAL CODE AND 
BRITISH WIRING RULES COMPARED. 


By FRANK BROADBENT. 


(Concluded from rage 122.) 

* Snap" switches are not manufactured in this 
country in sufficient quantities to justify extended 
reference to the National Code regulations concern- 
ing them. On general points the rules follow the 
lines laid down for knife switches. The leakage 
surface is to be not less than 3/64 in. between 
supporting screws and live parts; conducting covers 
must be lined with an insulating material not less 
than 1/32 in. thick. The test is 50 per cent. current 
overload for switches rated below 10 amps., and 25 
per cent. overload for larger sizes. A duration test 
is also specified, viz., 6,000 '' makes and breaks“ 
at a rate not exceeding 10 times a minute. 

The rules for circuit breakers are generally similar 
to those for knife switches in so far as they are 
applicable. 

It is not quite clear what is the overload test for 
breakers, the rule reading as follows: —'' must 
successfully operate three times with two minutes 
intervals intervening without incapacitating the 
breaker, the conditions of testing current to be as 
given in the following table: — 

Percentage of voltage Minimum available 


drop in test circuit capacity of supply 
Current rating with rated curren’ system, not including 
of breakers. flowing. overload capacity. 
0 to 100 185 2 us 1,000 
100 ,, 300 m 3 Р 3,000 
300 ,, 400 ves 4 Vis 4,000 
400 ,, 500 — 5 T 5,000 


No filing of contacts or other repairing of the 
breaker to be done during the tests. 

This rule leaves something to the imagination, 
and one may suppose that it means a short circuit 
test, the resistance of connecting leads represent- 
ing the cable resistance which might be in circuit 
under the conditions of actual service. On this 
basis let us see what the overload current would 
be in a given case. Take the case of a 500-ampere 
breaker on a 500-volt circuit. The voltage drop 
with 500 aniperes passing will be 5 per cent of 500, 
or say 25 volts, hence the resistance in circuit equals 
25/500=0.05 ohm. A short circuit would therefore 
permit of the passage of a current equal to 500/.05 
or 10,000 amperes, which is 20 times the capacity of 
the breaker. But, working on this assumption we 
arrive at the same value, 10,000 amperes, for every 
circuit breaker rated above 100 amperes when used 
on any voltage. It is desirable to have the exact 
meaning of this test made clear for the benefit of 
British manufacturers. 

On the question of cables and their erection the 
National Code rules are in some respects more 
stringent than ours, the following being some of 
the points of difference. Whilst our Institution 
rules permit of the use of hard wires having a sec- 
tion equal to that of a No. 18 S.W.G. (.0018 sq. in.) 
the National Code minimum size is No. 14 B. & S. 
(.0032 sq. in.) or about the equivalent of our No. 16 
S.W.G. Hard stranded wires must be soldered be- 
fore fastening under clamps or binding screws. 
Where cables pass through walls, timber, or parti- 
tions, a conducting bush, such as an iron pipe, long 
enough to pass through the hole in one continuous 


piece is to be used, the ends to be bushed with 
an insulator. | 

We have no.exceptional rules relating to the 
quality of cable insulation to be used for open 
wiring, but the National Code prescribes wires hav- 
ing an approved rubber, slow-burning weatherproof, 
or slow burning insulation. 

On wood casing or conduit installations the 
National Code does not permit joints or taps except 
in approved fittings, and the wire is to be in continu- 
ous lengths from fitting to fitting. Threading is not 
allowed, the complete conduit system must be first 
erected and the cables drawn in afterwards. Not 
more than four two-wire or three three-wire circuits 
to be drawn into one conduit. Our Institution 
Rules do not impose any limit, but the Edinburgh 
Corporation rules specify that not more than four 
wires are to be drawn into one tube. This is a 
very sensible regulation and is more stringent than 
the National Code which as shown above allows 
eight or nine wires. 

As in hard wires, so in flexible and fitting wires 
the National Code is more stringent than our rules 
are, the minimum section allowed by the former 
being the equivalent of a No. 18 B. & S. (.00127 
sq. in.) against the equivalent of a No. 22 S. W. G. 
(.0008 sq. in.) allowed by the Institution for flexi- 
bles, and 3/25 (.0009:sq. in.) for fittings. Such 
differences as exist in the rules regarding erection 
are largely. accounted. for by the differences in 
the character of the constructional work of 


buildings, e.g., “frame” buildings, typical 


of American constructional methods, are practically 
unknown in this country. A very important rule 
in the National Code is that which insists on the 
bushing of all pipe outlets where they enter junction 
boxes, distribution boxes and the like. Our rules 
only ask for the bushing of ''free ends"' of con- 
duit and it is unfortunately not the practice to bush 
the pipe ends where they enter boxes and fittings. 
If this were the common practice it would remove 
one of the two weak points in conduit work, the 
other being internal condensation. Whilst ** sharp 
bends and elbows’’ are prohibited by our rules 
there is no limit as to the number of bends which 
may be used in one pipe circuit, or say between 
draw-in boxes. The National Code imposes as a 
limit the equivalent of four quarter bends not count- 
ing the bends at the outlet, and specifies that radius 
of any elbow shall not be less than 31 in. It is 
no doubt owing to the extraordinary height reached 
by American buildings that a limit is set to the 
unsupported vertical length of cables run in con- 
duit, the length ranging from 35 ft. in large sizes 
to 100 ft. in small sizes. The method of support 
may be a right-angle turn in the conduit system or 
by insulating supports in junction boxes. As re- 
vards the earthing of conduit the National Code 
does not differ materially from the Institution rules, 
but it allows earthing to gas pipes on the street 
side of the meter, a practice distinctly prohibited 
by the Institution rules. | 

Concerning cables, the Institution. rules, whilst 
of a more or less general character, laying down 
the conditions to be fulfilled rather than a detailed 
manufacturing specification, are more detailed than 


in the case of switches and other accessories. This 
is quite understandable when we consider the im- 


portant functions of the cable and the fact that it 
is generally concealed and practically inaccessible 
when once erected. The National Code on the 
other hand, besides being much more specific and 
comprehensive in regard to the installation of 


cables, devotes considerable space, almost 20 pages. 


to details of construction and the tests to be applied. 

According to our Institution rules all covered 
copper conductors having a greater section than 
No. 14 S. W. G. (.005 sq. in.) must be stranded, but 
there appears to be no limit imposed by the National 
Code nor is there a standard given for conductivity 
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corresponding with our E. S. C. standard which is 
the standard adopted in our rules. 

According to the American Code the copper for 
insulated solid conductors of No. 4 B. & S. (. 2043 in. 
diameter) and smaller must not vary in diameter 
more than . 002 in., and larger solid wires must not 
vary more than 1 per cent. from the standard, whilst 
the E. S. C. standard permits a variation of 2 per 
cent. from the standard conductivity, an allowance 
of 1 per cent. for tinning and an allowance of 2 per 
cent. for the lay of the wires in stranded cables (ex- 
cepting the centre wire). The National Code stipu- 
lates that solid wires shall have a conductivity of 
not less than 97 per cent. of that of pure copper, 
and that the conductivity of the individual tinned 
wires of a stranded cable shall be not less than the 
values given in the table. The table starts at No. 
14 B. & S. (.0641 in. dia.) with 97 per cent. conduc- 
tivity which decreases by .2 per cent. for each 
successive reduction in gauge until No. 30 (.о in. 
dia.) is reached when the conductivity is 93.8 per 
cent. There is an allowance of 13 per cent. per- 
mitted between the nominal circular mils. of the 
strand and the sum of the individual circular mils. of 
the wires. 

The labels on the coils must indicate the maximum 
voltage for which the cables are to be used, the 
name of the manufacturer, the month and year when 
manufactured, the class or grade, and the words 
National Electrical Code Standard.“ 

There are 8 grades or classes referred to, each 
to comply with definite specification and to pass 
prescribed tests. 

The classes are: (1) rubber covered, (2) slow- 
burning weatherproof, (3) slow-burning, (4) weather- 
proof, (5) flexible cord, (6) fixture wire, (7) conduit 
wire, and (8) armoured cable. The requirements are 
much too long to give in full and are too detailed 
to permit of condensing satisfactorily. The pressure 
tests for rubber cables differ materiall from ours 
which prescribe the application of 1,000 volts for 
half-a-hour after 24 hours immersion. The 
National Code tests vary with the thickness of in- 
sulation thus for thicknesses up to 3 sixty-fourths of 
an inch the test pressures are 3,000 volts a.c. per 
64th. But for greater thicknesses the pressure 
per sixty-fourth gradually decreases as the thickness 
increases until a thickness of sixteen 64ths is 
reached for which the pressure is 28,000, or 1750 
volts per 64th. The test is to be made on 1 ft. of 
cable after 72 hours immersion, and is to start with 
3,000 volts a.c. for 5 minutes, to be increased by 
3,000 volts at 5 minutes intervals until rupture of 
the insulation occurs. [In addition to this, every 
complete length is to be tested after 12 hours im- 
mersion by the application for one minute of an 
a.c. voltage varying from 1,500 volts for a thickness 
of insulation of three 64ths up to 3,500 volts for a 
thickness of 4 in. The insulation test follows this, 
the test pressures ranging from 4,000' volts to 17,000 
volts being approximately 24 times the maximum 
working pressure, the insulation ranging from 100 
to 600 megohms, in the 1,500-volt cable and from 
200 to 1,200 in 7,000-volt cable. "These figures are 
much lower than is the recognised practice in this 
country for V.I.R. cable, where the 600 megohm 
grade ranging from боо to 1,250 megohms 15 re- 
quired on voltages up to 250 and the 2,500 megohm 
grade ranging from 2,500 to 4,500 megohms оп 
higher voltages within the limits of medium pres- 
sure, viz., 650 volts. ` 

In addition to the foregoing test any completed 
length may be tested at any time during 30 days 
immersion in water and must show not less than 
50 per cent. of the I.R. registered—after the 12 
.hours immersion. All tests are based upon a tem- 
perature of 60 degrees F. and a multiplier is given 
for temperatures ranging from 50 degrees to 85 
degrees. 

A stretching test is also prescribed which is in- 


teresting, and something of this nature would form 
a useful addition to our ownrules. For thickness of 
insulation less than five 64th in. a test piece is to 
be stretched to 24 times its normal length at the 
rate of 12 in. a minute and immediately released, 
when it must return to not more than 125 per cent. of 
its original length. It must also stand stretching 
to 3 times its normal length before rupturing. For 
test pieces from thicker insulation the limits are 
2 and 2} respectively instead of 24 and 3 as specified 
for the thinner insulation. The tensile strength is 
to be 400 lb. per sq, in. It would surely be a very 
poor sample of new cable which failed to pass the 
stretching tests imposed. Cable tested at any time 
within one year of the date of manufacture must 
pass a less severe stretching test than the foregoing. 
namely about, twice instead of 23, and 1} instead 


. of 2. 


We have still not finished with the tests, for five 
chemical tests are specified, viz., acetone extract, 
alcoholic potash extract, chloroform extract, ash 
and and total sulphur, and the sum total of the re- 
sults shall not exceed 8o per cent. by weight of the 
total compound. This synopsis covers only the first 
of the eight classes of cable enumerated, but suffi- 
cient has been said to indicate generally the kind of 
conditions and tests to which cables are subjected, 
and those who are sufficiently interested in the other 
sections are referred to the Code itself. 

The requirements as to steel conduit, in addition 
to those referring to erection, cover standard sizes 
and thickness, finish, bending tests, etc., and also 
interior lined conduits which. notwithstanding the 
late Mr. F. Bathurst's strenuous advocacy, have 
never gained a secure foothold in this country. The 
National Code does not recognise slip socket at all, 
and their conduit appears to be much thicker and 
heavier than ours. As the American sizes are de- 


noted by their internal and British sizes by the 


external diameters, comparison is somewhat diffi- 
cult. The smallest American size is rated as 4 in. 
conduit, although the internal diameter is .62 in., 
whilst the smallest British standard is g in. conduit, 
this being the outside diameter. The minimum 
American thickness is .І in. for 4 in. conduit, and 
the British is .064 in. for the & in. size; and for a 
2 in. which is the largest standard British size the 
thickness is .092 against the American .15 in. 
In order to arrive at the internal diameter of British 
standard conduit (E.S.C.) this being the really im- 
portant dimension, it is necessary to deduct twice 
the thickness from the outside diameter, and as 
the diameters are given in fractions and the thick- 
nesses in decimals this cannot be done without a 
preliminary conversion. 

The following tabular comparison shows the wide 


. divergences in the practice of the two countries, and 


serves to explain another of the causes of the high 
cost of wiring in the States. In the table the letter 
“B” means British and ' A American standards. 
Owing to the fact that the British standard is based 


COMPARISON OF AMERICAN AND BRITISH CONDUIT. 


Nominal | internal i Thickness доме ,iMinimam. т 

size | meter 33 eer w r 

isi inches: | in inches. in inches. in inches. 6 Ib. 
B 4 B | A | B A B A B A 
i — 497 — | *064 — 625 — 37 4 — 
1 — 606 — 072 — 75 — 5170 — 
= |р | — 2 — 100 — | вә | — | 15 
1 i 856 82 | '072 | 105 |100 | 103 | 698 | 104 
11 1 1:106 | 10 072 125 | 1°25 1°29 | 8a°5 | 152 
14 1} 1°34 1°38 | 080 135 | 150 | 165 | 119°0 | 209 
2 13 1'516 | 161 | 098 140 |200 | 1°89 11840 | 250 
— |2 — 206 — 150 | — |236| — | 360 


on the external, and the American on the internal 


diameter it is impossible to compare two pipes of 
the same nominal size, moreover neither the internal 
nor external diameters of the American conduits 


. 186 


THE ELECTRICAL REVIEW. [VoL76. No 1,940, JANUARY 29, 1918 


— 


correspond with the nominal rating, thus what is 
Called а pin. conduit measures . 62 in. internally and 


82 in. externally and so forth. 


Many more interesting comparison might be made 
between the respective practices of the two coun- 
in the matter of wiring acces- 
sories, but sufficient has been said to indicate that 
whilst in some respects the National Code is more 
stringent than the British, the differences do not 
give any. greater security; and further, that consider- 
able modifications in details will have to be made in 
‘certain British manufactures if it 1s hoped to obtain 
There is 
little doubt that in some respects the regulations 
will be modified during the forthcoming revision, 
but it is doubtful if any modifications which may be 
made will have for their object the bringing about of 
a closer degree of uniformity with British practice; 
they will be made more with a view to cheapening 
the tost of conduit wiring lest perchance some new 


tries, particularly 


a. greater share of the Canadian trade. 


and cheaper system should threaten it. 


A MERCURY RECTIFIER LOCOMOTIVE. 


ACCORDING to the Electric Railway Journal, the Westinghouse 
for some months a motor car provided 
with the Westinghouse-Cooper Hewitt mercury arc rectifier 
This consists of a step-down trans- 
former for 11,000/1,900 volts with secondary tape for varying 

eing reserve; 
H.P. total capacity, and the necessary 


Co. has been trying 
loeotnotive equipment. 
the pressure; two f 0 rectifiers, one 


four D.C. motors of 1, 
eontrol apparatus, rectifier-exciter, etc. 


The equipment is installed in a car belonging to the Pennsyl- 

estinghouse test 
track at Pittsburgh. Later to obtain service conditions it was 
transferred to the electrical zone of the New Haven Railroad and 


vania Railway, and was first tried on the W 


is now.running on the New Canaan branch of that company. 


After preliminary trials it was put into revenue service, haul- 
ing trains, and to date has been operated more than 20,000 


miles. . Its present schedule calls for a daily mileage of 240. 


These tests were designed to demonstrate the durability of the 
equipment under general service conditions, such as sustained 
high voltage, voltage fluctuations, as well as mechanical shocks 


and vibratione. 


: The fundamental parts of the equipment and the circuit con- 
nections are shown in the accompanying diagram. Current is 
drawn from the 11,000-volt overhead contact wire 1 the 
It flows 
through a line switch and the primary winding of a lowering 
The transformer secondary is 


standard pantograph of the New Haven Railroad. 


transformer to the rail return. 
provided with a centre tap and with a number of others equally 
рос two by two from the centre оп both sides to permit 
the varying of Ње А.С. voltage from zero to the maximum. 


The centre tap connecte with the terminal of a group of four 


motors connected permanently in series-parallel. These motors 
are standard Westinghouse No. 308, wound for 600 volts. The 
group is grounded at the centre to limit the p.c. voltage be- 
tween any point in the equipment and ground to 600. The 
outside secondary transformer terminals connect to the two 
positive electrodes at the top of the rectifier. The remaining 
connection is from the mercury or negative terminal of the 
rectifier to the other terminal of the motor group. 

4000 Volts. Con: Wire? Aes 


4? 


э hercu y, Negative Fox | 
1200 Volts. : 


= Mofars 
DIAGRAM SHOWING LOCOMOTIVE RECTIFIER ARRANGEMENT. 


The rectifier consists of a light steel cylinder container ap- 
proximately of 20-in. diameter and 36-in. in height. The elec- 
trodes enter at the top of the container through airtight insu- 
lating bushings, projecting a short distance into the cylinder. 
The arc is started by means of a small motor-generator exciter. 
No external reactance is needed on the D.c. side, as the motors 
furnish ample reactance for the purpose of steadying the cur- 
rent. That they do so is indicated by the fact that they 
operate as well on the rectified current as on that supplied 
from a rotating machine. The voltage drop in the rectifier is 
about 25 volts, practically regardless of the magnitude of the 
current, so that at say 750 D.c. amp., which is about full load 


for the motors, the power loss is 183 KW. and the efficiency, 
at 1,200 volts, is very high. 

Details of the cooling system, electrodes, exciter connections, 
etc., are not yet available. | 

The rectifier weighs but a few hundred pounds, and the 
motor car complete weighs 72 tons. The rectifier equipment 
is mounted in the baggage compartinent and occupies, with 
the switch groups and transformer, not more than one-half 
the floor area. 


WAR ITEMS. 


Manufacturing Works in Germany.—The general meet- 
ings of tne leauing manufacturing companies in Germany 
have now taken piace, but beyond the extraordinary speech 
which was delivered by Dr. Walter Rathenau, and to wnich 
attention was recently drawn, very little information of im- 
portance has been allowed to transpire. In the case of the 
Siemens-Schuckert Works Co., which is a private company 
owned by the two firms indicated in its title, no annual 
assembly is necessary or is held in public, but Dr. von Petri, 
general director of the Schuckert Co. of Nuremberg, in- 
formed the shareholders in the latter company at the recent 
meeting that the works of the Siemens-Schuckert Co. in 
Berlin and Nuremberg had rapidly accommodated them- 
selves to the conditions of war and were sufficiently well 
employed, activity in the war departments in particular 
being considerable. At the assembly of the A. E.G. it was 
mentioned that the turnover in the year ended last June 
amounted to .£26,000,000, as compared with £22,000,000 in 
the preceding year, and that the trade with hostile coun- 
tries represented £4,750,000 of the former total. The orders 
invoiced- to domestic consumers and neutral countries by 
October 31st, 1914, amounted to £6,250,000, whilst the value 
of the orders then on hand reached £15,500,000, exclusive 
of £6,500,000 held by subsidiary companies in hostile coun- 
tries on June 30th, the outstanding debts in the countries 
being £1,000,000. As to the degree of employment in the 
first four months of the new financial year, it was explained 
that, reckoned in working hours, this bore the relation of 
2 to 3 as compared with the equivalent term in 1913. The 
Siemens and Halske Company, although acknowledging a 
material reduction in the orders on hand for articles of 
peace, stated that the works were sufficiently occupied as 
a result of the abundance of orders allocated by the military 
and naval authorities. Speaking generally, it was submit- 
ted that as one-third of the workers in trade, industry and 
agriculture had been called to the colours—that is by the 
first week in Januarv—it might be expected that a general 
reduction in the output of onc-third would take place, and 
that the profits would be curtailed to a similar extent. 
Apart from the manufacturing companies, the electricity 
supply works are also suffering from a diminution in the 
consumption of energy for lighting and power purposes, 
except in those cases where firms are engaged on the pro- 
duction of war materials; and with the increasing scarcity 
of raw materials, especially metals, it is probable that the 
degree of activity in manufacturing and in the supply branch 
will tend to decline further, particularly when it is taken 
into consideration that small pecuniary payments are being 
offered in certain districts for the recovery of spent and live 
cartridges, shells, etc., which may be found in the field. 


Prospects in China.—Dealing with the war’s effect on 
trade in South China, the United States Consul at Hong 
Kong calls to mind that for some time past all railway and 
industrial undertakings of magnitude in China have de 
pended upon foreign loans for realisation. Loans for such 
purposes in China in the near future will be out of the 
question, and there is, therefore, little likelihood of any 
railway work of magnitude being carried on perhaps for 
years to come, other than that already arranged for. 
similar prospect is ahead for all important public works. 
In foundin- industrial establishments, such as electric 
lighting plants, there will be a similar restriction, although 
it is hoped that enough Chinese capital may be enlisted in 
certain directions to lead to some development of the most 
promising undertakings. It is likely that one result of the 
war will be a marked change in the course of railway and 
similar concessions in China. The general machinery of 
trade, of course, has been interfered with greatly. While 
German and Austrian firms continue to do business in the 
open ports of China, the restrictions placed upon dealings 
between them and British, French and allied firms are such 
as to make trade almost out of the question. In Hong 
Kong German houses have been allowed to continue busi- 
ness by special licence of the Government to the extent of 
liquidating contracts made previous to the opening of the 
war, but they are not allowed to enter upon any new con- 
tracts. The result is that their business organisations are 
being destroyed, their employés are idle, and in manv cases 
have of necessity been discharged, their Chinese connections 
are being broken up, and in general the whole machinery 
of trade is being badly crippled. Many of these German 
and Austrian firms are important factors in the trade with. 
the United States, and their embarrassment is materially 
aflecting American interests concerned in Hong Kong trade. 
Not only is an unusual opportunity for building up new 
business afforded by the collapse of trade machinery under 
the war, but, as stated, this same collapse has thrown out 
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of employment many men of long experience and established 
connections in various lines of import and export business 
whose services would be of the greatest value to new con- 
cerns attempting to establish connections in the trade. The 
services of such men might be had at the present time far 
more reasonably than under other circumstances, while 
their knowledge of the field of trade here and in other 
countries, of buying and selling connections,, and of the 
trade generally, is something that can be acquired only by 
years of service. 

The War and German Cables.—The fact that the German 
submarine cables were cut by the British: navy at the be- 
ginning of the war is keenly felt in interested circles on the 
other side of the North Sea, the two cables connecting with 
the United States having been severed off the Azores as early 
as August 5th. Professor Meister, of the Munster Univer- 
sity, Westphalia, who recently delivered a lecture on the 
" English Cable War," stated that owing to the English 
policy of destruction Germany has been isolated from all 
ex-European telegraphic traffic in a way that would not 
have been regarded as possible prior to the war. It will 
therefore be necessary, in his opinion, for that country to 
protect itself in е fatur by the adoption of a systematic 
policy for the prevention of such isolation. For this purpose 
he declares that all that is required is a single direct Ameri- 
can cable from the United States to Germany without any 
intermediate landing place, which would belong to the 
United States and which Great Britain would guard herself 
against cutting. The Professor thinks, however, that a 
safer scheme would be for the establishment of an Ameri- 
can-owned cable between the United States and a neutral 


country, as, for instance, Denmark or Sweden, and thence, 


onwards to Germany. At any rate, it is considered that a 
solution must be reached as soon as possible by the creation 
of a German world's cable system which would be inde- 
pendent of that of Great Britain. As to the objection that 
submarine cables could be replaced by wireless stations, 
Professor Meister remarks that it is also possible to destroy 
the latter in time of war, as in the case of the stations at 
Togo, the Cameroons and in East Africa, whilst the wire- 
les system in the present stage of science is unable to 
afford a complete substitute for submarine cables, which 
nay, as in the future, must act as a complement of the 
ocmer. 

The Position in Austria.—A little light on the situation of 
affairs in Austria is thrown by the report of the United 
Electricity Co., of Vienna, for the year 1913-14. Although 
solely occupied as an industrial company since its supply 
works were acquired by the Vienna municipal council a year 
or so ago, the company is yet interested both in supply and 
manufacturing undertakings in Austria-Hungary, and it is 
to the statements made in regard to these that attention 
might be directed. In the first place, it is mentioned that 
the activity of the supply companies in question is bein 
detrimentally affected by the effects of the war, inasmuc 
as the sale of energy for lighting and power purposes has 
taken a downward course, while on the other hand a large 
decline has occurred in the traffic on the electric tramways 
and railways served by some of the companies. The ques- 
tion as it applies to the manufacturing companies, however, 
is of greater importance. The report states in this con- 
nection that with the exception of certain’ contractors for 
the delivery of war materials, the degree of employment of 
the electrical firms has greatly diminished in consequence 
ot the extraordinary limitation in the orders placed by public 
authorities and private undertakings, as well as through 
the total cessation of the export trade. 

Trade War Exhibition.—A concerted effort on the part of 
representative business men to further the campaign for the 
capture and retention of enemy. trade, was inaugurated at 
the Mansion House on January 21st, when Sir William Bull, 
M.P., presided ‘over the first meeting of the General 
Advisory Committee of the National Trade War ” Exhi- 
bition. · The exhibition, which it is proposed to hold in 
London at an early date, will include a display of goods 
manufactured in Germany and Austria, and exhibits of Bri- 
tish goods by which they can be superseded. There will 
also be lectures and discussions dealing with subjects of in- 
terest to manufacturers and traders. Ап executive committee 
has been elected, апі Mr. Е. Н. Payne was appointed 
Organising Commissioner. All communicatíons should be 
addressed to the Organising Commissioner, National 
" Trade War Exhibition, ntral Hall, Westminster, 
5.W. A public appeal is to be issued for a £10,000 guar- 
antee fund. 

Recruiting Tramcar. at Rochdale.—An illuminated tram- 
car, gaily set out with patriotic devices and coloured lights, 
arranged by the Tramways Committee of the Rochdale 
Corporation in conjunction with the Parliamentary Recruit- 
ing Committee of Rochdale, to assist in the work of secur- 
ing men for the army, has been out for service on various 
routes for a week and has been well patronised. The addi- 
tional receipts: have almost paid for the cost of the decora- 
tions and illuminations.. The car is to be kept in service for 
another fortnight at the least. 

A Rechdale Problem Reconsidered.—The Rochdale Tram- 
wavs Committee has reversed: a decision which had been 
arrived at respecting an application from a man who, be- 


fore the war, was training for service as a conductor, and 


who, ‘since war was declared, has joined the colours. Ву 
à majority of one vote, as reported in our columns two or 


three weeks ago, the Committee had decided that the man 
in question was entitled to the half-pay which the Committee 
had granted to men who were on the staff before war was 
declared and who have since joined the colours. At a meet- 
ing of the Committee on January 20th, it was legally ruled 
that the man was not an employé when war broke out, and 
De. previous decision to grant him the half-pay was res- 
cinded. И | 

Electric “ Fall In."—At the request of the Chief Re- 
cruiting Officer for London (Captain Passingham) metro- 

litan borough councils which own electricity works are to 

ave illuminated electric recruiting signs for night use 
affixed to the standards of street lamps in their districts, 
intimating to men of military age the nearest recruiting 
stations in the various localities in the metropolis.— 
Standard. 

Telegraphists at the Front.—On Friday last Colonel A. M. 
Ogilvie, Second Secretary of the Post Office and Director 
of Home Signals, unveiled a handsome scroll containing the 
names of 447 telegraphists who had left the Central Tele- 
graph Office for active service. The Controller of the Cen- 
tral Telegraph Office (Mr. J. Newlands) presided, and stated 
that the scroll was a gift of the girls of the department. 
Over 500 telegraphists have left the office, and more are to 
follow. The total number of men serving with the colours 
is now over 30,000, of whom 4,000 are from the telégraph 


force. 

Bradford Employés and the Relief Fund.—The complete 
list, to date, of employés’ contributiong to the Bradford d 
Mayor's War Relief Fund includes those of the employés 
of the Corporation кен Department, eighteen contri- 
butions, £167 6s. 8d.; of the шо workers, sixteen 
contributions, £759 10s. 10d.; and of Messrs. C. Pratt & 
Sons, Ltd., electrical contractors, twenty contributions, £12 
155. The total contributions of Bradford C ation em- 
ployés to the fund have amounted to over £5,000. 

Edinburgh Tramwaymen.—Since the commencement of 
the war men of the canst! Ais and District Tramway 
Company’s service have joined the different units of the 
army. In the case of married men who have joined the 
forces the company have made up the difference between 
Government allowance and full wages, and in the case of 
single men the company are allowing each man 10s. per 
week. Up to date their allowances have cost the com- 
pany nearly £2,000. | 

L.C.C. and Alien Firms.—The Stores and Contracts 
Committee of the London County Council- reports that, as 
the result of inquiries with regard to firms controlled wholly 
or largely by enemy aliens, whose tenders or quotations had 
been accepted by the Council, it has decided to have 
no further dealings with 28 such firms, and their names 
have been removed from any lists of firms to be invited 
to tender for the supply of stores, etc.—'* Times. | 

Australia and Enemy Trading.—The “ Times " states 
that the High Commissioner for Australia has received ad- 
vice from the Commonwealth Government that Consular 
certificates of origin will be required in respect of all goods 
shipped to Australia from places situated in Norway, 
Sweden, Denmark, Holland, Switzerland, and Italy, on and 
after February 1, 1915. 

German Trade.—Referring to the Board. of Trade Ex- 
change meeting recently noticed in this column, the Stone- 
bridge Electrical Co., Ltd., of Willesden, write to say that 
they supply small milliampere-meters and pocket voltmeters 
75 as were exhibited, but of much better finish than the 
atter. 

Stockport Tramwaymen.—Some slight curtailment of the 
tramway services has had to be made at Stockport owing 
to the fact that 71 employés in the department have left to 
join the colours, and that it has not been possible to fill 


up their places. 

Siemens’ Employés’ Contributions.—The employés of 
Siemens Bros. Dynamo Works, Ltd., Stafford, have sent 
£62 7s. 114. to the Mayor's National War Relief Fund, the 
sum being five weeks' contributions. 

Personal.—O wing to the exigencies of the work of the 
Woolwich Electricity Department, the B.C. has not granted 
Mr. E. Mawdesley, assistant engineer, permission to enlist 
in a combatant capacity in the Army. 

Mr. W. J. Leeming, electrical engineer to the Buxton 
U.D.C., has had his services accepted by the Government, 
and will be attached to the Royal Engineers. ' 

Professor Alfred Schwartz, Sr Redcliffe, Orpington, Kent, 
informs us that by deed poll dated 20th January, 1915, he 
formally renounced his surname of Schwartz and assumed 
the surname of Barnes (the maiden name of his great-great- 
grandmother on the paternal side—Elizabeth Barnes, b. 
1731), and adopted the name of Schwartz as a forename and 
addition to his Christian name of Alfred, and intends hence- 


forth to describe himself on all occasions and fer all pur- 


poses as Alfred Schwartz Barnes. 

Roll of Honour.—Private William Millan, of the High- 
land Light Infantrv, who was employed in the office of the 
Scottish Central Electric Power Co., Falkirk, has died from 
enteric fever while in training at Troon. 

Sergt. Alec. Evans, of the Cheshire Regiment who was 
formerly with the Potteries Electric Traction Co., was killed 
in action near Chapell on October 27th. 

Private Fred Ashcroft, up till recently an employé at the 
Westinghouse Works, Trafford Park, has been killed in 
action, 
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CORRESPONDENCE. 


‘Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we hare the writer's name and address in our possession, 


— ——— — 


Advertising and Character. 


With reference to Mr. Turner's letter in your issue of 22nd 
inst., I must congratulate that gentleman (an American by 
"' instinct "—whatever that means) on his subtlety in extract- 
ing à personal compliment from what was intendéd to be a 
statement of a dilference in temperament, but, logic, surely, 
should prevent hitn saying, as he does in effect, that because 
А is fat and. B is thin therefore A is а wise man. 

To appreciate the distinction I tried to draw, not offensively, 
I can only suggest that your correspondent should compare 
the selling methods of a West End tradesman with those of a 
New Cut coster. It may be quite true that Bill Sykes of the 
New Cut, who is a monogainist by '' instinct" and a temper- 
HH advocate, is far superior to William Sykes, Esq., of Oxford 
Street, who is neither, but Bill has an unfortunate habit of 
‘streaming his wares. 

I do not hke “ screams.”’ | | 
"at Mr, Contractor! If you're alive, get’ busy! right now! M 


Yah! | 
! | E. J. Reed, . 
London, S.W., January 22nd, 1915. | 


Evidently I did not make myself clear in my former letter, 
as Mr. Herbert Berry has missed my meaning. I stated that 
"an advertisement should reflect the character of the firm 
issuing the announcement.” What I intended to convey was 
that the "style" of the advertisement, that is, its appear- 
ance, should be in harmony with the advertiser's business. 
The same applies to a great extent to the text. 

For instance, methods of advertising which would be applic- 
able to a turbine maker might be ineffective if adopted by a 
nianufacturer of electrical accessories, such as fittings, ceiling 
roses, etc. In other words, the advertisement should be 
designed to appeal to the buyer of the goods advertised. Mr. 
Herbert Berry says the two are opposed. I would like to know 
in what way? It seems to me that the two are identical. 

By no mcans is it impossible to appeal to the various sec- 
tions of buyers in turn—to '' ring the changes," as Br. Berry 
calls it—and to retain the same general "style" throughout 
the entire series of advertisements. | 

To keep changing from one type of display to another means 
the risk of losing one of the most valuable advantages of 
advertising, viz., cumulative effect, which really means good- 
will.“ In a manner, you тау liken this to a firm which 
changes its name frequently. With the adoption of the new 
title they have to inform all concerned of their action, and 
this frequently leads to mistakes and invariably means that 
à certain number of customers are lost. The analogy may be 
a poor one, but I think Mr. Berry will see my meaning. 

Of course, there are lots of men who read their technical 
papers away from office when they are free from the distrac- 
tions of the day. It is at such times that the advertiser stands 
the best change of securing attention for his proposition. Now 
if you put in a cartoon which is really and truly funny, you 
inay get the reader to laugh until his sides ache, but the point 
is. is he amused with the joke, or is he interested in the 
goods? After all, the idea back of the advertiser's mind is to 
interest the prospective buyer in what he has to sell, not to 
amuse him. The latter can be left to-Punch and other papers 
catering for the reader’s entertainment. Granted that the 
cartoon is looked at and appreciated, is there not a great 
danger that the richness of the jest will overshadow the mes- 
sage the advertiser wishes to convey and drive home? I tbink 
so, Surely, it is better to attract attention by more serious 
methods, and, having gained the reader's eye, and, shall we 
say, sympathies, endeavour to interest him in what we have 
for sale; our steam engine, dynamo, switchgear, fuses, or 
whatever it happens to be. Is not this a more logical, and far 
less risky way of proceeding? 

Of the postcards, ete., to which Mr. Berry refers, I can offer 
no opinion as I have not seen them, but as I take it that 
nost of this matter is sent through the post, and addressed 


to firms and individuals. it seems to me that these hardly ` 


come within the scope of the present discussion which, up to 
the present, has been confined to technical paper publicity. 

Circularising in any form is quite different to Press adver- 
tiring. Both are but links in the selling chain which connects 
the seller with the buyer. When the two are used with dis- 
crimination, and in conjunction, then are the best results 
obtained. | 

And now for a word with Mr. А. М. Turner. It is essential 
for the writer of technical advertisements to have an acquaint- 
ance with technieal phraseology and the customs of the engi- 
neering trade. At the same time. it is not a sine qua. non 
for the advertising inan to be a past expert in the goods or 
apparatus he is advertising. There is a vast difference be- 
tween the commercial man who knows his subject and the 
technical expert in the works, or test room. As а rule, the 
latter men know infinitely more about their subject than the 
individuals who sell. it. P ei ae oe 


correspondent ''P. 6817.“ 


The advertising expert designs his announcement with the 
object of creating a bias in the mind of the reader, or of 
getting him to put himself in touch with the advertiser. A 
maker of expensive plant, such as steam sets, or complete 
electrical equipment, would draft. bis advertisements with the 
object of increasing his reputation. Such a one could not expect 
to receive a big bunch of enquiries, for the simple reason that 
there are but few buyers in the market at any one time for 
apparatus such as I have mentioned. Orders are not placed 
every day for plant or equipment which may run into several 
thousands of pounds. Оп the other hand, the advertiser of 
wiring accessories, electric light fittings, and such like, would 
be well advised to fraine his advertisements with.the object 
of getting direct enquiries.. And, there are advertising service 
agents. who are able to.give this specialised service -to engi- 
neers and other technical advertisers. .The advertising trade 
is very much the same as any other. Some firms give good 
service, others ——. Many agents devote themselves to a 
speciality : motor-care, patent medicines, foods, garments, etc 
And it is the specialist who is able to give the best service 
because of his accumulated experience. 

With apologies. for the length of this. epistle, 

| | Ernest Ingram Hill. 

London, S.W., January 22nd, 1915. | | | 


.. Contracts with Alien Enemies. 
' [t may interest your commercial readers to know that the 
Chamber of Commerce have seriously taken in hand this 
question | | Xx Б | 
The legislation required would roughly cover the determina- 
tion or suspension of esecutory contracts with an enemy by 
way of a written order by the Secretary of State or the Board 
of Trade. The portion of the contract which has already been 
erformed, of course, would be unaffected. When the matter 
1as duly gone through the Chamber of Commerce Parliamen- 
tary Committee, and the other necessary steps have been 
taken, the practical step will be a deputation to place before 
the Government the commereial view of this matter, when it 
is hoped the Attorney-General will, in accordance with his 
romise, give the matter immediate attention, and, one trusts, 
incorporate the same in the Bill for next session. 


| б. Т. W. Cole. 
London, S.W., January 22nd, 1915. | | 


Garage Heating. 


I should like to reeord my appreciation of the Editors’ foot- 
note to my correspondence published in your issue of Jan. 
Sth under the above heading, and also for the reply of your 
1 must confess 1t appears that I 
have somewhat over-estimated the risk existing with petrol 
vapour, but I always understood that petrol vapour under 
certain conditions in air formed a mixture ignitable at a very 
low temperature. The lamp arrangement suggested by your 
correspondent 1 have utilised myself for temporary conditions, 
but always felt that it was not a safe method, owing to igni- 
tion risks. | 

By ''garage," I had in mind the usual single brickwork 
building with wooden doors, such as is usually adopted by 
private car-owners, and I fully appreciate that such buildings 
are somewhat expensive to keep heated owing to the bad heat 
insulating qualities of the roof- апа walls, and the generally 
bad fitting doors, etc. а | 

I am afraid, even though every precaution were taken to 
felt the interior and protect against draughts, that it would 
be a somewhat expensive matter, even with current at Id. 
per unit, to heat the whole garage sufficiently to prevent 
damage to the upholstery, etc., and that it would be difficult 
to compete with slow-combustion stoves or externally-heated 
hot-water apparatus. NM 

I have received several makers' catalogues illustrating 
heaters which they claim to be satisfactory for garage' heating, 
but it would appear that they have not been carefully designed 
for the sole purpose they are intended for, and seldom is 
provision made for earthing, which is surely necessary where 
200 “ae and above is only available, and this from a pnblic 
supply. 

I must apologise for taking up so much of your valuable 
space, but I am confident it is а subject that interests a good 
wany, and reliable data and information must be useful to 
others besides— . | 

Interested Inquirer. 


Salaries of Junior Engineers. 


Having read the remarkable effusion by '' Experienced ” in 
last week's ELECTRICAL Review, I ain filled with mingled 
feelings of amusement and disgust. It is quite apparent to 
the average shift engineer that the writer cannot be experi- 
enced in the working of a public supply station with a capacity 
exceeding 100-Kw. 

He states in his letter that the station superintendent and 
his assistants are responsible for the efficient working of the 
station. Now what I would like to ask Experienced“ is: 
Who are the station superintendent's assistants but the shift 
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engineers? Of course, by that statement he absolutely gives 
himself awuy. | oe E. | * 

As for his remarks re card playing, if he had ever had charge 
of a shift in a modern power station he would know that fre- 
quently, if he managed to find time to eat a meal in comfort 
during his shift, he would be lucky, especially during the 
winter months. ы | 

The letter is quite clearly absurd to those acquainted with 
modern station practice. 1 have only troubled to answer it 
for the benefit of those not so acquainted who might form 
mistaken ideas as to the true value of the long-suffering shift 


engineer. One of Them. 


Judging from his remarks relating to the duties of shift 


engineers and others in a modern generating station, your 
correspondent ‘‘ Experienced” has apparently forgotten the 
prefix In to his nom de plume. 

Why confine the recreations of the shift engineer and 
switchboard attendant to card-playing? Surely the introduc- 
поп of а piano in the engine-room, with a few comic songs 
by the switchboard attendant accompanied by the shift engi- 
neer, would relieve the monotony of nap” and “ cribbage,”’ 
whilst a gramophone in the boiler-house would be a welcome 
addition to all the other automatic plant, including mechanical 
stokers, which require so little (?) attention. 

It would perhaps be advisable to remind “ Experienced“ 
that a station equipped with the most recent automatic and 
labour-saving devices requires most careful and skilful opera- 
tion, and any really good station superintendent will admit 
that be places far more confidence in the skill and intelligence 
of his staff than in all the automatic gear in the works. 

The remarks of '' Experienced’’ on this subject are far too 
facetious to be taken seriously, and the remainder of his 
letter appears to consist of a rather personal attack on Mr. 
Ebben. who—whatever his views upon the subject under the 
above heading—is not afraid to append his right name to his 
correspondence. 

A few years spent in the running of a well-equipped elec- 
tneity works would probably induce Experienced to 
medify his views, and һе would then be ір a better position 
to choose what appears at present a most unsuitable 


pseudonym. W. E. Plowman. 
London, January 23rd,. 1915. 


Referring to your correspondence column of the 22nd inst. 
rerarding salaries of junior engineers, your reader who signs 
huuself " Experienced appears to be very rude. Some of 
his remarks, however, should not be allowed to go un- 
challenged. | i 

Take the gist of his statement, that very little skill is 
required by shift engineers, switchboard attendants, and 
others to run central station plant. 1 think this remark is 
most ridiculous and unworthy of the publicity of your valu- 
able columns. He states ulso in language very annoying to 
all station men, that it is chietly by ‘‘ rule of thumb ” methods 
that the running of station plant is conducted. , 

Perhaps he could instance the rule of thumb methods of 
procedure for the following :—A fracture on a live steam 
main, à hot bearing, or an "earth ” on the field circuit of a 
kaded alternator? 

I could enumerate many like instances where that method 
would be a failure, also, I am as well assured that he would 
never take the responsibility of his "steady, experienced 
driver " in these cases, as I am assured that Mr. Ebben is rio 
Hyde Park orator. i 

And, speaking of Mr. Ebben, whom I have the pleasure of 

wing personally, I can inform. ' Experienced " that Mr. 
Ebben is one of the best of good fellows and knows very well 
how to treat cheap abuse, which I consider the other remarks 
made by '' Experienced ” are. 

The A.E.S.E. has now a very large membership, mainly 
due, I think, to the untiring efforts of Mr. Ebben, who must 
get through an immense amount of work, and this, mark you, 
as an honorary secretary. 


| Wm. Cooper. 
London, W., January 23rd, 1915. к 


„Jour correspondent under the doubtful nom de plume of 

Experienced " is undoubtedly one of the engineer managers 
referred to in the very excellent letter of Mr. W. J. Ebben 
which you published in your columns a week or two ago. Of 
course, it is not for me to guess as to whether Experienced“ 
In hi$ young days was one of those with brains and liked 
Work," and so obtained his promotion. or whether he had 
capital and influential friends behind him to boost him up, 
but the fact remains obvious that“ Experienced " has much 
v^ learn respecting the running of electricity stations. 

His statement in comparing the abilities of the engineer-in- 
charge and the engine driver is more than sufficient to con- 
fein bis own capability. to write letters on such a subject. 
Tue engine-drivers of my experience hardly know the differ- 
Hen between the dynamo and the switehboard, so that far 
from practically taking charge in time of trouble. thev are 
тоге in need of someone to take charge of them. The majority 
c drivers аге nothing more than stokers who have “had 
brains and Who liked work,“ and. have been promoted to the 
rank of driver. I should very much like to know exactly 


— 


what can be learnt in the way of dealing with short-circuits, 
earths, and break-downs, etc., from the boiler-house. Ex- 
perienoed ' had also something to say about the collar and 
cuff ’’ engineer's amusements to while away his shift. Charge- 
engineers of my experience have more than sutticient to do in 
the way of work to occupy the whole of their time, and at 
the same time have to take the full responsibility of whatever 
occurs. It is absurd for your correspondent to state tl. at the 
“collar and cuff gentleman" takes orders from the driver, 
more especially in such 3 case as a fault, either electrical or 
mechanical; indeed, it is extremely doubtful whether the 
average station superintendent or engineer-manager could get 
things in order without ''the collar and cult gentleman,’ 
considering. that they just casually stroll around during the 
day it is not expected that they could do otherwise. More- 
over, the college-trained man is in close touch with every- 
thing in boiler-house, engine-rooin and on switchboard, and 
knows exactly where and how things are, and also how they 
ought to be. * 

Experienced also states that owing to rule of thumb" 
methods very little skill is required by shift- engineers, switch- 
board attendants and others as the regulating is done by 
automatic apparatus." If your correspondent's experience 
has taken him so far as automatic gears he will know that 


they are far more complicated than the band regulation 


methods, whether electrical or mechanical. Can "'Expenri- 
enced " tell us what part the “steady driver” would play in 
the event of this automatic gear going wrong? And as for 
the station superintendent and his assistants maintaining and 
taking the responsibility for the efficiency. of this part of the 
works, I quite fail to see how he can do so if the mishap 
occurs when he isn’t about, and where his responsibility lies. 
I suppose the collar and cuff gentleman " awaits his coming 
before doing anything in the matter. In conclusion, I must 
say that 1n iny opinion it.1s such men as '' Experienced " who 
are the stumbling block of many smart juniors '' with brains," 
but without the money and influential friends to find them 


good positions. Collar and Cuffs. 


I have been requested by the Bradford Branch of the 
A.E.S.E. to forward the following for insertion in your corres- 
pondence columns:— | | 

| VNV. J. Ebben, Hon. General Secretary, A. E. S. E. 

London, N. E., January 25th, 1915. ! . 


If " Experienced will kindly read his ELECTRICAL REVIEW 
for January 15th again, he will see that Mr. Ebben did not 
write the letter he objects to. Mr. Ebben was asked to for- 
ward the opinions of the Yorkshire members of the A.E.S.E., 
2 yen the Bradford Dranch is the centre, to the Press, and 

e did so. | | | 

The facts and opinions as published are not grievances òf 
the aforesaid members, but were put forward to draw atten- 
tion to the “Situations Vacant’? column of January 8th. 
Will " Experienced" kindly look out that number and deny 
the truth of the statements made on January 15th, if he can? 

He adimits that a few shift engineers and others аге badly 
paid; that is not as it should, be, but to say that those with 
brains who like work will undoubtedly get promotion makes 
one wonder how he obtained his present berth, and makes 
one sorry for those uufortunates who occupy subordinate 
positions under him and have to exist on less than an un- 
skilled labourer's wages. 

Further along he tells us that ‘гие of thumb >°’? methods 
and very little skill are required by station engineers, etc., etc. 
Will “ Experienced ” kindly tell us who are the station super- 


'intendent's assistants, and if the shift engineers and switch- 


board attendants are not usually hoping to hold that exalted 
position some time in the future? 

We thought "rule of thunb' methods had passed away 
with the Victorian Era; and that all the best practical and 
scientific means were adopted to obtain the most eflicient and 
economical plant to fill our modern power stations. We think 
Experienced“ has not read his ELECTRICAL. REVIEW week by 
week. or he would know better. | 

Will he tell us why one-third of the station engineers should 
be compelled to work for less than a labourer's wage when it 
usually costs the former rather more for house rent, food, etc., 
for himself, his wife and family than it costs the labourer? 

Take the staff in a 25,00 -Kw. capacity station we know of, 
as follows :—One station superintendent, one assistant super- 
intendent, five shift engineers, and 25 switchboard attendants 
of various grades. How manv years will it be before a switch- 
board attendant of the middle grade reaches the post of 
station superintendent, and what will become of the other 
twenty-four? 

If '" Experienced" can solve that problem he will find a 
very good argument to work upon when next he takes up his 
pen, Ў 
It is an undoubted fact that we cannot all be station supers. 
or managers or foremen, but, that, is no reason why the 
younger should be badly paid. | | 
CU" Experienced’? gives himself away altogether; he is not 
an engineer, his “rule of thumb’? proves that; and then he 
shows he is not a Trade Unionist, and we very much doubt 
if he has ever heard a Hyde Park orator." Не is an interest- 
ing study, and his letter will not keep the A.E.S.E. members 
who are well paid from trying to lift up those who are not 
so fortunate. | 
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І have read with regret your Experienced correspondent’s 
abuse of Mr. Ebben and the A. E. S. E. I am not a member 
of the A.E.S.E., neither do I know Mr. Ebben, but I have 


followed his good work and observed ite progress since its 
inception. I hope the organisation will continue on its suc- 
ul way. eré are many questions to be considered 


beforé one can ascertain the cause of bad working conditions in 
central stations. They are generally caused by an inexperienced 
man being placed in authority, by a weak chief, who is easily 
overcome by a plausible tongue, yet strong enough by: 
surrounding influence to retain his position. One never hears: 
of bad feeling in a well-disciplined station, and the working: 
conditions are always better. | | , А 

‘Chief engineers should thoroughly examine their candidates 
before engaging them, because testimonials are not to be 


relied on. I have known of men 1 their own, signed by. 


the chief, at his request. I have also known of time-expired 
5 receiving testimonials which would do credit to 
chief assistants, just to get rid of them. E 

The system of working apprentices and other boy labour 
on shift work is an abominable system, and yet it is practised 
by a few of the smaller municipalities—under the nose of the 
Factory Inspector. Of course, it brings the working costs down 
to a minimum when there is an experienced man to super- 
intend their working. In some such stations, boys fresh from 
school are put to work the board and even drive the engine 
and fire the boilers, and this in stations up to 1,500-KW. capa- 
city. These apprentices blossom forth as electrical engineers, 
when, as a.matter of fact, they are merely qualified to drive 
an engine. or look after a switchboard.. And yet this is the 
type of man we. вее pushed into supply stations to superintend 
others а% а low wage, which he can increase by the pernicious 
method of using oil to his superior. The apprentice system 
requires rooting out. We can never get rid of the swelled 
head," ** something-out-of-nothing " variety of engineer who 
holds the‘reins and glories in being glorified, but by united 
action we might make things more comfortable. moo 

. „ ^ , n Е 


Y^ р 


I am pleased to see that the question of the salaries of 
junior engineers has cropped. up again, and that it is bein 
regarded as a question on its own, apart from any other. 
have been disappointed that ere now someone with an able 
pen has not thanked Sir John Snell for his remark on the 
subject, which remark really set the ball rolling. Mr. Ebben 
made а Pu recu in his letter, but I think a straight 
rs you, Sir John," would have been more fitting, and 
was due. | 

I would like to draw attention to the first six lines in the 
second paragraph of the letter of Experienced.“ Не, in a 
letter which seems to indicate & man somewhat tyrannous, 
admits there are badly-paid men, in а FEW cases. I would 
suggest that he is referring to his own particular area, and 
think that elsewhere he would find another few,“ and vet 
others, He points out that the smarter of these are qualifying 
for better itions. They are certainly trying to do во; but 
brains need books and little experimental ventures, too, to 
develop them, things which cost money, even if the books be 
sécond-hand: The money cannot be squeezed out of 30s. a 
week, and we have not all got fathers with long pockets to 
find it for us. 

He further says that station work is now largely a rule of 
thumb“ affair, everything being done automatically. Does 
he, realise that each piece of automatic apparatus in a place 
means something else for the man-in-charge to understand, 
to watch, and to "d in order? Further, if that automatic, 
whatever it may be, fails to perform its allotted function, the 
“ mere man must step іп and use his knowledge. He must 
know what to do under the circumstances, every bit as well 
as if no automatic means of doing it were installed. 

Automatic appliances do not relieve a man one whit of his 
responsibility. Whatever happens, he has to answer for it. 
en if 9 be a mistake on the part of his junior, as instanced 

y J. Kay. 

There are many things, trivial perhaps in themselves, but 
which, taken together, point to a lack of consideration being 
shown to the men, on whom, perhaps above all others, depends 
thé continuity of supply. Especially so when it is remem- 
bered they are at it seven days a week, fifty weeks per year, 
including all Bank and special holidays. I wonder whether 
managers recollect such times. Perhaps they were more 
fortunate. 


I fear I mustn't trespass further on your space just now. 1 


should like to see letters from other men who know what they 
say, and abstain from any inclination towards abuse or ridi- 
cule, which seem to me to be against our interests, even if 
indulged in by writers on the other side. 

З A Senlor Assistant. 


* 


А.С. v. D.C. for Lighting. А 


In my opinion as a practical electrician who has installed 
and handled both alternate and direct lighting jobs, chieflv in 
factories and works where the conditions were anything 


but ‘favourable, owing to heavy vibration, dampness or ` 


excessive heat, and often in very close positions, I have no 


hesitation in recommending direct current at about 240 to 250 
volts in preference to alternating at 110 volts or any other . 


preesure. 


The chief trouble with the A.C. supply is that you have 
always two live wires to contend with at the point of entry 
into a room, the fixing of the usual single-pole tumbler switch 
to control a light or number of lights always leaves one ter- 
minal of the lamp-holder fully alive. In the case of a tubing 
job, where perhaps tube-end lamp-holders and bracket fittings 
are oftener used than pendant drops, the replacing of a lamp- 
holder, means that several more branch circuits must be cut 
off to enable the repair to be carried out with safety after 
drawing the пе fus es. „„ 

Also, the lower voltage would exactly double the cost of 
installation, as it becomes necessary to double the size of 
cable if the voltage is reduced by one-half. The increased 
fragility of the 250 or 240-volt lamp as compared with the 
110-volt is all bunkum; any metal filament lamp will give out 
if roughly handled. I have found no difference whatever 
between the 240 and the 110-volt lamp. In fact, in my opinion 
the more universally used 230 to 250-volt lamp is the best 
lamp, and will last longer and stand more vibration and knock- 
ing about than the 110-volt lamp. In any caee, it must be 
remembered. that lamps are manufactured specially for very 
vibratory positions or traction work; these lamps are known 
as traction lamps. The 230 to 250-volt direct-current supply has 
become so universal that lamp manufacturers have devoted 
particular attention to the manufacture of lamps of both 
carbon and metallic filaments for this popular pressure. 

One other little point must not be overlooked, for it 
is very often met with, and that is, that you cannot charge 
accumulators from an А.С. supply without installing an ex- 
pensive apparatus known as an interrupter, or by using a 
motor generator. A.C. supply is also useless for electroplating 
and electrochemical or medical purposes. А single-pole 
switch only is necessary when placed on the live side of a 
D.C. circuit to render the circuit quite dead and harmless, 
and this.practice is universally adopted for factory and work: 
lighting.. Henry Fowler, 

| Elect riciun-in- Charge. 

Liverpool, January 23rd, 1916. : 

[If the voltage is halved, the section of copper must be 
quae for the same load and percentage drop.—Ens. 
Exec. Rev.] 


Commercial Relations with Germany. 


At the conference of this Association, held in Edinburgh in 
1911, we were favoured with the presence of the representa- 
tives of many Foreign and Colonial Commercial Travellers’ 
Associations, including the powerful organisation in Germany. 
To mark the occasion the honorary membership of this Aæ- 
ciation was conferred on each oversea delegate present. 

have received through the post a copy of an announce- 
ment recently published in Die Post, the organ of the German 
Association, & translation of which I enclose herewith. 

I think this document most interesting, showing, as it 
does, the ignorance of the real position amongst a class ef the 
German people who should be acquainted, if anyone outside 
the ruling class is acquainted, with the real facts regarding 
the present deplorable strife and Britain's action and part 
therein, and showing the intense bitterness of feeling against 
this country of the commercial community in Germany. 

I shall be glad if you will give publicity to this pronounce- 
ment, so that your readers may have first-hand evidenoe of 


the real mind of commercial Germany with regard to Britain. 


Confident as we are in the justice and right of the action we 
have taken, we can regard sych action with the contempt it 
deserves, and it will be as well in future to be on our 
against resuming the business relations which have hitherto 
subsisted and to give to all things German, including her 
commercial travellers, a very wide berth. : 

i Fred. Coysh, | 


Secretary, U.K. Commercial Trarellers Association, 
London, W.C., January 19th, 1915. 


NOTICE, 


The undersigned have decided to resign qur hon. member- 
ship of the United Kingdom Commercial Travellers’ Associa- 
tion and to return our official badges at the first opportunity. 
The reason that this has not been done before is that the under. 
signed had. the opinion that after the. declaration of peace 
commercial relations ‘between Germany and. Great Britain 
would be resumed, and it would thus be out of place to break 
off good relations with old colleagues, but the action of Eng- 
land against Germany in business matters has reached such 
a degree of hatred and low action as has never before been 


known under any conditions of warfare amongst cultured 


nations; it is evident that the idea is not only to destroy 
German commerce but the German nation entirely. Further. 
the robbing of German pronerty and the bad treatment of 
German prisoners in England, show England to be on such a 
low grade of civilisation that it will be. many vears before 
friendly relations can be resumed. It is therefore beneath: our 
dignity and honour to wear an English badge. 2 | 
(Signed) GrorGce Haast, Chairman Central Board. 

W. BAUER,. Vice-Chairman Central Board. 

Ерїлх EBFL, Chairman Berlin Section. 

LupwiG ULLMANN. 

А. H. I. 10ка. . 

EMIL BensTOnFF. 
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hear a gond deal on the above subject, but one side 


We 
the employment of Britishers lately connected with German 


Same few weeks ago a fitm advertised in your. columns for 


an engineer for the sale of cable, and added this significant: 


sentence : ‘ Those previously employed by German firms need 
not apply. I ask, is this far? To my mind it is most unjust. 

In support of my view of the matter I would point-out:— - 
J. If all firms acted in this way, then the Britisher who for 


patriotic reasons desired to join a British firm would be kept at 
the war would be more or less driven: to 


bey," and after 


rejoin the old firm. 


2 If British manufacturers will only take into their employ 


men previously employed by German concerns and give them 
salaries which will induce them to stay, the war on German 
trade will be coneiderably furthered. А | 

3. Face the facts! German organisation has always been 
excellent, and largelv responsible for their extensive trade. 
Britishers employed by German firms have a knowledge of 
these methods, could undoubtedly in many cases intro- 
duce tbem to great advantage into some of our firms and 
further strengthen our position in the future. 

I from experience obtained in the employ of leading 
British and German firms, hut as my views are evidently 
not shared by the firm who inserted the advertisement 
referred to above, I shall be very interested to know their 
reason for so wording the advertisement. 

Britisher. 


i 


German Trade with Belgium. 


After a stay of three months in England, I find that of the 
various points touched upon by the Belgian Press, in con- 
nection with the banishment of German producte, one of the 
most Important has been overlooked. 1 refer to electrical 
machinery and apparatus. As this especially concerns the 
readers of your esteemed REVIEW, and affects their interests 
only, you will oblige me by according to these lines the hos- 
pitality of your journal. 

As many journalists and men of standing and justice have 
already pointed out, when we have driven from our devas- 
tated Belgium the usurping and criminal power, it will be 
our task to restore our country to a position at least as im- 
portant as it occupied before the war, whilst casting out goods 
made in Germany or in other countries under the auspices of 
German capitalists: It goes without saying that this will 
not be accomplished without a struggle especially in the latter 
connection, Jn view of the duplicity of which that country is 
8 master. | 

о important points, however, will ensure to us this com- 
mercial victory; which, in my opinion, is no more uncertain 


. than that of our allied armies on the vast field of battle :— 


E OI, Belgian patriotism, mingled with hatred for the crim- 


2. The assistance that our English friends will continue to 


accord io ns. 


None .of your readers, makers of electrical material, is un- 
aware, I suppose, that Germany predominates in the export 
of this material to all countries. This is the case with regard 
to Belgium, thanks to low prices, in accordance moreover with 
the quality of the goods, as is well enough known, and to a 


‚ + system which has been widely adopted for the past fifteen 
Fears. | 


b = -—— ^ — 


ee 


. 9n this point; first, because, through modesty, 


_ Now, having taken a firm resolve to banish this material 


[rem our country, how shall we accomplish it, seeing that a 


first necessity will be to re-establish installations in many 
Industries at present ruined, to restore networks, and to re- 
place gas undertakings with the latter, if the rival products 
are not known there or are inadequately appreciated 

I repeat that British aid will be a great asset towards vic- 
tory, provided it takes shape in good time and with the 
necessary energy. Let your industrial leaders immediately 
sge an appeal to the many Belgian electricians and manu- 
facturers at present in London, in order that in proportion as 
Belgium is freed your products may be brought within their 
reach under the most advantageous conditions. 

As much in this relation as in that which concerns the 
“vetem employed by Germany for the past 15 or 20 years, I 
place myself at the disposal of your readers, to smoothe the 
way that they would wish to follow. 

Ая regards Belgian patriotism, I shall not dwell at length 
I do not wish 
magnify the wreath of glory won by our people at this 
Ume; and, secondly, because this quality has proved 
ever since the commencement of the war. | 

Just as our brave soldiers, then, have been able to hold in 
check the first fierce onset of the German horde, so our com- 
mercial world, conscious of its duty and filled with gratitude, 
will be able to defeat the rapacity of the. German capitalists 
and show them, with a pe of defiance, that their fine but 

Ш words will in future have to seek other fields. 


I entrust you, Sirs, with my London address, at the dis- 


poss! of your readers, with compliments and thanks in anti- 
арайов, | 


| — Jos, Barrea. 
London, N.W. January 28rd, 1915. 


(Several letters are held over.—Eps. Бис. Rev.] 
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FE. A. C. Inching Starter. 


Tun ELECTRIOAL APPARATUS Co., LTD., of Vauxhall Works 


South Lambeth Ro: 
duty D.C. inching. starter, which we illustrate in fig. 1. 
sista of an automatic cirouit-breaker (contactor), in 


Road, A. W., have placed on the market a heavy 
: It сой». 


terconneoted : 
with an otherwise plain rheostat in such a way that the сітопі is. 


always broken by the contactor, no matter how 
starter is handled. | | 


earelesaly the 


‘There is no hold-on coil or spring return, and by dispensing with 
the latter it has been possible to increase the brush pressure to: 
give satisfactory contact: and to obtain finer resistance . graduation: 


with more steps. ' 


The rheostat movement consists of a plain lever with a super- 
posed separate operating handle, the forward movement of which 
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oirouit to the motor. | | IEEE s 
If the handle is released or drawn back, the energising olrcuit > 


to the contactor is broken and the contactor opens, stopping th 


e.t 


the rheostat lever can be moved, and that a breaking aro on the à 


starting segments is im 


possible. | 


The contactor can only pull up when the main lever is on the 


first oontact, with all 


resistanoe in circuit ; by automatic- 


ally cutting in economy resistance with the closing of the ‘con- 
tactor, the operating coil is only subjected to full voltege for a 
fraction of a second, and cannot be burnt out; also the inductive — 


spark is broken by a properly-designed switchi 
These inching starters 
and in the open, totally enclosed and back-of-board types. 


are made in sizes from 5 H.P. to 200 H. P., К 


An Electrically-Driven Rolling Mill. 


A large firm of Birmingham steel workers recently decided to 


lay down s new 10-in. mill for rolling steel ingots down to various © 


Fid. 2.—RoLLING MILL WITH. 350-н.р. WITTOX Motor DRIVE. E 


emall sections, such as bicycle rims, &o. In fig.2 will be seen a 
genéral view of the rolling mill, together with the driving motor, 


e 
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The motor is rated at 350 f. r., and is of the "Witton " three-phase 
induction slip-ring type, and is started through a G.E.C. dust-tight 
liquid starter. Power for driving the motor, supplied by the Bir- 
mingham Corporation at 5,500 volts, three-phase, passes to a G.E.C. 
mistake-proof, boiler-plate motor-control panel. In addition to 
the usual gear this panel contains a set of choking coils to protect 
the end turns of the induction motor at thé instant of 
switching on. | 

The drive from the motor is by cotton ropes on to a 7-ton fiy- 
wheel carried on & shaft running in self-oiling dust-proof bearings. 
A special feature of the installation is that provision is made fo 


Т \ 
Етс. 3.—WiTTON MOTOB WITH STARTER AND CONTROL PANEL. 


the easy adjustment of every part which can possibly require it 
and everything is done to facilitate the changing of the rolls when 
this is required. The mill was built by Thos. Perry & Sons, 
Ltd., of Bilston, and the whole of the electrical equipment was 
supplied by the GENERAL ELECTRIC Co., LTD., of Witton. The views 
were taken at a time when the motor was not housed in. 


M 


New Magnetic Separator. 


THE RAPID MAGNETTING MACHINE Co, LTD., of 18, Crescent: 
Birmingham, ate introducthg à new ‘revolving disk magnetic 
separator (Type O), patente for which are pending, for the separa- 
tion of feebly-magnetic ores. 

It consists of a travelling feed belt passing successively over the 
poles of two vertical magnete. Two horizontal revolving domed 
iron disks are suspended over the belt, one somewhat in advance of 
the first pole and the other between the pole axes, as in fige. 4 & 5. 
The rim of the first disk is magnetised sufficiently to attract iron 
and highly-magnétic material from the ore on the belt, and the 


Есе. 4 х 5.—REVOLVING DISK MAGNETIC SEPARATOR, 


disk being of sufficiently large diameter to overhang the edges of 
the belt, as it revolves carries the ore beyond the magnetic influ- 
ence, when it falls off by gravity and is there collected. 

A similar action occurs with the second revolving disk, which, 
however, is so situated that an intense magnetic field is produced 
in its rim actually over the poles, thus attracting the feebly- 
magnetic material which is deposited from the overhanging 
edge. | 

By the introduction of extra pole-pieces in tandem with disks 
of suitable construction, the number of magnetic products can be 
increased, and by suitable arrangement two distinct products can 
be obtained from each disk. 

The! тйаоһїпе is provided -with ‘a. number of adjustments. as 
regard speeds, spacings, magnetic strength and ore feed, which 
make for greater efficiency. By setting the disks so that the edges 
are at graduated distances from the ore, the magnetic field can be 
varied to give four magnetio produots. 


^ Ediswan °° Half. watt Lamp Fittings. 


THE EDISON & SWAN UNITED ELECTRIC LIGHT Co., LTD., of 
Ponder's End, Middlesex, have placed on the market two similar 
half-watt lamp fittings, one of which is shown in fig 6. "These are 
both made in cast-iron, and are suitable alike for interior or 
exterior use. 


Fi1G. 6.— EpISWAN" HALF-WATT LAMP FITTING. - 


In each case there are two sizes, one accomodating standard 100, 
200 or 300-watt bulbs, and the other standard 500, 750 or 1,000. 
watt bulbs. 

A simple form of adjustment to allow for varying length of 
bulb is provided ; the fittings are water-proof and efficiently venti- 
lated ; one is provided with a reflector as in fig. 6, the other is 
without the reflector. 


Lektrik Ceiling Roses. 


The possibilities of the ceiling rose are admirably illustrated in 
а new list issued by Messrs. A. P. LUNDBERG & Sons, of Pioneer 
Electrical Works, 477-489, Liverpool Road, N., which is devoted 


Fic. 8.— DETACHABLE” ROSE, 


entirely to these accessories. Six types are shown, ranging from 
the Biflex,” with two terminal plates, to the Multiflex with 
віх, and plug-connection patterns. Ia fig. 7 we illustrate the 
“ Triflex,” in which each plate has a loop-in terminal and two 
sorew and washer terminale. The shank of the centre terminal 
provides the means of fixing the plates to the porcelain base. The 
three plates provide for a variety of uses, amongst which may be 
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noted the connection of a switch to control the whole pendant, or 
to give three degrees of lighting with three lamps, or a series- 
parallel-and-off switch to give dim light or full light with two 
lampe, or an wire. | 


Fig. 8 shows a device which enables the pendant fitting to be 
completely removed and replaced whenever desired without 


wee — „ dw Gee 


Flo; 9.— M. I. P. ROSE AND PLUG CONNEOTION. 


detaching any screwed connections; and fig. 9 combines the 
advantages of a three-plate rose with a side plug connection for a 
small heater or motor, or other purposese—whence it is called the 
" Multum-in-Parvo." | | 


Interlocking Switch Plag. 


Messrs, SIMPLEX CoNDUITS, LTD., of 116, Charing Cross Road, 
W.C., have just introduced an interlocking ewitch plug mounted in 
a сі. box for use on conduit installations, When the plug is 
inserted in the socket and the switch placed on,“ the dolley lies 


- 


Fic. 10.—INTERLOOKING SwitcH PLUG. 


over the extended flavge of the volue, so that the latter cannot be 
Withdrawn without switching off. It is also impossible to insert 
the plug with the switch on. We illustrate in fig. 10 a 5-ampere 
flush pattern switch plug, with plain polished brass cover. 


Firing in the Dark. 


A quick.sight electric flashlight rifle has been invented by а 
famous Australian explorer, The flashlight is fltted close to the 
muzzle of the firearm by a simple device, and the battery is carried 
inthe butt, The light throws & T-shaped mark, which gives an 
automatic aim, the bu!let striking practically at the intersection of 
the two linea, The device can be fitted to any arm, and should be 
useful to the big game shooter in the dark, or as a protection 
against thieves in the night. The flashlight can also bs used for 
signalling. | 


Copper. — Returns for the half-month are now to hand, 
and we cee from Messrs. H. R. Merton & Оо.'в statistical circular 
that the total European visible supply is well maintained. Quanti. 
ties at Havre are given as before the war, and the same course is 
followed with those at Hamburg and Bremen (if any) As these 
quantities remain fixed in the figures given, they do not affect the 
aspect of the increase or decrease, i.s., the increase of 876 tons 
during the fortnight ending January 15th is a true increase at 
English porta, or afloat thereto. 

Detailed supplies show a large quantity from Spain, equal to a 
month's supply previous to the war, as might have been expected 
after three months of short supplies from that country. Chile 
shipments are well over the average, Australian, so far, below it, 
bat, from the quantity afloat, likely to exceed its pre-war average 
an the whole month's figures. Total deliveries are higher than 
half those of August, October, or November, but not up to the half 
of laet month's, This may, of course, be considerably altered by 

entities received during the ensuing fortnight. 
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TRAMCAR ACCIDENT CLAIM. 


A VERDICT in favour of pursuer, with an award of £150 damages, 
was given in the Court of Session last Friday in a case in which a 
woman sued the Corporation of Glasgow for £250 damages for 
injaries she received on one of the Corporation cars. Pursuer 
stated that she was proceeding along the passage on top of the 
car when it stopped with a violent jerk. She was thrown forward 
and her head went through a glass panel. She attributed fault 
to defenders in res peot that the car was being driven at an excessive 
rate of speed and was not under. proper control. The Corporation 
denied fault, and stated that the driver brought the car to a stand- 
still in order to avoid running over a dog. The car was going аб 
a moderate speed, and, they said, was under proper contro]. 


¢ 


A SYDNEY Customs Dury DISPUTE. 

IN November, 1918, Ralph Sadlier Falkiner (trading as the 
Falkiner Electric Оо.) imported a motor train, consisting of an 
engine, car, and 10 wagons. A dispute arose between the 
importer and the Customs Department as to the Customs claseifica- 
tion for revenue purposes. The importer claimed that the duty 
should be £673, while thd Customs Department claimed £4,590. 
Falkiner paid the duty claimed under protest, and claimed in a 
case heard before Mr. Justice Hood, a refund of £3,917, the 
difference between the duty collected and that which he held 
should have been paid. | І 
Мв. Justice Ноор, in giving judgment at Melbourne іп Decem- 
ber, said plaintiff was entitled to judgment for the amount of duty 
paid in exoess (about which, he understood, the parties would 

agree), and costs including discovery.— Sydney Morning Herald. 
4 


WORKMEN'8 COMPENSATION CLAIM. 


AT Wolverhampton County Oourt, on Monday, before his Honour 
Judge Howard Smith, and Dr. H. L. Brown (West Bromwich), 
who sat as Medical Assessor, Hannah Simoox, widow, applied for 
an arbitration under the Workmer$e Compensation Act on behalf 
of herself and her three children, the sole dependants of her 
husband, Thomas Henry Simoox, who, it was alleged, was killed 
by an accident on the Wolverhampton tramways during his 
employment as a motorman by the Corporation. Applicant 
claimed £245. 

The case for the applicant was that at 10.15 p.m., on November 
18th, Simoox was driving а tramcar from Wolverhampton, in the 
direction of Willenhall. When near Hay ward's works the car left 
the rails. Shortly afterwards а car from Willenhall came up, and 
by means of a cable power was transmitted to the derailed car. 
While this was in progress, Simoox took up his place on the front 
of the car. One attempt was unsuccessful, but at the second the 
lights on the derailed car came on. It was seen that Simoox had 
assumed a stooping position, and when it was realised that he had 
collapsed, the current was disconnected. Simoox was moaning, 
and after artificial respiration had been tried without suocese, he 
was taken to the General Hospital, where he was found to be dead. 
A poet-mortem examination was made, and the conditions pointed 
to the fact that the man had been killed by shock. 

DB. T. BLACK, formerly house surgeon at the General Hospital. 
said he made a post-mortem examination. He did not form any 
definite opinion as to the cause of death, but it was quite possible 
it resulted from the effect of an electric shock. He could not 
account for it in any other way. He discovered certain conditions 
which were present in cases of death from electric shook. 

DB. BANKIER said he attended Simcox from October 30th to 
November llth, the complaint being influenza and colic. There 
was no disease of the heart serious enough to cause death, Witness 
was present at the post-mortem examination. The dark and 
unclotted condition of the blood was a condition which he under: 
stood, pointed to electric shock. 

For the defence, Мв. HENRY LEA, of the firm of Lea & Son, con- 
sulting engineers, Birmingham. was called. He said that he tested 
the car after the accident, and if the insulation had not been perfect 
it might have caused shock. The insulation, however, was 

ect, 
dii CHOLMELEY, who examined the body, said there was suffi- 
cient disease of the heart to cause death at any moment, | 

The JUDGE and Dr. BROWN retired, and on returning the former 
ssid it was really a hopeless case on the applicant's part. He was 
advised by the medical assessor, and he agreed with him, that 
Simcox died as the result of the condition of the heart. Electric 
shock might have determined the cause, but Dr. Brown agreed 
with him that there was no evidence to show there was an electric 
shock at all, The verdict would be for the respondents, with costa. 

Мв. E. W. Cave, barrister, pointed out that the Corporation had 
made an offer which, in his opinion, would have been handeome. 


Osram LAMP Works, LTD. v. THE CORONA Lamp Worgs, LTD; 


IN tbe Chanoery Division, on Wednesday, January 27th, this cas 
was down for hearing before Mr. Justice Warrington 

Mr. A. J. WALTER, K.C., who, with Mr. Colefax, K.C., Mr. J. 
Hunter Gray and Mr. Lunge, represented the plaintiff company, 
informed his Lordship that the action had been rettled. Judg- 
ment by consent would he taken with his Lordship's approval, the 
plaintiffs being granted an injunction as asked, and the defendants 
having peid 41,000 to cover damages and costa. 

His LORDSHIP gave judgment in accordance with the terms of 


settlement. 


$ 


144 


THE ELECTRICAL REVIEW. 


[vol. 76, No. 1,940, JANUARY 29, 1915, 


BUSINESS NOTES. 


Smoking Concert.—On Friday, January 22nd, the 
staff aud foremen of the Edison & Swan United Electric Light Co., 
Ltd., held a smoking conoert at the Staff Café, Ponder's End. Mr. 
J. W. Elliott presided, and Mr. J. S. Child oooupied the vice-chair. 
Mr. Sydney Warwick acted as acoompanist. We understand that 
Mr. C. F. Warren's vocal solos were greatly appreciated, and that 
the humorous songs of “ Little Jack,” the firm's telephone exchange 
operator, were equally enjoyed. 


Pocket Lamp Inquiry.—Inquiry has been received 
for the names of United Kingdom manufacturers of cases and bulbs 
for electric pocket lampe, also for small polished steel гей гоѓотв, 
Communications should be addressed to the Secretary, British 
Chamber of Commerce, 9. Rae des Pyramides, Paris (Ref. G.W. 
),116).— Board of Trade Journal. 


Trade Announcement.—Mxssks. Fyre, WILSON AND 
Co., of Glasgow, have opened a London office at Broad Sanctuary 
Chambers, 11, Tothill Street, Westminster, 8.W., for the sale of 
their Kelvin petrol and paraffin engines and electric generating 
seta, “ Quartowatt heaters, Ko. Mr. A. G. Tacker, who has been 
with the firm in Glasgow for a considerable time, will be in charge 
xd е, new о ое, and his telephone number will shortly be 6921 

о a 9 


Liquidations.—TRHE Аттнелт Co., Ltp.—This company 
is winding up voluntarily, with Mr. A. Slatter, 62, Oxford Street, 
W., as liquidator. A meeting of creditors is called for February 1st. 

THE UNIVERSAL RADIO SYNDICATE, LTD. — This company is 
winding up voluntarily, with Mr. F. A. Walrond, of 38 to 41, Queen 
Anne’s Chambers, Westminster, S.W., as liquidator. A meeting of 
creditors is called for February 4th. 

THE UITENHAGE ELECTRIC LiGHT & Power Co.—A meeting 
will be held at 714, Qaeen Viotoria Street, E.C., on February 22nd, 
in hear an account of the windimg up from the liquidator, Mr. E. 

eat. 

THE ELECTRICAL STORES, of Nottingham, write to point out 
that they have no connection with the Electrical Stores, Ltd., of 
Wolverhampton, which was referred to in our last issue. The 
former concern is a private partnership, not a limited company. 

THE SANDWICH, DEAL AND WALMEB ELECTRICITY SUPPLY Co., 
LTD.—4A meeting will be held at 36, Castle Street, Dover, on Feb- 
ruary 27th, to hear an account of the winding up from the 
liquidator, Mr. R. Mowll. 

BBiTISH PROMETHEUS Co., LTD., Salop Street, Birmingham.— 
A Rsoeiver for the debenture-holders has been appointed. 


Book Notices.—Our valued contemporary La Revue 
Klectriguwe, which published its issue for October 16th, 1914, on 
January 15th, states that it hopes to be able to appear regularly 
henoeforth, and remarks on the distinct revival in scientific and 
industrial activity that coincided with the end of 1914. The 
contents consist of articles prepared for use in September, and 
include one by M. J. Blondin on telephotography and telephoty, in 
which recent apparatus are described. We welcome the return of 
the Hevue to more normal conditions, and confidently hope that ite 
career will never again be interrupted from such a cause, 

B. E. A. M. A. Journal" Vol I. No. 1. January, 1915. London: 
The Association. Price 1s. 

“ Proceedings of the American Institute of Electrical Engineers,” 
Vol. XXXIV, No. 1. January, 1915. New York: The Institute, 


pers set in the Qaalifying Examinations for the Mechanical 
Sciences Tripos, 1906-1913.“ Cambridge University Prese. Price 
28. net. 

"Aunusire pour Гап 1915 publié par le Bureau des Longi- 
tudes.” Paris: Gauthier-Villars. Price 1 fr. 50 c, 


" Graphical Determination of Sags and Stresses for Overbead 


Line Construction.“ Ву G. and M. Semenza. London: Hill 
Pablishing Co. Prioe 12s. 6d. net. 
t Proceedings of the South Wales Iustitute of Eagineers.“ Vol. 


XXX., No. 6. Cardiff: The Institute. Price 5s. 

" Electricity in Gases.“ By J. S. Townshend. Oxford: Clarendon 
Press. Price 14s. net. 

" Lockwood's Builders and Contractors' Price Book, 1915." By 
F. T. W. Miller. London: Orosby Lockwood & Son. Price 4s. 


German Cable Manufacturing.—A fresh development 


ів in contemplation by the conversion into a joint stock company 


of the Norddeutsche Kabelwerks—an undertaking which was 
formed by the Mix & Genest Telephone Co. about four years ago, 
with a capital of £15,000. The share capital of the reconstituted 
company, which bears practically the same title, amounte tc 
475,000, of which the Municipal Council of Neukölln, where a 
new factory is in course of erection, is reported to have subscribed 
£15,000. It is proposed to extend the scope of the company's 
manufactures, including the production of rubber core cables, and 
when the factory ie finished it will be possible to turn out all the 
manufactures of a modern cable works. 


Catalogues Wanted for India.—Messrs. Greaves, 
CoTTON & Co., who are opening a branch of their electrical depart- 
ment in Kerachi, invite our firms to send catalogues addressed 
to them at Karachi, India. 


Patent Application.—Mr. L. Brennan, C.B., has 
applied for restoration of Patent No. 26,034 of 1909, for Improve- 


` mente in means for imparting stability to unstable bodies.” 


Bankruptcy Proceedings.— W. WALKER (D. Smith 
and Co.) dealer in electric lamps, 2 and 3, Red Lion Court, Fleet 
Street, E.C.—Last day for proofs for dividend February 6th. Mr. 
E. S. Grey, Official Receiver, trustee, Bankruptcy Buildings, W. C. 

W. R. WEDGE, Albion Place, Northampton, lately carrying on 
business as electrical engineer in the Arcade, Northampton.—At 
the Northampton Bankruptoy Court, on Tuesday, the examination 
was adjourned sine di». 

A. WHITELEY, electrical and mechanical engineer, Llandudno.— 
First meeting, February 5th, at Crypt Chambers, Chester. Public 
examination, May 4th, at Bangor. | 


Calendars and Diaries,—MzrssBs. Haywarp-TYLer 
AND CÓ. Lrp., of 99, Queen Victoria Street, London, E C., have 
sent us one of their usual pocket diaries for 1915. Та addition to 
daily diary space there are some pages of engineering memoranda 
relating to water supply matters, and illustrated partioulars of 
the firm's pumping machinery. 

From the Hyatt roller-bearing department of Messrs. Broom 
AND WADE, LTD., High Wycombe, Bucks., we have received a scrap 
of card illustrating their bearings. When opened it turns out to 
contain a tiny calendar for 1915. 

Messrs. Toy & WINSLOW, of 58, Stockwell Road, Brixton, S. W., 


have sent us a desk calendar with monthly slips. 


Catalogues and Lists.—Messrs. LANDIS & Gyr, LTD., 
Elgee Works, Stonebridge Park, Willesden, N.W.—Leaflet illus- 
trating and giving connection diagrams of double tariff meters, 
with olock and hand control. 

Mrsses, Lacy-HULBERT & Co, LTD., 51, Victoria Street, 
Westminster, S, W.—Four new leaflets briefly describing, illustrating 
and giving prices of Boreas" air compressors, electric air com- 
preseors, electric blowers and rotary blowers. 

THE BENJAMIN ELECTRIC, LTD., IA, Rosebery Avenue, London 
E.C.—Four new sectional pablications in attractive and serviceable 
form. Мо. 500 gives particulars and prices of Marbella opal 
reflectors of the distributing and concentrating types; No. 601 
(24 pp.) details numerous Benjamin lighting specialities, such as 
wireless olusters, Edison screw devices, lampholders, xo.; No. 503 
(16 pp.) is devoted to a number of reflectors and fittings for shop 
window, show-case, and cornice lighting ; No. 502 is a 40-page 
pamphlet entitled “ Economical Industrial Lighting," and it gives 
full information concerning the Benjamin steel line of reflectors 
and reflector fittings designed for this class of illumination service. 
All of the publications are fully illustrated, and have the prices 
set out very clearly. 

Messrs. SIMPLEX CONDUITS, LTD., 116, Charing Croes Road, 
London, W.C.—16-page electric heating list containing illustrations 
and prices of a range of Plexsim luminous radiators, from one to six 


lights. Murray's patent radiators, the Plexsim electric heat pro- 


jector, and various designs of convectors operating upon the Sim- 
plex strip system. | 

MRSGRS. CROMPTON & Co., LTD., Chelmsford.—Leaflet describ- 
ing their “D” pattern portable moving coil instruments, am meters, 
voltmeters and combined volt-ammetere, and giving prices of same. 

Мквввв, Pass & SEYMOUR, INC., Syracuse, U.S.A.—Price leaflet 
in three languages giving particulars of Shurlock electric 
sockets. 

Messrs. THOMAS MITCHELL X Sons, LTD., Derby Street, Bolton. 
—100-page catalogue of the stock of second-hand machinery, 
boulers, engines, electrical plant, &c., that they have available. 

Messrs. JULIUS Sax & Оо, LTD., 244, High Street, New Oxford 
Street, London, W.C.—16-page catalogue of electric bell and light- 
ing accessories, Holophane glassware and fittings. 


Norway.—The Tinfos Electrical Iron Works, which are 
the only exporters of electric pig-iron in Norway, have lately had 
а number of inquiriee from abroad for the material. and, in fact, 
for more than the works are able to produce. To Danish motor 
manufactories and foundries the company has lately sold 1,700 tons 
of eleotrio pig-iron, and 350 tons to other countries. The company 
has also practically secured an order for 500 tons for Italy. 


Private Arrangements.—SPacGNoLETTI, LTD., elec- 
trical engineers, Goldhawk Road, Shepherd’s Bush.—The creditors 
of the above were called together last week at the offices of the 
liquidator, when it waa stated that the meeting had been held in 
pursuance of the provisions of the Companies’ (Consolidation) Act, 
the shareholders having passed a resolution for the voluntary 
liquidation. The liquidator stated that the company was regis- 
tered in August, 1907, with a capital of £20,000, there being no 
public isane. In October, 1907, there was adebenture to the extent 
of £10,500 issued, and & further issue of £2,000 general charge, 
including the, freehold land and buildings at Goldhawk Road. 
Another debenture was issued in December, 1913, in favour of the 
London County and Westminster Bank. The real object of the 
company going into voluntary liquidation was to get rid of the 
present name of Spsgnoletti and reconstruct the company. The 
sale of the whole of the asseta had been oonoluded, and 
the business had been taken over by the Park Royal 
Engineering Worke, Ltd, who would continue the business, 
The trade liabilities would be paid in full and the creditors 
would probably each receive a cheque in settlement before 
the end of the present month. No resolution was paesed, and the 
voluntary liquidation will, therefore, remain in the hands of the 
present liquidator. 

|^ (Continued on page 149.) 
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THE EDISON & SWAN ELECTRIC LAMP WORKS. 


Fus may come and firms may go—but few of us can J. W. Swan and T. A. Edison, in this country were 
remember when the Edison & Swan Co. came into existence, amalgamated, and the manufacture of incandeseent electric 
for from the earliest days of electric lighting the name of lamps was commenced under their joint patents. During 


this firm has been e the reign of the 
a household word, ! —;- — carbon filament, the 
and none of us is — JE — EN | “Royal Ediswan " 
e . 47 N Р ‘ A ' ў А 

likely to see it go, am “ie 8 ES E 1 lamp acquired and 
if we may judge by * E || a eS . maintained a repu- 
its present acti vity ; TW Nt | CM TITO РА emu er д ag е tation second to 


none, and the 
firm established 
branches in many 
provincial towns, as 
well asinthe British 
Colonies and South 
America. On the 
introduction of the 
tungsten filament 
a few ycars ago, 
the firm took up 
the manufacture, of 
the new type of 
lamp, first with 
the pressed ог 
squirted filament, 


long may it Я »urisb, 
and worthily may 
it continue to bear 
testimony to the 
splendid work 
accomplished by 
the two great 
pioneers whose 
names it proudly 
bears! Ill fortune 
has dogged the steps 
of many of the old 
firms which laid the 
foundations of the 
electrical industry, 
and not a few of 


them have suc- MOUNTING CARBON FILAMENTS FOR “ EDISWAN " LAMPS, and later with the 
cumbed to the drawn-wire fila- 
assaults of competition or the canker of internal dis- ment, and achieved equally satisfactory results. 

orders; the *'Ediswan" company itself has not escaped [t is a remarkable fact that, io spite of the high effi- 


the trials of adversity, but it has survived all perils, and ciency of the tungsten lamp, the demand for the carbon- 


FLASHING AND CHECKING CARBON FILAMENTS. EXHAUSTING TUNGSTEN LAMPS, 


now, with undiminished energy and renewed vitality, it filament lamp has suffered but little diminution, and 
appears to have entered upon an era of prosperity unsurpassed consequently on a recent visit to the works at Ponder's End, 
in its previous career. we found the carbon lamp department busily employed, the 


SEALING DRAWN-WIRE AND CARBON LAMPS. PHOTOMETER Коом, 


The firm was established in 1883, with a capital of one output from this branch amounting nearly to half the total 
million sterling, when the interests of the two invertors, output of Ediswan lamps. The question has often ben, 


е Е 


146 


THE ELECTRICAL REVIEW. ([Vol.76. No. 1,910, January 29, 1915. 


asked—who uses carbon lamps nowadays? The reply is 
that wherever lamps are exposed to rough usage, shocks, and 
vibration, the carbon lamp, which can be turned out at one- 
quarter the cost of the tungsten type, is still the most 
economical; the filaments are able to withstand an extra- 
ordinary amount of hard knocks, and the cost of renewals 
is comparatively trifling. Thus, carbon lamps are still em- 
ployed on warships, at collieries, and on some railways, and 
for portable lanterns on ships, in workshops, &c. 

The processes involved in the manufacture of incandescent 
lamps are now so familiar to our readers that we need 
not describe them 
in detail. In the 
Ediswan works we 
saw great quantities 
of cellulose fila- 
ments being 
squirted, hardened 
. and dried, passed 
through dies to 
render them uni- 
form in diameter, 
and carbonised ; 
bearing in mind 
the length of fila- 
ment in a lamp, and 
even allowing for a 
large percentage of 
waste, the amount 
of filament material 
prepared affords 
tome idea of the 
enormous output of 
the works. The 
filaments are sorted, 
moun:ed and flashed in the customary way, and the 
construction of the lamps otherwise calls for no com- 
ment, but the production of the bulbs is a different 
matter, for the Ediswan works is unique in that it is pro- 
vided with a glass-blowing department on the premises, in 
which the whole of the bulbs are manufactured. The 
company is fortunately situated in this respect, as the sup- 
plies of foreign bulbs used in this country were cut off on 
the outbreak of war. In addition to two large glass furnaces 
which have been in use for many years, a new and still larger 


WINDING AND MOUNTING METAL FILAMENTS, 


the halves of a mould which is quickly closed by a boy 
helper, and blows it out in the mould whilst rotating it, so 
that the joint of the mould leaves no mark on the bulb. 
The latter is withdrawn in a few seconds, ready for use. 
The workman displays remarkable skill and judgment in 
taking exactly the right quantity of glass and manipulating 
it so that the thickness of the walls is uniform. The 
largest bulbs for high-c.p. lamps are made in a similar 
manner, but the operation is longer and more difficult, 

requiring two heats. 
The whole of the process of glass-making is carried on in 
the works, from 


the raw materials 
—chiefly sand and 
| red lead—of which 


ad 
Á 


Ww 


Д ап abundant supply 
- is available; the 
| output of bulbs, 
SSE already numbering 
- some millions per 
annum, will be 
greatly increased by 
the addition of the 
new large furnace, 
but we understand 
that the whole of 
it will be absorbed 
by the Edison and 
Swan works. The 
construction of the 
glass furnaces— 
which some what 
resemble pottery 
kilns in shape—and 
the mode of setting 
and heating the pots in which the glass is melted 
and refined, are exceptionally interesting features of 
the works; the pots, for which a special quality of 
fire-clay is used, are made and ret by the expert staff 
of the company. The pots as well as the furnace have to 
be heated to a high temperature before the setting takes 
place, and the operations carried on under such arduous con- 
ditions make heavy demands upon the skill and endurance 
of the manager of the department and his assistants. 
Returning to the lamp-making works, we watched with 


EXTERIOR AND INTERIOR OFT EDISWAN GLASS WORKS. 


one, with 12 pots, has recently been built and put in 
operation; the original small furnace with which the 
company commenced its  glass-blowing operations 
more than a quarter of a century ago—has also 
been brought into use again after a long period of 
idleness. ‘The process of making a bulb is perhaps the 
most interesting of all the operations connected with lamp- 
making; yet it is exceedingly simple—to the spectator. 
The workman dips an iron tube into the pot of molten glass, 
which we believe is called ** metal," and withdraws it with 
a glowing lamp of plastic glass on the end ; after blowing 
it out a little, swinging and spinning it, he inserts it between 


interest the drawing of tungsten wire through diamond dies 
to the smallest sizes, and the subsequent processes of 
shaping, winding and mounting the filaments, which follow 
the usual lines. Besides the ordinary standard lamps, a 
variety of special types are manufactured by the company. 
from the tiny lamps for telephone switchboards to lamps of 
the highest candle-power. Various improvements have been 
introduced by the staff, whose prolonged and unique 
experience must be of the greatest value to the company, 
many of the experts having been associated with the firm 
almost from the commencement of its operations. The 
lamps are tested at various stages of manufacture, and the 
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photometer rooms are exceptionally well equipped, the pen- 
tane lamp being used as the ultimate standard of reference. 
Even where the balbs have been of British manufacture, 
it has been a common practice to import the vitrite and 
brass caps; this company, however, has made itself inde- 
pendent of foreign aid in this respect also, by installing 
machinery for the manufacture of the caps, so that every 
part of an Ediswan lamp is entirely British made. The 


THREE-PHASE PLANT AT ASHTON-UNDER- 
LYNE. 


DURING the last few years electricity supply has made great 
headway in the industrial and manufacturing areas of this 
country. This is particularly true of the Lancashire cotton 
manufacturing districts, in which the demand for greater 


FINISHING DEPARTMENT AND STOCK Room АТ " EDIS WAN WORKS. 


accompanying illustrations show some of the departments of 
the lamp works; but the company, in addition to lamps, 
makes a variety of instruments, switchgear, heating appa- 
ratus, &c., and its other departments are working at high 
pressure in the execution of important contracts. Owing 
to the needs of the Government, which have absorbed a 
large proportion of the company's products, the effect of the war 
has been not to reduce, but to redouble the activity of the works, 


facilities in the matter of electric driving in mills and fac- 
tories has led to a very general adoption of three-phase 
generation and distribution on the part of the municipal 
electricity suppliers in the vicinity of such works. 

New three-phase power stations are springing up and others 
are projected, while the same type of plant is making its 
appearance, even in small areas where a power load is in 
prospect. 


INTERIOR OF ASHTON-UNDER-LYNE CORPORATION GENERATING STATION, NEW THREE-PHASE TURBINE PLANT IN FOREGBROUND, 


and every effort has been and is being put forward to cope 
with the extraordinary demand for Ediswan manufactures ; 
the buildings are being extended and additional machines in- 
stalled for this purpose. The empioyés number about 2,500. 

[n expressing our thanks to the directors for the opportunity 
of visiting the works, and to the staff for the kindly courtesy 
with which we were shown the various processes, we add the 
hope that th» present prosperity of the company may be main- 
tained not only during the war, but also into the distant future. 


In many of the smaller industrial centres, the domestic 
lighting load, under present conditions, offers little scope 
for development, and the acquisition of a power load is the 
best means of placing the supply undertaking on a firm 
basis, and thereby improving the conditions of supply all 
round. 

As an example of work carried out on these lines, we may 
refer to the recent developments in connection with tke 
Ashton-under-Lyne Corporation electricity undertaking. 
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In 1910 when the question of extensions was being con- 
sidered, it was decided to start a three-phase alternating- 
current supply, and for this purpose a Willans exhaust steam 
turbine coupled to a 400-Kw. Peebles alternator, and a 400- 
KW. Peebles motor-alternator were installed. 

The area up to 
that time had been 
supplied on the 
three - wire direct- 
current system and 
the Willans turbine 
operates on the 
exhaust steam from 
three Browett- 
Lindley direct- 
current sets, and in 
conjunction with 
an Allen counter- 
current jet con- 
denser, with a 
capacity of 25,000 
lb. of steam per 
hour. The con- 
densing water is 
passed through a 
Blasberg cooling 
tower of 125,000 
gallons per hour 
capacity. 

The installation 
of this plant took 
all the available 
space in the then E es 
10 buildings, ' | 
and, further plant 


The coal elevating and conveying plant for filling the 
bunkers was supplied by Messrs. R. Dempster & Sons. 

As there is no natural source of water on the site, all the 
water for condensing and boiler feed purposes is pumped 
from a borehole, some 500-600 ft. deep, being subsequently 
treated in a Kenni- 
cott water softener 
of 5,000 gallons 
per hour capacity, 
and passed to the 
cooling-tower plant. 
The feed water is 
drawn from the jet. 
condenser discharge 
on its way to the 
cooling towers, and 
passed through a 
feed heater — into 
which the pump 
exhausts are turned 
—prior to passing 
through the econo- 
misers. 

T wo 6,000-gallon 
Nichols steam feed 
pumps form part 
of the new ex- 
tension. 

An addition was 
also made to the 
engine-room build- 
ing, in which two 
1,500-кж. B.T.H. 
three-stage Curtis 
turbines running at 


being required, a THREE-PHASE Н.Т. CONTROL Вольр, ASHTON-UNDER-LYNE, 3,000 R. P. A. on 


large extension 

scheme was put in hand, and has been in use for some months. 
. This comprised a boiler house to hold five 9-ft. diameter 
Lancashire boilers, with Goodbrand economisers and a 
chimney to deal with the gases from ten boilers; the 


DANGER 
1000 VOLTS 
— 


THREE-PHASE OIL SWITCH CUBICLES ON GALLERY, 


boilers are equipped with Sugden superheaters and Triumph 
machine stokers, the hoppers of which are supplied with 
coal by small Bennis elevators—one to each boiler. The 
elevators are fed from a 1,000-ton coal bunker facing 
the boilers, and pass up over the firing floor to spouts 
leading to the stoker hoppers, this arrangement being 
similar to that adop:ed in the original boiler plant. 


steam at 145-10. 
pressure are installed, each driving a three-phase alternator 
for supplying 3,300-volt, 50-cycle current and a direct- 
coupled 16-Kw. exciter. The cooling air for the alter- 
nators is passed through Balcke dry air filters in the 
basement. 

The condensing plant is installed in an open well between 
the two turbine sets, each of which exhausts into an Allen 
counter-current jet condenser, the steam-driven pump set in 
connection with which consists of a 65-н.р. Allen tandem 
compound engine driving a centrifugal extraction pump and 
a geared two-throw air pump. 
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ONE OF THREE SIMILAR ALLEN CONDENSING PLANTS AT 
ASHTON- UNDER LYNE. 


© То economise space in the engine room, the condensers 
have been erected in the boiler house, into which the mam 
exhaust pipes are led. * 
The 9 8 5 bodies are cylindrical in shape, o! riveted 
steel, and provided with internal perforated steel trays А 
insure intimate mixing of the steam and water. y 
condenser is supplied with a butterfly valve and float fo 
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controlling the quantity of injection water and to safeguard 
against flooding of the condenser and turbine should the 
water extraction pump fail. 

The air pumps are of the single-acting Allen-Edwards 
type, speed 150 R. P. M., driven through a cast-iron spur 
wheel and paper pinion on the engine shaft, which runs at 
‚500 R. P. v. The centrifugal water extraction pumps are 
arranged to deliver over the top of cooling towers. 

These condensing plants are similar to the earlier one 
provided for the exhaust turbine set, and will deal with 
25,000 lb. steam per hour, giving а 27}-in. vacuum with 
condensing water at 80° F. The centrifugal pumps are 
each rated at 115,000 gallons per hour, and to meet the 
farther requirements of this plant a Davenport cooling tower 
was installed, of similar size to that previously mentioned. 

As an additional link between the alternating and direct- 
current plant, a 500-Kw. Westinghouse six-phase rotary 
converter is installed, speed 750 R.P.M., together with a 
550-KW. transformer, the whole of the three-pha:e plant 
being controlled by B. T. H. oil switchgear installed in a 
recess on one side of the engine room. 

This H.T. switchgear consists of an operating board stand- 
ing slightly above engine room floor level, with the oil 
switches, two sets of bus-bars, &c., in cubicles mounted on 
a gallery above. The oil switches are designed to break 
10,000 xw. safely, and are mechanically operated. The 
operating board of the usual B.T.H. type includes panels 
for the three turbine sets and four feeders; an intercon- 
nector panel for the bus-bars fitted with a Tirril regulator; 
and panels for the motor-alternator and rotary converter. 

Our views give a good idea of the new three-phase 
plant, and some indication of the original engine-room, 
with a modern 500-Kw. Belliss direct-current set con- 
spicuous in the background. Amongst the consumers on 
three-phase supply are cotton mills, rubber works, cake 
factories, a colliery, &c., which are supplied both by under- 
ground and overhead mains, the contracts for which have 
been carried out by the British Insulated & Helsby Cables, 
Ltd., and the Mackintosh Cable Co. 

At the present time the three-phase load is increasing 
rapidly, as the following figures indicate :— 


One week. General Tramway Three-phase One week. . 

December. supply. supply. supply. Total. 
1913 44,315 984,850 18,537 97,702 
1914 44,698 32,329 83,478 160,505 


As to the effect of the new plant on the operation of the 
station, it is worth noting that the coal consumption per unit 
delivered to the mains has fallen from 53 —6 Ib. to 3:70 lb., 
the latter figure representing a cost of 198d. per unit 
(with coal at about 10s. per ton); the generating costa 
as à whole are about 43d. per unit. 

The full load steam consumption of the new turbine sets 
on test was 16:38 lb. per unit, and erected on site under 
normal working .conditions on two-thirds load, including 
steam range and auxiliary engine losses, amounted to 
18:05 Ib. per unit. 

The extensions as & whole, buildings and plant, have cost 
some £37,000, equivalent to £10°1 per Kw. of generating 
plant installed. 

For the particulars and figures which we quote, we are 
indebted to Mr. Neville Appelbee, the electrical engincer to 
the Corporation, on whose advice the introduction of three- 
phase supply has been carried ont. 

Tbat his anticipations have been amply realised, may be 
gathered from the fact that the growing demand on the 
station pointe to the necessity of installing another turbine 
set almost immediately, which will have a larger output 
than the existing ones, and will take the place of some of 
the earlier reciprocating plant." 

In conclusion, our thanks are due to Mr. Appelbee for 
80 readily assisting us in the preparation of this short 
article. 


— M 


Fire.—A Reuter dispatch from Trenton, New Jerseyt 
states that damage to the tune of £200,000 was done by a fire 
which broke out on January 19th at the plant of John A. Roebling, 
Sons & Со. The company was making insulated wire for telegraph 
and telephone field service and trace chains for artillery. 
Incendiariem is suspected. 


BUSINESS NOTES. 


( Continued from page 144.) 


Catalogues Wanted in Spain.—Firms dealing in 
electric railway material and accessories for tramways, are invited 
to send catalogues and particulars of export prices to Mr. B. 
Abraldes, Carral No. 9—1°, Vigo, Spain. 


For Sale.—Halifax Corporation Electricity Committee 
has for disposal by tender one 30 ft. by 9 ft. Lancashire boiler, 
with sprinkler etokers and superheater. Particulars are given in 
our advertisement pages to-day. 


LIGHTING and POWER NOTES. 


Aberdeen. — Restrictep Ілонтіхс. — The Lighting 
Committee of the T.C. reporte that owing to the curtailment of the 
public lighting there was a saving of £968 on the electricity 
account up to the end of December. The total amount saved in 
both electricity and gas since August last amounted to £2,000. 


Barnet.—InrinmarRy LicnTiING.— The B. of G. has 
considered the offer of the North Metropolitan Electriv Power Co. 
to supply energy in bulk to the new infirmary, at Id. per unit, 
with an additional fized charge of £50 per annum, the company 
undertaking to lay cabling in duplicate, free of cost, and has finally 
decided to adhere to the original intention to supply its own energy. 
The question of an agreement for an emergency supply of current 
in case of necessity was referred to a committee. | 


Belleek.—E.L. ScHEME.— The Fermanagh О.С. has 
granted permission to the Belleek R.C. to erect the necessa; y poles 
for the proposed electric lighting of the town; the power will be 
supplied by the Belleek Pottery. 

Blackpool.—A temporary failure of the electric light 
on January 20th was caused by the bursting of a water main, 
which had the effect of flooding an electric light chamber near 
the oentral station. The motor fire engine very speedily cleared 
away the water. 

Boston.—Prov. Orprer.—The R. D.C., having been 
asked to consent to the application of the Boston and District 


Electric Supply Co. for a prov. order for E. L., has decided to see, 


what is done in the matter by the Boston Corporation. 


Bury.—OVERHEAD MAIxS.— Application is to be made 
to the B. of T. for permission to erect an overhead electrical line 
for the purpose of a bulk supply to Heywood. 


Chapel-en-le-Frith. — WORK HOSE Ілонтіхо. — The 
B. of G. has decided to obtain an estimate for an E.L. installation 
at the workhouse. 


Chertsey.—The R.D.C. has been informed that the 
B. of T. intends granting an order to the Woking Electricity Supply 
Co. Ltd., permitting it to supply eleotricity in bulk to the Ascot and 
District Electricity Supply Co. The Council has decided to inquire 
from the Woking Co. what its proposed charges for current are. 


Chipstead.—The Surrey County Council is advised by 
the Parliamentary Committee that, for its own protection, it should 
have Clause 14 of the Electric Lighting (Clauses) Act, 1899, 
inserted in the Chipstead and District E.L. Prov. Order, applied 
for by Mr. G. Allom. : 

Cleethorpes.—Prorosep Loan.—The D.C. has decided 
to apply to the Pablic Works Loan Commissioners for a loan for 


electricity purposes as follows: — Mains, £7,870; services, £965 ; 


cut-outa, £148 ; awitchboarde, &3., £198 ; meters, £819. 


Colwyn Bay.—PvusLic Licutinc.—The U.D.C. has 
decided to utilise high-power electric lamps inatead of gas for 
lighting the portion of Abergele Road oontaining business 
premises, and the business part of Old Colwyn from Church 
Walks to the Ship Hotel. 


Continental.—Spain.— A Royal Order, under date 
December 14th, authorises the Sociedad La Riverena, of Duero, to ex- 
tend its distriba'ion network, to include the towns of Aranza. Jumiel 
de Hizan, La Aguilera Vilalba, and other localities in the Spanish 
Proviace of Burgos. Similar authorisation is accorded to the 
Sociedad Anonima El Porvenir to the towns of Quintanills, 
Sobre»ierra, Masa and Sedano, in the same province, through the 
medium of a sub-station to be erected. 

The Sociedad Anonima Union Industria is the style of a com- 
pany formed at Villanueva and Geltru, Spain, for the erection 
of works for the supply of gas and electricity. 

A concession has been secured to supply electric light and power 
to the towns of Carino, Mera, San Claudio, Ortiquéira and Cedeira, 
in the Spanish Province of Coruna. 

Crayford.— The P.C. has received amended terms for 
lighting by electricity from the West Kent Electric Co., which is 
supplying houses on the estate at Barnes Cray with current. The 
new terms have been referred to the Lighting Committee for 
consideration, 


\ 
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Coventry.— The Sub-Committee of the E. L. Com- 
mittee, having inspected the dust-catching arrangement installed 
in connection with the dust destructor at Poplar, recommends 
that а similar arrangement be installed in connection with 
the forthcoming extehsions at the electricity works. 

„The Electricity Committee has approved of the amended terms 
for the use of water from the Coventry Canal Co. for condensing 
purposes, The payment by the Corporation isto be £325 per annum 
for the present plant plus £20 per annum for each additional 
3,000 kw. of plant installed. A Sub-Committee was appointed to 
consider as to the terms upon which electricity could be suvplied to 


the workmen's cottages at Stoke in connection with the Leicester 
Street re-housing scheme. 


Dover.—The T.C. has decided to have the drainage 
works lighted by electricity. 


Durham.—Scuoot Licutrnc.—The С.С. has decided 
to have the E.L. installed at the County Industrial Schools, 


Earlstown (Lanes.).—E.L. Scueme.—The D.C. has 


appointed Mr. E. M. Lacey oonsulting engineer in connection with 
the electric lighting scheme. 


Edinburgh. — Hirinc CLArskS, &c.— The T.C., by 
20 votea to 13, decided to delete clauses 66 and 67 in the Corpora- 
_tion’s prov. order, which proposed to give power to let on hire 


eleotrical appliances and to open showrooms in the city for this 
purpose. 


Epping.—The U. D. C. has decided to oppose the London 
Electricity Bill. 


Grimsby.—Proposep Loans.—The T. C. is recommended 
to apply to the L. G. B. for sanction to borrow £5,000 for a new 
battery, £4,000 for maine, and £2,000 for services, 


India.—The Ahmedabad electricity generating station 


is now almost completed, and it was expected to commence the 
supply this month.— Times of India. 


Leek.—The Electricity Committee recommends, as an 
alternative to the existing soale, that current for power purposes, 
be offered at a payment of £1 178, 6d. per quarter per Kw. of maxi- 
mum demand, plus one-third of a 1d. per unit for all current used, 
The maximum price per unit under this scale not to exceed the price 
under tlie original scale; and that the flat rate of 2d. per unit for 


heating and other domestic pur ses (other than lighting) be 
reduced to 14d. per unit. pup e 


London. —WooLWICRH.—On account of restricted light- 
ing the electricity department has allowed £180 off the Corpora- 
tion's lighting account. Petitions are to be lodged against the 
two London Electric Supply Bills. The Finance Committee has 
considered a report from the borough treasurer on the question of 
| the accelerated loan repayments in respect of the loans outstanding 
on plant at Plumstead electricity works, which under Sir John 
Snell's first report, in which he proposed the closing down of the 
Plumstead station, was to be replaced and become obsolete. The 
borough treasurer points out that Sir John Snell in his final report 
advised that the Plumstead station should not now be shut down 
entirely, but continued in use by the destructor steam only, and 
to otherwise hold the plant as for reserve purposes. The Council 
has decided to ask the L. C. C. to accept the ordinary reyayments on 
the original loans in respect of the plant at Plumstead works, 
and to syspend the operation of the deed entered into on April 7tb, 
1913, for the acceleration of repayments within the next three 
years, having regard to the altered circumstances in connection 
with the Council's proposals in which the plant at Plumstead 
works will be kept in use. 

BATTERSEA.—The Electricity Committee recommends that 
during the time restrictions on outside lighting are in force, a 
reduction of 76 per cent. be made in the contract charges ia 
respect of hire and maintenance, &o. of lamps installed out - ide 
premises, subject to the condition that the period of the agree- 
сезе be extended by the period during which the restrictions are 
n force. & 

The B.C. is recommended to present petitions against the 
London and District Electricity "Supply Bill and "the London 
Electric Supply Bill: 

The L. C. C., as a result of its inquiry whether the В.О.в were in 
favour of the unification of electric supply in and near London 
and the terms on which they would be prepared to endorse the 
Council's scheme, finds four Councils opposed, 10 asking for post- 
ponement, and that five gave indefinite replies, 

SOUTHWABK.—The В.О. has been recommended. in order to 
CAD a locus standi, to oppose the two London Electric Supply 

е. 

HACKNEY.—The Finance Committee recommends the B.C. to 
accept the offer of the L. C. C. to advance £10,000 on account of the 
loan applied for in respect of expenditure on mains, and that appli- 
cation be made to the L C.C. for sanction in writing to the borrow- 


ing of the sum of £22,652, being the balance of the amount 
sanctioned. 


Masham.—E.L. ScREME.— The U.D.C. has concluded 


ап agreement with the promoters of a scheme for supplying the 
district with the electric light, Pp ying 


Nantwich.—Prov. ORDER.—The Crewe Corporation has 
asked the R. D.C. for its consent to the granting of an order by the 
B. of T, authori-ing the Corporation to supply Wistaston Manor 
and other places in the township with electricity, which would 
aleo be available for street lighting. 


i 


New Zealand.—The Timaru Borough Council has been 
offered a supply of power from Lake Coleridge at £6 per H.P. per 
annum. It ів not stated whether this is on the maximum installed 
power or on thé average power used.— New Zealand Shipping and 
Commerce, 


Plymouth.—Recerpts AND EsTIMATES.— The return 
for the three months ended December 31st of the Prince Rock 
section of the Corporation electricity undertakigg shows receipts 
£9,298, compared with £9,518 in 1914; 888,996 units were sold 
as against 901,843 units in the corresponding period of last year. 
The Electricity Committee anticipates an expenditure in the next 
financial year on public lighting in the Plymouth area of £7,763, 
Devonport area £5,010, and Stonehouse area £965, a total of 
£13,738. The estimates for the electricity undertaking were for 
the Princes Rock section an income of £32,110, as against 232,750; 
and a net profit of £2.066, out of which it was proposed to spend 
£1,800 on meters, mains, service transformers, &, carrying £286 
to the reserve, For the Ker Street section, the estimated income 
was £23,164, as against £22,599, and a net balance of £1,759. On 
capital account on the Ker Street section it was decided to provide 
an expenditure of £4,500. | 


South Africa.—The Durban Corporation has decided 
to appropriate a eum of £350,000 from the £960,000 loan for 
public works, for the extension of the water supply, electric light- 
ing, tramways, telephone system, and other municipal enterprises 
— Board of Trade Journal. 


Street.—E,L. ScHEME.—A limited company is to be 
formed at once for the purpose of carrying out the electric lighting 
scheme. Messrs. Christy Bros. are to take over the public lighting 
on an agreement for 10 years at £2 per lamp per annum, 


Walthamstow.—New TURBINE PLANT.—The Light- 
ing Committee has decided to enter into a contract with the 
Brush Co. for the supply of а 1,500.kw. Ljungstrom tur- 
bine, at £6,996, the contractora to agree to open out the turbine 
for inspection at the end of 12 months, it being understood that 
the turbine will not be taken over if the blading shows any appre- 
ciable signs of wear, the contract to further provide that the set 
will be replaced by a 1,500. Kw. disk and drum turbine in accord- 
ance with the tender for that type of plant, should the Ljung- 
strom set fail to comply with requirements, 


West Ham.—LiNkiNG-UP PRoPosaL. —The electrical 
engineer has been instructed to report on the possibility of linking- 
up with the Poplar electricity undertaking for mutual supply 
purposes. 


Willesden.—Owing to the shortage of carbons, the 
Electricity Committee proposes to convert as many as possible of 
the existing arc lamps to metal-filament lamps. The engineer was 
instructed to obtain quotations for insurance against loss by fire of 
apparatus which had been loaned out to consumers. The Council 
has been recommended to petition against the London Electric 
Supply Bills. As the Council's agreement with the North Metro- 
palitan Electric Power Supply Co. expires on March 3186, 1918, the 
Electricity Committee is of opinion that the electrical engineer 
should be ínstru»ted to report generally upon what terms the 
agreement may be renewed for a further period of seven years, and 
also alternatively to submit preliminary plans and estimates for the 
erection of a new generating station, either on the site acquired by 
the Council for the purpose, or any other suitable site. 


Worksop.—The Traders’ Association has forwarded to 


the U.D.C.,a resolution of protest agaiast the suggestion of the 
Lighting Committee to embark upon municipal trading, on the 
ground that it would be detrimental to the interests of the indi- 
vidual traders of the town. The mater has reference to the 
decision of the Council to support the Ball of the I. M. E. A. 


Yorkshire Electric Power Bill.—The Birkenshaw 
Council has decided to recommend the West Riding C.C. to safe- 
guard the interesta of the local anthority by reserving to it the 
right at any time to supply power іа the district ; the Bingley 
Counoil has decided to lodge a petition against the Bill in respeot 
of East Morton, and the Brighouse Corporation has resolved to 
oppose the Bill. . ; 


TRAMWAY and RAILWAY NOTES. 


Aberdeen, —Р.А.Ү.Е. Cans.— Some time ago, residents 
in Mannofield and district petitioned the T.C. urging the discon- 
tinuanoe of the P.A.Y.E. cara, but the Corporation Tramways 
Committee recommended that as the new plan had only been in 
operation for a few months no action be taken. The matter is 
not ended, however, as the Town Council is to receive a deputa- 
tion at its next meeting, and notice of motion has been given that 
the system be abolished on all Corporation cars. 


Argentina.—The Buenos Aires City Council has con- 
ceded to the Auglo-Argentine Tramway Co. а period of one year 
. in which to commence the work on the subterranean line from 
Retiro to Constitucion ; this period to commence when peace has 
been officially stipulated between the various nations, The pro. 
rogue is granted under the express condition that the construc- 
tion of the line will terminate within a period of two years after 
commencement, failing which the fines provided for in the con- 
cession will be applied. Review of River Plate. 
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Blackpool.—Parcrers System.— The Corporation is 
introducing a tramway paroels system, to come into force оп 
February 8th. It was hoped the system would extend to all the 
Fylde tramways, but as arrangements have not been made with 
the Fleetwood Co. the service will only apply to Blackpool Cor- 
poration and Lytham and St. Anne's tramways. ~ 


Continental. — IraLy. — By a supp'ementary agree- 
ment, the company which secured the concession in December, 
1910, to construct the steam railway from Umbertide to Todi and 
Terni, has been empowered to substitute electric for steam traction. 
The company proposes to adopt the single-phase system at 
1,000 volta and 25 periods. The estimated cost of the installation 
ie 21,220,000 lire. The Government contributes a subsidy of 9,600 
lire per km. for 50 years. 

SrAIx.—Applioation has recently been made to the Spanish 
Government for a concession for the construction and working of 
an electric tramway between Madrid and the Escorial, which is 
largely visited by touriste during the summer season. 


Croydon.—The B.C. has sanctioned tramway improve- 
ments at an estimated cost of $2,957—-& new loop each for the 
Addisoo mhe and Norwood routes, and the provision of an auxiliary 
feeder for the latter. 


Dewsbury,—TRAMWAY EXTENSIONS.—The ratepayers 
have approved the clauses in the Corporation's Parliamentary 
Bill relative to the spending of £8,190 for the purpose of proposed 
tramway extensions ; £7,535 for the purchase of land and the pro- 
vision of a depó* for tramcars and omnibuses, and £200 for the 
electrical equipment of the tramway. 


Elland.— TRAMWAY EXTENSI NS.— The U. D. O. has 


decided to support the Halifax Corporation's proposed Tramway 
Bill, so far as it relates to the extensions to Elland. 


Halifax, — PROPOSED TRAMWAY EXTENSIONS. — The 
statutory meetiog of ratepayers held to consider the Corpora tion 
Bill sanctioned the extensions to Elland (£22,931) and Stainland 
(415.463), but 5 the proposed extensions to Ripponden 
(£20,293). Approval was aleo given to the suggestion to double 
the track from Stump Cross to Shelf (£10,349), which wopld 
enable through cars to be run between Halifax and Bradford. 


Hudderstield. — NINE Monrus’ :WoBkING. — The 
receipts of the Corporation tramways for the nine months ended 
December 318% last amounted to £96,654, as against £88,235 for 
the corresponding period of the pre vious year. The total working 
expenditure has been 352 303, compared with £448,957, and the 
gross surplus is £44,351, compared with £39,278. Interest on 
capital, redemption of debt, Ko., absorb £19,378, and after pro- 
vision has been made for depreciation at 3 per oent., there is a net 
surplus of £13,913, oompare i with £9,995. The reserve or renewals 
acconnt stands at £20,079, compared with a balance brought 
forward of £30,978. 

The Finance ‘Committee is to be asked to sanction the provision 
of £60,000 for capital expenditure on the Elland and Maraden 
tramway. extensions, 


London.—L.C.C.—The Highways Committee recom- 
mends the entering into an arrangement with the London Electrio 
Supply Corporation for a farther supply of power up to 3,500 Kw. 
to the tramways, at £3 a KW. a year, plus ‘4d. per unit, for a period 
of at least six months. If after six months the power is required 
as stand-by, the charge will be £2 a KW. a year. The oosts of 
cables, ducts, & X, for coupling up to the Daptford station will be 
some £6,850, 


Plymouth.—Proros: р LOAN.— The Tsi Com- 
mittes has recommended the T.C. to apply to the B. of T. for a loan 
of £5,000 for the provision of six additional tramway cars. 


Rhondda. — Tramway EXTENSION. — The estimated 
expenditure to be incurred by the U.D.C. in connection with the 
construction of new tramways and extensions, as proposed in the 
Council's Bill, is £25,567 and £2,400 for equipment. 


Rotherham.—PRoPoseb TRAMWAY EXPENDITURE.— 
In the proposed 
penditure of £9,108 for motor-omnibus services outside the borough, 
and £55,789 for the construction of over 54 miles of tramways to 


Maltby. 
Southend-on-Sea.—The Corporation has deferred con- 


sideration of tenders received for the supply of three motor-'bue 
chassis pending the result of inquiries into the use of electrically- 


propelled vehicles. 


U.S. A. —Aocording to the, Electrical World, the official 
statement attributes the recent fire in the tunnel of the 
Interborough Rapid Transit Co., New York City, on January 6th, 
to a short circuit on certain feeder cables in manholes on either 
tide of the subway in Fifty-third Street. Practically all the cables 
were short-circuited aud destroyed, creating considerable gas and 
moke from the insulation ; at the same time owing to the tripping 
of the circuit-breakers, power was cut off the third rail and the 
trains were stopped.. As our readers are aware, many people were 
bed up in standing trains, several hundred being overcome by the 
fumes from the burning insulation and removed through manholes 
wd gratings in the street, Moreover, 200 people were а in 
the panio which ooourred, one fatality being reported. | 


Parliamentary Bill provision is made for an ex - 


The trouble ooourred at about 8 a.m., and by 4 p.m. the system 
was repaired sufficiently to operate local trains, and normal service 
was restored early next morning. 

ELECTRIC VEHICLE SAVING8,—4Às the result of the experience 
of Messrs. Marshall Field & Co., of Chicago, with a fleet of more 
than 200 electric trucke and vans, Mr. Stanley Field states that 
with electric trucks operating at a cost of $8 a day, the firm are 
о perform delivery service which cost 813 а Е with de 


TELEGRAPH and TELEPHONE NOTES. 


Canada.—The new automatic telephone exchange at 
Medicine Hat (Alberta) is now in operation. The exchange 
equipment is designed for 2,000 subscribers, while the outside cable 
construction provides for 3,000. In the new building twice as 
many subscribers can be accom modated. 


Censorship of Telegrams.—In the course of a letter 
from the Secretary of State, Mr. Bryan, to Mr. Stone, Chairman of 
the Senate Foreign Relations Committee, defending the neutrality 
of the United States in the European War, the Secretary states 
that “ the reason that wireless messages and cable messages require 
different treatment by a neutral Government is as follows :—Oom- 
munications by wireless cannot be interrupted by a belligerent. 
With a ярайды а cable it is otherwise. The possibility of cutting 
a cable existe, and if a belligerent possess-s naval superiority a 
cable is cut, as was the German cable near the Azores by one of 
Germany'a enemier, and as was the British cable near Ё 
Island by a German naval force.’ Since а cable is subject to a 
hostile attack, the responsibility falls upon а belligerent and not 
upon a neutral to prevent cable communication. - 

" A more important reason, however, at least from the point of 
view of a neutral Government, is that messages sent out from a 
wireless station in neutral territory may be received by belligerent 
warships on the high seas. If thess messages, whether plain or in 
cipher, direct movements of warships or convey to them informa- 
tion as to the location of an enemy's public or private vessels, the 
neutral territory becomes a base of naval operations, to permit 
which would be essentially unneutral. Asa wireless message can 
be received by all stations and vessele within a given radius, every 
message in cipher, whatever ita intended destination, must be cen- 
sored. Otherwise military information may be sent to warships 
off the coast of a neutral country. It is manifest that a sub- 
marine cable is incapable of becoming a means of direct communi- 
cation with a warship on the high seas; hence its use cannot as a 
rule make s neutral territory a base for the direction of naval 
operations.“ — Times. 

Norway.—The plant for the Stavanger trans-Atlantio 
wireless station, which had been ordered in England, was ready a - 
long time ago at, the manufacturer's works, bat when the war 
broke out the shipment of it was prohibited. The Norwegian 
Government has, however, succeeded in getting the embargo 
removed, and recently there arrived in Norway 142 cases of 
materials, including the receiving appsratus for the main | etation 
at Marland, and the bulk of the machinery for the same as well as 
for the aub-atation, The buildings at both places are nearly com- 
pleted, and the work of installing the machinery will be commenced 
at onoe. 

In the vicinity of Christiania a large wireless station is also 
going to be erected for the purpose of communicating with 
Sweden, Denmark and Russia. In the next Budget the Govern- 
ment will ask the Storthing for a sum of £5,555 for thie station 
as a beginning. 


Telegraphic Interruptions.—The great snowstorm of 
Friday lest brought down telegraph and telephone wires in all 
directions, and caused serious interruptions throughout the Home 
Counties, The trunk telephone wires were particularly affected. 
Most of the damage was repaired daring the week-end. Many 
overhead telephone wires were brought down in London by the 
damp olinging snow, and in some cases roof standards were dfs- 
placed. Further damage took place on the following days, owing 
to falls of snow from roofs on telephone wires, 


“ Wireless" Wire,—It is reported that the Germans 


have seized £2,000 worth of copper from the Belgian Govern- 
ment's wireless installations in Brussels. 


е 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— BRISBANE.—March 10th. N de 
power board, &o., for Postmaster-General. See Official Notices " 
January 15th. 


Aylesbury.—February 6th. U. D.C. Supply of electric 
motors to consumers (hire-purobase agreement). See ‘Official 
Notices" January 22nd 


——.—— ſ— —— (Z—— — — m 3ай 


—————————ñ———᷑:P̃ 


152 


THE ELECTRICAL REVIEW. 


[vol. 76. No. 1,940, JANUARY 29, 1916. 


Blackburn. — February 13th. Corporation. Twelve 
months' supply of stores, including a number of electrical items, 
for the Electricity Committee. See " Official Notices" to-day. 


Bolton. — February 11th. Corporation. Low-tension 


enb-atation switchgear, for the Bistrot Department. See 
“ Official Notices January 8th. 


Bristol.—February 11th. Twelve months' supply of 


carbons, joint, junction and fuse boxes, wattmetere, ampere-hour 
meters, boiler castings, globes, &o. See "Official Notices " to-day. 


Cardiff.—February 22nd. Installation, 750 points, at 
New Technical Institute, Cathay's Park, for the City Council. 
See "' Official Notices ” January 2204. 


Colchester, — February 6th. Corporation. Twelve 
months’ supply of stores, including lighting fittings, car equip- 
ment, overhead equipment, cable, Ko. See “Official Notices” 
January 22nd, 


Darlington.— February 2nd. Corporation. Alternative 
tenders for 2. 000-K W. and 3,000 Kw. turbo-alternators; separate 
tenders for condensing plant. See Official Notices” January 15th. 


Dover. —Tram-rails, for the T. C. Deputy Borough 


Surveyor. 


Dundee.— February 1st. Corporation. Supply of 15-ton 
overhead travelling crane for Walton electric sub-station. Specifi- 
cation from Mr. H. Richardson, Engineer, Electricity Department. 


Halifax.—February 15th. Corporation. Twelve months’ 
supply of stores, including lighting fittings and electrical accea- 
sories, cables, telephone wire, meters, &3, See ‘Official Notices 
January 22nd. | 


Helsby.— The Parochial Committee, having heard a 
report on the electrification of the water and sewage stations, is 
obtaining tenders for the work from two local firms—the ВІ. and 
Helsby Cables, Ltd., and the Mersey Power Co. 


Hong Kong.—February 3rd. No. 5, steel structural 
work; No. 6, ooal-handling plant. Specifications, &c., EI each 
(returneble), from Messrs. Preece, Cardew & Snell. 


Leeds.—February 20th. Corporation. Twelve months’ 
supply of stores, including cable, mains boxes and fittings, jointing 
aud insulating material, electric lamps, fittiogs, &c., for Electric 
Lighting Department. See "Official Notices" January 22nd. 


London.—BERMONDSEVY.— February 5th. B.C. Twelve 
monthe’ supply of carbons and brushes, cable and jointing 
material, stoneware conduits, meters, demand indicators, main 
fuses, oils. metér boarde, street frames, covers and joint-boxes. See 
" Official Notices" January 22nd. | 

L.C.C.—February 10th. Installation (184 wiring points, 246 
ри points) at Scawfell Street Elementary School, Hackney. 

" Official Notices " to-day. 

"The L C.C. is resonimended to invite tenders for the supply of 
tramway fittings, equipment, &o., for 1915-16, and for a ventilating 
fan, for the Streatham sub- station. 

St. Pancras.—February 15th. B.C. Arc lamp carbons, for the 
Electricity Department. See Official Notices” to-day. 

Вт. MARYLEBONE.— February 17th. Stores, including meter- 
boards, casings, &c., cables, box compound and insulating materials, 
&o., for Electricity Department. See Official Notices to-day. 


Manchester.—February 3rd. Education Committee. 
Complete electric light and bell installation at the Alice Briggs 
Heme, Heaton Mersey. Specification, &c., 218. (returnable), from 
the Education Offices, Deansgate, Manchester, 

(a) Electrically - operated elevator; (b) electrically - operated 
screening plant in connection with Davyhulme S:wage Works 
extensions. Specifications (£3 38. each) from Mr. O. J. Wilkinson, 
Engineer, 196, Deansgate, Manchester. 

February ith. L. P. piping and valves at Stuart Street Station, 
Mr. Е. E Hughes, Secretary, Electricity Department, Town Hall. 

February 16th. -Corporatior. 12 monthe' supply of stores for 
the Tramway Department. See "Official Notices to day. 


Newcastle-under-Lyme.—February 5th. Three-wire 
single, L.T. paper, lead-oovered cable, srmoured feeder and dis- 


tributor maine, for the Electricity Department. See “ Offi:ial 
Notices" January 22nd. 
Portsmouth. — February 3rd. Corporation. Twelve 


months’ supply of stoneware pipes, castinga, street work, &. for 
the E'ectricity Department. Forms of tender from the Exc ric. y 
Station, Gun Wharf Road. 


Redditcli, —U.D.C. . Two turbo-alternators, each 1,000 
KW., with condens«ra. cooling tower, &c. ; two synchronous motor- 
alternators of 300 KW. and 150 KW. respectively. See Official 
Notices " January 8th. 

Kochdale,— February Ist. The Electricity Committee 


invit-s t-nders for sub-sta*ion buildings and sub-station switch- 
board at the new sub-station, Castleton, near Rochdale. Specifi:g- 


— 


tions, бз, (two guineas, returnable), from Mr. C. C. Aitchison, | 


engineer and manager. 


Rotherham, — February 22nd. Corporation. 
water-tube boilers, automatic mechanical stokers, economisers, 
guperh '&tera, foundations, steel chimneys, steam valves, steam 
pipes, induced-draught plante, and all вожае 
Notices ` to-day, 


Two 


See "Offcial 


Spain.—February 5th. The Spanish Post and Tele- 
graph Authorities in Madrid are inviting tenders for the concession 
for the working of the telephone system in the town of Valls 
(Provinoe of Tarragona) during a period of twenty years. 


Woodstock.—February 4th. Generating plant, switch- 
board, battery, wiring, lampe and fittings (120 points), for the 
Union Workhouse, Вее "Official Notices J anuary 15th. 


CLOSED. 


Coventry.—The Corporation has placed an order with 
Messrs. Edward Bennis & Co, Ltd, of Little Hulton, for the 
following :— 


Comp'ete coal and ash handling and storage plant, consisting of wharf 
conveyor, cross conveyor, distributing conveyor, ash gathering con. 
veyor, ash-discharging conveyor, and all structural supporta and 
&ccesBories ; also the whole of the steelwork contained in the boiler 
house, overhead bunkers, boiler. house roof, economiser floor and 
boiler-house fl or. The order als» includes eight Bennis" patent 
chain-grate st .kers, each 7 ft. wide by 13 ft. 6 in. centres, to be fitted to 
eight B. & W. boilers, 


Haslingden.—The Corporation has placed the contract 
for the electric light and power installation in the new Central 
Council Schools with Mr. A. M. Cramp, of Haslingden. 


Heckmondwike.—The U.D.C. has accepted the tender 
of Messrs. Goodbraud & Co. at £250 (less £20 allowed for old 
tubes), for a new economiser at the power station. 


Helsby.—The Parochial Committee has aocepted the 
teader of the Mersey Power Co. (£36) for provision of a signal 
wire from the reservoir to the pumping station. 


Leicester.—The T.C. has been recommended to seal а 
contract with Messrs. F. Webb & Son for installing electric light, 
fittings and bells in the new sanatorium buildings, at £433. 


London. — L.C.C.—The Education Committee reports 
having accepted the following tenders for electrio lighting :— 
The Victoria School, Hammersmith, 2970 ; Senior Street School, Padding- 
ton, £3°5 ; Моо! тоге Street School, Poplar, £210; Star Lane, Fulham, 
£285.—Defries & Goldman. 

The Stores and Contracts Committee reporta the receipt of-the 
undermentioned tenders for the provision of an electric lift 
(including guides and gear) for passengers and light goods at the 
stores premises in Clerkenwell Close :— 


Titan Lift Co.. Ltd. Wh we Uo Чы: 4450 i 
Bmith, Major & Stevens, Ltd. А 450 
Ditto Alt. ү ge (not according to specification) . 422 
Easton Lift Co., 463 
Ditto айне > tenders, £418, £45, and up to 528 
Spagnoletti, Ltd. х oe а ee 463 
Wayg od - Otis, Ltd. - ee - ee 415 
Ditto Alternative tender es T гна .. 455 
Aldous & Campbell, Ltd. ee ae eo oo ee 495 


Medway's Safety Lift Co. .. 7 502 


The chief engineer's estimate was £385. The jósest tender in 
accordance with the specification was that of the Easton Lift Co., 
Ltd., of £443. 

The Committee reports having accepted another tender of the 
same firm (8445), as that tender embodies certain different 
arrangements which are desirable. Permission has been given to 
the company to sublet—(1) to the General Electric Co., Ltd.. the 
supply of the motor, and (2) to Messrs. Latch & Batohelor the 
supply of the steel roper. 


The Committee has given instructions for 10,000 tons of coal to 


be obtained from Mersrs. Wm. Cory & Sons, Ltd., as a reserve 
supply for the Greenwich generating station. 

The following tenders wera accepted by the Stores and 
Contracts Committee during the three months ended December 
3186, 1914 :— 


For electric insulating material (Schedule No. 15: 


L. Andrew & C».—Itemas 1, 7 and 8. 

British Electrical & Manufacturing Co.— Item 5. 

British Westinghouse E ectric & Manufacturing Co., L'd.— Item u. 
G. Hatt rs'ey & -ons. Ltd.--Item 12. 

I.R., С.Р. & Te'egraph Works Co, Ltd.—Item 2, 

G. MacLe'lan & Co.—I em B. 

A. Terry & Co.— ltem 10. 

J. Thompson.—Item 9. е 


Electric cables, wires and fiaxible cords (Schedule No. 16): 


British Inanlated & Helsby Cab'es, Ltd.—Items 1 япа 5 
Hooper's Telegraph & I. R. Works, Ltd.— Items 2, 3, 4, (a) and (b) 6, 7 and 8. 


Electric lamp. (Schedule No. 17): 


Bri irh Thomson-Houston Co., Ltd. - Items 1 to 7 (carbon-flament lamps). 
Crysel o. Ltd.—It ms 8 to 27 (metallic-fllament lamps with filaments not 
ої“ drawn" wire). 


The following contracts have been continued during the three 
months ended December 318t, from January 1st, 1915, to December 
Rist, 1915 :— For bitumen, pitch and green oil, for the Tramways 
Department (Schedule No. 47): 

E. Catch pole & Sons. Item 8. 


Forbes, Abbott & Lenna d, Ltd.—Item 2. 
Grindlay & Co., Lid.—Items 2 and 8. 


W.H. Keys, Ltd, —Item 1. : Br” Upon Ее 
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BATTERSEA.— The B.C. Electricity Committee recommends that 
the tender of the Edison & Swan U.E.L. Co., Ltd., pe accepted for 
two additional panels to the switchboard at the electricity genera- 
ting atation, at 8151. 

HackKSNEY.—The B.C. Electricity Committee reports that, as a 
reault of an inquiry by the Borough Electrical Engineer of the 


variqus contractors in connection with mains materiala, as to: 


whether they would be prepared to renew the existing contracta 
for a furthee period of three years withont an advance in price, 
the British Insulated & Helsby Cables, Ltd., is prepared to 
extend the current contract for cables and boxes for three years at 
the existing prices, in connection with the contract for cables; 
the prices are subject to a sliding scale covering market qu ta- 
tions in the cost of copper and lead. The Committee recommends 
that this offer should beaccep’ed. In regard to the other contracts : 
Messrs. W. Lnov & Oo.. Ltd. fer hoxes; Leeds Fireclay Co., Ltd., 


for tronghing ; Mesers. J.:J.berna & Co, for blue cover tiles; there. 


firms are not prepared to renew the contracta at current prices. 
The Cummittee ther-f.-re re winineud* that such boxes as cannot be 
supplied under the contract from the В ісін Insul«'ed & Heleby 
Cables, Ltd.. and troue hint and blue cover tiles, as may be required, 
be bought from time to time without a sneocial contract | 

SOUTHWARK — The E.L. Committees propose« te onrc*ase two 
5-B.P. motors from Mr. Н. J. Hawkins at a cost of £25 cach, 


Reading. — The Boroggh Elacation Committee has 
aocepted the tender of Messre. Н. W. («x & C., of London, for an 
X-ray apparatus, worked from the 210-volt Dc. maina, at £136. 


Teddington.—The U. D.C. has accep'ed the tender of 
Mewrs. J.B Marr & C . for the electric light plant at the eewage 
works at £545 or 4 556, according to tbe type of oil engine 
selected by the Engineer. 


Walthamstow.—The Lighting Committee has accepted 
the tender of Meaers. Hobdell, Way & Co., at £25, for repairing the 
boiler lagging at the electricity works. | : 


West Ham.—The Town Council has been recommended 
to extend the contract with Messer-. Man-field for supplies of 
stoneware ducts required for one or two years, provided the 
Electrical Engineer can effect this at thé same price. 


Wrexham.—The B. of G. has accepted the tender of 
Messrs. E. О Walker & Co. for electric light wiring and fittings at 
the new Scattered Homes for Children, at £27 15s. | 


York.—The Tramways Committee recommends accept- 
ance of the tender of Mesers. James Russell & Co, Ltd, for the 
pupply of poles required in connection with the overhead work for 
the Hull Road extenr ian. at the sum of £538 ; and that of Mesnra. 
Tramways Supplies L'd. for the remainder of the material 
reqaind in the work, at £556. Additional cars sre required for 
the Hall Road route, and the tremasav manager has беп 
instructed to obtain alternative tenders f.r the rupply cf віх 
single ur віх double-deck cars. 


FORTHOOMING EVENTS. 


Junior Institution of Engineers. Friday, January 29th. At 8 p.m. At 
89. Victoria mereet. Debate on Londuu's Future Eleciricity bupp y.“ 
.opened by Mr. P. C. Batstone. 

‘Sheffield and District Branch'.— Friday, January 29 h. At8 p.m. 
At Catier’s Hall, Sneffjeld. Ordina y sicet ng. 


(Midland Section).—Saturday, January 30th. Social Evening. 


Institution of Electrical Engineers (Birmingham Local Section).— 
Friday. January ih. Av 7350 p.m. As University, T. d mund Atreet. 
Lecture oa Kelvin's Work on Gyros:atics,” by Prof A. Gray, F.R.S. 

(Students' Meeting).— Wednesday, February 3 d. At 7.30 p.m. At 
re Embankme.ut, М.С. Гьрег un “High EKxplotiv s, by Mr. E. 


North-East Coast Institution of Engineers and Shipbuilders.— Friday, 
January M. n. Аз 730 pm. At Solbec Hal, Newcastic. Ordinary 
Meeting. 

(Graduates’ Section'.--Satorday, January 80th. At 7.15 p.m. At 
poe Hall. Paper on Some Notes on Ship Resis.ance,” by Mr. A. P. 
tse 502. 


Association of Mining Electrical Engineers (Lancashire. Cheshire and 
North Steffordsnire Branchi.— Зага. ону, Januar, зип. Al 6 39 p m. 
At U osven «c Horel De«nsva:e. Manchester. Р esilent'al Add rena by 
Mr. B. Shaw, and рр гт on Prevenion cf Electrical Acuidents ia 
Mine,” by Mr. T. J. Nelson. 


Reyal Society of Arts. Monday, Febrnary Ist. At 8p.m. At J hn Street, 
Adelphi, W.C. Centor Locture (ll), on “Oils, шег Production and 
Mannfactore," by Dr. F. Mollwo Perrin, 

Wednesday. Febrnary Яга At8pm. “Imperial I dustrial Develcp- 
ment after the War," by Mr. O. C. Beale. 
of —Mondav, Feb-uary let. At 7.80 ^ m, A! ITnstitntion 
of sect wel b ineers V.cioria Embaokment, W. 3. Presidential 
Address by Mr. Normen Scorgie. 

stitute of Marine Engineers.—Taesday, Febrnary od. As 8 pm. At 
Tow г Hii, Minoriee, K.O. Paper on Bmali Ser w vicp:lisce,” by Mr. 
D. H. Jackson, 

Beatfeo Soclety.—Tursday, February 9nd. At 8.15 p.m. At Middlesex 

iuspital, W. Pare- on “Measurement of the Radiation fom ihe 
С olitge and other X-Ray Tubes in Cunical Use," by Dr. в, Russ. 
Greenock Electrical Society.—Thursday, February 4th. At 745 m. At 


31, West S.ewart secect. Paper cn Illumination,“ by Mr. F. B. 
Homphriss. 


Royal Institution of Great Britain.—F iday, February dh A'9 pm. 
As Alidema le nt'eet, W. Paper on Science and Industria! Previous, ' 
by Prof. A. W.C ossley, F. R. B. MAS 

Mcniay, Febrauy let, At 6 pm. General meot/ng. 


treat the subjact #9 


NOTES. 


Cable Mamufaeturing at Perivale: Correctión.— 
In one of our War Items of January 15 zh we gave а summary of 
some remarks made by the Sirveyor to the Greenford District 
Council, re-pecting the firm uf Geipel & C», who are constructing. 
cable manufacturing works а" Perivale. We reported him as -aying 
that "the head ot the original firm was naturalised in.1818," but 
we are informed that what he actually did state was " that а 
Mr. Geipel had been naturalised in 1848, but that he did not know 
if he was the father of the senior member of the firm," adding that: 
“all the members of the firm were British born. and that there 
was not any German capital in it." Iu case the report thould 
have misled ару of our readers we wish to remind them of the 
letter issued by the firm in September last, when so many houses 
were clearing away misunderatandings as to their conetitution, in 


which it was pointed out that the principal of the firm was Britiah — 


born and bred, and that its capital and employés were entirely . 
British aleo. Those who know Mr. W. Geipel, «8 we have done, 
personally for the past 20 yearr, will reo gnise that tbe 1818 
naturalisation reference could not relate to him seeing that he is 
а on thy right side of the age that such a date wuld give 
im. | | 


Iustitution and Lecture Notes. — Institution of 
Electrical Engineers.— Oa December 16:b, the inaugural meet- 
ing of the Hose. Кома LOCAL SkcrjoN was held in: the RA. 
Tueatra, Victoria Barracke, Hong-Kong. Tne meeting was of a 
«emi-pu lic ch ter, and engineers from the varivas works and 


сошрашев in the vicinity were invited, in addition to members ot 


the Institution. Membr- also had the privilege of bringing their 
lady fri-nde.- His Excellency the Governor and Lady May and a. 
party of friends attended, accompanied hy th G. peral Officer Com- 
mauding the Forcen, and also the Comm der of the F. eet. 
Col. Baker-Brown, M I.E.E., ofi er їп command of the Royal 
Engineers, read an interesting paper entiUed, " В пое Military Ures 
of Electricity.” Owipg to the mixed a-sein^ly, the author did not 
пел as а technical matter, bat more in a 
descriptive manner maintaining tbe interest of the nonytechr ical 
with amusing ге fereuces to the various oifficulties encountered n 
the field, camp and barracks. 
technical people preseut to hear that the army can l:y some 21 
miles of telephone line on light poles within an hour, also that the 


wire urually oonsieta of strands of steel an well as oper, 10 


enable it ta withstand the rongh handling curing field operati ur. 
The beautifully “flas” lead curveand consequently high load factor 
of the military generating stations was the subject of envious 
comment by the central station engineers present. | | 
At the conolus:on of the piper, Mr. W. L Carter, M I. E. E, chair 


m n of the Local Section, proposed a voie of thanks to the author, 


to which Col. Baker- Brown suitably fee pounded. 

Tne following members о! the I.E E. were pr. sent : — 

Мг. W. L. Carter (chairman), chict е gineer, Dl'eiephone Co, 
Н ng-Korg. 

C). Baker-Brown (vier-chairman) Officer С mmarding В.Е. 

Professors A. Warren (non. seo ) aud C. A. M. S mitb, Hou -K ng 
Univer-irvy. Messa, Е. T. Williams, chiet envineer, N. val Yarn, 
Hong King; R. F. Long, G. К. Archdeseon and С. Н N. M. 
Hamilton. China Light and Power бо, Kowloon; and F. J. 
Gel ion, W. C. Jack & Co., Ltd., Hong. K » р. 

The chairman wan to give his address auring the c^uree of this 
month; Prof. C. A. M. S nith is also to eive а paper, and the session 
will de concluded with а paper by Mr. C. H. N. M. Hamilton un 
Methods of Harmonic Analyria.” 

At the meeting of the MANCHESTER LOCaL SECTION en Tuesday 
laat a р.рег was read by Mr T. D. Robertron un Bicctric Steele | 
makioy Furnace," and was followed by a diccu-sion. | 

salf.rd Technical and Engineering Association. — Th 
Syllabos for 1915 ої this AssOciatiun iucluues the 1oliuwing 
itema : — 

Feb: uary 138th.—*' How Plants Protect Them elves. hy Mr. J E McDonald. 

March 6.h.— The S:rength of Iroa Castings.“ by Mr. E. L. Khead. 

April 3ed.—*"* Lifting Macbiuea,”’ by Mr. D. miley. 

May 5th. — Vi-it Gresl-y Ilron Works. j 

June 12 h. V sit Stuart Stret Power tation, Manchecter, 

Juty 10:5, —Vi-it Barton Hali Епгзпе Works, Patricr fs. 

Augam zu t — Vi i: М. sers, Pini: goon, Tite nua Pottery Co, С. fton Junction. 

Reptemoer 4th. “Gali aud mulur teusrines, bv Mr. A. Н. Inde. 

Осо ber 2 10. The Wunders of C ai, ^ uy Ме. G. К Kew. 

N vembac 6th. —Memitbe:sa Saort v pers. ; 

December 4th. — Vist oaifrd C. ро. мі n Cleansing and F agmakirg 

D prim: п6. 
December 2760. А вроа! Social. 


Wireless Society of London. — Mr. A А Cimphl Swinton, 
who deuvered hia presidential address «n Tueevav, gave ип interes - 
ing seriea of experiments illustrating buw tne ciscovery of 
" wirelers " was led up to. 


Flectric Lamps in Mines. - The value of the min 1’s 
elesne Jaap was exempli d on an explosion at the Mionie 
Pi’, Halmerend, Staff rdchire, recestle, whch re-ul'ed on tbe 
семһ uf nine men aud і јату tu 18 others. Tbe eurvivern 
were in tual darko as, in a fuul atmospbere, 00111 an electric lamp 
was fund which enabled them to reach a place of safety. 

A di-p»te baa aʻisen in the South Wales coalfield. спе of th. 
Points ас ie ue беор the introduction of enfery lampe into naked 
lpzht colleriva Without the enstomary ext а payment; the Owners 
баша, that the improvement in oil and electric safety lamps hae 


removed the disadvantage of illuminating power, upon which - 


iucreased payment was based. 


It was cf great interest to tb 


~ 
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Appointments Vacant.—Shift engineer for a.o. work 
(30s.), for Neath U.D.O. ; overhead lineman (35*.), for Kirkcaldy 
tramways department; temporary clerk (305. ), for Swindon elec- 
tricity and tramways department ; shift engineer (26s. ) for Hey- 
wood Corporation electricity works; charge engineer, during the war 
(87s.), and switchboard attendant, permanent (27в.), for Wakefield 
electricity department; junior assistant electrical engineers (15s.), 
for Newcastle-upon-Tyne Electric Supply Oo. Particulars are given 
in our advertisement pages. 


The Electric Vehicle Committee. —À meeting was 
held on January 8tb, when the secretary submitted a report as to 
the issue of the first number of Zhe Electric Vehicle, which was 
considered satisfactory. He also submitted a return as to the sales 
of the Pablicity Mail Cards, which showed that only а oom- 
paratively small quantity of these had been ordered so far. 

The Committee decided to circularise the various undertakings 
to find ont how many etandard charging signs would be required, 
so that it might make arrangements for their production by one 
manufacturer. 

An intimation was received from the Tungaten Lamp Associa- 
tion stating that they had appointed & Sub-Committee to go into 
the proposed standardisation ef glow lamps with the Eleotric 
Vehicle Committee, and it was decided to invite this Sub-Com- 
mittee to meet the Technical Sub-Committee of the E. V. C. at ite 
next meetíng. 

The Committee had before it the sizes of wheel rims for solid 
tires standardised by the Engineering Standards Committee at the 
instance of the Society of Motor Manufacturers and Traders, and 
decided to recommend purchasers of electric vehicles to insist 
upon having these standard rims fitted. The question of charging 
equipments is being further gone into. ` 

The next meeting is fixed for the 5th proximo. 


Fatalities.—At Lye, on January 20th, an inquest was 
held on the body of Ernest A. Bristow, 15, of Pedmore Road, Lye, 
who was killed on the 16th inst, The lad was employed in the 
enamelling department of Mesers. Weson Bros, Ltd. Arnold 
Baker, ironplate worker, said the boy was helping him to put a 
new piece of piping on a stove which warmed one of the rooms. 
The pipe was supported by a piece of wire from a beam along 
which ran an electric cable, and was also attached to eome pieces 
of sbeet-iron which had been fastened up, and which were found to 
be alive with electricity. They had put the pipe where they 
wanted it, and just as they were going to loose it there was a fiash 
and a shock, witness going one way and Bristow the other. 
Bristow опей “Oh!” several times, and groaned. Artificial 
respiration was tried without success. 

Terah Shearer, foreman of the enamelling department, said that 
a 200-volt current was passing through the electrico wire, They 
had had the cables tested, but could not yet find any leakage. Dr. 
Hardwick said there was no doubt the electric shock was the 
caure of death, The jury кешед a verdict of " Accidental 
Death.” 

An inquest was held at Hednesford on January 218 into the 
death of Joshua Thomas, 55, who had been employed by the Weet 
Cannock Colliery Co., at Hednesford. Oa January Ich, а 6-in. 
nail was found driven into an eleotric cable on the main engine 
road of the pit, near where his body was found. Dr. A. Gardner 
said that when he was called to the colliery Thomas was dead. 
There were burns on his right hand and forearm, and an abrasion 
on the right side of his face, probably caused by falling. Witness 
attributed death to cardiac failure, due to electric shock. Percy 
Hooper, a nipper, said he saw Thomas go to the cable, but did not 
notice him do anything, as he had his back towards him. A moment 
later Thomas fell groaning. Witness then noticed a long wire 
nail sticking in the cable. It was driven in about Jj in. Other 
evidence showed that the nail had not been seen in the cable pre- 
viously. It was examined on the morning of the accident because 
а complaint had been made of a shortage of current. Henry 
Holcroft, chief electrician at the colliery, said the cable was alive 
all day and all night. Thomas would receive a 330-volt shock. 
The normal full voltage of the cable was 650 volts. Witness 
fetched the nail out of the oable. The shape of the hole in the 
cable indicated that the nail had not been driven in, bat worked 
up and down by hand and forced in. The Coroner remarked that 
the deeper they went into the matter the more it appeared that 
Thomas must have put the nail in the cable himself. Nobody but 
an ignoramus, or a lunatic, would have done such a thing. The 
verdict of the jury was that Death was due to misadventure 
through coming into contact with the nail in the cable, but that 
there was not sufficient evidence to show how it came to be there,” 

Mr. J. T. Arthurs, electrician at Messrs. Starkey, Knight and 
Ford's Brewery, at Tiverton, was killed on Tuesday last week. His 
coat was caught by a revolving shaft while he was oiling it, and 
he was drawn up between the girders, with the result that his arms 
were pulled from the shoulders. 


Metropolitan Association of Electric Tramway 
Managers.—A meeting of this Association was held on Friday, 
15th inet, at the Municipal and County Club, Whitehall, S.W., 
when the following were present :— Messrs, Ullmann (East Ham), 
chairman ; Schofield (Leyton), vice-chairman ; Coveney (Erith), 
Harvey (Шога), Moffet (West Ham), Goodyer (Croydon), hon. 
secretary ; Mason (South Metropolitan), Mackinnon (London 
United), H&mmond (Metropolitan Electric), and C. Mittelhausen. 
Messrs. Murray (Walthamstow) and Stokes (Bexley Heath) were 
unable to attend. Mr. A. Coveney, formerly engineer and tram- 
way manager at Erith, was entertained to dinner, on his resigna- 
tion as a member of the Association, 


Electricity Committees and Coal Supplies.—A 
trade correspondent says large consumers of coal and particularly 
those in control of electricity and gasmaking plant are becoming 
alarmed by the shortage in the supply of coal. With a view to 
securing relief in this direction the Manchester and Salford Cor- 
porations are convening a conference of various municipal authori- 
ties, to pass a resolution requesting the Government to suspend the 
operation of the Coalmines Regulation Act, 1908, and,thus enable 
colliers to work more than eight hours a day. The conference will 
be held in Manchester. Similar resolutions have been adopted in 
Glasgow. 


Freemasonry.—The second regular meeting of the 


Kelvin Lodge, No. 3,736, was held on Friday, January 22nd, at 
Mark Mason's Hall, where, in spite of the inclement weather, a 


‘goodly number of brethren supported the Worshipfut Master W. 


Bro. Delebecque, both in the lodge and at the ‘festive board. The 
next regular meeting will be held òn Fridsy, Maroh 26th, at 
5 p.m., at Mark Mason's Half. ; 


Educational Note, — Nortu-East Солат IxSrrru- 
TION OF ENGINEERS AND SaIP BUI DEE. — 4A Scholarship will be 
offered for competition among Graduates of the Institution in 
September next, tenable for two years, and of the annual value 
of £50. Particulars may be had from the Secretary. 


Radium.—The director of the United States Bureau 
of Mines announces in his annual report tha? the technical experts 
of the Bureau have devised a process for the extraction of radium 
from ores which can be used on a large soale, and which is more 
efficient than that used by the largest foreign producers of radium. 
It is believed that the cost of radium to the consumer will be 
reduced to one-third of the present price.— Chemical Journal. 


An American Proposal to Australia.—4A proposi- 
tion has been put before the Australian Premier for the establish- 
ment of а co-operative colony of American citizens in New South 
Wales. А society with 1,000 bondholders, with £100 as the 
membership fee, would take to ite adopted country £100,000. As 
to 40 per cent. the settlement would consist of mechanics, and 
both primary and manufacturing industries would be engaged in. 
The manufacture of paper, electrical enterprises and the manu- 
facture of machinery are mentioned. 


Concert.—Messrs. Babcock & Wilcox’s annual concert, 
which will be held at King’s Hall, Holborn Restaurant, on 
February 12:h, commencing at 7.30 p.m., will be devoted this year 
to the purposes of the Red Cross Society, and tickets will be on 
sale, The company hope that friends who have assembled in the 
past will strongly support the concert this year. 


New Swedish Turbine.—From Gothenburg it is 
reported that trials have lately been carried out with a new type 
of steam turbine, which, it is hoped, will effect a saving of some- 
thing like 30 per cent. in steam consumption, while the apace 
occupied is considerably smaller than in the case of existing types. 


Electricity from Saw -Dust.—4An electrical power 
station is about to b» erected at Gusne, in Sweden, at which saw- 
dust from a saw-mill in the neighbourhood will be used as fael. 
The saw-dust is directly conveyed from the saw-mill to gas pro- 
ducers specially constructed for this kind of fuel, and transformed 
into electrical energy in the usual way. It is estimated that the 
saw-dust available is sufficient to produce 2.200 electrical H.P., 
though the station to be bailtin the first instance is only designed 
for 1,100 H.P. The cost of fuel will scarcely amount to more 
than 50 per cent, of the cost of production of electrical energy 
from water-power in Sweden. 


An Interesting Table.—In view of recent expressions 
of opinion on the ethics of advertisement, we may allow ourselves 
to comment, on a hovel table which appears in our advertisement 
pages to-day. The views which it represents msy or may not 
meet with general approval; bnt that it attracts and holds the 
attention of the reader, we think, will not be denied. As a basis 
for discussion at a meeting of practical men it would probably 
lead to a most interesting debate, if not to blows, and if the Society 
of Supervising Electricians, for instance, were to adopt it for 
this purpose we should look forward to the meeting with keen 
анара, 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electrico tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station  Officials.—The Coventry Т.С. 
Electricity Committee has decided to grant the following increases 
of salary in the electricity departmeat :—M&. E. V. NEWBOULD, 
chief clerk, from £1 to £4 104 par week; Mr. A. A. HA ug ls, 
second clerk, from £2 10a. to £2 15s. ; MB. A. V. LEESON, collector, 
from £2 105. to:£2 15s. ; MR. P. SNAPE, assistant mains engineer, 
from £2 158. to £3 58.; Мв. PETTIPHER, engine-room foreman, 
from 82 to £2 53. 

Ma. J. W. Bore, late of Croydon, the new borough electrical 
engineer of Sw: was welcomed to his new sphere of labour 
at a staff dinner held at the Royal Hotel, Swansea, on Thureday 
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evening last week. Оо]. Alex. Sinolair (chairman of the Electric 
Lighting and Tramways Committee) presided, and was supported 
by Ald. Geo. Colwill (vice-chairman), Ald. David Davies, Messrs. 
David James (Tramways Co.), A. L. Farneaux (electrician) and 
others. The guests and staff numbered nearly 70. The Chairman, 
in introducing Mr. Burr, said he thought they should follow the 
patriotic motto, "Business as usual" Mr. Burr had come to 
Swansea with the full intention of “ booming the show.” Mr. 
Barr met with a most cordial reception. He appealed to the staff 
not to be “clock-watchers,” but to put their whole energies into 
their work. He accepted the chairman's challenge, which in 
effect was to get on or get ont. Referring to the discussion at the 
recent Council meeting, he said that, as a mechanical engineer, he 
professed to know something about suction gas, but now after 
hearing that £4 per week could be saved by using it instead of 
5 he came to the oonolusion that he knew nothing 
about 

Мв. Нлвого Gray, electrical engineer, applied to the Acoring- 
ton Electricity Committee, on January 21st, for permission to take 
acommission in the new Artillery Brigade. The requisite per- 
mission waa given. Mr. Gray was senior lieutenant in the Ter- 
ritorial Artillery. It was understood arrangements would be made 
for carrying on the work at the electricity station under Mr. 
Gray's assistant, the Corporation to have the benefit of Mr. Gray'a 
services in a consultative capacity during the time the proposed 
Artillery Brigade is in Accrington. _ : 

Owing to the state of his health, MR. C. ATCHISON, borough 
electrical engineer of Rochdále, has received permission of the 
Electricity Committee to be away from duty for some weeks from 
the beginning of February, . 

The Aldershot U. D.C. has increased tbe ralary of Мв. EBERT, 
first assistant at the electricity works. to £143 per annum, rising 
by £6 102. a year to a maximum of £156. 


General.—The undernoted changes have taken place 
this week in the staffa of the following companies : Metropolitan 
District Railway Co., London Electric Railway Co., City and South 
London Railway Co., Central London Railway Co. : MR W. B. 
MANDELICK, in addition to his office as secretary to the above 
companies, is appointed businęss manager. Мв. Z. E. KNAPP is 
appointed manager for maintenance and construction to the above 
companies, MR. Н. E. BLAIN is appointed operating manager to 
the above companies. Ma. W. E. BLAKE, in addition to his posi- 
tion as superintendent of the line to the District Railway, is 
appointed superintendent of the line to the London Electric, City 


and Soath London, and Central London Railways, in place of Mr. 


J. P. Thomas, who has resigued his position with these oom- 
panies, to become general superintendent of the London General 
Omnibus Co., Ltd. In this capacity Мв. THOMAS will have charge 
of ali the work of operation, under the general control of the 
operating manager, Mr. Blain. 

At St. Ann's Church, Stanley, on January 21st, the marriage 
took place of MR. HARRY CooPER, A. I. E. E., of Stoneycroft, and 
Miss Annie Roose Wa.kins, youngest daughter of the late Mr. 
Richard Watkins, Liverpool and St. Helens. 

MB. Јонх GILBERT, of Farcet, Peterborough, has secured an 
appointment as electrical engineer to the Co operative Goldfields, 
Ltd., West Africa, and sails at the end of this montb. 

Ma. ARTHUR J. Fooup has been appointed first assistant eleo- 
trical engineer-in-charge at the new Naval Dockyard at Rosyth. 
He has, for 26 years. b:en in the electrical engineers’ department 
at Chatham Dockyard. 

Mz, C. F. D. SUGGATE, A. M. I. E. E., A. M. I. Meob. E, who for the 
past four years has been engaged as an assistant engineer in the 
electrical engineer's department of the Great Eastern Railway, has 
resigned his appointment in order to take up a commission in His 
Mejesty's Army as а temporary lieutenant (Inspector of Ordnance 
Machinery) in the Army Ordnance Department. His address is 
now (|> Ordnance College, Red Barracks. Woolwich. 

The marriage has taken place at Holy Trinity Church, Wey mouth, 
of Мк CH&rSTOPHER Норазом, chief electrician of H.M.S. 
(ommomwealth, and Miss E:helind Burt, only daughter of the late 
Mr. James Bart. | | 

Mr. WALTER BIRCHALL, transformer expert in the service of 
the Riegos y Faerza del Ebro Co., Barcelona, was married a few 
days ago a* the British Consulate, Barcelona, to Miss A. A. Win- 
stanley, of Leigh. 

Obituary.—Mr. W. Morton, formerly Superintendent 
of Post Office Telegraphs at Southport, died at Southport last 


Friday, at the age of 76 years. He retired from the telegraph 
service about 18 years ago, 


NEW COMPANIES REGISTERED. 
Caerphilly Electric Supply Co., Ltd, (139.086).—This com- 


ралу was registered on January 22ad with а capital of £6,000 in 400 cumulative 
preference shares of £5 each, 3,600 preferred ordinary shares of £l each and 
450 ordinary shares of £1 each, to carry on the business indicated by the 
utie. The sutsc-ibers (with 50+hares each) a е: —Ј. H. Luwards, Haresfield, 
stonebouse, Gloucester, engineer: А. А. Dougias, Brendou, Colwyn Bay, 
Danüfacturer, Private companies. Tha number of directors is not to be 
rise than six: J Herbert Edwards is first managing director; qualification, 
2 bares. Bolicitors: Seymour Williams & Co., 38, Parliament Street, S. W. 


Cinema Supplies, Ltd. (9,306) —Thia company was registered 
in Edinburgh on January 20th, with a capital of £1,000 in £1 shares, to manu- 
fariure ana t -/ dein cinemategraph films, carbons, electrical plant, &c. The 
irh-enbers (with one share each) are:—R. Ralston, 113, st. Vincent Street, 
ow. cashier: N. A. Henderson, 118, St. Vincent Street, Glasgow, law 
rk. Private company. The first directors are not named; remuneration, 
£4 each per annum (chairman, £75). Е 


OFFICIAL RETURNS OF ELEOTRIOAL 
COMPANIES. 


Telephone Company of Egypt, Ltd.—A memorandum of 
satisfaction to the extent of £1,200 on December 8th, 1914, of debenture stock 
covered by trust deed and deeds of acknowledgment, dated from July 27th, 
1904, to October 27th, 1909, securing £200,000, has been filed. ig 


Coatbridge and Airdrie Electric Supply Co., Ltd.— Farther 
charge on the company's undertaking and property, present and future, 
including uncalled capital and Coatbridge and Airdrie undertakings, dated 
December 3184, 1914 (supplemental to charge dated October 175, 1906), to 
весоге £4,600. Holders: County of London Electric Supply Oo., Ltd., Moor- 
gate Court, Moorgate Place, Ю.С. 


Spensers, Ltd.—Debenture dated January 5th, 1915, to secure 
£760 (ranking pari passu with £7,000 lst mortgage debentures) charged on 
the company's undertaking and property, present and future, inoludi 
uncalled capital. Holders: B. F. Ellis, Unwin Street, Stratford-on-Avon, an 
8. Titterton, 79, Edmund Street, Birmingham. 


Amazon Telegraph Co., Ltd.—Capitel, £250,000 in 410 
shares. Return dated December let, 1914; ali shares taken up; £250,000 
paid. Mortgages and charges: £277,800. 


Spagnoletti, Ltd.—A memorandum of satisfaction in full on 
December 8ist, 1914 (a) of trust deed dated October 22nd, 1907, securing 
212200; опа (b) of second debenture dated April 23th, 1912, securing 23,000, 

as been filed. à 


Wadebridge: and District Electric Supply Со., Ltd.— 
Debenture dated January 13th, 1916, to secure £850, charged on company’s 
undertaking and property, present and future. Holder: О. B. Hannaford, 
York House, Perham Hoad, West Kensington. 

Oriental Telephone and Electric Co., Ltd.—A memorandum 
of satisfaction to the extent of £800, on December 17th, 1914, of debenture 
etock, covered by trust deed dated June 28th, 1905, and deed of acknowledg- 
ment dated June 12th, 1907, securing £200,000, has been filed. | 


OITY NOTES. 


Company Registrations in 1914.—In an article on 
this subject appearing in the Znvestors Guardian, of January 23rd, 
the writer says :—'"' The motor and engineering groups shows large 
decreases, although the war has caused very great activity in 
certain departments of theee trades. The textile group also returns 
a much smaller capital. The figures for the year show a heavy 
decline in land and development concerns, which may be traced 
directly to the slump in Canadian and American development enter- 
prises. Electric companies have mustered only £1,100,000 of 
capital in the whole year; a remarkably small amount even for 
an industry which has long been in a depressed condition. 


English Registrations. 1912, 1913. 1914. 

No. of companies... 2 6,796 6,871 5.701! 
Coal and fuel eee .. &4 973,845 £6,644,383 23,482,550 
Electrio — .. © sse  .. — 7,579,750 — 6,102,389 1,130,350 
Eagineering and hard ware 8,885,757 10,774,891 6,792,017 
Gas se .. .. ie 407.900 281,750 193,275 
Motor, cyole and carriage. 7,253,879 8,934,265 4,453,361 
Ol .. .. ..  .. 23,533,182 12,978,939 17,641,090 
Plantation and rubber. 3,209,965 4,338,500 3,004,427 
Railways and tramways ... 3,164,200 2,754,007 1,761,000 


Norway,—CaALciUM CARBIDE MANUFACTORIES AT ODDA. 
—Acoording tothe annual report of the Alby United Carbide Factories, 
Ltd., the resulte from last ycar's working were not quite so satisfac- 
tory as those for the preceding year. This was partly due to the great 
strike that took place, owing to which the production was 
reduced by 4,500 tons. Daring this strike period thecompany was 
obliged to pay for the electrical energy not employed, which, of 
course, involved a great expense. 

The North-Western Cyanamide Co., of which the Alby Co. holds 
half the shares, has now for the first time paid a dividend, which 
was fixed at 15 per cent. The manufactories of this company are 
also situated at Odda, and are getting their energy from the 
Tyssefaldene. As regards the prospects for the year ending on 
June 30th, 1915, it was stated in the report that the work was shut 
down altogether when the war broke out, but taken up again soon 
afterwards to such an extent that about 40 per cent. of the energy at 
disposal was.employed. The output has gradually been extended, and 
the works will shortly be fully occupied. During the last four 
months there has been shipped nearly twice as much carbide as in 
the corresponding period in 1913. 

The assets of the Alby Co. amount to about £864,800, of whioh 
about £331,700 are represented by shares in the Nitrogen Pro- 
ducts and Carbide Co.; the latter concern is financing the large 
Aura Co., whose plants are now under construotion. 


East London Railway Co.—The report for the year 
ended December 31st, 1914, gives the number of passengers carried 
as follows :—1914, 6,172,121 ; 1913, 5,149,064, The net income 
amounted to £35,667, plus £9,711 brought forward. 


Stock Exchange Notice, —The Committee has ap- 


pointe i a special settling day as under :— 

Thur-day, February llth.—Brisb«ne Electric Tramways Investment Co., 
Ltd.— Further issue of 39, 000 ordinary shares of £5 each, fully paid, Nos. 90,001 
to 120,000. 


and has ordered the securities to be officially quoted. 

Blackpool and Fleetwood Tramroad Co.— А 
dividend of 44 per cent., making 65 per cent. for the year, is 
announced. 

Held Over.—Pressure upon our space compels us to 
hold over several City reports until next week. 
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Traction and Power Securities Co., Ltd.—The 
directors recommend a dividend of 46. 6d. per share, free of income- 
tax, for the year 1914. 


St. James's and Pall Mall Electric Light Co., Ltd, — 
The directors announce a dividend for the half-year ended December, 
1914. of 5s. per share on the ordinary shares, making. with the 
interim dividend, 10 per cent. fur the year. The rate for 1913 was 
12 cent., and for 1912—10 per cent. 


Liverpool Overhead Railway Co.—The directors 
recommend а final dividend (for the half-year ended December 31st 
last) at the rate of 5 per cent. per annum (le в income-tax) on the 
preference shares, and 3} per cent. per annum (less income tax) on 
the ordinary shares, making, for the year, 5 per cent. on the 
preference and 3 per cent. on the ordinary shares. 


Westminster Electric Supply Corporation. Ltd.— 
Е „г the last half of 1914 a dividend at the rate of 8 per cent. per 
anrum ia announced, making 9 per cent. for the year. For 1913 
and 1912 th» dividend was 10 per cent. 


STOCKS AND SHARES. 


Tuesday Evening. 


Tue naval victory of lest Sunday had a cheering effect upon 
Stock Exchange marketa. Prices did not advance to any appr: cinble 
extent, but some of the softening which had previously »ppeared 
in ce tain sections turned into atrength. and business on the whole 
was certainly quickered by the very satisfactory newr. 

Bit by hit tbe Treasury restrictions are heing relaxed, and 
brokera tind it easier to deal with perfectly bona- fide investment 
orders, to the execution of which no barrier should te ple d. The 
Treasury poli y is to prevent money from leaving thee urs, and, 
to thi» end, no modification has yet been granted in the cirection 
of allowing the Stock Exchange to sell securiti-s for any body 
ally, neutral or enemy—outside the confines of the United 
Kingdom. 

The individual cases of hardship which thie inflicts upon many 
French, Belgian and Dutch holdera of securities, who have no 
possible connection with Germany, may well be im»gin:d; and 
some people ot ject to the Treasury acting not only in an a-'itra'y 
manner—this, of course, being reasonable enough in war time— 
bit in a way which may porribly cefeat ita own ends, while 
impesing renl suffering upon stannch friends, The Belgian 
refugee with £500 worth of securities which he has m. noged to 
take «ith him in his flight to Holland or to England, may well 
feel that he is being treated with undue severity in rot b iog 
allowed by the Treasury to realise money by the sale of his stock 
in open market. 

The b-oadening of business is noticerble chit fly in the purely 
investment gecuritiee, while in the move speculg'ive issues trade 
i4 atill largely to веек. It is eurprising that there should be ro little 
going ou in electric lighting sharex. where movements on the 
week are mostly downwardr. Thir ів due more to sentimental 
reasons than to actual pressure to sell as we have pointed out here 
ou many occa ions, The prices which have suffered this week are 
County of London Ordinary and Preference, City Ordinary and 
Preference, St. James's and Westminsters. Moreover, the market 
for the Dztenture ttocks is not so firm as it was. The privcipal 
reaction ia in St James'a 34 per cent. Debenture. the price of 
which reverted to 80. Metropolitan 34 per cent. Dehentnre alfo 
came in, and was lowered to the same level as St. James's. The 
yield at this price ів £4 78. Gd. per cent. on the money. 

Subj ined are our usual tables of Stocks and Shares :— 


Hoxx ELECTRICITY CoMPARIES. 
Mean price, Jan. 26, 1916. Rise or fall 


July 27, this week, 
Brompton Ordinary . га T 95 Aa — 
ao. 7 per cent. Pref. a T Rè 8 — 
Charing Cross Ocdinary  .. "m za 5 4 — 
do. do. do. 44 Pref. .. Va 4: 4} — 
do. d^. iu dud Pret. .. T m 43 4 — 
do. 4 Deb T b .. 9! 90 — 
Chelsea . is M zx са 4 43 — 
do. 44 Deb, ... . £6 92 = 
City of London s .. 16 ith — à 
do. do. б ner cent. Pret... .. il 121 — 1 
do. do. 5D»b. . N6 114 = 
do. do 4àDeb. .. .  .. 1604 98 жы 
County of London А .. 12 11i — 
do. do, 6 per cent. Pret. .. 12 11i — 
do. do. Ist Deb.. ‚. .. 1024 99 = 
do. do. 2nd Deb. us .. 10% 97 — 
Kensington Ordinary bi 5 85 725 74 — 3 
Lundon Electric i . we 1,4 1} — 
do. do. 6 per cent. Pre f. В i^ 5 6 — 
de. до. 4 Deb. e. 99 894 = 
Metropolitan .. dg 2 8 3á — 
do. 44 per ‘cent. Pret. 20 er Чү 4 = 
do. 4 Deb ОП өй 913 = 
do. 84 Deb... a. e... 88 B0 —14 
St. James’ and Pall Mall .. 98 9 — 
do. а», do. Tper cent. . Pref. 7 6h — 2 
do. do. do. ie Deb. . 814 50 —3 
Routh London . x s5 3. 8 — 
South M: trope ditan Pref, es - ] ] — 
Westminster Ordinary ie i “4 8 3 — 1 
do. 44 Pret... v aA - bà 4 — 
Home Nat s. 
Central London, Ord. Aszented . . АЗ 79 — 
Metropolitan .. Же bei 1 32 — 
do District i А .. 21} 18} — 
. Electric Ordinary - ah lá + h 
WAS. А 7/8 6/- a. 
do. Income e e . 88 88 +1) 


TELEGRAPHS AND TELEPHONES, 
Mean poe: Jan. 26, 1915. Rise or fall 


July 27 this week, 

Anglo Am, Tel. Pf. .. T" T: s 1084 105 +1 

Def. ee ee oe 99 == à 

Chile" Te! ephone v £u ane pa " 7 | — 

Constantinople Tel. ЛИ n m 4 — 

Cuba Вар, Ocd. is ee a ex — 

do. Pf. ese LE 1 о е ee 1 15 = 

Bastern Extension .. iu vs sis 19 134 +b 

do. 4Deb. .. is vx 97 94 — 

Eastern Tel. Ord. . is in a 187 —1 

do. 84 Pf. M oa - 71 71 — 
do. 4 Deb, ee ° + э * 9064 95 = 

Globe Tel. and T. Ord. es we - 11 10 — 

PI. 35 x s 1 14 — 

9». Northern Tel. ы, = ee 82 98 — 

Indo-European es ка T эз 59 55 —2 

Marconi. sa x "T 3 1H 1j — 

New York Tel. 4À ВА is et . 101 97 — 

Oriental Te ephone Ord. .. EM ay 25, 2 — 

do. m ee ee oe 17 1 — 

Tel. Egypt Deb. vo bs T 98 97 — 

waived n. Piste Tel.. "m x x 6a 6 — 

Pf. ae ee ae 5% b те, 
West India and Pan. Pe y ss 1 14 — 
Western Telegcaph . id is T ] — 
do. 4 Deb. Es 954 — 
Коңкой Trams, £0, 
Anglo Arg Trams, First Pf. we T 4 43 — 
do and Pf... uu ass 4 4 — 
d: 4 Ded 91 85 —1 
d» 44 Deb... 9R} 94 — 
do. 6 Deb. .. - .. 96 88 —1 
Brazil Penctions e be 2s .. 66 t8 *1 
Bombay Electric PI.. ia a . Md 104 — 
о. 44 Deb... - .. 96 93 —2 
Mexico Trams.. 7 а M .. 70 40 — 
do. 5 рег cent. Bonda .. 84 60 —10 
do 6 per cent. Bonds 16 65 —10 
Adelaide Sup. 6 pet cent. Jn ; 6i 54 — 
do. 5 Deb. .. 104 101 — 
. COMPANIES, 

British Westinghouse ка " T 1 ц — A 
do. 4 ео. , ^$ SQ 14 70 —2 
do. бр lien M i . . 102 98 — 

Callenders 2m s sx vs 11 11 — 
do. 5 Pref... be ME Ке 5 4 — 
do. 44 Deb. Js is x 9 98 — 

Castoer.Kelloer ; Em Р Ms 2 BÀ tg 

Edison & Swan, £8 pd. кз ees” jh 19/- —64. 
до. d^. fully vaid v» m 1} — 
do. do. 4 Deb. ro .. 59 60 — 
do. do. 2 Deb. NS .. 6 60 — 

E eiric Cons ruction M 5% а 4 11/6 +60 
до. до. Pf, ee oe oe 1 тне 

Gen. Klec. Pf. . эз» uy E - T 10 — 

Hanieya . “+ iss bd НЕ .. 16 134 — 

do. 4 Pref oe oe ee oe 6 — 
d». 4% Deb. e is es .. 1004 97 — 
India-Rubber .. ix en PS v 9 80 — 
Telegraph Con. we ‘ z . 8% — 


The Home Railway market is passive, awaiting dividend 
announcements. The first of these с пе this week, and the market 
anticipation seems to be that distributions will be at levels а shade 
lower than those of a year ago. There is, however, such wide scope 
for surprise that no one feels anxious to speoulate on dividend 
chances, во the atti'ude adopted із a waiting one. In years gone 
by there п-е1 to be lively speculation in dividends; and to such 
an extent did the gamhliug run that the Committee of the Stock 
Exchange passed a-rale, which still holde, forbidding transactions 
in dividends, Prices of the Underground group are a little easier 
on the we k. with the cxception ef the Underground Electric Rail- 
w+ у issue, which are rather firmer. 

О! Foreign issues, Braz lian Tractions have recovered, in conse- 
quence of the declaration of the usual quarterly dividends on the 
common stock, noted here last week. The Rio exchange moves 
erratically, and, swinging with it, the prices of all Brazilian securi- 
ties rise and fall. The Mexican group is very weak. Mexican 
Tramway bonds hava fallen heavily. It looked a few days ago as 
though the United States were about to intervene, and put a stop 
to the intolerable state of affaire prevailing in Mexico; but this 
has not fructified, and affairs in the Southern Republic are as 
chaotic as ever. 

Avglo-Argentine Trams have gone back, in sympathy with most 
of the other securities connected witb the country, which has 
suffered so severely from floods that every industry—especially that 
of the railwaye—must be affected. The embargo laid by our own 
Treasury upon fresh issues of capital is another factor which may 
operate to the detriment of such a company ав the Anglo-Argentine 
Tramways, the very hugeness of which implies the necessity for 
periodical capital outlays. 

In the Manufacturing group, interest centres mostly upon Arma- 
ment shares. Vickers, Armstronge, B. S. A., and Projectiles make a 
quartet in the shares of which great activity prevails in the Stock 
Exchanges of London and the Northern provinces. The prudent 
holder, noting the sharp advances of the past fortnight, and 
realising that no small amount of the huge profits being earned 
by the companies must be applied to erection of new plant and 
machinery before anything sensational can be «xpected in the way 
of dividends, will probably recognise the wiscom of selling part of 
his shares now, especially if he can take a reasonably good profit. 
The comnanies dealing with chemicals, too, are prospering greatly. 
Castner-Kollners have risen to 31. 

The Electrical Manufacturing shares have gone back here and 
there, though the declines are small: Electrio Constructions 
furni-h an exception, with a sixpenny rise to their creait. The 
Rubber share market is firm, and the strength of the raw material 
afforda justification for the investment purchases that are going 
on in the Throgmorton Street and Mincing Lane exchanges. The 
provinces, too, are taking something of a hand in this market; 
and any sales which might otherwice emanate from Belgium, and 
so check improving prices, are avoided by the Treasury restrictions, 
to which reference has been already made. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING. DECEMBER, 1914. 


Wir the present return, we bring to a close our monthly record The increased importa are fairly well distributed, but particularly 
of electrical exports and imports for 1914. marked in the machinery, cable, telegraphic and telephonic 


; ; sections, Ав regards the latter. it may be noted that Canada 
Following the prevailing tendency to which we refer elsewhere, appears as ап importer of some £19,000 worth of telegraphic and 


the value of the electrical exporte shows a further falling-off as telephonic apparatus. in 

compared with the previous month, the total being for December The re-exporte, at £25,510, compared with £29,447 in November. 
£290,069, as against £349,254 for November. This drop in value Our most prominent customer during the month was Argentina, 
occurred in all the principal lines, such as machinery, cables, with whom electrical trade has apparently not suffered to the same 
telegraphic and telephonic material, lamps, &o. ; but the returns extent as in other markets. Turning to the importers into this 


show an increase under the miscellaneous headings of goods country, the U.S.A. has increased its last month's big total of 
fittings, &c., and for battery exports as compared with the previous business, reaching in December a value within a few thousands of 
month. the highest ever reached -by Germany; Italy also expanded her 


The imports of electrical goode, on the other hand, have shown usual trade value in December, whils: Dutch lamp imports have 
з rapid recovery to normal values, reaching a total of £261,303, as more than trebled her usual business during the past few months. 


compared with £201.569 in Novemher, and monthly averages in Oa the following pages we reprodadh a series of curves for the 
1914 of £230,600, and in 1913 of £245,500. whole year, based on these monthly statistice. | Te Wia 
| Registered Exports of British and Irish Electrical Goods from the United Kingdom. - mon 
[^] © D & & Ф. W e — А 
i 22325 3332 È 8 9 s S SÉ brut 333 223 
u 2 1 b ЕН „ /22 12 2] of 335 22 1 22 225 
Destination of exports and country consigning 323 833 8 of [2288 Вер Еа 2 8.2 23 23853 e g ‘3 
imports ЧЕЧЕ ЕТЕНЕ 44 333 pig ЕНЕ: 
$ $123 28 3 | 3 g| 78 |à B| 32 ] (воч Ыг 
à ЕЕ la | [PI |а ® 12 
| & 4 8 4 -8 2 £ & & & 28 & | & 
Russia, Sweden, Norway and Denmark  ... | 1,283 | 3,535 785| 181 58 | 1,386 | 4,090 300 247 47 596 88 | 12,276 
Germany eee eee оге eee eee eee LJ eco eee ооо ese [EN] eee eee eve eee eon Р ооё 
Netherlands, Java and Dutch Indies ee 177 | 2,682 14( 12 37 88 429 791] 114 26 269 118 4.878 
Belgium өөө eoe YES эое өзө eve - 178 eee 7 эое eee e eve | 8 ane | 3 196 
France ... aes eee TT T oes 399 " 133 37 | wes 2,218 14| 860 60 | 628| 7,898 | 11,747 
Portugal „ 0 91 9| 55 8| 467, 777 7| 13] 132 61 | 1,713 
Spain, Canary Isles and Spanish N Africa... 38 156 63 33 24 69 | 4.414 35 | 371 915] 125 | 5,550 
186 | 193 | ... 9| 2,27 
Greece, Roumania, Turkey and Bulgaria ... 6 7 50 14 | ... 117 vis b e. | 1311; 971 | 2,481 
Channel Isles, Gibraltar, Maltaand Cyprus... 214 iss b 37 | ... : 137 à 89 Vis l| 116 559 


; 1.905 
822 2 84| 650 10,479 
49 14 430 28 701 
9| 7| 253 15 1.059 
3 | 221] 23785 19| 4147 
5| Bue 714 | 624 
130 3| 7] 44 | 6,198 
292 | ... | 13F| 4,357 | 54,076 
18 2| 792] 45 | 1,972 


U.S.A., Philippines an! Cuba. ... m 198 
Canada and Newfoundland. T "m 201 
British West Indies and British Guiana ... 181 | 
Mexico and Central America Vis s 20 
Peru and Uruguay... T EAS 26 344 
Chile eee eee eee ecc өзө eee eee 
Brasil 606 eee 0006 ГІД eee eee ] ll 
Argentina eee 9 00 eee eee eee 10,702 
Colombia, Venezuela, Ecuador and Bolivia... 70 


14 10 402/16,288 | 19,633 


Egypt, Tunis and Morocco ... is sis 181 
33 ee b^; 212 927 


British West Africa eee eee eee eee 57 


Rhodesia, O.R.C. and Transv oP * | 1.161 | 1,543 465 802 | ... 140 | 4,355 35 39 x 41112 8,583 
Саре of Good Hoppe 697 | 3.141 | 348] 202 2| 19% | 1,609 16| 844 6 51| 534 | 7,144 
Natal 298 ave eee T T 429 | 2,330 279; 130 2 b6 114 . 50 жаб 67 131 3,681 
Zansibar, Brit. E. Africa, Mauritius & Aden 189 53 9 13 2 T 115 16 8 sse 1( 87 602 
Azores, Madeira and Portuguese Africa  ... 34 271 74 9 8 48 373 8 22 s 83| 930 

22 148 51-45 eae 22 E А sis 8 11 241 


Prench African Colonies and Madagascar... 35 


China and Siam eee 9 ese ese 376 
Japan and Korea Ves ese ese ‘ee 92 
India эое eee , өөө eee eve eec 1,565 
Ceylon .. 186 
Straits Settlements, Fed. Malay States and 
Sarawek 9 Фев eee eee Фое 1,143 
Hong Kong... T T tes - 7 


West Australia T bis н eee 68 
South Australia eee eee воз eee 183 


61 | 138 | 1,042] 95 | 5,383 
183 | 63 4( 501 | 4.855 
4,165 | 42 | 1,333 110 | 35,975 
493 | 177 | ... | 1,736 | 8,582 


69 | 104 1844 361 | 8.027 
8 11 Ij 2 1,296 


8| ..| oe | .. | 2,548 

129 | 4 15€ ... | 2.585 
163 | 81 3.430 2.606 | 19.607 
9,446 7 | 1,349] 1,081 | 25,285 
351] ..]| 191] .. | 3,400 

Gil xe е cust 654 
270 ..| 86| 802 | 12,539 


Tasmania ке 585 Sid 5 
New Zealand and Fiji Islands "m ^. | 1,033 
Total, & |24,612 


Switzerland, Italy and Austria-Hungary ... 10 7 152 xs vas 489 | 1,161 oxi 


15.661 25,463 8,038 | 734 | 8,095 pee (2,851) 18,465 |1,635 14,3431 8,254 290,069 


Registered Imports into the United Kingdom of Electrical Goods from all. Countries. 


Russia, Norway, Sweden and Denmark  ... 71 к ‘ua 10 | 637 22 | 1,722 163 | 2,332 | ... 4,575 9,532 
Germany 006 eee eee eee eee . 


Holland.. tes sda idi 26 | 1,714 5,036 11,535 | ... 187 | ... 849 | ... 87 8,964 
Belgium өөө esc [IIl eve [I wee өзө eee ene eee eve 10 2 eee eee ооо 10 
France... ... dis a T Vis 68 | 282 | 615 e. | 288 48 ie e. | 1,681 [3.1047 890 6.974 
Bwitzerland ... T iis a Vis 478 | 6424 | ... 477 | 178 | 1,918 | 2,188 M 30 [1,318 10 13 016 
Italy...  .. ons ui. ass eos | 2,23! | 6,292 9 s 37 139 26.779 711| 590 20 ee 36,868 
Austria- Н eee ede eee eee eee eee ese вое фое [EA [EE [EIJ LEN eee eee ece 
United States ... 828 iss id ... | 9,265 | 1,187 11,015 | 931 3 253 440 9.065 134.716 3.678 [4,282 6 035 163.867 


Total, £ 112,138 115.929 |1,639 | 6,454 ; 926 | 2.567 179,951 |35 5901 8 660 (8,724 11,597 239,171 
Additional imports: Portugal: Instruments, £10. Spain: Lamp parte, £71; carbons, £2 193 Canada: electrical goods, £831 ; 
metere, £28 ; telephone and telegraph apparatus, £18,999. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


ToraL Exports: £290,069 : . TOTAL RE-Exports : £25,510 TOTAL IMPORTS: £231,303 
NoTE.—The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third column contains many amounts relating to goods otherwise unclassified, the latter, doubtless, oonsisting of similar 
materials to those appearing in adjacent columns. Imports are credited to the country whence consigned, which is not necessarily 
the country of origin, 


525 


Various countries, mainly as above... *. [11,503 104 | 18 6.904 m | 49 7,107 25,510 
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ELECTRICAL EXPORTS AND IMPORTS 
DURING 1914 AND PREVIOUS YEARS. 


TAE year 1914 will be indelibly impressed on the memories of 
most of us because of its unfortunate association with the 
present European war, which great as it is in extent, in the 
numbers engaged and interests involved, shows an unmis- 
takable tendency to spread still further. The withdrawal of 
the wealthiest industrial nations of Europe from their normal 
eceupations, and the interference with, and diversion of, -the 
business of so many adjoining, though neutral countries, has 
naturally played havoc with the оро electrical industry 
as a whole, though we are glad to think that the British share 
in үн has not suffered so severely as inight have been 
expected. 

t is necessary to emphasise the fact that this is an 
„engineering war, and the demands on us for engineering 
material for the allied armies on a war footing are 
such that the manufacture of war material has replaced— 


break of war, and was followed by a partial recovery in busi- 
ness. ` 

No large telegraphic export oceurred during the year, but 
the general export business (dot and dash curve) remained 
fairly steady at a reduced level during the first six months of 
the year. In contrast to this the imports remained steadily at 
a higher level than they have ever previously reached during 
the first half of 1914, which reference to our last set of curves, 
fig. 7, will show to be due to the combined efforts of American 
and German importers, but more especially the latter. 

The re-exports, comparatively small in amount, have re- 
turned to something like pre-war level. 

The gross values of our electrical exports and of the tele- 
graphic material included therein, for the five years included 
in the curves, were as follows :— 


1910 Gross 45, 700, 0000 


Telegraphic £2,267,500 
4560. 000 


1911 „ 24.600,00 .... й 

1912  26,300,000 ...... d £1,500,000 
1913 „ 47568000 .... ii £9. 388,000 
1914 „ £5,189,000 .... „ "£835,800 


The monthly average of general business, shown by the dot 
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The lower export curve (dot and аЬ) is exclusive of telegraphic exports. 
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Fig. 1l.—CBART SHOWING MONTHLY ELECTRICAL EXPORTS AND IMPORTS DURING THE PAST FIVB YEARS. 


no doubt poe normal employment of a large per- 
centage of engineering and even electrical firms, and in the 
case of the latter a considerable proportion of this normal 
business—particularly for the home market—has passed to 
such overseas sources of supply in neutral countries as are 
available, with the result that the imports ot electrical mate- 
ral have shown a rapid recovery to last year's level since 
August, while British electrical exports, though substantial in 
amount, show a falling off, which will probably become more 
marked while our firms are situated as at present. 

These features are reflected in the curves which—as usual 
in January—we reproduce as a convenient summary of the 
past year's business. Thus in our first set of curves, fig. 1, 
the total electrical exports from this country (heavy curve) 
show a decided falling off during the early part of the year 
prior to the war—the tendency in this direction being men- 
tioned in our last annual résumé. Then came the slump— 
common to all the curves— which occurred soon after the out- 


and dash curve, was, for 1910, £286,000; 1911, £338,000; 1912, 
£400,000; 1913, £432,000; and 1914, £362,000, but during the 
first half of the latter year the monthly average was the same 
as In 1913. 

As regards the imports of electrical material into this coun- 
try during 1914, the total value shown by our statistics was 
£2,767,000, representing a monthly average of roughly £230,000, 
these figures comparing with £2,946,500 and £245,500 in the 
previous year (1913). Although the past year, as a whole, 
naturally shows a falling off in values, it should be noted that 
the first half of the year showed record imports, viz.. a 
monthly average of £275,000. 

The re-exports for 1914 were valued at £265,200, or a 
monthly average of £22,000, as compared with £311,000 and 
£28,000 respectively in 1913. 

Our second set of curves, fig. 2, shows the trend of machinery 
and cable exports during the past five years, and it will be 
seen that during the early part of 1914 machinery export values 
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Fig. 3.—MONTHLY EXPORTS OF ELECTRICAL MACHINERY AND ELECTRIOAL CABLE—OTHER THAN TELEGRAPHIC AND 
TELEPHONIC CABLE—DUBING THE PAST FIVE YEARS. 
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attained record 5 2222 000% in fact, during the 
period January June, some per month, and over 
the whole year £179,500 per month, the comparative figure for 
1913 being £184,000. The total value of the machinery exports 
for 1914 was £2, 154,000, as compared with £2,209,200 for the 
previous year. 

Cable exports, shown in the lower curve, have declined during 
the past two years and—it may be some consolation—appear to 
have suffered to a trifling extent in the early days of the war. 

The cable exports for the year—not including telegraphic or 
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d honic cables which are included elsewhere—reached a 
value of roughly £741,000, as compared with £968,000 in 
the previous year. 
iously enough machinery imports, shown in fig. 3, also 
attained record values during the first half of 1914, and their 
Apd recovery in value since the war leaves them in December 
t the higbest level yet reached. . 
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Other curves in fig. 8 indicate a continuous falling off in 
the importation of lamps and parte, which although no doubt 
largely due this year to the shutting off of German supplies, 
has been in evidence since 1910, and a similar falling off in 
telegraphic and telephonic imports. 

Electrical machinery imports totalled £1,476,000, imports of 
telegraphic and telephonic material £267,500, and of lamps 
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and parts, £215,000, during the twelve months. These figures 
compare with £1,300,000, £314,000 and £313,000 for the same 
items respectively in 1918. 


Purchasing Countries and Importers into the United 
Kingdom. 


Of the remaining curves, those in figs. 4, 5 and 6 show three 
years' business with some of our principal customers, with all 
of whom trade sustained a severe shock on the outbreak of 
war. Fig. 4 shows that Argentina was our best customer on 
the American continent, business in that direction being fairly 
well maintained despite the war. Brazilian trade, which has 
been declining for the past two years, has dropped off to in- 
significant proportions since the war, while Canadian trade, 
with the exception of.one or two spasmodic jumps, has been 
at a lower level than in the previous year. 

The curves given in fig. 5 of electrical exports to Australia 
and New Zealand, and our South African colonies, indicate 
the same general falling oif in values over the year as com- 
pared with 1913, with a marked kink at the outbreak of war. 

Fig. 6, dealing with Far Eastern trade, shows that with 
both India and Japan our electrical business was in a really 
flourishing condition during the early part of the year—especi- 
ally so in the case of India, with whom trade has been rapidly 
increasing for some years—and even Chinese trade showed 
hopeful signs. In all these cases values tumbled down in 
August, and while we still retain a reduced though substantial 
Indian business, and the gross value of exports to Japan dur- 
ing the year was actually higher than in 1913, yet at the pre- 
sent time both Japanese and Chinese business appears to be at 
a very low ebb. 

The gross values of our export business to the countries above- 
mentioned for the years 1913 and 1914 were as follows :— 
India, £1,769,000 and £784,000; Australia and New Zealand, 
£1,283,000 and £1,032,000; Argentina, £558,000 and £488,000; 
South Africa, £508,000 and £434,000; Canada, £392,000 and 
£318,000; Japan, £309,000 and £320,000; Brazil, £350,000 and 
£176,000; and China, £159,000 and £117,000. 

The last series of curves, fig. 7, dealing with prominent im- 
porters into this country, which have become almost monoton- 
ous by reason of the overbearing position of Germany, will be 
reviewed this year with unusual interest. 

Germany did a bumper trade with us during the early part 
of the year, whether due to accident or design, we can 
leave to our readers, but following the outbreak of war this 
naturally fell away to nothing in Septeinber, since when there 
have been no official records of German" material enter- 
ing this country But our American cousins, who in the pre- 
vious year were showing an increasing interest in our markets, 
have taken up the running, and are now sending into this 
country an even greater value of electrical material than Ger- 
many did. Under existing conditions this development is not 
surprising, Ámerica being the only really free clectrical manu- 
facturing nation at the present time; indeed, her freedom in 
this respect may be a matter for congratulation to us under 
the circumstances. 

It may be of some interest to record that according to our 
monthly returns, Germany sold to us magnetos to the value 


of over £940,000 during the first seven months of the year; 
the total value of her electrical imports into this country during 
this period and a few extra days in August amounted to some 
£1,133,000, or a monthly average—taken over seven months— 
of £162,000, as compared with £1,632,000 and a monthly aver- 
age of £136,000 during the previous twelve months. From 
the States we purchased electrical material to the value of 
some £911,000, a monthly average of nearly £76,000, as com- 
pared with a total of £593,000 and monthly average of over 
£49,000 in 1913. | 

Of the other countries, the Belgian curve shows that her 
trade has also dwindled to nothing, while France etil main- 
tains some small business with us. On the other hand our 
monthly statistics show that Italy, Switzerland and Holland— 
neutral countries only partly affected by the war, have in- 
creased their business with us since August; the Dutch lamp 
industry, in particular, has found a market in this country, 
as also have Swiss and Italian cable, etc. 

The electrical imports for the last five months of the years 
1918 and 1914, for the Scandinavian countries, Holland, 
Switzerland and Italy were valued as follows: —1913, £83,000; 
£14,800; £28,000; and £42,000 respectively; 1914, £52,610; 
£47,000; £34,000 and £50,000 respectively. The Scandimavian 
total for 1914 shows a decrease, but Russian business, which 
was included in the 1913 total, has of course disappeared since 
the war started. 
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Fic. 7.—ELECTRICAL IMPORTS FROM GERMANY, US. A., 
BELGIUM AND FRANCE, 1912-14, 


General. 


In concluding these notes, we may point out that the 
falling off in electrical export business which was indicated 
in our 1913 curves, continued during the year under review 
up to the time of the war, and the latter has only been an 
additional factor in the result. Through the general obscurity 
in which the future is necessarily veiled, it is not easy to see 
any improvement in our export business, the indications being 
that a shortage of both labour and available plant will tend to 
a further falling off in this direction, ав greater numbers of 
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troops become engaged. And for similar reasons it would 
seem probable that electric imports from America, in par- 
ticular, which at any rate has ample copper supplies, will 
show а meses ponding increase, for it will be her object to 
make up for the shortage of European importation into this 


country as well as any deficiency in the usual supply of mate- 
ar, 


rial by British firms to the home market, in so 
as these are not curtailed by the war. 

It is, in fact, obvious that self preservation may necessitate 
our concentrating on war requirements to the exclusion, if 
necessary, of foreign trade, and it is a matter for congratula- 
tion that such drastic measures have not up to the present 
been necessary. 


of course, 


CAB SIGNALS ON BRITISH RAILWAYS. 


(Abstracts of Papers read before the INSTITUTION OF MECHANICAL 
ENGINEERS, December 18th, 1914.) 


(Concluded from page 126.) 


G.W.R. Automatic Train Control and Audible Signal 
System. 


Br W. A. STANIER, Assistant MANAGER, G. W. R. 
ГосомотіуЕ Works, SWINDON. 


About the year 1905 some of the Great Western. engineers 
devised an audible signal for the locomotive cab, which, after 
a certain amount of experimenting, was considered to be 
ampie enough and certain enough to warrant a more extended 

. It was agreed to equip certain branch lines with the 
apparatus, and as a result the system has had certain im- 
provements, and its use has been considerably extended. 

A fixed ramp, in the centre of the track, about 400 yards 
before the DISTANT signal is reached, is connected to the lever 
in the signal-box controlling. this DISTANT signal by means of 
an electric wire and switch with a battery in the circuit. 

The ramp is laid on the skew so as not to wear a groove in 
the shoe, and to assist in clearing it, and the shoe which rubs 
on it, of anything such as frost or snow which tends to insu- 
late them from one another. | 

In the signal-box is a switch connected to the ramp with a 
battery of about Sn Leclanché cells in the circuit, with 
an earth return. This switch is attached to the lever con- 


Fic. 2.—C7ENTRAL PORTION OF RAMP. 


trolling the DISTANT signal, so that the ramp is electrified 
when the signal is at PROCEED and dead when the signal is at 
stop. The ramp is therefore dead in the event of the batte 
or connections becoming faulty. 
The apparatus on the engine consists of a siren and brake- 
valve, and an automatic steam switch. The contact-shoe is 
fixed in the centre line of the engine, and projects to within 
2) inches above rail level. It is lifted 14 inches whenever a 
A is passed over, opening a switch attached to the contact- 
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The switch is cennected with the electrically-controlled 
brake-valve and siren in such a way that whenever it is 
opened, except as hereafter described, air is admitted through 
the siren and brake-valve to the train-pipe, sounding the siren 
and applying the brakes on the train, figs. З and 4. This 
happens when an engine passes over an unelectrified ramp. 
The driver ean stop the siren sounding, and stop the applica- 
tion of the brakes by raising a handle provided for the pur- 
pose. and thus acknowledges the audible STOP or DANGER signal 
given by the siren. Should the signal be in the PROCEED or 
ALL-RIGHT position, fig. 5, the switch connected to the lever 
in the signal-box working this signal is closed, and the ramp 
is electrified, so that when the engine passes over the ramp, 


FIG. 4. 
Circuit DIAGRAMS or G. W. R. SYSTEM OF TRAIN CONTROL. 


the shoe picks up the current, closing a secondary circuit on 
the engine which prevents the brake-valve from opening, and 
at the same time causes the bell on the engine to ring. This. 
audible ALL-RIGHT signal continues until the engineman presses 
в расов on е side of the cab apparatus, thus acknow- 
ledging the signal, and by breaking the bell circuit stops the 
bell ringing. 

The cab apparatus consists of a box mounted on the side 
of the cab close to the engineman. It contains an electro- 
magnet, energised from a small accumulator on the engine, 
which holds up an armature. The armature is integral with 
the lever that controle the brake-valve and siren. Close to it 
is a steam-switch. Its object is to cut out automatically the 
electric battery on the engine, so that when the engine is not 
in steam the circuit is open and waste of current is prevented. 
It 15 arranged with a diaphra which is set to move with 
about 40 lb. steam-pressure, and when it moves it joins up the 
circuit in the engine. A selective or polarised relay con- 
trols the secondary circuit, which circuit is primarily used 
for ringing the bell mounted at the top of the box, which 
gives the ALL-RIGHT signal. This relay is also used when the 
apparatus is installed on single lines. When a train is going 
in one direction on a single line it is necessary that the ramps 
controlling signals in the opposite direction should give no 
signal. This is effected by electrifying these ramps with a 
current of opposite polarity. The means for doing this is 
controlled by the electric staff or tablet apparatus, fig. 6. 

The apparatus on the engine is always tested as the engine 
leaves the locomotive shed, as a short ramp is fixed alongside 
the outgoing signal for the locomotive yard, so that the engine- 
man satisfies himself that the device is all right before he gets- 
to his train. The device hae proved so satisfactory that about 
180 miles and 90 engines up to the present have been equipped, 
&nd its use is rapidly being extended. 


Signalling on Railway Trains in'Motion. 


By W. WILLOX, ENGINEER, METROPOLITAN RAILWAY, 
LONDON. 


Twenty-seven miles of the Metropolitan Railway are elec- 
trified, and 234 miles are governed automatically by track cir- 
cuits. The rest of the Metropolitan Railway has ordinary lock 
and block signalling, with a number of sections automatically 
controlled by track circuits. 

The system of S Hag in use on the electrified portion of 
the Metropolitan Railway is all electric automatic, and this 
signaling requires no visual indication in the driver's cab. 
There is, however, a control on the driver by means of ‘‘train- 
stops, which are placed at every sror signal. The train-stop 
is a device which 1s controlled by the track circuit in exactly 
ihe same manner as the signals, and consists of & short ver- 
tical arm which is held vertically in its normal position, and 
is lowered to the CLEAR position by means of the track circuit 
acting through a motor at the same time as the signal goes to 
CLEAR. There is a trigger fitted on the leading motor coach or 
electric locomotive which would engage with the train-stop in 
its normal position and so be deflected backwards. When this 
occurs, it applies the emergency brake on the train and simul- 
taneously opens the power circuit, thus braking the train and 
cutting off the current. In this way, if a driver passes a 
signal at DANGER, his train is automatically brought to a stand 
and cannot be started again until the trigger is replaced in 
the vertical position. As showing the effect of these train- 
stops, it may be mentioned that a train weighing 200 tons 
running at a speed of 25 miles per hour on the level is brought 
to a stand in less than its own length. 
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These train-stops, although they come to a CLEAR position at 
the same time as the signals, are controlled by the track 
circuit independently of the signals, so that if by any accident 
the signal should remain at the CLEAR position instead of going 
to DANGER, the train-stop would still go to the vertical position 
and thus come into action if the train went past the signal. 

The control for the train-stop mechanisin is complete when 
the respective track-section is unoccupied, and is in shunt with 
the signal control. After the train-stop motor has finished its 
work, that is, bringing the train-stop arm to the CLEAR or 
inoperative position, the motor circuit is opened automatically 
by means of the motor control. The train-stop is then held in 
the CLEAR position electrically by means of a clutch (as shown 
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on plan) The motor only operates for tbe actual clearing, 
and the clutch arrangement reduces the power for holding at 
CLEAR to an almost negligible quantity, 1-10 amp. When the 
power circuit is broken, the only moving part of the apparatus 
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Contact in Electric Tablet Instrument, electrifying Ramp so as to 
produce no signal op enzine. Contact made onlv when Tablet is out 
for train to proceed in opposite direction. 
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Fic. 6.—WIBING ON SINGLE-LINE RAILWAY, 


is the train-stop arm and shaft, the motor remaining station- 
ary, this being effected by the clutch mechanism. The voltage 
of operation 1s 60 and the power required for clearing about 
30 watts, the time taken being five to six seconds, 

Fig. 7 shows the general arrangement of the train-stop 


Contact on lever controlliag signal for direction of running. 
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ratus took charge of the train; it did not come into o ne 
if the driver kept within the speed limit applicable to the 

A maximum speed limit was enforced in similar manner per 
in the event of a signal being at danger, speed was reduced 
automatically to say 5 m. p.h. Ramps in and at the entrance 
to curves secured automatic speed limitation therein. This 
system had been used satisfactorily for some years; the General 
Railway Signal Co. (Rochester and New York) was to use it 
in re-signalling the Metropolitan Railway (New York) and the 
Pennsylvania Railway was about to use it on 20 miles of 
four-track way. 

Mr. Н. Raynar WILSON was strongly in favour of cab sig- 
nalling. but doubted the wisdom of attempting sudden whole- 
sale and radical changes in signalling methods. According to 
his investigations, cab signals had never been recommended 
by Board of Trade inspectors. (Mr. Wilson laid considerable 
stress on this point, but a later speaker said there were cases 
in which Board of Trade inspectors had recommended cab 
signals.) Notable progress had already been made, cab aig- 
nals being installed on 90 Great Western, 36 North Eastern, 
and two Midland locomotives, but to avoid unnecessary expense 
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Fic. 7.— TRAIN STOP, METROPOLITAN RAILWAY. 


and controlling motor at rail level, and fig. 8 1s a diagram of 
the wiring between the track circuit and the motor, showing 
how it is controlled. 

With regard to the reliability of the train-stops described, 
the results are very sutisfactory, as there have been many cases 
of drivers running past the sign nal, either through carelessness 
or some failure of the apparatus, being pulled up by the train- 
stops. 

i to its usefulness, it is relied on to such an extent that 
fogesignalling in some cases has been dispensed with. Further, 
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Fic. 8. —DraceraM OF Track CIRCUIT AND MOTOR CONTROL. 


it has been possible to shorten the signal sections, and this 
shortening has only been agreed to by the Board of Trade on 
condition that train-stops are provided, and the Board of Trade 
also requires that all sroe signals on the electrified lines shall 
be fitted with the train-stop apparatus. 

DISCUSSION. 

In opening the discussion, the Снлкмах (Mr. Michael Long- 
ridge) said that the subject of cab signalling was of enormous 
importance, as the ordinary system of semaphore signalling 
left much to be desired. He suggested that audible signals 
were always more reliable, and that the ellorts of engineers 
should be directed to perfecting a system of audible cab- 
signalling. 

Mr. A. T. BrsckauL (Chief Signal Engineer, G.W. Rly.) 
attached. special importance to automatic brake application 
in the event of the sigual being at USES with this system, 
there was no need for visual signals. Uniformity of system 
was of the utmost importance; in particular, ап engine belong- 
ing to railway A should be able to pick up signals on railway 
B when running over the latter. Ile agreed that there should 
be no moving parts In the track equipment for cab signalling. 
On high-speed lines in particular, it was unsafe to depend 
on the train hitting a stop moved from a signal-box say half 
a anile away. 

Mr. S. L. GIBSON (Toronto) outlined a Swiss system of signal- 
ling and train dispatching (i.e., control from а central office) 
with which he had had experience in the States. The system was 
in regular use on 130 mules of track with extensions in pro- 
gress to 250 miles. A fixed ramp and shoe were used, visible 
as well as audible signals being given in the cab. Following 
usual American practice, a green light, i.e., “safety signal, 
was shown, normally, a red light appearing only between the 
distant and home signals when danger was present. The 
ramps were connected to the control station, and in the latter 
was a record sheet—showing time horizontally and number of 
“blocks > vertically—on which every train on the system 
recorded its position accurately and automatically. Only in 
exceptional cases were trains stopped automatically. In 
general, control was restricted to automatic speed limitation 
within predetermined limits: this speed control could not be 
overcome by the driver. The automatie apparatus was set in 
operation at the distant signal. and if the driver did not 
reduce speed within a certain distance, the automatic appa- 


‘signalling apparatus. 


INA 


and to reduce the difficulty of securing ultimate uniformity of 
working, it was desirable to сосе slowly—first repeating 
distant "signals elliciently, then adding stop and route signals 
later. 

Mr. J. Sayers (Midland Railway) pointed out that, however 
useful ^' train stops" might be on low-speed lines, they were 
of no value for high-speed steam or electric traffic. In his 
opinion several recent accidents on the Interborough and Third 
Avenue Railways could only be attributed to failure of train 
stops. Allowance must be made for the fact that more or less 
main-line track would ultimately be electrified, and he believed 
that it would be found there was no room on the track for 
At present single-phase overhead trac- 
tion utilised running rail return, but the speaker believed that 
the Board of Trade here and the Public Sufety Commission in 
the States would soon insist on a special return circuit being 
provided, in which case ramp systems of cab-signalling would 


have to find another means of шш signals to Ше 


engine. In co-operation with Mr. Acfield he had tried, on the 
Midland Railway, a wireless system based on the Railophone 
and operating, through a tuned relay, an audible indicator 
and the train brake. He submitted that the continuity of 
visible signals as now used made them ideal if only one could 
ensure that they could always be seen. 

Mr. A. D. Jones (S.E. and C. Rly.) asked whether risk was 
not incurred by the normal position of the indicating arm 
bemy " clear" in the North Eastern system of cab-signalling: 
and by the driver being able to re-set the cab semaphore and 
switch out the bell. Did not cab signals take the driver's 
attention from the track? The critical period between the 
beginning of a fog and calling out fog-men could be tided 
over by some apparatus enabling signalmen to place detonators 
mechanieallv. Cab-signalling. was imperfect so long as it left 
the possibility of errors due to signalmen, for such errors had 
been responsible for many accidents; also, the svstem should 
include automatic train control, though this must not be in 
the nature of a sudden train stop in the case of high-speed 
traffic. Apart from other considerations, an attempt to stop 
suddenly, sav. а heavy goods train on а down-grade would 
cause trucks to mount the tender. Uniformity of system was 
of the utmost importance—particularly in such cases of mili- 
{агу emergency as now existed, when through-running in 
every direction, all over the country, was desired. 

Mr. Garner SMITH said that in his opinion a mechanical as 
well as an electrical signal was necessary for safety. 

Mr. В. G. Berry (L. & Y. Rly.) announced that he had been 
conducting successful experiments with a system of cab- 
signalling giving both “all right” and ''danger'? signals. 
but requiring no battery or accumulator and no delicate con- 
tacts on the locomotive. 

Mr. A. E. Ковевтѕ (L. & S.W. Rly.) criticised severely the 
practice in the North-Eastern system of mounting the brush 
frame on a truck, which had considerable vertical motion. 

Mr. R. T. IN SFIA., (G.W. Rly.) pointed out that the G.W. Rly. 
system of cab-signalling was as efficient as the N.E. Rly. system 
in warning drivers of their approach to a signalling zone: the 
G.W. system gave cab signals coinciding with the semaphor- 
signals. Route indieations were given only in the case ct 
junctions which could be traversed at 40 m.p.h. or upwards. 
At most junctions the ‘‘danger’’ signal was given at the 
distant post in order that speed might be reduced for the 
junction: route indications were then unnecessary. Train 
stops were of no use on high-sneed steam lines. Modern high- 
speed. frequent-service conditions would necessitate one &vs- 
tem being generally adopted in the near future. 

In reply. Mr. AcrrELD said that no mechanically operated 
moving ramp could be generally satisfactory. Tests on the 
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Midland Railway showed that train stops could not stand 


operation by trains running at 60 to 70 m.p.h. The exigencies 


of modern traffic demanded that the driver should be able to 
release himself from automatic braking directly such release 
became safe, and without waiting for the guard's services. 
Visual signals, though not necessary where distant eignal 
control was alone practised, were advisable where the home 
signal was given also. 

lr. PiGG (speaking in the absence of Mr. V. L. Raven) said 
that an important feature of the N.E. system was the showing 
of one signal till the next was given. The driver was not 
required to remember what was the last signal. The normal 
position of the indicating arm was danger, but the normal 
running position was safe so long ав all circuits and con- 
tacts were in order. The cut-off switch was used only to save 
current while locomotives were in sheds; special ramps out- 
side the latter demonstrated the correct working of the appa- 
ratus on leaving the sheds. The bell switch was for use in 
shunting; even with the bell switched out, a complete '' off 
signal was not given because the route indicator remained 
central. The complete canalisation of the system was very 
important, and Mr. Raven's system did not lose control of 
the driver at the distant signal. | 

Mr. W. A. STANIER said, with regard to acceleration of вет- 
vice by cab signals, that G.W. drivers placed implicit faith 
iu their apparatus and ran dead to time in fogs when trains 
net equipped with cab signals were seriously delayed. The 
G.W. Rly. had also tried a purely mechanical audible cab- 
siznalling system. | 

Mr. W. WiLLox said that when cab signals were sufficiently 
perfected no doubt they would be used on suburban electric 
trains. At present train stops were used as being the only 
means by which such a service as 42 trains ү hour on one 
line coyld be maintained. In operation they 
fectly reliable at speeds up to 40 or even 50 m.p.h. 

Mr. A. Е. BouND (G. C. R.), in a communication, expressed 
the view that the existing visual signals must be retained, and 
any new system must be merely an adjunct to present methods. 
It was useless to deal with the fog-signalling problem; the 
proper course was to provide something which would ensure 
that the traffic should be worked according to the indications 
displayed by the signals. The main thing was to prevent a 
train from passing a HOME signal at DANGER by fixing the con- 
trol at such a distance from the signal that the train would 
he stopped in time. 

Mr. H. W. Moore (L. X Y.R.) wrote that the system des- 
cribed by Mr. Stanier appeared to meet every practical require- 
ment, though it only gave a warning at the DISTANT signal. 
He thought an automatic appliance should be provided to 
stop the bell ringing. 

Mr. J. C. Sykes thought. that the driver should not be 
allowed too easily to liberate his brake when it had been 
applied automatically. The duties of the driver should not 
he added to: he should be allowed freedom of action until he 
did something wrong, and therefore he thought a properly 
designed train-stop was the solution of the difficultv. They 
were putting too much apparatus on the locomotive; the train- 
sten. however, was simple. "The signalman ought to be pro- 
vided with means to stop a train, in case of need. 


THE DEVELOPMENT AND APPLICATION 
OF SEARCHLIGHTS. 


Ar a meeting of the ILLUMINATING ENGINEERING SOCIETY on 
January 19th, Mr. P. G. LEDGER opened an instructive general 
discussion on this subject, the paucity of literature relating 
t^ wluch was remarked and regretted by most of the speakers. 
After pointing out the distinction between beacons which 
are intended to be seen from a distance and searchlights which 
are intended to illuminate and reveal distant objects, Mr. 
Ledger stated. that the electric arc was the only source having 
sutrcient intrinsic brilliancy (200,000 с.р. per sq. in.) for high- 
power maritime work, though bunched incandescent filaments 
and the half-watt lamp were useful for locomotive headlights, 
lire brigade, ‘aeroplane and other sinall searchlights. Search- 
[я were used during the last Iranco-Prussian war, but 
with metal mirrors which suffered from distortion, corrosion 
and other defects. The perfection of the mirror and optical 
sem generally was the chief improvement which had been 
еее in the censtruction of searchlights, and in this connec- 
поп the work of Fresnel and Mangin must not be forgotten. 
The candle-power of a powerful searchlight was very indeter- 
поте, varying as it did with the consumption of the carbons 
and, in effective value, with atmospheric absorption. Tests 
made in а clear atmosphere showed that the candle-power 
vinned from 4,000,000 С.Р. with a projector 40-cm. in diameter, 
wing в Wamp, arc, to 180.000.000 c.p. with a 150-cm. pro- 
ltr and 150-атр. arc; in the latter case, the intensification 
factor of the mirror would be about 4.300 and the mean 
horizontal intensity of the arc in the direction of the mirror 
about 46.000 c.p. The speaker exhibited a curve showing that 
Increasing the input to searchlights increased the С.Р. per watt 
at first rapidly. but then slowly ; corresponding to 0.8, 1.7, 2.75, 
49, and 9.5 kilowatts were 4, 5. 5.5. 6 and 6.5 C.P. per watt. 


ad proved per- 


Knowing the divergence of the beam (rarely less than 2° or &, 
nor need it be otherwise, or it would take too long to search a 


given area), the true centre of radiation could be determined 
und the law of inverse squares applied sufficiently closely to 
permit a fairly definite value to be assigned to the candle- 
power. Usually, however, the variety of carbons, current and 
voltage, and diameter and focal length of mirror, were alone 


specified. The range of a projector was even less definite 


than its candle-power. Often it was demanded that а projector 
sbould show up sinall objects which eould not under any cir- 
cumstances be seen at the distance specified. Any attempt to 
specify range must stipulate that the atmosphere be clear and 
that an object of definite size and colour be visible at a cer- 
tain distance. As a rough guide, a modern 150-amp. search- 
light would carry 10,000 yards in clear weather. erz's rule 
stated that the radius of action varied with the square root of 
the mirror diameter and the fourth root of the intrinsic brilli, 
ance of the source; this rule took no account of the size of 
object. viewed. 


The coming of aircraft had made it necessary to project 


beams vertically upwards for military purposes and had raised 
the intricate problem of arranging for flashing beacons operat- 
ing in both horizontal] and vertical planes. Vertical projec- 
tion might be arranged by giving the projector barrel the 
desired inclination; by using a lens, with the arc beneath it, 
instead of a mirror; or by allowing light from a stationary 
projector to fall on а mirror capable of rotation in any plane. 
Yellow or red rays penetrated fog better than did blue light, 
and there was a possibility of increasing ranges by using 
coloured light; using & coloured mirror or screen would waste 


much light. Апу improvement with a view to increasing the. 
light available would have to be made by increasing the. 


brilliancy of the crater; but progress in this direction must 
not diminish unduly the life of carbons (3 or 4 hours in large 
and 7 hours in small projectors.) A .100-amp. arc using a 
27-mm. positive carbon might employ а 18mm. copper-cored 
negative and the shadow of the latter, with a relatively long 
arc, was inconsiderable. Recent improvements had been in 
respect of rapid dismantling and easy manipulation, e.g., 
automatic movement of the beam in accordance with the 
motion of an observer's telescope. 

Mr. J. Eck said that we appeared to have reached the limits 
of performance with searchlights of the existing usual design; 
increased current input no longer gave appreciably more light 
on a distant object. A new type of lamp had recently been 
produced in the States having vapour-cooled electrodes placed 
at about 150? to each other. The positive carbon was 15-mm. 
in diameter and horizontal, the negative was ll-mm. in 
diameter and inclined. Both carbons were rotated steadily 


by a small motor which also served to actuate the feed and. 


other movements in the lamp. Flat nozzles delivered methy- 
lated spirit vapour on to the carbon tips. The arc crater occu- 


pied the whole section of the positive carbon, and it was found 


that with lamps of this type, higher specific illumination and 
a inore concentrated beain were obtained than from an ordinary 
projector of equal size. As compared with a standard pro- 
jector of the same current capacity and mirror diameter, a 
projector with vapour-cooled arc produced 4.9 times as great 
average illumination along 238 ft. of arc at a distance of 6,800 
ft., and 5.2 times as great illumination along: 1,238 ft. of arc 
at a distance of 27,550 ft. 

Mr. W. M. Мокрғү said that there seemed to be a tendency 
to revert to the earliest type of arc with inclined carbons and 
both incandescent tips exposed. Was it not possible to use 
an alternating-current arc with inclined and, of course, equally 
heated carbons, while still keeping a small enough source for 
accurate focusing? At present the capacity of projectors was 
largely limited by heating: possibly it would be worth while 
to water-cool the barrel and mirror. 

Mr. уох said that oxy-petrol burners incandescing a refrac- 
tory button permitted the construction of very portable self- 
contained searchlights. For aeroplane use a swivelling search- 
light of 2.000 intrinsic candle-power weighed 60 lb. complete 
with generator, automatic field regulator (compensating for 
variations in engine speed) and ballast resistanee. A Fresnel 
lens was used and a sheet of plane glass prevented ash dropping 
on to the mirror. A half-watt signalling lamp with a specially 
efficient optical system, for aero-work, was also described. A 
metal-filament lamp of 1 to 1.9 intrinsic c.P. fitted in a para- 
bolic mirror permitted Morse signals to be read in this country, 
at the rate of 17 a minute, over distances exceeding 11 miles. 
This was distinctly promising in connection with the use of 
half-watt lamps for beacons. 

Mr. T. Rircurg regretted the entire absence of standardisa- 
tion in searchlight practice, even in the most elementary 
matters. If the barrel instead of the mirror of a searchlight 
were made, say, 24 in., the mirror would only be about 20 in. 
in diameter, and £20 to £30 would be saved (or lost) on the 
mirror alone. Diameter figures should refer to the mirror. 
It should be possible to draw up standard emission curves and 
standard specifications for the crater diameter as a fraction of 
the mirror diameter. By increasing from 1 to 5 Kw. input, 
from 4 to 6} c.v. per watt, to the mirror, could be got in 
modern searchlights, and in the vapour-cooled tvpe 10 to 12 
C.P. per watt was obtainable, according to the rate of carbon 
consumption. Due to this and elimination of the red cone 
surrounding the crater, a whiter light and greater penetra- 
tion was obtained : tests showed that gunners could find and 


hit a target 2 or 3 miles further away, using a projector of 


the vapour-cooled type, instead of an otherwise similar stan- 


164 


THE ELECTRICAL REVIEW. [vol. 76. No. 1,940, Jaxvany 29, 1915. 


dard lamp. The small, heavily worked carbons in the vapour- 
cooled type could be impregnated without the ill effects noticed 
when using ordinary current densities. Combustion was 
better at the higher working temperature, and due to less 
scattering of the beam the observer could keep within hail of 
the operator without being dazzled. 

Mr. J. W. WiLLcox gave test data showing the excellent 
erformance of metal-filament lamps in small searchlights 
9-12 in. diameter, 23-3 in. focus) required to deliver a rela- 
tively small volume of light for pick-up distances not more 
than 5,000 ft. The multiplication factor of the mirrow was 


500 to 1,000 for 8° beams and 3,000 to 6,000 for 5° beams. Due 


to the sharper focus obtainable, incandescent lamps had been 
found better than arcs for locomotive headlights. 

Mr. L. R. B. PEARCE suggested that impregnation with 
strontium salts might introduce unstable resistance conditions 
and cause ''spurting." 

A VISITOR stated that the French authorities made а prac- 
tice of over-running incandescent filament lamps in а certain 
class of searchlight. By over-running 8 or 16-volt lamps 100 
per cent., light could be obtained at 4 watt per С.Р. The lamps 
asted only one or two hours, which was quite sufficient for 
the pur in view. Was it not possible that the use of 
several lamps concentrating on one spot would overcome the 
limitations of & single beam? 

Mr. Н. SMITH quoted some of the conclusions reached in 
recent military searchlight investigations in America. By 
altering the shape and composition of carbons, 50 per cent. 
increase in light could be obtained. Coring steadied the arc 
and gave the crater the right shape and brightness. Though 
yellow rays penetrated farthest, it was no use trying to make 
yellow light. It involved a flame arc which fouled the mirror, 
enone operators and spoiled focus: the loss was greater than 
the gain. 

Prof. BLONDEL (communicated) stated that existing methods 
of specifying range were too vague and empirical. Atmospheric 
absorption varied greatly in different districts and complete 
over-land data were not available. He gave mathematical 
expressions and lists of numerical factors and relevant physical 
data, and made allowance for the sudden decrease in visual 
acu occurring when illumination falls below 0.15 metre- 
candle. 

Mr. J. S. Dow pointed out that there were sound physical 
reasons why blue ravs should be excluded from searchlight 
beams. Not only had they poor penetrating power, but also 
their dispersion produced a blue-white haze very objectionable 
in practice. Better definition of distant objects could be 
obtained if blue rays were excluded. 

Mr. CHALMERS said that Nerz's range formula neglected to 
acconnt for the distance of the observer; this was not per- 
missible if the object viewed subtended only one or two 
minutes of arc at the observer's eye. So long as glasses of 
moderate magnifying power were employed, small obiects could 
be scen at as great range as large objects viewed by the naked 
eye. 

Mrs. HERTHA AYRTON said that previous speakers had almost 
ignored the auestion of are stability, which was extremely 
important and depended on many factors. The supply gene- 
rator used should give 15 or 90 volts excess pressure, on onen 
circuit, above that required at the arc. Six years ago she had 
sent to the Admiralty drawings of the shapes to which carbons 
should be cut: this information had not been applied, but 
the recent Americ^n investigations again showed its import- 
ance. In investigating the best running conditions. the 
snenker had found 190 amps. at 70 volts on the arc, using a 
38- mm. solid positive. had given a long and stable are with 
20 per cent. more licht than usual. Best results depended 
largely on the onerator’s skill. 

Mr. A. P Trotter said that the practical oneration of search- 
lights wags very simnle, whereas to express their theory mathe- 
matically was difficult and unsatisfactory. So man arbitrary 
constants were involved that there was little theorv left bv 
the time one had evolved an accurate formula. Residents in 
Tondon had niehtlv onnortunitv of observing what splendid 
beams were obtained from modern searchl'zhts. As matter 
of fact thev showed less divergence than was dictated by 
theorv. Anv attempt to express and work with the candle- 
power of a searchlicht was unsatisfactory. The only satisfac- 
tory method was to deal with lumens and flux of light. 


NEW PATENTS APPLIED FOR, 1915. 
| (NOT VET PUBLISHED). 


Compiled expressly for this journal hv Mrss«s. W. P. Тномрѕоч & Co., 
Electrical Patent Agents, 285. High Holborn, London, W.C.. and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


437. Cas fires and stoves heated by gas or mineral oil or electricity.” 
P. FP Wiass January 11th. 
431. '' Manufacture of insulating material." Soc. Avon. prs CowBURTIBLES 


INDUSTRIFIS. 
(Comolete.) 
„473. Adjustable stand or hoider for crystals used as detectors of electric 
sitrats in wireless telegraphy and wireless telephony." С, Н. Parker. Janu- 
ary Ilth. і 
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455. “ Manufacture ef metallic tungsten free from carbon." J. C. BUTTER- 
PTD. January Lith. 


441. „ Electric clock." F. O. Reap & Е. С. Тномрзом. January 11th. 


January Ilth. (Convention date, January 9th, 1914, France.) 


450. ''Process of and means for manufacturing electric carbons.” Сом. 
PAGNIE DFS CHARBONS Fasius Henrion. January llth. (Convention date, 
January 13th, 1914, Belgium.) (Complete.) 

459. Construction of brush holders for electric dynamos and motors.” 
A. B. Back. January 12th. 

464. '' Auto cable-laving attachment for the laying and reeling up of tek- 
graph and telephone cables." G. KENNARD & E. A. PEIILS. January 12th. 

482. Electric-lamp holders and electrical accessories." J. №. MoLum k 
E. MorrzTT. January 12th. 

484. Transformer and circuit arrangements therefor.” G. J. Van Sway 
& H. I. Kets. January 12th. (Complete.) (Convention date, January fth, 
1914, Holland.) 

491. Electric motor control systems." Barren Тпомвом-Носэток Co., 
Lro. January 12th (General Electric Co., United States.) 

498. ''Selecting devices operated by current impulses.” O. Imray. Janu- 
ary 12th. (Siemens & Halske Akt. Ges., Germany.) (Complete.) 

519. '' Polyphase generator for high-frequency currents with polyphase-tuned 
spark-gap." L. Rouzet. January 12th. (Convention date, January lth, 
1914, France.) (Complete.) 

528. '' Alternating-current generators of the permanent-magnet type." R. 
MERCER. January 12th. 

547. Magnetos and dynamos." К. R. SuiTH. January 13th. 

553. Electric locks and switches for lifts.“ Suita, Major & Srevens, Lro., 
& C. б. Major. January .13th. 

558. ''Adapter couplings, switch lamp-holders, and holders for other elec- 
tric fittings." V. C. Н. Gipson. January 13th. 

561. ''Electric wall plugs and the like." С. PmzSSLAND. January 13th. 

562. '' Electric lamp-holders." С. PmaESSLAND. January 13th. 

565. ''Gyro-compasses." J. Perry & S. G. Brown. January 13th. 

569. Electrical steering and like gear."  HaRLAND & Wotrr, Lro., & 
Н. Н. Bentley. January 13th. 

580. “ Manual and semi-automatic telephone systems." 
MATIC TELEPHONE Co., LTD., & W. AITKEN. January l4th. 

596. Automatic electro-dynamic brake system for feed-reels and the like.” 
H V. James. January l4th. 

611. ‘ Electrical vibrators or buzzers." 
(Complete.) 

641. Magneto ignition apparatus." М, S. Conner. January 15th. 

647. Electric signalling." F. С. Corm. January 15th. 

651. Electric coadensers." С. A. Lister, E. A. WATSON, & Mores k 
Lister, LTD. January 15th. 

676. “ Electric arc lamps for kinematographic projections.“ А. Zanotta. 
January 15th. (Complete.) 

677. Electric cable sockets." С. PmPFSSLAND. January 15th. 

712. Electric switches.“ E. G. Harcourt. January 16th. 

717. Protection of electric cables." J. H. Bowpan & Н. F. J. Trompeon. 
January 16th. 

718.“ Automatic electric safety catches or locks.” 
С W. Sizer. January 16th. 

722. ''Safety-devices or vacaum relays for electric circuits." Suns 
SCHUCKERTWEKKE G. M. B. H. January 16th. (Addition to 17,532/13. Convention 
date, January 16th, 1914, Germany.) (Complete.) 

723. Stray-wave protection devices for electric circuits.“ Smmums- 
SCHUCKERTWERKE G. u. B. H. January 16th. (Addition to 17,532/13. Conven- 
tion date, January 17th, 1914, Germany.) (Complete.) 


BETULANDRR Avfo- 


A. Н. Nicholson. January Ih. 


A. A. Sustuurst & 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Thompson & Co., 285, High Holborn, W.C., aad at 
Liverpool and Bradford, price, post free, 9d. (in stamps). 


19:13. 

21,361. APPARATUS FOR OPERATING RAILWAY SIGNALS AND THE Like. R. J. 
Dennett & A. P. Houghton. September 22nd. 

29.615. AULTOMATC OR SEMI-FAUTOMATIC TELEPHONE EXCHANGER Systems, С. A. 
Betulander. December 23rd. (December 24th, 1912.) 

29.712. TRANSMISSION OF WIRELESS Sicnats. R. C. Galletti & Саи" 
22314) RaR & Telephone Co. December 24th. (Cognate application. 
„388714. 

29.752. EL FEC TRI. Motor CONTROL SYSTEMS FOR TRAINS AND THE LIKE. Britisb 
Thħomson-Houston Co. (General Electric Co.). December 24th. 

30.083. ErrcrRIC Motor CowrROL, British Thomson-Houston Co., & Н. C. 
Hastings. December 3lst. 


1914. 

53. SeMi-AUTOMATIC TELEPHONE EXCHANGE SyStERMS. W. Aitken & К. Aitken 
January Ist. 

173. Tonition SYSTEMS FOR INTERNAL-COMBUSTION ENGINES, 
January 3rd. | 

391. SWITCHING SySTEMS FOR INSERTING AND CuTTING-OUT RFSISTANCBS AND 
THE LIKE, British Thomson-Houston Co. & Н. C. Hastings. January 6th. 

3.011. ELECTRIC Switcirs. H. Lucas & W. H. Edwards. February 5th. 

9.360. IMPULSE CONTROL SYSTEMS FOR AUTOMATIC TELEPHONE EXCHANGES. 
Western. Electric Со, (Е. T. Woodward, acting for Western Electric Co.]. 
February 9th. 

.5,050. Егғсткіс Arc Lamps. F. W. Sturgess. February 26th. 

9,116. MARKING DEVICES FoR RECORDING INSTRUMENTS. Evershed & Vignoles, 
Ltd., & G. W. Binsted. April 9th. 

9.468. ATTACHMENT OF ELECTRICAL CONDUCTORS fo Dynamo BRUSHES AND THE 
LIKE. Soc. Anon. le Cárbone & E. Gindre. April 16th. 

10.948. Exectric RAILWAVS. C. M. White (M. E. Sturges). May 4th. 

11,624. ELECTRIC .oNITERS. F. Celeri. May llth. 

13.707. Drvicrs FOR PUTTING UP AND TAKING DOWN ELECTRIC Laurs, A. Н. 
Burbidge & R. E. Alderman. June Stn. 

14.265. Pon nE FACING. Тоог ror ELECTRICAL Contacts AND THE IXI. A. J. 
Croft. June 13th. 

18.076. SELECTING Drvices FoR AUTOMATIC OR SPMI-AUTOMATIC TRLBPHONFE 
Ѕүзтғмѕ. G. A. Betulander. July 30th. (August Ist, 1913.) 

19.517. MAGNETIZING PERMANENT MacNETS. P. Lynch, Н. Wochner & F. W. 
Sauermann. September 7th. 

21.583. MAGNFTO-ELECTRIC MACHINES PARTICULARLY FOR IGNITION PUKTOSPS. 
C. T. Mason. October 27th. (Divided application on 29.655/13. December 2374. 

21.610. MAGNFTO-FLECTRIC MACHINES PARTICULARLY FOR IGNITION PURPOSES. 
C. T. Mason. October 27th, Divided application on 29,655/13. December 2ard} 

91.743. MAGNETO-RLECTRIC MACHINES. PARTICULARLY POR [cNITION PURPOSES. 
October 29th. C. T. Mason. (Divided application оп 29.655/13. December 2404) 

91.823. [GNITION Sysrrus FOR INTERNAL-COMBUSTION ENGINES. C. T. Mason. 
January 3rd. (Divided application on 143/14. January 3rd.) 

21.966. MAGNFTO-FTECTRIC GENERATORS FoR Tosxition PURPOSES. С. T. Mason. 
November 3rd. (Divided aoplication on 29,655/13. December Brd.) 


C. T. Mason. 
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ELECTRICITY SUPPLY. 


On Wednesday evening last week, at a meeting of the 
Students of the Institution of Electrical Engineers, Mr. 
Charles H. Merz delivered an extremely interesting lecture 
on the subject of electricity supply on the large scale in 
populous areas, illustrating his remarks with lantern views 
and diagrams. By virtue of the positions he oocupies and 
the unique experience that he has acquired, the lecturer is 
exceptionally well equipped for dealing with a subject 
which we may regard as his speciality, and it is to be 
regretted that the reproduction of his lecture in ezienso is 
not permissible. _. 

. In the first place, Mr. Merz established by logical 
processes the fact that the interconnection of several large 
adjoining areas for the purpose of supplying electricity was 
essential to reliability combined with economy ; each area 
can receive a supply from at least two directions, and 


instead of having a separate stand-by plant in each 


generating station, the whole of the stations become 
mutual guarantors of the continuity of supply. Plant 
of the same total rating then gives a greater degree 
of reliability than would otherwise be attained, and, 
roughly, we may say that with n stations working 
together, the individual generating sets may be n times 
as large. This, of course, resulta in a great reduction 
in capital cost, as well as in steam consumption. Gene- 
rating sets of 25,000 Kw. capacity have already been put 
to work, with excellent resulta, and Mr. Merz, who is accus- 
tomed to thinking in large units, sees nothing to prevent 
the installation of 50,000-Kw. sets at no distant date. 

Another result of interconnection is improved load factor, 
and the lecturer, showing maps of the North-East Coast 
network, by far the largest example of the kind in this 
country, gave startling figures for the load factor attained 
in that area. It- must be admitted that the region in 
question, with its enormous industrial demand for electric 
power, possesses exceptional advantages from this point of 
view. The remarkable development of the so-called 
“ waste-heat ” station system was well illustrated by statistica 
and diagrams; but here again the district is quite excep- 
tional in character. It is worthy of note that a company, free 
from the trammels that embarrass municipal undertakings, 
was able to carry out this huge system, which would 
have been impossible in the case of a municipality. 

Amongst possible openings for the further development 
of electricity supply, and the improvement of the power 
factor, the lecturer referred especially to electric traction on 
railways, which has already made considerable progress on 
Tyneside, and he pointed out that there is a tendency to 
advocate electrification for suburban service only, on account 
of the advantages of electricity where there are frequent 
stops; but the economy of electric traction does not depend 
on the stops, but on the density of the traffic, and Mr. Merz 
emphasised the fact that & material saving can be effected 
on a railway ef any length whatever, without regard to 
stops, if the traffic is heavy and continuous. The mineral 
traffic on some branches of the North-Eastern Railway fulfils 
the conditions, and the new electric service with overhead 
high-pressure supply to the locomotives, which will soon be 
inaugurated by the company on one of these lines, is expected 
to prove highly economical. 

Some doubt, he said, had been cast upon the effect of 
diversity of demand upon the load factor of & large power 
station, but he met this not only by reference to the results 
achieved on the North-East Coast, but also by a telling 
satire upon the conditions at present obtaining in the 
London area. When practically ali requirements are filled 
by electrical means, it will obviously be impossible for al} 
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the demands to occur simultaneously. If the present sys- 
tem " were perpetuated, a suburban resident would have his 
breakfast cooked by electricity from one power station, and 
would travel to town in a train propelled by a second ; his 
office would be lighted and heated by a third, and, as likely 
as not, his lunch would be cooked by a fourth, while his 
tramway journeys during the day would be energised by a 
fifth. In the evening possibly he would travel to the 
West-End with power from a sixth station, attend a theatre 
supplied from a seventh, and sup at a restaurant connected 
with an eighth. This absurd partition of the load would 
be avoided if all the supply were derived from one homo- 
geneous interconnected system, and the benefits of the 
diveraity factor would then be fully realised. 

There can be no doubt as to the disadvantages of the 
present methods; the difficulty lies in finding a satis- 
factory way of co-ordinating the numerous systems, and 
the County Council finds that it has tackled a very thorny 
problem. 

We understand that Mr. Merz looks forward to the deve- 
lopment of electricity supply in London to something like 
15 times its present volume; Sir John Snell guardedly 
hinted at 10 times, and we are inclined to think that Mr. 
Merz’s estimate is somewhat biased on the high side by his 
experience on Tyneside, the industrial demands of which 
are much heavier than those met with in the London area. 
But there is certainly scope for enormous developments in 
connection with the domestic uses of electricity and electric 
traction, and we hope that eventually Mr. Merz’s figure will 
be justified by realisation. 


THE strength of the copper market has 
been unabated within the past few weeks, 
and it is by no means certain that the advance, important 
though it has been already, has yet spent iteelf. The 
excellence of the trade demand is admitted on all sides, the 
major portion of the buying coming from the brass section, 
which is unprecedentedly busy on ammunition orders, 
mainly for home needs, but algo in part for the Allies. 

An enormous consumption of copper is proceeding in con- 
nection with the provision of munitions of war, and 
there is not the smallest chance of all our efforts being 
abated to furnish the huge armies in the field with ample 
supplies wherewith to drive back the baby-killers and 
thieves who are endeavouring to lay waste the whole of 
Europe. Producers have fully recognised the strength of 
the position arising from the big demands which are 
encountered, and have raised their prices by steady and 
successive stages, until now they are in the neighbourhood 
of £68 103. a ton for electrolytic. Very large business has 
been booked within the last three weeks or so, and the 
demand is stillin evidence. Not only bas the call for copper 
from Europe been important, but there has been a revival 
in United States home trade buying, and under the joint 
influence of the domestic and export demands, the stocks of 
refined metal in first hands across the Atlantic have been 
drawn upon to such an extent as to threaten a moderate 
degree of scarcity. 

It had been suspected for some little time that a part of 
the buying of standard copper in the open market came 
from America, and this has now received confirmation. It 
is known that leading American producers have bought 
largely of warrants, and are contemplating the shipment of 
several thousand tons of rough copper from British ware- 
houses to their refineries on the Atlantic seaboard of the 
United States. The assertion is made that it is only by 
securing material available here, that it will be possible for 
them to falfil their engagements, for the supply of copper 
suitable for the refineries to run upon bas been pretty well 
exhausted across the Atlantic. Jt remains to be seen 
whether the position has not been overdrawn in this respect, 
but meantime there is at least an even chance of the bulk 
of the rough copper at present available for the use of 
British refiners being shipped to North America for con- 
version into electro copper, which material will in the fulness 
of time be shipped over to us. The position is not liked, 


s 


Copper. 


however, and the Brjtish Government have for the time pot 
a stop to the shipment, though it is possible that the 
embargo may be removed in a few days. 

There are vague reports that output is to be increased in 
America, and if the position in respect of rough copper is as 
described, it is indeed high time that mine and smelter 
production there was increased. It is sheer nonsense for 
the pro-German element in the United States to howl about 
British naval activity in stopping exports to Germany, and 
to allege that we incidentally are half paralysing business 
in the Montana mining camps, when the said mining camps 
are not permitted to produce sufficient copper to supply 
present needs. However, logic forms no part of the stock- 
in-trade of the pro-German. 

The European visible supply on January 3tst was 35,125 
tons, against 86,808 tons on January 15th, and 35,432 tons 
on December 31st. A year ago the total was 25,944 tons. 
The supplies coming forward during last month totalled 
85,502 tons, made up as follows: — North America 22,520 
tons, Spain and Portugal 2,132 tons, and other countries 
4,233 tons, the shipments from Chile being 4,617 tons, and 
those from Australia 2,000 tons. The deliveries were 
85,809 tons. 


THE paper describing his three-phase 


papa electric farnace for the direct fixation of 
Furnaces. atmospheric nitrogen, which Mr. B. 


Kilburo Scott recently read before the 
Society of Chemical Industry, brings once again into pro- 
minence the problem how best to establish in this country 
an industry of such national importance as the manufacture 
of nitric acid. The derived salts of nitric acid, such as 
nitrate of lime or sodium and ammonium nitrates, are not 
only of value as fertilisers, bat with the acid itself they form 
the foundation of the manufacture of explosives, and that we, 
as a nation, should be content to rely on oversea supplies for 
so vital an element of national defence is a state of affairs 
that calls at least for earnest consideration. 

It has already been established by the successful opera- 
tion of the Birkeland-Eyde, Schónherr-Hessberger and 
Pauling furnaces in Norway and elsewhere, that the direct 
method of fixing nitrogen by **bu'ning" it in the electric 
arc can compete on the one hand with the old Chile salt- 
petre method, and, on the other band, with the more indirect 
method of obtaining it from the air by means of calcium 
carbide and calcium cyanamide or the Ostwald contact 
process, although the possibilities of the latter method have 
by no means been gauged as yet to the full. Great Britain 
to be sure cannot develop water power either to the 
extent or for the price at which it can be obtained in 
Norway, but against this has to be set the saving in 
freights involved in shipping the liquid acid to this 
country, or in sending the ammonia liquor over to Norway, 
there to be converted into ammonia nitrate and shipped 
back again here їй that form. The present yield of the nitrogen 
furnaces in practical operation is stated to be equivalent to 
some 60 to 70 grams of pure nitric acid per KW.-hour. 
If the results which Mr. Kilburn Scott's new furnace has 
given in the experimental stage are reached on an industrial 
scale, bis yield should attain the high figure of 90 to 
100 grams of acid per Kw.-hour, an advantage which, even if 
it stood alone, would weigh heavily in the scale against the 
superiority which Norway’s natural gifts afford her. The 
fact that the increased yield is very largely the result of 
employing the hotter flame of a three-phase instead of a 
single-phase arc furnace, the inherent simplicity of the 
new furnace, and its smooth working on the small scale, 
are strong reasons why the increased yield should no less 
be realised in practice than in the laboratory. 

The whole question, apart altogether from the merits of 
one particular process, has a broader aspect from the point 
of view of the conservation of power. The utilisation of 
the idle hours of central power stations for the running of 
auxiliary power-consuming chemical processes is constantly 
being urged by progressive engineers, The situation created 
by the war affords an opportunity for progress in this direc- 
tion, which should be at once seized, both by the power 
producers and the power consumera, The manufacture of 
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nitrates is only one among quite a considerable number of 
electrochemical and electrometa'lurgical processes which can 
be developed as well in this country as they have been on 
the Continent, if one can only bring about the necessary co- 
ordination between the different interests concerned. The 
discussion of this matter is one which our great engineering 
societies are in а pre-eminent position to initiate and to 


guide. 


EVER since the commencement of the 

Alieu Enemies present war commercial men and their 
pu legal advisers have been in a state of con- 
siderable doubt as to their rights and 

liabilities in dealing with a'ien enemies. Some difficulties 
were resolved by special Acts of Parliament and certain 
Royal Proclamations ; but it was reserved to the Judges to 
declare the rights of an alien enemy as a suitor in English 


Courts of Law. Asa result of certain cases recently argued 


before the full Court of Appeal, the following principles 


bave now been authoritatively laid down :— 


1. The term “alien enemy," when used in reference to civil 
righta, does not mean a subject of enemy nationality, the teat not 
being netionality, but the place of business; in other words, not 
nationality, but domicile. 

2. Analien enemy has no right to sue in the King's Courts 
сє the war except by special licence or authorisation of the 

rown. 

3. An alien enemy can be sued in the King's Courts during the 
war, and, if so sued, may appear and defend, and, if defeated, may 


appeal. | 
4. A plaintiff. being an alien enemy, against whom judgment 


has been pronounced before the war, cannot present or prosecute 
an s2p:al during the continuance of the war. 

There are some points about these principles of law which 
are likely to surprise the non-legal reader. In the first place, 
it seems that à man of German birth, whether a registered 
alien or not, is not an alien enemy, and can enjoy all the 
nghts of a British subject, if he happers to be living in 
England. Oa the other hand, a loyal British subject who 
happens to be interned in Germany or Austria at this 
moment, must be regarded as an alien enemy. If he were 
in 8 position to communicate with his solicitor in London 
he could not issue a writ. On the contrary, a German 
merchant in London who could still sing with heart and 
voice : — 

Ich habe mich ergcban, mit Hertz und mit Hand, 
D:t Land voll Lieb und Lsben, dir Deutsches Vaterland! 
may still sue and recover money in the King's Courts. 

It is possible that many of our readers. at the outbreak 
of the war, had money owing to them by German firms. If 
those firms can be sued it were well to bring snit at once ; 
bat there are two difficulties :— 

1. The difficulty of effecting service of proceedings. 

2. The difficulty of recovering anything if the suit is 
successful, 

However, if there are any assets in this country and a 
manager who is in control of them, something may be gained 
by the institution of proceedings. 


ALTHOUGH only issued at the beginning 
Trade in of January, the report on the trade 
1918. of Germany in 1913 by Sir Francis 
Oppenheimer, British commercial attaché 

in Berlin—to which we briefly referred a fortnight ago, and 
of which we give an amp'e abstract on another page 
t-day— contains a mass of information which is worthy 
of careful study by British firms who are engaged on the 
promotion of the export trade in general. The report 
mentions, in the first place, that there is hardly a branch 
of manufacture or trade which has not its own organisation 
and journal, and thus the conditions of the home market 
are said to be fully disclosed, whilst news from abroad is 
published and carried into distant workshops. As іп pre- 
71008 reports, so in the present one, is the question cf syn- 
cates discussed at length. The well-known fact is pointed 
out that the hnge works which have each concentrated 
under one roof, particularly in (ће coal mining and iron and 
steel trades, various stages of manufacture bave little 


interest in the various syndicates controlling the respective 
stages of manufacture unless they are granted preponderat- 
ing figures of allotments. On the other hand, the smaller 
works naturally prefer a state of syndication which guarar- 
tees their existence, checks ccmpetition, secures steady prices 
in the home market, and prc vides export bounties for the 
foreign orders. The huge undertakings have become world 
concerns; they embrace so many branches of manufacture 
and command so many markets as to reach above local in- 
dustrial tides. The rise of the gigantic works, although it 
has been greatly assisted by modern developments of the 
banking system, is chiefly attributed to the applicaticn of 
science to manufacturing by carrying the science of the 
utilisation of by-products to its utmost limits, and there- 
fore reducing the cost of produ tion. The huge concerns, 
of which every industry boasts increasing numbers, exercise 
a steadying influence on the country’s economic life, 
because their interests are world interests. At the same 
time the desire for high figures of allotments 
in the syndicates appears to act as а fatal 
temptation to the expenditure of vast sums upon extensions 
which no one exprcts to sce permanently ntilited. Tle 
result is an enormous augmentation in tbe productive 
capacity, and actual over- production shcrtens the period of a 
boom and leads to a forced export irade. Indeed, the 
export trade, which alone is capable of feeding the extended 


works, may even grow, while the strength has gone out of 


the boom, notwithstanding a record export trade, as in 1918. 
The report, proceeding to state that the desire to save 


expensive labour has naturally led to an increased use of 


machinery, records a very interesting point. It is that the 
Germans, instead of being so willing, as in the past, to agree 
to customers’ special requirements, are having a scramble 
for orders for standard patterns, it having become difficult 
to find makers who will accept stray orders for goods which 
differ from the ordinary patterns. Coming to consider the 
question of export markets, the report recalls, more particu- 
larly from the second half of 1913, the fact that the neces- 
sity for a larger German export seemed uppermost in the 
public mind, and that two scientific institutions were formed 
early in 1914 to teach the science of international trading. 
The export trade receives practical official support, export 
railway rates have been reduced, and cable rates for week- 
end messages were also lowered to a number of ccuntries 
early in 1911, whilst foreign loans are made subject to the 
grant of commercial concessions. In addition, the export 
trade is supported by the shipping companies, a uniform 


bill of lading was agreed upon at the c'ose of 1918, and . 


manufacturers, merchants, and sbippers have combined to 
form special foreign trading societies, which now exist 
individually for Greece, Turkey, Argentins, Brazil, South 
America generally, Russie, France, the Balkans, Austria, 
Hungary, Italy, and Reumania. These societics, which have 
the moral support of the highest official circles in Germany, 
formed themselves into а union early in 1914, so as to 


benefit mutually from each other's experience, and they 


intend to centra ise their labours in regard to statistical and 
other material to be collected in view of negotiations for the 
new treaties of commerce. Finally, tbe foreign trade is 
facilitated by the existence of 17 foreign banks which have 
branches in different parts of the world. 

The foreign trade in machinery and electric:] manufac- 
tures is briefly referred to towards the end of tte report. 
The value of the imports and exports, accepting спе mark 
as the equivalent of a shilling, is recorded as follows :— 

Importe. Ex porta. 
1912. 1918, 1912, 1913. 
Machinery — .. £3,850,000 £4,050,000 £31,515,0C0 £33,915 0CO 
Elect ro. technical 

products eee 520,060 650,000 11,985,000 14,525,000 

It appears that out of the total exports «f machinery in 
1913 a quantity of 19 per cent. «f the weight was for- 
warded to Russia, 11 per cert. to Austria-Hungary, ТО yer 
cent. to France, 7 per cent. to the United Kingdom, ard 
5 per cent. each to Belgium. Holland and Iwly. In conr- 
clusion, the report mentions that the export trade in electrical 
products to Austria-Hungary, Russia. France. Italy ard 
Switzerland is being rendered increasingly difficult owing 
to the rise of local industries which are being develcpcd 
under the local system of protection. 

D 
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MODERN WIRING WORK, PARTICULARLY 
IN BAD SITUATIONS. 


By H. C. TOFIELD. 


Systems of wiring for electric light and power in- 
stallations are of mterest to many, and with some 
fifteen years’ experience in designing and supervising 
the erection of installations of all kinds and under 
nearly every condition of service, the writer may 
claim some knowledve of this important subject. 

At one time it was considered that a good class 
installation of screwed, galvanized conduit would 
satisfy the requirements of almost any position. It 
was, so to speak, the last word in wiring practice 
and was expected to protect the wires under all 
circumstances. ! 

From the point of view of mechanical protection 
it was generally a success, but from other considera- 
tions frequently a failure. 

Since the advent of what are known as cab-tire 
sheathed (C.T.S.) wires and cables, which are now 
made by several eminent cable manufacturers 
(although it seems only fair to state that they were 
originally designed for this purpose by the St. 
Helens Cable and Rubber Co.), wiring methods in 
what may be termed “ difficult situations " have 
undergone a radical change. 

Notwithstanding, however, the remarkable advan 
tages afforded by this C. T. S. system of wiring, com- 
paratively little seems to be known about it either in 
regard to published descriptions of work done, or 
by many of the consulting engineers and contractors. 
These people still specify and use the older systems 
of wiring for work that could be dealt with much 
more effectively and cheaply by the C. T. S. type. 

So the writer, having used this class of cable for 
a number of installations, principally in and around 
the Black Country, where, it will be admitted, con- 
ditions are exceptionally severe, and having in- 
stalled it in chemical works and similar places where 
it has afforded the most gratifying results, considers 
it will be to the public interest to publish some notes 
upon this class of cable, and hopes they will not be 
taken for a mere write-up of a comparatively new 
article. 

A short description of the methods of wiring and 
the types of accessories used with the С.Т.5. system 
should be of interest to all those who are called upon, 
from time to time, to provide an electrical installa- 
tion which will be proof against the effects of mois- 
ture and corrosion. 

The principal defects of the ordinary systems of 
wiring, when installed in unsuitable positions, may 
be briefly summarised: — 

Wood casing.—Casing should only be used in con- 
junction with vulcanised rubber-covered wires under 
ideal conditions and where the premises to be wired 
are perfectly dry. It is prohibited under the I. E. E. 
rules for damp situations. 

Screwed conduit.—Screwed conduit when in- 
stalled with proper inspection fittings and galvanised 
where run in wet situations, affords a sound protec- 
tion to the V.I.R. wires against mechanical damage 
and dampness. It will not last for any length of 
time in chemical works or where other certain manu- 
facturing processes are being carried on. It is also 
susceptible to condensation, which 1s another objec- 
tion to its use in manv situations. Water condensed 
inside the conduit, due to changes of temperature, 
and rust, rot the insulation on the wires and it then 
becomes simply a matter of time as to when leakages 
will take place. the period being governed by the 
quality of the wires installed and the amount of 
moisture present. 

Lead-covered wires.—If W. I. R. and lead-covered 
wires are used in wet situations where traces of acid 
are present, the lead covering is quickly attacked 
and destroved. It is particularly affected by elec- 


trolysis, and careful earthing of the sheathing must 
be carried out in order to prolong its life in this 
respect. Oil impregnated paper and lead-covered 
wires, as sometimes manufactured for house wiring, 
have been used in dry situations with success, but 
if the lead sheathing is injured they become useless. 
Under certain conditions the lead covering gradually 
crumbles away, especially where ammonia is pre- 
sent. Lead is likewise seriously affected when se- 
cured to damp brickwork and buried in new plaster. 
When lead-covered wires are used, very careful 
handling and skilled labour in erecting and jointing 
are necessary. 

Cased seires.—V .I.R. wires cased in either tinned 
copper or soft metal suffer from most of the defects 
of lead covered wires, moreover they require a num- 
ber of special accessories and wiremen experienced 
in the particular svstem to erect same. They are 
verv subject to mechanical damage and where run in 
plaster require suitable protection. In chemical 
works and all similar situations they are useless. 

General.—The above remarks only lightly touch 
upon the defects of the various systems enumerated, 
but they are sufficient to indicate that when any of 
them is used under adverse conditions, trouble 
with the installation will be experienced sooner or 
later. | 

The introduction of a system which would be suit- 
able for all situations has, until lately, been consi- 
dered an object almost impossible of attainment, 
and this will not occasion surprise when it is borne 
in mind that such a system must also be capable of 
satisfactorily meeting the requirements of any tvpe 
of installation met with in practice. 

The private house, public building, factory, and 
works each call for special treatment and as in many 
cases nowadays severe atmospheric conditions have 
to be contended with, it is a matter of no small dith- 
cultv to provide a method of wiring which will be 
equally effective under all circumstances. 

In many situations, more especially in certain 
manufacturing works, the conditions are so varied 
that the achievement of one object defeats another. 

Assuming all technical difficulties to be overcome. 
it is a great advantage to be able to employ a 
method of carrying out the work which will sub- 
stantially resemble the means adopted when erecting 
casing, conduit or lead-covered wires. so that any 
competent wireman, without previous experience in 
the new system, can install it in a satisfactory 
manner and within a reasonable time. 

Extensive deviations from the systems with which 
the workman is acquainted saddle the contractor 
with the expenses occasioned by his permanent staff 
having to acquire the necessary experience of the 
new method, and when pressure of work demands 
the employment of additional labour, he is at a still 
greater disadvantage. 

The C.T.S. wiring svstem presents no difficulty in 
this respect, for it is practically identical with V. I. R. 
and lead covered wiring, so far as the simplicitv of 
installing it is concerned, while it has the additional 
advantage that the wires may be very roughly 
handled and bent in any shape required without im- 
pairing their insulating and other qualities. 

Wherever used, in the writer's experience, it has 
proved most successful, not only where it was 
adopted for house wiring and ordinary workshop in- 
stallations, but where used in positions in which 
nearly every other svstem had been tried in the past 
and had failed. 

The details of C.T.S. wiring may be briefly 
enumerated as follows: — 

V hen used in wet and corrosive situations.—\. 
For working under the most severe conditions t 
mav be depended upon to meet every possible re- 
quirement and, in the writer's opinion, will outlast 
anv other svstem of wiring. 

2. The fittings required in connection with tls 
class of wiring are a novel form of corrosion-proot 
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junction box (used for the purposes of jointing or 
looping the wires when necessary), a special type of 
corrosion- proof switch, and a lamp holder. These 
accessories must not be confused with the usual type 
of so-called acid-proof fittings, as the C. T. S. type 
will fully protect the ends of the wires against all 
outside corrosive influences. Ordinary good quality 
watertight ironclad distribution boards and main- 
switches can be used and the cases of these should 
be drilled as required to take ebonite glands. With 
the addition of a simple form of ebonite cleat, the 
system may be said to be complete and no further 
special accessories of any kind are required. 

3. The wiring of an installatton can be carried out 
by any competent wireman without previous experi- 
ence of the C.T.S. system, and in less time than most 
other systems require. 

When used under ordinary conditions.—1. For 
private house, workshop and factory wiring in dry 
situations, it provides a first class installation with- 
out the use of amy special accessories, but a novel 
type of patented ebonite junction-box can be ob- 
tained in order to save looping the wires down to 
switches, &c. The wires may be run either con: 
cealed in floors, down partitions and behind wain- 
scotting or, if desired, on the surface. They can be 
safely buried in plaster or laid direct in the ground, 
and they are equally impervious to moisture, acids, or 
chemical fumes, while vermin appear to ignore them. 

2. All ordinary switches, ceiling roses, distribu- 
tion boards and other accessories can be used. 

3. The saving effected in running the wires, owing 
to there being neither casing nor tubing to erect 
nor special fittings to assemble, is at once apparent. 

From the above remarks it will be clear that a 


system of wiring is provided which will satisfactorily . 


cope with almost any condition that can arise in 
practice. | | | 

Comparison of Costs.—The cost of installing 
C.T.S. wires complete with ordinary accessories will 
compare favourably with any other good class wir- 
ing system, and the labour costs are specially low 
where C.T.S. wires are used for wiring buildings in 
course of construction and existing buildings where 
all work is required to be concealed, and therefore 
cutting away is entailed. 

The following table is intended to give an idea of 
the approximate cost per point controlled by one 
switch for wiring carried out with various systems 
under average conditions. Pendants, lamps and 
Shades are not included. 


Cost per point. 
s. d. 
1. Heavy gauge screwed conduit ... ... ... ... 91 0 
2. Brazed light gauge slip conduit with continuity 
fittings e XE. 
3. Close joint ditto ... ... .. .. ooo. 10 6 
4. Lead-covered V.I.R. wiring in damp situations 13 0 
9. Ditto in dry positions ... Jer DER о Е T 
6. Stannoa wiring used as concentric earthed 
return system ... ... ... ... .. .. . . 19 6 
7. Ditto run as two separate conductors with - 

i copper sheathing as protection ... ... ... ... 22 0 
8. Casing and V.LR. wires. 12 0 
9. C. T. S. wires run in dry situations with ordinary 

accessories CCC 

1 V. I. R. wires run on porcelain cleats ... 6 


. Twin V.LR. and cotton-covered flex on button 
insulators... FCC 
The above figures can only be approximate, and 
they will vary very considerably according to the 
kind of fixings available. 
The ease and rapidity with which C. T. S. wires can 
be run under floors and inside partitions, also on 
brick walls which are to be plastered, are exclusive 


, features of this system and a revelation to those who 


have used lead covered and similar systems requiring 
a multitude of fitments. And, as labour is the chief 
factor In estimating for work, since there is usually 
very little difficulty in computing the material re- 
quired, this important point will appeal favourably 
to prospective users. І 


(To be continued.) 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession. 


200 Telephone Electricians Wanted. 


Your courtesy in putting my letter in your issue of January Ist, 

when I asked for some telephones for the Royal Artillery, has been 
rewarded, and I have been able to get in touch with several people 
who are providing the necessary instruments. May I ask you to 
help further, and insert an advertisement for men in the following 
form ? 
· 200 telephone electricians wanted by the Royal Field Artillery 
for enlistment. Age 19-38; for three years or the duration of the 
war, or six years with the Colours and eight with the Reserve. 
Capable of repairing telephones and lines under fire. Will be 
taught Morse code and to ride. Army rates of pay at present pre- 
vailing. Must be able to pass usual medical examination. 

" Apply ia writing, stating age, height, qualifications and ex- 
perience, to the Ssoretaery of the National Service League, 72, 
Victoria Street, S.W., who will provide railway paes warrants for 
suitable men, Envelopes must be marked :—' Telephoniste.' ” 


R. MacLeod, 
Secretary, National Service League. 


72, Victoria Street, London, S. W. 
February 1st, 1915. 


Jowers Protective Leakage Device. 


Mr. Ernest F. Butler's letter in your issue of the 22nd inst. con- 
tains one, or two mis-statements which we should like to correct. 

We would beg to point out that this device is so arranged that 
on the occurrence of a leakage current the starter is automatically 
brought to the "off position and mechanically locked in that 
position until the starter cover has been taken off and the mecha- 
nical interlock removed. Once this has occurred, therefore, it is not 
possible for the '' heedless operator to make persistent efforts to 
start up the motor with a fault on it, as the starter arm is locked 
mechanically. It is not necessary, therefore, to bring the starter 
to the first contact ; in fact, it is impossible to do во. 

The maximum current which can be broken on the first stop of 
the starter is, of course, limited by the starter resistance, and we 
cannot see how any aro which would burn the operator could take 
place. The point to remember is that the starter arm is locked 
off mechanically, | 

It is not claimed that the device is a perfect one to deal with 
every possible condition. Practical experience, however, shows 
that it deals with a very persistent cauee of trouble, as follows :— 

A fault develops on the motor which causes the overload release 
on the starter arm to operate. The user immediately starte the 
motor up again, and keeps on doing this until more serious trouble 
results. With this device, however, he is prevented from doing 
this, as the arm is mechanically locked off. His instructions then 
are to pull the main switch out and report the matter to the 
ird and a proper electrician looks into the matter and remedies 
the fault. 

The device is intended for those cases where motors are installed 
on premises where a competent electrician is not always available, 
and it is believed that starters fitted with this device will have a 
great advantege over the practice hitherto followed, 


The General Eleetric Co., Ltd. 
| А, RAILING, Director. 
Birmingham, January 27th, 1915. 


A.C. v. D.C. for Lighting. 


I have read with considerable interest and much wonder the 
series of statements made in Mr. Fowler's letter of the 23rd inat., 
published in your issue of to-day's date. 

It would be a great relief to all classes of electrical workers if 
Mr. Fowler could explain fully his eecond paragraph. It seems to 
me that the question of the number of live wires is independent 
of the type of supply—unless an earth-return is used. If this 
rather unsatisfactory expedient is used, surely less trouble is likely 
to be experienced from the use of a low-voltage alternating 
current than from the continuous current with its attendant 
electrolytic tendencies. 

As to the cost of the installation—on any but installations of 
comparatively large siz3, the branch cables are selected more from 
the view point of mechanical strength than from current-carrying 
capacity, and consequently the increase in cost due te the lower 
voltage will be small, except in the case of the main cables. 

Mr. Fowler's experience with metal-filament lamps would seem 
to have been obtained with the older " squirted-fllament " lamp, 
as & very wide experience shows that the drawn-wire lamp is 
oertainly not excessively fragile. But any wire, however well made, 
is naturally increased in strength when it is increased in diameter, 
and so it stands to reason that the lower-voltsge lampe are 
fundamentally stronger than the higher-voltage lamps of equal 
candle-power. 

Mr. Fowlers knowledge of the conditions of service of metal 
lamps is amply indicated by the “hedging” which takes place 
in the latter part of his third paragraph. After having stated that 
250-volt lampe are better than 110-volt lamps, he qualifies this by 
his reference to traction lamps —which are only made up to 
125 volts, | 
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Admitting the trouble caused by АС. circuits in con- 
junction with accumulators—which I cannot see affects the 
lighting question (except in private supply stations)—my own 
opinion is that for general “handiness " for lighting purposes, low- 
voltage A.C. supply is by far superior to high-voltage D.C. supply. 
When the matter is considered from the point of view of the 
Electric Supply Co., the advantages of the former system become 
even more apparent. 

The final sentence of the letter under discussion needs no com- 
ment, as it is a reiteration of the second paragraph. 


C. A. Hall. 
Monkseaton, January 28th, 1915. 


I have read with interest Mr. Fowler letter in your issue of 
January 29th, 1915, re lighting installations on the above systems, 
and would like to offer a few remarks on what Mr. Fowler points 
out as being the chief trouble with regard to A.C. supply. 

Referring to the second paragraph ia his letter on АС, supply, 
his contention is that there are always two live wires at the point 
of entry into any room, and that there is always one terminal fully 
alive, even when the single-pole tumbler switch is off. I presume 
that by being fully alive," he means alive at a potential abe ve 
earth «qual to the supply pressure. This difficulty can easily be 
overcome by permanently earthing one side of the system, and 
always seeing that the switch is connected in the live side of the 
circuit. | 

Take, for instance, a case where three-phaae, four-wire, L.T. dis- 
tribution is in operation, with the neutral or star point permanently 
earthed, and assuming a two-wire, single-phase lighting supply 
taken from it, I fail to see why a single-pole tumbler switch, con- 
nected in the live side, will nct make the circuit dead or at earth 
potential. 

Further, with reference to the last sentence in his letter, re 
D.C. supply, I suppose when he speaks of the live side of a р с. 
circuit, he means the outer of a three-wire D.C. system, and the 
dead or harmless side the neutral of the same system, which is 
rendered во by permanently earthing at the supply end. What is 
possible with D C. in this respect is possible with A C., as is proved 
by the extensive use of Stannos c^pper-sheathed concentric cable 
for lighting installation work. When installing this, the inner or 
insulated conductor in a circuit is ueed as the live or switch wire, 
and the bare copper shesth or outer conductor is used as the 
neutral or dead side of the circuit, and is bonded and permanently 
connected to earth; in many instances, it is laid direct in the 
plaster on the walls. 

I trust Mr. Fowler will agree that what I have said is quite 
feasible, for I can assure him that the above is now in operation in 


many towns, 
P. Wardle. 
Carliele, January 30th, 1915. 


The letter to you of the 8th inst., by Ex-Gas," in reference to 
the above, and Mr. Stretton's reply in your issue of the 22nd inst., 
have been brought to my attention. | 

The effect of low frequency in causing ot jectionable fluctuations 
or flicker on tungster-filament lamps haa received a great deal of 
investigation, and a number of papers have been presented on this 
subject before the various engineering societies, particularly the 
American engineering societies, Mr. John W. Howell, in a paper 
before the Iastitute of Electrical Engineers, at New York City, put 
the practical point of the matter very clearly as follows :— 

„The variation of light from a filament due to the variation in 
current caused by the ruccessive impulses of an alternating current 
depends upon the heat capacity of the filament, the heat radiating 
characteristic and the resistance characteristic. Tungsten has a 
specific gravity about 10 times that of carbon and a specific heat 
one-fifth as great, во the hrat capacily of a tungsten filament ів 
about twice that of a carbon filament of the same dimensions. 
The heat radiating characteristic of tungsten is better than that 
of carbon because at a given temperature it radiates heat less 
rapidly than does carbon. 

The resistance characteristic of tungsten is also more favour- 
able than that of carbon for the retention of energy and heat as 
the current wave recedes. All thee physical characteristics of 
tungsten are, therefore, better than those of carbon in respect to 
the retention of heat, and they all tend to make the flicker of 
tungsten lamps less than that of carbon lamps of the same size 
filament. 

"The actual diameters of tungsten filaments, however, are much 
smaller than those of carbon filaments of the same candle-power 
lamps, and this more than cff-ets the advantages of the other 
characteristics, for the flickering of tungsten lamps is greater 
than that of carbon lampa of the eame candle power, while it is 
much less for lamps with the same віле filaments." 

Taking the matter practically, the question of flicker does not 
depend on the frequency on the lamp alone, but is very greatly 
influenced by the area and brightness of the illuminated surface 
within the field of vision. 

As а general rule, M-zia lamps on 25-cycle circuits uncer ordi- 
nary conditiona have bren eatisfactory in respect to flicker, 
Objectionahle fli:ker increases as the wattage or size of the 
lamp decreases and the area of light service in the field of 
vision increases. 

А 40-watt lamp, for example, in the centre of a room might 
show no objectionable flu ker on 25 cycles, but the same lamp 
moved close to a light-soloured wall or ceiling is apt to result in 
an objectionable flicker effect. The tendency to objectionable 


flicker under any condition decreases very rapidly as the frequency 
is increased above the value of 25 cycles, so that on 40 cycles the 
liability of flicker being noticeable is much reduced. In general, 
it is desirable to avoid using frequencies as low as 25 cycles for 


general lighting work. 
F. W. Willeox. 
London, E.C., January 25th, 1915. 


The Capture of German Foreign Trade. 


I hope you will pardon me if I say that your efforts to imprese 
on British electrical traders the importance of getting busy have 
caused me great amusement. 

After some 25 years’ Colonial experience of the British trader, 
the idea of his "capturing a customer off his own bat is quite 
beyond belief. The patriotism of the Colonial may cause him to 
capture the trader, and so leave the latter to flatter himself that 
"alone he did it," but most decidedly, if prececent goes fcr 
anything, the position will not be reversed. 

The British trader (electrical and otherwise) suffers from a 
number of more or less inherited disadvantages. One is his 


ingrained sense of superiority to the Colonial engineer. Another- 


is his ignorance of what oonstitutes the British Empire, and the 
geography of the eame. A third ia a bland disregard of instruc- 
tions, and of his customers' wishes generally. I have met many 
specimens of the British trader during his travels, or mine, and 
have to admit that he is usually a very fine fellow when onoe he 
has got over his surprise at finding that Colonial skins are the 
same hue as his own ; that they speak English without the twang 


. he has read ғо much about; that they have quite important 


electrical engineering projects completed or building ; and that 
their knowledge of their profession is not necessarily a minus 
quantity. Once he has shed the above layers of ineulation, he 
frequently becomes quite human, and even learns to conceal his 
superiority. 

I have mentioned the British trader's ignorance of Colonial 
geography, which sometimes makes me wonder if maps are pub- 
lished in the Britieh Ieles. Here is an instance :—I had occasion 
recently to write from Dunedin, New Z-aland, to a certain 
advertiser in your paper about his manufactures. Не replied 
stating that Mr. So-and-So, of Geelong, had his agency in Australia, 
and suggested that I might drop in and eee bim, As Geelong is 
about 1,400 miles from Dunedin, ard is a small and rather 
insignificant inland town in Victoris, with à very wet ocean inter- 


` venirg, I had to decline the invitation, and business did not 


result. 

For quite a long time before war broke out I suspected that 
the British trader was mostly a German. My surmices seem to 
have been confirmed by the lists I have read in your columna of 
Germans trading under British names, There were two reasons 
for my euspicion. One was the unusual consideration given to our 
orders for material; the other the frequent difficulty in eccuring 
sworn declarations that the material was made in England. 
(These declarations are necessary in order to secure preferential 
tariff rates) It is, however, only fair to admit that the neglect 
to sign declarations is not clear proof of the alien nature of the 
trader. because the genuine British trader seldom remembers to 
sign them either until the invoice tas been retarned to him for that 
purpose, and a cash deposit paid to the Puttoms Department at 
this end, in addition to the general inconvenience experienced. 

Recently I rent a fairly large order for some material to one 
of your really British firms, and inst ruoted them to be very care- 
ful to seud a small portion of the material per poet, otherwise 
an important contract would be deleyed a month. Of course he 
packed this essential portion, which weighed avout 3 10., with the 
rest of the goods, and my company will have to wait for over a 
month for sume large payments, due to the non-completion of the 
contract, which could otherwise have been finished a few days 
after the arrival of the goods. I need scarcely вау that your 
Briti:h trader did not forget to draw on us at sight for his pay- 
ment—and rightly eo. I only mention this last point, because it is 
about the only one that never is neglected. 

Let me give you another instance of your British trader. Some 
time ago my company ordered several hundred pieces of marble 
from a well-known firm, and explained that it was for electrical 
purposes. It duly arrived very badly packed, and was put into use. 
The first piece erected was a small slab for carrying the fuses for 
a house-lighting j»b, and as soon as current (230 volts) was 


switched on, the main fuses blew right across the terminals, · 


Examination showed а metallic vein joining them. We naturally 
thought this was a solitary example, bat when half. a-d zen other 
slabs in succession caused insulation troubles we thought it time to 
examine the rest of the consignment. We then found that every 
piece without exception wa: full of metallic veine, and quite пйе- 
less for electrical purposes, and had to be scrapp:d. I wrote to 
the suppliers quite civilly, pointing out that we had ordered 
marble, and not samples of iron-ore, and that I thought they 
should rep'ace the consignment sent, and at the same time 1 
ordered a further lot. By the return mail I received a moet 
indignant letter, stating that what I averred was utterly impos- 
Bible; that they supplied marble to all the largest switchboard 
makers in Eogland ; and, finally, that unless we apologised for our 
lib-ll лаз statements they absolutely decl:ned to do farther business 
with us We get our marble from America now. 

Once when I was a small boy t«mp'ation overcame me, and I 
swallowed a peppermint that I had promised to safeguard for my 
sister. To mark the occasion I was sentenced to write out 500 
times: An Eaglishman’s word is his bond" It made quite ап 
impression on me, but nothing to an experience I had last year with 
another of your enterprising British traders, 


am E i 


— 


— а шьш» m oum — —— . — 
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А certain problem required to be dealt with, and I sent full 
particolare to London to a firm that professed to specialise in this 
particalar direction. I stated that we had to give our customer 
an absolute no-cure-no-pay " guarantee, and that whatever they 
recommended and quoted for would have to be guaranteed in turn. 
They cabled out a quotation in due course. In order to be on the 
safe side I cabled back asking if they guaranteed the plant, and 
they repli:d that they did. To mske a long story short, the plant 
sent was quite inadequate, and we had to spend a large sum of 
money besides losing all our profit, before fulfilling our guarantee. 
All this took over a year, and at various times I wrote your 
British trader (one of the sample British traders who is going to 
capture the German trade), and reoeived various suggestions, all 
involving expense, which were carried out. Finally the contract 
waa completed, and I then suzgested that as we had entered into 
the contract in the first place entirely on this British trader's 
guarantee, he should at least reimburse us for our actual 
cash-out-of-pocket. I have lately received his refasal, but this 
time have handed the matter to our solicitors, and I hope you 
may yet read the details I have omitted—in yuur journal, ‘ An 
Eoglishman’s word is his bond 

Contrast this with the treatment we reoeived from an American 
firm. We required a certain piece of apparatus for operating on a 
230-volt circuit. Unfortunately it arrived wound for 110 volta, 
and we were put to an expense of about £100 fixing the difficulty 
wp. We reported this to the American maker, and by return 
received a full apology and a draft for the amount. I have had 
this sort of treatment several times from American firms. 

All the instances given above oocurred before the war. Now 
let me tell you how the British trader proceeded to capture Colonial 
business from the foreigner as soon as war broke out, It happened 
that my company had sent orders to England for several thousand 
pounds’ worth of material of all kinds, and most of these orders 
were actually in hand at the time hostilities commenced. We 
were notified immediately that orders could not be filled, and 
where stocks were actually available prices were raised to an ex- 
orbitant degree—in some cases even doubled—although they had 
not cost one single penny more to make, upto then. It was 
simply a case where supplies were short, and the British trader 
eaw a chance to make a large unearned profit on what he had. 
Of course I quite recognise that since the war started many articles 
which depended on Germany for raw material must increase in 
price, My remarks are confined to material made before the war 


In New Z2aland we have a Customs tariff that gives the British 
trader a considerable advantage over the effete foreigner. In my 
opinion it is a mistake, and simply tends to make the British trader 
lazy. If we trebled the preferential Customs duty, he would jast 
raise his price in proportion, and pocket the extra profit. 

I have stated that the British trader does not show consideration 
for his customers’ wishes, I will offer one final example—an 
expérience of a friend of mine. My friend wanted certain articles 
that are supplied in small wooden cases of som achat flimsy nature. 
He has a special ове for these cases afterwards, but usually finds 
that it is impossible to get the nails out without spoiling them. A 
few months back he was called upon by a British trader and a 
G:rman. He asked whether these cases could not be supplied 
with screwed lids. The Britisher said that it would upset the 
routioe of the works, and declined. The German agreed without 
any demur at all. The order went to Germany. 

No doubt it will be objected that I have exaggerated, and shown 
рте) idice in the instances that I have given you of bungling, &o. 
I can only assure you that my statements are strictly correct. My 
experience in businesa has been confined to British and A mericana, 
and I have constantly declined to knowingly do bu-iness with 
Germana for years past, although a mush grea er profit could often 
have been made thereby. I have occasionally bad German goods 
landed on me, but that was not my fault, but due to the fact that 
the British electrical trader appears to have beea mostly a German. 

The British trader is one everlasting source of exarperation. The 
American is courteous and considerate, and makes beautiful stuff, 
in spite of the British belief to the contrary. . | 

It the British trader wants to capture the trade that has 
hitherto gone to foreign countries, he will have to mend his ways. 
Holding meetings, passing resolutions, writing to the papers, 
waiting for businees to come to him instead of going after it; 

ing & "superior" air ; posting catalogues without mentioning 
the trade discounts ; ignoring customers’ reasonable (or sometimes 
even unreasonable) wishes ; none of these will do it. When thia 
war is over, Germany will have huge factories simply yelling 
for work at any price, and on any condition. Then will be the 
time the British trader will feel the pinch. Let him yet basy 
capturing friends ia the meantime. Here is one very willing 
victim, Bat I can't picture him doing it. i 

Galvo. 


New Zealand, December 18th, 1914. 


Salaries of Junior Engineers. 


I do not think much of Mr. Experienced’s” knowledge of 
central etation practice as exemplified by his ideas of the duties of 
в shift engineer. 

Routine has, of course, some bearing on the matter, but very 
little. How about coal, oil and water testing ; arrangements 
of labour owing to the absence of an individual; efficiency 
testa; hourly reading of thermometers for circulation water, 
fae, boiler, atmospheric, economizer and feed temperatures ; 
observing that the vacuum is maintained at the highest possible 
and continual testing if vacuum is low ; readings for atmospheric 


humidity ; maintenance of СО, apparatus and proper distribution 
of fire in grates; observing ammeters and when and where to 
" split" in case of trouble; getting a feeder on to hospital bus-bars, 
in case of breakdown! in the minimum of time with the maximum 
of safety ? 

Add to this examination and recording of defects in plant, and 
statistics regarding coal, water and oil used per B. T. U., and it will 
be seen that there is not much chance either to play cards with 
the switchman or chat with the driver, and if one did во either all 
control or organising power would be lost at once, as well as all 
self-respect. I enclose my card. 
Three to Eleven. 


— 


The letter appearing in your issue of January 22nd, signed 
" Experienced," should undoubtedly be treated with contempt 
rather than discussion, bu’ the inference drawn from it makes it 
conclusive that Experienced knows very little of his subject. 
Although thie will be apparent to the engineer reader, the ELEo- 
TBICAL REVIEW, having a wide circulation, is read, among others, 
by members of municipal electricity committees, 

Often these gentlemen, although successful business men, are not 
acquainted with the various duties and reeponsibilities, and the 
conditions under which the staffa of some of these undertakings 
work, consequent! y, ‘“‘ Experienced's letter needs elucidating. For 
the benefit of these gentlemen, I would point out that the trained 
shift engineer, with or without college education, доев xot work by 
" Rule of thumb," neither is he the frivolous person depicted. He 
is mostly over the age of 25, and obtains his appointment in open 
competition, As regards the running of stations by automatic 
machinery, the introduction of mechanical stokers undoubtedly 
enables one ficeman to work more boilers, yet the possibility of 
creating smoke and wasting fuel by the unskilled fireman is as great 
as ever. | 

Automatic voltage regulators merely dispensa with volt boys. 
Regarding the stetement that the real work is upon the station 
superintendent and his assistants, I should like to know who are 
his assistants if it is not the shift engineers? Often the snper- 
intendent's day is mapped out. He starts at 9 am., goes to dinner 
at 1 p. m., and finishes his day at 5 p.m., and has half-day Saturday 
and all day Sanday clear. А large portion of his time is occupied 
in making up works coste and fagging for the assistant engineer. 
Daring the most important times of the day theee gentlemen are 
away; then the entire responsibility rests upon the shift engi- 
neer. As for the "good steady drivers,” their duties consist of 
starting, stopping and oiling engines, This only oocupfes a 
fraction of their time, the rest of which is mostly spent in sitting 
down, reading and smoking. 

The shift engineer's position is mostly one of responsibility with- 
out power, and he is for ever between the sandbanks and the deep 
sea. Не is often blamed for the act of a malish fireman, or an 
absent-minded driver, or even а fluotuation of pressure due to the 
fault of a badly-balanced network. The chief, being a busy man, 
cannot come into contact often with the shift engineera, whose 
reputation therefore is dependent to a great degree upon those 
above him, and it is often woe betide the shift engineer who 
excites their professional j2,lousy. From a perusal of past cor- 
respondence ia the Electrical Press generally, the writer is of 
opinion that relationship, and political and social ties, often loom 
more prominently in promotion than abilities in som3 municipal 
undertakings. 

Ia concluding, I would say to Experienced that we shift 
engineers do not work seven days a week and all holidaya, only 
obtaining time off by working for each other, for fan. I contend 
that we have much more right to vent our grievance than many 
an ignorant driver, who knows nothing of the law of О з, proper- 
ties of steam, comb 1801 20 of fuel, or even the construction of his 
own engine, whore sole ambition is to spot a winner and who has 
never spent а copper on a technical journal in his life. 

Mr. Eoben's letter, in my opinion, is far too gentlemanly for a 
Hyde Park oration, and во are the methods of the Association of 
Electrical Station Engineers. Lot us fellow-shiftmen, where we are 
asked to give our servicas for a few pence more, or, perhapa, lesa, 
than the engine driver or fireman, join one of the great Unions 
of ekilled workera, for it is apparent that only by doing so shall 
we obtain our emancipation frum being 


Slaves of the Lamp. 


The following is an extract from a letter I have recently received 
from a member of the A E. S. E, which is typical of many others: 
—" Rsgardiog my subscription, І am so thoroughly disgusted with 
the ‘profession’ that I am taking up a clerk's position in a short 
time and then will not be eligible for membership. After 
struggling for years оп a pittance, I managed to pass the 
A. M. I. E. E. examination, and still can only earn 353. per week." 

The obvious deduction from this is that the engineer managers 
of elestric supply authorities fail to recoznise the examination of 
the Institution of Electrical Eagineers which we have been told 
should be the sine qua «on of an electrical engineer. The msjority 
of th» engineer managers are members of the IEE.; one 
would almost believe that they had no confidence in their own 
Institution. 

І will say no more at the present critical period of the nation’s 
history, but will leave the foregoing to the conscience of the 
Institution of Electrical Eagineers and that of the engineer 


managers. 
W. J. Ebben, 


“Hon, Gen, Secretary, A E. S. E. 
London. N. E, February 2nd, 1915. 
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Wonderful Accumulator Cells. 


Having read A. W. B.'s” alleged reply to my letter, iu which 
sulphate is as conspicuous by its absen»e as jt is in my test cell, I 
msy presume that my claim is not disputed. To close this rapidly 
diverging correspondence I offer a four-cell. battery made up with 
celluloid, wood, ebonite and the " wonderful" separators, which, 
with the exception of the last, will be found, when totally dis- 
charged, to sulphate in the order as printed. I decline to be drawn 
into criticising ару matters not appertaining to A. W. B.'s” 
original letter. 

A. Faraday Hawdon. 

Newcastle-on-Tyne, January 25th, 1916. 


[“ A. W. B.'s” letter was abbreviated by ourzelves ; it did contain 
references to sulphate, but as they appeared to be somewhat cryptic, 
if not incoherent, they were omit:ed.— Eos Extc, Rev. | 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


New Direct-current Motors. 


The BrITISH Тномвох-Носвтох Co., LTD., of Rugby, have 
introduced a new type of direct-current motor, known as the D.R., 
in which is incorporated the firm's very extensive experience in 
this class of work, OCommutating poles have been incorporated in 
the design, giving & wider speed range with field control, and 
practically sparklees commutation. 


The magnetic structure is arranged to render the motors free 


from objeotionable hum, and ventilation is secured by means of a 
substantially-designed fan mounted at the back of the armature, 
the air being drawn through radial ducts in the armature core. 


FId. 1.—NeEw Type B. T. H. MOTOR. 


The commutators are aleo provided with ventilating ducts. The 
armature coils are vacuum dried and treated with special moisture 
and acid proof compound. 

All D.R. motors have an overload capacity of 25 per cent. for 
30 minutes, and will withstand a momentary overload of 100 per 
cent. without injarious sparking or heating, whilst all protected 


Fig. 2.—B.T.H. Мотов SHOWINd HOODED END SHIELD. 


enclosed ventilated, drip proof and pipa ventilated type motors 
will operate for six hours wi'h a maximum temperature rise 
(measured by thermometer) of 40° C. 

The motors can be readily converted into protected, enclosed 
ventilated or drip proof types by the substitution or removal of 
covers, while to convert into pipe ventilated, or totally enclosed 
(water or gas-tight) types, it is only necessary to substitute one or 
both end shields respectively. 


The bearings are carried on the end shields, and the letter can 
be turned throuzh 90° or 180° to facilitate mounting the motor on 
the wall or ceiling. 

The standard machines are either shunt or compound wound, 
but series wound motors can be supplied when required, also basc- 
plates for motor generator sete. 


A Series Lighting System. 


With the advent of high amperage Mazia half-watt lampe, a 
large number of existing arc lampe are being replaced, especially 
for street lighting and similar purposes. Іл cases where lamps 
can be arranged to run in short series and where the temporary 
failure of the series through the breakdown of one of the lamps 
would not be serious, no special apparatus is required. Where 
lamps, however, are required to operate in long series, it is neces- 
sary to provide suitable apparatus to prevent the sudden extinc- 
tion of a large number of lamps. The B.T.H. street lighting 
system provides the following alternatives :— 

i (a) Substitutional resistance with automatic cut-out for each 
amp. 

(b) Automatic constant-current transformer for each circuit 
with automatio film cut-out for each lamp. 

(c) Automatic film cut-oat only for eash lamp. 

System (а) is expensive where a large number of lamps have 
to be equipped, and where expense is a barrier, system (b) is 
recommended. | 


n 


Fid. 5. 


Fid. 6. 
AUTOMATIC FILM CUT-OUT FOR HALF-WATT LAMP. 


Fig. 7. 


In system (c) а short-circuiting cut-out to each lamp is satis- 
factory on ordinary circuits, providing that not less than 10 
lamps are in the series, or where apparatus can be provided at the 
central station for plugging in an additional lamp where the 
ammeter ehows that опе of the lamps of the series has failed. 

The automatic film cut-out referred to above in systems (5) and 
(c) is & most interesting accessory, which we have pleasure 
in describing and illustrating in this article. The disk (fig. 5) 
consiste of two aluminium plates insulated from each other by a 
piece of chiffon veiling and held together by varnish. These 
disks will readily break down between 150 and 200 volta, and sre 
placed between the pronga of the holder in the position shown in 
figs. 3 and 1. Fig. 6shows the reoep'acle with the connecting clips. 
The holder is inserted into this receptacle as shown in fig 7, and can be 
inserted or removed from the line of circuit without danger from, 
or interrnption to, same. The spring contact of the holder upon 
removal of the lamp makes contact with the outer shell and com- 
pletes the circuit, thus enabling a new cut-out to be fixed without 
puncturing same on replacement. 

This interesting device is one of many articles described in 
price list Nc. ML 10,480, of the BRiTISH THomMson-HovsTon Co., 
Lrp., Mazda House, 77, Upper Thames Street, Е.С. This price list 
shows & variety of waterproof lanterns, street lighting fittings, 
ironclad ship and mill fittings, &5., for Mazda lamps of all typee. 


a 
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Electric Hand-Grinding Machine. 


The electric hand-grinding machine, illustrated in fig. 8, has 
been designed with a view to obtaining the most practical arrange- 
ment of the hand gripe, so that the weight of the motor is taken 
equally on the two hands, whilst at the same time this arrange- 
ment permite of the use of the grinding wheel in the most 
awkward situations. The machines are made for direct 


Fig. 8 —ELEcTRIC Habp-GRINDING MACHINE. 


current or for three-phase, the direct-current machine having a 
{-н.Р. motor and the three-phase machine a f. H.P. motor. Both 
are suitable for use with emery wheels up to 4-in. diameter 
by jin. wide. Аз the machines can be supplied for all ordinary 
voltages, and are very inexp2nsive, they are finding some consider- 


obtained. In recent patterns the rflecting surface, when of 
silvered glass, has been 


given a corrogated shape, the 


corrugations being of defined depth and contour, and disposed 
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Fic, 11.—FiTTING FOR SHALLOW SHOP WINDOW. 


obliquely to the line light souroe, to prevent the productiom 
of streaks; when a plain reflecting eurface ia used, a corrugated 
glass screen is iaterposed in the path of the light rays. 
The maximum candle-power can be raised to more than* five 


able favour in works and in foundries where they are primarily 
used for finishing off rough castings, and so avoiding much of the 
labour of chipping and rough filing. The motors are provided with „ 
ial ball bearings eo as to obtain the lightest possible running, ; 
and the switch is very conveniently placed on the top of the motor. 
Further particulars can be obtained from Mt sans. MORRIS AND 
Listen (LONDON), LTD., 3, Palace Chambers, Bridge Street, West- 
minster, or Messrs. DRAKE & GORHAM, LTD, 1, Felix Street, 
Westminster. 


Paragon Ear thing Cone. 


The Paragon patent earthing cone, which has been introduced 
by Messus. ScHoLey & Co., LTD., of 56, Victoria Street, S.W., 
has been widely used abroad. As shcwn in fig. 9, it consi.te of a 
substantially constructed hollow cone made of pure copper, suit- 
ably perforated, and filled with small cb arcoal or coke. Running 
down through the cone and securely soldered to the copper tip at 
the botte m is a braided hollow copper cable, into which the earth 


. Fie, 12.—PoLAR CURVE. 


Y | 
ү) times the rated c P. of the lamp. Besides the well-known strip 
form of fitting, in various patterns, portable fittings for lighting 
showcases are now made, wood moulding strip (Gg. 10), fittings for 
shop-windows such as that illustrated іа fiz. 11, theatre foot- 
lights, &c. Fig. 12 shows the polar distribution curve for the 
fitting illustrated in fig. 11. | | 

The fittings аге sold by Messrs. Siemens Bros, the Edison and 
Swan Co, and the L'nolite Cc., Ltd. 


New Ladder. 


Мв. J. Н. HEATHMAN, of Parson's Green, Fulham, S.W., has 
devised an improved patent ladder which can be put toa variety 
of uses. As shown in fig 13, it consists of a set of three light Lut 
atrong ladders, which can be used separately or together ; two of 
the lad iers can also be fastened tog stheras a self-supporting trestle, 


Fia. 9.—PARAGON EARTHING CONE, AS INSTALLED. 


wire is soldered. On the top of the coue is placed a copper cap. 
The dimensions of the cone vary from 1 to 2 ft. in length, and as 
the width at most is only a few inches it is readily installed at a 
emall cost, a small hole being bored in the ground, and the cone 
being then surrounded with a mixture of coke and moist earth. 


Beuttell Fittings. 


Mzssgs. A. W. BEUTTELL, LTD, have sent us particulars of a 
number of new patent fittings which they have designed for use 
with the tubular lamp for shop windows, cornice lighting, X. The 
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Fic. 10.—MoULDiNG STRIP WITA METAL REFLECTOB AND 
CoRRUGATED GLASS SCREEN, 


Fig. 13.—HEATHMAN “TREBLE” LADDERS, 


essential fea ure of the Beuttell system із the use of a rectilinear 
filament as the source of light, which can, of course, be acourately 
placed at the focus of a suitable reflector—more accurately than a 
halb lamp, or any other electric light, except the arc, The focus 
of a bowl-shaped refixctor is necessarily а mathematical point, 
whereas that of a cylindrical reflsotor is a line, with which the 
filament can be made to ooincide ; thus the optical requirements 
are strictly complied with in the case of the tube lamp and 
reflsctor, and a high degree of concentration of light can be 


and the third ladder can sgain be attached to these to give 
additional elevation, after the fashion of a very tall " step- 
ladder." 


Immersion Heater. 


A neat device made by the ELECTROCALOR S.A., of Geneva, Swit- 
zorland, has recently been introduced to the English market ; it 
consists of a pair of concentric carbon electrodes enclosed in a per- 
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forated earthenware sheath, and connected with a flexible cord and 
plug for attachment to a lampholder. 

The circuit is entirely open until the heater (which is called the 
Thermo Fox) is inserted into a liquid which completes the circuit, 
and the voltage of the circuit is immaterial. Obviously, in brine 
or other well-conducting electrolytes the current would be 
excessive, and therefore, except when water or coffee 
ів to be heated, the heater is enclosed in .a nickel- 
plated jacket filled with water, which prevents the access 
of the cuter solution or liquid to the . electrodes. 
i tube protects the fi:xible where it is connected to the 

eater, 

The device possesses several novel features, and if used with 
reasonable care should prove very uceful for a variety of purposes. 
It should be used only on А.С. circuits. The sole agency for this 
country is in the hands of Mr. E. MEYER, of 62, Grosvenor Road, 
Highbury, N. 


LEGAL. 


EYDMANN r. THE PREMIER ACCUMULATOR Co., LTD. 


THIS case came before the Court of Appeal, composed of the Master 
of the Rolls and Lord Justices Swinfen Eady and Phillimore, upon 
the appeal of the company (the employers) from the award of the 
Northampton County Corrt Judge in a claim made against the 
company under the Workmen's Compeneation Acts by Mre. Mabel 
Evelyn Eydmann and her infant children, as the widow and 
children of Harold Joseph Eydmann, a workman employed by the 
company. 

While packing up lead-lined boxes at the Northampton borough 
generating station on April 7th last year, through one of the boxes 
slipping, Eydmann cut his thumb by a proj -cting piece of lead and 
septic poisoning set ір, with the reeult that he died on May 31st. 
The County Court Judge awarded the applicants compensation. The 
ground of the present appeal was that the proper statutory notice 
of the accident had n^t been given, and that the appellants were 
prejudiced thereby. 

At the conclusion of the arguments of counsel, their Lordships 
allowed the app:a!, holding that the employers had not received 
proper notice of the accident, and that the applicants had not dis- 
charged the onus of proving that the emp‘oyers were not pre- 
judiced by the want of notice, 


5 
ELLIS г. FARADAY & SONS. 


Is the King's Bench Division, оп Monday, February let, before 
Mr. Justice Bailhache and a common jury, an action was brought 
against defendants, electrical engineers of Wardour Street, W., by 
Mre. Maria Elise, aged 72 yeare, to recover damages for alleged 
pereonal injaries sustained by the negligence of the defendants’ 
servants. The cefendants denied liability. Тһе case for the 
plaintiff was that in January, 1914, she was knccked down by a 
box tricycle belor ging to the defendants and was serionsly injared, 
one of her legs being broken in two places, She was treated at 
the Middlesex Н epital, and eubsequently through the ivjury to 
her leg she fell down and broke her right arm. Sae claimed to 
recover damages and £05 special expend:ture incurred. 

Mr. HAROLD FARADAY faid that it was suggested to him that 
£20 should be paid to settle. No agreement’ was arrived at, and 
the matter pasted into the hands of the eolicitors. The jary 
awarded plaintiff £100 damages. Judgment wai 
accordingly. 


HAMILTON r. Magconi's TELEGRAPH Co., LTD. 


THs pending action was mentioned to the Lord Chief Justice in 
the King’s Bench Division and the hearing fixed for February 9.h. 
Mr. Dake, K C, faid he appeared for the defendants and Sir 
Eiward Carson, K C., was for the plaintiff, and the application was 
tha* the case should be fixed for hearing on February 9th. 

His LORDSHIP inquired the reason, and was told that if the 
day was not fixed it might necessitate one counsel giving up his 
brief, which was undes able now that the briefs had been read. 
His Lordship said the case would be in the list for hearing on 
February Yih. 


Схревк№оор r. BRITISH URALITE Co., LTD. 


Іх the City of London Court on J inuary 28th, before his Hcncur 
Judge Rentoul, K C., and a jury, an action was heard in which 
Mr. А. L. Underwood made а claim sgainst the British Uralite Се., 
1903, L'd., to recover £90 аз damages for breach of contrast about 
the purchase of a Bruce Peebles generating set, comprising an 
engine and dynamo, then at Gravesend. 

Mr. C. Doughty and M . Maca-kie appeared for the plaintiff, and 
Mr. Morton Smith for the defendants. | 

Ми. DOUGHTY explained that the plaintiff was a machinery 
broker and dealer in the City of London, who did a large business 
in buying machinery and selling it again. The claim raised an 
important question with regard to the principles on which 
machinery brokers and dealers dealing in electrical machinery, &e., 


did their business. There had been several dealings between the 


plaintiff and defendants. Defendants were in a large way of 
business, and at Gravesend they had large works. From time to 


time, no doubt owing to the various processes which the defendant- 


entered 


company were interested in, parts of their machinery became out 
of date, or they desired to replace them with machinery of more 
modern type. When thet occurred plaintiff had seen them and 
had found for them purchasers of that machinery. In those 
dealings it was the custom of the trade for the broker always to 
buy himself, and himself to sell to his own purchasers. He was 
not in any sense the real purchaser, in that he did not buy to keep. 
He always bought to sell, and, asa rule, he did not buy until he 
had sold on to somebody else. Plaintiff obtained particulare, 
photos and plans of the particular machinery which it was desired 
to sell. He then advertised it as if it were his own in allthe 
ordinary trade papers, and being in that line of businese all his 
life he knew. through the knowledge he had acquired just where 
he could place the particular bit of machinery, whereas people 
like the defendants who might know their cwn business very well 
might have machinery on their hands for years because they did 
not know where to find a market for the machinery which they 
desired to sell. Plaintiff having found a purchaser then purchased 
from the defendants. There were occasions if the price was 
sufficiently tempting, when the plaintiff would himeelf buy the 
machinery as a speculation, hoping to find a purchaser afterwards, 
If he did that the price would have to be very low because there 
ws а risk of putting down a considerable sum of money for heavy 
machinery, for which one had not an immediate purchaser on the 
market. The almost invariable custom was to find the purchaser 
fret. That was to the advantage of the seller. If a broker was 
going to buy as а speculation he did во at a breakdown price. If 
he had a customer ready he bought at a price which would show 
a profit. Ia October defendants had a generating sət for gen: 
rating electricity for sale, and they got into communication with 
the plaintiff about it, His manager went to G-avesend to take 
particulars, I; Was а steam engine and dynamo that was for sale, 
also other electrical accessories. Plaintiff thought he could place 
the machinery if he could get an option on it. Defendants gave 
him an option for a week for the set at £250, thus undertaking 
not to sell it t» anyone elee for that time. Then plaintiff adver. 
ti ed it in thoze channels with which he was very familiar, and 
sent circulars round describing it. He came into communication 
in that way with Mr. Martin, a machinery broker in Birmingham, 
who knew who wanted the set. Correspondence passed between 
plaintiff and Martin, wbo knew one another very well. Martin 
brought to London Mr. Robinson, who was an engineer. Martin 
and Robinson went tə the defendants to see the machine. 
Plaintiff's option had been renewed. On November 4th the 
buyer was ready to make a deal. The option for £260 
was renewed till November 4th. It was arranged that 
the plaintiff should, at his own expense, go-to Gravesend 
with the proposed buyer, and he dismantled the machine во that 
it might be properly examined. Plaintifi's men tock down the 
cylinders and stripped it. It was satisfactory, and Robinson told 
the plaintiff the deal was as good as complete, but he must see his 
directors, Martin was going to pay £325 to the plaintiff, and 
Martin was to make a small commission of £30 from the buyers, 
whom he had disclosed to the plaintiff. There was no definite 
contract between the plaintiff and Robinson before November 4th, 
when the option expired. Therefore plaintiff did not actually 
accept the off r to buy at £250, because it was not necessary 
according to the views of all machinery brokers in London. Не 
was confident that the set was as good as sold. Robinson was the 
engineer to Kynoche, of Birmingham, and he had been sent by 
them to look at the machine, althcu;h it was wanted by the 
Kynoch Town, near to Gravesend, the manager of which telephoned 
on November 13th to the defendants in perfect роса faith, and said 
he wanted to speak to them about a generating set which their 
engineer had inxpected. He agreed to buy the set from the 
defendants at £310, without even looking at it. Defendants 
accepted it, and the sale took place. Plaintiff was not complaining 
of Kyuochs. Defendants knew perfectly well what they were 
doing, and made no communication to anyone. A director of 
Kynochs agreed to buy the set, and wrote to Martin offering £350. 
Martin tzlephoned to the plaintiff to say he would buy the set 
introduced by him. Then the defendants curtly said the set had 
been sold, and they would not say who were the purchasers. 
Plaiatiff found out that it was Kyaochs. Martin began to think 
that the plaintiff had sold him, but that was not so. Plaintiff 
now claimed his profit as the defendants’ b-haviour was contrary 
to all good buriners dealing and contrary to law. 

Мв. UNbEkwOOD, the plaintiff, was called, and he eaid there 
was a custom in the ma: hinery trade for firms who wanted to sell 
machinery, as defendant. did, not to go behind the broker's back 
and eff ct a sale, thus eaving his commission or profit. 

Мв. W. W. MARTIN, having b-en called, saying there was a very 
strict custom that the vendor was not to deal with the purchaser 
direct, | А 

. Mx. M. J. PALEY, engineer, Kynoch Town, Stanford-le-Hope, 
supported the plaintiff's case, as did also MR. A. G. Brown, of 
W. X E. Moore, Ltd., Poplar. : 

For the defence, Mk. KNIGHT, manager to the defendante, said 
that the plaintiff had only had one previous transaction with them. 
Tae custom deposed to by the plaintiff did not exist. They had 
done nothing to cause the first sale to go off, nor to sell the 
machinery direct to Kynochs. They had no knowledge who the 
plaintiff took to Gravesend in the first place, and therefore there 
was no reason why they should not deal with Kynochs when they 
came along. Had plaintiff come to them in a proper manner and 
asked them to meet him. they would have done 8». They had not 
gone behind the plaintiff's back, or done anything dishonourable. 

JUDGE RENTOUL, K C., summed up, and the jury found for the 
plaintiff for £71. Judgment was entered accordingly, with costs. 

A stay of execution was ordered with a view to the defendants 
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appealing, Мв. Morton SMITH remarking that there was no 
jastification for the verdict, having regard to the evidence which 
had been given. 


GUTMACHEB r. LEVY Bros. & Co. 


Ix the City of London Court, on Tuesday, Mr. Edward J. Gat- 
macher, sales agent for Esstman Electric Machine Co., I, Talbot 
Court, Gracechurch Street, sued Messrs. Levy Bros. & Co., 13-17, 
Goswell Road, for £3 for wiring and fitting up an electric installa- 
tion for an Eastman electric cloth-cutting machine which plaintiffs 
sold to the defendants, Не said he made an arrangement with the 
defendants that he should fit up the machine with electricity, and 
hiselectrician did the work. That was on Ootober 1st. The work 
was done the eame week. Defendants had sent him a guinea, 
which he returned as the amount was wholly insufficient. He 
supplied the machine on trial, and as it was not approved of it was 
returned. Now he wanted to be paid for fixing the electric 
installation. The machine was to be fitted free if it was purchased, 
bat it was not. 

Me. F. BOUSTRED, defendants’ solicitor, said that as plaintiff told 
defendants he would have to pay for the installation, they agreed 
to give him a guines towards the expenses, not b»cause there was 
any liability upon them to do во. Plaint ff denied that. 

JUDGE ATHERLEY-JONES found for the plaintiff for 30s., and 
supposed the decision would not please either party. 


РА 


ASUNCION TRAMWAY, LIGHT AND Power Co., LTD.: BRAZIL 
RAILWAY Co. r. THE COMPANY AND OTHERS. 


Turis debenture-holdere' action came before Mr. Justice Sargant in 
the Chancery Division on Tuesday, February 2nd, on a motion for 
jadgment, in default of defence, the plaintiffs seeking to enforce 
their debenture security. Mr. Bischoff, for the plaintiffs, said that 
there was originelly opposition by one gentleman, who had put in 
a defence in which he did not admit the amount of the advances 
made by the plaintiffs. . His Lordship : Some advances were, how- 
ever, admitted? Mr. Bischoff said yes, and that gentleman now 
appeared by Mr. Luxmon and. did not oppose an order in the terme 
of the proposed minutes. Mr. Н. Е. Wright, for the company, 
raised no opposition to an order being made, and his Lordship 
pronounced the usual debenture decree directing the usual accounts 
and inquiries, 


MACDONALD r. L. & Y. RAILWAY Co. 


At the Liverpo nl Az , on January 28th, Mes. Jane Macdonald, 
of Waterloo, the wife of an officer on H.M.S. Carmania, of the 
Conard Line, was awarded £150 damages against the L. & Y. 
Railway Со. in respect of injaries. The plaintiff boarded an 
electric train at Bootle, thinking it was going to Waterloo, but the 
train went on the Aintree line, and, on pulling up at Ford Station, 
the plaintiff tried to alight. As she was doing so the train was 
suddenly started, and she was thrown on to the platform. The 
defence was that the plaintiff found herself in the wrong train, 
and madè а rush to get out of the train when it was moving. 
Jadgment was entered for the plaintiff for £150. 


OUR LEGAL QUERY COLUMN. 


" ELECTRIC” writes: I shall be pleased if you could help me in 


the following matter :— 

" A tenant took a house from me for three years with gas light 
and asked if I would put electric light in the house. I could not 
ran to this, bat he then asked if I would allow him to put it in for 
his own benefit, this I agreed to. His time is up and he now 
threatens that unlees I pay half the cost of wiring the house he 
will pull the wires out of the iron tubing. 

"1, Please inform me if he can legally do this? 

^2. If so, can I make him take away the tubing he has had 
plastered in the walls, and the switches, and make good with 
plaster and paper to match, and restore the gas as before, although 
the fittings were sold for old iron, &.? 

°.” There can be no doubt that where a tenant makes any 
alterations in the leased premises, the landlord ів entitled either to 
(а) call upon him to restore the premises to their original condition, 
or (5) to annex any improvemente made without paying the tenant 
aay compensation therefor. In the present case there do not 
appear to have been any written terms of the letting. A tenant 
from year to year of a house is only bound to ksep it wind and 
watertight, to use it in a tenant-like manner, and to make fair and 
tenantable repairs, such as putting in windows or doors that have 
bæn broken by him, во as to prevent waste and decay of the 
premises, He must not commit any waste, bat he cannot be com- 
pelled to replace doors, windows or stairs worn out with age, or to 
re-roof the house, renew the main timbers, or execute other general 
or substantial repsirs. Tenants for terms of years are, however, 
under more extensive obligations to repair, since it appears that 
they are liable for permissive waste, though tenants for life are not. 

Electric" appears to have a tenant for а term of years, and had 
he put in electrical fittings without leave, he could be called upon 
lo remove them. It is apprehended, however, that the fact of the 


landlord having given him leave to substitute electricity for gas 
will now make it difficult for the landlord to call upon him to take 
out the electric fittings and restore the gaspipes and the premises 
generally. 


" PLUME" writes: І am chairman of a Corporation Electricity 
Committee. For some years we have been supplying current for 
photographic printing at power rates. We have now a Local 
Government auditor. Oar town clerk says it is illegal to supply 
current at power rates for photo-printing, as it is lighting, and 
not power, and that if we continue the L.G.B. anditor will sur- 
charge us, on the grounds that we are giving preferential terms to 
one section of tradesmen using light. 

" At the last Committee meeting I produced letters from the 
following Corporations, showing that they all supply current for 
photo prints at power rates : —Liverpool, Leeds, Manchester, Brad- 
ford, Bristol, Birmingham, Xe. In answer to these letters the 
town clerk said it is certainly illegal, but these Corporations have 
not L.G.B. auditors, otherwise they would not charge at power 
rates. | 

d E Is it illegal to supply current for photo-printing at power 
rates 

" 2. If we supply at power rates, are we liable to be surcharged ? 

„3. Can you quote any test cases bearing on the point? 


„ As to (1) the problem suggested is one which has never been 
decided in & Court of Law. It is conceived, however, that although 
the question is somewhat near the line, the ue of electricity for 
photo-printing is user for lighting, and not for power purposes. 


In being so used, it is applied to the doing of that which could 


be better done by ordinary sunlight, and which might be done 
by gaslight. Moreover, one of the arguments adduced in support 
of the economic policy of supplying for power at lower rates than 
for light, is that in the former case the consumer will generally 
want to be supplied during the day, ‘when the generators might 
otherwise be idle. Light for photo-printing would, in the 


ordinary course, be supplied by the sun during the day. 


As to (2). In effect, supply at power rates does confer a favour 
upon a certain class of consumer, and would contravene feo, 19 
of the Electric Lighting Act, 1882, which provides that: Where 
a supply of electricity is provided in any part of an area for private 
purposes, then exoept in so far as is otherwise provided by the 
terms of the licence, order, or special Act authorising such supply, 
every company or person within that part of the area shall, on 
application, be entitled to a supply on the same terms on which 
any other company or person in such part of the area is entitled 
under similar circumstances to а corresponding supply." Of course 
it might be argued, in anewer to the complaint of an ordinary 
consumer, that" Plume " was being favoured, that " Plame” was not 
getting or using electricity '" under similar circumstances." Bat it 


is apprehended that the broad distinction is between the use of ` 


electricity as a means of producing "light," and as a means of 
transmitting power. As'to (3).—See answer t) No. 1. 


— 


- 


WAR ITEMS. 


An Open Letter to Germany.—An electrician writing on 
board one of His Majesty's ships in the North Sea says:— 
“Can you not put an open letter to the German Fleet in 
your next issue? Do they really know how eager we are 
for a pitched battle? 

French Government Contracts,—The Board of Trade 
desire to draw the attention of manufacturers, merchants 
and shippers to the following regulations governing the 
export of articles destined for the use of the French Govern- 
ment:— 

l. Application for permission to export to France goods 
of which the export is prohibited by Proclamation will re- 
ceive special consideration if it can be clearly shown that the 
£oods are destined for the use directly or indirectly of the 
French Government. Such applications must be made to 
the Commission Internationale de Ravitaillement, India 
House, Kingsway, W.C. 

2. Documents issued by provincial military or naval offi. 
cers, other local authorities, or Government contractors in 
France will not be recognised as evidence of the destination 
of the goods unless formallv approved in writing by the 
competent department of the French Government. 

3. British. manufacturers, merchants and shippers are 
accordingly warned that, before entering into any contracts 
for the supply of goods stated to be for the use of the French 
Government, they should first obtain from their clients writ- 
ten evidence that the approval of the Ministry of War, 
Ministry of Marine, or other department concerned has been 
obtained. | 

4. Application for permission to export the articles in 
question must then be made in writing to the Commission 
Internationale de Ravitaillement, accompanied by the neces- 
sary documentarv evidence. The applicants should not pro- 
ceed with the execution of the order until they have satisfied 
themselves that a permit to export will be granted. 

Any firms accepting contracts without complying with the 


. above regulations will do so at their own risk and with full 


knowledge that permission to export the goods which they 
have contracted to supply may be refused. 
E 
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Applications for permission to export goods which are 
ordered by firms or individuals in France for purely indus- 
trial purposes, and which are not destined for the use of the 
French Government, will continue to be made in the ordinary 
manner to the Commissioners of Customs and Excise, 
Customs House, E.C. 4 

Mr. Alexander Siemens’s Sympathies.—The ‘‘ Times“ 
publishes the following letter which was a few days ago 
addressed by him to the Royal Institution, of which he is 
secretary. It was read at the meeting of members held on 
Monday last:— | 

Caxton House, Westminster, London, S.W., 
February 1st. 

It has come to my knowledge that a short declaration on 
my part, with regard to my position as a British subject, 
and with regard to my sentiments about the war, would be 
acceptable to the managers of the Royal Institution. I, 
therefore, venture to lay before you the following state- 
n.ent:— 

I have been born in Hanover, both my parents having 
been British subjects until Hanover was separated from the 
United Kingdom in accordance with the provisions of the 
Salic Law. * 

In the year 1866 the kingdom of Hanover was annexed 
by Prussia, and thereby universal military service was intro- 
duced. 

In Julv, 1867, I first came to England, and I went back 
to Germany in 1868 to absolve mv military duties, but I 
was not accepted om account of my shortsightedness. I had, 
however, to present myself again, when the war against 
France broke out in July, 1870, and I joined a regiment of 
the Line for one year. 

In October, 1871, I returned to London, where I have 
resided ever since. 

As it became probable that I should spend my life in this 
country, I resolved to follow the example of the late Sir 
William Siemens by becoming a naturalized British subject. 

To carry out this plan I obtained my formal release from 
German citizenship in March, 1878, and mv certificate of 
naturalization (No. 2,671) was filed at the Home Office on 
August 16th, 1878. 

Thus I have been a subject of the kingdom of Hanover 
for 19 years, of Prussia for 12 vears, most of which time I 
spent in Germany, and of the United Kingdom for over 36 
years, nearly all of which I spent in London. 

As a consequence my sympathies in this war are entirely 
on the side of the Allies, and I cannot exrress strongly 
enough my abhorrence of the way in which Germany has 
disregarded international treaties and conventions, as to 
the conduct of hostilities, and more particularlv of the raids 
made on unfortified watering-places in this countrv. 

I should like to add that in return for the advantages I 
have enjoved as a British subject, I have done mv best to 
serve this countrv whenever an opportunity for doing so pre- 


sented itself to me. ALEX. SIEMENS. 


The above statement bv Mr. Siemens may be described as 
characteristically conscientious. It entirely confirms the 
opinion that we ourselves and a host of other admirers had 
formed of the writer during his 36 vears’ residence in this 
country in intimate and eminent connection with British 
electrical and engineering affairs. | | 9 

German Engineers and their Prospects.— The official 
journal of the Association of German Engineers and Techni- 
cists, in a retrospect of the year 1914, reviews the effects of 
the war upon the prospects of German trained engineers and 
technical men. The review is written in a somewhat chas- 
tened style, contrasting agreeably with the We-are-the- 
Victorious-Elect bombast of the German generals and pro- 
fessors. '* We are unable," says the paper, nor do we 
wish at the present time, to probe the causes of this bloody 
war. But we must take account of the facts of the present 
conflict, no matter what may be our individual convictions 
on the question of the war itself. It is certain that the 
wholesale destruction of life of the world-war cannot be 
reconciled with our ideas of humanity. Yet, no abandon- 
ment of the struggle now begun is possible which would 
endanger German civilisation and German economic life. 
The civilisation of our countrv must not be destroved, nor 
its economic strength shattered. The future of all technical 
emplovés in particular is bound up with a result of the war 
that shall be favourable for Germanv. If Germanv at the 
mercv of our enemies, were broken up not only territorially 
hut also economically, it is the men of our profession who 
would be the worst sufferers. — An economicallv vigorous 
German industry is the necessary premise for the social 
advancement of our members, "—** Tronmoncer, 77 

British Aluminium Employés.—In connection with the 
British Aluminium Co., Ltd., an illuminated roll of honour 
has been prepared, bearing the names, ranks, and regiments 
of the emplovés who have enlisted, and surmounted by a 
nictorial representation of the rally to the flag. From the 
factories at Kinlochleven, Fovers, Burntisland, Milton, 
Larne Harbour, and Warrington, and from the head office, 
the total enlistments are 462. The Scottish regiments have 
claimed manv of the recruits, the Argyll and Sutherland 
Highlanders having the honour of the highest individual 
total of all (66). "The list includes the name of an officer 
in a REL infantry regiment. The navy is also well repre- 
sented. | 


Accrington Electricity Employés.— The Chairman of 
Accrington Electricity Committee reports that several of 
the specially trained staff are desirous of joining the colours, 
in addition to those Who have already done so. As their 
places would be extremely difficult to fill, he has sought the 
Council's opinion as to what course should be taken. The 
question is now under consideration. | 

Silvertown War Relief Fund.— The employés of the India 
Rubber, Gutta Percha and Telegraph Works Co., Ltd. 
have subscribed £537 13s. 3d. in the last 21 weeks to the 
National Relief Fund, British Red Cross Society, and Bel. 
gian Relief Fund, and we understand that they hope to con- 
tinue to distribute £100 monthly between these three funds 
for as long as may be necessary. l 

Personal.—Mr. W. J. Leeming, electrical engineer to the 
Buxton U.D.C., who has joined the Forces, has been pre- 
sented by the staff with a set of hair brushes in a leather 
case. During his absence his duties will be undertaken by 
"Mr. Copland, M.I.E.E., at Mr. Leeming's present salary, 
less £2 per week payable to Mr. Leeming, and with per- 
mission to continue his consulting work. 

The Burnley Electricity Committee has decided that it can- 
not see its way to consenting to the enlistment of Mr. Starkie 
(electrical engineer), Mr. Taylor (assistant engineer), and 
Mr. G. D. Clegg (switchboard attendant). 

Temporary Lieut. L. B. Hogarth, of the 11th Border Regi. 
ment, who, as announced in the London Gazette," has 
bcen gazetted Temporary Captain, was, prior to the outbreak 
of war, electrical engineer at Whitehaven, having previously 
occupied the position of borough electrical engineer at More. 
cambe. m | | : 

Mr. B. James, electrician, Glasbury, has joined the Mili- 
tary Wing of the Royal Flying Coros. 

Mr. W. E. Jewell, electrical assistant to Mr. C. Jones, 
electrical engineer to the Metropolitan Railwav, has joined 
His Majesty’s Forces as Captain (Pioneer) in the 16th Royal 
Irish Rifles, and is at present stationed at Lurgan near 
Belfast. 

Mr. J. Pendreich, of the Pendreich Electrical Firm, Edin- 
burgh, has been with the Expeditionary Force since the com- 
mencement of hostilities. His address is:—Corpl. J. Pend- 
reich, Army Service Corps, c/o Requisitioning Officer, 8th 
Infantry Brigade, 3rd Division, British Expeditionary Force. 

In the“ London Gazette“ list of aliens to whom certifi- 
cates of naturalisation have been granted lately the following 
appear: ; 

Wm. Sylvester de Ropp, Russia, electrical engineer, Ken- 
sington, London. 2e 

Geo. Henry Funck, Germanv, director of the Lubricating 
and Fuel Oils, Ltd., Westminster, London. 

Jean Baptiste Annibal Légé, France, engineer and scien- 
tific instrument maker, Chelsea, London. 

Otto Jens Marstrand, U.S.A., assistant to a civil engineer, 
South Norwood, London. 

Roll of Honour.—aA report presented recently to the Brad- 
ford Tramways Committee shows that no fewer than 187 
men from the department have been engaged in active ser- 
vice on the Continent. The following emplovés of the De- 
partment have been killed:—Conductor A. Eushworth, 
Cleaner W. E. Harvey, Driver J. Kemp, Conductor J. 
Bamford, Conductor A. Padfield, and Conductor G. Garn- 
ham. The following have been wounded:—Conductor J. 
Craven, Conductor A. Conderson, Conductor M. Ratcliffe, 
Cleaner C. Bennett, Conductor J. Holdsworth, Flagman H. 
Walker, Driver P. Parker, Driver J. Boothman, Driver P. 
Walker, Conductor H. R. Smith, Conductor H. Enderby, 
Conductor A. Morton, Conductor H. Lea, Conductor A. 
Crver, Conductor А. Bernhardt, Conductor W. Lane, Con- 
ductor C. Dennison, Conductor E. Clubley, Cleaner J. 
McIver, Conductor Н. Hoste, Cleaner J. Corev, and Driver 
W. S. Marshall. Conductors A. E. Marsden and W. Challis, 
and P. Binns (labourer) are prisoners in Germany. 


Keeping Turbine Blades Clean.—Impure water, even 
though treated, is sometimes the cause of a fine coating of lime 
forming on turbine blades. Lime, magnesia and graphite carried 
over with steam from water used ір the boilers at Leavenworth, 
Kan., formed an obj sctionable coating on the blades of the turbine, 
making it quite a task to keep the machine clean. But now, since 
it has been found that kerosene injected into the steam line will 
clean the blades, the turbine gives no more trouble. At а oon- 
venient spot in the steam line between the throttle and the valve 
rigging a small hand-pressure pump has been installed through 
which kerosene may be injected. Entering thus with the live 
steam, the oil particles are driven against all blades, and only an 
occasional injection from the pump is needed to keep the blades 
bright aud clean.— Electrical World, . 


X-rays and Contraband.—At Boston, U.S.A., every 
bale of wool or cotton loaded for shipment to Germany is being 
subjected to an X-ray teat for the prevention of the exportation of 
arms or other contraband that might be concealed inside. Repre- 
sentatives of the British Consulate are present with United States 
Customs officers to make assurance doubly sure. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


NEw AUSTRALIAN TARIFF. 


We reprint from the Sydney Daily Telegraph certain portions of 
the new Excise Tariff which may be of interest to our readers ; our 
contemporary considers that the most pronounced feature is the 
extended charges against goods other than of British manu- 
| Produce General 
of U.K. tariff. 
Tariff items (in some cases the old tariff is given 
in brackets) 
wire, bars, plates, rods, tubes; lead 
sheet, piping ; platinum bars, rods, strips; 
zinc bars, sheet ; iron and steel tubes and 
pipes (except riveted or cast), ad. val. „ Free 10% 

Rails, fishplates, bolte, ties, rods, switches, 
crossings, &c., for tramways or railways; 
rolled iron or steel joists, columns (not 
drilled), per ton... eae en ie ... 178, 6d. 258. 

Steam engine indicators, revolution counters, К 
Ko., ad. val. m 285 wat ee .. Fre 10% 

Roek boring, drilling, and coal - cutting 
mechines, ad. val. — T eee Л Жу 

Motive power machinery and appliances (except 
electric), viz. :— 

(а) Exonomisers ; mechanical stokers; steam 
traps ; steam turbines; superheaters ; water 
puriflers, ad val, ius (Free, 5 ) Fre 10% 

(5) High-speed reciprocating steam engines for 
direct coupling or directly coupled to eleotrie 
generators or to pumps, subject to Depart- 
mental By-laws, ad val. .. (Free,5 ) 25% 30% 

(c) N. R. I., ad val. РА ..(20 %, 20%) 25% 30% 

Electrical machines and appliances : — 

(а) Electric heating and cooking appliances, 
ad val ... $$. i (10 %,15%) 10% 20 

(0) Electric fittings consisting wholly or partly 
of metal, viz.:—Switches, fuses, and light- 
ning arresters, ad val. ... .. (Free, fre) 20% 30% 

(c) Regulating, starting, and controlling appa- 
ratas for all electrical purposes, inoluding dis- 
tributing boards and switchboarde, except 
telephone switchboards and telephone distri- 

, buting boards, ad val. ... ..(20 Y, 20%) 20% 30% 

(d) Dynamo-electric machines; statio trans- ^ 
formers and induction coils for all purposes ; 
electric fane, ad val ..(20 Ф. 25 ) 25% 30% 

(е) Electric fittings not containing metal to be 
dutiable according to material. 

Electrical appliances, viz :— 

(a) Telephones, telephone switchboarde, tele- 
phone distributing boards, and appliances, | 
ad val, eee eee #00 eee eee eee Free 10 X 

(>) Electroliere ; chandeliers ; pendants ; brac- 
kets ; zinc tubing, ad val «a .. 25% 30% 

(e) N.E.L, ad val. -— wea T *. 20% 25% 

Electrieal articles and materials, viz. :— 

(а) Accumulators or storage batteries; aro 
lamps; cable and wire (covered) ; carbon in . 
blocks of 12 tq. in. and over; electric vacuum 
tubes ; measuring and recording instrumenta ; 
prepared insulating tape; anodes, cathodes, 
and hooks for plating purposee, ad val. (Free, 

5%) Free 

(^) Arc lamp carbons, ad val. ... (Free, 10 ©) Free 

Lampe and lanterns ; lampware, but not columns 
К base ad val. ү - T i 

parte of lamps separately imported, ad val. 20 

Miners’ safety lampe, ad val. й ii ies bas Free 
Glass cells for batteries, ad vll. Free 
China and porcelain ware, ad val. 855 —. 20% 
Kinematographs, ad val 580 ves "ә 25 % 
Rubber manufactures, in which rubber forms а 
part, ad val. ay kes us TT sus 
Ohessis for electric railway and tramway vehicles, 
ad val. eee eee eee өзө eee eee 25 e 
Bodies for ditto, ad val,  ... 955 са „ 35 % 

Chassis for vehicles with self-contained power 
electricity), not including rubber tires, ad val. Free 

ies for vehicles with self-contained power 

(electricity), inoluding dashboards, footboarda 

and mudguards :— 
Bingle-seated bodies, each 
Double 


253% 30% 


o 

8 
SS 8 88 88 SS 
DL PL de dededededede 3958 


— 
e 


vee eee 2 £15 £17 


l " „ each se 995 .. £21 £24 10s. 
Bodies with fixed or movable canopy tope, 
Y . eac #06 eee eee 609 ees eee £36 £12 
ehicles, n. e. i., ad val. 


А өөө ecc [Ir] ese 85 y^ 45 775 
Thermit and other welding compounds, ad val.... 20 Д 25 9 


Scientific, surgical dental (electrical) instru- 
ments and appliances; machinery for educa- 
tional use see eee оге #00 LAE еве Free Free 


BUSINESS NOTES. 


Consular Notes.—TASMANIA.—Aydro-electric Installa- 
tion.—The United States Consul at Hobart reports that the Govern- 
ment have purchased the partly-completed hydro-electric plant at 
Great Lake, about 60 miles from Hobart, and propose spending 
$100,000 at once towards it completion. A company has been 
working on this scheme for several years, and after spending 
nearly £500,000, had to cease work on account of lack of funds. 
It is intended to develop cheap power at Great Lake and transmit 
it to all parts of the State for industrial and lighting purposes. 
Most of the material and machinery necessary for this enterprise 
has been obtained. It is also proposed to spend over £400,000 upon 
railway and tramway construction work. While it is likely there 
may be some deductions therefrom, the United States Consul con- 
siders it practically certain that there will be much activity in 
this line of work during the current year, &nd that the demand 
upon foreign sources: for all material necessary for such work, 
except sleepers, will be brisk. Such work is usually done by day 
labour under charge of the engineers of the State Railway 
Department. | 

BAGDAD.— Zhe Tramway and Lighting Scheme—The United 
States Consul at Bagdad reporte the presence in that city of two 
surveyors who have been engaged in laying out the route for the 
proposed electric tramway. They were sent by the British interests 
controlling the concession, as a definite step to develop this enter- 
prise. One of the chief hindrances to the construction of the 
tramway has been the narrowness of the Bagdad streets. The 
surveyors have now been ascertaining how many, and which, 
buildings must be removed, and what such removal would cost. 
In addition to the concession for the tramway, the eame interests 
are reported to have secured a concession for the erection of an 
electric lighting plant in Bagdad. Before the introduction of the 
crude-oil engine the price of ооа] in Bagdad (53s. to 70s. per ton) 
contributed toward making the installation of an electric plant 
& precarious venture from a financial point of view; but if an 
electric lighting and power plant using oil for fuel can be built 
in connection with the tramway, much of this uncertainty would 
be removed, provided the first cost of installation (inoluding street 
widenings for the tramways) does not prove to be excessive. 

LISBON.— Railway Electrification —The United States Consul- 
General at Lisbon reporta the signature of a decree by the President 


of the Portuguese Republic for the electrification and lease of the 


railway connecting Lisbon with Cascais. The line is about 16 miles 
long and is owned by the Portuguese Railway Co. It serves the 
so-called Riviera of Portugal and, in the Consul’s opinion, should 
be a paying investment. It is proposed to run electric trains 
every half hour and to make the entire run in 25 minutes. 

SEVILLE.—7ramway Ertension.—Writing on the subject of 
tramway extension at Seville, the American Consul there says that 
the river driveway in the direction of Palmera has undergone 
euch changes during the past few years, with many new houses 
built in the Avenida de la Reina Victoria, that the Seville Tram- 
w&y Co. have decided to extend their line to meet the neede of 
that neighbourhood. It isrumoured that work is about to com- 
mence on a new bull ring to seat 4,000 persons at Tabladilla, which 
will probably serve as an incentive to the early completion of the 
projected tramway extension. It is anticipated that the construc- 
tion of this tramway will do a great deal towards urbanising the 
avenue mentioned, and that further improvements will result. 

NORWAY.—Electrical Manvfacture,—According to a recent 
report by the United States Consul at Christiania, motor factories 
in Norway are developing rapidly, many of them having been 
enlarged during the past 12 months, and new ones established. A 
number of these factories have been joined in a union called A/S 
Dat Forenede Motorfabriker (United Motor Factories), with head- 
quartera at Bergen. Norwegian motor factories are in close com- 
petition with the Swedish, Danish and American manufacturers. 
Manufacturers of electrical machines and apparatus had a suc- 
cessful year. One of the largest manufacturers in this line, 
specislising in telephone apparatus, established a branch factory in 
Italy. 

KWANGTUNG.—In July last a contract was let to a Hong-Kong 
firm for the erection of a small electric light plant at Kongmoon, 
Kwangtung Province, China. The contract called for Swedish 
engines and German dynamos and fittings. The United States 
Consul reports that as a result of the war the machinery has not 
arrived, and, in his opinion, the course of prices is such that it is 
likely the contract will be annulled. 


Book Notices, —The Practical Engineer Electrical Pocket 
Book and Diary (London: Technical Pablishing Co., Ltd., price 
1a, 3d. post free) has been issued for 1915, with additions relating to 
electric motors, fuses, and wireless telegraphy ; other features 
have been improved, and the useful lista of books appended to the 
various sections have been revised. A lengthy section is devoted 
to Acts of Parliament and Official Rules and Regulations, includ- 
iog those relating to electricity on board ship. 

Alternating Current Electricity." By W. II Timbie and H. H. 
Higbie. London: Chapman & Hall. Price 83. 6d. net. 


Trade Announcements. — MR. J. BROOK E, electrical 
engineer, of 9, Cross Street, Wakefield, is retiring from business. 

Messrs, FYFE, WILSON & Co., of 155A, St. Vincent Street, 
Glasgow, inform us that they have secured the sole selling rights 
for the world of Quartowatt'" non-luminous heaters, which are 
manufactured in Glasgow. 
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Private Arrangements.—THE ALTHEAT Co., LTD., 
62, Oxford Street, London, W.— Ia pursuance of the provisions of 
the Companies’ (Consolidation) Act, a meeting of the creditora of 
the above was held on Monday, at the offices of the liquidator, 
Mr. A. Slatter, 62, Oxford Street, W. The liquidator stated that 
theliabilities of the company amounted to £370, although that 
amount might be slightly increased. The assets consisted of stook 
and book debts £316, estimated to realise £268. А lot of the goods 
possessed by the company consisted of gas aad electric radiators, 
which had been sold on sale or return. There were no unpaid calls 
in arrears, The company was a private concern and was formed 
to develop patent gas rtoves and electric radiators. They had been 
put on a commercial basis, and last July negotiations were pro- 
ceeding for the formation of a company, with a capital of £15,000. 
Those negotiations were put a stop to by the war. The company 
was formed in 1912, with a nominal capital of £5,000. Shares of 
the value of £2,000 were issued to the vendor (Dr. Wild) for hie 
patents. Of the remaining 3,090 shares all but about £700 worth 
were subscrib3d for. In answer to questions the liquidator stated 
that sums amounting to £300 had been loaned to the company, and 
charges given on the patents. There was also a sum of £80 at the 
bank, which was likewise subj3ct to the charge. The opinion was 
expressed by creditors that the whole of the charges on the patente 
could not hold good as against the creditora, and the liquidator 
said he himself was of the opinion that one charga for £150 could 
not be enforced. Aftarshortly discussing the po»ition the creditors 
decided that an application should be made to the Gurt for the 
appointment of Mr. E. H. Hawkins, of Massra. Poppleton, Appleby 
and Hawkins, 4, Charterhouse Square, E.C., to азі as joint 
liquidator with Mr. Slatter in the winding up of the company. 
Tae liquidator stated that negotiations were in progress for the 
sale of the electric radiator patents, and for a reconstruction of 
the gas part of the business, The principal creditora are : — 


Bhaw & Hobbs, Birmingham 2 re pk -- .. 413 
Coalb*o5kd4le Co., London - 88 ea và .. 1M 
Phillips & Co., London. А 25 va s TEMP U 
Bullen & Co, London a ; ‘ ia v» bie 15 


Stoker Contracts.—Among the more important orders 
recently received by the UNDERFEED STOKEB Co., LTD., are the 
following :— 

War Omode, Waltham Abbey, 4 B.; Chwring Cross, West Ead and C'ty 
electric supply department (rep iat), 2 E.; Edinbirgh Corporation electricity 
d3partment (repeat), 8 D.; Barrow-in-Furness electricity depart ment (repeat), 
2 E.; Borough of Sunderland electricity department (repeat), 1 E. 

Several orders have recently been received by Messrs. Eo. 
BENNIS & Co., LTD., for re-linking chain-grate stokers of another 
make with their patent chain-grate link. Among such orders ів 
one from the Powell Duffryn Steam Coal Co., Ltd.. Middie Duffryn 
power station, Mountain Ash, another from the British Xylonite 
Cə., Ltd., Brantham Works, near Manningtree, and a third from 
the West Ham Corporation electrisity sation. 


Catalogues and Lists, —M Essns. ScHorgv & Co., LTD, 
56, Victoria Street, Westmiaster, London, S.W.—8 paze pamphlet 
entitled How to Save Money in the В ;iler-house," containing а 
description, with illustrations &nd diagrams, of the C ;pe'a boiler- 
feed - regulator. ; 

Messrs. Stewarts X LLOYDS LTD., Winchester House, London, 
E.C.—12-page catalogue of Stewarts’ patent steel pipes for gas, 
water, sewage, X». Excellent photographic reproluotions are 
shown of pipas in courae of laying in Ceylon, Australia aud el-e- 
where, and interesting information is given on such matters as the 
cost of laying, corrosion, protective coating, steel rersus С.І. pipes ; 
there is also a standard specification for lap-welded steel pipea. 

MessKS, KOHLER BROS. (incorporated with Crompton & Co., 
Ltd.) 56, Ludga*e Hill London, E.C.—8-page illustrated list 
describing the ' Standard " type Kohler electric printing machinery 
system, two and four-motor drive, and giving a list of prominent 
newspaper offices where it is in use, 

MESSRS. ALFRED HERBERT, LTD., Coventry.— Monthly machine 
tool review for January. 


Liquidations.— TR UNIVERSAL DErTING Co., Ltp.— 
A meeting will b» held at 8, St. James's Square, Manchester, on 
March 6th, to hear an account of the winding up from the liquidator, 
Mr. J. A. Ashley. i 

PREMIER LIGHTING AND ENGINEERING Co, Ітр.--Ме. E. H. 
Hawkins, of 4, Charterhouse Square, E.C., kas been appointed an 
additional liquidator in the voluntary winding up. 

Acton LAMP Co, LTD —Mr, Justice Joyce has appointed Mr. 
J. Gib:on Harris, F.C. A, Rocsiver and manager on behalf of the 


debenture-holders of this company, with power to carry on the 


business. 

TANNETT WALKER & Co., LTD, Hunslet, Leede.— First meet- 
ings of creditora and contributories February llth, at Leds 
Law Institution, IA, Albion Place, Leeds. 


Bankruptey Proceedings,—T. M. Woopco^k, electrical 
engineer, Shetfield. —Trustee, (Mr. J. C. Clegg, Official R ceiver, 
Figtree Lane, Sheffield), released December 21st, 1914. 

Н. H. OXLEVY (O. Haxley), consulting engineer, Hanwell.—A 
fi eat dividend of ls. 8d. in the £ is payable on February 3rd, at the 
office of the ОБ ла! Receiver, 14, Bid ford Row, W.C. 

W. H. РкАЧЕ, electrical engineer, S:arborough.—A first and final 
dividend of 5/1, in the £ ia payable on February 2nd, at the Offi»ial 
Receivers offices, 14, Figtree Lane, Sheffield. 

J. G. M. HILTON, electrical engineer, Birmingham. Last day 
for proofs for dividend February 17th. Trustee, Mr. A. S. Cully. 
Otfivial Receiver, 191, Corporation Street, Birmingham. 


New Zealand,—An Auckland firm is inquiring for 
British agencies for c.i. pipea, water meters, oil engines, motor-oars 
and accessories, and electrical goods of all kinds, Communications 
should be addressed to Н.М. Trade Commissioner for New 2 :aland, 
Р.О. Box 369, Wellington.— В. of T. Journal, 


Tiflis, —A local merchant who has hitherto imported 
from Germany is inquiring for British agencies for scientific 
instrumenta, steel ware, and electrical appliances. Further coom- 
munications should be sent to the British Consulate at Tiflis.— 
В. of T. Journal. 


Netherlands.—There is stated to be a demand in the 
N stherlands at pres ant for electric wire and cable. Comwmunuica- 
tions should be addressed to the British Consula*e-General, Rotter- 
dam — Board of Trade Journal. 


For Sale, — Aberdeen electricity department invites offers 
for the following second-hand plant: T wo 100 K.v.A. Brush motor- 
generators complete ; Stockton-on-Tees electricity department have 
for disposal one 150-kw. Brush Uaiversal vertical reciprocatiog 
engine. Particulars are given in our advertisement pages to-day. 


Calendar. — From Ma. K. C. IsocvvE, of 169, 
Motomachi Sshichome, Yokohama, contracting agent of the 


Yokohama Electric Со. Ltd, we have received a wall calendar 
with daily slips for 1915. 


LIGHTING and POWER NOTES 


Aberdeen.—The Electricity Committee reports that 
1,315 900 unite were generated іп D:cember last, against 1,203,850 
in D»oember of the previous year, an increase of 85,050 units. 


Accrington.—Gas  ENcrNE Terrats.—The Electricity 
Committee has declined to accede to а request from Messre. 
Peebles & Son, Ltd., for a redustion of the price charged for 
electric current supplied to them under their agreement. 

The borough electrical engineer reports that the second of the 
new gas-engine generators has been run on trials, and that it is 
hoped to put it into normal use ia a few days. The new gas- 
making and by-product plant is working satistactorily. All the 
1914 contract machinery is working, with the exception of a few 
auxiliaries, and these will be rapidly put in working order. 


Australia.—The Doncaster (Vic.) Coun:il has decided 


to float a loan of £2,009 for the purpose of installing an electric 


lighting scheme in the shire. 


Barrow.—The Electricity Committee has decided to 
provide a supply of current to the Corporation gasworks for stand. 
by plant. : 


Belfast.—The Council, on the recommendation of the 


Tramways and Electricity Committee, has appointed & Committee, 
with the electrical engiaeer, to visit Bradford, Sheffield, Leeds and 
G-eenwich, to obtain information as to administration and other 
matters relating to the eleotrical undertaking. 


Bispham,—New LoaN.—The U. D. C. has decided to 


increase to £320 the amount for which the L G.B.'s sanction has 


been asked. in connection with the laying of electric lighting 
mains along Blackpool Road, this being the difference between the 
cost of overhead work and underground cables. 


Blackpool.—Proposep Lo4N.—dApplication is to be 
made for LG.B. sanction to the borrowing of #2450) for 
electricity extensione. 


Blackrock, —L С.В. Inqurry.—On January 26th an 
inquiry was held into the application of the local U.D.C. for a loan 
of £13,000 for an electricity scheme, Evidence was given by 
Mr. Tierney, engineer of the scheme, and Me. Spencer Hawes, who 
advocited Blackrock having its own scheme in preference to join- 
ing with Kingstown. 


Brichouse,—EnrkEcrRIC v. Stzam Drive.—The Sewage 
Committee of the T.C. reports that as a result of substituting 
electricity for steam for driving the lime crusher at the sewage 
works, the saving for the past 12 months had been £180. The 
WAges bill had been reduced; energy had cost £54 as against £91 
the average cart of coal for the past four years, also 75 hours per 
week had been worked as against 57 previously. 


Brymbo.—E L. Scuemn.—The Lighting Committee 
has received the consent of the Public Works Loan Commissioners 
to borrowing £300 for the proposed electric lighting scheme. The 
tender of Messrs. Loxley & Co. has been recommended fir accept- 
ance, and a meeting is to ba called to ce‘ermine the rate to be 
charged for the work which is to bs carried out at once. 


Chelmsford,—RestricteD LiauTING.—The Lighting 
Committee of the T.C. recommends that £200 be deducted from 
£117, the amount of the Electric Supply Corporation's account for 
the quarter, owing to the restricted lighting, and that the question 
of the amount of the rebate be considered at a future meeting, 
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Chile.— Messrs. Oscar Spoerer & Co. have permission to 
install an electric lighting system at the port of Tolcahuano. 


Chorley —Уовкносѕе Licutinc.—A deputation from 


the B. of G. is to visit Ormskirk workhouse to obtain particulars 


of the electrical installation in vogue for heating, lighting and 
power purposes. 

Cleckheaton.— BULK SUPPLY Prorosau.—The Elec- 
tricity Committee of the D.C. has decided not to take a supple- 
mentary bulk supply from the Yorkshire Electric Power Co.'s 
station at Thornhill. 

The scheme adopted for the extension of the electricity works, 
at a cost of £8,500, waa deferred in order to consider the Yorkshire 
ЕР. Co.'s offer. 


Connah's duay.—PROV. OnpER.—The Council is to 
apply to the B. of T. for & prov. order in connection with the pro- 
electric lighting scheme; there are only two objectors, 
vz,the G.C R. Co. and the Connah's Quay Gas and Water Co., and 
it has been decided to proceed with the scheme at onoe. . 


Continental. — NogwaAv. — Tke Government has for 
years been buying up waterfalle in the various parte of the 
countsy with a view to keeping some in reserve and harnessing 
them as required. Last year the State acquired in all six water- 
falls or large water rights, which purchase involved a total capital 
expenditure of £15,400, and in this year's budget there is 
included & sum of £5,500 for the same purpose, which most 
probably will be exceeded. The State has now become the 
owner of 38 waterfalls in all, which in unharnessed condition are 
estimated to represent a total of 156,190 electrical H.P. When the 
water is regulated and harnessed this amount will be brought up 
to 776,080 НР. : 

Ia regard to the situation of these waterfalls 12 800 Н P. are 
located in the interior of the country, and a long distance from the 
sea, for which reason it is not possible to tranamit the energy to the 
coast, and it will have to be employed for local purposes in the 
surrounding districts ; 464,900 HP. are, however, to be derived 


from waterfalls, from which energy can with advantage be trans- 


mitted to the coast; 100,420 H.P. have been bought up for the 
express purpose of supplying the necessary energy to the railways 
when these are electrified. 

The remaining 197,600 are to be produced in falls which are 
situated in the direct vicinity of the ooast. 

The concessions given to private companies, and which are som- 
pleted, number five in all. These are two conoessions to the Rjakan 
Co. and one each to the Norwegian Electrical Metal Industry, 
the Moelven Pulp Manufactory and the Arendal Smelting Works, 
from which the State has derived fees amounting to £4,000 up to 
the present time. 

GreMANY.—Acoording to the Electrical Reriew and Western 
Electrician, a proposal has been submitted to the Prussian Ministry 
and the chief of the province of East Prussia suggesting the allo- 
cation of State fands for the electrification of the province, which 
haa suffered severe damage. The dearth of Iabour and scarcity of 
horses will be obstacles in the way of revival of trade, and it is 
held that the use of electric power would be a remedy. 


Cuba.—The Gacela Oficial (Havana) announces that the 
following persons have been granted permission to install electric 
generating and lighting plant in Cuba :—Senor Eduardo R. Valera, 
at the town of Catalina de Güines, Province of Havana; Senor 
Manuel Andujar, at Bá z, Provinoe of Santa Clara; S nor Isidro 
Rovira, at Osbanas, Province of Pinar del Rio; Senor Donato 
Hernandez, at Arriete and Ciego Montero, Province of Santa 
Clara. In each case the concession will be rescinded if the plant is 
not in working order within a year from the date of the concession. 
— Board vf Trade Journal. 


Doncaster.—HiRiNG CLAUsES.—AÀ poll of the bur- 
рема on the trading clauses of the Corporation's Parliamentary 
Bil resulted as follows:—For Olause 129, which gives the Cor- 
Dem power to let on hire electric appliances, Co., 796; agains’, 
291. 


Dublin.—The Lord Mayor, at a meeting of the City 
Electricity Committee, expressed regret that the past year's working 
of the undertaking had not been as satisfactory as had been hoped, 
the trading. having been seriously affected by the war and other 
matters outside their contro). The Lighting Committee, in a 
report to the Corporation, asked for the amalgamation of that 
Committee with the Electricity Committee, to avoid overlapping 
of work. The growth of the electricity concern may, it is thought, 

make it necessary to use the Tara Street premises as a distributing 


ASYLUM LicHTING.—Mr. R. Jones, chairman, at a meeting of 
the Richmond Asylum Joint Committee, mentioned that the 
saving on the substitution of electric light for gas in the institu- 
tion more than paid all the annual charges and repayment of 
capital of the new installation. 


Dundalk,—The Council's electric lighting scheme is 
how making a profit. There was a loss on the first nine months’ 
working of £163, and also a slight loss on the second year's 
working, 


Erith, — The Woolwich borough electrical engineer 
bas asked the Erith Council to consider the question of taking a 
balk supply of electricity from the Woolwich Council or to allow 
it to supply current in the Erith district. The matter was deferred 
until after the appointment of the new engineer. 


Eccles.—Pusiic Licutine.—The borough electrical 
engineer is to submit an estimate of the cost of the Barrow system 
of electrio lighting, as carried out on the length of tramway track 
from Swinton to Iclams-o'-th'- Height. 

The Electricity Supply Committee of the Corporation has received 
an inquiry for terms for supolying electricity to the Mancheater 
Ship Canal landing stage at Irwell Park, and has replied that it 
will be in a position to consider terms for supply on receiving 
from the company its decision in regard to the Committee's 
application for permission to take water from the canal for con- 
densing purposes. 


Greenock.—New Loans.—The Corporation has decided 
to apply to the S:ottieh Office for permission to borrow an addi- 
tional £20,000 for extensions. The T. C.'s plant represents a total 
capacity of 11,900 Kw., of which 9,000 Kw. is modern Ao. plant, 
and it will ba impossible to meet the obligations of the department 
next winter without an additional 5,000-Kw. set. The £20,000 
proposed to be borrowed is to be expended on the purchase of a new 
turbo-generator of 5,000-KW. capacity. . 


Haslingden.— NEW Loans.—Application is to be made 
to the L.G.B. for sanction to the borrowing of 27,500 for the pro- 
vision of mains, £1,500 for services, and £3,000 for the provision 
of transformers, switchgear, &^»., making £12,000 in all. 

The Corporation has decided to supply electricity to the works 
of the Nobles Explosives Co., and Messrs. Haworth & Hartley. 

So long as the public hall is used as a military hospital, a 
discount of one-third will be allowed off the charges for electricity, 


Haworth.—The U.D.C. has decided to oppose the 
Yorkshire E.P. Co.'s proposed Bill. 


Horrabridge,.—E.L. ЅснемЕ.—Тһе inauguration of 
the electric supply scheme took place last week ; the installation, 
carried out by Messrs. Crompton & Co., includes a 25-H.P. 
Blackstone engine, coupled to a 15-Kw. dynamo; а 12-H.P. 
water turbine, coupled to a 7-Kw. dynamo; and a 200-ampere D.P. 
storage battery. Electricity is distributed by overhead wires to all 
parts of the village. Some 20 lamps, each of 50 C. P., are in use 
for street lighting. 


Keighley,—The R.D.C. has decided to petition against 
the Yorkshire Electric Power Bill. With reference to the Keighley 
prov. order formal objection has been lodged and the Board has 
appointed representatives to meet a Committee of the Keighley 
Corporation with referencs to the terms of the order. 


Leigh-on-Sea,—PueLi:c LIGHTING.—Preparations art 
to be made by the Southend-on-Sea T.C. for installing the electri? 
light at the Broadway, a business centre, Leigh is now comprised 
in the borough. 


Lexden and Winstree,.— WORKHOUSE LIGHTING.— 


. The B. of G. was informed that there had been a decrease in the 


cost of electricity during the past three months, and that in 
another 12 months the Board would have saved enough on 
electricity to defray the cost of the plant. 


Limerick.—L.G.B. INQUIRY.— On January 22nd, Mr. 
A. D. Price, L.G.B. Inspector, held an inquiry into an application 
ty the Corporation for a loan of £5,000 for the purpose of providing 
additional plant at the electric power station. 


Liverpool,.—AÀxxNvaAL Report.—The City Council has 
received sanction to borrow £19,000 for the provision of electric 
mains. The city electrical engineer, in his report on the estimates 
for 1915, remarks that during the past year the reconstruction 
of the Lister Drive, No. 1 station, has made satisfactory progress, 
and the first section of the boiler house has been completed, and 
the whole plant put in commercial service with very satisfactory 
results. The first of the 6,000 Kw. sets has been run, and the 
recond set is being assembled and will be completed very shortly. 
The engineer ів of opinion that it would be advisab!e to deal with 
& portion of the plant in the deatructor stations which has been 
in use for & considerable period, and has under consideration a 
scheme to replace sme of these sets with plant of modern con- 
struction. and he has made provirion for this work in the esti- 
mates. Daring the past year several trials have been made with 
electrical vehicles, and a 2-ton vehicle has been ordered to be 
used in connection with the cartage of mains’ materials, 
stores, Kc. 


London.—The annual meeting of the Metropolitan 
Boroughs’ Standing Joint Committee has decided to ask the City 
and Borough Councils to request their Members of Parliament to 
oppose the London Electric Supply (No. 2) Bill. 

L. C. C. BILL DRoPPED.—At Tuesday's meeting of the L. C. C. the 
London and District Electricity Supply Bill, which has aroused 
so much opposition in the municipal circles interested, in and 
round London, failed to receive the necessary majority to enable 
it to proceed in the present session of Parliament. A total of 69 
votes was necessary in favour of the Bill, but the voting was 61 in 
favour and 32 against, 14 Reform members being absent on 
active service. Sir John Benn, while admitting the technical part 
of the scheme was satisfactory, said the financial part was 
disastrous. Mr. Norman pointed out that if the acheme was 
abandoned, the Bill of the companies wculd hold the Parliamentary 
field, 
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BETHNAL GREEN.— The B.C. has been recommended to oppose 
the London Electric Supply Bill. The Electricity Committee 
has approved plans of the electricity sub-stations proposed to be 
erected at New Tyrsen and Digby Streets. 

MARYLEBONE.—It is proposed to apply to the L.C.C. for sanction 
to borrow £6,500, in connection with the installation of trunk 
feeder protective apparatus. 


Luton.—Street LIaHTINd.— The Lighting Committee 
of the T.C. has considered the queation of discontinuing the light- 
ing of streets by electric lamps and reverting to gas lighting, 
but has postponed further consideration of the matter until its next 
meeting, in order that the borough engineer may furnish par- 
ticulars of the annual expenditure in lighting streets by electricity, 


Maidstone.— NEW TuRBINE PrANT.—The Electricity 
Committee recommends that a 1,000-KW. turbo-alternator be in- 
stalled, at a cost of £5,300, and also that notice be given to large 
consumers that owing to the great increase in the coat of coal it 
may be necessary to raise the price of current as from January 1st 
under new contracts. 


Newbury,.—HosPrrAL LIGHTING.—It has been decided 
to have the electric light installed at the Isolation Hospital. 


Oldham. —SurLY or Morons.— Representatives of the 
Chamber of Trade have interviewed the chairman of the Electri- 
city Committee of the Corporation, who explsined the difficulty 
under which the department laboured in ita endeavour to extend 
the use of electricity, and that no encouragement was given to 
people to apply to it, and only in certain cases had it supplied 
motors, when it was feared the business would be lost. 
The interview closed with an arrangement by which the members 
of the trade would co-operate with the department in extending 
the use of electricity in other direotions. 


Ormskirk.—At a meeting of ratepayers on January 29th 
it was unanimously decided to petition the U.D.O, urging opposition 
to the Ormskirk Gas and Electricity Bill, which the Ormekirk Gas 
Light Co. has promoted. 


Penistone,— WonkHousE  LiaHTING.—The L. G. B. 
has sanctioned an expenditure of £124 for lighting the workhouse 
premises by electricity. 


Peterborough.— IMPROVED Workinc.—The revenue 
from the electricity works for December last was £1,299, as against 
£1,144 the previous year, and the surplus £828, as against £616. 
The engineer reported that the cost of production had been reduced 
from 9d. per unit to 76d., a reduction of 16 per cent. in generation 
costs, due to the greater efficiency of the turbo-generator and 
mechanical stokers, the whole of the new plant having been in use 
throughout the month. 


Reigate.—Prov. OrpER.—The R. D.C. has decided to 
consent to the application of Mr. Gilbert Allom for a prov. order 
for E.L. at Chipstead, 


Salford.—SewaGce PUMPING, &c.—A report with reference 
to the provision of electrically-driven pumping plant at the sewage 
works, has been approved. The T.C. has been recommended to 
authorise the purchase of an additional turbine-driven boiler-feed 
water pump and feed-water heater at the electricity station. 

At the recent Council meeting a resolution was to be brought 
forward to the effect that a Special Committee be appointed to 
control the lighting of the borough, and that the Committee 
should consist of four members of the Electricity Committee, four 
members of the Gas Committee, along with six other members of 
the Council. © 


Southampton.—Tarirrs.—The electrical engineer has 
reported upon the suggested adoption of a different type of charge 
for domestic purposes, i e., a fixed charge per annum based upon 
the rateable value of the premises (or upon the kw. installed) 
plus 4d. per unit metered, but does not recummend any alterations 
in the charges at the present time, in view of the fact that it had 
recently been decided that the flat rate was the most suitable for 
the town. The Council has agreed with the views of the 
engineer. 


Ntalybridge,—The Generating Station Committee of 
the Joint Board has authorised the engineer to spend not more than 
£25 on experimental lighting of workmen's dwellings. 

The price of electricity for heating and cooking purposes has 
been fixed at 3d. per unit net, subject to a meter rent of 6d. per 
quarter. | 


Stoke-on-Trent, —The L.G.B. has informed the Elec- 
tricity Committee of the T.C. that it is not prepared to sanction 
a further loan in respect of land for the power house, and asking 
what steps the Council proposes to take with regard to the over- 
draft on revenue account of £0,890 on March 31st last. The Com- 
mittee has decided to give an undertaking to liquidate the over- 
draft referred to during the next three years. Тһе Finance 
Committee recommends the town clerk to try and arrange with 
the Board that the three years shall commence upon the termina- 
tion of the war. 


Swansea,—The Estates Committee has recommended 
the extension of a lease to a local timber merohant subject to his 
using electric power instead of suction gas, as to which ccm- 
plaints have been made. It was urged that this was a form of 
coercion, but eventually the Committee's recommendation was 
adopted, : 


Sunderland, — Recriprs AND ESTIMATES. — The 
estimates of the Corporation supply undertaking for the year end. 
ing March, 1915, show a probable income of £65,801, as compared 
with £67,514 the previous year, made up as follows: — Power and 
heating, £33,610; private lighting and heating, £18.115; tram. 
ways, £11,339; sales department, £4,000; and publio lighting, 
£2,735. The working expenses are estimated at £36,122, compared 
with £36,221 last year, the net revenue being £35,933, as against 
£37,296. After repayment of loans, interest and other outstand- 
ing charges the balance remaining of £6,852 will be placed to the 
r~newale fund. 


Surrey.—The County Council has unanimously decided to 


oppose the London Electric Sapply Bill; the Richmond T.C. has 
already decided to petition against it. 


Warrington.—ScgooL Licutinc.—The Electricity and 
Tramways Committee's offer to provide electricity to Oakwood 
Avenue Council School, upon a guaranteed revenue of £50, has been 
accepted by the Education Committee. 


Willesden,—The Electricity Committee of the U. D. C., 
reporting upon the effect of the war upon the amount of electricity 
used, stated that in the Christmas quarter of 1914 the number of 
units used was 1,387,533 as compared with 1,431,374 in 1913 and 
1,211,760 in 1912, 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—TRawwav  PuRCHASE.—The Corporation 
Tramways Committee, having under consideration the proposed 
purchase of the Suburban Co.'s system, has agreed to obtain the 
advice of Mr. Dalrymple a3 to the value of the undertaking. 


Argentina.—The City and Suburbs of Buenos Aires 


Tram ways Co., concessionaires of a tramway iine from the muni- 


cipal boundary to the Tigre, recently notified the Government of 
the Provincs of Buenos Aires that they found it impossible to 
comply with the requirement of the concession that the works 
of the first section should be terminated within 15 month: 
They therefore asked to be allowed 18 months, and the Pro- 
vincial Government has accorded the extension of time asked for. 
—Review of River Plate. 


Barnsley.—B. of T. Report.—Lieut.-Col. von Donop, 
in reporting on the tramway accident which occurred on Decem. 
ber 2nd— which was reported in our pages at the time, and was due 
to the conductor of a car which was standing on a falling gradient, 
releasing the brakes by mistake when the driver was absent, thus 
allowing the car to run away down the hill—attributes it to want 
of care and promptitude on the part of the driver and conductor. 
The former he holds largely responsible, while the latter failed, 
apparently without reason, to apply the hand or slipper brakes 
from his end of the car. The inspector pointe out, however, that 
the short length of 1 in 50 gradient is not a suitable place for а 
tramway terminus, and that the driver should, not be allowed to 
leave his car when it is standing there. 


Barrow.—The T.C. has decided to urge upon the 
British Electric Traction Co. the necessity for inoreasing the 
number of electric tramway-cars at Barrow, the renewal of defective 
points, and greater passing place accommodation on the Abbey 
Road route. 


Black pool,—The Corporation proposes to borrow £675 


for the purchase of four top-deck covers for tramcars, 


Burnley.—A Sub-Committee is considering the applica- 
tion of the tramway employés for permission to form a rifle club 
at the depot. 


Continental, — Norway. — The electrification of the 
railway between Kiruna and the Riksgränsen Station on the 
Norwegian frontier hae now been completed, and traffic was opened 
on January 19th. Loaded trains of 40 wagons are run at a speed 
of 60 km. per hour; previously the highest speed allowed was only 
27 km. The work has been successfully carried out, although 


accompanied by some mishaps, among which may be mentioned ' 


that the telegraph line from Sweden to Narvik has been put out 
of service altogether, due to induotion effects. Stepa have now 
been taken to lay a double telegraph line. The telephone line is 
& double line supplied with discharging poles and transformers, 
and the induction on this is very small. 

Prof. Pleyl and Engineer Holmgreen, of Stockholm, have now 
solved the problem in regard to induction as far ss the telegraph 
line i8 concerned, 


Edinbargh.—Tramway ExTENSI0Ns.— The Tramway 
Committee has considered the proposals of the County Council 
with regard to the proposed tramways in the city's prov. order. 
Ia the case of the Corstorphine extension there appears to be little 
difficulty in the way of an agreement between parties, and it is 
hoped that the line, the construction of which has become a 
pressing need since the opening of the Zoological Park, will be laid 
down. In regard to the Colinton-Craig Lockhart extension, 
difficulties have arisen regarding road widening. Recent develop- 
ments in the Colinton district have shown need for transport 
facilities, 
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"Eecles,—A Sub-Committee of the Salford Corporation 
is considering terms upon which the latter would be prepared to 
undertake liability for the repair and maintenanoe of the overhead 
tramway electrical equipment, 


Halifax.—NineE MoxTHs' Workinc.—For the nine 
months ending December 31st, the income from the tramways wae 
£87,907, and the expenditure £75,972, leaving a profit of 
£11,935. ` 


India.—The Railway Board has decided to equip all 
passenger trains with electric light and to discontinue the use of 
gas for train lighting. Electric lighting is exolusively use? on 
some of the narrow gauge lines. 


London.—“ BAKERLOO” EXTENSION OPENED.—On 
Sanday last the greater part of the Queen's Park extension of the 
“ Bakerloo " tube was opened for traffic, the line being completed, 
although the Queen's Park station is not yet available for use, во 
that a temporary terminus for passengers has been made at the 
preceding station, Kilburn Park, the other intervening stations 
to Paddington being Maida Vale and Warwick Avenue. All the 
stations are equipped with escalators between the booking halls 
and platforms below. The new line runs out into the open near 
Queen's Park, the last quarter mile being e the North- 
Western line. Automatic and semi-automatio signalling on the 
McKenzie, Holland & Westinghouse Co.'s electro-pneumatic system 
has been installed, similar to that in use on the older section of the 
line, except that А.С. track circuits have been adopted. Ultimately 
it is intended to run four through trains an hour over the new line 
between Watfordand the Elephantand Castle Station (the South Lon- 
donterminus), aud tbere wil) aleo be numerousconnectionsat Queen's 
Park between the North-Western Oo.'s Watford service and the 
tube service, terminating at Queen's Park. At an inspection of 
the line on Friday last, four all-steel cars were used, fitted with 
aspecial system of radially opening doors, with safety indicators 
under the gateman's observation. 


Manchester.— Tramway  ExTENSIONS.— The Tram- 
wsys Committee has intimated its willingness to pay the extra coat 
of an additional strip of land to be acquired for the purpose of 
widening the proposed new Southern Road from 80 to 108 ft., 


the object of the Committee being to have this additional strip, 
specially reserved for tramway purposes on which a speoial type of ' 


tramway track would be constrnoted which would enable better 
transit facilities to be provided. It is recommended that step: be 
taken with а view to an application being made to Parliament for 
an extension of time for the construction of tramways in Stret- 
ford and Davyhulme, authorised by the Manchester Southern 
Tramways Act, 1903. 

The all-night car service, which has now been in operation more 
than a year, and which has proved a great boon to night workers, 
is to be continued for another year. | 


Newecastle,.—FEMALE Conpuctors.—At a meeting of 
the Tramways Committee on January 28th, the general manager 
remarked on the scarcity of men in the city, and said that with 
the sanction of the Committee he was contemplating employing 
female conductors on some of the quieter routes. The matter will 
probably be brought forward at the next meeting of the Com- 
mittee. 


Rochdale.—Tramway AOCIDENT.—À collision occurred 
on January 27th between two tramway cars in Whitworth Road ; 
both drivers’ platforms were orushed and the drivers pinned against 
their control apparatus and seriously injured. Two passengers also 
complained of injury. | 


south Shields.—4A Tramway PROPOSAL.—ÁÀn interest- 
ing proposal, brought before the Tramwaye Committee, is an ex- 
tension of the system by incorporating with it the system of the 


Jarrow and South Shields Light Railway Oo., which extends from 


Jarrow to Tyne Dook in South Shields, where it joins the system 
of the Corporation. The matter is still in embryo. but it is 
understood that shortly a deputation will wait upon the Jarrow 
Corporation te ascertain ite views on the matter. About a dozen 
or more years ago the present proposal formed part of the scheme 
of the then South Shields Tramways Co., whose complete scheme 
included a line southwards to Sunderland, while other seotions of 
what was practically the same scheme were intended to connect 
Jarrow with other towns on Tyneside, and, through Gateshead, 
westward with some of the oolliery districts adjoining the latter 
borough. The ballot at South Shields as to the promotion of a 
Parliamentary Bill for (inter alia) tramway extensions, resulted 
in 2,376 voting for the proposal, and 1,180 against it, so that the 
Bill will be proceeded with, 


Stalybridge. — Proposep Tramways. — The Ashton- 
under-Lyne T.C. and Denton, Audenshaw, and Limehurst D.C.'s 
have each decided to oppose in Parliament the Bill promoted by 
the Stalybridge Joint Tramways Board, one of the objects of 
which is to take over the tramways of the Oldham, Ashton and 
Hyde Electric Tramways Co., whose lease will shortly expire. 
The Parliamentary Bill is also being opposed by the Town 
Councils of Dakinfleld and Mossley (who are part owners of 
the Joint Board Tramways), on the ground that the proposed 
extension of the tramways in the direction of Glossop is not 
required, i . е 

The Joint Board at а meeting on January 28th con- 
firmed the promotion of the Bill The General Purposes 
Committee he decided to insert a clause to the effect 


that no project for the supply of electricity or tramway service 
outside the four boroughe—Stalybridge, Hyde, Mossley and Dukin- 
fleld— be proceeded with unless two-thirds of the members of the 
Board vote in favour. | 


Sunderland.—TraMway EXTENSIONS.—The estimates 
for the year ending Maroh 31et, 1915, show an anticipated total 
revenue of 274,882, compared with £75,226 (actual) for the pre- 
vious year. The expenditure is put down at £42,246 for working 
expenses, and there is a balance of £32,636 to carry to the net 
revenue account, From the net revenue account £10,374 will be 
taken for the payment of loans, and £6,463 for interest, £1,217 for 
inoome-ter, £8,145 for the reserve and renewals fund, and £5,000 
for the relief of the rates. This latter ia the same amount as 
has been devoted for that purpose for several yeara. 


-U.S.A.—Co-OPERATIVE ELECTRIC VEHICLE GARAGES. 


—A scheme that is expected to give an impetus to the adoption of 
the pleasure type of electric motor vehicle ів at present being 


developed by the New York Eleotric Vehicle Association. It ів 


that of establishing a co-operative garage in the West-end of New 
York, speoially adapted to the storage and maintenance of this 
type of automobile, at a uniform charge of £9 per month, this 
charge to aleo include the cost of the current required for the 
charging of the batteries, and the cleaning of the vehicles. In 
connection with the garage a showroom is to be established in which 
the cars made by the firms co-operating in the enterprise will be 
offered for ale. | | 


TELEGRAPH and TELEPHONE NOTES. 


Illicit Wireless Installations.—At Wood Green 
Police Court, on January 29th, 8. W. White, 17, a wireless tele- 
graph student, was charged with having in his possession, without 
the written permission of the Pcstmaster-General, a complete 
wireless installation. The acoused was remanded on bail. 


Long-Distance Telephony. — Telephonic communi- 
cation bas been inaugurate’ between Washington and San Fran- 
cisco, vid New York and rid Boston, a distance of about 5,000 miles. 
The feat was made possible by loading the line with Pupin coils. 


Telephonic Interruptions.—It is stated that the storm 
last month brought down more than 12,000 wires in London and 
the South of Eogland— mainly in South London, where the service 
taken over from the National Telephone Co. is on the overhead 
system. The snow fell in a damp, clinging condition, and accumu- 
lated on the wires, afterwards freezing, and under these conditions 
a breeze brings them down wholeesle. Owing to the shortage of 
labour, grest difficulty has been есепп in repairing the 
damage, and it will take a considerable time to complete the work 
of restoration. | | | b: 

It is stated that 80 per cent. of the overhead lines south of the 


river broke down, and the storm was the worst on record in this 


respect. The mow formed a coating 1} in. thick on the wires. 

As 1,000 out of the normal staff of 4,000 men had enlisted, the 
Poet Office engineers were severely handicapped, and were glad to 
have the assistance of 100 skilled linemen from the Royal Engi- 
neers, lent by the War Office. i i 


The Telegraphic Union.—The Journal Télégraphique, 
the official organ of the International Bureau of the Telegraphic 
Union, at Berne, had to suspend publication in August last, but 
has resumed its activities with the issue for January 25th. 


" United States.—The Marconi Wireless Telegraph Co. 
of America, states that the trans-Atlantic high-power stations at 
New Brunswick, N.J., and Belmar, N.J., were completed and were 
being tested out when the Earopean war interfered with the work, 
the English Government having commandeered the corresponding 
stations at Carnarvon aod Towyn, Wales. The trans-Pacific ser- 
vice was opened on September 24th, and uninterrupted communi- 
cation is being maintained with Honolulu.. Within a few months 
the company's high-power stations in Maseschusetts—the trans- 
mitting station in Marion and the receiving station in Chatham— 
will be complete and ready for service with Norway, Russia and 
Northern Europe. The Japanese station, which is to work in 
connection with the trans-Pacific syatem, will be ready at the end 
of April and will thus complete the trans-Pacific link,—7elegraph 
and Telephone Age. | 


` CONTRACTS OPEN and CLOSED. 


OPEN. 
Aberdare.—March 6th. U.D.C. Twelve months' supply 


of cables, meters, joint-boxes, &c. lamps, uniforme, tickets and 
other stores. See “Official Notioes to-day. 
Australia.—Bn1spANE.—March 10th. Motor-generator, 
power board, &c., for Postmaster-General See Official Notices“ 
danuary 15th. 
MELBOURNE.—March 16th. White Wheatstone receiving tape, 
for Postinaater-General, See Official Notices " to-day. 
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Aylesbury.—February 6th. U. D. C. Supply of electric 


motors to consumers (hire-purchase agreement). See ‘Official 
Notices January 22nd. 


Bed was.— March 4th. Electrical goods for 12 months, 


for the Bedwas Navigation Colliery Co., Ltd. Forms of tender 
from the Secretary. 


Belfast.— February 10th. Twelve months' supply of 
electric lampe. carbons, fittings, batteries, &c., for the Midland 
Reilway Co. Northern Counties Committee (Ireland). Forms of 
"WD from Mr, Ellis, Stores Superintendent, York Road Station, 

kast. 


Birkenhead, — February 8th. Corporation. Twelve 
months’ supply of electrical and tramway stores. Forms of tender 
from Mr. G. P. Shallcross, Borough Electrical Eagineer, Craven 
Street. e 


Blackburn; — February 13th. Corporation. Twelve 
months' supply of stores, including a number of electrical items, 
for the Electricity Committee, See " Official Notices” Jan. 29th, 


Blackpool. — February 17th. Corporation. Uniform 


clothing for tramway traffic staff, Traffic Superintendent's office, 
Blundell Street depót. 


Bolton. — February 11th. Corporation.  Low-tension 
sub-station switchgear, for the Electricity Department. See 
Official Notices January 8th. 

February 22nd. Corporation. Twelve months’ supply of stores, 
for the Tramways Committee. See “ Offisial Notices to-day. 


Bristol.—February 11th. Twelve months’ supply of 
carbons, joint, janction and fuse boxes, wattmeters, ampere-hour 
meters, boiler castings, globes, &c. See “Official Notices " Jan. 29th. 


Cardiff, —February 22nd. Installation, 750 points, at 
New Technical Institute, Cathays Park, for the City Council. 
See “Official Notices " January 22nd. 


Colchester, — February 6th. Corporation. Twelve 
months’ supply of stores, including lighting fittings, ear equip- 
ment, overhead equipment, cable, &». See "Official Notices" 
Jancary 22nd. 


Glaszow,—The General Finance Committee of the T.C. 
has remitted to ex-Bailie Arch. Campbell and the Superintendent 
of Clocks to arrange for the renewal of the electric clock batteries 
in connection with the installation of eleotric clocks in the north. 
western district of the city. 


Gloucester. — April 1st. Twelve months' supply of 
stores, for the Electricity and Light Railways Committee. Forms 
of tender from Mr. F. H. Corson, General Manager, Light Railways 
Offices, Bristol Road. 


Halifax.—February 15th. Corporation. Twelve months’ 
supply of stores, including lighting fittings and electrical acces- 
вогіев, cables, telephone wire, meters, &». See Official Notices 
January 22nd. 


Ilford. — February 23rd. U. D. C. 


supply of stores for the electricity works. See "Official Notices " 
to-day. 


Llandudno, — February 12th. U. D. C. 440-в.нр. 


compound condensing steam engine, and 300-Kw, multipolar 
dynamo, kc. Particalars from the Clerk, Town Hall. 


Leeds.—February 20th. Corporation. Twelve months’ 
supply of stores, including cable, mains boxes and fittings, jointing 
and insulating material, electric lamps, fittings, &c., for Electric 
Lighting Department. See "Official Notices" January 22nd. 

February 17th. Electrical work, Hough Lane S hool, Bramle y 
for the Eiucation Committee. Education Architect. 


London, —BERMONDSEY.— February 5th. B.C. Twelve 
months’ supply of carbons and brushes, cable and jointing 
material, stoneware conduits, meters, demand indicators, main 
fuses, oila, meter boarde, street frames, covers and joint-boxes. See 
" Official Notices" January 22nd. 

L.C.C.—February 10th. Installation (18£ wiring points, 216 
lighting points) at Scawfell Street Elementary School, Hackney. 
See " Official Notices" January 29th. 

Н.М. OrricE or Wo&kKs, — February 12th. 
machinery cils for one year, 
Anne’s Gate, S.W. 

ISLINGTON.— February 24th. Twelve months’ supply of elec- 
trical stores, for the B.C. Sve Official Notices” to-day. 

ST. PANCRAs.—February 15th. B.C. Arc lamp carbons, for the 
Electricity Department. See Official Notices" January 29th, 

ST. MARYLEBONE.— February 17th. Stores, including meter- 
boards, casings, &c., cables, box compound and insulating materials, 
&c., for Electricity Department, See "Official Notices” Jan, 29th. 


Cylinder and 
Controller of Supplies, 18, Queen 


Manchester, — February 16th. Corporation. Twelve 


months’ supply of stores for the Tramway Department, See 
" Official Notices ` January 29th, 


Twelve months’ ` 


Newcastle-under-Lyme,—February 5th. Three-wire 
single, L.T. paper, lead-oovered cable, armoured feeder and dis. 
tributor mains, for the Electricity Department. See Offizial 
Notioes" January 22nd, 


Portsmouth, — February 16th. Corporation. Six 


months' supply of stores, for the Tramway Committee. See 
Official Notioes " to-day. 


Rotherham, — February 22nd. Corporation. Two 
water-tube boilers, automatic mechanical stokers, economisers, 
superheaterr, foundations, steel chimneys, steam valves, steam 
pipes, induced-draught plante, and all auxiliaries. See "Offic 
Notices January 2).h. 


Southend-on-Sea.— February 5th. Corporation. 140 
tons of Sandberg steel rails and fishplates (specifications, ке, 
£2 2s., returnable), and 26 steel poles with brackets and soroll, 
Мг. E. J. Elford, Borough Engineer, Clarence Road. 


Spain.— February 15th. The municipal authorities of 
Prat del Llobregat (province of Barcelona) are inviting tenders for 
the concession for the electric lighting of the town during a period 
of 15 years. 

February 18th. Tenders are being invited by the municipal 
authorities of Canale j as de Penafiel (province of Valladolid) for the 
concession for the electric lighting of the town. 


Stockton-on-Tees.—February 19th: Corporation. Two 


500-K w. rotary converters, transformers and starting apparatus. 
See “ Official Notices to-day. . 


Swindon, — February i7th. Corporation. Four-way 
and other stoneware conduite, for the Electricity and Tramway 
Department. See “ Offisial Notices to-day. 


CLOSED. 


Bolton.—The Electricity Committee has accepted the 
tender of Mr. Wm. Gornall for the construction of the Bradshaw- 
gate sub-station. 


Delagoa Bay.—A contract for 12 months’ supply of 
direct-current ampere-hour meters to the Delagoa Bay Development 
Corporation has been placed with the Electrical Apparatus Co., Ltd. 


Glasgow. — The Tramways Committee recommends 
acceptance of the following tenders :— 

Commutators.—P. R. Jackson & Co., Ltd. 

Lead-covered cables.—J. Hally Craig. 

Motor armature coils.—Manche:ter Armature Repair Co. 


D.C.C. wire.—B.I. & Helsby Cables, L:d.; London Electric Wire Co. and 
Smiths, Ltd. 


The Committee has accepted the offer of the Otis Elevator Co. 


Ltd., for a new goods elevator in the extension of the head office, 
and an alteration on the existing passenger lift at the head office. 

The Clyde Navigation Trusteea have accepted the offer of the 
St. Helens Cable Co., Ltd., for the supply of electrio cable. 


Hudderstield.—The Electrical Apparatus Co., Ltd., has 
received a contract for 1,000 single-phase meters for the 
Corporation. | 


Hull.—The tender of Messrs. Siemens Bros. Dynamo 
Works, L'd., amounting to £135, for three motors (10 H. P.), for 
driving the machinery in the new workshops, has been accepted by 
the Corporation Tramways Committee, 


Leyton.—The tender of Mr. R. H. Bacon has been 
accepted by the U. D. C., at £125 10s., for work at the water - cooling 
tower. 

Having regard to the present difficulty in the supply of materials, 
the Urban District Council has decided, in connection with the 
contracts expiring on March 31st next, to obtain quotations for a 
six months’ supply only of service-line cable and arc lamp carbon”. 
With regard to engine oils, the Electrical Engineer has been 
directed to communicate with the present contractors with a view 
to the renewal of their contracts upon the same terms. Meeere, 
W. Cory & Sons, contractors for the supply of slack coal to the 
electricity works, cannot now undertake to supply at contract price 
up to more than 50 or 60 per cent. of the quautities ordered. The 
firm offers to make up the balance with other equal nutty slack at 
a price which is 2e. above the contract rates. Having regard to 
the fact that no good purpose would be served by inviting tenders 
(the present contract expiring on March 31st next), the Electrical 
Engineer has been authorised to make the best arrangements he 
can with the ргевепё contractors or others for the supply of the 
glack. 


liverpool.—The City Council has been recommended to 
accept the following tenders :— 


Sutton Heath and Lea Green Collieries Co, Ltd.—Annual supply of best 
quality steam slack. 

Walter Scott, Ltd.—2,590 tons, Sandberg silicon steel tramway rails, 
131 lb. per lineal yard: РОЈ tons, Sandberg silicon steel tramway 
rai's, 13) Ib. per l.neal yard, for curves; and 40 tons, flshplates. 

Had fields, Ltd.—100 tons tie-bars. ; 
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London.—SHoREDITCH.—The Electricity Committee has 
recived the following tenders for the supply of lead-covered, 
peper-insulated single and twin cable required for services during 
the period ending March, 1915:— · 


Bros. & Co., Lid. (acoepted) 200 281 £187 £183\ g 
9 Electric CO., Ltd. 55 11 88 178 187 8 
W. T. Henley's Tele. Works Co., Ltd... 7i 83 180 130 
W. T. Glover & Co., Ltd. .. s " 72 90 179 187 i 
В.І. 4 Heisby Cables, Ltd. n 99 182 192 


To be in accordance with the specification of the British En- 

i Standards Committee, aad, as regards the single cable, 
suitable for a working pressure of 660 volts D.C, and the twin 
cable 1,100 volts p.c. 

HAMMEBSMITH,—The Electricity Committee reports that four 
teoders only were received for the supply of mechanical stoker coal 
for a period of one to three years, and in each case the tenderers 
added conditions which made the acoeptanoe of the tenders without 

. value. In these circumstances, and with the object of increasing 
and maintaining the coal reserve, the Committee has author sed 
the borough electrical engineer, in consultation with the chairman 
and, where possible, with the Committee, to accept satisfactory 
offers of ооа! up to 3000 tons, advantage being taken as far as 
posible of the prices offered by the tendererr. 

SrEPNEY.—The B.C. Electricity Committee reports the purchase 

of 4,300 tons of coal for the electricity undertaking in lots of 100 
to 500 tons, at ranging from 8s. 9d. to 19s. 6d. per боп; also 
the acceptance of the offer of Messrs, Foster & Oo. to supply 100 
tons per week of Kingsbury fine slack coal at 10a. 1d. per ton for 
12 months from February 1st, for the Limehouse generating 
station, The Borough Eleotrical Engineer reports that the British 
Central Electrical Co., Ltd., have informed him that, ae the French 
Government have prohibited the of carbons, they are 
unable to carry out their tender for 10,000 pairs of carbons 
acoepted by the Council on Jan 
that, on the advioe of the Elec Eagineer, it recommends the 
aoceptanos of the quotation of Messre. Geipel & Co. to supply 10,000 
pairs of carbons of the National Carbon Co.'s make, at £12 15s. per 
1,000 pairs, the order to be placed as and when required. The 
Committee also reports the acoeptanoe of the offer of Messrs. 
W. Geipel & Co. for 7,000 pairs of flame arc carbons, at 18a, per 
100 pairs. 

LC.C.—A oontract for the supply of electric lamps (Schedale 

Na. 17) has been placed with the Elison & S yan United Meotrio 

Light Co, Ltd. Items 8 to 37 (metallic-filament lamps with 

filaments of drawn wire in one continuous length). 


Manchester.—The following tenders have been accepted 


by the Electricity Committee :— 
Two 500. x. v. a. additional transformers.—Johnson & Phillips, Ltd. 
One 500-к. w. additional motor-converter.—Bruoe Peebles Ltd. 
Cable.—B.I. & Heleby Cables, Ltd. 
Copper to be maie up into cables.—B.I. 4 He sby Cables, Ltd. 

The Education Committee has accepted the tender of Meesrs. 
Higgins & Oo.. Manchester, for the electric light installation at 
the Old Hall Drive Manicipal School. 

The Tramways Committee has accepted the following tenders :— 

Permanent-way tpeo'al trackwork.— Hadflelds, Ltd.; Titan Trackwo:k 
Oo., .; Loraia Steel Oo. 
Кешш. points, tongues and hardened-steel centres.—Edgar Allen 

Neath.—The U.D.O. has placed a 12-months’ meter 
contract with the Electrical Apparatus Co., Ltd. 4 


Romford. —The following tenders have been received by 
the Goardians for the reorganisation of the House telephone 
service, including the provision of new cables, instruments and 


Private Teleph me & Electric Co., Ltd. T T .. £9 
General Electric Co., КЕ T «Б vs ee . 76 
F. A. Greene А , 90 

& Co, eo ев ee 92 
Gent & Co., Ltd. ee oe ee б (withdraw о) = 
Biemens Bros. & Oo., Ltd. . „ oe ee ee " саах 
Young & Marten, 144. ря vs ee - Vx 92 
Turnbem & Co. Я 94 


The lowest tender has teen recommended d for aoceptanoe. 

Ship Lighting.— A contract for the supply of ‘ Royal 
Ediswan lamps for one year haa been given by the British India 
Steam Navigation Co. to the Elison & Swan United Electric Light 


е 


Southampton.—The T.C. bas decided to extend the 
contract with the British Electric Transformer Co. for a further 
period of two years, 


Stalybridge.—The Joint Board has accepted the tender 
of the Scartevant Engineering Co, Ltd., for two air filters, 


York. — The Electricity Committee recommends the 
acceptance of the tender of the Worthington Pump Co., Ltd., fora 
foreed draught cooling tower, at £2,126, including the cost of 
foundations for a second tower when required, and the tender of 
the British Thomson-Honu ton Co., for alterations and improvements 
to the switchboard at the Electricity Works, at £176 10s. 6d. It 
aleo recommends the acceptance of the tender of the same company 
for specially designed switchgear required in connection with the 
жаны) of the electric omnibuses, at £80 per set for each of the 

wo boosters, 


Institution of Mechanical 


Association of Eogineers-in-Charg 


institution of Automobile 


Institution of Electrical Engineers —Th 


6th. The Committee reports 


FORTHCOMING EVENTS. 


Royal Institution of Great Britain.—F.idey, February Sth. At 9 p.m. 
Probleme," 


At Albemarle Street, W. caper on '* Всіепое and Industrial 
by Prot. A. W. Crossley, Е.В. | 
of Mining Electrical Engineers (London Branch).—Fiiday, 
February 6th. At8 pa Аз Northamp on Polytechnic Institute, Bt. John 
Street, Clerkenwell, E C. Papec oo ~“ Protec‘ive Devices Against L'ght- 
ning and Burges," by Messrs. E. К. Scott and L. F. Frogarty. 5 
Harmonic Society.—Monday, February 8th. At Holborn Restaurant. 


Ladies’ Night. E 

Engineers (Graduates' Association). —Mon- 
day, February Seh. At 8 p.m. At Siorey’s Gate, 8. W. Annual Lecture 
on “History of the Metallurgy of Iron and Steel,“ by Bir R. A. 
Hadfield, F.R.8. 


Institution of Civil Engineers. "Tuesda February 9th. At8 pm. At 
Great Street, B. W. Paper on Inn H ч 


neering Operations for the 
Prevention of Malaria,“ by Mr. F. D. Ban 
e.— Wednesday. Februery 10th. At 
7 30 E. At Bt. sride’s Institute, Bride Lane, Е.С. Paper on Boilers 
and Boiler Mountinge,“ by Mr. Vernon Smith. ` 
Saturday, February 18th. Social and Dance. i 
Engineers.—Weinesday, February 10th. At 
8 p.m. At Iustitunon of Mechanical Engineers, Btorey's Gate, B. W. 
Paper on Magneto Ignition,“ by Mr. J. F. Henderson. 
ursday, February lit5. At 8 pm. 
At Victoria Embankment, W.O. Paper on ** Conditions Affecting the 
arlations in Strength of Wireless Bigaals," by Prof. B. W. Marchant. 
(Manchester Local Section). "Tuesday February 9th. Live 
visis. At 7.30 p.m. At the Laboratories of p lied Biectricity, abe 
University, Brownlow Street. Paper on Conditions Affecting the Varia- 
tions in Strength of Wireless Signals," by Prof. E. W. Marchant 
(Scottish Local Section).—Tuceday, February 9th. At 8 p.m. At 
207, bath derect, Glasgow. Paper on ** Lastribution and Rise of Tempera- 
ture in Field Coils,” by Prot, M. MacLean, Messrs, D. J. MacKellar and 


R. B. Begg. 

(Birmingham Local Section).—Wedaoesday, February 10th. At 
190 p. m. As the University, Кашапа Street. Paper on ** Polyphase Com · 
mutator Machines," by Mr. N. Shuttleworth. 


(Yorkshire Local Section).—Wednesday, Feb lth. At 7 p.m. 
At the Techniosl College, Bradford. Leoture on Wi Telegeapby,”’ 


by Prof. B. W. Marchant. 

Society of London.—Friday, February 13th. A$8 p.m. At Imperial 
College of Science, South Kensington, S. W. Papers on The Criter.on of 
Steel Suitable for Permanent Magness,” by Prof. В. P. Thompson, F. R. S.; 
А Galvanic Cell which Reverses its Po Ar when Illuminated," by Mr. 
A. A. O. Swinton; An Investigation on the Photographio Effect on Recoil 
Atoms,” by Messrs. A. B. W and A. I. Btevens. 


Salford Technical and Engineering Association. —Seturds February 
180. At 7 p.m. At Roval Tech Institute. Peel Paik, Гк 
га о" Piante Protect Themselves,” by Mr. J. E. MoDonald. Ladies 


Electrical Society. turday, February 18th. Visit to Ro 
Technical Voliege, Glasgow. yal 
of Mining 


North of England Institute apd Mechanical Engineers.— 
tardan. bruery 1345, At 3 p.m. At Newoastie-üupon-Tyne, General 


THE E. T. U.: LONDON DISTRICT. 


WE have received from Mr, J. Potter, district seoretary of the 
Eleotrical Trades Union, the following report of & meeting of the 


‘London members of the Electrical Trades Union held on Saturday 


last, in the Chandos Hall, at which the D iss report of the sub- 
Committees of the L. E. M. A. and the E. T. U. was adopted, together 


with resolutions for an advance of wages, Government interven- 


tion with regard to food prices, and a protest against the method 
proposed for making financial grants under the Housing Act, 1914. 

Brother Rolf oocupied the chair, and after a few preliminary 
remarks, called upon the district secretary to give the report of the 
Joint Board of the L.E M.A. and the KR. T. U. : 

Brother Potter stated that the period of ajx months' trial of the 
L.E.M.A. Working Rules having expired, the Board had drafted a 
report which was being placed before both Associations. In the 
first instance, the employers had drafted a report, which they 
afterwards withdrew in favour of the report presented by the 
delegates from the Union, to which they had made small additions, 
(These additions ave marked by capital ) 

January 28th, 1915. 
To the London Electrical Masters' Association. 
To the Electrical Trades Union, 


REPORT OF JOINT BOARD. 


“1, The Joint Board appointed for the purpose of investigating, 
over a period of six months from Jaly let, 1914, complaints in 
respect to the operation of the Working Rales issued by the 
London Electrical Masters’ Association, 1914, has met on four 
oocasions, viz. :— November 3rd, November 24th and December 17tb, 
1914, and January 28th, 1915. 


“2. The Board has dealt with a number of complaints as to - 


breaches of the Rules by members of the Masters’ Arsociation and 
non-members, comprising :— Eight breaches of Rale 1 (Disability), 
12 breaches of wages, and five breaches of country money. The 
result of the Board's action as regards members has been generally 
satisfactory; but as regards non-members, although the action 
taken by the Board has in some cases tended toward improved 
conditions, in others it has elicited no response. No complaint of 
a breach by the men has been received. In these ciroumstance s 
the Board would recommend the Association and the Union to 
consider the possibility of bringing any pressure to bear in the 
case of unfair conditions being employed. 

" 3, The results of the Board's investigations show the desirabili! y 
in the interest of all parties of the careful observanoe of the Rales 
both by members and non-members. 

" 4, The Union's representatives have on several occasions raised 
the question of amending certain Rales, but owing to the powers 
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of the Board being limited to the investigation of complaints of 
non-observanoe or cases of. -hardship WHERE TER RULES АВЕ 
OBSERVED, and giving interpretations of the Rules for the 
‘guidance of members, we are precluded from making any sugges- 
tions in that direction. The Board would advise that the scope 
of the inquiry should be extended to allow the consideration of 
alterations to the Rules, SHOULD SUCH ALTERATION BE THOUGHT 
DESIRABLE, and any recommendations be submitted to the Masters’ 
Association and the Union. 

5. The Board recommend that a Committee similarly consti- 
‘tuted to the present one should continue to sit and to meet every 
two months.” | . 

Brothers Western, Webb, and Greenwell, delegates to the Joint 
Board, having spoken, and a number of questions having been 
answered, the Report was adopted. | 

Brother G. Butler, South- West Branch, advocated that an appli- 
cation be made for an advanoe of wages to lld. per hour with & 
50-hour week, 

Brothers Greenwell, District Committee, and C. Collins, Central 
Branch, moved the following resolution, which was carried :— 

That an application be made to the London Electrical Masters’ Associ- 
tion for an advance of wages to 1s. per hour, with a 48-hour week.. 

Brothers Stavenhagen, West Branch, and Slark, District Com- 
mittee, moved the following resolution, which was carried :— 

That the delegates to the Joint Board move for the deletion of the Dis- 
oy Clause and all reference to pipe-fitters and improvers from the working 
ru . 

Brothers Vaughan, District Committee, and Greenwell, District 
Committee, moved the following resolution, which was carried :— 

That this meeting of London Е'есігісе! Workers protests against the 
Government's decision to loan funds to local authorities under the Housing, 
No. 2 Act, 1914, only when and where unemployment is acute in the buildin 
trades, and a demand be made that financial help be given irrespective o 
trade fluctuations. ' : 5 

Brothers Vaughan, District Committee, and Stavenhagen, West 
Branch, moved the following resolution, which was oarried :— 

That this meeting of London members of the Electrical Trades Union 
calis upon the Government to take immediate action with regard to high 
prices of food stuffs, coal, &c., which are pressing hardly upon those whose 
life is already a struggle for subsistence. | | 

Brothers Scrace, Fleet Street Branch, and Buchan, Fulham 
Branch, spoke to the resolution. 

Brother Kinniburgh, General Organiser, made a statement on 
the new rules and emphasised the necessity of strengthening the 
organisation. 

It was decided that the report of the Joint Board and the other 
resolutions carried by the meeting should be communicated to the 
technical and general Press. 

It was decided to hold another general meeting of members on 
Monday, March lat, 1915. 


NOTES. 


Institution and Lecture Notes.—Wireless Society 
of London.—The Presidential Address for the current session wag 
delivered to this Society by Mr. A. А, Campbell Swinton, in the 
I.E.E. Leoture Hall, on January 26th, the meeting being well 
attended. After announcing that it was the Committee's wish 
that in the present crisis he should remain in office a s-cond year, 
the President read a fraternal greeting from Colonel Ferrié (now 
on active service) who wrote that on land and sea wireless tele- 
graphy had fulfilled all the funotions expected from it in this war, 
and would doubtless be yet more valuable in later stages of the 
campaign. A suitable reply having been framed on behalf of the 
Society, the President announced that the Society had furnished a 
number of operators complying with the very stringent require- 
ments of the Post Office, and had besides rendered other services, 
concerning which more could be said later. They would have to 
wait also to learn just what part wireless telegraphy had played in 
the present war. Using an excellent collection of apparatus, much 
of it of historical interest, Mr. Campbell Swinton demonstrated the 
fundamental phenomena of electromagnetic and electrostatic 
induction and high-frequency discharges. A single-phase electro- 
magnet exemplified electromagnetic induction by lighting a lamp 
 " wirelessly," by heating a metal ring held round it and by throwing 
off or “ levitating” a ring not subjected to mechanical restraint. 
A three-phase magnet caused great amusement by the way in 
which ite rotating field spun all manner of metallic objects, euch 
as coins, rings and skeleton squirrel-cage rotors. Mr. Swinton 
exhibited slides to show the nature of condenser discharges, and 
using current of about 200,000 cycles per second frequency, he 
showed how lamp could be lighted, though short-circuited by 
a few inches of copper wire, the latter being in an inductive loop. 
He also demonstrated electrostatic induction from loop to loop, 
and showed that sufficient current at this frequency could be 
passed through the body to light a 100-volt, 20-C.P. carbon lamp; 
at ordinary frequencies such a current would be fatal. By further 
raising the pressure, using Tesla's transformer, a variety of 
interesting discharges was obtained, and using current at 20,000 
volts, an arc was struck and maintained between hot rods of soda 
glass (which is & conductor when heated). Finally, the Poulsen 
modification of DuddeM's musical arc was exhibited, and it was 
shown that whereas a Tesla discharge was noisy and intermittent, 
the Duddell aro provided a quiet and continuous discharge of very 
much higher frequency and much more suitable for wireless 
telegraphy and telephony. 


- 


Diesel Engine Users’ Association.—At the last meeting of 
this Association, held at the Institution of Electrical Engineers, 
the use of Mexican fuel oil was discussed. Letters were read from 
several firms or undertakings who had actually used, or were 
using, this particular class of fuel oil, giving their experiences in 
the matter. An interesting report on the influence of sulphur in 
liquid fuela used in internal-combustion engines was referred to, 
and it was arranged that this should be circulated among the 
members of the Association. The Admiralty specification for fuel 
oil was also discussed, and the Committee of the Association was 
req aested to collect further information on the subject of specifica- 
tions for this class of fuel, with a view possibly of eventually pre 
paring з epecification which could be used as a standard by the 
members of the Association. 

Mr. Geoffrey Porter (of Worthing) had prepared some interesting 
notes on the subject of Diesel engine insurance, and, after a dis- 
cussion on this subject, it was suggested that the insurance offices 
should be approached with a view of discussing with them the 
whole question of insurance against breakdowns, for which risks 
such a wide variation in rates obtains at the present time. 

The next meeting is to be held on Friday, February 19th, at the 
Institution of Electrical Engineers. Information and particulars 
concerning the Association can be obtained from the acting hon. 
secretary, Mr. Percy Still, at 19, Cadogan Gardens, London, S.W. 

At the meeting of the BIRMINGHAM LOCAL SECTION on Fridsy 
last, Prof. Andrew Gray delivered his Kelvin lecture on Lord 
Kelvin's Work on Gyrostatics.“ There was а good attendance. 

Associazione Elettrotecnica Italiana.—The Association has 
elected as its new president Signor Guido Semenza, formerly vice- 
president and secretary of the International Congress and of the 
Comitats Elettrotecnico Italiano. In з speech delivered at the 
yearly meeting of the Association of Working Electrical Installa- 
tions on “The Present Conditions of the Market for Electrical 
Energy," the new president outlined the four chief openings which 
lie immediately before the Italian electrical industry. These are 
—Riilway traction, agriculture, electrochemistry and electro- 
metallurgy. Italy, in the opinion of Signor Semenza, offers a 
larger scope for the development of electric traction than any other 
country. The chief hindrance to its realisation is one of finance, 
whioh may be overcome by the electrotechnical industry directly 
interested, who will thus contribute to create a demand, so to 
speak, for their own products. ^ One gain which will result from 
the introduction of electricity into agriculture will oonsist in the 
utilisation of the surplus summer and daylight production. And 
while the chemical and metallurgical industries cannot pay 
existing prices for energy, small improvements, which will 
inevitably be effected, will facilitate a vast absorption 
of electricity, and tend to а great expansion of the 
electrical industry in the near future In а more 
comprehensive elaboration of his views in the Zlettrotecnica, the 
author points out that the yearly absorption in Italy of electrical 
energy for motive power and lighting purposes has now reached 
such a degree of regularity as to preclude the possibility of rapid 
movements, but the utilisation of the water resources has barel 
begun. At the moment it is somewhat at a standstill, owing to 
the falling off of the demand for electrical energy. Hence there 
is need for seeking new outlete for existing surplus supplies, and 
for those new ones which may be profitably obtained in the future. 
The various services of agriculture offer, as previously stated, an 
outlet, as does railway eleotrifüication, which, in his opinion, 
although started, has not made a definite spring ; house heating 


aud domestic cooking present other outlets, but the latter is. 


fettered by taxation difficulties. Additional arguments for the 
development of the electrochemical and  electrometallurgical 
industries are found in the dearness of coal (mostly imported, and 
made still dearer by the war), while water-generated electricity 
can be produced at a cheap rate, and io the fact that many Italian 
native ores can only be economically treated by the electric 
syatem. 

"National Illumination Committee of Great Britain.— 
The report of the chairman was preeented at а special annual 
meeting of the Committee on January 12th, and stated that the 
work done had consisted mainly in the establishment of rules and 
appointment of officere. The Committee has passed a resolution 
to the effect that it is desirable that a uniform international 
method be adopted for rating and marking all sources of light, 
with a view to the consideration of the subject at the next Session 
of the International Commission on Illumination. Mesers. H. G. 
Colman and W. Duddell have been appointed representatives of 
Great Britain on the Executive Committee of the Commission. 
The officers are as follows:—Chairman, Mr. Edward Allen ; Vice- 
Chairmen, Messrs. W. Daddel! and A. P. Trotter; secretary and 
treasurer, Mr. W. J. A. Butterfield, 66, Vistoria Street, S.W. 

Association of Mining Electrical Engineers.—At a meet- 
ing of the WEST OF SCOTLAND BRANCH at Glasgow, on January 
23rd, a psper by Mr. Bowman, on Electricity at the Coal Face, 
was read. Mr. Bowman maintained that electricity might be 
advantageously and economically used where the colliery was 
fairly large and old, with a number of steam-using auxiliaries, 
where the roads were long, where the seams were thin, where 
Special Rule 15 did not apply, and when the load factor due to 
pumping could be kept high. Electricity was particularly 
advantageous where a group of collieries could be unified under one 
electrification scheme. According to his own experience, electricity 
applied direct would generally give the most economical resulta, 
but it might be advisable in connection with coal-cutting, from 
the point of view of safety and reliability, to use compressed air. 

. Royal Scottish Society of Arts.—Dr. J. Erskine Murray is 
delivering a course of lectures to the Society on ‘Electric Waves 
and the Principles of Wireless Telegraphy and Telephony.” 
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Royal Institution.—At a general meeting on February lst 
the special thanks of the members were returned to Dr. H. D. 
Rolleston for his gift, in the name of Miss Davy (niece of Sir 
Hamphry Davy), of a bust of Sir Humphry Davy, executed in 
1832 by Samuel Joseph. 

Society of Engineers.—The new President, Mr. Norman 
Boorgie. was installed and read his inaugural address on Monday 
last. The President’s gold medal was presented to Mr. A. 8. E. 
Ackermann», for his paper on The Utilisation of Solar Energy." 

Institution of Electrical Engineers.—On Thursday last 
week, in London, and again at the meeting of the BIBMINGHAM 
LocaL SECTION on Friday, Prof. A. Gray, LL.D., F.R.S., read the 
Kelvin Leoture, on Lord Kelvin's Work on Gyrostatics.“ The 
le*tnre was fully illustrated with experimente. 

Willesden Polytechnic Electrical Engineering Soclety.— 
The thirteenth annual dinner ia to be held on Saturday evening, 
February 6th, at Rega iori's Rastaurant, Chapel Street, Eigware 
Road, at 7 p.m, The chairman is Mr. Frederic H. Taylor, 
A.M Inst. E.E. 


Educational Notes. — Orry AND Quiups (ENGIN- 
BERING) COLLEGE, Exhibition Road, 8.W.—The following special 


advanced courses have been arranged for the Electrical Engineering | 


t:— 

“Design of Alternating-Carrent Turbo-Generators,” by Prof. 
Mile Walker, on Wednesdays, February 10th to June 2nd, at 
4-5 p.m. 

"Design, Manufacture and Uees of Transformers" by Mr. 
A. P. M. Fleming, on Thursdays, March 4th to Jane 17th, at 4-5 p.m. 

See also our advertisement pages to-day for further particulare. 


Rate of Pay for Armature Winders.—The Cour 
of Arbitration of the Board of Trade has determined that the rate 
of wage of the armature winders in the L.C.C. tramways depart- 
ment shall be increased from 10d. to 104d. per hour as from 
January lat. The Court, in making their award, desire to express 
their regret that, as recorded in the minutes of the meeting of the 
Rolling Stock Conciliation Board, held on November 26th, 1914, 
representatives of the men should have stated that, in the event of 
au increase of the rate of wages not being granted, the employés 
had determined to slow down to such an extent as to make the 
L.C.C. pay the same amount for work done, as it would pay if the 
pres ant rate were increased. | 


Parliamentary,—Standing Orders.—All the Private 
Bills have now been before the Examiners for proof of compli- 
ance with Standing Orders. The consideration of several has been 
postponed, whilst in the case of the Halifax Corporation Bill 
non-compliance has been found, owing to the promoters having 
failed to secure the consent of the road authorities in regard to 
several lengths of tramweya proposed outside the borougb. The 
Bill will now go before the Standing Orders Committee, who will 
decide whether it shall proceed. 

South Shields Bill.—A poll haa been taken of the ratepayers in 
regard to the South Shields Corporation Bill, which was defeated 
at a town’s meeting. A majority decided in favour of proceeding 
with the Bill. 

Doncaster Corporation Bill.— At the town's meeting called some 
time ago to consider the Bill of the Corporation, Clause 129, 
which provides that the Corporation may, in connection with its 
electricit y ‚ sell, let for hire, and fix, repair and remove, 


but shall not manufacture, lamps, metere, electrio lines, fuses, 


switohes, lampholders, motors and other electrio fittings, was 


defeated. The Corporation has since taken а poll, and the clause ` 


was again defeated. 


Germany's Copper Famine.—aA correspondent of the 
Daily Telegraph in Rotterdam quotes an article in the German 
technical journal, Die Metallborse, on the subject of the copper 
supply, as follows : — We oan get a good deal of copper from the 
territories of our enemies now іп our occupation. Other sources 
of supply are kitchen utensils and the cables of electric railways 
and tramways, some of which are not now running, such as that 
between H dle and Bitterfeld. Ооррег can be taken also from the 
tramways and telephones in Belgium. The materia] from these 
sources could be used almoet immediately. We have sufficient 
copper for quite a long time.” 


Russia.—The Consul-General for Russia (30, Bedford 
Square, W.C.) is willing to receive inquiries from British firma 
respecting a manufacturers agent who is now in this country 
from Russia, The said agent already represents several British 
firms there, and he wishes to secure further representations for 
aluminium, brass, brass wire, rubber thread, electric lamps, and 
fittiags, &. 

Catalogues Wanted for Australia.—A firm of 
merchants and agents in Sydney wants catalogues and price lists 
of British arc-lamp carbons, metal conduits, and electrical acces- 
sories, These should be addressed to H.M. Trade Commissioner 
for Australia, 81, Pitt Street, Sydney, N.S.W, 


Loaded submarine Cables.—The German Patent No. 
210,151 (British Patent No. 5,517, 1907), ‘Improvements relating 
to electric cables containing induction coils,” has been before the 
German Patent Court at the instance of a well-known firm of sub- 
marine cable manufacturers who demanded its revocation on the 
ground of anticipations, but the decision was that these were not 
substantiated, and the patent was upheld in all its claims, 


Fatality, —A Cambuslang miner, who was injured 
while working an electric ooal.cutting machine in Gilbertfield 
Collier y, has died in the infirmary. VE 


Patents and Alien Enemies, —Messrs. Н. R. Witting 
and Partners have been granted a lioenoe by the Board of Trade in 
respect of Patent No. 9,845 of 1911, owned by Messrs. K. & Th 
Moller, G.m.b.H. | 


Electro-Harmonie Society.—The next concert (Ladies 


Night) will be held at the Holborn Restaurant (King's Hall), on 
"Monday evening, February 8th, at 8 o'clock, Capt. H. Riall 


Sankey, R.E. (ret.) M.Inst.C E., will preside. The preliminary 
programme is as follows: — Miss Caroline Hatchard (soprano) 
Miss Dorothy Webster (contralto) ; duettiste, Miss Mabel Braine 
and Miss Jessie Reeve (in their delightful musical ensemble) 
Mr. Anderson Nicol (tenor); Mr. Heath Francis (baritone); Miss 


Edith Abrabam (violin); Mr. Arthar Thomas (humorous enter- 


tainer) ; Mr. Gorge Bolton (entertainer at the piano); solo piano- 
forte and acoompanist, Mr. Bernard Flanders, A. R. A. M. 


A Conduit Tramway Effect.—4A correspondent, writing 


to the Stawdard recently, described a curious phenomenon on the 


Brixton Hill conduit tramway which ooourred at the time of the 
recent snowstorm. Power had been cut off early in the after- 


noon, leaving the cars standing; apparently about 7 p.m 


current was again switched on, and a brilliant light was observed, 
which seemed to be travelling down the hill. 

The correspondent continued : —“ The most probable explana- 
tion is that the enow and slush, together with the salt thrown 
down on the roads, collected in the tramway conduit and made a 
partial connection between the live rails under the roadway, the 
travelling of the flashes being due to the fact that as soon as a 
flash ocourred at any point the heat dried the water out at that 
point, which would cause flashing to continue at the next wet 
section. — f 

“ The interest in the ooourrence, to an electrical mind, consiste 
in the fact that the flashing continued for such a considerable 
time before the current was sufficiently great automatically to 
switch off the power at the supply station. This actually 
occurred after a few minutes, but I venture to say that the actual 
conditions which. caused the display might not осоог once іп a 
hundred similar cases." 


\ 8 

Inquiries.— The Hydro-Electric Power Commission of 
Ontario (engineering department), whose headquarters are at 
Continental Life Building, Toronto, wishes to get into touch with 
British firms who have developed special systems of wiring, and 
who carry materials for standard house wiring in stock, as it is its 
intention to investigate thoroughly the merits and demerits of 
various standardised European methode. The Commission has in 


mind bare concentric wiring using a single central conductor, with . 


a bare metallic sheathing forming an outer earthed conductor, 
metal-sheathed wires in which two conductors are enclosed in a 
light, but fairly strong, metallic sheathing, and the various 
weights of lighter steel conduite. Its chief concern at present is 
to look into methods which will cheapen the cost of wiring, and so 
bring eleotricity within reach of a larger number of people. 
Makers of amall house service meters, for 3 to 18 16-watt lamps, 
are asked for. В 


The Electrification of Hens. — The rapid growth 
of chickens subjected to high - frequency treatment has been 
demonstrated in this country (see ELECTRICAL REVIEW, 
December 19th, 1913). Now Mr. G. C. Newell, of 
Chicago, a Welshman by birth, who keeps 150 hens in his back 
garden, states (saya the Daily Call) that last year he obtained 
from them 18,000 eggs. He found that they did not lay much in 
winter, as they. went to roost earlier and got up later, so he 
installed electric light in their quarters, connected with switches 
in the house. He says: “ At six in the morning I turn on the 
switch, and the fowls get up, thinking it is daylight. The lights 


are turned off at daylight, when the neigbbours' fowls are just. 


arising. At 4.0 the lights are turned on again, and they are kept 
going until 9.0 at night, when I turn all out except the 2-0.P. 
lampe. These give just sufficient light to give the appearance of 
dusk, and the fowls begin going to roost, I leave the tmall Jamps 
lit all night, so that if any of the fowls want to get up at night to 
eat they can do во. | 

“ Eleven days after the lights were installed the daily average 
jumped from 26 eggs to 83. During the moulting season under the 
old custom, when most of the food was going to feathers instead of 
eggs, I had only 11 eggs a day. Now I get 52 а day during the 
moulting season. By my method I keep the chickens thinking 
they are gettíng the same amount of daylight all the year round, 
and I am keeping them thinking all the time." 

This sounds very eatisfactorv in a way, but it looks uncommonly 
like sweating the poor hene. Ia this country it would be imprac- 
ticable, owing to the vigilanoe of the Trade Unions. | 


Municipal Authorities and Coal Supplies. — A 
correspondent seva that great interest is being manifested in 
Lancashire and Yorkshire coal trade circles in the conference to 
be held to-day (Friday) in Manchester, convened by the Man- 
chester and Salford Corporations to discuse the threatened coal 
famine, and to secure, if possible, the suepension of the Mines 
Eight Hours Act. Over a score of Lancashire and Yorkshire 
Corporations will be represented at the conference. Inquiries 
made amongst miners in various parts of South and South- 
East Lancashire coalfields go to show that any attempt to 
set aside the Eight Hours Act, even temporarily, will be strongly 
resented by the bulk of Trade Union miners, who contend that 
there is no fear of a coal famine occurring for the present, at any 
rate, Numbers of pite, they say, work only five days per week, 
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Appointments Vacant.—Charge engineer (30s.), for 
St. Albans Electricity Works; switchboard attendant (27s.), for 
Morecambe Corporation electricity department. Particulars are 
given in our advertisement pages. 


Water Softening by Electrochemical Methods, — 
Among the papers prepared for the meeting of the American 
Society of R:frigerating Engineers held recently ia New York 
City was one by Mr. C. P. Landreth, of Philadelphia, calling 
attention to the fact that electricity will hasten chemical reaction 
and thereby improve the results obtained with boiler-feed-water 
softening compounds. To soften water it is analysed in the usual 
way and the chemioal compound determined which will precipi- 
tate the scale-forming compounds present in the water. For 
instance, caloium hydroxide is used to remove calcium bicarbonate, 
sodium carbonate is employed to remove calcium sulphate, &с. 
After the softening compound has been added to the boiler-feed 
water, it is circulated past parallel electrodes which are placed 
close together in order that as much of the water as possible may 
be brought in contact with the surface of the plates. Because of 
its ionising property eleotricity will separate the compounds into 
their components, thereby hastening the recombivation to 
form precipitates, which coagulate and are removed without 
difficulty. | 

Unaided by the addition of any energy, the reaction between 
calcium sulphate and sodium carbonate to form insoluble calcium 
carbonate and soluble sodium sulphate is ordinarily very slow, but 
if electricity be allowed to ionise the water containing these com- 
pounds the precipitate can be quickly removed. Ina plant men- 
tioned by the author of this paper, the calcium carbonate in 
solution was reduced to 3 grains per gallon, which is within 
J/160,000 of the theoretical amount which would be held in 
solution, the electrolysis producing suffisient coagulation, so that 
the precipitate could be readily removed in filters, Ten million 
gallons of water per day was treated in this manner with a con- 
tinuous power v quirement of only 480 watte per 1,000,000 gallons. 
— Electrical Wo id. 


OUR PERSONAL COLUMN. 


The Fditors invite electrical engineers, whether conneeted with the 
technical or the commercial «ide of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTBICAL REVIEW posted as to their movements, 


Central Station Officials.—The Eccles Town Council 
is asked to confirm the appointment of Мв. Н. SHORT, of Salford, 
as switchboard attendant, in the place of Mr. Glithero, resigned. 
LANCE-CORPORAL MULLINER, the assistant electrical engineer, 
has baen offered a commisaion as Second Lieutenant. 

The Poplar Borough Council has been recommended to grant 
the following increases in the salaries of members of the 
staff of the electricity department:— Mr. Е. Tait, assistant 
manager, £262 10a. to £275 per annum; MR. V. Н. CRUICK- 
SHANK, station engineer, £237 108. to £250; MR. E. R. INGBAM, 
mains engineer, £237 10s. to £250; MR. C. E. FARRANCE, 
gales manager, £225 to £237 103.; Мв. C. A. O'NEAL, assistant 
pales manager, £175 to 8185; MR. A. H. VINCENT, junior clerk, 
£65 to £71 10s. ; Ma. P. C. G. WESTLAKE, charge engineer, £175 
to 2185: MR. W. E. PLOWMAN, charge engineer. £175 to £155 ; 
Mr. J. FORSYTH, £162 10s, to £175; Мв, C. W. COPPINGEB, 
charge engineer, £150 to 4162 10Р.; MR. A. E. RICKETTS, 
sub-station engineer, £150 to £162 10a. 

The Bermondsey Electricity Committee has received applications 
from the employé: of the department for increases in salary, but 
. has decided not to take any action in regard thereto, except in the 
case of Mr. J. W. Pendrey, mains foreman, who at present receives 
608. а week, In this case, the Committee recommends that Mr. 
Pendrey should be given $ gratuity of £10, having regard to 
the extra amount of work he is called upon to perform while the 
mains superintendent is with the Forces. 

Мв. J. C. WILLIAMS, deputy borough electrical engineer and 
tramways manager at Rotherham, has been appointed electrical 
engineer to the Erith U.D.C., at а salary of £350 а year. MR. A. 
CovENEY, his predecessor, will continue to act until Mr. Williams 
arrives, at a remuneration to be fixed. 

Mr. EMERSON, late assistant engineer of the Galway Electric 
Lighting Oo., has been presented with a gold watch by the st. ff 
on leaving for St. Albans. 

We are informed that MR. W. A. Brown has resigned his 
appointment as distributing engineer to the St. Panoras Borough 
Council, after over 17 увага service, to take up a position with the 
Pirelli-General Cable Co., of Southampton, as manager of the 
underground cables ss les department, and that he will be located 
at headquarters, 144, Queen Victoria Street, E.C., after the 1st prox. 

The Keighley T.C. has decided, by 15 votes to 6 to advance the 
salary of the borough electrical engineer, Мн. Н. WEBBER, from 
£325 to £400. Mr. Webber has a separate salary of £100 as 
tramways manager. 


General.— MR. А. S. Mann has resigned his position 
with the L.C.C. tram we ya, and has accepted a position вя examiner 
in the drawing office, on the staff of Messre. C. A. Vandervell 
and Co., of Acton. 

A South African contemporary states that Mr. E. G. Izop has 
. succeeded Mr. J. H. Rider as head of the engineering staff of the 
Central Miping— Rand Mines group. 


Mr. ARTHUR J. CRIDGE has accepted а position with the British 
Westinghouse Electric and Manufacturing Co., Ltd. Since April, 
1911, he has controlled the meter department of the Electrical Co., 
Ltd., but his new cuties are connected with the sale of trans. 
formers. He will be at Trafford Park for some time in order to 
familiarise himself with the company's manufactures in this 
direction. 

Мв. FRANK DUDLEY DOCKERB has b»en elected to a seat on the 
board of the Metropolitan Railway Co., rendered vacant by the 
retirement of the Hon. Francis McLaren, M P., who has acoapted 
а commis. ion in His Majesty's Forces. 

Мв. JosgPH TIERNEY, College Green, Dablin, has been elected 
consulting el:ctrical engineer to Uoiverbity College, Dublin. 


Obituary.— Mn. Т. Н. WELLS.—A link of unusual 
interest in the telegraph world has been severcd by the death of 
MR. THOMAS HENRY WELLS, the late secretary of the Anglo- 
American Telegraph Co., Lti. Hs entered the Electric and Inter- 
national Telegraph Co. (Incorporated 1816) in 1847, and when that 
company was taken over by the Post Office he joined the firat 
Atlantic Cable Co., serving successively as traffic accountant, 
accountant and secretary, retiring in 1912 when the Anglc- 
American Co. was leased to the Western Union Telegraph Cv., of 
America. He was thus identified with American cable companies 
from their infancy, and was for 65 years s*socíated with telegraphy. 
Such long service is, we believe, a record. The advance in tele- 
graphy, the ups and downs of cable companies, and the fight for 
control of Atlantic traffic during his secretaryship of 32 years of 
the Anglo-American Telegraph Co., brought him into very close 
acquaintanceship with Jay Gould, Cyrus Field, Bennett Macksy, 
the Marquis of Tweedale, Sir John Pender, J. 8. Morgan, and many 
other prominent men, who have long since passed away. His 
knowledge of the history and working conditions of cable com- 
panies was profound and unique. A telegraph form of 1857 
reminds us of the fact that in that year there were only 
four offices to take messages in Manchester, and thre: 
offices in Leeds and Liverpool. No message was delivered 
beyond half-a-mile without porterage, and no charge was made 
for names and addresses of either sender or receiver. A wag who 
had arranged to advise his friends in London of his safe arrival in 
Liverpool by tendering a form containing only his name and that 
of the addressee, found, however, he could not announce bis ssfe 
arrival in that way for nothing. Ia 1856 there were only 310 
telegraph stations in Great Britain and Ireland. Mr. Wells 
initiated and organised the stores department of the Electric and 
Iatetnational Co., travelling periodically over the whole country 
in the late fifties. He was an elocutionist of quite exceptional 
power and used his remarkable gift freely in the interest of many 
and various charities. Annually for a long period an evening of 
"Readings and Recitations” was given by him on behalf of the 
Post Office Orphans’ Home at St. Jam з'в Hall (Large Hall), London, 
when he appeared appeared before crowded audiences under the name 
of Herbert Walton.” Ia 1871 at the instance of Florence Nightiogale 
he gave an entire evening at the same hall in aid of the Distressed 
French Peasantry. Charles Dickens attended on several occasious, 
and considered Mr. Wells's powerful renderings of his works were 
the finest studies and presentations of the scenes and characters of 
his books, notably the “ Death of Qailp" scene. At the time of 
his decease Mr. Wells was still a director of the House Property 
and Investment Co., and vice-chairman of the British Equitable 
Assurance Co. He was a man with extraordinarily good health, 
absence from City circles for more than a day being a rare occar- 
rence, A very brief illness preceded his death at 81 years of age. 
He was a widower for 17 years, and leaves a family of two sons 
aud three daughters. 

Мв. W. EDGAR ALLEN.—We regret to learn of the death, whioh 
occurred on January 28th, of Mr. William Edgar Allen, who, аз 
long ago as 1868, founded the firm of Edgar Allen & Co., steel 
manufacturers, Sheffield. Іа 1890 he turned the business into & 
limited company. Mr. Allen was a man of great enterprise, and 
he succeeded in building up busiaess conaections in all parts of 
the world, his linguistic attainments and commercial training 
assisting him greatly in endeavours to this end. Не travelled in 
all parta of the world in the iatereata of his firm, which now has 
an annual wage-bill of about £200,000. 

Мв. В. О RITCHIE —The death occurred at Tollgates, Battle, 
Sussex, on January 29th, of Mr. Robert Ord Ritchia, electrical 
engineer. Deceased, who passed away suddenly from heart failure, 
at the age of 57 yeare, had resided at Battle since 19 8. He was 
a brother of the late Lord Ritchie, of Dandee, wasa member of 
the Institution of Electrical Eogineers, and was associated 
with the construction of electric tramways at Rome, Leeds, 
Huddersfield, and elsewhere, At Battle he had served on the Urban 
Cou acil, 


NEW COMPANIES REGISTERED. 


Electric Lamp Factors, Ltd. (139,131).—This company was 


registered on January 27th, with a capital of 6.000 in £1 shares (5,000 prel), 


to carry on the business of agents for, factors of and dealers in electric glow 
lamps or other lamps of any description, lighted. by electricity, and any appo 
ratus and appliance connected with the consumption and supply of electriet sy, 
etc. The subscribers (with one preference share each) are: M. II. Robinson, 
Struan, Fassett Road, Kingston-on- Thames, engineer; L. I. Robinson. 3. 
Staple Inn, W.C., electrical engineer. Private company. The numitei of 
directors is not to be less than two or more than five; the first ate M W 
Rcbinson and L. I. Robinson. Solicitors: Farrer, Porter & Co., 2, Wardicbe 


Flace, Doctors Commons, E.C. 
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Elieson Electric Traction Co., Ltd. ( 139,120) -—This com- 
pans was registered оп January 26th, with a capital of £71,000 in l shares, 
to acquire and turn to account any invention rclating to the roduction, treat- 
ment, Storage, application, distribution and use of electricity; to carry on 
business as motor car, landaulette, cab, omnibus and van proprietors, manu- 
facturers of motors, motor vehicles, ships, boats, motor boats, launches, flying 
machines. submarines, etc. The subscribers (with one share each) are: C. Р. 
Elison, 24, St Магу Abbots. Terrace, Kensington, W., electrical engineer; 
F. Mariaux, 66, Frith Street, Soho, W.C., director; L. E. Porel d’Angond, 28, 
Buer Road, Fulham, S.W., motor traction engineer, Private company. The 
first directors (to number not less than two or more than five) are C. P. Elie- 
son, F. Mariaux and L. E. Роге! d'Angond (life directors). Qualification, one 
share. Solicitors: Canwarden & Co., Gloucester Mansions, Cambridge Circus, 
WC. 

Sperry Gyroscope Co., Ltd. (139, 126).—T his company 
was registered on Jan. 26th with a capital of £2,000 in l shares, to carry on 
the business of manufacturers, importers and exporters of and dealers in gyro- 
харе and gyroscopical appliances and devices (or steadying ships, boats, sub- 
marines, aeroplanes and all kinds of airships, mono-rail and other cars, car- 
rages, wagons and vehicles, manufacturers of and dealers in electrical supplies, 
mvhanical and electrical engineers, etc., and to adopt an agrecment with the 
Sorry Gyroscope Co., of Manhattan Bridge, Plaza and Flatbush Avenue, New 
York City. The subscribers (with one share each) are: R. E. Gillmor, 57, Vic- 
torb Street, S. W., engineer; T. A. Morgan, 57, Victoria Street, S.W., engine 2 
Private company. The number of directors is not to be less than three or 
more thin nine; the first are E. A. Sperry, R. E. Gillmor, and T. A. Morgan. 
Solicitors: Hasties, 65, Lincoln's Inn Fields, W.C. Secretary, H. S. Jones. 


A. Robinson & Co., Ltd. (139,142) .- This company was 
registered om January 98th. with a capital of £715,000 in £1 shares (7,000 pref.), 
19 luke over the business of mechanical and electrical engineers, founders, 
smiths, manufacturers and patentees of ships’ telegraphs, nautical instruments 
aml all kindls of signalling, indicating and recording instruments. and appli- 
arces carried on at 3 and За; Knowsley Road, Bootle, Lancs., as A, Robinson 
& Co" and to adopt an agreement with P. R. Ke pie. The subscribers (with 
ene share each) are: P. R. Keppie, 3, Knowsley Road, Bootle, Lancs., engi- 
mer; E. A. Lambert, 47, Alexandra Road, Great Crosby, Lancs., engineer. 
Private company, The number of directors is not to be less than two or 
more than five; the first are Р. R. keppie and E. A. Lambert (both permanent 
managing directors, with 47300 and 4:190 per annum respectively as remunera- 
tien. Qualification, 4/250. — Solicitor : . W. A. North, 15, Lord Street, 
' Liverpool, 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Thomas Kesnor & Co., Ltd.—A memorandum of satisfac- 
"en in full on December 30th, 1914, of mortgage dated December 29th, 1911, 
securing £250, has been filed. 7 


Drake & Gorham, Ltd. (70,275).—Capital, £125,000 in 
£1 shares, Return dated October 22nd, 1914. All shares taken up; £,85,000 
paid; £40,000 considered as paid. Mortgages and charges: Nil. 


Monte Video Telephone Co., Ltd. (27,208).—Capital, 
4% O in £1 shares (87, pref.). Return dated November 5th, 1914. 
vi 492. pref. and 72,680 ord. shares taken up. 159,172 considered as paid. 
Mortgages and charges: Nil. 


East India Tramways Co.. Ltd. (74,457) — Capital, 
LIIW in £1 shares (15.000 pref., 33.000 ord., and 50.000 defd.). Return 
баз} December. Mth, 1914. 7.476 pref., 33.433 ord., and 50.000 defd. shares 
nien up. 4] per share called up on 7,476 pref. and 7 ord. shares; £77,489 
boul (including C6 paid on 24 pref. shares forfeited); 483,426 considered as 
Paid on 4,426 ord and 50,000 defd. shares, Mortgages and charges: Nil. 
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2 CITY NOTES. 


1 


Yorkshire (West Riding) Electric Tramways Co., Ltd, 


MR HERBERT S. LEON presided on January 2nd at the 
bith ordinary general meeting, held at 31, Throgmorton 
Street, E.C. In proposing the adoption of the report, he said 
маз hot In a position to say that substantial progress had 
“ven wade by the undertaking during the year. Still, the 
results wele very much better than the most sanguine share- 
lider had а night to expect considering the шапу adverse 
ен. басе» which the war had brought about, for the 
"рз Were actually £81. in excess of the previous vear., In 
Iud they had what they then regarded as а boom year, and 
ber tratlics were up nearly £7.00. Up to the end of July 
wire the war commenced, they had beaten their previous 
ied and Were £1,264 to the good, and there seemed every 
КӨШ of increased traffics during the remainder of the 
"UT. Then саше the catastrophe of the war and they, like 
Mer tramivavs, suffered considerably, particularly during 
ae Stipes. Не Was, however, pleased to say that 
Pa confidence was speedily restored and their income, 
бо varying f rom week to week, became on the average 
10 the Previous vear. That was а remarkable achieve- 
i nt and demonstrated that the business thev had made 
us siul and reliable and would be affected аз little as anv 
T businesses through the war. The gross income was 
ate IW which Included for the first tune an item of £275 
e electric lighting. He stated last year that they 
pus the provisional order for lighting the town of 
Uo anl К еу completed the Installation cf the necessary 
sls busines enced to supply in July, There had been 
нЕ Meee e ав many of the prospective customers 
Кл. ere s wing of their houses and business premises 
dian bn. D times. Tt always took some years to estab- 
redd g То a paying basis an electric undertaking, and 

‘atin their minds they arranged to purchase current 
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in bulk for five years, and they hoped during that period to 
build up the business without incurring any serious loss of 
interest. The capital involved was about £12,000. lt was yet 
too early to express any definite opinion, but he thought this 
would prove to be a nice paying little property ylelding a 
satisfactory return in a few years time when things had 
again become normal. To return to the iramway ишке шып, 
оп а car mileage basis they had taken 10.0014. per car mile 
as against 9.9321, last year, an increase of 0.0634. That did 
not seem much, nor could it convey much to their minds 
but tramways and light railways were worked on small 
margins, and every small increase of profit multiplied by the 
саг mile unit meant a considerable gross sum. The tramway 
revenue had grown steadily but surely. In 1905 the receipts 
Were £38,051, and the working expenses £19,963, leaving a 


balance of £18,088, whereas last year the receipts were £74,110. 


and the expenses £52,404, leaving a balance of £41,706. The 
working expenses last year were lesg by £937 than those of 
the previous year, which was very satisfactory seeing that 
they were paying higher wages and higher prices for prac- 
tically everything they bought. Fuel had cost them Inore, 
but they had made a big saving of £1,096 in the upkeep of 
the permanent way as a result of their expenditure upon 
paving. From the day they commenced running the tram- 
ways they had improved them in every ible way, and 
to-day he thought their property was worth very much more 
thar. it was originally. They had spent considerable sums in 
renewals last year from the depreciation and renewals fund 
account in order to improve the undertaking, and not. neces- 
sarily because the parts replaced were worn out. 
item in that account—£3,958—was due to the substitution of 


granite setts for York stone setts in Normanton and. Castle- . 
ford. They would have to face considerable further expendi- 
ture in a similar way where York stone waa still in existence 


on the track. The working expenses per car mile last year 
were 4.373d., as against 4.476d. in the previous year, a 
decrease of .103d., and the percentage of expenses to receipta 
Was 43.72 as against 45.4, a difference of 1.32 per cent. e 
reduction was due to the decreased cost of the maintenance 
of the permanent way. The balance of revenue carried for- 
ward was £41,706, and other items gave them a total of 


and there was an amount of £577 interest on six per cent. 
bonds which appeared for the first time. 
sary in the course of the year to borrow £21,000, and they did 
ere wae no 
difficulty in raising the money among the stock-holders—in 


was £787 less than the previous year owing to the payment of 
Adding £5,520 brought into the account, 
they had a total of £32.045 to deal with. They had paid the 
6 per cent. dividend on the preference shares, which absorbed 
£12,908; £3,215 had been placed to the depreciation and 
renewals fund; £296 had been transferred to the accident 
reserve fund; and 45.00 to the general reserve, which left 
410.725 to be carried forward. ard would 
not be accused of reckless finance when, for the first time, 
they had paid the preference dividend in full He would 
like, however, to say that they would not strain the resources 
of tie company in order to keep up the payment of that divi- 
dend if, owing to the war, there was going to be any serious 

None of them could say What the 
immediate future had in store for them, owing to the War, 
and they could only hone for its speedy and victorious termi- 


Mr. ERNEST REMNANT seconded the motion and the report 
was adopted. | 


— -— ——— À— — 


Delabole Electric Lighting and Supply Co., Ltd. 


AN adjourned meeting of shareholders was held on January 


lsth at Delahole, Mr. M. WELLS presiding. 
Mr. F. C. HAUGHTON (acting for the Secretary, his son, who 


Is with the Colours) presented the second statutory report. 


he CHAIRMAN pointed cut that the report covered only six 


months and was quite satisfactory. An extra cable Was needed 
as far as the head of the village, so that the consumers at 
Reokhead and Medrose misht have better light. He was 
pleased to say that the work had been verified by an expert 
as amest satisfactory and elective installation. 

Мг. HatGHTON congratulated the shareholderg on the 
report. No dividend was declared, it being desirable to place 
the company on а good financial basis. He did not consider 
the price too high. Of course, as a shareholder he wanted 
dividends; but, as a consumer, he would like the light cheap. 

The CHAIRMAN, in reply to observations, said the directors 
Were entering into certain negotiations by which capital would 
be raised, and with another £200 they would be able to pre- 
Sent a clean sheet. : 

The report was adopted. At the instance of Mr. Sracry the 


Old Delabole Slate Co, were thanked for freely providing the 
motive power. 


The big 


_£42,061 to deal with. Debenture interest absorbed 411, 406, 
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Llandudno and Colwyn Bay Electric Railway, Ltd. 


Mr. A. W. TAIT presided on Jan. 22nd, at Basildon House, E.C., 
over the annual meeting. Іп moving the adoption of the report, 
he said that the profit for the year, atter providing for operating 
and administration expenses, and interest on debenture stock, 
amounted to £5,144, as compared with £7,764 for 1913. The 
traffic receipts ainounted to £15,672, a decrease of £2,039, 
which was entirely due to the interruption of the holiday 
season by the war. The outbreak of the war at the busiest 
period of the company’s year was exceedingly untortunate, 
us ut the end of July, notwithstanding interruptions to the 
service in the earlier part of the year in consequence of 
doubling work, the figures showed a slight increase on those 
for the previous year. lle was glad to state that since the 
close of the financial year they were able to record an increase 
in the earnings as compared with the ваше period last year, 
which was, to a certain extent, due to the presence of troops 
for training purposes in both Llandudno and Colwyn Bay. 
It was, of- course, difficult to estimate to what extent the 
summer traffic of 1915 would be affected by the war, but it 
was reasonable to assume that it would not be во severe ав 
that experienced last year. Miscellaneous receipts showed a 
slight decrease as compared with the previous year, On the 
debit side of the profit and loss account there was an increase 
of approximately £130 in the amount charged for power ex- 
penses, This was due to the fact that, in the early part of 
the year, track doubling operations were in progress which 
handicapped the working of the system to a certain extent, 
and, owing to the frequent stopping and starting of the cars, 
caused an increase in the number of units used. Other heads 
of expenditure showed decreases as compared with the corres- 
ponding figures last year, the decrease amounting to approxi- 
mately £200 in respect of the item general expenses.“ 
“Repairs and maintenance " would probably have also shown 
a decrease but for the fact that some exceptional expenditure 
was incurred upon maintenance of cars which had been put 
in thoroughly good order. The amount charged in respect of 
interest on debenture stock was somewhat larger this year 
owing to the increased amount of stock issued to meet capital 
requirements. The track was doubled during the year from 
the end of Mostyn Avenue to St. John's Chapel, Llandudno 
(approximately 14 miles). The benefits had already been felt, 
and would be still more appreciated during the busy seasons 
of the year. The doubling of the track was now complete 
practically from the centre of Llandudno to the outskirts of 
Colwyn Bay. This hed enabled the company to facilitate 
considerably the traffic arrangements, and it would also assist 
them in more effectually combatting the competition which 
they had to face in the shape of motor ‘buses. Turning to 
the balance sheet, thev had expended during the year approxi- 
mately £18,250 on additions of а capital nature, which con- 
sisted mainly of the cost of doubling the track and of expendi- 
ture in connection with the extension to Old Colwyn. The 
construction of this extension was now being carried. out, 
and would be completed in a few weeks’ time. The district 
of Old Colwyn was growing rapidly, and there was a fairly 
large settled population, so they had every reason to hope 
that this extension would prove remunerative not only in 
summer, but the whole year round. Owing to the present 
financial position. created by the war they had been unable 
to place the balance of the debenture stock, but arrangements 
had been made with the company's bankers for a loan against 
the security of the said s£ock to complete the extension. It 
was only intended to carry out for the present such work as 
was necessary to open the line for INE They had also 
decided not to order any additional rolling stock for the 
moment, although the requirements of the system, having 


regard to the added length of line, would necessitate an addi- ` 


tion to the rolling stock to cope adequately with the summer 
season traffic. They had also succeeded in obtaining the con- 
sent of the Board of Trade to the use of trailer cars, which 
would also assist them in dealing with rush traffic in the 
summer season. The balance available for distribution. after 
providing debenture interest and sinking fund, was 44.538. 
which it was proposed to apply as follows:—A dividend at 
the rate of 4 per cent. per unnum (payable less income tax), 
which would absorb £3,976, and to be carried forward £562. 
The sinking fund instaliments referred to were, in their 
opinion, sufficient to meet the depreciation of the svstem, and 
they had, therefore, not made any charge under the heading 
of “depreciation.” The reserve account stood at £4,000, as 
before. Не thought the shareholders would agree that the net 
result for the year might be considered satisfactory, and their 
thanks were due to the manager and staff at Llandudno. 
Mr. T. STOKER seconded the motion, which was carried. 


German Electrical Companies, 


The A.G. Carbidwerk Lechbruck, whose carbide plant is 
leased to the Bosnian (Ласе) Electricity Co., of Vienna. 
records net profits, after allowing for depreciation, of £5,600 
for 1913-14 as contrasted with £1,900 in the preceding year. 
It is proposed to pay a dividend for the first time, namely 
Зі} per cent. 

The Suddeutsche Telephonapparate, Kabel und Drahtwerke. 
of Nuremberg, whose share capital of £50,000 is held by the 


B & Guilleaume Co., report net profits of £173, after 
having placed £4,400 to depreciation in 1913-14 as compared 
with 4&5, 800 in the preceding year. ‘The balance has been 

carried forward; no profits were earned in 1912-13. | 

The Bergmann Elektrizitats Unternehmungen, of Berlin— 
the financial enterprise of the Bergmann Electricity Со, 
which decided some time ago to limit the former's activity to 
the conclusion of operations then on bhand—reports gross profits 
of 415, 000 for 1913-14, as compared with £6,800 in the pre- 
vious year. As net profits the accounts show the sum of 
£0,500 as against £4,000, and the debit balance consequently 
becomes reduced to £27,000 on a paid-up share capital of 
£300 000. 

The Deutsche Sudsee Ges für Drahtlose Telegraphie, of 
Berlin, which was jointly formed by the German Netherlands 
Telegraph Co. and the Berlin Wireless Telegraph Co. about 
two years ago to work a twenty years’ concession for wireless 
telegraphy at Yap, Raboul and Apia, reports receipts of 
£12,000 for the year ended on June 30th, 1014. After meet- 
Ing general expenses, depreciation, etc., the accounts indicate 
net profits of £2.500 on a share capital of £65,000. The loss 
Incurred in the previous year has been extinguished, leaving 
£2,100 to be carried forward. 

The gross profits of the Wotan Werke A.G., of Leipsig, are 
returned at £18,500 for 1913-14, as compared with £21,900 in 
the preceding year. The defraval of general expenses and the 
appropriation of £1,000 for depreciation, as contrasted with 
42.700 in 1912-13, leaves net profits of £8,100 as against 
410.000. As а result of the war the directors state that the 
inland debts owing had been entered at specially low amounts, 
whilst the debts due from hostile countries had been entirely 
written off, although a large loss on them was not appre 
hended. The dividend recommended ig at the rate of 15 per 
cent., this comparing with 20 per cent. in 1912-13. 

The report of the Elektro-Osmose A.G., of Berlin and Frank- 
fort-on-Main, which was formed in 1913 with a share capital 
of £150,000, states that the year 1913-14 was mainly deveted 
to developing the internal organisation, and the continuation 
of scientific experiments, which resulted in relatively high 
expenditure in Germany and abroad. As a consequence, the 
year closed with a loss of £29,000, but actual working opera- 
tions are expected to begin gradually in the current financial 
year. The commencement of regular work at the china clay 
washery at Chodau, near Carlsbad, where work is to be under- 
taken according to the company’s process, is to start next 
month. It has been decided to increase the share capital to 
£450,000. 

The report for 1913-14 of the Fabrik Isolierter Drähte (late 
Vogel), of Berlin, states that the turnover in August and 
September experienced a considerable reduction as compared 
with the equivalent months in 1913 in consequence of the 
outbreak of the war. Including receipts from investments 
the gross profits amounted to £53,000, as against £52,000, and 

. after setting aside £6,500 for depreciation, as contrasted with 

£7,000, and defraying general expenses, there remain net 
profits of £32,000 as compared with £31,000. The directors, 
who recommend the payment of a dividend of 13 per cent., 
as in 1912-13. add that the volume of business in the first 
three months of the new financial year shows a falling of 
owing to the entire cessation of the export trade. 

The Ges. für Stickstofidunger, of Knapsack, reports gross 
profits, which were realised alinost entirely from manufactur- 
ing, amounting to £59,000 in the twelve months ended with 
June 30th. 1914, as compared with £57,000 in the previous 
vear. After allocating £22,800 to depreciation, as against 
422.600 in 1912-13, the accounts show net profits and balance 
forward of £25,000 as contrasted with £23,000, and a dividend 
of 6 per cent, is in contemplation, as compared with 8 per 
cent. in 1912-13. The report states that the trade was subject 
to great fluctuations during the vear in consequence of the 
considerable augmentation in the inland production and excep- 
tional. deliveries of foreign artificial and natural fertilisers and 
the rise in the prices of raw materials and of labour. Since 
the close of the financial year the slightly increased stocks 
had been cleared, and all departments were now in full 
operation although much higher working expenses had to be 
reckoned with during the war. On the other hand the war 
had opened new scope of activity for the nitrogen industry 
which would possibly lead to a large extension of the plant. 


Chatham and District Light Railways Co. 


THE directors’ report for the half-year ended December 31st, 1914, 
states that the revenue was £27,503, and the expenses were 
. £14,277, leaving 2 13,226; less rent of Rochester Corporation lines, 
£1,872 ; interest on debentures, £881; interest account, £525; 
leaving £9,949, plus £2768 brought forward. £6,000 has been 
transferred to reserve for depreciation ; £2 940 to preference divi- 
депа at the rate of 5 per cent. per annum ; £2,650 to dividend at 
the rate of 6 per cent. perannum for the half-year on the ordinary 
share capital; £1,127 to revenue new account. The revenue shows 
an increase of £1.623, and the expenses an increase of £162. 98 
compared with the revenue and expenses for the corresponding 
half-year of 1913. Three additional cars were purchased and put 
into service in Auzust last. А large number of the employés have 
joined the colours since the outbreak of the war, and allowances 
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are being made to the wives and dependents, involving а charge in 
the half-year's accounts of 4890. During the half-year £4,000 


debentures of the company have been purchased and redeemed. 
Half. year Miles Paesefigers Traffic Average Car- No. of 


ended open. carried. receipts. fare. mileage. cars. 
Jane, eS 5. 1498 4,669,151 229,718 117d. 640.192 47 
December, 1918 .. 14:98 5,210,822 £36 519 111714. 667,684 47 
Inne, 1914 .. ee 14:98 4,880,185 £28,214 1:144, 678,948 47 


December, 1914 .. 14:98 5,782,708 ` £77,225 1134. 560,519 60 


Electrical and Industrial Investment Co., Ltd. 


THE directors’ report for the year ended December 318#, 1914, 
sates that the revenue account shows a profit, after payment of 
all management expenses and interest on debenture stocks, of 
£13,694 plus £7,282 brought forward, making a total available 
of,£20,976. The directors recommend the payment of the divi- 
dend for the year on the 6 per cent. cumulative preference shares 
amounting to £6,000, and a dividend at the rate of 6 per cent. 
per annum on the 7 cent. preferred ordinary shares for the 
period from March 26th, 1914, to December 81st, 1914, amounting 
to £4,599, carrying forward £10,377. The directors have con- 
tinued to act on the principle of adding to reserve the profits made 
on sales of investments, and of charging losses on realisation against 
the reserve. The balance at the credit of reserve account is 
£28,298. The company holds 233 investments of the total book 
value of £676,938. Owing to the closing of the Stock Exchanges 
there were no market quotations for these investments at that 
date. The directors will, at a later date, when the position is better 
defined, make a special report to the shareholders in regard to 
depreciation of the investments. 

The following table shows the classification of the investments 
according to the denomination of the securities :— 

~ Debentares, debenture ziochs, o. 


Preference shares and stocks, &o. .. AS .. 116,765 96-11 
Ordinary shares and stocks, o. “a 8 . . 147,695 91°82 
Government and municipal loans .. Ln сЕ .. 16.977 2°48 
Other loans and syndicates .. е Р ж» me 69 1-60 


The following table shows the manner of distribution of the in- 
vestments amongst different classes of undertakings :— 
Electric power and traction (combined undertakings) £188,577 27:12 % 


Tramways and omniboses .. 2 161,201 9381 
Electro lighting and power .. T is 15 .. 126.052 18°62 
Railways... m wre s 25 = ns .. 69,631 10:99 
Commercial and industrial .. xs Бә vi .. 87,417 6:58 
Government кыЛ vet деб 5 AX. “bes АР .. 16,281 2°40 
оц oe ee oe 2 0 ee [LJ ө» Ф е ee 18 624 201 
Tea, coffee and rubber du sis РА .. 19668 1:87 
Financial, land and investment es ae . 12,183 1°80 
Iron, coal and steel x s a“ = su .. 14803 1°74 
Breweries .. s - EM Y" im AA a 7.904 1:18 
Telegrapbs and telephones .. ki as vs 35 5,096 75 
Miscellaneous к d Se 3 <a 8 8619 1°97 
Byndicates and Loans .. TET vx " .. 10,859 161 


Mexican Light and Power Co., Ltd.—The board 
announces that owing to the continued unsatisfactory condition of 
affairs in Mexico they have to defer the payment of the half-yearly 
coupon due February Ist next on the 6 per cent, first mortgage 
gold bonds. Representations have been and are being made on behalf 
of the company, not only through the British Government, but 
also to Washington, with a view to protect the interests of those 
holding the company’s securities, 


Barcelona Traction, Light and Power €o., Ltd. 
—With reference to the decision of last November to suspend pay» 
ment of the half-yearly coupon of the 5 per cent. first mortgage 
50-year bonds and the intention to prepare a plan for providing 
the necessary funds for continuing and completing the works 
under construction and for the adjustment of maturing interest, 
Men. Н. F. Parshall, Robert Fleming, A. E. Baker, Gilbert 
Johnstone, James W. Bowhill, Charles D. Seligman and E. R. 
Peacock have to act as a Committes in the intereste of the 
general body of bondholders to consider the financial arrangements 
contemplated and submit proposale. 


Buenos Aires Port and City Tramways, Ltd.— 
A circular issued by the secretary states that the financial position 
of the company will not allow of the payment of the interest on 
the first mortgage debenture stock, which falls due on the Jet 
proximo. The directors are in consultation with a Commiteee— 
consisting of large holders of this stock and of the first mortgage 
extension bonds— with a view to promulgating a scheme for the 
reorganisation of the debenture debt and share capital of the 
company. | 

Dublin United Tramways Co., Ltd.—The accounts 
for the year 1914 show that the amount available for division is 
4.017. A dividend at the rate of 6 per cent. per annum, less 
income-taz, is to be paid on the preference shares for the half-year 
to December 31st, and a final dividend at the rate of 5 per cent. 
per annum, less income-tax, on the ordinary shares for the half- 
year, £18,000 being set aside towards renewal of permanent way, 
ne £5,000 to reserve and renewals fund, £11,366 to be oarried 

Yorkshire Electric Power Co.—The net profit for 
1914, after payment of mortgage interest was £20,535, as com- 
pared with £15,401 for 1918, An interim dividend at the rate of 
2 per cent. per annum was paid in July, and the directors do not 
recommend a further distribution, as they wish to strengthen the 
Position of the company. 


Central Electric Supply Co., Ltd.—The directors 


recommend a dividend of 5 per cent. on the ordinary shares for the 
year 1914, 46 being carried forward. 


- 


South London Electric Supply Corporation, Ltd.— 
The directors recommend, subject to final audit, a dividend on the 


ordinary shares for the year 1914 at the rate of 5 per cent. per 
annum, carrying forward £2,897, as against £728 in 1913. 


Smithfield Markets Electric Supply Co., Ltd.— 


The directors recommend a dividend of 2 per cent. (2s. per share) 


for the year ended December last. 


Metropolitan District Railway Co.— Parliament is to 
be asked to sanction the issue of 4300,000 debentare stock, 


STOCKS AND SHARES. 


Tuesday Evening. Е 


Stock Exchange business has dropped into a jogtrot in most 
of the markets. Investiment suffered a check by reason’ of 
the proposal to lower the minimum prices of Consols and other 
gilt-edged securities. It is rightly thought that, were this to 
come about, people would have the feeling that further re- 
ductions inight be made, and accordingly investors would 


wait before putting money into markets. Another factor is 


the advent of a New South Wales loan, with its hint that 
there may be others to follow before long. The electrical 
markets are quiet, without much feature; and.the most active 
departinent in the Stock Exchange, as might well be supposed, 
is that devoted to armament shares, of which Vickers and 
Armstrongs are the two favourites. 

The Hoine Railway market cheered up on the declaration of 
an unexpectedly good dividend by the Lancashire and York- 
shire. ‘lhe effect radiated to speculative stocks, but stopped 


short of those connected with the Tube lines. Nor have the 


latter been influenced by the important extension of the Baker- 
loo which is shortly to establish physical connection with 


ihe London and North Western. In ordinary times, this would 


bave had a strengthening effect; but in days of war, it has 
gone for nothing. 


Underground Electric ordinary touched 2 the other day, 


to revert later to the previous price of 1§. Ihe company's 
6 per cent. income bonds remain steady at 83, and a fear 
which was current some weeks ago as to a possible scaling- 
down of the interest on these bonds in respect of the past 
year, has been succeeded by confidence that such a step will 
not be necessary. As everyone knows, the London General 
Omnibus Company is doing splendidly, the Government pay- 
ing well for the many vehicles (hat have gone abroad, while 
those at home are filled to their capacity hour after hour. 
The National Steam Car dispute with its men aroused the 
announcement that the compuny might wind up business and 
sell its omnibuses to ready customers, presuinably in the pro- 
vinces; if this came about, the people principally to benefit 
would be those who share in the profits of the L.G.O. Com- 


pany. г 

The first of the electric lighting companies to declare its 
dividend is the St. James’ and Pall Mall. As briefly stated here 
last week, the dividend for the full year is made up to 10 per 
cent., comparing with 12 per cent. for 1913. The present rate 
is the same as that paid continuously between 1906 and 1912. 
In the period 1897-1904, the annual dividends were 144 per 
cent. The price is unchanged at 9, which compares very 
favourably with the average since 1907 to date. The highest 
"Jimmies'' reached in recent years was 19%, in 1898, and 
they went down to 7 eleven years luter. 

The Smithfield Markets Electric Supply Co, has declared a 
dividend for the past year of 2 per cent., carrying forward 
£1,300. This compares with 21 per cent. in the previous 
twelvemonth, and with 2 per cent. in 1912. Melbourne Elec- 
tric ordinary stock was quoted ex rights to-day (Tuesday). 


The changes on the week are insignificant, save for а re- 


covery of 2 points in St. James' and Pall Mall debenture stock. 
Westminster preference are better at 5, though the ordinary 
shares further declined 3. City of London ordinary shed ӧз. 
There remains a demand for County preference; the old and 
new shares, it may be remarked, are now on all fours. It is 
hoped that the forthcoming reports will furnish some informa- 
tion on the question of coal contracts. The rise in the price 
of coal is causing keen interest as to the price at which the 


companies have contracts running, and still more as to any . 
likelihood of their suffering from shortage, as well as high. 


prices.: Parts of London were plunged into temporary dark- 
ness on the Zeppelin alarm of Monday evening, when, by the 
way, several thousands of special constables lost their dinners.“ 
The L.C.C. have decided, after all, that their Electricity 
Bill shall not go to Parliament. It is tempting to turn round 
and say: What did we tell you?"—teinptation, however, 
which shall be sternly resisted, inasmuch as (now that the de- 
cision is arrived at) the result may be regarded as inevitable. 
Remains the London Electricity Supply Bill No. 2, promoted 
bv nine out of the thirteen. London companies, and having 
as its central idea an authority, which was the pivot of the 
L.C.C. Bill. We venture to predict the same fate for this 
second suggestion as that which has just befallen the first. 
The four companies, which are not included in the No. 2 
Bill, control an area many times greater than that governed 
by the nine undertakers; and it cannot be seriously supposed 
that Parliament will sanction a scheme opposed by the con- 
cerns serving not only a much larger field than the rest, but 
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also embracing within that field great industrial centres in 
London to which the supply of chea wer will be vital. So 
once more we are '' as we were," and the shrewd observer will 
have little difficulty in forming his own opinion as to what 
is likely to be the next, and the successful, development in 
tonn On with the pressing question of London's electric 
supply. 
Appended is our usual list of stocks and shares in the elec- 
trical markets :— 
Номи Execraicrry Compar res., 
| Mean price. Feb^2, 1915. Rise or fall 
July 21. this week. 
ате рн у. Я 
PRAT NE Crow Ordinary : 4 


Sonth Metropoliten Pref, ; | E os 
Westminster Ordinary "i $3 РР 
do, 43 Pref... ee ee ee 


Home Rats. 


d^. do. 4 Pref. ee ee 4 — 
do. э. City Pre eo ef ee ee 4 4 — 
do. 4 Deb. oe ao ee ee 91 90 — 
Chelsea ee ee ее ae ee ee 43 — 
do. 43 Deb. ee ee ae ee 93 — 

Olty of London ea oe ee е 16 14 — i 
do. do. 6 percent. Pref... ^ 1 — 
do. do. 6 Deb. ee oe . 11 114 — 
do. до, 43 Deb. . 100$ - 98 EN 
County of London  .. - a . 19 п — 
do. do. 6 per cent. Pref. e 12 11 — 
do. do. lst Deb.. e ee e 1 99 — 
do. do. må Deb. oe 1 97 == 
Kensington Ordinary А А í 1 74 — 
London Blectrio .. ex $3 „ L 1} — 
do. do. 6 Bel cent. Pref... , b — 

do. do. iDeb .. .. .. £0 41 
Metropolitan ee ee ee oe 3 = 
do. 4 per cent. Pret. — 4 == 
до. 4 eb.. . ee ee 97 914 — 
do. Deb... ae . 83 80 — 
St. James’ and Pall Mall .. Vs 4 98 9 — 
do. до. do. 7 per cent. Pref. 7 6} — 

do. do. do. 33 Deb... .. 814 +2 

Routh London ee oe ве — 
+ 


сах: 


Central London, Ord. Assented .. .. 83 —1 
Metropolitan ee ШИРЕ ee ° о oe 87 81 -— 
M ss рик о oe ee oe 21 114 — 
erground eotrio rdinary ee == 
до. “ А ide ee ee eo 7 Ü 6/- — 
do. Inoome e. 5 S B са 88 = 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. f. .. 1 1 +1 
йо. De ө ae oe ee ot + } 
Chile Telephone ae T T ва 7 7 == 
Constantinople Tel. .. ka А ae 4 — 
Cuba Sub. Ord. ee ee ee ae — 
4». Pt. ео ео ee 0 1 1 == 
Eastern Extension .. .. .. .. 19 12 — 
do. 4 Deb. D 91 94 — 
Eastern Tel. Ord. ve ee ee ee 1 197 — 
do. 83 Pt. ee oe oe 77 7 — 
do. 4 Deb. ee ee ae 96 98 —2 
Globe Tel. and T. Ord. oe ee ee 11 10 — 
do. Pt. oe oe ee ee 13 11$ EM 
Gt. Nerthern Tel. TTT S B? — 
Indo-Buropean Ls oe ee ba 69 65 — 
Marconi. * eo ee ee ce 144 lf, — 1 
New York Tel. 464 .. Ve ка .. 101 $7 - — 
Oriental Te“ ephone Ord. ee ee ee 245 2 = 
do. Pf. ee oe ee lag 1 — 
Pel. E $ Deb. ee oe ee ee 98 97 — 
United R. Piate Tel... e we s 6a 6 — 
do. Pf. oe oe 0 0 5 — 
West India and Pan. oe ee ee ] i те 
Western Telegraph ео ee ee ee ] 5 1 — 
do. 4Deb. .. Ws e 954 - 
Fortion Trams, &0, 
Anglo-Arg. Trams, First Pf. oe ee 4 4 = 
do. 904 Pf. oe ee ae 4 {t — 
355 44 Dob ee . oe 91 85 ren 
0. e 94 = 
do. b Deb. oe oe 96 88 — 
Brasil Tractions ‚ ә eo oe ° е 66 664 —$ 
Bombay Electric Pf... xs T . 113 104 — 
do. 4$ Deb. oe oe oe 96 91 — 2 
Mexico Trams.. ee oe . ee 90 40 — 
do. b pet cent. Bonds .. 84 60 — 
do. 6 per cent. Bonds .. 76 60 —b 
Adelalde Sup. 6 рег cent. ff. gx bi 55 — 
do. 6 Deb. oe ee ee 104 А 101 = 
MANUFACTURING ComPANIEs. 
British Westinghouse Pref. T oo 1 114 + à 
do. 4 Deb. „ 0 ee ee 74 70 — 
o. 6 p lien és nS .. 102 — 
Callenders T oe А es e II 11 — 
о. 5 Pref. е 6 4 — 
do. 4 Deb. oo ee ee 9 98 T 
Castner-Kelloer T - e e 2 + 
Edison & Bwan, 2B . . .. 4 ~—6d. * 
do. do. fully paid oe oe 1} 2 == 3 
do. do. 4 De b. ee ee 69 60 — 
do. do. 2 Deb. - .. 63 60 — 
B'eotrio Cons'ruction e ee А id 13/6 + 2/. 
до. до. Pf. ee oe ee 1 — 
Gen. Eleo. Pf. e oe oe ee oe iot 10 — 
Honleys ie гж 16 184 — 
5 4 oe . 6 5 — 
0. 4: eD. * ee oe ee 1 — 
India-Rubber .. oe m T .. 90 87 — 
Telegraph Con. € sa T . 884 803 +4 


The Telegraph market's principal move is an advance in 
both classes of Anglo-American stocks. The excellent yield 
allorded by these has attracted investment attention, and the 
preferred is now within 13 of the mean price at the end of 

July, while the deferred is only 4 from its July figure. Mar- 
conis eased off to 1 9-I6ths. New York Telephone bonds have 
come 1n for a good deal of attention, but there is no change in 
the price. Americans are hard at 10s.: Canadians stick at 
4s. 3d. Telegraph Constructions at 36} are the fraction 
higher, Electric Constructions are good, а florin rise taking 


the price to 18s. 6d.; and British Westinghouse preference re 
gained their small loss of the previous week. On the other 
hand, Edison and Swan of both kinds are easier. 

No improvement has occurred in the Mexican group, and 
last week's falls in Mexico Trams have been followed up by 
another drop of 5 points in the 6 per cent. bonds. Brazil 
Tractions weakened to 564, a decline of 2, and the Anglo- 
Argentine quintet remains dull. 

Armament shares do little more than hold their ground, 
but they continue to attract much attention all over the coun- 
try. The optimist’s view is that, whether the war is a long 
one or not, Germany must be crushed, which will mean 
colossal profits for the armament companies for a long time 
to come. Some of them are working twenty-four hours a day, 
and work is being refused in certain cases, because of the 
impossibility of accepting further orders at present. Arp. 
strongs and Vickers at their present prices yield about 6} per 
cent. on the money. The rubber market is steady, the price 
of the produce keeping about 2s. 2d, per lb. 


MARKET QUOTATIONS. 


OWING to the war, the prices given below are, of course, mite 
or less nominal. 


Wednesday, February 3rd. 


CHEMICALS, dc. там) 
а Acid, F ee eo per owt, 4/6 
aie Nitric .. өө өө ee м 19/- 
а n Oxalic ee oo ee per Ib. 8d. 
а w Sulphario ee ee oe per owt, b / 
2 Ammonia, Манам (large crystal) per ton £19 
a per 
a Lee ort ponde: „ T " £8 10 
a Bisul of Carbon өө eo м DIE 
a Borax "Bul hiis oe "T oe n mar 
a r p ee өө өө x 
a ЖОГ oe eo oo " £85 
a "n W hite Sugar ee ee м ee 
а „ Peroxi өө ee ee м oe 
e Methylated t.. ee ee per [] ee 
а Potassium, Bichromate, in casks per ib. 6d. 
а Potash, Caustic (88/90 ee per ton e. 
a м Chlorate ee ee өе per Ib. 1/4 
a Perchlorate 2 2 ee и 1/- 
а тона, ставте оза La T а Nom, 
Р 
а Bhellac ee oe ee ee per owt, 6*/- 
a Sulphate of Magnesia... ee per ton £5 10 
a Sulphur, Sublimed Flowers .. " £11 10 
в м тегей ee өө 98 £3 
a м eh ee ee ee " £8 10 
а Boda, Caustic (white 10/71 9%) .. " £1096 
a м Ohlorate eo oe 0 0 per Д um 
a ee өө ee per s 
a sodium Bichromate, casks „ per ib, B4d. 
METALS, &o, 
b Aluminium Ingots, in ton lote .. per ton #85 
(1 to 14 8. W.G.) ы 
b Sheet, in ton lots .. " 2113 
p Babbiw’s metal ingote .. .. „ £50 to £931 
с Brass (rolled Me 9:017 Dép) per ib, 155 
с " rased) se oe м 1 1, 
€ n solid drawn) өе м " 
€ = ee эө өө м 
c Copper Tubes (brased) eo ee а 1! 
€ „ „ (solid drawn) .. м 1111. 
„ Bars (best selected) .. per ton &54 
g " Bheet өө oe өе м &84 
g м Rod. ee өө өө м £81 
„ (Blectrolytic) Bars eo м £68 15 
d „ m Bheets .. " £86 15 
2 5 „ B. 0. Wire per Ib 34. Я 
м и " per iD, 781. 
f Bbonite Rod ee ee ee и / 
f и Bheet ee өө oe и 9/6 
а German Bilver Wire " 18 
h Gutta- » T ө 6/10 
h India-rubber, Para fine .. и 9/6 
Iron (Cleveland warrants) .. per ton 66/6 
„ Wire, galv. No. 8, P.O. qual. i £16 
8g Lead, Eng ee ee өө ГА £19 5 
m Manganin Wire o, 98 0 0 ee per Ib. ee 
g Mercury ee ee ee эө per bot, Nom. 
e Mioa (in original cases) small .. per Ib, 41. ю 1/6 
е n " " Me. " 66 о А 
e м ee 
o Nickel, sheet, wire, "ko. oe oe С Мош, #0 
p + повр piain " &o 
Pp i „ rolled bare & n 1/1} to 1/8 
p n 1 Шей strip & sheet " to 
o Platinum ee e- oe ee per оа, 
d ВШоіот Bronse Wire ee per lb. 103d. 
г Steel, Magnet, in bars .. „. рег ton J 
g Tin, Block (English) o . н £172 to £176 
L Wire, os. 1 to 16 oo oo per Ib. 2/4 
p White Anti-friction Metals , per ton 444 ю £194 
К Zino, Sh't (Vieille Montagne bnd.) " Nom. 
Quotations supplied by— 
a G. Boor & Co. i Bolling & Lowe. 
b The British Aluminium Co,, Ltd, k Morris Ashby, Ltd. 
c Thos. Bolton & Sons, Ltd. 1 Richard Johnson & Nephew, Lid. 
d Frederick Bmith & Co. m W. T. Glover & Co., Ltd. 
e F. Wiggins & Bons, a P. Ormiston & Sons. 


India - Rubber, Gutta Percha and o Johnson, Matthey 4 Co., Lid. 
Telegrapb Works Co., Lid. p 

g James & Bhakspeare, r W. F. Dennis & Co. 

h Edward Till & Co, 


E 
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METAL MARKET. ö : 


Fluctuations in January. 
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A Swiss Financial Enterprise in South America, — 
The Columbus Company for Electrical Uadertakinga, which belongs 
to the Bro яп. В veri group, was formed in 1913 for the purpose 
of acquiring the majority of the shares in the Compania I:alo- 
Argentina de Electricid:d, of Buenos Ayree, although its scope 
has been extended in the meantime to finarcial transactions in 
connection with other electrical enterprises in Argentina. Accord- 
log to th» report for 1913-14, the company now holds over three- 
fourths of the capital of the Compania Italo-Argentina, and 
intends to advance to the latter the funds required for the exten- 
8:03 of ita supply works, for which a concession haa been obtained 
ча] 1952, The company, whicb has al-o become interested in the 
supply companies in the towns of Dolores and Corrientes and in 

o companies in the city of Pergaminc, earn:d net profits of 
45 900 in 1913-14, which sum has been partly placed to reserve and 
partly carried forward. 


A NEW NITROGEN ELECTRIC FURNACE. 


AT a meeting of the Society of Chemical Industry, held on 
January 4th at the Northampton Institute, London, E.C., 
Mr. E. Kilburn Scott described and demonstrated a new 
furnace which he has devised for the production of nitrates 
from the air. The furnace is at present in the experimental 
stage, but it is so inherently simple in design, sound in 
principle, and promising as a result of the tests so far made, 
that there is every reason to believe it will yield results 
superior to those attained in any of the existing types of 
furnace. 

Introduction.—The development in England of a purely 
English process for manufacturing nitric «cid and other 
nitrates is a matter of national, as well as purely industrial, 
importance, for these materials form the basis of explosives, 
to say nothing of their use in agriculture and the aniline dye 
industry, and it is, therefore, in a high degree undesirable 


that we should be dependent entirely upon foreign &ourcts. 


for materials of so important a character. It may be objected 
that cheap water power, such as exists in profusion in Norway, 
is indispensable for the profitable development of electric 
furnace processes of this character. This, Lowever, is 
largely a delusion, for in more than one district of England 
steam power can be obtained for constant loads practically 
as cheap as water power in Norway (the cost of which will 
always tend to rise on account of increasing rents), and the 
advantage to England is altogether secured when one con- 
siders the cost of the double freights of ammonia to Norway, 
and ammonium nitrate or nitric acid back again to this 
country. "That the fixation of atmospheric nitrogen will be 
sooner or later undertaken in England is a certainty ; the 
question we haveto consider at the moment is, can the Kilburn 


_ Scott furnace fulfil the necessary conditions of low prime 


cost, small depreciation, simplicity in control, and efficiency 
in working, which alone will enable it to compete success- 
fully with the types now in use in Norway and elsewhere on 
the Continent.? From the data we have at present at our 
disposal, is would appear that one is justified in giving an 
affirmative answer to this question. 

Before one can appreciate the advantages claimed by 
Mr. Kilburn Scott for his furnace, it will be necessary to 
consider briefly the salient features of the three furnaces 
at present in use industrially—the Birkeland-Eyde, the 
Schóaherr-Hessberger, and the Pauling. 

Comparison of Evisting Types.—All nitrogen fixation 
furnaces have electrodes of metal between which alternating 
current arcs are formed. These ares are ** blown" into 


flames by a magnetic field, as in the Birkeland- Eyde, , 


or by an air blast, as in all the other types, including the 
Kilburn Scott. Into the arcs or flames the air under treat- 
ment is passed, and under the great beat evolved, and 
perhaps, too, inluced by the elcctronic condition of the 
region of the di-charge, some of the nitrogen and oxygen 
of the air combine to form nitre oxide, which must be 
removed to a ccoler zone as quickly as possible to prevent 
its diesoc ation back into its constituent elements. It will 
be unnecessary to describe here in any detail the existing 
types of furnaces, as descriptions of them have frequently 
becu published, and are readily available. It will suffice to 
state the ideal conditions which should govern the design 


. of a nitrogen furnace, and indicate in what manner the 


several types fall short of the ideal. 

These conditions аге : — 

1. Highest possible temperature of flame (over 3,000? C.) 
—the higher the temperature, the greater the yield of nitric 
oxide. 

2. To ensure a maximum supply of air to the flame and 
a minimum expenditure of energy in raising it to the neces- 
sary temperature. 

3. To draw off and cool the fixed gas quickly. 

4. To minimise adjustments and renewals of the elec- 
trodes. | 

5. To ensure automatic regulation of current and ccn- 
tinuity of working. 

In the Birkeland-Eyde fürrace (fig. 1) the arcs, which 
alternate at 20 cycles а second, burn hetween the rounded 
ends of two U-shaped copper electrodes, through which 
water passes. A powerful electromagnet produces a direct 
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strong magnetic field at right angles to the electrodes. 3. If three-phase current is available it is not possible to 
. Consequently, when the alternating current flows the arcs utilise all the three phases in a single furnace. ‘This роп 
are deflected outwards into the disc-like chamber in which will be dealt with more fully presently. 


they burn. As а result, a circular sheet of flame is prc- It may be mentioned that at Notodden, in Norway, there 

duced. Тһе way in which the air is brought into this flame аге installed 32 Birkeland-Eyde furnaces of 600 to 1,000 

will be clear from the figure without further explanation. KW. each, and at Saaheim there are eight each of 3,500 kw. 
| capacity. 


КД Н Water dalet 


In the Schönherr-Hessberger furnace (fig. 2) a whirling 
draught of air maintains a standing arc flame inside the 
innermost of four vertical concentric annular steel tubes, 
the diameters of which range from 3 ft. to 6 in. The inter- 
mediate tubes allow the incoming air to be preheated, as 
will be evident from a glance at the diagram. The amcunt 
of preheat is stated to be under 500? C. As compared with 
the Birkeland-Eyde, this furnace has the advantage of using 
only one kind of electric current, and the energy required 
for a given output of gas is, therefore, less. On the other 
hand, the great height of the furnac:s (varying from 15 to 
30 ft. at the different installations) causes considerable 
difficulty in maintaining the long arcs, and this, together 
with the long and devious air-path, presents so many 
mechanical and electrical difficulties, that large units can- 
not be built, a drawback, both from the point of view of 
yield and capital expenditure. Further, it would hardly be 
possible to ran three distinct three phase arcs in one tube 
without their collapsing together. At Christiansand the 
Badische Anilin und Soda Fabrik have erected 12 furnaces, 
each of 450 Kw., and at Saheim there are 96, each of 
1,000 kw. The largest Birkeland-Eyde units, be it: noted, 
are of 3,500 Kw. 

The Pauling furnace is of the familiar horn lightning 
arrester type. Two electrodes diverge, leaving a fan-shaped 
space between them in which the arc plays. Ап air-blast 
causes the whole space to be filled with a sheet of flame. 

Lr | LR [n the ordinary way the arc between such electrodes would 
"em y wee | travel upwards by the repulsion of the magnetic field, and 

È finally snap out and break the circuit. So, for the flame 
to be continuous, the distance betwcen the electrodes must 
be such that the normal voltage will allow a spark to jump 
across them and re-establish the arc at every half-cycle of 
the alternating current. The electrodes themselves being 

Ета. 1.— BIRKELAND-EYDE FIG. 2.—SCBONHEBB- get several inches apart to allow the air supply to 
EISE ава Ровно HESSBERGER FURNACE. through, the sparking distance is diminished by fixing to the 
tips of the electrodes thin copper starting knives, which, of 
The criticisms which Mr. Kilburn Scott makes sgainst cours e, burn away, and are therefore gradually fed forward to 
this furnace are :— К preserve the arc. It will be gathered that the furnace is 

1. The amount of energy required to energise the electro- ^ exceedingly simple compared with the two previous types, 

magnets (stated to be 10 per cent. of the total consumption). but the adjustable electrodes are a source of weakness. Mr. 


Enci ier Oh 


Dre -phase 
Alfernelor 


Gas Air м Aır falet 


for sample of gas 


ame- 


Choking 
C 


"zw, CERCA T2) OR - 2 — uas тоа а " » < 
—. . PEE an —— 6 777 


Кто. 3.—LAT-OUTr or KILBURN-SCOTT EXPERIMENTAL PLANT. 


2. The impossibility of preheating the air before it passes Scott is of opinion, and the same view is expressed in а Report 
into the flame. published by the Department of Commerce and Labour of 
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the United States, that of the three furnaces at present in 
use, the Pauling is cartainly likely te prove the most 
successful. All the furnaces, however, share the defect 
that they are unable to operate with three-pha-e current ia 
one furnace, and it is this defect which Mr. Kilburn Scott 
set himself to remedy. 

Three-Phase Working.—The advantage of three-phase 
working is twofold. In the first place, the general use of 
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Fie, 4.—SECTIONAL ELEVATION ; KILBURN-SOOTT THREE-PHASE 
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three-phase systems renders it almost a necessity in the case 
of a furnace that is going to purchase from an existing 
centre its supply of electrical energy. Perhaps an even 
greater advantege than this is the higher temperature that 
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was predicted, not unnaturally, that a three-phase 
furnace would not balance well, would consume its 
electrodes unequally, and so forth. Experiment has con- 
vioced Mr. Kilburn Scott that none of there faults appear 
in practice, and certainly the little threc-phase experimenta 
furnace which can be seen working at the Northampton 
Institute operates as evenly and as steadily as can be desired. 

The Kilburn Scott Furnace.—A sectional elevation of the 
small experimental furnace appears black in the centre of 
бр. 3. In general principle the furnace follows the Pauling 
type, except that there are three electrodes instead of two, 
and the starting device is simpler than the auxiliary 
electrodes of the Pauling furnace. In the small furnace, 


Fig. 5.—PLAN or KinLBURSN-SooTT THRBE-PHASE FURNACE. 


which was shown working at the meeting, the electrodes 
made of }-in. steel rod bent as shown in fig. 3, pass through 
holes drilled in a fireclay crucible which forms the furnace- 
chamber, and through the bottom of which the air under 


treatment is blown, after being preheated in a small electric - 


tube farnace. Three-phase current at 2,000 watts, 25 periods, 
is applied to these electrodes, in кепев with each of which is 
a set of choking coils—necessary for steady working. 
When the current is flowing, and the air is blown 
through, the whole crucible is filled with а mass of roaring 
blue flame. The starting device will be described imme- 
diately. 


Fig. 6.—NITRIC ACID PLANT WORKING REGENERATIVELY WITH KILBURN-SCOTT FURNACE AND WITH OXYGENATED AIR 
E ON CLosBD CYCLE. 


Mr. Kilburn Scott has shown to be obtainable in а triple 
flame compounded of three separate alternating current arca. 
This, as already stated, may mean a considerable increase in 
the yield of fixed gas per unit of electrical energy absorbed, 
амі, provided only the thing is feasible and ргас- 
tical, this advantage should secure for a three-phase 
furnace an undoubted superiority over its rivals. It 


Figs. 4 and 5 illustrate the furnace as it would be con- 
structed in practice. The electrodes here consist of steel 
tube divided longitudinally into two parts so that the cool- 
ing water travels up one side and down the other. A 
renewable tube of cast steel encases the electrodes ; these, as 
they burn away, can easily be turned round, and finally 
renewed. 
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In the Pauling furnace new sections of tube have to 
be fitted in, a much more lengthy and troublesome pro- 
cedure. The way in which the electrodes are fixed and in- 
sulated is sufficiently well indicated in fig. 4. The arcs are 
started by a high-voltage high-frequency spark which is 
emitted from the pilot sparking conductor (to earth through 
the electrodes), shown in close proximity to the bottom of 
the right electrode in fig. 4. These high-tension sparks 
continuously break down the air dielectric, and so maintain 
the three-phase main current. It is interesting to note 
that the two electrical circuits do not in any way interfere 
with one another. The necessity for the pilot spark enables 
the main current to be entirely put on or cut off by means 
of an ordinary tumbler switch which controls the primary 
sparking current. The ingenious method of maintaining 
the ma n arcs here described is a characteristic feature of 
Mr. Kilburn Scott's furnace, and unless any unforeseen 
difficulty should prevent its working on a large scale, it 
should prove a greatly superior method to the auxiliary 
copper electrodes used in the Pauling furnace. As the pilot 
conductor passes through a porcelain insulator into the fur- 
nace below the electrodes, where it is comparatively cool, 
there seems no reason to anticipate any special difficulties. 

Another striking, and, indeed, a very bold feature of this 
furnace is the maltitubular boiler placed immediately above 
the flames, as shown in figs. 3 and 4. The boiler, in fact, 
actually forms the roof of the furnace. The purpose of the 
boiler is, of course, to cool the gases as soon as possible and 
as quickly аз possible after they leave the zone of reaction. 
Experience with the experimental furnace convinces Mr. 
Kilburn Scott that no difficulties wil! arise with the boiler 
in an industrial furnace. The nitric gases that play upon 
it will not yet Ъз in the peroxide state, and one gathers 
that nitric oxide, even at a high temperature, will not attack 
iron. It will be necessary, or at least desirable, to employ 
in the boiler pure feed-water, and this, combined with the 
rapid circulation brought about by the very high tempera- 
ture, is likely to minimise the formation of scale. 

The steam raised in the boiler is to be used to generate 
electrical energy, as shown in fig. 6, во that the combina- 
tion will beregenerative. Naturally, not the whole of the 
electrical energy required can be raised in this way! (The 
diagram is somewhat misleading in this respect.) Asa 
matter of fact, the regenerative value of the steam so raised 
is likely to be some 15 per cent. 

In fiz. 6 are also indicated other regenerative features of 
the process ; namely, the oxygenation of the air supply to 
the furnace, the cyclical working of the process, as far as 
the air supply is concerned, so as not to waste oxygen, and the 
. way in which the preheating of the air entering the furnace is 
effecced. With regard to the oxygenation of the air, this 
would best be brought about by linking up the nitric acid 
works with processes in which oxygen is a by-product, such 
as the manufacture of hydrogen for air-craft or for the 
hydrogenation of oils, or the manufacture of calcium 
cyanamide. These, however, are chemical aspects of the 
process, and, moreover, they are not peculiar to any 
particular type of furnace, so they need not be enlarged 
upon here. The sam? remarks apply to the working up of. 
the nitric oxide into marketable products. In fig. 5 a 
series of towers are shown indicating the general form of 
the plant if it is desired to make nitric acid, the most useful 
and valuable of the nitrogen products. 
ammomium nitrate is easily made by direct contact 
with ammonia. At present it appears that ammonia is 
actually shipped to Norway for this purpose, and the 
ammonium nitrate brought back again here for the 
explosive manufacturer or the farmer. This strange state 
of affairs is a cogent argument for the establishment of 
nitric acid manufacture in this country on a scale com- 
mensurate with our needs. There is no valid reason on the 
electrical side, even if the prime source be not water power 
(it probably could be), why the electrical process should not 
work as successfully here as it does in Norway or elsewhere 
on the Continent, and if Mr. Kilburn Scott’s claims for the 
increased yield of his three-phase furnace are realised on а 
large scale, and on the face of it there seems no reason 
why they should not be, his process will help greatly the 
development of a home industry of quite national im- 
portance. 


From this. 


THE TELEPHONE IN SURGERY. 


A аоор deal of interest has lately been aroused in medical 
circles by a new development in the application of the tele- 
phone to surgery. It is more than 30 years since Graham 
Bell suggested, apropos of the attempts which had been 
made to locate the bullet in the body of President Garfield 
by means of the induction balance, that a simpler method 


would have been—he was speaking some months after the 
death of the President —to use a telephone, attaching toone 
terminal a fine needle, and to the other a plate of metal of 
the same nature. The plate would then be placed on the 
limb to be examined, and the needle thrust in where the 
bullet was believed to be. On its making contact a gal- 
vanic battery would be formed within the body, which 
would cause a click to be heard in the telephone, and 
would guide the surgeon to the position of the foreign 
body. | 

This device was employed by Dr. (now Sir) James Mac- 
kenzie Davidson in Aberdeen to locate a bullet in the head 
of a patient, and was afterwards used in a limited way 
during the South African war. Until recently, however, 
the condition laid down by Graham Bell, namely, that the 
instruments used for exploration must be of the same metal 
as the plate placed on the patient's skin, was thought to be 
essential to the success of the method. 

In a communication made to the Medical Society 
of London on January 25th, Sir James Mackenzie 
Davidson stated that he had now discovered that this 
was not at all the case, and that the telephone attachment 
could be used with any metallic instrument at the 
surgeon’s command. Finding that the dissimilarity of 
the metals did not impair the value of the result, he tried 
several pairs in order to discover which would give the most 
distinctive sound. The embedded -metals for which the 
surgeon had usually to search were lead, nickel, copper, iron, 
and some of the iron alloys used in shell manufacture, while 
the surgeon's instruments were usually steel, silver, or 
nickel-plated. With any of these instruments attached to 
one terminal of the telephone, he found that on contact with 
any of the above-mentioned metals, the loudest sound was 
elicited when a plate of carbon, such as was used in an 
ordinary bichromate cell, was attached to the other terminal. 
The currents generated were, naturally, small and of low 
pressure, and it was necessary to reduce the resistance of the 
body by using as large a plate of carbon as possible, and to 
increase the conductivity of the skin by moistening it with 
salt solution. He found that a cheap telephone of 60 ohms 
resistance, costing only a few shillings, detected these 
gmall currents better and gave a louder sound than the more 
expensive high- resistance telephones used in wireless tele- 
graphy. | | 

Sir James demonstrated his method of procedure, which 
consisted in the use of a telephone with double receivers for 
attachment to the surgeon’s head, one terminal of the tele- 
phone being brought to the carbon plate, and the other to a 
disinfected silver wire which was bound round or clipped on 
to the knife, probe, needle, forceps, or whatever instrument the 
surgeon might wish to use. The instrument, on first con- 
tact with a bullet, gave rise to an unmistakable click on the 
telephone, and, when a rubbing contact was made, to a dis- 
tinct microphonic rattle, and under this guidance the 
embedded metal could be extracted. 

The lecsurer added that he had found no special advantage 
result from the introduction of a battery into the circuit. 
One moditication which might be employed, in the case of 
a surgeon whose hearing was not acute, was to pass the cur- 
rent, not through the telephone, but through а suitably 
wound galvanometer, when the movement of the galvano- 


meter needle would indicate contact with the metal, or the 


arrangement could work as a relay, and а bell could be 
made to ring every time the bullet was touched by the 
surgeon's implement. 

Sir James, whose demonstration obviously impressed 
his fellow surgeons, prophesied that a time would come 
when no surgeon would attempt to remove a deeply 


‘embedded metallic body without having this telephone 


attachment at hand. 
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THE SHAPE OF THE PRESSURE WAVE 
IN ELECTRICAL MACHINERY. 


Part I, by S. P. SMITH, D.So., A. M. I. E. E., and R. S. H. 
BOULDING, B. S5. Part II, by S. P. SMITH, D. Sc. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, January 14th, 1916.) 


Іх Part I the electromotive force induced in windings is deter- 
mined analytically, and the effect of flux-swinging is investigated. 
The importance of the winding factor is emphasised. Experimental 
confirmation is given wherever possible. (No attention must be 
paid to the relative magnitudes and phase displacements of the 
oscillograms here reproduced.) | 

In Part II an attempt is made to amplify and illustrate the 
analytical results obtained in Part I, by meaus of the vector 
diagram and by examples. Also the advantages of using the 
vector diagram of the fundamental for studying the circuits іп a 
double-layer commutator winding are shown, and simple rules for 
obtaining the positions of the various phase tappings and con- 
nections are given. 

One of the greatest advances that have been made in the develop- 
ment of electromagnetic machinery during the present century is 
the approach in the shape of the pressure wave to the ideal sire 
curve. Several reasons have combined to bring about this result. 
Thus the wide extension of the three-phase system with star-con- 
nected generators has removed from the interlinked or line pressure 
the third harmonic, which is sometimes considerable in the phase 


|: Terminal 
pressure 


на. 1.—O:cr:LLoGRAMS SHOWING SPACING RIPPLE IN PHASE 
AND TERMINAL PRESSURES OF THREE.PHASE SALIENT-POLE 
ALTERNATOR, HAVING SIX SEMI-CLOSED SLOTS PER POLE. 


pressure. Again, the adoption of the non-salient-pole construction 
for the rotors of turbo-alternators has made it possible to obtain a 
flax diatribution which remains nearly sinusoidal under all condi- 
tions of load. Finally, the designer has also learnt what refine- 
ments are necessary in order that the pressure curve mry be free 
from ripples. 

Although there are oases where the shape of the pressure wave 
is not important, there is no doubt that the pure sine curve is best 
for general alternating-current working. Thus, the troubles 
occasioned by earthing the neutral, which is now oommon practice 
in central-atation working, are mainly due to the existence of a 
third harmonic in the phase pressure. Cases arise also in the 
pirallel working of synchronous machines where the interchange 
of wattless currents due to the higher harmonics becomes exoes- 
sive, As an instance, a case may be cited of a six-phase rotary 
converter working direct cff a six-wire, three-phase generator, 


Fig, 2.—OsciLLoGRAMS SHOWING SUPPRESSION OF SPACING 
RIPPLE—DUE TO F8ACTIONAL NUMBER OF SLOTS PER POLE 
—PBROM PHASE AND TERMINAL PRESSURES OF THREE- 
PHASE SALIENT- POLY ALTERNATOR, OPENED WAVE WIND- 
тта 108 SLOTS (SEMI-CLOSED); 16 PoLES; 6'75 SLOTS РЕВ 

OLE, 


where, owing to the barmonioe, the current taken when the con- 
verter was running light was equal to the normal full-load 
current. | | 

Numerous other factors of varying importanoe, such ав low 
losses and bigh power factor in the system, safety in high-tension 
working, freedom from disturbances to telephe nes, and from 
resonance, &c., all demand an absence of harmonica, Also, when a 
four-wire, three-phase system is used for а lighting supply, the use 
of & pure sine wave results in the ratio, phase preseure to star 
pressure, being constant. 

The sine curve is the most natural standard, and it is generally 
attainable, which would not be the case with other wave shapes. 
Also, the majority of our simple calculations and vector diagrams 
are only possible on the assumption that the quantities in question 
Vary sinusoidally. 

Іа &c. 1, under the head of “ Classifi"ation of Windinga," the 
authors show that where the number of slots per pole is an integer, 
and а normal arrangement of slote and poles is adopted, the effect 
of the teeth on the wave form will be greatest (fig.1). When the poles 


or slots are skewed in such a manner as to make the conductors’ 
occupy all possible positions in the field, the winding is «quivalent 
to a uniformly distributed winding, апа the effect of the teeth is 
nil, When the pole-shoes are displaced, or the number of slots per 
pole is fractional, the equivalent distribution of the winding is 
increased (fig. 2). 

In all cases where there is an abnormal arrangement of the field 
or armature system, cr a fractional number of slots per pole, it is 
а in practice to regard the winding as uniformly distri- 

uted. 

In Sec. 2, a general expreesion for the electromotive force 
induced in a coil is obtained. When э coil moves relatively to the 
flux, an electromotive force of motion or rotation is said to be 
induced in it, whilst if the flax itself varies, an electromotive foros 
of pulsation is induced. With continuous-current excitation the 
flux is steady, exoept in so far as pulsations are set up by the teeth 
or Ly armature reaction. It is here assumed throughout that the 
machine is unloaded. It is shown that the curve of electromotive 
foroe induced in each side of a coil is identical in shape with that 
of the flax distribu‘ ion, but the two pressures are only in phase 
when the coil spans a full pitch. The ooil-span factor can 


FIG. 8.—OacILLOGRAMS SHOWING EFFECT OF ROTOR TEETH OF 
NON-SALIENT-POLE TURBO-ALTEBNATOR, 24 STATOR SLOTS, 
NEABLY CLOSED; 40 ROTOR SLOTS CLOSED WITH CAST-IRON 
Wepars, 1f/20 Wounp; 2 PoLES. Rotor SLOTTED UNI- 
FORMLY OVER WHOLE PERIPHERY. | 


effectively suppress certain harmonics in the induced pressure. 
For instance, if the coil spans two-thirds of a pole-pitch, the third 
harmonic disappears. 

In Sec. 3, the electromotive force induced in a circuit of a 
winding by rotation in a steady field is investigated in detail, and 
tables of distribution and reduction factors for various windings 
are given, . : i 

Incidentally it is shown that there can never bea third harmonic 
in the line pressure of a star-connected three-phase generator, nor 
in the alternating pressure of a three-phase rotary converter, nor 
in the phase pressure when each pbase extends over two-thirds of 
the pole-pitch, nor in the preseure of a single-phase alternator with 
two-thirds of the periphery wound. This also holds when the 
winding is placed in slots instead of being uniformly distributed. 
In a similar way, when the spread of winding equals two-fifths or 
four. fifthe, no harmon‘c which is a multiple of 5 can appear in the 
pressure oui ve. | 

The effects of the slots in the rotor and etator are considered, 
and it is shown that when the numbers of slots per pole-pair ор 
the stator and rotor are «qual, or only differ by two, a very pro- 
nounced ripple of. a high order may sppear in the pressure (fig. 5) 


Fic. 4—OSCILLOGRAMS SHOWING TOOTH RIPPLE DUE TO FLUX 
SWINGING IN THREE-PHASE SALIENT-POLE ALTERNATOR 
WITH A WHOLE NUMBER OF 81018 PER POLE. OPEN 
SLOTS, 


The rpacing ripple in salient-pole machines is chiefly important 
with two or three slots per pole and per phase, and unless one of 
the several methods for making the winding factor very small 
is used, it is generally advisable when a smooth preesure wave is 
needed, to round off the pole tips во as to reduce th- harmonics. 
With non-salient-pole machines, the number of stator slots per pole 
is generally larger, and the chief care must be taken to avoid 
clashing with the number of teeth on the rotor. 

The effect of flux pulsations due to teeth is dealt with in Seo. 4. 
Since moet of the Япх is carried by the teeth and very little by the 
slots. there is always a tendency for it to move as {ће teeth enter 
and leave the pole-arc. When the magnetic path in the gap has a 
constant reluctance but variable position, the flax will swing to 
and fro; when the reluctance varies, the flax will change in 
amount. It is probable that both these movements take place to 
some extent in all slotted ar ma' ures, though the former is alone 
of importance, ав a rule. 

Unless the whole magnetic circuit is well laminated the change 
in the flax can never be very large, since there will always be a 
tendency for oscillations in the magnitude of the flux to be 
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damped out by eddy currents and currents induced in the exciting 
winding. Both experience and experiment confi em thia view. 

The Е.М F. ripple due to swinging of total flax is of much 
greater importance, since with laminated shoes there is compara- 
tively little hindrance to the flax swinging. In the worst case the 
magnitude of this swing would equal the flux of one tooth, and 

from oscillograms it is often found to exceed one-half of this 
amount (fig. 4) The larger the number of teeth per pole the 
smaller the possible swing. 

"Tbe amount of flax swinging depends largely on the construc- 
tional details of the machine, such as the number of slots per pole, 
the ratio of slot-opening to gap, the skewing of the slots or pole- 
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FIG. 5.—OSsCILLOGRAMS SHOWING COMBINED EFFECT OF TOOTH 
RIPPLE AND SPACING OF ROTOR SLOTS IN THREE-PHASE NON- 
SALIENT-POLE TURBO. ALTERNATOR, STATOR: 36 SEMI. 
CLOSED SLOTS; ROTOR: 34 SEMI-CLOSED SLOTS WITH BRASS 
WEDGES, 14/17 Wounp; Two PoLES. ROTOR SLOTTED 
UNIFOBMLY OVER WHOLE PERIPHERY. 


shoes, &o., and by suitable design it can be made faitly small. The com- 
monest method for reducing the swing is to use nearly olosed slots, 

Fig. 5 shows the effect of an unsatisfactory choice of numbers of 
slots. In fig. 6, instead of only having the required number of slots, 
namely, 144, there were 150. The machine had open slots. As we 
should expect, the pressure indaced in a conductor reveals a fairly 
strong tooth ripple, thus proving that the flax was swinging. In the 
coil pressure, the ripple is already reduceJ, owing to the fact that 
the electromotive forces are not identical in phase; whilst the 
phase and terminal pressures are quite smooth, 


FId. 6.—OscILLOGRAMS SHOWING SUPPRESSION OF TOOTH AND 
SPACING RIPPLES FROM PHASE AND TERMINAL PRESSURE 
OF THRBEE-PHASE SALIENT-POLE ALTERNATOR WITH A 
FRACTIONAL NUMBER OF SLOTS PER FOLE. 150 SLOTS 
(OPEN); 16 POLES; 9'375 SLOTS PER POLE. 


There are external methods of suppressing the tooth ripple from 
the terminal pressure. For example, a method that has found 
favour of late years has been the use of a resonance circuit across 
the terminals of the machine, adjusted to resound with the 
frequency of the tooth ripple: though in most cases the addition 
of one or two extra slots would certainly be a much cheaper and an 
effective way of preventing disturbances in telephones. 

Regarding the effects due to the elots and teeth, it is obvious 
that in general it is porsible to build machines nowadays in which 
all such effects are eliminated from the pressure wave. 


DISCUSSION IN LONDON. 


Dr. S. P. THOMPSON eaid the paper formed а brief. account of 
the state of affaire, ав known and added to by the authors, at the 
present time. No doubt many of the things mentioned had been 
touched upon by previous investigators ; but the authors had вос- 
ceeded better than any before in investigating the effcct of ripples, 
and it would be as well to provide some adjective to distinguish 
between ripples due to stator and rotor slots, Amongst other 
things, the authors had given them a new definition of "circuit " 
which it would be difficult to apply generally. The authors 
enumerated the advantages of the pure sine wave, but also 
reminded them that they should have the flux form a pure eine 
curve, a8 then there would be no need for devices to correct it. 
The non-salient form of pole properly wound was better for flux 
distribution, and was better from the mechanical point of view. 
He thought it would be advantageous to simplify the mathematics 
for those who would make practical use of the paper in the future, 
and as it stopped short of certain matters, perhapa the authorg 
would follow it up. 

Mr. BuRGE said, with the exception of turbo-alternators, pole 
slots could not bs slanted, as they were usually laminated. He 
wished the authors had not set aside the question of wave form on 
load ; he mentioned this in regard to the proposal to use alter- 
nators with poor regulation instead of reactances. 

Мв. C. C. HAWKINS said the authors had not mentioned the use 
of the mid-coil arrangement for suppressing certain harmonics ; it 
was not right to be satisfied when the harmonics were reduced to 
very emall proportions, as they might give rise to very serious 


effects. The authors were rather uncertain on certain matters re- 
garding flux swinging; he thought it was agreed that with 
fringing the conditions were reversed. He thought it was neces- 
вагу to have the whole circle of polar fringe in order to make 
reliable deductions as to swinging. ` 

Мв. А. R. EvEREST said the salient-pole rotor could be made to 
give just as good an approach to the sine wave as the drum type. 
He thought it was obviously impossible to adopt irregular slotting 
or spacing of coils on a large ecale for manufacturing reasons; a 
fractional number of slots per pole was a good method. He 
believed the American Institute allowed as a standard any har- 
monic not to exceed 10 per cent, of the main wave, but a newer 
standard was proposed. 

Dr. HOWE emphasised his belief in the correctness of fig. 19 in 
the paper (їп regard to which it may be mentioned that an alterna- 
tive unsymmetrical figure had been discarded as being doubtful). 
It ought to be quite clear whether reference was made to ripples 
or to the harmonics into which they were divided. 

MB, JAKEMAN did not think it practicable to use an extra slot 
as suggested, except for single-phase machines, and taking all 
points into consideration he thought higher harmonics might still 
be present if extra slots were used. 

The AUTHORS, in replying, said the effect of load was now being 
considered. Dr SMITH explained that they were not advocating 
anything in particular, and were investigating everything that 
came along. He had not yet arrived at a conclusion as to the 
correctness or otherwise of the unsymmetrical edition of fig. 19. 


DISCUSSION AT MANCHESTER, 


Pror. MILES WALKER said the authors were to be congratulated 
upon having given a solution of what had always been regarded 
by designers ав avery troublesome problem.  Present-day engineers 
had found from experience the desirability of keeping down the 
ripple in the E.M.F, wave аз much as possible. Some engineers 
even inserted a clause in the specifications regarding the percentage 
ripple allowable, and this might be 1 per cent. or over. The main 
difficulty with the designer had been to predetermine the amount 
of ripple ; it was a comparatively simple matter to take the E.M.F. 
of a single conductor in a machine and so determine the field form, 
but it was quite another matter to deduce from the field form the 
final E.M.F. wave form. This was the problem the authors had 
solved. The tables given enabled the designer to predetermine 
without any trouble the value of any harmonic in the final E M.F. 
wave form. It was to be hoped that the authors would pursue 
their investigations and give the results of full-load working in 
addition to th» no-load results recorded in the present paper. The 
paper was an admirable case of applied mathematics producing 
tables of real commercial value. 

Мв. K. M. Fayg-HAnsen, speaking from the point of view of an 
alternator designer, said that most of the conclusions were known 
to the specialist designer, but they had never been brought forward 


in such a clear manner and arranged eo that the result of higher- 


harmonics could be easily predetermined. The employment of 
fractional windings was a useful expedient and gave excellent 
resulte, but sometimes there were economical reasons against it, 
the chief of which was the use of parallel connections. 

. Peor., FIELD said that the extent to which a slight ripple might 
be of great practical importance was illustrated by the fact that 
purchasers’ specifications usually limited the no-load value, whereas 
the value of vital importance was the full-load operation; it was 
very hard to specify that, because it was necessary also to specify 
the nature of the load. In the саве of a machine which it was 
required to delta-connect, it was of great importance to investigate 
the matter in advance and see that the third or seventh harmonic 
would permit delta-connection without serious circulating cur- 
rents, Unless special precautions were taken, serious trouble might 
arise from the ninth harmonic. In the case of the New York 
Edison Co. and several other stations іл the U.S.A. the original 
operating voltage was 6,600, but the plant was arranged for ulti- 
mate conversion to 11,000 volta; in consequence the large gene- 
rators were arranged to be delta-connected. Ia moat cases the 
turbo-alternator had been wound witb a two-thirds coil pitch, 
which completely eliminated the third and ninth harmonics, He 
took exception to the authors’ statement to the effect that on 
alternator work a full-pitch winding was usually employed. Ia 
the States it was more common than otherwise to have a chorded 
winding on alternatore, particularly turbos. Ia order to illustrate 
the comparatively big effect of a very small harmonic, he cited the 
case of a machine with the winding chorded not quite two-thirds, 
but two-thirds plus or minus one slot. The effect would be almost 
completely to wipe out the third harmonic, the only effective 
amount being due to the discrepancy of one slot. The value of the 
third harmonic might have been considered too small to be of any 
account, but the ultimate burning-out of windings in slota where 
the coils crossed was found to be due to this circulating third 
harmonic current together with the extra losses due to high 
frequency. 

Da. G. W. WoRRALL, in a written communication, said that his 
general impression was that the authors had not sufficiently con- 
sidered the individual ripple E.M.F.'s generated; the ripples in the 
conductor might be considerable, although the wave of terminal 
pressure was quite smooth. When several conductors were con- 
nected in parallel, the ripple E.M.F.'e sometimes produced circulat- 
ing currents which caused unequal local heating of the macbine. 
The ripples aleo caused vibration of the teeth, and serious break- 
downs were by no means uncommon, which were without doubt 
due to thia cause. There must, of course, be a certain amount of 
looseness in the stampiogs to allow the vibration to take place, but 
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such looseness might notbe dae to defective manufacture in the 
first instance. During the past few months two machines broke 
down in this way, one, a, slow-speed alternator, after a few weeks 
running, and the other a high-speed turbo-alternator after eight 
years’ running. It was, therefore, of the utmost importance to 
suppress the ripples as far as possible in each conductor, and not 
y canoel them out in the aggregate. . 

Mr R. S. H. BouLDING, in reply, said the only way to get rid 
of ripples was to avoid swinging, which could be approximately 
carried out by the method mentioned in the paper. Whilst the 
paper was confined to no-load «ffects, the eame method applied to 
full.load considerations, and the results were to be regarded as 
qualitative rather than quantitative. 

Dr. SurTH, in reply to Mr. Faye-Hansen, said considerable 
difficulty was experienced with the shops in regard to cutting 
extra slots. No doubt it was a commercial question. The ques- 
tion of parallel circuits was very important; in the case of a two- 
pole machine it was practically hopeless, but with a four-pole 
machine two extra slots across a diameter were easily added. 
G merally speaking, it did not cost as much to have two ex'ra slots 
as to chamfer the pole-pieces. Prof. Field mentioned th» case of 
machines which did not have identical cirouits; the whole paper 
went to show that identical circuits were necessary. Unsym- 
metrical windings were not to be advocated, and there was no 
reason for departing from this ex-ellent rule. 


ELECTRIC HEATING AND COOKING. 


A: the last meeting of the Point Five" Association, held 
in London on January 15th, Mr. Hefford, of Leeds, was elected 
a member. 

Mr. HanoLD Gray, of Accrington (the Chairman), an 
abstract of whose remarks we give, said that in many under- 
takings there are other users of equal or greater importance than 
those in the domestic field. A suitable domestic tariff has been 
formed and established, and it is time that the efforts of the 
Association were concentrated on reclaiming another field, 
the trading class of property covering shops, hotels, etc. The 
enormous variation in the rateable value of this clase of pro- 
perty depending on its position is a serious drawback to the 
elaboration of a rateable tariff. 

A rate based on a sliding scale of percentages on rateable 
value and a fixed price per unit worked out as the result of 
combined experience, is a tariff which could be utilised advan- 
tageoualy and with profit to all concerned. The higher 
rated premises would have a lower percentage charge 
on the rateable value than the smaller ones. Ihe general 
lines of the tariff being arrived at, it could be pigeon- 
holed until an opportune time arrived to put it into force in 
3 particular district. There are now a number of big shops 
which use artificial light in their interiors for all the working 
hours of the day and for many months in the year, for which 
where a flat rate of charge is in force gas illumination is 
employed. This would at once be rectified if a tariff on the 
above lines were in force. 

The writer communicated with leading manufacturers ask- 
ing them to state how their sale of apparatus compared in 
"Point Five" undertakings and others; the replies without 
exception indicated that for a given size of undertaking the 
demand for appliances is considerably in excess of that in 
flat rate districts. .This explains why Association members 
are given favourable buying terms and why the suggestione 
of its 1nembers for improvement or alteration in apparatus 
are | once put in hand and often made their standard sell- 
ing line. 
| On the subjėct of apparatus, if the result of sales is an 

index, the hot bar fire is rapidly superseding the lamp 
radiator as a heating medium except in special cases. There 


is the advantage in the former that toasting and grilling in. 


a “Dutch” oven, etc., can be effected and the renewal of 
sections 18 cheap. 

While on the question of heating, mention might be 
made of a somewhat interesting experiment carried out a 
few weeks ago. The congregation in a church suffered on 
Sundays from a severe down draft, and the electrical depart- 
изеп were asked to put the matter right. It was handled as 
follows:—A ring of hot bar strips covered with expanded 
inetal with occasional gaps was run round the nave of the 
church at a height of 21 ft. from the floor and 15 ft. from the 
top of the main aisle. The total loading of the heaters was 
A! kw., the switching arrangements being such that either 10 
or 20 ку. could be applied. This circuit is turned on first 
thing in the morning with the ventilators in a definite position 
to create an upward current, and thus get rid of the humid 
atinosphere in the building, and the writer is assured that the 
trouble has now been cured. A development of this applica- 
tion would produce quite a useful Sunday morning load. 

The {уре of vacuum cleaner most suitable in a particular 
class of house still appears to be an open question. For big 
houses the use of а central permanent installation with pipes 
run to various points and flexible hose pipes and appliances 
coupled from these points is probably the only entirely satis- 
factory arrangement. The machine of the carpet sweeper type 
in which the motor is wheeled along is convenient in use in 
that it has no flexible hose-pipe to handle, but it is not very 


handy for cleaning under low furniture. This type almost 
invariably collects the dust in a bag, and it is noticeable that 
in some cases the exhausted air is not as pure as one could 


desire. The other type in use is that in which the cleanin 


apparatus is carried to a convenient stationary position an 
flexible hose-pipes and attachments worked from the machine 
in this position. This type has the advantage that cleaning 
can be done effectually under very low furniture and on walls, 
etc., without much trouble, but the heavy flexible hose-pipe 
is rather awkward to manipulate. | 

As regards electric cookers, a thoroughly reliable article can 
be obtained at a reasonable price provided all elaborations are 
excluded. A cooker built on similar lines to a gas cooker, of 
cast-iron, having removable fittings, with hot plate and grill 
on the top of the oven and without circuit indicators, thermo- 
meter and inspection window, etc., appears to give satisfaction 
in the majority of cases (i.e., its operation 15 better than а gas 
ccoker) and perhaps generalising, the simpler the machine the 
less trouble it will give in the long run. 

For better class work where the customer will pay an in- 
creased price, useful elaborations are much valued; thus there 
appears a tendency where there is room to have the griller 
and boiling rings removed from the oven and put on one 
side. The oven can, of course, in this case be raised to a more 
convenient height. Indicating lights to show which circuit is 
in use are also useful and a thermometer, once its value is 
tested, is invaluable. There does not appear to the writer any 
valid reason why the simpler class of cooker mentioned above 
could not now practically be standardised in order that quan- 
tities could be manufactured in big batches and the selling 
cost reduced. 

The standardising of hot plates might present difficulties; 
it is probable that the radiant heat (red hot) plate will be ulti- 
mately the most satisfactory type. Rapid operation can never 
be effected if the heating element has to heat up an iron plate 
as & . to the heat being passed on to the cooking 
vessel. 

The question of the pressure of supply to heavy current con- 
suming devices is now becoming important. Should a con- 
sumer put a balanced load on the distributor (i. e., on the 
outers of a D.C. network or three-phase on an A.C. network) 
or should he have an ordinary lighting service? Simplicity 
certainly dictates the latter course, and in thickly supplied 
areas consumers demands can be fairly well balanced, but in 
our district, in one or two isolated cases we have adopted the 


former course to avoid objectionable effects on the local 


lighting. 

It is interesting to find that in the Accrington district more 
appliances have been connected to the system during the last 
three months than in any preceding quarter of the history of 
the undertaking. — | 


DISCUSSION, 


Mr. PICKVANCE, who opened the discussion, said the objects 
of the Association were, according to the Articles, simply to 
foster the consumption of electrical energy for domestic pur- 
poses. Without any reconstruction of rateable value tariffs, 
but simply by means of an active business propaganda amongst 
the shopkeepers, the Chairman could, no doubt, have a higher 
percentage of shop lighting consumers than he posse at 
present. Shop lighting did not need the aid of a special body 
of engineers for its development. A plain flat rate, with a 
reduction according to quantity consumed, should meet with 
a favourable reception, especially if followed up by a proper 
system of business development. He disliked the differential 
percentage charge; any variation of the fixed charge, accord- 
ing to the size of the rateable value, seemed to be a most 
unorthodox way of applying the rateable value system. 
Although strongly in favour of this tariff for domestic pur- 
poses, he did not see how it could be applied to shop lighting 
and business premises generally. They would certainly have 
trouble with the different classes of consumers. As regarded 
that class of consumer who used artificial light during the day- 
time, this was met іп Wrexham by a very simple tariff 
which provided that the amount used beyond a certain number 
of units per 8 c.P. or 30-watt lamp, per quarter, should be 
charged at a reduced figure, less than half the amount of the 
ordinary flat rate. It worked remarkably well as regarded 
hotels and large shops, and was automatic in this application, 
particularly as regarded those few shopkeepers who used the 
electric light principally for window lighting and had gas at 
the rear of their premises. 

Mr. ALLEN did not see how the rateable value system could 
be applied to shops, but thought the objects of the Associa- 
tion were quite sufficiently definite, and that it had an enor- 
mous field in front of it in domestic supplies and appliances, 
and that it was unnecessary to widen the scope of the Associa- 
tion to take in other classes of supply. In his opinion it was 
better to tackle one thing and do it thoroughly. He had 
carried out some useful experiments with nichrome No. 2 
wire, and mentioned that after maintaining a coil of wire at 
red heat for two months in oxygen no sign of oxidisation could 
be seen. He did not believe that the present time was a suit- 
able one to attempt standardising cookers. as the development 
was so rapid and might turn along totally different lines to 
the present. i | 

Mr. Влкнам considered that for new domestic supplies a 
two-rate system was all that was required. Не emphasised 
the drawback to the industry of the want of hiring powers. 
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Mr. GROGAN also considered that it was impossible to apply 
the rateable value system to shops, and advocated a sliding 
scale method of applying the rateable value system to resi- 
` dences in some districts. Mr. Grogan made some useful 
remarks on the heat distribution in ovens, and gave a des- 
cription of a large electric restaurant in Derby at a cinema 
palace. He gave the working details of the restaurant, and 
added the information that the proprietors were entirely satis- 
fied witlf the result. 

Mr. Saaw (Ilford) considered that a suitable tariff for shops 
was the well-known maximum demand system, which he had 
found quite satisfactory, the rateable value system not being 
applicable. He also pointed out that it was impossible to push 
heating and cooking apparatus, even with a low tariff, if the 
electric supply authority was not in a position to hire out the 
apparatus. He found that amongst his consumers the hot- 
bar type of heater was far and away the most popular. 

Mr. Коз (Bradford) found that in his district the demand 
for lamp radiators had dwindled to practically nothing. As 
regards the hot-har tvpe of heaters, the trouble had been to 
get them from the makers, not to sell them. Mr. Roles re- 
ferred to the fact that in Bradford many consumers were 
utilising hot-bar heaters for other purposes than heating rooms, 
namely, for making toast and for warming in connection with 
the preparation of food. 

Mr. Nevitu (Wakefield), one of the most recent “Point 
Fives," gave some interesting figures showing the great in- 
crease in his business since the Point Five tariff was insti- 
tuted for heating and cooking. He also referred to the con- 
siderable increase in the use of electricity for heating shops; 
and mentioned that his peak load had not been affected by 
the increase in heating and cooking. It was the same amount 
in KW. that it had been for over ten vears. He also mentioned 
that he had been inquiring for a long time for a manufac- 
turer who could provide a satisfactory equipment for heating 
the type plate of a box side branding machine. Suggestions 
had been made on one or two occasions, but not of a nature 
likely to prove satisfactory. 

Mr. Cooker (Luton) urged the flat 4d. for all heating and 
cooking without any annual charge, and gave interesting 
figures from his own district in support of his contention that 
this was a paying business proposition. 

Mr. ВЕАССНАМР (West Ham) referred with appreciation to 
the Chairman's method of preventing down draughts in public 
buildings, which he had also found to be successful and 
economical. He also drew attention to the use of electric 
heating stoves which consisted of a combination of radiant 
and convecting elements, pointing out that by the use of 
either or both features the maximum economy and comfort 
in heating rooms could be obtained. Referring to Mr. Cooke's 
remarks on heating in shops, Mr. Beauchamp drew attention 
to the fact that shop-heating in general could not be expected 
to have the same high diversity as domestic-heating, and 
whilst, like domestic-heating, it was tc a great extent winter 
business, yet a large proportion of it might be expected to 
come on across the winter peak, a consideration the import- 
ance of which would, of course, vary with the undertaking 
supplying energy. | 

Mr. ТАРРЕЕВ (Stepney) gave his experience that the maximum 
demand system met the requirements of nearly every class of 
consumer. One explanation was that, owing to his consumers 
being chiefly long hour users, they obtained low average rates. 
If he made any change in his tariff for domestic purposes to 
meet the cooking and heating business he should carefully 
consider, first of all, the two-rate meter system. 

Mr. Lone (Norwich) hoped to qualify before long for mem- 
bership of the“ Point Fives," and was seriously considering 
the adoption of this tariff. The point he was most concerned 
about was whether it was safe to give a flat rate of 1d. for 
radiators ‘used in shops without any addition to the fixed 
charge. He was satisfied that this could be done in the case 
of private houses as the diversity factor was very great, and 
comnaratively few would be on at the peak, but in shops one 
would expect the majority to be in use then. He was inter- 
ested to know from several speakers that in their experience 
the use of radiators in shops was, as a rule, reduced in the 
afternoon before the peak load. In Norwich the fixed charge 
for shops and business premises was based on the estimated 
maximum demand for lighting. 

Mr. бна (Worcester) was very busy converting lamp 
heaters to hot-bar. which could be remodelled at a very small 
cost, thus converting them from obsolete appliances to quite 
up-to-date ones. Speaking on the life of cookers, he men- 
tie ned that some flour mills in Worcester had a cooker for 
baking and testing bread, which thev had had in continual 
use for nearly 20 vears. It was made by a Chelmsford firm. 

Mr. Susw stated that if an electric soldering iron, with cheap 
renewable elements, for industrial purposes could be put on 
the market, which would be satisfactory. and which he could 
recommend to his consumers, there would be a use for 900 to 
1.000 in one canister factory alone. 

The Нох. Sreretvary agreed that the domestic field pro- 
vided a sufficiently large one for all the energies of the Associa- 
tion. All undertakings have a residential area as well as a 
business area, and, therefore, all stations had an interest in 
developing domestic supplies.. Besides, electrie power was well 
catered for already: it was almost standard and was extremely 
easily catered for. both as regards apparatus and tariffs. For 
premises other than residential he thought the Hopkinson 
tariff. with an annual charge plus a small secondary rate per 


unit met ull the requirements, and he could not agree with 
the Chairman that shop lighting, hotels, etc., was a more 
difficult class to handle than the residential business. He 
was rather surprised no members had referred to the new 
method of heating rooms by thermostatic control. The effect 
of this would be largely to reduce the current consumption 
and put electric heating within the reach of many who could 
not afford it at present. He gave an example of a large 
thermostatically controlled electric hot water system which 
had been installed at Oxford Circus convenience for wash 
basins. The cost at present was slightly lower than for gas, and 
he could see his way to reducing the cost still further by at 
least 20 per cent. He mentioned a block of flats being erected 
in his district that were being cabled for heating, cooking and 
lighting by the builders. Electrically-heated hot water was 
also being installed, and the estimated consumption per 
annum of this block of flats was one million units, or 2,500 
units per head of population. One was accustomed to look- 
ing to a block of flats of this size for 50 or 60 thousand units 
per annum as a maximum, and this example alone showed the 
enormous field still untouched for domestic supplies. 


BREAKDOWNS IN COLLIERY ELECTRICAL 
PLANT. 


By LLEWELLYN FOSTER. 


(Abstract of paper read before the ASSOCIATION OF MINING 
ELECTRICAL ENGINEERS (LANCASHIRE BRANCH)). 


GENERALLY speaking, breakdowns of mining electrical plant 
may be divided into three classes: —(1) Those caused by lack 
of proper attention and care, including want of systematic 
periodical opening out of the machines for inspection, cleaning 
and general overhaul. (2) ‘Those due to the machines being 
quite unsuitable for their work and situation. In muning 
work particularly, open or protected-type machines are often 
used when they meet the requirements of the Regulations, 
Whereas, On account of the surrounding dust and dampness, 
the enclosed type should have been used. (3) Those due to 
faulty design, defective material and workmanship. 

It is very seldom that we find any system of periodically 
taking machines apart for overhaul; if the windings were 
kept clean and varnished occasionally, a number of break- 
downs would be prevented. At one colliery in the north of 
England there are seven Hopkinson coal-cutters in use, and 
the machines are only allowed to work in the pit for three 
weeks continuously. After that period each machine is 
brought to the bank to be overhauled. 

One of the most frequent sources of trouble in electrical 
plant in mines is due to the fact that a machine is left run- 
ning as a single-phase owing to one of the three fuses having 
melted, or possibly to there being a defective circuit on one 
of the three phuses. Fuses that are large enough for the 
starting current of a squirrel-cage motor are usually too large 
te be any real protection when the motor is running. It 
would seem, therefore, that having two sets of fuses and 
switching over from ‘‘starting’’ to“ running fuses would 
be a simple solution of this ditliculty. 

A considerable proportion of breakdowns occur in the com- 
mutating parts of continuous-current machines, viz., com- 
mutators, brush-gear, etc., and sparking at these parts does 
not recelve the careful attention it requires. 

I'ractured conductors, fractured commutator spokes, and 
flats on commutator bars are mostly due to vibration, and 
through consequent chafing and pounding of the insulating 
material ‘‘earth’’ faults are caused. | 

Regular measurements of the radial air gap should be taken 
and recorded, as well as the test of lifting the shaft in its 
bearings. Any movement in the bush or of the bush in its 
housing should be carefully observed. When the machine 
cannot be stopped, the condition of the bearing can be fairly 
well ascertained by inserting a pencil or rule in the oil well 
and letting it rest on the shaft, when any slackness will be 
noted by a movement of the pencil apart from the bearing 
housing or casting. The lghter the load the more positive 
will be the movement. 

The switch blades and contacts of the stator circuit, and the 
fuse fittings and contacts require regular and systematic ex- 
amination. All ends of cables, connections, etc., should be 
soldered to prevent the danger of the machine running on 
incomplete phases. When installing an ''in-bye " motor, 
means should be provided for access to all parts of it. Some 
pits are naturally very wet, and breakdowns frequently occur 
through dampness percolating into the windings of the motors 
and to the starting gear. This causes “ earthing " of the 
winding. and the trouble generally occurs at the end of the 
slots in the armature or rotor core. The percentage of break- 
downs due to this cause would be considerably reduced by 
making properly constructed motor rooms, with the founda- 
tions laid out in such a manner that when the motor «тає in- 
stalled on its bed it would be, say, 6in. or Sin. above the floor 
level. 
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Breakdowns on underground plant are frequently due to 
pad foundations, etc., which set up excessive vibration. Many 
armature breakdowns are due to mechanical defects in the 
driven machinery. € 

On some colliery plants where originally protected-type 
motors were installed, these have been converted into totally- 
enclosed machines, but without any reduction of the load. 
The reduced rating of a motor when totally enclosed is often 
lost sight of by the manager, who is usually responsible for 
baving the motor made totally enclosed. 


In the earlier days of electrical work in collieries, a bed - 


built up of rolled-steel joists was fairly frequently met with, 
but the cast-iron box bed has quite superseded it. In 
cases where the rolled-steel joist beds are still in use it is im- 
portant that they should be securely held down and well 
grouted in. There should be a holding-down bolt close up 
to each side of each bearing pedestal and each stator foot. 
The greatest vigilance should be exercised to prevent any of 
the bolts connecting the frame together from slackening back. 
‘Care should also be taken that the steady pins go right through 
the flange of the joist, and these steady pins should be fre- 
quently examined.  . 

Machine-cast steel wheels should always be used for the 
first reduction from the motor, and should have their pitch 
circles marked so that they can be properly meshed. The use 
of machine- moulded gearing for such work as this is not 
likely to prove economical. 

А 100-н.р. three-phase motor drove a haulage through gear- 
ing. The rotor and stator came into contact, and one coil 
in the stator was ''earthed." The radial air gap was regu- 
larly measured twice a week by the colliery electrician; ap- 
parently it had not appreciably varied for many months, and 
on the day before the failure the gap was 0.03 in, at the 
smallest part. 
motor had its greatest load when the pinion was running 
towards the spur wheel, thus tending to wear the top halves 
of the bushes. It is obvious, therefore, that a rotor may be 
perfectly central whilst at rest but not necessarily so when 
Tiang. The makers should eo design their end covers that 
the radial air gap can be watched whilst the machine is at 
work. The writer strongly recommends two inspection 
doors” in the baek end cover for every type and size of A.C. 
and D.C. motor, as this would very considerably aid in clean- 
special care and attention. 


TRADING AND INDUSTRIAL METHODS 
IN GERMANY. 


BrLow are given some extracts from a report on the trade of 
Germany by Sir Francis Oppenheimer, H.M. Commercial 
Attaché in Germany, which has recently been issued by the 
Government. The report itself may be obtained from Wyman 
and Sons (Cd. 7620-14, price 54d.) 

Ihe Growth of Syndicates.—Germans, in every stage of 
society, are prone to combination; in Germany there is hardly 
a branch of manufacture or of trade, however special, which 
has not its own organisation and probably its own journal. 
Manufacturers all over the Empire, producing the same goods, 
are brought into touch either personally or in print. The 
conditions of the whole home market are thus disclosed; its 
chances are weighed and scrutinised. The more a works 
specialises (and the tendency owing no doubt to the very keen 
home competition is all towards specialisation) the more must 
it co-operate with, and the more has it to rely upon, other 
branches of manufacture; their trade conditions have to be 
watched in turn. The specialist is brought into contact with 
the outside world. News from abroad is published and carried 
into distant workshops. The profusion of trade and profes- 
sional papers can be gauged from their catalogue numbering 
AN) closely printed pages. That no branch is forgotten may be 
gathered from the fact that there figures among them a fort- 
nightly magazine dealing with the interests of the foremen of 
platelaying gangs on the Prussian State railways (founded in 
146)! The keen competition among trade papers has pro- 
duced a high standard. Much ingenuity and care is spent upon 
the reports of the industrial weather. with the result that no 
man need be taken unawares by a change of the tide. 

Above all, it is the syndicates that exercise a steadying influ- 
ence. This side of syndication has repeatedly been explained. 
Syndicates control production and sales, and, when the home 
market ів satisfied, help towards directing merchandise 
abroad. In an atmosphere of industrial depression syndicates 
are seen to their greatest advantage—at least by their mem- 
bers. It is then not surprising that in 1913, and to a greater 
extent in the early months of 1914, evndication—the renewal 
-of old syndicates and the foundation of new ones—should have 
heen one of the most frequent subjects discussed in the com- 
mercial Press. 

There is no doubt that after each successive boom the desire 
for syndication is strengthened and, at the same time, its 
accomplishment is rendered more difficult. The desire is 
strengthened because every boom gives the members of the 
Jarious industries a chance of extending their works and rais- 
ing their capacity of output—which means an increased pro- 


On investigation it was discovered that the 


duction and, in consequence, an increased competition during 
a slump. In the first quarter of 1914 prices of unsyndicated 
— reached what seemed to be the lowest possbile limit. 
Yet the cry for syndication became louder as the depression 
progressed. 

The difficulties of syndication are augmented because every 
booin gives a further advantage to the giant works which 
have virtually concentrated the various stages of manufacture 
under one roof. They have little interest in the various syndi- 
cates controlling the respective stages of manufacture unless 


they are granted preponderant figures of participation, more 
especially in the final stages. 


As the smaller works, whether 
syndicated or not, are greatly at the mercy of these giants, 
they maturally prefer a state of syndication which guarantees 
their existence, checks competition, secures steady prices in 
the home market, and provides export bounties for foreign 
orders. For the giant concerns, syndication means financial 
sacrifices; but these sacrifices are expected of them as they 
are the princes of industry, the pillars of Germany's economic 
life. Their concerns have become world concerns. They 
embrace so many branches of inanufacture, they command 
so many markets, that they reach above local industrial tides. 
The rise of such works, although it has been greatly assisted. 
by the modern developments of German banking, is chiefly 
due to the application of science to manufacture, These 
leaders have increased their profits by carrying the science of 


. by-products to its utmost limits, and they have thus very 


materially reduced their cost of production. They are generous 
and indefatigable where scientific research is concerned. A 
succession of booms has made these mammoth concerns finan- 
cially independent. 

Their Influence at Home.—The financial power to which they 
have attained is used for, amongst other objects, the acquisi- 
tion of their own means of transport. The reason is that all 
the world over the item of transport is gaining an additional 
importance in the faculty of competition. Some powerful 
mining-shipping combinations are an example of this develop- 
ment. | = 

The most recent development in the matter of concentration 
is perhaps the most interesting of all. To guarantee a steady 
sale of their vast output some of the big works began to effect 
a financial combination with their own consumers, thus fol- 
lowing on an extensive scale an example set by the electrical 
industry. An important works, manufacturing machines for 
use on railways, has bought up a company letting out railway 
machinery; the firm of Krupp has bought up two shipbuilding 
yards; a leading factory producing electrical appliances and 
machinery has obtained control of an electrical power supply 
company. 

These gigantic concerns exercise a steadying influence upon 
the country’s economic life because their interests are world 
interests. Whatever the industrial tide may be at home, they 
are vast employers of labour; in many communities they are 
the backbone of local finance; together they contribute colossal 
revenues to the public funds. It is not unnatural, then, that 
such ‘concerns obtain facilities from the Government which 
would be denied to the smaller fry. These privileges in turn 
strengthen their position and give them an additional lead. 
They obtain the aid of the diplomatic and consular service and 
the financial support of the banks, so much craved by our 
manufacturers. 

Effect on Export Trade.—The necessities of the German 
export trade have always enjoyed the special goodwill of the 
authorities. Under special export railway tariffs, practically 
all consignments below 5.000 kilos, and most consignments 
above, are carried to the coast or to the frontiers at reduced 
rates if intended for export. In some cases the rate is as low 
as 1.5 pfennig (4d.) per ton-kilom. As under the terius of these 
through tanffs the German export must be carried in the 
ships of certain German lines, they constitute, in addition to 
the indirect export bounties, also indirect shipping subsidies. 
Early in 1914 a new postal convention was signed between 
the German and Swiss authorities, granting additional facili- 
ties to the German-Swiss and German-Italian parcel post ser- 
vice; it will also indirectly benefit German consignments 1n 
post office parcels to Spain, South America, and the Dutch 
Indies. 

The German exporter has gained considerable advantage 
from the German shipping companies, who appear willing to 
initiate services with little prospect of profit in the immediate 
future. This policy accounts for the increasing proportion of 
trade directed to such smaller countries as Chile, Colombia, 
Siam, Morocco, the Philippines, Venezuela, Bolivia, Uruguay, 
etc. The North-German Lloyd was rumoured to be about to 
start a direct line from Germany to New Zealand. Again, 
manufacturers, merchants and shippers, interested in the same 
markets, have clubbed together to form special societies for 
nursing these markets so as to be able to lay their respective 
wishes with greater weight before the Imperial Government. 
Early in 1914, all these German foreign societies formed a 
union among themselves. The leading firms in certain German 
industries (metallurgical, electrical, chemical, construction) 
have become world institutions, with branches established, as 
separate companies, in many foreign parts; as witness the 
German-capitalised electrical concerns in Russia and in South 
America, where the D.U.E.G, is probably, with the exception 
of the Bagdad railway. the largest German foreign enter- 
prise. From a mercantile point of view, there can be little 
doubt that so far the benefit which Germany has derived from 
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this private industrial colonisation outweighs the benefit which 
she has dorived from her political colonies. 

Increased means of production, the price policy pursued by 
the syndicates, the difficulties of some of the finishing indus- 
tries in the home market, will belp to explain the record 
figures of the German export trade in 1913. It will help to 
explain also why there is hardly a report published by the 
various Chambers of Commerce throughout Germany which 
does not contain some remark as to the unsatisfactory prices, 
the &mall profits, the price concessions which had to be made 
abroad to secure the necessary contracts. More particularly 
from the second half of 1913 onwards the necessity of a larger 
German export seemed uppermost in the public mind—the 
whole Press suddenly overflowed with articles of Germany's 
economic mission abroad, of what is called Germany's Welt- 
wirtschaft. Again and again it was pointed out that among 
the three leading industrial countries of the world Germany 
found herself by a long way in the least favourable position. 
The United Kingdom had her vast colonial empire as a natural 
national market; the United States had a whole continent, 
while Germany, as the last comer, had no such privileged 
territories. As her colonies could, at best, be regarded in the 
light of future sources of supply for various raw materials, 
she muat regard the world as her trading empire and rely 
exclusively upon her energies and enterprise to conquer it. 
Sometimes the limits were drawn somewhat more closely, and 
South America. Asiatic Turkey and the Chinese Empire were 
pointed to as her special trading areas. 

The subject of commercial expansion abroad has been 
tackled, as 1s usual in Germany, both scientifically and, prac- 
tically, and. as might have been expected, called forth alse 
two scientific institutions, and a new publication, Greater 
Germany. . 

The Government's paternal care for Germany's foreign 
trade has found & noteworthy expression in connection with 
the foreign loans placed upon the German market. Pressure 
has во long been brought to bear upon the leading banks that 
it haa now become a recognised practice that. before a foreign 
loan 1s taken over, the Ministry of Commerce is consulted to 
ascertain whether the issue would be a desirable one for com- 
mercial reasons, though some financial quarters object very 
strongly to this novelty of what they call a financial protec- 
tion. Very important commercia] orders are thus being ob- 
tained abroad. "The practice has already become so firmly 
established that something of an apology was published early 
in 1914, when part of the Bosnian loan was taken over by 
German banking houses without commercial concessions hav- 
ing been obtained. The Budapest municipal loan brought 
Germany a rich crop of industrial orders; the industrial de- 
mands in connection with the Bulgarian loan, which were 
admittedly onerous because the German money market was 
the only one available at the time, were greatly responsible 
for the failure of the negotiations on the original basis. 

Tendency Towards Standardisation.—The desire to save ex- 
pensive labour has naturally led also to an increased use of 
machines. The change has not been without its effect upon 
the traditional spirit animating German manufacture. At 
one time it was the pride of German manufacturers that they 
entered more willingly than others into a customer’s special 
intentions. No doubt the inclination still holds good to some 
extent—yet a careful student can discover a change: the 
scramble is becoming more and more one for orders of stan- 
dard patterns: difficulty is beginning to be experienced in find- 
ing manufacturers willing to accept those stray orders for 
goode which differ from the ordinary patterns. Once the 
machine has been set for a while the experienced workmen of 
the older school cease to be available. 


NEW PATENTS APPLIED FOR, 1915. 


(NOT YET PUBLISHED). 


Compiled expreasly for this journal by Mrssres, W. P. TuowursoN & Co., 
Electrical Patent Agents. 285. High Holborn. London, W.C.. and at 
Liverpoci and Bradford, to whom all inquiries should be addressed. 


713. Fiectiical witches.“ Miptanp Etrc rRIC. MaucrACTURING. Co., LTD., 
& M'. L. Баквец. 


January 18th. 
555 s . Eos od 
757. Wire joiner for the purpose of connecting or joining tclegraph or 
other wires. J. Parker, January 18th. 


760. “ Wire and cable cutter." J. Parker. January 18th. 

764. Electric switchboards," C. Tursxsenn, Jos. January 18th. 

767. Door lock and contact for electric clevators.“ H. P. MeCorr. Janu- 
агу 18th. (Convention date, January 23rd, 1914, Australia.) (Complute.) 

21. Circuit arrangements for telephone systems." W. Н. GuiNSTED. 
January 1h, (Complete.) 

823. “ Automatic apparatus for electricallv-illuminated signs and the like.” 
E. Savoret Tanuary sth, (Convention date, January 20th, 1914, France.) 
(Compte > 


61. * Stray protective devices for electric circuits.“ 
KERTWRRKR ( . bh. HI. January 19th. (Addition to 17,532/13. 
January 20¢h, 1914. Germany.) (Complete.) 

MOU. '' Universal coupling for motors, whether driven by oil, electricity, 
stean, or 348. S. Wintoucusy. January 19th, 

МОЗ. "! Soarking-plugs for internal combustion engines and the like." W. F. 
Gro & W. D. Carknry. January 19th. 

869. '' Manual and semi-automatic telephone systems.” 
MATIC. TRLEePitoNE Co., Lto., & W. AITKEN. January 19th. 
852. *'' Dynaumo-electric machines and installations." 
LisstarmNnte J.. Віһктот. January 19th. 

Belgium.) | Complete.) 

BRA Ag nps.“ J. W. ALLISON & T. Hapaway. January 19th. 

i plety.) (Coavention date, December 10th. 1914, United States.) 


SIRMENS-SCHUC- 
Convention date, 


BRTULANDER AUTO- 


Soc. ANON. DES ЕтАв 
(Convention date, February 7th, 1914, 


(Com- 


'WARD-MILLER. 


891. Electro-magnetic levitating ор E. BacukLET. January 19, 
893. '' Electrical switches." Stk А. T. Dawson & J. Horst. January 19th. 
895. '' Electrical receiving apparatus." Sir А. T. Dawson & J. HoksE 


January 19th. 
900. Distribution fuse boards for electrical circuits." 
MANUFACTURING Co., LTD., & W. L. BAR ER. January 20th. 
901. Electrical switches."  MiozAND Exvectric Mancractcrinc Co., Ltp., 
& W. L. Влквек, January 20th. 


MiprAND ELscrrw 


913. '' Electro-magnetic guns.” F. Rraxrpon. January 20th. 

924. Moving coil voltmeters, ammeters, and the like for direct currents.“ 
A. Honic. January 20th. 

937. ‘ Electric light prepayment apparatus." H. S. J. Воотн & W. Mittre. 


January 20th. 
939. '' Circuit arrangements for telephone systems.” 


О. ІмкаАҮ (Siemens & 
Halske Akt. Ges., Germany). January 20th. | 


(Complete.) 


942. “ Dry battery." Н. E. HucHES. January 20th. | 

945. Electric switch and fuse service boxes." H. Е. Reason. January 
20th. 

952. '' Electrical apparatus for effecting the chemical combination of gases." 
C. C. Mers. January 21st. (Convention date, January 23rd, 1914, United 
States.) (Complete.) 


986. '' Means for selecting опе or more punches (in a keyboard perforator} 
with one punch-selector." S. J. ANDERSON. January 21st. | 
1,006. “ Register circuits for telephone systems." О. Imray (Siemens & 


Halske Akt. Ges., Germany). January 21st. (Complete.) A 
1,907. '' Means for obtaining periodically-intcrrupted currents of electricity.” 
W. Н. GRINSTED. January 21st. (Complete.) 


1,016. ‘ Electric signalling, especially applicable to collieries." S. С. Len 
& E. С. Brown. January 21st. 

1,076. Heating-unit or resistance element for electric heating apparatus.” 
A. SLATTER & С. Witpg. January And. 

1.085. Controlling and indicating electric motors from a distance and the 
application thereof to weighing machines." Storugrt & PiTT, Lro., & E. S. 
FRANKLIN. January 22nd. (Complete.) 

1.087. Telephone systems." J. E. Coolxr. January And. 
date, January 23rd, 1914, United States.) (Complcte.) 

1,088. '' Methods of exhausting incandescent lamps or similar envelopes." 
British THomson-Houston Co., Што. January 22nd. (General Electric Co., 


United States.) 
1.090. Electrical terminals." STERLING TELEPHONE & ELECTRIC Co., Lrp., 
January 22nd. 


& T. D. WAnp-MILLER. | 
1,091. “ Detectors." STERLING TELPPHONE & ELECTRIC Co., Lro., & T. D. 
January 22nd. 


(Convention 


1.09 3. Regulation or control of electric currents.“ J. ЅтохЕ & Co., Lip. 
& А. H. Darker. January And. 

1.119. Electrical alarm apparatus for mines and like places.” J. F. 
O'DONNELL. January 23rd. (G. D. Hodges & D. Smith, Transvaal.) 

1.124. Electro-magnetic apparatus. British Тномѕом-Носѕтох Co., LTO., 
& W. L. Wiss. January 23rd. 

1.1268. Electrically-driven starting mechanism for  internal-combustion 
engines." Н. Lucas & W. C. Токмак. January 28rd. 

1.139. Supply of electrical power.” W. A. Pricer. January 23rd. 


PUBLISHED SPECIFICATIONS. | 


Copies of any of the Specifications in the following list may be obtained 
of Mrssrs. W. P. Tuomrson & Co., 285, High Holborn, W.C., апа at 
Liverpool and Bradíord, price, post free, 9d. (in stamps). 


> 1913. 
15,879. Heatinc By Evectricity. P. R. Wilde. July 9th. 
21,732. MICROPHONES, TRANSMITTERS, DRTECTORS AND THE LIKE. J. К. Pick- 
ford. September 26th. 
22,359. ELECTRICAL BAKING APPARATUS. W. P. Perry. October 4th. 
22,537. WIRELESS TELEGRAPH TRANSMITTER. J. G. Balsillie. October 6th. 
22.575. Fusks ok Cut-outs кок Exvectrio Circuits. V. Hope. October 7th. 


(Cognate application, 6,122/14.) 

24,274. ELECTRIC FITTINGS SPECIALLY APPLICABLE TO Fuses. V. Hope. 
ber 27th. 

27.114. Spark PLUS. E. W. Cole. November 25th. 

27,617. ELECTRO-MAGNETIC POWER TRANSMISSION APPARATUS FOR AUTOMOBILES 
AND OTHER PURPOSES. December Ist. (August 12th, 1913.) 

38,834. FLASHLIGHT SIGNALLING SYSTEMS. W. H. Shephard & A. E. McKechnie. 
December 13th. 


Octo 


1914. 


79. MEANS FOR APPLYING ELECTRIC Ромак TO ASSIST OR SUPPLEMENT HaND 
POWER FOR STEERING OK OTHBK PURPOSES, W. H. Scott. January Ist. 

165. CLOCKWORK-CONTROLLED MECHANISM FOR OPERATING Gas VALVES, EL&zC- 
TRIC SWITCHES AND THE LIKE. E. H. Horstmann, G. О. Н. Horstmann, A. 
Horstmann, S. A. Horstmann & W. T. Edgar. January 3rd. 

194. ENHANCING THE PERMFABILITY OF MAGNETIC MATERIAL. Prof. E. Wilson. 
January 3rd. (Cognate applications, 2,197/14, 5,012/14, and 5,544/14.) 

344. DRIVING PROPELLING OR FRED MeCHANIBM FOR RECORD STRIPS AND THB 


LIKE. А. J. Jung. January 6th. 

345. SPEED-KECORDING, OPRRATION-RECORDING, OR SIMILAR INSTRUMENTS OR 
APPARATUS. А. J. Jung. January 6th. 

518. MULTI-SAFETY-FUSEPLUG FoR ELECTRIC Circuits. C. F. Christensen & 
W. WETTERGREEN. January 8th. 

561. METHOD OF AND MEANS FOR DETERMINING AND ADJUSTING THE SPEED ОР 


ROTATION OF IMPULSES TRKANSMITTING-DEVICES FOR AUTOMATIC TELKPHONE Ex- 
CHANGE SYSTEMS. Western Electric Co. (Е. T. Woodward, acting for Western 
Electric Co.). January 8th. 

722. MOUNTING AND D&kIVING OF THE MAGNETO 1N INTERNAL-COMBUSTION 
ENGINES. Butterfields, Ltd., & W. H. Butterfield. January 10th. 

749. SUPPORTS FoR EL CTI TROLLEY Wises. K. Von Kando. January 10th. 

967. DYNAMO-ELECTRIC GENERATORS, H. Wade (C. T. Mason.) January 13th. 

1,909. Lirk-GUARDS FOR TRAMCARS AND THB LIKE. W. Philipson, T. W. Н. 
Philipson, & P. C. Philipson. January 17th. 

1.363. COIN-ACTUATED MECHANISM, R. C. Griesbach & Venner Time Switches, 
Ltd. January 17th. 

1.578. SiGNALLINZ-DEVICES FOR Raitroaps. Е. A. C. Leigh & L. W. Swain- 
son. January 20th. | 

1.595. SIGNALLING APPARATUS, MORE ESPECIALLY FOR USR IN COLLIERIES. J. 
Davis & Son (Derby), Ltd., & W. H. Davis. January 2lst. 

1,975. CONTROLLING SYSTEMS FoR ELrctric Motors. С. К. Radley. January 
24th. (January 25th, 1913.) * 


2,388. SWITCHES FOR USE IN CONNRCTION WITH ELECTRIC Laue SOCKETS AND 


THE LIKE. E. C. R. Marks (Benjamin Electric Manufacturing Co.) January 
29th. 
3.858. IwpvcrioN Motors. W. Hartnell & B. D. Rayner. February 14th. 


4,133. Protective Drevicks FOR ELECTRIO DISTRIBUTION SYSTEMS. 
Thomson-Houston Co. (General Electric Co.). February 17th. 


British 


5,196. METHODS AND APPARATUS POR SHAPING FILAMENTS FOR ELECTRIC. INCAN- 
DESCEN? Lamps. J. Findlay. February 28th. 

5,380. ELECTRIC RE-LIGIITING APPARATUS FOR SAFETY LAurs AS USED IN Minus. 
J. J. Pugh. March 3r4. : А | 

8.499. EI NI Cut-outs. British Thomson-Houston Co. (General Electric 
Co.) April 3rd. 

AL AUTOMATIC FIRE oR T&MPERATURM. ALARMS. A. G. Pemberton. April 
18th. 

10.505. REcuLATIN; Device ror DvNawxo-FLECTRkiC MaCHiNES. W. S. Jeal. 
April 28th. 


11,120. ANTENNAR FOR WiRELRSS TELEGRAPHY AND TRLEPIIONY., 


N. J. Jeffries. 
May Sth. 
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STANDARDISATION OF COOKING AND 
HEATING APPARATUS. T 


AMONGST the various matters of interest which claimed 
attention at the recent meeting of the Point Fives, we notice 
that the Chairman’s suggestion that the simpler class of 
cooker could now be practically standardised, to facilitate 
manufacturing in quantity and reduction in selling cost, met 
with little response. | | 

Any suggestion of this sort usually meete—as this dia 
with the reply that the time is not ripe for such a move, 
as improvements are constantly being introduced, and 50 
on; and there the matter ends for the tim. 

But let us face the facts. Those blissful conditions of 
domestic life in which the electric cooker is to play such 
an ambitious rôle wil never Бе attained while electric 


cooking apparatus is beyond the means of the average. 


householder—“ point five ” tariffs notwithstanding—and we 
must admit that the technical advantages likely to be 
derived by allowing the designer of apparatus absolute 
freedom in his efforts will not necessarily be translated into 
commensurate economies in manufacturing, with which we 
are mainly concerned. 

We are reminded that some meritorious inventions might 
never have seen the light of day, had not the ruthless commer- 
cial man cut short the process of perfection on which the in- 
ventor was engaged and applied his ideas then and there to 
some practical purpose, and we fail to see why the eleotricity 
consumer of to-day should be denied the benefits of organised 
production in order to provide future generations with a more 
perfect edition of what is already an efficient apparatus. 


At the present time each manufacturer standardises 


his own products, as far as possible, apparently without 
prejudicing experimental development, and what is required 


on the part of the central-station authorities and manufac- : 


turers is some agreement fixing standard lines of develop- 


_ ment, and standard dimensions and ratings, and aiming at - 


some degree of interchangeability of parts. 

This is obviously a matter in which the Point Fives could 
set the ball rolling, and which the recently-formed Elec- 
trical Development Committee of the I.M.E.A. could 
investigate through a technical sub-committee, with a 
view to presenting a report for discussion at the annual 
convention. Such a report, if it only reviewed the posi- 
tion at the moment, would be instructive and, no doubt, 
would lead to some explanation of the considerable diverg- 
encies in design which.at present exist. 

Take, for instance, the following data for what we msy: 
call—only from the resemblance in outward shape — gas- 
stove " type electric ovens by four well-known makers. The 
cubical capacities of the ovens, which are apparently intended 
for cooking for an ordinary household," vary from 5,500 
cb. in. down to 3, 600 cb. in., while the maximum loadings. 
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are 54, 59, 44 and 66 watt per cb. in., from large to 
small віз, Another widely used oven of a different type, 


of 4,250 cb. in. capacity, has a maximum loading of only 


*$7 watt per cb. in. | 

In the matter of boiling plates makers are equally at 
variance, a few lists showing 7-in. plates with loadings of 
from 800 to 1,000 watts, and 8-in. plates with loadings of 
from 800 to 1,200 watts (each individual maker having his 
own rating for each diameter), while a glance at the par- 
ticulars of hot-water urns leads to the assumption that some 


makers are prodigal in their ratings, or that the others 


possess the secret of efficiency to an extraordinary degree. 

Making allowance for certein technical differences, which 
can be readily explained, there still appears to be scope for 
some standard lines of development along which the in- 
genuity of the designer should be directed for preference, 
at the earliest possible moment. It is fair to assume that 
the electric cooker will be placed in the hands of neither 
more nor less skilful users than is the case with the gas 
cooker,. and that the latter gives a reasonable degree of 
satisfaction will be granted, despite the filthy conditions 
which often prevail, and discount any approach to the 
efficiency in use which the designer presumably intended. 
The only efficiency which counts is that obtained by the 
user, and progress in this respect is only deferred, so long 
as the apparatus is generally out of reach. 


Жый А THE greatness of Manchester as ап 
ngineers an 8871 i ; 
the Technica] engineering centre is unquestionable, and 
Press. in Consequence it has good reason to be 
proud of the large army of engineers of 
all kinds who follow their callings in the district. And 
Manchester being smaller and more compact than London, 
and possessing a frequent and convenient tramway system, 
which takes you in from the outer manufacturing districts 
right to the heart of the city where hotels and other such 
public meeting places are to be found, ita engineers, both 
professional and trade, have succeeded in establishing a 
very useful institution known as the Engineers’ Club. 
Here excellent opportunities are afforded for social inter- 
course, for talking shop," and for comparing views 
on engineering matters of the moment. Amid such 
surroundings it is possible to conduct proceedings 
witb greater freedom and less formality than would 
be considered becoming at a full-dress discussion at 
a dignified institution. But even at an Engineers’ Club 
` if you want a successful gathering there must be a good 
subject and an author who, by practical experience, is able 
to deal with it authoritatively. The Manchester Club is 
not confined to technical engineering matters, indeed some- 
times it aspires to scale the heights to far loftier regions. 
It has comparatively recently brought its weight to bear by 
discussing measures for giving a stimulus to the Board of 
Trade, so that it may represent engineering and other 
industry more worthily in these trade-capturing days and in 
the future when pruning hooks and ploughshares have 
succeeded to less peaceful contrivances. Of the Club in this 
connection we say more power to its elbow! Still more 
recently it has had a discussion on “ The Engineering Trade 
and the Press.” Unfortunately, when the Board of Trade 
was under fire every nail of criticism that was driven home 
must drive into that one Board—it could. not point to 
any other culprit; but when the Preas comes in for 
critical attention, everybody finds the cap to be —well, 
a misfit. Now, everybody who has not been on 
the Press knows perfectly well how it should be run, 


and it has not been unknown for the Press even to suggest 
measures for the more enterprising condact of some 
branches of engineering industry. How far the engineer is 
capable of running the Press, and how far the Press is able 


to assist the engineer, would be а most excellent subject 


for a Club debate. Our own view, after having had some- 
thing more than an average experience in'both capacities, 
is that their functions aud operations are mutual and co- 
operative. 
eering employer because he is an advertiser, and upon the 
professional engineàr because he is a reader, and very often 
a most acceptable writer. The engineering employer and 


professional engineer alike depend upon the technical Pres, - 


because it informs them upon many matters, tells them of 
developments that will bring them business, and if they 
advertise takes their names to the uttermost parts of 
the earth—if it goes there. Now seeing that the Press 
has ventured to make shggcstions to the engineer, nothing 
is more natural than for the engineer to desire to assist 
the Press to increase its own efficiency. Whereat we, 
of all Editors, shall be the last to take offence.. In- 
deed, we welcome any movement that engineers and the 
engineering trade may think fit to institute, for in- 
quiring as to which out of the scores of journals pub. 
lished in these days of trade-expansion efforts meet their 
requirements most satisfactorily. Where there are large 
families there may not be so ‘much to go round as where 


there is one petulant spoilt child, unfettered, and licensed to 


go its own way, bnt there may be a spirit of self-help and 
independence engendered by sheer necessity. It may be so 
in respect of the Press. There may be a large family, but 
only the members that are able to give evidence of proved 
ability to assist profession and industry are allowed to 
survive for any length of time, unless manufacturers and 
traders, the while they grumble because there are so 
many of us, open their hand with indiscriminate 
generosity. When the Manchester Engineers’ Clab 
held its discussion a week or two ago, it was 
fortunate in having as the opener of its debate, Mr. Frank 
Nasmith, editor of the Teztile Recorder. We congratulate 
the club upon having such a high standard of journalistic 
practice put before it, and the author upon having the 
courage to express his views. As a general rule, we 
prefer to let our pages speak for themselves concerning the 
store of valuable material that very carefully considered and 
very definitely adopted policies lead us to publish ; we also 
prefer, on the whole, to let manufacturers’ own correspond- 


` ence and order books tell them where our REVIEW circu- 


lates regularly every week—not once now and again when 
the fit takes us. But it is as well that occasionally an 
editor should meet the representatives of the industry ss 
Mr. Nasmith did at Manchester, and bring before their 
notice how much they owe to the technical Press when it 
carries on its operations in such a way as to win the life-long 
attachment of its readers by publishing the information 
that they require but can obtain in no other way, and by 
exercising a spirit of independence and fairness in mam- 
taining a high standard of editorial policy. 


THERE has been a very satisfactory 
каш: business done in lead during the last few 
weeks, and while there has not been any elasticity shown in 
prices, there has nevertheless been a steady tone in the 
market. Much of the selling witnessed came from agents 
for the Convention who, at times, appeared anxious to 
keep down the price, probably in order to prevent America 
getting a fresh foothold here. American lead has on more 
than one recent occasion proved a bugbear, and the leading 
interests here have gn antipathy to material being offered 
from across the Atlantic because it spoils their market. 
There has been a good deal of metal coming to hand from 
abroad, and this has resulted in the market being pretty 
well supplied with material. ‘The natural sequence to this 
is that there has been a weakening in the price of spot and 


The technical Press depends upon the engin- 
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early delivery material compared with forward, but the dis- 
“count does not amount to much, though the fact that there 
is a discount is worth recording. For the most part every- 
thing which is coming forward appears to be wanted, but 
there has been a falling off in the demands met with from 
Russia, which country has for a long time now been one of 
the mainstays of the lead position. Not only have con- 
siderable quantities of lead been shipped from England to 
Archangel, and also from Australia direct to Viadivostock, but 
sales have also been made for shipment from New York 
to the latter port. Attempts have been made also to 
ship direct from Spain, but the shipping difficulty seems 
tohave proved insuperable in this case. With the approach 
of the spring it ів іо be expected that the Vladivostock 
route will lapse into disfavour, because Archangel ie much 
handier. 

The main consumption in progrees is undoubtedly in con- 
nection with the supplies of ammunition required by the 
forces in the field, and the demands experienced on this 
account can hardly undergo any important abatement for 
some months to come, or at least until the war has entered 
upon a new phase. There is considerable dislocation still 


іп the Broken Hill region of Australia, but taken all round Sta 


output appears to be quite sufficient for all practical pu 

Mines and smelters are partially at work and under the 
restrictive conditions affecting general consumption as dis- 
tinguished from consumption for war purposes, there is 
apparently plenty of lead available. 

The position in North America is rather uncertain. For 
one thing the remarkable advance in the price of spelter 
has put this metal into an altogether false relation to lead, 
and this tends to have an unsettling effect upon marketa, 
while in Mexico chaos continues to reign undisturbed. It 
is quite possible that if only the congestion at the dccks 
abated and lead were to be got out of arriving steamers 
with something approaching reasonable expedition, there 
might be a small further reduction in the price of early 
deliveries, but so long as congestion reigns undisputed, 
something near to-day’s level of prices seems likely to be 
continued, always supposing that no unforeseen new factor 
comes into play. · : 


— 


A SCHEME is being promoted in Ger- 


inter tonal many for the purpose of rendering that 
Alumiajum country independent, if possible, of the 
Industry, quotations for various metals which are 


given on the London Metal Exchange, onthe 
return of normal conditions after the conclusion of the war. 
A subsidiary exchange for copper has already been in exist- 
ence for two or three years in connection with the Berlin 
and Hamburg Stock Exchanges, and the Excbange Com- 
mittee of the former has now been asked to extend the 
cope во as to include quotations and contracts for spelter, 
lead, aluminium, and antimony. The question as it affects 
the four metals has been set forth in a memorandum, 
an extract from whicb, concerning aluminium alone, may, 
perhaps, be of interest. As is well known, an international 
aluminium convention or syndicate was in existence down to 
the outbreak of the war. The sole .object of the 
syndicate жаз to regulate the production of the works and 
prescribe minimum prices, and, in the absence of a sales 
organisation, the business with consumers was generally 
conducted through a number of merchants. According to 
the experience gained in recent years, the price which con- 
saumers have had to pay has differed in many cases from the 
particular charge which was fixed by the syndicate. During 
periods of great demand the merchant price has rapidly 
risen above the syndicate minimum, but at otber times, 
when large quantities of aluminium have been in the posses- 
sion of the merchants, the prices actually realised by the 
latter have been much below those of the syndicate, so that 
№ may be said that the actual course of prices has been 
probably influenced on wide lines by the syndicate, although 
not settled individually by the combination. The world’s 


production of the metal increased from 8,200 tons in 1903 


to 68,200 tons in 1918, and a forther large augmentation is 


expected in the future.. The memorandum states that this 
fact, taken in conjunction with the circumstance that next tothe 
United States Germany has the largest consumption, renders 
it desirable that the latter should secure the im- 
portant position in the world’s market to which it is 
entitled, by the establishment of a German Exchange. The 
idea is that by the creation of such an exchange aluminium 
could be delivered both as original works’ material and as 
remelted metal; the former in ingots, bars, and sheets, and 


the latter in ingots, having a percentege of from 98 to 99 


per cent. of pure metal. It is further suggested that in 
addition to Berlin the places of delivery should be Hamburg, 
Rotterdam, and Antwerp, and that a reduction of 5s. per 
cwt. in the contract price should be made for remelted 
material. As the aluminium works have always concluded ` 
long term contracts and have granted to purcbasers the 


‘right of calling for delivery in from six to eight weeks, it 


is proposed that the quotations on the exchange.should be 
for one particular month and the 11 succeeding months. 
As bearing on the present situation of the international 
market, Norwegian newspapers report that a company at 
vangar recently e aluminium in tke United 
States of the value of £54,000 owing to the European 
market being closed. In Norway itself the productive 
capacity is undergoing a great expansion. The Anglo- 
Norwegian Aluminium Co., for instance, is credited with 
having now completed its works at Vennersla, where 2,000 
tons per annum are to be made ; a second company, having 
French working capital, is said to have acquired the under- 
taking of the Hardanger Electrical Iron and Steel Co. for 
the purpose of constructing cables of aluminium, and the 
Norwegian Nitrite Co., of Eydehavn, is also declared to 
have erected a large works for the ontput of the metal. 


A FURTHER contribution on the subject 


The Swiss of the situation of the electrical industry in 
Electrical | : | А 
Industry, Switzerland is contained in the December 


issue of the publication issued by the 
Swiss Credit Anstalt. The report states that during the 
first half of 1914 the industry was very well employed, and 
also had an abundance of orders in all branches at the сІоғе 
of June. Despite the complaints which were being made 
at that time in various countries as to the course of busi- 
ness, it was confidently expected in Switzerland that the 
results for the electrical industry would be favourable for 
the whole of 1914, but every estimate was upset by the 
outbreak of the war. It has to be borne in mind that 
Swiss firms have to depend upon the export trade for the 
greater portion of their business; the inland market alone 
could not have kept them employed even if trade in Switzer- 
land had not experienced a decline through the war. On 
the outbreak of hostilities the foreign trade was at first 
completely tied up, and at the present time it can in no . 
way be foreseen when, and to what extent, a revival will pro- 
bably take place. The demand on the part of different 
countries has undergone a very material shrinkage, apart 
from the many obstacles in the way of transport to destina- 
tions, whilst the collection of payments from abroad is a 
matter of greatest difficulty. There is alto uncertainty as 
to whether or not the Swiss industry will be brought 
gradually to a complete standstill owing to the hindrances 
to securing the delivery of raw materiale, and considering 
the whole of the facts, the report concludes that the only 
courie is to await developments. 


Electrolytic Production of Oxygen.— Several fac- 
tories in St. Louie, Mo., are now engaged in the eleotrolytio pro- 
duction of commercial oxygen gas. The electrolyte uted is a 10 
or 15 per cent. solution of either caustic soda or caustic potash, 
The oxygen given off at one electrode is collected and compressed, 
while the hydrogen given off at the other eleotrode is allowed to 
escape. Chemical Trade Journal, i | Б 
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MODERN WIRING. WORK, PARTICULARLY 
IN BAD SITUATIONS. | 


B Н. C. TOFIELD. 


(Continued from page 169.) 


An installation carried out with C.T.S. wires is 
not intended to compete with thin, close-joint; slip- 
conduit and foreign V.I.R. cable. Cheap conduit 
installations frequently entail considerable expense 
in repairs owing to subsequent breakdowns after 
being installed a short time, while the use of slip 
conduit is prohibited under the rules of the Institu- 
tion of Electrical Engineers, by the Fire Insurance 
Companies and a large number of Supply Authorities. 

Where a system of wiring is to be installed in a 
wet or corrosive situation and 1s expected to success- 
fully withstand these conditions, the best material 
must be used, and cost is not usually such an im- 
portant point as the provision of a first rate job. In 
fact, cost is often taken as the most unimportant item 
in a first rate job, such as where one occasionally 
finds contractors who have been given the mainten- 
ance charge of jobs in severe situations, as 
acid factories, but prefer to stick to other systems 
of wiring, however useless they have been proved, 
so long as they can say the consulting engineer 
specified it originally. It is difficult to imagine what 
is the reason for such conservatism, but it is quite 
clear that a maintenance job is a very useful one 
in slack times. 

It is in such cases as these that the C. T. S. wiring 
system has its special advantages over any other 
method of wiring, for it will provide a satisfactory 
installation under most circumstances with a mini- 
mum expenditure. 

The best insulated wires are of little value in bad 
situations if the fittings do not protect the ends of 


same as efficiently as the wires themselves are 


sheathed, and in order that they shall be fully pro- 
tected, several fittings have been specially designed 
for corrosive situations as previously mentioned, 
and some further details of these may now be given 
in conjunction with the classes of work dealt with. 

The types of buildings usually met with m which 
it is proposed to instal electric light or power may 
be divided into three classes, in much the same 
way as the fire insurance companies differentiate be- 
tween '' hazardous ” and “© non-hazardous ”’ risks. 

Where the installation would be called upon to 
carry out its functions under severe conditions, it 
might be termed a. hazardous risk (see Class 
“A” below) not of course from the fire insurance 
point of view, but from the fact that the wiring 
would be more liable to breakdown, and therefore, 
extra precautions would have to be taken in carry- 
ing out the wiring of the installation and in the 
choice of accessories, while in cases where condi- 
tions were normal (as in Class '' С”) a thoroughly 
satisfactory job could be provided with the type of 
accessories commonly met with. From which it will 
be seen that while C.T.S. wires are of the same 
quality in all cases, different types of fittings must 
be used for various classes of installations in order 
to suitably protect the ends of the wires according 
to the positions in which they may be installed. The 
different types of installations may be divided as 
follows : — : 

Class A.’’—All buildings such as chemical works, 
salt works, dye works, powder works and maga- 
zines, bleach works, paper mills, tanneries, soap 
works, oil and petrol stores, bacon factories, 
laundries, baths, washhouses, cold stores, breweries, 
stables, jetties, also workshops and factories where 
damp or corrosive conditions exist, and rolling 
mills. collieries, and other places where fittings would 
be subject to mechanical damage in addition to cor- 
rosive action. 

Class B. All new buildings in ferro-concrete 


or brick and unplastered, where the wiring is to be 
concealed throughout and wires sunk in walls and 
ceilings ready for making good. All ceiling fittings, 
switches, distribution boards, &c., to be fixed when 
the decorations are completed. 
Class C. Private houses of every description, 
banks, offices; shops and all similar places in which 
it is desired that the wires shall be concealed 
throughout, or partly or wholly run on the surface 
as occasion may demand. All workshops and fac- 
tories which are clean and dry, the wires being run 
on the surface of the walls and ceilings. : 
Cables.—The types of C.T.S. cable obtainable for 
wiring are as follows: 
Single-core circular.—This is suitable for all 
classes of concealed wiring and for surface wiring. 
Twin or multicore circular.—This is also suitable 
for Classes “ A," “В” and “ C," and particularly 
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С.Т.5 Cable | 
Fic. 1l.—PART SECTION OF COBROSION-PROOF JUNCTION Box. 


so for all long runs and.for main and sub-main 


cables feeding distribution boards, also for laying 
direct in the ground, as for instance, for garage 
lighting supplied from house, or outbuildings fron: 
factory. 

Flat section twin and three-core.—This is most 
suitable for Class '' C," also for surface wiring and 
concealed work іп dry situations. 
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Qo c ‚Кто. 2.—Pakts OF JUNCTION Box. 


Fittings.—Special fittings, such as junction-boxes. 
distribution boards, switches and lampholders are 
only required in connection with work carried out in 
places similar to those enumerated under Class “А.” 

For Class B all ordinary switches, distribution 
boards, &c., can be used. | 

For Class “C” a neat junction box is utilised, 
as it is invariably used in clean and dry situations. 
As twin flat and tliree core flat wires are employed 
under Class C," the use of this box will obviate 
loops to switches, &c., and so' considerably simplify 
the method of wiring and save expense. Any kind 
of switches, &c., may be used. | 

Corrosion proof fittings for Class 4. Ceiling 
type junction box (White’s Patent) .— This fitting 15 
made of porcelain, and allows the cable ends to dip 
into the inner sealing chamber, divided by partitions 
to separate the poles. The chambers are filled with 
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a semi-liquid material of an insulating and water- 
proof nature so as to effectually keep ouf moisture 
and corrosive vapours or gases. (See figs. 1—3.) 


Fic. 3.—CEILING TYPE JUNCTION Box IN POSITION. 


The fitting is easily fixed, and by filling the outer 
cup with the sealing liquid before screwing it up, the 
whole is completely sealed. It forms either a two 
or three way connector box, and allows the ordinary 
loop in system "' to be carried out, while it also 
acts as a "ceiling rose" from which the C.T.5. 
leads are taken to the corrosion proof lampholder. 

Wall type junction box (White's patent).—The 
method of sealing is on the same principle as the 
above, but the box is adapted for fixing on the wall. 
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Fra. 5.—Box IN POSITION. 
WALL-TYPE JUXCTION Box. 


The leads, up to three per way, may be brought 
in or taken out in any direction. , The downward 
leads must have a little slack allowed so that the 
interior may be lifted out when required. 


(To be concluded.) 
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REVIEWS. 


Motion Picture Operation: Stage Electrics and. Ши- 
sions. Ву Н. C. Horstman and У. Н. Tous ey. 
London: S. Rentell & Co. Price 8/6 net. 


This is intended to be a practical handbook and 
guide to electricians employed in theatres, kinemas 
and stage illusion work, and the authors have at- 
tempted, with some measure of success, to com- 
ple a reference book which should contain as 
full information as possible relative to the matters 
with which such employés would come in contact. 
Where possible the authors have avoided the use of 
technical expressions, so that such non-technical men 
as Managers and stage carpenters can readily under- 
stand the text. A slight working knowledge of 
electricity has naturally been assumed on the part 
of the reader, however, but there is no attempt to 
elaborate this, consequently the book is of a severely 
practical character. In it are two special chapters, 

Portable Stage Equipment and '' Theatre Wir- 


ing," which have been arranged so as to be particu- 
larly valuable for reference, and the authors say that 
these chapters embody all the practical knowledge 
that has come to their notice during many years of 
actual experience with theatrical work. 

In perusing these chapters, it has to be borne in 


mind that they were primarily written for American 


readers, and there are consequently terms and allu- 
sions which sound strange to English ears. Also 
there are a number of extracts from the National 
Electrical Code which are not likely to prove of 
any value to a reader in this country. Nevertheless, 
the chapters are full of information which is of value 
and should go far to improve the quality of the 
work carried out by stage hands who are not fully 
qualified electricians. 

One of the features of the book is the number of 
diagrams given, but in connection with these it 
would be well to include new blocks in future edi- 
tions, as several of those used have evidently seen 
much service. In fact, for an American publication, 
the illustrations, particularly the half-tones, are poor. 

Perhaps the most useful part of the book is that 
devoted to the motion picture machine or bioscope. 
A number of types are described and illustrated, 
full and complete directions for working are given, 
and a special chapter is devoted to general hints on 
the installation, operation and care of machines. 
The book can be recommended to everyone engaged 
in the picture theatre business, although it is not so 
certain that it would be of great value to electricians 
engaged in the English theatre or music ir noe 


Electric Cooking, Heating, Cleaning, etc. By 
" HouseWIFE" (Maud Lancaster). Edited by 
E. W. Lancaster, M. I. E. E. London: Constable 
& Co. Price 3/6 net. 


Under the above somewhat unwieldy and com- 
prehensive title, a very useful and interesting 
compilation has recently been published. Though not 
particularly novel in its contents, it is still worthy of 
the attention of central-station engineers and all 
those interested in extending the use of electricity 
in the homes of the people. It serves both as a 
handy collection of various data and also as a book 
for recommendation to potential users of electricit: 
for purposes other than lighting. Works of this 
nature are scarce, there being but two others which 
give anything like similar information—and one of 
these is written in the German language. 

On the other hand it is not.a book that would 
appeal to the average housewife. This is dis- 
appointing, for judging from the nom de plume of 
the writer one would expect some really practical 
information from the housekeeper's point of view. 
In style it is somewhat laborious and lacks fresh- 
ness and vivacity. 

If it is intended as a book of reference, the absence 
of an index largely militates against it. А full list 
of contents is given, but it is essentially clumsy and 
difficult of reference. 

Approximately two-thirds of the book deals with 
electric cooking, and it is this portion which is the 
more masterly in treatment; the remainder is rather 
weakly tackled, apparently from the lack of practical 
knowledge on the part of the authoress and her 
editor. Of course there are comparatively very few 
persons who really have any extensive experience of 
domestic applications of electricity in other fields 
than lighting and cooking. An especially valuable 
feature of the early pages consists in a brief discus-. 
sion of the scientific principles underlying the art of 
cooking—information concerning which is normally 
very difficult of access, for the usual cookery manual 
does not deal with this aspect. From this it is 
proved that slow cooking, at temperatures which are 
perfectly under control, is the ideal method. This, 
as it happens, is the distinctive characteristic of elec- 
tric cooking. Thus the overwhelming advantages 
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in favour of electricity as a cooking agent are clearly . 


substantiated in a manner that many of its advocates 
do not fully realise, otherwise they would make their 
case. even stronger. If the ordinary housewife 
understood these principles, the introduction of 


cooking by electricity into the home would be far 


more rapid. However, notwithstanding the analysis 
of these principles, the authoress does not seem 
fully to comprehend the efficiency, economy, and 
general advantages. of the so-called fire-less or 
stored-heat cooker. It is true that a number of 
` examples are cited, but they are indiscriminately 
mixed up with ordinary electric ovens. 

Descriptions are included of a bewildering list of 
electric cooking apparatus, but very little practical 
assistance of real value is given to help a novice 
in making a wise selection. | 

To find а ‘‘housewife’’ inditing a homily to 
central-station engineers is somewhat amusing; per- 
haps, however, this is due to the influence of the 
mere male editor, whose name in this capacity 1s as- 
sociated with that of the authoress on the title page. 
Nevertheless, a good point is arrived at in the sug- 
gestion that every central-station engineer should 


equip his own house electrically, so that he at least’ 


may gain experience at first hand—if he won't do this 
his committee or his directors are to insist upon it. 

For some unfathomable reason a selection of oven 
temperature curves is inserted in the middle, in- 
stead of at the beginning or the end, of the descrip- 
tion of every oven concerning which the authoress 
could obtain particulars. One of these diagrams is 
particularly noteworthy, for it deals with the com- 
parison of a bright unlagged sheet metal oven and 
a lagged oven—to the disadvantage of the former. 
This collection of graphs is interesting, for it is 
probably the first time that such a number has been 
published together, and some enlightening compari- 
sons can be drawn from it. Of course all these 
diagrams emanate from a biased source, with no 
particulars as to how the temperatures were mea- 
sured, and there is no more ticklish job than deciding 
what is the actual temperature of an oven. Further, 
any results are immediately upset when a joint is 
put into the oven. 

Some thirty-eight pages are very wisely devoted 
to descriptions of large electric cooking installations 
in hotels and restaurants. This is the sort of thing 
that assists in convincing people as to the practic- 
ability of electric cooking, for if it pays commer- 
cially it must be within the reach of private persons.. 
Moreover, such a section will be most useful when 
discussing the subject with architects and restaurant 
keepers, for so much in this country goes in accord- 
ance with precedent. 

Some costs of cooking are interlarded with des- 
criptions of electric cookers, and other particulars 
are sandwiched in after a discourse on domestic 
power applications. Though the authoress states 
that she has an electrically equipped home, she does 
not appear to draw as she might upon her own ex- 
. perience. If she had done so, it would have added 
much more to the value of the book, for after all, 
what everyone is looking for to-day is tangible 
practical records. 

The heating of water and the warming of rooms are 
dealt with in the same characteristic catalogue style 
as in the case of electric ovens, and readers are left 
““to judge for themselves which method would best 
‘suit their individual requirements.“ 

Again, electric vacuum cleaners receive their meed 
of attention, but here also practical pointers are 
lacking. For example, it might be anticipated that 
га reader would like to know under what circum- 
stances a blower-type cleaner is preferable to a pump 
or bellows pattern. 

As electrically driven washing machines are not 
vet employed to any extent in this country, the 
descriptions in this book of American appliances are 
well worth attention. The machines themselves are 


very much lighter in construction than the standard 
type of this country. Whereas the heavy English 
machine’ requires a I-H.P. motor to drive it, the 
American pattern only needs j to 4 н.р. А mis- 
take has been made in asserting that the cost of 
operation is Id. per hour at 1d. per unit. By this 
would naturally be understood a 1-H.P. motor work- 
ing at full load, whereas much smaller motors 
are fitted, as above stated. So much may also be 
gathered from an inspection of the illustrations. 

An incorrect illustration has been inserted in the 
case of the ‘‘ Magnet ”’ electric iron (p. 275), which is 
one of the best on the market. However, no at- 
tempt is made to distinguish the qualities of any 
one iron from those of another. | 

The attempt to deal with domestic applications of 
power is somewhat futile. All the apparatus illus- 
trated is only suitable for hotel or shop use, with 
the single exception of the Electric Maid-of-all- 
work, which is briefly referred to on page 282. The 
illustration which should accompany this is given on 
page 287. The authoress is apparently not aware 
of the Westinghouse utility motor, the Alexander- 
werk equipment or the Electric Mary Ann. Un- 
doubtedly the ultimate development for domestic 
uses will be along the lines of some such design. 
Certainly the average household will not be able to 
afford more than one or two electric motors. 

The tables on pages 290 and 314 to 333 are rather 
striking examples of incompleteness. 

In conclusion, the work is so much data without 
sufficient sequence. The beginning promises well, 
but its quality is not sustained, and the book has no 
conclusion. It lacks both originality and imagina- 
tion throughout. As to the illustrations, they are 
generally overdone, often having little to do with 
the text, and sometimes not appearing to be fully 
comprehended by the authoress herself. They are 
all, with the exception of a few diagrams, very 
familiar to those who have had occasion to look at 
manufacturers’? catalogues. Finally, the book is 
well got up, with clear type—though many of the 
blocks have seen use before, and the proof-reading 
has been done a little carelessly. But after all, one 
must not expect too much when 338 pages can be 
obtained for the sum of 3s. 6d., and certainly the 
book is worth this amount. 


HALF-WATT LAMP FITTINGS. 
By ' RESEARCH." 


THE restriction of lighting in ғо many towns has retarded 
the extensive use of half-watt lamps, but still they are 
getting increasingly popular. Whilst the design of the 
lamp itself leaves little room for improvement, this does not 
apply to most of the fittings supplied by the manufacturers. 
Dealing first with the lampholder, owing to the large cur- 
rent taken by the lamp the Edison screw cap was adopted. 
The lamp must be screwed up tight or otherwise there is 
heating, and ultimately arcing, taking place at the top con- 
tact. Now, in some types of fittings, the long stem of the 
lamp is pushed up through a small hole in the reflector, 
and the person screwing in the lamp cannot see what he is 
doing and must take hold of the bulb to screw the lamp by. 
The writer has known several lamps to be broken hy the person 
thoughtlessly putting too much pressure on. Again, it has 
b2en found where lamps are suspended from tramway poles 
that vibration has caused the lamp to unscrew slightly, 
causing arcing at the top contact and the lamp to be welded 
to its holder. t 

Where the lamp is used for interior lighting, probably 
the best results are obtained with the indirect lighting 
system. It shields the eye from.the glare, but an important 
advantage is that the lamp is freely exposed to the air and 
does not get too hot. The heat given off by these half-watt 
lamps is surprising, and when the lamp is enclosed in 8 
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fitting and globe, ventilation becomes an important 
problem. For ou'side illumination the lamp must be com- 
pletely protected from rain, as a drop of water on the 
globe, which is at a high temperature, cracks the glass at 
once. 

The manufacturer of fittings must therefore aim at two 
things: first, protection from the weather; and, secondly, 
а very free circulation of air past the lamp to keep the tem- 

down. The second item is the most difficult, and 
some makers have treated it as of little importance. It is 
most important for several reasons. The lamp is not во 
likely to have a long life if the heat generated cannot escape. 
Any copper on the fitting is discoloured by the heat, 
and enamel or paint used for reflecting purposes is turned 
brownish, and therefore does not serve its purpose. Sweating 
takes place on the upper part of the fitting, and the 
drops of moisture formed have been known to drop 
on the lamp and crack the globe. The first cost; of these 
lamps being unavoidably high, it is essential that every 
device should be adopted to enable them to last a long time. 
Moistare cannot be prevented from forming on the interior 
of the fitting, and therefore any such moisture should 
drain away from the glass of the lamp. 

Опе other point that requires consideration is the position 
of the filament in relation to the reflector. In one type of 
fitting that the writer is acquainted with, the illamination is 
spoilt by the filament coming too far through the reflec- 
tor. The ideal arrangement would be to have a lamp- 
holder so fitted that it could be raised or lowered as 
desired by simply slackening ascrew. The best illuminating 
effect could be experimented with for a given height of pole, 
and all lamps similarly placed could then be adjusted in the 
same manner. 


NOTES FROM CANADA. | 
[FROM OUR SPECIAL CORRESPONDENT. | 


RgFRRENCE has been made before in these notes to the 
wing tendency to employ underground cables in Canada. 
t has recently been announced that the town of Oatremont, 
Qaebec, bas just installed a new lighting system which is 
fed throughout by underground cables; all the lamps are 
nitrogen filled, 
respects, It is noticeable that the appearance of a number 
of busy streets in the heart of Toronto is steadily improv- 
ing, due to the ual removal of overhead wires, and the 
demand for underground construction is becoming more in- 
sistent in all the larger cities. 

In Montreal the electrical companies, telephone, telegraph, 
tramways and lighting, are working together to form a 
“Safety First" league. The Safety First" idea has 
“canght on over here, and is being boomed in all quartera, 
not without good reason either, seeing the immense numbers 
of accidents which occur, most of them, of course, pre- 
ventible with the exercise of a little care and foresight. 

The Montreal Light, Heat and Power Co. are organising 
a section of the Home Guard and will supply the arms, &c. 
Most of the large firms here have acted similarly. 


The City of Quebec is seeking power to raise a loan with 
which to buy out the Dorchester Electric Co., Quebec ; the 
reported price is $1,000,000. 


At St. John's, Quebec, the Canadian Hart Accumu- 
lator Oo. has erected a plant and is now seeking orders for 
storage batteries. 

Although there is a good deal of unemployment here 
many firms are being kept busy on large orders from home, 
though, unfortunately, there is not much in the electrical line. 
The Dominion Steel Со., in Sydney, N.S., is making large 
shipments of wire and rails, and is emoloying more than 
two-thirds of the full complement of men; several firms 
have received large orders for shrapnel shells. 

The idea of municipel ownership is travelling far in these 
days; in Dawson City the authorities are considering the 
ins allation of municipal electric light and telephone plant 
which is estimated to cost about £38,000. 

The Grand Trunk Pacific Railway has recently completed 
the telegraph connection between Winnipeg and Prince 


which makes the town unique in both 


Rupert, B. C., the distance being about 1,279 miles; very many 
places, hitherto without, will now have the benefit of a 
telegraph service. 

The Westera Canada Power Oo. is trying to arrange for 
the sale of $1,000,000 worth of bonds in England. 

At Edmonton, Alberta, the Edmonton North-Western 
Radial Railway Co. want to run an inter-urban railway 
from the city to Pembina River. 

Within the last few years a good deal of electrical equip- 
ment has been installed in Canadian mines; there is one, 
that of the Mountain Park Coal Co, situated about 200 
miles from E monton, which is operated entirely by electricity. 
Rather more than 500 H.P. of generating plant is now 
in use. ! 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. | 


G.E.C. Extensible Swing Brackets. 


THE GENERAL ELECTRICO Co, LTD., of 67, Qaeen Victoria 
Street, E C., have sent us particulars of two new brackets which 
they have introduced recently. The bracket illustrated in fig. 1, 
which is the subject of a patent (No. 15,607/13), hae an extension 
adjustable between 8 in. and 32 in., with a horizontal swivelling 
action within a semicircle ; the angle of reflsotion is adjustable, as 
shown by the wing nut provided. By means of the curved exten- 
sion of one of the arms of the lazy-tonge, the light oan be raised 
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Fid. 1.—Lazy-Tones EXTENSIBLE ВвАСКЕТ.. 
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to a fixed point 27 in. above the normal position. The fitting is 


made of polished brass, and is suitable for use in business offices, · 


drawing offices, &o. 

Fig. 2 shows a simple bracket (Patent No. 10,814/19), in which 
the horizontal arm is telescopio, giving a range for the lamp of 
from 24 in. to 42 in. By means of the wing nut connection for 
the lampholder and reflector the angle of reflection can be adjusted. 
The horizontal arm terminates in a tee-pieoe specially cut away 
in its lower half, so that the weight of the arm causes the 


Fig. 3.—TELESCOPIC EXTENSIBLE BRACKET. 


tee-piece to grip firmly the upright on which it slides. No binding 
screws are required, and the arm can be moved instantly up or 
down or swung round in a vertical plane. Generally one wall 
plate only is necessary, but if the up and cown travel desired is 
long, additional rigidity can be secured by the use of a top wall 
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plate. This bracket may also be used аз a fixed standard by 
changing the position of the base-plate, as shown in the illustra- 
tion. “Superlux” enamelled steel reflectors and Osram lamps are 
recommended for use with these brackets, 


Ironclad Distribution Fuseboards. 


MEssRS. SIEMENS BROTHERS & Co., LTD, Woolwich, have 
recently put on the market some fuseboards specially designed for 


power distribution purposes in large works where it is becoming 
general practice to use ordinary multicore lead-covered paper- 
insulated cables for motor and other circuits. 

These boards are designed with detachable trifurcating boxes, 
which can be fitted either above or below the board. Each main 
fuse-box is arranged for two three-phase circuits and forms with 
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Fig. 3.—IRONCLAD DISTRIBUTION FUSEBOARD. 


its bus-bar chamber and dividing boxes a complete unit. The bus- 
bar chamber ends are covered with plates, the special feature of 
this arrangement being that additional sections can be added to 
either end, and extensions made at any time, The bus-bars are of 
copper tube and are also easily extended. The fuses are of the 
Home Office porcelain shrouded type, and liberally designed for 
contact area. 

Details of these fuses are shown in the firm's catalogue No. 521, 
which will be sent on application. 


6 Presto ” Hand- Lamp. 


THE FULLER ACCUMULATOR Co., LTD., of Wick Lane, Bow, E., 
are placing on the market the Presto " electric hand-lamp, which 
we illustrate in fig 4, This lamp has a neat parabolic nickel- 
plated refi ctor and а bull’s-eye lens; and is fitted with a high 


Fic. 4.—Tyves or "PRESTO" HAND LAMP, 


efficiency metal-filament bulb, and attached by means of a swivel 
bracket to an ordinary dry cell or portable accumulator, as shown. 
A convenient carrying handle is provided, and a lamp switch at 
the back of the refl:ctor. Lamp and dry cell complete weigh 
5 ounces, 


Simplex Radiators. 


In a new electric heating list recently issued by МЕЗЅЕЗ, 
SIMPLEX CONDUITS, LTD, of 116, Charing Cross Road, W.C., a 
variety of luminous radiators and convectors is illustrated, the 


former having from one to sx lamps, Fig. 5 shows a handsome 
pattern in gilt brass. А special feature of these radiators is the 
wiring between the ewitcheg and the lampholder, which ig carritd 


Ес. 5.—SIMPLEX RADIATOR, 


to convenient screwed terminals in the base, The convectors 
operate cn the Simplex atrip system, the resistance ribbon being 
wound on mica plates, and the whole enclosed in a steel frame. 


LEGAL. 


SEEAR v. GENERAL ACCESSORIES Co., LTD. 


IN the Shoreditch County Court on Thursday, before his Honour 
Judge Cluer, a custom of the trade was pleaded by a plaintiff, under 
peculiar circumstances, The plaintiff was Eiwin Chas. Seear, 
trading as Messrs. Seear, Page & Co., London, E.C., agent for 
manufacturers of electrical accessories, and he sued the General 
Accessories Co., Ltd. London, E.C., manufacturers of electrical 
fittings, to recover £26 12e. 11d. 

Mr. Hicks, barrister, appeared for the plaintiff, and Mr. В.В. 
Barnes was counsel for the defence. | 

.COUNSEL explained that the order was for 100 gross 
of wooden blocks for electrical fittings, It was a custom 
of the trade to supply thes» in bags, when unfinished, but if 
finished in imitation walnut, teak, or white enamel, then they 
were in cases or boxes. Usually the unfinished sold at 5s, to. 5a. 6d. 
a gross, and the finished at from 78. to 78. 6d. At no time before the 
war were these sold at less than бе, a cross. finished, and therefore 
defendants could not have imagined them finished at 55 3d. 
& gross, А 

JUDGE CLUER said at the moment he could not agree with that 
contention, as plaintiff was anxious to sell, as he sent out a 
circular to that effect, and the defendant might reasonably think 
he had got a bargain. The original circular of the plaintiff had 
the word “unfinished” in it, but a bad copyist had left that out. 
That might have been a mistake, but, taking himself ae an 
example, he should have expected to get the finished article. 

‚Мв. Hicks: My contention іе, that if the defendants had not 
known positively at the time that they were unfinished they would 
have asked the colour. A to the circular, I know I have to atand 
by it, but bags are invoiced. I rely on that as a custom of the 
trade, and because no one in the trade would dream of getting 
the fiaished article at 5s. 3d., the price of these. 

JUDGE.CLUER said they were called Rund, recessed wood 
blocks.“ and in law that meant the finished article. What surprised 
him was that when a blunder had been made by a clerk the 
plaintiff chose to go to law about the matter. 

PLAINTIFF, in his evidence, said that he had never sold at such 
a price as 5. 31. | 

JUDGE CLUER said it was clear that a mistake had been made, and 
he would have taken them for fiaished himself. His verdict would 
ba for the defendants, with costs. : 

The costs of expert witnesses, in the electrical trade, who were to 
have been called to prove the custom of the trade, were allowed to 
the defendants. 


BRITISH THOMSON-HovsTON Co., LTD., r. DURAM, LTD. 


In the Court. of Appeal on February 4th, before Lords Justices 
Buckley and Pickford, the hearing of the plaintiffs’ interlocutory 
appeal in this pending action against an order of Mr. Justice 
Neville for discovery took place. In the action the plaintiffs claim 
an injunction restraining the defendanta or their servants from 
infringing the plaintiffs’ Letters Patent No. 21,5137 of 1906, and 
No. 17,722 of 1911; damages, or at plaintiffs’ option, an account of 
profits, and the delivery up of articles or things made in infringe- 
ment of the lettera patent. The plaintiffs olaim to be the regis- 
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tered legal owners of the letters patent for an invention of pro- 
cemos and apparatus for the treatment of metallic tungsten and 
for the m mufacture of electric lamp filaments therefrom, and 
also of Letters Patent No. 17,722, granted to John Thomas Henry 
Dempster for improvements in methods of wire drawing. 

: The defendants do not admit that the plaintiffs are the registered 
legal owners of the letters patent in question. The defendants, 
under Sec. 25, Sub-Seo. 2 (b) of the Patents and Designs Act, 1907, 
rely аз а defence upon the fact that all the processes and manu- 
factures described and claimed in the specifications filed on applica- 
tion for the Letters Patent 21,513“, 1906, are, and have since the 
date of the letters patent been, carried on mainly outside the 
United Kingdom—that is to вау, in the United S‘ates of America 
by the General Electric Co., of Schenectady, in the State of New 
York; by the Westinghouse Electric and Manufacturing Co., of 
Pittsburg, in the State of Pennsylvania ; by the Franklin Electrio 
Manufacturing C»., of Hartford, in the State of Connecticut ; in 
Germany, by the Allgemeine Elektricitäts Gesellschaft, of Berlin; 
by Siemens & Halske Aktien Gesellschaft G.m.b.H., of Berlin ; and 
by the Deutsche Gasgliiglicht Aktien Gesellschaft, of Berlin; and 
in Holland by the Pailips Metallic Glow-Lamp Works, Ltd., of 
Bindhoven. 

Ма. WALTEB, К O,, for the appellants, said the point raised was 
a very important one. The plaintiffs could not be attacked 
through people over whom they had no control His c'ienta knew 
nothing about the firms mentioned by the defendants, and had no 
means of awcertaining anything about them. The order made by 
the Controller that a patent must be proved to have been mainly 
or exclusively used abroad, was not suffisient. The order of Mr. 
Justice Neville meant that the whole of his clients’ branches 
relating to their manufactures were to be open to rival traders. 

Logn JUsTICE BUCKLEY: Do you go so far as to say that a 
defendant, before he can have a general order for discovery, must 
call witnesses to make out a primá facie case as to the manu- 
factures abroad ? 

Mr. WALTER said he did, and that was what Mr. Jastice Parker 
had held. No one was entitled to have a roving permission to 
inquire into a man's affairs. 

Іовр JUSTICE PICKFORD: You must base. your appeal on the 
ground of oppression. 

Mz. WALTER said he did. A general order for discovery was 
far too wide. The order should be limited or restricted. 

Mz. T. TERRELL, K.O., for the respondents, submitted that the 
order was a proper one and was necessary for his clients to 
prepare their defence. 

Іовр JosTiCcE BUCKLEY said there appeared to be two 
actions, Оле was for the infringement of a patent; the other 
was ceu business had been done in this country and other 
coun i 

Mr. TERRELL said they could not be called two actions. He did 
not ask that the plaintiffs should disclose all their books. What 
he wanted was the disclosure of any documents in their possession 
showing what they manufactured in this country, and how much 
they imported from abroad. Нз added: We know what we are 
fighting about. The plaintiffs have been importing these gocds 
and not manufacturing them. 

Ма, WALTER: So you say. 

Мв. TERRELL: I have a right to make that statement. 
ask for the names and addresses oftheir customers. 
covery be limited to quantities. 
covery is oppressive in every case. 

Іовр JUSTICE BUCKLEY said the defence as to foreign manu- 
factures was in the nature of a counterclaim. I: was surely more 
than a mere defence. 

Мв TERRELL: It is a defence the Legislature thinks should be 
allowed in the public intereste. | 

Мв. WA LTER declared that the defendants’ interrogatories were 

ing orses. Perhaps he would have to apply for discovery to 
ascertain the extent of the defendants’ trade. 

Мв. TERRELL: I will give you that now. I вау the number 
you manu facture in England is infinitesimal compared with the 
quantity imported. | 

LogD JUSTICE BUCKLEY asked if an order for discovery as to 
what the plaintiffs directly or indirectly imported, and what they 


I do not 
Lt the dis- 
If that is oppressive, then dis- 


themselves manufactu гей, would be agreed to. 


M& WALTER objected. 

Logp JcsTice BUCKLEY, after further argument, said that, in his 
opinion, the two matters in dispute were totally different and dis- 
tinct. Оле arose merely in an ordinary action for infringement ; 


. the other was very different, raising & point as to foreign manu- 


factures, The latter was a defence that might succeed, notwith- 
etanding that the patent was & perfectly valid one. because the 
defendants said that under the S‘atute the plaintiffs were not 
entitled to any relief. The defendants claimed that they could 
not be proceeded against successfully if they could show that the 
patented article was manufactured, or its manufacture was 
carried on, mainly or exclusively, outside the United Kingdom. 
The question, he thought, was: how far the order for discovery 
should go; there were alternative courses which might be sug- 
gested, but he did not think they would be convenient. He con- 
sidered that a modified order would meet the case. There would, 
therefore, be an order for discovery of all documents in the pos- 
session or power of the plaintiffs in the usual form relating to al 
goods imported directly or indirectly by the plaintiffs from the 
firms and companies mentioned ; and discovery of all documents 
in the possession or power of the plaintiffs showing the amount of 
manufactures of the plaintiffs in this country, but in all cases 
Without disclosing the names of customers. That, said his Lord- 
ship, could not be called oppressive. Lord Justice Pickford 
concurred. 
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ELECTRICAL VACUUM CLEANERS’ INFRINGEMENT ACTION FAILS 
Мв. JUSTICE WARBINGTON, in the Chancery Division on Thursday 
February 4th, gave judgment in an action brought by G. Scammell 
and Nephew, L*d. Fashion Street, Spitalfields, against the Gals- 
worthy '" Otóvacum Oo., Ltd. Newman Street, W., and the S:urte- 
vant Engineering Co., Ltd. Queen Victoria Street, E.C., for an injunc- 
tion to restrain the defendants from infringing plaintiffs’ trade mark 
" Otovacum," and from passing off defendants’ electrical turbine 
vacuu n cleaners as the plaintiffs’ goods. 
. The defendants denied the allegations. The Galsworthy Co. 
gaid that the right to use the word “ Otovacum " as part of their 
title, and also the right to sell Otovacum " cleaners, was trang- 
ferred to them by the original company, and o»nsequently they 
were entitled to say that they could get such o!caners made 
5 the Sturtevant Co. so long as they told their customers that 

act. ! vog. cj E 

His LORDSHIP said the answer to the plaintiffs’ claim that their 
trade mark had been infringed was that they were not entitled to 
the trade mark at all, because the company in whose name it was 
registered never transferred or assigned it. The Sturtevant Co. had 
Gontended that they had acquired the right to make the cleaners 
for the Galsworthy Co., and he thought that was во. Ав to the 
claim of passing off.“ his Lordehip said that passing off meant 
repreeenting to & person that the goods one was going to sell were 
the goods of somebody else. Sush a claim in the present case 
broke down. The first defendants were entitled to use the word 
"Otovacum" in their title, and the action was dismissed with . 
costs. | N 


STOLZ ELECTROPHONE Co. (1913), LTD. 


. In the Chancery Division last week Mr. Justice Eve heard an action 


taken by Mr. W. H. Adams, claiming a declaration that a pro- 
spectus of the above company, issued in Jane, 1913, cuntained 
mis-statements of material facte by which he was induced to sub- 
goribe for 400 £1 shares. After several days’ hearing his Lord- 
ship, who deacribed the case as a deplorable one, gave jadgment 
for the plaintiff for £300, with interest and costs. 


THE RONTGEN SOCIETY. 


AT the meeting of the Ronrcen Society on February 2nd, a 
paper was read by Mr. Sipney Russ, D.Sc., on some measure- 
ments of radiation he has been conducting on the new Coolidge 
and other X-ray tubes in clinical use. Mr. Russ was appointed 
by the Dosage Committee of the Society to find out whether 
the radiation emitted from X-ray tubes running at the same. 
spark gap in various London hospitals was essentially similar 
and to what extent any differences were important. Several 
electroscopic measurements were made, and while two out of 
the four tubes examined were similar in the character of 
radiation emitted, the others were wholly dissimilar from each 
other and from the other two. The reason for the large differ- 
ences was not apparent, but Mr. Russ suggested as worthy of 
note, without putting it forward as a satisfactory explanation, 
that of the two bulbs showing the widest variations, one Was 
fitted with a light anode which soon became red hot, and the 
other had a heavy anode, which was kept cool by a metal 
radiator. The radiation from the former was very soft, and 
from the latter very hard. The Coolidge tube, which is a new 
departure in X-ray tube construction, owing to its high degree 
of exhaustion and to the fact that its cathode consists of a 
tungsten spiral which is raised to a white heat by means of a 
current from a few storage cells, has proved, according to the 
experiments of Dr. Russ, to have radiation of a heterogeneous 
character, and to show variation in character, but not consider- 
able. with апу alteration of the heating current. The yield of 
X-ravs with this tube was largely increased by a small increase 
in the heating current, and this increase was relatively larger 
in the © hard " than in the “soft” radiation. 

In the course of the discussion, Professor A. W. PonTER 
suggested that possibly the dilference between the results with 
regard to the homogeneity of the rays emitted by this parti- 
cular Coolid;e tube and the results published by Mr. Coolidge 
himself might be due to the fact that the tubes which were 
being put on the market commercially in this country had not 
had the air so thoroughly removed as Mr. Coolidge removed it. 

Dr. Finzi, giving his personal experiences of the tube, said 
that if only care were taken to have a current of air round the 
tube enormous currents could be passed through it without 
dangerously overheating the glass. 

Mr. Drppeun, referring to some experiments which Dr. Russ 
had made, utilising selenium as a basis for the measurement 
of X-ray energy, said that he had been surprised to learn that 
anybody had produced selenium which was definite in action, 
Ile had himself spent a great deal of, time in trying to find 
glenium Which was definite in action, but it always varied. 
Ordinary selenium, he found, varied in resistance from усаг 
to vear. and finally gave up work. 

Mr. Russ said in reply that the seleninm he had used had 
been registering for a few months, but this was not very long 
to go, and he was anxious to see how its resistance did vary 


with time. 
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THE ENGINEERING TRADE AND 
THE PRESS. 


Тнв Engineers’ Club of Manchester recently debated the above 
subject. The matter was opened by Mr. Frank NASMITB, 
editor of the Teztile Recorder, and an abstract of his remarks 
appears below. Я 

After demonstrating the difference between the daily and 
technical Press in their relation to the trade, Mr. NasMITH 
said that the total number of technical trade journals pub- 
lished regularly during 1914 dealing wholly or partly with the 
engineering industries was 97; of electrical journals alone 
there were published no less than 920, & considerable propor- 
tion of the whole. The list given includes trade journals 
published in relation to such branches of the industry as are 
concerned in buildings, railways, general engineering, gaa 
engineering, ironmongers, mining, textile and timber. 1t will, 
hewever, be gathered from the figures given that the engineer- 
ing industries are well catered for as regards technical litera- 
ture, and when one adds to the foregoing the occasional pages 
- and ее our better class daily papers, it will be 
gathered that much information of a varying degree as regards 
value is published throughout the year. 

Now, as regards the value of a technical trade journal to the 
engineering industry. The following leading heads may, it is 
thought, be said to cover the field: 

1. The diffusion of knowledge. 

2. Record of interesting events, changes, etc. 

3. The direction of public opinion. 

4. Means of advertising new methods and machinery. 

5. The ventilation of grievances. 

6. Source of information in query form. 


Dealing with the different heads the technical trade Press 
provides the only means for publishing certain matter which 
otherwise would never be placed on record. The advertiser— 
whom some of us pretend to ignore, but without whom we can- 
not live—does not only get the presentation of his advertise- 

ment to a large body of directly interested people among whom 

are 8 number of potential buyers, but he also helps to carry on 
& noble educative work, and is therefore a philanthropist in 
disguise. А 

The successful journal as a rule enjoys а wide circulation, 

and in many cases a much wider reading public. The assiduity 
with which some members of the Club scanned the new 
contracts and invitations to tender columns of technical 
trade journals was referred to. At the same time, it 
must be agreed that a deal of matter which would otherwise 
remain unpublished is distributed to the right quarters by 
our technical trade Press. Information on all topics relative 
to the engineering trade, critical and analytical articles by 
experts, descriptive matter about new plant and undertakings, 
abstracts of the more important patents, innumerable notes, 
etc., etc., all go to make up the weekly or monthly issue of 
the standard engineering journals. The technical Press ex- 
tending, as it dces, now over many years. forms a record of 
engineering progress of a quite invaluable kind. Even a hasty 
perusal of the pictures alone in the back numbers of some of 
our leading journals will demonstrate the rapid strides we 
have made and the way we have reached our present advanced 
position. As a means of reference old volumes of engineering 
journals should be more frequently consulted, and if they 
were it would be found that many so-called new ideas were 
tried—and often discarded—years ago. In patent actions the 
engineering journal often plays an important part, and cases 
have been lost through a careful perusal of early issues. 
, As a means of bringing before potential buyers new ideas 
in machinery, the technica] trade Press is pre-eminent. The 
engineering editor of the daily Press in the main holds himself 
aloof from the mere descriptive matter relative to a new 
machine, which usually finds a ready place in the pages of the 
majority of our technical trade Press. He—the daily Press 
expert—is precluded from mentioning the maker's name, and 
naturally the maker, looking for a little cheap adver- 
tisement, cannot see the value of a description without his 
name attached to it. At the same time, one cannot but think 
harshly of those journals which publish what are technically 
known as puffs.“ Unless the new or the improved machine 
possesses novel features, a description of which will interest 
and educate the reader, an editor should not be asked to 
insert a notice. A practice which I have always deprecated 
and looked upon with disgust is for the literary matter to 
follow the advertising, or, to put it in plainer words. for the 
advertising canvasser to dictate what the editor shall insert. 
The better class journals would rather lose advertisernents 
than pursue such a practice. To come back to our particular 
head. It will be generally conceded that the technical trade 
Press do provide the potential buyer with information relative 
to new machinery and enable him to keep abreast of times 
which are often extremely rapid. 

The technical trade Press, especially where journals have 
been established for a number of years, has at its command 
a remarkable fund of information, and as this is at the com- 
mand of enquirers, it performs a very useful work as a technical 
information bureau. 

“There is one thing the technical trade Press suffers from— 
and unfortunately, from our point of view, it is growing— 
that is what I may term subsidised competition. It is no use 


burking the fact that we all live by our advertisement revenue, 
and although it can be clearly proved that a well established 
journal gives good value for the money paid for aévertising 
space, the fact remains that firms support Association journals 
that have a comparatively small circulation. Such journals 
publish—in the great majority of cases—only reprints of papers 
and do not give the great mass of useful and general informa- 
tion contained in the high-class technical trade journal. Now 
firms only set aside & certain sum yearly for advertising pur- 
poses, and if these subsidised journals get a share there is 
naturally less for the independent self-supporting journals. In 
а way such competition is unfair, and in my opinion no journal 
should be published by any parties who are directly concerned 
in the trade amongst which it circulates.“ 


CORRESPONDENCE. 


Le!ters received by us after 5 P M. ON TUESDAY cannot appear until 
the following week. Currespondenta should forward their commusi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our poss asion, 


The British and Overseas Trade. 


The long and interesting letter from the New Zealand corres- 
pondent in your current issue commends itself to me particu- 
larly as it endorses, almost word for word, my letters on the 
same subject which you were so good as to publish from Sep- 
tember 7th last and onward. 

It has occurred to me that if the Colonials care to bother 
with the matter (for the last time, perhaps), a final shot 
might be made at our home manufacturers by important 
Colonial buyers, after due consideration, issuing a declaration 
as to what British firms must do and conform to in order to 
retain a fair share of Colonial business. Make the declaration 
mandatory and very definite in tone, and give the Britisher, 
say, one i from the close of the war to speed-up, get effi 
cient and modernise. The Press (both technical and lay) 
would, I feel sure, give the matter wide publicity here, and the 
importance of the movement might be further driven home 
by pointing out that Canadians have largely gone over to 
American and German goods (the latter, of course, before the 
war), and Australia in due course will, as things are going, be 
forced to do the same. The Colonials would have to avoid 
making the declaration through any of the big trade associa- 
tions here, as these strange organisations seem to be taken up 
with proceedings which are the negation of the most embryonic 
intelligence, or if they miss this development they are so 
slow that they only figure as useless and costly babblers. 
What are needed in respect to the overseas business are actions 
which correspond to assertions. 

I would like to add that the much appreciated space which 
you afforded some of us for the discussion of '' Advertising and 
Character received a very "wide publicity apart from your 
influential journal, as the opening of the subject was alluded 
to in The Advertising World for January, while the Adver- 
tisers’ Weekly for January 23rd reproduced the major part of 
my letter from your issue of the 8th, adding a favourable 
editorial comment. As I know from much experience what ап 
important part genuine publicity work plays in the opening up 


-and development of overseas trade, I may be excused for this 


apparent digression. 
Arthur Mallord Turner. 
London, S.W., February 8th, 1915. 


Electricity Supply on the Large Scale. 


I have perused with interest your leading article on tbe 
lecture by Mr. Charles H. Merz to the students of the Institu- 
tion of Electrical Engineers, in your issue of February 5th. 

If it is a fact that the inter-connection of large adjoining 
areas for the purpose of supplying electricity is '' essential to 
reliability combined with economy," the economy is not appar- 
ent to the shareholders of the companies operating on the 
North-East Coast, with which Mr. Merz is closely identified. 
The commercial results after eight years’ working of one oí 
these groups of businesses are not & penny dividend to the 
ordinary shareholders, plus £58,000 arrears of preference divi- 
dend, besides a loss of some hundreds of thousands written off 
capital account in 1910. It is unfair to your readers that you 
should give an impression of successful development that has 
not been achieved, so far as the North-East Coast supply of 
electricity in the Cleveland and Durham area is concerned. 

The group of electric power companies operating on the 
North-East Coast exercise large Parliamentary powers, but 
they evade Parliamentary obligations regarding the publica- 
tion of statisties. If these companies would frankly publish. 
as all the London electric supply companies and all municipal 
electrical authorities do, their statistics as to working costs 
per unit, price received, total units sold, etc., it would be 
more useful to the consumer, the investor, and the general 
public. whom the Elestric Lighting Acts were meant to pre- 
tect, than any startling figures Mr. Merz may give to a meet- 
ing of students when there are no means of verifying the 
stutements made. 
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Could Mr. Merz explain why the results of. the Cleveland 
and Durham group of power companies have been so disastrous 
to the shareholders under the waste-heat scheme and the 
inter-connection of large areas, and why the profits have been 
во very far short of the profits which were estimated to accrue 
without waste-heat? ; 

The success of any particular system of development of an 
electricity supply undertaking and the reliability of its service 
to the public cannot be assured by any logical process that 
leaves out of account the question of commercial result and 
financial stability. In fairness to your readers I ask the 
insertion of this letter in your journal. : 


Andrew Gemmell 
| (A Shareholder). 
Ovingham-on-Tyne, February 8th, 1915. 


А.С. v. D.C. for Lighting. 


I have great pleasure in replying to Mr, Hall and to Mr. 
Wardle regarding the question of А.С. versus D.C. for lighting. 
I note their comments to my letter on this matter in your 
issue of February oth. 
Mr. Hall states that the source of supply does not de- 
tennine the number of live wires which one has to con- 
tend with, say, from & distribution panel or box. There is a 
ocnsiderable difference between a three-phase distribution 
panel and & three-wire D.C. panel, which he will probably 
find out for himself at some future time if he comes to deal 
with the sources of supply I have mentioned. 

He seems to be under the impression that an earth return 
means a return by earth itself, as, for instance, in magneto, 
or battery call, telephone earthing; such, however, is not the 
case in lighting or power work, in which the return con- 
ductor must be insulated if carrying above five amperes, 
B. O. T. regulations. The fact that he is under this im pression 
is verified in his statement, that if an earth return is used, 
which is rather unsatisfactory (he here makes no mention of 
the three-wire D.C. system) the low-voltage alternating current 
would be less troublesome than the D.c. current of electrolytic 
propensities, 

„Regarding the cost of installation of electric lighting, Mr. 
Hall will some day have the fact brought home to him, perhaps 
rather unpolitely, that cable costs money. No matter how 
small the installation may be, the firm who employ him 
expect him to use discretion in the matter of cable. With 
due regard to mechanical strength of cables, this point is 
governed by the method of wiring adopted, and only in such 
places where tis cables are exposed, and liable to be much 
bandled, or repeatedly moved about whilst loaded with cur- 
rent, need the question of mechanical strength be taken into 
consideration. In ship repair work, or on large plant work 
where temporary cables are slung about anyhow and regarded 
more or less as so many ropes, the doubling of the ampereage 
by the halving of the voltage is a serious point Which must 
nct be overlooked when taking into account their selection, 
having regard to capacity and strength. 

I wonder what gave Mr. Hall the impression that my experi- 
ence had been with the older squirted filament lamps, and not 
with the modern tungsten drawn-wire lamps also. I can 
assure him that I remember tbe introduction of both types of 
wire lump, and have used a few of each during past years. 
I certainly did not say in my letter of the 29th ау that 
the drawn-wire lamps were extremely fragile. 

He seems to be under the impression that the filament of 
the 110-volt ашр is of а greater diameter than that of the 
20 to 20-volt lamp. During my experience I have not 
noticed any difference in the size of the filament in the respec- 
tive lamps I have Just mentioned. I paid particular attention 
to this point whilst inspecting the construction of. drawn-wire 
lamps at our largest lamp works in London about a month 
ago. Traction or supported-filament lamps are made in any 
voltage as required. The thickness of the filament is only 
increased as the candle-power is raised and the size of the 
bulb enlarged. I was unaware that I had attempted any 

edging in my letter, and, although I mentioned accumulator 
charging as being in favour of D.c. supply, I did not expect it 
to be made a point of argument by Mr. Hall. 
will tell us what he means by the phrase general handiness 
lor lighting purposes."' 

It is, of course, only natural that electricity supply com- 
panies, for whom I take it our friend is working, should 
endeavour to push a.c. lighting. Most Corporations now 


generate high-tension three-phase current which is transmitted ` 


lo the outlying sub-stations to be converted to working pres- 
sures for local distribution. Apart from the expense of run- 
ning rotary converters to obtain D,C., there is the difficulty of 
Penerating H.T., D.C. Static transformer losses are very small, 
hence the advent of А.С. supply for lighting and power. Experi- 
ence with both classes of current enables me to speak with 
sorne slight knowledge of their respective merits. 

‚Ке Mr. Wardle. I am pleased to say that I quite agree with 
him as to the feasibility of the bonded earth return of the a.c. 
habting circuit. Seeing, however, that the sheathing whilst 
earrying current in a wet position may come in contact with 
a better earth than that provided already, a leakage may 
easily lend to a serious fire without any means of breaking 
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` a severe burn out. 


Perhaps he : 


the arc. If, however, the fourth or earth wire be also insu- 


‘lated the danger is lessened accordingly. 


y Е 
The system of supply mentioned by Mr. Wardle means that 
instead of the supply being across two phases of a three-phase 
transformer; he 1s across one phase only and one earth 
conductor, which eventually terminates at the centre of the 
star connections of a three-phase alternator stator. As the 
B. O. T. regulations compel the supply company to insulate the 
earth conductor of the mains leading up to a building, it 
scems irange that they should overlook the bare sheathing 
return which, if ruptured, would cause an arc and probably 
f should fancy this is a point for insurance 
people to deal with. It is evident tbat you could not use 
such a system for power or heavy lighting circuits above five 
amperes. Private plant power and lighting is always across 
two phases, and not one phase and earth. At least, this has 
been my experience personally, and also what I have noticed 
on other plants. | — 
Hoping that Mr. Wardle will treat my reply to him in the 
same spirit as I have received his, and that my letter may 
be instructive to other readers of the '' E.R.” i 


Henry Fowler, 


Electrician-in- Charge. 
Liverpool, February 6th, 1915. 


Street Lamps in Chicago. 


In the October 9th, 1914, issue of the ELECTRICAL REVIEW 
(London), page 504, under the heading '' Notes," there was an 
abstract of an article in the Electrical Review and Western 
Electrician (U. S. A.), entitled Half-Watt Street Lamps From 
Chicago." I wish to call your attention to а serious error in 
this abstract. In the last paragraph, a statement is made as 
follows :— 

The arc lamps which are to be терсе] are 450-watt flame 
type arcs numbering some 10,000 which were adopted as 
standard rather more than two years аро.” 

If you will refer to the last paragraph on page 512 of the 
original article in the Electrical Review and Western Elec- 
trician on September 12th, 1914, you will note that the gas- 
filled lamps (so-called half-watt lamps) are to replace 10- 
ampere direct-current open arcs and 7-ampere alternating- 
current enclosed arcs, the enclosed flame arcs remaining as 
installed. Such errors are inexcusable. | 


8. C. Rogers, | 
Arc Lamp Eng. Dept., G. E.C. 


West Lynn, Mass., January 9th, 1915. 


- 


(We may remind our correspondent that a sentence simul- 
taneously appeared in the leading columns of our contempor- 
ary, which reads as follows :—'' The most striking feature of 
the Chicago installation with the new 300-watt lamps is that 
they will be used as a standard unit in place of the 450-watt 
flame arcs that were adopted a little over two years ago and of 
which some 10,000 have been put in service." The article in 
question set forth the merits of the 600-c.P. half-watt lamp as 
against those of the flame arc, describing. experiments carried 
out in Chicago to the advantage of the former; we regret that 
the paragraph quoted by Mr. Rogers was overlooked, but in 
view of the strong editorial comment of our contemporary 
which we reproduce above, and the tenor of the whole article - 
up to the last paragraph, we feel that our impression was not 
unjustifiable.—Ebps. ELEC. Rev.] 


The City and Guilds Exams. 


I have had my attention called to the fact that the City and 
Guilds of London Institute, in its examination papers on 
electrical engineering, is still asking questions of this type:— 

You have N cells, each with an electromotive force of e 
volts and а resistance of т ohms. How would you arrange 
them, S in series and N/S in parallel, so as to make them 
send their greatest possible current through an external resist- 
ance of X ohms? 

And, as the rule taught even in the latest text books could 
only give a correct answer by accident, perhaps you will allow 
me to state the following very easy rule of my own, which is 
demonstrably good for every case :— 

Let A be a smaller number than B. Then S = A will give 
a smaller current than S = B, if AB is smaller than Nx / т; 
but not otherwise. 

If your readers will try this with N = 14, X = 1.4 and r 
= 1, they will find that it gives them the right grouping with 
even less trouble than the usual rule gives them the wrong 
one, and that the increase of current with my rule is over 
20 per cent. | 

For a demonstration that my rule must hold good in every 
case, I must refer your readers to my pamphlet on the Group- 
ing of Electric Cells. , 


E W. F. Dunton. 
Newcastle-on-Tyne, February 4th, 1916. 
E 
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Electric Lighting. Authorities and the Law of Rating. 


1 have read with much interest the recent article in your 
columns on ~ Electric Lighting Authorities and the Law of 
Rating." с | | u | | | 

Your contributor states the matter fairly clearly except in 
regard to the portion referred to as tenant's share." Не 
explains what this item means, but adds that it would not, 
of course, include the value of the boilers, engines, dynamos 
or other tixed machinery at the central station,” and I cannot 
trace throughout the figures that any percentage whatever 1s 
taken in regard to capital cost involved in the works. I was 
always under the impression that some percentage of the 
capital cost involved was allowed, the amount varying, with 
the age of the plant and the loan period. MENS db. 

I should be glad if your legal contributor could give a little 
more explanation on this point. | 

ies XE TEE . Fredk. W. Purse, ^ 
| ` | City Electrical Engineer, ' 
Carlisle, February: 2nd, 1915. | | 


The statement in the article referred. to that the tenant's 
share would not include "the value of the boilers, engines, 
dynamos or other fixed machinery at the central station“ waa 
founded upon the decision in R. v. Lee (1866), L. R. I. O. B., 241. 
According to Mr. Ryde in his “ Law of Rating,“ p. 279, that 
case decides that in arriving at tenant's capital, the hypo- 
thetical tenant must be supposed to provide all the necessary 
stock-in-trade, coals; tools, and loose machinery necessary for 
carrying on the business,. These include (in the case of a gas 
company) the meters placed on their customers! premises, but 
not the retorts, purifiers, steam engines (used.for driving 
machinery and fixed by screw-bolts), boilers or gasholders, all 
of which are valued as enhancing the value of the freehold." 

It is true, as stated by your correspondent, that no deduc- 
tion for the tenant’s capital is specifically mentioned, but it is 
included in the item Tenant's share 174 per cent. on £51,000." 
referred to in the table of figures headed : '' Ascertaininent of 
Rateable Value," which, appeared in the article. According 
to Mr. Ryde (loc. cit. p. 280) The hypothetical tenant must 
also provide sufficient capital to carry on the business until he 
receives enough money from that business to incet the current 
working expenses including (inter alia) the rates.” 

As to there being any deduction on account of '' capital cost,” 
I do not know of any such deduction being allowed. 


The Writer of the Article. 


The Acquisition of Enemy Patent Rights. 


A very interesting aspect of the relative trades of the United 
Kingdom and enemy countries is offered by the statistics of 
firms or individuals to whom British patents have been granted 
jn recent years. In 1911, for instance, out of the 17,164 fully 
granted British. patents of that year, it is surprising to see 
that 2,850 were pranted to residents of Germany, and 325 to 
residents of Austria. Nearly a fifth. of the patents of the 
United Kingdom have in recent years been passing into the 
hands of enemies. А 

In many cases the articles or processes controlled by these 
enemy. patents are manufactured or carried on mainly or 
exclusively abroad, the British patents being used merely for 
the purpose of closing the English market to persons other 
than the patentee. | | 

In 1907, а strenuous effort was made to compel foreigners 
to manufacture in this country the articles protected by their 
British patents. As you are aware, the law was to the effect 
that anyone could apply for the revocation of the patent on 
the ground that the patented articles were being manufactured 
mainly or exclusively abroad. This effort has not by any 
means given the results which had been desired. It is sur- 
prising to find that throughout the four years next subsequent 
to the commencement of this law, i.e.. until December, 1911, 
only 81 applications for revocation were lodged. Out of these, 
42 applications were abandoned or dropped owing to expiry 
of the patents. On the whole, during the period referred to, 
there were only some five patents per annuin, actually revoked 
for non-compliance with the law. Ес | 

Upon the commencement of war, new and practically un- 
precedented conditions arose. It became substantially a 
physical impossibility for the German patentces to continue to 
import their patented articles into this country, and in the 
large number of cases in which no British manufacture had 
been commenced, British subjects were wholly unable to 
obtain these articles, and they were, furthermore, unable to 
manufacture, as the patents still in fact existed and remained 
the property of the enemy proprietors. 

An emergency law was, as you are aware, very soon intro- 


duced, the result of which now is that any British manufac- . 


turer can apply to the Board of Trade for the right to manu- 
facture under any enemy. patent. The right is granted in the 
form of a personal licence, and it is now definitelv established 
that the British manufacturer will not be deprived of his right 
to manufacture upon the termination of hostilities. 

That the emergeney law is of far greater value than the 1907 
law is proved by the fact that throughout the past few months 
of war, and notwithstanding the adverse circumstances exist- 
Ing as a result of the war, there have been 248 applications for 
this right to manufacture, as compared with the 81 applica- 
tions which were made throughout the four years following 
the introduction of the 1907 Jaw. | 


An obvious reason for the enhanced value of the emergency 
law is that it confers a certain degree of monopoly in favour, 
of the one applying for the right to manufacture. The entire 
revocation of the patent, as in the practice under the 1907 law, 
has the disadvantage that the applicant for revocation, after 
having gone to the trouble and expense of his application, is, 
when he succeeds, placed only upon the same footing as all 
other manufacturers in the country. Such other manufac- 
turers are vested with an equal right to manufacture without 
having contributed to the trouble and expense involved in 
nullifying the patent. | 

Having, therefore, in view the merits and advantages of 
the emergency law, and having in view also the large nunibers 
of valuable enemy patents which are in our midst, it appears 
eminently desirable that no time should be lost in taking all 
possible advantage of the facilities which are offered, as, winle 
the benefits conferred during war will continue to exist after 
the expiration of hostilities, the opportunity of obtaining them 
is of duration substantially limited to the period of war. 


Lewis Wm. Goold, F. C. I. P. A. 
Birmingham, February 6th, 1915. 


Consulting “ Engineers.“ 


It is curious to note, in most large towns, certain individuals 
who rent a small office,-fix a brass plate, lay in a stock of 
stationery, and open out as full-blown consulting engineers. 

‚ One such gentleman we have in mind who obtained his 
engineering training in the manufacture of artificial teeth. 
Another one was formerly a draper, and so on with ether 
instances that might be quoted. 

The most surprising thing is that these persons are occa- 
sionally employed by large firms, who, one would naturally 
expect, would look more closely into the qualifications of those 
to Whom they entrusted their work. 

| | Delta, 


Februa ry Sth, 1915. 


WAR ITEMS. 


£4 


Copper Enough for Thirty Years!—JXt the quarterly meet- 
ing ot the Association ot German lronmasters, held at 
Dusseldorf on January 31, Dr. Schuster, the secretary, stated 
tiat when the stocks of copper in Germany were exhausted 
the Germans would seize everything made of copper in the 
parts of Belgium and France occupied by them. (By all 
accounts they have already been doing so for the past two 
months.) {ney would take electric wires, tehen utensils, 
fittings from sugar refineries and other industrial works— 
everything down to the very door-handles. After that, if 
necessary they would strip Germany of copper, and by 
taking the metal off the roots of public buildings and melting 
down their bronze monuments they would have enough to 
Jast them for thirty vears. Which reminds us that in the 
other Thirty Years’ War Gustavus Adolphus of Sweden thus 
addressed the silver statues of the Twelve Apostles he found 
in a church: Gentlemen, how is it you are standing here 
doing nothing? Don’t vou remember your Master ordered 
you to go about through the world?“ And he promptly 
melted them down and minted them into dollars.—‘‘ Iron- 
monger.” . | 

‘Employment of Belgian Engineers.—We read in the 
“ Times ” that during the last few weeks a large number of 
Relgian. engineers have been engaged at Messrs. Vickers’ 
works at Barrow. There has been a very big demand for 
engineers owing to the large Government orders for war 
purposes, and although a great many additional British 
workmen were taken on, the supply was insullicient. Ar- 
rangements Were therefore made to employ a small party of 
Belgians to begin with, and the experiment proved so satis- 
factory that others were sent for, and now 900 Belgians 
are employed by the firm. The greatest difficulty has been 
to find houses for the men. The engineers so far have 
shown themselves to be very efficient workmen, although 
many of them are now doing a class of work differing largely 
from that which they have been used to. They work very 
satisfactorily with their fellow British workmen, and аг. 
rangements are now being made to introduce Belgians at 
the works of the Furness Railway Company at Barrow. 

Board of Trade Assistance.—The Board of Trade continue 
to receive a very large number of enquiries for the names of 
sellers or buyers of articles of which the sources of supply 
or market have been interfered with bv the war. Special 
arrangements have been made in the Commercial Intelli- 
gence Beanch of the Board of Trade for dealing with these 
enquiries, and lists are prepared and circulated of articles 
which enquirers desire (a) to purchase, and (b) to sell, The 
eighth list is now ready, and may be obtained bv United 
Kingdom manufacturers and traders. British firms mter- 
ested in anv of the goods mentioned, either as buvers or 
sellers, should communicate with the Director of the Com- 
mercial Intelligence Branch of the Board of Trade, 73, 
Basinghall Street, London, E.C. 

Maximum Prices for Metals.—According to a U.S. Con- 
sular report, the German Federal Council has issued an order 
establishing maximum prices on copper, brass, and other 
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metals. The regulations became effective on December 14. 
The maximum prices are indicated in the table following, 
and are applicable to metals marketed withih the German 
Empire:— : 


| Price рег 

Metals. | ' 100 pounds. 
Refined copper ds MED ... E 4.45 
Scrap brass n e ida "NE 2 322 
Red brass (gunmetal)... sas к ... 3.88 
Aluminium . rii vem E Vis 21 
Nickel сё, е ids з wee ... 10.0 
Refined antimony Р dus ae . 3.32 
Tin ... ; i m ree © Bee | 


Trade in Belgium.—Everyone anticipates that when the 
war is over Belgian manufacturers and merchants will give 
preference to trade with the Allics, indeed, we have already 
had ample evidence to that effect. We are now informed 
that some influential Belgian business men have taken steps 
with a view to organising an office called ** For Commerce 
with the Allied Nations,’’ the temporary address of which is 
co London Chamber of Commerce, 97, Cannon Street, 
London, E.C. Its objects are to secure for well recom- 
mended and fully qualified Belgians the agency in Belgium 
of British firms, and to answer enquiries from Belgian firms 
who are desirous of replacing foreign goods by their English 
equivalents. Trade papers, catalogues, etc., are invited and 
they will be filed in order to give all possible assistance to 
enquirers. 

Anglo:Russian Commerce.—Reuter’s асем at Odessa 
(according to the Financial Times ") says that the local 
branch of the Anglo-Russian Chamber of Commerce, at a 
well-attended meeting, discussed the further development 
ot the commercial relations between the two countries. The 
present time was regarded as a very favourable moment, and 
it was decided to study questions of railway tariffs, and to 
rcorganise the Chamber, so that it may incorporate the great 
possible number of members of the British colony interested 
in trade and industry. The British Consul was elected as 
honorary member. | 

Swiss Aluminium.—According to a Schaffhausen news- 
paper, the French Government has placed under control of 
State officials the Marseilles branch of the Aluminium Indus- 
trv Co., of Neuhausen, Switzerland. A seizure of stocks 
has not taken place, as no aluminium is reported to have 
been found on the premises. It is assumed in, certain Ger- 
wan circles, who are interested in the Neuhausen Company, 

that the Swiss Federal Council will lodge a protest against 
the action taken by the French Government in regard to 
" the French branch of a Swiss undertaking." . 

Lamps for Malay States.—Bcfore the war the price of a 25 
c.p. tungsten lamp in Kuala Lumpur was never more than 
25. dd. The Board of Trade correspondent for the Feder- 
ated Malay States says that these lamps mostly came from 
Austria, some from the Netherlands, and some were not 
marked with country of origin. The Netherlands are now 
furnishing a supply at 3s. 64. each. It is suggested that 
British firms have not sufficiently realised the opportunity 
afforded by the war of gaining a footing in this market. 

Salary Advances to Men on Active Service.—The Tram- 
ways Committee of the Bradford Corporation have decided 
that as regards employés in the Tramways Department who 
are on active service with the Navy or Army, any advances 
oí wages falling due to them under scale shall accrue as 
usual, notwithstanding absence from work in the department. 

Personal.—Sapper Walter Fox, who is in the Naval Engi- 
neers of the Colonial Defence Corps at Singapore, was up to 
a few months ago an electrician in the employ of the Staly- 
bridge, Dukinfield, Hyde, and Mossley Joint Tramways and 
Electricity, Ltd. 

Private M. J. Fox, of the 4ih Middlesex Regiment, who 
was for six years employed in tig: Rochdale Corporation 
uamways department, has been awarded the Distinguished 
Conduct Medal for bravery in the field. 

Company Sergt.-Major Thos. Perkins, an employé in the 
Wigan tramways department, has received a commission as 
lieutenant and transport officer. 

Mr. Е. C. Locke, of the Anchor Cable Works, a well- 
krown athlete, has joined the Sportsmen’s Battalion. 

Private John Brand, of the 8th Royal Scots, who previous 
to the war was employed at the Dalkeith Electricity Station, 
made a valiant attempt to save his Captain. Brand dragged 
the officer, who was wounded, into safety, and after three 
hours’ crawling arrived at the British trenches. Unfortu- 
nately the officer expired. Brand has been in hospital suffer- 
ing from severe strain. 

We recently mentioned that Mr. S. W. Carty had resigned 
his. position as overhead superintendent with the Liverpool 
Corporation Tramways Department, and had obtained a 
commission in the Army Service Corps. We now learn that 
Mr. Carty has not resigned, and his position is being kept 
open for him by the Corporation. 

The following notice appeared in the ** London Gazette ” 
on Tuesday:— | 

Territorial Force.—London Electrical Engineers: The 
undermentioned Second Lieutenants to be Lieutenants (tem- 
porary). Dated January lst, 1915:— Thomas F. Middleton- 
Case, George R. Madge, Maurice G. Bland. 

Mr. Fred Middleton, electrical engineer, of Park Road, 


Hadfield, Glossop, has joined the 3rd Southdown Royal 
Sussex Regiment. 


BUSINESS NOTES. - 


Consular Notes, —TASMANIA.—AMachinery Trade.— 
Iu reviewing the machinery import trade of Tasmania for the first 
half of last year, the United States Consul at Hobart notes that 
in eleotrical plant and applianoes the bulk of the trade was supplied 
by Germany and the United States, despite the preferential tariff 


to Great Britain. The United States figured exceptionally in the 


importation of dynamos, but this trade is irregular, and it may be 
many years before Tasmania may again be in the market for such 


a large supply, whilst the considerable importe of general electrical - 


appliances are staple. It is in these latter lines that business 
should be developed. The United Kingdom made a strong showing 
in portable engines, and had appreciable success in motor-power 
machinery, sharing the latter line with the United States. Sweden 
provided about half the total importe in this class. On account of 
the rapid development of electric power in Tasmania, the sales of 
such machinery should show a gradual development. Present 
indications, the Consul says, point to a normal trade in all lines of 
machines and machinery except those for mining, which industry 
is stagnant on account of the low price of tin and the entire loss 
of & market for other producte. As was shown in our issue of 
February 5th, the tariff preference to British manufactured 
machinery has been increased. | 

THE RUSSIAN MABKET.—In the hope that the seed may 
possibly fali on fruitful ground, H.M. Consul-General at Moscow 
reiterates, in his recently issued report, the oft-told tale of British 
indifference to local requirements, of the “take or leave" attitude 
shown by the British manufacturer in many cases where the error 
of his ways is pointed out by the Consular officer, his own 
agent, or a prospective customer, all of whom, being on 
the spot, are much better qualified to judge of the requirements 
of the market, and the best policy to pursue to meet local and 
foreign competition. i i 

In Moscow, says the Consul, there is an opening for every class 
of British merchandise. Even with the high import duties in 
force British goods can compete in many cases with the locally- 
made and protected article by reason of their superiority, and the 
Rassian customer is quite willing to pay an enhanced price for the 
bset qualities, Meanwhile, on every side, one has seen German 
goods. An inquiry for an article of British manufacture will be 
met with an expression of regret that it is not saleable in Moscow, 
but a substitute has been forthooming, patently of German origin, 
which not seldom bears a description or name in English, generally 
misspelt, but, nevertheless, a subtle piece of flattery to the selling 
power of the British article, if it were only to be found on sale. 

In seeking business in Russia the Consul emphasises the import- 
ance of granting credit. Firms not willing to grant credit for four 
or six months after the receipt of goods had much better not attempt 
to enter this market, Their German and French competitors will at 
once offer such oredit as is desired, and the efforts of the British 
trader will be useless. The request for credit is no captious 
demand in Russia, but an essential corollary of a commerce carried 
on in a vast Empire in which railways are few, markets widely 
separated, and roads bad and often non-existent. The majority of 
the customers are peasants who can only pay on the realisation of 
the harvest, and the retail merchant must have credit to allow him 
to carry any stock. The great question does not, however, lie merely 
in the granting of credit, but to whom the credit is granted; and 
where British merchants and mannfacturers are at fault is that 
they will often grant credit where none should be given, and when 
once bitten refuse it where it should be granted freely. This state 
of affairs is due to the imperfect knowledge of Russian conditions, 


and can only be rectified by the intimate personal knowledge which 


can be gained by frequent visits of. principals or travellers to this 
country. | 
An instance of how not to grant credit may be taken from the 
following case:—A British firm, wishing to enter this market, 
applied to the Consulate at Moscow for information as to the 
standing of an agent who had been recommended tothem. Though 
it was known in the Consulate that the agent bore no good reputa- 
tion, farther inquiries were at once set on foot, which not only 
confirmed the previous information, but rendered it imperative to 
warn the British firm most strongly against the man. Disregard- 
ing the Consular advice, on the strength of a banker’s recommen- 
dation the man received the agency. Within six months the 
British firm lost many thousands of pounds, and have applied to 
the Consulate to assist them to collect what is due to them. 
British manufacturers and merchante must aleo remember that 
іп a great trading and manufacturing centre like Moscow, there 
are many of their fellow-countrymen who by their foresight and 
adventurous spirit have-not only traded with, but established 
factories in, the district, and whose intereste have to be as much 
consulted as those of any other British subject. Many of these 
are men of substance and buy for their own account from the 
United Kingdom, but there are also numbers of others who, though 
not іп a ffl uent circumstances, are anxious and willing to under: 
take agencies, These men are generally thoroughly conversant 
with Russian customs and requirements, and speaking Russian 
themselves would be most useful to British firms. In order to 
employ such men it is generally advisable to make some advance 
or to supply a stock free of charge, and any expenditure thus 
incurred is generally compensated for by the extra reliability and 
commercial integrity of such persons as compared with those of 
another race. | D E. s 
ITALY.—Gorernment Contracts.—The United States Consul at 
Rome has been actively investigating the openings for increasing 
American trade with Italy which bave arisen since the outbreak 
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of war, Although many of the opportunities he indicates must 
be considered as temporarily deferred owing to the depression in 
business caused by the earthquake, it is useful to put on record 
his advice with regard to obtaining Government contracts in 
Italy, as to which conditions are somewhat peculiar. There are 
certain well.establishéd contractors in Rome who have obtained 
Government orders, and it is almost unprecedented for such orders 
to be placed through other mediums. Apparently, also, the 
Italian Government will not deal in the first instance direct with 
actual—at least foreign—exporters and manufacturers, but insists 
that negotiations be carried on through a local agent; it is alsoa 
common experience for the principal to the transaction to receive 
direct communication from the Government purchasing depart- 
ment over the head of his agent. This is doubtless the reason 
wby local agents demand exclusive representation for such busi- 
пева, in order to protect themselves against loss of commision. 
It is also customary for the Italian Government to demand a 
deposit of 10 per cent. of the total value of the order upon signing 
the contract to insure prompt delivery, and this deposit is returned 
only upon completion of the contract. It is possible that this 
onerous oondition would now be renounoed. 


Shortage of Electrical Goods in Spain. — The 
Fomento del Trabsjo National, which was called together to adopt 
measures to meet the crisis in the electrical goods market, has 
arrived at certain decisions, which the American Consul at Seville 
quotes from the Rerista Comercial, To carry out these decisions 
it is proposed to nominate a committee, composed of members of 
the Association of Industrial Electricians of Cataluna, the Metal- 
lurgioal Association of Spain, and other representatives of Spanish 
industries, The proposals are :— 

1. To obtain from the Government a tariff reduction on all elec- 
trical materials manufactured outside of Spain, by means of a 
regulated tariff. 

2. To аак the Government to make inquiries through the various 
ambassadors abroad which oountry is best able to supply these 
materials ; at what prices, and on what conditions, if for personal 
account or account of the committee mentioned, which would 
undertake to supply all Spain, 

8. To inform the manufacturers in Spain that in the event of 
their needing materials they should inform the committee, which 
will facilitate their obtaining them and also price lists, 

4. To get in touch with the sellers of materials who had offered 
them at customary prices, secure detailed information regarding 
these goods, and distribute this information to the industrialists of 


б. To ask the help of representatives of foreign houses in ascer- 
taining if their houses oan supply materials, and the prices thereof. 


New Zealand.—A firm in Wellington wants to add 
sole agencies for British makers of glassware, electric lamps, and 
carbons, Н.М, Trade Commissioner, Р.О. Box 369, Wellington. 


Anglo-Norwegian Trade.—The Norwegian Chamber of 
Commerce, London, Inc., Kingsway Chambers, Kingsway, W.C., 
has received so many inquiries respecting trade and other matters 
that it has now published an official organ with the object of 
fostering trade between England and Norway. A copy of the first 
monthly issue is before us. It is entitled the Anglo- Norwegian 
Trade Journal, and contains brief articles on such matters as the 
import trade of Norway, Norwegian copper imports from America, 
exports prohibited from Norway, prohibited exports from the 
United Kingdom, a trade inquiry department, and so on. 


Improved Outlook in Argentina.—The American 
Consul-General at Buenos Aires reports that the end of November 
was signalised by an entire change of tone in Argentine commer- 
cial and financial circles. The prospects for the immediate future 
were generally regarded as very reassuring. Notwithstanding 
decreased foreign trade due to over-speculation and enforced 
retrenchment, together with poor crop returns, the country is look- 
ing forward to the results of the coming crop with a strong 
measure of confidence, Given usual prices the export year 1914-5 
їв expected to prove to be the greatest in Argentine history." 
Horses alone to the value of £4,000,000 (300,000 in number) are 
now being selected for European countries. ‘‘The immediate effect 
of the more hopeful tone in the general market has been already 
shown in increased banking movements and in a general inclina- 
tion throughout commercial circles, particularly among importing 
houses, to make preparations for future business.” Another 
Consul mentions that $107,000 is eventually to be placed at the 
disposal of the Ministry of Public Works for remodelling a 
Government building in Rosario to meet the needs of a local Post 
Office. Plans submitted by the Director-General of Architecture 
have been approved. 

The U.S. Consul at Rosario reports that a company is in process 
of formation at Santa Fé for installing and operating light and 
power plants in the cities and agricultural colonies of the Province. 
The capital is to be 3124,600, and it is reported that the first of 
five series of $84,920 each has already been subscribed. The pro- 
moters stated that operations were to be commenced on January 
186, 1915. Communications should be addressed: Sr. Armando 
Antilla, Gral. Lopez 87, Santa Fé. 


Canada.—An Edmonton company already handling 
certain British electrical lines wants to take up further British 
agencies, The name and address can be ascertained at the Board of 
Trade Commercial Intelligence Department in London. 


Book Notices.—.Lockwood's Builders and Contractors’ 
Price-Bovk, London: Crosby Lockwood & Son. Price 14— This 
useful work contains a section on electric lighting, which has been 
revised by Mr, A. P. Haslam, and includee, besides general informa- 
tion, a number of price lists, mostly under the names of well. 
known firms, Some estimates of the cost of wiring small installa- 
tions, as well as of the running cost, are also given. There are 
some features to which we may take exception : we doubt whether 
lead-covered wire with paper insulation has any vogue nowadays 
for house wiring; on p. 380, after an estimate for lamps using 
21 watts, it is stated that 20-watt lamps (of the eame c.) are now 
obtainable, which enable the charge for energy to be "oonsider. 
&b!y redu»ed ; and on p. 390 we read Geeks for Geeko.“ Ав 
a whole, the book contains a masa of information, about one. 
third of its contents consisting of legal notes, building Acte, 
regulations, &c. | 

Spon's Architects’ and Builders’ Pocket Price Beok (London: 
E. & F. N. Spon, Ltd. Price 23. 6d. net) for 1915 habeen issued, 
with revised prices, and, we understand, new matter, though 
ita size remains the same as last year. Ia the “Electrician” 
section the only changes discernible are the substitution of metallio- 
filament lamps in the table on p. 222 for the carbon-filament type, 
and slight alterations in the table of lamp prices, &c., on the fol- 
lowing page. Tbe difficulties experienced by the editor of such & 
publication at such a time as this must be considerable, when the 
prices of some materials are subject to rapid change, and he has 
our sympathy. The book is a very handy one, and convenient for 
the pocket. 

The Colliery Manager's Pocket Book and Diary for 1915, 
edited by H. Greenwell (London: Colliery Guardian Со, Lid. 
price 2a, net) is in its forty-sixth year of publication, and needs no 
introdaction to our readers. It is indispeneable to colliery officials, 
amongst whom the electrical engineér now ocsupies a place of 
constantly-increasing importance. Special sections deal with the 
regulations affecting the use of electricity and the duties of thoes 
in charge, and there is a mass of general information on all mining 
questions. It is certainly an excellent publication. | 

Journal of the Institution of Electrical Engineers."  Vol.53, 
No. 241, February lst, 1915.— This issue contains papers on “The 
Shape of the Pressure Wave in Electrical Machinery," by S. P. 
Smith and R. S. H. Boulding; The Magnetisation of Iron at 
High Flux Density, with Alternating Ourrenta, by J. P, 
Nicho!son; and “The Current Transformer,” by A. G. L 
McNaughton. London: E. & F. N. Spon, Ltd Price 3s. 6d. 

" Annual Report" of the Director of the Bureau of Standards 
for the Year ended June 30th, 1914. Washington, U.S. A.: Govern- 
ment Printing Office. 

“Model Power Bats.” Ву E. W. Hobbs. London: Percival 
Marshall & Co. Price 5з. net. 

The Central for December contained articles on the maintenance 
of a railway (by A. C. Cookson), the efficiency of electric radiators 
(Percy Good), the Wilson induction coil (H. R. R. Moore), and 
Canada (J. H. P. Daman). There is also the firat instalment of 
the Old Centralians’ Roll of Honour." 

The Faraday House Journal for the Lent Term contains articles 
on Transforming from Three-phase to To- phase for Single-phase 
Distribution (by L. R:mero) ; '" Weddle's Rule for Finding Areas,” 


and " Fourier's Theorem " (by Dr. Alex. Russell), and “Saturation . 


Effects in A.C. apparatus" (by F. T. Chapman), and supplementary 
lists of present and past stadenta who are serving with the Colours. 

" Recenti Progressi della Telegrafa e della Telefonia ser; fili." 
By G. Vallauri. Reprint of a paper read before the Associazione 
Elettrotecnica Italiana.— From the author. 

“Science Abstracts," Sections A and B. Vol. XVIII. Part 1. 
January 30th, 1915. Price 18. 61. each net. Index to Vol. XVII, 
Sections А and B. London: E. & Е. Spon. Price 1a. 6d. each net. 

"Dynamometers." By Rev. F. J. Jervis-Smith, M.A., F.R.S. 
London: Constable & Co. Pi ісе 148, net. 


Electrical Зат enl value of the Pyrene fire 
8 


extinguisher, which was désoribed in our issue of February 20th, 
1914, has been demonstrated by ita successfal use on several 
occasions at the Bexley U.D.O. electricity works. A fire broke 
out among the rubber cables of the old H.T. switchboard, which 
would have led to disastrous results had it not ben for the 
promptness with which the fire extinguisher was used. On 
another occasion a burn-out took place on a traction generator, 
and, in this instance, the damage done to the machine was oom- 
paratively small on account of the efficiency of the extinguisher. 
A third instance was a burn-out on a single-phase alternator 
armature coil, which was quickly put out withont finding it neces- 
sary to stop the machine, which is one coupled in tandem to the 
trac ion generator. The fire extinguisher has also been ured on 
во ll outbreaks in the workshop and boiler-house, and Mr. Н. P. 
Stokes, electrical engineer and tramway manager, expresses him- 
self as perfectly satisfied with the success of the device; he 
specially emphasises the fact that in no instance has any injury 
been caused to the electrical apparatus on which the fires have 
occurred, the fluid used being a non-conductor. 


For Sale.—Salford Electricity Committee bas for sale 
two 900-Kw. DC, generators, 440 to 550 volts, coupled direct to 
Bix-cylinder compound engines, also & motor-driven boiler f 
pump, and a high-pressure steam feed water-heater. Tenders by 
February 20th,  Particulars are given ín our advertisement pages 
to-day. 

The businesses and premises of Меввте. W. Bryden & Son, elec- 
trical engineers, &c., of Edinburgh and Glasgow, are to be sold, 
together or separately. Particulars are given in our advertisement 
pages to-day. 
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The Position of Engineering Trade in Canada.— 
We learn from a oorrespondent that the war has had a most 
disastrous effect upon all Canadian business, and especially upon 
engineering developments, A large number of contracte of all 
descriptions that were in progress before th» war were immediately 


suspended when hostilities began, and they will not b3 proceeded . 


with until after the winter. The manager of one engineering 
works in Canada said a few weeks ago that whereas their wages 
and “materials purchased" accounts in normal times averaged 
from $90 000 to 8100.000 per month, at the present time these 
accounts were less than $1000 per month! As it is of course 
impossible to reduce establishment charges in proportion to the 
turn-over, this means that engineering businesses are being carried 
on sí a heavy loss at the present time. Notwithstanding the 
present depressing conditions, however, everyone is stated to be 
confident that Canada will be the first country to recover at the 
close of the war, and as there is а very strong Imperialistio ten- 
dency resulting from the war, there should be a great increase 
in British trade, Our correspondent holde that there never was 
a time when the prospect for British manufacturers capturing a 
large portion of the Oanadian trade was brighter than itis at 
present, and it is hoped that our manufacturing friends at home 
will not fail to seize the opportunity. 

We learn that the CANADIAN BRITISH ENGINEERING Co, LTD., 
of Winnipeg, of which Mr. Leonard Audrews is the managing 
director, has taken advantage of the alack time to move into new 
premises (85, Lombard Street). The company now has between 
6,000 and 7,000 ft. of warehouse space all on the ground floor, with 
excellent offices on the seoond floor; also means of unloading 
machinery from a railway siding directly into the building. The 
company also has the use of a good yard space. One of the 
features of the new building is an engiueering showroom with 
about 1,000 sq. ft. of floor space, of solid concrete and tiled floor. 
This enables the company to show machinery in motion, which 
was not possible in the old premises. This showroom has been 
fitted up as a permanent exhibition of British machinery in motion. 
Bhortly before Christmas an opening week was held, demon- 
atrations being given twice a day throughont the week. This 
exhibition was visited by abont 200 visitors, including many 
Government and city officials, consulting engineers, architec's, and 
local business men. Mr. Hamilton Wicker, the British Trade Com- 
missioner, who happened to be in Winnipeg during the week, was 
also a visitor to the exhibition. The keenest interest was shown 
in the company's demonstrations, and visitors were practically 
unanimous in their oongratulations upon this method of 
introducing British machinery. Inquiries are being received daily 
as the direct result of this exhibition. and when trade ravives the 
Censdian British Co. expecta to do quite a big business in the sale 
of British-made appliances. It is Mr. Leonard Andrews's idea, as 
stated above, to run this showroom aa a permanent exhibition of 
British-made appliances, changing the exhibit from time to time 
80 as to keep the interest in it alive. It may be that manufao- 
tarers at home who have specialities they want to introduce into 
the Canadian market will feel disposed to take advantage of this 
opportunity and send out appliances for exhibition. The cost 
of running such an exhibition is very heavy, and only those 
appliances can be shown which can be handled with advantage. 


Bankruptcy Proceedings.—ALBERT WHITELEY, elec- 
trical and mechanical engineer, Tudno Works, Tudno Street, Llan- 
dudno, Carnarvon.—The first meeting of creditors was held at 
Chester last week, when the statement of affairs showed liabilities 
amounting to £476, and assets estimated to realise £163 net, the 
estate disclosing a deficiency of £312. The failure of the debtor 
was due to want of capital, loss of money in former partnership, 
aad giving long credit. It was decided to leave the matter in the 
hands of the Official R ceiver. 

Jas, W. & Tom W. TATTERSALL (Tattersall & Tattersall), eleo- 
trical engineers, Kimberley Road, Willesden Lane, N. W.— R:ceiving 
order made February Ist on debtors’ own petition. Firet meeting 
February 12th; public examination Maroh 16th; both at Carey 
S:reet, W. O. ; | 

MzLpevm Beos., LTD, Timperley, Manchester.— A third and 
final dividend of 1s. 8} l. was payable on February 8th at 8, York 
Sreet, Manchester. 


Map.—Mxssns. EDWARD STANFORD, LTD., of Long 
Acre, W.C., have issued, as usual, a coloured map (2a. sheet, 4s. in 
case), showing the proposed railways, tramways, and other 
schemes affecting London, in the Parliamentary Bills deposited. 


Water-Tabe Bollers. —The STIRLING BOILER Co., LTD., 
state that, as far as water-tube boilers are conoerned, business bas 
become exceedingly lively since the beginning of the year. The 
1 are among the more important repeat orders received by 

em :— 

Опе boiler for the Newcastle and District Electric Lighting Co., Ltd. 
Two b»ilersf»r the Admiralsy for Portsmouth Dockyard. 

Pour bailera for the Corporation of Huddersfield. 

* Five boilers for a larg: firm of ordnance makers in the North, fulfilling 
contracts for munitions of war. 


Heavy Machines in Germany. — The syndicate of 
makers of manufactures in the heavy electrical branches, to which 
Ыт) all the large groups and works belong, has been provision- 
ally prolonged until the end of March. This will enable further 
time to be gained for negotiations for the renewal of the com- 
vicos which would otherwise have come to an end at the close 
0 : 


Deed of Assignment.—R. H. CLAMPETT, electrical 
engineer, Manchester. —Olaims must be sent in by February 20th, 
to the trustee, Mr. W. Kenyon, 11, Corporation Street, Manchester. 


Catalogues and Calendars.—From Messrs. HART 
AND Co., of Bonnington Works, Newhaven Road, Edinburgh, we 
have received an art calendar for 1915. It oonsists of monthly 
cards each of which oontains a charming reproduction from 
original water colours, showing various views of the building of 
the Panama Canal. 

Messrs E. Ввоок, LTD, Colne Road, Hudderefleld. February 
stock list of electric motors. | 

THE GENERAL ЕгЕСтВвІО Co., LTD, 67, Queen Victoria Street, 
London, Е 0.—Leafiet X 1,850, giving illustrated particulars and 
prices of “Salford” circuit breakers. Also an illustrated and 
priced leaflet of the E.V.C. standard electric sign for indicating: 
vehicle charging stations, : 

Messrs. Isaac StorEY & Sons, LTD, Em Foundry, 
Cornbrook, Manchester.—40-page excellently iliustrated and fully 
descriptive citalogue of the Scott patent air oompressors. 
Dimensions, prices, and code-words are tabulated. 

Messrs. L&RY'8 MALLEABLE CasrING8 Co, LTD., Derby.— 
60-page illustrated catalogue of American and English 
Blackheart malleable castings. The history of the Ley's com- 
pany and particulars of the different departments are given. 


Trade Announcements.—New premises at 31, Silver 
Street, Stockton-on-Tees, have been opened by Messes, R. 
PICKEBSGILL & Sox, LTD. electrical engineers, &o. 

Messrs. TREDEGAR, of 53, Victoria Street, S.W., recently oon- 
verted their business into a limited liability company, with the 
title of Tredegar's, Lid., in order to give the staff a personal 
interest and to cope with increased business. Mr. H. A. Bartlett 
and Mr. G. F. A. Norman will be governing director and director 
respectively. 

THE ANGLO ENGINEERING Co, LTD, has removed to larger 
premises at 6 and 7,Gough Square, Fleet Street, London, E.C. 
New telephone number: Holborn 5923. 

The manufacturing branch of Houghtons, Ltd., hitherto 
carried on at the Ensign Works, Walthamstow, under the title of 
Hougbtons, Ltd. (Spratt Bros.“ Branch) has been amalgamated 
with the factory of W. Batcher & Sons, Ltd., and formed into a 
separate company known as the HouGHTON-BUTCHER MANUFAC- 
TURING Co., LTD. The management of the factories remains as 
hitherto. The new company has taken over all the contracte, 
assets and liabilities of the amalgamated factories. 


Russian Trade.—The American Consul at Moscow 
reports that three societies have recently been founded with the 
economic development of Russia in view: For Russia, The 
Е юпотіс Revival of Russia, and the Russian Trade and Industry 
Union for the Development of Domestic and Foreign Trade; and 
the Moscow Merchants’ Society has appointed a Special Committee 
for the same purpose. The Russian Trade and Industry Union 
will supply information to merchants with regard to foreign 
markets, will conduct sales and parchases on a commission basia, 
and will organise throughout the Empire trade-and industrial 
museums and exhibits of samples. 


Liquidations and Dissolutions.—TRHE MINER'S Lamp 
ELECTRIO LIGHTING Co, Ltp.—A meeting will be held st 42, 
Spring Gardens, Manchester, on March 10th, to hear an account of 
the winding up from the liquidator, Mr. James Blekey. ö 

TRE WESTMINSTER LIGHTING, HEATING AND VENTILATING 
Co., Lrp.—A meeting of oreditors is called for February 22nd, at 
14, Old Jewry Chambers, E.C. 

HARRY WITTUSEN & Co., glass merchants, 21, Thavies Inn, E. O. 
Messrs. E, Oakley and Н. Wittusen have dissolved partnership. 


Exhibition of Industrial Furnaces.—On Monday last 
Prof. J. О. Arnold, of Sheffield University Applied Science Depart- 
ment, opened an Exhibition of Industrial Gas-heated Furnaces, 
which will be on view until March 6th. The Exhibition consists 
of the products of the BRAYSHAW FURNACES AND TOOLS, LTD., of 
Manchester, and inoludes gas-heated furnaces for annealing, 
hardening, and tempering all classes of steel up to the hardest, and 
small tools. There ів in connection with the furnaces an installa- 
tion of electric pyrometers, supplied by the Cambridge Scientific 
Instrument Co., Ltd. 


LIGHTING and POWER NOTES. 


Antrim,—The О.С. has granted permission to Messrs. 
J. Densmore & Sons to erect an overhead cable for power supply 
from Greenfield to Oldgreen. 


Ballymena.—WonR HOUSE LIGHTING.— The B. of б. on 


the report of the electrical engineer has decided to install the elec- 


trio light at the old infirmary. 


Batley.—The plant ordered for the extension of the 
electricity works a year ago, which includesa 1,250-Kw. Ljungstrom 
turbine set, has been requisitioned by the Admiralty for installation 
at one of the naval bases, This machinery, as also a similar tur- 
bine set for the Kensington and Notting Hill Co., and a rotary 
converter for the Kettering Council, was requisitioned at the Brush 
Co.'s works, where it has been constructed, 
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Beaumaris,—E.L. ScHEwE.—The Council has decided 
to request Mr, Price White to advise it on the proposed scheme for 
the electric lighting of the borough for municipal and general 
purposes. : | 

Blackburn.—The borough electrical engineer is to pro- 


ceed with the work of laying cable to the new electricity sub- 
station at Mill Hill, 


Boroughbridge.—E.L.  ScHEwE.—The question of 
introducing electric light into the town and Aldborough, at a cost 
of £1,200-£1,500, on lines indicated by Messrs, Best & Pullan, is to 
be discussed at a general parish meeting. 


Bradford.— The Electricity Committee is fitting up a 
stand at the Belgian Village and Exhibition to be held in the 
Manningham Lane Rink. 

In connection with the various Bills in Parliament during the 
1915 Session, the Finance and Ganeral Purposes Committee has 
instructed the town clerk to seek, if possible, protection of the 
Corporation’s interests which would be affected by the Keighley 
Electricity Order; to present a petition against the Yorkshire 
Electric Power Bill; and to obtain a protective clause jn the 
Halifax Corporation Bill securing that omnibuses shall not be run 
along Bradford's tramway routes. 


Canada, —According to a Government engineer’s report, 
no less than 400,000 H.P. can be developed within 80 miles of 
Winnipeg. It is thought that the production of electrical power 
on the Winnipeg River will lead to the founding of numerous 
additional towns along its banks.— Financier. 


Canterbury, — RESTRICTED LIGHTING. — Owing to 


restricted lighting, there has been a saving of £157 in the street 
lighting account for the last quarter. 


Cheriton.—The Folkestone Electricity Supply Co. has 
applied for the consent of the U.D.C. toa B. of T. order empower- 
ing it to supply current outside its prescribed area, and in the 
Council’s district. The company has also informed the Counoil 
that it was possible it would enter into a contract with the War 


8 to supply current to the hut encampment on St Martin's 
lain. 


Dartford.— The U. D.C. has decided to supply free 
ourrent to premises occupied by Belgian refugees, and to allow a 


rebate of two-thirds of the charge for current used at the club of 
the National Reserve Guard. 


Darwen, — Restricrep LIGHTING. — Owing to the 
scarcity of coal the General Purpores Committee has decided to 


curtail the lighting of the street lamps, with the exception of 
the main thoroughfare. 


Doncaster.—TuHREE-PHASE PLANT ExTENSION.—The 
alterations and additions at the electricity works have now been 
completed. The new plant comprises a 1,000-kw. Willans-Siemens 
turbo-alternator, one 600-Kw. and one 350-Kw. Westinghouse 
rotary and H.T. switchgear. The installation will generate three- 
phase current at 3,300 volts, and sub-stations are erected, or are in 
course of erection, at Bentley, Hexthorpe and Balby for distribu- 
tion purposes. . The work of installation was carried out by the 
Corporation's own staff. The extensions cost about £21,000, and 
constitate part of a larger scheme which has been drawn up by 
the Corporation electrical engineer (Mr. E. S. Rayner), and will be 
continued when necessary. | 


Dover.— PLANT EXTENSIONS.—Additional plant is to 
be provided at the Corporation electricity works, at an estimated 
outlay of £6,000. It is proposed to take out two seta of 75 and 
178 KW., and replace them with а 1,000-Kw. turbine set. 

The B. of G. has under consideration a scheme for new laundry, 
cooking and heating plant at the workhouse, with provision for 
E.L. Itis proposed to install a duplicate E.L. plant, with batteries 
of 100 cells, for 400 lampe, the estimated cost of this portion of the 
scheme being £1,900. 


Dukinfield.— SEwack Works LIGHTING, &c.—The 
T.C. has decided to offer no objection to a proposal of the Ashton 
Corporation to light the sewage disposal works at Plantation Farm 
(which is in the Dukinfield area), and to drive a pump there by 
electricity obtained from the Ashton works. 


Dundee.—The Dundee and Forfar Courthouse Com- 


mittee has decided to install the electric light throughout the 
Courthouse. 


Eastbourne.—NeEw PrawT.—The T.C. has referred 
back to the Committee the recommendation for the purchase of 


а 1,250-Kw. " Ljungstrom "' turbo-alternator and condensing plant, 
at a cost of £5,085. | 


Elland.—The Electricity Committee has decided to 
reduce the price of current supplied to cinematograph lanterns 
to 24d. per unit. 

Gillingham (IKKent),—Loax Saxctron.—The T.C. has 
received from the L.G.B., sanction to a loan of £6.800 for exten- 


Bions to mains and services, and of this £6,000 is to be taken up at 
the present time. 


G6lossop.—The T.C. has decided, in order to protect its 
own intereata, to oppose the Bill of the Stalybridge Joint Tramways 


and Electricity Board, which includes powers to purchase the local 
Urban Electric Supply Co.'s undertaking. 


Hendon. — WonknHovsE LIGHTING. — The Hendon 
Electric Supply Oo. has offered to enter into a contract for a period 
of five years for the supply of current for lighting and power to 
the workhouee at £2 108. per KW. per quarter, and jd. per unit, if 
the Board will permit the company to run a low-pressure main 
from the transformer in the main road in order to supply con- 
sumers іп the Burnt/Osak area. The Sub-Committee of the B. of G. 
recommends the acceptance of the offer, as the annual charge 
would be £150, as compared with the estimated present cost of 
£259, and the scheme would reduce the exoeseive heat in the 
laundry, and result in oonsiderable saving in cleansing and decora- 
tion, and possible reduction in coal consumption. The Gaardians 
Tus adopted the recommendation, and tenders are to be invited for 
the work. 


Henley,—The R.D.C. has decided to support the 


Reading Electric Supply Co.'s application for powers for an exten- 
sion of the area of supply. 


‘Holywell. — WorkHouse Licatinc.— The E.L. 
installation at the workhouse, carried out by Messere. E. M. Evans 
and Co., of Manchester, under the supervision of Mr. A. J. Leigh, 
electrical engineer, at & cost of £727, haa been completed. 


India.—Tata ScHEME.--On Monday the Governor of 
Bombay switched on power from the Tata hydro-electric scheme, 
The technical features of the scheme were described and illustrated 
in our issue of January 16th, 1914. 


Kintore.—ExHIBITION.—An exhibition and demon- 
stration of electrical cooking and heating appliances has been given 
2 the power station at Kintore by Messrs. T. C. Smith & Co., of 

berdeen. 


‘Leeds.—Loan SANCTIONS.— At a meeting of the City 
Council, it was reported that the L.G.B. had sanctioned the 
borrowing of a further instalment of the £200,000 loan for 
the extension of the Whitehall Road eleotricity works. It was 
stated that in September, 1912, the Council threw out a scheme 
involving an expenditure of £595,000, the loan to be spread over 
16 years but since that date £265,821 in loans had been 
sanctioned for the department, and two further loan applications 
were before the Board which wo bring the sanctioned 
expenditure up to £384,000. A redolution has been adopted 
that the Gas and Tramways and Electricity Committees be 
directed each to appoint four members to form a joint Sub- 
Committee whose duties shall be to consider and report to the full 
Committee from time to time on all questione relative to the scale 
of gas and electricity to consumers, with a view of preventing and 
avoiding overlapping &nd competition in the sale of thoee com- 
modities. 

Littleborough.— SUPPLY IN BuLK.—An agreement has 


been formally entered into between the Rochdale Corporation and 
the U. D.C. in connection with the supply of electricity in bulk. 


Liverpool.—Docks ELECTRIC PLaANT.—The' Mersey 
Docks and Harbour Board has decided to provide an electrically- 
driven dust extracting plant in the bandalleys, &o., of the Waterloo 
grain warehouses, and to substitute electric light for the eristing 
gas jets, at a total estimated cost of £3,200, 


London.—Hackney.—The Electricity Committee has 
considered the electrical engineer's reports as to the desirability of 
linking up the electricity undertaking with that of the Poplar B.C. 
The result of linking up would be that the works belonging to 
Stepney, Shoreditch, Poplar and Hackney would be interconnected 
and able to supply each other in case of need; also it would be 
possible under the proposed conditions for one uudertaking to 
supply the others from 12 o'clock midnight to 6 o'clock a.m., 80 
that the necessity for running any works on a light and unecono- 
mical load would be entirely avoided. 

Several circumstances in the past have prevented the Hackney 
and Poplar undertakings from being interconnected. Hackney 
had no plant of a type that could be ran in parallel with Poplar ; 
the cost of interlinking the mains would have been very great ; 
and Poplar insisted upon heavy fixed charges being paid whether 
any units were taken or not. 

The first difficulty has been overcome by the installation of 
plant suitable for running in parallel with Poplar, the laying of 
E.H.T. ring mains, which can be looped into Poplar from the junc- 
tion of Wick and Sidney Roads, has removed the second difficulty, 
and the third difficulty has been overcome, as Poplar is now 
willing to give and take a supply with Hackney at a small charge 
per unit, without anv heavy annual fixed charges. 

The Committee recommends that steps be taken to prepare a draft 
agreement containing the following conditions :— 

1. Poplar to lay and maintain two 0°15 three-core, 11,000-volt 
standard paper-insulated copper-shielded and lead-covered cables, 
with pilot and telephone cable from the Northern Poplar sub- 
station to the Poplar-Hackney boundary in Cadogan Terrace. 

2, Hackney to lay similar cables, forming a loop of the ring 
main from the pit at the junction of Wick Road and Cassland Road 
to the Poplar- Hackney boundary in Cadogan Terrace, 

3. The cost of the necessary switchgear to be provided for the 
purposes of the linking-up mains in the Poplar Northern sub- 
station to be borne equally by Hackney and Poplar. 

4. Either party to have the use of the other party's natural 
reserve plant without the payment of any fixed charges, 

5. In the event of either party installing reserve plant for 
stand-by or other purposes at the request of the other party, the 
first-named party to receive payment of such proportion of tbe 
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loan charges on the capital expenditure, and for such period as 
may be mutually agreed, or, failing agreement, the sum and period 
to be fixed by arbitration, M ; 

6. Either party to supply energy to the other party (subject to 
such limitation as is defined in Clause 4) at a price per unit 
measured at the supplier's switchboard, of 0 25d. i 

7. So far as practical, each party shall give to the other, equal 
supplies of energy, and only excess supplies shall be subject to be 
paid for in cash. | 

8. The period of the agreement to be for 20 years, during which 
time the charges may be revised by mutual agreement at the end 
of each fifth year. . | | 

The cost of the necessary mains and switchgear for effecting the 
link is estimated at £2,720. es 

BATTERSEA.—The Electricity Committee reports that owing to 
the increasing demand for the supply of electrical energy in the 
Nine Elms district, it will be necessary to extend ita plant, and 
recommends the adoption of the scheme of the eleotrical engineer 
for two rotary converters of 500. KW. each, and one of 1,000-Kw., 
together with the n switchgear and transformers, at an 
estimated cost of £8,750, and for duplicate E.H T. feeders to be 
drawn into the existing ducts between the eleotricity generating 
station and a point in New Road, at an estimated сові of 27,000, 
The Council is recommended by the Finance Committee to make 
application to the L. C. O. for sanction to a loan of 2 15,780 to carry 
out the work. The Committee also recommends that negotiations 
be opened with the Fulham B.C. with a view to linking up the 
supplies of Batteree& and Fulham under the London Electric 
Sapply Act, 1903. 5 

DeptFoRD.—In order to comply with the regulations of the 
L.C.C. as to the condition of the electrical installation st th 
borough hall, the Council is obtaining expert advice. 

FULHAM.—The Electricity Committee reporta that the demands 
forenergy for consumers in the De Morgan and Townmead Roads 
area are increasing, and recommends that the Stephendale 
and Townmead Road sub-stations be connected up, and that the 
necessary cable high and low-tension switchgear, and two 100-Kw. 
transformers be obtained at a cost of £570. 

ST. PANCRAS.— The chief electrical engineer reports a difficulty 
in obtaining supplies of coal; he has communicated with the 
railway company, the War Office, and the Railway Executive Com- 
mittee, pointing out that unless the supply is improved the oir- 
cumstances may be serious having regard to the fact that the 
factories in the berough, many of which are engaged in Govern- 
ment work, may have to shat down. The difficulty seems to have 
arisen owing to supplies not coming through from the oollieries 
specified in the contract. 

In reply to the B O.'s application for a loan of £22,530 for boilers 
at King's Road generating station and £8,970 for mains, house 
services, meters and arc lampe, the L.O.C. states that the Parlia- 
mentary power to lend money to Metropolitan B. O. s in the current 
financial year is nearly exhausted, and that the Council can опу 
make an advance of £10,000 to the B C. at the present time. 

The Finance Committee has accepted the loan of £10,000, and 
will report later as to the steps taken to obtain the balance of the 
loan. 

L.C.C.—The Finance Committee recommends the sanction of the 
Council to the application of the Hammersmith B.C. to borrow 
£10,000 for purposes of the electricity undertaking, viz, £416 for 
buildings, £3,449 for maine, £1,535 for transformers, switch panels, 
Ka, £2,980 for honse services and £1,620 for meters. 

According to the Daily News and Leader, the L. O. C. has given 
notice of the withdrawal of its Electric Supply Bill, but a private 
Bill of a similar kind proposing to form a company for electric 
supply in London was put down for Thursday. This, it was stated, 
will be opposed by the County Council and by members on both 
sides of the House. | 

The &andard, of laet Friday, said that the Bill would not be 
withdrawn. but the application for firet reading would be post- 
poned, with a view to reconsideration of the vote. ` 

ResTRICTED LIGHTING.—It is somewhat astonishing to find 
in these days of darkness that complainte have been made 
against the ‘brilliantly lighted wiadows of the Houses of Parlia-, 
ment. Possibly the presence of so many shining lights within 
ita portala, and a natural antipathy to hiding them, may account 
for the trouble. 


Mottram-in-Longdendale,—The U. D.C. has decided 
to oppose the Bill of the Stalybridge, Hyde, Mossley and Dakin- 
field Tramways and Electricity Board, by which further electricity 
powers are sought. 


Newcastle Power Schemes,— Reference bas been made 
on many occasions in these columns to the development of eleo- 
trical power distribution on the North-East Coast, more especially 
to the several power stations which have been built in the neigh- 
bourhood by the Newcastle-on-Tyne Electric Supply Co. and its 
associated companies. Some six and a half years ago, the Supply 
Co. decided that it would be expedient to construct a coal -fired 
power station at a point higher up the Tyne, and on the Gateshead 


side of the river, and it was decided to erect a plant on the banka | 


ofthe Tyne at Dunston. This station, which has a river frontage 
of about 900 ft., was put into service some three and a half years 
ago, and formed the subject of a detailed illustrated article, which 
appeared in our issue of July 7th, 1911. The Danston station 
generates three-phase current at 40 cycles and 6,000 volta. The 
steam pressure is 200 lb. per tq. in., and the steam is superheated, 
the total temperature being practically 570? F. The main generating 
Units at present consist of two A.E.G. sets, each of 10,500 H.P., and 


a Brown-Boveri set of 9,000 H.P., all three running-at 1,200 R. P. M. 
The station was originally laid out to accommodate eventually 
six generating units, each of 10,000 н.р, continuous capacity and 
18,000 maximum capacity, or a total capacity of about 70,000 H.P. 
In connection with the present extension scheme, an agreement was 
entered into with the Teams By-Produot Co., Ltd., to purchase the 
available supply of gas from a large battery of Otto-Hilgenstock 
coke ovens distant 14 miles from the Dunston power station. This 
gas is led along the North-Eastern Railway Dunston branch in & 
16-in, welded steel pipe, supplied by Messrs. Stewarts & Lloyds, 
Ltd. The joints were welded in situ by the acetylene process. 


The boiler-house extensions comprise & steel frume building, 


sheeted in with corrugated iron, 114 ft. long x 75 ft. wide, with two 
steel chimneys. There are two coal-fired water-tube boilers, each 
capable of producing continuously 30,000 Ib. of steam per hour, 
‘with the necessary furnace and fixtures, also stokere and super- 
heaters. In addition, there are four gas-fired water-tube boilers, 
each capable of dealing continuously with 57,000 cb. ft. of gas 


per. hour, built in two batteries, with the: necessary flue fixtures 


inclusive of gas burner and  superheaters Тһе fuel 


- eoonomísers, one for each boiler, have autamatic tube scrapers and 
dampers, also soot- cleaning gear. Induced draught fans, 
direct driven by electric motors, deal with the products of com- 


bastion from two gas-fired boilers and one coal-fired boiler. There 
are two feed pumps, each capable of dealing with 200,000 lb. of 
water per hour at 190 1b. to the square inch, boiler pressure. The 
ooal-handling plant is of the gravity bucket conveyor type, and 
capable of feeding the coal into the overhead bunkers at the rate 
of 40 tons per hour. The plant is suitable for receiving oos] from 
two hoppers of 25 tons oapacity, each. traversed by a railway 
truck. The overhead bunkers have a capacity of 950 tons. 
All the boiler-house plant and buildings were contracted 
for by Messrs. Baboock & Wilcox, Ltd., and the whole of 
these buildings were placed on a 6 ft. 6 in. reinforced 


‘concrete raft supported on 376 40-ft. pitch pine piles, which 
"work was executed by Messrs. Robert McAlpine & Sons, Led. The 


engine room plant extensions consist of a 12,000-Kw. turbo- 
alternator with direct-coupled exciter, the turbine being of Messrs, 
Richardéons, Westgarth's manufacture, and the alternator by 
Messers. Brown, Boveri. The surface-condensing plant consists of 
a Contrafio surface condenser capable of dealing with 141,600 lb. 
of steam per hour, The turbine is of the impulse-reaction !ype, 
designed to run at а speed of 1,200 в.р м. with steam аё a pressure 
of 190 lb. per sq. in., and at a temperature of 600° F, with a 
vacuum of ‘9-in. mercury. Though the normal and most 
economical load is 12,000 kw., the machine is capable of 50 per 
cent. overload. The alternator has a normal capacity of 
12,000 Kw, at a power factor of ‘7 lagging and 5,750 volte, 40 periods. 
It wil, however, take overloads up to 18,200 Kw. steady, and 
15,000 kw. for 60 minutes, equivalent to 31,400 KVA. The neces- 
sary condensing plant has also been supplied by Mesers. Richard- 
sons, Westgarth, and the whole of the installation has been built 
and started up under the supervision of Messrs, Merz & McLellan, 


. the consulting engineers to the Supply Co. 


Nottingham. — Proposep - Голч. — The Т.С. has 
adopted the recommendation of the Electricity Committee to 
borrow £20,000 for the extension of the electricity mains and 
services. | 

Nuneaton.—Current for lighting halls used for drill 
purposes is to be supplied by the T.O. freé of charge. The Elec- 
trictty Committee is still considering the queetion of giving a 
supply of current to the Stockingford district. 


. Oldham.—The T.C. has decided to oppose the Staly- 
bridge Joint Board's Bill, which seeks additional facilities and 
extension of area for electricity supply. i 


Ormskirk.—The U.D.C. has decided to oppose the Gas 
and Eleotricity Bill promoted by the Ormskirk Gas Co. A previous 
resolution to the same effect was deolared invalid. 


Perth.—New TURBINE PLAN T.— The Electricity Com- 
mittee recommends the T.C. to apply for sanction to a loan of 
£4,000 for new plant, including a new turbo-generator, at the 
elsctrioity workr. 


Portaferry (Co. Down).—An official inquiry was held 
last week into the. Downpatrick R.D.C.'& application for powers 
for the electric lighting of the town. 


Reading.—The T.C. has decided to oppose the Reading 
and District Electric Supply Co. s Bill to extend the area of supply 
in order to inolude Henley-on-Thames, as the Council considers that 
the extension would not prove sufficiently remunerative, and that 
the time at which the company's charges for lighting and power 
oould be reduoed will be postponed. 


St. Anne's (Lanes).— The U.D.C. has decided to 
supply electric light free to local training corps. 


Sheffield.—The City Council has been recommended to 
adopt eleotricity for lighting the Falwood Park Estate. It is 
proposed to put up a temporary installation for lighting Club Mill 
Lane, consisting of 20 wooden poles each fitted with a 60-watt 
(50-C.P.) metal filament-lamp and overhead cable. The Electric 
Supply Committee has decided to charge all hospitals for current 
consumed for lighting purposes at id. per unit less a rebate of 
334 per cent. A similar rate ia to be offered to the Guardians for 
all lighting at the Firvale workhouse buildings. 
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Stretford.—Pustic LicuTinc.—The U. D.C. has 
approved of the extension of the scheme for improved lighting of 
Chester Road. The lighting of the thoroughfare by half-watt 
lamps previously authorised is now completed. ) 

As the lighting battery at Longford Hall will shortly require 
renewal, the electrical engineer, together with the surveyor, is to 


ите пров the question of supplying current from the publio 
mains. 


The Electricity Committee proposes to re-appoint Mr. Thomas 
L. Miller as consulting engineer at a fee of 25 guineas. 


Southport.—RxrsTRICTED  LioHTING.—The electrical 
and gas engineers have been instructed to reduce the illumination 
ot all lamps by darkening the tops and parte of the sides. The 
electrical engineer is to act on the instructions of the military 
authorities as to cutting off the supply if and when necessary. 


Torquay.—The Electricity Committee reporta that there 
was an increase of 189,959 A.C. unite sold during the past year, 
while there was a decrease of 25,000 D.C. unita. 


Wakefield.—Nxw LOANS.— In connection with the 
electricity undertaking, application is to be made to the L G.B. for 
sanction to borrow £3,000 for mains, £500 for sub-stations, and 
£500 for transformers. Sugar Lane ís to be lighted by electricity. 

The ventilation of the publio library isto be improved by the 
provision of an electric motor and fan, at a cost of £65. | 

The Stanley Electric Lighting Provisional Order is to be 
opposed. . 


Wigan.—PnoPosED LoAN.—Application is to be made 


for sanction to the borrowing of money for switchgear and a 
transformer. | 


Wimbledon.—The Eleotricity Committee reporta that a 
supply of electrical energy has been given to the factory of Messrs, 
Hugh Stevenson & Son, at 1d. per unit, with a minimum consump- 
tion of 20,000 units per annum, the supply to be taken for one year 
certain. 

Owing to the difficulty in obtaining delivery of coal at the 
generating station, consumers were warned that the Council might 
be compelled to restrict the output of electricity for all purposes 
at any time after 12 o'clock noon on February 3rd. On inquiry, on 
а last, we were informed that the difficulty had been 
removed, 


Windermere.—Pusiic LiagrING.—The U.D.O. has 
invited the Electricity Supply Co. to quote terms for the public 
lighting of the district known as Craig Walk, 

Worcester.—L.G.B. Inqurry.—Mr. Н. R. Hooper has 
held an inquiry into an application to borrow sums of £5,250, 


£1,975 and £850 for purposes of the electricity undertaking. He 


criticised the over expenditure on loans, and finally adjourned the 
inquiry with & view to obtaining amended financial returns. 


Yorkshire Electric Power Bill.—A conference of - 


local authorities affected by the provisions of the Yorkshire 
Electric Power Co.'s Parliamentary Bill, was held at Wakefield last 
week, under the chairmanship of the Hon. C. G. Milnee-Gaskell, 
when & resolution was adopted that, failing satisfactory amend- 
ments to the Bill, it should be opposed by the Urban and Rural 
Councils of the West Riding, and that the Executive Committee of 
the District Councils’ Association be requested to oo-operate with 
the. County Council for the purpose of making such opposition 
effective. Та a discussion with the representatives of the Power 
Co. which followed, it was stated that 33 out of the 84 Councils 
affected, approved of the proposals and supported the Bill Mr. 
A. G. Lupton, chairman of. the company, said that if any local 
authority wished to be cat out of the Bill, and such authority 
passed a resolution accordingly, they would be left out and out off 


from all benefits that the company wished to bestow upon them, - 


The Burley-in-Whafedale District Council, have taken advan. 
tage of this last statement, and have passed a resolution req uesting 
to be cut out of the Bill, failing which they will oppose it in 
accordance with the above-mentioned resolution. The New Mill 
District Council have also passed & resolution asking to be left out 
of the Bill altogether. We also note that the Skipton R. D. C. and 
Sileden U.D.O, are opposing. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—P.A.Y.E. CanRs.—The proposal to abolish 
the P.A.Y.E. cars on the Corporation tramways came before the 
T.O. last week, and after three hours’ discussion a decision was 
deferred pending further consideration by the Tramways Com- 
mittee. | 

Barnes.—ErtEcrRIic Dust Vans.—After trials of Baker 
and Edison dust vans, the Public Health Committee recommends 
that four such vans with Edison batteries be purchased, and that 
steps be taken to obtain a loan for the purpose. - 


B. of T. Tramways Statistics, — The annual return 
of the Board of Trade respecting the tramways, light railways and 
railless vehicle undertakings of the Uaited Kingdom, for the 
period ending March 31st last, shows that 2,700 miles of route were 
open, and that 3,426,473,192 passengers were carried, 354,379,672 


miles b3ing run—tbese figures being in excess of those for the 


year 1912-13. The percentage of working expenditure to gross 
receipts increased from 62:6 to 64'3, while the average receipts per 
passenger decreased from 1°065d. to 1°053d. The total capital ex. 
penditure amounted to £80,977,838. Some 4 per cent. of the route 
mileage is not worked by electric traction. 

Of the 279 undertakings, 171 belong to local authorities and 
108 to companies or other parties. The net receipts of municipal 
undertakings amounted to £4,071,610 for the year; £1,918299 
was required for interest or dividends, £120,039 for rent of leased 
lines, and £1,371,263 for reduction of debt; £589,886 was paid in 
relief of rates and £711,217 wss carried to reserve and renewals, 
Three local anthorities and five companies ehow an excess of work. 
ing expenditure over gross receipts. In 26 cases it was necessary 
to geek aid from the rates to meet some part of the charges, 
including interest and debt charges. 

Of 26 raillees traction undertakings authorised, 21 belong to 
local authorities and 5 to companies, Altogether 131 miles have 
been authorised, and 21 miles were worked, all by local authorities, 

Municipal undertakings carried 2,696,759,064 passengers, worked 
262,675,163 car-milea, and were credited with the use of 499,809,146 
KW.-hours, The return shows that 406 horses were still in use, these, 
however, being mainly on the L. O. C. routes, which are now being 
electrified; Northampton and Morecambe being the only other 
places where horse traction still survived in municipal service. 

The oompany undertakings carried 729,7 14,128 passengers, worked 
91.704,509 car-miles, and were credited with the use of 130,052,873 
KW.-hours, They also employed 550 horses in 11 undertakings, 
and 29 locomotives in 8 undertakings. On all lines, 13,196 electric 
cars were in use and 462 non-electric care. 

As regarde railless traction undertakings, Brighton and Hove 
have the largest authorised capital expenditure (£99,000 and 
£88,000), while Rotherham (£48,000), and Chesterfield (£42,000), 
also figure prominently. Two company undertakings in North 
Yorkshire and Monmouthshire have an authorised capital of 
£130,000 between them. The returns for English railless traction 
undertakings working show that 1,807,222 passengers were carried, 
369,691 miles were run, and 370,532 Kw.-hours used. Working 
expenditure amounted to £10,935 and net receipte to £3,143. The 
only undertaking operating outside England was at Dundee, where 
152,919 passengers were carried and 40,366 miles run, the receipts 
being £314 less than the working expenditure, £776. 


Bolivia,.—TRAMWwAY SCHEXE.—AÀ scheme for the con- 
struction of an electric tramway from La Paz to the Yungas 
Districts has been reported on favourably, and will in all proba- 
bility be approved by the House of Legislature in due course 
The territory through which the proposed line is to pass is 
probably the richest agricultural part of the Department of La 
Paz under actual cultivation. The roads leading thither from Тл 
Paz are good, and from a short distance from the city to the 
farthest distances travelled enormous water power is to bs found 
to supply not only the proposed line, but any number of industries, 
It is almost certain that an electric tramway onoe constructed 
would cost very little to operate. The maximum cost of the line 
is calculated as £500,000, and the work would be directed by the 
Public Works Department of the Bolivian Government, its cost 
being defrayed from the Treasury of the Department of La Paz. 
Surveys have been made by the Bolivia Railway Co. and by the 
Pablic Works Officea, The United States Minister states that there 
might be &n opportunity for & manufacturer, who was sufficiently 
interested, to arrange with the Government to construct the tram- 
way on his own account. 


Bradford.—The Corporation Tramways Committee has 
decided to remove the exisiting car-shed at Bolton before the end 
of the present year, and has instructed the city architeot, in con- 
ference with the general manager, to proceed with the preparation 
of plans for the erection of a new саг dert. А special Sub- 
Committee has been appointed to inquire into the whole question 
of tramway track construction and maintenance. 


Bury.—The extensions of the Corporation tramways to 
the borough boundary at Jericho, and to the New Ian at Walmers- 
ley, have now been completed, and are awaiting inspection by an 
officer of the B, of T. | 

Clayton-le-Moors.—The Council has decided to object 
to the granting of an extension of time for the oonstruction of 
the Clayton Light Railway. 


Doncaster.—TRamMway ExTENsions.—The extension 
of the tramways system from Balby to Warmsworth was inspected 
on the 4th inst. on behalf of the B. of T. 

Four additional cars have been ordered, and borrowing powera 
are being sought by the T.C. for six others. 


London.—L.C.C.—The total traffic receipts on the 
Council's tramways from April 1st, 1914, to January 27th, 1915, 
were £1,906,270 from lines worked by electrio traction, and £9,164 
from horse traction, a total of £1,915,434. The receipts for the 
corresronding period of the previous year under the same headings 
were £1,803,109, £18,635, and £1,821,744 respectively. 


Merthyr Tydfil.—AssEsswENT TRouBLEs.— The Mer- 
thyr Electric Traction Co, has appealed against the assessment of 
ite undertaking, fixed at £2,571 in the borough and £86 in Cefn. 
In 1905 the rateable value was fixed at 6 per cent. on the gross 
receipts, with an agreed sliding scale basis, and in 1913, it was con- 
tended, the rateable value had risen to 11 per cent. The oompany 
considers that £1,600 should be the proper rating for Mertbyr, 
and that on а give-and-take principle it should not exoeed £1,780. 
The Assessment Committee has decided to ascertain from the valu 


the basis on which they arrived at their assessment. 
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Lendon.—The Metropolitan Railway, which has been 
reconstructing its country extension with four traoks, is to provide 
a new fast service of trains on those lines from May lat. 


Nelson.—The tramways continue to suffer as a result of 
the war. .It was reported that for the period commencing 
December 12th, and ending January 9th, 216,286 passengers had 
been carried, against 379,137 for the corresponding period a year ago, 
the receipts being down to the extent of £206. 


South Africa.— ELECTRIFICATION OF RAILWAYS.—At 
a meeting of the South African I. E. E., Mr. F. W. Mills, electrical 
superintendent В.А. Railways, stated that electrification of the 
suburban lines at Cape Town had been considered and reported 
пров, and that he had no doubt that in the near future the elev- 
trilloation of certain sections of the line would become опе of the 
live questions, as both Mr. Hoy and the Railway Board were keenly 
interested. He considered that under certain conditions it would 
pay to electrify the railways, and with the assistance of the 
Victoria Falls Co. he considered that electrification was at hand if 
only a low price for power could be obtained. 


South Shields, —A Tramway PROPOSAL.— The T.C. 
lest week agreed to the Tramways Committee's proposal to confer 
with the Jarrow Corporation, and to enter into negotiations with 
the Jarrow Tramways Co, with the view to taking over the com- 


pany's undertaking 

Walsall.—The Finance Committee of the T.C. has 
decided to transfer from the tramways account a further sum of 
£1,000 towards the relief of the rates during the year ending 
Maroh 31st next. 

The Daimler Oo. having offered віх motor-omnibuses at the prica 
of £5,369 complete, the Tramways Committee has purchased the 
same, and recommends the Counoil to enter into a new contract 
therefor, the old contract for six vehicles to remain in foros, and 
to be as soon as circumstances enable the company to 
deliver the vehſolea. 

Wigan.—The Tramways Committee has decided to carry 


out alterations to the tramways track in Standishgate and Cromp- 
ton Street, at an estimated cost of £1,126. | 


TELEGRAPH and TELEPHONE NOTES. 


A Beal Wireless Antenna, — According to a letter 


published in the Scotsman, from a Soot resident in Buenos Ayres, 
there were “Clandestine wireless installations all over the city, 
which could reach a strong station on a German ‘estancia’ down 
south, which, in its turn, used to communicate steamer sailings, 
ko, to the German commerce destroyers... .^. . When the Argen- 
tine Government got after the clandestine installations the German 
Electric Co. used the smoke of their big chimney instead of 
antenne, as the smoke contains enough carbon to act as conductor 
for the Hertzian waves. What do you say to that? 

This seems to go one better than Mr, Campbell Swinton's bed- 
stead receiver, 


Automatic Telephones,—1t is proposed to provide all 
the exchanges in the Sheffield area with full automatio 
equipment, and to replace the present Liverpool Central Exchange 
by а semi-automatic exchange in the Bank building. | 


China.—The United States Consul at Hankow states 
that last July a new C.B. installation, with American equipment, 
was opened at О 


Шен Wireless Installations. —At Enfield Police 
Court on Monday Stanley Warren White, a wireless student, was 
charged on remand with having in his possession, without the 
written permission of the: Postmaster- General, a complete wireless 

4 Experta stated that the apparatus was capable of 
sending and receiving messages from eight to ten miles. The 
defenca was that the apparatus was really a toy. The magistrate 
impcsed s fine of £7 and coste, and the wireless apparatus was ordered 
to be detained by the Post Office authorities until after the war. 

Mr. Hamilton Bell, a draper, was fined £20 by the Castle Eden 
Magistrates on Saturday for being in unlawful possession of a 
Wireless apparatus at Blackhalls, on the Durham Coast. 


Long-Distance Telephony. — The trans-Continental 
lelephone service between New York and Sin Francisco will be 
opened for commercial use early next month. The rates will 
b: $20 70 for three minutes and $6.75 for each additional minute. 
These bigh rates are jistifled by the fact that communication 
5 cities in vol ves the employment of $2,000,000 worth 


New Cable.— The new submarine cable between 
Nagasaki and Shanghai, the laying of which has been in progress for 


the last two years, has now been completed and opened for the 


transmission of messages between Japan and Ohina. 


- 


CONTRACTS OPEN and CLOSED. 


OPEN. | 
Aberdare.—March 6th. U.D.O. Twelve months’ supply 


of cables, meters, joint-boxes, &o. lampe, uniforms, tickets and 


other stores. See "Official Notices" February 5th. 

February 19th. Wiring and fittings at the Police Court, for the 
Glamorgan Quarter Sessions Standing Joint Committee and C.C. 
Specification from the Architect, County Hall, Cardiff, 


.Australia.— BRISBANE.— March 10th. Motor-generator, 
power board, &o., for.Postmaster-General See ' Official Notices 
January 16th, — | 
April 7th. Deputy P.M.G. Wheatstone reoe i vers and trans- 
mitters (Schedule 835). High Commissioner for Commonwealth, 


72 Victoria Street, S. W. 
MELBOURNE.—March 16th. White Wheatstone receiving tape, 


for Postmaster-General See ‘' Offixial Notioes February 5th. 
Bedwas.— March 4th. Electrical goods for 12 months, 

for the Bedwas Navigation Colliery Oo., 1%. Forms of tender 

fron the Secretary. ! 
Blackburn. — February 13th. Corporation. Twelve 


months’ supply of stores, including a number of electrical items, 
for the Electricity Committee. See Official Notices" Jan. 29th. 


Bootle.—Febraary 17th. Corporation. Twelve months’ 


supply of cables, meters and electrical stores. Forms of tend 
from the Borough Electrical Engineer. | 


Bridlington.—The Т.С. has instructed the Borough 
Electrical Engineer to obtain provisional tenders from six firms for 
the erection and equipment of a refuse destruotor. 


Cardiff.— February 22nd. Installation, 750 pointe, at 


New Technical Institute, Oathays Park, for the City Council. 


See “ Official Notices " January 22nd. 
Dublin.—February 18th. Corporation. Twelve months’ 
supply of arc lamp carbons, See "Official Notioes to-day. 
Edinbargh.—The City Council has decided to postpone 


advertising for contracts for stores for two months, and, in the 
event of the present conditions continuing into April, to make the 


contracts then advertised extend, if necessary, over short periods. 


only, instead of 13 months. ` 


Gloucester. — April 1st. Twelve months’ supply of 
stores, for the Electricity and Light Railways Committee. Forms 


of tender from Mr. F. H. Corson, General Manager, Light Railways 


Offices, Bristol Road. 

Halifax.—February 15th. Corporation. Twelve months’ 
supply of stores, including lighting fittings and electrical &ooes- 
sories, cables, telephone wire, meters, “о. See ‘Official Notices” 
January 22nd. 


Ilford. — February 23rd. U.D.C. Twelve months’ 


supply of stores for the electricity works. See "Official Notices ” 
February 5th. | | 


Leeds.—February 20th. Corporation. Twelve months’ 
supply of stores, including cable, mains boxes and fittings, jointing 
and insulating material, electrio lamps, fittings, &c., for Electric 
Lighting Department. See Official Notices” January 22nd. | 

February 17th. Electrical work, Hough Lane S:hool, Bramley, 
for the Education Committee, Education Architect. 

February 23nd. Corporation. Twelve months’ supply of eleo- 
trical sundrier, for the Tramway D»partment. Forms of tender 
from the Tramway Manager. J 


London.—ISLIxGTOV.— February 24th. B.C. Twelve 
months’ supply of electrical stores. See "Official Notices” 
February 5th. | 

Вт. PANCRAS.—February 15th. B.C. Arc lamp carbons, for the 
Electricity Department. See “ Official Notices” January 29th, - 

St. MARYLEBONE.— February 17th. Stores, including meter- 
boards, casings, &c., cables, box compound and insulating materials, 
&с., for Electricity Department. See "Official Notices" Jan. 29th. 

WIMBLEDON.—February 220d. Corporation. Twelve months’ 
supply of stores for the Electricity Department. Sse "Official 
Notioes " to-day. 

FULHAM.—February 24th. B.C. Twelve months’ supply of 
electrical stores. See “ Offi sial Notices" to-day. 

HAMMEBSMITH.— February 24th. B.C. Twelve months’ supply 
of general electricity stores. See “Official Notices" to-day. ^ 

BATTERSEA.— March 2nd. B.C. Supply of stores for Electricity 
Department. See “Official Notices" to-day. 


Macclesfield.—March 10th. Cheshire County Asylum, 


Parkside, Electrical goods for one year. Forms of tender and 
. particulars from Mr. Wm. Tingay, Clerk of Asylum. 2 
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- Manchester, — February 16th. Corporation. ‘Twelve 


months’ supply of stores for the Tramway Department. See 
“ Official Notioes " January 29th. | 


New Zealand.—May зга. Electrically-driven turbine. 


pumps of 80,000 and 100,000 gallons capacity per hour, together 
with direct-coupled motors, Commercial Intelligence Department, 
Board of Trade, London. pa 


North Bierley.— February 22nd. 800 electric incan- 
des ent lamps, for the Guardians. See '' Official Notices to-dey. 


Portsmouth. — February 16th. Corporation. Six 


months“ supply of stores, for the Tramway Committee. See 
" Official Notioes February 5th, 


Reigate.— February 20th. Corporation. Supply of coal ` 


for the electricity works. 
Electrical Engineer. 


Rotherham, — February 22nd. Corporation. Two 
water-tube boilers, automatic mechanical stokers, economisers, 
superheaters, foundations, steel chimneys, steam valves, steam 
pipes, induced-draught plante, and all auxiliaries. See "Official 
Notices" January 29th. — 


Salford.— February 22nd. Twelve months’ stores for the 
Tramways Department, General Manager, 32, Blackfriars Street. 


Spaln.— The municipal authorities of Cogeces del Monte 


(Province of Valladolid) have just invited tenders for the conces- 
sion for the electric lighting of the town. 


Stockton-on-Tees.— February 19th. Corporation. Two 


500-Kw. rotary converters, transformers and starting apparatus. 
See “ Official Notices " February 5th. | 


Swindon. — February 17th. Corporation. Four-way 
and other stoneware conduits, for the Electricity and Tramway 
Department. See “ Official Notices February 5th. 


Particulars from Mr, W. S. Res, 


CLOSED. 


Argentina.— The American Consul at Rosario. says that 
the Government has accepted the tender of the Gasmotoren Fabrik 
Deutz for the installation of motors for eleotrio plants in 11 
barracks in the cities of Tucuman, Salta, Jujuy, Corrientes, San 
Nicolas, Santiago del Estero, Catamarca, Mendcza and Mercedes, 
Six tenders were reoeived, ranging from $33,118 to $89,166. The 
Gasmotoren Fabrik Deutz offers to deliver the motors for $33,118, 
to which amount $2,123 is added for necessary masonry work. 


Batley.—The E.L. Committee has accepted the tender 
of Messrs. Ferranti, Ltd., for 17 meters. 


Bradford.—The Corporation Tramways Committee bas 
accepted the tender of Mesara. W. A. Stavens, Ltd., for a 40 H P. 


nero E petrol-electric chassis required for & tower wagon, 
& 4 . 


` Ecuador.—The Guayaquil Electric Light & Power Co., 
Guayaquil, Ecuador, has placed the following contracts :— 
Two 400-в.н.р. Diesel engines.—Hick-Diesel Oil Ergines, Ltd. 


One 275-xw. alternator and one combined traction and alternator set.— 
Crompton & Co., Ltd, | 


Clyde Navigation,—Messrs. Johnson & Phillips, Ltd., 


have secured an order from the Clyde Navigation for an installation 
of power cables for Queen's Dock. 


Dartford. — The following tenders for coal for the 
electricity works have been accepted by.the U.D.C. :— 
John Herd, Воп & Co., Ltd.—Yorkshire rough small, 22s. 6d. per ton 
South Hetton rough small, бв. per ton above contract price.“ | 


Bradbury, Son & Co., Ltd.—Tamworth 13. in. slack, 168. 7d. ; Gedling 14-in. 
slack, 17s. 6d. 

Cleeves & Co.—Mid-Cannock 2-in. slack, 17s. 6d.; Kirkby 2-in. slack, 
18s. 4d.; Baddesley fine slack, 18s. Id. 


E. J. & W. Goldsmith, Ltd.—Rubbly Culm, 28. per ton above contract 
price. 


Myers, Rose & Co., Ltd.—Ripley nutty slack, 1} in. to 13 in., 20s. ; Gedlin 
: coal, 188. ; Mansfield coal, 188. 9d. i ain i 


Dorchester.—The County of Dorset Supply Co. has 


placed a meter contract for the period of 1915-16 with the 
Electrical Apparatus Co., Ltd. 


Dover.—The T.C. has accepted the tender of Messrs. 
Dick, Kerr & Co., Ltd., for 50 tons of tramway rails (45 ft.), at 
£8 153, per ton. Two other tenders, each for 30-ft. rails, were 
47 lbs, 4d. and £8 88. per ton respectively. 


Keighley.—The tender of Messrs. Drakes, Ltd., Halifax, 
for new carbonising plant at the gasworks, including electrical 
power generating plant, has been accepted by the T.C. 


London.— Messrs. Napier-Kimber, Ltd., have obtained 
a contract from the Metropolitan Asylums Board for installing an 


electrically-driven mincing machine and potato-paring machine at 
Western Hospital, Fulham, | 


The London Education Committee has received the following 
tenders for installing electric light at the Exmouth Street School, 
St, Pancras : 


H. J. Cash & Co. (accepted) £349 G. Weston & Sons, Ltd. .. £410 
A. Hawkins & Sons  .. .. 356 P. H. Smerdon . . 112 
Alpha Manufacturing Co. 865 Lund Bros. & Co. .:  .. 4U 
Johnt ou, O'Sullivan & CO.. 865 Honor Bros. ae s .. 660 
R. H. & J. Pearson, Ltd. 899 


‹ FULHAM.—The Electricity Committee reports that Messre. A. 
Duckham & C», Ltd., and Messrs. Wilcox & Co., Ltd., the oon. 
tractors for lubricating oils, are prepared to renew their contracts 
on the existing terms for the ensuing year, and recommends that 
further contracts be entered into with Messrs. A. Duckham & Co, 
Ltd., for 12 months to March 31st, 1916, for the supply of cylinder 
oil at 1s. 8d. per gallon, and with Me-srs. W. H. Wilcox & Со, Ltd, 
for the supply of engine oil at 1s. 4d. per gallon, and turbine oil at 
ls. 6d. per gallon. 

STEPNEY.—With reference to the Council's orders for carbona, 
the British Central Electrical Co., Ltd., writes to state that the 
French Government's prohibition of exports of carbons only 
prevailed for a few days, and is now removed. 


Middleton.—The Е.С. has accepted a tender of Mr. б. 
Hulbert to supply 1,800 tons of eoal during the six months com- 
mencing March Ist. | 


Romford.—The B. of G. has accepted the tender of the 
Private Telephone and Electric Co., Ltd, for the installation of 
a house telephone service, at £59. 


. Salford,—The following plant has been obtained for the - 
electricity station, Frederick Road :— 


Turbive-driven boiler and feed pump.—G. & J. Weir, Ltd., £235. 
Boiler f.ed water heater.—Isaac Storey & Bons, £78. 


Sheffield.—The following tenders have been recommended 
to the City Council for acceptance :— 


Exrcrric SUPPLY DEPARTMENT. 


O. A. Parsons & Co.—One turbo-alternator, consisting of steam turbine, 
condensing plant, alternator and accessories, £31,413. 
Abbott & Bannister.— Erection of sub-station, Carr Road, Wa'kley, £215. 
British Electric Transformer Co.— Three 150-к.у.А. t:ansformere, 4225. 


WATER DEPARTMENT. 


General Electric Co.—One 40-H.P., one 20-н,р., one 6-н.р., and one 1 k. p. 
electric motors. 
TRAMWAYS DEPARTMENT. 


Durham, Churchill & Co.— 45-H. . chassis for bus, £650. 
Hadfield'8 Steel Foundry Co.—17% tons of tie-bars. 


Ship Lighting.—A contract for Osram lamps has been 

placed with the General Electric Co., Ltd., by the Bibby Line of 

~ steamers, supplanting carbon lamps and other makes of metal. 

filament lamps. This contract covers an exceedingly large quantity 
of lamps, and was placed after exhaustive testa. 

The lamp contract mentioned under the above heading last week 

iB for the Orient Steam Navigation Co., and not the British Indis 

Steam Navigation Co., as mentioned. 


Southport.—The tender of the Improved Wood Pave- 
ment Co., Ltd., for the repairing of tramway track in Lord Street, 
at a cost of 13s. per sq. yd., has been accepted. 


Torquay. — The T.C. on February 2nd accepted the 
following tenders :— | s 
Rees ошо Co.—Motor-driven sea water pump for generating station, 
£248. i 
Herbert Morris, Ltd.—Overhead travelling crane, £185, 


T. L. Harding & Sons.—Steelwork for coal transpore, £35, 
British Thomson-Houston Co., Ltd. —Switchgear, £1,561. 


Tunbridge Wells, — The T.C. has, subject to the 
L.G.B. sanctioning loans, accepted the following tenders :— 


Stirling Boiler Co.—Boiler and auxiliary plant, £5,630. 
Witting & Partners.- Cooling tower, £1,800, and dismantling the existing 
tower and rebuilding a new one, 495). 


* 
Walsall.—The Tramways Committee has accepted the 
offer of the Daimler Co., Ltd., to supply six motor-omnibuses in 
addition to those already contracted for—and which will be 
delivered as soon as the requirements of the War Office are complied 
with—at a cost of £5,369. 


Warrington.—The Electricity and Tramways Committee 
has accepted the tender of the Lion Foundry Oo. for the supply 
and erection of tramway shelters, 


Watford.—The tender of Messrs. Jackson & Co. has 
been accepted by the U.D.C., at £220, for repairs to a turbine. 


Wigan,—At the T.C. meeting on February 3rd, Alder- 
man Higham stated that the E. L. Committee had reecinded а 
resolution accepting the tender of a firm for awitchgear and a 
transformer, the discovery having been made that the firm wasa 
German concern. He was pleased to say that an English firm had 
undertaken to do the work for the same price, 


Wolverhampton, — The Electricity Committee has 
accepted the tender of the Rees Roturbo Co., Ltd., at £165, for two 
electrically-driven pumps. | с 
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FORTHCOMING EVENTS. 


of London.—Friday, February 12th. At 8 p.m. At Imperial. 


Society 

Collegeof Science, South Kensington, 8.W. Papers on The Criterion of 
Stee] Suitable for Permanant Magnets,” by Prof. 8. P. Thompson, F. R. B.; 
"А Galvanic Cell which Reverses its Polarity when Illuminated," by Mr. 
A. A. C. Awinton; '* An Investigation on the Photographic Effect on Recoil 
Atoms,” by Mesars. A. B. Wood and A. I. Stevens. 

Salford Technical and Engineering Association.—Saturday, February 
lkb. At 7 p.m. At Roval Technical Institute. Peel Park. 87 i 
2 8 How Plants Protect Themselves,” by Mr. J. E. McDonald. Ladies 
in 


Electrical Society.—Saturday, February 13th. Visit to Royal 
Technical College, Glasgow. 
ay, February 18th. At 7.45 p.m. At 21. West Stewart Street. 


Thursd 
Paper on Diesel Engine Testing and Running," by Mr. J. Richardson. 


North of England institute of Mining and Mechanical Engineers.— 
Saturday, Febraary 18th. At 2 p.m. At Memorial Hall, Newcastie-on- 
Lp Various papers will be open for discussion. To be read, paper on 
" Winoding-Engine Signals,“ by Mr. W. H. Davis. Demonstration with a 
Sterling Mine-signalling apparatus. 


Reyal Society of Arts.— Monday, February 15th. At 8 p.m. At John Street 
Adelphi. pipe Lecture on Motor Fuel,” by Prof. V. B. Lewes. ` 


Institstion of Electrical ТЕКТИ (Newcastle Local Section).— 
Monday, February 15th. At 7.390 pm, At Mining Institute. Discussion 


on * Wiring 

Institution of Pest Office Eleetrical eers.—Monday, February 
15:6. At6p.m. At Institution of Electrical Engineers. Victoria Embank- 
ment, W.C. Paper on Wireless Call Devices," by Mr. L. B. Turner. 
Demonstration following. 


Masminating Engineering Society.— Tuesday, Febru 16th. At 8 p.m. 
At House of Royal Society «jp rn Jobn Btreet, ‘Adelphi. Discussion 


on The Development and Design of Lighting Fixtures in Relatioa 
Architecture and Interior Decorations,” opened by Mr. F. W. 
orpe. 
institute of Marine Engineers.—Toesday, February 165. At 8pm. At 
Tower НШ, Minories, E. Discussion on Fuel Pest.“ 


m Society of Engineers.— Wednesday, February 17th. At 7.30 p.m. 
At Weibeck Hotel, Mutoa Street. Paper on The Apprentice Question,” 
by Prof. O. H. Buileid. 


Institation of Mechanical Engineers. Friday, February 19th. At 8pm. 
At Storey's Gase, B. W. Annual General Meeting. Paper on '' Convertible 
Combostion Engines," by Mr. A. E. L. Choriton. 


Regal Institution of Great Britain.—Friday, February 19th. At 9 p.m. At 
A:bemarle street, W. Paper on The Visit of the British Association to 
Australia.” by Prof. Н. E. Armetrong, F. R. S. 

Beturday, February 20th. At8 pm Lecture on Recent Researches 
on At ams and Ioas,'' by Peol. Sir J. J. Thomson, F.R.S. 


Association of Mining Electrical rs.—Saturday, February 20th. 
Ах 4.30 p.m. At Ro Technical College, Glasgow. Paper on Some 


Experiences in the dling of Electricity,” by Mr. A. Smeilie, · 


NOTES. Е 


The War and Foreign Trade.—Tue JANUARY 
Fiecres.—The following are the electrical and machinery figures 
given in the official returns for January :— 


IMPORTS. 


Electrical goods and apparatus, Month of Ino, or 
excluding machinery and un- January. ; 
insulated wire... eco өзө £56.865 — £81,646 

Machinery ... $us eas ^. — £618,401 + 819,013 

EXPORTS. 

Electrical goods and apparatus, 

excluding machinery and un- 
wire ... Я $5 $269,593 + £16,172 
ese soo TI оов £1,663,182 =» 81,724, 253 


Electric Cars and Accessories at the New York 
Show.—The wider use of the battery for ignition, the practically 
universal adoption of electric starting and lighting, improvements 
in electrico gear-shifting mechanisms and the introduction of 
electric transmiseion systems were features of electrical interest at 
the fifteenth annual national automobile show held in New York, 
January 2ad to 9th. 

The development of electrical accessories for 1914, as evidenced 
by varions devices shown, has been directed chic fly towards greater 
rimplicity, and, wherever possible, a reduction in weight. This 
has been particularly thecase with magnetos. Among the starting 
apparatus there were a variable-speed oompound- wound machine 
of improved type and several new devicee for starting Ford cars. 
With lighting systems the lamps have been made simpler in 
appearance. Many devices were also shown for dimming the 
brilliance of headlampsa.— Electrical World. 


Melbourne City Council and British Preference. 
At а December sitting of the Melbourne City Council, сопвійег- 
ation was given to a letter from the British Trade Commiesioner, 
Mr. G. T. Milne, suggesting that the Council in all its purchases 
thould give preference to goods manufactured either in the Common- 
wealth or in the United Kingdom, and to recommendations of the 
Electric Supply Committee, as follows :— 

la purchasing or obtaining any goods, machinery, or material, 
the Council will give effective and substantial preference to goods, 
machinery or material manufactured or produced in the Common- 
Wealth. Lf goods, machinery or material manufactured or pro- 
дозе in the Commonwealth cannot be purchased, or can only be 
purchased in insufficient quantities, or of а quality unsuitable 
for the work, the Council will give substantial and effective 
Preference to goods, machinery or material produced and manu- 
in the United Kingdom, as against those of foreign 
manufacture. — Australian Mining Standard, 


Inquiries.—Makers of the Franco," Standard, and 
other flash-lamp refills are asked for; we understand that our 
correspondent has orders to place for large quantities. Makers of 
a substitute for Galalith are inquired for. 


Iron Leads for Installation Work.—The Prussian 
Minister of Commerce and the Minister for the Interior have 
issued a joint memorandum pointing out that under existing oon- 
ditions difficulties shonld scarcely any longer be met with in 


_ securing connections with central stations owing to the lack of 


installation materials, seeing that the Union of Electrical 
Engineers, in agreement with the makers of installation materials, 
has extended its standards to the possibility of the employment of 
iron conductors with impregnated paper insulation and a water- 
tight metallic outer envelope. It is further suggested that easy 
terms of payment should be introduced for facilitating the carrying 
out of installation work, and that lower charges for supply should 
be granted in connection with small installations for a certain 


period. 


Low-Tension Auxiliary Supply in High-Tension 
D.C. Traction Systems.—One of the minor problems associated 
with high-tension direot-current traction systems is that of obtain- 
ing current at low pressure for train lighting and the supply of 
heaters, fans and other auxiliaries, by means of a pressure-reducing 
apparatus at once light, compact and reliable, Оп the Biasca- 
Acquarossa 1,200-volt eleotric railway, on the 1,500-1,800-volt 
Wendelstein system, and on the Tavannes-Noirmont line in Swiss 
Jara there have been used, during the last few years, pressure- 
reducing motor-generators supplied by Brown, Boveri & Co. Esch 
set comprises a direct-coupled interpole motor and dynamo, with 
differential compound winding on the motor for voltage regulation. 
The special feature, by which high-tension ourrent is confined to 
the motor armature, is excitation of the high-tension machine by 
low-tension current derived from the lighting dynamo. The motor 
interpoles are connected to the earthed side of the motor-armsture, 
Shunt characteristios are secured in the motor, but only its arma- 
tare need be insulated for high pressure ; the insulation there used 
is a special mica composition tested to 9,000 volta A.C. 

These seta have proved so satisfactory in service that they are 
now adopted as standard by the makers for all D.c. traction sys- 
tems operating at 1,200 volta or higher pressures. To save space 
and weight, both motor and generator armatures are mounted on 
the same shaft within a cast-steel housing serving as magnetic 


- yoke for both field systems. The pole cores are bolted on. Besides 


supplying the lighting circuits, the dynamo also supplies current 
for heating purposes and for fans, sir pumps, and any other 
auxiliary services on the train. Six standard seta range from 2 to 
40 Kw. output, and are wound for 1,500 to 2,500 volta primary and 
30 to 330 volts sesondary pressure. The 10-Kw., 1, 000. B. P. M. set, 
wound for 2,000-2,200 volts primary pressure, weighs 3,110 Ib. net, 
and is used in all coaches on the Chur- Arosa and N yon-Morez lines. 
To eliminate reproduction in the secondary circuit (proportionately 
reduced) of variations in the line pressure, a Brown-Boveri auto- 
matic voltage regulator may be used to operate on the dynamo 
excitation ; differential compounding of the motor is provided on 
all new locomotives of the Oberland-Bernois lines, the revolutions 
per minute of the reducing set (which is direct coupled to a venti- 
lating fan), being constant between primary pressure limits 1,300- 
1,700 volte. Sudden closing of the line circuit does not produce 
excessive sparking on the H.T. motor commutator, and special 


| attention has been directed to securing sparkless commutation 


during normal operation. А 40-K w. four-pole single commutator 
motor designed for 2,200 volte commatates sparklessly on 3,500 
volta under 20 per cent. current overload.— La Lumière Electrique. 


А New Turbo-Electric Steamer.—As previously 
reported in this journal, the large Swedish steamship company, 
the A/S Sveabolaget, has lately been making an experiment by 
building a new turbo.electric steamer, which seems to be of 
considerable importance. The company has had under construc- 
tion at the Lindholmen Shipbuilding Yard at Stockholm two 
steamers, which have been built according to the same drawings, 
and resemble each other as closely as possible. This has been 
done with the view of making a fair comparison between them 
possible. Both steamers have now been completed, and have a 
displacement of 2,225 tons: they have been designed for a normal 
speed of 11 knots. The first one, the Mimer, was finished in 
October, and was equipped with an ordinary triple - expansion 
engine, while the second, the Mjölner, was completed just before 
Christmas, when it underwent its first trial with its turbo-electric 
plant, which was designed by the Swedish engineer Ljungström. 
The turbine plant occupies much lees space than ordinary triple- 
expansion engines, and ів not so expensive аз а Diesel engine. The 
consumption of coal was estimated to be less than for ordinary 
steamere, and, in fact, there was guaranteed a saving of 30 per 
cent. of coal. On the trial trip the А// 1ле waa fitted with the 
screws of the Mimer, and the trial, which lasted seven hours, gave 
excellent resulta. The machinery, in which gearing is employed, 
developed 975 1.H.P., or 75 н Р, more than it had been designed for, 
and an average speed of 11:8 knots was obtained. The consumption 
of coal turned out to be 35 per cent. below that of the sister-ship, 
and during the three hours, when the consumption was measured, 
the quantity of coal required per I.H.P.-hour amounted to 0 88 lb. 
Representatives of the shipping and technical world who accom- 
panied the ship on its trial trip, among whom were also repre- 
sentatives of the Swedish Navy, expressed their satisfaction 
with the results obtained, and there was, in fact, unanimous 
agreement that the turbo-electric steamers would be the ships of 
the future. : 8 4 
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Fatalities.—4A Cape Town correspondent reports that an 
accident occurred at Sea Point, on January 11th, whereby a young 
man named Arthur Grover, an electrical j inter in the employ of 
the Cape Town Corporation, lost his life. It appears that Grover 
was oconpied in cleating ap some high- tension live wires in a new 
transformer station when he noticed some “arcing” in progrees 
between one wire and the wall of the transformer station. Instead 
of switching off-the high-tension side, which would have песевві- 
tated his walking to the next transformer station, be simply told 
his assistant (a coloured man) to take the wire out of his way. The 
assistant did so by placing the wire on the floor with a bare end 
exposed, and shortly afterwards Grover accidentally touched the 
bare end; as he was then standing in av open trench, he received 
praotically a fall 2,000-volt shock to earth. A local doctor was 
immediately in attendance, bat on his arrival pronounced life to be 
extinct. 

An inqueat was held at Brotton.in-Cleveland, on Fzbruary 2nd, 
touching the death of Hugh Fraser (39) who was fatally injured 
at the Skinningrove Ironworks on the previous Saturday morning, 
whilst in cbarge of an electric elevator at the gas producer.— 
William Wild, electrician, stated that deceased had full charge of 
the elevator. Haring of the accident, witness went up the 
elevator into the machine house, and found Fraser on the machinery 
gear fastened by his clothing, which was badly torn. Witness at 
опса secured the necessary tools to take the machinery to pieces. 
Deceased talked to the workmen while they were endeavouring to 
release him, and h3 told witness that in returning from an exami- 
nation of the coal bunker on the elevator, he stepped on to the 
onsing ok an electric motor and slipped, falling into the moving 
machinery. Before going to examine the coal bunker, Fraser 
should have stopped the machinery, which he could have done in a 
second ot two.—Replying to Mr. W. B. Lauder, Н M. Inspector, 
witness admitted that there was no controlling switch for the 
motor iu the motor-house, and there was no fencing for the cog- 
wheels or shafting. Fraser had ben in charge of the plant only 
a week, but thoroughly understood his work.—The jury returned 
a verdict of Accidental death," and suggested that Н M Iaspector 
should take steps for having the machinery better protected. 

An inq ies“ was held at Westminster on 2nd inst. into the death 
of Feederick Charles Humphries, aged 30, а gatemau employed on 
the Piccadilly and Brompton Railway. Humphries was missing 
from his train (which was coming from Finsbury Park) when it 
` arrived at the next station after leaving Leicester Square. His 
body was subsequently found about 13 yards inside Leicester 
Square tunnel. He died in hospital next morning. The medical 
evidence showed that deceased was severely burned by the live 
rail, and his feet were run over. Оле of the company's electrical 
engiaeera,in giving evidence, said that this particular train was 
the only one of the kind running. Probably the deceased had not 
securely closed the sliding door, which would hive a tendency to 
open with the train in motion, A verdict of " Accidental death 
was returned. 


American Electrical Development, —We have before 
us an interesting 20-page pamphlet, entitled What it Has Done," 
the "it" being the Society for Electrical Development, Incor- 
porated, of New York. The Society is a strong and representative 
organisation, whose enterprising efforts to popularise electrical 
service of all kinds have been frequen'ly reviewed in our columns. 
The obj ots of the present publication are :—To inform the Society'g 
awn members of what it has done (moving picture demonstrations, 
publication of articles in magazines and trade journals, advertising, 
and other forms of publicity, “field co-operation,” research 
departments, display service bureau, and so forth); also to act as 
& campaign document in interesting the men engaged in the 
electrical industry who are not yet members of the Society. A 
“National Electric Week is now being organised. Mr. J. M. Wake- 
man, is the general manager (29, West 39th Street, New York). 


Institution and Lecture Notes.—Institution of 
Electrical Engineers. —AssociATE MEMBERSHIP EXAMINATION, 
— А п examination will be held on April 30th and May 1st, at the 
Examination Hall of the Royal Collegeof Physicians and Surgeons, 
Queen's Square, Bloomebury, W.C. Should a sufficient number of 
candidates make application, arrangements will be made for the 
examination to be held concurrently in local centres. Entry 
forms, which must be returned not later than March lst, may ba 
obtained, together with the examination regulations, on applica- 
tion to the secretary of the Institution. 

At the meeting of the MANCHESTER LOCAL SECTION, on Tuez- 
day last, a paper was read by Prof. E. W. Marchant, on Conditions 
affecting the Variations in Strength of Wireless Signals,“ and waa 
followed by a discussion. 

A paper on "Distribution and Rise of Temperature in Ficld 
Coils.“ was read before the SCOTTISH LOCAL SECTION in Glasgow, 
on Tuesday last, by Prof. Magnus Maclean, the paper being a 
collaborative effort by Prof. Maclean, and Messrs. D. J. McKellar 
апа R. S. Begg. Sir John Snell, the president of the Institution, 
was present, together with Mr, Rowell, the secretary, and both 
delivered addresses, 

At the meeting of the BriRMINGHAM Locarn SECTION on 
Wednesiay last, a paper was read by Mr. N. Shuttleworth, M.Sc, 
on “Polyphase Commutator Machines and their Application." 
À discussion followed. 

Iron and Steel Institute.—The annual meeting wi!l be held 
at the Institution of Civil Engineers, London, on Taureday and 
Friday, May 13th and li*:b. Thureday, May 13th, bas been pro- 
visionally fixed for the annual dinner, and the autumn meeting is 
expected to be held in London during the week ending September 
25:h. 


Association of Mining Electrical Engineers.—At a meeting 
of the East of Scotland Branch, at Cowdenbeath, a paper was read 
by Mr. Wm. Webster, of the Lochgelly Iron Co, on The Utility 
of Surface Earthing on Armoured Systems.“ The author ques- 
tioned the utility of elaborate surface earthing installations on 
completely armoured systema, and pointed ont that there was no 
compulsion to install earth- plates underground, although it was 
recommended to do so should the circumstances require it, He 
had seen instances where much time and money had been expended 
on elaborate systems of surface earthing without much considera- 
tion being paid to underground conditions, The laying-out of an 
elaborate earthing system suggested the possibility of a large 
leakage current, and that, to his mind, constituted a danger even 
where the earthing was perfect. He was favourably disposed to 
the use of leakage trip gear for the prevention of dangerous leakage 
currents. Where these were installed, the insulation of the system 
would require to be kept in a higher state of efficiency, and the 
dangers from shock, fire, and ignition of gas or dust would be 
reduced to а minimum. 


Rifle Shooting.—A match took place on February 4th, 
at Dalston, between the Electrical Press and Messrs. Siemens Bros, 
Dynamo Works, L'd., the scores being :—Electrical Prees 738; 
Siemens Bros., 860 (10 a side). The visitors were hospitably enter. 
tained by the ‘winning team, and the contest proved thoroughly 

enjoyable. 


Patents and Alien Enemie3.—Application bas been 
made by Mesers. R, S. Wright and E. E. Burnside to the Board of 
Trade to avoid or suspend Letters Patent No. 25,101/12, granted to 
Bauer, for high.tension electrometers; the hearing is fixed for 
February 21th. 

A licence has been granted to Mr. E. Mills in reepect of Patent 
No. 362/12 (Hinselmann). 


Educational Notes.—The Appointments Board of the 
UNIVERSITY OF LONDON recently issued a pamphlet setting forth 
the aims and work of the Board, which has for its main object the 
assistance of Graduates and Stadents of the University in securing 
appointments, It is stated that over 100 posts were so secured 
during the past year. Employera desirous of getting in touch 
with well-educated y ung men and women are invited to make use 
of the R gister, and to make known their requirements to the 


Secretary of the Board at the University, South K sneington. 


A fou1da*ion has been endowed by Lord Rosebery at the London 


School of Economics and Political Sience, whereby two prizes, one 


of £25 and one of £10, will be awarded annually for the best 
monographs on a question dealing with the History, Theory, or 
Organisation of Ialand Transport. For 1916 the subj2ct ie 
„ Workmen's Trains.“ Candidates must be present or past students 
of the school, 


Electrical Heating.— A Committee appointed by the 
Stockholm electricity and gas works, for the purpose of making 
exact inquiries into the subj зоё of electrical heating with the view 
of ascertaining its cost compared with that of other heating 
systems, recently issued ita report. The first step that was taken 
was to install hot-water apparatus in certain premises, together 
with thermostats, according to the system of Dr. Ekström. The 


water was heated by coke or by electricity. Daring the winter 


the premises were heated alternately by means of two syatema for 
two weeks at a time, during which experiments the consumption, 
temperatures, &., were kept under close observation. 

The experiments were carried out in two different ways. Ia one 
case the apparatus were in partial operation during the whole day 
and night, and attendan^e was dispensed with, as the system 
worked automatically. In the other case, the supply of heat was 
cut off forthe night from 5 p.m. until 7 a.m. With few exceptions 
the temperature in the morning was as high as 18? C. Bz:tween 
9 a m. and 5 pm. the apparatus were working automatically. 

When the systems were in use the whole day апа night, it was 
found that the consumption of 1 hectolitre of coke corresponded 
to 198 Kw.-hours of electricity. The effiviency of the hot-water 
system averaged about 60 per cent. 

When the current was switched off for the night, 1 hectolitre 
of coke was equivalent to 120 Kw.-hours, representing a saving of 
about 40 per cent. 

Аз regards the capital expenditure, with consequent interest 
and depreciation, the Committee arrived at the result from the 
experiments that the cost was about the same for both systems, 
and it came to a similar concluaion wi:h rezard to the cost of 
up-keep. With reference to the attendance, the expenses for the 
electrical syatem were practically xil, while those of the other 
system amounted to about 20 per cent. of the cost of the fuel. 

The results derived from the experimenta show that when the 
price of coke is 1°50 kr. per hl. (I=. 81), as much as 0776 оге per 
Kw.-hour can be paid for continual heating, and 1°25 öre (11) 
with 10 hours' heating. If the cost of atten?ance be included, the 
above-mentioned figures will be raised respectively to 0 90 de and 
1°50 ó:e(l krone = 100 Gre = 13. 141.) 

The Committee comes to the conclusion that in consideration 
of the great advantages of the electrical system it ought to 
be possible to go even beyond thoze prices. Surplus electrical 
energy from water-power plants ia regarded as the most 
suitable fourca of supply for electrical heating. Whether more 
satisfactory results could be obtained by dispensing with hot water 
pipes and using electric radiators in the rooms was not etated, bat 
in view of the increased efficiency of this method the reeults would 
probably be more favourable, 
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Appointments Vacant.—Assistant engineer (£125) for 
Borgh of Hamilton Electricity Supply; electrical foreman, 
(6380 +) for Federated Ma'ay States Government Railway ; meter 
tester (358) for Borough of Salford; junior assistant (£1) for 
Llanwret Electric Light Works; chief inspector of railway tele- 
graphs for Ceylon Government Railway (£250 +); janior shift 
engineer (30°.) for Luton Electricity Works ; shift engineer G58) 
for Oolne Corporation Electricity Works. Particulars are given 
in our advertisement pages. 


Electricity in Surgery.— The medical correspondent 
of the Times in Calais states that the radiographic room of the 
Qaeen Elizabeth Hospital there, which is under Belgian control, 
and is used for wounded Belgian soldiers, possesses an exception- 
ally interesting and up-to-date electrical «quipment. Apparatus is 
provided for taking instantaneous X-ray photographe, with the 
minimum of discomfort to the patient, and the localisation of 
foreign bodies is facilitated by the use of stereoscopic X-ray photo- 
graphs. The water supply is sterilised with ultra-violet rays, 
The installation is in the charge of M. Emile L: jé t. 


Workmen's Compensation. — The Finance and 


General Parposes Committee of the Bradford Corpora ion has 


decic ed that in view of the large percentage of the sums claimed 
under the Workmen’s Compensation Insurance Fand for the three 
years erded March 318, 1914, as compared with the premium 
income in the electricity department amongst othere, the premium 
be increased from 12». per cent. to 18s. per cent. for the years ending 
March 31st, 1915, and March 31st, 1916. The gas department rate 
has been increased from 128, per cent. to 20s. per cent. 


Special Services in London.— In the course of a 
paper read before the Telephone and Telegraph Society of London, 
by Mr. D. H. Kennedy (Assistant Superintendent Engineer, Post 
Ofi»e Eagineering Department), on January 25th, interesting 
demonstrations were given of the working of some of the “ special 
services " in operation in the metropolis. A test call was sent from 
the Leoture Hall of the Institution of Electrical Engineers to the 
fire brigade stations at Scotland Yard and Whitefriars ; a horaed 


 ecspe and a horsed fire engine from the former and a motor fire 


engine from tbe latter arrived simultaneously in 2 min utes and 20 


seconds from the moment when the handle of the ficealarm was. 


pulled, the officers entered the theatre and spoke to one of the 
stations at two minutes thirty-three seconds. An order was 
telephoned to Selfridge’s, and the article required was 
delivered in nineteen minutes, in spite of the foggy weather; 
the distance traversed was 1 mile 1,500 yards, and at & preliminary 
trial earlier in the day the feat was accomplished within 
154 minutes. 

The author gave partioulars of the remarkably varied “ special 
services" which are provided by the telephone and telegraph 
department, in connection with public business, public infor- 
mation, public safety, and public pleasure. It appears that as there 
are по fewer than 12,000 private branch exchanges in the London 
are, and only 2,500 working positions at the main exchanges, 
the namber of private exchavge operators far exceeds the 
nomber of main exchange operators; 29 private ex- 
changes have 112 operators positions and nearly 7 000 
stations. The Stock Exchange and the adjoining buildings 
cmstitute the most densely-t«lephoned area in the kingdom, pos- 
sessing an extraordinary number of telephne cabinet». 
services tranemit on an average more than 2,000,000 words а day. 
It is not generally known that the department has for many years 
maintained the system of division belle at the Houses of Parlia- 
ment; moreover, a number of Members who live within six 
minutes by motor-car have bad installed in their houses bells 
connected with the system, so that they can stay at home until 
their presence is indispensable. Various special services have been 
necessitated by the war, including one for the Press Bureau, 


Whi:h was installed in two daye ; 22 cabinets are picvided for 


the uae of Press representatives, who act in accordance 
with strict rules. When а news item has been passed 
by the Censor, it is distributed to all the reporters, 
who on а given signal simultaneously rush to their respective 
cabinets and call up- their offices. The Department also maintains 
A complete system of fire alarms for the L ndon Fire Brigade, and 
a similar system of street pillar boxes for the City Police Ambulance 
service ; the average time from the occurrence of an accident to 
the arrival of the ambulance is under four mirutes. A larger 
ambulance system is also maintained for the Port of London 
Aathority, 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether conneeted with the 
technical or the commercial «ide of the profession and industry, 
olw electric tramway and railway officials, to keep readers of the 
ELECTBICAL REVIEW posted as to their movements, 


+ 


Central Station Officials, Mr. FreD. TYRRFLI, 
ars'etant engineer at Ascot electrical worke, has been appointed to 
a timilar position under the Nigerian Government at Lag: в. 

Mz. F. CROOKS, clerk and collector to the Bridlingten Corpora- 
tion electricity department, applied for leave of absence in order 


The news . 


to enlist in H.M. Forces, bnt the Electricity Committee is unable 
to consent, his services beirg essential to the department at the 
present time. 

Мв. Н. М. NEWCOMBE has resigned his position as engineer-in- 
charge at the borough of Wimbledon electricity works, MR. H. 
OswALD bas been appointed temporary engineer-in-charge, at 
£104 per annum. 

Мв J. ELLIS has resigned his position as shift engincer at the 
Watford electricity works. 

Мв. F. J. STRATFORD, of Newton Abbot, has been appointed 
shift engineer at the Corporation electricity works at Bexhill- 
on-Sea. 


General.—There were some 400 signatories, represent- 


ing commercial interests in Dublin, Belfast, Cork, Limerick and 


other Irish centres, to an address presented to Мв. WM. M. MUBPBY, 
chairman of the Dublin Tramweya Co., in the Dublin Chamber of 
Commeroe, in recognition of his valuable work as President of the 
Chamber and ín relation to the tramway and other strikes of the 
year 1913, Accompanying the address were two fine portraits of 
Mr. Murphy, by Mr. Wm. Orpen, the distinguished Academician, 
one of which is to be hung in the Council Room of the Chamber. 
In his reply Mr. Мотрі у claimed that his enterprises had been 
free from self-seeking, and that what success had at'ended them 
was due mainly to those associated with him. He had, he said, 
carried the Irish flag far afield in oc mmercial undertakings, and 
had proved that an Irishman, making hia heacquarters and spend- 
ing nis life in his native land, was not handicapped to such an 
extent лв to prevent him from successfully extending his interects 
to Great Britain and abroad. 

The Times, in announcing the staffs of the special departments at 
the King George Hospital, says that the fcllowing three physicians 
have undertaken to advise as to the equipment of the X-ray depart- 
ment, and, in cop junction with the visiting staff, to render them- 
selves responsible for its work: — W. Ironside Bruce, M.D. 
phyric'an, X-ray department, Chating Cross Hoepital; Stanley 
Melville, M.D., physician, X-ray department, Brompton Hospital; 
G Harrison Orton, M.D., physician, X-ray department, St Mary's 
Hospital. The Joint Committee are advised that the expense of 
the establishment of this department will amount to £750. 

Мв. Е. LARGE, of Great Barrow, has been presented hy his 
colleagues at the Helsby Works of the British Insulated and 
Helaby Cables, Ltd., with а case of cutlery. EE 

Мв. W. MoTTERSHEAD, works foreman at the Corporation 
electricity works at Tunbridge Wells, has received an appointment 
under the Admiralty. 

The marriage took place at St. George’s Church, Hanover 
Square, London. W., on February 2ad, of Мв. WALTER T. SMITH, 
of Messrs. T. Smith & Sons, electric crane manufacturers, of 
Rodley, near Leeds, avd Miss Beatrice May Haysom, daughter of 
Mr. G. o. Haysom, L.C.C., of Hayling, South Croydon. 

ALDERMAN TYRRELL аз been re-elected chairman of the В -1fast 
Corporation Tramway ar Electricity Committee, and COUNCILLOR 
Durr has been appointed vi-e-chairmar. - 

The North-East Coast I. atitution of Engineers and Shipbuilders 
has conferred upon LORD | !sHeR the honorary membership of the 
Institute, in recognition «f hie support of the reform recently 
embodied in the Admiralty order conferring military rank upon 
the engineer officers of the Г :yal Navy. 

Мв. Cras. LILL, who reigned bis appointment with the 
Hickney Borough Council a short time ago in order to join Mesars. 
J. and H. Grevener, has, owing to the national crisis and with 
regret, severed his connection with that firm and has since been 
appointed engineer and manager to the Albion Electrical Co., Ltd., 
of 67, New Oxford Street, W. C. 


Obituary.— Mg. Wa. BVLLOCH.— We regret to learn 
that the death took place, on Tuesday, at his residence, Norman- | 
hurst, Newbridge, Wolverhampton, of MR. WILLIAM BOJ-LOCH, а 
director of the Electric Construction Co., Ltd., Bushbury, and for 
over 20 years manager of the company's works, The deceased 
gentleman attended to his business engagements so recently as 
Friday in last week, and it was only on Saturday he was seizod 
with the illness which, unfortunately, proved fatal. Mr. Balloch, 
who was a Scotsman, was only 44 years of age. During the period 
of his management the  E.C.C. works have extended and 
developed, and many departmeuts bave been reorganised. He took 
the keenest interest in the workmen, and was closely identified 
with their institute and their organised sports and recreations. For 
many years he was a member «f the Wolverhampton Chamber of 
Comm:rce, For two years— 1907 and 1908—he occupied the 
presidential chair, and he ecrved on several committees, being 
present at one of the meetings list Wednesday week. Mr. Bulloch 
was also a vice-president of the W:lverhampten and District 
Enginve'ing Society. He will be missed in many circles, but 
especial'y at Bushbury; and sympathy will be unreservedly 
extended to Mrs. Balloch and ihe family of five boys and one girl 
who mourn his decease. 

MR. J. H. Wanpoy, J.P.— The death has taken place of MB. 
JOHN HENRY WADDON, J.P.. a former Mayor of Bridgwater, and 
one of the pioneere cf the local electric light undertaking. 

Мв. A. J. ICKRINGILL.—TYh» death took place, on February 2nd, 
at Guelph, Ontari^, after £n operation for appendicitis, of Мв. 
ARTHUR JAS. ICKRINGILL, & director of the Keighley (Yorks.) 
Electrical Engineering Co, Ltd. He was only 39 years of 
age. 

MR. ARTHUR KEEN.—The death occurred on February 8th at 
В rmiogham, at the age of 80 years, of MR. ARTHUR KEEN, of 
Guest, Keen & Nettlefclds and other important enginecring 
undertakings, р 
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NEW COMPAN IES REGISTERED. 


Spicer & Co., Ltd. (139,205).—This company was regis- 
tered on February 2nd, with a capital of £500 in £l shares, to take over 
the business of electrical engineers carried on by Charles Gustav Louis Heim 
and Edward Norcock Harwood Spicer, at 1, Cottage Lane, City Road, E.C., 
as “Spicer & Co.“ The subscribers (with one share each) are: E. N. я 
Spicer, 1, Cottage Lane, City Road, E.C., manufacturer; C. G. L. Heim, 1, 
Cottage Lane, City Road, E.C., merchant. Private company. The number 
of directors is not to be less than two or more than five; the first are not 
named, Solicitors: Bate & Co., 35, Bedford Row, W.C. 


Standard Insulator Co., Ltd. (139,241).—This company 
was registered on February 4th, with a capital of £100 in £1 shares, to carry 
on the business of manufacturers and proprietors of and dealers in magnetos, 
magneto parts and accessories, motors, motor and other carriages, vans, 
Witgfons, motors, launches and flving machines, electricians, engineers, rubber 
manufacturers, еіс. The subscribers (with one share each) are: H. Doe, 14, 
Regent Street, S.W., clerk; R. Buagen, 96. Mildenhall Road, Clapton, N.E., 
clerk. Private company. Table А mainly applies. Solicitors: J. B. 
Е. Purchase, 14, Regent Street, S.W. 


E. S. Co., Ltd. (139,230).—This company was registered 
on February 4th, with a capital of £2,000 in Cl shares, to take over from 
E. C. Beman the business of an electrical supply agent and wholesale factor 
carried on at 53, Victoria Street, Westminster, as the Electrical Supplies Co, 
The subscribers (with one share each) are: E. €. Beman, 53, Victoria. Street, 
Westminster, S. W., clectrical engineer; F. J. Roden, 53, Victoria. Street, West- 
minster, S. W., traveller. Private company, The number of directors is not 
to be less than two or more thin five; the first are E. C. Beman and F. J. 
Roden (both permanent, with £260 and £208 per annum respectively as re- 
muneration). Qualification 100. Registered ofice: 03, Victoria Street, West- 
minster, 


Arthur Lyon & Wrench, Ltd, (139,224). —This company 
was registered on February 4th, with a capital of 412,000 in 1 shares, to 
take over as going concerns the businesses carried on at 5, Crawford Passage. 
Farringdon Road, E.C., and elsewhere, as the ‘ Wrench Manufacturing Co.,“ 
and at Caxton House, Westminster, as ‘ Arthur Lyon & Co.,“ to carry on the 
business of manufacturers of cinema requisites, and electro-mechanical engi- 
neers, manufacturers of lamps, light-projecting apparatus, dynamos, signalling 
apparatus, searchlights, аге projectors, oxy-hydrogen and oxy-petrol lighting 
sets for motor cars, motor lorries, motor locomotives, aeroplanes, monoplanes, 
hvdroplanes, biplanes, etc., and to adopt agreements (1) with H. H. Wrench, 
and (2) with A. A. Lyon and Golden!vte, Ltd. The subscribers (with one 
share each) are: Н. Н. Wrench, Kensington Palace Mansions. W., manu- 
facturer; А. А. Lyon, Caxton House, Westminster, engineer. Private com- 
pany. The number of directors is not to be less than three or more than seven; 
the first are H. H. Wrench, А. A. Lyon, W. Engelke, and A. F. Burman (all 
permanent), Qualification, 500 ordinary shares. Remuneration as fixed by the 
company. Registered office: Caxton House, Westmisnter. 


Kaywright Engineering Co., Ltd. (139,257).— This com- 
ра у was registered on February 6th, with a capital of £500 in £1 shares, to 
carry, оп the business of electrical and mechanical engineers, builders, con- 
tractors, electricians, producers and suppliers of electricity, ete. The sub- 
scribers (with one share each) are: R. Orwin, 42, Elvedon Road, Palmers 
Green, N., engineer; F. К. Orwin. 42. Elvedon Green, N., pattern maker. 
Private company. Table © A mainly applies. Solicitors: Davidson & Morriss, 
40-42, Queen Victoria Street, E.C. 


‘OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


St. Helens Cable & Rubber Co., Ltd. (87,774).—Capital, 
£510,000 in £1 shares. Return dated Dee. 3ist, 1914. All shares taken up; 
10.000 paid. Mortgages and charges. 4,148,464. 


Perfect Burglar Alarm Co., Ltd. (recently known as 
Lichtenfeld Burglar Alarm Cog Ltd), (112.522).—Capital, 4.000 in £1 shares 
(1.600 pref.). Return dated Die, 18th. 1914. 230 pref. and 1.710 ord. shares 
taken up; £1 per share called up on 1.210 shares and 5s. per share on 230 
shares; £1,267 105. paid; 47500 considered as paid on 500 shares, Mortgages 
and charges, nil. Name changed on Jan. 13th, 1915. 


Provincial Tramways Co., Ltd. (6,445).—Capital, 
275.440. in 10.000 pref. shares of £10 each and 175.440 ord. shares of £1 
each. Return. dated Dec. 10th, 1914. 10.000 pref. and 124,560 ord. shares 
taken up; £10 per share called up on 3.814 pref. and £1 per share оп 124.560 
ord. shares; 162.700 paid; 4 61. 860 considered as paid on 6,186 pref. shares. 
Mortgages and charges, 175,000. 


Gosport & Alverstoke Electric Lighting Co., Ltd. (82,693). 
—Cnapital, £:5.000 in £710 shares. Return dated Dec. llth, 1914. All shares 
taken up; 5.000 paid. Mortgages and charges, nil. 

Ferranti, Ltd. (83,718).—Capital, £130,000 in £1 shares 
(160.000 pref.. 60,000 ord., and 10,000 defd.) Return dated Nov. 13th. 1914. 


60,000 pref.. 53.374 ord., and 10,000 defd. shares taken up; £123,374 considered 
as paid. Mortgages and charges, £157,962 115. 


CITY NOTES. 


Yorkshire Electric Power Co. 


THE directora report that for the year ending December 31st, 1914, 
the net profit on the revenue account, after payment of mortgage 
interest for the three years ending December 31st, is as follows :— 
1912, £7,361 ; 1913. £15,401 ; 1914, #20 535. plus £4,188 brought 
forward, making £24,723. Deducting the dividend paid to June 
30th, 1914. on the preference shares, £4,392, and on the ordinary 
shares £2,552, there remains a disposable balance of £17,778, which 
is to be dealt with thus:—Dividend for the half-year ending 
December 31st, 1914, at the rate on the preference shares (6 per 
cent.), £4,979 ; write off the bonus paid upon the second mortgages, 
4 2.250; transfer to general reserve fund, £7,500: carry forward 
£3,049. In view of the progress of the company during the first 
six months of 1911, the directors felt justified in July іп paying а 
dividend at the rate of 2 per cent. per annum, a rate which they 
had reason to believe would be maintained for the whole year. 


Immediately following this the outbreak of war caused a serions 
reduction in the current used by customers during the months of 
August and September, and checked the expanding revenues of the 
company. For the last three months of the year the revenue has 
again shown considerable improvement, being А substantial 
increase on that of the corresponding months of 1913. Owing to 
the financial caution, which is specially advisable at present, the 
directors recommend the shareholders to be satisfied with the 
dividend already paid (equal to 1 per cent. for the whole year), so 
as to strengthen the position of the company, by placing £7,500 to 
reserve, raising this fund to £12,500. 

On February 17th of last year the proprietors authorised the issue o! 
further 10,000 6 per cent. preference shares of £5 each, makiog a total author- 
ised issue of £290,000. Applications were made by holders of second mort- 
gages for £35,405, making, with further appliostions which have since been 
received for these and the balance of the former issue, a total of £56,365 taken 
up during 1914. Applications ara being received for the balance, which at 
this date ів £13 090. | 

The second mortgag?s, which, with the bonus upon them, amounted to 
£17,250, bave been repaid. IW order td give further security to the company’s 
bankers, the mortgages have been t ansferred to them instead of being allowed 
to Japse. 

To provide the capital required for the additional plant and machinery 
installed at Barugh power station, the Yorkshire Waste Heat Co., Ltd. (of 
which the power company is the sole shareholder) sanctioned an issue during 
1914 of а further £22,000 of 5} per cent. first mortgage debenture stock of that 
undertaking. | 

Out of the rent paid for the use of the Barugh station-& sinking fund i: set 
aride by the Waste Heat Co. to repy their debenture stock on December 81%, 
1937. The sum accumulated to December 81st, 1914, amounts to 21,90]. 

Electrical Distribution of Yorkshire, Ltd., now hold 16 Electric Lighting 
Provisional Orders, for which а bulk supply of energy is taken from the power 
company. In order to extend their operations, an allotment of £12500 of 
ordinary capital was made to their shareholders during the year. The bos. 
ness of that company bas throughout shown steady and advancing progress, 
and the directora decided to increase the holding of the Power Company bj 
taking up further capital. 


The meeting will be held at Leeds on Tuesday, February 16th. 


—— 


St. James’ and Pall Mall Electric Light Co., Ltd. 


THE directors report that the connections, which at the end of 
1913 were 15,119 Kw., have been increased to 15,423 Kw. and 
11,171,348 units were supplied to consumers. The Central Electric 
Supply Co., Ltd., has declared a dividend of 5 per cent. оп the 
ordinary shares and £2,500 (less tax) will be payable to this com. 
pany. The revenue derived from the sale of electricity has been 
greatly reduced by the war. The company is associated with other 
London electric supply undertakings in the promotion of a Bill 
entitled the London Electric Supply (No. 2) Bill. The net profits 
for the year 1914, applicable to dividends on shares, amount to 
£27,133 plus £2,283 brought forward. Deducting the interim 
dividends paid in August last at the rate of 7 per cent. on preference 
shares, £3 500, and 10 per cent. on ordinary shares, £10,000, 815,917 
remains to be dealt with. After paying the further 7 per cent. 
preference dividend, a dividend on the ordinary shares for the 
second half-year of бв. per share is recommended, making, with the 
interim dividend paid in Augdst last, a total distribution of 10 per 
cent, for the year, £10,000, leaving £2,417 to be carried forward. 


Generated and purchased— Private supply  .. 11,111,548 

Generated by steam Works e» ... . . 810,338 

plant € А 1,403,027 Batteries ee 8 386.070 
Purchased 18,250,939 Transmission and trans- 

i formation А 9,136,918 
Distribution and unac- 

counted for m à 699,811 

Total] .. . . 14 654,016 Total .. . . 14,054,016 


| Total connections .. T we T 
Annual meetirg, February 16th. 


15,423 Kw. 


Lanarkshire Tramways Co. 


For the half-year ended December 31st, 1914, the revenue was 
£48,583, and the expenses were £31,544, leaving 217,039. After 
meeting debenture and other interest charges and contributions to 
local authorities there remains £13,873, plus £5,645 brought for- 
ward. £9,000 has bean placed to reserve for depreciation. #9432 
is absorbed by dividend at the rate of 54 percent. per annum for 
the half-year on the share capital, £167 is paid to directors, and 
£919 is carried to revenus new account. The revenue shows an 
increase of £192, and the expenses an increase of £5,088, as com- 
pared with the revenue and expenses for the corresponding half- 
year of 1913. For the month of July the traffio receipts were over 
£1,000 in excess of the figures for the corresponding month of 
1913, but from the outbreak of the war there was a continuous 
falling off in the receipts, and it is estimated that there was 4 
decrease in the revenue of fully £4,000 on this account. The 
increase in expenses was mainly due to operating the lines leased 
from the Lanark County Council, which were not in operation for 
the full half-year of 1913, and to heavier maintenance charges for 
permanent way, rolling stock, хэ. A large number of employes 
have joined the Colours, and allowances. to wives and dependents 
to December 31st coat £329. Payments to local authorities for the 
year will amount to £1,730, of which £1,433 was reserved in the 
accounts to June 30th, leaving a charge in the past half-year s! 
accounts of £297. A dividend for the half-year at the rate of 
Б} per cent. per annum is recommended, making 5 per cent. for 
the year. 


Half-year Miles Passengers Traffic Average Car- No. o 

ended— open, carried. receipts. fare. mileage. «ars. 
June, 1918 .. . 24:62 8,579 876 £12,884 1:208. 979 621 (o 
December, 1918 .. 34:29 9,471,832 £147,760 1214. 10/440 2 
June, 1914 .. ee 9047 9,926,810 £49,923 1:14. 1,169,837 75 
December, 1914 .. 8647 9,467,472 448,035 1:228. 1,161,006 75 


— ——-—-——.—-——- — t t Pd. 
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Dublin United Tramways Co., Ltd. 


Ar the anzual meeting, held on 3rd inst. in Dublin, the chairman 
Мк. W. M. MUR PRT, said the expenditure on capital account had 
exceeded the гесёіріз by £68,836, but against this the company 
held £39,400 in redeemed bonds. Workshops at Ballebridge 
had been extended, and £1,871. worth of additional machinery had 
been erected at Blackrock sub-station. On revenue acoount there 
were gross receipts of £3,066 іп excess of 1912, and £21,166 in 
excess of 1913—thé great strike year. This showed that their 
business had not been seriously aí ‘by the war. Traffic, in 
fact, showed great vitality, as for last month (January) there was 
an increase of £2,109 over January, 1914, and £960 over January, 
1912. Receipts from goods traffic had grown to £1,550—doubling 
since 1912—and parcels traffic reached £7,129. The working aud 
general. expenses, however, had increased by £14 378. A eum of 
£14,427 had been contributed to local authorities in respect of 
wayleaves for the year. The company now paid rates on a 
£41,000 valuation—an increase from £30,000:in two years. 
Operation cost £567 more than in 1912, and expenditure under 
maintenance’ showed, apart from rail renewal, a net increase of 
£4,749. Increases for renewal and maintenance of track, plant 
and rolling atock, must be looked forward to, but Mr. Murphy 
anticipated increased receipts to meet increasing expenses, 
maintaining net earnings. The balance for appropriation was 
498,047, and after deducting preference and interim dividends, 
they were paying a final dividend of 5 per cent. per annum on the 

i à leaving a surplus on ргрбі and loss account of 
431 306, the most urgent claim on the disposal of which was for 
renewal of portion of the track. They were, the chairman added, 
substituting a rail of 105 Ib. to the yard for one of 92 Ib. originally 
laid down. They had adopted the Thermit system of welding. 
A reserve of £10,768 had been depleted by £18 277 in respect of 
track renewal, and £18,000 would be given from the surplus to 
restore that fund, while £5,000 would go to general reserve, whish 
would then amount to £55,679, and 3811, 366. would be carried 
forward, being £1,409 more than they carried forward from last 
account, | | 


National Gas Engine Co., Ltd.—The directors report 
that the net profit for the year ended December, 1914, after pro- 
viding amply for depreciation of buildings, tools, &c., and allowing 
for management salaries and inoome-tax, is £62,257. Interim 
dividends for the six months to Jane 30th, amountiog to £28,500, 
being at the rate of 5 per cent. per annum on the preference shares, 
and 74 per cent. per annum on the ordinary shares, were paid on 
Joly 31st, 1914, leaving a n 
£11,903 brought forward, makes a total of £45,660 to be dealt 


with, The directors recommend the payment of а final dividend 


at the rate of 5 per cent. per annum on the preference shares and 
one of 74 per cent. per annum on the ordiuary shares, both less 
income-taz, for the six months ended December 31st, 1914. This 
will absorb £28,500, and leave £17,160, which it is proposed to 
carry forward. 


Companies Struek off the Register.—The following 


companies have been struck off the Register, and are accordingly 


dissolved :— 


Automatic Lock Nut Co. 

British Medical Electric Appliances Co. 

Dioptrie Sign Co. . 

Eteotrioal Power Users’ Association. 

Electric Fire Prevention Appliances and General Mfg, Co, 

Institution of Віспа! Engineers (Ino.). | 

International Marine Віспа! and Carbide Co. 

International Syndicate for Electric Water-Powor aud Public 
Works Concessions. 

London Electrio Treatment Instítu'e. 

Machinery. 

Mica Mines, 

Never-Skid Band Manufacturing Co. | 

North Lancashire Tramways Powar and Construction Syndicato, 

Power Engineers. 

Star Electrio Light Co. | 


Official Notices ге Companies.—The following com 
panies will be struck off the register at the expiration of three 
months unless cause is shown to the contrary :— 


Alkaline Acocumniators Paul Gouin. 

Anglo-Brasilian Power and Shipping Corporation. 

Beam Oo. (British Electrical and Mechanical Co.) 
Furnace Power Syndicate. 

Controllers (London). 

County E’estric Traction Oo. 

Electric Batteries and Carbons. 

Leeds Blectric Co. 

Meg>-Acoustics. 

Schoenfeld Universal Oil Filter Oo. 

Silent Gear Syndicate. 

Bouthwold Electricity Works. 

Witney Electrico Supply Oo. - 


Smithfield Markets Electric Supply Co., Ltd. The 


directors report that the gross profit for the year 1914 amounts to 
44.576. compared with £5,764 and the net profit to £3, 139, compared 
with 44,237 last year. A further sum of £100 has been placed to the 
debenture stock redemption fund (making a total of £793) and 
41 000 to depreciation account. The available balance, including 
£791 brought in, is £2,530. A dividend at the rate of 2 per cent. 


per annum, on the ordinary shares will absorb £1,2C0, leaving 


£1,330 to carry forward. 


Underground Electric Railways Co. of London, Ltd.. 


~Subject to final audit, the revenue of the Underground Co. will 
enable it to pay full interest to December 31st, 1914, on its 6 per 
cent, first cumulative inoome debenture stock and on its 6 per 
ceat, income bonds, and to carry forward about £35,000. 


balance of £33,757, which, added to 


Central Electric Supply Co., Ltd.—The - directors’ 
report for 1914 states that energy has been supplied to the 
Westminster, St. James’ aud Pall Mall, and the Chgjees Companies 
to an amount of 28 967,111 units. After making a full allowance 
for sinking fund aud depreciation the net balance for the year 
1914 is 24,999. After paying of a dividend at the rate of 5 per 
cent, on the ordinary. shares for the year £5,000, £6 remains to 


carry forward. The Right Hon, Wm. Hayes Fisher has been 


appointed a director. 


Stock Exchange Notices.—Application has been made 
to the Committee to appoint a special settling day in and to grant 
& quotation to— 

General Electric Co., Ltd.—Further issue of 10,000 ordinary shares of £10 
сас, fally-paid: and 80,000 6 per cent. cum. pref. shares of £10 each, fally- 
paid. | 
ea to allow the following gecurities to be quoted in the Officíal 

st :— | ` | 

Crompton & Со,, Ltd.—79,589 ordinary shares of £1 each, fully-paid, Nos. 1 
$0 79,589; and 186,000 pref. shares of EI each, fuily.paid, Nos. 1 to 186,000 


(renewed application). 
General Юесёгіс Oo., Ltd.—40,000 ordinary shares of.£10 each, fully-paid. 


Central London Railway Co.— The directors recom- 


mend the following dividends :— | | 

On the undivided ordinary stock for the six months ended December 81st І 
1914. at tbe rate of 2} per cent. per annum, making with the interim dividend - 
of £8 per cent. per annum, a dividend for the year 1914 of AR рег cent. 

Oa the preferred ordinary stock for tho six months en December 81st, 
1914, at the rate of £4 per cent, per annum, making with the interim dividend, 
a dividend for the year 1914 of £1 per cent. | 

On the deferred ordinary stock for the year ended December 815%, 1914, & 
Gividand of 13 per cent., carrying forward 215,418, : МЕ ' 


City and South London Railway Co.—The directora 


recommend a dividend on the 5 per cent. preference stocks 1891 


„and 1896 for the six months ended December 31st, 1914, at the 


rate of 5 per cent, per annnm, making with the interim dividend 
a dividend for the year 1914 of 5 per cent. No. dividend will be 
paid on the 5 per cent. preference stocks 1901 and 1908 for the 
half-year ended December 31st, 1914. ME 


City of Buenos Ayres Tramways Co, (1904), Ltd,— 
The report for the year ended December 31st, 1914, states that the 


* annuity payable by the Anglo-Argentine Tramways Co., Ltd., has 


been reoeived, and the net revenue for the year has amounted to 
£67,392. Interim dividends paid for the nine months ending 
September 30th, 1914, absorbed £46 500, leaving £20,892. The 
directors recommend a final dividend of 1s. 34, per share (making 
ӧз. per share 5 cent. per annum—less income-tax) for the 
year, absorbing £15,500, and £5,200 is.to be transferred to general 
amortisation fund, leaving £192 to be carried forward. Annual 
meeting, February 15th. B 


Tyneside Tramways and Tramroads Co., Ltd.— 
The accounts for the past half-year show a divisible balance of 
£6,241. Traffic receipts showing an inorease of £2,263 compared 
with 1913. A dividend at the rate of 3 per cent. is proposed on 
the ordinary shares; £1,400 is to be placed to reserve and renewals 
fund, and £1,500 to special reserve, carrying forward £731. 


London Electric Supply Corporation, Ltd.—The 
company has issued the following. statement :— 


1914. 1918, 
Profit ... T Pak " £93,234 - £71,753 
Dividend on ordinary shares 4% 3% 
Sinking fung. £12,000. 812000 
Reserve account. i Я 10,000 Ml. 
Contingencies account es 7,000 3,000 
Carry forward PN aie 8,828 . 5,098 


Metropolitan District Railway Co.—The directors 
recommend the payments of dividends in full on the 4 per cent. 
guaranteed stock, and on the 41 per cent. preferenoe stock; and on 
the 5 per cent, second preference stock for the past six months at 
the rate of 1 per cent. per annum, making for the year 3 per cent. 


London Electric Railway Co.—The directors recom- 
mend a dividend on the ordinary shares for the past six months at 
the rate of J per cent. per annum, making for the year $ per cent, . 


Parsons Marine Steam Turbine Co. Ltd.—The 
directors announce an interim dividend of 12 per cent. 


i 


STOCKS AND SHARES. 


Tuesday Evening. — 
Fros the general Stock Exchange point of view, the most 
interesting points of the moment are those concerned with 


the Home Railway dividends. People were completely in th? 
dark as to what the companies were likely to pay, the only- 
guide being an assurance by the Government that traffics would 
be made up to a certain amount. This, of course, did not 
pledge the directors to maintain previous dividends. In two’ 
or three cases the announcements are satisfactory, but in the 
inajority, the results are regarded as somewhat disappointing. 


"еа ap: -— a g — * — 
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With refetence to those With which this page is immediately 
concerned, the various distributions declared by the Tube Rail- 
ways cannot be held as good. In one case—that of the Under- 
ground Electric Railways of London—the company has ful- 
filled hopeful anticipations by announcing the payment of the 
fuli dividend on the 6 per cent. income bonds, whereas some 
few weeks ago the idea was current that this rate might be 
cut down to 44 or 5 per cent. | 

On the other hand, the Central London and the City and 
South London publish poor performances; and none too much 
satisfaction is felt with that of the London Electric Railways. 
Prices have mostly given way, and the Underground stocks 
Rave joined with the rest of the Home Railway group in show- 
ing decided signs of heaviness. The public decline to buy 
Home Railway ordinary and deferred stocks—at least, so the 
level of present prices indicates—unless the investments yield 
about 6 per cent. on the money; and inasmuch as this return 
can be obtained from several of the best-class ordinary shares 
in. the steam-list, it is not surprising that others should give 
me | Homes ELECTRICITY Compar IER. 

Mean price. Feb. d, 1915. Rise or fall 


July 27. this week. 
Brompton Ordinary .. .. s T — 
do. C 7 r5 sa Pref, ee ee 1 — 
Oharing Cross Ordinary - e 
dor о, до. 4 Pref. ee 4 4 — 
do. do. City Pref. .. we v5. 4 4 = 
t do. 4 Deb. ae ee oe ee 91 90 — 
Chelsea eo ee ee oe ee oe 4$ — 
do. 43 Deb. eo ee 93 — 
City of London ee MEI ee 16 i — 
do. do. 6 per cent. Pref. eec ч 1 — 
do. do. 5 Deb. M . o1. 114 — 
do. do. 4% Deb. Фе ‚. 1C = 
County of London .. ex T 19 11 — 
do. do. 6 per cent. Pref, . . 19 11 — 
do, до, 18 Deb. „ aal 99 = 
do. * do. 2nd Deb. ee ee 10€ 97 — 
Kensington Ordirary —— 7 ?i —1 
London Electric ee ee oe ee 1; 1} — 
do. do. 6 bei cent. Pret.. . ee b — 
do. н до. 4 b. oe ee ee 87 —2 
Metro tan oe ee eo oe ее x — 
do. 43 per cent. Pref, .. as 4 a — 
do. 44 Deb. 97 96 = 
do. Deb. ee ee oe 83 78 — 2 
St. James’ and Pali Mall .. әл .. 96 9 — 
do. do. do. 7per cent. Pref. 7 63 — 
do. do. do. 87 Deb. oe ee 814 93 — 
South London oe oe ee oe ee зд 8 — 
South Metropolitan Pref. .. ar ee 1. 1 — 
Westminster Ordinary е $a 85 = 
do. 43 Pref... ee ee ев 4 — i 


Central London, Ота, Assented .. . 89 77 —1 

Metropolitan oe ee ee ее е 87 —1 
do. d р! о di е ee ee 1 H — 

Undergroun eotric Ordinary sè ; - 
4 : е д’? eo ee СЕЈ 7 B/- — 
do. Income oo 75 5? B 623 — à 

TELEORAPHS AND TELEPHONES, 

Anglo-Am. Tel. Pf. ..  .. .. 108} 1064 — 

ы do. Def. ee ev ee 28 c8 + Ёё 
Chile Te'ephone m s En 23 7 = 
Can: tantinople Tel. .. is T b 4 em 
Cuba Bub. Ord. £x $5 Ня a = 

do. Pt. ae ee ee ee i — 

Eastern Extension .. .. oo we + 

do. Deb. ee ae ee 97 94 — i 
Eastern Tel. Ord. .. ps T o 1 128 +1 

do. 83 Pf. s we s 77 71 mue 

do. 40.  .. . 96 94 +1 

Globe Tel. and T. Ord. .. . 11 104 41 

do. Pt. ee ee ee 19 114 — , 

Gt. Nortbern Tel. E ve 82 91 = | 

Indo-European Si жаг). vo 55 = 

Marconi.. is i T e. 1H 1g + А 

New York Те!. 44 .. m T . . 101 97 = 

Oriental Te'ephoneOrd. .. .. .. 25 3 — 

‘ do. Pf. .. 82 NS lay 1 + 1 
Tel. Egypt Deb. i m А " 98 82 = 
е S. Piate Tel... T ex oe 63 : = 

0. е oe ee ee — 

West India and Pan. „ „„ oo J 1 +3 

Western Telegraph .. as is 5% 1 1 € 

. do. 4 Deb. ee ee ee 054 — 
FonREIGR Trams, &0. 

Anglo-Arg. Trams, First Pf. va "M 4 m: 

j do: and Pf... э T 4 {t = 

do. 4 Deb. ee ee ee 91 84 —1 
do. 44 Deb... 2% .. 9839 98 —1 
do. 5 Deb. eo ee ee 96 88 — 

Brazil Tractions аж „ „„ 66 543 —2 

Bombay Electric ff.. 1138 103 — 

do. 4à Deb. oe ee DE 96 91 — 

Mexico Trams.. E к ра . 10 40 = 

do. b percent. Bonds. 84 60 meo 
do. 6 per cent. Bonds .. 76 60 = 

Adelaide Sup. 6 per cent. Pf. . bł — 

do. 6 Deb. ee oe 104 10) > $ 
MANUFACTURING COMPANIES, 

British Westinghouse Pret, — „. 1 14 — à 
do. 4 Deb. oe ee ев 74 —_ 
do. 6 p. lien oe oe . 102 98 — 

Callenders x ex oa vs TES T 1) — 
do. 5 Pref. ee ae ее ee 5 4 — 
do. 44 Deb. ee ee ee 9 98 — 

Caßtntr. Ke 1 ner oe ео еә oe 2 8} — 

Edison & Swan, £8 pd. js i 2s E 11/6 — 
do. do. fully paid ae T" 1} 2 — 
до. do. 4 Dr b. ee oe 59 60 — 
do. do. 2 Deb. oe ee 639 60 — 

Electric Cons ruetion os ve zx à 14/- + 6d, 
do. о. А "T ws 1 — 

Gen. Elec. Pf. "s T T ре "y 10 — 

enleys ate - v $i . 15 134 — 
do. 44 Pref. 2 ee so ws 5 5 = 
do. 44 Deb. ° а oe ee es 1004 97 — 

Ind ia- Rubber n aie Ax -s 9 oda — 

Telegraph Con, T T m ..  B84 — 


Oddly enough, however, the preference stocks of the Home 
Railway companies are in good demand; and the discount of 
2 points on Metropolitan 5 per cent. preference has given place 
to a small premium, while tbe new London and South Western 
preference, issued at 994 to рау for electrification work, has 
risen to 1004. It will be seen from the subjoined price lista 
how the ordinary stocks have given way :— 

Electricity supply shares lean a little to the dullish side. 
Westininster preterence, for instance, have lost the small frac- 
tion they picked up last week. Kensingtons are ds. down. 
‘Lhe report of the St. James’ Coinpany 1s considered satisfactory 
enough in the circumstances. But a certain amount of anxiety 
is expressed as to the position of all the electric lighting com- 
panies, in regard to their holding of coal, and to the prices at 
which they will have to enter into new contracts. 

‘Lhe Borough of Wimbledon circularised its inhabitants with 
the intimation that, owing to the scarcity of coal, it might be 
necessary to curtail the supply of electric current. Inland 
Revenue offices in the City display small handbills urging 
economy in the use of electric light. One, at least, of the gas 
companies has issued а very strongly-worded appeal to 1% 
stockholders and consumers, begging them to use what influ- 
ence they can to bring the matter before Parliament. All 
things considered, these are not good days for illumination 
industries. 

‘Lhe Bournemouth and Poole Company is offering its share- 
holders 2,500 6 per cent. second preference shares of £10 each 
at par, and, considering the excellence of the security, there 
can be little doubt about the success of the issue, which is one 
of the first, by the way, to receive the Treasury imprimatur of 
permission to appear. ‘There is no premium on the shares in 
the inarket, but as a 6 per cent. investment of their class they 
will rank high. Ihe Melbourne Electric Supply issue achieved 
distinct success, and the shares are already 7s. 6d. premium 
in the market, the old stock keeping about 1/0. Manufacturing 
shares are quiet. Electric Constructions continued to harden, 
and British Westinghouse preference wavered a trifle. 

‘The foreign tramway list shows Brazil Tractions down a 
further 2 points, which leaves the price 544. Mexican issues 
аге also weak. Illustration of the state of the market may 
be seen in the fact that for one of the Mexican bonds, which 
was quoted nominally at 50, an insistent seller the other day 
obtained no more than 25. The condition of the unfortunate 
country at present holds out no hopes of improvement, Ade- 
laide Supply debenture stock has hardened, on the absorption 
of a fair block which was offered at 101 free of stamp duty. 
The Anglo-Argentine debenture stocks have given way a point 
or 80. А 
Telegraph stocks and shares are firm, and the advancing 
tendency recently shown is fully maintained. Rises have 
occurred this week in Anglo B," “China” shares, Eastern 
ordinary, Globe ordinary and Panamas; and the only fail 
worth noticing is £I in Great Northerns. Marconis hardened 
a shade on buying, said to be inspired by Irish sources. 
Americans are steady at 10s., Canadians at 4s. 9d. Oriental 
Telephone preference rose 4 on a small enquiry. The difficulty 
is to buy stock in any good-lass concern; and would-be pur- 
chasers of £100 of this, that, or the other stock in the tele- 
graph list have been disappointed, several times this week, 
in not being able to get their stock even at the higher of the 
prices quoted. 

The armament group shows slackness, and there has been 
quiet pressure to sell Vickers and Armstrongs, no doubt on 
behalf of those who bought the shares lower down and are 
content to take profits. The rubber market received an un- 
leasant surprise early this week in the issue by one of the 
Prem conipanies of new capital allotted to its proprietors by 
way of bonus, though the value of the gift was quickly modi- 
fied by the market's putting down the price of the old sbares 
io within a florin of the new. Rubber itself is steady, and the 
best-class shares attract a fair amount of investment attention 
iu the provincea. 


ELECTRIO TRAMWAY AND RAILWAY 
TRAFFIO RETURNS. 


Month | Receipts for 
Locality. ended the 
(4 wks.) month, 


oz Route 
5®| Total to date. miles 
AB open. 


— — 


Auckland ..  .. Jan. 16 | 22,164 —8, 469 147.096 |+11.558 95:49 
Calcutta |. . | Feb. 6| 17,090 |— 916 | .. .. |+ 1,98 |.. 
Kal o:rlie, W.A, ee Nov. 9,414 98,919 


47 , 28 
569 | 44,441 |+ 1.495 


£ £ 5 4 4 
Bath ee oe os Jan. 97 2,557 ed 118 4 2,657 2 118 oe ee 
Blackpool-Fleetw'd | Feb, 6 | 1,186 + 86, 5| 1,592 1+ 51 8 |.. 
Bristo ea vi „ б | 89,194 | 4 8,523 b ‚386 |+ 8,658 | 805: .. 
Chatham and Dist. Jan. 23 | 8,748 |+ 557 4| 38,743 1+ 537 |1496 .. 
Dublin .. „ 29 | 28,070 2,194 4| 93,070 |+ 9,194 54-5 .. 
Cork. | „ 28| 1,714 — 61 4| 1.14 — €61/|989 .. 
Hastings .. „ 28 2,785 — 901 | .. .. — 203 |198|.. 
Lancashire United | Feb. 8| 5,885 |— 94 || 42| 7,90 — 7 22 
Llandudno- Col. Bay | Jan. 29 678 1+ 114 8| 1,879 |. 163 65| .. 
Tyneside ..  ..| „ 27 1,905 |+ 193 1 1,905 |+ 128 11 
Anglo-Argentine .. | Feb. 4 !200,337 26,172 5 | 259,057 |—81,519 .. | .. 
Madras. . | Des. 31 8.725 |— 182 | se has 
Montevideo .. | Jan. | 32,443 | —6,818 | 13 | 88,129 :—19,967 | .. |.. 
Dublin-Lucan Rly. | Feb. 5 4451+ 6 | 5 681 |— 8 | 1|. 
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ELECTRICITY ON THE RAND. 


Тик following data, relating to electric 3 lant and large winding engines installed on the Rand, were published in the South- 


African Mining Jourzal from figures compiled by 


the Advancement of Saience : — 


Name of power supply company, mining 
LL DE ot Doble al owning 


The Victoria Falls and Transvaal 
Power Co., Ltd , and 


The Rind Mines Power Supply 
C», Lad. 


Bsndfontein Estates Gold Mining 
C», Witwaterarand, Ltd. 


т es Proprietary Mines, 


The Municipality of Johannes- 
burg 


K'e'nfonteía Power Associati:n 


The теч rugs and Gold 
Mining Co., 


А, Goerz & Со. Ltd. 


Name of 
generating 
station. 


Brakpan 
Simmer Pan 


В. wherville 
Vereeniging 


Total 


Randfontein Estates 
Power S:ation 


E.R P. W. Central 
Power S ation 
Angelo Section 


Manicipal Power Sta- 
tion, Johannes urg 


Kleinfontein Power 
Association, 
Central Power 
Station 

Lans laag te 
Estate Power 
Station 


G:duld Proprietary 


Mines 
| Peinoess Estate 


8. Neumann & Co., Ltd. 


General 


І and Finance 
T Corporation, Lid. 


Krogersdorp Maníicipality 


| | 
| No. and Н.Р. i | Weight lete Vol 
Name of mine. Name of supplier. Type of winder. | p ar ded pl ig eth ' ES | pr“ ol 
| | tinuous rating). Wind. рег wind. | per hour. 
{ 
D | | | | | 
| Crown Mines, Ltd. Eleotrical—G.E.O. | Ward-Leonard | Two 8,540 ft. 8 tons. 2,000 v. acros: 
| of America. oylindro-conisal | 2,000 НР. | vertical. | | two motors in 
, Mechanical—Frase drume. each motor. | | seriee. 
к and Chalmers. | | | 
" à Е Motor generators— | Two Ward-Leonard Two 2,260 ft. 8 tons. 45 1,000 v. across 
» Siemens. windets, cyl. соп. 1,420-H.P. | vertical. | B two motors in 
| Winder motors— drums, ; each motor. | series. 
| AEG. | | 
eu |- Mechanical | | | 
м те. & Chalmers. | | 
ERP. M. H:roules | Bri Ward. Leonard Two 4,600 ft. 8 tons. 20 | 1,000 v. across 
1 Bhaft | Westinghouse Oo. | оу]. con. drumr. 7b0-H.P. vertical. | two motors in 
a ' each motor. series. 
i Village Dæp, Ltd. „ p Three-phase motors | Оле 3,600 ft. 5 tone. 32 2,000 v.— 
and City Deep, direct-coupled. | 1,600.H.P. | vertica'. . | three. phas.— 
Lid. | (Two cyl. dran | | 50 cycles. 
hoists. Four | 
| Whiting hoists.) | | 
Bij s Consolidated Siemens. Three- phase motor One 4,000 ft. | 5 tone 23 ' 2,060 v.— 
Mines, Ltd. ceared to oy). drums, 1. 470-H. P. incline, | | three-phas.. — 
50 cycles. 
; Слюйда!ей Ling- я Ward- Leonard | One 1,230 ft. | 5 tons 23 | 509 v. direst 
| laagte G.M. Co., (Two similar 129).H.P. |'erticalané current acroes 
a Lid. equipments.) : 3,000 ft. winding motor. 
3 incline. | 
| New Modderfontein A.E.G. Three-phase motor, | Оле 2,000 fr. Stone 45 2,000 y.— 
4 С.М. Co., Ltd. | direct coupled to 1, 200-E P. | | three-phase— 
cy]. drums, | | 50 cycles. 
| Em с i | | 
Д == бали К 


| 
| 


Witwatersrand Deep 


Oons, Main Ref 
Wolhuter G.M. Co. 


Knight Central 
Aurora West 


Van Ryn 


Power S‘ation 


of seve, | "Hing per set. p^. 

2 38,000 A. E. d. 

6 8,000 A. E.G. 

2 11,000 A. E.G. 

5 9,600 A. E. G. 

2 9,600 A. E Gd. 

2 12,000 A. E. d. 
19 

8 6,000 1 Westinghouse 

2 Parsons 

3 2,000 Parsons 

2 1,009 Persons 

3 1,150 Balliss & Morcom 

and G.E C. 

1 1 500 Parsons. 

1 3,000 Willans and 

1 6,000 Dick, Karr 

1 6,600 АЕО 

8 8,000 Belliss & M>rcom 
1 1,000 E 

2 250 Alien 

2 1,000 Belliss & Morcom 
2 500 m 

1 260 * Allen 

3 2,000 . Parsons 

1 85 Bruce Peebles 
8 400 À.E.G. 

1 500 Siemens 

2 160 A.E.G. 

1 800 S:emens : 

1 170 » 

1 — 64 i 

1 160 i 

1 1,000 Parsons 

1 750 Brit. W'house 
1 500 Gen. Electric 
1 1,000 Parsons 

8 250 Gen. Electric 
2 400 ЕСС. & B.G.E. 
1 750 A. E. d. 

1 160 Mather & Piatt 
1 100 " 

1 100 E. O. C. 

2 500 Brit. W'house 
3 125 Mather & Platt 
2 Siemens 


Steam - driven 


Reciprooating 
Turbine 3 phase 


97 


Turbine 2. phase А 
Recip'g 


1? 


Direct-current 


plant 
Turbine 


| Reciprocating 


99 

Tarbine 
Reciprocating 
Cartis turbine 
Turbine 
Rope drive 
Rope-driven and 

recip. 
R »pe-driven 
D.rect coupled 


Rope-driven 
Reciprocating 
Rope-driven 
R »ciprocating 


} 


| 


е В.А. Institute of Electrical Engineers and presented to the 8.4. Association for 


—— —— — [| —MÀMÓ————X | ааьан ——— m, 


43,200 
137,200 


19,950 


13 250 


6,000 


Bpeed 


ot of 
win ler motors. | winder motors. 


53°5 R.P.M. 


83°3 B.P.M. 


100 R. P. M. 


250 R. P. 


80 R. P. M. 


$9 


998 


IHE ELECTRICAL REVIEW. [Vol 76. No. 1,942, Риввавт 12, 1916 


RUSSIA’S IMPORTATION OF ELE 


GOODS. · 


— 


TER past few years have been characterised by a great rise in the 
importation of merchandise into Russia. 
five years 1909 13 was 1,004, 000,000 roubles, against 646,000,000 
roubles in the immediately preceding five years. The largest 
importation has been in finished goods; these rose by 92 per 
cent. in the last five years named over the corresponding importa- 
tiona of the preceding five years, whereas the rise in the 
importation of raw materials in the same вдасе of time was only 


45 per cent. 


The average for the 


Bat no class of goods has shown euch a great 


advance іа the importation movement into Russia as the pro- 
duots of the electrical industry. The average annual importation 
during the last fiv: years, compared with the preceding five years, 
has grown by abont three times, or to 15 200 000 roubles value 
Tae following table (from the /lectrit- 
chestrv) shows the importation into R assis of electrical goods along 
with the importation of all other kinds of metal goods :— 


TABLE I.—TEN YEARS’ IMPORTATION INTO RUSSIA. 


from 5,500. 000 roubles. 


1904 .. ... 
1905... 4 
1906... ... 
1907 ..  .. 
1908 ... | 
1909 ... 
1910 ... 
1911 ... 
1912 ... 
1913 ... 


Electrical goods. 


Roubles. 
4,472,000 
4,562.000 
5,567,000 
5,759,000 
7,073,000 
8,316,000 

10,888,000 
14,342,000 
17,014,000 
25,240,000 


Roubles. 

96 167.000 
100,276,000 
106.969.000 
117.908, 000 
129,616,000 
151,581,000 
186 006,000 
226 879,000 
229,201.000 
259,718,000 


All other goods made of meta!. 


Thus, the table shows that the importation of both categories of 
goods has risen from year to year, but whereas the importation 
of electrical goods for the ten years. figured in the table rose 
from 4,500,000 roubles value to 25,200,000 value, or, fice and a 
half times, the importation of general metal goods rose only two 


and a half timoe. 


CTRICAL 


Table II gives the importation of electrical products from 


the time of ths introduction of the 1906 tariff according to 
classification. With the generally very significant increase in 


77 the consump ion of electrical products, the importation from 


abroad of some goods in this group is relatiyely small, as the 
demand is covered by the home production. The importation of 
insulated c»pper wire for the past few years has not exceeded 
10,000 poods ; the demand for electrical. cables. is-almost entirely 
supplied from the home produ»tion. In the year 1913 only 8,000 


. poods were imported, whilst 10 to 15 years ago the annual importa- 


tion was about 150,000 poods, Similarly, the home manufacture 
provides accumulators and telephone and telegraph apparatue. Of 
the accamulators received of recent years, less than 2,000 poods 
have been imported, and of telephone and telegraph apparatus only 
7,000 to 8,000 poode, German statistica show respecting this item 
that it is telephone apparatus rather than telegraph apparatus that 
is imported. | | | 

Ths importation: of electric cars o:mpared with the home 
prdu tion is insignifisant; the number imported in 1913 was 
only 106. Тһе total valae of all the goods e1umerated, namely, 
insulated wire, cables accumulatore, telephone and telegraph 
apparatus, and electric railway care, in 1913, does not exceed 
1,500,000 roubles out of a total importation of electrical goods 
valued at 25,200,000 roubles. | 

The importation of incandescent electric lamps amounted in 
1913 to 30,000 pooda against 5, 600 poods in 1906, and the corres- 
ponding values were 4,600,00¢ roubles and 400,000 roubles respec- 
tively. It is mostly metal-filament lamps that are imported, 
namely, 23.000 poods against 4,000 poods with carbon filamenta, 
Until the introduction of the law of May 28:h, 1912, 0.8., all lamps 
in cases paid a duty of 30 roubles per pood ; but the law referred 
to made the duty 65 roubles per pood for metal-filament lampe. 

Germany had an exceptional position in the supply of electric 
material to Russia. As can be seen from the following table, her 
part amounted to 80 per cent. to 90 per cent. of the importation, 
and the relative position of Germany improved year by sear, 
whilst the importation from other countries improved at a very 
slow rate or did not improve ut all. It was only in the importa 
tion of telephonic apparatus that Germany suffzred very serious 
competition from S weden. 


TABLE II. —CLASSIFIED LIS e. 


Stranded copper wire covered with fibrous ` 
material, gutta-percha, rubber, &c. : — 


(a) 2 millimetres and upwards { 


(b) Ditto, covered with silk 
or mixture of other 
fibrous material 


(c) Finer than 2 mm.... 


mixture of other fibrous 
material pada Ailes 


(d) D.tto, covered with silk or | 


Electrical cables—all kinde ' u. | 


е 
е: 


E.eotric locomotives ^... | 


Dynamo; electric machines and \ 


. electric motors—all kinds 
Electrical transformers 


. 
#00 


Parts of elzctric machines and trans- 


formers :— 
(a) Bobbins 


eee ose 
Сд 


(b) Armatures & commutatora { 


{c) Oarcasses with coppercover 
over bearing parts 
(d) Telegraph and telephone 
. apparatus 


(е) E'ectric accumulators 1 


^ 
t 


E'ectrical switches, keys, fuses, . 
lam) sockets and rhedstats | 


assembled or not, elec- $% 
trio bells, electric signal 
parts 


 &umeter4, wattm>əters and 
voltmeters 

Electric incandescent lamps in 
cases | 

Electric incandescent 


without cases Š 


E ectrical measuring apparatus, | 


lamps 


Electrical railway cara, large ... | 


Tota! value in 1,000's of roubles 


— — — — — 


pooda, 
roubles 


poods 
roubles 


poods 
roubles 


paods 
roubles 
poods 
roubles 
ods 
roubles 
poods 
roubles 


poods 
roubles 
poods 
roables 
poods 
roubles 
poods 
roubles 
poods 
roubles 


poods 
roubles 


poods 
roubles 


poo 1s 
roubles 
poods 
roubles 
units 
roubles 


| 


Recently p 15lished data show that the movement has continued 
Thus, from J inuary to J aly the figures 
were 11,852 000 roubles, avainat 12,142 000 roubles in the first 
seven months of 1913, and 9,460,000 roubles in the first seven 


even into the year 1911. 


months of 1912. " 


| 
| 
| 
| 


| 


1906. 1907. 
7,000 3,000 
232,000 | 122.000 
12,000 11,600 
2.000 = 
56,000 20,000 
E 2 
15,000 21,000 
192,000 16,000 
1,355,000 | 281,000 
83,000 91,000 
1,526,000 | 2,143,000 
4.000 12,000 
80,000 | 251,000 
- 1,000 
16,000 23.000 
2.000 5,000 
64,000 | 143,000 
= 2.000 
5.000 38.000 
5,500 | 6,200 
190,000 | 209.000 
1,000 | 1,100 
11,000; 21.000 
21.000 | 31,000 
721.000 | 879.000 
4,700 7.000 
215,000 335,000 
5,600 7 800 
396,000 | 748,000 
100 uH 
11,000 2,000 
81 63 
656,000 ! 597,000 
Fab 5,759 


| 


* This includes lamps with carbon filaments, 4,000 рэойв, and with m tal filaments, 23 000 poode. 


1909. 


155,000 | 170 000 


1908. 1910. 1911. 1912. 1913. 
5. 000 4,000 7,000 ' 
167,000 | 144,000 | 251,000 | 7,900 5,800 8,000 
= 700 600 || 371,000 | 245,000 | 355000 
16.000 27,000 27,000 |J 
1,000 600 600 | | 
21,000 25,000 30,000 | 1,400 1,600 2,400 
— 400 300 5 
15,000 | 26,000 27,000 | 78,000 | . 98,900 136,000 
34 000 8,000 14,000 13,000 | 9,500 8.000 
457,000 | 158,000 | 212,000 148,000 | 102.000 | 155.000 
2,000 300 300 1.300 7.100 3,500 
23,000 6.000 4,000 16,000 83,000 38,000 
131,000 | 143000 | 146,000 | 215,000 | 251,000 | 383,000 
3,155,000 | 3,584,000 | 4,157,000 | 5,873,000 | 5,947,000 | 9,595,000 
11,000 12.000 16,000 19,000 25 000 32,000 
259,000 | 237,000 | 334,000 | 465,000 | 478,000 | 704,000 
1,000: 1,000 600 1,800 1,500 1,400 
59,000 48,000 29,000 73,090 66,000 65,000 
5,000 |. 4,500. 3,000 4,500 5,600 5,600 
169,C00 | 137,000 | 103,000 | 146,000 | 183,000 | 168,000 
1.000 300 1,000 3.200 4,700 16,000 
22.000 7 000 26.000 78,000 | 116,000 | 488,000 
5,300 5.800 7 000 7.600 | 7,900 | ^ 8400 
165,000 | 195,600 | 248.000 1 282 000 240,000 | 863000 
700 4 400 2.900 | 1.000 1 800 1.900 
12,000 80,000 75.000 28,000 50,000 58,000 
| | | 
37,000 46,000 65.000 | 105,000 140,000 230,000 
990,000 | 1,462,000 | 1,983,000 | 3,036,000 | 3,849,000 | 6,602,000 
| 
8400.  11000| 15000] 21,000 227.000 33000 
354,000 ; 493,000 702 000 910,000 ' 1,183,000 | 1,452,000 
10 000 13 000 18,00) 23 000 30.000 | * 27.000 
1,029,000 | 1,515,000 | 2,251,000 | 2,613,000 | 3,798,000 | 4,619,000 
1,000 | 2,000 1,000 2,000 10,000 2,000 
40 63 89 150 184 106 
418,000 | 693.000 | 566000 | 440,000 


| 
| ——— —— 


7,073 | 8316 10,888 | 14,342 | 17014 | 25,210 


— 


Great attention, says the article, must be paid to the exceptional 
importation of some gods when the new treaties come to be made 
after the war.  Iicand scent lamps, for example, may be made 
ea · ier to b» produc-d in Russia by the imposition of higher tariffs. 
Germany's electrical business profits principally by the free impor- 
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tation of copper. Ia Rasia the duty on copper in 1905 was 
roubles 75 copecks to & ranhlea per pood; and the price is one 
and а half times dearer than in Germany or England, notwith- 
standing the increase in the smelting of copper in Russia itself. 
TABLE IIL.—IMPORTATION PER COUNTRY IN 1,000'8 oF Poops. 
Figures per country for 1913 not yet published, 
1908, 1909. 1910. 1911. 1912. 
Dytamo machines and elect ro-motórs.— i; | | 
From G:irmany ... oe 1124 ° 1259 1380 1922 2266 


P" Great Britain 121 16˙3 49 18˙4 16˙5 
„ Austria-Hungar ß. 36 14 18 2 8 7 7 
pe France gee өөө ` 07 . 18 ] 8 2 5 1' 3 

» Belgium .., FS 24 01 05 34 01 

„ Sweden... oe 01 05 17 2˙8 17 

„ United States f i ' 

~ Amertióa... 200 0˙1 0˙7 3˙0 0 6 47 
„ Finland .. .. 04. 03 09 l8 29 
„ Oher countries ... Т2 14 14. 20 0'8 

1330 1484 1535 9265 2623 


Electrical transformers.— 


From Germany | ... wae 87 93 116 15 3 233 
» Great Britain “he 08 - 11 0'7 2:9 1'8 

„ Austria-Hungary... 10 0˙3 02 02 U3 

„ France js eae 01 06 06 — — 
„ Holland... wee — 02 — 03 — 
„ Ocqher countries., 01 — 0˙2 03 0'8 
10:7 115 16˙3 190 262 


Electrical switches, keys, fuses, 
v., bells, rheostats, Fce.— 


From Girmany ... 398 405 607 950 130 

„ Great Britain ; 2°0 32 l'6 52 4 

„  Austria-Hangary l5 14 2:06 31 Б 

„ France. 04 0 6 1˙2 0 9 1 

„ Sredeen. 01 02 02 08 r 

ET] Belgium ry eec ] 6 — 0 б 17 1 
„ United States of i 

America - 0] 11 01 13 0 

„ Osher countries 0°7 09 0'6 1'2 1 

462 479 67°65 1092 1454 


Electrical measuring apparatus.— 

From Germany g. 81 104 151 201 262 
„ Great Britain. ^01 01 04 0'6 03 
4, Austria-Hungary 01 04 01 01 04 
„ Franoe `... «„ 01 02 0˙2 02 03 


| 84 111 158 21˙3 27˙2 

Electrical incandescent 
lamps in cases.— 

From G3rmany... ven 8 6 105 15 8 194 191 
„ G-eat Britain 01 0˙2 0˙4 0°8 01 
„ Austria-Hungary 1'5 16 2:1 91 1'9 
» Holland ... T: 02 0°3 02 05 01 
ч France ... ec 02 01 0L 01 0t 

„ «Sweden ... wee 01 03 02 01 01 
„  O:hsr countries... 03 0:2 01 02 01 
11:0 132 189 242 15 

Telegraph and telephone 
apparatus,— 

From Germany sa — X2 26 29 3:6 42 
„ Sweden 28 24 29 29 27 
„ Great Britain .., 02 02 01 02 01 
„ Austria-Hungary 0 8 0°5 0'6 0°5 04 
o Denmark... 405 0˙3 0˙1 01 03 0 4 
„ Belgium. xs 01 — — — == 
„ Fioland ... "T 01 04 0'5 03 02 
„ Ober countries — 0˙2 02 — 0˙1 

b» 6 7 73 (8 8'1 

Electric railway cars.— Units. 

From Germany ... EN 25 63 72 78 131 
„ Great Bitsin  ... 15 — — — 4 
„ Austria Н angary... — — 7 17 9 
„ Belgium ei — —- 10 55 50 

40 63 89 150 194 


The firat position in the list of imports is occupied by dynamo- 
electric machines and electromotors, the importation which has 
іпстеав у] steadily for years—namely, from 83 000 ponds, value 
1,500,090 roubles, in 1903, to 383,000 pooda, value 9,600,000 roubles, 
in 1913. The importation of transformers during 1913 was 
32,000 poods’ weight, of value 701,000 roublee. Dynamos and 
transformers bear а С istoms duty of 8 roub'es 50 copecks 
pee pood, or from 30 to 36 per cent. on the value; but 
parts of dynamos, machines and transformers are imported 
to a very slight extent. The second position in the list 
is occupied by eundry items grouped under one tariff and 
statistical denomination—electrical switches, keys, fuses, incan- 
descent lamp sockets, rheostats and commutators of all kinde, com- 
plete and in parte, electric and pneumatic bells, and accessories for 
electrical signalling, the importation of which in the year 1913 


X 0 KROCROK 


D ^ 


amounted to 230,000 poode, value 6,600,000 roublee, against 24,000 
poods, value 700,000 roubles only, in 1906. All these goods bear 
a „у of 9 roubles per pood or 28 to 33 per cent. of their gross 
value. i 


TRADE STATISTICS OF CANADA. 


Tun following figures, showing the imports into and exports 
from Canada of electrical and similar materials during the year 
ended March 81851, 1914, are taken from the recently issued 
trade statistics. Figures for the year 1919-18 are given for 
purposes of comparison, and notes of any increases or decreases 
have been added. | 


IMPORTS. 

1912-13 1913-14 Inc. ог Dec, 
Railway passenger cars— - Dollars. Dollars. Dollars. 
From United States e. 303,000 2,067,000 + 1,761,000 
Tram or horse cars.— 

From United States - 2,000 37.000 + 35,000 

Copper wire, plain, tinned or plated.— 

From United Knigdom . 1,000 . 1,000 — 
„ United States - 105,000 115,000 + 10,0 

Total me .. 100,000 116,000 + 10,000 

Electric light carbons and carbon points.— 

From United Kingdom ... 4,000 5,000 + 1,000 
» Germany a m 24,000 40,000 + 16,000 
„ United States ер 41,000 39,000 — 2,000 
„ Other countries . 2.000 5,000 + 3,000 

Total. 71,000 89,000 + 18,000 

Electric apparatus not mentioned—insulators, batteries, 

telegruph & telephone instruments.— 

From United Kingdom ... 987,000 809,000 — 178,000 
„ Austria S 8 2.000 2.000 — 
„ France ET T 13,000 29,000 + 16,000 
„ Germany E 17,000 141,000 + 64,000 
„ Swedea - ia 50,000 80,000 + 30,000 
„ United States .. 0,849,000 5,515,000 — 334, 000 
„ Switzerland к 2,000 3.000 + 1,000 
„ Other countries . 16,000 18,000“ + 2,000 

Total. .. 6,996,000 6,597,000 — 399,000 
Italy $5,000. 

Incandescent lamp bulbs, ete.— 

From Austria MR T 35.000 14,000 11,000 
„ United States . 111000 110,00 — 1,000 

„„ Other countries aah 10,000 8,000  -- 2,000 

‘otal bed cs 146,000 132,000 — - 14,000 

Ilectric motors and generators.— 

From United Kingdom ... — 103,0 136,000 — 57,000 
; France on is 4.000 4.600 — 
„ Sweden ges сер 68,000 103,000 + 35,000 
„ United States .. 1,213,000 1,542,000 + 229,000 
4 Other countries . 6,000 22,0001 + 16,000 

, Total at . . 1,584,000 1,807,000 + 223,000 

+ Germany $14,000. 

Lamp chimneys, glass shades and globes.— 

From United Kingdom. 8.000 6.000 — 2,000 
„ Austria wu soe 15.000 23.600 + 5,000 
„ Germany - "n 45.000 90,000 + 15.000 

United. States .. ‚о 304,000 — 57,000 
Other countries . 3.000 3,0) — 
Total ge . 425,000 386,000 — 309,000 

Gasoline engines.— 

From United Kingdom. — 107.000 111,000 + 4,000 
„  Unied States . . 8,301,000 2,157,000  — 844.000 
„ Other countries . 6,000 2,000 — 4,000 

Total Bie ... 3, 414,000 2,570,000 — 844,000 


Manufactures of india-rubber and gutta-percha, except 
tires, clothing and similar. goods.— 


From United Kingdom .. 218.000 231.000 + 13,000 
„ Austria a “Т 12.000 15.000 + 3,09 

„ France T EN S000 9.600 + 1,000 

» Germany - "A SIKLET 61.04) + 1.000 
+ 25.000 


United States 753,000 775.000 4 
„ Other countries — 5,000 + 5,000 


Total... .. 1,051,000 1,007,000 + 46,000 


" 
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1912-18. 
Rubber belting.— Dollars, 
From United Kingdom 15,000 
» United States .. 109,000 
Total 124,000 

Steam engines.— 
From United Kingdom 117,000 


„ United States. 459,000 
„ Italy E 

| Total 
Steam boilers.— 


From United Kingdom 74,000 
„ United States ке 


Total e 5. 897,000 


Concrete mizing, cement making, and 
coal handling machines.— 


From United Kingdom ... d 
„ United States N sd 
» Other countries 


Total soc БО? е 
* Not separately mentio 
All machinery not mentioned, except 


textile machinery, printing machinery, etc.— 


2,015,000 1,702,000 


From United Kingdo 


» France - 7,000 79,000 
„ German " .. 209,000 163,000 
„ United Все ... 17,485,000 12,811,000 
„ Other countries. 73, 000 67,000 
‘Total . 19,789,000 14,822,000 — 4,967,000 


1918-14. 


Dollars. 


4,000 
84,000 


88,000 


50,000 
386,000 
19,900 


455,000 


112,000 
273,000 


385,000 


32,000 
459,000 


3 


495,000 


ned. 


sewing 


Inc. or Doe. 


| | 


Dollars. 


machines, 


L1 E58 
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Iron and steel wire, single or several, covered with cotton, 
linen, silk, rubber, or other material, including cables 


80 covered.— 

From United Kingdom 434,000 304,000 — 130,000 
„ United States 774,000 563,000 — 211,000 
„ Other countries 12,000 11,000 — 1,000 

Total 1,220,000 878,000 — 342,000 

Iron and steel wire not mentioned (except fencing wire).— 

From United Kingdom .. 16,000 17,000 + 1,000 
„ Germany E 6,000 28,000 + 17,000 
„ United States 301,000 244,000 — 57,000 
„ Other countries 1,000 — — 1,000 

Total 324,000 294,000 — 30, 000 

Lighting fixtures of metal (including electric) .— 2 

From United Kingdom 51,000 31,000 — 20, 000 
„ Austria РЕ 4,000 8000 + 4,000 
„ United States 109,000 637,000 — 72,000 
„ Other countries 17,000 29,000 + 12,000 

Total 781,000 705,000 — 76, 000 

Asbestos manufactures.— 

From United Kingdom 44,000 50,000 + 6,000 
» United States 443,000 415,000 — 28, 000 
„ Other countries 10,000 9,000 — 1,000 

Total 497,000 474,000 — 23,000 

Plumbago, ground and manufactured.— 

From United Kingdom 8,000 14,000 + 6,000 
„ United States 50,000 47,000 — 3,000 

Total 58,000 — 61,000 + 38,000 

Mica.— EXPORTS. 

To United Kingdom 87 000 36,000 — 1,000 
„United States 232,000 156,000 — 126,000 
„ Other countries 2,000 17,000 + 15,000 

Total m 321,000 209,000 — . 112,000 

Electrical apparatus. | 

To United Kingdom 12,000 25,000 + 13,000 
» Newfoundland 9.000 9,000 — 
‚‚ United States 188,000 67,000 — 121,000 
,, Other countries 7,000 6000 — „000 

Total 216,000 107,000 — 109,000 

Machinery (other than sewing machines and typewriters).— 

To United Kingdom 66,000 84,000 + 18,000 
» Newfoundland 112,000 56,0000 — 56,000 
„ New Zealand 5,000 9,000 + 4,000 
„ Argentina 25.000 9.000 — 16,000 
„ France 20.000 23.000 + 3.000 
„ United States 806.000 тою — 77.000 
„Other countries 65,000 76.000 + 8,000 

Total 1,102,000 986,09 — 110,000 


CABLES. 


Tue paper on Cables, read before the Ѕсоттізн Local Sec- 
TION of the INsTITUTION OF ELECTRICAL ENGINEERS by Mr. C. J. 
BEAVER, was discussed at а meeting in Edinburgh on Jan. 
12th. (For abstract of the paper, see Erec. Rev., Nov. 20th and 
27th and Dec. 4th, 1914). 

Mr. D. А. STARR (Glasgow) thought it very doubtful whether 
in Britain a 50 or 100-kilovolt transmission scheme could be 
justified. The plant capacity required for charging the cables 
alone would present difficulties which considerations of sound 
finance could scarcely surmount. Having regard to our exten- 
sive coalfields and our readily accessible seaboard, it would 
seem to be a sounder proposition to select a power station 
site with abundant condensing water and the use of seaborne 
coal, and to generate at a pressure not exceeding 20,000 volts 
rather than to select a site at a remote coalfield and transmit 
at 50,000 or 100,000 volts. It was a common experience with 
three-core paper-insulated cables which had been so built as 
not to exclude all interstices in which air might find a lodg- 
ment, that serious troubles arose at the end boxes due to the 
imprisoned air expanding under rising temperature. I his air 
found its easiest escape through the compound in the end 
boxes, leaving a pin hole in its path through which damp air 
might be drawn when the temperature of the cable returned 
to normal. Very often the end-box design was blamed for 
what was really an inherent defect in the design. or the manı- 
facture of the cable. The general impression amongst engi- 
neers in this country was that pure manilla paper only should 
be used for cable manufacture; Dr. Borel had expressed the 
opinion that a pure manilla paper was much inferior to a 
manila with a small proportion of wood pulp, stating thai 
pure manilla was not sufhciently porous to absorb the neces- 
sary quantity of the insulating oil or compound, and that 
from his experience extending over many years he did not 
approve of pure manilla. Regarding the case of alleged 
mechanical damage at Manchester, it would appear that the 


irouble experienced was more likely to be caused by the 


accession of moisture through the, joints in the troughing 
assisted, probably, by the presence of cable dp ides It 
seeined highly improbable that the cable and troughing would 
be displaced, as obviously the ground under the troughing 
must have yielded by a corresponding amount. The corrosion 
of lead sheathing at troughing jointe was no new phenomenon, 
and could easily be got over by a modification of the design 
of support used for keeping the cable central with the trough- 
ing. The real danger cf wooden bridge pieces lay in the fact 
that it was almost impossible to climinate the free acids in the 
wood. In the Ruthven-Murray bridge-piece steel was used, 
and the support was so shaped as to sling the cable from the 
sides of the trough. Owing to the temporary failure of ap 
important feeder the remaining feeders might be required to 
transmit considerably more than their normal current for 
several hours; whilst paper-insulated cables could withstand 
such abnormal conditions without detriment, bitumen cables 
were sometimes irreparably damaged due to the conductors 
becoming decentralised through overheating. For this reason 
their use could not be recommended except in cases where 
they had to perform some well-defined service, and where dis- 
criminating cut-outs could be depended upon to protect them 
from themselves. 

Mr. J. M. Monro (Glasgow) said that the lead sheathing of 
cables was returning to its own again now that safeguards 
Were provided against leakage of current on to and from the 
sheath. But the inelasticity of lead and its consequent ten- 
dency to harden and creep and crack under mechanical stresses 
due to vibration, temperature variation or rough handling 
somewhat limited its use. Equipotential points also altered, 
not only with the growth of a network, but hourly with the 
diversity of load. It was disconcerting to hear of the hydro- 
lysis cf vulcanised bitumen, but he still imagined that mois 
ture, even if slightly alkaline, but without current leakage. 
would not deeply injure vulcanised bitumen within any peri 
of tine likely to trouble the engineer who laid the cable. 
In all kinds of cable he set store by the filling of interstices 
between the wires of the core. There was need also for 
non-hvgroscopic coverings to take the place of tape and 
braiding. Perhaps bitumen should be more largely used as a 
loading for rubber mixtures for cables, while what was known 
as cab-tire sheathing seemed likely to prove itself a distinct 
addition to the resources of those responsible for cables other 
than the underground type. 

Mr. К. B. MITCHELL pointed out that the author, in referring 
to cables suitable for pressures of 90 kilovolte, stated that 
makers had found no difficulty in keeping the dimensions of 
their cables within the limits of ordinary installation practice. 
It seemed to him that if the present British standards were 
adhered to, i.e., if cables for 20 to 30 kilovolts had dielectric 
thickness in proportion to existing standards for 6 and 11 kilo- 
volts. the result would be cables of unwieldy proportions. He 
found that a .2 sq. in. 3-core cable lead-covered and armoured 
for 30.000 volts could not be drawn into a 4 in. duct; without 
the armour it could be. The limiting size seemed to him 
to be that which could he got into a 4 in. duct. It had been 
suggested to him that 11,000-volt cable made to British stav- 
dards would work quite safely at 20,000 volts. Time would 
show if that opinion was correct. The author stated that 
there was a much better chance of making a Jead-sleeve joint 
Watertight than a cast-iron box; but the wiped joints on 
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lead sleeves could not always be relied upon, even if the 
bighest class of labour was employed. In Glasgow this diffi- 
culty had been got over; а cast-iron sleeve was used, the ends 
being joined solid on to the lead and armour of the cable by 
means of cast lead, i.e., lead in a molten state was run into a 
mould placed round the cable and sleeve. An absolutely 
watertight joint was obtained which would stand a water 
pressure over 100 Ib.; no special labour was required, and 
there was no uncertainty as to the result as was the case 
with wiped joints. These joints were used not only for high- 
tension work, but for services upon low-tension lead- 
covered and armoured cables laid direct in the ground. The 
results obtained in Glasgow with bitumen cables had been 
excellent in cases where the solid system had been used, but 
where the cables were drawn into ducts the results had been 
unsatisfactory, more particularly with small cables. The arc 
lamp circuits over the whole city were composed of bitumen 
cables drawn into iron pipes. The bitumen was found to 
crack in some cases and to soften in others. 

In the course of his reply, Mr. BEAVER assured Mr. Starr 
ihat very high-pressure cables were in contemplation; they 
were referred to in Messrs. Merz and Maclellan's report on 
the London systems, and he would not be surprised if the 
Newcastle district pressures, which had been pioneers up till 
now at 20,000 volte, would eventually be increased to 50,000 
volts. The difficulty of providing charging currents was un- 
doubtedly against them ever being used in very long lengths, 
but there would be quite a field for them apart from long 
lengths. Where the conditions were such ae to permit of 
50,000 to 100,000 volts pressure they would find that the condi- 
tions also allowed of overhead transmission. He did not agree 
that a paper containing а proportion of wood pulp would be 
better than a pure manilla paper. The improvement which 
had been made in the materials of vulcanised-bitumen cables 
mihtated much against their being damaged by overloading. 
Expansion defects which arose in the lead covering of cables 
were negligible, because they would be confined to some 
unfavourable place and the cable would go down in these 
places long before it suffered very generally. On the point of 
the aesociation of rubber and bitumen and their mutual action, 
the addition of 10 per cent. of rubber to vulcanised bitumen 
showed practically no difference. 


3,000-VOLT D.C. ELECTRIFICATION OF THE 
PUGET SOUND LINES OF THE CHICAGO, 
MILWAUKEE, AND ST. PAUL RAILWAY. 


Р1АХ5 for the electrification of the first engine division of the 
Chicago, Milwaukee and St. Paul Railway have now been 
completed and contracts let to the General Electric Co., of 
Schenectady, N.Y., for the electric locomotives, sub-station 
apparatus and line material, and to the Montana Power Co. 
for the construction of the transmission and trolley linea. 


plans are being made to extend the electrification from Har- . 
lowton to the coast, a distance of 850 miles, should the operat- 
ing results cf the initial installation prove as satisfaelory as 
anticipated. Е 

The plans of the Chicago, Milwaukee and St. Paul Railwa 
are of especial interest, as this is the first attempt to install 
and operate electric locomotives on tracks extending over 
several engine divisions, under which conditions it is claimed 
the full advantage of -electrification can be secured. The 
various terminal and tunnel installations have been made 
necessary, more or less, by reason of local conditions; but the 
electrification of this road is undertaken purely on economic 
grounds with the expectation that superior operating results 
with electric locomotives will effect a sufficient reduction in 
the present cost of steam operation to return an attractive 
percentage on the large investment required. 

The success of electric operation on such a large scale will, 
at least, settle the engineering and economic questions that 
enter into the advisability of making such an installation, and 
will limit similar future problems to the means of raising the 

“money expenditure required. 

The first step taken towards electrification by the Chicago, 
Milwaukee and St. Paul Railway was to enter into a contract 
with the Montana Power Co. for an adequate supply of power 
over the 440 miles of main line considered for immediate elec- 
trification. The precautions taken both by the railway com- 
pany and power company to safeguard the continuity of power 
supply should guarantee a reliable source of power subject to 
few interruptions of a momentary nature only. 

The Montana Power Co. covers a great part of Montana 
and part of Idaho with its network of transmission lines, which 
are fed from a number of sources with a total power capacity 
developed and осот ораз of 244,000 kw. The several power 
sites are inter-connected by transmission lines, supported on 
wooden poles and operating at 50,000 volts for the earlier 
installations, and on steel towers and operating at 100,000 volte 
for later installations. 

Due to the great facilities available and the low cost of 
construction under the favourable conditions existing, the 
railway company wil purchase power at а contract rate of 
$0.00536 per Kw.-hour based оп a 60 per cent. load factor. 1% 
is expected under these conditions that the cost of power for 
locomotives will be considerably less than is now expended 
for coal. The contract between the railway and power com- 
panies provides that the total electrification between Harlow- 
ton and Avery, comprising four engine divisions, will be in 
operation January Ist, 1918. 

In order to connect the eub-stations with the several feeding- 
‘in points of the Montana Power transmission lines, a tie-in 
‘transmission line is being built by the railway company that 
will permit feeding each sub-station from two directions and 
‘from two or more sources of power. This transmission line 
will be constructed with wooden poles and suspension type 
‘insulators, will operate at 100,000 volts and will follow, in 
general, the right of way of the railway company except where 
‘advantage can be taken of a shorter route over public domain 
‘to avoid the necessarily circuitous line of the railway in the. 
mountain districts. | 

The immediate electrification of 113 miles will include four 
sub-stations containing step-down transformers and motor- 
generator sets with necessary controlling switchboard appa- 
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THE AVERY-HARLOWTON SECTION OF THE CHICAGO, MILWAUKEE AND ST. PAUL RAILWAY, 


This initial electrification of 118 miles of main line between 
Three Forks and Deer Podge is the first step toward the 

cation of four engine divisions extending from Harlow- 
юп, Montana, to Avery, Idaho, a total distance of approxi- 
mately 440 miles, aggregating about 650 miles of track, includ- 
ing yards and sidings. While this comprises the extent of 
track to be equipped in the near future, it is understood that 


ratus to convert 100,000-volt 60-cycle three-phase power to 
3,000 volts direct current. This is the first direct-current 
installation using such a high pressure as 3,000 volts, and this 
system was adopted in preference to all others after a careful 
investigation extending over two years. The 2,400 volt direct- 
current installation of the Butte, Anaconda and Pacific Rail- 
way in the immediate territory of the proposed Chicago, 
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Milwaukee and St. Paul electrification has furnished an excel- 
lent demonstration of high-valtage direct-current locomotive 
operation during the past year and a half, and the selection 
of direct-curreht at 3,000 volts for the Chicago, Milwaukee and 
St. Paul was due in a large measure to the entirely satisfac- 
tory performance of the Butte, Anaconda and Pacific installation. 

The equipment for this road was also furnished by the 
General Electric Co., of New Vork, and a comparison based 
on six months’ steam and electric operation shows a total net 
saving of more than 20 per cent. on the investment or total 
cost of the electrification. These figures, of course, do not 


take into account the increased capacity of the lines, improve- 
ment to the service and the more regular working hours for 
The comparison also shows that the tonnage per 


the crews. 


К З 


TYPICAL MOUNTAIN SECTION ТО BE ELECTRIFIED 


train has been increased by 35 per cent., while the number of 
trains has been decreased by 25 per cent. with a saving of 27 
per cent. in the time required per tmp. | 

The sub-station sites of the Chicago, Milwaukee and St. 
Paul electrified, zone provide for an average intervening dis- 
tance of approximately 35 miles, notwithstanding that the 
first installation embraces 20.8 miles of 2 per cent. grade west- 
bound and 10.4 miles of 1.66 per cent. grade eastbound over 
the main range of the Rocky Mountains. With this extreme 
distance between sub-stations and considering the heavy 
traffic and small amount of feeder copper to be installed, it 
becomes apparent that such a high potential as 3,000 volts 


direct current permits of a minimum investment in sub- 


station apparatus and considerable latitude as to location sites. 

The sub-stations will be of the indoor 
type, the transformers being three-phase, 
oil cooled, and reducing from 100,000 
volts primary to 2,300 volts secondary, at 
which potential the synchronous motors 
will operate. The transformers will be 
rated at 1,900 and 2,500 Kva. and will be 
provided with four 24 per cent. taps in 
the primary and 50 per cent, starting 
taps in the secondary. | 

e motor-generator sets will comprise 

a 60-cycle synchronous motor driving two 
1,500 volt direct-current generators con- 
nected permanéntly in series for 3,000 
volts. The fields of both the synchronous 
motor and ‘direct-current generators will 
be separately excited by small generators 
direct connected to each end of the 
motor-generator shaft. The direct-cur- 
rent generators will be compound wound, 
will maintain constant potential up to 
150 per cent. load, and will have a capa- 
city for momentary overloads up to three 
times their normal rating. To insure 
good commutation on these overloads, 
the generators are equipped with com- 
mutating poles and compensating pole- 
face windings. The synchronous motors 
wil also be utilised as synchronous 
condensers, and it is expected that the transmission line volt- 
age can be so regulated thereby as to eliminate any effect of 
the fluctuating railway load. 

The location and equipment of the several sub-stations is 
as follows :— 


Miles from No.of Kw. рег 
Station. Deer Lodge. Units. Unit. Total. 
Morel ы РЖ "TER 1 2 2,000 4,000 
Janey... ju . 50.5 3 1,500 4,500 
Piedmont " .. 77.9 3 1.500 4,500 
Eustis 120.6 2 2,000 4,000 
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The trolley construction will be of the catenary type, in 
which a 4/0 trolley wire is flexibly suspended from a steel 
catenary supperted on wooden poles, the construction being 
bracket wherever track aligninent will permit and cross-span 
on the sharper curves and in yards. Steel supports instead 
of wooden poles will be used in yards where the number of 
tracks to be spanned exceeds the possibilities of wooden pole 
construction. Poles for the first installation are already on 
the ground and thirty. miles of poles are set. Work in this 
direction will be pushed with all speed and will be completed 
in the summer of 1915, ready for operation in the fall on the 
delivery of the first locomotives. 

As the result of careful investigation and experiments, a 
novel construction of ig will be installed, composed of the 

80-calle 


d twin-conductor trolley. This. 


comprises two 4/0 wires suspended side 
by side from the same catenary by in- 
dependent hangers glternately connected 
to each trolley wire. This form of con- 
struction permits the collection of very 
heavy currents by reason of the twin 
contact of the pantograph with the two 
trolley wires, and also insures sparkless 
collection under the extremes of either 
heavy current at low speed or more 
moderate current at very high speeds. 
It seems that the twin-conductor type 
of construction is equally adapted to the 
heavy grades calling for the collection of 
very heavy currents, and on the more 
level portions of the profile where maxi- 
mum speeds of 60 m.p.h. will be reached 
with the passenger trains having a total 
.weight of over 1,000 tons. The advan- 
tage of this type of construction is due 
partly to the greater surface for the ool- 
lection of current, but largely to the 
very great flexibility of the alternately 
suspended trolley wires, a form of con- 
struction which eliminates any tendency 
to flash at the hangers either at low or 
high speed. Including sidings, passing and 
yard tracks, the 113 miles of route mile- 
age is increased to approximately 168 miles of single track to be 
equipped between Deer Lodge and Three Forks in the initial 
installation. | 

The locomotives to be manufactured by the General Electric 
Co. are the first to be constructed for railroad service with 
direct-current motors designed for so 250 a potential as 3,000 
volts. They will weigh approximately tons and will have 
a continuous capacity greater than any steam or electric loco- 
motive yet constructed. Perhaps the most interesting part of 
the equipment is the control, which is arranged to effect 
regenerative electric braking on down grades. This feature 
as yet has never been accomplished with direct- current motors 
on so large a scale. The general characteristies as proposed 
are tabulated below :— 


BuTTE-ANACONDA ELECTRIC FREIGHT TRAIN, CBossING C., M. AND Sr. P. TRACKS. 


Total weight ... 260 tons. 
Weight on driyers ... pA a, 200 tons- 
Weight on each guiding truck ... 30 tons. 
Number of driving axles ... iod e" 8 
Number of motors ... s "e uri nu 8 
Total length of locomotive "m T .. 112 ft 
Rigid wheel base "P es ea a 10 ft. 


Voltage per motor ... тя T ae ie d 
H.P. rating one hour—complete locomotive ... 3,440 
H.P. rating continuous—complete locomotive 3 


Trailing load capacity, 2 per cent. grade . 1,250 tons 
Trailing load capacity, 1 per cent. grade .. 2,500 tons. 
Approximate speed at these loads and grades ... 16 m.p.b. 
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The Chicago, Milwaukee and St. Paul Railway, from Har- the operating cab of the leading locomotive. It is considered 
lowton to the coast, crosses four mountain ranges: the Belt that electric braking will prove very valuable in this mountain 
Mountains at an elevation of 5,768 ft., the Rocky Mountains railroading, for, in addition to providing the greatest safety 
at an elevation of 6,350 ft., the Bitter Root Mountains at an in operation, it also returns a considerable amount of energy 
elevation of 4,200 ft., and the Cascade Mountains at an eleva- to the sub-stations and transmission system, which can be 
tion of 3,010 ft. The first electrification between Three Forks utilised by other trains demanding power. In this connection, 
and Deer Lodge calls for locomotive operation over 20.8 miles the electric locomotives will have electric braking. capacity 
of 2 per cent. grade between Piedmont and Donald at the sufficient to hold back the entire train on down grade, leavin 
crest of the main Rocky Mountain Divide, so that the loco- the air brake equipment with which they are also equippe 
wetives will be fully tested out as to their capacity and to be used only in emergency and when stopping the train. 
general service performance in overcoming the natural There is, therefore, provided a duplicate braking system on 
obstacles of the first engine division. down grades, which should be reflected in the greatest safety 

The initial contract calls for nine freight and three passenger of operation afforded and the elimination of a considerable 
lwometives having the above characteristics and similar in part of break-downs, wheel and track wear and overheating 
all respecte, except that the passenger locomotives will be with consequent reduction in maintenance and improvement 
provided with a gear ratio permitting the operation of 800-ton in track conditions. - | 
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$,000-VoLT D1RECT-CURRENT LOOOMOTIVE FOR THE OHIOAGO, MILWAUKEE AND Sr. PAUL RAILWAY. 


trailing passenger trains at approximately 60 m.p.h., and will, With the completion of the remaining engine divisions, it is 
furthermore, be equipped with an oil-fired steam heating proposed to take advantage of the possibilities afforded by 
outfit for the trailing cars. The interchangeability of all elec- the introduction of the electric locomotive by combining the 
trical and mechanical parts of the freight and passenger elec- present.four steam engine divisione into two locomotive divi- 
tric locomotives is considered to be of very great importance sions of approximately 220 miles length, changing crews, how- 
Irem the standpoint of operation and maintenance. . ever, at the present division points. Аз the electric loco- 

The cab consists of two similar sections extending practically motive needs inspection only after & run of approximately 
the full length of the locomotive. Each section is approxi- 2.000 miles, requires no stops for taking on coal or water, 


mately 52 ft. long and the cab roof is about 14 ft. above the or layover due to dumping ashes, cleaning boilers or petty 
rail exclusive of the housing for ventilation. The trolley bases roundhouse repairs, it is expected that the greater flexibility 
are about 5 ft. above the roof, owing to the unusual height of the locomotive so provided will result in considerable change 


of the trolley wire, which will be located at a maximum eleva- in the method of handling trains now limited by the restric- 
tion of 25 ft. above the rail. The outer end of each cab will tions of the steam engine. 

contain a compartment for the engineer, while the remainder In conclusion, we are indebted to the British Thomson- 
is occupied by the electric control equipment, train heater, Houston Co., Ltd., whose allied concern in America is to carry 
air brake apparatus, ete. out the contract, for the above particulars. | 


The eight motors for the complete locomotive will be type 
GE—2353—4. This motor has a normal one-hour rating of 
430 Н.Р. with a continuous rating of 375 н.р. The eight motors 
р thus give the ооо аеш панар о 3,440 H. r. ' 
and a continuous rating of 3, H.P., which makes it more 

werfal than any steam or electric locomotive ever built. ELECTRIC STEEL-MAKING FURNACES. 

he drawbar pull available for starting traing will approxi- — — | 
mate 120,000 lb. at 30 per cent. coefficient of adhesion. 


Each motor will be twin-geared to its driving axle in the Ps By Т. D. ROBERTSON. 
same manner as on the Butte, Anaconda and Pacific, the аера, | 
Detroit River Tunnel and the Baltimore and Ohio locomotives, (Abstract of paper read before the INSTITUTION OF ELECTRICAL 


а pinion being mounted on each end of the armature shaft. - 
Трето is E the commutating pole type and has openings ENGINEERS, at Manchester, January 26th, 1915.) 
for forced ventilation from a motor-driven blower located in THE first electric furnaces to work on a commercial scale were 
the cab. | all constructed about 1899, and all took their power from water- 
The freight locomotives are designed to haul a 2,500-ton driven plants. These were the Stassano furnaces in Italy, the 
trailing load on all gradients up to 1 per cent. at a speed of Héroult in Savoy, and the Kjellin in Sweden; from these 
approximately 16 m.p.h., and this same train load unbroken three types have developed the three main classes of electric 
vill be carried over the 1.66 and 2 per cent. ruling grades on steel furnaces now in use. 


In the earlier types of induction fur- 
: ; | nace the metal bath is in the shape of a 
TOMAR LRSM Е ОЕ ЕДЕН 
ШШЕ 
РАЕС | 


ring, which is really the short-circuited 
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secondary winding of a transformer' con- 


tained in the body of the furnace itself. 
An example of this class is the Kjellin 
furnace. The disadvantage of this type 
{ lies in the fact that some of the molten 
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metal must be left in the furnace at the 
conclusion of every heat” in order that 
a complete circuit may be maintained to 
start the furnace again. Cold materials 
to form the charge are added to this resi- 
dual metal, and a GT of slag is 
made to protect the charge from atmos- 
pheric oxidisation. Owing to the diff- 
culty of keeping a suitable refining slag 


aid in a fluid condition, and also of remov- 
PROFILE OF THE ÁVEEY-HAELOWTON SECTION, CHICAGO, MILWAUKEE ing it after it has taken up impurities 
AND ST. PAUL RAILWAY from the steel, 16 is found іп practice 


that very little refining can be done in 
the simple induction furnace. 


the west and east slopes of the Rocky Mountain Divide with In the Róchling-Redenhauser furnace both legs of the trans- 
the help of a second similar freight locomotive acting as former core are provided with primary windings surrounded 
pusher. Track provision is being made at Donald, the summit by induction channels, which are joined in the centre to form 
the grade, to enable the pusher locomotive to run around a working hearth of ample dimensions. Auxiliary heating 1s 


the train and be coupled to the head end to permit electric accomplished by means of a secondary winding connected to 
braking on the down grade. In this case, the entire train pole plates which are embedded in the sides of the hearth. 
"ll be under compression and held back by the two loco- Arc furnaces may be subdivided into radiation furnaces and 
motives at this head end, the entire electric braking of the conduction furnaces, the difference between them being that 
two locomotives being under the control of the motorman in in the former the arc is struck between the ends of the elec- 


—. 
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trodes themselves and the heat so produced is radiated on to gives much less wear and tear on the furnace roof and sides, 
the charge underneath, whilst in the latter the arc is struck especially during the latter stages of the process. In order to 


between the ends of one or more electrodes and the charge have these two pressures at the ready command of the 
itself. | | operator, the switches mentioned above are connected to 
The main furnace of the former class is the Stassano fur- tappings on the high-pressure side of the transformers, one 


nace. This was first developed in Italy, and is employed for tapping to give a high pressure of say 80 volts and the other 
‘steel melting in small sizes. Another furnace belonging to this to give about 50 volts. These two switches are interlocked m 


class is the Rennerfelt furnace, in which three electrodes are that only one of them can be put in at one time, and the 
used with two-phase current. Two horizontal electrodes, each change from the high to the low pressure is made simply by 
carrying а separate phase, enter the ends of the furnace; а tripping one switch and then moving along the interlocking 
vertical electrode through the centre of the roof acts as a bar and putting in the other switch. 
-neutral return common to both phases. It is claimed that the As is the case in all arc furnaces, the current flowing in the 
-arc in this case is deflected down wards on to the metal charge, furnace is controlled by raising and lowering the electrodes. 
-which is thereby enabled to utilise the heat of the arc some- In small furnaces this adjustment is made by hand, but in the 
what more efficiently than the Stassano furnace. larger ones where the moving portion of the electrode and 
Coming now to the second and more important class of arc holders, etc., weighs several hundred pounds a motor has to 
furnace, the earliest of these furnaces was the Héroult fur- be used, in conjunction with some form of automatic regulator, 


nace. The current enters by one of two upper electrodes, preferably of the Thury type. In addition, a direct control is 
"passes first through the arc gap, then along the surface of the effected by tramway-type controllers, which in conjunction 
metal, and back by means of the other electrode to the genera- with speed regulators enable the electrodes to be quickly 
tor. It has the important drawback of requiring single-phase hoisted out of, or lowered into, the furnace. 

current. Latterly, a three-phase Héroult furnace has been Some of the difficulties which designers have to meet in elec. 
‘introduced suitable for construction in the larger sizes. The tric furnace work are only brought out clearly by а considers- 
tion of the actual work that has to be done in the furnace 
itself. Assuming that the previous charge has been "'teemed" 
and the furnace fettled, the cold scrap is thrown into the far- 
nace hearth. This scrap, preferably of steel or wrought iron, 
is usually of very common quality and contains ap to 0.1 per 
cent. of both sulphur and phosphorus. When the furnace is 
charged the current is switched on and the electrodes are 
lowered until an arc is struck between them and the upper 
portion of the charge. The automatic regulators are then 
switched on and set to give the required current. In the case 
of a four-ton furnace, the melting current is about 5,50 
amperes, at 75 volts on each phase. The heat of the arc soon 
melts a large hole in the charge underneath and round each 
electrode, which continues to travel down as these holes be- 
come deeper until a bath of fluid metal is formed in the bottom 
of the furnace. This bath increases in depth as other portions 
of the charge melt into it, and the electrodes gradually rise 
with the level of the metal. By the time they have risen to 
the usual working level of the bath any unmelted portions of 
the charge are detached from the sides and pushed within the 
hot metal in the centre. During the melting the slag is added, 
consisting of a mixture of lime, fluorspar, sand, and either iron 
ore or hammer scale. This slag floats on the molten metal 
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Fra. 1 Fita. 2. and the chemical actions of refining take place. The carbon 
in the scrap is oxidised by the iron oxide in the slag, and is 
Héroult furnace has the disadvantage of surface heating. In given off in the form of carbon monoxide, which rising through 
other words, the upper layers of the charge are always much the metal gives the appearance of boiling. x 
hotter than the lower, and this is undesirable when making his boiling serves to bring the slag and metal into more 
high-quality steels requiring considerable quantities of ferro- intimate contact. The silicon and manganese in the scrap 
alloys, as these sink to the lower portions of the furnace, are oxidised, and their respective oxides dissolve in the slag. 
‘where they melt only with difficulty. The phosphorus is oxidised and, in the presence of the lime 
The Girod furnace is typical of the second class of arc con- in the oxidising slag, is formed into a phosphate of lime, which 
duction furnaces. There are one or more vertical electrodes enters into the slag. A portion of the sulphur is also oxidised 
according to the size of furnace and of like polarity. Embedded and passes away as a gas. When sufficient time for these re- 


in thé bottom and [шщ an integral part of the furnace are actions to take place has elapsed, the current is switched off 
. water-cooled steel studs, which project slightly above the bottom and the furnace tilted backwards until most of the slag has 
of the hearth and make contact with the charge itself, and во run off through & small spout at the back of the furnace into 


convey the current back to the generator. a slag bogie. The remaining portions of the slag are pulled 

Although this arrangement of steel studs in the furnace bot- off by means of rabbles until the surface of the metal is practi- 
tom is essential to the Girod system, it has its disadvantages, cally free from slag. In this way phosphorus is removed. 
and in order to overcome these and at the same time obtain The recarburising additions are made to give the required car- 
a furnace which will work from the usual supply mains bon to the steel and another purifying slag is added. This 
through static transformers, the Electro-Metals furnace was consists of lime, sand, and fluorspar, and quickly melts when 
designed a few years ago. The original inventors were the the current is switched on. The pressure is now reduced br 
three Swedish engineers, Messrs. Grónwall, Lindblad, and changing over from one switch to the other, and the current 
Stälhane, who have designed and developed the Elektrometall at the same time is lowered to about 2,000 amperes. The phos- 
shaft furnaces for the reduction of iron ores which have proved phorus as stated above has been removed, but there remain: 
such а great success in Sweden. The development of their among the injurious constituente in the metal the bulk of the 
steel furnace has taken place mainly in this country where, sulphur and in addition & certain amount of oxide of iron 
after considerable time spent in experimenting, the furnace which has come from the oxidisation of the scrap during the 


has now been thoroughly established for commercial working. melting and from the oxidising slag that is necessary for the 
Fig. 1 shows the main principles of the furnace. * Two-phase removal of the phosphorus. The metal must thus be freed 


low-pressure current is employed, and this is obtained from a from this oxide and from the sulphur. The oxide of iron in the 
three-phase system through two single-phase transformers metal is also soluble in this new slag, which takes it up until 
using the well-known Scott connection. There are two upper the solvent powers of the two fluids are equal. The oxide ir 


electrodes each carrying a separate phase, whilst in the bottom then removed from the slag by means of the addition of 
of the furnace beneath the basic lining is a third electrode finely-divided carbon in the form of powdered anthracite, which 


which acts as a neutral return common to both phases. Thus reduces the oxide of iron in the slag and at the same time 
the current flows, on each phase, starting from the trans- makes a reducing atmosphere of carbon monoxide inside the 
former, along the copper leads to one of the upper electrodes, furnace. In these circumstances the oxide of iron in the steel 


through this, across the arc gap, through the metallic charge, is continually passing into the slag as the carbon reduces it. 
and thence through the basic lining to the bottom electrode, and in this way the whole of the metal is gradually freed 


which consists of a layer of special carbon mixture covering from its oxide. At the same time, under the reducing condi- 
the bottom of the furnace where connections are made to the tions and under the influence of the chemical composition of 
neutral return leads, which are common to both transformers. the slag, the whole of the sulphur is automatically removed 
The electrical arrangement of the furnace is shown in fig. 9. from the metal into the slag. In this way the metal is purified 
The high-pressure supply, assumed in this case to be three- into high-grade steel. И А ; ; 
phase, is taken to an isolating switch inside the high-pressure The steel being now purified is adjusted to what is required. 
«ubicle, and from this it is divided into two circuits, each of by means of additions of alloys, the quantity of which is based 
which passes to a suitable oil switch, arranged with auxiliary on the result of a test analysis taken from the bath during the 
contacts for charging resistances, to neutralise the effect of refining. A small addition of aluminium or an alloy of alumn- 
any sudden loads on switching in. It is found in practice that nium is usually added at the end in order to remove any trace 
a fairly high pressure, say 80 volts, gives the best results during of gases which may remain in the steel. 
the melting stage, but that as much less power is required for The ladle is brought under the tapping spout of the furnace. 
the subsequent refining a lower pressure is desirable, as this the small door above this is opened, and the farnace is tilted 
—M——————————————— right over and its contents emptied into the ladle, from which 
The Electro-Metals furnace was fully described in the it ia teemed into the ingots or castings. 


LI ECTRICAL. Review of July 25th, 1913.—Eps. When deciding on which type of furnace to install, the quee- 


mom 
LI LI 


NV АЗ 0 а rl XA 0-7 ` 
a * vl а 9784 7 . d 


- * 
же kd 
h 


VoL 76. No. 1,942, FxRRUART 13, 1915.) THE ELECTRICAL REVIEW. 236 


tions of the initial cost < me plant, its Eu Dor ronning 
of existing power suppli e cost of repairs e furnace, 
E. CC 


t as the question of low power consumption. Much 
depende on the kind of 


nr улг цо m ш рои 
en and upon, the ity which is desired in the 
abet. Mild steel suitable for steel castings can be pro- 
a much more cheaply than the highest qualities of. tool 
and alloy steels. When melting cold scrap, using two slags, 
and refining to a first-class quality, the approximate ener 
consumption decreases from 850 Kw.-hours per ton, in the 
сме of a two-ton furnace, to 700 Kw.-hours per ton in the 
case of з five-ton furnace. M^ Nm: 

In addition to the melting of cold materiale, electric fur- 
nsces are largely used for refining fluid metal taken from open- 
hearth furmaces or Bessemer converters, this practice being 
more common in America and on the Continent than it is in 
this country. In America there is a big field open for the 
electric furnace in the manufacture of even such common” 
material as steel rails. The specifications are continually be- 
coming more eevere, whilst the ores of the Lake Superior 

i gradually becoming more impure; the steel made 
from them in the acid Bessemer vessels is gradually getting 
richer in phosphorus, so that a point has been reached when 
some purification will have to be made in order that the rails 
shall be capable of fulfilling the required tests. It is of interest 
to note that several thousand tons of electric steel rails have 
deen in service on some of the main lines in America for some 

-years and have up to the present given excellent results. • The 
process of refining fluid metal is very similar to that employed 
in the ordinary way after the charge has become melted. A 
dephosphorising slag is added to the metal ae soon ав it is 
-poured into the furnace, the finishing slag is added, and the 
process carried out in exactly the same way as that described 
earlier in this paper. | » 

. The electric Кз is also finding а field as an auxiliary to 
the open-hearth and Bessemer processes, being used to melt 
ferromanganese additions, as it has been found that the 
saving in the amount of this allov required more than pays 
for the cost of melting it electrically. + | 

In this country the field for the electric steel furnace is 
mainly in the manufacture of tool and alloy steels, for making 
the smaller sizes of steel castings, and possibly in connection 
with the open-hearth and Bessemer plants for producing a 
superior product. Abroad, however, e ially in those regions 
where water power is plentiful and electrical energy can be 
‘produced very cheaply, it is possible, in fact probable, that 
electric furnaces will be used to produce steel in large quanti- 
ties instead of employing the older class of fuel-fired furnaces. 


DISCUSSION. 


Mr. J. S. Pack said that the Electro-Metals furnace seemed 
to have a distinct advantage because it could be made for three- 
working down to comparatively small sizes, whereas the 
t and other furnaces used three-phase for the large sizes 
only. Transformers of very special design were required for 
this work, on account of the number of low-tension coils in 
parallel to take the very high current. Tappings were also 
necessary from the high-tension winding in order to vary the 
voltage on the furnace. If these tappings were taken out in 
the ordinary way from part of the high-tension winding, there 
would be an unsymmetrical relation between primary and 
secondary, and very heavy local currents would probably 
occur. This difficulty could be overcome, and in general it 
маз necessary to keep the positions of primary and secondary 
as symmetrical as possible. He asked a number of questions 
тад the constructidn and use of electric furnaces. 

K. M. FAxE-HANSEN considered the induction furnace the 
best type from the engineer's point of view; it was possible to 
make a Kjellin three-phase and arrange it во as to secure a 
‘fairly reasonable power factor ів reasonable sizes. The steel 
makers looked at the problem from other points of view, and 
most of the commercial electric steel furnaces were on the arc 
principle. Regarding arc furnaces, the first consideration was 
to get a fairly steady load and a reasonably good power factor. 

requirements acted against one another. For instance, 


power factor of .97 would be reasonable, using a transformer 


with leads having very little induction, but immediately a 
short circuit occurred very heavy currents would flow and 
cause trouble with the supply company. Small furnaces 
admitted of power factors of, say, 90 per cent. with short- 
arcuit currente not exceeding double full load, but with large 
furnaces it was not possible to obtain high power factors on 
account of the high induction effects. The manufacturer 
therefore arrived at certain limits of size dependent upon the 
Voltage permissible at the arc. | 
Mr. D. 8. PAXTON remarked that the author had recom- 
mended the Thury regulator; in his experience eome of the 
er types were quicker in action in the case of large current 
Vanation. | 
Mr. Есвтлсв THOMAS spoke of the difficulty of obtaining steel 
of а perticular quality in this country, whilst on the Continent 
‘higher grades were produced. One predominant feature, even 
with English firms of the highest repute, was their inability 
to reproduce the same steel at different times. A sample, not 
pecially selected, but giving excellent results, might be 
obtained from the makers, but when the bulk was supplied, it 
might be totally different. Chemical and microscopical exami- 


nations seemed unable to reveal any difference, and it might 
be said that electrichl teste had apparently proved far more 
searching than any chemical or physical tests which could be 


applied. Small quantities of impurities such as arsenic or | 


sulphur, which subsequent chemical analysis would ecarcely 
account for, might make an enormous difference. It would 
appear possible wih the electric furnace to make steel with 
much greater accuracy than with the ordinary furnace. 

Mr. WILKINSON said that he was interested in a supply sta- 
tion in India which included an engineering works and 
foundry. Many hundred tons of écrap iron were lying useless, 
and it was considered possible to convert this by ineans of 
an electric furnace during the winter nighte, when the load 
was comparatively small. An electric furnace might, in this 
case, be an ideal adjunct, and protitable to both departments. 

Mr. G. L. Rosser asked whether only basic steel was manu- 
factured in the electric furnace, and, if so, whether it was 
superior to that produced by the Siemens open-hearth acid 
process. 

Mr. J. A. PANTON wrote to say that some nine months ago 
he visited, at Sherbrooke, Canada, a works where electric 
furnaces were entirely used for smelting ordinary steel and 
manganese steel castings, including electrically smelted bronze 
bearings and ferro-inanganese brake blocks, ali for railway and 
tramway use. The type of plant in use was similar to the 
Héroult deecribed by the author, but of the three-phase type, 
wherein the three vertical carbóns were raised or lowered by 
hand gear into the square eteel case, which was lined with 
special bricks, dipped 1n tar, and was mounted on curved rails 
for tilting purposes; the tilting was effected by hand power, 
and water cooling was provided round the electrode holes. The 
electrodes were 7 in. in diameter and about 3 ft. long, screwed 
male and female for continuous feeding. This represented a 
two-ton furnace, which invariably received & charge of 35-30 
cwt. of metal. The power was supplied by a waterfall seven 
miles distant, arriving at the works at 6, volts, which was 
transformed down to 110 volte. The time taken for a cold 
charge was five hours, but as the plant invariably worked 
night and day the remaining heats took four to four and a 
quarter hours. The starting current represented 264 KW., or 
2.400 amperes melting current on the low side, so that for a 
four hours’ charge the consumption was about 900 kw .-hours 
for 30 cwt. of metal in the ladle; the cost per unit was 0.2 of 
a cent, contracting for large blocks of power annually. The 
chief difference between the castings made by the new and 
cld processes was that owing to the low carbon in electric cast- 
ings, Many were used without annealing. He agreed with 
the author that a very fine field existed for electric steel raile, 
especially of the manganese or ferro-inanganese type. Caution 
should be exercised not to reduce the conductivity of rails 
used for electric railway and tramway purposes, and with 
regard to tramways where magnetic slipper brakes were in 
use, manganese steel made by the electric process was 
practically non-magnetic, more so than manganese steel made 
by the ordinary process 


The AUTHOR, 1n reply, said that makers in the early days . 


of electric furnaces had experienced a lot of trouble at the 
works of their customers, who expected immediate commercial 
results. This led to a deal of prejudice against the electric 
furnace; but now, fortunately, the prejudice was being over- 
соше and furnaces were working steadily and continuously on 
sound lines. Fifteen-ton furnaces had been used in America, 


chiefly for refining metal for steel rails. Tests were now in* 


progress with rails produced in this way, and there was every 
indication that the resulte would be very satisfactory. A big 
developinent was to be expected in the United States in the 
use of large electric furnaces for refining crude Besserner steel. 
The largest electric furnace knewn to the author was a Girod 
furnace of 20-ton capacity installed in France prior to the 
war. The subject of ore reduction by electricity was treated in 
reports published at various times in Sweden, which pos- 
sessed favourable conditions in the form of reasonably cheap 
power and suitable ore. At the present time Sweden had 
electric furnaces either working or being installed with a total 
capacity of 40,000 н.Р. The price at which electricity would 
permit economical working depended upon the quality of the 
product required. Generally speaking, with energy at 4d. or 
.6d. per xw.-hour the electric furnace would compete in the 
small steel casting industry. It would certainly do so for 
high-grade tool steels. The heat in the induction furnace was 
generated within the metal comprising the ring round the 
transformer, consequently the slag which rested on the top 


of the metal received its heat from the latter. This condition, 


together with exposure to the atinosphere, caused the slag to 
be cooler than the metal during the whole process, and for 
this reason certain slags which would otherwise be suitable 
could not be employed. In the arc furnace the conditions 
were reversed, ae the arc played on the slag, which in turn 
delivered heat to the metal. 'lhis condition ensured proper 
chemical reaction in steel refining. The power factor in large 
induction furnaces was very bad and specially low frequencies 
had to be employed. A two-phase furnace would not be likely 
to suffer from shorts on both phases at once, so that the 
total disturbance was reduced. The short circuits occurred 
during melting, when the metal became soft and fell against 
the electrode, and the usual nrocedure was to raise the elec- 
trode out of the way when this occurred. It waa necessary 
to have the current passing through the bottom of the two- 
phase Electro-Metals furnace during the whole period. This 
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manifested itself in the refrning stages, as in the later stages 
the circulation of the metal avoided inequalities in ‘tempera- 
ture of the metal. A modification of the two-phase furnace 
was to be introduced whereby the amount of current flowing 
in the bottoni of the furnace would be under control. The 
Continental steel referred to by Mr. Thomas was probably 
electric steel, and very regular and uniform in quality. In 
the author's opinion the trouble with crucible steel was the 
fact that the crucibles themselves contained a small quantity 
of steel, and no two crucibles would sinelt out exactly alike. 
In consequence, there was much more danger of variation 
than in the case of the electric furnace, where the sole charge 
was of uniform quality. The chief advantage of electric steel 
was that the injurious oxide of iron which was present in all 
molten steel could be effectively removed, owing to the reduc- 
ing conditions in electric are furnaces. In reply to Mr. Wilkin- 
son, with a two-ton furnace the total time between teeming 
one heat and teeming the second heat would be about six 
hours. The melting period would be about three hours, during 
which time the full capacity, say 400 Kw., would be taken. 
The second or refining period would probably take only 200 
KW. and would last about two hours. Taking the case of a 
furnace working continuously, that 1s to say, 24 hours per day 
and five davs per week, so as to allow for repairs, twenty 
charges per week of 45 or 50 working weeks per annum 
would be usual. The power factor depended upon the arrange- 
ment of leads. but in the case mentioned it would be about .9. 
One hour in the six referred to would be allowed for charging. 
removing slag. ete. The time table quoted would not apply 
to apecial tungsten steel. but for refining any scrap and making 
carbon steel with low sulphur and phosphorous, вау .08-.1 per 
cent. sulphur and phosphorus in the raw material down to 
4 per cent. sulphur and the same phosphorus in the finished 
product. With one or two exceptions all electric steel was 
made on a basie bottoin. Dephosphorising could not be carried 
out on an acid bottom. The low carbon in electric steel cast- 
ings was very important, as it admitted of such castings being 
subsequently machined without annealing. In the case of 
crucible steel castings, the carbon could not be brought so 
Ww. and consequently they were hard and required annealing 
before machining. 


> 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). | 


Compil.:! expressly for this journal by Mrssrs. W. P. Тномрѕоч & Co, 
Electrical Patent Agents, 285. High Holborn, London, W.C., and at 
Liverpool! and Bradford, to whom all inquiries should be addressed, 


1.148. .'! Magnetic compasses for night marching. reconnaisance, aviation, 
and oth r military and naval purposes.“ F. O. Crracu-Osponsxe, X. J. HUGHES 
and Н Ноне & Sos, Ото. January 25th. 

1.157 Jans for the attachment of electric. lamps or ceiling roses to 
ceilings, beams, and the like.“ W. Dawsox & H. Gessos.. January 25th, 

1.158. '' Fivetrie fuse or cut-out boxes." M. Dawsos & H. GessoN. Janu- 
агу 25th. 

1.173. "' Tilting electric furnace for melting and refining metals." F. Das- 
SANESE. January 25th. (Complete.) 

1,214. “ Electric generators and motors." М. М. CARDELLINO. January 
25th. (Complete) 

1.221. Electric arc-lamp carbon ferrules.” Т. Moore. January 26th. 

1.2381. Stranded electrical conductors." M. HocusrADTER, January 26th. 
(Convention date, January 28th, 1914, Germany.) (Complete.) 

1.240. Gvrostatic apparatus." J. Gray & J. Gorpon Gray. January 26th. 

1349 © Microphone specially adapted to receive and to transmit with great 
intensity the particular sounds for which it is regulated.“ R. F. Bossint. 
January 26th. 

1.275. Pocket electric flash-lights.”” W. J. MELLERSH-JACkSON. January 
26th. (Samuel Isaac Posen, United States.) (Addition to 18,809/14.) (Com- 
piete.) 

1.284. *' Electrically-controlled feed-operating mechanism.” Verkas Mas- 
CHINENFABRIKS. Акт. Ges. January 236th. (Convention date, February And, 
1914, Germans.) (Complete.) 

1.20 » Electrical heating devices.” Jou. KREMENEZKY (firm of. January 
26th. (Convention date, February 21st, 1914, Austria.) (Complete.) 

1.416 * Means for controlling electrical illuminating or advertising devices.’ 
W. & T. Avery, LTD., & R. Ковект Giss. January 27th. 

1.328, “ Electric switches," H. Lucas & W. H. Eowaros. January 27th. 
(Compa te.) 

1.340 Central station generating plant." Brist Titowsos-HorsroN Co., 
I. r., F. H. €toveit А F. SAMUELSON. January 27th. 

1.341. "'Ifluminating apparatus," Britis Тномѕох-Носѕтох Co., Lro. 
January 27th. (General Electric Co., United States.) 

1.346. “Insulation of telephone cables. K. W. WAGNER. January 27th. 
(Convention date, January 20th, 1914, Germany.) (Complete.) 

1,369. '' Electric. kunps for use on bicycles and the like.“ J. J. Rowe. 
January 27th. 

1.376. Ebetrie ovens.” L T. Neous. January 28th, (Divided applica- 
tion on 9.213. 14, April lith.) 

1.377. Electric ovens.” I. T. Neces. January 28th. (Divided applica- 
поп on 9.213 14, April lith.) 

1.402. Wireless apparatus," E. R. CLARKE. January 28th. 

1.406. Controlling dvnamos-clectric machines running at varying speeds.” 
A. W. S. Pocxtincton & Н. F. Foster. January 28th. 

1.4128. „ Etecitrically-propelled motor vehicles," P. А, H. Mossy & MossaYv 
& Co., Lte. January 28th. 

1,435. " Dynamo-electric machines and electrical systems connected there- 
with.” J. Stose & Co.. Lro.. and A. Н. Darker. January 28th. 

1.453. '" Mercury globule electrical contact-maker for releasing mine wind- 
ing signal indteaturs, actuating indicators of the stopping, starting. and reduc- 
tions of apecd of machinery and the like.” G. Saint. January 29th. (Com 
plete.) 

1,468. Sticing electrodes for vapour electric devices.“ F. СохкАр. Janu- 
ary 29, Convention date, January 30th, 1914, United States.) (Complete. 

1.170. Automatic and semi-automatic telephone sistems.” BETULANDER 
AUTOMATIC. IEEE Co., Lro., & W. Aren. January 29th. 


1.471. Automatic and semi-automatic ‘telephone systems.“ "BETULASDER 
AUTOMATIC TELEPHONE Co., Ltp.,-& W. Акем, January 39th. 

1.472. " Semi-automatic telephone systems" — BETELANDER. Астоматю Tup 
PHONE Co., LTD., & W. AITKEN. January 29th. : | 

1,480. '' Manufacture and use of luminous radiations for therapeutical pur- 
pos." W. S. Simpson, January 29th. | | 

1.493. “ Intergrating electric wattmeters," J. Нїкиїйү. January 29th, ` 

1.500. Lamp supports and casing, particularly designed for use with: 
electric incandescent lamps.” B. J. Gricssy. January 29th. 

1,507. ''Chocks or apparatus for the shaping of pottery." F. НаАхсосұ, 
January 29th. | . 

1.520. Miners’ electric safety lamps.” C. Н. Ешлотт & G. Barstow, 
January 30th. | 

1.522. Telautograph apparatus," A. Montcomery Low. January Wth. 

1.525. “ Construetion of electric batteries. H. F. Jorz. January 90th. 

1,930. '' Electric batteries." B. Pogprs. January 30th. (Complete) 
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PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Тномурзох & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 94. (in stamps). 


1913. 


21.525. SovNp-REPRODUCING APPARATUS. W. Н. Derriman (Automatic Enun- 
ciator Co.). September 24th. 

24422, SOCKETS FOR ELECTRIC. INCANDESCENT Lawes. C. A. Vetter. October 
28th. 

27.542. APPARATUS FOR USE IN CONNECTION WITH THE ELECTRIC LIGHTING of 
AUTOMOBILES. F. E. Wilson, November 29th. 

28,838. TELEPHONE OR LIKE INSTRUMENTS. W. H. Derriman (Automatic 
Enunciator Co.). December 13th. 

29,366. Limit SWITCHES EMPLOYED TO CONTROL THE MOvVBMESTS ОР EFIE 
TkICALLY-OPERATED CRANKS, Hoists, FREIGHT AND PASSENGER ELEVATORS, WINCHES, 
TURNTABLES, AND THE LIKE. Craven Brothers, Ltd., F. Garner, & A. E. Hor 
rocks, December 20th. 


1914. 


123. Err£cTRIC Accumulator CELLS. Svenska Ackumulator Aktiebolaget 
Jungner. January 2nd. (January 16th, 1913.) 

415. CLOCKWORK MECHANISM FOR CONTROLLING Gas WALVES, Егист 
SWITCHES, AND THB LIKE. E. Н. Horstmann, С. O. H. Horstmann, A. Herst- 
mann, S. А. Horstmann, & W. T. Edgar. January 7th. 

590. Егксткіс Resistances. С. Mascarini & A. Contardi. 
(January IIth, 1913.) 

796. AUTOMATIC PRINTING REGISTER FOR Sues’ ENGINE-ROOM АХО BRIDGE 
TrrrcRAPH. T. Nicholson & L. R. Barron. January 12th. 

815. Exectric Resistances. H. Snowdon. January 13th. | 

16. METHOD OF OPEKATING OK ACTUATING AUDIBLE ALARMS. E. V. Gratz. 
January 13th. 

1.008. ELECTRIC SwiTCH. А. C. Greene. January 14th. 

1.41. DvNAMO-ELECTRIC Macuisrs. А. Н. Midgley & С. A. Vandervell. 
January 17th. 

1.556. Сомтвот, or Movinc Bopirs ny Rapant ENERGY. J. H. Hammox, 
jun. January 20th. (Convention date not pranted.) 

L387. Box DING Devicts кок ELrCTRICAL Conpuit Systems. D. L. J. Broad 
bent. January 21st. (Cognate application 6,811/14.) 

3.192. Rabio-TELEGRAPHIC Stations. E. Giracdeau. February 6th. (Febru 
агу 17th, 1913.) 

3.217. Locks For HANDLES FOR CONTROLLERS AND THE LIKE. British Thomson 
Houston Co. (General Electric Co.). February 6th. 

4.473. Device for controlling the frequency of automatic intermittently- 
operated lighting apparatus." AKTIEBOLAGET Lux. February 20th. (February 
22nd, 1913. 

5,456. ELECTRIC INCANDESCENT LAMPS. 
(General Electric Co.). March 3rd. | 

6.652. Composite TROLLEY Ууньыїз. E. M. Taunton & Electro-Mechanicil 
Brake Co. March 16th. 

7.145. HEATING ELEMENTS OF ELECTRIC STOVES AND THE LIKE, O. C. Hawkes. 
March 21st. 

8,263. ТоотнкЕр WHEELS. 
Co.) April Ist. | 

9.046. PRODUCTION oF ULTRA-vioLET Rays. J. Von Kowalski-Wierusz. April 
9th. 

9,367. METHODS oF Cotiso METALS WITH ZINC AND APPARATUS THEREFOR. 
British Thomson-Houston Co. (General Electric Co.). Apri! 15th. 

10,364. PERFORATED-TAPE CONTROLLED AUTOMATIC IMPCLSE TRANSMITTERS. H. 
Pfannenstiehl. April 27th. (April 29th, 1913.) 

11.084. TRANSPORT OF ELFCTRIC SEARCHLIGHTS OR Ркојестокѕ. Soc. Anon. 
des Automobiles & Cycles Peugeot. May 5th. (May 6th, 1913.) 

11.326. Drvicks FOR MAINTAINING OSCILLATING MOVEMENTS OF SUBMARINE 
MINES AND LIKE FLOATING BODIES BETWEEN CERTAIN. LEVLLS. I'. Carlander. Mag 
Tth. (May 25th, 1913.) 

11,355. Posts For Trawwars, RAILWAYS, AND THE LIKE, Edgar Allen & Co, 
& E. Larmuth. May 8th, ; 


January Stb. 


British Thomson-Houston Co 


British Thomson-Houston Co. (General Electric 


11.564. ErrcTrkiC Inverse Transuittinc Device. E. C. R. Marks (Canadian: 


Independent Telephone Co.). May llth. 

12.003. ELECTRIC-IGNITION PLUGS FOR INTERNAL-COMBUSTION ENGINES. D. 
Roberts. May loth. 

12.656. TELEPHONE SET. P. L. Jensen & E. S. Pridham. May 22nd. 

13.018. TELEGRAPH RECFIVER AND KEYBOARD TELFGRAPH TRANSMITTER. Е. J. 
K. le. May Arth. (Addition to 21.332/12. and 3,582 /13.) 

14.098, CurkENT Connectors кок ELrcrRIC. Tramways. Compagnie Générale 
des Omnibus de Paris. June 11. (June 13th, 1913.) 

14.358. MEANS FOR CONVING ARTICLES THROUGH THE BATH OF AN ELECTRO- 
PLANG OK OTHER APPAKATUS. С. K. Mills (Hanson & Van Winkle Co.). Јоле 
loth. | " 
14.567, Мьахѕ ғов Ткахѕміттіхо Rotary Motion, Jandus Arc Lamp 
Electric Co., and A. Denman-Jones. June 17th. 

15,456. Enrcteopes Fog. Ести Furnaces. F. J, Machalske. 
une 27th, 1913.) А p 
i 17,03%. SisTEMS AND Mrtions or ELECTRIC. Motor Conor. L. G. Ritex. 
July th. (October 3rd, 1913.) m 
18.478. CowPassrs FOR USE ON BOARD SHIP OR ON AEROPLANES OR FOR OTK 
PURPOSES. W. D. Whyte. August 7th. | 
21.960. MAGNETO-ELECTRIC. GENERATORS РОВ IGNITION Purroses. C. T. Mason. 

November 3rd. (Divided application from 29, 665/13, December 23cd.) 


June 27 th. 
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MORE ABOUT CO-OPERATION. 


Wk print on another page to-day some interesting com- 


ments that were made last month by one of the leading 
electro-industrial authorities in America, which bring home 
to our minds more forcibly than any other observations that 
we have yet read, the extent of the depression in some trans- 
Atlantic industries, Mr. Trip shows that while the foreign 
works associated with his particular organisation— that is. 
the factories in England, France, Italy.and even in 
Austria—are very busily engaged, partly, it is true, with 
war orders, those in the S:ates, far removed from the war 
zone, are only operating at between 50 and 60 per cent. 
of their normal output. He also does not conceal the 
belief that if (we вау when) the Allies win, England will 
derive greater permanent commercial benefit from the war 
than the United States will do. While all the world save 
perhaps the lie-deceived people of enemy countries, knows 
well enough that England did not, nor never would have 
done, enter upon this colossal conflict for the mere sake of 
economic interests, it would be absurd for us to affect to 
believe that the fature course of inter-Colonial and inter- 
national trade will not be very materially influenced by what 
has been happening. The Colonial and Allied sentiment is 
undoubtedly strongly in favour of England at the moment, 
and the future interests of all these parties will be to a very 
large extent bound up together, so that that favourable 
sentiment will, failing unforeseen and improbable mishaps, 
become increasingly strengthened. We firmly believe that 
the overwhelming majority of opinion in the United States 
is faithful to the cause of general freedom and to the 
suppression of the monster of militarism, and if coming 
eventa do not contribute any serious reason for removing 
that belief from the minds of the nations that are now 
trying to free both hemispheres from the menace, the United 
States as an industrial people should also stand to gain. 
But, of course, it must not be suggested that that should 
be advanced as an inducement to Brother Jonathan to drop 
his attitude of neutrality. 

It is clearer than ever from Mr. Trip's remarks that 
American depression is far from being entirely due to the war ; 
our cousins’ troubles were already well begun months before 
the outbreak, and the trade position had become very unfavour- 
able. Under such circumstances, it is but natural that the 
disorganisation of world affairs due to Prussian and 
Austrian ambitions, should have brought serious effects 
upon a people already industrially under a cloud. 

What the States seems to need for the assistance of its 
industries is a revival of confidence, and to engender that 
confidence Mr. Trip lays emphasis upon the usefulness of 
"co-operation." Let us co-operate, he says, by joining 
hands to “ bring about а better business state of mind" ; 
let everybody make a cautious start, taking a little risk, 
and a general movement will result which will be surpris- 
ing. One of the directions in which he advises Americans 
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Lo assist such a movement is by taking advantage of these 
„dull times" to “overhaul your roadbed, plant and 
machinery, and make small additions against future 


growth.” Roadbed was mentioned because the speaker was 


addressing the members of a S:reet Railway Club, but 
the proposal in principle is similar to that advanced 
dy Mr. T. Roles in his I. E. E. S.ctional Address. The 
latter gentleman referred to the possib-lity of municipal 
electricity works and manufacturers adopting a measure 
of co-operation in the ordering of certain requirements. 
We discussed the matter favourably in au editorial 
entitled Co-operation,” in the ELECTRICAL Review for 
November 20th, 1914, and we referrcd in the same 
article to certain proposals for co-operative electrical 
dealing which came to an ignominious end some years 
ago. Of course when one.refers to the even'a that hap- 
pened years ago and proved fuilures, one does not 
expec’ it to, be necessary to say why they had 
"no burial.” Having thus referred to the ignominious 
end of one particular scheme, we, as editors, coald only be 
amused when a writer, who apparently knew but little about 
the matter, allowed himself to flounder so helplessly by 
describing us as having “attended the funeral" of the 
* great principle " of co-operation. 

Those who have closely followed their ELECTRICAL 
REVIEW in its discussion of trade and industrial affairs, 
do not need to be reminded that we have consistently 
advocated co-operative measures for alleviating the 
troubles and assisting the expansion of the electrical 
industry, and we have consistently supported worthy 
efforts on the part of our manufacturers in such directions. 
We were regular attendants at the gather.ngs of the old 
National Electrical Manufacturers! Ass ciation, and our 
pages in those early days show how earnestly we worked 
and wrote in its interests; more than once it thanked 
us for our assistance. That Association, whatever defects 
it had, and it certainly had some, formed the nucleus of the 
other organisation which, we are now pleased to learn from 
the first number of its Journal, is actively engaged upon a 
programme of co-operative aggression in the Colonial and 
foreign markets, the like of which has never been adopted 
by the British electrical industry in the past. Has it not 
inaugurated *'everyone of the suggestions" contained in 
our editorial of November 20th, 1914 ? Let the reader 
who wants to know whether the British electrical manu- 
facturers are doing anything, and what, along co-operative 
lines, refer to our aforesaid article, tabulate the suggestions 
therein contained, and, leaving the ranks of the critics and 
the grumblers, let him forever hold his peace. 

Indep:ndent of the assurance that is thus conveyed— 
though it may be that we are wrong in assumiog that our 
zu zgestions have been adopted, as the paper referred to із 
not named, but is merely described as **one of our contem- 
poraries," and some editorial other than our own may be 
referred to—we are very pleased to know that groups of 
B itish electrical manufacturers are deeply engaged upon co- 
operative schemes for enterprisingly dealing with the re- 
quirements of some of the great markets that are expected 
tə offer such brilliant opportunities. We confidently anti- 
с.рабе that the most gratifying results will sooner or later, 
perhaps immediately, reward the efforts of those who have 
had the courage aad patience to develop schemes and are pre- 
pared to make the necessary initial sacrifice. It is many years 
ago now, when manufacturers were only just beginning to 
* get together," that we published appeals from China, 
Australia, and from Canada, from expert contributors of our 
own who had travelled the world over in the intereats of 
trade, and from Governmental trade representatives whom 
we iaterviewed when home fresh from their Colonial inves- 
tigations, urging British electrical and engineering firms to 
come toge her in groups, and by dint of the strong organi- 
sation and backing thus obtained, secure for us a more 
reasonable command of excellent markets. It is with 
pirdonable pride that we see that our suggestions, which 
were sometimes received with contumely, but nevertheless 
were consistently supported by means of editorials and by 
contributions of expert students of world trade, are, in this 


year of grace 1915, being adopted at any rate by some of 
our firms. 

Though we have never attended the “burial” of the 
principle of co-operation, we have recorded the liquidation 
of some projects inaugurated with that great word upon 
their banners, and it has been our painful duty to observe 
what has happened when the reader of, or the advertiser in, an 
electrical publication has been afforded an opportunity of 
being 8 shareholder in the same. Publications in which the 
advertisers are the shareholders cannot hope to possess the 
smallest shred of independence, though they may have 
special functions to fill in which that important quality docs 
not count. While we advocate co-operation, we recognise 
that i; has its limitations; only last year we witnessed the 
inability of avowed apostles of the principle of co-operation 
to c» operate among themselves. 

The reader will observe that “that blessed word ” co- 
operation has led us a long, long way from where we meant 
to go when we started to write this article. Mr. Trip urges 
Americans to co-operate and revive home industries by an 
effort to engender widespread confidence—ordering require- 
ments ahead so as to fill the blank spaces in their works. 


We continue to urge manufacturers, whether organised or 


not, to do their utmost’ to ensure a splendid position for 
British electrical and engineering industries in the future, 
by adopting and pursuing uncessingly measures which will 
gain for us a firm hold upon Colonial, European and other 
foreign markets—individually, if they are strong enough, 
as some undoubtedly are, but co-operatively, in groups, if 
they cannot tackle the business alone. We believe that 
they will be able to rely upon the co-operation of the 
British people for a time as regards the home market, 
especially if there be some modification of Government 
policy so as to favour the purchase of British products with 
British public money. Even if that, when granted, only 
continues for a time, it will materially assist until the benefits 
of campaigns abroad bring a large and continuous volume 
of new business from Colonial and European markets. 


To record a protest against methods of 
procedure which impose unjust burdens 
upon firms tendering for contracta i8 no 
new policy with us; but in the past we have usually taken 
up the cudgels on behalf of manufacturers of electrical 
machinery, whereas the case to which we now wish to direct 
attention concerns installation contractors only. 

The matter arises in connection with the electric lighting 
of a new sanatorium at Thingwall, for the Corporation of 
Birkenhead, under the superintendence of the borough 
engineer and surveyor (a M. Inst. C. E.); from original docu- 
ments we gather that the engineer invited a number of con- 
tracting firms to tender for the work, by means of a circalar 
letter which stated that plans might be seen, and specifi- 
cations, bills of quantities, and form of tender obtained 
at his office, on payment of a deposit, to be returned on 
receipt of a bond fide tender. Fourteen days from the date 
of the circular were allowed for the lodging of Sealed 
tenders —including eleven working days. 

There was nothing extraordinary in this ; but the so-called 
gpecification, when obtained, was found to consist mainly of 
general conditions, and a list of the rooms to be lighted, 
with their dimensions. A key plan to the district, and 4 
plan of the laundry block, accompanied the “ specification,” 
but no other drawings were provided. The main buildings 
comprised 38 rooms, including two wards, and there were, 
in addition, 12 rooms in other buildings, two large shelters, 
and the grounds to be lighted. From the meagre date 
supplied, it would be impossible to prepare even an approxi- 
mate estimate of the cost of the installation ; no scheme was 
obtainable, and the borough engineer, we are informed, stated 
that he was asking a number of firms to draw up schemes, with 
the intention of selecting one of thes» and then asking the 
firms to tender. In other words, he invited these firms to act as 
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honorary consulting engineers, and did not even promise to 
place the order with the winner in the preliminary com- 
petition or to remunerate him in any way. 


The whole procedure was objectionable on various 


grounds. In the first place, the engineer, if he felt himself 
unqualified to draw up a proper scheme and specification, 
ought to have called in the aid of a competent consulting 
electrical engineer to do so; such a proceeding would have 
been in no way undignified, he being a civil not an electrical 
engineer, and it would have safeguarded the public interests 
against waste and inefficiency. Secondly, a deposit ought 
not to have been demanded, seeing that a bond ſide tender 
obviously could not be submitted, and indeed was apparently 
not desired. While the practice of placing the whole matter 
in the hands of a selected contracting firm of bigh standiog 
might have been adopted in the case of a private contract, 


it is not permissible in the case of a municipal contract, 


which must be put up to public tender; but such tendering 
should be based upon uniform requirements, which cannot 
be the case when no definite scheme is placed before the 
tenderers. And lastly, to require a number of firms to 


incur the expense and loss of time involved in preparing 


separate schemes is not only an undesirable proceeding 
at any time, bat is unpatriotic when we are at war and 
when the services of every engincer should be utilised in the 
most efficient way. 

The proper course іо such a case is for every contractor 
to decline to tender under such conditions. 


s 


THERE bas not been any change of 
importance in-the prices ruling from day 
to day for crude rubber, but the tendency 
of the market appears to have been quietly towards improve- 
ment. The home trade demand has continued good, which 


The Rubber 
Market. 


is quite in keeping with the well sustained activity shown . . 


in pretty well all branches of the manufacturing trades, the 
state of things in the various tire planta all over the country 
being absolutely unprecedented. The immense orders given 
out for life-saving equipment for distribution to all thore 
employed in the Fleet, has put manufacturers in a difficult 
position on account of the terrible pressure which exists for 
deliveries, and this at a time when ali other departments 
of works are running night and dey on State orders. As 
regards export business, the American demand has not been 
quite 80 active as it was recently, which is only natural, for 
quite heavy quantities were dispatcbed some time ago to 
New York. Moreover, it is understood that certain big 
copsnmers at Akron, in Ohio, have taken very large 
deliveries. A good deal of this rubber was, during the 
embargo, diverted to Toronto, where it was temporarily held 
up, bat big consignments have also been shipped from 
Liverpool by mail steamer, so urgent was the need for raw 
material at the American plants. The difficulties of obtain- 
ing supplies «f finished goods for the troops would have 
been rendered exceedingly acute hud not the embargo been 
reieved by the resumption of exports of rubber from here 
to the United States. As it was, the price of crude rubber in 
America practically doubled during the duration of the 
embargo, but now things are assuming a mere normal 
appearance. The following guarantee hus to be signed 
by American firms importing rubber from the United 
Kingdom :— 

We will not export from the United States any raw rubber, 
reclaimed rubber, or waste rubber, whether the same has been 
imported from the British Dominions or not, otherwise than to the 
United Kingdom or to a British Dominion. 

We will not sell the rubber now delivered by you to any dealer 
от o-her person or persons in the United States, but will use it for 
our own manufacturing purposes, 

All orders received by us for manufactured or partly-manufac- 
tured rubber goods to be sent to nentral Earopean countries shall 
be executed from stocks maintained ^y un in the United Kingdom 
or be executed hy shipments to the United Kingdom, and reshipped 
from there under licence to be obtained for export therefrom. 

We will nst ex-cute any orders for manufactnred or partly- 


manufactured rubber goods to be sent either directly or indirectly 
bo any country or State at war with Great Britain. 


We will not rell any manufactured or partly-manufactured 
rubber goods to any p: reson in the United States without satisfying 
ourselves that there is no intention on his part to export or resell 
the aame for exportation to any countries in Europe otber than 
Сте. Britain France, ur Russis, otherwise than by shipping to the 
Uuited Kingdom and reshipping from there, under licence to be 
obtained for « xport therefrom. | 

It we export any manufactured or partly-manufactured rubber 
goods to a destination outside Europe, not being in s British 
possession, we will prior to or simultaneously with this shipment, 
give particalars of the goods so shipped and their destination. 

All rubber tires exported by us or gold by us for export shall bear 
a distinctive name or mark which we will communicate to yov, во 
as to identify them ar briag our manufacture. 


The strennous efforts made by Germany to obtain rubber 
are shown by the detection on the steamer C’refic, loading 
in the United States for German porta, of bales of co:ton- 
waste each containing 4 lb. of rabber. The fraud was 
discovered by the X-ray examination always now conducted 


in connection with the loading of vessels for Germany at . 
у : - 


American ports. nh 7 3 
According to official information issued, the export of 
rubber from the Federated Malay States during January 
was 3.473 tons compared with 2,512 tons in January, 1914, 
and 3,361 tons in December last. The returns for January 
constitute an absolute record, and t«stify alike to the pro- 
gress of prodnction -there and to the clean sweeping of the 


seas by the British Navy. 


Бы Ir is а matter of common know- 
te ledge that certain of our electrical 

in Delivery. 1 
manufacturing firms have been called 
upon by the Government to carry out urgent orders 


‚ in connection with the operations of the naval and. mili- 
_tary authorities; in some cases almost the whole output 
of the works has been devoted to this pre-eminently 


important service since the commencement of the war, 
greatly to the detriment of the ordinary business of 
the firms concerned. The prices paid by Government 
for such work have not been gilt-edged, and it would be a 
mistake to suppose that the manufacturers were greedily 


. takiog advantage of the nation’s need. Moreover, large 


numbers of skilled workmen have been culled ор to the 
Colours or have enlisted, with the result that workshop 
organixation has been seriously embarrassed, thovgh the 
authorities, recognising this facc after a time, declared that 
such men would serve their couutry no less effectively by 
continuing their ordinary avocations. The manufacturers 
under these difficult conditions have uttered no complaint, 
but have patriotically endeavoured first to satisfy the 
military requirements at ull costs, and afterwards to do 
what they can to supp'y the needs of their regular 
customers. 

The latter, unfortunately, have rot always evinced a dis- 
p sition to exercise pat ence aud to make du» allowance for 
the n'gency of Government orders. The difficulty of their 
situation commands our sympathy, but some of them— like 
во many others of our fe low-ccuntrymen— apparently fail 
utterly to realise that this nation is now engaged in the most 
.violeut struggle recorded in history—a fight for its very 
existence a: a nation. The idea still seems tn prevail in 
some quarters that there is “а sort of war” in progress— 
but that it is on the Continent and need not trouble us 
much. There could hardly be a greater or more dar gerous 
error. The war is going on right here — їп our workshops — 
und on their efficiency and productiveners the issue of our 
fate dependa. . 

Millions of men and millions of money are powerless to 
gain the victory unless our forc:s are provided with equip- 
ment and munitions of war of the highest quulity. in ample 
quantity, and at the earliest p»sible moment. We there- 
fore appeal to those would-be purcbasers, who are tired of 
the constant reiteration of the plea that delays in delivery 
are due to urgent Government demands, to accept that plea 
without demur, and to subordinate their own requirements 
to the imperious necessities of the nation. The plea is 
genuine—]let them not think it а mere excuse ; and those 


who worry the hard-pressed manufacturers in question 


with their complaints are guilty of a grave disservice 
to their country. 
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A HIGH-PRESSURE TRANSFORMER. 


For testing cables, porcelain insulators, &., very high 
pressures are required, and a number of transformers for 
this work have been built by the Oerlikon Co. giving 
pressures of 200.000 to 250.000 volts. The constalt rise 
in working pressures, however, which new run upwards 
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The pressure is gauged by means of a spark-gap, which 
ii seen in operation in fig. 2; this is preferred to the use 
of a voltmeter on the primary. Discharge between points 
takes place across a maximum distance of 244 mm. at 
100,000 R.M.8. volts; 514 mm. at 200,000 volts; 774 mm. 
&.800,000 vo'ts; 7,050 mm. iat 400,000 volts; 1,820 mm, 
at 500,000 volts; 1,580 mm. at 600,000 volts, and 
1,850 mm. at 700,000 volta. The electrodes are 
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Fic. 1.—OEBLIKON! HIGH-PRESSURE TRANFFJEMES, Fig. 2. —TRANSFORMEB IN USE. Еб. 3 —DAMPING RESISTANCE. 


of 100,000 volts in Central Europe for long transmi-sions, 
has necossitatel still higher test pressures, aud we illustrate 
herewith a transformer which the company has recently con- 


structed for its own test room, giving secondary pressures of 


250,000 and 500,000 volts. 

The continuous rated load is 500 Kva. at 500 volts on 
the primary. The 
oil tank is 8:6 m. 
high x 33 m. in 
diameter: the height 
over the terminals 
is 5 75 m., and over 
the suspension frame 
89m. ‘The weight 
of the active part 
of the transformer 
is 10 tons, and of 
the tank over 5 
tons; the latter 
holds 19 tons of 
oil, the total weight 
of the transformer 
being about 34 tons. 

Fig. 1 gives some 
idea of the dimen- 
s'oas of the appara- 
tua The third ter- 
minal represents the 
mid-point of the IN 
secondary winding, —— ä — 
which is normally 
earthed, but for 
special tests (up to 
200,000 volts) cin be in uled. One рое of the 
primary is always earthed. The maximum pressure attain- 
able is 600,000 vols, anl the vatput сап be raised to 
2,000 KVA. momentarily. 


FIG. 4.—INDUCTION REGULATOR. 


E on a graduated scale, bolted to the top of the 
tank. | 
The discharging poles are not connected to the main ter- 
mi als directly, but through a carbon resistance, which is 
kept always in circuit to damp out the dangerous cscilla- 
tions of pressure which occur when the spark jamps across 
| the gap. The resist- 
ances, which are 
shown separately in 
fiz. 3, are bolted to 
the terminal spheres 
and are suspended 
with them by in- 
sulating tubes from 
an iron frame. The 
voltage is controlled 
by an induction 
regulator, fig. 4, 1n 
the primary circuit, 


variation in the 
secondary circuit 
from 0 to 500,000 
volts. 

When testing 
cables or insulators 
of large capacity, 
the capacity current 
can be completely 
N balanced by Con- 
necting a variable 
inductance, fig. 9, 
| ucross the terminals 
of the transformer primary, and adjasting it во that 
che cu rent, ліпе is only sufficient to make good the 
losses. When this is d ne, the regulator need only be 
large enough to provide for the Іоғвез in the transformer. 


FIG 5,—VARIABLE INDUCTANCE, 


giving а continuons , 


driving to the local.rice mills and saw mills In this . 


direction there should be a field for British firms, as some 
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MUR THE ELECTRICAL TRADE OF SIAM. 

RR By L. A. DR M." 


BarrisH electrical firms have for many years neglected the 
possibilities as regards trade in Siam, indeed most, ог at 
< least many, firms are so wanting in knowledge as to send 
=: ont catalogues addressed Bangkok, India—this actually 
occurs month after month. Hence the writer ventures to 
give a few notes on the trade conditions of Siam. 

"E The capital of Siam is Bangkok, which is situated 
immediately alongside the River Menam, large steamers 
being able to get right up the river, even as far as the 
Samen end of the city [population of Bangkok about 
635,000], while river boats can reach a point inland some 
120 miles from the river mouth. 

Moch useful information may be obtained from Mr. 
W. A. Graham's book on Siam, published by Alex. Moring, 
Ltd., London, and from the Bangkok and Siam Directory, 
published by the Bangkok Times Press, Ltd., at а. price of 
10 ticals per year, which is obtainable from Messrs. Algar, 
11, Clement’s Lane, London. 

Shipment of Goods.—The East Asiatic Co. run a direct 
line of large steamers from Antwerp and Middlesbrough to 
Bangkok, where they can discharge alongside the company's 
wharf, The journey takes about seven weeks. The 
Р. and O. Steamship Co. also ship to Bangkok, but goods 
have to be transhipped at Singapore, from which port there 
are steamers running weekly to Bangkok. A" 

Banking Houses.—T he principal banking houses are :— 

Hong-kong and Shanghai Bank. 

Chartered Bank of India, Australia and China. 

Banque de l'Indo-Chine. 

Mercantile Bank of India, Ltd. 

Elatrical Power Stations.—There аге two electricity 
supply stations in Bangkok, viz. : — The works of the. Siam 

Electricity Co. The Government power station, Samsen. 

A third—a tramway station — put down some few years ago 

' proved to be a financial failure, and has been practically 
dismantled. | 

ЖО The Siam Electricity Co.—This station is a very old one, 

T ip until quite recently supplied single-phase current at 
2,000 volts, 100 cycles, transformed down to 100 volta. 

|o tet | The company has recently changed over to three-phase, 


— 
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50 cycles, and adopted a station voltage of 3,500 volts, the 
EM. ald single-phase supply at 100 cycles being almost entirely 
5 ze] done away with. Two 1,000-Kw. turbo-alternators recently 
ss. installed supply the three-phase power, the tramway being 
E | еј fed from а motor-generator, and alternatively from a steam 
"ul: engine-driven direct-current machine. Manager, Mr. 
кетт”, V. L. Grut; chief engineer, Mr. Н. Hansen. 
zm y The Government Samsen Power Station.—1n 1911 the 
im ! Samese Government invited tenders for the construction of 
2. — . | à large power station at Samsen, Bangkok, the contract being 
(see secured by the A. E. G., ће B.T.H., and the G.E. Co. of 
: 7^ America, who put forward a joint tender. 
zii -i The station was started up in December, 1912. but the 
277 contractors bave to run the plant until the end of March. 
ai" 1915, on behalf of the Government, under the control of 
cel? the contractor's chief engineer, Mr. Noël E. Dufty. 
bs * Although the A.E G., of Berlin, were the chief contrac- 
2 140 tors, the whole (f their staff are English. 
ое | This station is very well equipped with most modern plant, 
72:7 | even down to CO, recorder and Lea water recorder. The 
boiler house is fitted with eight Babcock & Wilcox land 
x: | type water-tube boilers fired with rice husk (also known as 
ist | paddy husk) and, alternatively, oil fuel. The power house 

| 


se o 


qua 


us plaut comprises three А E.G.  turbo-alternators of 
V. 1.335 k. V. A., 3,500-volt, 50-cyele, 3,000 R. P. M., and а 
wotor-generator having an output of approximately 375 K w., 
4 together wich a Tudor storage battery.“ 
er The station voltage is 3,500 to 8,850 volts, the distri- 
v bution lines being kept at 3,500 volts. 


" 


ыб! The distribution area is very extensive, there being over 
Quid 180 km. of high- tension distribution line in operation. 
car So far the load on this station is far below that antici- 


vse, piled, being under 300 Kw., and the management are 
m trying very hard to increase the load by introducing motor 


| po. "t This station was fully described in the ELECTRICAL REVIEW 
| 9 the с, 13th and 20th November, 1914.— Eps. 


of the saw ‘mills have already taken up electric driving. 
At the moment, the chief load on the station is the water- 
works, where all pumping is done electrically. 

The low-tension distribution is at 110 volts, except the 
street lighting, where the more modern practice of 220 volta 
has been adopted. Current is supplied for lighting at 
40 satangs per unit, and at half rate, i. e., 20 satangs, for power 
purposes.  [Note.—One pound sterling is approximately 
ticals 18, satengs 11, and one tical equals 100 satengs. ] 

Hence it will be noted that the coat of current is very 
low, especially for a country where coal is dear. 

The following notes should be carefully borne in mind in 
connection with Siamese trade. 

Language.—Very few Europeans have more than a slight 
knowledge of Siamese, whereas nearly every educated 


Siamese speaks English more or less fluently, so that for ` 


the most part English catalogues can be safely sent out. 

Weights and Measures.—By a Decree issued in 1912, 
the King of Siam introduced the metric system into Siam, 
and' the older weights and measures are now almost defunct. 
The old unit of weight, the picul or haph (equal to 1333 Ib. 
avoirdupois), is still used by the old rice mill men, and 
some of the older cubic measnres are retained to some 
extent in the teak wood trade. | 

Siamese Coinage.—The 1908 Gold Law introduced the 
new metric coinage, as follows :— 
Gold. — Dos, or 10 tical piece. 
Silver. — 1 Tical. — 
2 Salung piece and 
1 Salung piece. 
Nickel. — 10 Satang piece. 
5 Satang piece. 
Bronze.— 1 Satang piece. 

Climate.—Ia connection with the rating of motors, &c., 
it must be borne in mind that the climate is tropical ; during 
the hot and the rainy seasons (March to October) the 
temperature variation is from 108° F. to 79? F. In the 


cold season, from the end of October till February, the 


maximum temperature is between 94? and 106^ F., while the 
minimum temperature may reach 55° F. The climate is 
also very humid, and leather work, &c., is liable to suffer 
badly from mildew, while steel and iron work rusts very 


badly. Electric meters are very liable to become 


useless owing to rusting of the magnet-pole faces, 


unless such iron parts are well protected. Nickel plating . 


does not stand well, and the only really satisfactory way to 
prevent rusting appears to be the Coslettising " process. 
Hygroscopic insulation materials such as fibre should be 
carefully avoided. | 


Fauna, Insects, «с.а common with all tropical 


countries, insects are liable to cause considerable trouble, 
the writer having come across one instance where mud ants 
caused an entire failure of a small telephone installation, 
while in a second instance a batch of arc lamps gave 
trouble owing to flies clogging up the regulating magnets. 
White ants attack all European woods, and therefore 
only teak wood should be used for: instrament cases, &c., 
especially where such woodwork is а fixture. Cases are by 
no means unknown where white ants have attacked the 
woodwork of even motor-cars that were not in constant use, 
while cable drums are often completely ruined before the 


cable has been laid; hence such drums and all packing . 
cases that may have to be stored for a time should be 


treated with white ant-resisting compound. The local firms 
usually place all packing cases on a floor or bed of paddy 
husk, which to a great extent prevents white ants reaching 
the wood work. 

Lead-covered cable, especially telephone cable, has 
proved quite a failure in Siam due to the existence of 
a small insect that bores holes through the lead covering. 
This insect has caused a great deal of trouble with the 
overhead lead-covered telephone cables in Bangkok and 
elsewhere, and has also been responsible for the complete 
failure of a lighting system using lead-covered cable, 
although such system is well known and quite reliable in 
Europe. This trouble is not by any means confined to 
Siam, being experienced in China and other parts of the 


East. So far as can be ascertained, lead-covered cable laid in 
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the ground is protected from attack provided the cable is 
steel tape armoured, or alternatively laid in bitumen. 
Industries of Siam.—The main industries of the country 
are fishing and agriculture, where for some years to come 
little opening will exist for the intreduction of machinery. 
Just on the outskirts of Bangkok there have been one or 
two electrically-driven pumps installed for the irrigation of 
rice fields on a more or less experimental scheme. Now 
that electric power is available it is possible that some 
extension of this nature may be developed, especially in view 
of the fact that the large Government irrigation scheme, 
which was to have cost some three million sterling, has had 
to be partially relinquished owing to the war in Europe. 
At present the methods of irrigation used are crude in the 
extreme, but probably an enormous amount of spade 
work will be required to introduce much in the 
way of modern methods. As а matter of fact, 
the implements and methods used at the present date 
differ little, if at all, from those used in the remote 
history of Siam. | 
Time was when Siam was a great sugar-producing country, 
but in recent years this industry has quite died away, and 
only a small amount of cane sugar is grown for local con- 
sumption. As regards cotton growing, nearly all the 
cotton produced is used locally, little or none being exported. 
The teak forests of Siam are, of course, known all over 
the world; most of the teak logs are floated down the 


river to Bangkok for treatment at the various large saw- . 


mills there, many of which have already taken up electric 
driving and adopted electric cranes. Even up country one 
finds many small lighting plants at the various teak logging 
forests. 

There must, in the near future, be considerable develop- 
ment as regards Siam's mining industries ; already there are 
sigus of considerable activity in tin mining, and the 
Government have at last woke up to the fact that the 
country can no longer neglect its mineral fields development. 
The most important industry is that of rice milling, and 
here the British have sadly neglected trade. Not so many 
years ago practically every bit of the rice-milling machinery 
came from England, but in recent years German firma, with 
engineers resident on the spot, have captured the whole of 
the trade. 

. The mills are mostly owned by Chinese; in fact, most of 
the trade of Siam is in the hands of the industrious Celestial. 
It takes time and patience to work upa trade with the 
Chinese mill-owners, but once a connection is well estab- 
lished, the Chinaman may be regarded as a sure customer 
who is not easily led away by any chance firm that happens 
to come along. Up to now very little attempt has been 
made to introduce spinning and weaving machinery, the 
native cloth being produced on a crude loom made out of 
wood and bamboo poles. In spite of the crude nature of 
the looms, the work done by the natives is of very good 
quality, and there should be a field for the introduction of 
proper weaving machinery. 

Just recently one or two hand-looms have been imported, 
so that a beginning has been made, and there is no reason 


why this trade should not develop, even to the extent of 


electrically-driven weaving sheds. 

Railways.—The recent orders for bridges and rolling 
Btock for the Siamese railways have drawn manufacturers’ 
attention to the possibilities of trade in this direction. 
The orders for the new signalling gear and other railway 
‘electrical apparatus for the new Bangkok Station were 
secured by the A. E. G., of Berlin, who had an engineer and 
office on the spot; English firms appear to have taken 
very little trouble regarding this offer. Train lighting is 
also a neglected field, although the Siamese are very much 
in favour of electric lighting on the railroads. A very 
plainly-worded history of the railway development of the 
country will be found in Mr. Graham’s book already referred 
to, which also lays bare the early methods adopted by the 
Germans to secure the railway trade. 

The first railroad in Siam was the line from Paknam, at 
the mouth cf the River Menam, up to the capital of Bang- 
kok, which was opened in 1893, and has a length of only 
12 miles. In 1901 the Northern line was finicrhed from 
Bangkok to Karat, some 165 miles, while in 1903 the 
Southern line, from the west side of the river to Petchaburi, 


r 


94 miles, was completed. Since the above dates the rail- 


way development has been quite rapid, and a few years’ 
time will see the linking up of the Siamese railway system 
with that of the British Federated Malay States. 

The Royal Railway Department Northern Line (broad 
gauge) is uoder German control, the director-general being 
Kgl. Baurat L. Weiler, while the Royal State Southern 
Line (metre gauge) is under English control, the control- 
ling engineer being Mr. H. Gittins. 

In conclusion, a few brief notes regarding the chief elec- 
trical goods sold in Siam may prove useful. 

Lamps.—Arc lamps, mostly replaced by metal-filament 
lamps; trade chiefly in the hands of the supply stations 
themselves. 

Motors and Fans.—Sold through local firms; nearly all 
the fans are of Italian and American manufacture. 

Cable and Wires. —All house wiring is carried out with 
cable on cleat insulators ; market flooded with German cable 
of low grade with which C.M.A. wires cannot compete. 
Much of the wiring and especially the ceiling roses, &c., are 
of a very poor quality that would never be allowed at home, 
fuses being frequently placed in both tumbler switches and 
ceiling roses. 

Shades, Glassware, and, Fittings.—These are mostly of 
German origin, but there is an opening for the various more 
modern and scientifically designed fittings in the better 
class houses. 

Conduit Systems of wiring have not found favour, prind- 
pally due to lack of good workmen, and to heavy condens- 
tion of moisture causing trouble. 

Rice Mill Lighting. Dust and damp-proof fittings of 
strong design are badly required, and would be welcomed by 
the insurance people. All switches should be thoroughly 
well enclosed, as the dust is very penetrating. 

Illumination Material, Electric Sians.— Owing to the 
various and frequent ceremonies and the Siamese love of 
brilliant illuminations, there is an extensive market for all 
material for such illumination work, especially the various 
forms of illumination strip, cheap coloured reflectors, thermo 
flashers, &c., К 

Motor-Car and Motor-Boat Lighting.— Bangkok and the 
river are thronged with motor-cars and motor-boata, and 
electric lighting on these is now most popular, as is also the 
use of electric horns. a 

The number of motor-cars ia Bangkok (excluding Royal 
cars which are not registered) is just over 1,000. 
Electrically-driven cars are used to a limited extent, and the 
electrically-propelled motor-lorry appears to be about to gain 
favour, owing to the low rates at which current for charging 
can be obtained from the supply stations. 

In the past the German firms have worked up the trade 
in a most systematic manner, keeping a fully-eyuipped office 
in Bangkok, and having also the advantage of securing the 
local supply company as agents. The Samsen power station 
contract, which went to Germany, cost over £48,000, 
exclusive of the station buildings und conveyor machinery, 
in addition to which, of course, the A. E G. having once 
obtained a firm foothold, naturally secured all the extre 
orders for material, even down to the telephone cables for 
the Government Postal Department, the value of which hss 
never been made public. 

Tools for the workshops (English manufacture), fire 
hydrant service, oil tanks, &c., were all secured by the 
A.E.G., who appeared able to quote and supply particulars 
for the local erecting office, wbile local agents were belp'ess. 
This is precisely the German method from start to finish; 
they send out to the Colonies the very pick of their staff 
who, by having a free hand, are able to “strike when the 
iron is hot" without the loss of valuable time that is too 
often taken up by our men in getting information or in- 
structions from home. These men they carefully back up 
with ample supplies of both technical literature and cata- 
logues. Moreover, every little detail as regards the require 
ments of the local market is carefully sent home for future us. 

Only too often one finds that home firms send out un- 
trained men, very often ex-ship engineers who have been 
discharged from the shipping firms, and imagine thit 8 
Colonial representative needs no other qualitication than the 
ability to spin yarns and make bimself generally sociable at 
the inevitable ** Club.” 
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THE LATE MR. WILLIAM BULLOCH. 
[BY A MEMBER OF HIS STAFF. | 


Іх last week's ELECTRICAL REVIEW there appeared a notice of 
the death of Mr. William Bulloch, with a brief account of 
his connection with the Electric Construction Company, 


Limited. May a member of his works staff be permitted : 


to add a few details to the account of Mr. Bulloch’s career, 
and to record, through the publicity of this journal, the extra- 


ordinary esteem in which their late Chief was held by his staff. 


and workpeople? 


William Bulloch was born in 1870 and educated at Aberdeen 


Grammar School. Upon leaving school, he was articled to 
the firm of James Meston & Company, Chartered Accountante, 
Aberdeen, and in due course was himself registered as a 
chartered accountant. In 1893 he joined the staff of the 
Electric Construction Company, Limited, at its Head Office 
ш Lomlon. In the following year he took over the manage- 
ment of the commercial department ut the Company’s Works, 
Bushbury, Wolverhampton. Here he entirely re-organised the 
systein of book-keeping, introducing a costing method of his 
own which is still in use, 

In 1901 he became General Manager of the works, and two 
years ago (still retaining his position as Manager) he was 
elected to a seat upon the Board of Directors. There is no 
need to remind readers of this journal of the anxious times 
through which the electrical industry passed during. Mr. 
Bulloch's period of Management at Bushbury; the fact that 
the E.C.C. came successfully through that period, and is now 
in a better position financially, and has a higher reputation 


M& WILLIAM BULLOCH. 


Whitlocks, Ltd.) 


as a manufacturing concern, than at any other time in its 
history, is a fitting monument to his skill.as organiser and 
wisdom as manager. ` 
Big in frame, and of commanding personality, Mr. Bulloch 
was every inch a man and a master of men; withal, he pos- 
sessed a simplicity and directness of character and a charm 
of manner which ensured a rule of respect unmixed with 
fear. Level-headed and confident, he was seldoin ruffled, and, 
on those rare occasions when he did show anger, one felt 
that it was of deliberate intent. In the darker days, when 
we of his staff and works were constrained to shake our 
heads, as little men will, and to discuss anxiously this or 
that mutter which seemed to threaten the welfare of our 
business, almost invariably we ended with the comforting 
assurance, "Oh, well, the Chief seems quite happy about 
it!" And this confidence in him he repaid by confidence 
in us. He indicated broad lines of policy, but seldom inter- 
fered, unasked, in matters of detail. Yet there was little that 
escaped him; he: grasped instantly any problem that was put 
before him; nothing was too big or too small for his attention; 
with all his duties and responsibilities he always found time 
to discuss in his deliberate manner any difficulty that might 
be brought to him. Accessible at all tines to any of his 
employees, from departmental head to office boy, works supe- 
rintendent to yard labourer, no one with a legitimate need 
of guidance ever hesitated to apply to him. Many and extra- 
ordinary were the stories of private troubles that were told 
to him; much and valuable the assistance that he so un- 
Zrudgingly gave. Can it be wondered at that we at Bushbury 
eel we have lost more than a master, more than a chief? 
What was the secret of his success as a business organiser 
and a commander of men? I think he himself unconsciously 
pnt it into words a few days before he died. The staff and 
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workpeople had been exercised in their minds over some 
detail in connection with a fund to which they were contri- 
buting. A meeting was held; a meeting, by the way, which 
was remarkable for the sheer affection—there is no other 
word for it—for their Chief which ran as an undercurrent 
through the speeches of blunt working-men who were there 
to say what they had to say without fear or favour. Mr. 
Bulloch, who presided, explained briefly the purpose of the 
meeting, and with a '' Well, gentlemen, I have thought a 
good deal about this," propounded a safe and equitable solu- 
tion of the difficulty. | 

There І think you have it: Well, gentlemen, I have thought 
a good deal about this! | ; 


The remains of the late Mr. William Bulloch were laid to 
rest at. Bushbury Parish Church on Saturday amid many 
manifestations of regret. The formal obsequies were attended 
by a large number of personal friends and representative of 


public bodies including the Wolverhampton Chamber of Com- | 


inerce, the Wolverhampton and District Engineering Society, 
the Wolverhampton (Conservative Association, members of the 
E. C. C. staff, and a numerous body of workmen. The officiating 
clergyman was the vicar of the parish, Rev. Percy Scott. The 
chief mourners were the family and relatives of the deceased. 


THE INDUSTRIAL POSITION IN THE 
UNITED STATES. 


Our American contemporary the Electrical World contains 
the following report of part of a speech on the present condi- 
tion of electrical and industrial affairs, which was delivered in 
January at Boston by Mr. Guy E. Trip, chairman of the 
American Westinghouse Electric & Manufacturing Company : 
A most serious situation confronts us. The country finds 
its industries genérally in an unparulleled state of prostration, 
and it is worth while to speculate a little over 1 5 if any- 
thing, we can do to mitigate this paralyzing depression. It 
is quite probable that we should have had very great business 
stagnation or worse even if there had been no war, and the 
effect of the war itself has been a surprise. 

The prevailing feeling in England and France, when the 
war broke out, was that a terrible situation confronted Europe, 
but that great benefits would come to the United. States; 
nevertheless, after six months, we find the situation just the 
reverse. So far as I can learn, the experience -of the com- 
panies I represent is typical of present manufacturing condi- 
tions in the countries where we are situated. 

Our company in England is running at full capacity, while 
in this country our works are 'operating between 50 and 60 per 
cent. of normal output. The English company is not working 
upon war orders but upon its usual character of goods. This, 
of course, is due to the fact that England has been able to 
keep the seas clear for her commerce and that her colonies, 
and other countries which had been in the habit of dealing 
to a considerable extent with Germany, have transferred their 
entire business to England. It seems to me that this will be 
à permanent condition; that is to say, if the Allies should 
win, England will derive greater permanent commercial 
benefit from the war than the United States will do. Our 
works in France are running full time, but to a very large 
extent on orders for the French war department. Our Italian 
works are running full time; and, judging from the very in- 
frequent and vague news we can get through from Austria, 
our Vienna company is enjoying usual prosperity. 

Therefore, so far as our own interests are concerned, they 
are very much more prosperous in Europe than in the United 
States. It is true that there have been some war orders 
received in this country, but the effect has been a great deal 
more than offset bv the great disturbance of foreign exchange 
and the difficulty of handling our large indebtedness to Europe. 

The war has also obscured the effect of the recent anti- 
trust legislation and tariff reduction, and will obscure the 
effect of the proposed bill for government ownership of a mer- 
chant marine, should such a bill pass Congress, which I hope 
it will not do. We are asked to believe that these laws remove 
all barriers and that it only remains for us to get busy and 
seize the markets of the world from England and Germany. 

“ Anything that helps our export trade is good and we аге 
all trying to increase foreign coinmerce, but our prosperity 
still rests upon our home markets. There are 100,000,000 
people in the United States, and in comparative consuming 
capacity they weigh a great deal heavier than their numbers; 
and the removal of any measure of encouragement and protec- 
tion of home industries on the theory that the injury will be 
repaired by any increase in foreign trade that we are likely 
to retain permanently in competition with England and Ger- 
manv is & colossal mistake. 

“The recent reduction in the tariff had, before the war, 
shifted the balance of trade against us: that is to say, the new 
tariff went into effect October 4th, 1913, with the result that, 
after many years with the balance of trade being continuously 
in our favour, in April, 1914, it swung the other wav and 
imports began to be greater than exports. In addition to 
depriving the government of revenue, which resulted in the 
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income tax law, this would have had a very severe effect on 
our home industries, and upon the market for labour, even 
if there had been no war. It is true that the balance is now 
in our favour, owing to exports of war materials needed by 
the countries now at war, but the period between April lst 
and August lst of last т may have been a demonstration 
of the real effect of tariff reduction. It should be remembered 
that the export of raw material as distinguished from manu- 
factured goods is a distinct disadvantage to labour. 

It is vital that this great market of ours should be ір a 
fair degree protected against foreign competition even if we 
have to let export trade take care of itself, and to that end I 
believe your organisation and we ought to co-operate jn en- 
couraging a popular demand for a tariff commission which 
can intelligently pass upon this complicated and delicate ques- 
tion. While this is being done, and it will take some time, 
` gay until 1916, home industry needs a stimulant; and, after 
all, the most important thing for us to do, and the most sen- 
sible way in which we can co-operate at this time, is to join 
hands in bringing about a better business state of mind. 

“ When we come to think of it, there have been plentiful 
crops to feed and clothe the people, the railroads are read 
and anxious to transport them, the mills are waiting to fabri- 
cate them, and labour is waiting to do the work. Is there 
not something we can do to help set these agencies in motion? 
It will help if we all agree that it is time to let up a little on 
conservatism and take some chances by beginning some of 
the work which is being held back. If there should be a 
general movement and everybody should make a cautious 
start, taking a little but not too much risk, the result would 
be surprising. 

The manufacturer might begin the manufacture of a 
reasonable reserve stock of standard goods, and you can all 
utilise these dull times to overhaul and repair your roadbed, 
plant and machinery and make small additions against future 
growth. I hope you will not think that these ideas are im- 
practicable and mere idle theorising; for, if there can be such 
a thing as co-operation in the business world which is worthy 
of the name, this suggestion is the simplest form it can take." 


EXPORT TRADE OF SWEDEN. 


TRE following figures, showing Sweden's exports of electrical 
and allied goods during 1912, are taken from the recently 
1 These, combined with the com- 
parative figures for 1911 which have been added, afford an 


issued official trade returns. 


interesting view of the growth and diversity of Swedish com- 


petition in classes of goods and countries in which we also are 


interested. 
1911. 1912. Inc. or dec. 
Kronor. Kronor. Kronor. 
Electric dynamos and motors.— 
To Russia 120,000 85,000 — 35,000 
» Great Britain 253,000 353,000 + 100,000 
„ Norway 1,455,000 265,000  — 1,190,000 
» Finland 229,000 147,000 — 82,000 
„ Denmark 98,000 173,000 + 75,000 
» Spain 130,000 221,000 + 91,000 
„ Germany 98,000 | 72,000 — 26,000 
„ Canada е 315,000 375,000 + 60,000 
„ Other countries 201,000 625,000 + 424,000 
Total 2,899,000 2,316,000 — 583,000 
Transformers.— 
To Norway 260.000 400,000 + 140,000 
„ Spain 96,000 72,000 — 24,000 
„ Canada an 124,000 — — 124,000 
„ Other countries 75,000 59,000 — 16, 000 
Total 555,000 531,000 — 24,000 
Electric incandescent lamps. -~ 
To Germany 44.000 32,000 — 12,000 
„ Denmark 44.000 46,000 + 2,000 
» Great Britain 15,000 2800 + 13,000 
, Russia " 41,000 13,000 — 28,000 
„ Other countries 53,000 46,000 — 7,000 
Total 197,000 165,000 — 32,000 
Telephone apparat us.— | 
To Norway 46,000 107,000 + 61,000 
» Finland 514.000 419,00 — 95,000 
, Russia 1.231.000 1,069,000 — 162,000 
„ Denmark 132,000 78,000 — 54,000 
„ Holland 349.000 424.000 + 79,000 
„ Great Britain 1,685,000 628,000 — 1,060,000 
„ Mexico . EM ie 155.000 177.000 + 29.000 
„ British South Africa . 199.000 373.000 + 174.000 
„ Other countries 721,000 1,884,000 + 1,163,000 
Total 5,035,000 5,159,000 + 124,000 


1911. 1912. Inc. or Dec. 
Kronor. Kronor. Kronor. 
Gas, oil, etc., engines.— 
To Norway 884,000 1,174,000 + 99000 
„ Russia 2,908,000 2,823,000 + 515,00 
» Denmark 133,000 190,000 + 57,000 
„ Germany 652,000 759,000 + 107.0% 
„ Great Britain 291,000 508,000 + 91700 
„ Other countries 1,883,000 2,733,000 + 850,00 
Total 6,151,000 8,187,000 + 2,036,000 
Petroleum and benzine motors.— 
To Norwa 884,000 1,174,000 + 20,00 
5 and 249,000 239,000 — 10,00 
» 2,908,000 2,823,000 + 515,00 
„ Denmark 133,000 189,000 + 6600 
„ Germany 652,000 759,000 + 1070 
„ Holland „000 317,000 + M 
„ Great Britain 291,000 509,000 + 21800 
Ж " 103,000 125,000 + 920 
„ Austria ms 291,000 315,000 + 940 
„ Other countries 1,034,000 1,868,000 + 8346 
Total 6,151,000 8,318,000 + 2, 167,0 
Water Turbines.— 
To Finland 12,000 58,000 + 46,00 
„ Great Britain 104,000 56,000 — 48 
„ Canada 111,000 107,000 — 4% 
» "n ы; 118,000 7,000 — 511% 
„ Other countries 179,000 110,000 — 690% 
Total 524,000 398,000 — 19600 
Cranes, etc.— 
To Finland 44,000 90,000 + 46/00 
„ Russia wal 91,000 175,000 + 84.00 
„ Other countries 63,000 000 + 1820 
Total "T „1 198,000 510,000 + 312,00) 
Copper wire.— 
To Russia 366.000 70,000 — 9960 
„ Finland 169,000 100,000 — 690 
„ Great Britain 190,000 — — 190,00 
„ Norway x 116,000 32,000 — 800 
„ Other countries 114,000 76,000 — · 380 
Total a .. 955,000 278,000 — 677,00 
Steam turbines.— 
To Russia 184,000 265,000 + 8100 
„ Finland 99,000 47,000 + B® 
„ Holland ... БЕ те 11,000 9000 + EU 
„ Other countries o 30,000 182,000" + 1320 
Total. 254,000 514,000 + 6000 


* Includes Great Britain 56,000 kr. 
Kronor = ls. 144. 


POLYPHASE COMMUTATOR MACHINES 
AND THEIR APPLICATION. 


By N. SHUTTLEWORTH, M.Sc., A. M. I. E. E. 


(Abstract of paper read before the INSTITUTION or ELBCTRICAL 
ENGINEERS at Birmingham, February 10th, 1915.) 


WHILE polyphase systems may have two, three, six, or more 
phases, reference will be made in every case to a 3-pha& 
inachine, and it will be understood that the principles involved 
apply to any other number of phases. | 
It will expedite matters first of all to enumerate the funds 
mental qualities possessed by an armature fitted with à 
commutator connected in series with a stator com f 
winding in the presence of a rotating field. For 3-phase cur 
rent the brush spacing on a commutator is naturally 1% 
electrical degrees. The closed circuit winding of the armature. 
so far as 3-phase currents passing in and out at the b 
are concerned, is equivalent to a delta-connected winding. 45€ 
three separate phases of a compensating winding are placed 
in series with three brushes respectively, and they are dis! 
buted on the stator in such a manner that the currents passing 
through them neutralize the arinature currente at all pus 
along the periphery. Let it be now supposed that the delta 
armature-winding is replaced by an equivalent star-conneckt 
winding terminating in the brushes; it will be found thit 
the three phases on the armature possess exactly the save 
number of turns as the compensating winding, and that they 
are wound immediately beneath and opposite in sense. 
For most purposes it is simpler to consider, instead of tt 
true windings represented in fig. l, the equivalent windingt 
shown by fig. 2. Each phase may then be considered se] 
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rately, and it is sufficient to remember that the equivalent 
star phase of the armature O A has the same number of 
turns, but is wound in the 5 sense to the compensating 
winding represented by A D. 

The presence of a rotating field causes an induced voltage 
to appear at the terminals of each winding. Since, however. 
the armature turns O A are opposed to the compensating 
turns A D, the induced voltage O A must be opposite in sense 
to the induced voltage A D, with the result that there can be 
no voltage between the terminal D and the star point O 
These relations are shown in the voltage diagram, fig. 3, from 


р 


Ф 


Fic. 1. Fic. 2. 


which it will be seen there can be no voltage between the 
terminals of the machine D E Е, but that an appreciable 
юе will be present at the armature brush studs repre- 
sented by A B The frequency of the voltage at A, B, C, 
дере of course upon the frequency of the rotating field. 

i¢ now be assumed that the armature rotates slowly in 
the same direction as the rotating field, the relative velocity 
of the field to the armature has decreased, and the voltage 
induced in the armature must decrease also; no change can 
have taken place in the frequency of the voltage at the 
brushes, or in the magnitude of the voltage induced in the 
compensating winding, and the result will accordingly be as 

| а а 


Fic. 3. Fic. 4. 


shown in the vector diagram, fig, 4, where A В C is the 
armature voltage, and D E F the terminal voltage. 

Proceeding further, examine the result when the speed of 
the armature attains to that of the rotating field, namely, 
synchronism. The field has now no motion relative to the 
armature conductors, hence there can be no voltage induced 
in the armature, and the voltage in the compensating winding 
remains the same as in the previous cases; the results repre- 
sented by fig. 5 are then obtained. 

The only remaining case is that of an armature speed 
higher than that of the rotating field; the direction of cutting 
of the field by the armature conductors becomes reversed, and 


р 
Fic. 5. Fic. 6. 


the quse of the voltage generated at the armature brushes 
Js of opposite sense to the previous cases. Fig. 6 depicts the 
armature and terminal voltages under this condition. 

There are two observations to шаке from figs. З to 6; one 
is that there is a different ratio of armature voltage to ter- 
minal voltage at every speed, and the other that the terminal 
voltage is exactly the same as regards magnitude as it would 
have been with a stationary field. 

Ihe rotating field determines two things; first, the seat 
of the voltage, namely whether it appears in the stator or 
the rotor; and second, the frequency of the voltage appearing 
at the armature and terminals of the machine. 

With these simple facts in mind the mode of operation 
of all commutator machines will become more clear. 

Broadly speaking, there are two main types, classified ac- 
cording to the method of excitation, namely :—(1) Shunt, 
(2) Series. The former implies constant field, which is usually 
associated with constant speed under load, and the latter 
with compound excitation with varying speed under load. 

Machines of the shunt type will be considered first. 

It is evident that a single-speed commutator motor is 
practically useless; the only advantage over an induction motor 
is an improved power factor, but this is not sufficient to 
merit the inerease in cost. The real advantage of a com- 
mutator machine is the possibility of speed variation, which 
cin be accomplished without loss of efficiency. А variable- 
speed polyphase shunt commutator motor is the prototype 
cf the continuous-current variable-speed shunt motor. The 
many speeds are obtainable by simple regulation of the field 
excitation. 


LI 


The first motor to be considered is one built to the design 
of M. Latour in France. The motor proper (Bg. 7) is fitted with 
а 3-phase compensating winding (1), and a 3-phase armature 


'(2) Instead of using a separate shunt exciting winding the 


armature winding is used for this purpose, and an exciting volt- 
age 1з impressed between the brush studs from the secondary 
(3) cf a transformer, the primary of which (4) is connected 


to the supply system. The armature winding óf the motor 


therefore curries in addition to the load current an exciting 
current, which produces the working field of the motor. The 
windings of the transformer (3) carry only a wattless current, 
which is at right angles in phase to the voltage induced 
from the primary. The latter fact enables a very simple 
ineans to be employed for varying the terminal voltage of 
the secondary of the exciting transformer, and for this purpose 
the star point of the secondary is completed through a variable 
reactance (5). A voltage-drop due to the inagnetizing current 
flowing through the reactance (5) is exactly opposite in 
phase to the voltage induced in the secondary of the trans- 
former; since the voltage appearing in the windings (3) is 
constant under all conditions, the terminal voltage impressed 
on the brushes of the motor will depend upon the magnitude 
of the voltage-drop in the reactance, and the reactance is 
therefore a means of varying the impressed voltage on the 
field winding of the motor—this being done also without 
any change in phase. It will be observed that the reactance 
(5) is strictly analogous to the field rheostat of a continuous- 
current shunt motor. 

The transformer (3-4) must be made with a movable secon- 
dary, after the manner of an induction regulator. The phase 
of the voltage obtained from the secondary (3) may then be 
varied at will relative to the voltage in the primary (4). 

A constant voltage is impressed on the terminals of the 
metor, sand if it be essumed that the counter-voltage of the 
machine cannot differ appreciably from this value, the con- 
ditions are similar to those of a continuous-current shunt 
motor, the speed remaining constant so long as the field 
strength is constant, and varying inversely as the strength 
of the field. 

(7a be continued. 


WAR ITEMS. 


Russian Electric Lamp Industry.—At the last meeting 
of the Russian Electro-lechnical Society, after a long an 
interesting discussion on the protection of the Russian 
Eicctro-l'echnical Industry, resolutions were adopted in 
favour of a more detailed classification of electro-technical 


- goods imported into Russia, and more suitably adjusted 


tariffs on such goods as are imported in large quantities 
and would constitute separate branches of industry: and for 
the successful development of the National Lamp industry, 
it was resolved that it was essential that capitalists and 
industrialists should co-operate in the exploitation of wolf- 
ram, nickel, &c.: and that during the period of the develop- 
ment of an electric lamp-making industry in Russia, the 
Government should grant patent rights to foreigners with 
extreme circumspection, avoiding the issue of patent rights 
which in foreign hands would hinder the development of 
such an industry in Russia: and finally, that the Russian 
lamp industry should be protected under customs duties 
sulliciently high to insure success to those engaged in it. 

Tuckers at the Front.—Messrs. J. Н. Tucker & Co., of 


Birmingham, send us the following copy of a letter that 


they have received from the Front:—‘‘ I am writing you 
from the front, and before I was called up for mobilisation, 
I was working as an electrician with .. ..0 


Passing through different parts of the country, I have 


noticed the different installations in the electrical world, and 
to my amazement I saw some of your goods in. The 


' electrician could not say where these fittings came from, 


but as soon as I saw them I knew that they were yours. 
So I told him, and he asked me if^I would write to you, 
and ask you to send out a catalogue. I said I would, and then 
I would let him have it. He said that he never had any 
trouble with your things, and this makes him all the more 
keen to deal with you. I would like you to send these price- 
lists in French if possible.“ 

Board of Trade Inquiries.—The Commercial Intelligence 
Branch of the Board of Trade has issued a list of inquiries 
received during the week ended Januarv 30th, for articles 
which buyers at home and abroad desire to purchase in 
the United Kingdom. 
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Franco:British Trade Tour to South America.—We re- 
cently reported the organisation of an American business 
men's tour to South America in the interests of trade 
cultivation. It is now reported in the '' Standard ”’ that 
some’ 50 French merchants and 100 leading business men 
from different parts of England will shortly sail in the 
** Argonaut,” a specially chartered French liner which has 
been renamed, for calling at numerous ports in South 
America. The ship will load samples at Southampton. The 
tour has been arranged by Kelly's British Trade Intelligence 
Department. Public meetings and receptions are being ar- 
ranged by Chambers of Commerce, municipalities, &c., at 
different stopping places. The “ Standard ” adds that the 
project will doubtless be followed at a later date by Govern- 
ment action of a similar character in Russia and other 
markets. " 

Proposed Russian Tax оп Electricity.—' The Imperial 
Russian Technical Society has presented a report to the 
Ministrv of Trade and Industry on the proposed tax to be 
laid on electricity as its contribution to the war funds. The 
report shows that electricity has developed considerably in 
Russia, and that there are 102 stations in Russian towns 
producing electricity for lighting and power, amounting to 
114,000,060kw.-hours per annum, value 24,000,000 roubles. 
The value of the annual output of the four stations of the 
capitals is stated to be 17,000,000 roubles. The report, or 
memorandum, presses for the lowest possible tax, so as not 
to prevent tne growth of electric lighting and power con- 
sumption in Russia. It suggests an excise or tax as follows: 
for street lighting —0.5 copeck (1c. = 1d.), for factories and 
workshops —1c., and for other purposes —2c. per kilowatt 
hour. 

Higher Wages.—The cost of living and the scarcity for 
‘skilled labour have led to demands for higher wages from 
the engineering and shipbuilding workers on Tyneside. 
Conferences are taking place. The emplovers have in 
some cases offered advances at the rate of 25. per week 
immediately, and a further Is. if the war lasts for six 
months. The * Times " savs that the north-east coast en- 
gineering emplovers also had before them on IIth inst. 
the highest demand which probably has ever been made bv 
unskilled men in the engineering trades of the district — 
namely, 58. a week on time rates, and 15 per cent. on 
piece rates. . 

French Relief Fund.— This fund which has offices at 83, 
Pall Mall, S. W., has been established for the purpose of 
giving British assistance to French. non-combatants ren- 
dered destitute by the war, and especially to alleviate the 
terrible distress caused by the inhuman conduct of the 
Germans to the ill-clad, suffering, and homeless women and 
children in the devastated provinces of France. Assistance 
is urgently needed, and cash donations should be forwarded 
to the bankers, Messrs. Cox & Co., 16, Charing Cross Road. 
W.C., all eneques being made pavable to the Committee, 
The French Relief Fund. Gifts of clothing and provisions 
to be sent to 495, Oxford Street, W. 

Manchester Tramwaymen.—Over а thousand wives, 
mothers and children of Manchester tramway emplovees who 
are serving the colours were entertained at Belle Vue last 
week. The Lord Mavor of Manchester in а brief speech, 
stated that 35 per cent. of the corporation emplovees avail- 
able for service had joined the forces, and he believed. the 
tramwavs department had given the largest proportion. The 
general manager (Mr. J. M. MckElrov) stated that there 
had enlisted 2/6 drivers, 442 guards, 179 trolley-bovs, and 
517 men from other branches of the tramwavs department. 

Warning to Manufacturers.— The Admiralty has issued to 
all contractors engaged on Government work, advice not to 
admit any persons to their works unless notice of their 
coming has been received in advance. The need for precau- 
tions arises from the fact that suspects, Wearing the khaki 
uniforms of an officer and sergeant respectively, аго attempt- 
ing to visit militarv works makin inquiries as to the 
presence of anti-aircraft’ guns in the vicinity. 

Badges for War Workers.—In reply to a question asked 
in Parliament, Dr. Macnamara said that badges had been 
issued to employés engaged in works carrving out Admiralty 
contracts, fifty such works in the Lanarkshire district having 
been so supplied, for the use of men who were engaged 
continuously upon H. M. ships and armaments and whose 
skill and experience rendered their services absolutely in- 
dispensable. 

Germany's Need cf Copper.— lhe * Times " correspon- 
dent at Copenhagen savs that a Danish nrerchant has been 
arrested for attempting to smuggle 40 tons of copper plates 
to Stettin and Lubeck in, à schooner ostensibly laden with 
sugar, 

Personal,—The following announcements appear: in the 
“London Gazette "?:—Admiraltv: Roval Marines, Sub- 
marine miners, February 5th, 1915. Lieut.-Col. Frederick 
George Scott, Pyne Electrical. Engineers (Territorial. Royal 
Engineers) to be temporary. colonel. 

‘Territorial Force: London Electrical 
undermentioned to be second Heutenants. 
T3th:—Sergeant H. G. G. Clarke; Private C. H. Silvester 
Evans; Sergeant W. H. Mather. 

Mr. G. А. Avre, shift engineer at the Watford Electricity 
Works, has joined the Roval Naval Division for active 
service, 


Engineers. The 
Dated February 
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The following communication comes from Gloucester:— 
When on duty the other evening the following conundrum 
occurred to me, which I though might interest you: An 
“ Electrundrum.’’—Why do the British Forces offer such 
a pood ‘* Resistance ” to the enemy? Because they are all 
“О HM S."—R. C. HILL (Switchboard Attendant). 


Roll of Honour.—Private Sam Willan (29), assistant elec- 
trician in the employ of the Pearson & Knowles Colliery 
Co., Coppull, who has been serving with the Coldstream 
Guards; has been killed in action. 

Private Robert Adams, of Preston, up till recently em- 
ploved at the works of Messrs. Dick, Kerr & Co., Ltd., 
Preston, has been killed on the battlefield. 

Private Richard Ashcroft, of the Scots Guards, has been 
killed in action by a rifle bullet in the head. He was only 
18 in December, and formerly worked for the Electric 
Car Company, Preston. 


LEGAL. 


EDWARDS v. MEXICAN LIGHT AND POWER Co., LTD. 


In the City of London Coart, on Thuraday and Friday, last week, 
David R. Edwards, miner, made а claim againet the Mexican Light 
and Power Co., Ltd, 21, Manning Arcade, Toronto, Canada, and 34, 
Bishopsgate, E.C., to recover £50 133. 10d. for damages for breach of 
contract, he having been a minerin their service. Mr. Slesser was 
couueel for the plaintiff, and Mr. W. Stewart appeared for the 
defendante. 

Мв. STEWART eaid they would pay the debt and coste into Court 
if the case were adjournel until defəndants obtained evidenos 
from Mexico, without which they could not get a fair trial 
Defendants employed hundreds of minere, and it would bə very 
serious to them if they lost that case without a proper hearing. 

MR. SLESSER opposed any adjournment, as the case had already 
stood over for two months for defendants to get what they 
wanted. 

JUDGE ÁTHEBLEY-JONES said he would hear the case. 

Мв. SLESSER observed that the dispute arose out of the 
pl intiff's employment in Mexico in connection with tunnelling 
works for the defendant company. Plaintiff, who had bad experi- 
ence as a miner, was engaged by the defendants to go to Mexico for 
them. He was told that the work would take three months at least, 
that Һз would be paid U.S Sta day. plus expense, and board and 
lodging, payment being made іа Amer сап curr-noy. He was told 
that he would have £10 advanced on account of wages, that he would 
have half-pay until arrival, frea pa sage ont and home, and foll pay 
while working. When he arrived at New York he was given & new 
contract, b ıt it was not read to him before he signed it. He found 
it contained several grave alterations to the terms agreed to in this 
country. О зе clause was that if the company thought his services 
were unsatisfactory they would be dispensed with. He was to 
forfeit all righta for various reasons spec fied, one being that men 
who were incapacitated from wo:k would have their pay stopped, 
and forfeit their r-turn pa sage m теў, &. Plaintiff worked st 
St. Lorenz, util the tunne ling was finished, when, owing to bad 
ventilation and improper precautions a‘ the works, he fell ill, and 
was told he was diecharged. Нз now claimed for his passage 
homo and half wages for some of the time occupied. 

PLAINTIFF was called. 

MR SrgWABT said that the plaintiff was discharged for wrong- 
fully absenting himself without leave. He had used some 
disreapectful language. 

JUDGE ÁTHEBLEY-JONES thought it was very creditable of the 
plaintiff if he did ғо, I? a company gave а man notice that he 
forfeited not only his terefits of employment, but his passage 
home, when he fell ill, it deserved stronger language than he (the 
Jadge) could employ. 

Мв. ScEWART: There was nothing about illness in the notice, 

PLAINTIFF said it was not true that he was suffering from the 
jollification which followed the finishirg cf the junction of the 
work. 

Мв. STEWART raid he could not call any evidence until the 
revolution in Mexico ended. 

The Jopd found for the plaintiff for the amount claimed, with 
costs, 


ELECTRIC UTILITY Co., LTD, 


IN the Companies’ Winding-up Court, Mr. Justice Astbury had 
before him on Tues lay, February 16.h, a motion by the original 
liquidator of the Electric Ucility Co. to discharge an order made 
in Chambers, appointing Mr. John Edward Corfield as additional 
liqnidator to act with him. 

The company, it was stated, was formed in 1913, with a capital 
of 2 20.000, to take over the business of another company then 
in liquidation. The Master ia Chambers had acted upon a 
resolution duly passed a? a meeting of creditore, but the applicant's 
contention was that the resolution did not really represent the 
view of tbe creditors, аз proxies were admitted which should not 
have been 

His LoRpaHIP thought there should be further evidence, and 
directed the motion t» stand over generaily with liberty to apply 
to restore it. 
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ZUCKER v. PETERS, 


ir... Ix the Shoreditch County Court, on Tuesday, before his Honour 
wu! Judge Cluer, Wm. Zucker, a hair-dresser, sued Sam Peters, also a 
u~...’  hair-dresser, to recover £5, or the return of an electric motor hair- 
„ brush. The defendant pleaded that he should not have to pay for 
b. tte electric motor. The oneto buy the shop first was A. Roth, who 
„ —— bought the motor from the Electric Motor Co., Ltd., and it became 

7 a fiture On October 17th Roth sold Zucker, with the 
>. motor, and on December 18th, Zucker sold to the defendant, 


— 


. he contended, with the motor brush, but now he was asking for 


48 for it. 

PLAINTIFF went into the box, and produced a note from the 
defendant, eaying he would рау 85 if the brush was not given up 
dy January 3rd. 

775. "DEFENDANT denied that he had had any dealings with the man 
' in the box, and protested that his transaction was with the father. 
| He prodoced an agreement to show that he purchased the business 
for £40, but directly his Honour saw it he said it was unstamped, 
| anda penalty would have to be paid on it before it could be used. 

' — DzrENDANT: But it has outside the saloon hair:brushing by 
, electric brush and to take it away is like removing a tool. 

. Jopes CLUER : Go and get that agreement stamped, and pay 

' the penalty, and I can hear you. Adjourned. 

{ PLAINTIFF: But he agreed in this letter to give it up if he 

„Б did not pay by January 3rd. 

JUDGE CLUEE (looking at it): That is so, and that makes it an 
agreement. That wil need stamping also; you have both been 
Ri cheating the Revenue, во I will adjourn this case to enable the 

Revenue to come into their just due; that is, if you want to go any 
further. 


Day r. WILLARD AND OTHERS. 


ч Ix the Court of Appeal on February 10th, the Lord Chief Justice 
=|. Lord Justice Swinfen Eady, and Mr. Justice Bray, heard the appeal 
и. of the plaintiff in this action, from a judgment of Mr. Justice 
Pickford. The plaintiff in the action was Mr. Wm. Thos. Day, 
1 of Shepherd's Bush, and the defendants were Mr. Chas, D. Willard, 
' of Cromwell House, Surrey Street, E.C, Mr. F. H. Haviland, 
of Bournemouth, and Mr. Otto Stalmann, of 21, Tavistock 
usre, W. 
, Ма PaATRICK HASTINGS, appearing for the appellant, Mr. Day, 
mid Mr. Justice Pickford had given judgment for the defendants. 
It appeared that the plaintiff's case was that he entered into an 
‘agreement with the defendants under which they were to become 
co-adventurers in the promotion of a company for the exploitation 
of the patent of an electric smelting machine, the invention ofa Mr, 
Marcus Ruthenburg. The parties were to participate equally in 
-the shares of the company, and plaintiff alleged that although the 
WE agreement purported to be limited to a certain option, it was, in 
tari fact, one to carry out a transaction not limited to the duration of 
wit partnership, and notwithstanding that the matter had been oom- 
i$ pleted by the other defendants, he was entitled to remain in the 
i ір. He also contended that the defendante went behind 
plaintiff's back and induced Ruthenburg to renew the option to 
them to the plaintiff's exclusion, and the Judge found as a fact 
that defendants had obtained the renewal of the patent from Mr. 
Ruthenburg by making a statement that was untrue. Mr. 
Rothenburg, in his evidence, said he was told that Mr. Day had 
made default in his agreement, and although the Judge found 
against the defendants on the ground that they had made state- 
ments that were not true, he decided against the plaintiff, holding 
that he had not made out his casé. Mr. Hastings added that the 
company formed had a factory in Newcastle-on-Tyne for the 
purpose of making the electric smelters, called the North-Eastern 
Blectric Smelting Co. His contention was that the Judge was 
wrong when he held that the plaintiff must prove a continuing 


p. 
Ив. SCHILLER, K.C., argued that, seeing that the oon- 
with the plaintiff for the option of the patent fell 
through, the plaintiff could not claim when a new contract 
was entered into with the defendants simply because he intro- 
duced the matter to them. 

The LogD CHi&F JUSTICE, in giving judgment, said the plaintiff 
claimed a declaration as he was kept out of the legitimate fruits of 
а project in which he was a co-adventurer. But the foundation 

case went when the facts were clearly brought out, and 
they held that the judgment of Mr. Justice Pickford was the 
‚ Tight one, and the appeal failed. 


The other Judges concurred. 
m. 
id 
e | NEW ELECTRICAL DEVICES, FITTINGS 
сд” AND PLANT. 
© NASCE 
ae A Automatic Lamp Cell Charging Apparatus. 
| or In view of the success of the Thomson electric pocket lamp, 
p A Meses. L, E. WiLsoN & Co., of 10, Corporation Street, Man- 
‚1 "m Chester, have decided to place on the market a simple recharging 
apparatus, shown in fig. 1, for the cells used in the lamps. 
T Where direct current is available, the patent porcelain holder 
im" n be screwed on the wall preferably adjacent to a switch, 
10 which should be changed for a special duplex switch, This 


switch will operate а lamp in the ordinary way, or connect 
the patent recharging apparatus to the electric light cirouit, with 
the lamp as a resistance. In other words, this recharging apparatus 
in no way interferes with the existing installation, but is always 
ready for use, and when once the poles are correctly defined and 
connected up, no chances of a reversal in polarity are possible. The 
introduction of a cell for recharging purposes makes very little 


Fig. I.— LAMP CELL CHARGING APPARATUS. 


difference to the light. By this means the process of recharging 
the Thomson accumulator is quite simple and easy, it being only 
neoe to add some distilled water and slip the cell into the 
holder. A number of these patent holders can be connected up in 
series; whether a cell is inserted or removed the circuit is still 
maintained, and therefore either one or several cells сап be re- 
charged simultaneously. 


Public Electric Yehicle Charging Station. 


A compact charging station for electric vehicles, which is 
enclosed in a weatherproof box and is mounted on a pedestal so 
that it can be placed near the curb, is shown in the accompanying 
illustration. A charging cable and plug are provided, and while 
the battery is being charged the door can be closed and looked. A 
regulating rheostat, ammeter, polarity indicator, lamp, switches, 
Ko., are mounted on a slate panel, as shown in fig. 2. The box is 
of sheet-steel, and is electrically welded. The pedestal is of cast- 


Fie, 2.—STREET CHARGING STATION РОВ ELECTRIC VEHICLES 


iron. Connection with the direct-current supply is made through 
conduit passing underneath the pavement. A prepayment meter 
may be used if desired, but on account of the numerous sizes and 
kinds of batteries and varying conditions an attendant is usually 
required. 
This device for charging electric cars at the curb is made in two 
sizes, with ratings of 100 amperes and 150 amperes, and is being 
placed on the market by CLARENCE E. OGDEN, Cincinnati, Ohio.— 
Electrical World, 
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Quarter-Turn Rod Coupling. 


Our American contemporary, Power, describes an ingenious 
quarter-turn ‘coupling, which has been invented by a Chicago 
engineer to replacea noisy bevel gear drive on a pump; this oonsists of 
two heads, bored to receive віх rods of equal length. The jackshaft 
is horizontal and the pump shaft vertical ; the coupling heads are 
merely solid pieces, bored for and keyed to their respective shafts, 
Within } in. of the circumference and spaced evenly around it, six 
holes are drilled to receive the rods comfortably. These rods are 
· twice the length of a head plue the shortest exposed length shown 
in fig. 3. They are free to turn in their sockets and slide length- 
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Fig. 3.—QUABTER-TURN ROD 
COUPLING. . 


wise as the relative movements of the heads demand. When in 
the extreme position A, the ends of a rod are midway in the heads 
and in position в the ends are flush with the outer faces. 

At first glance it would look as though the rods would twist 
together in a single turn of the heads, though this is not so. 
Several couplings of the same kind are in use. A 3 НР, motor 
drives а 3- in. centrifugal pump; the speed is 500 R.P.M., and at a 


distance of only a foot it is impossible to detect any noise from’ 


the coupling. The rods are well greased and as a precautionary 
measure а hood is placed over the coupling. The largest coupling 
is for à 10-H.P, motor, but there is no reagon why higher powers 
could not be transmitted; it is merely a question of size, To be 
гаа зе ue area of three rode shonld be equal to the area 
of the shaft. 


Ediswan Fan and“ Dimmer” Switch. 


We illustrate in fig. 4 a recently introduced pattern of Ediswan 
fan, which has been specially designed for steamship and train uee 
by the EDisox & Swan U.E.L. Co. LTD., of Ponder's End. 
Middlesex. It has been constructed with a view to withstanding 
the action of sea air and hot climates, and to give sparkless 
and silent running. | 

The feature of this fan is its combined supporting device and 
connection ; supports (or bases) can be installed where desired and 


FAN. REGULATING SWITCH. 


the fan and motor fixed by the passenger in any support to suit his 
convenience, a bayonet-socket connection and clamping nut pro- 
viding an easy means of doing this, 

The swivel and trunnion movements enable the fan to be set to 
blow in ару direction. 

The fans are constructed with 12-in. diameter blades and for 
pressures of from 50 to 260 volts, and. can be provided with the 
switch illustrated in fig. 5, which is designed for use either as a 
starting and regulating switch, or as a dimmer switch for night 


lighting purposes, 


Fig, 6.—VIEW or DISTRIBUTOR END OF 
RUNBAKEN H.T. IGNITION MAGNETO. 


Fig. 4.—EDISWAN PATENT Ес. 5.—EDISWAN DIMMER OR 


This switch is made up of a two-way and off position Ediswan 
wedge type switch, fitted with a resi&tance wound on porcelain, 
and enclosed in a ventilated brass cover. 

The switch absorbs about 15 watts, enabling a 12. in. fan to ron 
down to about half speed, or a 25-C. P. metal lamp to be 
dimmed to 1 C.P. 


The Runbaken Ignition Magneto. 


Among the several new ignition magnetos for use on motor-cars 
that have been introduced since the stoppage of supplies from 
Germany is the Runbaken lately put on the market by the J, Н. 
RUNBAKEN Co., of 7, Peters Street, Manchester, the head of which 
concern is well known as a specialist in electrical ignition 
apparatus The new magneto is stated to embody his experience 


MAGNETO, SHOWING ALUMINIUM 
WATERPROOF LINING. 


[4 


with various types of foreign magnetos, and to be manufactured 
entirely of British materials. The machine presents а thoroughly 
workmanlike appearance, and although outwardly resembling tbe 
normal German-made magneto, it differs therefrom in various 
constructional features. Gun-metal is employed for the end plates 
and base; cast-iron for the pole-pieces ; and aluminium for the 
weather-proof internal housing. j 

One feature of the design is that the condenser is deeper thaz 
usual, and is acoommodated entirely beyond'the magnetic field 
thus leaving the full length of the pole-pieces to produce magnetic 
lines that may be cut by the rotation of the armature, the result 
being that a powerful spark is obtained at low as well as at high 
engine speeds; the full range of movement of the advance and 
retard from one extreme to the other is 35°. The distributor 
plate is a composite slab of ebonite with a special quality of sosp- 
stone-like insertion, in which are affixed the bronze segments for 
the distribution. 

The make-and-break mechanism is very similar to, and is inter 
changeable with, that of the Bosch magneto. In place of the 
ueual cams, however, a pair of roller-like pins are employed ; these 
do not rotate, but are hardened and may be adjusted for wear. 
The contact heel of the rocker-arm of the make-and-break con 
sists of a dove-tailed block of red fibre. 

The question of accessibility of the various parts has been 
carefully considered, while the method of collecting the current 
from the armature and passing it to the central portion of the 
distributor is also interesting. A spark-gap is provided to prevent 
any damage being done to the windings should there be no peth 
for the current to get to earth through the sparking plug. 
It may also be mentioned that the earthing bush is 
located over the armature instead of beneath it, so that 
there is no risk of it being affected by oil, The high-tension leads 
are inserted in the fixed portion of the distributor, instead of on 
the removable cover-plate. The latter may thus be removed to 
expose the distributor for examination, without in ару wey dit 
turbing thecables. The magneto is waterproof, and in this regard 
it is interesting to note that the magnets themselves are not ud 
as part of the enclosing material, the necessary protection from 
wet being secured by an aluminium casting located inside tbe 
magnets. Another point of note is the use of a disk of sft 
pliable metal riveted to the centre of the larger pinion of the two- 
to-one gear to prevent any possibility of the gears giving rise to a 
ringing noise. Again, all the screws that may require to be removed 
from time to time are hardened, while, as regards lubrication, this 
is secured by means of two conveniently-arranged oil baths on top 
of the magneto, whence the requisite small amount of oil passes to 
the three bearings needing it, 


Bradford.—Tramway WAOES.—At a meeting last week 
of tramway men employed by the Corporation it was decided to 
recommend the Executive of the Tramwaymen's Union to con 
sider the advisability of making application for a general advance 
in wages of 15 pér cent. The suggested increase is desired on 
account of the extraordinary circumstances created by the advance 
in food prices, and it is understood that the Executive bare 
considered the recommendation and have decided that ithe 
suggested application should be made, 


Fic. 7.—REAR-END VIEW, RUNBAEES 
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Australia.—A Sydney firm wishes to secure Australasian 
representation for British manufacturers of switches, electrical 


Wa accessories, insulating material ko. А merchant firm also wants 
ty. agencies for British makers of electrical fittings and glazed press- 
Eig. The names can be ascertained at the Board of Trade 
E ^ Commercial Intelligence Branch in London, but letters may be 
eit direst to H M. Trade Commissioner for Australis, 81, Pitt 
MP X 


Street, Sydney, N.S W. - 


Callender's Hospital Fund.—A general meeting of 
Callender's Hospital and Distress Fund was held on February 13th 
at the Belvedere Works, Mr. T. O. Callender presiding, at which 
the accounts for the year 1914 were approved. Though the mem- 
bership had decreased owing to 42 members joining their regiments 

A and ships, and 127 enlisting,’ yet the aggregate subscriptions 
reached the highest figure since inauguration year 12 years ago, 
^ anda larger sum than in any previous year has been awarded to 
the hospitals. The excellent service rendered by the fand in other 
| | ways may be gathered from the following :—288 hospital letters 


ve 


i 
z 15 


were issued, 9 letters for special nursing homes, 81 surgical appli- 
г Fk sno were supplied, 17 surgical aid letters were given, 13 adults 
I andóchildren were sent to convalescent homes, in 89 cases spec- 
;,^ < фасіев were provided, and 44 grants of financial assistance were 
| "made, The penny-a-week subscriptions produced £241, which is 
| ^' 49 better than in the previous year. The Callender Co. donated £50, 
| Mr. Т. О. Callender £5 53., and several others two guiness each. 
У + The various sume awarded to hospitals and other institutions 
~~ aggregated £283, as compared with £211 in the previous year. 
We learn from Mr. W. E. Wimhurst, the hon. sec. and treasurer, 
пг. that in addition to the above the Calleuder employés have sub- 
‚т. seribed over £200 to the Prince of Wales's National Relief Fund. 
Eli: We congratulate those responsible for the conduct of the affairs of 
‚ the fund upon so excellent a showing in what must have been a 
wee MI trying year. 
зу Bock Notices.—Report. No. 69 of the Engineering 
cmt Standards Committee (London: Crosby Lockwood. Price 28. 6d. 
sth’ net) on British Standard Tungsten Filament Glow Lamps (Vacuum 
пме: Type) for Automobiles has just been issued. The subject was 
14 L:. referred to the Committee by the Society of Motor Manufacturers 
] sad Traders, and was put in the hands of a Sub-Committee in May 
чуге: last year. The lamps dealt with are intended to have an approxi- 
sitez- mate efficiency of 1 watt per candle; the newer gas-filled lamps 
сакт, Will be covered in a later report. The standard voltages аге 6 and 
екот" 12 volts, and dimensions are fixed for the lamp bulbs and caps. 
тут: Journal of the Iostitution of Electrical Engineers.” Vol. LIII, 
s. Хо, 212. February 15th, 1915. This issue contains papers on Lord 
„ | Mlrin's work on * Gyrostatica,” by Prof. A. Gray, and “ Separa- 
xi Mon of No-Load Stray Losses in а C.C. Machine by Stroboscopic 
eo Ranuing-down Methods,” by Prof. D. Robertson. There is also a 
| “Second List“ of 140 members of the Institution serving with 
pui EN Fore 
~ oi Consumers’ Accounts and Meter Department Routine.“ Ву 
„„ C Glover. London: Electrical Press, Ltd. Price 5s. net. 
cic " Bulletin de la Société Internationale ‘des Electriciens.” Vol. V, 
7 ^ + No.38. January, 1915. Paris: Gauthier-Villars. Price 3 fr. 
ref “Sell’s Directory of Registered Telegraphic Addresses. London: 
. | Henry Sell. 258. . : 
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x: Bankruptey Proceedings, —James WILLIAM TATTER- 
En MALL and Том WHITTAKER TATTERSALL, residing at 4, Hillside 
age": Gardens, Highgate, and carrying on business at Kimberley Road, 
xx Willesden Line, N.W., electrical engineers.—At the London Bank- 
n . mptey Court on Friday of last week, before Mr. Egerton S. Grey, 
y 272 the first meeting of creditors was held. In dealing with the proofs 
а: ol debt lodged the Official Receiver said he had received a proof 
Tei: for £3,000 from Imperial Motors. It appeared that the directors 
iz [vented an electrical starter for motor-cars and entered into an 
10237 agreement with Imperial Motor Industries, Ltd., under which the 
ыт! 2 latter were to act as selling agents. A number of the starters 
ук" Were made, but it was alleged that they did not work properly, 
trat and the claim arose in regard to goods returned, money advanced, 
n: MÀ money paid under a guarantee, After a long discussion, 
a in the course of which directors eaid the amount should be 
лаг. 41,530 instead of £3,000, the Official Receiver eventually decided 
"мш! lo admit the proof for voting purposes at £1,830. The Official 
a Receiver further stated that the debtor, James William Tattersall, 
^c. informed him that prior to joining his brother in partnership he 


A г was iu employment, and for some years was in New York. When 
MC he returned to this oountry he joined his brother in partnership 
s! M they commenced business as electrical and motor engineers. 
eed 3 invented an electrical starter and took out patents 
} in England and France. When war broke out their business went 
, down considerably, and they were only able to sell a few starters 
, esch month. They placed their affairs before their creditors, who 
= | Promised not to press them, and, in fact, some had since advanced 


n money in order to enable them to pay wages. They continued 

| until December last hoping the war would soon end, but seeing no 

,  WUptcet of it doing so, they decided to file their petition in 

„ro bankruptey. They returned their liabilities at £3,653, and their 

„ Meta at £480, Eventually it was decided to leave the estate in 

a the hands of the Official Receiver for summary administration in 
7^, the шов manner, 


a Italian Electrical Trade.—According to the Revista 
F fenica d'Eletricià, in October international traffic resumed 
Ца normal course, and during that month machines, 


weighing over 1 ton, were received to the amount of 1,200 quintals, 
against 960 in the previous year, thus compensating for the 
deficiency in the two previous months, Lighter machines were 
imported ip round figures to 1,200 quintals, against 1,100 in the 
previous year; transformers 883 quintals, against 1,200. Of 
lighter apparatus the imports were practically normal. The 
importe of electrical machinery in November amounted to 4,861 
quintals, against 1.102 in the same month of 1913. Machines 
weighing above 1 ton were imported to 88! quintals, against 1,106 
in 1913. Lighter machines were imported to 980 quintals, against 
1,341. Only in the case of transformers was a noteworthy rise 
observable, importa totalling 2,570 quintals against 1,477. Electrical 
apparatus were generally in decline—those weighing above 1 ton 
being imported to 514 quintals against 769; lighter apparatus 
were 134 quintals against 212, | 


Copper.—In view of the importance attaching to the 
German copper position and to the attitude of the British Govern- 
ment towards copper shipments from America to neutral European 
countries, returns have been issued by the Metal Information 
Bureau (L. Н. Quin), 3, East India Avenue, E.C., showing that from 
August 5th to December 28th, 1914, 32 vessels carrying copper 
from America were detained, the total quantity involved being 
19,550 tons, Of these vessele, one, the Belgia (a German ship), 
sailed before war broke out and was headed for Hamburg. From 
September 26th to October 9th four vessels for Rotterdam were 
held up, their cargo being purchased by Great Britain. Fourteen 
boats for Italy have been detained, all at Gibraltar, carrying about 
9,000 tons of copper, 13 vessels for Sweden with about 5,500 tons 
have been detained in various British ports. 


Catalogues and Lists.— MESSRS. KOHLER BROS., 56, 
Ludgate Hill E. C.— Illustrated descriptive pamphlet concerning 
the N.K S. two and four-motor combined push-button and hand- 
speed control equipments, 

Messes. MusGRAVE & Co., LTD., St. Ann's Ironworks, Belfast. 
Folding card giving specification and tabulated dimensions, outputs, 
&c., of enclosed double-acting engines. j 

Messrs, SIEMENS Bros. & Co., LTD., Woolwich.—Pamphlet 
A 706, giving a brief illustrated description of their watertight 
door indicators for ehips. 

Siz W. Н. BAILEY X Co., LTD., Albion Works, Salford.— Eight- 
page illustrated pamphlet (No. 2,614), giving particulars and prices 
of their Silver Star pump lubricators. ИЕ 


Foster Engineering Co., Ltd.— Mr. William Nicholson 
has been relieved from his appointment as Receiver on behalf of the 
firet and second debenture-holders from February 10th, and the 
company is in possession of ita asseta and is trading on its own 
account, К 

Trade Announcements.—<As announced in our last 
issue, the E.S. Co., LTD., has been registered to take over the busi- 
ness of the Electrical Supplies Co. The growth of the business 
has necessitated increased office accommodation at 53, Victoria 
Street, S.W., and premises for showrooms and stores have been 
obtained at 10, Spencer Street, Westminster. The company will, 
as its name suggests, deal in electrical supplies, and manufacturers’ 
price lista are invited. 

THE EFANDEM Co., LTD., of the Fallings Park Works, Wolver- 
hampton, have acquired the whole of the business of the Scott 
Starter Syndicate, of Norwich, and will continue the manufacture 
of the Scott electric lighting and engine-starting dynamo motor 
for motor-cars. 


Liquidations.— MOLYBDENUM AND TUNGSTEN TRADERS, 
LtTp.—This company is winding up voluntarily, with Mr. P. B. 
Smyth, of 638, Salisbury House, E.C., as liquidator. A meeting 
of creditors is called for February 21th. M 

SALSBURY LAMPs, LTD.—Particulars of claims must be sent in 
by March 20th, to the liquidators, Messrs. F. Westcott and A. Riding, 
at 15, Eastcheap, E.C. 

THE HIGH PEAK MAGNETO, LTD.—A meeting will be held at 
32, Union Road New Mille, on March 17th, to hear an account of 
the winding up from the liquidator, Mr. J. G. Collier. | 


LIGHTING and POWER NOTES. 


Abingdon.—Street Ligutryc.—The T.C. has decided 
to invite the Gas and Electric Supply Companies to tender for 
lighting the street lamps from Midsummer, on similar terms and 
conditions to the present contract, and also for a lighting installa- 
tion in the new fire station. 


Arventina.—The Rosario Electric Light Co. has accepted 


the conditions of the Municipality for a new contract for the 
supply of current for a period of 18 years.—Jter, River Plate, 


Ashton-under-Lyne.—Pusiic LIGRHTINd.— During the 
past month 17 street lamps have been converted from gas to 
electric lighting. | 

The T.C. has decided to oppose the Stalybridge Joint Tram- 
ways and Electricity Board's Bill for the construction of additional 
tramways and extension of the area of electricity supply. 
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Australia.—During the past 12 months the Perth 
(W.A.) City Council sold 3,929,423 unite, an increase of 7'2 per cent. 
over the previous year. Electric street lamps numbered 131 
in the city and 95 in the Maylands and Mount Lawley districte. 
The new power station is expected to be available late in the year, 
and the erection of sub-stations is proceeding. | 

The Council has decided to supply municipal councils or road 
boards, within a radius of five miles of the G.P.O., with bulk alter- 
nating current at the actual cost to the city (which includes price 
paid to the Government for energy, together with distributing, 
mansgement, and financial charges). 


Barnes.—ELectric Cookinc.—The U. D. OC. has decided 
to install electrio cookers in its workmen's dwellings. The elec- 
trical engineer reported that an apparatus, consisting of a small 
oven, 14 in. x 12 in. х 12 in., with a boiling plate, would meet 
the requirements, and could be installed at £4 per cottage, includ- 
ing all wiring and.fitting charges. The charge will be made 
through a pre-payment meter, and will be adjusted to cover cost of 
cooker and meter, in addition to the energy consumed. 


Boroughbridge.—E.L. ScHEME.—At the Parish meet- 
ing of the town and Aldborough, which was held to consider the 
proposed electric lighting scheme, it was decided to request the 
local authorities to give reasonable assistance to the promoters in 
their endeavour to carry the schenie into effect. 


Boston.—E.L. ScHRUE.— The T.C. has accepted terms 
offered by the promoters of the E.L. order, by which the Council 
is to have the option of purchasing the undertaking at the end of 
21 years from the date of the order, and at every subsequent seven 
years, as a going concern by valuation. If practicable, the Council 
18 to have the option of taking the whole of the undertaking, and 
if not, the Boston R.D.C. is to have a similar option as to that 
part of the undertaking in the rural ares. 


/ 

Burton-on-Trent.—RERSTRICOTED LioHTING.—'The Gas 
and Electricity Committee has decided to reduce the whole of the 
street lighting by one-half, and to reduce the illumination of those 
lamps in use by shading them. The Committee also recommends 
that the tradesmen should discontinue outside shop lighting. 


Carlisle,—SrPEciAL ТАВТЕЕ REIJECTED.— The T.C. has 
again rejected the recommendation of the Electricity Committee 
that in the case of bulk snpplies of energy under agreement on the 
restricted hour system, the fixed charge be reduced from £4 15e. 
to 158. per Kw. of demand per annum. The Gas Committee 
strongly opposed the proposal. 

Carrickmacross. — WoRKHOUsSE — LraHTING. — The 
members of the B. of G. have decided to instell the electric light 
in the workhouse as soon as possible. The general wiring of 
the streets of the town has not yet been completed ; a number of 
shopkeepers and also residents of private houses will use the 
electric light. 


Chapel-en-le-Frith.—The B. of G. has been informed 


that the cost of installing electric light in the workhouse would be . 


about £850. | | 


Charleville,—The valuation of the Charleville Electric 
Lighting Co.'s station premises has been reduced from £30 to £20, 
and the valuation of £80 on posts and wires to £10. 


Cleckheaton.—Works ExTENSIONS.—The U. D.C. has 
decided to extend the generating station at an estimated cost of 
£20,000, as recommended by the Council's consulting engineer. 
It was stated that the sanction of the L.G.B. could not be obtained 
until the new Spenborough Council (the combined townships of 
Cleckheaton, Liversedge, and Gomersal) was elected. 


Combe Martin.—The P.C. has passed a resolution to 
the effect that the Bill of the Ilfracombe Gas Co., by which E.L. 
powers are sought, is detrimental to the interests of the parish, 
and is asking Sir Godfrey Baring, M.P., to oppose the measure in. 
Parliament. ` | 


Continental Notes, —NonwAY.—The town of Notod- 
den, which is one of the largest centres of the electrical industry 
in Norway, hae, up to the present, been dependent on the purchase 
of all the energy required for municipal purposes. It is now re- 
ported that the municipality has unanimously decided to acquire 
the Saga Waterfall, which is situated within municipal territory ; . 
this will produce about 4,000 E. H.P., of which only 150 Н.Р. is used 
by the present owner. 

Srain.—A concession has been awarded for the utilisation of the 
waters of the Rio Dulce for the production of electric power for 
the lighting of the town of Mandayona, and for industrial purposes. 

A further concession authorises use of the waters of the Rio 
Tsbor for the production of electric power for industrial purposes 
in the town of Isbor.— Board of Trade Journal. 

IraLy.—A new central station has just been completed and put 
in operation at Follonica by the Societá Elettrica Maremmana, of 
Leghorn, for the supply of current to the various mines and town- 
ships in the district. The plant comprises three gas engines (two 
of 250 H.P. and one of 180 Н.Р.) coupled to three 3,600-volt 
alternators. The current is stepped up for transmission to a 
pressure of 15,000 volte, and then transformed to 260 volta for 
power purposes and 150 volta for lighting. 

GERMANY.—It is reported that owing to the shortage of petro- 
leum, the Government is recommending the substitution of electric 
lighting as far as possible, and insulated iron wire is being intro- 
duced on account of the shortage of copper. 


SwEDEN.—For some time the erection of a transmission line 
from Untra to Stockholm, with the view of transmitting electrical 
energy from the former place to the metropolis has been discussed, 
and it now appears that the project will be realised, as an applica. 
tion for the necessary concession has been made. The scheme will 
involve a capital expenditure of no less than £750,000. 

BELGIUM.—It is reported that as a result of the British air 
raid on Zeebrugge, the Rombach Central Electric Works was 
obliged to stop work, and for want of motor power the bridges 
could not be worked. 


Darlington.— PROPOSED Loan.—The T.C. has applied 
to the L.G.B. for a loan of £18,550 for extensions to the electricity 
works, and for the period of the loan of £9,500 granted for 
mains, services, and transformers, to be extended from 16 to 25 
years. i 


Dublin.—PROPOSED INCREASED TARIFF.—The Elec- 
tricity Supply Oommittee has agreed that the increased cost of 
coal for the Pigeon House generating station, and the mainten- 
ance of a regalar supply, will have to be met by an increase in 
charge 0 consumers. 


East Sussex, — Prov. Orprers.—The С.О. has decided 
to oppose the application of the Tunbridge Wells T.C. for a pror, 
order extending the area of supply to rural parishes in the Council’: 
ке. and also the East Grinstead Urban District prov. order 
for E.L. 


Glasgow.—The Cattle Markets Sub-Committee is to 
consider, in view of the considerable rise in the price of carbons, 
whether it will alter the system of lighting. 


Hayward's Heath, — Prov. ORDER. — The Urbw 
Council has requested the В. of T. to postpone the Mid-Sum: 
Electric Lighting Order until six months after the termination ol 
the war. 


Heywood, — The Corporation has decided that from 
March 31а next a minimum rate of 20s. per annum shall м 
charged for electrical energy for any four quarters, and that the 
hire of motors be for 12 months certain, six months’ notice to be 
given of the intention to discontinue hiring. 


Holme, — E.L. SCHEME. — A Committee has been 
appointed to go into the question of providing an electricity 
supply. The district, at present, has neither gas nor electricity, and 
it is understood that already there are 50 persons who are willing 
to become subscribers to the supply. 


Holmfirth.—LoaN Sancrron.—The Council bas ге 
ceived from the LG.B. sanction to borrow for electric lighting 
purposes :— £3,591 for buildings; £3,228 for generating plant, Kc. 
£549 for meters and battery; and £132 for street lampe The 
Council decided to complete the contract with Mr. Broadbent, of 
Huddersfield. 


Ipswich.—Proposep Loan.—The T.C. has decided to 
apply to the L.G.B. for sanction to a loan of £3,100 for purpose 
of the electricity undertaking. 


London.—WooLwicH.—In response to the Borough 
Council's request, the Finance Sub-Committee of the Т.С.С. has con- 
sidered the postponement of accelerated loan repay ments in regard to 
the Plumstead plant, &c., and now proposes that such accelerated 
repayments should commence when the Council's new turbine 
plant is brought into use. This short postponement, however, 
does not meet the views of the B.O.; the Finance Committee has 
decided to urge the L.C.C. to sanction, without delay, the borrow- 
ing of £35,000 on account of the £48,000 now being applied for, in 
view of the serious overdraft incurred. In regard to the farther 
application for borrowing powers for £10,000 for а 3,000-EW. 
turbine set, the L.C C. Finance Committee hae intimated that it 
does not propose to deal with it pending further information ш 
connection with loan repayments and plant, which will be supplied 
as Boon as Sir John Snell has prepared a memorandum on the 
matter. 

SHOREDITCH.—The B.C. is recommended to avail iteelf of the 
offer of a loan for the electricity undertaking of £11,481, st 
44 per cent. per annum, from the Rational Association F, iendly 
Society. The application to the L. C. C. for the loan at 44 per cent. 
per annum has been withdrawn. ‚ 

L.C.C.—The Finance Committee recommends the Council's 
sanction to the application of the Poplar B.C. for £8,173 for mains 
for the electricity undertaking. P 

The L.C.C. Fire Brigade Committee is installing electric radiatore 
in the appliance rooms at the Bishopsgate, Brompton, Euston, 
Holborn, Old Kent Road, Redeross Street, Shadwell and Shoreditch 
fire stations. 

BERMONDSEY.—The B.C. has been recommended to enter into an 
agreement with the County of London Electric Supply Co. 0 
supply energy for the pumping purposes at the Vine Street depot, 
on a sliding scale, varying from a maximum of 14d. to a minimum 
of 1d. per unit, - 


Manchester, —RESTRICTED LIGHTING.—The Tramways, 
Gas and Electric Lighting Committees have decided that all street 
lamps are to be shaded at the top, also the top lights in tramcart. 
Arrangements have also been made for turning off all lights in the 
city, or parts of the city, if necessary. 


um — — — 
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ormskirk.— As the result of negotiations, the ` differ- 


ences between the U. D. C. and the Ormekirk Gas Light Co. have 


now been settled, and the Council has withdrawn ite opposition to 
the Lighting Bill now before Parliament. The Gas Light Oo. has 

that, in consideration of laying extension maine to the 
Parbold district, it will undertake on no account to charge more 
for gas supplied to any consumer in the Ormskirk area, and that 
any new electric lighting mains shall be placed underground ; 


. further, that Clauses 45 and 46 of the Bill shall be withdrawn. 


e x a. 


It was contended that if Clause 45 had gone through, the company 
would have been empowered to buy out the present electric light 
undertaking, and thereby would have created a monopoly in regard 
to the lighting of the town. | | 


Queensferry.—E.L. ScHEME.—At a recent meeting 
of the parishioners it was decided that the suggested scheme for 
lighting the district by electricity should be a municipal one. 

Ripon. —E.L. SCHEME.—A petition is to be presented 
to the City Council requesting it to arrange with the Army 
authorities for the supply of electricity from the camp generating 
station. The neighbouring townships of Bedale and Masham 
have electric lighting, and the Boroughbridge authorities have 
been urged to adopt this mode of lighting, and at Ripon there is 


| a strong feeling in favour of a supply of electric current. 


Rochdale, — STREET LiGHTING. — The B. of G. has 
decided to proceed with the lighting by electricity of Birch Hill 
Line as svon as poss ble. 


Stockton-on-Tees.— Loa APPLICATION.—The T.C. 


des applied to the L. G. B. for а loan of £4,000 for two new rotary 


converters, &o., for the electricity works. 


Slaithwaite.—E. L. снеме. -—- The. Council has decided 
to apply to the B. of T. for approval of the use of overhead lines, 
sad the Council's electrical engineer has been instructed to pre- 
pare plans, &c. A Sub-Committee has been appointed to report 
on steam and suction gas for motive power, and decide as to 
which of these forms of power should be employed. 


Swansea. — The extensions at the Corporation electricity 
works are nearly completed, and represent an outlay of £40,000. 
The Electricity Committee is extending the cables to Town Hill to 
light the new workmen's cottages. | 


Swinton and Pendlebury.—SrREET LIGHTING.—The 
balk of the electric street lighting scheme has been carried out, 
bat owing to difficulty in obtaining material, it is impossible to 
estimate the probable date of the completion of the work. The 
lamps along Manchester Road, Chorley Road, and part of Bolton 
Rad have been ewitched on, but lampes for the remainder of the 


- fittings have not yet been delivered. 


Swindon.—Alterations are to be made to the flues and 
a water baffle is to be fitted at the electricity works with a view 


to preventing the es ape of grit and dust from the chimney. 


Tipperary.—WOoRKHOUSE LiGHTING.—Mr. A. E. Porte 
has furnished а supplementary report on the cost of improving the 
electric lighting plant of the workhouse. The total amount given 
ia £625 ; bat there is an addition of £25 for tuning up the existing 
plant and cells, with a further 410 to £15 for buildings or 
foandations. 


Tettenham, —RzsTRICTED .LiaHTING.—The D.C. is 
to acoept the offer of the North Metropolitan Eleo- 


recommended 
dio Power Supply Co. for a reduction of 50 per cent. in respect of 
^ are lampa which were not lighted during the December quarter, 


Truro.—PROV. ORDER.—The City Council has been 
informed that the B. of T. would be prepared to favourably con- 
sider an application, in August, for the postponement of the 
revoking of the prov. order for a period of 12 months, on certain 


Urmston.—Proposep E.L.—A Sab-Committee has been 


appointed to report upon the question of introducing electric 


lighting in the district. — 
Worcester Park.—The South Metropolitan E.L. Co. is 


1 теарріуіп for a prov. order for E.L. at Worcester Park. 


Wednesbury.—INcREASE OF Price.—The Electricity 
Committee of the Corporation has given notice that, as from 
January lst, 1915, the price of ourrent would be increased by the 
addition of 15 per cent. on the net amount of the account, as the 
Mond Gas Co., which supplies gas for generating purposes, has 
notified its intention to raise the schedule prices for gas. The 

states that the ability of the Mond Gas Co. to continue 
its sapply to the Corporation depends on the length of the war and 
the conditions of industry, but the Committee hopes it will be 
to announce any further increase in the price of 
electricity, and that it may be possible within a short time to 
reduce the temporary increase of 15 per cent. now rendered песев- 
ery. The increase will seriously affect big manufacturers in the 
istrict, several of whom take a large supply of current, both for 
lighting and power purposes. 

lorkshire Electric Power Bill.— Following the meet- 
ing of the Weet Riding Urban and District Councils and the 
cabeequent action of some authorities in regard to the Bill pro- 


moted by the Yorks. Electric Power Co., decisions have been 


arrived at by the following Councils:—The Hudderefield and 


Wakefield Oorporations have resolved to oppose the Bill; the 
Rawdon District Council has decided to support the Bill on con- 
ditions ; the Denby and Cumberworth District and Wharfedale 
Rural Councils have decided to support the West Riding District 
Councils’ Association's opposition; the Holme U.D.O. has decided 
to take no action; and the Meltham U.D.C. has decided to request 
the company to strike its area out of the Bill. The Shepley 
U.D.C. is also opposing. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—P.A.Y.R. Cars.—At a meeting last week 
of the Oor Tramways Committee on the question of 
abolishing the P.A.Y.E. cars, a decision was deferred until August. 


 Cardiff.—Trarric REsuLTS.—The accounts for 1914 
of the city tramways showed an increase to July last of £3,000, ав 
compared with the corresponding period of 1913. Since the war 
this gain has been changed to a deorease of nearly £2,000. But 
for the war the inoreased traffic receipts, it is estimated, would 
have amounted to neárly £6,000. 


Edinburgh.—FrwanLE Conpuctors.—A scheme has 
been discussed by the Edinburgh Tramways Co. to employ women 


as conductors on the cars, and it is expected that it will shortly ba 


put into operation. 


Hindley.—The Wigan Tramways Commiitee is to con- 
sider the extension of the tramways by constructing a new line 
сеш gs р terminus along Market Street, Hindley, and up 

astle : 


Huddersfield.— The Т.О. has decided to oppose the 
Helifax Corporation Parliamentary Bill, which deals with various 
tramway extensione. 


Glasgow,.—AsSSESSMENT.—The T.C. has been informed 
that the valuation of the tramway iundertaking, by the Assessor 
of Railways and Canals for the year 1915-16 is £281,770, as 
against £280,490 for the previous year. 


L. and Y. Railway Electrification. — The annual 
report of the company states that progress is being made with the 


electrification of the line between Bury and Manchester. During 
the past year £43,698 has been spent on the power station which 


is being erected at Clifton Junction and on sub-stations. and £14,788 


has been expended on the conversion of the line. The new line 
will be run on the third-rail system, in the same way as the 
Liverpool-Southport line, but at a different voltage. Intervening 
stations are to be made at Woodlands Road, Crumpsall, Heaton 
Park, Prestwich, and Radcliffe. With regard to electric traction, the 
company's returns show that the number of trains worked by 
electric power has increased from 159 to 174. The mileage of 
electric trains has advanced from 1,765,879 to 1,848,923, an increase 
of over 83,000 milee. 8 


London. — The G. N. and City section of the Metropo- 
litan Railway has now been provided with 1st class scoommodation 
between Moorgate Street and Finsbury Park, this being the first 
tube to cater for let class passengers. The time of the journey 
has been reduced to 9 minutes. Ж, 

L.C.0.—The one mile of е ntal conduit side slot on the 
Bhoreditoh to Stamford Hill section of the Council's tramways is 
to be replaced by the centre slot system. 


Manchester.—As а result of the -discussion of the 
Executive Committee of the Tramway and Vehicle Workers“ 
Union, the members of the Manchester branch on Sundey decided 
‘to apply to the Corporation Tramways Committee for an increase 
of 15 per cent. on the present wagee. The application ia made on 
the ground of the high prices of food, and the Committee will be 
asked to conoede the increase until such period after the war, 
when food prices shall have returned to the normal. 


Mansfield. — The Mansfield and District Light Railways 
Co. has applied for an extension of time until April, 1918, for com- 
pleting the lines in Sutton-in-Ashfield and Skegby. 


Х.Е. Railway Electrification.—In their annual report 
the directors of the North-Eastern Railway Co. say that it is 
anticipated that the electrification of the line between Shildon and 
Newport will be completed in the summer.. 

1 mileage of electric trains was 1, 257,58] as against 1,255,235 

1913, | 


Northampton.— FAR Cotton Extension.—The Т.С. 
is making representations to the B. of T. concerning the delay on 
the part of the L. & N.W.B. Co. with regard to the opening of the 
tramway track to Far Cotton, owing to the non-completion of that 
portion of it which crosses the railway at a level crossing. The 
lines have been laid down:for a month or two, but the signalling 
apparatus has not yet been fixed in order to allow the cars 
to cross. 

Scarborough.—FIRR.— Damage to the extent of £200 
was caused to the premises and electrical apparatus at the electric 
tramway depot by a conflagration which broke out in the early 
hours of Saturday last. | | | 
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TELEGRAPH and TELEPHONE NOTES. 


Basingstoke.—On the recommendation of the Fire 
Brigade Committee, the Council has accepted the quotation of the 
Post Office telephone authorities, at £4 per annum ‘per mile of 
fire alarm wire, and 5s, per point. 


United States.—The Government has permitted the 
Marconi Wireless Telegraph Co., of America, to re-open its station 
at Siasconset, Mase., which was closed on September 25th, 1911, by 
order of the President.— 7. and T. Age. 


China.—Hitherto the Japanese Consulate and the 
Japanese residents in Shanghai have depended on the Great 
Northern Telegraph Co. for telegraphic communication with their 
country. As the term of the 25 years’ contract has expired, the 
Japanese have made arrangements to take the cable under their 
own control. Аз, however, many of the intermediate posts are in 
Chinese territory, the Japanese and Chinese Governments have 
agreed to co-operate in working the cable, and to form a special 
company, with the title of the Sino-Japanese Telegraph Co., for 
the purpose. 


CONTRACTS OPEN and CLOSED. 


| OPEN. 
Aberdare.—March 6th. U. D. C. Twelve months’ supply 


of cables, meters, joint-boxes. &c., lamps, uniforms, tickets and 
other stores, See “Official Notices” February 5th. 


Australia.—Brisspane.—March 10th. Motor-generator. 
power board, &., for Postmaster-General. See Official Notices 
January 15th. 

April 7th. Wheatstone receivera and transmitters, for the 
Postmaster-General See Official Notices to-day. 

MELBOURNE.—March 16th. White Wheatstone receiving tape, 
for Postmaster-General. See Official Notices February 5th. 


Bedwas.— March 4th. Electrical goods for 12 months, 


for the Bedwas Navigation Colliery Co., Ltd. Forms of tender 
from the Secretary. 


Belfast.—March 15th. Twelve months’ supply of stores 


for the Tramways and Electricity Committees. See “Official 
Notices " to-day. 


Blackburn. — Iron, steel, bolts, screws, &., for the 
Tramways Department. Mr. J. H. Cowell, General Manager. 


Bolton. — March 4th. Corporation. Twelve months' 
supply of stores for the Electricity Department. See Official 
Notices to-day. 

February 22nd. Corporation. Twelve months’ supply of tram- 
way stores, including lamps, carbons and insulating material, for 
the Tramways Committee. Forms of tender from Mr. J. Barnard, 
Tramways Manager. 


Bradford. — February 22nd. B. of G. 800 electric 
incandescent lamps, for the North Bierley Union. Particulars 
from Mr. W. G. Cooper, Clerk, Union Offices, 1, Town Hall Street. 


Cardiff. —February 22nd. Installation, 750 points, at 
new Technical Institute, Cathays Park, for the City Council. 
See “ Official Notioes January 22nd. 


Gloucester. — April 1st. "Twelve months' supply of 
stores, for the Electricity and Light Railways Committee. Forms 
of tender from Mr. F. H. Corson, General Manager, Light Railways 
Offices, Bristol Road. н 


Guildford, —Water softening and filtering plant, 50,000 
gallons per hour, for Guildford Electricity Supply Co., Ltd. Sze 
" Official Notices " to-day. 


Hudderstield.—March 2nd. Corporation. Electricians’ 
work at new Tuberculosis Hospital, Forms of tender from Mr. 
K F. Campbell, Borough Engineer. 


Hull.—March 2nd. Air-space telephone cable, for the 
Telephone Committee, See Official Notices " to-day. 


Ilford, — February 23rd. U. D. C. Twelve months’ 
supply of stores for the electricity works. See Official Notices 
February 5th. 


Leeds.—February 20th. Corporation. Twelve months’ 
rupply of stores for Electric Lighting Department, See "Official 
Notices" January 22nd. 

February 22nd. Corporation. Twelve months’ supply of elec- 
trical sundries, for the Tramway Department, Forms of tender 
from the Tramway Manager. 


London.—IsuiNGToN.— February 24th. B.C. Twelve 
months’ supply of electrical stores. See Official Notices 
February 5th. ` 

WIMBLEDON.—February 220d. Corporation. Twelve months 
supply of stores for the Electricity Department. See "Official 
Notices" February 12th. 

FULHAM.—February 24th. B.C. Twelve months’ supply of 
electrical stores. See “ Official Notices February 12th. . 

HAMMERSMITH.—February 24th. B.C. Twelve monthe supply 
of general electricity stores. See Official Notices" February 13th, 

BATTERSEA.— March 2nd. B.C. Supply of stores for Electricity 
Department. See Official Notices" February 12th. | 

WESTMINSTER.— February 24th. В. of G. Six months eupply 
of electrio lampe, fittings, &c., for the Westminster Union. Forms 
of tender from the Clerk, Princes Row, Buckingham Palace 
Road, S.W. | 

HORN SRY. March 16th. Meters, cables and stores, “:., for the 


` T.C. -See “Official Notices to-day. 


Macelesfield.— March 10th. Cheshire County Asylum, 
Parkside. Electrical goods for one year. Forms of tender and 
particulars from Mr. Wm. Tingay, Clerk of Asylum. 


Manchester.—March 2nd. G.C. Railway Co. Six or 
twelve months“ supply of wires, cables, carbons, electrical 
accessories, lamps and telegraph material. Forms of tender from 
Mr. W. Williame, Stores Superintendent, G.C.R., Gorton. 

February 23rd. Two low-pressure circulating water pump, for 
Stuart Street generating station. Specifications from Mr. F. B. 
Hughes, Secretary, Electricity Department, Town Hall. 


Newport (Моп). March 2nd. Electric light fitting. 
for the B. of G. Mr. A. H. Rees, Clerk, Queen's Hill. 


New Zealand.—May 3rd. Electrically-driven turbine 
pumps of 80,000 and 100,000 gallons capacity per hour, together 
with direct-coupled motors. Commercial Intelligence Department, 
Board of Trade, London. . 


Oldham. February 24th. The Electricity Committee 
invites tenders for the erectioh of an accumulator stores Ш 
Churchill Street East. Borough Surveyor's office, 


Pontypridd. — March 8th. U. D.C. Twelve months 


atores for Electric Light and Tramways Department. See Official 


Notices to-day. i 
Rotherham. — February 22nd. Corporation. Two 


water-tube boilers, automatic mechanical &tokers, economiers, 
superheaters, foundations, steel chimneys, steam valves, steam 
pipes, induced-draught plante, and all auxiliaries. See "Ofcial 
Notices January 29th. 


Salford. — February 22nd. Twelve months’ stores for the 
Tramways Department. General Manager, 32, Blackfriars Street. 

March 6th. Three motor-converters or rotary converters and 
transformers of 1,000 KW., and one motor or rotary converter and 
transformer, of 500 Kw., for the Borough Electricity Department 
See Official Notices to-day. 


Swindon.—March 13th. Corporation. Twelve or #1 
months stores for Electricity and Tramways Departments. Se 
! t Official Notices to-day. | 


Wigan. — March 2nd. Twelve months’ stores and 
materials for the Tramways Department, Mr. F. Buckley, G.nenl 
Man ger, Market Place. 


CLOSED. | 
Barnes. — The U.D.C. has accepted the following 


t2nders :— 
Siemens Bros. & Co., Ltd.—Feeder cable, £145. 
Edison Accumulators, Ltd.—Four electric dust-vans, £915 each. 
Bolton.— The Tramways Committee has accepted the 


tenders of the following firms for the purchase of scrap metal :— 
Н. Bessemer & Co., T. Mitchell & Sons, R. E. Roberta, O. A. Byder. 


Kay & Co. | 
The Electricity Committee has accepted the tender of Messrs 
B. Talbot & Sons for alterations at Spa Road generating station. 


Bristol.—The Docks Committee of the Corporation bas 
accepted the tender of the Wells Electrical Co. for the supply of 
arc lamp carbons. 


Connah's Quay. —Messrs. Johnson & Phillips, 140. 
have received a pcovisional order from the U.D.C. for overhead and 
underground mains, public lighting and services, 


Walifax.—Messrs. Lewin & Murray, of Halifax, have 
seaur d the order for the electric light installation at the Bermes: 
side I3 titution. 
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Glasgow.—The Tramways Committee has recommended 


the acceptance of the following :— 


Trolley cord.—W. C. Yuille & Co., Ltd. 

Special trackwork.—Lorain S:eel Co.; Titan Trackwork Co., Ltd.; Edgar 
Allen & Co, Ltd. 

Three-core cable.—British Insulated & Helsby Cables, Ltd. 


Messrs. Allan, Arthur & Ure have secured the contract for the 
electric lighting of Corporation-owned tenements in Gallowgate 
and Hill Street, at £171. | 


Heywood.—The following tenders in connection with 
the bulk supply scheme have been accepted :— 


Converting plant, к.н.т. switchgear and sub-sta'ion plant.—British 
Westioghouse Co., Ltd. 

Overhead mains.—B.I. & Helsby Cables, Lid. 

Switchboard and cables.—Bertram Thomas. 

Battery booster.— Pho nix Dynamo Со. 


Holmfirth.— The District Council has decided to com- 
plete the contract with Mr. Broadbent, electrioal engineer, of 
Hudderefield. for carrying out the electria lighting echeme of the 
Council, involving an expenditure of 87,500. 5 


Ilford. — O wing to the difficulty in obtaining supplies of 
coal under contract, the electrical engineer has accepted an offer 
of 200 tons of Kingsbury nutty slack at 128. 11d., 160 tons of 
Pioxton j.in. slack at 14:, and 170 tons of Pinxton slack at 
148. 6d. per ton. 


Ipswich.—The T.C. has accepted the following tenders : 


Fraser & Chalmers.—B8teel bunkers, elevator and coal-conveyor plant, 
including a wagon tipper, at the electricity works, £2,320. 

Catchpole & Co.—Enlargement of the refuse destructor, £1,630. 

Heenan & Froude.— Destructor cells, boiler-tlue connections, &c., £3,187. 

Royce, Ltd.—Electric crane, £185. 


Keighley.— The Joint Hospital Board has accepted the 
tender of М заяга, Н. Spence & Sons for electrical work. 


London. — CAMBERWELL.—The Borough Couacil has 
accepted the tender of the Brimsdown Lamp Works, Ltd., for an 
annus! supply of electric lampe. 

WoorwicH.—The B.C. bas accepted the tender of Messrs. Bruce 
Peeblea, Ltd., for a 1,000-K w. motor-converter, at £2,150. 


Newport (Mon.). — The Electricity and Tramways 
Department has placed a contract ‘for the next 12 months’ 
rejuirements of certain electrical accessories, including switches, 
with Mesars. J. H. Tucker & Co., of Birmingham. 


Swansea.—The tender of the British Thomson- Houston 
Co., Ltd., has been accepted by the E.L. Committee, at £55, for the 
supply of an earthing resistance, 


West Bromwich.—The T.C. has accepted the tender 
of the B.L & Helsby Cables, Ltd., for cable, and that of Edison 
Accumulators, Ltd., for four electric chassis for buses, at £3,560. 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers.—Friday, February 19th. At 8 p.m. 
At Storey's Gate, B.W. Annual General Meeting. Paper on Convertible 
Combustion Engines, by Mr. A. E. L. Chorlton. 


Royal Institution of Great Britain.— Friday, February 19th. At 9 p.m. At 
Albemarle street, W. Paper on “The Visit of the British Association to 
Australia," by Prof. H. E. Armstrong, F.R.B. 

Baturdays, February 20th and 27th. At 3 p.m. Lectures (I and II) 
cy жобаны Researches on Atoms and Ions,” by Prof. Sir J. J. Thomson, 


of Mining Electrical eers.—Saturday, February 20th. 
At 4.30 p.m. At Ro Technical College, Glasgow. Paper on Some 
Bxpe riences in the Handling of Electricity," by Mr. A. Smellie, 

(‘South Wales Branch).—Saturday, February 90th. At 6.30 p.m. At 
Techoical College, Swansea. Paper on *' Typical Breakdowns in Colliery 
Electrical Plant and their Prevention," by Mr. L. Foster. 

Saturday, February 27. At 6 pm. At Carlton Café, Queen 
Street, Cardiff. Paper as above, by Mr. L. Foster. 

tNotts, and Derbyshire Branch).—Saturday, February 20th. At 
380 p.m. At University College, Nottingham. Discussion on paper by 
Mr. L. Foster. 

At 6 15 pm. Lecture on Firedamp and its Detection," by Prof. 
McMillan. 


Society of Arts.—Monday, February 22nd. At B p.m. At John 
3 Adeiphi. Fothergill Lecture (II) on " Motor Fuel," by Prof. V. B. 


wes. 
Wednesday, February 94th. At 8 p.m, Paper on The Economica 
cf tbe War," by Dr. W. J. Ashley. : 


Association of Supervis Electricians. Tuesday, February 23rd. At 
8p.m. Аз St. Bride's Insutute, Bride Lane, Е.О. Paper on D.C. 
Motors,” by Mr. E. F. Butler. 


lastitation of Civil Engineers. Tuesday, February 28rd. At 8 pm. At 
Greas George Street, Westminster, S.W. Paper on The Electrolytic 
Action cf Return Currents in Electric Tramways on Gas and Water 
Mains; and the Bess Means of Providing against Electrical Disturbances,” 
by Mr. H. E. Yerbury. 


astitution of Electrical Engineers. — Thursday, February 25th. At 8pm, 
At Victoria Embarnkmens, W.U. Paper on Electricity Applied to 
Mining," by Mr. C. P. Sparks. 

‘Manchester Local Section).— Tuesday, February 38rd. At 7.30 p m. 
At Engineers’ Ciub, 17, Atbert Square, Paper on “~ Training for the 
liductrial Side of Eogines iog.” 

(Western Local Section’.—Tocsday, February 23rd. At 5 p.m. 
At Insutute of Engineers, Park Place, Cardiff. Chairman's address by 
Mr. D. E. Roberts. Paper on “ Electricity Applied to Mining," by Mr. 
C. P. Sparks. laformal Dinner. 

(Yorkshire Local Section).— Wednesday, February 2ith. At 7 p.m. 
At Philosophical Hail, Leeds, Paper on Eleotricity Applied to Mining,“ 
by Mr. С. P. Sparks. 


* 


Physical Society of London.— Friday, February 26th. At 5 p.m. At 
Imperial College of Science, South Kensington, Papers on Magnetic 
‘Character’ Figures, Antarctia and International,” by Dr. C. Chree, 
F. R. S.: The Electrification of Surfaces as Affected by Heat,“ by Dr. 
P, €. Shaw: Etectromagnetio Inertia and Atomic Weight,” by . 
J. W. Nicholson. 

Nerth-East Coast Institution of Engineers and Shipbullders. —Friday, 
February 26th. At 7.80 pm. At Idee Hall, Newoast)e-upon-Tyne. 
General Meeting. 


(Graduates’ Association.)—Saturday, February 27th. At 7.15 p.m, 
Paper on Blectric Lighting and Power for Ships.“ by Mr. О. Holmes, 


ont ad 


NOTES. 


The Electric Vehicle Committee.—At the last meet- 
ing of this Committee it was reported that the sales of the'first 
number of The Electric Vehicle showed a considerable increase 
over the number given at the previous meeting, and it was decided 
to increase the size of the second issue. The sales of publicity 
mail cards published by the Committee show a considerable increase 
since the last meeting. " 

It was decided to offer, through the Commercial Motor Users 
Association, prizes aggregating £10, to be awarded to electric 
vehicle drivers in the examinations for drivers which the Associa- 
tion is arranging to hold this year. | 

An offer by the Commercial Motor Users’ Association to provide 
space in the next edition of ite “Handbook of Night Shelter 
Accommodation for Commercial Vehicles," for particulars of 
electric vehicle charging stations and a map, conditional upon the 
Eleotrio Vehicle Committee preparing the matter to be inserted, 
was accepted. | ps 

About 25 of the illuminated and 46 of the enamel plate charging 
station signs will be required by the varions undertakings, and 
thé Secretary is to get in offers and to appoint for one year, in con. 
nection with each sort of sign, a maker as the official manufacturer 
and to notify the name, in each case, in the forthooming issue of 
“ The Eleotrio Vehicle." : 


An intimation was received from the Car and General Insurance. 


Corporation, Ltd., that it had in preparation a special prospectus 
for electric vehicles. i 

A communication was submitted from the Seoretary of the 
1 M. E. A, requesting the Electric Vehicle Committee to prepare a 
report on “The Use of Electric Vehicles in Municipal Sérvioe," 
for discussion on June 17th next, one of the two days fixed for 
the Annual Business Meeting of the I. M. E. A., and asking the 
Committee to arrange for a parade and demonstration of electrio 


vehidles to follow upon the reading and discussion of thé report. 


It was agreed that the Committee should comply with this request. 
As to proposed standardisation of glow lamps for electric vehicles, 
the Technical Sub-Committee held a joint meeting with a Sub- 
Committee appointed by the Tungsten Lamp Association, but a 
stage was not reached at which any report could be formulated. 


The Relation of Supply Prices to Profits, —The 
price movements in connection with the production and disposal 
of electrical energy in Germany for a number of years past form 
the subject of a work which was recently published by Gustav 
Siegel, at Munich. It is shown, in the firat place, that the number 
of Kw.-hours sold by the electricity supply works increased from 
1,200,000,000 in 1900 to 11,300,000,000 Kw.-houra in 1913, or from 
214 Kw.- hours per head of the population, to 169 Kw.-hours in the 
Bame years respectively. The latter circumstance indicates that 
the large and constant reduction in the sale prices is of decisive 
importance to the country from an economic pointof view. Apart 
from the considerable direct saving which has been effected by 
consumers through the operation of lower charges for supply, the 
steady fall in the average sale prices is found to have been of great 
significance to the supply works themselves, the remunerativehess 
of which has by no means been diminished by the concessions 
made inthe prices. The difference between the works’ costs and 
the average sale prices per KW.-hour becomes smaller year by year, 
or, in other words, the gross surplus per KW.-hour decreases aa sale 
prices in general fall toa greater extent than the works’ costs 
recede. Under these circumstances the surplus of the works would 
be reduced were it not for an expansion taking place in the turn- 
over simultaneously with the better utilisation of the generating 
plant. If the case of the Nuremberg supply works is taken as an 
example and applied to all the electricity works, Mr. Siegel shows 
that while the average gross surplus per KW.-hour has diminished 
from 2˙63d. to 2 31d. between 1900 and 1912, the gross eurplus has 
risen in peroentage of the capital invested from 14 48 to 20°06 per 
cent. in the same years respectively. In support of the contention 
that price reductions exercise & favourable effect upon the 
dividends of company-owned works as а result of the expansion 
in the business, reference is made to nine undertakings or groups 
of undertakings, each of which owns a number of works and 
which indicate a progressive dividend increase in a period extend- 
ing over a number of years. It is submitted, further, that the 
company works, in contradistinction to those in the possession of 
local authorities, in general charge lower prices than the latter, and 
this fact is attributed to the circumstance that under private 
enterprise great importance ia attached to the supply of energy 
for power purposes and the price policy is arranged accordingly. 


Canada and the Exportation of Electrical Energy.— 
Holding that the interests of Canada are paramount, and that 
whenever the Canadians feel that they can use to advantage the 
energy now generated for export they cap, and ino doubt will, 
cancel the licences permitting its export intothe United States, 
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the Privy Council of the Dominion of Canada has declared that a 
contract to export electrical energy from Canada to the United 
States may be revoked at any time. As is well known, the 
Dominion Government grants licences yearly to certain electrical 
eorp^rations of Canada near the border to export electricity into 
the United States. 

All of the large generating systems at the Niagara frontier line 
export a large part of the energy generated into New York State, 
and when the Canadian-American Power O^. applied to the Public 
Service Commission, Second District, New York, about a year ago, 
for the right to issue stock on a contract made with the Elec- 
trical Development Co., of Ontario, for a large block of electricity 
to be used in the United States, there was a sharp difference of 
opinion between the Commissioners as to whether the companies 
should be allowed to capitalise the contract. Commissioner M. 8. 
Decker granted the right of the company to capitalise the 
contfact. 

Commissioner Decker's discussion at the time on the yearly 
licences from the Dominion Government is of interest now, in view 
of the decision of the Privy Council. Mr. Decker wrote: 

“The formality of securing a licence yearly from the Dominion 
Government is required by the Dominion law, but such licence has 
been granted yearly to the great producing electrical corporations 
of Canada, and no reason appears for apprehension that any dic- 
crimination will be made sgainst the Electrical Development Co. 
or the Toronto Power Co., lessees. We have nothing before us but 
the suggestion that the Dominion of Canada may at some future 
time forbid this exportation. The Commission must assume that 
international relations affecting so important a subject as the 
means of continuing great industries which have grown up in 
reliance upon the use of this imported power, and, as well, the 
interests of the Canadian producing companies, thus have become 
fixed, and subject only to such changes as will protect the great 
commercial and industrial intereste and rights now served by this 
power brought from Canada, The time has long since passed 
when Governments proceed ruthlessly, from purely national rash- 
ness or anger, to destroy the settled, accepted commercial relations 
and formal vested rights of business corporations. . . Without 
going into details, it seems sufficient to say that the prohibition of 
exportation from Canada of this present electric power which now 
comes into this country, would paralyse business and industries of 
many kinds, and would deprive numerous localities of electricity 
for light."— Electrical World. 


Parliamentary.— Standing Orders.—The whole of the 
Bills promoted for this year's Session have now been before the 
ers for proof of compliance with Standing Orders. Amongst 
those which have failed to prove compliance are the Stalybridge, 
Hyde, Mossley and Dakinfield Tramways and Electricity Board, 
the Dunfermline and District Tramways, the London County 
Council Tramways and Improvements, and the Aberdare Urban 
District Council's Tramways. These have been referred to the 
Standing Orders Committee, who will deoide whether they shall 
be allowed to proceed. 


London Electric Supply. Now that the London County Council 
has decided not to go forward with ita Electricity Bill for con- 
Bolidating the electrical interesta of London, the field is left to the 
promoters of the London Electric Supply Bill, who will, however, 
be vigorously opposed. Notice of opposition has been given by no 
fewer than 42 petitioners, amongst whom are the London County 
Council, the Borough Councils of Fulham, St. Marylebone, 
St. Pancras, Shoreditch, Woolwich, Finsbury, Southwark, Ber- 
mondeey, Hackney, Camberwell, Hammersmith, Hampstead and 
Lambeth ; the Corporation of London, Croydon, Ealing, and West 
Ham; and a number of Urban District Councils, including Penge, 
Twickenham, Chiswick, Isleworth, and Slough; and the County 
of London Electric Supply Co., the South London Electric Supply 
Corporation, Egham and Staines Electricity Co., and the City 
of London Electric Lighting Co. ; the principal electrical engineers 
of local authorities supplying electricity whose undertakings might 
be acquired under Clause 61 of the Bill; and the chief assistant 
electrical engineers of local authorities supplying electricity whose 
undertakings might be a:quired. 

Opposition to Private Bills.—Most of the petitions against the 
Private Bills which will originate in the House of Commons this 
Session have now been deposited in the Private Bill Office. Nine 
petitions are deposited against the Metropolitan District Railway 
Bil, including one from the L.C.C. and one from the Metropolitan 
Railway Co. There are six against the Rhondda U.D.C. (Tramway 
Extensions). 


Industrial Electric Heating.—A. К. Young, new- 
business manager of the Toledo Railways and Light Co. is deeply 
impressed with the poseibilities of industrial electric heating from 
the standpoint of the central station, and believes that there is a 
dire lack of authentic data available on the subject. To remedy 
this situation Mr. Young recently recommended the establishment 
of an industrial heating association, the chief purpose of which 
would be the collection aud compilation of data on the subject. 
This matter was proposed at the recent conference of the Com- 
mittee on New Business Co-Operation of the Ohio Electric Light 
Association, held in Cleveland, and it was decided to call a pro- 
liminary organisation meeting in Dayton, O., on March 16:h.— 
Electrical Review and Western Electrician. 


Fatalities.—MaNcHESTER.—John Harvie Nevin, 38, 
electrical engineer, was the victim of a fatal accident at the 
Stuart Street generating station, Manchester, on February 12th. 

At the inquest held on Monday it transpired that Nevin, who had 
been employed at the works for six months, and had had 12 years’ 


experience altogether, received a shock whilst attending to the high. 
tension gear. Thomas Baxendale, assistant resident engineer at Stuart 
Street, said Nevin had been instructed to attend to the transformers, 
and had performed that duty satisfactorily. Then he appeared to 
have gone to the high-tension switchboard for some reason which 
the witness could not explain. Instead of making the cubicle, 
which he had apparently examined, quite safe by earthing 
the switcngear, he appeared to have taken a great risk without 
reason, thereby breaking the rales. Witness explained that for 
dangerous tasks of that kind rubber gloves, galoshes, and an 
insulated stick were provided, but Nevin had not used these, 
There was a very high voltage, and he must have received a very 
severe shock which caused him to fall from a ladder on which 
he had to stand to reach the cubicle. After the accident he was 
put in a special respiratory machine for two hours, and ether was 
also administered, but without avail. Mr. Baxendale added that 
he was afraid there had been a little mental aberration on Nevin's 
part. The jury returned a verdict of “ Accidental Death.” 


Tram-Conductor’s Fraud.—At the Bradford City 
Police Court last week, a tram conductor named Herbert K. Smith 
(28), of 44, Royd Street, Bradford, was sent to prison for thre 
months on a charge of stealing a tin box containing a bell punch 
and a number of tramway tickets, value £3, the property of the 
Bradford Corporation. According to the statements of Mr. J. С. 
Gunter, who prosecuted, a quantity of unused tramway tickets 
were sent to the Bowling Depot on November btb, and were mised 
the next day. They could not be traced until the tramways 
manager (Mr. C. J. Spencer) noticed an alteration on a way.bill 
which had been used by the prisoner. Afterwards it was found 
that 16 other way-bills had been altered, and the number of tickets 
stolen was 2,917. The tramway manager described the fraud м Ње 
most ingenious he had come across in the course of his experience. 


Copper.—European supplies for January 30th, s 
tabulated on Meaers. Merton's statistical circular. are 307 tons les 
than at the end of December. English stocks show a decrease ot 
2,757 tons from December 31st to January 30th, the difference in 
the European stocks being made up by larger incoming shipments. 
Detailed supplies show a large increase in arrivals from North 
America, and an unusually strong supply from Spain and Portugal. 
Chile shipments are even better than for December, 1911, and 
considerably exceed the monthly average for 1913. Australian 
shipments were not so heavy during January. The large increase 
in demand received & better response from deliveries last month. 
as is shown by the total deliveries, which exceed those for 
December by 4,101 tons. 


Electric Vehicle Demonstrations,—Messrs. DRAKE 
AND GORHAM, LTD., of 47, Spring Gardens, Manchester, are con 
ducting an energetic campaign towards popularieing the use of 
electric vans in Lancashire and Cheshire, for which counties ther 
have acquired the sole agency for vehicles with the Edison battery 
and to that end have acquired a 2-ton demonstration van, which we 
illustrate herewith. This vehicle is of robust construction, the 
body being so arranged that it can be used as a covered van, open 
wagon or flat lorry. 

The Edison battery is carried in a cradle below the body, and 
the motor ie of the totally-enclosed traction type, driving through 
a differential gear to a lay shaft, and thenoe by roller chains to 


the rear wheels. The electric truck excels as a vehicle for heavy 
haulage. and there ів no doubt that in the manufacturing area 10 
which Messrs. Drake & Gorham are now endeavouring to introduce 
the electric vehicle, there exists great scope for ite employment, 
apart altogether from its uses in connection with the re 
trades. 


Mails to the Far East.— Prof. C. A. Middleton 
Smith, writing under date January 11th from the University of 
Hong-Kong, says:—''Owing to the war the mail services to the 
Far East have been very much interrupted, and in some сае 
correspondence has gone entirely astray or has been lost at aes. І 
should be very glad if any of your readers who may have gent 
letters out here, and have had no reply after a reasonable lspee ef 
time, would kindly send copies or communicate again. It may 
aluo be of advantage to inform correspondents who send to this 
colony that the mails now often take six weeks instead of tbe 
17 days in the anti-war days. Itis, of course, al ways an advantage 
to send duplicate letters by the following mail.” 
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Professional Classes and the Мат, —Оп Tuesday 
last a meeting was held under the chairmanship of the Lord Mayor 
of London, who was supported by many distinguished persons, to 


nromote the aims of the " Professional Classes War Relief Council.” 


This body, to whose programme we have previously referred, haa 
been formed to ascertain the amount of distress in the professional 
classes due to the war, and to organise assistance for necessitous 


eases, by providing temporary employment, hospitality, education. 


for children, and maternity assistance. As the Archbishop of 
Canterbury pointed out in the oourse of a speech, very many 
members of the professional classes have been hard hit by the 
war, and are without the scope of the ordinary relief organisations ; 
in many cases projected public works have been deferred until 
after the war, and the men thus thrown out of employment find it 
exceedingly difficult to obtain other means of livelihood. Sir J. 
MoCiure explained the methods adopted, which were partly based on 
the principle that the prosperous should help the unlucky ones. Th 
matter was a delicate one, as relief must be given without wounds 
ing the self-respect of the recipient, and for this reason doles of 
money were avoided. On the other hand, work was not made; 
openings were sought in which the training and ability of the men 
could be usefully employed. Help could be given by loans, and 
the Coancil would be glad to receive money on loan for this 
purpose. The sympathetic attitude of the schools, many of 
which were accepting children at reduced fees, had greatly 
assisted the Council. It was important to remember that the 
need of assistance would continue after the war had ended. | 
Help is asked for in the shape of offers of employment, and of 
oe which should be sent to the treasurer, 13 and 11, Prince's 
te, S.W. 


Petrograd Electricity: Proposed Monopoly.—A 

Committee appointed to study the relations of the Petrograd Town 
Council with the electrical companies, came to the conclusion that 
the Petrograd municipality should concentrate the city’s electrical 
equipment in its own hands, either by constructing ite own central 
sation and extending the cable system along the streets of the 
city, ог by buying up the existing electrical concerns. One 
member of the Committee—M. P. Phedoroff—suggested the recon- 
ttructing of existing companies and modifications in the terms of 
their concessions. Such steps required a previous decision on the 
sytem to be adopted in the future for supplying Petrograd with 
electricity ; that is, whether by municipalisation or private conces- 
don. Опе expert—V. I. Zazeraky—caloulates the net profit to the 
city by buying ont existing concerns, at several million roubles 
per annum, beginning with 1917; whilst another expert—A. L. 
Wolf—calculates that the profite from the year 1920, assuming that 
the present tariff for power will be reduced from 33 oopecks to 
15 copecks per KW.-hour, will be about 2,500,000 roubles a year 
more than is at present obtained as the town's share of the existing 
companies’ profits. As these are considered reliable estimates, it is 
looked upon as safe that the city will make a profit out of the 
venture, According to the report of the Committee, the consumv- 
tion of power for private use increased between 1904 and 1913 
from 16,883,000 to 43,533.000 Kw.-hours, or at the rate of 16˙5 per 
cent. per annum; for industrial purposes the increase registered 
during the period named was from 12,133,000 to 42,123,000 Kw.- 
hours, or 247 per cent. per annum. [1 rouble = 28. 13d. ; 1 copeok = 
1 farthing. ] 


Institation and Lecture Notes.—Royal Society of 
Arts.—The following evening lecture arrangemente are announced 
up to the end of March :— | 

Prof. Vivian B. Lewes, lectures on Motor Fuels.“ Mondays, February 
And and March ist 


Prof. W, J. Ashley » ‘*Boonomios of the War." Wednesday, February 2ith. 
1 W. Gordon, Patent Law Reform and the War.“ Wednesday, 


Мг. Н. M. Thornton, . Industrial Uses of Coal Gas.“ Wednesday. 
March 17th. 

Igranic Engineering Society.—A course of three lectures on 
" Ancient Eogineering in Peace and War" was recently delivered 
by Mr. R. P. Howgrave-Graham, M.I.E.E., at Bedford. The 
arrangemente were made by the Society, and resulted in raising & 
aH eum in aid of the Prince of Wales's and Belgian Relief 

unde, 


Patents and Alien Enemies.—Licences have been 
granted by the Board of Trade to Messrs. Bi-Metals, Ltd., in 
icem patents No. 18,557/03 (Callmann) and No. 17,624/04 


Inquiry.—Makers of papier-miché bobbins are asked 
for. 


Appointments Vacant.—Assistant electrical engineer 
(£170), for Redditch U. D. O.; office and line telegraphiste, for 
Divisional Signal Company, Royal Engineers (Reading), new 
Regular Army ; junior assistant electrical engineers, over 19 years 
of age (152), for Newoastle-upon-Tyne Electric Supply Co.; over- 
head lines man for car-shed repairs, for Burton-upon-Trent Tram- 
waya. Particulars are given in our advertisement pages. 


Miners’ Dispute.—Last week's conferences at Leeds 
resulted in the settlement of the Yorkshire miners’ dispute, the 
men's demands being agreed to for the duration of the war. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 

` ELECTRICAL RBVIEW posted as to their movements. 


Central Station Officials.—At the Islington electri- 
city works last Friday MR. JARRATT (the assistant mains engineer) 
was presented with a music cabinet to contain automatic music 
rolls, on his leaving to take up the post of. mains superintendent 
at the Swansea Borough Council electricity works, under Mr. Burr. 
The presentation was made by Mr. MacAlister, the chief assistant, 
on behalf of Mr. Gay, who sent an apology for his absence. Mr. 
MacAlister referred to the satisfaction that Mr. Jarratt had 
always given in the testing department and the mains department. 
Mr. Marks, the present testing engineer, who is serving with the 
Foroes, has been appointed to the post vaoated by Mr. Jarratt 
(eubjeot to the Council's decision), at the conclusion of the war. 
Mr. Bradshaw (mains superintendent) endorsed very heartily all 
Mr. MacAlister's expressions in regard to Mr. Jarratt. Mr. Jarratt 
feelingly responded, and said thst although it seemed very nioe to 
leave and take up a new post, when it came to the point it was like 
turning away from home. 

"The Greenock Corporation Electricity Committee has unani- 
mously recommended the appointment of Mr. W. B. SMITH, 
A. M. I. E. E., as chief assistant engineer of the electrical undertaking, 
consequent upon the appointment of Mr. J. H. Parker as chief 
assistant at Croydon. Mr. Parker has been granted an honorarium 
of £25 for his services as interim manager of the Greenock works 
before the new chief took up his duties. 

Mr. A. C. GLOVER has been appointed to a position on the staff 
of the Cornwall Electric Power Oo., and commences his duties on 
let prox, 

Mr. V. A. WOODLAND baa resigned his position as chief meter 
inspector to the Watford U.D.C., and has taken a position as meter 
tester, &c., at the Hampstead Corporation Electricity Department. 


General.—Mr. Oscar MoLL, director of the German 
Atlantic Cable Oo. at Cologne, Germany, retired from the service 
at the end of 1914, after 46 years of successful work in cable tele- 
graphy. He was born at Berlin, in 1850, and, in 1867, he joined 
the Electric and International Telegraph Co. of London, and, two 
years later, the Indo and European Telegraph Со. as clerk-in- 


charge of the London station. Оа the formation of the Direot 


United States Cable Co. in 1874, Mr. Moll occupied the position of . 
assistant to the manager, and became manager in 1888. In 1889 
he undertook the management of the Deutsch-Atlantische 
Telegraphengesellschaft of Cologne. For the. last 15 years Mr. 
Moll has been director of the company and his broad knowledge 
of cable matters, and his great abilities, contributed considerably 
to the rapid development of this concern. Mr. Moll took pert 
in the International Telegraph Conferences at Budapeat, for the 
Direct United States Cable Co., and at London and Lisbon for the 
Deutsch-Atlantische  Telegraphengesellschaft. — Zelegraph and 
Telephone Age. | 

Мв. A. HATTON, electrical engineer on Government work at 
Portsmouth, was married at Southsea a few days ago to Miss 
Frances Boyle, of High Lea, New Mills. 

The staff of the Burton and Ashby-de-la-Zouch Light Railway 
Co. have presented a rosewood inlaid drawing-room clock to MR. 
W. J. McDONALD, traffic superintendent, who is leaving for Wake- 
field. His successor is Mr. W. Barton. | ' 


Obituary.— Mn. EpwARD CHAPMAN, a member of the 
Orewe Town Oouucil and chairman of the Electric Light Com- 
mittee, died on February 12th. 


—— 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Burnham and District Electric Sapply Co., Ltd.—Deb. 
dated February Srd, 1915, to secure £1,000, charged on the company’s under- 
taking and pro . present and futare, including uncalled capital. Holders : 
Lioyds „Ltd., 71, Lombard Street, Е.С. 


Torquay Electric Light and Power Co., Ltd.—Particularsa 
of 21,000 second deb. created February 8th, 1915, filed pursuant to Beo. 98 
(8) of the Companies’ (Consolidation) Aot, 1908, the whole amount being 
now issued. Property charged: The company's undertaking and property, 
present and future, including uncalled capital, No trustees. 

Bourton-on-the-Water Electric Light and Power Co., Ltd. 
—Mortgage dated February 5th, 1915, to secure £300, charged on certain lands 
and premises at Bourton-on-the-Water, Glos. Holders: Cheltenham and 
Gloucestershire Permanent Mutual Benefit Building Society, 18, Olarenoe 
Street, Cheltenham. 

Walsall Electrical Co., Ltd. (37.696).—Capital, £20,620 in £1 
shares; return dated December 25th, 1914; 12,000 shares taken up; £10,000 
paid; £2,000 considered as paid. Mortgages and charges : £3,000. 

Railless Electric Traction Co., Ltd. (98.728).—Capital, 
£5,000 in 4,750 ord. shares of £1 each and 5,000 def. shares of 1s. each. Return 
dated January 140, 1915; 2,571 ord. and 6,000 def. shares taken up; £1 per 
share called up on 2056 ord. shares; £1,916 paid, leaving £140 in arrears; 
£765 considered as paid, being £1 per shareon 515 ord. and ls. per share on 
5,000 def. shares. Mortgages and charges, nil. 

United Electric Car Co., Ltd. (57,082).—Capital, 2300.000 in 
£1 shares (£160,000 pref.) Return dated “eptember 30th, 1914; 150,000 ord. 
and 100,000 pref. shares taken up; £250,000 paid. Mortgages and 
charges, nil, $ | А 
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__ CITY NOTES. 


Central London Railway Co. 


Tae report submitted at the annual meeting held yesterday 
gave the following results for the year ended December, 1914: 


Decrease 
compared 
| with 1913. 
Gross receipts of railway, etc. £244,001 £10,146 
Expenditure si sine я 144,359 3,183 
| £100,332 £6,963 
Miscellaneous receipts, (net) from 
rents, interest, ete. m 32,685 3,578 
Total net income ...  ..  .. £138,017 £10,541 
Add balance from last account 20,879 6,340 
£153,896 216,881 
Deduct interest, rentals and other fixed 
charges : " 38,133 165 
See = 3 
£115,763 416, 716 
Deduct dividend on 41 per cent. prefer- 
ence stock 905 e те Е 21,600 — 
Balance available for dividend on ordi- 
nary, preferred ordinary and de- 
ferred ordinary stocks : £94,163 £16,716 


— 


After paying the dividends reported in our last issue, £15,413 
is to be carried forward. "The capital expenditure amounted 
to £52,099. The decrease in the traffic receipts is mainly 
attributable to the war conditions. Owing to the war the 
work in connection with the extension railway between Wood 
Lane and Ealing Broadway has not progressed very rapidly, 
and the date of completion will therefore be delayed. 


The company's Bill, which sought 


owers to construct four subwavs, the 
installation of escalators at Shepherds 


ush, Oxford Circus and the Bank, and 
the enlargement of tunnels at Holborn, received Royal Assent last July, as 
did also the London Electric Railway Bill. The company has a Bill now 
before Parliament to make further provision respecting the capital and under- 
taking of the Metropolitan District Railway Co. to confer further powers on 
the London and South-Western Railway Co. in respect of their Wimbledon 
and Fulham Railway, and on the Wimbledon and Sutton Railway Co. and 
for other purposes. 


City & South London Railway Co. 


THE annual meeting was held on Tuesday at the Westminster 
Palace Hotel. The report subinitted contained the following 
results for the year ended Deceinber, 1914 :— 


Inc. or Dec. 


compared 
1914. . with 1913. 
Gross receipts of railway, etc. £136,844 — £9,759 
Expenditure 5 25 93,967 + 3,054 
| | £49,877 — £12,813 
Miscellaneous receipts (net) from | 
rents, etc me a 5 9,073 + 698 
Total net income ign is £51,950 — £12,115 
Add balance from last account 738 — 1,850 
452,688 — £13,965 
Deduct interest, rentals and other 
fixed charges ы 28,321 — 630 
424,367 — 413,335 
Dividends on preference 
stocks ТУ wee 480,000 
Less chargeable to capital 
under provisions of Act , 
of 1913 5,633 
| — 24,367 — 10,747 
Balance available for dividend on 
consolidated ordinary stock — — £2,588 


The interim dividends, which in July, 1914, were declared 
upon all four of the company's preference stocks, absorbed 
£21.250. "The balance estimated as available for dividend for 
the six months to June Uth, 1914, not having in fact provided 
that sum, it was to the extent of £5,633 provided out of 
capital. In view of the necessary uncertainty of the duration 
of the war, the directors think it undesirable that any further 
appropriation of capital under that enactment should for the 
present be made. The balanee available for dividend for the 
second half of 1914 amounts to £3,750, which it is proposed to 
apply in payment of a half-year's dividend on the preference 
stocks of 1891 and 1896. The capital expenditure during the 
vear was £24.767. Under the terms of an agreement dated 
April 28th, 1914, £412,000 four per cent, debenture stock wag 


allotted and issued to the Underground Co. It was proposed 
to utilise the proceeds from the sale of this stock towards the 
various improvements on the railway; but in consequence of 
the outbreak of war, the directors, notwithstanding the fact 
that their financial and other preparations for beginning the 
enlargement of the tunnels and the other great improvements 
contemplated by the company's Act of 1913 had been com- 
pleted, and the necessary arrangements made with the con- 
tractors, did not feel justified in proceeding with the works. 


Mr. C. B. Stuart Wort ry, K.C., M.P., presided at the meet- 
ing on Tuesday. He said that but for the war they would now 
have been well forward with the reconstruction of the railway. 
They would have been within twelve months of finding them- 
selves the owners of an improved railway and new and larger 
roling stock. When the war came they had actually passed 
their plans and drawings, made arrangements with contrac- 

rs, and raised a portion of the money. Perhaps it was as 
well that at that moment no contractors’ men had as yet been 
set at work, for in that case they would now have been coin- 
mitted to going: continuously forward with difficult under- 
ground works in spite of greatly enhanced rates for labour and 
materials. The war had also had its effect on their traffies and 
accounts. During the mobilisation in August they carried 
soldiers and sailors free, and ever since the beginning of the 
war all pleasure traffic, and most of the evening traffic, had 
greatly fallen off. At the same time the adverse influences 
continued which had already told so heavily upon their earn- 
ings in previous years, and which were accepted by Parliament 
in 1913 as sufficient ground for permitting the fundamental 
changes by which it was hoped to counteract them. The result 
on the receipts side was that the gross railway earnings were 
down by £9,760. There were, however, some grounds for hop- 
ing that this decrease would not continue to be progressive, 
for of late there had been a distinct revival in the weekly 
traffhics. Since the beginning of the year traffic increases set 
in which, up to the last completed week of 1915, showed an 
Improvement, as against the corresponding weeks of 1913 and 
1914, of £350 per week on an average. It remained to be seen 
whether this improvement was due to temporary causes, such 
as the removal of 'buses from the streets for service in the war. 
Should it, however, continue for any great part of the new 
year, it would work a most welcome improvement on their 
accounts for 1915. On the expenditure side there was an in- 
crease of £3,054. This time the increase could not be attn- 
buted to higher prices of coal, which, indeed, were slightly 
lower; but there were substantial increases for men's wages. 
amounting to no less than £4,000. The number of City and 
South London Railway men on the pay roll who had rejoined 
the colours or had volunteered for service was not easily 
separable from the total number of men who belonged to the 
staffs of the whole of their group of railways and were serving 
in the war. That total, however. was no less than 1,300 men, 
or 20 per cent, of the whole. The Chairman proceeded to 
refer to the arrangements made for, and allowances to, men 
with the colours. | 

Admiral Sir CYPRIAN BRIDGE seconded the motion, which 
was adopted. 


London Electric Railway Co. 


Ar the annual meeting held yesterday the following results 
for the year ended December, 1914, were submitted :— 


. Inc. or Dec. 
Gross receipts of railways, ete. £712,573 42.746 
Expenditure 345,001 + 12,145 
£367,572 — £14,591 
Miscellaneous receipts (net) from 
rents, interest, ete. T" : 69,372 + 10,371 
Total net income wd GR . . £486,944 — 44.52) 
Add balance from last year’s account 1,086 — 2.021 
£438,000 — £6,541 
Deduct interest, rentals and other 
fixed charges mS 233.236 ＋ 17,977 
Н £204,794 — 424.518 
Deduct appropriation to reserve 8,000 — 
: £196,704 — £234,518 
Deduct dividend on preference stock 126,947 — 
Balance available for dividend. on | 
ordinary shares £24.518 


469.847 
After paving the dividends mentioned in our last issue. 48.000 
is carried to reserve and 411.547 carried forward. 487.971 
of 4 per cent. debenture stock has been issued during the year 
and the capital expenditure was £399,997, Passenger. tretie 
was adversely affected by the conditions which prevailed dur- 
ing the last five months of the vear and prevented any expan- 
sion in receipts for the year which should have resulted from 
the various extensions and improvements. The extension ef 
the company’s line at Charing Cross was completed and 


du 
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brought into operation in April last. The arrangements for 
the interchange of passengers between this company’s sta- 
tions and the station of the Metropolitan District Railway Co. 
at this point, where escalators have been installed, have been 
working very satisfactorily and are much appreciated by the 
travelling public. The escalators constructed at Oxford Circus 
station were placed in service in May last, and the opening of 
the new concourse booking hall at the basement level has 
very satisfactorily met the traffic requirements at this busy 
station. Escalators have also been constructed at Baker Street 
station, making a convenient means of interchange of pas- 
sengers with the Metropolitan Railway, and were placed in 
service in October last. Rapid progress was made with the 
extension from Paddington to Queen's Park and a portion was 
opened for public traffic on January 31st, 1915. The company 
has à. Bill before Parliament, as mentioned in the Central 
London report above. i 


Metropolitan Distriet Railway Co. 


A? the annual meeting held yesterday the directors reported 
that the normal course of the business of the company was 
necessarily disturbed by the outbreak of the European war. 
The control of the railway was taken over by the Government. 
The following is a summary of the receipts and expenditure 
en revenue account :—Receipts of railway, ete., £817,456, 
expenditure £413,970, miscellaneous receipts (net) from rents, 
interest, etc., £115,735; total net income £519,221, plus £12,659 
brought forward. Deduct interest, rentals and other fixed 
charges £343,662, appropriation to reserve £90,000, dividends 
on guaranteed and first preference stocks £124,930, and there 
is a balance available for dividend on second preference stock 
amounting to £43,288. After providing for the dividends men- 
tioned in our last issue, £13,888 is to be carried forward. The 
capital expenditure during the year amounted to £117,400. 
The extension of. the London Electric Railway Co.'s line at 
Charing Cross was completed and brought into operation in 
Арпі. 1914. The arrangements for the interchange of pas- 
sngers between this company's station and the stations on 
the London Electric Railway at this point, have been working 
very satisfactorily and are much appreciated by the travelling 
public. The re-arrangement of the tracks at the Whitechapel 
station was completed and brought into use in October last. 


ot, 


. 3 И. 
London Electric Supply Corporation, Ltd. 


Тнв profit for the year ended December, 1914, is £93,234, 
against £71,753 last year. Adding £5,098 brought forward, less 
interest on temporary loan, £738, the total 1s £97,504. Deduct- 
ing interest on debenture stock to December 818%, 1914, 
£19,494, and sinking fund for redemption of debenture stock 
in 1931, £12,000, there remains £66,100. The dividend on the 
6 per cent. preference shares absorbs £26,952; a dividend of 
4 per cent. on the ordinary shares requires 413, 3207 there is 
placed to contingencies account (making £11,000) £7,000, and 
to reserve account (making 487,500) £10,000, leaving £8,828 
to carry forward. The п fund of £12,000 a year. cumu- 
lative, for the redemption of debenture stock in 1931, now 
ainounts to £37,490, in addition to the fund, £23,118, invested 
to repay capital expenditure in Westminster and St. James’ 
Companies districts, making a total of £60,608. 

"The supply has been efficiently maintained during the 
year. The number of units sold amounted to 46,343,065, as 
against 35,336,223 last year; the total costs per unit were 
ud., as against .62d. last year. The power supplied for trac- 
tion and tramway purposes shows 43 per cent. increase, while 
the power supplied for industrial purposes shows 23 per cent. 
increase, over last year. The average receipt per unit sold 
(lighting and power) was .94d., as compared with 1.04d. last 
year. Attention is directed to these figures in view of the 
Tepeated statements that London is suffering from the want 
of a cheap supply of electric power.“ 

The plant and machinery have been maintained out of 
revenue and are in efficient condition. The directors have 
joined with the other electric supply companies in London in 
depositing a Bill, entitled The London Electric Supply (No. 
2) Bill," in the present session of Parliament. 

Annual meeting : February 25th. 


Tyneside Tramways and Tramroads Co. 


For the December half of 1914 the surplus of receipts over 
expenses is £6,155, plus £1,060 brought forward. After deduct- 
mg Interest on debentures, loans, etc. (£1,004), there remains 
an available balance of £6,241. Dividend on the preference 
Rares (5 per cent. per annum) absorbs £601; a dividend on 
the ordinary shares at the rate of 3 per cent. per annum re- 
quires £2,008; there is placed to reserve for renewals, depre- 
"ation and other contingencies (plus £237 interest on invest- 
ments, and making the fund £19,163) £1.400; to a special 
ve account to meet contingencies £1,500, carrying forward 
£3. The ordinary share dividend for the whole year is an 
Increase of 1 per cent. over 1913. Traffic receipts show an in- 
crease of £2,203 as compared with the corresponding half. 


year of 1918, but for the whole year there is an increase of 


£3,249. 
1912. 1913. 1914. 
Car miles ave wie vis 717.567 ... 720.286 ... 724,097 
Passengers carried jae ., 5,619,201 ... 5,959,601 ... 6,749,161 
Total traffic receipts — .. .. 4596.888 ... £28,570 ... £31,819 
Gross profit n E 89 09.456 ... 459,798 ... £12,009 


Mr. J. T. Merz, who presided at the meeting on the 9th 
instant, said that of the increased traffic £2,488 was for 
ordinary, £537 for holiday, and £224 for workmen's traffic. 
The receipts per car mile averaged 10.54d. as against 9.52d. 
in 1913, and the cost per car mile 6.724. as against 6.39d. 
That showed that the cars were carrying more passengers. 
and the cost was one of the lowest among the tramways of 
the country. The average for 77 tramways was 7.25d., while 
their's was only 6.72d.; that figure was even more reasonable 
when it was remembered that most of the other tramways 
produced their own current and they did not. The reserve 
fund now stood at £19,163. Their aim was always to keep 
£20,000 to meet repairs to rolling stock and permanent way. 
Of their reserve, only £14,000 was at once available, as the 
other £5,000 had been spent on the line as capital. Their 
profit was l per cent. more than in the previous year, but 
it was not proposed to increase the dividend beyond 5 per 
cent. They proposed to put 21.500 to a special reserve. They 
had had some exceptional demands in consequence of the war, 
and proposed to vote a sum not exceeding £200 for charitable 
purposes connected with the war during the next half-year. 
During the past half-year they had spent £85 for similar pur- 
noses. Much of this had gone towards the maintenance of the 
families ‘and dependents of those of their men who had gone 
to the war. As to the future, he could say nothing excent 
that they had been very busv as the result of the activity in 
the engineering and shipbuilding vards. 

A shareholder asked whether the trams had been over- 


loaded; and, further, whether. in view of the rise in the 


price of commodities, they would be likely to be called upon 
to increase the wages of the tramwaymen. | 

The Secretary (Mr. J. C. Little) said the cars were only 
overloaded for one iourney during the “ruash.” 

The CHAIRMAN said they had a demand—he ‘thought a 
reasonable one—in regard to wages. and the directors had 
authorised. or were going to authorise. the staff to arrange 
the matter. The workmen and staff had worked harder than 
usual, and had done it cheerfully and well. As to the increase 
in the cost of living to the workmen, that was a special matter, 


‚апа the staff was to be authorised to arrange with the work- 


men as to a reasonable advance. 
The report was adopted. 


Mersey Railway Co. 


THE train mileage run during the vear ended December, 1914, 
was 543,697 miles as compared with 547.784 for the previous 
twelve months. As the control of the system in common with 
other railways has been taken over by the Government, the 
accounts for the year take a special form. 

Under the scheme of arrangement scheduled to the Mersey 
Railway Act. 1900, as extended by the Mersev Railway Acts, 
1906 and 1910, the pavment of interest on the following deben- 
tures stocks, viz.: 1866, 1871, 1882/3/5 and В, is contingent 
on the revenue of the company available therefor in each 
separate year. The auditors have certified that the revenue 
available for this purpose for the vear amounts to £21,279, 
as compared with 420.202. and this amount is accordingly 
being distributed to the debenture holders as follows :—In- 
terest at 4 per cent. on the 1866 debenture stock £4,664, 
at 3 ner cent. on the 1871 debenture stock £3,000. at 3 per cent. 
on the 1882/3/5 debenture stock 410.800, and 1 per cent. on 
the “B” debenture stock £2.814; balance carried forward £1. 

Annual meeting February 19th. 


— 


city of Buenos Ayres Tramways Co. (1904), Ltd. 


THE annual meeting was held on Monday at Winchester House, 
E.C., under the presidency of Mr. JoHN Heaton. In proposing 
the adoption of the report (Etrc. Rev., p. 225), the CHAIRMAN 
said he had to inform thein that the annuity from the Anglo- 
Argentine Tramways Co., Ltd., had been duly received. Three 
quarterly interim dividends had been paid, and they would 
declare the final dividend that day of 1s. 3d., making the 5s. 
per annuin. In addition, they proposed to add £5,200 to the 
general amortization fund, raising that fund to £37,146. With 
regard to the amortization funds, the auditors reported : '' In 
our opinion, the position of both funds is quite satisfactory, 
and the purpose for which they were instituted has, up to the 
present, been more than fulfilled." It was a source of satis- 
faction to the board to receive such favourable reports in that 


connection from vear to year. The deplorable war now raging . 


in Europe and the climatic conditions existing in the Argentine 
Republic had been adverse to both railway and general 
business, but he was glad to sav 16 had not affected them 
in any way. The board were glad to be able to present such 
a satisfactory report. and they hoped and anticipated the same 
good fortune for the future. 

Mr. E. Н, Woops seconded the motion, and the report was 
adopted. 


* 
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Cambridge Electric Supply Co., Ltd. 


DuniNG the year 1914 there were 183 additional consumers 
connected, and the number of units supplied was 1,011,835, an 
increase of 81,981 units. There was a total profit for the year 
of £11,585, plus £1,199 brought forward. After deducting de- 
benture and other interest £1,816, and placing £3,000 to depre- 

(,908. An interim divi- 
dend of 23 per cent., absorbing £2,209, has been paid, and the 
directors recommend the payment of a further dividend of 34 


ciation fund account, there remains £ 


per cent., making 6 per cent. for the year, absorbing £3,112, 


leaving to carry forward £2,647. The directors have thought 
it wise to increase considerably the carry forward, in view of 


possible emergencies due to the war. 
Annual meeting, February 24th. 


Northampton Electric Light & Power Co., Ltd. 


THE development of the business during 1914 was in all res- 
pects satisfactory. Lamps and motors added (82 Watt lamp 
basis) were 32,883, making a total equal to 191,781 lamps. The 
increase in H.P. of motors is 894, making 3,935 н.р. The output 


has been 3,958,700 units, compared with 3,568,981. The maxi- 


mum winter load was 2,433 Kw., an increase of 154 per cent. 
The generating plant has been increased, and new 

for additional offices have been erected. The general deprecia- 
tion account has been increased by £6,000 (out of which certain 
specific items have been written down), 2425 has been written 
off motors, and £1,750 added to reserve. £787 will be required 
for the dividend on the 5 per cent. preference shares, and 8 
per cent. per annum is to be plaid on the ordinary shares for 
the half-year (making 63 per cent. for the year) £3,140, leaving 
£3,041 to be carried forward. 

Annual meeting, February 25th. 


Bristol Tramways and Carriage Co., Ltd. 


THE gross receipts for 1914 were £454,774, and the working and 
general expenses and renewals £372,185, leaving a net revenue 
of £82,589. After paying debenture interest, 4 per cent. pre- 
ference interest, and interim dividend of 4 per cent. on the 
ordinary, it is proposed to pay a final dividend for the half-year 
at the rate of 5 per cent. per annum (subject to income tax), 
making 44 per cent. for the year, adding to reserve fund for 
contingencies and renewals £8,301. 

The interest on investments has been carried direct to the 
credit of the reserve fund. With the addition of £8,301 now 
proposed, the reserve fund will amount to £960,010. The re- 
ceipts from the tramway department show a decrease of £4,035, 
or 1.65 per cent., whilst those of the carriage department have 
increased by £34,811, or 19.92 per cent. Passengers carried on 
the cars and motor omnibuses were 58,301,585, as compared 
with 56,790,309 in 1913, an increase of 1,511,276. 


The operation of motor omnibuses in Bristol has been further developed. 
Three of the existing routes have been extended, and on three additional routes 
new services have been inaugurated, New services have also been commenced 
between Gloucester and Tewkesbury and between Weston-super-Mare and 
Worle, The opening of further routes in Bristol and elsewhere in the near 
future is contemplated. In order to cope with the continued expansion of the 
business of the carriage department, additional rolling stock has been put into 
service, and in addition to other extensions and alterations of premises, the 
Bath and Cheltenham garajes have been considerably enlarged, and а com- 
modious depót and garage is іп course of erection at Avonmouth so as to 
provide for the rapidly growing requirements in that locality for motor omni- 
buses, cabs and commercial vehicles. The Motor Constructional Works at 
Brislington, since the outbreak of war, have been chiefly devoted to the execu- 
Поп of work for the Government. Seven hundred and eighteen men in the 
company's employment have joined His Majesty's forces. 

The Bill promoted by the Corporation last session was amended, and if the 
Corporation now elect to purchase thev must acquire the whole of the com- 
pany's tramways and light railway undertakings both within and outside the 
city. Under the terms imposed by Parliament, the portions. on which the 
Corporation have no immediate option (about one-sixth ol the company's 
system) must be purchased with due allowance for computed profits over vari- 
ous periods, the period for the larger portion being 32 years from the present 
time. It is proposed to extend the Memorandum of Association to include the 
execution of Government and other contracts and the addition of new depart- 
ments embracing the manufacture of aircraft, war material, the supply of 
electricity, and other matters. | 


Annual meeting, February Y2nd. 


Liverpool Overhead Railway Co. 


For the year 1914, the gross revenue receipts (including esti- 
mated amount receivable under agreement with the Govern- 
ment) were 491.668. and the working expenses. including 
appropriation to reserve funds, £61,245, leaving £30,424. 
Passengers carried— 1913. 1914. 

First class 1,456,694 .. 1.527.636 


Third class (including tramways) 7.517.715 ... 7.745.356 
Workmen (special return tickets) 4,208,912 . .. 4,088,952 
Total .. — . 13.188.321 ......... 13.361.944 


After referring to the assumption of control by the Govern- 
ment in August, the directors state that. deducting from the 
above figure. £30,425. the amount of debenture interest, £6,755, 
and adding 46.275 brought forward. there is available for divi- 


dend 429.914, out of which interim dividends have been paid for 


the half-year ending “th June last, at the rate of 5 per cent. 
per annum on the preference shares, absorbing £3,000, 5 per 
cent. per annum on the 1900 shares, £965, and 94 on the 
ordinary shares, £6,250, leaving available lor tinal dividend 


uildings 


^ 


£19,728. The directors recommend the declaration of dividends 
for the December half-year at the rates of 5 per cent. per 
annum on the preference shares, and 3} per cent. per annum 
(making 3 per cent. for the year) on the ordinary shares, pay- 
able on. and after 26th February next, leaving £7,013 to be 
carried forward. ! 

Annual meeting, February 23rd. 


National Electric Supply Co., Ltd. 


THe annual meeting was held at Preston on February П, 
Mr. JoHN Воотн presiding: The Chairman said that until the 
outbreak of war there seemed every probability that the com- 
pany would enjoy another record year, with an increased diyi- 
dend. Asit was, they had reason to be thankful that after five 
months of war they had held their ground, and were in a posi- 
tion to recommend the same dividends as twelve months ago. 

А year ago they adopted a profit-sharing „scheme with the 
employés, and from his own experience of similar schemes in 
other businesses he felt sure that they had done the right 
thing in making the men feel fhey were partners in the con- 
cern. In the revenue account, by the new larger battery 
of accumulators they had inade a saving of £577 in fuel, but 
they had to spend about £90 per annum more in the upkeep 
of the battery. There was a rapidly growing demand for elec- 
tric heating and cooking appliances, and they found that a 
satisfied customer was their best advertising agent. 

During the year they had added a larger number of new 
consumers than ever before in one year. Against this they 
had a decreased consuinption from shops through closing 
earlier, and a considerable falling off in the demand from 
power-users. 
That would have been much larger but for the revenue from 
new consumers. They were proposing to again put £5,000 
to reserve for depreciation and to write £500 odd off old meters, 
bringing the total reserve for depreciation to £50,669. The 
stores and stock of meters were now in such a healthy con- 
dition that he was hoping they would not require any more 
special amounts for some time. Dividends at 4 per cent. for 
the year, making with the interim dividend 8s. for the year, 
ulso £2 145. 3d. per share on the founders’ shares, were de- 
clared. 


Smithfield Markets Electric Supply Co., Ltd. 


Sır Н. S. Leon, Bart. (Chairman), presided on Friday, at the 
offices, 57, Charterhouse Street, E.C., over the annual meeting of 
thecoinpany. In moving the adoption of the report (ELEC. REv., 
p. 225), he said that the total capital expenditure during the 
year was only £100. The Diesel plant installed two years ago 
had not been paid for, nor would it be until their dispute with 
the company was definitely settled. The engines were of bad 
design, and consequently gave a great deal of trouble and 
were a source of continual expense. Dearer fuel and the cost 
of keeping the oil plant in working order accounted for the 
increase in the revenue account. The cost of maintaining the 
plant was much greater than it ought to be, and was likely 
to be heavier still. The price of oil fuel was on the increase, 
but so far they had been fortunate in having a contract, which, 
however, they could not hope to renew on the same terms. 
The increase in lamp renewals of £270 was the result of the 
concession to the consumers which was arranged before the 
metallic lamp came into use, and it was made to meet the 
gas competition. The result was that they had retained prac: 
tically the whole of their customers, whilst new ones had been 
obtained. On the other side of the revenue account, sales of 
current showed, a decrease of £571, part of which, however. 
Was an item payable to the Corporation on the basis of the 
percentage of gross receipts under the terms of the companys 
contract with them. They had suffered, perhaps, less than 
most lighting companies from the war, but it was impossible 
to say what the future might have in store. The number of 
units sold was greater than last year, but the average price 
obtained was lower. The lamps connected showed a satisfac- 
tory increase. ln view of the conditions prevailing and the 
prospect of increased expenditure, the Board had decided that 
they would not be justified in paying more than 2 per cent., 
and the balance of £1,330 would be carried forward, against 
£79] last year. The balance sheet showed that they were ш а 
healthy position financially. They had £10,000 on deposit and 
nearly £4,000 besides due at the end of the year, most of which 
had already come 1n. | 

Mr. J. BROWNE MARTIN seconded the motion, and the report 
was adopted. 


Westminster Electric Supply Corporation, Ltd. 


Тнк directors report that during 1914 the total power of lamps, 
motors and apparatus connected advanced from 39.646 KW. 
to 41.20] K. W. 

Continuous current mains have now been laid in more than 
97 miles of roadway, making 395 miles of ways, into which 
upwards of 285 miles of copper (strip and cable) have been 
drawn. In addition six miles of trunk mains (35 miles of 
wavs) are laid in the company's area to connect the stations 
with the Central Electric Supply Co.'s station at St. Johns 
Wood. 


The total sales showed a falling off of £226. 
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After paying the interim dividend on the ordinary shares 
and the full year's dividend on the 44 per cent. preference 
rbares the balance is £26,198. Out of this a dividend at the 
rate of 8 per cent. per annum, less income tax, for the past 
half-year, 1s to be paid on the ordinary shares, making 9 per 
cent. for the year, carrying forward £5,802. 

Mr. C. S. Gilman has been elected to a seat on the board, 
to fill the vacancy caused by the death of Lord Suffield, who 
was the first chairman of the company, and had served as a 
director for 25 years. 


7 


Quantity utilised :— 2 Units. 
Sold to consumers (including А.С. supply of 1,404,493) ... ... 22,200,874 
Used on woeks | .. .. .; ш. „353.360 
Total P oe ese ^ wee eae see ace "PP ote eee 22, 554. 84 
кж. on circuit a А sik "m ies uis 41,201 


Annual meeting February 94th. 


Notting Hill Electric Lighting Со, Ltd. : 


"”рсвіхо 1914 £4,129 has been expended on capital account, 
making the total £252,121. The expenditure exceeds the re- 
ceipts by £42,769. The cost of the joint station at Wood Lane 
to date has amounted to £218,187, and joint debenture stock 
amounting to £231,500 has been issued. The redemption of 


this stock is secured by cumulative sinking funds, which now 


amount to £66,045, invested in trustee securities. · 
PROGRESS TABLE: 
1912. Equivalent of 8 С.Р. lamps connected, 211,338. Profit, £24,436. 
1913. do. do. 222,350. do. 24,465. 
1914. do. do. 234,608. , do. 24,221. 

The consumers now number 4,293 and, with the exception 
of 23, are supplied at 200 volte. 

Revenue from the sale of current amounted to £42,087, 
showing а decrease of £759. The loss of net revenue attribu- 
table to the Government war regulations, restricting the light- 
ing in London, amounted to nearly £2,000. From the avail- 
able net profit of £26,663 the following sums are deducted :— 
Depreciation, renewal and reserve fund £3,000, debenture in- 
terest £2,405, Kensington and Notting Hill joint debenture 
stock—(debenture interest £2,668, interest on loans £324, sink- 
ing funds £1,643), income tax £1,499, distributed to staff under 
ратар scheme £253, leaving £14,871 available for divi- 

nd. 

After paying the 6 per cent. preferred dividend, one of 5s. 
per share less tax is recommended on the ordinary shares, 
absorbing £6,241, carrying forward £656. 

The scheme of co-partnership with the company’s staff, 
brought into operation during 1912, is still working satisfac- 
torily. Under this scheme there will be distributed among the 
staff an addition to their wages of 8 per cent. 

During the past year communications have passed between a group of Lon- 
don electrit lighting companies, of which ours is one, and the L. C. C., in con- 
топ with a Bill entitled the London and District Electric Supply Bill, but 
the necessary majority did not vote in favour of the Bill at the County Council 
meeting. Meanwhile, with a view to facilitating combination, the companies 
are associated in promoting the London Electric Supply (No. 2) Bill, intituled 


a Bill to constitute a company with powers to supply electrical energy in an 


area comprising the Administrative County of London and adjacent areas; 
lo transfer to such company certain existing undertakings and to make provision 
for imoroving the supply of electrical energy; to make provisions for trans- 
ferring the undertaking of the company to the L.C.C. or other public body; 
for authorising agreements or arrangements between the company and the 
L.C.C. or other public body; and for other purposes. 


The directors refer with regret to the death of their esteemed 
colleague, Sir Joseph Wilson Swan, F.R.S. They have elected 
Mr. Lionel Jacob, of 32, Fenchurch Street, E.C., to the seat 
on the board. 


Units generated and purchased ... Р 8 ux A . . 3.509.440 
Units sold Public lamps ... 851 x oe bu spe và 63,589 

Private consumers by meter bas . . 2,475,823 

Total Old ... та ais m T m . 2.539.412 
Units sold on works se sre T s EET bes 14,600 
Total accounted for . EN E ae zn s ds .. 2.554.012 
Vaits expended in distribution, transformers and accumulators 955.428 
Number of public lamps zu ees dud id $i ve 53 
Total maximum supply demanded in kilowatts on a 1,669 


Annual meeting, February 23rd. 


Paisley District Tramways Co. 


Tue revenue for the year ended December, 1914, was £61,999, 
and the expenses were £42,025, leaving £19,974; less general 
interest £938, debenture interest £3,200, debenture sinking 
fund £1,500, leaving £14,335, plus 42.865 brought forward. 
Out of the balance of £17,200, £4,500 has been placed to 
general reserve, £7,500 is absorbed by the dividend on the 
5 рег cent. cumulative preference shares, £2,000 is placed to 
1 share sinking fund, and 43, 200 is to be carried 
Award. 

The traffic receipts show a decrease of £845. For the first 


six months of the year there was an increase of £777, but for 


the second six months there was a decrease of £1,662 due to the 
War. Considering the circumstances the traffic receipts are 
mtisfactory. The amount spent on the maintenance of the 
track and roadway is again very heavy, and larger than in the 
[revious year, but the condition of the track is much im- 
proved. The directors regret that the profits will not allow of 
195 dividend being paid on the ordinary shares. Mr. Fred 
Е. the company’s general manager, held а commission as 
-aptain of the 5th Black Watch (Territorials), and was called 
cut at the commencement of the war, and is now serving. In 


addition 79 members of the staff and men have joined the 
colours. The difficulties in carrying on the ce in the 
abnormal circumstances have been largely overcome by the 
exertion and loyalty of the remaining members of the staff and 
men, who have done their part and kept things going. 
"Resolutions are to be submitted to the meeting modifying 
the trust agreement with reference to the special preference 
shareholders’ sinking fund. | 

Traffic Average Car 


Year. Milesopen. Passengers. Receipts. Fare. Mileage. Cars. 


1912 .. 17.98 ... 19,659,662 ... £58,329 ... 1.04 . . 1.284.323. 60 ^ 


1913 |. 18.25 .. 14408489 .. 62,459 .. 1.04 .. 1,949,462 ... 60 
1914 .. 18.25 .. 19,755,904 .. 61,614 .. 1,07 .. 1,378,190 . 60 


Annual meeting February 22nd. 


Electrical Distribution of Yorkshire, Ltd. 


THE dccounte for the year ending December, 1914, again show 
steady progress. The net profit for the three years ending 31st 
December is as follows :—1912, £1,903; 1913, £2,569; 1914, 
42.964. Including £573 brought forward there is a disposable 
balance of £3,587. ue wad 

The directors recommend a dividend (free of income tax) for 
the year 1914 at the rate of 6 per cent. per annum on the 
ordinary shares requiring £1,809, increasing the reserve fund 
to £3,000 by adding £1,000, and carrying forward, subject to 
directors’ remuneration, £727. 

In February last 12,500 further shares of £1 each were conditionally 
allotted at par to the shareholders in реше: to their cespective holdings, 
applications being at the same time invited for any shares not taken up. 
The shares were over-applied for. 

The company now hold electric lighting provisional orders for the following 
16 districts in the West Riding of the county :—Ardsley, Birstall, Calverley, 
Castleford, Darton and District, Farsley, Gomersal, Goole and District, Greet- 
land, Hipperholme, Horsforth, Liversedge, Ossett, Rothwell and District, 
Sowerby Bridge, Wombwell and Worsborough. 

During the year, supply was commenced in Birstall, Goole 
and district, Rothwell and district, and Wombwell and Wors- 
borough. With two exceptions, a supply of energy was being 
given at the close of the year under all the above orders. The 
necessary works are being proceeded with, and supply will be 
available within the next few weeks, in respect of the whole 
of the orders held by the company. Applications are being 
made for E.L. orders for other districts in the West Riding. 

Annual meeting February 23rd. 


Electrical & Industrial Investment Co.. Ltd. 


THE annual meeting was held on February llth at Electrical 
Federation Offices, Kingsway, Mr. E. GARCKE presiding. 

The CHAIBMAN, in proposing the adoption of the report 
(Ес. Rev., p. 189), eaid that in order to adequately under- 
stand the operations of the company during the past year, one 
ought to divide the revenue account into two parte—the first 
half of the year which was more or less normal, and the 
second half, when things were altogether abnormal owing to 
the war. The first half-year yielded fairly satisfactory results, 
while the second half had brought them some losses and many 
disappointmente. The dividends and interest received and 
sundry other profits amounted for the year to £34,295, com- 
pared with £28,330 for the preceding year, and the net profit, 
after deducting management and general expenses, income 
tax, etc., was £23,444, as against £20,751 in 1913. Last year, 
however, 9 had to deduct £3,091 from the net profits as 
expenses on the issue of debentures, so that, in fact, the net 
result for 1914 was £5,784 better than was obtained in 1913. 


On the whole, the net results compared favourably with those : 


of the previous year, but they were not so good as they would 
have been if the war had not caused some dividends and 
interest to be kept back. This year he was afraid owing to 
the war conditions a larger number of dividends would be 
suspended, and for that reason the directors had deemed it 
advisable to pay ea 6 per cent on the 7 per cent. preferred 
ordinary shares which were created last March. Pro- 
ceeding to deal with the company's investments, the 
Chairman said that the majority of the securities were 
in electrical undertakings of which they had knowledge, 
but they by no means confined their operations to 
that class of investment. They had strictly adhered to the 
principle which they decided to adopt at the formation of the 
company—to keep the capital account distinct from the 
revenue account; to enter all investments at their actual 
cost; and place any surplus obtained by the realisation of in- 
vestments to reserve in order to meet any deficiency on the 
realisation of other investments. That reserve now stood at 
£28,298 as against £24,923 at the end of 1913. The aggregate 
book value of the investments and loam after deducting that 
reserve was £648,629. At the last meeting he stated that a 
valnation made at the date of the last annual report showed 
a surplus of £8,000 in excess of the whole of the capital and 
liabilities of tha company. Considering the very heavy depre- 
mation which had taken place owing to the Balkan war and 
the general political unrest at the time, that was quite & 
satisfactory position. Unfortunately, however, the present 
war had altered everything and necessitated  re-valuation of 
their profits as well as of their ideas. If an estimate were now 
made of the realisable value of their securities a heavy depre- 
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cation would be shown. There was, however, no legal or 
other necessity for dealing with that depreciation at present, 
for the company having adopted the principle of keeping 
capital account and revenue account distinct, there was no 
valid objection to their distnbuting the profits which they 
made, although the market value of the investments was less 
for the time being than the cost price at which they stood in 
the books. It was evident, however, that it would be better 
if they could have a balance sheet which showed the whole 
f their capital to be intact. At the present time, especially, 
such a balance sheet would place the company in a strong 
osition for dealing with the situation created by the war, and 
or earning increased profits. They had, therefore, conferred 
with the larger holders of the deferred ordinary shares as to 
what should be the policy of the company on that question. 
They were in an exceptionally favourable position to adjust 
their capital account to the revised value of their investments, 
because the deferred ordinary shares, of which there were 
90,000 of £1 each fully paid, were entitled to all the surplus 
profits after the preferred orinary shares had received 7 рег 
cent. in any one year, and they were also entitled in the dis- 
tribution of assets to any solus remaining after the deben- 
tures had been paid off. It was practically a matter of indiffer- 
ence to the holders of the deferred ordinary shares whether 
their shares had a denomination of £1 fully paid or of 
ls. full paid or any other denomination, as they received 
the entire surplus both of assets and of profits. irrespec- 
tive of par value of their shares. As a matter of fact, 
it was better for the holders that the nominal value of 
the shares should be IS., which would give them a 
higher market value, than that they should remain at the 
nominal value of £1 and have a smaller market value. The 
larger holders of those shares agreed with the directors that it 
would be wise to reduce the company's capital by writing 


down the deferred ordinary shares to 18. each. The effect of 


that policy would Бе to plaee the company in a strong position 
and to improve its facilities for exchanging some of its present 
depreciated securities for others which promised to prove of a 
more profitable character. The proposal would not directly 
affect the holders of the debentures. the preference, and the 
preferred ordinary shares, but those holders would all benefit 
п due course by the improvement in the position of the com- 
pany, which it was anticipated would follow from the adoption 
of that policy. The directors proposed at an early date to con- 
vene an extraordinary meeting, and also a class meeting of the 
deferred holders, in order to consider this proposal. ; 
Мт. C. H. Dane seconded the motion, and the report was 
adopted. 


St. James’ and Pall Mall Electric Light Co.. Ltd. 


THE annual meeting was held on Tuesday at Carnaby Street 
Station, Golden Square. Mr, Warrer Lear, who presided, 
said that the year began with most favourable prospects, and 
for the first six months the revenue was growing steadily, and 
when they declared the usual interim dividend in July they 
had every reasonable confidence that at the end of the year 
they would be able to sustain the dividend at 12 per cent. 
without the least difficulty. Thè effect of the war upon their 
revenue was instantaneous. He was not going to complain 
of the police regulations with regard to lighting, but they sup- 
plied a larger number of well-to-do shops than any other light- 
ing company, and it was upon those establishments that the 
restrictions had fallen most severely, The result.was that their 
sales had fallen from 11,605,000 units to 11,171,000, a decrease 
of 317 per cent., and their revenue showed a drop of 4.1 per cent. 
That might seem a small decrease in itself, but it became 
serious When they considered that it was entirely due to the 
second half of the year. and that the first half showed a 
marked improvement on the first six months of 1913. The net 
revenue had amounted to £34,347, against 435,942. and it 
would seem at first sight as if the smallness of that drop was 
very satisfactory under the present circumstances. There 
again, however, they had to remember that the special appro- 
priations which they had been for some time making out of 
revenue for the replacement of obsolete plant came to an end 
in 1913, so that this year they had been able to bring into 
revenue more than £3,000 which last vear they set aside. That 
was shown in the reduction of the amount received for depre- 
ciation from £16.209 to 413.009. But for that they would 


show a loss of profit of over £5,000 all in the last half of the , 


vear. That, however, did not measure all that the war had 
cost them. The actual profit available for dividends made 
during the year was £27,133. Of this £17,500 was made in 
the first six months. They had every reason to expect that, 
but for the war, the second half would have been at least 
as good as the first, and that they would have shown not less 
than £35,000 as the result of the whole vear's working. They 
were quite prepared to face a continuance of the war. Sup- 
posing that present conditions continued to the end of the 
year, they had come to the conclusion that that would mean 


an additional loss of £9,000, and in all they would lose £17,000 - 


in 1915 compared to their profits in 1913. That was what they 
had before them in recommending the dividend. On the other 
hand, they had to remember that this loss of profit was purely 
temporary. The earning power of the company was in no way 
affected, and they had every reason to suppose that the moment 
the war came to an end their sales would return to something 
like their old level. On those facte he felt confident that they 


would agree that it would not be prudent to maintain the 12 
per cent. dividend paid last year. Even if they were to pay it 
for 1914, they could not expect to maintain it for the present 
year. ‘They therefore proposed to revert to the old figure of 
10 per cent., which they had paid for many years up to 1913, 
and to put the handsome suin of £4,000 to the contingency 
fund, which, if the worst came to the worst, would enable 
them next year to maintain the dividend at 10 per cent. He 
was glad to say that 42 of the staff, about 24 per cent. of their 
normal establishinent, had joined the colours. While thanking 
and congratulating those who had been privileged to serve 
their country in this way, they must not forget the claims of 
those who had also served their country by staying at work. 
In some ways their task had been the hardest. The work of 
that and other lighting companies was essentially publie work, 
and its maintenance was a matter of very serious responsibility: 
much of it could only be entrusted to men possessing skill and 
experience Which could not be manufactured to order in a 
few months. It was impossible for them to give leave to such 
men, and it should be fully recognised that the post of duty 
for them was not with the colours but here at home. Turning 
to the question of bulk supply of electricity for London, he 
said that the whole matter had been the subject of acute dis 
cussion, and had been taken up by the L.C.C. in a way which 
very materially affected every individual undertaker whether 
company or municipality. The L. C. C. embodied their scheme 
ina Bill, of which the salient feature was to be the establish- 
inert of a single large company to supply the whole of London 
—a company formed outside the County Council, but operating 
under its control. A large majority of the companies had been 
constantlv in conference, and had come to the conclusion that 
it would be well to enter into negotiations with the L.C.C. and 
endeavour, if possible, to work in harmony towards the estab- 
hshinent of such a scheme—always, of course, with full regard 
to the interests of their shareholders. The result of those con- 
ferences was that a Bill was deposited in Parliament which 
provided, among other things, for the establishment of such 
ал operating coinpany as the L. C. C. contemplated. Since the 
Bills were deposited, however, the whole situation had been 
changed. The L.C.C. had failed to obtain the necessary ma- 
jority for the further prosecution of their Bill, and since then 
the Prime Minister's statement in the House that no conten- 
tious business would be taken made it highly probable that the 
company's Bill also would be hung up. Under their scheme 
it was proposed to constitute a company with powers to supply 
electricity in the county of London and adjacent areas; to 
transfer to the company ten of the existing undertakings; to 
rovide for transferring the undertaking of the company to the 
C. C. or other public body; for authorising agreements be- 
tween the company and the L.C.C. or other publie body; and 
for other purposes. As to the principles upon which they were 
proceeding, they had no doubt that by centralisation of admin- 
istration, and though to a less extent of generation, economies 
might be effected in the supply of energy to the London dis- 
trict. In the effecting of those economies they were ready, and 
indeed, anxious, to co-operate both with other companies and 
with the I. C. C. They were prepared to advise the shareholders 
to sell their property either to the L. C. C, or to an amalgama- 
tion at a price and on conditions. But the price and the con- 
ditions must be fair. By a fair price, he meant two things. 
In the first place, proper regard must be had to the position 
of security which that company had attained by prudent at- 
tention to reserves and depreciation in the past. Prudence 
must have its full reward. In this respect they held an excep- 
tionally strong position which they could not allow to be dis- 
regarded. In the second place, the price must be paid in solid 
value—if not in cash, then in some form which might be re- 
garded as equivalent to cash, at least for a very substantial 
part of their holding. Another important principle on which 
all the parties to the conference were in agreement was that 
all centralisation of supply must proceed by development of 
existing resources, and not by scrapping at a blow what had 
been already effected. He did not admit that London, even 
under existing conditions which were forced upon them by 
Parliament years ago. had any reason to be ashamed of the 
cost of its supply ; on the contrary they asserted that the supply 
was at least as cheap as that of any great city in the world. 
There was another consideration which must have forced itself 
upon them during the present crisis. An essential part of the 
more ambitious schemes which had been put forward for the 
cheapening of supply was a huge central generating station 
for all London on the river side below the city. Did they 
think that such a concentration of one of London’s most vital 
supplies at that point would conduce just now to the sense of 
public security? Was not the fact that generation was scat- 
tered over various parts of London an element of safety, and 
even if such a concentration resulted in a fractional reduction 
in the price of the unit, would the gain be worth it? Thev 
had higher interests just now to consider than decimals 
of a penny. The situation was 1n all respects most interesting, 
and he was confident that, even though immediate action was 
likely to be suspended by the war, they would he using ет 
time well in negotiation, whether with the L.C.C, or among 
themselves. 

Mr. ManrBonovaH R. Pryor seconded the motion. 

Replying to a shareholder, the CHAIRMAN said that the com- 
pany was paying half salaries to all the members of the sta 
who had enlisted and was keeping their places open. 

The report was adopted. TEN 
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Neuhausen Aluminium Industry Co.— The directors 
of the Aluminium Industrial A. G, of Neuhausen, have resolved to 
recommend the payment for 1914 of a dividend of 20 per cent. 
on the old share capital, which is paid to the extent of 60 per cent: 
of the nominal capital, as compared with 20 per cent. on sharee, 
which were 50 per cent. paid up in 1913, and a dividend of 10 per 
dent. on the new capital of £360,000, which was issued last year, 
and which is also 60 per cent paid. The sum of £64,500 has been 
placed to the fund created for the purpose of gradually paying up 
the sbares in full out of the profits, so that the fund now amounts 
to £69,500, or 5 per cent. of the total share capital of £1,400,000. 
A year ago there was allocated to this fund, from which free 
payments in 10 per cent, instalments are made on the shares 
which are not fally paid, the amount of £84,000, thus increasing 
the total to £109,000. Ofthis the gum of £104,000 was applied to 
raising the payments on the old capital from 50 to 60 per cent., 
leaving а balance of £5,000, which again rises to 4 69, 500 by the 
appropriation now made from the profits earned in 1914. A 
forther amount of £12,000 was apportioned to the disposition 
fund in 1913, bat for the past year the directors have set aside 


£40,000 for war taxes and risks, and £6,000 for relieving distrees , 


in Switzerland. The balanoe then is about the same 
as in 1913 (£13,000), so that it is assumed the net profite for 1914 
must have exceeded those realised in the previous year by 
£20,000. 


Crossley Brothers, Ltd.—The directors report that 
for the year ending December, 1914, the amount to the credit of 
revenue account is £53,847, out of which a dividend has been paid 
on the preference shares at the rate of 5 per cent. per annum for 
the first half of the year, amounting to £10,085. Itis proposed 
to pay a further dividend for the second half of the year at the 
rate of 5 per cent. per annum on the preference shares amounting 
to £10,085, carrying forward £33,678. Mr. D. Hastings Irwin has 
resigned his seat on the board after more than 42 years’ association 
with the company, Annual meeting, February 21th. | 


Buenos Aires Electricity Co.—The report of the 
Compania de Electricidad de la Provincia de Buenos Аўгев, Ltd., 
states that the gross profit for the year to July, 1914, amounted 
to £86 794, an increase of £6,454. The administration and general 
charges in Buenos Aires were £12,497, as against £20,037, a 
decrease of 25°12 per cent. The average ratio of the working 
expenses was 54°72 per cent., which is not as low a figure as the 
board had hoped for. £9,000 has been appropriated to deprecia- 
tion, and after payment of debenture interest, &o., £10,656 is 
carried to the balance-sheet. 


Bruce Peebles & Co., Ltd.—During 1914 the works 
were fairly well employed with results which show satisfactory 
and steady progress. After deducting administration expenses, 
interest on mortgage debentures and unsecured debentures, the net 
profit is £3,893. Baildings, machinery and plant have been main- 
tained ont of revenue at a cost of 51.449. Owing to other engage- 
mente, Mr, Lee Murray retired from the board early in 1914, and 
another director, Mr. А, Bruce Anderson, perished in the wreck of 
the Empress of Ireland, Annual meeting, February 26th. 


Rushden and District Electric Supply Co., Ltd.—The 
directors report great progress during the past 12 months. which is 
largely attributable to the growth of the power load. The number of 
consumers increased from 56 to 79. The lamps connected (including 
motive power) numbered 5 561 at the end of the year 1914, as com- 
pared with 2,480 at the end of 1913; the units sold have been 
56,993. There is every prospect of a steady and increasing output 
in the near future. 


Metropolitan Railway Co.—The directors recommend 
a dividend at the rate of 1 per cent. per annum for the second half 
of 1914, making 1} per cent. for the year, transferring £12,500 to 
general renewals, and carrying £11,500 forward. 


Bastian Meter Co., Ltd.—The directors recommend 
the payment of the 6 per cent. dividend on the cum. preference 
shares, also one of 3 per cent. on the ordinary share capital for the 
year ended December 31st, 1914. 


South Metropolitan Electric Light and Power 
Co., Ltd.— The transfer books are closed from February 16th to 
March 1st, for the preparation of warrants for dividends on 7 per 
cent, cumulative first preference shares and 6 per cent. cumulative 
second preference shares, i 


Caleutta Electric Supply Corporation, Ltd.—The 
number of units delivered to consumers during the four weeks ended 
December 25th, 1914, amounted te 914,335, compared with 952,773 
in the corresponding four weeks of 1913. The decrease is owing 
to consumers taking leas current on account of the war. 


Kensington and Knightsbridge Electric Lighting 
Co., Ltd.—The directors recommend a dividend at the rate of 
10 per cent. per annum for the half-year ended December 31st 
last, this making, with the interim dividend, 9 per oent. for the 
year. The total for 1913 was at the same rate. EXE 


Oxford Electric Co., Ltd.— The directors recom- 
mend a dividend at the rate of 4 per oent, lees income-tax, 
on the ordinary share capital, for the December half-year, being 
a distribution for the year а the rate of 6j per cent, The rate 
for 1913 was 7 per cent, f 


* 


Mather & Platt, Ltd.—The Financier states that 
the directors recommend a dividend on the ordinary shares for the 
year to December 31st at the rate of 10 per cent. per annum, with 
a bonus of 21 рег cent., both free of income-tax, less the interim 
dividend of 5 per cent., already paid. 


Ottawa Electric / Railway Co.—Fifteen per cent. was 
paid in dividends according to the report presented at the annual 
meeting of the Ottawa Traction Co. held on February 8rd. This 
involved a total cash payment of $281,535. Of this amount 
$204,818 was transferred. The gross earnings were $1,096,459, and 
operating expenses $665,226, The net earnings were $431,232, as 
against $414,100 in 1913. 


Telegraph Construction and Maintenance Co., Ltd. 
It is proposed to distribute, in addition to the interim dividend 
of 5 per cent. paid in July last, a further dividend of 10 per cent., 
together with a bonus of 12s. per share. 

Neweastle-on-Tyne Electric Supply Co.—The Times 
states that the directors announce a final dividend of 3 per cent. 


on the ordinary shares, making 5} per cent. for the year, the same 
as for 1913, | 


STOCES AND SHARES. 


Tuesday Evening. | 


Business in the Stock Exchange moves as quietly as the progress 
of the war on land. А good many members of the House find that 
the number of orders at the present time is considerably less than 
it was a month ago, although that certain sections are busy lis 
shown by the daily number of transactions marked in the Stock 
Exchange Official List. The tedious, and sometimes exasperating, 
delays caused by the Treasury regulations have become part and 
parcel of Stock Exchange life; so that it is clients, more than 
their brokere, who resent the difficulties thrown across their path. 
The tale of Home Railway dividgnds is practically complete, and 
will be finished before the end OF the week, On the whole, thg 
results are disappointing. — MELDE. x 

The railway companies are holding their meetings and issuing 
reporte, but the absence of any details as regards figures is against 
public interest arising in this department. The steam stocks сап 
be bought to pay 51 to 6 per cent. on the money, and something 
between this will probably come to be regarded as the rate which 
investors require from money put into such securities. Io a dull 
market, the firmness of Underground Electric Income bonds stands 
out conspicuously ; on the week, the price is 1 higher at 83}, this 
inoluding the dividend of £3, payable net on the 1st of next month. 
Allowing for the inclusion of the dividend, the yield works out to 
74 per cent. The Oompany’s shares are unchanged. Districts have 
hardened a shade, but Metropolitans further went back to 30, the. 
dividend being considered very meagre. At the вате time, the 
pre-Ordinary securities are very firm. Metropolitan new Prefer- 
ence is 991, South-Western new 1044, and other Preference stocks 
are difficult to get at anything like reasonable prices. ^ . —- 

Brazilian exchange has been upsetting the market for most 
things connected with that oountry. It fell last week to 124d., 
recovered Ad., and is a little easier at the time of writing. On 
this, Brazil Tractions have fallen 2} to 52; and most Brazilian 
securities have also given way. The Argentine group, on the other 
hand, displays more resistance to the few sellers which have lately 
troubled the market. Prices are all firm; indeed, Argentine 
descriptions have begun to re-establish a place for themselves in 
popular favour—a point that will be noted with pleasure by the 
many British holders of stocks and shares of industrial companies 
operating in the Republic. Mexico, on the other hand, merely 
goes from bad to worse, if that be possible. Mexico Tramway 
shares have halved the price at which they stood at the end of 
July, upon the outbreak of war; and the Company's bonds are 
extremely nominal at the quoted value». 

The following price lists show the rises and falls since last 


week :— 
| Home ELECTRICITY COMPANIES, . 
: Mean price. Feb. 16, 1915. Rise or fall 
July 21. this week. 
Brom n Ordinary es ee — 
ao. T per 25: Pref. 1 — 
Charing Ова nary ° а es ee — 
до. do. do. Pref. .. m 4 — 
do do. City Pre ә ве ee ee 4 4 -— 
e1sea .. b. ae 4 — 
do. 43 Deb. e ee 96 — 
е 0. cen в в es — 
do. do. 5 Be e ee ee us 119 —@ * 
do. do. 4àDeb. .. aw 4 
Countyof London... 92 m ee 12 i 
do. do. 6percent.Pref. .. 12 ё 
do, do. 18 Deb... ia wa 1 
do. do. 2nd Deb. T S \ 
Kensington Ordinary T Р EE | 
London Electric . .. 9 2 s vs 1 
do. до. 6 per cent. Pref... ё 
до. do. 1 Deb. as T 
Metropolitan ..  .. Saca cd 
a 43 per cent. Pref. .. 
4$ Deb... is 


0. 
do. 
do. Deb... ee eo 

St. James’ and Pall Mall. x е 
do. do, do. Трегсепь, Pref. 
do. do. do. a$ Deb. vá e. 
South London .. T à 5% P 
South Metropolitan Pref, .. aa ee 


Westminster Ordinary oe > se 
do. 43 Pref... oe oo ee 


ќо 


r S, E= 


tinnen 
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Номе Rans. 
Mean prioe, Feb. 16, 1915. Rise or fall 
July 27. this week. 

Central London, Ord. Анеси. .. 88 Ti — 
Metropolitan . 87 50 —3 

do. District . е . 21 18 + 2 
„ Electrio Ordinary ` n ai — 
do. Income : 88 + 2 

TELEGRAPHS AND TELEPHONES, 

Anglo-Am. Tel. Pf. ee oe ее ee 1083 106 xd — 

do. Det. ee oe ec 23 31 xd — 

Chile Telephone T Ad «d - 7 — 

Constantinople Tel. єз va vs 4 — 

Ouba Sub. Ord. Я zi - is — 

do. ee в 1 E 

Eastern Extension .. М 12 19 — 

do. 4 Deb. 97 92 xd — 

Eastern Tel. Ord a 1 128 — 

o. Pf. 77 72 +1 
do. 4 Deb... i - 96 94 — 

Globe Tel. and T Ord. i "S on 11 104 +} 

do. Pf. ee ee es ^et 1 112 — 
Өз, Northern Tel. a eee дуў = п — 
n - uropean ae ee ee ee — 
Maro oni. е А Ф ea ee 148 1à — 
New York Tel. үп is a .. 101 97 — 
Oriental Telephone co Ord. ee ee ee 245 2 — 
T 1. do. $ Deb. '@e еэ ee 9853 asl” — 
8 Egypt ee ae ee — 
neo B. Piate Tel.. oe ee ee 68 6 — 
Pl. ee ° о ee 54 5 \ — 

West India and Pan. vá as 1 14 + 1 

Western Telegraph .. Vs 18 , — 

do. 4 Deb, e 953 a 
Еове:ох Trams, &0, 

Ап 10-А . Trams First Pf, 7 ee ee 4 — 

id a : 2nd Pt. LAE ee ee 4 a — 
ао, 43 Deb eo ee ео 923 un — 

0. 6 eee een — 

do. 5 De e oe ee ee 96 88 — 

Brazil Traotions „„ „ 66 52 —9i 

Bombay Electric Pf.. ws oo 5,» ШЕ 104 — 

do. 4 Deb... Wa oe 96 91- — 
do. 5 per cent. Bonds .. 84 60 — 

Adelaide 8 7 6 gent. Pe Bonds .. 762 60 — 

е Вор, 6 рег cen Vs EP s 
do. y 5 Deb. 104 101 — 
ario COMPANIES. 

British Westinghouse Ben. te Ж 1 14 — 
do. 4 Deb. ee . * 7 70 — 
do. 6 р, lien ee ee ee 109 —² 

Callenders ae ee oe - 0 ee 11 11 — 
do. 6 Pref. se . ea oe — 7 
do. Deb. : š 98 — 

Castner- Kellner ВР Я 2 11 — 

Edison & Swan, £8 0 ry A 11 6 — 
do. do. ly pes 1} 2 — 
do. do. Deb. 59 60 = 
do. do. Deb. 63 60 = 

Electric биеп 4 146 — 6d. 

Gen; Bleo, i. 5. oL Laat z 

e 6 . ое oe oe ° — 
do di Pref. . 68 5 ы 
до. Deb. в 1004 97 — 

India- Rubber : 9 9h = 

Telegraph Con, 884 = 


It is а little instructive to stand in the Stock Exchange by the 
side of a jobber dealing in purely investment issues, and to hear 
his replies to one man and another as they ply him with questions. 
In the Telegraph market, for example, one may see a broker walk 
up to a jobber and ask him the price of Eastern Extension shares, 
to which the reply is. pretty sure to be that the latter can place 
them at a good price, but is not so sure of being able to get the 
offer of any. The next will perhaps ask. the price of Henleys, 
and "about 133 " will probably be the reply, "but we have only 
cheap buyers.” So the wheel goes round; and if anyone took the 
trouble to run through the list and ask what stocks were on offer, 
he would probably be surprised at the comparatively few open 
for his selection. We refer, of course, to purely investment 
tenga of rubbish there remains an extremely bountiful 
supply. { 

County of London Ordinary and Preference are both a little 
easier. Small falls have occurred in Charing Cross Ordinary and 
Preference, and in St. James’ Debenture stock. London Prefer- 
ence are } higher. Another batch of dividends should be out this 
week; and if it is of any interest for the curious to compare 


results with prophecies, we may mention that Stock Exchange 


estimates look for a reduction of 1 per cent. in the City of London 
dividend, maintenance of the last County dividend and reductions 
of 4 to 1 per cent. in several other cases. The situation as regards 
coal, and the continued turning down of London's lights are two 
of the principal factors making for publio disinclination to touch 
electric lighting shares at the present time. That the second read- 
ing of the London Electricity No. 2 Bill should have been post- 
poned will perhaps afford no great astonishment to those who 
follow this review. 

The Manufacturing group is very quiet, with buyers of Henleys, 
as noted above, and of various other highest-class telegraph manu- 
facturing shares. Electric Constructions are a shade easier at 
13s. 6d. Armament shares, after being dull, show a tendency to 
harden. On Friday this week will be held the meeting of the 
Projectile Company, which should prove a particularly interesting 
function. The Rubber market pursues the even tenour of its way, 
without disturbance in one direction or the other. In many of the 
leading shares there is a tolerable amount of business going оп; 
for the rest, the public appear to be more ready to buy than they 
are to sell, 

The yields on some of the electricity supply preference shares 
begin to look tempting. Taking a few of the leading under- 
takings, the Preference shares of the Westminster Company pay 


4$ per cent. ; City of London, 41 per cent.; London Electric, 5; per 
cent. ; County and St. James's, 53 per cent. each ; Charing Cross, 
51 per cent.; and Metropolitan бї per cent. These figures are 
worked out on the existing prices, without taking into account 
accrued dividends, so that in nearly every instance the actual yield 
is rather higher than given. The difficulty, as indicated above, in 
the case of telegraph stocks, is to get the offer of first-class shares 
at current prices, but probably most of the Preference issues 
mentioned could be obtained at, or quite close to, the prices given 
in our liste. 


MARKET QUOTATIONS. 


OWING to the war, the prices given below are, of course, more 
or less nominal, 


Wednesday, February 17th. 


CHEMICALS, До. Latest  |Fortnight's 


Price. Ino. or Dee, 
a es H 5 oe ee per owt. 10 
©. ee ee ee В е 
2 " Orale T T T per Ib, ва. 
€ ^» pag s ee ee oe iin owt, 2 
Ammoni 
i 2 Ammonia, Muriate (large ‘orystal) per ton £49 
a Bleac powder. we .• m £8 10 
: BED of Carbon ee өө н £18 10 
ee ee oe @ ` 
: r Bul hate ee ee ee £26 
18 E^ ss м T £35 
ee ee » ee 
ee es D] ee 
2 14h Riel per xa 
2 2 Potassium Sed n. te, in casks рег fp. 6d. 
| а Potash, Caustic (88/90 9) per ton s 
= 70 ono STi NA " ee ee peor lb. i 
: Розо, n cyanide (98/100 9).. н Хот. 
Сост or mining purposes only) 
а Shellac e» ee per evi. 65 / 
2 Sulphate of Magn esia per ton £5 10 
а " rerai ae ee n. 25 А 
ee и 
Вода был ыш o oe £10 2 6 
: ” : Chlora a өө eo * oe per Ib, a 
oe ee per = 
a 2 Bodiam yeas ым. casks 8 . per ib, Bad. 
METALS, & 0. | 
domum nM: per ton #85 T 
— 4 10 14 8 g. by. G.) " 8112 
. b Sheet, in ton lots .. „ 8119 
p Babbitt’s metal ingots ч £50 to £221 
c Brass (rolled metal 7017 basis) per lb, 5 
c м Бе rased) ee ee м | 1 à. 
с м solid dra oe м 94d, 
€ м Wire, sis ee ee ae " 9d, 
c Copper Tubes (brased) ..  ,. 1 11 
с 99 L (solid wn) ee ee 11 d, 
„ Bars (best selected). per ton £54 
м Sheet ee ee ee м &84 
i Rod £84 
м oe 69 эө e м 
d lectrolytic) Bars vs £68 15 
d n S „ Bbees .. ^» £88 15 
d е м | oe » £74 16 
d ee и H. Wire per ib, 52 
f E te ee ee ee T 
{ „Shen 06 n 2/6 
n German Silver Wire T "P м 178 
a Gutta-percha, fine.. ee ee ea 6/10 
India-rubber, Para с 9/6 - 
Iron (Cleveland warrante) .. pet ton . 66/2 4d, dec. 
1 Lind Hae ah No. B, EU qual, м PA oe 
Е m Mangenin Wire 0,98 .. — .. DOE Tb, bs 
Merc ee рег bot, #12 5 
: 2 Mios (in original oases) small .. per Ib. 4a, зо 3/6 
ө " м medium »" I- to 67 
а 6/6 to 10/6 & up 
м нке, sheet, cel, wire, Фо, Г Aem, 
— 
я „ rol "rolled bare & : 1/13 to 1/8 
€ n м rolled strip & sheet "s 1/8 1 1/64 
um ee ee 9 0 per в 4 
o Раза Bronse Wire per Ib. 1038 
г Steel 5 ais in bars ee рег ton £10 
g Tin, Blook (English) ..  .. „ £170 to £180 
n Wire, Nos. 1 to 16 .. ee per lb. 2/4 
p White Anti-friction Metals per ton £50 to £194 
: Zino, Sh't (Vieille Montagne bnd.) " Nom. 


Quotations supplied by— 


1 Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard J olinbon & Nephew, Lid. 
m W. T. Glover & Co., Ltd. 

n P. Ormiston & Sons. 

: Johnson, Matthey & Co., Lid. 


f W. F. Dennis & Co. 


a G. Boor & Co, 

b The British Aluminium Co., Ltd. 

c Thos. Bolton & Sons, Ltd 

d Frederick Smith & Co. 

e F. Wiggins & Bons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 

g James & Shakspeare, 

h Edward Till & Co, ' 


Torquay Tramways Co., Ltd.—The accounts for 
1914 show a profit, after providing for debenture interest, &c., and 
including £882 brought forward, of £7,625. It is proposed to 
transfer £2,500 to reserve and renewals account, and a dividend of 
31 per cent. is recommended, as compared with 5 per cent. for 
1913, £897 is to be carried forward. — Financier. 


» 
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T METERS. 
LOG BOOKS AND SHEETS FOR EF 


ELECTRICITY WORKS. Meters. ` This week. | Last week, | Advanoe. 
MINUM Mein | | 
Bv "INTERESTED." | | By paes M" 
IN order to secure economical working and obtain the best Grand total . . . . . . . 


ible results from the plant iustalled, central-station 
engineers, like others, keep constant records of the various 
жиш It 1 ps put E pae eni No. 2. | No. 8. No. 4. No. Б. | No. 6. | No. T. | No. 8. No. 9. | No. 10. 


a, 


constantly show the actual work accomplished by every | | ! 


BOILERS. — HOURS UNDER STEAM, 


TOTAL UNITS FROM BEGINNING OF YEAR, VVV. ĩ иес г ТАБЫНА АЕН САНААМ 
E VCC ENGINES. — RUNNING HOURS. 
— | Brough’ forward. Week's advance, Total. айыы. «E glee eee ыы e ВЕСЕ 
OEC ee Ge И eee es No. 5. No.6. No. 7. No. 8. No. 9. No. 10. No. 11. 
Meter. | мар 4i = z . D uL 
C deulated.. А | | | | 
Privat T | i | | | 
Poblic | | | 
Works nos | | NN 
Maine : | up————— HÀ MN 
— — — pes TUE oe Е Power factor. | Max. load. | Time. | Day. 
UNITS. DPI MEM MI LL 
Private. — | Public. Tot ы calculated. Units metsred. "m 72A ᷣͤ 8 | Mn" 
al hee —À— z т 
| | detail in the composition of the undertakiog- There are во 
| | many little matters calling for careful attention which, if 
Eu allowed to become neglected, very soon commence to push 
MACHINE METERS. up the works costs, and the Chief sees this working reflected 
V as in a mirror on the various log-sheets. A few minutes 
| Rranmos. spent day by day in looking over the results of the previous 
MxrEas. C = day’s working convey to his mind a general impression of 
This week. | Last week. , Advance. the efficiency of the previous day's run. Unite, coal, oil, 
SS d | = steam pressure, vacuum, and the dozen or so other items 
| | | which are given on the sheets or in the log-book, prompt 
| | i questions in his mind which are in turn put to those in 
charge; for it is only by careful and unremittiog attention 
PUBLIC LIGHTING. to details that it is possible to obtain from the works the 
— — SVV ĩ 8 most profitable results. 
READINGS. The matter resolves itself into one of pounds, shillings 
METERS. | M Ed -—- —-- — ара pence. For example, low vacuum means more steam 
| This week. Last week. | Advance. used for a given output, and more steam requires extra coal, 
oS x: f ES | ä and coal costs money. 
| | | I do not propose here to continue expounding examples. 
О There are very few engineers who do not recognise the 
- necessity and importance of this form of record, but for the 
WORK3_ UNITS, pO O“ many scores of readers who must be interested in this 
SS ee нне : subject, I give herewith & number of patterns taken from 
| READINGS. several log sheets and books at present in use in some 
Митева. | Sé. seem me | London stations. Not all Ше ralings may prove new or 
Mi o E. meek: Advance, novel, but, on the other hand, some very usefal tips can 
Nm sr is. — often be obtained by studying the work of others. One 
| A way ia which they might prove useful is that the cost of 
E a "BET uu printing might be reduced by a saving in the work of 
HEATERS. | BOILERS. ECONOMISER TEMPERATURES. . CONDENSERS. | - 
2 1 ы — n !!!: e pe е oe es eg ee EUR о 
No. 1.  N»4 NUMBERS. — , No. 1. No. 2. No. | Мо. 4. No. 5. Vacuum. | Е 
— A OE ae ME = nee NE M bw | = кешш ы ˙ шыш 2 
lale Ontlet Inlet Outlet 2 3 45 0 gs 9 101 12 Inlet | Outlet ` Iales Outlet , (olet Outlet Ialet Outlet | Inlet Outlet | No. 2 No. 5 No.4 No. 5 E 
к е оо асо — | | ЖЕ | 
пет гасе T EXCITERS. | BATTERY. | ALTERNATOR FIELDS. 
Be pe eat Ag ei:˖t ee, ee ee | 
— | SrgAM. | No. 1 Motor. | No. 2 Моос | ANERER, VoLTS. | AMPERES. 
1 phase 2 phase ' Volts! Amps. Volts | Amps. Volts! Amps. Charge | Discharge | No. 12 


| Battery Booster No. 5 No.6 No.7. No.8! No 9 No. 10 No. 11 
l | | | | | | | | 


VOLTS. ALTERNATORS. 


Pamtary. | PiLor. No. 5. | No.6. No. 7. | No.8. | Jo. f. No. 9. No. 10. No. 10. N».11 [NJ «11. No. 12. | No. 14. 
і - 
| 


т=ш= ыз SS — 


| Blus Br»wa : | No. 4 ! | Red Bine Red Rlue Rad Blue Red Blue 


| 
Red 
реи | phase | phase , Amps. Amps.: Amps.| Amps. Amps., Amps. Amps. Amps. E Amps. Amps. | Amps. 


i | 
i | t 
— = — | : | [ | $ | i i | 
——————— — —————Ó——————MM —(ꝗ—ẽWçmĩ k(—⁊ ·1)ü ;ĩx7Vx2ẽv. — — — — 


' ! 
No.1 | No.2 No.8 


i 
{ 
| 
! 
| 
| 


„= or" 
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MAIN CIRCUIT METERS. 
REaDIKGS. 
Murr ns. 
To-day. Yesterday. . Advance. 
No. 5 ... : 
No. 6 [ZI] eee 


No. 8 blue phase aes 
No. ... T i 
No. 10 red phaae eee 
No. 10 blue pbase__.... 
No. 11 red phase Ris 
No. 11 blue phase ... 
No. 12 red phase РТА 
No. 12 blue phase 


No. 8 red phase x | 


Total red 0000006000 Total blue 6060 0% % 
WORKS UNITS. 


Total *99 ses оде 


READINGS. 
METERS. 
To-day. Yesterday. Advance. 
No. 1 pump red ves 
No. 1 pump blue 
No. 2 pump .. 
Nog. 8 and 4 pumps ... 
Station motors vis 
Station lights... six 
Exciter No. 1 ... ; 
Exciter No. 2... 
Total ..... ОСЕР eres 
e COAL. 
Description. | Cwt. ct. с ont. ct. Total. Remarks. 
Steaming „| | | | 
Banking E | | D one | | 
i | 
Grand total ЕЛАДА -96 888488088 
TURBINE LOG, 
duy, . day . 191 
ARMATURE. | SrmAM. | | А pump | 89: WaTBÉ. 
Time. Amps.| - —————— | V | 
E Inlet. Outlet. Temp.|Press. iod amn. | Ak :charge.| Inlet. Outlet. 
S „„ | Sees si : 
E | | | 
Lb. of coal per unit generated ........................... vis 
Lb. of coal per unit metered .......... —— — à 
Lb. of coal per unit to mains . is 
BATTERY. 
Units charging. | Units discharging. Efficiency. 
AMPERE-HOUR METERS. \ 
—— This week. Last week. | Advance. 
Oharge ... EN | 
Dissharge | 
Dis. 95 of charge. Differencge 
Maximum load onc-phase — ............ Amps. at 
Maximum load two-phase ............ Атара. at ......... 
Maximum load... Total. ... Àmpe. ate 
Minimum load ...... Total ............ Amps. at ...... eee 
Total units to maine. . "m Я 
Arc lamps on at...... заны, P.M. 
Ато lampe off at ............... e, 8. m. 
Lighting hours T hours ......... *. min 
Weather LE EES EJ 1020006 000 600 ооооооввовео оо 9$09999062535009889:52506000929 02000700020 
EXCITERS. 


RuUNNISG Носвз. 


Steam exciter... see gesal 
Motor exciter No. 1 ... 

Motor exciter No. 2 ... Ве 
Motor exciter №. 3 ... ES 


printiog where better arranged headings are devised, and 
Sheets provided which save repetition of figures. 

These illustrations are taken from books and sheets, some 
weekly and some daily forms, and I think no farther 
explanation is required than the forms themselves. 


MODERN WIRING WORK. PARTICULARLY 
IN BAD SITUATIONS. 


By H. C. TOFIELD. 


(Concluded from page 205.) 


Tumbler suntch, 5 amps. (И hite’ 5 patent). —This 
is made in porcelain, and also in galvanised iron for 
positions where it would be subject to mechanical 
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Fic. 6.—SECTION OF SWITCH. 


damage. It will be seen (fig. 6) that the switch is 
contained in a chamber separate from that which 
contains the connection terminals for the wrires. 
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Ега. 7.—SwiTCH IN POSITION, 


This enables the wireman to connect up and 
deal with the ends of the wires without inter- 
fering with the mechanism of the switch. The seal 
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ing of the ends and terminals is effected by filling up 
the top chamber with the special semi-fluid com- 
pound, which is forced up the ''leading-in-tubes "' 
to a higher level when the top cap is screwed on, 
thus giving a longer sealing path. The operating 
of the switch is effected by a special link motion, 
while gases are effectively prevented from entering 
along the operating handle by means of the oil seal. 
This method does away with the necessity of a pack- 
ing gland, with its attendant troubles. | 
Lampholder (И hite's patent).—This holder, fig. 
8, was specially designed to prevent corrosion of the 
terminals and the lamp cap and to supersede the so- 
called acid-proof fitting with its many failings, the 
chief being, that condensation takes place inside the 
well glass which in time accumulates in such 


Fig. 8.—CORROSION- PROOF LAMPHOLDER. 


quantities that chemical action is set up inside the 
fitting, thus defeating its own object and also 
greatly reducing the light owing to fogging of the 
globe. 

The eorrosion-proof lamp holder is not liable to 
the above trouble, as no outer globe is required. 

Among the advantages claimed are the follow- 
ing:— 

I. The contacts, terminals, &c., and the lamp 
cap are protected from corrosive agents. 

2. It is watertight and may be used under water. 

3. The lamp is automatically locked and cannot 
be taken out by anyone not fully acquainted with its 
construction. 

Wall plug (Reyrolle’s patent).-—The wal plug 
shown in fig. 9 has been specially designed for posi- 
tions where it is essential for the apparatus to be 
completely watertight. 


Fic. 9, —HEYBOLLE PLUG AND SOCKET. 


It complies with the Home ОҒ те regulation which 
calls for the use of a separate earth conductor in 
the flexible cable. When the socket is fixed to the 
wall its allows the plug to be withdrawn either verti- 
cally or horizontally. In use the plug is secured to 
the socket by means of the clamping ring, and a 
brass cap is provided to take the place of same when 
not required, thus protecting the plug connections 


from moisture and fumes under all circumstances. 
Rubber ring-grip packing glands are supplied in both 
the plug and socket portions for taking the incoming 
and outgoing C.T.S. cables. 

Entrance glands.—These glands are made of 
ebonite, and are used in: conjunction with distribu- 
tion boards, main switches, fuses, and wall plugs 
having iron cases; they are also useful as a means 
of connecting up to any special apparatus and pro- 
vide a convenient and reliable method of bringing 
the wires and cables into any of the above acces- 
sories; at the same time they form an air-tight joint 
and prevent fumes entering the cases and attacking 
the ends of the wires. 
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Fro. 10.—EBONITE STUFFING Box. 


The entrance holes of the glands are an easy fit for 
the wires, but when the caps are screwed down, the 
rubber ring is compressed, thus forming an airtight 
joint. Under exceptional circumstances a small 
quantity of Chatterton or similar compound is run 
round the wires at the glands as an extra safeguard. 


Fic. 11—WaAtTERTIGHT DISTRIBUTION BOARD, 


Special rubber washers can be obtained for fitting be- 
tween the glands and case into which they are 
screwed. 

Distribution boards.—These may be of the ordi- 
nary watertight iron-clad pattern (fig. 11), having 
heavy cast iron cases with hinged solid fronts. The 
type of porcelain or slate bases and fuse carriers 
used is a matter for discretion, but all metal work 
should be substantial. 

It is most important that a first class heavy case be 
used, and that the door be an airtight fit: if rubber 
jointing is supplied it should be removed and greasy 
asbestos packing substituted, or a strip of the outer 
Sheathing cut from the C.T.S. wires will provide a 
reliable packing. The cases should be galvanized 
and finally coated with bitumastic paint when fixed in 
corrosive situations. All holes should be tapped to 
receive the glands, the usual dimensions being in. 
and # in. conduit threads for circuit wires, and larger 
according to requirements for the main cables. 

Main switches and fuses.—The iron cases should 

conform with the requirements enumerated for dis- 
tribution boards. The handle, whether at the side 
or in the lid should operate through a gland. A 
switch and fuses combined in one case as shown in 
fig. 12 form the best arrangement. 
. Fixings.—Lead, porcelain and ebonite saddles and 
cleats should be used for fixing the wires and cables. 
The last two are the least affected by corrosive con- 
ditions. 

Erecting the wires.—The erection of the wires 
and cables hardly calls for any description, as they 
are fixed in a similar manner to ordinary lead 
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covered wires saddled direct to walls and ceilings; 
they are, however, very much easier to handle and 
they can be bent to any desired shape without injury. 
Under exceptional circumstances it is advisable to 


Helen's make, at least) usually has a layer of СТ. 
sheathing over the insulation, which is designed to 
resist corrosive moisture from attacking the tail ends, 
as it does in the case of other cable ends. This saves 
not only the cost of boxes, but that of jointers. 

Portable apparatus.—The use of C.T.S. flexible 
cable for portable apparatus calls for special refer- 
ence, as it possesses distinctive features which 
render it invaluable for many purposes. 

It is particularly adapted for use with domestic 
utensils such as electric irons, kettles, and cooking 
and heating apparatus on account of its smooth sur- 
face, small overall diameter, and waterproof nature. 

Trouble is frequently experienced with ordinary 
flexible cords attached to laundry irons owing to 
the constant breakage of the wires at the connectors, 
this defect being usually caused by kinking and 
rough handling. It will be found that C.T.S. flexi- 
ble cannot be kinked, and its life may be safely taken 
a. six times that of the ordinary kind when used 
under the most severe conditions, providing a 
proper connector is used that will keep the insulation 
from contact with the iron. 

Workshop flexible cord attached to portable hand 
lamps, especially where used tn garages and similar 
places, is usually troublesome, as the conductors are 
constantly breaking, while the braided cotton cover. 
ing soaks up water and oil with disastrous results. 

The writer has used the C.T.S. type of flexible 
cable for almost every kind of portable apparatus. 
and it has been frequently acknowledged bv clients 
that its life has many times exceeded that of all other 
kinds formerlv used. 

It may be mentioned that C.T.S. flexible cable 1s 
supplied in twin circular or three core with earth 
wire, the standard sizes being 6/30 and 11/30. To 
increase the tensile strength of both these conduc- 
tors, one strand 15 of steel wire. 


Fic, 12.—IRONCLAD SWITCH-FUSE, 


use ebonite or porcelain cleats for securing the wires, 
with the object of keeping them off walls, and to 
allow the free passage of air behind them, fig. 13. 

Where switch wires are to be sunk in walls it 1s 
sometimes an advantage to enclose them in a tube 


This type of flexible is made up to almost any 
size for use in conjunction with coal cutters, cargo 
clusters, electric drills, lifting magnets, and heavy 
portable workshop tools, and for numerous other 
purposes, a description of which 1s bevond the scope 


of this article. 

A novel method of taking the strain off the wires 
in connection with C.T.S. cables may be mentioned. 
It is to insert a short wooden match down the end 
of the sheathing where it passes through the hole 
in the ceiling rose, or in the portable lamp handle. 
This acts as an internal wedge, which enlarges and 
effectually jams the cab tire sheathing in the hole. 
Sometimes two matches are necessary and are as 
effectual. Fig. 14 shows the original method 
as devised and patented. but it is found in 
practice that matches are handier, and, of course, 
less expensive, than the shape of wedge shown. 
Other tvpes of protected cable do not seem so easily 
adaptable to such a simple improvisation. 
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Fig 14.—SHOWING WEDGE TO 
TAKE STEAM OFF FLEXIBLE. 


MODERN METHODS OF ELECTRICAL 
WIRING. 


Fic. 13—EBONITE CLEATS 
FOR WINING. 


Ox January 16th, Mr. D. S. MvNno, M.I.E.E., read a paper 
ou this subject before the ScrENTIFIC Society of the Royal 
Technical College, Glasgow. The author described and cntr 
cised the methods ordinarily used, giving many practical hints, 
and showed a disposition to favour wood-casing in preference 
to steel conduit for the protection of the wires. The subject 
of surface wiring was also dealt with, and Mr. Munro described | 
a new type of C.T.S. wiring which he had devised. The fol- 
lowing is an extract from his paper :— аи 

A notable addition to the wiring resources of the electncian 
is the introduction of cab-tire sheathing. This material, al- 
though a rubber mixture, has not highly insulating qualities, 
so it is not generally used as an insulator but as a mechanical 
and chemical protection. This sheathing has surprisingly good 
‘qualities of resistance to mechanical injury, and is impervious 
to all the usual chemical sources of deterioration. | 

It can be used in such places as stables, breweries, dye 
houses, laundries, ete., when almost every other kind of pro- 


to allow for an extra switch wire being drawn in at 
a later date, if required. | 

Motor wiring.—It may be of interest to mention 
that the C.T.S. system forms an ideal method of 
wiring for motors, &c., in severe situations. For 
three-phase current it is made up in three-core cir- 
cular cable to any desired size, and also four-core 
cable can be supplied, one conductor forming the 
earth wire. | 

In carrying out wiring for motors with three and 
four-core cables, these need not be treated in the 
same careful and expensive way as most types of 
cables, where the ends have to terminate in trifurca 
ting boxes. This is because each core (of the 5t. 
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tective cover fails, and, unlike lead, it will stand unlimited 
vibration and temperature changes without cracking. 

Two or more wires insulated in the usual manner are gom- 
monly laid up together within this cab-tire cover. For imdoor 
surface work in good buildings it is not always easy to make 
it pleasing to the eye, because of its considerable diameter and 
its reluetance to retain the desired straight or curved positions 
whether constructed 1n cireular or oval section. It is also sub- 
ject to dust troubles. If, notwithstanding its resilient strength 
and durability, it is pierced as by a sharp nail, a partial and 
therefore more dangerous short circuit may be established. 

To reduce these minor disadvantages and make the system 
more widely suitable for surface or covered work, the author 
has recently protected a modified construction—the C.T.S. con- 
centric system. 

The core consists of one or two tinned copper cables, rubber 
insulated. to the C.M.A. specification, and taped. Lapped 
closely around this is a ribbon of tinned copper wires; these 
are so laid that side by side contact is fully maintained. The 
whole is then taped and finally covered with a tough layer 
of cab-tire sheathing. 

The inner conductor is thus highly insulated and is doubly 
protected against injury, first by the copper windings of the ex- 
terior conductor, and then by the resilient consistency of the 
outer sheath. | . 

Although the cable is made in concentric form, it is not 


intended that its use should be confined to installations 


planned on what ія currently understood to be the concentric 
method. This method assumes that one pole is deliberately 
connected to earth at a point, where the concentric system 
begins, usually at the main switch; also that single pole 
switches and fuses on the live wire only are used. When, 
however, it is decided to carry out the work in this purely 
concentric system manner, then the new form of cable pos- 
sesses Very distinct advantages over the metal-covered con- 
centric cables hitherto employed. 

The chief troubles on concentric systems have been due to 
electrolysis. Electrolytic action will start where there 1s mois- 
ture and a potential difference of about 1.25 volts. The outer 
metallic covering, even if purposely and 5 “earthed "' 
at many points, will have sections of slightly differing poten- 
tial, hence trouble in the average building. The Institution 
rules permit a drop of seven volts on the external conductor 
between the ''earthed " points and the farthest lamp. This 
provides an ample margin for trouble. When the exterior is 
protected with cab-tire rubber, however, the few volts differ- 
ence and the dampness here and there do not matter. 

This systein is primarily designed, however, for use on ordi- 
nary two-wire installations up to 250 volts pressure. The 
rubber coverings of the inner conductor are chiefly relied upon 
for insulation. The external or neutral conductor is normally 
at approximately ''earth " potential, and does not require so 
high an insulation between it and ''earth." 

On a conductor having a core of 3/22 S.W.G. and an ex- 
ternal conductor of 36/30 S.W.G., the insulation resistance 
between the two wires was 1,700 megohms per mile. This 


latter was the insulation given by the impregnated tape plus 


the cab-tire sheathing. 

It may he interesting to mention that the combined effect 
in the external conductor of the greater copper area, longer 
length due to spiral winding, and of the side contact between 
turns of wires is that the ohmic resistance of the external 
conductor is approximately half that of the inner. This appar- 
ent extravagance in copper ік partly to provide armouring for 


mechanical protection. It has some advantage in reducing 


temperature rise and fall of potential. In most circuits the 
return wire has most current to carry as 1t serves more lamps 
than the individual switch wires. The cost of the extra copper 
is negligible as there are no expensive Para rubber coverings 
to go over It. 

І have not yet obtained figures of the actual temperature 
rise nor of the self-inductive effects due to the coiled form of 
outer conductor, but as the 36 strands of the latter are laid 
side by side to form а ribbon the turns have a long “lay.” 
The author is reluctant to run the cable through a bath of 
tin before adding the outer covering, lest the heat should 
mjure the internal rubber. All the strands are, of course, 
tinned, and the free individual form is far more convenient 
for use at terminals and joints. The whole construction, in- 
deed, lends itself to quick and easy manipulation with standard 
accessories. 

In many cases it is easier to carry both conductors through 
the switch box. If this is done the switch boxes are lined 
with. or constructed of, insulating material. It is easy to fill 
up the junction boxes and seal the terminal boxes with com- 
pound in places where it is better to have everything water- 
proof, | 

It is claimed for this system that it is neat enough for sur- 
face and safe enough for concealed wiring. There are no con- 
duits to rust, and there can be no condensation to destroy the 
rubber. It is free from dust troubles. There is nothing that 
can suffer by ordinary chemical and corrosive action. The 
irner insulation is preserved by the outer sheathing. which 
telf shows no signs so far of deterioration by time. There is 
na risk of cutting the main insulation in removing the outer 
evering, There is a minimum of fibrous material to transmit 
meisture. Having a smooth surface it can readily be painted 
fto suit surroundings. It takes almost any curve required, а 
rature specially advantageous in ship work. It will stand 


\ З 
unlimited wear. In iron bulkheadg it is almost self-plugging. 
It is impossible to get à shock between an imperfect switch 
or fitting and the outer covering. 

The chief excellence of the system, however, is that there 
is no external metallic surface to carry leakage and short cir- 
cuit currents throughout a building to points of danger. Like 
wood casing, its outer protection is an insulator, but unlike 
wood casing, it is damp and acid proof. In exfra hazardous 
risks, it may be covered with fireproof material, though it is 
dificult to set on fire. 


CONDITIONS AFFECTING THE VARIATIONS 
IN STRENGTH OF WIRELESS SIGNALS. 


4 


By Proressor E. W. Marchant, D. Sc., M. I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, February 11th, 1915.) 


THE changes which take place in the strength of signals re- 
ceived from any transinitting station are well known to every 
wireless operator. Remarkable distances have been covered 
at night by using comparatively small-power plants; for ex- 
ample, the signals from a boat sailing from Gibraltar to Port 
Said with a standard 1.5 Kw. set were received at Liverpool 
with great clearness on Sunday evening, l4th June, 1914, i.e., 
at a distance of over 1,200 miles. 

The complete explanation of freak signals such as this is 
a matter that requires further investigaiton. 

Although many records have been taken, very few of these 
give actual measurements of signal strength, and it was with 
the view of securing such inforination that the following inves- 
tigations were undertaken. 

their scope is confined to (1) observations of the effects of 
atmospheric conditions of all kinds on the strength of signals, 
and for this purpose a series of observations, lasting for a year, 
has been made; (2) variations noticeable at sunset in the 
strength of the signals; (3) observations on fluctuations in the 
strength of signals during the night. 

The stations between which most measurements have been 
made are Liverpool and Paris, which lie mutually almost 
north-west and south-east. Some results are recorded in con- 
nection with the new station (recently destroyed) erected in 
Brussels by Mr. Goldschmidt. The bulk of the work, however, 
has been done in connection with the Eiffel Tower station. 

H. Mosler, in August, 1913, found that the day strength ap- 
peared to be very nearly constant, i.e., it was not affected 
by the altitude of the sun. The ratio between night strength 
and day strength varied considerably, being greatest in the 
spring and autumn and least during June, when the ratio was 
only 1.04. The maximum ratio was 3.15 on 13th November, 
the other maximum being 2.2 in. April. 

A. H. Taylor found that the best condition for signalling 
was When the intervening space was cloudy. Signals were not 
so strong on а clear day. or in bright sunshine. This result 
cannot be explained by the reduced ground absorption after 
heavy rainfall, but must be due to variations 1п the absorptive 
capacity of the intervening medium. 

Lutze investigated the variation 1n. signal strength. on bal- 
loons, and found that the signal strength did not appear to 
change very much until an altitude of 1.000 to 1,500 metres 
was attained, but that at altitudes of 5.000 metres and over it 
fell to less than 10 per cent. of the value that was observed 
at the lower levels. The transition from strong to weak signals 
with changing altitude seems to be comparatively sudden and 
to take place at a height of between about 2,500 and 3,500 
metres. 

His results seem to provide clear evidence that there is. on 
a much lower level than has previously been suggested, a 
mass of ionized air which absorbs a considerable amount of the 
energy of the transmitted electro-magnetic waves. 

Howe has shown that the current received by an antenna 
at a great distance from the transmitter, on the assumption of 
a perfectly conducting earth and on non-ionized atmosphere. 
is much smaller than that actually found by experiment, thus 
strongly supporting the theory of reflection or refraction due 
to ionization of the upper atmosphere. 

The aerial employed in connection with the author's tests 
was of an T, shape, having an horizontal length of over 500ft. 
and a vertical height above ground of 150ft. The earthing 
svstem consisted of a ring of water pipes connected with the 
water-pipe system of the building. 

'The arrangement of the circuit used in connection with the 
aerial is shown in fig. 1. The coupling between the aerial cir- 
cuit and the receiving circuit for most of the records was 3.75 
per cent. The coupling coefficient was accurately measured 
in all cases, and the current received in the aerial circuit could 
be determined from the readings of the galvanometer in series 
with the crystal detector on the closed circuit. The measure- 
ments of mutual induction, self-induction, and capacity were 
made by a Campbell mutual variable standard used in con- 
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junction with a ишеди ку (500 periods) alternator and 
vibration galvanometer. is arrangement has enabled mea- 
surements of inductances, of the order of 10 microhenries, to 
be made within 1 per cent. without serious difficulty. The 


crystal combination used in nearly all the tests was the one: 


known as perikon, with crystals of zincite and chalcopyrites. 
The secondary circuit was calibrated on the same wave- 


length as that of the received signal. This not only surmounts " 


the difficulty that the sensitiveness of the crystal may depend 
upon the frequency of the currents passing through it, but 


enables the antenna current to be determined directly in terms 
of the current in the buzzer circuit by a constant multiplier. 
The current flowing in the crystal circuit connected to any 


Aerial 


Fid. 1.— RECEIVER CIROUIT. 


oscillating system is proportional to the square of the oscil- 
lating current. This result appears to show that the action of 
these crystals is not a valve action, but one in which the mag- 
nitude of the current flowing in the circuit depends on a 
thermo-electromotive force induced by the heating effect of the 
oscillating current. 

In series with the crystal was placed a highMresistance (8,000 
ohms) telephone receiver, an ordinary Broca galvanometer 
with a period of about 9 seconds, and an Einthoven galvan- 
ometer with a silvered quartz fibre having a natural period of 
about 1/20 second when working at normal sensibility. In 
practice it was found that extraneous causes made it almost 
impossible to use the Broca galvanometer for purposes of mea- 
surement. d x 

The number of stations in the vicinity of Liverpool! pre- 
vented any accurate observation being made on the shorter 
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Fic. 2.—(«4) PARIS SIGNAL—LOW-FREQUENCY SPARK; (b) CLIF- 
DEN SlNAL— BAD ATMOSPHEBIC8 ; (c) BRUSSELS SIGNALS— 
SHOWING ATMOSPHEBICS, 


wave-lengths, und for this reason the work has been confined 
almost entirely to the wave-lengths used by Brussels, Paris, 
and Clifden. 

In connection with each test a calibration of the crystal 
sensibility was made by means of the buzzer shown in fig. 1. 
In each case the current flowing in this circuit was measured 
by a Duddell thermo-ammeter, and the corresponding current 
in the galvanometer circuit observed. 

The accuracy of the measurements of signal strength is not 
closer than 5 per cent., and too much attention should not 
be given to small variations or irregularities in the curves. 

Several observations have been made at the time of sunset. 
The increase in strength of the signal does not occur at the 
time of sunset, but some time afterwards. almost the same 
time as daylight ceases, i.e., at the same time as the number 
of. gue per cubic cin. in the atmosphere would rapidly dim- 
inish. 

The curves show that the sunset effect varies with the 
weather conditions at the time of sunset. 

The variations during a single night may be very large, and 
the difference in the ratio from day to day in any given month 
may also be large. 

A nossible explanation of the observed phenomena may be 
as follows : When the atmospheric conditions are bad and rain 
has fallen. the transmission is good, and the removal of sun- 
light, which is one of the chief causes of ionization in the 
atmosphere. produces little effect. Irregular reflections and 
refractions from masses of ionized air in the upper regions of 
the atmosphere, which cause irregular increases in the received 
antenna current, such as are observed in the all-night tests 
referred to later on, are prominent. because of the trans- 
parency of the lower atmosphere to the waves. On the other 


hand, when the day is clear the received antenna current is 
less strong during the day, and when darkness falls there is a 
considerable strengthening of the signals, owing to the atmos- 
phere becoming more transparent to the waves as it becomes 
de-ionized after daylight has ceased. The reflections from 
masses of jonized air in the upper regions of the atmosphere 
are less prominent, because of the lese transparent condition 
of the lower atmosphere after a fine day than after rain. 
One point of great interest in connection with the teste is 
that the signals sent out on 26th July and 27th October from 
the Eiffel Tower were measured at Nancy by MM. E. Bothé 
and R. Clarté. These results have been M rss for comparison 
with those obtained at Liverpool on 96th July (see fig. 3a). 
They found that the increase in signal strength was very slight. 


, Here, on the other hand, it was very considerable, the antenna 


current received after sunset being nearly 1.5 times that ге 
ceived just before sunset. The difference in the time of sunset 
at Liverpool and Paris on 26th July is just about 40 minutes, 
whereas on 27th October the difference is less than one minute. 

On 27th October (see fig. 3b) there is some correspondence 


27% October 


(a) 


Fic. 3 —VARIATION OF SIGNAL STRENGTH AT SUNSET AT 
NANCY AND LIVERPOOL, · 


between the results obtained at Nancy and Liverpool, though 
there are considerably greater irregularities in the strength of 
signal measured at Nancy than are found here. It is difficult 
to see how these differences can be explained by the different 
orientation of Liverpool and Nancy in relation to Paris, and 
the consequent difference in the reflection and refraction at 
the shadow band. The theory of cloud reflection, however, 
may easily be applied to explain the difference in the effect 
observed at these two places. 

There is throughout the year very little difference between 
the morning and evening signals. Mosler's results may be 
taken as giving some evidence that the maximum night 
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strength condition tends to occur either earlier or later in 
January than it does in November or April. In view, how- 
ever, of the fact that the variation Goring ue night is so great, 
16 is very difficult to base theories on Mosler’s results. One 
may suggest that besides the conducting outer envelope which 
Heaviside and Eccles have postulated, there exists in the upper 
atinosphere a cloud condition which affects the transmission 
of electric waves of much the same character as the cloud 
distribution with which everyone is familiar, and which affects 
the transmission of light waves. These clouds may consist of 
masses of ionized air which are transparent to light, but which 
absorb or reflect the long waves used in wireless telegraphy. 
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Fic, 5.—ALL-NIGHT BRUSSELS TEST. 


From the fact that the signals observed in the day are less 
variable than those received at night, it is evident that this 
electromagnetic atmosphere is prevented from producing 
much effect during the daytime; it cannot, in other words, 
produce much effect until the de-ionization of the lower atmos- 
phere by the withdrawal of sunlight makes it sufficiently 
transparent to enable the waves to pass through it and reach 
the cloud masses which reflect them. i 

The earth-transmission theory of Sommerfeld indicates that 
it is possible that the real factor in very long distance trane- 
missions is the influence of earth or surface waves. The fact 
that the night strength is so variable, however, and that the 
increase in signal strength on a fine evening occurs after some 
more or less definite interval from sunset, seems to show that 
the earth transmission theory cannot be a complete explana- 
tion of the facts. One must have recourse to changes in the 
"atmosphere" rather than in the surface over which the 
signals come. 
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It was noted in certain tests that there was a marked fall 
in signal strength when heavy rain fell in Paris, possibly due 
to defective insulation in the Paris aerial; but the constancy 
of the antenna current in Paris does not support this view. 
On several other days when it was raining in Paris the signal 
received was at full strength. ' | 

Speaking generally, the best conditions for wireless signal- 
ling are cloudy skies, except of course when there are strong 
atmospherical discharges in the clouds which make signal read- 
ing difficult. Records show that bright sunshine is not satis- 
factory for transmission, and this is-borne out by the observa- 
tions of operators, who have stated that during a пре. of very 
sunny weather their range appears to be very much restricted 
(this nay possibly be due to large earth resistance). 

Looking now at the all-night record, fig. 5, it is remarkable 
that there appears to have been on the nights of 26th and 27th 
March and of 4th May a very considerable increase in strength 
after rain. | 

It would seem from this result that one of the causes of 
change in signal strength at night is rain. After the fall of 
rain the atmosphere becomes more transparent for the electric 
waves and allows the reflections already referred to, which 
cause an increase in the strength of signals, to become more 
marked; that this is possible is evident from the fact that a 
fall of rain must tend to de-jonize the air and carry down the 
charged nuclei on which rain-drops form, and which make the 
air conducting and therefore absorbent. 

In the plates giving records of the signals taken during the 
all-night run from Paris there is a very considerable variation 
in the strength of the signal during a 10-seconds’ dash. At 
first eight it might appear that the explanation of this is that 
the sparking was irregülar, but if these records are compared 
with those obtained with similar dashes sent out during the 
daytime. it is noticeable that the variation in strength is much 
greater at night, i.e., there will be during one second of the’ 
dash an increase in signal strength amounting to as much as 
W to 15 рег cent. of the normal wave. The increase in strength 
may decrease or increase as the sparking continues. 

These variations only emphasize the fact that changes in 
signal strength during the night are due to some rapidly fluctu- 
ating influence such as might be expected to arise from the 
variation in form or composition of a reflecting mass of 
vapour. 

e may summarize the results of these observations as 
8 :— 

1. That between two stations lying nearly north-west and 
south-east of each other the strength of signals during the day- 
hme vanes within comparatively narrow limits. 

2. That the ratio between the night and day strength varies 
with the time of the year, and also from day to day in any 
птеп month, as shown by Mosler. | f 

3. That on a fine clear day the sunset effect occurs about 
i hour after the actual time of sunset and varies with the 
weather conditions. When rainy conditions prevail, the 


i strengthening of the signal after sunset is much less marked. 


4. That the amount of the sunset effect varies with the 
direction in which signals are emitted. 

‚5. That there is very little evidence that between two sta- 
tens, such as Liverpool and Paris, where the difference in 
longitude is about 22 minutes, there is anything in the nature 
ofa dense fog which is opaque to waves, and which causes a 
drep in signal strength when the dark-light band lies between 
the two stations. 

6. That variations during the night are relatively great and 
occur within tha space of a few minutes. The greatest in- 
creases in strength of signals have been observed after the 
cessation of rain either at the sending or receiving station. 

i. That the character and extent of the variations in signal 
strength point to the conclusion that the main factor which 
eontrels the variations is the state of ionization of the atmos- 
Phere. and that it seems likelv that clouds of ionized air may 
exist in the upper regions of the atmosphere which act as 
mirrors for the waves and cause the sudden changes in signal 
strength that have been observed. 


= — — — ee —— — 


DiscrssioN АТ LIVERPOOL. 

Mr. B. Horie (Manchester School of Technology) referred 
W experiments carried out in order to ascertain the effect of 
frequency on crystal sensitiveness. Carborundum, which was 
Known as a definite rectifier of oscillations, and perikon and 
radiocite which were thermal in action, had been investigated 
and found to be very constant over a range of frequencies 
varying from 100,000 to 1,500,000 per second. Regarding the 


? 


therinal-action on low oscillating currents changing to valve 


action for large currents, experiments carried out by the 
speaker had shown that up to 12 or 14 microamperes the ratio 
?. eurrent 1n one direction to current in the other was unity. 
but above this value the ratio gradually increased to 3 or 4 
v one. The author had referred to the effective resistance of 
bis ervstal being about 32 ohms. The speaker's experience 
бате an average of about 18 or 20 ohms. 

Prof. MARCHANT, in reply, said that Mr. Hoyle's experi- 
mental results on the dependence of sensitiveness of crystal 
upon frequency were borne out by the experiments of Dr. 
еде of Berlin. Many tests were made, and it was found 


that ervstals which were good for low frequencies were good | 


for bigh frequencies. It was to be remembered, however, 


that the effect of frequency did not enter into the tests given 
in the paper. The value of the effective resistance of the 


crystal, given as 32 ohms, was a little uncertain as it was 


obtained by difference. | E 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


The Government Electric Power Station of Bangkok, 
Siam. ' 

Mr. Francis В. Shaw’s description of the above plant in the 
ELECTRICAL REVIEW of November last is likely to lead to misap- 
prehension, very much to the detriment of Messrs. Babcock & 
Wilcox. Ihe reader would naturally infer that whereas the 
German firm (A.E.G.) had supplied a highly efficient plant, 
Messrs. Babcock & Wilcox had been so negligent as regards 


the boilers, that by a slight alteration 30 per cent. increase - 


о? efficiency in the boiler plant was obtained. In fairness to 
British engineering industry, I think a more complete history 
of this portion of the plant should have been given. 

Messrs. Babcock & Wilcox tendered for a standard B. & W. 
form of step grate with fire bars that allowed the angle of 
inclinaticn to be adjusted to suit the different grades of paddy, 
and the varying amount of moisture in the fuel. 

After the contract was signed Messrs. B. & W. were asked 
by the A.E.G. to modify their furnace and to adopt a form of 
fire bar and furnace proposed by Mr. Shaw and his consulting 
engineer. This they did, but they strongly declined to accept 
any responsibility or guarantee for the same. On Mr. Shaw's 
own showing, Messrs. B. & W. were fully justified in their 
decision. 

The B. & W. paddy husk furnace is illustrated in their well- 
known book Steam, and several of these are in successful 
operation in different parts of the world. 

This furnace hae one great point, namely, the burnt ash falls 
directly into the ash dtain, whereas in the Bangkok design the 
fireman must rake the ash forward some four feet or more—no 
light task. Probably this accounts for the suggestion to use 
steam (page 661) for the removal of the ash, a scheme that has 
proved unsuccessful and dangerous to the fireman elsewhere. 
The air channel (page 659, fig. 7) is, of course, quite an old 
idea, being used in the Bangkok tramway station built some 
ten years ago, and also adopted by nearly all the Bangkok rice 
mills. To admit the air through the top of the bridge is surely 
nowadays a proven fallacy. | 

It is rather a pity that Mr. Shaw has omitted to give some 
figures or readings from the CO. recorder and the water 
recorder. i i 

Just recently it appears the furnaces have been rebuilt some- 
what on the lines indicated, the bridge being hollow and por- 
ous. Tests carried out in December, 1914, on behalf of the 
Government, under careful supervision, show that the fuel 
ccnsumption of the new furnaces is much below that of the 
furnace shown in fig. 7. Some modification in the ironwork 
of the furnace was made, and, I believe, the angle of the fire 
bars was increased slightly. 

It is interesting to note that a British firm of gas engine 
makers have just installed in Bangkok a suction gas plant 
using paddy as fuel, with great success. Possibly gas-fired 
boilers on a similar system would prove to be the ideal method 
of steam raising. 

I helieve that Mr. Shaw has been absent during the greater 
pertion of the erection of the Samsen station, otherwise he 
would have been aware that more or less serious subsidence 
of the building took place, the chimney tilting over to an ex- 
tent plainly visible to the ordinary observer. The method 
adopted by the Government building engineers to get over the 
trouble was most ingenious. A trench was dug alongside the 
battery-room wall, extending somewhat at the chimney end. 
and carried down well below the foundations. This allowed 
the earth under the foundations gradually to squeeze out, so 
that the lightly-loaded side of the building could settle down 
to the same level as the boiler-house side. After some six or 
eight months it was found that the building had gradually 
gone back into level. and the trench was then filled in, all the 
machinery being again carefullv put into alinement. 

The contract for the whole of the plant, boilers, generators, 
switchboard, and sub-station equinment (excluding conveyers 
and buildings) was placed with the A.E.G.. of Berlin, whose 
tender was very much below that of English firms. It would 
be interesting to know the exact detailed cost of the plant, 
including ertras, as according to the Government Finance Re- 
turns, this power station has cost nearly three times the sum 
originally estimated, while the maximum (peak) load appears 
to be under 500 kilowatts with all lines in service except the 
cement works, now building. | | 

Who is responsible for а 4.000-kilowatt station being put 
down; surely the load does not justify the size of plant (135,000 
units ner month)? Is this a sample of Germans’ engineering 
advice? 
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I have no connection with any of the firms tendering. and 
enclose my card; I strongly advocate a more active atteinpt to 
secure British trade in the East. I think more care should be 
taken by British firms to obtain information as to the exact 
state of affairs so that they are not intimidated by heavy penal- 
ties for delay and failure of supply into inflating tender prices 
to cover these risks. The German firms know full well the 
risks are small and easily circumscribed. 

H. E. F. 


January 4th, 1915. 


~ 


The Capture of German Foreign Trade. 


I do not know with what object '' Galvo," of New Zealand, 
writes to you with respect to British trade, but should judge 
that it is done with the idea of damaging it; but it is easy to 
see from his statement that Geelong is a small and rather 
insignifiant inland town in Victoria,’ that he is both ignorant 
and careless in his statements, and it can therefore be gathered 
that the rest of his highly-coloured statements, 1f not actual 
untruths, are certainly exaggerations. 

For those few readers who may not know the district. Gee- 
long is one of the four largest towns in Victoria, and is situated 
on the shore of Port Phillip Bay. It has a first-class electric 
light station, automatic telephones, and a large over-sea trade 
in wheat and wool. 

P. R. 


We have read with interest and amusement the two columns 
of hot gas” contributed to your issue of February 5th by а 
New Zealand correspondent signing himself “Galvo.” We 
think we know this gentleman, in fact, we are sure of it, be- 
cause the story which is retailed at the top of page 171 
obviously relates to us. We have no brief for the other 
offenders, so will merely state that when reading all cases of 
this kind one should remember the Latin proverb audi alteram 
partem. There is generally something to be heard on the 
other side, and to judge from our own experience, we should 
say that the other alleged offenders will be quite well able 
to offer a satisfactory defence. Without going into details, we 
may say that it is quite true we guaranteed our plant. In 
doing so, we assumed that our verbose friend would erect 1t 
as we should have erected it. We have no knowledge that 
he did so, because he has never, in spite of repeated letters, 
given us all the particulars that we asked for, and we do not 
know that he carried out the original job as instructed. Never- 
theless, when he complained that the plant would not do its 


work, we told him to do so and so, and as a result the plant 


was accepted. He then made a claim on us for a considerable 
sum of money, which he said he was out of pocket of, and we 
had no difficulty in showing him by a little arithmetical calcu- 
lation that he was trying to have" us. We, however. offered 
to meet him in this way. We said that we would credit him 
with a certain smaller sum by considerably increasing the dis- 
count we allow off our goods until this sum was paid off. He 
then replied that he would accept the smaller sum in cash, 
but not in kind, because the original goods we sent him, apart 
from the installation in question, had proved unsatisfactory. 
We were able to give him documentary proof that he had con- 
tinued to order further goods in spite of the alleged unsatis- 
factory working of the original goods, and we said that if he 
would send the original goods back we would see that they 
were repaired, brought fully up to date, and returned to him. 
We thought this a very fair offer, but he has only replied by 
stating that he has put the matter in his solicitor's hands. 

Although our friend did not send us the full information we 
required regarding the job in question, he has always had a 
great deal of time for the writing of yards of facetious and 
sarcastic letters on all sorts of subjects, similar to the one you 
published, and we have often thought that he was more fitted 
to edit a Bush journal than to trade as an engineer. 

Some of these Colonial engineers and merchants have seen 
nothing of the world, and always appear to look on their 
demain as the hub of the universe, and they forget that Great 
Britain supplies the world, whilst Germany and America. have 
made it their business to try and cut her out. No doubt we 
have our faults, and one is insularity, but Galvo's"' letter 
reminds us that New Zealand is a very much larger group of 
islands than Great Britain and only. has a population of about 
one million. 

In conclusion, if this correspondence meets the eve of the 
firm who supplied * Galvo” with the marble, we should be 
glad if they would communicate with us through you. 


British Specialists. 


E 


Salaries of Junior Engineers. 


Referring to your Correspondence column of the 29th Janu- 
ary, regarding "Collar and Cuffs’ statement comparing 
engine drivers with shift engineers, I should like to know 
what central stations he has been employed at to be able 
to condemn the engine drivers and stokers for obtaining a 
better position any more than the volt boy that wipes the 
engines down in his spare time or the office lad that is learnt 
the switchboard. — After about twelve months they begin 
to feel their position, they get a shift engineer's job, know 
nothing, relving on the men under thein to pull them through; 
then why not let those drivers or stokers that have their jobs 
at their finger tips qualify for the same if interested in their 


work? Iam glad to see one or two have gained this position 
the last few months. ‘Lhe station superintendent's assistants, 
iu any opinion, are the drivers and stokers in a great шапу 
of the provincial towns regarding the generating cost, and 
a good шапу know that. 1 will give you one or two instances 
in my fifteen years’ experience in central stations as driver, 
stoker and switchboard attendant. In one station 1 was 
leading stoker; it happened one night they could not get 
on the battery, so the shift engineer had to run а small 
engine and boiler all night. “Ibis engineer was about 75 
years old, and had been there two years. Everything went all 
right till 3 a.i, when his water got out of sight; then he 
came for me, living next street. I told him to shut bis top 
cock on the water gauges and if the water did not nse in 
glass to pull the fire out at once; if it was all right to put 
his pump on a bit more—-he would soon gain water—but 
to let me know if he was all right, to save ime getting up at 
that hour, being on till II o'clock... So he went along on that, 
but in the morning about 5 a.m. I walked into the boiler 
house and there was the gauge cock still shut off, showing 
about half a glass, which he had been working to, so you 
see when I opened the cock it was the same, so I explained 
the working of the steam and water ways of the gauges 
and got ‘his water up. 1 wonder if he has got a Chiefs 
job yet. I saw a great many changes, but the majority of 
them were like the steady driver, did not know the firebox 
from the ash pit. Another job, they happened to have two 
boilers to pieces for cleaning leaving one to work on. It 
being summer-time I happened to have a day in the country 
that Sunday, as he said the fitter's mate could do that, but 
when I got home at 10 p.in. I was told the lights had been 
out since 7 p.m. They had blown sonre of the water off on 
Sunday morning to repair a valve, so they started the fires 
roaring about 6 рип. as the battery was low, without putting 
апу more water in the boiler. This could have been prevented 
if they had had an experienced engineer to see things rigb 
before starting fires up, but they preferred burning the tubes, 
so there were no lights for two days and nights through 
neglect. Another shift engineer had a joint to make on 1j in. 
steam pipe, got it adrift after a struggle, cleaned 1t, put new 
joint in; four studs held it, but to make sure it would not 
blow, being a new man, he tore two of the studs off, в it 
blew worse. Then he рахе it up and the fitter did it. Next 
Job, packing the gland of a one-inch valve with asbesto 
string, winding round on top of the brass bush instead of 
pulling 16 out and stuffing inside; this man had been in two 
other central stations. It does open the eves of drivers and 
stokers that they have charge of on shifts. Another shift 
engineer I know was on the day and night shift for twelve 
months because he could not run two alternators in parallel 
The same gentleman got a chief assistant's Job from that. 
I should like te know what kind of engineers you call these. 
Good practical shift engineers аге few and far between, æ 
are drivers and stokers, as they get no encouragement at 
most places. I should like to hear. how those drivers that 
have gained that position are getting on—I don't think for 
one minute they are grey-headed. 
Driver, 
Late Steam Generating Engineer. 


— ma > 


Wonderful Accumulator Cells. 


In reply to Mr, Faraday Hawdon’s latest favour, I would 
simply refer him to his previous letter in which he kindly 
informs us that no lead type of cell can work without sulphate. 
Very well. This is a tlat contradiction to the Notice to which 
I drew attention, in my original letter. As Mr. Faraday 
Hawdon has expressed a wish to close this correspondente, 
I think it best to leave him with his truly `* Wonderful Accu- 
mulator " in which '' the plates are free from sulphate“ after 
being totally discharged ten months ago. 

A. W. B. 


[1 appears that this discussion arose out of a quibble. The 
merest tyro in accumulator work knows that sulphate 
in this connection has two ieanings.—Eps. Etec. Rev.] 


Consulting“ Engineers."? 


I think “ Delta’’ touches upon a point of great importance. 
If an individual attempts to practise as a lawyer or medical 
man Without first qualifying, he is immediately imprisoned 
or heavily fined. 

Why is it our profession is not equally so guarded? ‘I know 
of a commercial traveller who has actually had the audacity 
to fix a brass plate outside а suspicious-looking  box-roon 
in the City. There are a large number of these little rooms 
occupied by similar quacks, etc., the whole block is generally 
known by a high sounding паше, and Fleet Street, Regent 
Street, or Queen Victoria Street, completes the tcols-in-trade 
as it were, not to mention the illusion of the intending chent. 
But let me proceed—this individual I have in mind has by 
some means or another become an associate of one of our 
leading institutions, | 

Now, Sir, what protection, I ask, have genuine engineers 
against such a state of affairs? We are actually faced with 
our Well-known institutions aiding and = abetting quacks, 
cheats, etc., by the fact that these wasters are admitted 
as members to these institutions, whose very existence sbould 
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guarantee the bona fides of its members. I think this is a case 
the Review should take up. At present the letters A. M. I. E. E., 
M. I. M. E., etc., sound ridiculous and foolish to many, and 
afford no guarantee of a meinber's competency. ' 

Let us hope that such letters will in tune convey the same 
sense of security to a client as M.D. ог K.C. do to 


Station Engineer. 


Extra High-Tension Cable. 


At several meetings recently held to discuss the above sub- 
ject, suggestions have been made that a pressure of 30, 000 
volts should be the working limit of underground cables, and 
1 believe this proposal was made by a representative of one of 
our leading cable firms. 

If this view be taken by the remainder of the cable manu- 
fucturers, it will amount to an admission that we cannot tackle 
the lirger stuff, and that we are lagging very much behind 
the Continental cable makers. The writer recently saw a con- 
signment of 40,000-volt 3-core cable (50 sq. mm. section) lead- 
covered and arinoured at the works of Messrs. Pirelli & Co., 
Milan (tbis cable was made for the Italian State railways), the 
lead and armouring being 21in. and 3 3/16in. respectively. 

As pointed out by Mr. D, A. Starr, at Glasgow, Dr. Borel 
dues not pin his faith to pure manila paper, but prefers a 
paper with a proportion of wood pulp. This view is also held 
by many other Continental cable makers, and one is bound 
to admit that they do know ие Ыш, about cable. 

Recently an inquiry was set afoot for a cable of about the 
size mentioned above, for a working pressure of 50,000 volts, 

and I learn that the business was turned down because the 
size of the cable would be too large to put through the lead 
press. A lead press will take up to about 34in.; what amount 
of insulation was proposed in this case? 


H. H. E. Wood. 
Hampstead, N.W., February 16th, 1915. 


OUR LEGAL QUERY COLUMN. 


Pd 

" ELECTRIC’? writes :—With reference to your answer to my 
query in your issue of the 5th inst., I may inention that there 
was ай agreeiuent for the three years, but light“ was not 
mentioned in the same. The point was whether a tenant 
having put in electric light wires in tubes could have legally 
taken (drawn) them out again without liability to himself, 
and leave switches which he would have to disconnect to do 
807 

*a* The duration or length of the lease dees not appear to 
affect the question under discussion. It is clear law that if a 
tenant affixes anything to the freehold it becomes the property 
of the landlord and cannot be removed at the end of the lease. 

If a tenant has a fancy for a marble chnnney-piece, and 
pute one in, he makes a present of it to his landlord. With 
Wires laid for the purpose of distributing electric light the 
principle is exactly the same. Anything that unscrews may 
cf course be removed, but things which are fixed cannot be 
taken away. 


H. C. M.“ writes: — My committee have recently had a 
case of а consumer claiming to utilise his motor service for 
the purpose of driving a dynamo for lighting his workshop. 
This dynamo would be driven from the workshop motor and 
he claims that our departinent have no right to stipulate as 
to the way in which he should use any surplus power that he 
may have from his motor, the main object, of course, being 
to obtain current for lighting at power rates. I have some 
revollection of your publishing articles on this subject, but I 
cannat give the dates. Will you therefore please let me know 
Whether your files show anv decision of the Courts on this 
matter, or could you forward me issues containing the infor- 
mation?“ д 


This question has been frequently propounded. There 
has never been any judicial decision on the matter, and the 
answer must be based on first principles. The use of the 
vord " power " or the words power rates” in Acts of Par- 
liamient is now very common, and even the man in the street 
Culd say what is meant by a "power" Act. Then, too, the 
word “lighting” or the expression “supply for lighting pur- 
bees“ is perfectly well understood, and it is obvious that a 
шап who takes current at motor rates ənd uses it to run а 
mator generator and then to light his lainps is doing some- 
{шод which is verv like defrauding the supply company. А 
supply for power can be given at cheaper rates for the reason 
that“ power“ is generally wanted during the day, when the 
Drm] lighting load is small. Hence that reduction in charges 
Thich is of such advantage to the manufacturer: but the elec- 
tric lighting company or local authority supplying electric 
let would be deprived of a large part of its revenue if the 
pract.ve referred to were often adopted. 

It is interesting to notice that, although the matter has not 
hitherto been dealt with in any Act of Parliament of general 
sppücation, those who were responsible for certain legislation 


РА 


applicable to London were fully alive to the difficulty which 
might arise, and have provided against it—first by defining 
power, and secondly by imposing penalties on those who 
do the very thing referred to in the query. 

A statutory definition of Electricity for power purposes, 
which, of course, only applies to the Metropolis, is to be found 
in Sec. 7 (1) of the London Electric Supply Act, 1908. That 
section provides that ''No authorised undertaker shall be 
bound to give a supply upon the terins of this section in any 
case where the maximum power required to be supplied is less 
than two kilowatts. For the purpose of this section the ex- 
pression power purposes shall include all purposes to which 
electrical energy may be applied other than for use either 
directly or indirectly for lighting.“ 

By Sec. 7 (4) of the London Electric Supply Act, 1908 (8 
Edw., 7 c. clxvii) (which is an Act of restricted application), it 
is provided that: ‘* Any supply given for power purposes 
shall, if required by the authorised undertaker, be measured by 
a separate meter or other apparatus, and any person receiving 
a supply for power purposes who shall use the energy directly 
or indirectly for the purposes of lighting shall be liable to a 
penalty not exceeding five pounds for every day on which he 
uses such energy for such purposes, in addition to the sum pay- 
able for the energy so used at the price charged by the author- 
ised undertaker by whom the supply is given for a supply for 
lighting purposes." 

These statutory definitions are not, of course, binding, except 
in the area to which this Act relates; nor do they throw much 
light upon the way in which the Court might interpret the 
word power under other circumstances. Nevertheless, the 
insertion of the words directly or indirectly ° before for 
lighting“ shows that the Legislature had in mind a method of 
driving a coach-and-four through an Act of Parliament by 
using a motor-generator, 


“H.K.” writes:—'' I should be very glad if you could help 
me in the following matter :—A, D, C, D, E, F, are a block 
of shops in a row, aud to give a supply to the (Е) 
а pair Gf teinporary wires were run behind the facias of C and 
D from a point behind C for a period of five days, when per- 
manent service was put in at E from the mains opposite the 
house. The landlord's permission had been obtained to lay 
service as before. Shops А В have permanent services run 
behind the facias, and the main supply is at a point behind C. 
C's and D's permission was not шш to the running of 
the temporary wire. C did not object, but D objected after 
Wires Were fixed and wanted them moved at once. This was 
not done, as 1% would have been cut off. The circumstances 
were explained to him, and he was told wires would be re- 
moved. D now claims compensation for trespass, trouble and 
annoyance. Аз the wires were not attached to his facia-board, 
can he claim anything? If во, what would he be entitled to?“ 

„It is plain that if a inan owns or occupies a house, he is 
entitled to prevent any forin of trespass thereon, whether the 
trespasser cornes on the land himself or places any of his goods 
or chattels thereon. So to run a wire across a man’s back 
garden (whether it be attached to his walls or not) 1s clearly 
a trespass for which an action lies. But it is difficult, in the 
present case, to see what damage D bas sustained. If he 
brings an action let 40s. be paid into Court, and probably no 
niore will be heard of the matter. 


ELECTRICAL PATENTS OWNED BY 
ALIEN ENEMIES. 


The following contains a list of British patents applied for by persons resi- 
dent in Germany, Austria and Hungary, and will be found to be of particular 
interest in view of the new Patents Act. This list is specially compiled for the 


` Evrctrican Review by Messrs. W. P. Thompson & Co., of 285, High Holborn, 


and 6, Lord Street, Liverpool, from whom any further particulars may be 
obtained by manufacturers or others desiring to obtain a compulsory licence. 


1902. 
1.544.—Fabrik Elektrischer Zunder G.m.b.H., Koln a / Rhein. 
5. 802. — Siemens & Halske Akt. Ges., Berlin. Electric cut-outs. 
7.995.— J. Langbein & Co., Leipzig, Sellerhausen, Germany. 
8,555.—H. W. Hellman, Berlin. Electric igniters. 
12. 159.— Siemens & Halske Akt. Ges., Berlin. Electric lamps. 
N & Halske Akt. Ges., Berlin. Vanadium, Tantalum, Niobium 

Allos. 

12.554.—Siemens & Halske Akt. Ges., Berlin. Telephone systems. 
14.551.—L. Lohner & L. Porsche, Vienna. Dynamos, etc. 
16.979.— Siemens & Halske Akt. Ges., Berlin. Magnetic compasses. 
18,786.—H. Bremer, Neheim / Rhine. Electric lamps. 
90,321.—L. Maunstaedt, Near Cologne. Conduits for electric conductors. 
22,106.—Siemens & Halske Akt. Ges., Berlin. Electric cut-outs. 
22,108.—Siemens & Halske Akt. Ges., Berlin. Electric cut-outs. 
26,476.—C. Kando, Budapest. Electric railways, ctc. 
28,820.—T. Maun & C. Goebel, Duisberg. Galvanic batteries. 


Flash lights. 


Electrolysis. 


1903. 
1.088.—C. Rodenbourg, Hagen, Germany. Galvanic batteries. 


3,°043.—O. S. Bragstud & J. L. Lacour, Karlsruhe. Alternating current 
machines. 


4,836.—Siemens & Halske Akt. Ges., Berlin. Dynamo electric machines. 


272 THE ELECTRICAL REVIEW. (vol. 76. No. 1,943, FEBRUARY 19, 1915. 
— E л ———.—.—————— SES I a, 


5,448.—L. Szirmay & L. von Kollerich, Budapest. Electro-deposition. 1.788. Telephone transmitters." WESTERN Exectric Co, Ltd, & С. Н. 

5.561.—F. Porsche, Vienna. Dynamo electric generators. NASH. February dth. 

6.740.— Siemens & Halske Akt. Ges., Berlin. Telegraphs. 1.791. *' Luminous electric switches," H. R. Rivers-Moore. Februar, фр, 

6,742.—Siemens & Halske Akt. Ges., Berlin. Telegraphs. 1.802. ‘Phase advancers.™ G. Kapp. February 4th. 

7,292.—V. Poulsen, P. О. Pedersen, Copenhagen, and C. Schou, Krefeld. 1.818. Magnetic compasses. F. Barker & Sow, Ltd., & S. W. Вав. 
Telephone systems, etc., recording. February 4th. | | 

11.442.—O. Vogel, Berlin. Electric lamps. 1,857. ''Sending-device for subaqueous current line telegraphi." Sesu 


G.m.b.H. February 5th. (Convention date February Sth, 1914. Germans. 
(Complete.) 
1.869. Starting: electrode for vapour electric devices." S. W. Екхарт 


12.983.—Siemens & Halske Akt. Ges., Berlin. Controlling electric motors. 
16.394.—H. Beck, Meiningen. Electric lamps. 


20.313.—G. A. Wedekind, and H. P. Porscke, Hamburg. Galvanic batteries. & O. P. ќснсѕтек. February oth. (Convention date February Sth. 1914. Unie 
21,305.— Siemens & Halske Akt. Ges., Berlin. Electric synchronous. move- States). (Complete) 

ments. 1. 870. ;' Rectifier systems.” 6, W. FagsswoRTH. February oth. (Conver. 
26.595.—K. Schaffler & E. ТИК, Vienna. Electric igniting apparatus. tion date February 5th, 1914. United States), (Complete) 
27.712.— Siemens & Halske Akt, Ges., Berlin. Electric lamps. 1.876. “ Safety devices for elevators. Britis Тномѕбох- Носѕтох Co., Le 


February Sth. (General Electric Co., United States). 


1902; 1.880. * Electrolytic manufacture of cuprons and zine oxides. C. 6. 
2829. C. Schwabe, Berlin. Electric lamps. СнахсЕ & W. T. G mor. February 6th. 
6.305.—H. Beck, Meiningen. Electric are lamps. 1.892. *'Self-driving electric heat and fuid-pressure motor." 6. E. A 
6.724.—H. Aron, Charlottenburg. Measuring electricity. HorLpsworTtH. February 6th. (Addition to 18511, 09.) 
12.332.—€. de Kando, Budapest. Electric motors. 1.896. *'' Electric lighting of railway carriages or other mechaniewls-trven 


14.479.—H. Krantschneider, Berlin. Electric annealing and tempering. vehicles.” H. HELIN, February 6th, 


73 „ : : , —9 "е 1.913. Trolley heads of electric tramcars and the like." F. Кхм å E. 
16.751.—H. P. R. L. Porscke & G. А. Wedekind, Hamburg. Galvanic batteries, Kansans Februare Gih, 


7,423.— E NEC , berg. Berlin. { electric , , К А 
17,433. —H. A Vienna, and E. Rosenberg, Berlin. Dynamo electric 1.917. © Means for and methods of increasing the currents arrsing capacity 
е рыт k ke Akt. G Berli Pinca eee. Зайна of large cables for alternating currents," A. M. TAVIOR. February th. 

— ^ > i s. > І Лесбас с ‘in А К M^ > 5 E у 
ndo D . e E 1,928, '' Magnetic skelp-charging machine." W. T. Сактлта. February œt 
g í 


(Convention date February 7th, 1914. United States). (Complete.) 


20.372... Sj PEE Akt. Ge wii espere d | : | : à 
JV... 8 1.918. “ Electric motors," V. von IST r. February 6th. 


22.342.— Korting & Mathiesen Akt. (ies, Lentzsch-Leipzig. Electric lamps. 
22.511. Hl. Beck, Meiningen. Electréc lamps. 
33.279.— Н. Aron, Charlottenberj. Electric resistances, 
23,622.—P. Mollmann, Berlin. Galvanic batteries. 
27.713. — Deutsche Gasglublicht Akt. Ges., Berlin, Electric lamps. 
27.714.— Deutsche Gasglublicht Akt. Ges., Berlin. Electric lamps. PUBLISHED SPECIFICATIONS. 
28.018. Siemens Schuckertwerke Akt. Ges., Berlin, Electric safety discharge ; 

apparatus, Copies of any of the Specifications in the following list may ba obtained 
38.036.—]. Poetic kv. I. Cizek, & F. Suchanet, Prague. Telephone systems, of Messrs. W. P. Tuoursos & Co., 285. High Holborn, W. C., and к 
| Liverpool and Bradford; price, post free, 9d. (in stamps). 


28.]54.— H. Kuzel, Near Vienna. Electric lamps. 
28. 467.— Deutsche Gasgluhlicht Akt. Ges., Berlin. Electric lamps. 


1913. 
24.803. REVEKSING-GEARING SUITABLE FOR ACTUATING THE RUDvEES of Тоу. 
POS. М. P. Otto. October 31. (November 22nd, 1912.) 
26.495. SurrLv or Erretricity., A. Е. Berry. November 18th. 
27.615. Attomatic REGULATION oF ELTC TRI Circuits, C. А. Vn. à 


1908. 
184.— E. Arnold, Karlsruhe, and anr. Electric motors. 
3.605. — Siemens & Halske Akt. Ges., Berlin. Rotary water meters. 
3.669. -C. Henke, Witten а.а. Ruhr. Heat non-conductors. 


4.375.— F. Pohl. Cologne-on-Rhine & ors. Dynamo electric machines, A. H. Midgelev. December. Ist, 
9836.—L. Scholvien, Near Berlin. Electrie lamps. 28.932. FLFECTRIC asp OTHER Lrovip Heaters. R. Weaving & Ferranti, Le 
5.977. Elektrizitats Akt. Ges. W. Lahmever. & Co., Frankfurt Main. December loth. (Patent of addition not granted.) | 

Dynamo electric machines, 29.216. Erectric [GNITION AND STARTING SYSTEM FOR CSE wiTH. [strei 
8.75. -B. Kugelmann, Bad Kissengen. Rav. Telephone systems, COMBUSTION. EN iS. F. R. MacNab. December 18th. (December 26h, 1922 


9.443. — . Clemm, Mannheim. Electrolysis, 
6,074.——Siemens & Halske Akt. Ges, Berlin. Electric. switches. 


1914. 


940. Gyroscopic STrapyING APPARATUS, Р. Schilowsky. January 11 
EES (Cognate application, 9751,14.) 

941. DEMONSTRATORY GYROSCOPICAL, Apparatus. Р. Schilowsky. January Itt 

971. MEANS FoR Lockinc HANDROPES FOR LIFTS AND THE LIRE By Erter 


NEW PATENTS APPLIED FOR, 1915. i 


SYSTEM FOR CONTROLLING THE Points or A Grote oF RAILWAY SANT. 


ING Sipincs. А, Descubes. January 14th. (January 16th, 1913.) 
(NOT YET PUBLISHED). ens 2 А : | 
1.133. ELECTRIC INSULATING MATERIAL APPLICABLE as 4 Hear [їг 
Compiled expressly for this journal by Messrs. W. P. TuowPrsoN & Co., мик CERO) ишине 2) adnate. ыш Janae y Aa , 
Electrical Patent Agents, 285, High Holborn, london, W.C.. and at 1.791. Recvtators For RLowisg Exciwrs, CENTRIFUGAL Pumps. AND Сом. 
Liverpool and Bradford, to whom all inquiries should be addressed PRESSORS. British Thomson- Houston Co., & R. Н. Collingham. January Rei 
2.174. SYSTEMS оғ CHARGING AND DISCHARGING ELECTRIC BATTERIES. A. V. 
Gilkins & H. S. Watson. January 27th. 

1.600. “ Electric couplings." W. C. LEA. February Ist. (Complete.) 2.315. TELŁPHONE Desk SETS. Wostern Electric Со. (F. T. Woodward, act- 

1.609. “ Electric regulating devices." A. G. Broxam (firm of R. Bosch, Ger- ing for Western Electric Co.). January 27th. 
тапу). CAddition to 25.046. 13) February 1st. Complete.) 2.243. SWITCHES FOR ELECTRIC Licutinc. f. Н. Collie. January 28th. 

1.6012. *' Electric spark quenching apparatus." A. M. M. Gory. February 2.340. ELECTRO-MAGNETICALLY-OPERATED. Horns. H. Lucas & W. Н. Edward: 
Ist. Complete.) January 29th. 

1.625. Trolley guide for electric trams." W. BARRATT. February 2nd. 3,358. MACHINE TELEPHONE SWITCHING SYSTEMS. Western Electric Co. F. J. 

1.641. „ Electrically driven clocks." A. B. WEBRER & STANDARD TIME Co Woodward, acting for Western Electric Co.). February 9th. 

lid. February 2nd. 4.414. VARIABLE RESISTANCES FoR É1ECTRICAL Cikccits. H. Cooch. Febris 

1.645  Gyroscopivalls-controlled torpedo." Е. F. CHANDLER. February 2nd. 20th. | 
(Complete.) ` 4.742. Evectric Furnaces. J. L. Dixon. February 24th. (Cognate apo 

1.654. '' N-ray apparatus" H. W. Cox & Co., LUL. & H. E. DONNITHORNE, cations, 8513 14. 16, 263 14. and 17903 14.) 

February 2nd. 4.940. Dynamos. H. Leitner. February 25th. (Cognate application, 7083 14 

1.655. *'' Flectro-mepnetic machines for producing high tension continuous . 700. ELECTRIC Motors кок Driving EXCLosep Macuines. B. Craemige: 
currents, Н. E. DONNITHORNE. February 2nd. April 6th. (Januar; luth. 1914. 

1.662. " Appar itus for facilitating the sterilising of liquids by the action of 10.742. ELECTRO-MAGNETIC [RAIN STOP FOR STFAM OR Exvrereic Trans. | 
the ultra-violet rave. J. von Kowarsk1. (Convention date February 2nd, Dovle. Мау Ist. - 
LU February 2nd. (Complete) 11.490. Protective Device For VrsTiLATING. Fass. T. A. Devilbiss & Den- 
1.670. Sd regnment of air or a gas with an electric arc." M. R. A. SAMUEL, biss Manufacturing Co. Mav 9th. ‘ 
кыга т: I umplete:y 11.510. RAILWAY-SIGNALLING APPARATUS. Tyer & Co., & J. E. Stringer. Me. 
. 1.671. Electric protective systems." W. T. TALLENT BATEMAN, February 9th. 

Bad. ш | 14,834. ELECTRICAL CowsprNSERS. А. J. B. E. Darras. June 20th. Јох 

1,672. '' Electrolytic apparatus for the production of liquor for bleaching and 21st. 1913.) 
ics pup. кей Sob Wako. February 2nd. (Complete.) 18.154. Srirctẽ]˖ͥ DEVICES FoR AUTOMATIC OR SEMI-AUTOMATIC. ТтШРигА! 

1.684. Electro-magnetic and vacuum lifters." J. P. С, CHARLEBOIS. Systems. G. А. Betulander. July 315. 


peo лы. 18.711. WinrzLESS ТЕШЕСКАРПУ. W. C. Woodland. August 15th. 


1.689. “ Portable electric head lamp.“ Е. Rieci & G. Ricci. February 2nd. 21.774. Темітох Dyxamos. C. F. Mason. October 30th. (Divided oppi 
1.693. '' Method of and apparatus for controlling the relative speeds or tion on 174/14. January 3rd.) | 


difference in specd between the feed mechanism of two machines." WESTERN 
ErrcrüC Co., Ltd., & E. W. Арам. February 2nd. 


1.694. Thermionic amplifying devices.“ WESTERN ELECTRIC Co., Ltd. 
February 3rd. (Western. Electric Co., United States). (Complete.) 


1.696. Contaet-maker for aerial bomb or any other form of shell.” A. B. 
K HuapLrev, W. J. Weaver, W. Zeatasp & T. E. ZFALAND. February 3r4. 


1.697. Electric tumbler switches.“ H. C. Hrarn & J. P. Keita. February 


33.142. MAGNETO-ELECTRIC МАСНІЧЕЗ. H. Wade. (C. T. Mason.) November 
26th. (Divided application on 967,14. January 13th.) 


Р | mae | Income-Tax.—At the annual meeting of the West 
1.715. Incandescent electric. lamps.“ W. Sanpers & Co., Ltd., & W. . M 
SaNprKS. February 3rd. Yorkshire Federated Chambers of Trade, at Leeds, Jast week, Mr. 


1.733. '! Apparatus for measuring or ascertaining radiant energy." Rin- Thomas Pratt, head of the firm of Chr, Pratt & Sons, Ltd., 
MOND GAS STOVE & METER Co., Lid., & H, Hartiev. February 3rd. electrical contractors, of Bradford, who was re-elected President, 


1740, Electric radiator." Majestic Errcruic DEVELOPMENT Co. February : “u Ж : " an 
Jrd. (Convention date February 3rd, 1914. United States). (Complete.) delivered an address on The Income-Tax and its Exemptions, 


1.751. Device in stations for subaqueous sound signals," Sicnat G.m.b.H. a result of which the Federated Chambers decided to support the 
February Зга. (Addition to 3934/13. Convention date February 3rd, 1914, resolution to be considered by the National Cha mber, That in 
Germany). (Complete) view of the enormously increased expenditure in recent years in 

1.955. ''Sparkinyrplugs for internal combustion engines.” R. G. Воотн. local and national government, and the heavy burdens upon traders 


February 3rd. 


1.774. Apparatus for electrically operating planing-machines and the like added by the war, this Chamber strongly affirms its opinion that 
reciprocating tools.” Laxcasmmee Оухамо & MOTOR Co., Ltd, & W. Har- the incidence of rating should be altered, and the basis of taxation 
GREAVES. February dth, broadened, and suggests that the limit of £160 per annum liability 


1,787. “ Electric telemotors.“ W. J. Roverrsox. February 4th. for income-tax should be lowered to 2 80.“ 
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NEUTRALITY AND THE MORAL LAW, 


THanks to the labours of the pre-historian and the 
historian, we are able to trace with tolerable accuracy the 
path along which mankind has advanced both in his 
material and his moral development. 

Some fifty thousand years separates the civilisation of 
palee іс man from that of to-day, and the advance made 
daring that period in man’s knowledge of material things, 
and: in the sphere of morals, has been immense. In the 
earlier part of this period the rate of progress was slow owing 
to the sparse distribution of the population and the 
difficulties in sustaining life. During the last few thousand 
years however, the physical and mental environment of 
man has changed very rapidly, and this change in environ- 
ment has in itself provided an atmosphere congenial to the 
birth of new ideas. | 

Опе of the chief factors in promoting progress has been 
the increased intercourse and co-operation between the 
various sections into which the human race is divided. 
New and rapid means of travel and communication have 


` bean created, systematic education has become general, and 


a daily interchange of ideas now sweeps freely over every 
quarter of the globe. 
Oar world has at once widened and contracted; it has 


widened, in that our knowledge and interests now extend to 


the utmost confines of the earth, and it has contracted 


‘since our thoughts and acts may now be known throughout 


the world almost at the moment of their birth. 
This transformation, wrought largely by the magic of the 


engineer, has had, and will have increasingly in the future, 


a vast influence upon the moral as well as upon the material 
progress of mankind. 

We can trace in the past the effect of the progressive 
widening of the mental and material horizons on the moral 
and material progress of the race. 

These horizons were very restricted when the family of 
the nomad hunter formed the collective unit, they widened 
slowly, as firat settlements, aud then peoples, and nations 
came into being, until to-day, with our world-wide horizon, 
we are awakening to the consciousness of the unity of our 
Race, and feel within us the pulsing of the heart of 
Humanity. 

Ia the material world th» achievements and advances 
gained by man in his struggle with Nature have become the 
common property of the peoples of the earth, and in like 
manner, іа the sphere of morals, a common store of ideals 
and moral obligations has been built up. 

In this day of thunderous stress, amid the clash and shock 
of material conflict, it is difficult for us to realise as clearly 
as we should do, that the real issue that is being fought out 
in the bloody mire of Flanders and the stained snows of 
Poland is not a material one; it is a conflict between 
human ideals, the result of which will determine for many 
centuries to come the moral progress or retrogression of our 
race. 

To what end is this fearful flood of blood and destruc- 
tion poured out, sweeping away with it the haliowed sanc- 
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tuaries, the garnered treasures, and the sweet amenities of 
а Continent, annihilating the врігі of its past, blasting the 
promiee of its future and bringing woe and life-long tears 
to millions of our fellow men? In two words, it is as to 
whether Force or Freedom is to govern the future of our 
race, whether brute force is to be king, or whether the right 
of humanity freely to follow its ideals and the dictates of 
the Moral Law is to be paramount. 

_ The German people, under the influence of its teachers, 
philosophers and military leaders, have come to believe in 
the Gospel of Force, and to think that the laws of Force 
govern the moral aad material progressof mankind. There 
does not appear to be any sound biological basis for such a 
law when applied to mankind. Huxley showed us more 
than a generation ago that Man can, and does, cut athwart 
the laws of purely natural development, and that Nature 
* red in tooth and claw " is not only faced, but is mastered, 
by the spirit of Man. 

Man is shaping his destiny in accordance with spiritual 
laws, he sets up a standard uuknown to Nature, and one 
which it is beyond the power of Force to overwhelm. 
Whatever the ultimate fate of the race may be, there is no 
mistaking its present duty, the call is clear and high. 
What of the response ? 

Tne Teaton peoples fight for the right of Might; the 
Allies fight for Freedom; and the rest of the world is 
„Neutral.“ Neutral they may be so far as active participa- 
. tion in the material conflict is concerned, but what neutra- 
lity can there be in connection with the moral issues of the 
struggle? 

Іо is evident that the material concerns of certain peoples 
are more closely involved in the present strife than are those 
of other natious more remote from the scene of conflict, 
but the moral issues indubitably and intimately concern the 
whole of the human race. For these issues the attitude of 
“ neutrality ° can only be a negative one, a passive waiting 
for the decision of the issue by others, and a flaccid accept- 
ance of the ideals of the victor. Do the Neutrals ” 
recognise that their wills are only temporary manifestations 
of ва umpler will, that their lives are passing phases of a 
larger life; if they hold themselves aloof, can they hope to 
wear the Crown Divine, the harvest of our blood and tears ? 

America should know ; for Emerson has taught her that 
every spirit builds itself a house, and beyond its house a 
world, and beyonds its world a heaven, but only what she 
herself is can she really know and see. Is she prepared to 
sit silent and inactive in the land of Freedom while the 
world-building is done by other hands ?—is the chiuk- 
ing of the almighty dollar so loud in her ears as to drown 
the still small voice of the All- Father of her race? We 
trust not, we think not, but she, with other Neutrals,” 
would do well to ponder the moral obligatious they 
took upon themselves at the Hague in 1907 and to prepare 
to discharge them, for they still await discharge. 

If we are to entertain any hope of the elimination of 
military domination in the near future, such hope can only 
be based upon the collective action of the race in the present 
crisis. The solemn obligations accepted by the Powers 
signing the Hayvue Convention must be uobeld, must be 
discharged. or the Powers concerned must for ever be marked 
with the stigmata of dishonour and the brand of cowardice. 

What shall it profis a nation if she gain the whole world 
and lose her own soul? 


THERE has been a continued and eus- 
tained demand for copper from the con- 
suming trades, alike in this country, France, and the United 
States, and there has not been any yieldiug in the position 
of the leading producers, who have of late made such 
substantial sales that they are in a pretty comfortable 
position for s'me weeks to come. That a considerable 
amount of confidence is felt that the domestic trade acr: ss 
the Atlantic which has been in a languishing condition for 
a long time a condition which is far more respon- 
sible for the complaints made as to the miserable state of 


Copper. 


the United States copper trade than is the British declara- 
tion that copper is contraband . . is on the eve of 
solid improvement, goes without saying. It is high time 
that there was an extension of business enterprise there, and 
some signs of the stirring of the dry bones is indeed per- 
ceptible already. There has been a certain amount of 
reawakening of interest in the Stock Exchange in New 
York, and this usually betokens that the keener-witted 
element has scented something moving, and in view of the 
long depression it is out of the question that there sh ud 
be any further contraction in the tonnage of general busi- 
ness passing. The European War has released immense 
orders for the British, French, and other allied Govem- 
ments, which have put many branches of United States 
industrial effort upon а more active basis than has been 
experienced for years, and there can be no let-up in this 
direction until the Huns are finally smashed and ther 
powers for farther evil utterly demolished for a century v 
come. | 

Naturally, coming on top of a curtailment of production 
estimated at 50 per cent. of the refinery capacity, copper 
has sustained a considerable advance within recent weeks, 
and is still firmly held at about the top figures, but the 
price is now sufficiently advanced to stimulate production, 
and accordingly it is no matter for surprise to find tha 
many of the largest mines in the United, States hare 
resumed normal working, and that others are following sut 
in all directions. The process of output restriction ba 
indeed ceased to exist so far as the Lake Superior mines 
are concerned, and production has assumed an entirely 
normal appearance. ‘This can only be the prelude to easier 
market conditions for copper sooner or later, for there can 


be no question but that it pays handsomely to turn cut 


refined metal at round current selling prices. For this 
reason there is a disposition to take a rather conservative 
view of the future, and consumers have lately been only 
buying in strict relation to their needs and to the prosp-- 
tive orders. The immediate position seems to be firmly 
established enough, but excessive optimism as to the sitzt 
tion of prices might be unwise as regards the second half 
of the year. 


CONSIDERABLE space has been devoted 


Continental PY our American contemporaries to the 
Telephony. triumphant achievement of telephonic 


communication between San Francisco, on 
the Pacific coast of North America, and New York, Boston, 
and Washingtou on the Atlantic sea-board, a feat upon 
which they are entitled to our hearty congratulations 4 
specially noteworthy feature of the occasion was the fat 
that Prof. Alexander Graham Bell spoke with Mr. T. A. 
Watson over the 3,400-mile line, these gentlemen having 
been the first to hold conversation with the telephone it- 
vented by the former in 1876 ; moreover, they guccessf ally 


used Dr. Bell's original transmitter for this purpose, and ve 
cordially c mgratulate the inventor upon being privileged to 
witness this magnificent consummation of his po еп 
work of 49 years ago. What would Faraday have mid if 
he could have se-n a modern 25,000-Kw turbo-generator, 
the gigantic off pring of his creative genius? | 

The credit f..r overcoming the many engineering difficalties 
met with in the construction of the int-rowanic line 18 
ascribed to Mr. John J. Carty, chief engineer of the 
American Telephone and Telegraph Company ; the com- 
mercial problems of finance and organisation were dealt with 
by Mr. Theodore N. Vuil, president of the company. Some 
particulars of the line are given elsewhere in this issue. It 
is interest/ng to note that by special connections to the 
home of Mr. Vail, conversation was sucessfully carried on 
vid Boston over a toral distance of no less than 4,750 miles. 
We must not omit to mention that the feat, «as rendered 
possible by the use of the loading coils invented by Prof. 
Michael Papin, of Columbia University, wh s, we have no 
doubt, would readily admit his indebtedne-s to the mathe- 
matical researches of our fellow-countryman, Dr. Oliver 
Heaviside, in this connection. 
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HAND REGULATION OF 
A HYDRO-ELECTRIC PLANT IN INDIA. 


By J. W. MEARES, 


Ix these days of automatic regulation, distant control, and 
so forth, it may be of interest to readers of the ELECTRICAL 
Review to hear of a water-driven power station which 
has for years been regulated entirely by hand, without 
governors. | 

The plant in question is at Darjeeling, the hill station of 
Bengal, and the summer headquarters of the Bengal 
Government. The original installation was laid down by 
the present writer in 1896, on behalf of Messrs. Kilburn 
and Co., in pursuance of an agreement with the muni- 
cipality. It consisted of two 65-Kw. Crompton-Brunton 
single-phase alternators, driven by Gunther Girard turbines. 
Soon after completion a disastrous flood caused a landslide 
which dammed up one of the two hill torrents which supplied 
the power, with the result that the power station was buried 
in mad over the top of the machines. They were excavated, 
however, washed and dried, and set to work again some 
few weeks later. These 2,800-volt generators are still 
n and as an old Cromptonian I feel rather proud of 

m. | 

The present municipal engineer, Mr. G. P. Robertson,“ 
MI. E. E., М I. Mech. E, took over charge in 1903, and under 
his able management this smal! plant has been extended from 
time to time, and has paid very well indeed. Incidentally, 


be adopted a “ point-five” tariff for the winter heating load 


шару years ago—earlier, I think, than our friends in Great 
Briain. From the very beginuing, even before the mud 
episode, the hydraulic governors were very troublesome ; 
they were not of a type calculated to assist in the parallel 
running of alternators, and they never recovered from the 
shock of being buried alive. 

From this point I prefer Mr. Robertson’s report, on the 
extension now contemplated, to speak for iteelf. 

“The governors on the old machines gave so much 
trouble that they have been scrapped, and the machines are 
being controlled by hand. One of the difficulties was grit 
getting into the governor-controlled valves of the hydraulic 
gear. Qil-pressure gear was, therefore, specified for the 
new tarbine, and the governor supplied acted splendidly for 
atime. One day, however, the machine started hunting so 
violently that it had to be shut down, but when opened ont 
again it ran as smoothly as if nothing had happened. 

“ Зоте time afterwards I was in the power house when 
the same thing oocurred again. I then thought that the 
effect was due to an electrical surge of such a nature as to 
set up mechanical pulsations, synchronising in some way 
with the surge, во that the machine was nearly hammered 
to pieces befure it could be shut down. 

I made inquiries about this while at home this year, 
aod heard of several similar cases, though very little is said 
about them. One man explained the case as being due to 
harmonics ; he admitted that similar cases had occurred in 
Switzerland, and dcubted if any governor wonld keep con- 
trol in the circoms ances. The governor may act like a 
charm for years at a time, taking care of all kinds of light- 
ning and switchgear surges ; but one day, for no apparent 
rea«on, the machine staris to hunt, sometimes with disas- 
troas results. я 

The machines at Sidrapong are now being run success- 
fully without governors. A tachometer has been fitted to 
each machine, and a machine coolie stands by with hie hand 
oa the control wheel and his eye on the tachometer. His 
whole job for four hours at a stretch is to adjust the control 

wheel во that the tachometer pointer is always against a red 
line on the dial. Не does this splendidly. An educated 
шап would probably either smash up the machine or go to 
sleep before the end of the four hours, but the job neither 
Worrs nor bores the conlie. I propose to adopt this 
arrangement for the new plant.” 

I may add that we are fortunate in having no Trade 
Union to object, to the employment of what may, perhaps, 
be called the ~ Coolie automatic voltage regulator,” в type 

[° Ме, Robertson's recrettabla decease is anncunced in the 

article — Eps. ELEC. Rev.) Ru 


* 


which is not described in Mr. О. C. Garrard’s recent paper 
on the subject. The cost of each regulator of this type is 
Rs. 10, or, say, 18s. 4d. per mensem, and no repairs are 
necessary — not even а “ little bit of string " is required to 
prevent them being too sensitive. | 


— 


INDIAN NOTES. 


[FROM OUR SPECIAL CORRESPONDENT. ] 


Allahabad and Lucknow Electric Lighting Schemes.— 
* Residents of Lucknow and Allahabad," says the Pioneer, 
“ have heard so much of electric schemes that have come to 
naught, that they might be excused perhaps for feeling 
somewhat sceptical on the subject of the possibilities of 
electric lighting for the two capitals. It sppears that an 
important new development in the carrying out of the much 
canvassed scheme has recently taken place. The licensees, 
Messrs. Crompton & Co., have been given guarantees by the 
two municipalities concerned of 44 per cent. per annum on 
the paid-up capital required—a sum amounting to 154 lacs 
of rupees (£100,000). The arrangement arrived at is that 
the municipalities are to share all the profits above the 
45 per cent. guaranteed for the seven years’ period of their 
guarantee—the licensees anticipating that the concerns will 
pay at least 8 рег cent. after three years’ working. If this 
auticipation is realised the municipalities shou d do well on 
the deal. It is proposed to form a limited liability com- 
pany, under the Indian Companies’ Act, with the well- 
kaown firm of Messrs. Martin & Co, of Calcutta, as 
managing agente, the capital to be raised in India, and 
residents of the two towus being given an opportunity of 
taking shares in what is expected to prove a profitable 
investment. | 

It is also, it may be mentioned, anticipated that when 
the supply of electric power ig available, an additional 
demand is more than likely to arise in the way of small 
industries, which are wont to spring up where electric 
power is obtainable. The ideas of the promoters of the 
present scheme are, we understand, not confined to meeting 
the wants of the wealthier classes only; arrangements are 
to be made to install lamps in bazaar shops, the tenants to 
be charged a flat rate of a few annas рег lamp рег month.” 

The above has been-taken from a recent article in the 


Allababad Pioneer, ап 1 it gives -ome idea ач to how matters 


stand, regardiug the proposed supply of electr city for light- 
ing and power for the two cities mentioned. With regard 
to Lucknow, the residents may well indeed be sceptical, ag 
there have been at least half a duzen schemes drawn up and 
discussed within as many years The authorities, bo h civil 
and mil tary, must -have sheaves of esuima'es pigeon-holed 
somewhere appertaining to an electric supply : and, inci- 
dentally, the hotel-keepers of Luckuow must be a good 
deal in pocket, through the sums spent by the representa- 
tives of various contractors ia Calcutta and Bombay who 
have been periodically iavit-d, or, rather, seduced to Luck- 
now to draw up est mates, which, being sent to the suthori- 
ties concerned, after mach trouble and great expense, were 
not even acknowledged —а want of courtesy whicb, by the 
way, is characteristic of Indian methods. | 

It is reported that a wealthy Indian has promised to 
subscribe 73 las (£50 000) for the Lucknow scheme if the 
municipality convent to vive his name to the undertaking. 

Calcutla Electric Supply Corporation, Ltd.—Vhe con- 
sulting engineers of this prosperous company ia London 
have recently given a contract to the British Thomeon- 
Houston Co., of Rugby. for а 6,000-Kw. set—the largest 
steam turbine set out East —for the new Совчіроге power 
house, Calcutta. 

The present plant consists of four 3 000-KW. Oerlikon 
steam turbine sets, one 800-KW. ditto, aud four 500-Kw. 
Belliss sets; the supply is at 6,000 volts, 50 periods, 
transformed at several sub-stations to 450 volts direct- 
current thrce-wire, and covering an area of 109 square 
miles. P 

Darjeeling. —'The death is reported throagh drowning of 
the popular and very able municipal electrical engineer, Mr. 
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G. P. Robertson. He recently spent a period at home and 
on the Continent, inquiring into the most recent and 
modern improvements in long-distance hydro-electric trans- 
mission practice, and on his return to India was 
deputed to survey and develop a further scheme for the 
Darjeeling extension electric power system. It was while 
actively engaged in this operation that he recently met his 
end by his boat being capsized in the Rungeet River. He 
was an extremely able and energetic engineer, and a hard- 
headed Sco:sman, whose advice and guidance will be sadly 
missed by the Darjeeling municipality. Besides being 
electrical engineer, he was in charge of the sanitary, 
drainage and buildings department of this flourishing 
municipality, and his work in each of the departments attest 
to his all-round capabilities. 


CONDITIONS AFFECTING THE VARIATIONS 
IN STRENGTH OF WIRELESS SIGNALS. 


THE paper read before the INSTITUTION OF ELECTRICAL ENGIN- 
EERS by Pror. Е. W. MARCHANT, and abstracted in our last issue, 
was discussed in London on F:bruary 11th. . 

Мв. W. DUDDELL, in opening the discussion, said the paper raised 
many questions, but he would confine himself to the problem of 
measuremente, because insufficient resulta had been obtained to 
enable satisfactory conclusions to be arrived at as to the 
discrepancy between day and night signals. He referred to the 
necessity for organised observation over a wide area, pointing out 
that the programme discussed in Brussels for making such 
measurements, which had been abandoned owing to the war, 
showed the difficulty of keeping constant conditions of measure- 
menta in different plazes. He took issue with the author as to whether 
the Einthoven galvanometer was so sensitive as stated. Lately 
Abrahams had constructed an improved moving coil galvanometer 
in Paris, which was quite as sensitive аз Ше Einthoven instrument, 
and it was evident that we were on the point of obtaining а suffi- 
ciently sensitive instrament to record long-distance measurements. 

Мв. VYvYAN, who apologised for the absence of Mr. Marconi, 
mentioned that some long distance recorda of night signalling had 
been obtained from Melbourne, ship to shore and rice rersåâ, 
covering 2,000 miles with a 14-Kw. set, which was the greatest 
distance obtained with such a set. I; wag difficult to come to any 
conclusions as to con titions, &c., without some organised ey sem of 
collaboration, extending over a period, for making obs :rvatione. 

Dr. W. H. ECCLES thought the most useful feature of the paper 
would be the details of the use of the Einthoven galvanometer, 
especially when organis:d measurements could be made. Ia the 
Pacific it was found that with a 2-Kw. wireless set it was normally 
possible to communicate over 2,000 miles at night, and freak 
signalling in the summer had been establisied over 3,000 miles and 
3,500 miles in the winter. Ia the day the possible range was only 
some 200 miles. Dr. Marchaut was only getting one-tenth of the 
variation that was being obtained in Pacific work. For short 
distances the upper layers of the'atmosphere probably had little 
influence on the result, bat it was otherwise in long distancer. Ia 
wet weather, the loss of insulation increased the damping effect, 
and might account for 20 to 30 per cent. difference ia measure- 
-ments 

Mr. J. E. TAYLOR said as regarded the theoretical assumptions as 
to causes of varying strength of wireless signale, he had little 
belief in any of the speculative theories put forward, particularly 
in regard to ionised air, &c. He suggested that the antenna had 
euperimposed on ite own field another field due to the atmospheric 
potential grade, which had the effect of greatly increasing the 
field in an upward direction, and this gave rise to radiation at a 
high level much above the normal. As the range increased 
defraction due to low level radiation would sift out, but the high 
level radiation would persist. 

ADMIRAL Sie H. B. JACKSON thought the Pacific would be an 
excellent area in which to experiment on account of its numerous 
small islanda and long-distance transmission. 

Мв. CAMPBELL SWINTON expressed surpriee at the uniform 
resulta said to have been obtained with the crystal detector, which 
was usually very variable. No other method of measurement was 
80 sensitive as the galvanometer method, and it would be a great 
benefit if a method could be devised which eliminated rectifying 
the current, 

De. J. A. FLEMING, whose remarks were communicated, 
said that similar measurements had been carried out at Univer- 
sity College on signals coming from the Eiffel Tower. 
Tne sigaals were received on an Einthoven galvanometer through 
the usual form of tuner. To calibrate the galvanometer they used 
two coils, the mutual inductance of which at various distances 
was kaown, во that by measuring the primary current by hot 
wire ammeter they could determine the value of the secondary 
current ; the latter was made to take the place of the antenna 
current, and it was then possible to repeat the deflections of the 


Einthoven galvanom+ter produced by the Paria signals bya known : 


current io an artificial antenna using the same frequency. The 
observations were made by Mr. Coursey ; from the charts made it 


appeared that the greatest falling off in signal strength oocurred 
when it was clouded both in Paris and London. But before any 
valid conclusions could be drawn it would be necessary to have an 
antenna set up near Paris and an automatic record kept of signal 
strength close to the eending station ; such an antenna should be 
in duplicate—earthed and non-earthed. He could not believe thst 
the large variations of strength in only 200 miles observed in 
London were entirely due to ionisation of the air; in short-dis 
tance transmission there was a considerable degree of propagation 
through and over the earth's crust, and reception was not entirely 
due to a true apace wave. 

Peor. Howe said he also had been making measurements of 
signale, &*, with a view to getting measurements of the actual 
field set up by the signale. He explained the difficulties of thermal 
galvanometer measurementa, admitting the advantages of the 
Einthoven ga)vanometer method used by the author, which elimi. 
nated trouble due toother peoplesending signals. Basilliehadshowei 
that if the wave length was altered only a very little, great differ. 
ences in results were obtained. He was very glad to hears 
denunciation of the ionised atmosphere theory; it could be mad 
to fit any desired condition at will. 

PROF. MARCHANT, in replying, said he wished to stimulst 
ob-ervation of signale, and had put up theories with a view to ther 
being demolished if necessary. It was extremely difficult to «di 
brate an aerial, and they were driven to calibrating the secondary. 
The Einthoven gal vanometer was опе of the beet ava‘lable He 
agreed that the Pacific was a wonderful place for transmission, 
and that this result was due to local conditions, as such result 
had never been obtained anywhere else. The energy record ww 
quite different from the distance record. He found it quite hope 
less to try to take direct measurements of signals. The ionised sir 
theory was excessively convenient as a medium of explanation, bet 
he was bound to say he thought ionised air was a factor. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Electric Heating and Ventilation. 


THE CBEDENDA CONDUITS Co., LTD., of Chester Street, Aston, 
Birmingham, after having spent a considerable time in ezperi 
menting and teste have jast placed on the market a system of 
heating and ventilating by electricity, and have now actually st 
work at the showrooms of their London agents (Messre. Barter 
and C sunter, Ltd., 219, Tottenham Court Road), an installation 
giving very satisfactory results in an exceedingly ді 
situation, which they invite anyone interested to call and inspect. 

Iw of the advantages claimed for this system are set ou 
below :— 

It ensures proper circulation, distribution and equalisation of 
temperature, which is essential to a proper heating system. 

Immediate results are obtained as soon as the electric current is 
switched on, in all parts of the building, and the heat is not 
localised as is the case when separate radiators or firea are used. 

The system is entirely automatic in its action and requires no 
attendant. 

I; reqnires no coal or water, as in the case of steam heating 
plant, and does away with all boilers, radiators, steam pipes, valver. 
traps and pumps, 

Ic can be uted for cooling the atmosphere in hot weather, ad 
om be fitted with air filters and ozonisera, which makes it in 
ideal system for hospitals, 

The system, is considerably leas expensive both to install and 
maintain than steam heating and other systems. 

The system is ao arranged that by switching on the full load the 
desired temperature of about 60° Е. is obtained during the fist 
hour, and the consumption of current can then be reduced to aboat 
& third, which would maintain this temperature. 

The company are prepared to undertake the installation of their 
system in any building, and to advise and quote for any work. 
They also make up these plante in & portable form, which can be 
easily carried from room to room. They will be pleased to give 
fall particulars as to the capacity and output of their various 
plante, with the cost of running per hour, to those interested. 


An Electric Kitchen in Derby. 


The accompanying illustration shows the electric kitchen of the 
Whitehall Café, St. James's Street, Darby. which has recently been 
equipped under the direction of Mr. T. H. Thorpe, Derby, the 
architect for this imposing building and the Kinema Hall adjoining 
the Café. 

The electrical equipment, which was all supplied by the BRITISH 
ELECTRIC TRANSFORMER Co., LTD., London, at present comprises 
31 standard Tricity " hot-plates, all of which are operated from 
indicating control panels, with separate "on and off" switch and 
fuse, the hot-plates being interchangeable; 18 are for boiling 
purposes, and the remainder for operating two double ovens 
four single ovens, There are, in addition, two 24 in. x 12 in. 6-KW. 
radiant grille, and a carving table 5 ft. x 2 ft. 3 in. x 2 ft. 10 ш. 
high with hot cupboard, and two carving dishes with a maximum 
loading of 7 Kw. | 

Tae general arrangement was set out by Mr. F. 8. Grogan, of the 
British Electric Transformer C», Ltd., in conjunction with the 
manageress of the Café, М :в, A. Etheridge. 
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In the view at the far end will be noticed the meat grill, and 
on the table on the left are shown 12 boiling plates together 
with two single ovens opposite the chef’s table. On tbe 
adjoining table two double ovens and two single ovens are 
grouped, for the use of the patissier who makes the whole of the 
cakes, rolls and pastries for the restaurant, and also for the shop 
attached to the Café. At the far end of the kitchen on the right 
are the washing-up sinks, | | 

The second grill, which adjoins the ovens, is retained for toasting 
work, Oa the opposite side of the kitchen are four hotplates, 
with water urns, and water-jacketed coffee and milk urns, 
these being immediately behind the tea dispatch counter. The 
carving table, which is in the centre of the kitchen, was installed 
here temporarily, but has sinoe been removed to the restaurant. 


© Khaki.—We have received a copy of the first number of a 
6d. monthly magazine—Xheki—which, te gether with a called 
news sheet, has been published for the рогроғе of keeping the 
over-sea soldier posted with news from the Colonial home that he 
has left behind him the while he lends his aid to the Mother 
Country. The magazine is a very oreditabie production, contain- 
ing a number of attractive features; the illustrations, some of 
which are executed in colour, are a strong point. Among the von- 
tributors to this number are Marie Corelli, the Earl of Ronaldsbay, 
Lord Willoughby de Broke, Israel Zangwiil, Rudyard Kipling, 
Jerome K. Jerome, Norman Bentley, W. T. A. Beare and Victor 
Grayson, The magazine Ahaki is published at Imperial Hor: e, 
Kingsway, W.C., and is stated to be a patriotic—not а commerc’a! 
—enterprise. | 


Тнк ELECTRIC KITCHEN OF THE WHITEHALL САРЕ, DERBY, EQUIPPED WITH “TRICITY” АРРАВАТОЗ.. 


The electrical arrangements have worked so satisfactorily that 
extensions are at the moment.in hand for the equipment of the 


| basement floor with four additional ovens and two more grills. 


It ie hoped that this will be opened during tbe next week or two. 
The business of the Café has during its first two months’ 
working far exceeded expeotations, and this result is undoubtedly 
due in а large degree to the appointment of Mrs. Etheridge, 
who has not only had West End experience, but was for a time 
amociated with the Tricity " House, London. | 
The Oafé is illuminated by indirect lighting, and ite cosiness 


makes it an attractive rendezvous. The supply pressure is 230 vol ts, 


and the installation is balanced on the two sides of the three-wire 
system. There is also a duplicate service carried~into the meter 
room, with a three-pole throw-over switch. 


WAR ITEMS. 


Beard of Trade Reports.—The Board of Trade Commercial 

Department has now issued list (8 B), which is the 

weekly list dated February 13th, of inquiries for sources of supply 

of goods, Copies may be obtained by British manufacturers on 
application. 

Metal Prices іп Germany.—According to La Lumière Elec- 
frigus, the price of copper in Germany is about £110 per ton; of 
Mamininm, £225 to £250 per ton, compared with £80 before the 
war ; and of antimony £100 to £105, compared with £22 10s. 

York Electricity Employés.—A return made by Mr. J. W. 

electrical engineer and tramway manager at York, shows 
that 55 of the staff are serving with the Colours—22 from the 
electricity department and 33 from the tramways department. 
Two men formerly in the latter have lost their lives—H. Rawson, 
of the King's Own Scottish Borderers, and G. Britton, of the 
Lance. Fosiliers, | 


Notes from France.—M. H. Parodi, who bore a prominent 
part in the proceedings of the joint meeting of the Société Inter- 
nationale des Electriciena and the Institution of Electrical 
Engineers at Paris in 1913, as chief engineer of the electrio service 
of the Cie. dee Chemins de fer d'Orléans, went to the front as 
lieutenant of artillery. La Lwmiére Electrique announces that in 


.consequenoe of his eagerness to undertake ару dangerous task that 
offers iteelf, and his excellent work in the trencher, he has been 


named Chevalier of the Legion of Honour and promoted to captain. 
His high poeition on the railways would have entitled him to 
higher rank than that of lieutenant had he chosen to accept it. 
M. J. L. Routin has also received the Order. Сечени * 

Amongst those who have fallen are P. Le Bouf, a valued con- 
tributor to Га Lumière Klectrique ; Henri Bureau, of the Labora- 
toire Central d'Electricité; and Paul Reuss, chief engineer to the 
Compagnie Thomson. Houston. ` -— 

The same journal gives a complete and detailed list of the enemy 
firme of an electrical character that have been sequestrated by the 
French Government. jm aD 

Russian and British Relations.—A Reuter dispatch- from 
Petrograd states that at a distinguished gathering of professors 
held there, which was attended by Councillors of the Empire and 
members of the Dama, M. Bieloff, librarian to the Duma, delivered 
a lecture in which he urged that a society should: be founded for 
establishing closer relations between Russian and British professors. 
and students. An influential Committee was appointed, and the 
desire was generally expressed for the eradication of German 
influence from Russian education. 

German Electric Concern Sequestrated in Kieff.—The 
Kieff Myssl says that by decree of the War Department the 
Kieff branch of the German concern called the Siemens & Haleke 
Russian Electro-Technical Factories Co. has been sequestrated. 
The property of the branch referred to is valued at several hundred 
thousand roubles, 

Relief Fund.—Messre. Raphael Tuck & Sons, Lte., have issued 
their patriotic subject Defenders of the Empire,” in popular post- 
card form, in the form of an Oilette picture for framing, and 
as a zag-zaw puzzle. The entire proceeds are to go to the Prince 
of Wales’s National Relief Fand 
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The Government and Engineering Labour. — As a result 
of the recent conference between the Engineering Employere' 
Federation and the Engineering Trade Unions to secure greater 
output required by the Admiralty and War Office, the Executive 
Council of the Amalgamated Society of Engineers has issued a 
statement to i:s members setting forth the proposals and sugges- 
tions of the Uaions to overcome the shortage in various classes of 
workpeople. They are as follow :— 

(a) Firms not engaged in manufacture of war goods to be given 
such work, 

(5) F.rms at present working short time to transfer their work- 
men to firms engaged on Government work. ч 

(о) Joint representations to be made to the Government to pay 
subsistence allowance to men working in places a distance from 
their homer. | 

(d) That the Government draft skilled engineers from Austra- 
lasia, Canada, and South Africa. | 

(e) In view of the fact that 10070 skilled engineers have 
receatly enlisted, thus reducing the supply of skilled labour, the 
Government should withdraw from military duties all those avail- 
able for industrial purposes. | 

The men's representatives consider that if the foregoing sugges- 
tions were adopted. а suffi sient supply of skilled labour would be 
at the service of the nation to cope with the national situation 
without encroaching upon the trade rights of operative engineers. 
We should have thonght, however, that the present is not the 
time to insist upon “trade rights.” There has never been a time 
ia the history of Trade Unionism when there was more need for 
the co-operation of employer und employé. Apparently patriotiem 
and Trade U iionism are not convertible terms.— Machinery Market, 

A War Trade Department.—According to a statement pub- 
lished in several newspapers, in view of the complexity and volume 
of work involved in dealing with applications for export and 
import licenoes during the war, a Department under the Treasury 
(to be called the War Trade Department) has been formed to replace 
the Committee on Trade with the Enemy, so far as this work is 
concerned. At the request of the Prime Mini.ter, Lord Emmott 
has consented to aot as Director of this Department, and Sir 
Nathanie! H ghmore will be the seoretary. The War Trade 
Department will deal with all applications for the grant of export 
and import licenoee, and will embrace an intelligence division, 
which will serve as a clearing house for all war commercial 
information. The remainder of the work of the Trading with the 
Enemy Committee (relating to the movements of funds and other 
questions in which the Treasury is пази concerned) will be 
transferred to the Treasury, and will be performed by Sir Arthur 
Thring, the Parliamentary Counsel, and his staff. Exporters and 
others concerned are informed that all applications for licences to 
export prohibited and restricted goods, and all communications in 


respect thereof, which have hitherto been sent to the Commis- ` 


sioners of Customs and Excise, should be sent to the offices of the 
new Departm nt, addressed to the Secretary, War Trade Dopart- 
ment, 4, Central Buildings, Westminster, S.W. | 

Incandescent Electric Lamps in Russia.—At а recent meet- 
ing of the electrical section of the Ru-~sian Technical Society, it 
was shown that the number of electric incandescent lamps in use 
in Russia is about 15,000,000, and that the increase in the use of 
electrico light is about 15 per cent. per annum. It was calculated 
that the aunual demand for lamps would be, 10,000.000— 
7,500,000 renewals, and 2 500 000 to supply increased demand : 
lamp sockets. 3.500,000; switches, 2000000: plage, abous 
1,000,000 ; and knife switches, about 10,000,000. Oa the question 
of the possibility of producing these goods in Russia no оем 
views were expressed. The meeting thought the estimated 
quantities were very moderate, and that the number of 10,000,000 
м annual consumption of lamps might be accepted in all 
safety. | | 

Dublin Electricity Staff —In a report issued by the Dublin 
Electricity Committee, authority is a-ked for to pay extra remune- 
ration on а re- arrangement of the engineering staff owing to four 
of its members—Mersra. Donnev, Carrigg, Clancy and Cox— 
volunteering for Army Service. It having been decided to push 
forward the conversion of the gas lamps to electric, Mr. 
E. J. Davidson has b-en put in charge of the construction work. 
The total salaries of the four engineers referred to amount ќо 
£543 ; the allowance of half-pay to relatives is stated at £281, and 
the special allowance requirei for the war period ів £191. 

War Bonus.—The directors of the British Insulated and Helsby 
Cables, Ltd., H-lsby, have decided, owing to the increased cost of 
living, to grant war bonuses a: follows: — To workers receiving 
303. per week or over, a bonus of 38. per week; over 20s. and less 
than 30s., 28. per week; under 20s., Is. per week. The bonuses, 
which started as from Thursday last week, and apply to male and 
female workers, will rua for three months, and it will then be 
considered whether they shall be continued or modified or 
withdrawn. 


Anglo-Belgian Co. —We observe that a new company known 


as the Sovié ё Anglo-B-lge D'Exporta*ion, Ltd., has been registered 
with a capital of £5,000 in £1 shares, to carry on the business of 
merchants, electrical, mechanical and building contractora, &o. 
А mong the first directors are Mr. R. W. B ackwell and Mr. Philip 
Dawson. The offices are at 14, Great Smith Street, West- 
minster, S.W. 

Learning Russlan.—In reply to a question in Parliament the 
other day it waa stated that the Board of Education were consider- 
ing with the Board of Trade, possible extension of the teaching 
of Russian in commercial echools and clas-es and other educational 
institutione. It is stated that the City of London College, Moor- 
fields, has some 60 students learning the language. 


* 


Blackpool Employés.—There are now some 6t members of the 
Blackpool Corporation eleotrioity and tram ways department serving 


. Н.М. Forces in different unite. 


`6 То What Base Uses.“ Eastern Engineering says that the 
Allgemeine Elektricitäts Gesellechaft no longer manufacture 
10,000-Kw. turbo-generators. They are making brass buttons 
instead.” 

Personal.—Sergt. J. Stephenson, of the 2nd South Lancashire 
Regiment, who had been mentioned in Sir John French's 
dispatches, was formerly employed in the Nelson tramways depart- 
ment. 

London Gazette notice: Territorial Force —Cornwall (Fortress) 
Engineers, Electric Lights Company. Sergt. Barnard Harvey Peter 
to be Seonnd Lieutenant, February 24th, 1915. 

The Times states that King Albert of Belgium and Admiral of 
the Fleet Lord Fisher were eleoted honorary members of the 
Institution of Civil Engineers on Tuesday last. 

Roll of Honour.—Lance-corpl. J. Alfred Donald, of Blackpool, 
formerly an employé of the Blackpool Corporation electricity 
department, died suddenly last week while on leave, the cam 
being oardiac trouble. He was 24 years of age, and had recently 
joined the Royal Naval Division Engineers stationed at Deal. 

We have received from the British Aluminium Co., Ltd, 
a copy of the Roll of Honour" prepared by the oompany, 
giving the names of the very large number of representative 
from the different offices and factories who have joined the 
Army and Navy. I: takes the form of a large wall sheet. 


LEGAL. 


SWANSEA Gas LIGHT Co. v. SWANSEA RURAL DISTRICT 
COUNCIL. 


THE hearing of this case was concluded in the Court of Appeal, 
composed of the Master of the Rolls, Lord Justice Phillimore, and 
Mr. Justice Joyce, on Taesday last week, upon the plaintiffs’ appeal 
from a judgment of Mr, Justice Warrington. 

Platntiffa brought the action for a declaration that an agreement 


- made between the parties dated November 5th, 1909, was still in 


force and valid. Plaintiffs were supplying gas in Swansea and 
distriot under statutory authority, and by the agreement the 
company agreed to extend gas mains to certain roads in Llansamlet 
and Clase Raral, and to supply gas to public lampe of the 
defendants upon oertain terms, and during the continuance 
of the agreement defendants covenanted not to put in force the 
powers conferred upon them by the Llansamlet Electric Lighting 
Order (1908) for the supply of electrical energy for stree 
or private lighting within that portion of their district agreed 
to be lighted with gas under the agreement, and tbat they 
would not during the period substitute any-other method of light- 
ing for gas sapplied by the company; but nothing in the agre- 
ment should prevent the defendants at any time putting in force 
the order for the supply of power. The agreement was to run for 
25 years. Some of the roads referred to in the agreement were 
outside the area within which the plaintiffs had power to supply, 
and by the Swansea Gas Order (1910) the limits were extended; 
the price of gas within one mile of Swansea was the same as that 
charged within the borough, and the gas mains were to be 
extended, &c. Relying upon that agreement the plaintiffs hed 
incurred considerable expense in laying mains and running service 
pipes from the mains to the lamps for public lighting. Defendants 
contended that the effect of the order of 1910 was to supersede 
the agreement and to release them from liability thereunder, and 
they claimed that they were now at liberty to put in force their 
power of supplying electrical energy for lighting within any 
portion of the district agreed to Ъз lighted with gas by the 
plaintiffs, and they had begun to lay cables for the supply of eleo 
tricity in districts served with gas by the plaintiffs. Defendants 
also pleaded that the agreement was «ltra rires and denied com- 
mitting any breach of it, and they als) relied on the provisions of 
the Public Authorities Protection Act, 1893. Mr. Justice 
Warrington held from what took place in the House of Lords 
Committee Room in 1910 it was agreed that the agreement should 
be superseded, and he, therefore, gave jadgment for the defendants 
with costs, and from this decision the plaintiff company now 
appealed. з 

Mr. George Cave, К.С., МР., and Mr. Percy Wheeler appeared in 
support of the appeal ; and Mr. Clauson, K.C., and Mr. Tomlin, K.C. 
for the respondents. 

Мв. CAVE contended that when the agreement was come to in 
1909 it was contemplated by everybody that the plaintiffe should 
apply for a provisional order to extend their area of supply. At the 
trial the Council's witnesses said it was expressly agreed in the 
Committee corridors that the agreement should Ъз rescinded, but 
that the Gas Co.'s witnesses denied, and the learned Judge had held 
that the question of rescission was not raised. Unfortunately, 
when the Committee was finally informed of the settlement, the 
company's agent, Mr. Cooper, used the following words :—" Would 
your Lordship allow me to mention in connection with the new 
clauses 6 and 6a, that they are the result of an agreement 
come to in reference to the terms of the order, which agreement is 
a compromise, and supersedes the agreement made between the 
promoters and the opponents in November last? Oa that sentence 
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the learned Jadge had decided that the whole agreement bad gone. 

He (Counsel) o mtended that the only point discussed between the 
was prior. 

Mr. JUsTICE JOYCE : Of what use is the reat of the agreement to 


! 

Tie. Cave: It gives us the publio lighting of those parishes for 
35 years on terms which have been very carefully laid down, and 
without whioh it would be impossible for any company to under- 
take public lighting in any dist?ict. He submitted thut the appeal 

ought to be allowed. | 
Me CLavson and Mr. TOMLIN having supported the judgment 
of Mr. Justice Warrington on behaif of the respondente, and Мв. 
Cava heaving replied at the oonolusion of the arguments, the 
MASTER OF THE ROLLS, in delivering judgment, said that for the 
defendants to succeed they had to establish that the agreement 
ia question had been superseded by an agreement made in the 
Hase of Lords when the company were obtaining their provisional 
order. To succeed the defendants had to establish that there was 
-a contract to that effect. Mr. Justice Warrington had come to the 
conclusion that there was no such bargain, and it was impossible 
for the Court to take a different view. But the Judge bad held 
‘that although there was no binding agreement made in 1910 for 
the supersession of the document of November, 1909, yet the par- 
ties had proceeded on the footing that there was some such agree- 
ment. That was а proposition on which there had been no real 
argument, and it was not necessary to decide it. But Mr. Justice 
Warrington had held that the application for a pro- 
visional order extending the Gas Оо.'в limits of supply was in 
the minds of both parties in November, 1909, and under these 
ces it was not open to the defendants to ssy that the 

contract could not be enforced. 

The other Judges concurred, and the ‘appeal was accordingly 


allowed, and a declaration made that the agreement of 1909 had 


not been caooelled by ару such agreement as was suggested, nor 
was it varied save (if at all) so far as it was varied by the pro- 
visional order. к , 

The appellants were awarded the costs of the appeal, there being 
no order as to the costs in the Court below. 


LO.C. v. ASSESSMENT COMMITTEE OF THE BOROUGH OF : 
ISLINGTON. 


In the House of Lords on Monday the hearing was concluded of an 

T appeal by the L. C. O. against a decision of the Appeal Court, which 
est aside an order of Mr. Justice Bray and Mr. Justice Lush for the 
sppointment of a person to make a provisional valuation list con- 
taining the gross and rateable value of the tram ways as reduced. 
The Council made its application for a valuer on the ground that 
| eompetition by motor-'buses had affected the tramways and 
entitled them toa provisional assessment. Their Lordships now 
allowed the appeal, and stated that they would give the reasons for 


LM their decision at a later date. | 


FoeBERY r. DUBLIN UNITED TRAMWAY Co., LTD. 


sm On February 19:b, a Dublin jary awarded £1.100 to Mes. Fosbery, 


~wifeof Mr. George Fosbery, an official of the National Bank. Dublin, 
who sued the Dablin United Tramway Oo. for damages for injuries 
caused to the plaintiff by defendants not having properly lighted 
a lorry in Dablin one night last December, whereby the plaintiff 
fell over the shafte of the vehicle. Defendants accepted the 
verdict, but contended that the damages were excessive. A stay 
of execution was granted to enable them to move further in the 
ы they agreed in the meantime to pay £200 to the 


DISTRIBUTION AND RISE 
OF TEMPERATURE IN FIELD COILS. 


By Pror. M. MACLEAN, D. o., M. I. E E, D. J. MACKELLAR 
B. Sc., A. M. I. E. E., and R. S. BEGG, Grad. I. E E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS at Glasgow, February 9th, 1915.) 


Тнк paper deals with the temperature rise at various points in а 
feld coil of a 120.Kw. variable-speed D.C. motor, under various 
conditions ; the motor is installed in the Royal Technical College, 
‘Glagow, driving an alternator, and is a six-pole 500-volt machine 
with commutating poles and a compensating winding. Thermo- 
couples of copper-oonstantan were provided by the makers in one 
of the coils, as shown in fig. 1; the rise of temperature of E was 
practically equal to that of A, and р to B, во D and E were omitted 
from the curves. The distribution of temperature ів shown in 
б. 2, for an armature current of 8 amperes, and fig. 3 shows the 
rise of temperature at the hottest point o for the same armature 
current, while fig. 4 shows the rise for an armature current of 
150 amperes, 
The field coil is cylindrical, with a superficial area of 1,746 сш?, 
excluding the area of the ple shoe, which ie 1,450 em. 
The rati» of the final rise of temperature to the number of watts 
їз greater for the higher speeds as shown in Table I. А speed of 


48800 
2 A r 


750 RP. u. corresponds to a peripheral speed of the armature of 
33°56 metres per second. Оа the other hand, the ratio for 
generators is less for increasing speeds. | 


TABLE I. 


Field Armature Peripheral Final rise of Rise in tempera- 


ourrent, current, speed, temperature at ture + watts 
amperes. amperes. m. рег seo. OindegreesC. Watts. after 6 hours. 
13 8 23°56 9°4 28°83 0:826 
1°65 8 17˙9 114 55 14 0°207 
3°5 8 12°25 51˙2 295˙8 0˙173 


Hawkins and Wallis give the following expression for the field 
coils of dynamos :— ; 
Rise of temperature = = е 


— — 
area l-rb5ev 
where a and b are constants. \ 
If this equation is applied to the results in the above table at a 
load of 8 amperes in the armature, and is solved for the three 


Г 


Ба. 3.— DISTRIBUTION 
OF TEMPERATURE. 


Еа. 1.—PosiTION ОР 
THERMOC-OUPLES, 


speeds, the three simultaneous equations give three results, the 
mean of which gives a = 1986 and b = — 0'0263, Substituting 
these values of a and b, the results set out in Table II are obtained. 


T 
T 


W 


Ес. 4.—TEMPERATUBE Rise 
OF COUPLE О; ARMATURE 
CURRENT 150 AMPERES, 


Fic. 8.—TEMPERATURE RISE 
OF COUPLE C.; ARMATURE 
CURRENT 8 AMPERES. 


The results obtained by dealing similarly with the rises of 
temperature in four hours, and with a ourrent of 50 amperes in 


TABLE IL 
Peripheral speed of armature | | 1986. 
metres per second. 1 — 0283 v. 
23 56 eee mm Was өөө 534 
17°9 eee ове eee eee 876 


12 25 92 өөө озо еее 293 


the armature are 512, 414 and 325 respectively, the mean values of 
a and 5 being 232'8 and — 0°023 respeotively. 


Electric-Light Switching Examinations,—We have 
on previous occari ns alluded to the examinations instituted by 
Mesere. A. P. Lundberg & Sons, and the subject is brought to the 
front once more by the liste of successful competitors in the most 
recent of these examinations, which are published in this issue. 
Consideríng that the subject dealt with mainly concerns those of 
fighting age, the resulte given are eminently satisfactory so far 
as numbers go, and it is to be presumed that they are also eatis- 
factory from the examiners’ point of view. It seems that the 
subject of electric-light switching (otherwise, the control of glow- 
lamp circuits by means of more or less special tumbler switches), 
which has been brought into prominence by this means, has come 
to stay. 


— 
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REVIEW. 


Brown's Marine Electrician for Sea-Going Engi- 
neers. By A. E. and A. Н. Larxman. Glasgow: 
J. Brown & Sons. Price 5/- net. 


Since we last reviewed this book, in our issue of 
December ist, 1905, it has been very considerably 
revised, and many of the criticisms we then made 
have apparently borne fruit. There is, however, 
still a need for the elimination of those parts which 
appertain only to land installations, whilst more 
space might be suitably devoted to wiring," which 
is somewhat inadequately treated in the present edi- 
tion as regards its special bearing on ship work. 

It is news to us to learn that commutators are now 
made of phosphor-bronze instead of copper. We 
think the authors must be generalising from some 
particular instance they have in mind. 

In discussing alternating current, the authors ap- 
pear to be under the impression that high pressures 
are essential. On page 23, in discussing alternating 


currents generally, the reader is given the impression. 
that the usual method of dealing with alternating. 


current is to generate at 5,000 volts and trans- 
form in the station down to 2,000, and then transmit 
the current at this pressure to the point of consump- 
tion, where it is again transformed to about 50 volts. 
We learn also that '' alternating currents have been 
used and discarded intermittently by engineers, but 
since the introduction of transformers their use 
aboard large vessels is probable," notwithstanding 
that, according to the authors, '' the distribution of 
current to several points of consumption introduces 
difficulties where a.c. is used." All this is quite irre- 
levant to marine practice, as the question of high 
pressures does not arise. 

There is a little inconsistency here and there, as, 
for example, in connection with single wiring. On 
page 3 the authors state '' c.c. (continueus current) 
is very suited to the single wire system of distribu- 
tion so much used in ship lighting," whereas on 
page 144 we learn that ''single wiring is abolished 
in the Royal Navy, and is also disappearing in the 
newer types of mercantile marine." As a matter of 
fact, we believe that the single wiring system has 
been practically obsolete for many years. 

Dealing with. the methods of driving in vogue, 
the authors are behind the times in referring 
to belt driving of dynamos on board ship, as the 
almost invariable practice now 1s the direct coupled 
system. Seeing that one of the authors is a marine 
engineer, we are surprised at the suggestion 
to place a dynamo two decks vertically above its 
driving engine, and also that special multiple- 
cylinder engines such as “ Brotherheads," . (sic) 
Williams,“ (sic) Central Valve," '' Tower” 
and Globe“ are now used for electric lighting оп 
board ship. 

The section on wires and cables is fairly well done, 
and the illustrations of joints are very clear, but we 
think the Britannia joint is hardly applicable to ship 
lighting work, as the only use to which it is put is 
in connection with overhead bare solid conductors. 
In this section there are one or two misprints in con- 
nection with the diagrams. The jointing system shown 
in fig. 102 is referred to as fig. 103, and the three- 
contact rose system is referred to as 104 instead of 
103. This diagram, and also fig. 104 of the three- 
contact rose, refer really to land installations where 
flexible pendants are used from ceiling roses. 

The chapter on accumulators contains some useful 
information, but the authors are weak on the 
theory of the accumulator, as, according to them, 
the action of charging coats one plate with a layer 
of hydrogen bubbles, and the other with a thin laver 
of lead sulphate, the lead having united with the 
SO of the acid. On discharging, a current flows 
in the opposite direction and the plates return once 
more to their normal condition“ that is the whole 


) 


theory of accumulators.’’ The illustration, as in the 
previous edition, shows a group of accumulators in 
glass boxes, although the authors now rightly add 
that cells for ships' use are more usually made oí 
lead or teak. The fact is they are almost invariably 
of lead-lined teak, and we would suggest that if any 
future edition is called for the illustration should be 
amended accordingly. 

. Generally speaking, there is much useful informa- 
tion in the book for marine electricians, but its value 
is impaired by the insertion of matter which has very 
little bearing on marine work and by inaccuracies 
here and there, some of which we have pointed out 
above.—F.B. 


— 


ELECTRIC HEATING AND COOKING. 


A PAPER Was read on this subject at a recent mecting of the 
BIRMINGHAM AND District ELECTRIC CLUB by Mr. R. WEAVING 
(Manchester). Ihe author said that for the past four years 
electrical heating and cooking had been serious competitors 
for older methods to meet, and there was no doubt that the 
invention of the nickel-chrome resistance alloy had been oi 
the utmost importance in aiding the development of the 
apparatus. Previous to this discovery there was no common 
metal which could be safely run at a bright red temperature 
for any length of time when exposed to the air; consequently 
the must popular electric heater, the electric fire, could not 
have existed without nickel-chrome wire. He regarded the 
electric fire as the best heater, as 1t had the following advan- 
tages: (1) It warmed immediately by means of radiant heat, 
any solid body placed before it; (2) 16 warmed the air gradu- 
ally, but much more quickly and directly than а lamp radiator; 
(3) 1t had the appearance of a fire. To be a commercial success 
the electric heater must be reliable, inexpensive to maintain 
und low in first cost; the terminals should be heavy and placed 
in à convenlent position; the amount of wire used in the 
element should be as large as possible, and an earthing ter- 
minal should be provid As on most electric heaters the 
switches were near the ground, a tumbler switch was more 
convenient than the rotary type, and although the tuinbler 
was more often operated by the foot than the hand, a good 
swltch would stand Xhis treatment quite well. The electric 
heater to compete commercially must be roughly 19 tunes 
as efficient as the coul fire and 3-1/3 times as etlicient as 
the gas fire. These were very great disadvantages, but stil 
they found that electricity could hold its own. With an 
electric heater no combustion took place and if proper pre- 
cautions were taken the whole of the heat generated was 
useful. With a gas or coal fire the products of combustion 
had to be taken away, and with them went the greater part 
oi the heat. This was fatal to high efficiency. Electricity 
had many advantages the value of which was hard to express 
in money. One great advantage wus portability; this enabled 
two or three fires to do duty for a house, whereas the gas 
fire must be fixed. To this might be added the absence oi 
risk of explosion, or of fire due to spent matches, and smoke 
on decorations, etc. А rating giving the best results was 1.5 watts 


per cubic foot; this would give a temperature rise of twelve 


degrees in one hour, and half this consumption would mair- 
tuin the temperature. 

The chief points to be considered in electric cooking were 
reliability, low first cost, and low running costs. Reliability 
was largely a matter of design. All efforts of design from 
the engineer's point of view were directed to securing the 
proper conditions for long life in the heating element. Fur 
good and economical cooking the heat should be evenly dis 
tributed in the oven, yet the elements should be arranged s 
that the cook could make any portion of the oven hotter thaa 
the rest. The size of terminals was even more important 
than on electric heaters. ‘They should be heavy enough to 
remove the slightest doubts of their electrical carrying capa- 
city or mechanical strength. The elements should be easily 
replaced and cheap to renew. The position of the beating 
elements was important, bottom heating only did not give 
good browning on the top of pastry; top and bottom heat was 
better, and when used in an oven which was broad in pro- 
portion to its height, was quite good, but when the oven was 
ot ordinary shape, that is in a ratio of height to width of 3.2 
the best results were undoubtedly obtained by the use of side 
elements. The whole of the interior of the oven should 
be vitreous enamelled including shelf and shelf racks. The 
loading of the elements should be enough to mise the 
oven to a cooking temperature in 25 to 30 minutes, and а 
temperature of 350 degrees should be maintained by 1.“ 
heat. It was necessary to get direct radiation on to pastry 
and meat to insure a good colour, and this could only be 
obtained by running the elements at a temperature giving thr 
correct proportion of radiant and convected heat to suit 
the oven. Too much radiant heat would brown the outside 
without cooking the inside, while too low a temperature 
on the elements would tend to give tough pastry of per 
colour. At present the rotary switch was most favoureit 
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bv designers, but the author had used tumbler switches 
with first-class results, and had had a switch of this type rateu 
at ten amps. breaking 25 amps. at 230 volts 20 to 30 times 


daily for three months. 


If the best and most economical 


results were to be obtained a thermometer must be used. 


After dealin 


with the various apparatus, he said there was no 


doubt that electricity at a penny or even 11. per unit compared 


favourably with 
could be purchase 


as for all oven work, and 
at а penny per unit or under a complete 


when energy 


cooking outfit would not cost more to run than the corre- 


sponding gae cooker. 


In addition there was the unchallenged 


superiority of the results obtained in an electric oven. 


TRADE STATISTICS OF THE STRAITS 
SETTLEMENTS. 


Tur following statements, showing the imports of electrical 
and other materials into the various Straits Settlement ports 
* jn 1913, is taken from the recently-issued official trade statistics. 
The values for 1912 are added for purposes of comparison, with 
notes of any increases or decreases. | 


IMPORTS INTO SINGAPORE, 


1912. 


. Dollars. 


Telegraph and telephone materials.— 


From United Kingdom 
„ Belgium : 
„ Germany 
, France is 
» Other countries 


Total 


245,000 
6,000 


97.000 
10:000 
288,000 


Tramway and railway materials. 


From Belgium 
, Germany - 
, United Kingdo 
„ Other countries 


Total 

Electrical machinery.— 
From United Kingdom 

» Germany 

„ Italy 

„ Sweden 

» Belgium ee 

» United States 

» Japan m 

„ Ot countries 


Iotal 


34,000 
11,000 
63,000 


— 


113,000 


201,000 


1913, 


Dollars. 


724,000 
37,000 
5,000 
9,000 
115,000 


11,000 
8,000 
99.000 
3,000 
181,000 


409,000 
40,000 
5,000 


458,000 


* Denmark 3,000 dollars. 


Engines, boilers and parts.— 
From United Kingdom 

„ Germany p 

„ Netherlands 

"n United States 

» Other countries 


Total 


Machinery, other (except sewing machines).— 


From United Kingdom 
„ Australia iss 
„ Belgiuin 


„ Other countries 


Total 

Lamps and lampware.— 
From Belgium 

» Austria 

„ Germany yr 

„ United Kingdom 

n United States 

„ Other countries 


Total 


220.00 967,000 
2.000 9.000 
= 14,000 
10.000 12.000 
24,000 10,000 
256,000 318,000 
649.000 821,000 
8,000 21,000 
32,000 14,000 
48.000 60,00) 
10,000 1,000 
79.000 — 130,000 
81,000 85,000 


— — 


913,000 1,138,000 


3.000 
31.000 
185.000 
128.000 
16.000 
26,000 


390,000 


7.000 
12.000 
2:39 (00 
126,000 
28.000 
31,000 


443,000 


IMPORTS INTO PENANG. 


Electrical machinery.— 
From United Kingdom 
Germany T 
„ Other countries 


Total ё... 


66.000 
88000 
6,000" 


110,000 


91.000 
41.000 
14,000* 


146,000 


* Includes Denmark 5,000 dollars. 


114 4147 


Inc. or Dec. 
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+ 


+ 


|I 
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+ 
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Dollars. 


SEEIE 


79, 
3l, 
5, 
21, 
1, 


487,000 


37,000 
3,000 
31,000 
3,000 


S | 


~ 


м 
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+ 


- 
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Engines, boilers and рагіз.— 


From United Kingdom 
„ Germany = 
». Belgium ee 
„ United States 
„ Other countries... 


Total 


Machinery, other (except sewing machines).— 


From United Kingdom 
„ Belgium. "te 
„ Germany .. 
» Other countries 


Total 


Includes United States 2,000 dollars. 


Lamps and lampware.— 
From Austria 
„ Belgium P 
„ Germany Е" De 
» United Kingdo 
„ Other countries 


Total 


1912. 1913. 
Dollars, Dollars. 
679,000 657,000 
33,000 16,000 
12000 61,000 
6,000 . 24.000 
31,000 30, 
761, 788,000 
36,000 158,000 
3,000 6,000 
6,000 10,000 
3,000  11,000* 
48,000 185,000 


1,000 
4,000 
50,000 
81,000 
1,000 


149,000 


Telegraph and telephone materials.— 


From United Kingdom 
„ Otber countries 


Total 


From United Kingdom 


„ Belgium a. Аш 
„ Holland 


Total 


40,000 
2,000 


42,000 


` Tramway and railway material:s.— 


2,000 


10,000 


12,000 


9,000 . 


IMPORTS INTO MALACCA. 


Telegraph and telephone materials.— 


From United Kingdom 


Engines, boilers and parts.— 


From United Kingdom 


Machinery, other (except sewing mackines).— 


From United Kingdom 
„ Other countries 


Total 


; 20,000 
4000 1,000 
15,000 116.000 
9,000 18,000 
24,000 — 181,000 


N.B.—Dollar = 2s. 4d. 


BUSINESS NOTES. 


Consular Notes.—SPAIN.—An interesting description 
of the operations of the Barcelona Traction, Light and Power Co., 
and of ite offshoot the Ebro Irrigation and Power Oo., is contained 
in the report by the British Consul-General at Barcelona, which 


has just been issued. 


Ine. or dee. 


+ lets) 


+ ++4++ 


| ME 


++. 


++ 


Dollars. 


110,000 


The effect of all this hydro-electric development on the machinery 
trade of Barcelona has naturally been to disoourage the importa- 
tion of steam engines and boilers, and correspondingly to stimulate 
that of electrical plant. Oil engines are not imported nor are they 
likely to be as long as the duty levied on oils is so high. Gas 
engines are not asked for at present. 

Ав regards Valencia, the British Consul says that every year 
there is an increased demand in his district for small motor engines, 
chiefly petrol, for use in working small pumps for irrigating, and 
although a certain percentage of British makes are seen, the 
majoritv of such motors appear to be of Continental manufacture. 

Oar Vioe-Consul at Palma de Mallorca reports that in view of 


the sucoessful installation of electric light and power plante in 


Palms, severa] companies have been formed for this purpose in the 
most important towns in the interior, viz., Soller, Alaro, Binisalem, 


Manacor, Santa Margarita, Inca, &o. 


a tramway system. 


It is also hoped to establish 


CHINA,.—4A report has just been issued by H.M. Commercial 
Attaché at Peking dealing with the foreign trade of China for the 
year 1913. There is much in this report, despite ite lateness, which 
is still of intereet. The vast potentiality of the market is shown 
by the figures giving the gross value of the foreign trade coming 
under the cognisance of the Chinese Maritime Customs, viz, 
£152,000,000 in 1913 (as compared with 2 132,500, 000 in 1912), and 
by those giving the net value of foreign imports, viz., £86,000,000, 


being nearly £14,000,000 more than in 1912. 


The increase in 


imports is due to a growth of trade all round, and cannot be 
eatirely accounted for by any fortuitous or impermanent circum- 


stances, such as the piling up of import stocks, or a boo 


m in any 
D 


are à nm 
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partienlar produot. Metals and minerals acoount for an increase 
of 81.500, 000, and machinery for an increase of £300,000. In 
conneotion. with these imports there is no indication of the in- 
creases being due to over-trading, and from the point of view of 
those interested in the general trade of China, the figures may be 
regarded with satisfaction, as compensating to some extent the 
depression in other branches. А zu 

The total entries under the two heads, "Machine Tools and 
Machinery (including cotton gins, which appear separately in the 
Customs returns) amounted in 1913 to a value of £1,087,862, being 
an increase of £382,863 over ths corresponding figures for 1912. 
The increase is distributed under every item, and especially under 
the head of Machinery, Unclassified," which forms nearly three- 
fourths of the whole; but the increase in textile machinery may 
be specially noted in connention with. the growth of the cotton 
spinning industry of Shanghai. Hand tools, which are not 
included in the above fizures, rose in valae from £30,696 to £41,337. 
A good deal has been written about the rising demand for hand 


tools in the China market, and it may be worth while to point out 


that, great as the demand for such articles may be in the future, 
the trade in them is at preeent confined, as these figures show, to 
very small dimensions, Electrical materiale and fittings rose in 
value from £256,419 to £350,770. The steady increase shown by 
the figares for this item daring several years past is to be attributed 
to the growing use of electric lighting, which continues to spread 
in Chinese cities, in spite of financial difficulties. Two or three 
new installations in minor towns were carried ont during 1913, 
mostly with plant of B-itish manufacture. ME 

The continued rise in the volume of the principal articles of 
export, and the continually extending variety of articles of native 
produce, are the most promising features of the foreign trade of 
China during the last, decade, inasmuch as hopes of future develop- 
ment rest primarily on the increase of exports. The percentage 
of exports to imports went down to 70'7 per cent. in 1913 after an 
average of 803 per cent. in the four preceding years. The export 
teade had to suffer from high exchange, low prices in the European 
markets, and especially from the want of silver to finance it. With 
all these adverse circumstances the Commercial Attaché considers 
it wonderful that the disproportion between exports and imports 
ina year characterised by so enormous an increase in the latter, 
was not much greater than it turned out to be. The situation was, 
in fact, saved by the fortunate circumstance that the country on 
the whole enjoyed good harvests in 1913 as it did in 1912. 

The following table shows the shares taken by the United 
Kingdom, Hong-Kong, Japan, and Germany in the import and 
export trade of China in 1912 and 1913. Two-thirds of the imports, 
vid Hong-Kong, may be credited to the United Kingdom. Japan 
is included b3cause the growth of its trade is enormously greater 
than that of any other country, and Germany, for the reason that 
Garman competition has followed perhaps more closely than that 
of other Earopean countries the lines of British trade. The head- 
ing "other countries includes the trade of India and of the other 
British Dominions. The fizares are approximately in 1,000.000 
. Haikuan taels (reckoned at 3s, O$ і. in 1912 and 33. O¢d.in 1913) :— 


Imports. Exports. 

1912. 1918. 1912, 1913. 
Uaited Kingdom „ CU 97 16 , 16 
Hong-Kong  ... *. 148 172 103 117 
Japan^ ... € 4. 88 119 55 66 
Germany . . We SES 28 14 17 
Other countries... s dol 170 182 188 


The percentage of the trade of the United Kingdom and Hong 
Kong together to the total foreign trade, has fallen from 48 per 
cent. in 1905 to nearly 41 per cent. in 1913, that of Japan has 
risen from 14 per cent. to nearly 19 per cent., that of Germany has 
risen from 3 per cent. to over 4 per oent., and that of other coun- 
tries has risen from 35 to 36 per cent.; 40 years ago the United 
Kingdom and Hong-Kong together accounted for 67 per cent. of 
the trade, and as trade expands this proportion tends to diminish 
still further. So long as the trade b:tween the United Kingdom 
(and Hong-Kong) and China continues to increase in itself, it 
cannot be said to be in an unhealthy condition, A consideration 
of the relative growth of the trade of other nations is, however, 
а useful reminder that the days of unchallenged supremacy are 
over, and that in order to retain that supremacy a much closer 
attention to the requirements of the China trade and to the means 
of supplying these requirements than has been considered necessary 
in the past is increasingly called for. 


Liquidations.—THn& LicHrHOovsE RADIATOR Co., LTD. 
---Particulars of claims must be sent by Mar h 6th to the liquidator, 
Mr. J. B. Rspkins, 10. Wellington Place, Guildford. A meeting 
will be held on March 23rd to hear an account of the winding up. 

Евко LIGHT AND PowER CONSTRUCTION Co., LTD.—A meeting 
will be held on March 22nd, at 232, Strand, W.C. to hear an account 
of the winding up from the liquidator, Mr. R H. Bentley. 

STOLZ ELECTROPHONE Co. (LON DON), LTD. — A meeting will 
b3 held at 48 Fredericks Place, Old Jewry, E.C., on March 24th, 
t> hear an a:count of the winding up from the liquidator, Mr. A. F. 
Whinney. ` 


Anchor Hospital and Distress Fund.—The fourth 
annual general meeting of members of this fand, which is in 
operation at the ANCHOR CABLE WORKS, LEIGH, was held on 
February 16th, Mr. J. Bowyer (the worka manager) presiding. 
The fund exists for the purpose of making annual grants to 
hospitals, convalescent homes, &c., thereby ensuring to members 
hospital treatment in case of accident or. other sickness, and for 
granting temporary relief to members in exceptionally distressed 
circumatances, 80 that shop collections may be discontinued. The 
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Hon. Seoretary (Mr. А; Crooke) reported that all the employés 
in the works and offices at Leigh, aged 17 or over, were members 
each member paying ld. per week. He pointed out the useful 
work which had been done by the fund. Members have been sent 
to convalescent homes, and recommendations issued to those 
requiring attention at the various medical, surgical, and other 
institutions to which the Fund contributes. Particular attention 
has been given to eye trouble amongst the employés, Proper 
examination and treatment have been afforded, and where n 
spectacles have been provided. Grants have also been made t» 
members during sickness, and young employés from poor families 
have been olothed and fed, as found necessary. The Committee of 
the Fund are responsible for the administration and distribution 
of the allowances made by the firm to dependents of members who 
have joined H.M. Forces and are also responsible for the 
maintenance of a Belgian refugee family at Bedford, to whom 
support all the members of the Fand contribute. Under the 
auspices of this Fand fortnightly grants are made to the Mayor of 
Leigh'a branch of the Prince of Wales's National Relief Fand, aud 
to date a total amount of, £37 11а. 7d, has been handed over. Ost 
of the balance in hand of £74, grants, to the value of £48, t 
infirmaries, hospitals, &c, have been made. The officers wm 
unanimously re.elected for the ensuing year. 
generously and sympathetically assisted by the Anchor Oo., its 
directors and management. 


Catalogues and Lists. — МЕЗ8Е8. J. H. HOLMES АХр 
Co., Newoastle-on-Tyne.— Pamphlet No. 72 (four pages), gives half. 
tone views of various types of switchboards for lighting and power 
servioe, and for mining, mill and marine installations. 

Мв. Н.О. SLInGsBy, 142, Old Street. London, £.C.—Sheet of 
designs of trucks, ladders and barrows. 

Messrs. MARSHALL, Sons & Co, Сто, Britannia Ironworks 
Gainsborough.—Catalogue No. 891 (16 pages), containing full 
descriptive particulars, with illustrations, and tabulated siza. 
dimensions, &c., of fixed and portable types of oil engines. | 

Mxss RS. SIMPLEX CONDUITS, LTD, 116, Oharing Cross Road, 
W.C.—New electric light fittings catalogue of 276 pages. It begins 
with information relating to the Simplex Unit" system of 
electric light fittings and notes on fittings design, and closes with 
& numerical reference number index, and between these two 
extremes there lie hundreds of illustrations and prices of a wide 
and varied selection of electric light brackets, pendants, elec- 
troliers, ceiling fittings, table standards, shop window and out 
door signs, glassware and silk shades, and some 50 pages display- 
ing many desig as of electric heating and cooking appliances. 

PREMIER COOLER AND ENGINEERING Co., LTD, Broadway 
Court, Westminster, London, S. W.— Pamphlet No. 700 describes the 
Premier wet-air filters, and No. 701 is а 16-page catalogue faoliy 
describing, with diagrams and half-tone illustrations, the Premier 
dry-air filter plante. Both types of filters are stated to be largely 
used in electric power stations, 


Book Notices.—‘ Sell's Directory of Registered Tele 


graphic Addresses,” which has jast been issued for the year 1915 
(166, Fleet Street, E C., 258.), is, as usual, a very imposing volume. 
In the sections relating to (a) British Empire Overseas and (}) 
Foreign Countries, names and cable addresses of no fewer than 
30,000 firms appear. The usefulness of such a publication needs 
no emphasis when communication by cable between this country 
and Overseas markets ie вэ important a matter to all manufacturers 
and traders. The volume (2,600 pages) also contains an index to 
80,000 telegraphic addresses registered in the United Kingdom, the 
information as usual being compiled from official lists. А clasi- 
fied list of trades is entitled “The National Diregtory of Com- 
mercial Houses," and it contains about 100,000 names. 

" Proceedings of the Physical Society of London.“ Vol. XXVII. 
Part 2. February 15th. 1915. London: Electrician Printing sad 
Publishing Co. Ltd. Price 4з. net. 

" Proceedings of the American Institute of Electrical Engineen.” 
Vol. XXXIV, No. 2. February, 1915. New York : The Institute. 
Price $1. | ; 

Scientific Papers of the Bureau of. Standards.” No. 238. 
" Characteristic Equations of Tungsten-Filament Lamps and their 
Application in Heterochromatic Photometry.” Washington, U.S. A. 
Government Printing Offica. | 

The Engineer's Year-Book of Formula, Rules, Tables, Data, &c., 
for 1915.“ Edited by H. R. Kempe, M Inst.C.E. London: Crosby 
Lockwood & Son. Price 158. 


А Meldrum Destructor in Australia, — A refuse 
destructor has been erected for the North Sydney Council by 
Messrs. SWARBRICK & Co., representing Messrs. Meldrums, Ltd 
It is of the Maldrum Simplex, breast-feed type with four grates, each 


. grate being capable of treating 12 to 15 tons of garbage, ог а t tal 


of 50 to 60 tons in 21 hours. The astual cost of burning has been 
ls. 7d. per ton. Provision has been made for dealing with noxious 
gases and amoke, which are consumed and rendered harmless snd 
inoffensive. It is proposed to utilise the steam generated in con- 
nection with tar plant adjoining the destructor, and for other 
municipal purposes. The cost was about £7,000. 


New Zealand.—A Christchurch firm which formerly 
acted as agent for German firms wants to get into touch with 
British makers of pocket lamps and batteries, small motors (1! to 
6 volts) and dynamos, metal-filament lamps, and electrical novel- 
ties. Communications to HM. Trade Commissioner for New 
Zaland, P.O. Box 369. Wellington, 


Bankruptcy Proceeding, — G. J. T4 PARFITT, con- 
sulting electrical engineer, Keynsham, Bristol —hHReceiving order 
made February 17th, on oreditor в petition, 


The Fund i, 


ym 
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Trade Openings in Argentina.—The Financial Times 
states that the Seoretary of the British Ohamber of Commerce in 
the Argentine has written to the London agente of the Chamber 
drawing attention to the volume of Germany's trade with the 
Republic, and giving advice to British manufacturers in regard to 
the dispatch of samples &). He asys:—" Postal parcels from 
Great Britain addressed to business houses in this country are pre- 
sumed, in the absenoe of any special indication, to contain articles 
of a dutiable nature. It is а common occurrence that the addressee 
is muloted to the extent of 8s. or 10a. to obtain possession of а 
pecket containing, for example, samples of no value, catalogues, 
printed matter, or descriptive pamphlets. This could be avoided 
by the simple expedient of i on the wrapper the contents 
of sach parcels, These indications should be, of course, in the 
language of the country; and for the convenience of British firms 
who may be desirous of sending their samples, catalogues, &o., 


either direot to the Chamber or to individual British firms, Г 


give the Spanish equivalents of some of the phrases in most 
common use :—Samples of no value—Muestras ein valor. Cata- 
гези — Oaté logos. Printed matter, descriptive pamphlete— 
mpresos. | | 


Russia.— In his report on the trade of that Consular 

District in 1918, Н.М. Consul at Riga (Mr. V. Н. C. Bosanquet) 
remarks that it should be realised by British firms that the oppor- 
tunity offered by the war to capture Germany's share of the 
import trade to Russia is one which it would be foolish to dis- 
regard. The volume and variety of manufaotured goods hitherto 
supplied to Russia by German firms is immense, and it is quite 
impossible to enumerate all the different classes and sub-classes of 
goods in which Germany holds the field. Her position useia's 
nearest neighbour, her commercial enterprise, Нег extreme adapta- 
bility, and the study she has made of Russian markets, have all con: 
tributed to secure her the commercial position which she has held. 
It is satisfactory to learn that an organised effort is being made in 
the United Kingdom to profit by the present opportunity, and it 
may be hoped that the great field for enterprise offered by Russia 
wil not be neglected by. British manufacturers and merchants. 
Gamsny has supplied a very large proportion of the electrical 
machinery andi acoessories used in the district, the total imports 
of which amounted to 8,235,000 roubles in 1918. There should now 
bea great opening in this class of goods for United Kingdom 
manufacturers. | | 

The British Vice-Consul at Archangel (Mr. T. Woodhouse) 
reports that an agent in that town wishes to secure the repre- 
sentation of United Kingdom manufacturers and exporters of fire 
bricks, steel, steel tools, and electric lamps and fittings. 

Н.М. Consul-General at Odessa (Mr. J. F. Roberts, O. M. d.) 
reporta that a technical engineer at Ekaterinoslav wishes to secure 
the agencies of United Kingdom manufacturers of motors, boilers, 
pumps, technical aooeesories, electric light plant, &o. Oommuni- 
cations regarding the inquiry should be addressed to the British 
Cananlate-Ganeral, О Jesea. Board of Trade Journal. 


Australia.—H.M. Trade Commissioner for Apstralia 
(Mr. G. T. Milme—address, Commerce House, Melbourne) reports 
that a number of importing firms in Melbourne, who in the past 
have imported the undermentioned classes of goods from foreign 
eourose, have requested that United Kingdom manufacturers of 
thee goods should communicate with them :—Thermometers, 
mathematical instrumente, X-ray tubes and apparatus, electric 
glow lampe, glass, glassware, bitumen. 


Change of Хате; —Тһе Institute of Industry and 
Commerce, which was inaugurated a few months ago, has now 
changed its name to the Institute of Industry and Science. 


Deed of Assignment. —R. D. CusDALL (The Cundall 
Gas and Oil Engine Co.), engineer and ironfounder, Keighley.— 
Particulars of olaims must be sent in by March 31st, to the trustee, 
Mr. J. Rhodes, 37, Manor Row, Bradford. t 


LIGHTING and POWER NOTES. 


Australia.—The Petersham (N.S.W.) Council has in- 
angurated ite electric lighting scheme, which includes public 
lighting by arc and numerous high powered metal lamps. A joint 
scheme of the Petersham, Leichardt and Annandale Councils to 
be completed in June inoludes 2,000, 1,000 and 300-c.P. nitrogen- 
filled metal lamps. Over 1,000 poles and 60 miles of cable have 
been used in the Petersham contract, which was entrusted to the 
Blectrio Light and Power Supply Corporation of Balmain. 

The Parramatta Supply Oo. has started work; some 320 incan- 
descent and 20 1,000-C.P. lamps are installed in the streets. 

The proposal of the Melbourne Council to supply free metal 
lamps to consumers paying an extra 3d. per unit. in place of carbon 
lampe has brought a protest from the local Electrical Traders’ 

| The Council at tbe present time supplies 65,000 
carbon lamps per annum. | 

The Sydney Manicipal Counoil has notified electrical contractors 
that in future it will require the provision of a red pilot lamp with 
any non-luminous heating apparatus, and where separate pieces of 
apparatus are used simultaneously a pilot lamp must be provided 
for each. — Commonwealth Engineer, | | 


Ballymena. —Ұовкносве LieHTING.—The В. of С. 


has decided to postpone the lighting of the old infirmary with 
electricity for six months. 


Barford.—E.L. ScHEME.—An E.L. scheme for this 
parish has been completed by the Barford Electric Supply Co., 
Ltd. For publio lighting 11 lamps have been provided, and are lit 
for 258. each per annum; ourrent is supplied for lighting at 7d, per 
unit, and for cooking, heating and power at 2d. Connections 


seoured are equivalent to 1,784 16-c.P. lampe, and extensions to the 


villages of Wasperton and Sherbourne are projected. 
Barking.—Prorosep New Puant.—A Sub-Committee 


ot the Electricity Committee is considering the electrical engineer's 


report upon the question of the extension of the plant and mains 
in order to cope with the increasing demand for power. 


Bingley.—The Electricity and Tramways Committee 


has decided to acoept the offer of the Keighley Corporation to 
maintain a continuous supply of electricity on Sanday mornings. 


Blackburn.—New Power STATION.—Àn extension of 


the electricity undertaking, involving the erection of a new station 
and equipment at Whitebirk, at a cost of £100,000, is being 
considered. — | | 


Brighton.—The Т.С. has considered the application 
of the B. of G. that the energy consumed at the various premises 
which the Guardians have taken owing to the acquisition of the 
workhouse by the mili authorities should b3 charged for at the 
hotel rate, The application was refused, the Electrio Lighting 
Committee reporting that separate cables and meters had been 
provided for the houses taken, and owing to the inoreased price of 


coal, the question of increasing the price to all consumers would 
have to be considered. : — 


Burnley. — The Guardians have adopted a recom- 
mendation of the Assessment Committee that Messrs. Cross and 
Sone, Ashworth & Morris, re-value the gas and electricity under- 
takinga of the Nelson Corporation. | | 


Cheshire,—The C.C. has decided to petition against the 
Bill of the Stalybridge Joint Tramways and Electricity Board. 


Continental.—ITaty.—A little storm in а teacup has 
just been settled in Italy in connection with the annual tax on 
electricity which is in force in that country. It appears that the 
tax collectors in the Milan and Palermo districts recently had the 
bright idea of augmenting the revenue from this tax by serving a 
demand note for 20 lire (about 16:.) on all the motoriste in the 
districte named whose cars are fitted with electric lighting instal- 
lations. Their jastification for the demand was that such sets 
were miniature electricity generating stations, and hence fell into 
the minimum annual tax category, this being the same as the tax 
on а central electricity station in a little town or village of 5,000 
inhabitants, The matter was taken up with the Government by 
several of the leading automobile clubs in Italy, with the result 
that the action of the tax collectors has been declared illegal, the 
motorists thus again breathing freely. ! m 


Dover.—REFTSE DEsTRUCTOR.—The T.C. has appointed 


a deputation to inspect dust des'ructora at other places, with a 
view to one being provided for the town. 


Dublin.—Proposep Price INCREASE.— The Electricity 
Supply Committee has decided to recommend the Corporation to 
increase the charge by 1d. per unit for lighting, and id. per unit 
for power. The estimated expenditure for the next 12 months is 
£37,500 over that of last year, owing to coal prices, higher cost 
of carbons; maintenance, materials, &c. The Committee proposes also 
to ask the Oouncil to reduce the rates immediately coal drops to 
normal prices. ä 

By order of the Electricity Committee the number of street 
lampe in use after 10.30 p.m. has been reduced from 600 to 300, 
the object being to economize the consumption of carbons, the supply 
of which has been greatly interfered with by war conditions, 


Frodsham.—E.Lectric PrufrNd.— The Joint ‘Water 
Committee has appointed a Sub-Committee to report on the cost of 


working pumps by gas and electricity. The pumps are being 
worked at present by electrio motor. 


Glasgow.—The Clyde Valley Electric Power Co. is 


installing electricity for lighting and power in the works of the 
Ellangowan Paper Со, at Milngavie. 


Greenock.—It was reported at a meeting of the Cor- 


poration that the output of electricity during January showed an 
in»rease of 41 per cent. over the same period last year. 


Harrogate.—The Knaresborough R.D.C. has decided to 
consent to the application for a prov. order for electric light bein 
made by the T.C., and has agreed to a modified scheme by whi 
the area of supply will be extended in the Council's district. The 
area of the Wetherby R.D.O. has been deleted from the order on 
accaunt of the attitude of the Oouncil, and Pateley Bridge has been 
secured. The charges that rule in Harrogate are to be instituted 
for the proposed area in the rura! district. 


/ 
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Horsham, — Rerust Destruction. — The first year's 
working of the destructor, according to the report of, Mr. J. B. 
Morgan, the electrical engineer, shows that 104,534 Kkw.-hours 
were generated, an average of 724 per ton of refuse burnt. The 
coal figures for 1913-14 were 942 tons at £931, and for 1914-15, 
678 tons at £656, showing a saving of £275, to which should be 
added £46 in respect of increased output, bringing the saving up 
to £321. Including clinker sold, and deducting financial charges, 
labeur, &c., the net profit was £140. 


Huddersfield. Yerar’s WongKING.— The accounts of 
the electricity department for the year ended Dacember 31st show 
income £52,518, and expenditure 832.422, leaving a balance of 
£20,095, as compared with £18,215 for 1913. Of this £1,925 is to 
be transferred to the depreciation and contingencies account, and 
£2.100 carried forward for the relief of the rates. eae 

The Electricity Committee has decided that the sum of £2,977 
for a new switchboard, in replacement of the old one, shall be 
charged to depreciation account. 


Hall.—Exectric Cookinc.—The Electricity Committee 
has instructed the engineer to report on the question of supplying 
ue for oooking and lighting to the houses of the working 
classes. 

‘Kingstown, — ARBITRATION RESULT.— The arbitrator 
(Mr. 8. L. Brown) has decided that the Urban Council shall pay 
£3,607 to the Dublin Southern District Electric Supply Co. for the 
transfer of the undertaking in the town, the Council to рау all costa. 


Leicester.ä—PUELIC LIdRHTINa.— The Watch Committee 
of the Corporation recommends that the main thoroughfares on 
tramway routes be lit by electric incandescent lamps sus- 
pended in the centre of the road between the poles, and has 
arranged with the Tramways and Electricity Committee to under- 
take the lighting of the streeta in question for an annual payment 
of £6 88, 7d. per 600-c.P. lamp, to include the supply, repair and 
maintenance of mains, overhead services, fittings, and the lamps 
themselves, and the eupply of the necessary current, It is found 
that for the existing tramway routes the provision of 938 600-c.P. 
half-watt lamps will be required, and the annual cost of street 
lighting will be increased by approximately £2,000 per annum, 
but the Committee considers the improved lighting will amply 
compensate for this outlay. 


Liverpool.—Restricrep LiamTING.—This city and the 
surrounding areas have now adopted a reduced scale of lighting. 
Pablic aro lighting has been dispensed with and metal-filament 
lighting substituted, but the illumination of the tramway cars has 
not been reduced. ` 


Llandudno, — Proposep Loan. — The Council has 
decided to apply to the L.G.B. for sanction to borrow £1,720 for 
an engine and dynamo, &c., and an induoed-draught plant, and 
is to spend £269 out of revenue on a new office, and alterations 
to the battery room. 


London.—The L.C.C. Finance Committee recommends 
the sanctioning of the application of the Battersea B.C. for a loan of 
£15,750, viz., £8,750 for rotary converters, switchgear and trans- 
formers, and £7,000 for H.T. feeder cables. 

HAMMERSMITH.—The Electricity Committee states that a satis- 
factory trial has been made of the plant recently installed for 
pamping coal from the Council’s wharf to the electricity works, 
and it is expected that the same will soon be in use. 

The Council is recommended to take up a loan of £10,000 from 
the L.C.C. in connection with the electricity undertaking. 

LONDON ELECTRIC ScPPLY BILLS.— The L. C. C. has notified 
the various Councils that consideration is still being given 
to the question of what further action, if any, shall be taken with 
regard to the supply of electricity in and near London, and states 
that any observations which the authorities of the districts con- 
0 wish to make on the subject should be submitted as soon as 
possible. 

The Chairman of Parliamentary Committees has undertaken to 
ask promoters of contentious Bills before Second Readiog not to 
proceed with their proposals. The London Electric Supply (No. 2) 
Bill, promoted by the West Ead companies, comes under this 
heading, as already 50 dissenting petitions have been presented. 
The promoters of the Bill represent only 32 out of the 117 sq. miles 
in the County of London, and it is being opposed by both muni- 
cipalittes and companies. 


Manchester, — RESTRICTED LIGHTING. — The order 
for reduction of the lighting of streets and public build- 
ings comes into foroe on March 1st. The order will affect the 
mills, in which many of the windows will require ecreening at night. 


Nantwich,—The R.D.C. has deferred consideration of 
the question of a scheme for extending the E.L. to Wistaston, 
pending the result of a conference with Mr. Denton, electrical 
engineer, of Crewe, 


New Zealand.—The Christchurch City Council is 
having difficulty in the distribution of light and power from the 
Lake Coleridge supply owing to the shortage of insulators. The 
Dominion supplies appear to have come largely from Germany in 
the past, and the possibility of having insulators made in New 
Zaland is being discussed, and the Christchurch Brick Co. has 
been approached. The Government geologist has been communi- 
cated with in order to ascertain whether there are deposits of suit- 
able clay in New Zesland, In the event of a favourable reply 
being received, there is a possibility of a new industry being 
established in the Dominion. 


Nelson (Glam.).—E.L. SoHEME.— The inauguration of | 


the supply of electricíty by the South Wales Electrical Power Co. 
took place at Abernant on the 13th inst. The company will 
shortly give a supply in the Abercarn Urban District and in 
portions of the Llantrisant, Crowbridge and Penybont districts, 


Plymouth,—The quarterly return of the electricity 
undertaking in the Devonport and Stonehouse areas, to the end of 
December shows that 1,778,350 unite were sold producing £15,150, 
compared with 1,601,629 units sold and £13,855 received in the 
5 period of the previous year, an increase in receipts 
of £1,294, | © 


Rawtenstall.—It is recommended by the Tramways 
and Electricity Sub-Committee that the charge per lamp per 
annum be inoreased to £2 5s. 9d. for 100.c.». lamps, and to 
61188 9d. for 50-0.P. lamps, for the year ending March 31st, 1916, 


Reigate.—The R.D.C. has been asked if the Council's 
letter of December 29th is a formal refusal to consent to the 
Chipstead and District E.L. Order, in which event it in proposd 
to apply to the B. of T. to dispense with the Council's conset 
The Council has replied that it is of opinion that nothing shea 
ba done to facilitate the granting of the order until the new Urbe 
Council of Coulsdon and Parley was able to consider the matte, 
and for that reason the Council proposed to ask the В, of T. & 
refuse the order being applied for. 


Romsey.—E.L. ScEEgME.—The. T.C. has referred to the 
General Purposes Committee a proposal by a private firm to intro- 
duce electric light into the town. 


Skerries (Co. Dublin), — E.L. ScHEME. — The new 
electric lighting system. introduced by Mr. W. Flanagan under aa 
arrangement with the U.D.C., was inaugurated on Monday night. 


Southend-on-Sea.—The T.C. has decided to extend the 
mains along the Lower Esplanade to the new swimming baths, at 
an estimated vost of £291. 


Stirling.—PRoPoseb WORKS EXxTENsION.—In view of 
a report by the electrical engineer that the time had come to con- 
sider the advieability of increasing the capacity of the works, the 
Lighting Committee is to consult Mr. J. A. Robertson (Salford) о 
the matter. 


Tullamore,—WorKHOUSE LicHtinc.—The B. of G. 
has been informed that the installation of electric lighting in the 
workhouse would effect & net saving ef £140 per annum. 


West Ham.—lIa reference to the Council's dispute with 
the Hart Accumulator Co, Ltd., in regard to the amt unts deducted 
by the company from the electricity a coounts for alleged damage 
caused by interruptions in the supply of current, the Electricity 
Committee, having carefully considered certain conditional 
arrangements made has recommended the Council to confirm thes, 
and to instruct the solicitors to proceed accordingly. 


Willesden.— NEW PrANT.—The Electricity Committee 
has had under consideration complaints from consumers with refer- 
ence to interruptions in the supply. The engineer reports that is 
order to ensure greater security from interrupt ione, and to cope 
with the increased demand, it would be advisable to install s 
battery at Acton Lane ; the cost would be—for buildings, £1,000; 
battery, £2,750; booster, switchgear and connections, 21,000; 
new feeder cable, £1,112 ; total £5,862. The Committee considers 
the expenditure is urgent, but in view of the present conditions и 
reluctant to enter into any heavy commitments, and recommesds 
that application be made to the L G.B. for sanction to borrow 
£5,862, the commencement of the works in question to be deferred 
for such a period as will allow completion of them before nat 
winter. 

. Yorkshire Electric Power Bill.— The Birkenshaw and 
Mytholmroyd Councils have decided to aek the Power Co. to strike 
them out of the first schedule of the Bill; the Bingley, Earby 
and Thurnscoe Counoils have decided to oppose the Bill. 


TRAMWAY and RAILWAY NOTES. 


Ashton-under-Lyne.—The employés of the Ashton. 
Oldham and Hyde Tramweya, the Stalybridge Joint Tramways 
Board and the Ashton Corporation Тгат вуг have decided to make 
an effort to secure an increase of ld. per hour in wages for 
grades, on account of the greatly-inoreased cost of living. The 
employés concerned number about 800. 


Australia.—In connection with the suburban railway 
electrification scheme, the firs} consignment of G.E.C. apparatur, 
consisting of 90 traction motors, has now reached Melbourne from 
America, The first instalment of new motor coaches, 130 in 
number, is being constructed in the Newport workshope. А number 
of exiating cars are being reconstructed for electric traction. 

Tenders were recently invited for the steel gantries for the over 


head equipment, &c., of the Sandringham-Broadmeadows live. 


The Melbourne Tramways Co.'s lease expires in June, 1916, and 
the Melbourne Tramway Trust is considering the question of 
negotiating the purchase of the company's buildings, cars 
plant. * 
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The Amistant Minister of N. S. W. Railways has stated that it was 
intended first to convert to electric traction the North Shore section 
from Milson Point to Hornsby. If suocessful it would be followed 
by other suburban lines round Sydney, and by the section from 
Sydney to Newcastle, nearly 100 miles long. 

The Victorian Railway Commissioners are shortly to introduce 


10 new bogie cars on the St. Kilda-Brighton line, whioh will oon -“ 


tain three passenger compartments and two drivers’ compartments, 
and sliding central doors for the passengers’ entrance. | 


Birmingham.—Etxcrrio VEHICLES.—According to 
the Commercial Motor an order for 24-ton Orwell electric 
tipping wagons has been given by the Corporation to Messrs. 
Momay & Co. 

Black pool.— TRAFFIC RETURNS.— The tramway receipts 
during January were £2,546, an increase of £399 over the previous 
month. The revenue from April ist to the end of January was 
471,210, against £80,100 during the same period of the previous 
yes. The greatest decrease followed the outbreak of war, but 
sincs the troops came in November there has been a recovery to the 
amount of about 4100 per week. : | 


Brighton Railway Electrification.—At this company’s 
meeting held on Wednesday, the chairman mentioned that they 
were proceeding with the electrical equipment of their suburban 
lines, for which contracts had been placed. Their existing electrical 
services had shown marked expazsion. 


Canada.—4According to the report for the year ending 
—€— а 1918, of the Minister of Publio Works for the Pro- 


terio, there were 761'16 miles of electric railway com- 
pleted, and 47°00 miles under construction of that date. Of 37 


_ different companies, 8 were using hydro-electric power. 


Continental. — SwITZERLAND.—- It is stated that 
1,873 miles of the Swiss State lines are to b» converted from steam 
to electric power being derived from the wealth of water 
power available. The first section will include the St. Gothard 
Tennel the section being 67°7 miles in length. Current will be 
transmitted single-phase at 60,000 volte to various sub-stations, 
whence it will be buted.— Railway News. 


Edinburgh.—EXxPERIMENTAL (Cans.—The Tramway 
Sab Committee of the T.C. has decided to experiment with self- 


propelled cars, with a view to the possible introduotien either ot 


electrically or petrol-driven vehicles, 
Hull.— RATE RELIEF.— The Corporation has decided to 


Wh grant £10,000 from the tramway profits for the relief of rates, 


being £3,000 more than last year, and to carry forward £5,323 to 


tbe reserve fund, wbich will then stand at $140,000. 


It is estimated that 100,000 soldiers per week have been carried 
free on the cara during the last eight months, this privilege not 
having been withdrawn in Hull. 


Leeds,—Goops Trarric.—A scheme for dealing with 
extraordinary traffic is under consideration ; it is proposed to con- 
tract hopper wagons, to be drawn over the tramway lines by 
electrico locomotives. The wagons are to have a capacity of 10 
fons each, and a charge is to be made of about 4d. per ton-mile, 


Lendon.—L.0.C. Tramways ASSESSMENT.—The House 
ef Lords, on Monday, allowed the appeal of the L. C. C. on its claim to 
hero a reduction of the valuation of the tramways in the borough of 
lliogton, by reason of the rateable value having been reduced by 
the competition of the motor-'buses, 

Ia reply to a question in Parliament by Mr. Kellaway, 
Mr, McKenna stated that in the last four months of 1918 57 persons 
were killed by motor-omnibuses, and 25 by electric tramcara in the 
Metropolitan Police District. In the last four months of 1914 79 
persons were killed by omnibuses and 17 by tramoars, 

The L.C.C. has intimated te the В.О.'в that the clause in its 
Tramways Bill to which there is opposition on the ground that it 
woeld affect their veto with regard to the overhead system, would 
be modifled to meet the wishes of the B.C.'s ooncerned. 


Morecambe.—Trakway EXTENSIONB.—The T.C. has 
approved of a scheme which provides for an extension of the tram- 


, Way system, 


Neweastle-on-Tyne.—TRAMWAY ESTIMATES. — The 
Tramways Committee's estimates for the coming year show іта о 
receipts £270,980, and a total income of £282,200. For the year 
jet closing the estimated receipts were £255,150, but it is 
expected that this sum will be exceeded by at least £2,200. 
The total expenditure will be £160,300, an increase of £15,400 on 
the current year's estimate. From the eurplusof £121,900 the eum 
of £75,000 will be required for interest and redemption, and £8,000 
fæ income-tax ; but as а set off to these items is £3,500 interest 
са investments, These figures yield a net surplus of £39,400, but 
a further deduction of £8,000 must be made on account of 
allowances to employés who are on active service. At the 

of the current year the reserve fund stood at £94,000, 

or £6,000 short of the amount the Committee considers should be 
maintained. By the end of the ourrent year it is estimated that 
the shortage will have reached £22000, a deficiency which, it is 
may be mede up by the surplus on the present year. It is 

that £34,000 will be spent during next year on renewals. 

West Ham.—New Cans, Motors, &c.—The tramway 
manager has reported upon the provision of new tramoars, and 
says that be has recently succeeded in getting amended offers for 


car bodies and trucks, bringing the price down to £1,145 
pe car, which is equal to an increase of about 15 per cent. оп the 


prices prevailing in 1912-13. As the undertaking is badly in need 
of more cars, the manager recommends the Committee to accept 
the tenders of the Brush Oo. for bodies and trucks; British 
Thomson- Houston Co., for equipments and brakes ; and British West- 
inghouse Co., for controllers, the total for the 15 cars, including 
spares, amounting to 317,705. The manager states that in May 
last year his attention was drawn to a greatly improved type of 
motor. It would, the manager remarks, more than pay the Oor- 
poration to replace the whole of the present equipments by an 
equipment of this class, which has a reserve amply sufficient to 
meet any growth of traffic that may reasonably be anticipated 


during the next 10 years. The manager estimates that the saving ` 


that could be effected, after completing the change-over of the 
equipments, would be in the neighbourhood of £4 000 per annum, 

no allowance for the benefits that are bound to acorue 
from fewer breaks in the service. The replacement of the equip- 
ments would take about 18 montha, and cost £28,000. It is proposed 
to refer the matter to the Finance Committee, with a view to pro- 
viding the necessary money to carry out the manager's suggestion. 


York.—E ecrrio 'Bvsks.—During the past week the 
first of the new electric "buses purchased by the Corporation has 
been running to and from Heworth, and has been well patronised, 
The journey is completed in about 10 minutes, 


TELEGRAPH and TELEPHONE NOTES. 


Landing Licences for Trans-Atlantic Cables.— 
Notice is given in the London Gazette that the Commercial Oable 
Co. has applied to the Board of Trade for the renewal of ita landing 
licences for submarine cables at Weston-super-Mare and Water. 
ville, donnecting these places with one another and with North 


. America and the Azores. On March 22nd the Board will proceed 


to consider the application, and in the meantime will receive any 
objections that may be made thereto. | 


London Telephones.—Answering a question in the 
House of Commons, the Poetmaster-General stated that out of the 
11,000 telephone lines in the south of the metropolitan area which 
were put out of service by the snowstorm on January 22nd, some 
2,000 were still unrepaired. Great efforte were being made by the 
engineering staff to push on the work of restoration. 


Rawtenstall.—The Т.С. has resolved that a new 
scheme of street fire alarm and telephone service be adopted. and 
көг a ва for the work be obtained from Messrs. Siemens Bros. 
and Co., ; : 


Telegrams for Places Abroad.—It is announced 
that telegrams may now be forwarded to British New Guinea, 
Macquarie Island, and the Sandwich Islands, at rates varying 
from 2s. 3d. to 3a. 3d. | 


Trans-Continental Telephony.—On January 25th, 
as previously noted in this column, telephonic communication 
between the Atlantic and Pacific coasts of the United States was 
formally inaugurated ; the route of the line is shown on the acoom- 
panying map, and some particulars of its construction are given 
below, for which we are indebted to our American contemporaries. 

The line took two years to construct ; in addition to the build- 


ing of the section from Denver to the coast, the whole of the line 
between New York and Denver had to be overhauled and equipped 
with loading coils. The wire was hard-drawn copper 0'165 in. in 
diameter; one two-wire circuit weighs 1,480 tons, and in two 
physical two-wire cirouits there are 13,600 miles of wire, 
carried on 130,000 poles. The phantom circuit derived 
from these two cirouits gives the best results over long 


distances. The wild and mountainous character of the country 


in the Far West made the. work of construction exceedingly 
difficult ; long stretches of the line run over swampe and deserts, 
and there are no roads. The loading coils are mounted on the 
poles. The first large city touched by the line after leaving San 
Francisco is Salt Lake City, 770 miles to the east. The poles are 
of red-wood, and usually measure 4 in. square at the top, 8 in. at 
the bottom, and are 18 ft. long. 
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The line consists of two physical circuits and one phantom 
circuit ; all the cirouite are loaded with Pupin coils 4 or 5 in. in 
diameter, with cores of iron wire 4 mils in diameter. Beginning 
at Boston, the first line ran to. Cambridge in 1876, and was ex- 
tended to Providence, 45 miles, in 1882, and to New York, 235 
miles, in 1884. The line between New York and Chicago, 300 
miles, was opened in 1893, and was extended to Omaha i in 1898, to 
Denver in 1911, and to Salt Lake City in 1913. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


 Aberdare.—March 6th. U.D.C. Twelve months’ supply 


of cables, meters, joint-boxes, &c., lamps, uniforms, tickets and 
other stores, See " Official Notices” February 5th. 


Australia,—Brissane.—March 10th. Motor-generator, 
power board, &o. for Postmaster-General. See ‘‘ Official Notices 
January 15th. | 

April 7th. Wheatstone receivers and transmitters, for the 
Postmaster-General. See Official Notices" February 19th. 

MELBOURNE.—March 16th. White Wheatstone receiving tape, 
for Postmaster-General. See “ Official Notioes " February 5th. 


Bedwas.—March 4th. Electrical goods for 12 months, 


for the Bedwas Navigation бошу Oo. Ltd. Forms of tender 
from the Secretary. 


: Belfast.—March 15th. Twelve months’ supply of stores 


for the Tramways and Electricity Committees. See “ Official 
Notices February 19th. 


Birkenhead.—March 9th. Corporation. Continuons- 


current meters and  house-service fuse boxes. See "Official 
Notices " to-day. 


Bolton.— March 4th. Corporation. Twelve months' 


supply of stores for the Electricity Department. See "Official 
Notices " February 19th. 


Bury.—March 8th. Constructional steelwork (contract 
2AA) in connection with the electricity generating station extension 
at Chamber Hall, and steel window frames (contract 44). Specifi- 
cations, &c. (£2 28. for each contract, returnable) from Mr. J. 
Ainsworth Settle, Borough Engineer, Bank Street. 


Dover.—March 9th. Electrical sundries and cables for 


a year, for the Harboar Board. Mr. Martyn Mowll, Registrar, 
Castle Street. 


Dundee.—March 3rd. Corporation Tramways Com- 


mittee. Stores for a year from May next. Specification from 
Mr. Peter Fisher, General Manager. 


Edinburgh.—March 4th. Corporation. Electric lighting 
installation at Lebour Exchange offices (Old Corn Exchange 
Buildings, Grassmarket). Tenders to the Town Clerk, 


Edmonton.— March 10th. Electric lamps for the 


B. of G. Mr. F. Shelton, Clerk, The Grange, White Hart Lane, 
Tottenham. 


France,—March 17th. Two electric travelling cranes 
for the repair shops at Mézidon, for the Administration des 
Chemins de Fer de l'Etat. Particulars from the Вшеайк du Servioe 
Electrique, 43, Rue de Rome, Paris (1ге), 


Gloucester. — April 1st. Twelve months’ supply of 
stores, for the Electricity and Light Railways Committee. Forms 
of tender from Mr. F. H. Corson, General Manager, Light Railways 
Offices, Bristol Road. 


Grimsby.— March 8th. Corporation T wo years' supply 
of motor-type meters. See “ Official Notices " to-day. 


Guildford.— Water softening and filtering plant, 50,000 
gallons per hour, for Guildford Electricity Supply Co., Ltd. See 
" Official Notices " February 19th. 


Heston and Isleworth.—March 6th. U.D.C. Twelve 
months’ supply of electrical stores. See “Official Notices” to-day. 


Huddersfield.— March 2nd. Corporation. Electricians’ 
work at new Tuberculosis Hospital. Forms of tender from Mr. 
K. F. Campbell, Borough Engineer. 


Hull.—March 2nd. Air-space telephone cable, for the 
Telephone Committee, See "Official Notices February 19th. 


London,—L.C.C.—March 16th. Reconstruction of three 
miles of single-line tramway on the underground conduit system. 
Specifications, &c. (£5), from Chief Engineer, County Hall, Spring 
Gardens, S.W. 


"T.C. fee "Official Notices " 


FINSBURY.—Maroh 1st. B.C. Six or twelve months’ supply of 
electrio fittings. Forms of tender from the Borough Rurveyor, 
Town Hall. 

BATTERSEA.— March 2nd. B.C. Supply of чо for Electricity 
Department, See Official Notices February 12 

HozNSEY.—March 16th. Meters, cables and ream Ko., for the 
February 19th. 

Bow,—March 9th. Electrical supplies, for the Managers of the 
Poplar and Stepney Sick Asylum District, Forms of tender from 
the Clerk, Devons Road, Bow, E. e. 


Macclestield.—March 10th. Cheshire County Asylum, 


Parkside, Electrical goods for one year. Mr. Wm. Tingsy, Clerk. 


Manchester.—March 2nd. С.О. Railway Co. Six or 
twelve months’ supply of wires, cables, carbons, electrical 
acoessories, lamps and telegraph material. Mr. W. Williams, Stores 
Superintendent, G. O. B., Gorton. , 


Newport (Mon).—March 9nd. Electric light fitting. 
for the B. of G. Mr. A. H. Rees, Clerk, Queen's Hill. 


New Zealand.—May 3rd. Electrically-driven turbine 
pumps of 80,000 and 100,000 gallons capacity per hour, together 
with direct-coupled motors. Commercial Intelligence Department, 
Board of Trade, London. 


Pontypridd. — March 8th. U. D. C. Twelve months 
stores for Electric Light and TR WAYS Department. See “ Official 
Notices February 19th. 


Spain.—Tenders have just been invited by the municipal 
authorities of San Pedro de Latorce (Provinoe of Valladolid) for 
the concession for the electric lighting of the town during a pem 
of 15 years. 


Swindon.—March 13th. Corporation. 'Twelve or six 
months’ stores for Electricity and Tramways Departments. Sx 
" Official Notices" February 19th. 


Transvaal, — BETHAL. March 25th. Municipality. 
Supply and erection of generating and pumping plant and overhead 
electric distribution system. Specifications from the conaulting 


engineer, Mr. H. Hancock, A. M. I. C. E. P.O. Box 62, Klerksdorp 


(deposit £1 1s.) Tenders to Town Clerk, P.O. Box 3, B:thal, 
Transvaal, 


Tynemouth.—The Electricity Committee has resolved 


to enter into contracts for the supply of electrolytic and other 
meters during the next 12 months. 


Wigan.— March 2nd. Twelve months’ -stores and 


materials for the Tramways Department, Mr. F. Buckley, Genen 
Manager, Market Place. 


Wrexham.—March 17th. Meters, oils, coal, &c., for 


the Corporation Electrical Department, for à year. Borongh 
Electrical Engineer, Willow Road, 


CLOSED. 
Australia,—The Public Works Department has accepted 


the following tenders :— 


Motors and control géar for Newcastle Government Dockyard.—Standari: 
Waygood-Heroules, Ltd., 22,906. 

Motors and swi chgear for Homebush new public abattoirs. australian 
General Eleotric Co., £662, 


Government Contracts, — Тһе following tenders have 
been accepted during the past month by the Government Dapart- 
ments named :— 

WAR OFFICE, 

Electric cable and wire.—T. Bolton & Sons, Ltd.: British 1 к 

Helsby Cables, Ltd.; Craigpark Electric Cable Co. 4 Ltd.: 
Henley s Telegraph Works Co., Ltd.: Liverpool Electrical Cable 0o. - 
Ltd. ; Shropshire Iron Co., Ltd.; Siemens Bros. & Co., Ltd. : F. Smi'h 
and Co. (incorporated with London Electric Wire Co. & Smi ‘hs, Lid.) 
Ward and Goldstone: Yorkshire Cable Co. 

Electric cellg.—J. C. Fuller & Son, Ltd.; I. R., G. P. & Telegraph Works 
Co., Ltd.; Siemens Bros. & Co., Ltd. 

: Electric light 'generating sets. —Austin Motor Co.; Boulton & Paul. 

Generators.—Austin Motor Co. 

Gutta-percha (sheet).—Craigpark Electric Cable Co., Ltd. 

Electric lamps. —Corona Lamp Works, Ltd.: Edison & Swan C. E. L. Co., 
Ltd.: General Electric Co., Ltd. ; "Z" Eleotrio Lamp Mfg. Co., Lid. 

Electric lathes.—Drummond Bros. = Ltd. 

Telephone sets and parts.—Automatic Telephone Mfg. Co., Ltd.: Gent 
and Co., Ltd.; New Phonopore Telephone Co. 

Tramway track. —Kerr, Stuart & Co, Ltd 

Wire (steel).— W. N. Brunton & Son: "Connolly Bros., Ltd.; London 
Electric Wire Co. & Smiths, Ltd. ; Siemens Bros. 

Electric light installation.—For huts at Riby Park, 8. Dixons & Sons, 
Ltd. ; 15 Scott's House, Newcastle, Edmundson's Electricity Corpora- 
tion, Ltd. 

Electrical work on the Pinehurst Estate.—Siemens Bros., Ltd. 


- 


Crown AGENTS FOR THE COLONIES, 
Turbo-alternator.— British Thomson-Houston Co., Ltd. 
Telegraph poles.—J. Spencer, Ltd. . 

P d 
INDIA OFFICE. 
Accumulators.— Edison Accumulatcrs, Ltd. 
Apparatus. Marconi Wireless Telegraph Co. 
Boosters.— Lancashire Dynamo & Motor Co. 
. Exchange extension. Automatic Telephone Mfg. Co. 
Telephones.— General Electric Co. 


--— — — 
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Post OFFICE. . os 
Адали осе (lighting and power).—British L. M. Ericsson Mfg. 


Ditto (telephonic).—Automatic Telephone Mfg. Co., L‘d.: British L. M. 
Ericsson Mfg. Co., Ltd. ; Milnet's Sate Co., Lid. ; Peel-Conner Tele- 
phone Works, Ltd.; Western Electric Ca., Ltd. l 

Cable (submarine) —I.R., G.P. & Telegraph Works Co., Ltd.; Telegraph 
Construction and Maintenance Co., Ltd. | 

Cable (tel. graphic).— Telegraph Construction & Maintenance Co., Ltd. 

Cabie (telephonic).—B І. & Helsby Cables, Ltd.; W. T. Glover & Co., 

„Lid. Siemens Bros. & Co., Ltd.: Western Electric Co., Ltd. 

кю х British L, M. Ericsson Mfg. Co., Ltd.; Siemens Bros. and 

Ltd. | 

Insulators.—Taylor, Tunnicliff & Co., Ltd. 

Laying conduits (-hort lengths, non-continuous).—At Hornsey, Islington, 
&c., О. C. Summers; Lewisham, О. C. Summers; Willesden, Harrow 
ёс., О. О. Summers; Glasgow, A. Duncan. 

Laying ducts.—South Lambeth Road, J. Mowlem & Co, Ltd.; Gerrard 
Exchange, J. Mowlem & Co. 

Laying ducts aud pipes.—Bishop gate and Kings and Road, Е. G. 
Brummell ; Oxford, J. Mowlem & Co., Ltd. 

Rearrangement and extension of power plant at the London Wall 
Exchange.—Weastern Electric Co., Ltd. 

regione exchange equipment.— Perth, Peel-Conner Telephone Works, 

td.; Hammersmith, Western Elecuio Co., Ltd.; Satton, Western 

, Electric Co., Ltd. 

ина (insulator).—Bayliss, Jones & Bayliss; Guest, Keen & Nettle folds, 

Troughing snd covers.— Doulton & Co., Ltd. 

Lead (sube).—Baxendale & Co., Ltd. 

Bronze wire.— T. Bolton & Co, Ltd.; B.I. & Helsby Cables, L*d. ; Sh-op- 
shire Iron Co., Ltd; London Electrio Wire Co. 4 Smiths, Ltd. 

Bronze insulated wire —Connolly Bros., Ltd. 

Copper wire.—Shropshire Iron Co.. Ltd. 

Copper irsulated wire.—Siemens Brcs. & Co, Ltd. 


Hong-Kong.—The General Electric Co. of China, Ltd., 
bas secured the contract for all the Government requirements for 
Osram drawn wire tungsten lamps and electrical supplies for 
Hong-Kong fox the year 1915. 


Kettering.—The Admiralty having placed an embargo 


on the rotary converter being supplied by the Brush Electrical: 


Engineering Co., Ltd., the U.D.C. has accepted the offer of the 
суррапу for the temporary use of a 500. Kw. rotary plant until a 
Siemens rotary converter of the original type can be installed, the 
cost icis installation of the temporary plant to be borne by the 
00 re. 


Llandudno.—The Council last Friday accepted the 


tender of the Electric Construc'ion Co., Ltd., at £425, for a dynamo, 


and that of Messrs. Browett, Lindley & Co. for an engine for the 
municipal electric light works. At the previous meeting the 
Council hai been divided on the question of introducing the Diesel 
engine, bat the Committee subsequently decided on steam plant. 


London, — BATTERSEA. — The Electricity Committee 
ports having accepted the tender of the British Westinghouse 


Electric & Manufacturing Co., Ltd., to supplv additional plant in 


connection with the supply of energy to the Nine Elms district, at 
46,520. The cable, Ko., will be obtained from Mesers. Callendet's 
Oable & Construction Co., Ltd., under the Council's contract. 
HackNEY.—The Electricity Committee recommends that the 
tender of Messrs. Rice & Co., at £698, for foundations, &o., for the 


5.000. Kw. turbo-alternator and auxiliary plant at the Millflelds 


Road generating station, be accepted. | . 


HAMMERSMITH.—The Electricity Committee reports having 


accepted the following offers for coal :— 


Myers, Rose & Co.—100 tons of Shipley, at 14s. 4d. per ton, with option to 


ворріу 1,000 tons if satisfactory: 100 tons of Kirkby Nottingham slack, 


at 136. ud. per ton. 


pe irt 
Cory Bros. & Co., Ltd.—2,400 tons of Kirkby Nottingham slack, at 18s. 6d. 


per ton: 80) tons of Gedling, at 13s, 6d. per ton. 

South Metropolitan Gas Co.—100 tons per week, until December Bist, 1915, 
of coke breeze, at 7s. per ton. 

Wandsworth, Wimbledon, Epsom & District Gas Co.—1,8:0 tons of coke 
bret ze, at 7s. per ton. 


The Committee recommends that the tender of the Cadogan 
Iron Works, at £42, be accepted for replacing the troughing of the 
B-nnis coal-conveyor at the electricity works. 


WILLESDEN.—The District Council has been reoommended to 


асер: the tender of the British Thomson-Houston Co.. at £665, 
for renewing the H.T. switchboard at the Salusbury Road sub- 
etation, | 

_Rawtenstall.—The T.C. has resolved that е specifica- 
tion of Messrs, Siemens Bros. & Co, Ltd., for the sapp’y and instal- 
lation of а proposed new street fire-alarm and local telephone 
tervios be accepted, and their tender for carrying it out be adopted. 


Scotland.— Messrs. Nobel's Explosives Co., Ltd., have 
placed an order with Mesare. Johnson & Phillips, Ltd., for overhead 
power mains for their factory in Scotland. 


Ship Lighting.—The Booth S.S. Co. has placed a con- 
tract with the Edison & Swan Co. for Royal Ediswan metal-filament 
and carbon-filament lamps. 


Southend-on-Sea.—The T.C. has accepted the tender 
of Messre. E. & H. Davey, of Southend, for the erection of а sub- 
sation at Thorpe Bay, at £4,695. 


Walthamstow.—The U.D.C. is recommended to pay, 


за from February Ist last, an extra 1s. 6d. а ton on the contract. 


with Messre. Usher & Co., Ltd., for the supply of coal to the 
electricity works, a 

The Finance Committee has considered letters from the various 
contractors to the Eleotricity Department. and has recommended 
the acceptance of the following tenders, for the 12 months com- 
mencing April 196, in respect of the items they are willing to supply 


е 


Society of 


om the same terms as at present :—Liverpool Electric Cable Oo., 
Dussek Bitumen Oo., В.І. & Helsby Cables, Electrical Mfg. and 
Sapplies Co., О. C. Wakefield & Co., Stern Sonneborn Oil Co., A. B. 
Gross & Oo., Vacuum Oil Oo., W. Wood & Co., Anti-Attrition Metal 
Со. L. Andrew & Co., Imeson & Finch, Docker Bros, Robert 
Kearsley & Co., J. H. Tucker & Co. 


. FORTHCOMING EVENTS. 


Physical Society of London.—Friday, February 96'h. At 5 p.m. At 
Imperial College of Science, Routh Kensington. Papers on " Magoetio 
‘Character’ Figures, Antarctic and International," by Dr. C. Chree, 
F. R. B.; The Eleotrifloation of Surfaces as Affected by Heat,” by De. 
Р, D. Shaw: ** Electromagaetio Inertia and Atomic Weight.“ by Prof. 
J. W. Nicholson. 


North-East Coast Institution of Engineers and Shipbuilders.—Friday, 
February 2б. At 7.80 pm. At Bolbeo Hall, Newcastle-upon-Tyne. 
Report on ‘‘ The Progress of Reform in the Engineer Branch of H.M. 
Navy,” by Mr. D. B. Morison. Paper on “The Fature of British 
Engineering and Shipbuilding will also be read. 

(Graduates’ Association.)—Saturday, February 27th. At 7 16 p.m. 
Paper on Electric Lighting and Power for Ships,“ by Mr. О. Holmes. 


Association of Mining Electrical Engineers, (South Wales Branch'.— 
Saturday, February 27h. At 6 pm. At Cariton Café, Queen Street, 
Cardiff. Paper оп "Typical Breakdowns in Colliery Electrical Plant and 
their Prevention,” by Mr. L. Foster. 


\ 
Royal Society of Arts.—Monday, March Ist. At 8 p.m. At John Street. 
чер W.C. Fothergill Lecture (III) on Motor Fuels," by Prof. V. B. 
wes. : 


Engineers.—Monday, March let. At 7.80 p.m. At Institution 
of Klectrical Engineers, Victoria Hmbankment, W.C. Paper on Running 
Costs of Motor Vebioles,’’ by Lieut. R. W. А. Brewer. 


Roentgen Society — Tuesday, Ma ch dad. At 8.15 p.m. At Institution of 
E'ecirloat Engineers, Victoria Embankment, W.O. Paper on The 
Chemistry of the Radio Elements,“ by Mr. A. Fleck. 3 


Institute of Marine Engineers.—Tuesday. March 2nd. At 8 p.m. At 
Tower Hil], Minories, EB. Paper on Tail Shaft Lubrication," by Mr. 
A. J. Lebeda. 

Institution of Electrical Engineers (Birmingham . Section).— 
Wedaesday, March 8rd. At 7.80 p.m. At the Untversity, Edmund Street. 
Paper on Electricity Applied to Mining,” by Mr. O. P. Sparks. 

' (Newcastle Local Section).—Monday, March 1st. At7.90p.m. At 

Miniog Iustitute. Paper as above, by Mr. Sparks. 


Nottingham Society of Engineers.—Wednesdlay, March ged. At 
the Weibeck Hotel, Milton Bireet. Paper on “Town's Gas— Its Manu- 
factyre aud Varied Uses," by Mr. G. Stevenson. 


Greenock Electrical Society.—Thursday, March 4th. At 7.45. At 2l, 
West Stewart street. Paper on The Operation of a Large Hleotrio 
Supply System.“ by Mr. G. Macdonald. 


Royal institution of Great Britain.—Setarday, March 6th. At3p.m. At 

. Albemarle street, W. Lecture III) oa * Recent Researches on Atoms 
and Ions,” by Sir J. J. Thomson, F.R.8. 

Monday, March 1st. AtSp.m. General Meeting. 


Salford Technical and Engineering Association.—Saturday, March 6th. 
At 7 p.m. At Royal Technical Institute, Peel Park. Paper on The 
Strength of Iron Castings, by Mr. D. L. Rhead. . 


NOTES. 


Fatality.— An inquest was held at Oldham, on 
February 19th, touching the death of Harold Wood (21), electrician. 
—Tom Ryan, а tinemith employed at Messre. Asa Lees & Co.'s 
works, Derker Street, Oldham, said that on the previous Wednes- 
day the electricity was off. until 2 p.m., and at that time deceased 
went to the main switch to turn the ourrent on and then to set 
the motor going. In starting, it fired in the fuse-box. Deceased 
knocked off the switches of the motor and got hold of a fuse, and 
a few seconds afterwards staggered back and collapsed on the 
floor.—Charles Tucker, an electrical engineer at the works, said 
deceased worked under him and he regarded the affair as purely 
accidental. He was doing work he should have done, but not in 
the manner ín which ít should.have been carried out. When the 
wire fused in the box deoeased should have gone to the main 
service switch and pulled it out, as he had done on a previous 
oooasion on similar faults. Deceased had been with the firm since 
June, 1913.— The Coroner (Dr. Carson) said the young fellow had 
evidently done what he ought not to have done and without doubt 
the affair was an accident. A verdict of Accidental death was 
returned. 


Copper.—It would be anticipated that supplies of 
copper should show s temporary falling-off in quantity just at the 
present time, bnt an examination of the mid-mon'hly statistics, 
as tabulated by Messrs. Merton, does not confirm this impression. 
The European visible supplies, at 35,567 tons on February 15th, are 
4492 tons higher than for the end of January. English stocks are 
83 tons less than on the same date, the increase being made up on 
Chile and Australian shipments, ' 

In classified supplies American shipments to Europe are, so far 
as can be jadged from. mid-monthly statistics, low. but equal to 
those for September and October, and higher than those for 
August, November or December. Spain and Portugal have sent a 
quantity cqual to tbe average pre-war supply, while the supply 
under the heading "Other Countries" is considerably above the 
peace average. Chile shipments are higher than in normal times 
and Australian show better than for the preceding four months 
Total deliveries for the half month, if continued at the same rate, 
would give a quantity for the month considerably exoeeding that 
for October and November, and only beaten by last month out of 
all the six preceding ones 
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Changes in the Board of Trade Returns.—Com- 
mencing with January, various changes have been made in the 
classification adopted in the monthly import and export returns 
as issued by the Board of Trade. The following are the alterations 
made in connection with the electrical industry. First, as regards 
imports : electricity meters and measuring instruments, asaleoswitch- 
boards, which have hitherto been included under the general head- 
ing of " Electrical Goods and Apparatus, unenumerated," are now 
shown separately. Similarly. the old heading of '"Machigery, 
Electrical of all kinds,” has been divided into two sections: (1) 
Ganerators and motors (except for aeroplanes, motor-cars and 
motor-cycles), and (2) unenumerated. Oa the export side the 
following are now given separate headings in the division relating 
to “ Electrical Goods and Apparatus": (1) Meters and measuring 
instrumenta, (2) transformers, and (3) switchboards. The classi- 
fication, " Machinery, Electrical of all kinde,” has been sub-divided 
into three sections: (1) Railway and tramway motors, (2) other 
generators and motors (except for seroplanes, motor-cars and 
motor-oycles), and (3) unenumersted. 


Institution and Lecture Notes.—Institution . of 
Civil Engineers.—On Tuesday last a paper was read on The 
Electrolytic Action of Return Currents in Electric Tramways on 
Gas and Water Maing; and the Beet Meane of Providing against 
Electrical Disturbances,” by Mr. Н. E. Yerbury. The author 
reviewed and oriticised the Board of Trade Rules and Regulations 
and their revisions, from 1894 to the present date, and dealt with 
the influence of a leakage current on reinforced concrete. The pre- 
ventive measures proposed by British and Oontinental authorities 
in order to reduce the potential differences between tramway 

and pipes were classified, and a description of the function 
of a negative booster was given in detail. The author stated that 
where the rails and the mass of earth were positiva to pipes in the 
vicinity of the track, there could be no danger to pipes in that 
area, as they were cathodic, On the other hand, danger existed to 
all pipes and metallic structures (where embedded in soil) which 
were positive to the rails, as it was the flow of current out of the pipes 
that had a tendency to cause corrosion and pitting. The dauger, 
however, was nothing like as great as would appear from the 
theoretical staudpoint. He poiuted out that as current-density 
and duration of current were the most important factors in con- 
nection with injarious electrolytic action on gas or water piper, 
potential readings were misleading ; it was well known that where 
& comparatively high difference of potential existed, there was, as 
a rule, less injurious current passing. In his opinion, the Board of 
Trade regulations in respect of leakage currente could easily be 
complied with on all tramway undertakings, and were absolutely 
effective in safeguarding the property of other authorities. Upto 
600 volts could be allowed between overhead conductors and 
earth, and this increase of voltage would reduce the oost of feeders 
and also the heavy currents now dealt with. 

Society of Engineers (Inc.).—Mr. Sherard Cowper-Coles has 
been elected a vice-president of the Society, to fill a vacancy. 

Manchester University.—In the course of a lecture on 
February 18th at the Manchester University, Mr. 8. L. Pearce, 
chief engineer to the Manchester electricity department, remarked 
upon the increase in the supply of electricity in this country. In 
1904, he said, there were 380 undertakings, producing 450 million 
units of energy for lighting and power purposes. In 1914 there 
were 502 undertakings, producing 1.636 million units. To be 
added to this, according to the latest returne, there were 586 million 
units supplied for tramway purposes, and 253 million unite for the 
railways. The Manchester district had fally shared in this 
increase ; in 1904 the output was 38 million units, with a maximum 
demand of 17,390 KW., aod in 1914 it was 154 million unite 
with a maximum demand of 50,000 Kw. 

S.A. Institute of Electrical Engineers.—The report for the 
past year shows that the income was £697, and the expenditure 
£426. Тһе net surplus for the year was £137, and the credit 
balance amounted to £590, as against £454 a year ago. The 
membership was 236, compared with 278. Ia view of the unsettled 
times through which the country has passed, due to the strikes in 
1913 and 1914, and to the war and rebellion, the Council regards 
the present position of the Institute as very satisfactory. 

Royal Irish Academy.—lIn a paper read at a meetiag of the 
Academy in Dabolin, on Some Electrical Properties in Thin 
Layers," Mr. A. J. McOlelland pointed out that thin layers of such 
substances as graphite or bronze powder, formed on ineulating 
materials, exhibited remarkable electrical properties. Althongh 
when newly prepared these layers might be almost non-condactors, 
when subjected for an inetant to a atrong electric field normal to 
the surface. and applied through the insulator, they became con- 
ducting. The paper dealt further with the laws obeyed by the 
conductivity, and discussed the difference between these effects and 
the coherer effect. 

National Association of Colliery Managers.—In a paper 
on "A Year's Experience with the Miner's Electric Lamp," read 
before the NORTH STAFFORDSHIRE BRANCH at Stoke-on-Trent, 
Mr. Caleb Johnson said that when the lamps were first installed 
in the collieries diffisulty arose in perauading the men, especially 
the older ones, to take kindly to them, the objection being the 
additional weight. That was soon overcome, however, and he was 
of opinion to-day that another pound in weight, or even more, 
might be added without objection from the miners, thereby giving 
facilities to increase the illuminating power of the lamp. The 
introduction of a lamp with greater illuminating power, in his 
opinion, tended to reduce the number of cases of miners’ nystag- 
mus, During 1913. at the colliery with which he was connected, 
they bad a number of persons afflicted with the disease, but during 
the year 1914 they had none. They kept several spare lamps, and 


when they suspected a workman of suffering from, or developing, 
nystagmus, they gave him an electric lamp. Now they were re- 
oeiving repeated testimony from the men that they oould do their 
work in greater comfort, and read the newspaper at home in the 
evening without their eyes or heads aching in doing so. 
Association of Mining Electrical Engineers.—At 4 
meeting of the West of Scotland Branch held in the Royal Technical 
College, Glasgow, on February 20th, a paper was read by Mr. A. 
Smellie, New Camnock, on ‘Experiences in Handling Colliery 
Electrical Plant." The author stated that when а new company 
was formed to work the New Cumnock collieries, it made arrange- 
ments for an installation of electrical plant for the pumping, со] 
cutting, haulage aud auxiliary ventilation below ground, and for 
the driving of a washer on the surface. The plant consisted of 
two three-phase generators driven by steam impulse turbines with 
condensers, each capable of developing 1,000 Kw. at 3,000 ври. 
3 OCO volts, 50 cyclee. The neutral was insulated. The generators 
were run alternately, as one was quite sufficient for 
the work. А big proportion of the current was umd 
for pumping, which was carried out mainly by means of turbine 
pumps driven by three-phase aquirrel-cage motors. Prior to the 
introduction of these the water was dealt with by every conceir. 


able kind of pump. Breakdowns were numerous, and idle time 


was common, but since the installation of electric pumps not 1 
single shift had been lost due to the breakdown ‘of the pumping 
plant. While electricity had many advantages as a medium for 
operating haulages on long roads, it waa as a motive power for 
auxiliary or face haulage that the writer thought it showed its 
greatest utility. Small electrio haulages which were light in 
themselves, and were easily shifted about, could be cheaply 
installed. In an experience extending over a period of 10 years 
with small haulages, and some of fairly large size. he had not lost 
a shift due to the breakdown of electrio fittings. In the 
pits at New Cumnock they had coal cutters working 
on all gradients up to 1 in 2 with complete succes, 
and he would not have the slightest hesitation in apply- 
ing them to even a greater inclination than that. There was no 
doubt about the efficiency and economy of a central generating 
station where a number of pits within a given radius had to be 
supplied with ourrent, but those contemplating such an installs. 
tion would be well advised to have nothing but plant of the very 
best construction. With machinery well designed, well housed, 
well supervised, and with cleanliness the dominating factor, repairs 
should be negligible and the measure of reliability equal to thst of 
any machinery about а colliery. Changing from steam to electricity 
should be gone about slowly and regularly. If one motor after 
another was added by degrees, the men were trained as the 
system developed, while, on the other hand, if a dozen motors were 
dumped down at a time when the men were strange to the work, 
little things that would ultimately b» considered of no conse- 
quenoe were regarded as mountains of difficulty, quite sufficient to 
prejudice many against the system. 

At the meeting of the Notts. and Derbyshire Branch at Notting- 
ham, on Saturday, a paper on “Typical Breakdowns in Colliery 
Electrical Plant, and their Prevention,” was read by Mr. Llewellyn 


Foster. 

Institution of Mechanical Eragineers.—The annual report 
of the Council shows that the membership has increased from 
6,346 in 1913 to 6,400 at the end of 1914. The total revenue for 
the year was £16,971, and the expenditure was £15,531. After 
deducting items credited to capital there remained a balance of 
£966. The capital of the Institution, lesa debentures and loans 
&c., amounts to 269.273. The Banevolent Fuad stands at £5,467. 

Institution of Electrical Eagineers.—At the meeting of the 
MANCHESTER LOCAL SECTION on Tuesday last, a paper was red 
by Mr. А. P. M. Fleming on Training for the Industrial side of 
Engineering,” and a díscu*nion followed. 

At the meeting of the YORKSHIRE LOCAL SECTION on Wedne- 
day last a paper was read by Mr. О. P. Sparks on Electricity 
Applied to Mining," and was followed by a discussion. 


\ . . 

Appointments Vacant.— Mains assistant (35s.), for 
Radoliffe U D C.; switchboard attendant (303.), for Portemouth 
Corporation; sub-station attendant for Walsall electrio supply 
department; assistant engineer, for Stafford electricity depart- 
ment; switchboard attendant. siso wireman, for Blackpool Tower 
Co.; switchboard attendant (£1) for Heywood electricity works ; 
switchboard attendant (32s.), for Borough of Bermondsey ; works 
superintendent for West Ham Council (£250). Particulars are 
given in our advertisement pages. 


Patents and Alien Enemies. — Letters Patent 
Nos. 10,859/01 and 24,439/02, granted to Goldschmidt for the 
Thermit process, have been avoided by the Board of Trade, on the 
application of Mesera. W. T. Turner and H. A. Blackwell. The 
hearing was reported in our issue for November 6th, 1914. In 
respect of Patent No. 7,995/)2, granted to Jensen, Mr. G. Jones has 
been granted a licence. 


London Electrical Workers.—The following para- 
graph appears in the Herald for February 20th :— 

"Evidently the London members of the Electrical Trades 
Union are not believers in the righteousness of being sweated for 
the sake of patriotism disguised as profit. The right to live under 
decent conditions and at fair rates is just as important, perhape 
more во, now than in times of internutional peace, and London 
electrical workers realise this to the full. They are demanding ап 
increase in wages to ls. per hour and a 48-hour week from their 
bosses—and they will get it by force if need be.“ 


(Continued on page 293.) 
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THE ELECTRICITY SUPPLY TO PORT GLASGOW FROM GREENOCK. 


THE history of the Greenock Corporation electricity depart- 
ment has been one continuous record of expansion, and the 
extension of the electricity supply into the neighbouring 
Burgh of Port Glasgow in November last is the logical 
outcome of the enlightened policy which has always 
distinguished this j 

undertaking. 

The department 
has been fortunate 
both in its chief 
engineers and in 
the Committees 
which bave been 
entrusted with its 
management. They 
have endeavoured 
to maintain the 
price of electricity 
for power purposes 
at the lowest pos- 
sible level, believ- 
ing, quite rightly, 
that the interests 
of all classes of the 
community are 
better served by 
enabling engineers, 
shipbuildera and 
manufacturers suc- 
cessfully to com- 
pete for work, and 
so bring trade to 
the town, than by 
making large profits, which would only, at the best, take a 
half-penny or a penny off the rates. 

The direct result has been that practically every power 
user in the town is a consumer, and last year the department 


ELEC REV 


Fic. 1.—DELLINGBURN 


POWER STATION: 


few years by the shipbuildera and eng'neers of that town, 
but their ора tob put so many obstacles in the way 


ad to be dropped each time. 
the disagreement between the two burghs 
In the days when the Clyde 
was only a shallow 
stream unfit for 
navigation, the City 
of Glasgow leased 
a tract of land on 
the lower reaches of 
the river, built 
harbours there, 
and ealled it Port 
asgow. 
Greenock, a small 
fishing village three 
miles lower down 
the river, was better 
situated, and 
private enterprise 
under the patronage 
of the local Laird 
built larger and 
more commodious 
quays and harbours, 
and soon all the 
trade of ‘Port 
Glasgow passed into 
the hands of its 
neighbour. Ever 
since then, the 
Town Council of 
Port Glasgow has been haunted by the fear of annexation 
by its larger neighbour, and all overtures from Greenock 
for the supply of water, gas, or electricity have bcen met 
with uncompromising obstruction. 


tht the project 
The cause 
is about а century old. 


COAL BUNKERS AND CONVEYOR, 


Fig, 2.—ENGINE Коом, DELLINGBURN POWER STATION, GREENOCK. 


sold 136 units per head of population, a figure exceeded 
by only one other undertaking in the United Kingdom. 

The question of a supply of electricity to the Burgh of 
Port Glasgow had been raised several times during the last 


Most of the shipbuilders in Port Glasgow had their own 
generating stations, but with the possibility of cheaper 
power being available from Greenock these had not been 
extended to cope with the increased demands of modern 
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shipyard work. The boom in shipbuilding recently brought 
matters to a crisis; a Committee of power users was formed, 


Fic. 3.—BOILER Hovsr, 


and as they were the largest ratepayers in the burgh, they 
were able to put pressure on their Council, and so the 


negotiations were 
brought to a suc- 
¢2s3ful conclusion. 

Greenock has 
now taken over the 
Port Glasgow elec- 
tric lighting order, 
and will supply 
Port Glasgow con- 
sumers on exactly 
the same terms as 
those offered to 
Similar consumers 
in Greenock. Ia 
the event of a de- 
ficit, the Greenock 
Corporation may 
not levy rates in 
the Port Glasgow 
area, but to safe- 
guard the depart- 
ment, the six prin- 
cipal shipbuilding 
firms in the burgh 
have signed a mini- 


At regular intervals along this trunk cable distributing 
pillars are installed, from which cables are run for the supply 
of smaller consumers. The system of distribution through- 
out Port Glasgow is two-wire. 

The trunk cable between the sub-s‘ation in Bay Street 
(centre of town) and the sub-station in the Olyde 
Shipbuilding and Engineering Co.’s yard at the other 
boundary is 1 87. in. up to Messrs. Ferguion Bros.’ ship- 
yard, and ‘5 sq. in. thereafter. In addition to these three 
sub-stations there is a sub-station in Messrs. Wm. Hamilton 
and Co.'s yard. The reason for this separate supply is that 
Messrs. Н imilton's pressure for power is 420 volts. 

The sub-stations are fed by two 10,500-volt E. H. T. three- 
core 1 sq. in. cables which loop into alternate sub- 
stations, thus forming a high-tension ring main about 
64 miles long. 

All the high-pressure feeders and low-pressure distribati 
mains for this extension were manufactured by Mess 
Callender’s Cable and Construction Co., and the cables have 
been laid on both the solid and the draw-in systems. 

The Boundary Street sub-station consists of two bays; in 
one are placed the switchgear and the rotaries, and the 
other is to be used as a battery room. The high-tension 
cubicles and all the switchgear in this station were 
provided by the British Thomson-Houston Co., Ltd., and 
the two 500-Kw. rotary converters and transformers were 
supplied by the 
British Westing- 
house Electric and 
Manufacturing Co., 
Ltd. The rotary 
converters areof the 
eight - pole com- 
pound-wound self- 
synchronising type, 
and are supplied 
with six-phase ош- 
rent at 185 volts, 
50 periods. They 
have an orerload 
capacity of 50 per 
cent. for three 
minutes, and the 
full-load efficiency 
for rotary and 
transformer is 92 
рег cent. The Bay 
S:reet sub station 
is a duplicate of 
the Boundary 
Street sub- station 


mum guarantee and Fic. .- Pour HOUSE. as far as plant is 
also an agreement "S concerned. In 
to take all their electricity from Greenock for the next 29 years. the Clyde Shipbuilding and Engineering Companys 


The town of Port Glaszox lies along the narrow strip of sub-stition there is one 500-Kw. rotary converter, and 


land between the River Clyde and the 
steep hills, which rise almost immediately 
from the water’s edge. All th» principal 
consumers have their shipyards in a line 
along the sea front, so that the problem of 
power distribution has been very much 
simplified. 

With one exception, all the electrical 
plant of the various firms is suitable for 
a 250-volt supply, so that three 250-volt 
rotary sub-stations have been erected in 
the burgh, one at the Greenock boundary, 
one in the centre of the town and one on 
private premises at the far boundary. 

The first two are public sub-stations 
operated by the electricity department, and 
supply both the town and the shipyards 
and engineering works lying between. A 
1 £q. in. low-pressure, two-wire concentric 
trunk cab'e connects the two stations and 
loops into the principal shipyards, where 
links are provided so that each yard can 
be fed from either su’)-station in the event 
of a fault occurriag any where in the trunk 
cable. 


Fic. 5.—CooLiNG TOWER CIRCULATING PUMPS. 
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the high-tension cubicles and switchgear, as well as the 
transformer and rotary converter, are of the British 
Westinghouse Co.'s manufacture. In Messrs. Wm. Hamilton 


Fic, 6.—TESTING TANKS, 


and Co.’s sab-station there is one 500-Kw. rotary con- 
verter, which, however, is wound for 420 volts, and is of the 
British Westinghouse self-synchronising type. The switch- 
gear in thia station 
is of the British 
Thomson - Houston 
Co.'s manufacture. 

In all fouc sub- 
stations provision 
has been made for 
doubling the capa- 
city of the plant 
now installed. 

An extremely in- 
teresting collection 
of private generat- 
ing plant has been 
displaced by the 
Corporation supply. 

Messrs. Danlop, 
Dremner & C ». had 
two modern steam- 
driven dynamo seta ; 
these have been 
taken out and a 
1 sq. in. concentric 
feeder from the 
Boundary Street 
sub - station now 
provides all the 
necessary power. 

Messrs. Rassell & Co., shipbuilders, have two dockyards. 
Their Kingston Yard, which is opposite the Boundary 
Street sub-station, was supplied from three modern steam- 
driven dynamo sets; thse have been sold, and the yard is 
ey {уо 1 sq. in. concentric cables. In Messrs. Russell 
and Co.'s other yard, the original generating sets were two 
Crompton dynamos, driven by vertical gas engines. These 
engines gave a great deal of trouble to start, and were very 

kept running on no load simply because of the diffi- 
culty of restarting. The Greenock Corporation latterly 
loaned the firm a large motor starter, so that the gas engine 
coul be run up by motoring the dynamo. This yard 
is fed by two 1 sq. in., and опе ‘5 sq. in. concentric 
cables. 

Th» Olyde Shipbuilding and Engineering Co. had the 
finest assortment of suction gas plant of any of the 
Port Glasgow shipbuilders. Their plant consisted of one 
110-KwW. compound dynamo by Messrs. J. P. Hall & Co., 
rope driven from a National gas engine; two 87'5-KW. 
empound dynamos by the British Westinghouse Co., 
rope driven from two Premier gas engines; and one 
225-KW. compound dynamo by th» British Westinghouse 
C», direct driven at 160 R.P.M. by a Premier gas engine. 
The firm had also installed а 75-kw. dynamo by 
Messrs. Dick, Kerr & Co., driven by a Robey high- 
speed engine, so that the lighting of the works might be 


Fig 7.—HIGdH- PRESSURE SWITCH CUBICLES, DELLINGBURN POWER STATION, 


assured. А sub-station with a 500-Kw. rotary converter 
has been erected on this firm’s premises. 

Messrs. Dancan & Co. have no generating plant of their 
own, but expect to take a minimum of 100 Kw. 

Messrs. Ferguson Bros., Ltd., shipbuilders and engineers, 
have two small gas engine sets which are fairly modern. 
Their demand also was estimated at a minimum of 100 Kw., 
but owing to a recent fire which has completely destroyed 
their machine shops, they have intimated that an 
increased demand may be expected from them when the 
damage is made good. 

Messrs. Wm. Hamilton & Co., shipbuilders, had a power 
plant consisting of a couple of two-pole low-speed sets sold 
out of Dickinson Street, Manchester, many years ago. 

These and other superseded sets are illustrated on p. 292. 

Messrs. Murdoch & Marray, shipbuilders, have also 
displaced a gas-engine set. They have not signed an 
exclusive use contract with the Corporation, but are taking 
energy for all power and lighting purposes at ordinary 
rates. 

In addition to these eight shipyards and engineering 
works, the Kingston Investment Co., which bought up 
the slum area of the burgh and built model houses and 
shops, have displaced their own generating plant and have 
entered into an agreement with the department to take 50 Kw. 

The Caledonian Railway Co., who have just rebuilt 
their station at 
Port Glasgow, have 
ndopted electric 
lighting and propose 
to use electricity 
for signal lighting 
ulgo. 

With all these 
exclusive use guar- 
antees for 29 years, 
the extension of the 
electricity supply 
into Port Glasgow 
should prove a 
splendid venture for 
the Greenock elec- 
tricity department, 
while it meets at 
the same time an 
undoubted need in 
the Port Glasgow 
area. 

To cope with 
the demands of 
Port Glasgow, and 
also to meet the 
increasing load in 
G reenock, extensive 
alterations have recently been carried out at the generating 
station in Dellingburn Street. A switch annexe has been built 


FIG. 8.—10,500-VoLT TRANSFORMERS. 


at the end of the engine room with a complete equipment of 
Westinghouse cubicles and solenoid-operated remote-control 
switchgear to operate the high-pressure alternators and 
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feedera. These displace the existing high-pressure switch- 
gear in the engine room, and their place is now occupied by 
a control desk. 

Two 1,000-Kv4. Westinghouse oil-insulated self-cooling 
transformers, with a ratio of 3,300 to 10,500 volts, are used 
to step up the station 
voltage for the Port 
Glasgow supply. Under 
normal conditions one 
transformer is used on 
each feeder, but the 
switching arrangement is 
such that one transformer 
can be used on both 
feeders, or two trans- 
formers ¢an be used on 
one feeder. 

Owing to the heavy 
load which has already 
been connected in Port 
Glasgow, two more 1,000- 
KVA. transformers, dup- 
licates of the original 
pair, are now on order, 
so that two transformers 
in parallel may be per- 
manently connected on 
to each feeder. The 
switches controlling 
these feeders are hand 
operated. 

A turbo-alternator set of 5,000 Kw. capacity has also 
been installed, thus bringing the total plant capacity of the 
power station up to 11,300 Kw. (four turbo-alternators 
totalling 9,000 Kw. and four reciprocating р.с. sets totalling 
2,300 KW.). 

This last set consists of a Westinghouse Rateau impulse 
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motor has been connected to the two 250-volt machines, thus 
providing 750 Kw. of converting plant in the main power 
station, which can be used as a balancer; the 500-volt 
machine has been coupled to another 3, 300-volt 750-kw. 
induction motor, and the set has been installed in the 


Fic. 9.—BAY STREET SuB-STATION, PORT GLASGOW, 


original Hunter Place station, which is now used entirely as 
a sub-station. In addition to this 750-Kw. motor-generator, 
there are in this sub-station two 500-Kw.-volt Westinghouse 
rotary converters and transformers. 

T wo 18,000-lb. Babcock & Wilcox boilers have been added, 
bringing the total number of boilers up to 12, including 
the three destructor 
boilers, and the over- 
head coal bunkers and 
conveyor have been er- 
tended to include these 
additional boilers. To 
make room for a large 
economiser to meet the 
requirements of the in- 
creased plant, the original 
pump room at the end of 
the boiler house has been 
removed and а new pump 
room has been erected. The 
pumping plant consists 
of one 7,000-gallon Rees 
Roturbo rotary pump, 


Messrs. Russell & Co.'s Plant at Kingaton Yard. 


Old F.iends at Messrs. Wm. Hamilton & Co.'s Works. 


Sub- Station at Messrs. Hamilton & Co.'s Works. 


Fras, 10—14.—S0ME EXAMPLES OF PLANT SUPERSEDED BY THE CORPORATION SUPPLY; AND ONE OF THE NEW SUB-STATIONS. 


turbine running at 1,500 R. P. u. and driving a 3,300-volt, 
50-cycle alternator of the compensated type. A Sturtevant 
wet air filter is provided, and the condenser is operated by a 
turbine-driven air pump of the Le Blanc type. 


Further converting plant has been provided by separating 


а 750-KW. motor-generator set, which consis‘ed of two 
250-volt and one 500-volt p.c. machines coupled together 
on the same bedplate and used as a motor balancer. Instead 
of the 500-volt machine, a 3,300-volt 750-Kw. induction 


one 10,000-gallon and one 4,000-gallon Weir double-acting 
vertical pumps, one 10,000-gallon and one 7,000-gallon 
Weir latest type rotor feed pumps. Above the pump 
room is situated the Paterson oil -eliminating plant, 
while in the basement below the pump room are placed 
the two hot wells, one for turbines and one for 
reciprocating plant. In the basement is also located 
the apparatus for measuring the condensed water from 
any one of the generating sets in the station. Two large 
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tanks are mounted on Avery weighing machines, and the 
condensed waterpipe is made to terminate above and 
between these tanks. A two-way cock and tee-pipe are 
fitted by which the water can be directed into eitber tank. 
When a generating set is to be tested, the condensed water 


from the set is directed by means of selector valves into Ше 


pipe connected to the tanks. When one tank is filled, the 
weighing machine is balanced, and the - weight is then 
automatically stamped on а card, after which the tank is 
emptied by a valve in the bottom. Meanwhile, the next 
tank is filling, and the process is repeated continuously 
daring the period of test. The load on the machine is kept 
fairly constant, and the units generated during the test are 
noted, and the consumption per Kw.-hout at that load is 
thus easily obtained. The performance of each generator is 
checked in this manner at frequent intervals. 

Two Lea recorders have been installed. One records the 
total boiler feed, while the other is connected in circnit 
with the 5,000-Kw. turbo-alternator set. | 

A Sanders Rehders steam meter is installed to record the 
ateam delivered from the refuse destructor boilers, and 
the British Thomson-Houston Co.'s steam meters are to 
be fitted to several of the boilers. 

Although Greenock ig favoured with a remarkably good 
power load, the possibilities of the domestic load bave not 
been neglected. Energy for heating and cooking purposes 
is sold at a flat rate of 2d. per unit if metered separately, 
but where this is not possible an “annual charge" tariff 
may be adopted by which the consumer pays a fixed sum 
per quarter based on the lighting maximum demand, and all 


. waits registered by meter for both lighting and heating pur- 


poses are charged at 3d. per unit. 

Over а year ago, the Corporation opened large showrooms 
in the main thoroughfare for the use of its hiring and 
publicity section. This department was inaugurated in 
1904 for the hiring of lighting installations and motors, 
and already 883 lighting installations and 160 motors have 
been fitted up on this system. Lately, the scheme was 
extended to inclade cookers, &c., and of these the depart- 
ment has installed 56 cookers, 162 radiators, and 186 irons, 
kettles, &c. 
policy of providing facilities for hiring electrical appliances, 
it may be pointed out that out of the total of 1,650 con- 
sumers on the mains, no fewer than 453 have been intro- 
duced to the undertaking through this hire and hire-purthase 
department, and these represent a demand of over 1,700 Kw. 
distributed among houses, shops, factories, and workshops. 

As an indication of what can be done in developing the 
heating load when tariffa are favourable, it is only necessary 
to mention that during the three months ended December 
81st, 1914, the department sent out on the -hire-purchase 
system 58 radiators, 19 irons, and 11 kettles, making a total 
increase in the connections to existing services of 108 Kw. 

The development of the undertaking during the 15 years 
of ite existence is shown in the following table, which gives 


the data for the fifth, tenth and fifteenth years of 


operation :— 
Units sold "T 


1908-04. 1908-09. 1918-14. 
"T ... 1,418,783 3,495,852 11,451,438 

Average price obtained per unit 2 00 1°45 1:04 

Total cost per unit, pence 125 8235 610 

Mr. J. A. Robertson, the late engineer (now borough 
electrical engineer of Salford) was responsible for the Port 
Glasgow extension scheme, and the new engineer, Mr. 
Frank H. Whysall, has put the scheme into operation on the 
lines planned by his predecessor. 

Owing to the large amount of Admiralty work carried 
out in Greenock, the demand for power has risen to such 
an extent that farther extensions are urgently required. 
These include a new 5,000-Kw. turbo-alternator set, the 
erection and equipment of a rotary converter sub-station in 
the east end of the town to relieve the overloaded feeders in 
that district, the installation of another 500-Kw. rotary 
converter in Messrs. Scott’s Engine Works sub-station, the 
laying down of a new 0:6 sq. in. feeder to the centre of the 
town, and the erection of large economisers and flues at the 
power station. 

We are indebted to Mr. Frank H. Whysall, M.I.E.E., for 
the foregoing information regarding the undertaking, and to 
Mr. John H. Parker, his chief assistant, for the photographs 
with which this article is illustrated. — - 


proceed 
. Btruck out of the Bill. 


As showing the necessity for the Corporation’s 


NOTES. 


(Continued from page 288.) 
Parliamentary.—London County Council's Tramways 


Bill —The Select Committee on Standing Orders have agreed that 


the London County Council Tramways and Improvements Bill be 
allowed to on condition that Tramways Nos. 8 and 8A are 


London Electric Supply (No. 2) Bill.—On the motion for private 
business in the House of Commons on Monday night, the Chairman 
of Ways and Means on the London Electric Supply Bill said :— 
After carefully considering the nature and scope of the powers 
whioh are sought in this Bill, I have informed the promoters that 
in my opinion the Bill is not one which the House ought, in the 
present Session, to be called upon to consider, raising, as it 
undoubtedly does, important questions of a public character and 
contentious nature. The promoters have therefore agreed that 
the order for the Second Reading of the Bill shall be discharged 
and the Bill withdrawn. The question was put and agreed to. 

Second Headings.—In the House of Commons on Tuesday, the 
Metropolitan District Railway Bill was read a second time, as was 
also Rhondda U. D.C. (Tramways Extensione, &o.) Bill. 

In the House of Lords, the Mersey Railway Bill, the Yorkshire 
Electric Power Bill and Ormskirk Gas and Electricity Bill were 


- read a second time 


Standing Orders.—The Standing Orders Committee having oon- 
sidered the Aberdare U.D.O. Tramways Bill and the Stalybridge, 
Hyde, Mossley and Dukinfield Tramways and Electricity Board 
Bill, which were ted for non-compliance with Standing 
Orders, have decided that the Bills may be allowed to proceed. 
They have also allowed the Halifax Corporation Bill to proceed on 
condition that Tramways Nos. 4, 5, 6, 7 and 21 are struck out. 

Petitiens.—In addition to the petitions deposited ia the House of 
Commons, the following, amongst othere, are lodged in respect of 
Bills emanating in the House of Lords :—Yorkshire Electric 
Power, 25 petitions inclading a number of local authorities and 
gas companies ; Stalybridge, Hyde, Moseley and Dokinfield Tram- 
ways and Eleotricity Board 12 petitions, including the Lancashire 
Electric Power Co., Darbyshire and Oheshire County Councils, &o. ;. 
Aberdare U.D.O. Tramways by the Great Western and Taff Vale 
Railway Co. ; Ormskirk Gas and Electricity by the Lathom and 
Burscough U.D.O. 


A Letter from the Front.—The Chairman of the 
Epsom Urban Council (Councillor C. Cropley) has received a letter 
from Mr. A. O. Gilling, the electrical engineer of Epsom, who is at 
the Front with the Westminsters. The letter reads :—" Life out 
here is not quite such a holiday as Egypt or India would have 
been, but I would not have missed the experience for worlds. We 
spend about four days and four nights ia the first line, and then 
we go into the reserve for a few daye. You wonld not recognise 
me if you saw me. We wear two pairs of socks, two pairs of 
putties, one ordinary uniform, a fur coat over all, and, lastly, inches 
of mud. I am writing this in what we calla 'bug-hutch.' Itis a 
nioe little hole dug in the ground, in which three of us live and 
sleep, and at the time of writing the enemy is taking pot shots at 
anyone who shows his head for а moment above the trench. One 
of our greatest amusements is considering how to devise a new 
way of cooking bully beef and making tes. Life is pretty 
strenuous, I have not had my boots or clothes off for three weeks, 
and I am getting quite used to sleeping on the ground—concrete 
floor. Our best fun is at night on guard, We wait for the flashes 
from the German rifles, and then fire back from where they come. 
1 unfortunate thing is, we don't know if we hit the 
mar 99 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials,—Last week the Middles- 
brough Electricity Oommittee, according to a Yorkshire paper, 
consented to release the borough electrical engineer, Мв. Н. M. 
TAYLOR, who intended offering his services to His Majesty's 
Forces. 

The staff of the Stamford electricity works have presented a hall 


. clock to Мв. W. WELLS, meter inspector, on his marriage; the gift 


was handed to Mr. Wells by the resident manager of the Urban 
Electricity Supply Co., Lieut. F. H. Brandreth. 

Mr. WILLIAM MAWBY, a member of the staff of the Blackburn 
Corporation eleotricity department, was married at Blackpool on 
Monday to Miss Mary A. Frankland, of Blackpool. Mr. Mawby's 
colleagues at Blackburn have presented him with a mahogany 
timepiece. 

We are glad to hear that Мв. C. CLARE ATCHISON, the Rochdale 
borough electrical engineer, who has undergone an operation, is 
improving. | 

Мв. J. W. A. Devoy has resigned his position as mains super- 
intendent to the Tanbridge Wells Corporation electricity depart- 
ment, | 
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Tynemouth Corporation has been recommended to increase the 
salaries of the following officials in the electricity department as 
from April let next:—Mr. О. TURNBULL, jun., electrical 


engineer, from 3300 to £325 per annum; Мв. J. WALLER, — 


engineer, from £3 to £3 5s. per week ; MR. Н. T. WILKINS, chief 
clerk, from £2 to £2 5s. per week. 

MR. A. J. SEwarp having resigned his appointment as con- 
structional lighting superintendent at the West Ham electricity 
works, MR. J. TURTLE, the assistant, has been appointed to fill 
the vacancy at a salary of £156 per year, plug commission. The 
Electricity Committee proposes to grant the following increases 
in the salaries of the undermentioned employés :—M*x. Н. IRONS, 
installation inspector, Мв. G. HALE, constractional assistant, 
Mr. W. WHITNEY, assistant mains engineer, from £215 to £210 
per annum ; Mr, J. C. RETZBACH, assistant draughteman. 

Upon consideration of a recommendation by the Electricity and 
Tramways Committee of the Bingley District Council that the 
salary of the electrical engineer should be increased by £20 per 
annum, the Council referred the matter back. 

“Мв. J. В. PATTERSON, at present works superintendent at Lan- 
caster electricity works, has been appointed assistant engineer 
while Lieut. G. C. Milner (engineer) is on active service at the 
Front. Councillor: Heald (chairman of the Committee) said the 


appointment was well merited; and he complimented one of the 


works employ és, Mr. W. Сог1евв, on having returned to the Colours 
with five sons. 


Tramway Officials.—Mn. CHARLES HENRY HOGGARD, 
who has for 17 years been associated with the Sheffield tramways, 
has been appointed traffic superintendent of the Darlington 
municipal tramways. 

. MR. R. L. MoCULLoch, manager of the Warwick and Leamington 
Tramway and Lighting Co., has been appointed general manager 
of the City of Carlisle Electric Tramways. 

Мв. L. JOHNSON, manager of the tramways at Southampton, 
has resigned. | . 

The Tramways Committee of the Huddersfield Town Council 
have granted the following increases of salary :—MR. A. Р. 


QUILLIAM, assistant tramway engineer, from £170 to £180; Mr. 


T. HARTLEY, traffic superintendent, from £150 to £160. 


eneral.—Mz. T. P. Brocan has been appointed 
chairman of the Battersea Electricity Oommittee for the ensuing 
three months. | 

Мв. C. C. T. EAsTGATE, M.I.E.E., has been appointed Electrical 


Inspector to the Government of the Punjab, and sails for India on’ 
the 6th prox. 


Obituary.—Mr. В. Н. Craxton.—It is with much 
regret that we have to record the death on the 18th inst. of Mr. 
ROBERT HEYWwOOD CLAXTON, one of the most prominent pioneers 
of the telephone system in this country. Born in Liverpool in 
1810, it was in Liverpool also that Mr. Claxton's telephonio 
activities commenced in 1879. In 1905 he retired from the posi- 
tion of provincial superintendent of the National Co.'s north- 
western province, and was elected to a local directorship, which 
position he continued to occupy until the taking over of the 
National Co.'s system by the Government at the end of 1911. It 
was in New Brighton, near Liverpool, that Mr. Claxton passed 
away. He was remarkable for a prompt recognition of the 
peculiarities of the Telephone Exchange business, and ita combina- 
tion of commercial and engineering problems. Though claiming 
no technical qualifications, he had exceptional judgment in the 
selection of his engineering adviserr, the earliest of whom 
was Mr. Haworth, and amongst others we may recall the late 
Mr. Hope-Jones, Mr. France, and Mr. Gill, all of whom served 
under Mr. Claxton. It is perhaps for this reason that Liverpool 
was prompt to adopt new developments in the art. On 
October 18th, 1884 (ELECTRICAL REVIEW, Vol. XV, page 312), 
we recorded the introduction of the multiple switchboard at 
Liverpool, and the first use in the United Kingdom of dry core 
cable was made in Mr. Claxton's district in the Mersey Tunnel. 
Не was the first to employ lady operators, and with such success 
as to lead to his assistance being sought to organise a similar staff 
in London. His relations with his subscribers and the local 
authorities were of the best, and in the competitive era Liverpool 
was immune from competition. With his colleagues and business 
friends he was always cordial and courteous, and regret at his 
death will be general and widespread. 

LANCE-COBPORAL J. A. DONALD.—We regret t^ learn of the 
death, at the age of 24 years, of Lance-Corporal J. A. Donald, of 
the Royal Naval Division (Engineers’ Section), who died suddenly 
from myocarditis whilst on leave on Sunday last. He was for 
several years on the electricity works staff of the Blackpool Cor- 
poration, and we have it on the best authority that he gave prc- 
mise of a very brilliant career. He ws: а most successful student 
at the Harris Institute, Preston, having taken the bronze medal 
and many certificates in electrical and mechanical engineering. 
He had also been a student of the Institution of Electrical Engin- 
eers since 1911. Lance-Corporal Donald, along with two other 
members of the Blackpool staff, joined the R.N.D. of the Institu- 
tion of Electrical Engineers in September. 

Mr. F. W, FARMER.—The death is announced of Mr. Frederick 
William Farmer, for many years engineer at the Weymouth elec- 
tricity works. 

Mr. J. W. Proctor.—The death haa taken place, in hia 55th 
year, of Mr. Jas. Wm. Proctor, of the firm of Jas. Proctor, Ltd., 
mechanical stoker makers, of Burnley. 

Mn. G MATTHEWs.—The sudden death is announced of Mr. 
George Matthews, for many years manager cf tne carriage depart- 


ment of the Bristol Tramways and Carriage Co., Ltd. He was in 
his 73rd year. 

Мв. WILLIAM LONG, of Thelwall Heys, Grappenhall, near War- 
rington, and Cleabarrow, Windermere, whose death is announced 
at the age of 80 years, was a director of the Windermere and 
District Electricity Supply C»., Ltd., and was first chairman of the 
company. 

The death has occurred, in his 36th year, of MR. MICHAEL 
TRAYNOR, of Bray, Co. Wicklow, chairman of the Urban District 
Counoil's Electric Lighting Committee. i 


NEW COMPANIES REGISTERED. 


M-L. eto Syndicate, Ltd. (139.152).—This company was 
registered on January 28th, with a capital of 216,000 in EI shares, to carry 
on the business of manufacturers of, and dealers in, apparatus, machinery, 
instruments and Attings used in connection with the generation, distribution, 
supply, acoumulation and employment of, electricity, general electrical engi- 
neers and eleotricians. The subscribers (with one share each) are :—D. H. 
Morris, 14, Waverley Road, Kenilworth, electrical engineer ; G. A. Lister. 33, 
Coundon Road, Coventry, electrical engineer. Private company. The 
number of directors is not to be less than two or more than six; the first are 
C. A. Lister, D. K. Morris, G. A. Lister and E. A. Watson. So long as R.A. 
Lister & Co., Ltd., hold the majority of the shares, they may appoint two other 
directors ; remuneration as fixed by the company. Registered office, Carlton 
Works, Lockhurst Lane, Coventry. , 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Foster Engineerlng Co., Ltd.—A memorandum of satisfac- 
tion to the extent of £4,000 on February 10th, 1915, of second debs., dated 
August lat, 1918, securing £9,000. has been filed. 


Wellingborough Electric Supply Co., Ltd.—Iesue on Feb- 
ruary 12th, 1915, of £2,700 debs., part of a series of which particulars have 
already been filed. 


‚ Sun Electrical Co., Ltd.—A memorandum of satisfaction to 
the extent of £275 on February 9th, 1915, of deb. stock dated March Slot, 
1911, securing £7,000, has been filed. 


Sheerness and District Electric Power and Traction Co., 
Ltd.— Issue on February 12:h. 1915, of £1,000 6 per cent. second debs., рагі of 
a series of which particulars have already been filed. 


Bombay Electric Supply and Tramways Co., Ltd.—lIseoe 
on January lst, 1915, of £10,000 debentures, part of a series of which partion: 
lars bave already been filed. 


Holophane, Ltd.—^"'apita!, £200,000 in £1 shares (100,000 pref.) 
Return dated November 18th, 1914 ; 60,732 pref. and 92,485 ord. shares taken ар; 
£15,207 paid ; £187,960 considered as paid. Mortgages and charges, nil. 


Mond Nickel Co., Ltd.—Particulars of £500,000 6 per cent. 
redeemeble debenture stock, created November 17th, 1914, and secured by trust 
deed dated February 10th, 1915, filed pureuant to Bec. 93 (8) of the Companies 
(Consolidation) Act, 1908, the whole amount being now issued. Property 
charged: The company's undertaking avd property, present and future, 
except uncalled capital, subject to £375,000 let mortgage deb. stock. 
Trustees: R$. Hon. Earl of Selborne, K.G., G.C.M.G., and R. Armitage, М.Р. 


Costa Rica Electric Light and Traction Co., Ltd.— 
Capital, 2130 000 in £1 shares. Return dated January 6th, 1915. All sbares 
taken up. £7 paid. 2199998 considered as paid. Mortgages and charges: 


John Spencer, Ltd.—Capital. £75,000 in £5 shares (10 000 
pref.)—Return dated December 8th, 1914. 10,000 pref. and 3,027 ord. shares 
taken up. £55,135 considered as paid. Mortgages and charges : £25,000. 


Cordoba Light, Power and Traction Co., Ltd.— Capital, 
31, 000, 000 in £1 shares (800,000 pret., 600,000 ord. and 100,000 unc!assified). 
Return dated December 23rd, 1914. 800,000 pref. and 600,000 ord. shares 
taken ор. £l per share called ий on 300,000 pref. and 170,100 ord. shares. 
£470,100 paid. 2429.900 considered as paid on the remainder. Mortgages 
and charges: £894,000. 


CITY NOTES. 


Kensington and Knightsbridge Electric 
Lighting Co., Ltd. 


DrniNa the year 1914 the number of houses and shops esn- 
nected with the system increased by 124, from 4,817 to SHI. 
and the energy consuming devices, calculated as represented 
by lamps of 30 watts consumption, by 6.528 to 488,912 (1% 
KW.). The net profit available for dividend is £14,020, plus 

2,558 brought forward. 

Deducting the interim dividends on the ordinary and prefe 
тепсе shares, £7,575, there remains £9,004. 

The second half-vcar's dividend on the first preference 
shares absorbs £1,500, and the dividend on the second pre- 
ference shares from the Ist October to 3lst December. £625. 
X dividend at the rate of 10 per cent, per annum for the last 
balf-vear (45,250) making 9 per cent. for the vear on th 
ordinary shares is recommended, carrying forward £12: 
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The renewal and reserve fund. account has been increased 
by the transfer of £9,746, and now stands at £131,884, of 
which sum £93,454 is the'amount expended in excess of capi- 
tal received, the halance being represented by working capital, 
investments, and cash balances. The directors announce ће 
resignation of Mr. W. | 
director since the formation of the company. They have 
elected Mr. H. W. Miller, who bas been associated with the 
company from its commencement, to the vacancy. Mr. Miller 
has been appointed managing director.. EE IE | 

Annual meeting, March 4th. 


Underground Electric Railways Co. of London. 


Тнв report shows that for the year ended December, 1914, 
the net revenue from investments and properties (including 
general interest), after deducting general expenses, amounted 
to £673,830. The service of the үр рег cent. bonds of 1933, 
ше £89,349, and of the 44 three year secured. notes from 


December, required £21,085, leaving a sur- 


po to 3lst 

Ms £563,990. Payment umder the guarantee on Central 

ndon Railway Company Assented Stocks for the year ab- 
sorbs £37,031; six per cent. per annum on £1,273,000 six per 
cent. first cum. income debenture stock for the year, requires 
£76,380; six per cent. per annum plus income tax on 
20,330,050 six per cent. income bonds of 1948, for the year, 
absorbs £411,544, leaving £38,442. The income from invest- 
ments and other sources amounted to £684,626, an increase of 
551.809 or 8.70 per cent. 

The passenger баги of some of the companies have 
been adversely affected by the conditions prevailing in Lon- 


. don since the commencement of the war, and there has been 


an Increase In expenses due to increased wages and cost of 
material. As a reeult, the revenue from these companies is 
less than that for the corresponding period in the previous 
year. Ш . 

Belore the war began the London Electric Railway and City and South 
london Railway Companies were well forward with their preparations for 
procerding with the extensions and improvements involving large capital expen- 
diture. As the conditions of the money market were then ‘not favourable to 
capita] issues by these companies, this company bought from them £463,000 
and £413,000 of their respective debenture, stocks, and issued £700,000 of its 
own 44 per cent. three-year notes secured on these debenture stocks. 

During the year this company acquired all the issued shares and debentures 
of the Metropolitan Steam Omnibus Co., Ltd., which subsequently sold its 
assets to the London General Omnibus Co., and was wound up. At the same 
time the Underground Co. sold to the L.G.O. Co. the assets which it had 
purchased in the previous year from the New Central Omnibus Co., Ltd., and 
this company has also been wound up. 


The northern extension of the London Electric Railway, 
from Радаи {оп to the Queen's Park Station of the London 
and North Western Railway, was opened for public traffic 
on January llth, 1915, as far as Kilburn Park Station, and 
on February lith, 1915, to Queen's Park station. The inter- 
medite station at Maida Vale will not be opened until April 
next. , | 

Additional omnibuses were added to the fleet of the L.G.O. Co. and new 
garages built in the early part of the year under review, but the total number 

omnibuses in service and garages in use has been substantially reduced by 
the requirements of the War Office and Admiralty. | - 

The Associated Equipment Company is making additions to its factory and 
equipment which will afford facilities for a much larger output. 

The balance of £45,170 on revenue account on December 
Ilst, 1913, hae, in consequence of the changes in the constitu- 
tion of the company, been applied in reduction of the item 

Commission and discount of issue of bonds.” The item 
of stocks and shares stands in the books at £14,520,892. 


Passengers carried and passenger receipts earned by Associated Companies 
1912. 1913. 1914. 


Metropolitan. District— 


rir de "m poco NE pr 728 е 
Seip! ; ‚1 ә "S 
London Électric— | 

Passengee s 100,882,586 100,263,755 ... 101,074,981 

Reer £713,629 £709,872 £707 ,393 
Central London— AN E 

Passengers: iioc den dias = 37.505.424 36,702,836 
" Toe —————H— 6250, 257 240, 029 
City & South London 

assengeee s ꝗ 22.723, 855 23.847.930 

Rei - — 6165, 652 £136,128 

& General Omnibus— | 

Passengers ........... НИГ 487.201,629 ... 205,335 ... - 569,343,223 
id 3 FFF 2, 684,329. £3,191,205 ... C3, 132, 259 

2 — — — — 

Fassenge rr. . 674.087.366 830,136,702 ... ОА. ч 

Receiptttn sss . £54,050.628 ... £ 4,953,163 ... е 


* Figures not available—Met litan District Railway, under Government ` 
control from August éth, 1914. | 


Annual meeting, March 4th. 


Metropolitan Railway Co. 


TRE report submitted at yesterday's annual meeting, after 
referring to the Government control of the system since the 
war and the basis agreed upon with the companies, showed 
that the gross receipts in respect of the railway, etc., were 
£969,962, and the crudi was £553,189, leaving £416,783, 
plas £181,503, miscellaneous receipts (net) from rente, interest, 
brought forward. Deducting interest, rentals and other fixed 
charges, and appropriation to renewals, £302,788, and divi- 
dends on preference stocks, £211,482, the balance available for 


. 


dividerid on ordinary stock is £92,274. — 


R. W. Wallace, K.C., who had been a 


"The dividend is £l 5s. for the year, with £11,488 carried. 


forward, and £12,500 transferred to the general renewals fund. 

"The dividends for 1918 was £1. 128. 6d. per cent., and £8;258 
was carried forward. "Phe dividend on the surplus lands stock 
is £2 158. per cent., the same as for 19138. SES. 
"The electrical sub-station at Drayton Park has been completed, and the 
current for working the G.N. and City section bas.been supplied from the com- 
pany's generating station at Neasgen since 24th September last with, satis- 
factory results. In April last new stations were opened at Goldhawk Road 
and Uxbridge Road on the Hammersmith and City line, which’ have taken 


. the place. of the old Shepherd's Bush Station, now closed.. Escalators have 


been put in at Baker Street Station at the joint expense of this company, and 
the London Electric Company to improve the means of exchange between the 
Metropolitan and Bakerloo systems. Owing to the situation created by., the 
war, delay has taken place in the conimencement of the building of. the hotel 
at Baker Street. The completion of the widening of the railway between 


Firchley Road and Wembley Park has been Sea mainly in consequence of 


the scarcity of labour arising out of the war, but it is expected that the section 
at present unfinished, namely, the viaduct’ at Kilburn, will be completed and 
brought into use jn the course of the riext few months. E E 
"The company is not promoting any Bill in the present session of Parliament. 
Having regard to the large amount standing to the debit of capital account, 
the directors availed themselves of a favourable opportunity to issue £500,000 
65 per cènt. preference stock in December last. The stock Js being paid. for 
by instalments, and a substantial proportion has been pre-paid. ` UE М; 


Four hundred and thirty of the employés. of the company 
have joined His Majesty's Forces, and many of them are now 
serving abroad. ИС cu EMIL 


Central London Railway Co. 
LORD GEORGE HAMILTON йө on February 18th at the 
annual meeting, held at the Westminster Palace Hotel. He 
said that owing to the war, the gross receipts were £10,146 
less than in the previous year. The car mileage had decreased 
by 466,591 miles, or about 7. per cent. The passenger receipts 
рег car mile were 9.3904., compared. with 9.0994. for the oor- 
responding period. The percentage of operating expenses to 
traffic receipts was 59.67, as compared with 58.47 for. the pre- 
ceding year. The balance available for dividends was- E115, 762, 
which was £16,716 less than for the corresponding period. 
This year they paid à per cent. less on the ordinary stock, 
and 3 per cent. less on the deferred ordinary stock. Even 
with those reductions in dividend the balance which they 
carried forward of £15,413 was £5,465 less than the balance 
of the preceding year. Looking, therefore, to the future, to 
the almost certain increased cost of, coal, and the various other 
charges that might be put upon the company, they thought 
it undesirable to further reduce the balance, and he thought, 
considering the uncertainty which attended the future traffic 


cf underground railways in London, the shareholders would 


agree in thinking that the directors exercised a judicious dis- 
cretion in thus curtailing the dividend. "They had also con- 
sidered it expedient to postpone embarking in new contracts, 
and thus certain extensions and improvements, such as the 
widening of the tunnels at Holborn, and the installation of 
escalators at Shepherds Bush, Oxford Circus and the Bank, 
were postponed. The Wood Lane extension, which would 
connect the line with Ealing, had been advanced, but eee 
to the war the progress had not been very rapid. As regarde 
the future receipts and progress of the company he wished 
to speak with all caution. e property was in most excellent 
order, and the extension which would shortly be made to 
Ealing would, he thought, -give it additional attraction. On 
the other hand, it did suffer considerably from competition 
with the motor- buses, for their track Jay parallel with it 
almost throughout the whole of its route. Their experience in 
the past was that in fine weather passengers preferred for 
short journeys the motor omnibus, while for more lengthy 
travel they had recourse to the tube railways, and therefore 
every extension such as that which was about to be completed 
to Ealing would add to the receipts of the railway. | 
"агі Sr. ALDWYN seconded the motion, which was carried 
unanimously. | | 


Metropolitan District Railway Co. 


LoRD GEORGE HauiLTON, G. C. S. I., pfesided, on February 18th, 
over the annual meeting. He said that in common with other 
railways they had felt the effects of the war. The Govern- 
ment had taken over the control of the railways from the out- 
break of hostilities, and they arranged to pay the companies 
the net revenue which they obtained in 1913, subject to the 
condition that if such receipts in the firet half of 1914 proved 
to be less than the amount received in the correspónditig 
period of 1913, the compensation payable to the Companies 
should be reduced proportionately. сава орворе had some- 
what adversely affected those companies whose receipts in the 
first half of 1914 were higher than those in the corresponding 
period. They had a balance available for dividend on the 
second preference stock of £43,288. Upon that stock they last 
year paid a dividend of 24 per cent. for the whole year. They 
came to the conclusion, after careful consideration, that this 
year it would not be desirable to pay more than a 2 pe cent. 
dividend for the whole year. 13 per cent. had been paid in 
the half year ending 30th June, 1914, and they proposed to 
pay i per cent. for the second half year and to carry forward 
a balance of £13,888. They could. out of the balance, have 
paid another { per cent. dividend, but еу came to the çon- 
clusion—looking at the probable rise in the price ef coal and 
other supplies—that it would be desirable to, carry forward 
a good balance. As regarded capital expenditure, hey deter- 
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mined to postpone all new contracts that were not absolutely 
necessary or in connection with which agreements had not 
been entered into. Certain of the stations had been materially 
improved: Charing Cross was now connected by escalators 
with two of the underground railways, and he was glad to 
say that the improvements there effected were thoroughly ap- 
preciated by the public, and were bringing them a substantial 
Increase in receipts. Structural alterations had been made at 
Blackfriars Station, and the flying junction works at Earls 
Court had been completed and opened for traffic, and addi- 
tional rolling stock had been delivered and placed in operation. 
The capital expenditure during the year had amounted to 
£117,899, the main items being £12,194 expended upon the 
flying junction at Earl's Court, and £77,215 on rolling stock. 
Estimated further capital expenditure amounted to £60,000, 
of which £25,000 was required for miscellaneous items. Since 
the outbreak of war, a very considerable number of the officers 
and staff of all the companies who were working in connec- 
tion with the Underground were summoned or enlisted for war 
service. He was proud to think that the Underground group 
supplied a large number of men in answer to this call. In 
reviewing the past year, there was one incident which gave 
special satisfaction to everybody connected with his railway. 
It was the honour of knighthood which was conferred upon 
their popular and competent managing director. Sir Albert 
Stanley's connection with the Metropolitan District had been 
one of continuous progress. He had the knack of making 
himself as 1 with the employés under his control as with 
the general managers of other companies, and he thought it 
was universally felt that no more appropriate selection for 
distinction of the Sovereign could have been made from the 
high officials of railway management. His review of the in- 
cidents connected with this railway during the past year was 
necessarily bald and jejune, but he and the other direetors 
bad ‘unabated confidence as regarded the future prosperity of 
the line when peace and quietude were restored, and although 
its development might be slow there was every indication 
that it would be both certain and continuous. 

Sir CHARLES DaLRYMPLE, Bt., seconded the motion, and the 
report was adopted. 


London Electric Railway Co. 


THE annual meeting was held on February 18th at the West- 
minster Palace Hotel. Lord Farrer, who presided, said that 
the railway did not come under Government control, but dur- 
ing mobilization complete freedom of transport was given to 
soldiers and sailors. Having referred to the arrangements 
made to pay certain salaries to the officers and clerical staff 
engaged on war service, and congratulated Sir Albert Stanley 
on his саат his lordship proceeded to refer to the рго- 
gress of the various works sanctioned at previous meetings. 
The Charing Cross extension, opened in April, was familiar to 
all Londoners, and even with the abnormal conditions which 
had prevailed during the last six months, was showing good 
results." The Queen's Park extension, already under construc- 
tion.to link up the Charing Cross railway with Watford, was 
opened—as far as that company was concerned—last month 
as part of their original scheme, and they hoped in normal 
times would develop a satisfactory traffic. These and other 
works were part of a well-considered plan for developing the 
traffic of London and could not be postponed. But on the 
outbreak of war the.directors felt that no further expenditure 
should be undertaken on capital account for the moment, and 
therefore postponed the Hammersmith widening, the further 
arrangement of moving staircases, and the Euston and Cam- 
den Town extensions, which had not been begun; and they 
were enabled to effect some saving by the closing of one of 
the unnecessary surface stations at Euston, in October, which 
was very little used by the public. They could only hope that 
the situation would soon improve and allow them to proceed 
with the development of the undertaking. The total capital 
expenditure for the year was £399,997, and the estimate of 
further expenditure on capital account was £126,900. The esti- 
mated cost of works not yet commenced and in abeyance was 
21,204 ,400; these works comprised the extension from Golders 
Green, the Hammersmith and Camden Town exten- 
sions, and the inetallation of escalators at Trafalgar Square, 
Piccadilly Circus, and Tottenham Court Road stations. Turn- 
wig to the revenue, the gross receipts had amounted to 
£712.573. being a decrease of £2,746, or .38 per cent. eu- 
pared with the receipts for the corresponding period. The 
total expenditure had been £345.001, an increase of £12.145. 
or 3.65 per cent. Rates and taxes had increased by about 
£2.400. and it had cost the company £880 for watching and 
patrolling the line. National insurance had increased by £366. 
The percentage of operating expenses to gross receipts was 
48.6, comnared with 46.76 for the corresponding period. Train 
mileage showed a decrease, although an increase had taken 


nlace in the shunting miles caused bv {һе opening of the. 


Paddington extension. 'The average fare per passenger was 
1.69d.. as compared with 1.704. for the corresponding period. 
The number of season ticket holders had increased. The 
directors were of opinion that when all the conditions which 
had prevailed &ince the outbreak of war were taken into ac- 
. count the results were not unsatisfactory.- 

Sir ALGERNON West, G.C.B,, seconded the motion, Which 
wae carried. E. ; i 


т 


South Metropolitan:Electric Light and 
| Power Co., Ltd. 


THE revenue account for 1914 shows a credit balance of 
443,054 plus £5,571 brought forward, making 448,625. After 
deducting £13,084 for interest on debenture stock paid and 
accrued, and for other interest, and £6,696 for interim div 
dends paid on the prefererce shares, there remains £28,845. 
Final dividend on the 7 per cent. cum. first pref. shares 
absorbs £5,004; final dividend on the 6 per cent. ditto absorbs 
£2,250; there is put to depreciation account £5,000; to credit 
of ‘issued expenses £1,000; to reserve account £10,000, and 


- £5,591 is carried forward. 


Lamps (85 watt). Gross Net 
Year. — MÀ — . Consumers. Revenue, EXPenditure. Ravenne, 
Connected. Increase. 4 & & 
1912 .. 258,873 ... 28,681 ... 5,263 ... 56,604 ... 22,670 ... 33.933 
1913 „ 289,705 ... 30,833 ... 1,858... 65.635 ... 24,060 ... 41.570 
1914 ... 330,989 ... 41,277 ... 6,468 ... 66,792 ... 93,737 ... 43,05 
Notwithstanding the loss of revenue due to restricted 


lighting and the disturbancé of the normal course of 
business by the war, the above table shows an in- 
crease under every heading exoept expenditure, which 
shows a decrease; and the net revenué is nearly £1,500 more 
than for 1913. .In the circumstances, the directors consider 
this high]y satisfactory. The sum which by the provisions of 
the debenture trust deed has to be set aside to special reserves 
before payment of any dividend on the ordinary shares, 
emounted during the past year to £15,374. The surplus profits 
after carrying £6,000 to depreciation and ''issue expenses" 
accounts, but without making such other reserves, represent 
a dividend of 8 per cent. on the ordinary shares. The issue 
cf 25,000 six per cent. cumulative second preference shares, 
made in March last, was over-subscribed, and during the 
year a further £5,630 four-and-a-half per cent. debenture 
stock has been allotted. The development of the West Kent 


Power Company is progressing satisfactorily. New business 
of a substantial character has been secured, and the prospects 
. are very favourable. 


"Two Bills affecting your company's interests were pre- 
sented to Parliament, one by the London County Council, and 
the other by some of the London Electric Supply Companies. 
The former is not being proceeded with, and as at present 
a your directors do not see their way to support the 
atter.” 

Annual meeting, March Ist. 


County of Durham Electrical Power Distribution 
| Co., Ltd. 


THE report for 1914 states: — The total connections to the 
ccinpany’s system at the end of the year amounted to 851.857 
H. b., an increase of 11,392 н.р. ‘he profit is £23,946 plus 
£1,111 brought forward. Interest on loans and debenture 
stock, £12,508, being deducted, the available balance is 
£12,540. The directors recommend a dividend of 4 per cent. 
for the year on the preference shares, £10,000. The question 
of depreciation is being considered in connection with a 
scheme of writing down the capital. 

The expenditure on capital account during the year has 
been £34,285, of which £32,619 1s the outlay on behalf of its 
associated company, the County of Durham Electric Power 
Supply Co. e profit for the year has suffered principally 
through the reduction in the dividend received from the 
County of Durham Electric Power Supply Co., which com- 
pany's revenue has been adversely affected by the war. The 
offer sent out by the Newcastle company to each shareholder 
of the company of an exchange of shares on certain terms, bas 
been accepted almost unanimously, only four shareholders, repre- 
senting a nominal capital of £400, not having sent in thew 
acceptances. 


. Charing Cross, West End and City Electricity 
Supply Co., Ltd. 


IN their report for 1914, the directors say that the result, 
having regard to the exceptional circumstances brought about 
by the war, cannot be considered as unsatisfactory. 

West End undertakings.—The gross earnings of these un- 
dertakings from sales of current, rent, etc., were £142,056, 
as compared with £151,240 for 1913. The expenses, excluding 
depreciation, were £69,677, as compared with £66,506 for 
1913. The net earnings were £72,409, against £84,374. After 


- including £18,000 brought from last year, paying interest 


on the debenture stock, and providing 422,000 for deprecia- 
tion, £56,304 remains, out of which the preference dividend 
for the year absorbs £18,000, and the interim dividend for the 
half-year at the rate of 5 per cent. per annum on the ordi- 
nary shares, £10,000. А final dividend on the ordinary shares 
is recommended at the same rate, making 5 per cent. for the 
vear. This requires £10,000, and after transferring to general 
reserve (income) account £304, £18,000 is carried forward. 
The company has now connected to its city mains the total equivalent o! 


718,473 (30 watt) lamps. The total includes 325,436 in lighting, 55,489 in den- 
ing, and 337,948 (13,574 Н.Р.) in motive power. 
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City undertaking.—The gross earnings of this undertaking 
from sales of current, rents, etc., were £153,689, as compared 
with £149,819 for 1913. The expenses were £86,983, against 
£80,639, and the net earnings were £66,706, against £69,180. 
Including £18,000 brought forward from 19}3, paying interest 
on the debenture stock, loans and advances, there is a balance 
on net revenue account of £54,367, out of which has been 

id the dividend on the preference shares amounting to 
£18,000, leaving £36,367, as compared with £38,327 for 1913. 

The directors recommend that £18,367 be transferred to 
p reserve (income) account, and £18,000 carried for- 
* | 

The company has now connected to its West End mains a total equivalent 
of 708,470 (30 watt) lamps. The total is made up as follows :—455,512 in light- 
ing, 33,187 in heating, and 219,771 (8,838 н.р.) in motive power. 

The Chief Engineer certifies that the plant and machinery at the several 
stations of the company have been maintained in a high state of efficiency. 

The company is associated with the Brompton and Kensington, Central, 


Chelsea, Kensington and Knightsbridge, London Electric, Metropolitan Electric, 


Netting Hill, St. James's and Pall Mall, and Westminster Companies, in 
promoting a Bill, entitled The London Electric Supply (No. 2) Bill.“ 
P West End City 


' ипдег- under- 
1 takings 
Units generated 1 0e РЕ 6,432, 30,161,270 
Units C Ge p КЛ ЛЛК ОГ. 9,770,753 . 991,945 
Units sold—Prublic lampd; n mL P neenon 439,958 — 
Other sale rena nn rn 65 11,994 327 — 

, Total units sold dd dne ,494,985 25,424,940 
Used on works, and transmission and distribution losses 3,769,061 5,198,975 
Total accounted for ...........cccecsseccssevsecctcascncetscuaccsceceesese 18,203,348 30,553,215 
Public fame ———M 303 — 
Total maximum supply demanded in W etm 7,024 12,775 


Annual rneeting, March 4th. 


Compania de Electricidad de la Province de · 
: Buenos Aires, Ltd. | 


Мв. S. Е. MENDL (Chairman) presided on Friday at Win- 
chester House, E.C., over the third anuual meeting of the 
company. He said that the year under review would not 
cope up to their expectations. They knew of the intense 
depression in the Argentine and in fact it might fairly be called 
the crisis, which arose towards the end of 1913, and had lasted 
without intermission ever since, and naturally, seriously af- 
fected a company of that kind. It was true that the provision 
of electric light and power had become a necessity in Ar- 
gentina ав in other civilised countries, but they were bound 
to be seriously affected when industrial, financial and сот. 
mercial conditions in the country were as bad as they had 
been during the greater portion of the period with which 
they were dealing. Their revenue had increased by £6,454, 
which compared with last year’s £13,541. They could not 
altogether complain that the proportionate increase had not 
been maintained. They had, however, succeeded in effecting 
radical economies in administration and general charges in 
Buenos Aires. These charges during the year were £12,500 
as against £30,000 in J912-13, and £21,000 in 1911-12. It 
must also be remembered that the company did not have the 
full benefit of the issue of the preference shures, as they 
were only issued in December, and were not fully-paid until 
March, 1914. The working expenses ratio shown at stations 
was 54.72 per cent. which was higher than they anticipated 
last year, and this was directly due to the depression in the 
country to which he had referred. If the proportionate in- 
crease in revenue had been maintained, and the development 
of the company had continued, the station working expenses 
ratio would have been automatically reduced to a much lower 
level. Another circumstance which had affected their ex- 
penses was the sale of the Pergamino station. That was a 
profitable sale in itself, as they got rid of one of their least 
satisfactory assets at the price at which it stood in their books, 
but it affected the expense ratio, as they had to work on a 
smaller gross undertaking. At the same time, the vanis 
ratio of 1 25 new stations they had established at Ramon Mejhia 

Caseros were naturally higher than they expected they 
would be in the future. e Chairman. referred to the loss 
sustained by the company in the death of Baron de Oliveira, 
the managing director, but said they would not fill the 
vacancy, in order to carry out their policy of effecting econo- 
nies in the London administration. The Legislative powers 
of the Province of San Luis had sanctioned an extension of 
the control between the municipality and the company for 
15 years, and in San Martin they had acquired a new con- 
cession from the municipality for 20 years. Since the out- 
break of war they had to keep down all capital expenditure 
to the utmost limits, and the Argentine administration was 
fuly alive to the necessity of husbanding the resources of 
the company with the utmost possible prudence. Referring 
t the non-payment of the preference dividend in November, 
the Chairman explained that the company had earned the 
dividend, but there had been difficulties in the collection of 
accounts, and the Board felt they must conserve their funda 
for the payment of the debenture interest in April. The pros- 
Prity of the company, of course, depended on the prosperity 
of Argentina, and with the passing of the commercial and 
huancial depression in that country, they had every reason 
w believe their upward course would be resumed on the 
"me scale ав before the depression. Не had commercial 
relations with the company, and he believed that thd 
козе of the depression had passed, and that the general 
financial crisis of the world had done all it could do with 
regard to accentuating the crisis. Everything in Argentine 
depended on the crops, and they would be much more satis- 


factory than for some years. Inasmuch as Argentina produced 
what the rest of the world wanted, they might. look with 
good hope to a speedy passing of the depression, and an 
electrical company should share in the return оѓ. prosperity. 
At the extraordinary meeting that followed there would. be 
resolutions submitted for altering. the, articles of. association, 
and for increasing the capital of the company to. £1,350,000 by 
the creation of 12,500 ordinary shares of £4 each. The altera- 
ton of the articles simply. provided for a reduction in the 
remuperation of the directors. There had been some letters 
o! protest from shareholders as to the increase of capital, 
but his explanation would, he thought, be satisfactory. Under 
the agreement with the bankers who guaranteed the prefer- 
ence issue their commission was to be paid in ordinary shares 
instead of cash which was a great advantage to the company. 
Ав the Board were considering a drastic reduction in the ordi 
nary capital of the company it was, necessary that this com- 
mission should be paid now, and hence the increase in the 
capital. lf they left the matter,over until after the ital 
of the company was reduced, then the bankers would be 
able to claim 12,500 ordinary shares of £4 each, which would 
probably give them the larger proportion of the capital. By 
issuing the new shares now the bankers would share in the 
proposed reduction. | 

Mr. Guy HANNAFORD seconded the motion, and it was 
carried. | | "E 
At the extraordinary meetings which followed, the resolu- 
tions outlined by the Chairman were agreed to. Са 


Mersey Railway Co. -- 
Mr. JAMES FALCONER, M.P., presided on Friday over the an- 
nual meeting held at Worcester House, E.C. He said that 


during the latter half of the year the railway had been in the 


hands of the Government, aithough it had been worked by 
the company's staff as usual. ‘һе total net income for the 
year had amounted to £58,267, compared with £58,345 i 
1913. ‘I'he income available. for distribution included £1,350, 
part of & suspense account which had been created from 
moneys received as compensation in connection with the 
purchase of certain plant of which delivery was delayed, 
‘that enabled them to pay all the debenture-holders' interest 
in full, except the “Б” stock on which they were able to 
pay one per cent, against the 3 per cent. to which it was enti- 
tiled. "hey were therefore able to do better for the debenture 
holders last year than they had ever done before. 

‘Lhe CHAIRMAN, in reply to questions, said that under their 
Act of 1900, they were empowered to set aside each year to 
the renewals fund, a sum not exceeding £3,000. For some 
time they had been setting aside £2,000 year by year, until 
last year they had accumulated £20,000. They had always 
had it in their mind, whenever the fund reached that figure, 
that they would not add £2,000 to it every year, but that 
each year should be considered бп its merits. This year they 
had -had exceptional repairs and improvements in connection 
with their stokers, and therefore, although they added £2,000 


- to the fund, they took from it £984, the cost of renewing the 


stokers. As to the use of the line for its original purpose, 
ek were proposals and Bills passed through Parliament by 
the Cheshire Lines Committee, authorising the construction 
of & connection between their station in Liverpool and the 
Cheshire Lines system, and there were aleo similar proposals 
with the Great Central Railway on the Birkenhead aide. 
Had those proposals been carried out, undoubtedly, the raH- | 
way would have proved a very important means of exchange 
of traffic on either side, but unfortunately, both schemes were 
dropped. The possibility, undoubtedly, was still there, and 
the great advantage to traders and the public was still there 
but the enterprise of the other railways concerned was not 
50 keen as it was at the time the Mersey railway was formed, 
and until tbat situation was altered, they could not do any- 
thing. At the present time particularly, financial matters 
were in such a condition that the raising of capital would 
not be considered by anybody. | | К 

The report was adopted. Ж, Ж 

Subsequently, a special meeting was held at which a resolu- 
tion was agreed to approving of a Bill which the company is 
promoting in Parliament for an extension for five years of 
the period during which the payment of interest on certain of 
the debenture stocks is contingent on the available net re- 
venue of the company. í 


Sunderland District Electric Tramways, Ltd, 


The directors report that for the year ended October 818%, 
1914, after providing for interest on the prior lien bonds and 
the first mortgage debentures, and for sinking fund instal- 
inent, and шл provision for depreciation on investmenta, 
there remains a net profit of £2,170 plus £217 brought forward. 
The payment of interest at the rate of 24 per cent. per annum 
(less income tax) on the first income bonds will absorb £1,762, 
leaving £644 to be carried forward. During the year the 
provision of suitable housing accommodation for the staff has 
been proceeded with, and eight houses in course of erection 
are now approaching completion. СС | 

The traffic receipts showed an increase up to the end of July 
last of 42.246 over those for the corresponding period of the 


oom, 


- 
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previous year, but owing to.the outbreak of war the receipts 
tor the reindining three months of the financial year decreased 
by .£667, leaving a net increase of 41,579 for the year. | 
‚Мг. 41. К. Hod presided on Monday at the annual meeting, 
held: at. Balfour House; E.C. Не said that during the past 
year ‘the undertaking had progressed particularly well, and 
the: receipts showed a healthy increase up to the date of the 
war.. Itumediately on the outbreak of hostilities the receipts 
fell: and instead of showing a weekly increase on the pre- 
vious year's earnings, turned what had been & net gain of 
10:per cent. into a weekly reduction of about the same 
amount. That, however, occurred for only three months of 
the financial year, and the accounts, therefore, showed satis- 
factory. features. The traffic receipts amounted to £29,966 
which, with sundry additions, gave them a total income of 
£31,729. The working expenses, in spite of mcreased wages to 
the whole of the staff, were reduced from 61.19 per cent. on 
the' gross takings the previous year to 56.84 per cent.—a very 
satisfuetory reduction. The number of passengers carried was 
4,719,579, an increase of 228,194. Last year they provided 15 
new cars, and during that and the present year 18 older ones 
had been completely renovated at a cost of £4,170; some badly 
wanted additional buildings had been completed, and the per- 
manent way and overhead equipment had been kept in good 
order-at a cost of £1,983. They were, therefore, well prepared 
for the coming summer, when their lines were inost fully em- 
ployed. They had written off £2,343 for depreciation of rolling 
stock, buildings, ete., which the auditors considered sufficient. 
Like all who had funds invested in high-class securities, they 
had suffered from the fall in prices, and had therefore retained 
a sum of £1,000 as a reserve to cover the difference between 
the cost of the investments and a valuation as at 27th July last, 
Something like a third of the staff having joined the colours, 
they had had to employ and' teach new men to take their 
places. The Board were proceeding with the erection of houses 
or thé inen, so as to have еш near their work. They had 
provided for the manager, and had just completed eight cot- 
tuges for the men, and as soon as they were filled they intended 
to start with some more, the land purchased having room for 
22. That would accommodate about ohe-third of the total men 
eniployed. | 
Mr. C. Eves seconded the motion, and the report was 
adopted: | ` 


^ ‘Notting Hill Electric Lighting Co., Ltd. 

Sigs Wu. Crookes, presiding at the annual meeting held at 
Winchester House, E.C., on Tuesday, said that no new 
capital had been created for, issue for several years. They 
had spent 44, 128, principally, as usual, for mains, and 
secondly, for meters, to pick up new customers; the additional 
business would show a profitable return in the future. ‘They 
had spent £42,768 in excess of the capital received, by emi- 
ploying their reserves іп the business. 

Considering the circumstances prevailing, the revenue ac- 
count must considered satisfactory, and it retlected credit 
on the whole of the staff. The expenses were nearly £300 
below tthe previous year, and the profit worked out at £24,221 
against £24,465. The revenue showed a reduction of £527, 
due solely to the war regulations imposed by the Govern- 
ment, compelling consumers to reduce their lighting. Up 
to the end of September their revenue each quarter showed 
a nice increase, but the last quarter they knew was bound 
to be disappointing, and they estimated that the loss in net 
revenue was about £2,000. They were still suffering consider- 
ably, and obviously, they must continue to do so until the 
Government was able to remove the restriction as to lighting. 
Allowance had since been made in the account for the bonus 
to the staff, under their co-partnership scheme, which, they 
would remember, was based on the amount of profit available 
for dividend on the ordinary shares, The staff appreciated 
the concession, and would receive an addition of about 8 per 
cent. to their wages. Ву the depreciation, renewal and re- 
serve fund account, it would be seen that the total reserve to 
be carried forward was £45,545, which in their opinion was 
a very satisfactory sum. They charged against the fund last 
year £605 for meters which were too old for further service, 
and with the metal filament lamps, it was more than ever 
necessary that meters should be in good order, otherwise they 
omitted to register when a very small quantity of current 
was passing. The Kensington and Notting Hill Joint Deben- 
ture Stock Sinking Fund continued to increase at a very even 
rate, and they had contributed £17,532 to it, but the total 
was £66,015. The balance was made up by the amount of 
the Kensington company's contribution, and further by the 
fund being invested at compound interest, which should re- 
sult in the company having a valuable asset in 1931, when 
the stock was redeemed. 

The Chairman referred to а table prepared, showing the 
progress of the company from its inception. The table showed 
that they added the equivalent of 12.258 lamps of 8 candle- 
power during the year, which was more than for many years 
past. and it was only the restricted lighting of London that 
had. prevented the accounts from indicating a corresponding 
increase in revenue. In addition to their loss of revenue, he 
inust sav that, including men from the joint works, 15 had 
joined His Majesty's Forces, and were being paid part wages, 
Which amounted to over £550 a year, but they felt the share- 
holders would approve this patriotic way of treating those 


who were helping to win for them. a glorious and lasting 
victory in this deplorable war. They. had also been hit in 
another way by the war, as they had ori order for Wood Lane 
& new generating set which was guaranteed to reduce the 
cost of production considerably, and should have been run. 
ning by now. However, just as it was ready for delivery, 
the Government commandeered it for very important work 
of their own, and they would probably not get delivery of 
another set until the end of the year. The directors had 
referred in their report to the Bills which had been promoted 


this session on fhe London electric sup 


ly question. As had 


been explained, the Bill promoted by tlie L. C. C. did not re- 
ceive the votes of a sufficient majority of the Council to 
approve it, and it had since been abandoned by the Council. 
The company, however, joined with nine other London elev- 
tric lighting companies in promoting the London Electric 


Supply (No. 2) Bill, but the С 


overnment had just decided that 


this would not be allowed to proceed, as it came within 


the category of those 


Bills which were of a public character, 


and raised questionseof a contentious nature. It had, there 
fore, been agreed to withdraw the Bill. If it had passed the 
first House, the directors would have called the shareholder 
together to obtain their approval before proceeding with i. 
and he had intended to give them that day certain information 
respecting it, and also to inform the shareholders that durin, 
the fime tlie Bills had been in с, the companies 


had been in negotiation with the 


C. C. with a view te 


formulating.a scheme of sale acceptable to all parties. Recent 
developments rendered it uncertain as to what might be 
done in future in the direction of an agreement with the 


County Council, but 


he would assure the shareholders that 


the directors were carefully guarding their interests. The 


Chairman expressed their great regret at the loss they had 


sustained by the death of their colleague, Sir Joseph Swan. 


Mr. A. E. FRANKL 


Chairman had 1 


IN, in seconding the motion, said the 
him to. say a few words with regard 


to the conference of the various electric light companies 


They had heard that 


in the éxceptional circumstances unde: 


which Parliament was Bou the Bill would not proceed, 
de 


but the shareholders 


might take it that the close association 


which bad been existing during the whole of the negotiation: 
would certainly have the effect of facilitating any future 
movement that. might take place for the metropohtan in 


terests, which. might 


come forward hereafter. The conten. 


tious matter. raised in the Bill was of two classes, and pro- 


bably it would not 


have amounted to much, had the Pill 


gone into the Committee Rooms. One matter really lay be- 
tween the Borough Councils and the County Council, namely- 
that of their respective interests in the future of electricity. 
That was a matter which did not concern them. The other 
point was one of great public interest. There was a certam 
school of electrical companies who advocated the concentra- 
tion of the production of electricity in one spot, and wh: 


followed the schemes 


instituted in America, where there was 


such concentration, and where, obviously, the working costs 
were much lower, because the output was much larger. The 
other view to which they and ether Boards strongly adhered. 
was that in view of the public danger which would exist in 
having one place for the supply of electric current to London. 
such a schemé, however economical, was impossible of intro- 
duction to a сіу like London. It was almost too dreadful 


to contemplate what 


would happen if all their power and 


light were concentrated in one place where a single bomb 
dropped from a Zeppelin or an aeroplane might put them 
in darkness for a long period. 

The motion was carried. 

The retiring directors and auditors were re-elected, and, on 
the motion of Mr. Horace Boot, seconded by Mr. Davies, 2 


hearty vote of thanks 


was passed to the Board and staff. 


Newcastle and District Electric Lighting Co., Ltd. 


Tue directors report that during 1914, 19,271,853 units were 
sold, as against 16,863,440 in 1913, an increase of 14 per cent. 


The gross profit was 


432.031 plus £10,076 brought forward. 


Deducting interest on debentures and loans, £16,620, and 
interim dividend paid last August, £4,193, the available 


balance is £21,294. 


A dividend at the rate of 3 per cent. 


per annum (less income tax) for the half-year ending Decem- 
ber is to be paid (making, with the interim dividend, 3 per 
cent. for the year); this requires £4,044; transfer to second 


mortgage debenture 


redemption fund, £2,132; written off 


debenture issue expenses, £500; carry forward, £14,617. The 
directors have redeemed a further £2,060 of the company’s 
6 per cent. second mortgage debentures. Capital expenditure 
for plant and mains required to connect the systems of supp 
in Newcastle and Newburn has amounted to £31,274. Th 
war has considerably affected the profits during the year. 


chiefly owing to its 


causing delay in the completion ani 


consequent erection of the new plant provided for by the 
third mortgage debentures. During the current year the 


company will for the 


first time get the benefit of thìs expen- 


diture. Impending additions at the Close works, Newcastle. 
will involve certain capital expenditure, and shareholders 
will be asked to sanction an increase of borrowing powers by 


£50.000. Particulars 
March 5th. 

Capt. Frank Budd 
on the Board. 


will be given at the annual meeting on 


le’ Atkinson has been elected to a sat 
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Oxford Electric Co., Ltd. 


Tug revenue account for 19M shows a profit (including £982 
brought forward) of £14,917.. After providing £2,091 for deben- 
ture and other interest, and writing off 4770 оп account of hire- 
purchase installations, the balance available is £12,055. A divi- 
dend at the rate of 63 per cent. рег annum, less income tax, 
on the ordinary, share capital (whereof 24 per cent. was paid 
jn September last) absorbs .£6,500; five per cent. per annum 
on the preference shares, £2,500;. there is placed to reserve 
and renewal of plant, £2,000, leaving to carry forward, £1,055. 
Reserve and renewal of plant account has been charged with 
the cost of plant replaced. The outbreak of war has adversely - 
affecteal the costs of production and revenue charges, but 
notwithstanding the exceptionally unfavourable local condi- 
tions created, the sale of electricity has exceeded that of the 
preceding year. The supply mains of the COH OT даче been 
extended in Warneford Road, also in High (St. Thomas), St. 
Clement's and Leopold Streets, | 
Annual meeting, March 5th. 


Scarborough Electric Supply Co., Ltd.—The annual . 


report states that during 1914 there has been connected to the 


company's mains the equivalent of 8,031 (30-watt) lamps, making 
a tota] to date of 130,903. The units supplied. inoluding the 
300,000 minimum supply to the tramw sys, were 1,012,817. After 
placing £1,000 to depreciation account, there is a balance on 
revenue account of £3,817. The directors recommend that s divi- 
dend of 2 per cent, for the year be paid, lesa income-tax, absorbing 
£2 000, leaving £1,817 to be carried forward. The carry forward 
is large, but the directora state that the exceptional existing cir- 
cumstanoes make this desirable. The directors express their great 
regret at the loss sustained by the company through the death of 
Mr. John Hall, who had filled the office of secretary to the com- 
pany since its formation in 1892. They place on record their appre- 
ciation of his faithful services. 


Listowel, County Kerry, Electric Light Co.. Ltd.— 
The annual meeting was held at Listowel, Mr. J. Macauley pre- 
siding. Mr. E. L. Cantwell, manager and secretary of the company, 
presented the annual report, showing that the gross profits for the 
period were £295, plus £8 brought forward. There was placed to 
reserve £150, leaving available for'dividend £154. It was resolved 
to decolare a dividend of 7 per cent. for the period covered by the 
acoounta, and to carry forward the surplus. The chairman said 
that they had reason to congratulate themselves on the very satis- 
factory position, and he referred to Mr. Cantwell's very capable 
conduct of the business. 


Companies Struck off the Register.—The following 
НБ ча ze have been struck off the Register, and are accordingly 
1wolved : — e^ . 
British Engineering and Fume Condensers. 
British Speedometer Control Co. 
British Wireless Telegraph Syndicate. 
Civil Engineering Press. 
Electrical Fittings Co. (1911). 
Electrical Amusements. 
Electrocoustics. 
Insulators. 
Internal Combustion Brgines Cooling Agent Co. 
National Eleotric and Motor Corporation. 
Pasent Tube Covering and Lining Co. 
Rotary Pulsating Plunger Pumpe. 
8moke Abaters. | 


Aberdeen Suburban Tramways Co., Ltd.—The profit 
cerned during the half-year ended January 31st, 1915, was £1,155, 
making, with the sum brought forward from last half-year’s 
accounta, a balance of £2,445 at the credit of the profit and lose 
acount. The directors report that they have been approached by 
the Corporation of Aberdeen with a view to the purchase by the 
Corporation of the company's undertaking. Negotiations are, 
meantime, pending, and if termg are proposed by the Corporation 
which the directors feel jastified in submitting for the approval 
of the ahareholders, a meeting with the shareholders will be 
called for the pu of considering them! 


Jarrow and District Electric Traction Co., Ltd. 
—The report for 1914 states. that the total revenue amounted to 
£7,870, an inorease of £137 as compared with 1918. After deduct- 
log all expenses chargeable to revenue, inclading interest on deben- 
tares and loans, and making a provision of £800 for renewals, 

remains a surplus of £2,647, plus 21.028 brought forward. 
There is to be placed to reserve £900, dividend on the ordinary 
shares at the rate of 34 per cent. for the year absorbs £1,748, and 
£1,026 is to be carried forward. Passengers carried: 1913, 
M 1914, 1,571,546, Receipte per passenger: 1913, 119. ; 
‚18а. ; 
Acnual meeting March Ist. 


Chelsea Electricity Supply Co., Ltd.—The directors 
recommend a dividend for the last half of 1914 at the rate of 
6 per cent. per annum on the ordinary capital, msking 5 per cent. 
for the year, after paying debenture interest and placing £14,320 
to depreciation fund, £704 to debenture premium redemption fund, 
writing off 41 089 from the сові of extinction of foundera’ shares, 
and 21,479 off cost of investments; carrying forward about 
43,196, The dividend is the same as for 1913. Ee 


Blackpool and Fleetwood Tramroad Co., Ltd.— 
The annual meeting was held on February 19th, st Manchester, 
Mr. John Greenwood presiding. The chairman said the available 
balance was down by £3,848 compared with 12 months ago. With 
regard to the future they were faced with a claim by the Urban 
District Council for э contribution towards the making of a new 
road. The road itself wquld be contiguous to the tramline, but it 
might as well be a mile away во far as it could benefit their own 
concern. Oat of their staff of 125 men, 25 had joined the Forces 
of the Orown, two of their drivers, he was sorry to вау, having 
been killed in action. The directors proposed to desl with the 


| dependents who were left. He added that it was possible in the 


near future that they would have to expend a considerable sum on 
the relaying of the lines in Fleetwood. The report was adopted. 


Compagnie ` Générale d'Electricité, — This French 
eompauy, which has an ordinary share capital of £1,000,000 and a 
reserve fund of an equal amount, reports a very favourable inorease 
in the turnover in 1914, and in partioular the central stations at 
Amiens, Marseilles, and four other towns experienced a growth of 
almost. 25 per cent. in the receipts. The net profits amounted to 
£143,000, and rose to £223,000 on the addition of the sum brought 
forward from 1913, this surplus comparing with £146,000 in the 
preceding year, when a dividend of 10 per cent., or 22 per share, 
was paid. The state of war, however, has induced the company. 
to postpone for the present &ny distribution of profits for 1914. 


Fife Tramway, Light and Power Co., Ltd.—The 
profits for the year (together with the balanos carried forward), 
after psying loan interest and interest on debenture stock 
and providing iüstalment fdr debenture stock redemption, 
amount to £19,271. Out of this £4,205 was paid as interim 
dividend on the preference shares. The directors  recom- 
mend a dividend on the preference shares for the half-year at the 
rate of 6 per cent. per annum, £5,998 ; 31 per cent. dividend on 
the ordinary shares, £3,263 ; £3,000 to reserve stock, and £2,803 
carried forward.— Financier, | 


County of London ‘Electric Supply Co., Ltd.—The 
directors recommend payment of final dividends upon the prefer- 
ence shares at the rate of 6 per cent. per annum for the half-year 
to December 31st, less income-tax, and on the ordinary shares at 


the rate of 9 per cent. per annum, less inoome-tax, for the half- 


year to December 31st, making 7 per cent. for the year on the 
ordinary shares. £40,000 has been placed to reserve for depreci- 
ation, leaving £10,000 to carry forward. 


W. T. Glover & Co., Ltd.—The directors recommend 
a dividend for the year ended Dacember 81st, 1914, of 5 per cent. 
on the ordinary shares. After allocating £6,500 to debenture 
redemption funds, transferring £5,000 to reserve fund, and writing 
down certain quoted investments to their estimated values as at. 
December 31st, 1914, a. balance of nearly £8,000 remaina to carry 
forward.— Financial Times. | 


Stock Exchange Notices, — Applications have been 
made to the Committee to allowethe following to be quoted in the 
Official List :— 

Interborough Rapid Transit Co. — $5,000,000 additional first and refanding 
mortgage 5 per cent. gold bonds for $1,000 each Nos. 98,659 so 98,658. { 
„ Waygood-Otis, Ltd.—Further issue of 15,000 ordinary shares of £1 each, 


fully paid; and 16,000 6 per cent. cumulative preference shares of £1 each, 
fully paid. . Я | 


Vulcan Boiler and General Insurance Co., Ltd. 
—The net profit for 1914 is reported at £66,786 plus £9,820 
bronght: forward. The dividend and bonus for the year amount 
to 26 per coent., £7,500 is placed to current risk and reserve fund, 
iate to superannuation and benefit fund, and £10,481 is carried 
forward. j . 


Mirrlees Watson & Co., 144. —We read in a financial 
daily that the accounts for the year 1914 show a loss of £12,649, 
from which falls to be deducted the oredit balance of £5,504 
brought forward, leaving £7,145 at the debit of profit and lose 
account to be carried forward. . 


Tramways, Light and Power Co., Ltd.—The receipts 
for 1914, including £1,126 brought forward, amount to £29,174, 
and after providing for administration, loan and debenture interest, 
the profit amounts to £18,329. The directors propose (says a 
financial daily) to pay the dividend on the preference shares, and 
to carry forward 21,712. с | va 


London Electric Wire Co. and Smiths, Ltd.— 
According to the Financier the directors recommend a dividend 
of 74 per cent. (74. 6d. per share), less income-tax, on the ordinary 
shares for the last half of 1914, making 10 per cent. for the year, 
placing £40,000 to reserve (making 2 110,000) and carrying 
£25 952 forward. aie 


Mexico Tramways Co.— It is stated that the directors 
are deferring the payment of the half-yearly coupon due on 
March let on the general consolidated first mortgage 50 year 
5 per cent. gold bonds. é 


Bournemouth and Poole Electricity Supply co., 


Ltd. —We are informed that the recent issue to shareholdera of 


2,500 oumulative 6 per cent. second preference shares was largely 
over-subscribed, Letters of allotmsnt were posted on 18th inst. 


800 


THE ELECTRICAL REVIEW. [Vol 76, Мо, 1,944, FEBRUARY 26, 1915, 


STOCKS AND SHARES. 


Tuesday Evening, 

THE tendency in Stock Exchange markets at the present time is 
disposed to heaviness. Everybody and everything seem to be 
waiting. The progress of the war is necessarily slow, and the 
main excitement lies in the Eastern zone of operations, where 
Russian and German armies drive eavh other backwards and 
for wards with a violence and over a length of country difficult to 
realise by us on this side. Every day one meets in the City, men 
home on leave from the French trenches who agree in their reports 
of the stale-mate character of the present fighting; and their 
personal experiences coincide with the official communigués to show 
that until weather conditions change, no great alteration is likely 
in the existing order of affairs, 

The much-advertised blockade rouses little more than passing 
interest in the City) —in illustration of which the financial eye- 
witness cites the steadiness of shipping securities. A theory that 


finds increasing support amongst the prophets is that Germany is. 


deliberately endeavouring to array the world against her, in order 
that she«msy be able to excuse defeat by the declaration that 
she cannot fight the universe, although she could boast of her 
vaunted ability to beat the powers at present opposed to her— 
which, by the way, would be at least a claim in perfect keeping 
with many of the other absurdities preferred by this ever-truthful 
nation. 

The electric lighting companies are doing pretty well, having 
regard to the circumstances under which they have worked during 
the last five months of 1914 and the diffisulties with which they 
are faced how. The London Electric Supply Corporation has 
actually inoreased ite dividend, paying 4 per cent. against 3 per 
cent. a year ago, aud во repeating a performanoe which it has not 
equalled since 1906. Ia 1907, the dividend dipped to 24 per cent. ; 
in 1908 and 1913 it was3 per cent. ; in 1909 and 1910 the directors 
paid 2 percent, The reserves now stand at £136,000; and the 
prioe of the shares has risen to 30a. 

The Chelsea Company announces a dividend making 5 per cent. 
for 1914, the same as that for 1913. At 41 the yield on Chelseas 
comes to £5 11е. Id. per cent, ор the money. 

The feature of the St. James's report is the small decrease in 
profits, considering war conditions. For 1913, 12 per cent. was 
distributed ; but the ourrent dividend of 10 per cent. is a repeti- 
tion of the rate paid from 1906 to 1912 inclusive. Sinoe the 
company was incorporated, the sum of £280,000 has been written 
off in depreciation. There is a capital reserve fund of £66,500, 
and an emergenoy fund of £20,000. . 

The Notting Hill Company's net profit ot £24,324 was the baga- 
telle of £141 less than that for 1913, and the 58. dividend for the 
year maintains the rate paid since 1912. Ite appropriations amount 
to £45,500, and the capital expenditure up to December 31st last 
came to £252,000. 

The South Metropolitan has paid no dividend on ita ordinary 
capital since 1908, but its net profit for 1914 shows an improve- 
ment of £1,500. In addition to the usual £5,000 to depreociatiof 
account, twice that sum is carried to reserve, thereby doubling it 


and bringing it up to £20,000. 

Market changes on the week are unimportant. A feir line of 
South Londons changed hands on the basis of 3 to 3/5, and the 
exceptional bargain at 563, marked at the eud of last week was 
probably in respeot of shares sold ex the dividend of 4s. County 
of London Preference are easier at 11. Metropolitan 34 per cent. 
Dabenture stock advanced to 80, bringing it to a level with the 
similar security of the St. James’ Company. The yield at this 
price is 24 7s. 6d. per cent. on the money invested. 

The following tables show rises and falls on the week, in repre- 
sentative securities :— 

Home ELkcTBRiCITY COMPANIES, 
Mean price. Feb. 23, 1915. Rise or fall 


July 27. this week, 
Brompton Ordinary . ee Е 89 8⁴ — 
do. 7 рого cent. Pref. Р EM 8g — 
Charing Cross Ordinary... Ss ee 4 — 
do. do. do. 4 2591 — 4 4 — 
do. do. City Erer 4 4 — 
do. 4 Deb. 91 90 — 
Chelsea .. 4 41 — 
do. 44 Deb 96 92 — 
City of London К .. 16 id — 
do. do. 6 per cent. Pret.. . 1 12 — 
do. do. 6 Deb. КА ‚п 114 — 
do. do. 44 Deb ud .. 1004 98 — 
County of London . we cA. us 11 — 
do, do. брег cent, Pret. .. 12 11 — i 
do. do. lss Dob... .. 10 99 — 
do. do. 2nd Deb. ie .. 10 97 — 
Kensington Ordinary es » is 7 1} — 
London Electric › “+ l; 13 + } 
do. do. 6 per cent. Prot.. 5 БА — 
do. до. 4 Deb. à 92 87 — 
Metropolitan .. og Ga 8j — 
do. 44 per cent. Pret. vis - 473 4 — 
do. ре... s өт} 96 ай 
do. Deb.. ss 83 80 +2 
Bt. James’ and Pali Mall `. + 98 9 — 
do. do. do. 7 per cent, . Pret 7 6à — 
do. do. do. ыр Deb. . 844 80 — 
Routh London . s "a 8 8 — 
Bouth Metropolitan Pret, i T 1 1 2 = 
Westminster e 8 i 8 -— 
do. 4$ Prel... 4 — 


Home Rans, 
Mean 1278 Feb. 23, 1916. Rise or fall 
July this week. 

Central London, Ord. Аме, .. 88 77 - 

Metropolitan ee 2 » oe oe 28 —1 
do. Distris œ „ N 1 PT 

‘Underground Hlectric Ordinary A M a = 

А -— /- — 
do. Income e 075 5. B B8 —} 
TELEGRAPHS AND TELEPHONES, 
Angio Am Tel. Pf. ee ee ee ee 108} 104 xd -l 
Det, ee oe ee 98 313 xd — 

Chile обв ЕФ 7 — 

Constantinople Tel. .. - 88 Ар 4 — 

Cuba Sub, Ord. se ee es er - 

do. P ee ee oe 12 — 

Eastern Extension . 1 — 

do. 4 91 93 xd — 
do: "ut рк 77 73 — 
96 94 — 

Globe Tel. and T Ord. 11 103 *i 

do. Pi.. 1 114 — 

Gt. Northern Tel. 38 +1 

In uropean i^ Ps " - 59 65 — 

Marconi.. oe ae ae 148 18 — 

New Tork Tel. үп M © .. 101 97 — 

Oriental Telephone Ord. .. a - 245 2 — 

do 0. Pf. se ee ee Igy 1 - 

Tel. B | Deb. ee ee ee ee 98 = 

United Ф Plate Teal.. е ee ee 63 6 — 

do. А Pt. ae ic e. ee - 5 — 

West India and Pan. [E ee ee ] 1 mem 

Weetern Telegraph .. os. duas $e 4 1 — 

do. 4 Deb. ee ee 964 -— 
Fonnien in &. 
Anglo-Arg. Trams, First 15 
е до, 3nd Pf. 4 "y d 
5 954 93 в 
o e — 
do. 5 Deb. 96 88 — 

Brasil Traotions .. 66 494 —32i 

Bombay Electric Pt.. ve 113 10g xd — 

do. 4 Deb. ix 96 9t — 

Mexico Trams oe 90 865 — 

do. b per cent. Bonde .. 84 60 — 

e et eer j^ 553 + 

e Sup. 6 per cent. Pf, 8 PNE \ + 
do, © Deb. .. 104 102 + * 
MAXUFACTURING COMPANIES. 

British Westinghouse Pref. e eo 1 1% * à 
do. 4 De га ss ow 4 72 +2 
do 6 p. Пеп - 

Callenders és 2 м 11 + } 
до 5 Pref. . — 

Cestner. Kellner ia we T Іс 15 — 

` Edison & Swan, £3 pd. - ae EN À 1 = 
do. do. tu ly paid ee ee 1} 3 — 
do. do. 4 Deb. oe ee 59 60 — 
do. do. 2 Deb. Ри bs 60 — 

Eleotrio Construction ee ee ee 18/- —6d, 
do. do. Pf. oe ee ee 1 -— 

Gen. Bleo. Pf. e 1 10 == 

Henleys .. os 15 14 *i 

do. Pref. b 5 — 
do. 4 Deb. ee 1003 97 "= 

India-Rubber ee ee ee oe PES 9 4 -— 

Telegraph Con. ss > ds .. 884 +3 


Brazil Tractions have been fiat, another fall of 24 points lowering 
them to 491. The market professes to be puzzled to account for the 
drop, and can only put forth the excuse—as lame as it is trite— 
of there being more sellers than buyers. Rio exchange is better 
to-day at 12$d, but Brazil Traotions continue to crumble. 
Singapore Eleotrio trams weakened to 33., on rumours that one of 
the native regiments had run amok, though the trouble is said 
to have been composed by now. This report is a variation of that 
which declared the town to have been bombarded by the 
Kronprinz Wilhelm. Adelaide Supply Preference improved to 54, 
bat, on the other haud, Auglo-Argentine lst Preference lost i. 
The Mexican issues are quiet. 

Telegraph stocks and shares present a front rather less bold than 
they have lately displayed. The Eastern group is dull, Eastern 
Telegraph Ordinary being on offer at 127; probably a cheaper bid 
would. dislodge stock. The Anglo-American Telegraph division 
is also a little easier, and it is suggested that the would-be German 
blockade may have aroused some desire on the part of timid cable 
stock holders to realise their holdings. Personal experience, 
however, has failed to confirm this in any way. Great 
Northern are £1 better., Chili Telephones relapsed. Marconis are 
quiet and steady. There is not much doing in the market as à 
whole. 

Henleys at 14 and Telegraph Constructions at 37 are both 10s 
higher on the week. British Westinghouse issues are gond, the 
Preference and 4 per cent. Dabenture both showing rises, Electric 
Constructions again went back a trifle. 

Ia the rubber market the principal feature is the steady strength. 
ening of the market for the raw material. Rubber creeps ор 8 
farthing per lb. at а time, and holds on a steady upward course. 
The share market has scarcely responded to the firmuess of that 
in the product. Amongst armaments there is not much going on. 
A good deal of strength is shown by the popular descriptions— 
Vickers and Armstrongs more particularly. Certain of the iron 
companies are rather out of favour, and a little desultory selling 
from the North of England has led to reactions in some of the 
best-known shares, 


Para Electric Railways and Lighting Co.. Ltd.— 


The directora recommend a dividend of 6 per cent., less inoome-tar 
on the ordinary shares for 1914, carrying forward £20,030, 
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EXPORTS AND IMPORTS or ELECTRICAL GOODS DURING JANUARY, 1915. 


Tue returns of electrical exports and imports for the first month machinery and goods and apparatus has fallen off, this has been 
of the year show a decided improvement in the case of the former, more than made up in improved business in other directione, 
while the latter exhibit a considerable decrease in value. principally in cable, telegraph and telephonic exports. 

Thas the exports from this country reached a total value of Machinery imports were somewhat heavier than in December, 
£364,568, as compared with £290,069 in December last, while the but a considerable falling off occurred in the importati sn of cables, 
imports for January were valued at £239,127 as against £261,303, telegraphic and telephonic apparatus and lamps. The feature of the 
and the re-exports at £12,455 opmpare badly with the £25,510 imports js the great increase in U.S.A, business, which reached 
recorded for December. £198,596 in value during January, an increase of over £30,000 

A glance at the export figures shows that while our output of on December last. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


T 


$9 = А & 
1 % a , lial arlag | ШШ 
um. mid ЕНЕНЕ ЕЕЕ 
& 2 — 5 чә AgS | 9 2 
a ie a4) [i3 "| 48 Ti 


Russia, Sweden, Norway and Denmark ... | 6,024 | 3,055 | 485; 221 | ... 908 | 2,046 23; 580 | 100 867| 6,108 | 18,812 


Germany eve cco eos TT e oe eee — К 
Netherlands, Java and Dutch Indies ese 103 | 3,178 291 412 213 | 2,351 148| 100 ove 17| 1,593 | 8,406 
Belgian Congo eee eee eee eee 17 eee eee eee eos СІІ) eee ese eae #00 eec eee 17 


ove 85 wee eee T . „ | 1,274 | 1,000 903| 2326 | 380 s 855 63] 713 48 | 5,176| 4,807 | 15,440 

“es ses eve е.» us 80 | 1.282 ees 70 2 iss 176 | 1,025 22 3 127| 986 | 3,021 

Spain, Canary Isles and Spanish N. Africa... | 139 2:8| 246| 966 19| 948 | 2001 .. 13| .. | .. | 1,875 

Switserland and Italy "T" e.. ese 212 55 249 ... 37 971 | 3,293 өөө 15 | 375 16|14,642 | 19,865 

Greece, Roumania and Bulgarian 56| ©... ВБ ios 600} ..| 143 | . 2,270 9,154 
Channel Islee, Gibraltar, Malta and Cyprus... 157 97 72 80 | ... 16 50 UT 890 Е 10| ... 872 

USA, Philippines and Cuba eee LIIS 828 eee 842 34 606 19 97 ode 11 eee eee [EXJ 1,331 

Canada and Newfoundland ... vs ees | 1,554 85 955] 714 |... | 1,738 | 2,965 T 348 22 | ... | 6374 | 14,055 

British West Indies and British Guiana 168 26 202 З=. 94 64 aes 113 -— 12 64 714 

Mexico and Central America өөө вое 104 90 96 94 | ... 74 55 — e 5% ber РРА 613 


Рет and Uruguay ... eve ET es 32 152 60 7l [| ч. eee 83 | 208 LI! "T 
Chile ... ove [I ove өөө өөө 97 122 10 249 eee өөө 1,183 ecc 12 104 "PP 8347 5,194 


Brasil eee eee eee өөө [117 [II 31 625 606 181 eee 87 759 814 331 9 өөө 279 3,722 
Argentina See ss ove T ees 569 | 9,226 | 1,280; 119 429 | 4,086 | 1,543| 391 23 535| 958 | 19,058 
Colombia, Venezuela, Ecuador Bolivia... - 89 | ... 801... | 10 705 E dus А 62| ... 946 
Egypt, Tunis and Morocco o. | 301 | 285 89| 18 | ... 175 | 187 7| 196. 55 | 38'|1.740 | 83,228 
British West Africa ... ese sdi әве 12 136 7 16 | ... wae 779 “it 30 - 94| 2,472 | 3545 
Rhodesia, O.R.C. and Transvaal  ... see 128 490 | 776 195 | ... 51 | 1.694 ly 48 26 25 93 | 3,468 
Cape of Good Hope ... - ses T 178 | 3.022 139] 470 | . 86 | 1589 | 1,160 99 iss 177 360 7.220 
Natal des bus өөө T ms 100 | 1,903 188] 113 |. 26 | 3,860 P "t 86 | ... 135 | 6.411 
Zanzibar, Brit, E. Africa, Mauritius & Aden 79 88 44] 3044 128 203 153 22 isi 4/20,368 | 21,398 
Azores, Madeira and Portuguese África  ... 23 | 213 12 1355 71 | 1,839 in T ee 24 65 | 1,911 
French African Colonies and Madagascar... eee ese eee eee ecc өөө [II Ir eee eee aoe eae soe 
China and Siam T eis ove - 942 691 972 109 | 109 684 985 8588 498 | ... 11|192,805 | 18 664 
Japan and Korea eee eee eee eee 533 eve 15 ecc In 876 3.0/9 ecc 674 18 ese 391 5,086. 
India... eee өөө ecc Te eee | 2,602 112.907 | 1,926} 1,842 93 | 1,869 |15,380 | 2,759) 1,963 | 228 | 4,090} 1,219 | 46,808. 
Ceylon 25 n eee oe в.е 42 82 163 90 | ... T 44 oe 273 des 199] 216 1,049 
Straits Settlements, Fed..Malay States and 

Sarawak... AS bes © А 464 667 226 69 | ... 88 |11,447 80} 304 89 77| 2,769 | 16,280 
Hong Kong... ove - eee eee 319 112 3444 eve eee 70 ees | 1,208 € 200} ... 2,253 
West Australia T ss T zs 127 847 189 56 36 | 2615 | 1,867 921 150 as 50 103 | 5,582 


South Australia i "M Sei vs 89 | 1,185 | 419 118 | 47 176 | 2.411 bis 58 3 890 5.407 
Victoria i zv m ae „+. | 2,158 8.457 | 1,848 893 | 166 | 2891 | 3,018 2 0700 501 ... | 3.393] ... | 34.795 
New South Wales - s e. | 243 | 6,220 | 2,283] 1,207 | 47 | 1,188 | 4.738 7,647 11.942 we | 2,626| 2,108 | 10,344 
Queensland... 2s 2 ON vis 317 48 117| 618 | ... 27 | 1,326 15| 735 e 7701 99 | 4,072 
Tasmania eee ee ee eee e | e 58 | ... |... - ove ae - 33 |... 25 20 136 
New Zealand and Fiji Islands d e. | 627 | 1,699 | 12266 480 | 51 | 1,506 | 4,961 32] 371 57 | 742| 1.661 | 13,316. 


— — . — — — —— — — — — . — — — ——— | e —ÀÓMÓ— — 


Total, & 19 922 [66 955 16,506] 8,488 [1,395 16,480 79,253 18,90022, 278 1,252 22,39 390,740 364,562 


Registered Imports into the United Kingdom of Electrical Goods frem all Countries. 


Ramia, Norway, Sweden and Denmark  ... 73 T" 758 27 | 812 149 | 2,076 | 614 450 |2,717 4,210 11,946 
Holland.. . 496 70 28 3.567 1861 | .. | 166| 68| 681 .. | 1,674 | 8,605 
Belgium eee ees Фоо eee see SR ees ese eee eee ese eee eee ess eee өөө 88 
Pance ee .. .. .. . | 295] 14| 8441 391077] 391 9| .. 125 |1,146 1,490 5,363 
Switzerland ... T eee m - 147 bos 68 119 | ... 1,832 | 4,501 € e. 11,336 - 7 508 
Italy еее LKAJ eee 06 еге еөз 266 4,168 31 ee eee soe 263 s.e. 10 ese seo 4,738 
Auwtria-H өөө e.o өөө eee eee eee eee eee өөө s.. ove ooo 600 esc oe 90 

United States T ecc eco . . | 3,796 | 1,169 2 937 337 4,016 674 129,022 |145,161 8.071 |2,821 592 198 596 


Total, £ | 5,090 | 5,421 11,661 | 4,089 17,766 | 2,549 136,037 145,848 9,337 18,020 8,026 236,839 
Additional Imports: Spain, carbons, £1,995 ; Canada, fittings, £20, machinery, £263, batteries, £10. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


Various countries, mainly as above... ose 794 255 3.974 204 | . | 122 | 3,209 и 78 249 | 3,570 12,455 


i m h dd (yt ee 55. 
TotaL EXPoRTs: £364,562 ToTAL RE-EXPORTS : £12,455 TOTAL IMPORTS: £239,127 


NoT£.—The amounts appearing under the several headings are classified according to the Customs returns, The first and 
third column contains many amounts relating to goods otherwise unclassified, the latter, doubtless, consisting of similar 
черин das ко appearing in adjacent columns, Imports are credited to the country whenoe consigned, which is not necessarily 
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POLYPHASE COMMUTATOR MACHINES 
AND THEIR APPLICATION. 


Ву N. SHUTTLEWORTH, M.Sc., A.M I. E E. 


(Abstract of paper read before the INSTITUTION OF ELEOTRICAL 
ENGINEERS at Birmingham, February 10th, 1915.) 


(Concluded from page 245.) : 


The angle @ between the counter-voltage of rotation and 
ihe inipressed voltage on the machine can only be obtained 
by proper adjustment of the phase of a field flux and exciung 
voltage. It is determined by the phase of the exciting voitage 
derived from the secondary (3) of the transformer, which 
as previously intimated may be regulated by a turning move- 
ment. 

It might be possible to employ a motor of the kind for fan, 
driving where there is an opportunity of varying the power 
Paco (namely, varying the angle 0) after each change in 


The one essential for successful operation and good character- 
istics is that @ should vary in direct proportion with the load 
current. Under this condition the current would remain in 
phase with the voltage at unity power factor under all loads, 
and the speed would be appreciably constant. 

Whether M. Latour embodies features such as this in the 
actual machine it is impossible to say, but from the success 
that he claims it would seem probable. 

Whatever the methods employed by M. Latour, to obtain a 
successful motor on these principles, especially for a frequency 
as high as 50 cycles, it is quite certain that there is consider- 
able auxiliary apparatus in addition to the motor itself, and 
this tends to make the equipment very costly. However, 
machines of this type are stated to be in commercial operation. 

For small sizes the speed range is considerable, and becomes 
greater the smaller the machine (50 per cent. above and below 
synchronism at 25-H. P., 50 cycles; 23 per cent. at 200-н.р.). 
For large sizes the epeed range is very limited, and is not 
sufficient for the usual practical requirements. 

Another example of a variable-speed motor with shunt char- 
acteristics is the Eichberg 3-phase commutator motor, repre- 
sented by fig. 8. The motor 1s simply an armature fitted with 
a compensating winding, and exciting voltages are impressed 
from the auxiliary auto-transformer, which is permanently 
connected in star to the supply system, and is provided with 
tappings, each of which may in turn be connected to the 
‘brushes of the motor. It will be observed that by varying the 
ratio of the two arms in each phase of the auto-transformer 
there is a different ratio between the armature and compensat- 
ing-winding voltages on the motor, and this, as previously seen, 
implies variable armature speed. 

The very fact that the armature and compeneating winding 
have an equal number of turns and are wound in opposite 
directions prevents energy being transferred from stator to 
rotor, or vice versa, by induction. An auto-transformer con- 
nected in parallel cannot therefore act as a power transformer, 
and it carries onlv the wattless exciting current required by 
the motor. Speed regulation by the means described is a com- 
paratively simple matter. | 

Unfortunately, if good operation is to be maintained, this 
simple motor cannot be constructed with a sufficiently large 
number of turns in the armature to suit normal supvly 
voltages. It is quite imperative in practical machines that 
the number of armature turns be considerably reduced. This 
‘being so, the auto-transformer at once becomes a power trans- 


Fia. 8. Fia. 9. 


former, and delivers a portion of the total input of the motor 
direct to its armature at comparatively low voltage and heavy 
current. The effect of the change is considerably to increase 
the capacity of the transformer, and it entails also a massive 
controller to deal with the heavy currents between the trane- 
former and the brush-gear. 

The necessity for a transformer, however, vanishes when the 
stator and rotor turns are no longer equal, as it becomes pos- 
sible for power to pass from stator to rotor by induction. and 
the functions of a transformer may be embodied directly in 
the motor in addition to its previous duties. The modified 
machine is shown in fig. 9, where it will be seen that the 
existence of a field in the motor is made positive by closing 
the star point of the stator winding, and tappings are brought 
out from it to which the brush studs of the armature are 
connected by means of the controller. 

The latest tvne is represented by fig. 10; the star point of 
the stator winding in this case 1s closed through a polygon, and 
the intention is evidently to impress on the armature a voltage 
which is slightly dephased from the true star voltage of the 
supply svstem. A phase displacement of this nature brings 
about an improvement in the power factor. 


To be strictly accurate the angle of the phase shift must vary 
with each speed, but as this 1s impracticable the improved 
power factor is obtained at a few speeds only. The stator 
winding is continued and is provided with tappings below the 
Star point so that speed regulation may be. obtained below 
synchronous speed as well as above. 

The possible speed variation with this type of motor approxi. 
mates to that given for the Latour motor, but the output limits 
are considerably smaller. No proper provision can be made 


k QE 
FIG. 10. F1G. 11. 


for commutation, which is effected solely by the resistance of 
the brush contact. It is very doubtful if a 200-H. P. machine 
could be built at all, except for very low speeds. 

Altogether, the machine is very expensive and requires a 
large controller, and it is very unlikely that this type will be 
able to meet competition either in quality or in price. 

The alternating-current series commutator motor.is destined 
to play a not inconsiderable part in practice. In constructien 
the stator is exactly similar to that of an ordinary induction 
motor; the armature is similar to that of a continuous-current 
motor. It is now usual, instead of connecting the stator wind- 
ing directly in series with the armature, to introduce a trans- 
former which reduces the voltage impressed on the armature; 
this is necessary to improve the commutating conditions, but 
it incidentally isolates the armature and commutator from the 
supply system, and therefore allows the stator winding to be 
designed suitable for a high-tension system. 

The characteristics of this motor are much more comprehen- 
sive and varied than that of the continuous-current series 
motor. An A.C. series motor can exert any required torque 
over a considerable speed range, and this is rendered possible 
by the simple movement of the brushes round the commutator 
relative to the stator. At any one brush position the speed- 
torque characteristic resembles that of a continuous-current 
motor in many respects; over the working speed range an 
increase of torque is accompanied by a decrease in speed, and 
vice versa. At starting and at low speeds the current in a 
continuous-current motor is limited only by its internal resist- 
ance, Whereas in an alternating-current motor it is limited by 
fluxes which produce an inductive drop. The alternating-cur- 
rent motor possesses the advantage that without Series resist- 
ance 16 may possess a high starting torque and also give high 
running torque at top speed; any starting torque from the 
very lowest value to several times full-load torque may be 
obtained by merely shifting the brushes. With the brushes in 
such a position as to obtain low starting torque the standstill 
current is very small, hence it immediately becomes evident 
that under such conditions the machine may be connected 
directly to the supply system without the introduction of any 
starting devices. Any initial torque such as is required to 
start the load may be obtained by moving the brushes from 
the position of rest, and, in general, full-load torque is exerted 
with half full-load current, and other torques in proportion. 
The motor is quite unsuited for maintaining a constant speed 


. under a variable load torque, unless the changes are very 


gradual and allow of a change in the brush position in the 
meantime, but for loads with torques which remain practically 
constant at all speeds, or torques which vary only with the 
speed, the motor is eminently suited. 

Centrifugal pumps, blowers, and ventilating fans, and also 
reciprocating pumps and Roots blowers may be cited as ex- 
amples. The torque varies approximately as the square of the 
speed in the first three drives, and for the others is practically 
constant over a wide range of speed. In the former cases the 
series commutator motor is capable of producing speed vari- 
ation from standstill to the maximum value in a perfectly 
smooth and gradual manner. Instead of the inherent torque 
of the motor commencing to fall immediately the armature 
has started from rest, it gradually rises to a certain maximum 
which is slightly higher than the starting torque; then it 
begins to fall away in the usual manner as the speed increases 
further, until the torque falls to a value equal to that required 
by the load. 

Generally speaking, a speed range of 3:1 under constant 
torque is the utmost limit for a series commutator motor. For all 
supply pressures above 200 volts it becomes necessary to inter- 
pose a transformer between the stator and rotor so as to reduce 
the armature voltage, but the capacity of the transformer is & 
fraction only of the capacity of the motor, and does not there- 
fore add very seriously to the cost. Fig. ll shows diagram- 
matically the arrangement which is employed. 

Other applications to which this motor may be put are the 
driving of calendering machines and calico printing-pressee. 
To a certain extent series motors are used for cranes and hoists. 
but as those required are usually of small capacity, theee ser- 
vices are better provided for by the single-phase commutator 
motor. 

The motor has an advantage over the ordinary induction 
motor in being able to operate at unity power factor at full 
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load and full speed; at low speeds under the same torque the 

wer faetor is slightly reduced, but stil remains high; at 
ower speeds and torques the power factor falls off rapidly 
due to the great reduction in load, but it does not become 
worse than that of an induction motor of equal power at the 
same input. 

Machines for low frequencies such as 25 cycles per second 
are easier to build, and may be made in slightly larger sizes 
than 50-cycle motors; the size of the commutator is almost 
proportional to the frequency, so that high-frequency motors 
are slightly more expensive. The upper limit of capacity of 
cycle motors is in the neighbourhood of 100 E. p., and of 
95cycle motors 150 Н.Р. 


The simplicity of construction of the series commutator · 


motor, the ease with which starting and speed regulation are 
effected, the high efficiency at all speeds, and the good power 
factor over a wide range, are properties which are likely to 
make it of great service in many applications. | 
Another important application of the polyphase commutator 
motor is that of cascade connection with an induction motor. 


Еа. 12. 


The machine may be either of the shunt or series type, but, 
unlike those previously discussed, must be capable of working 
satisfactorily over a wide range of frequency. 

A commutator machine is the only one in which a gradual 
change in frequency does Ќо necessitate a change in speed, 
and this is eufficient to explain its use in this connection. 

A shunt commutator motor suitable for cascade connection’ 
embodies a compensating winding in series with the armature, 
and a separate shunt exciting winding which derives its excita- 
tion from the source of supply, preferably through an auto- 
transformer, so that the excitation may be varied at will and 
the phase of the voltage fixed in relation to that impressed on 
Me id terminals. A diagrammatic representation is shown 
in fig. 12. 

For any one ratio of the exciting voltage to the terminal 
voltage there is one frequency only at which the machine will 
operate. This frequency may be altered conveniently by vary- 
ing the ratio of the exciting voltage to the terminal voltage, 
and whatever the terminal voltage these relations hold good. 
By connecting such a machine in cascade with an induction 
motor, the slip-ring voltage as determined by the design of the 
motor is taken up by the shunt commutator motor, and the 
latter enforces a slip frequency only, according to the setting 
of its excitation. It will be evident that it becomes possible 
with an arrangement of this kind by varying the excitation of 
the commutator motor to impose a wide range of frequencies 
on the external circuit, which is the secondary of the induction 
motor, and, as previously shown, each frequency corresnonds 
fo a definite speed of the induction motor. Speed regulation 


Ба, 14. 


becomes, therefore, almost as simple as with continuous-current 
machines. | 


The commutator motor has to deal with the full secondary 
current, and a voltage which is fixed by the maximum slip 
frequency employed; a cascade motor, therefore, capable of 
producing г ү cent. slip in the main induction motor must 
de designed for z per cent. of the latter's ratings. 

Two methods of utilising the torque exerted by the com- 
Mutator motor are in practical use. One suggested by Kramer 
is to couple the shaft of the commutator motor direct to that 
9f the main motor, or to drive the auxiliary by a belt or gear- 
ga This combination is illustrated in fig. 13. 

e other method is due to Dr. Scherbius. The commutator 
motor is direct coupled to a squirrel-cage induction generator, 
which in turn is electrically connected to the supply system. 
Electrical energy given to the commutator motor at variable 
frequency is converted to mechanical work available on the 
shaft, and this is re-converted to electrical energy in the induc- 
ton generator, and returned to the supply system. This 
armangement allows a convenient speed to be adopted, which 


is 595 constant under all conditions. It is illustrated 
in fig. 14. | 


By' suitable design the main motor may be magnetized 
altogether by the commutator motor, and no wattless current 
will be taken from the supply system even on no load; or the 
main motor may be made to draw leading wattless current 
on all loads in a similar manner to a synchronous motor. 

The power-factor characteristic curve, 1 in fig. 15, is typical 
of those obtained at many speeds during tests on a 500-H.P. 
440-volt 40-cycle 12-pole induction motor, in conjunction with 
a shunt-excited commutator motor manufactured by the British 
Thomson-Houston Company. A few speed characteristics 
(Curves A) also bear out the conclusien arrived at from theo- 
retical considerations. — 

The possibility of further improvement дова ee lines has 
been proved by following the suggestions of Milch. He pro- 


posed to employ the commutator motor as a commutator 
generator, and to run the induction motor above synchronous 
speed as well as below. MM" 

In order to paes the synchronous point it 1s nece to 
obtain exciting current of proper frequency and phase rom 
a source of constant magnitude, and independent of the actual 
value of the frequency. This may be suitably accomplished 
by the use of a small frequency converter. | 

This converter exciter, positively driven from the main 
motor, is connected to the field winding of the shunt commu- 
tator machine, and the voltage impressed naturally sets up 
a current in the armature of the commutator machine and the . 
rotor of the main motor, the phase being such ae to produce & 
torque and cause the machine to accelerate in speed. 

The speed of the induction motor remains appreciably con- 
stant under load, and the characteristic obtamed on test 18 
shown in fig. 15, Curve B. , "" 

As it is unnecessary to continue separate excitation when 
there is a voltage present at the terminals of the commutator 
generator, it ie replaced by self-excitation, the exciting winding 
being connected to its exciting transformer. Regulation of the 
speed of the main motor is carried on from this point by adjust- 
ment of the excitation of the commutator machine exactly as 
in the case for speeds below synchronism. | . 

The arrangement of the B.T.H.-Milch system is shown in 
fig. 16. d 

Under load the commutator generator maintains practically 
constant frequency, any variation which takes place being due 
to the internal losses, and as is to be expected the speed of the 


main motor drops slightly with load. Speed characteristics 
obtained during the same tests ae the foregoing are shown in 
Curves C of fig. 15. The power factor of the main motor for all 
these speed characteristics is shown in curve 2 of the same 
figure. 

‘The type of motor with a control system ae described is only 
of practical service for large outpute. In small units it is much 
too expensive, but for large powers it becomes cheaper than a 


continuous- current motor and apparatus converting trom alter- 


nating current to continuous current. | 

The limit of slip frequency is approximately 15 cycles per 
second, so that except for 25- and 40-cycle supply systems the 
amount of speed regulation is perhaps not so wide as would 
be desirable for some applications, and this may limit its pos- 


. gible field to some extent. Its use lies principally for unidirec- 


tional rolling-inill drives, and for this purpose it is admirably 
adapted. The speed characteristics shown 1n Curves A, В, and 
C of fig. 15 may be made to droop to any desired extent as 
load is applied by the simple superposition of series excitation 
on the shunt excitation of the cominutator machine. A con- 
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siderable drop of speed between no load and full load is usually 
necessary. for rolling-mill service in order to utilise energy 
stored in the flywheel. | | 

The variability in the power factor of a brush-shifting series 
commutator motor precludes it from successful use in cascade 
with an induction motor. The machine which will be dis- 
. cussed has fixed brush position, and if run at constant speed 
has a fixed power factor under all loads and frequencies. Fur- 
thermore, the system of control has been inade as simple as 
brush shifting. 

The commutator machine must generate a voltage strictly 
proportional to the current passing through it and also at 
scme predetermined phase angle to the current; this is accom- 
plished by series excitation. 

The commutator machine in part acts like a resistance, pro- 
ducing a slip proportional to the load. There are two essential 
differences between this and a resistance speed-regulation ; one 
is that the energy input to the commutator machine, repre- 
sented by the voltage at its terininals and the current passing 
through it, is converted to mechanichl work. which may be 
utilised as desired, and secondly the current is not in phase 
with the voltage, which means that a wattless component is 
present. Naturally. this component is used to advantage by 
making it of such a strength as to act as inagnetizing current 
for the main motor, and thus to improve its power factor.. In 


its simple form the series commutator motor, or slip regulator 
as it is termed, is a combined phase advancer and slip pro- 
ducer, the slip being proportional to the load. 

To extend its sphere of usefulness it is desirable to be able 
to adjust the slip-producing properties so that any required slip 
for a given load may be obtained, and at the same time to 
retain the phase-advancer properties under all conditions. 

For this purpose the stator of the commutator motor is 
fitted with a special 3-phase winding placed with a certain 
angular space relation to the armature with fixed brushes and 
connected in series therewith. 

By a suitable arrangement of shunt to the stator winding 
or parts of it, a portion of the total current may be deviated 
from the stator, the shunted current bearing a fixed angle to 
the total current. It becomes possible by this means to vary 
the excitation, and therefore the flux and voltage of the 
commutator machine through any desired amount for any 
current. The shunt possesses principally reactance, and has a 
limited resistance; accordingly it takes a solenoid form with 
an iron core, and its variability is produced by movement of 
the latter. This simple operation, which is the only regulation 
necessary, causes the commutator machine to take up a wide 


FIG. 18. 


range of characteristics. The lnnits are approximately those 
of the shunt commutator motor, the maximum slip frequency 
being approximately 15 cycles per second; with a 4d0-cycle 
induction motor this allows a slip of 30 per cent. between no 
load and maximum load. 

The characteristics shown in fig. 17 were obtained in the 
testing department of the British Thomson-Houston Company. 
The improved power factor at light load is not quite so good 
as can be obtained with a pure phase advancer, because satura- 
tion in the commutator machine cannot be allowed, but the 
improvement at full load, which really matters so far as the 
generating plant 1s concerned, is very considerable; the power 
factor also remains independent of the amount of speed regula- 
tion. 

The slip regulator possesses а fairly large field of application. 
There are in existence at the present time a large number of 
induction. motors which are controlled. by resistance in the 
secondary circuit. In particular is this the case with motors 
driving rolling mills. and with flywheel motor-generator sets. 
The losses involved are often of considerable magnitude, and 
would represent a large saving if recoverable, but hitherto this 
has not been pessible. The shp regulator converts not only 90 


‚ cach speed. 


per cent. of the energy previouely wasted into useful work, 
but at the same time improves the power factor of the induc- 
tion motor with which it is used. 

The application to a flywheel mctor-generator set is repre- 
sented by fig. 18. The commutator motor is mounted on the 
end of the shaft after the manner of an exciter, and its ter- 
minals are connected directly to the slip-rings of the main 
induction motor. As load comes on the motor the secondary 
current flows through the commutator motor, causing it to 
generate a counter electro-motive force of rotation which simul- 
taneously causes the induction motor to slip. The electrical 
energy passing into the commutator motor is converted to 
mechanical form and given to the shaft of the set, thus serving 
а useful purpose; the amount of slip between по load and ful} 
load may be adjusted by simply moving the core of the ale- 
noids which shunt the stator winding. 

Another service is the regulation of an induction motor 
driving a ventilating fan, the torque of which is definite at 

This type of equipment may be built for any output. 

The Schrage type of motor combines an induction motor aud 
cascade-connected shunt commutator motor in one. 

Assume that the 3-phase primary winding of an induction 
motor 1s closed on itself, as would be the case in a continuous 
winding of the lap type; the tappings at which voltage would 
be impressed are 120° apart. The secondary winding on the 


rotor is shown as three separate phases by AA, BB, CC, 
in fig. 19. 

It has already been shown that to maintain a rotor speed 
lower than synchronism, there must be a counter electro- 
motive force supplied to the rotor phases of the same frequency 
and apposite In sense to the voltage induced in them by the 
slip of the rotor relative to the primary field. There is a very 
sünple and effective method of accomplishing this without an 
auxiliary machine, as will be clear from the following :— 

Let a stationary commutator be fitted to the stator winding, 
the junctions of the coils being connected to the Segments. Any 
pair of brushes pressing on the commutator will have a voltage 
between them the value of which depends on the angular 
separation or spacing. The frequency of the voltage depends 
en the speed of rotation of the main field relative to the 
brushes, and if the latter are stationary it will be the full 
primary frequency. If the brushes rotate with the same 
spacing in the same direction in space as the main field, the 


frequency obtained will be smaller, but the voltage will remaiv 


constant. Obviously then if the brushes are fixed relative to 
the rotor, and rotate with it, there will always be the same 
frequency between Шеш as is induced in the rotor phases, 
and the voltage may be varied at will according to the spacing 
By ensuring that the voltage obtained in this 1nanner between 
the pair of brushes 1s opposite 1р sense to that induced in one 
of the rotor phases by rocking the brushes bodily relative to 
the rotor and so altering the phase, the desired counter voltage 
for each phase is obtained. 

When the brushes of each pair are moved together во as to 
coincide there 1s no voltage between them, hence there can be 
no speed regulation, but incidentally the rotor phases are short- 
circuited, and the machine may therefore run as а simple 
induction motor with short-circuited secondary. Scparating 
the brushes produces a voltage and sets up a current which 
forces down the speed of the rotor until it is opposed by the 
slip voltage induced in the rotor. For each angle of separation 
of the brushes there is a definite speed. The machine has the 
ability to take load with very slight speed drop in precisety 
the same manner as an induction motor. А load torque retards 
the rotor, and the increased voltage induced exceeding the 
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counter voltage between the brushes sets up a secondary cur- 


rent which provides the necessary torque. | 

It will be observed that the secondary current flows in the 
same sense as the rotor voltage; the rotor is therefore giving 
up energy by conduction to the primary, to which there will 
be occasion to refer again. Reversing the position of the 
brushes is a natural extension of the operation, and the results 
produced are of fundamental importance. The voltage present 
hetween a pair of brushes is fixed by primary considerations, 
and is unalterable and uninfluenced by secondary voltages. 
By reversing the position of.the brushes, and therefore re- 
versing the sense of the voltage between them, the secondary 


voltage in the rotor phase is compelled to follow suit, and this 


necessitates that the rotor commence to rotate at a speed higher 
than synchronism. Under these conditions the torque-produc- 
ing current in the secondary is in the same sense as the 
primary voltage derived from the brushes. Energy is there- 
fore conducted from the primary to the secondary and con- 
verted to mechanical work. | 

It will be observed that the functions of the primary wind- 
ing are two-fold; first it induces voltage and transfers energy 
ihrough the medium of the main field to the secondary, after 
the inanner of an ordinary induction motor; eecondly, it acts 
аз an auto-transformer and frequency transformer, and thus 
transforms and returns power (which is delivered to it by the 
secondary] to the system when the motor runs below synchron- 
ous , and transforms and conducts additional power to the 
secondary when the motor runs above synchronous speed. The 
powef dealt with by the commutator and through the brushes 
is only due to the slip energy analogous to the power dealt 
with by a separate auxiliary shunt commutator motor. 

To sum up the action, it may be said that the power 
induced in the secondary on the induction-motor principle 
corresponds to the mechanical output at synchronous speed 
under the torque considered, and if the speed be less than 
synchronous the secondary power is in excess of that used u 
in the mechanical form, and the difference is conducted bac 
to the primary. where it is transformed and returned to the 
P is At speeds above synchronism the power induced in 
the secondary is less than the mechanical output, and the 
deficiency is made good by power conducted directly from the 
primary to the secondary. The electrical input therefore 
corresponds to the mechanical output, and the machine is 
highly efficient at all speeds. 

_ The amount of speed regulation above and below synchron- 
ism is limited only by the power factor of the secondary circuit. 
This must be kept high, otherwise the тше for а given 
current will suffer. The power factor depends solely on the 
ratio of resistance to reactance; and the reactance is low so 
^ long as the frequency is low. Оп a 50-ycle circuit a slip 
frequency of 25 cycles above and below synchronism gives 
speed limits in the ratio of 50+25 : 50—25, namely 3 to 1, and 
for circuits with & lower frequency than 50 cycles per second 


. | the speed range is increased. 


1 C —ũ 


Reference has hitherto been made to a purely hypothetical 
machine since it is quite impossible practically to alter the 
о of brushes which are rotating in space. To utilise the 

ea, the primary and secondary must be inverted, the primary 
with its commutator must be wound on the rotating element, 
and the supply fed to fixed points on the winding through 
slip-rings, and the secondary must be wound on the stator as 
three separate phases after the manner of an induction motor, 
the terminals being connected to brush studs on two rockers 
ovable in opposite directions as shown in fig. 90. 

A still further modification is necessary in a practical 

| machine. А straightforward primary winding alter the 
wanner of a rotary converter armature would have con- 
siderably too high a voltage per segment for satisfactory 
operation with a normal supply voltage. Two distinct windings 
are therefore used in transformer relation, the one connected 
{о the commutator having few turns and carrying correspond- 
ingy higher eurrent, whilst the other may be star or delta 
wound and connected to the slip-rings. 
_ The practical limit of capacity for machines of this kind is 
in the neighbourhood of 70 H.P., and within this limit in the 
author's opinion it is the cheapest, simplest, and best variable- 
2 е а motor with a shunt characteristic yet 
evolved. 

The characteristics shown in fig. 21 are reproduced from the 

J. Z., four speed curves being given from the many obtain- 
able within the complete speed range. The machine is essen- 
„ tally one which gives an output proportional to the speed, as 
| may be readily deduced from its action above and below syn- 
' chronism. | 

The motor is specially suited for driving machine tools. 


pumps, fans, blowers, paper-making machinery, and printing 
Presses, 


DISCUSSION. 


Dr. С. Kapp said the author had earned the thanks of the 
Institution for having brought a subject before it which had 
en neglected too long. To persons conversant with vector dia- 
1 those given by the author were quite intelligible; and 
il they were dealing with seynchronous machinery no more 
sould he required, for they had grown accustomed to tad 
T the vector diagram the physical meanings represented by 

different lines and angles. This physical meaning was 
owever not so obvious in the diagrams representing com- 
mutator machines: he had found it useful for the under- 
standing of treatises on commutator machinery to supple- 
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ment the ordinary vector, or time, diagram by what was 
known as a space diagram. The distinction was that in a 
time diagram the vectors retained their lengths, but altered 
their positions, whilst in the space diagram the vectors re- 
tained their angular positions but altered their signs and 
lengths. The conventions he suggested were as follows, as- 
suming all machines to be of the two-pole form:— 

Sense of progression in the winding.—Stator and rotor are 
supposed to be wound in such way that a current passing 
in at one end and out at the other terminal (or brush) will 
produce a flux across the diameter in the same sense. In 
other words the exit terminal becomes a N pole. The flux 
produced is represented by a line parallel to the diameter of 
the winding. ‘lhe length of the line represents the crest value 
of the flux. The direction of the flux is represented by an 
open arrow head. A little.circle is to be placed at the other 
end of the line to show that it is a flux vector. The angular 
position of each flux vector does not vary, but where two 
or more fluxes are combined the angular position of the re- 
sultant flux vector changes. In other words the resultant 
flux vector rotates also in a space diagram. , | 

Sense of rotation.—The time vectors rotate counter-clock- 
wise. To make the resultant flux vector also rotate counter- 
clockwise in the space diagram the marking of the stator 
poles must be in a clockwise sequence. | 

Direction of EMF.—The direction of the EMF. induced in the 
rotor is obtained by revolving the flux vector through 90 
degrees. The EMF. vector is represented by a line with open 
arrow head. | 

Current vector.—This is represented by a line with a closed 
arrow head. Its direction is given by the terminal diameter, 
its length and sign (whether to one side or the opposite side: 
are read off the time diagram. 

Direction of torque. nsider the current vector ns a lever, 
pivoted at its tail and weighted at its head with the fiel 
flux, then the direction in which the lever turns is the dire:- 
tion in which torque is exerted. 


TIME DIAGRAMS. 


SPACE DIAGBAMS. 


O———————À» Fix — — EME. em Curr 


The DOOR of these conventional rules is shown in the 
figures. The motor is supposed to be provided with a com- 
pensating winding so that no flux is produced by the arma- 
ture current and the only flux vector appearing in the space 
diagram on the right is that due to the stator coils A B C. 
The figure on the left shows the phase position. It is chosen 
for the inoment that the current in A bas positive crest value. 
The direction of current in the space diagram is shown by the 
arrows placed to the field coils A B C and the resultant 
flux 1s shown across the armature by the vertical flux arrow. 
The brushes are placed at right angles to the coil axes and 
the resultant current through the armature is represented 
b: the horizontal vector passing across the flux vector at 
right angles. This produces torque as shown by the curved 
arrow. The motion resulting from this torque produces the 
induced EMF. the space vector of which is also drawn at right 
angles across the flux vector, but with the arrow head on the 
left. Since an arrow head on the right of the current vector 
means a positive value (the current having positive crest 
value at the time) the space vector of the EMF. must be 
considered to be negative and in the time diagram the EMF. 
vector must be drawn in line with the current vector, but in 
the opposite direction. There is thus obtained for the A 
phase the very simple time diagram shown to the left of the 
space diagram. It consists of the current vector 1A and the 
vector of induced EMF. eA in exact opposition; which is the 
condition for the working of the machine as a motor. To 
supply the motor with current we must impress an EMF. 
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which has one component equal but opposite to eA; further 
а co-phasal component to cover losses and finally a component 
leading by 90 degrees to balance ЕМЕ. of selt-induction. A 
motor with the brushes exactly at right angles to the respec- 
He field axes can therefore not work with unity power 
actor. 

Assuming the brushes to be shifted forward by an angle 9 
as shown ın the lower figure, the flux and EMF. vectors re- 
main in the space diagram as they were, for these quantities 
depend on the position of the stator coils and these have not 
been altered. ‘Lhe only thing that has been altered is the 
direction of the current vector. It crosses the flux line st 
an angle which is by 9 smaller than the previous right angle. 
There is this phase difference between current and indueed 
EMF., and that is ehown in the time diagram by the two 
vectors being no longer in line but enclosing the angle 180 0. 
The torque has been decreased in the ratio of 1 to cos 9, but 
a leading component eA віп has now been introduced and 
can be made to balance the EMF. of self-induction. The 
latter depends on the current and is independent of the 
speed; the leading component eA sin 0 depends on strength 
of flux (therefore current) brush position and speed. It will 
thus be seen that only above a certain speed and load can 
the motor work with unity power factor and that by suit- 
able choice of load, brush angle and speed the machine, 
whilst taking power from the line, can at the same time 
inject a leading current into the line so as to make up for 
the bad power factor of some other motor connected to the 
same line. If the brush angle be increased to 90 degrees the 
torque vanishes and the machine must be driven by external 
power. It then acts in the same way as a svatic condenser. 

Dr. M. L. Kann, whilst agreeing that the Latour motor 
might not be quite so good as some later machines, said 
that if was nevertheless a much better machine than the 
author stated. The first patent ever taken out on this type 
of machine was applied for in this country by one named 
Wilson, and consequently the machine was an English in- 
vention. 

Mr. W. J. LARKE stated that the commutator difficulty was 
not the bogey that people imagined. The ordinary objection 
was inherited fr experiences with D.C. machines and not 
experienced in practice with a.c. commutator machines. He 
also emphasized the advantages obtained from slip regulation. 

Dr. A. H. RAILING remarked on the commercial advantages 
of three-phase commutator machines, and pointed out that 
when this type of machine reached a higher state of perfec- 
tion the competition from the D.c. machines would disappear. 

[Оп p. 245, through an accident whilst in the prese, figs. 
3 and 4 were inverted both in order and in position.—Ebs. ] 


WORKERS’ EARNINGS AND THE WAR. 


By “COMMERCIAL.” 


If any proof were needed, the recent debate in the House of 
Commons indicated plainly that since the war began the prices 
of the necessaries of life have gone up considerably. As to the 
question of the temporary or permanent nature of such in- 
creases, for at any rate the period of the war, we are invited 
to wait and see. One can only trust that the waiting part 
of the arrangement will not be unduly prolonged, if only for 
the sake of the unfortunates upon whom high prices act most 
harshly, and that the seeing part of 1t will be as satisfactory 
as may be. We have had soine experience of the consequences 
attendant upon a shortage of coal. From the industrial point 
of view deur coal, or no coal at all, may mean a measure of 
equal disaster. For domestic supplies 16 is indispensable to 
some, and nearly so to most people, but the approach of 
warmer weather will, if nothing else does, perhaps tend to 
lower prices. l'ood is, however, quite a different proposition, 
and we await with much interest the further investigation and 
discussion of this question, and the resultant Government 
action or inaction in the matter. We do know certainly that 
prices reached an artificial figure at the coming of the war, 
and people who were foolish enough, paid in some cases fancy 
prices for such an article as flour. Amid the confused array 
of arguments brought forward at the present time, bearing 
upon the increased cost of food, one cannot be dogmatic either 
in one direction or the other. It may be well to ponder rather 
on the question that concerns our power to buy food at the 
present prices. Will our wages, or salaries as workers, be 
able to stand the strain if present conditions remain, or per- 
haps grow worse? ‘There are one or two indications about of 
some more or less ill-defined unrest, and, with no desire to 
be pessimistic, the evils of dear food might well cause such 
unrest to manifest itself in a most serious manner. In certain 
quarters industry booms, and work is better than has ever been 
known. The trades so affected are too well known to reiterate 
here, but labourers draw the wages of skilled artisans, and 
the latter twice the amount of their usual earnings, if not 
more. Electrical firms are sharing in this happy state of plenti- 
ful orders, doing day and night and Sunday work. Government 
orders are largely resnonsible for this, but the absence of the 
usnal German supplies is another factor in the situation. 
Orders are pouring into this country from the neutral 
European nations, which cannot in some instances be filled 
for some tiine. K is not merely that Norway or Holland is 


ordering more than in other years. They are ordering material 
which is rarely, Or never, in the normal run, obtained trom 
anywhere save Germany. beyond this, as сап De seen trum 
the pages of the ELECTRICAL NKE VIEW, the Colonies are doing 
their snare, and signs are not wanting that they will man- 
tain it atter the war. 

Outside the ranks of those firms who are thus fully em- 
ployed there seems to be no serious slackness, and the absence 
of the hundreds of thousands of Kitchener's soldiers has doubt- 
less relieved the labour market, where such slackness may 
have occurred. In some places, notably at our great ports, 
labour is very scarce, and presumably is worth more money 
to-day than usual. All this is to the good, but so far it only 
concerns those who are paid by the piece or the hour. Salaried 
workers are not having such a satisfactory time in some cases. 
In the first case certain firins took steps, immediately upon 
the outbreak of war, to reduce their staff wages. Тһе redu- 
tions so made varied upon a sliding scale arrangement from 10 
per cent. for the lowest, to 334 per cent. for the highest paid 
of their employés. We make no remark upon the advisability 
or justice of such an arrangement, but merely mention the 
fact. These employés are now under the neceseity of paying 
inore for the maintenance of themeelves and their dependent, 
if they have any, upon a eeriously lessened income. It is not 
difficult to imagine the consequences of a 20 per cent. less 
income having to face a 25 per cent. rise in the cost of life's 
necessaries. At the best, salaries in the electrical world are, 
for several excellent reasons, generally no better than in other 
spheres of industrial activity, and in some departments of 
electrical work, to judge from certain evidence, they are occa- 
sionally worse. Some there are who predict that a slump 
will follow in the wake of the war. "That is at least possible, 
if not probable. Now that slump will be the rainy day to- 
wards which the present boom ought to contribute something 
in the shape of a reserve. If, therefore, prices are to keep up 
their tendency, the staff wage should go up now. The worker 
receiving double money can pay 25 per cent. more for food 
and still save something, but the salaried man at a fixed, or 
reduced, rate is, as the Americans say, up against it. He has 
to accept the rush and overtime, which are at least partly 
occasioned by the needs of his country's Government for war 
materials; he has to pay the extra prices which prevail, but 
he has nothing extra as a set-off or recompense for either of 
these. The welfare of the staff workers is at least of equal 
importance to that of the other workmen, and yet just at the 
moment this seems to be accorded lees recognition than it 
might receive. ji | | 

As outlined above, this is the position of affairs with regard 
to the pay of the various workers at the moment. Generally 
speaking, the situation may be said to be quite as good a 
might have been anticipated under the abnormal circumstances 
which have prevailed since August last. Things are undoubt 
edly looking better for electrical people generally than they 
were twelve months ago. Further than that we cannot go, 
and the only course possible for à month or two seems to be to 
adopt the waiting and seeing arrangement to which reference 
has already been made. 


CORRESPONDENCE. 


Letters received by us after b P M. ON TUESDAY cannot appear unit 
the following week. Correspondents should forward their com тия 
cations at the earliest possible moment, No letter can be published 
unless we hare the writer's name and address in our possession, 


Modern Wiring. 


May I correct a reference on page 267 of your current issue? 
It is in the abstract of my paper on wiring and was due to 
the omission of a line in my typewritten copy. The sentence 
refers to the new system of concentrated cab-tire cable and 
should read as follows :— 

“On a concentric conductor having a core of 3/22 S.W.G. 
and an external conductor of 36/30 S. W. G., the insulation re 
sistance between the two wires was 1,700 megohms per mile, 


' and the insulation resistance between the external wire а 


earth was 52 megohins per mile. This latter was the insulation 
resistance given by the impregnated tape plus the cab-üre 
sheathing.” | 

As mentioned in my paper the cab-tire is not designed to 
give high insulation. Its good points are that it maintains 
well its initial degree of insulation. I$ gives, by ite damp- 
resisting quality, more permanent value to any supplementary 
insulation beneath it; and it is a most excellent chemical 
protection to the whole cable. It is the latter qualities alone 
that are emphased by the makers of the cable. Yet, con- 
sidered as a conduit, 1t has the inestimable advantage that no 
rush of current or even harinful leakage to earth can occur 
throughout its length. It is for these reasons that in its 
concentric form, it may be recommended, in combination 
with proofed tape or other light insulation beneath it, for 
use where the external conductor thus protected is normally 
at approximately earth potential. These conditions obtain 
where the external conductor is connected to the earthed 
mid-wire of a three-wire supply. Even in a two-wire system 
one side may be often usefully permitted to remain with 
only a moderate degree of insulation аре difference from eart’? 
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рки in such а case the cab-tire sheathing with its un- 
erlying reinforcement suffices to reduce stray currents to 


negligible dimensions. | 
Donald Smeaton Munro. 
Edinburgh, February 90th, 1915. 


[That there was an omission was obvious in the proofs, 
when going to press, but having no means of remedying it, 
we printed the matter exactly as received.—Eps. ELEO. Rev.) 


A. C. and D.C. for Lighting. / 


I must thank Mr. Fewler for the detailed manner in which 
= has rephed to the points raised in wy letter of recent 
ie 


1 am afraid that Mr. Fowler has misunderstood me in 
several cases, as shown for instance, by his remarks with regard 
to three-phase and direct current distribution boxes. For а 
given number of pointe, whatever the system of supply 
sdopted, 1 cannot see that, allowing one fuse per point, the 
1190 5 of fuses, and hence, presumably the size of the box, 
will vary. | 

Again, it is surely not often that a three-phase distribution 
panel is used for lighting circuits? Is it not the best way to 
use a three-pole main switch with three single phase double- 
wound transformers, if the size of the installation warrants 
the use of more than single-phase distributien? | 

I regret that the wording of my letter with regard to 

earth return also conveyed a wrong impression—granted 
an earthed return, electrolytic action due to leakage current 
is still more likely to occur on D.c. than on А.С. circuits. 
. Mr. Fowler has overlooked the word branch when read- 
ing my remarks with regard to cables. By branch cables, I 
intended to imply the cables le.ding out of the distribution 
box, and not the main cables. It is usual to place the trans- 
former close to the distribution box, in order to take care 
of this point. 

I still maintain that Mr. Fowler is mistaken in his remarks 
about the diameter of the filament in wire lamps. If he will 
follow out the reasoning as follows, he will, I am sure, agree 
with me that his statement was made in error. The total 
Жукка Peer Ms out by any lamp is the product of the 
intrinsic brilliancy " and the area of the filament. Assum- 
ing that the diameter of the wire remains constant, the 
length of wire for a given candle-power, at a standard intrin- 
sic brilliancy, must be a fixed value. : 

. As the low-voltage lamp must obviously have & lower re- 
sistante than the high voltage lamp, the above conditions 
are поё fulfilled as, in order to give the standard intrinsic 

riliancy for a reduced voltage, either the length of wire 
must be decreased, or the diameter increased. The first alter- 


native 1 a lower total candle-power, the second (within 
certain limits) giving the correct result. 
Perhaps Mr. Fowler has been told that the diameter of 


say 3 40-Watt filament for а 250 volts supply is the same 
as for a 220 volte supply. This is, I believe correct, but it 
does not extend to such a wide range as that mentioned by 
Mr. Fowler. 

In conclusion, I would like to say that my remarks were 
primarily concerned with indoor lighting, and not with “ tem- 
porary work," and that by general handiness,” I endea- 
voured to express my opinion that A.C. supply was more 
adaptable than D.C. to varying conditions ind requirements 
as they occur in lighting practice. 


Monkseaton, February 18th, 1915. 


C. A. Hall. 


High and Low Voltage Metal-Filament Lamps. 


Referring to the letter of Mr. Henry Fowler, electrician-in- 
charge, Liverpool, in iu issue of the 12th February, in refer- 
ence to A.C. versus D.C. for lighting, it seems very strange 
that a man who occupies a position of electrician-in-charge 
should be led into making such mistaken statements as he does 
on the question of the filament diameters of high and low volt 
lamps. He appears to be doubtful whether there is any differ- 
ence between the filament diameter of a 110-volt lamp and that 
of a 220-volt lamp. 

It would seem as if the simple application of the well-known 
eleetrical laws of resistance would indicate to him at once that 
the filament of a given candle-power lamp in 290 volts must 
be considerably smaller—a proportion of about one-half of the 
diameter of the same candle-power lamp in 110 volts. He 
ought to further understand that candle-power із not a matter 
of thickness of filament, but a matter of filament ‘surface for 
any given material and temperature (or efficiency) at which it 
operates. Nela 

еш, 


Consulting © Engineers.“ 


In reply to Delta, I should prefer a consulting engineer“ 
who knows he knows nothing, shuts his mouth, and leaves 
himself in the hands of a few good firms, to one who ap- 
parently has never heard of apparatus which has been in 
genera] use for many years, and which is actually installed in 

з Jobs (directly after the term of maintenance is passed) 
by ibe man who does not want commission so much as reet 
at night. 

We still have installed 20 voltmeters in parallel on the same 


bus bar, lead-covered cables behind switchboards, and net- 
works which are linked up solid, switches on every lamp-post. 
and distributors on one side only of busy streets, insuncient. 
‘and badly arranged plant and no provision for extension, 
together with all the little drawbacks so well known and 
шертин from the standard specification made to suit every 
job. 
How many consulting engineers could run and manage 
the jobs which they cause to be installed? 

The fact of the matter is that no mar should be allowed te 
practise as a cone na engineer unless he hae passed through 
the proper training and quite stiff examinations, and the para- 
sites referred to above would then be got rid of. N 

| pna. 


Half-Watt Lamp Fittings. 


We were very interested in the article on Half-Watt Lam 
Fittings by Research in your issue for February 12th. The- 
question of the proper use of half-watt lamps is a very im- 
portant one. The publication of the article referred to should. 
be very useful to users of these lamps. We have had instances 
brought to our attention where the use of half-watt lamps in. 
badly designed fittings has resulted in cracking the globes of 
the fitting and general unsatisfactory working. It must be 
appreciated that the very best results can only be obtained. 
from half-watt lamps if they are properly installed in well. 
ventilated fittings. It is not sufficient to put them into any 
type of lantern, the only ventilation of which is a hole in the 
bottom of the glass globe. The heat from the half-watt lamps. 
necessitates considerably more efficient ventilation than this, 
and lamp users are urged to select only fittings made by those 
manufacturers who have a full appreciation of the necessities. 
of the case 

Research is correct when he states that probably the 
best results obtained with half-watt lamps are obtainable with. 
the indirect lighting system. This company’s indirect lighting. 
fittings have been used in а number of cases, and the resultant 
illumination is wonderfully agreeable, attractive and effective. 

In the last paragraph of the article your contributor men- 
tions the need for an adjustable lamp-holder. It may interest 
him and your readers to know that such an adjustable lamp- 
holder for half-watt lamps is illustrated and described in our 
price list of weatherproof fittings, etc., for half-watt lamps. 


The British Thomson-Houston Co., Ltd 
London, E.O., February 16th, 1915. ! 


Trouble with Oll. 


A 1,000-kw. set, D.C., driven by a Belliss & Morcom engine, 
is giving considerable trouble throwing oil. An oil baffle is. 
fitted on the tail bearing, making a tight job so that no oil 
can possibly get through the р ок end of the machine, 
and while the shaft is quite dry, oil is found in considerable 


quantities inside the commutator, and thrown up through the 


armature windings. The conclusion come to is that the oil. 
із carried in in the form of vapour from the engine, and 
condensed inside the machine. Have any of your readers 
had trouble of this sort? and what steps have been taken to . 


get over it? 
| Er quirer. 


Electrical Patents owned by Alien Enemies. . 


In the list under the above heading on page 271 of pur 
issue of to-day's date, I notice that patent No. 18786 of H. 
Bremer, Neheim / Rhine, electric lampe, is included. This. 
atent is not owned by an alien enemy but the British 
estinghouse Electric and Manufacturing Co., Ltd., of this 
address, having been assigned to them in the year 1906. 
It is somewhat astonishing to find such a glaring error in. 
& list of this nature as the patent'in question is one of some 
notoriety, having been the subject of two actions of infringe- 
ment in which the British Westinghouse Company were the- 
successful plaintiffs. These actions attracted at the time & 
considerable amount of attention in the electrical world. 


The Westinghouse Patent Bureau. 
(A. 8 CACHEMAILLE, Joint Manager.) 
London, W.C., February 19th, 1915. 


In the list of British patents originally owned by residents: 
in enemy countries which appeared in your issue of 19th 
February, we inadvertently omitted to point out that sub- 


sequent assignments, recorded or otherwise, of the patent 


rights may have been effected, and that the official register 
should be consulted. | | 

Mr. A. 8. Cachemaille, C.P.A., informs us that the patent 
of Bremer No. 18786 of 1902 has been assigned to Messrs. 
The British Westinghouse Electric and Manufacturing Co., 
Ltd., and requests us to make this known, which we have 


much pleasure in doing. 
W Р, Thompson & Co. 
London, W.C., February 22nd, 1915. 
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A Quarter-Turn Coupling. 


In your issue of February 19th of the ELECTRICAL REVIEW, 
on page 248 you describe a quarter-turn rod coupling ''in- 
vented ” by a Chicago engineer to replace a noisy bevel gear 
drive on a pump. 

It may interest you to know that there is in the engineering 
department of the University of Leeds a small model of this 
coupling. This model was there when I entered the University 
over five years ago, and consequently the arrangement can- 


not be considered new. Arthur Rawling. 
London, E., February 20th, 1915. 


Salaries of Junior Engineers. 


In reply to “ Driver” regarding the salaries and knowledge 
of some of these engineers, it is simply preposterous that a 
great number of these wasters, who, as Driver’’ says, know 
nothing, get the chief post. I entirely agree with all that 
" Driver" says, by my own experience, which is long and 
varied. For instance, a year ago Í went to a place where there 
were two large suction gas engines, and electrical plant on 
an elaborate system. At this place the engineer in charge 
happened to be no more than a common labourer. ‘The 
whole installation had to be remodelled. I never saw such 
a state of affairs; everything had been abused to the utmost; 
in fact, it was in such a state that I refused to do the repairs 
till experts had seen it. The firm came that put it down, 
next came two more good men, and the architect, and they 
all agreed with me that the man was not efficient, yet the 
firm who put the plant down, supplied this '' chief engineer," 
at a good salary. I was asked to put the whole thing into 
good working order, which took five months. The job had 
only been put down two years, yet it ran into hundreds 
of pounds to repair the damage done by an incompetent 
engineer, or shall I say a novice? hope I never have 
another job like 1t; the damage done, if I were to describe 
it, would fill a small book. After the job was finished I left 
it to the satisfaction of all parties concerned, and I believe 
that the “engineer” had the order to quit, and time too. I 
myself was pushed out of a job to let the waster in. 


Old Reader. 


In reply to your correspondent '' Driver," might one inquire 
how many years ago the cases he quotes took place? For 
we all know central stations were in a very slack condition 
15 years ago. Also we may presume from Driver's de- 
scription of the station, that the engineer-in-charge was re- 
ceiving the magnificent salary of 258. per week, and had 
probably come straight from a technical college, so the officials 
who engaged him, undoubtedly deserved the results, and 
then Driver“ asks: what kind of engineers-in charge do 
vou call these? Duds, and we frankly admit it, for they 
ack experience; but there are ‘‘duds’’ in all grades of the 
stagon from the volt boy to the chief, including drivers.“ 
I quite agree with "Driver" when he says that all these 
trcubles could have been prevented if they had had an ex- 
perienced engineer, but can you expect an experienced en- 
gineer for the paltry salaries we see advertised in the ELEc- 
TRICAL REVIEW'S situation vacant columns for engineers-in- 
charge? Last, but not least, I really cannot imagine the 
average driver, or stoker, working out indicator diagrams, 
CO, and water recorder charts, boiler and coal tests, etc., 
or even the volt boy’s daily load curve; they are usually more 
efficient at calculating the correct weight for a mile handicap 
or how much there is to come from a “tanner” each way 
on а six to four on chance. Not that I wish to cast a slur on 
drivers or stokers, for I have always found them very good 
men at their jobs, so if you have got on in the world, 

Driver," my advice is, don't let your brains run away with 
your pen. | 
Honi soit qui mal y pense. 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Cempiled expressly for this journal by Messrs. W. P. TnuowrsoN & Co., 
Electrica! Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


1.973. *' Electro-optical cells." C. SmiLLE. February 8th, 
February 6th, 1914. Germany.) (Complete.) 

1.995. Means for setting selecting-devices by electric current impulses." 
= none Sth February. (Siemens & Halske Akt. Ges., Germany.) (Com— 
plete. 

1.997. Telegraph machines.” L. M. Ports. February 8th. (Complete.) 
„2.00%. “Lamps for use with gas, electric, or other lights.“ J. A. CHELL. 
February 8th. 

2,008. “ Magnetic case for bomb." W. J. Decssury. 
‚2.012. “ Electrically-heated bodies." T. 
February Rth. 


2,014. '' Electric control apparatus.” А. Н. Curtis & IGranic ELECTRIC Co., 
Ltd. February 8th, 


(Convention date, 


February 8th. 
КіккІАХОо & T. J. R. Kiernan. 


2,020, “ Manufacture of neon vacuum tubes," G. CLAUDE. February 8th. 
(Convention date, February 12th, 1914. France.) (Complete.) 
2,036. “ Portable dry-battery electric torches." M. H. GOLDSTONE. 


February 9th. 


2.045. “ Electric accumulators.” J. P. Hawortn. 
А put. Electrical transmitter diaphragms.” 
91h. 


February 9th. 


B. A. Pitkincton, February 


2.060. Means for and methods of changing the frequency of alternating 
electric currents." A. M. TAvLOoR. February 9th. (Divided application on 
15,729/13. February 9th, 1914.) (Complete.) 

2,076. '' Wireless aerial elevator." С. TuckrigLD & W. С. ve Forces Gar- 
LAND. February 9th. 

2.078. Coin-freed electric illuminating- apparatus.“ 
as L. Stites, and A. H. F. Pern. February 9th. 
2.093. Amplifiers of electrical energy." 
(Western Electric Co., United States.) 

(Complete. 

2.130. Gas and electric light protector.” 
Licntinc Co., & W. Номт. February 10th. 

2,182. '' Automatic electrical fuse-replacer." М. Terry. February 10th. 

2,144. '' Process for the manufacture of metallic strips and ribbons br 
electrolytic means." S. O. CowPER-CoLEss. February 10th. 

2.145. Electro-deposition of alloys." S. O. CowPER-COLES. February 10th. 

2,148. '' Telephone apparatus." W. Martin. February 10th. (Kelly M. 
Turner, Jamaica.) (Complete.) s 

2,163. '' System of telegraphy.” E. C. R. MARKS. 
Foreign Co. United States.) (Complete.) 

2,164. “Telegraphic apparatus." E. C. R. Marks. February 10th. (Delany 
Foreign Co. United States.) (Complete.) 

2.180. Switch panels." IcRANIC ELECTRiC Co., Ltd. February 10th. (Cutler. 
Hammer Manufacturing Co., United States.) (Complete.) 

2,224. ‘Incandescent electric lamps." W. Носсетт. February lith. 

2,236. '' Electric pedal switches." R. BoscH (Firm of). February II 
(Convention date, July 29th, 1914. Germany.) (Complete.) 

2.248. Electric welding." E. I. Heinsonn. February llth. (Convention 
date, February 21st, 1914. United States.) (Complete.) 

2,250. Convertible electric fire." E. A. WEICH. February 12th. 

2.259. Means for and method of increasing the current-carrying capacity of 
cables carrying alternating or direct currents." А. M. TAvLoR. February 19%. 

2.289. Means for gripping electric cables and the like." W. T. Hxirrs 
TELEGRAPH Works Co., Ltd., & Н. SavacE. February 12th. 

2,312. “ Electrical heating-apparatus." А. Е. Berry. February 12th. 

2.324. Electric ceiling-roses and the like fittings." M. J. Raro & T. 
February 13th. | 

2,328. '' Electric switches or devices for making or breaking electric con- 
tacts.” F. Н. Humpureys, B. A. Quint, & E. J. Fett. February 13th. 

2.329. Controlling polyphase electric motors." В. С. Lamme. February 
13th. (Convention date, February 95th. United States.) (Complete.) 

2,337. “ Insulation testing devices for electric lighting and power installa- 
tions," R. Н. Соор. February 13th. 

2,341. “ Generation of electrical energy." С. C. PiLLIiNGER. February 131. 

2.343. Telegraph or like systems and apparatus therefor.” Avtownc 
TELEPHONE MANUFACTURING Co., Ltd., & S. R. Ѕмітн. February 13th. 

2,344. ''Bonding connector for bonding the armouring of cables." C. J. 
Braver & E. A. CLAREMONT. February 13th. 

2.349. Method of establishing a voltaic arc between electrodes not in con- 
tact," F. C. Ucar. February 13th. (Complete.) 


Н. E. Stes, knoar 


WESTERN ELECTRIC Co., Ltd. 
February 9th. (Addition to 275/151 


С. HOBBINS, trading as ус. 


February 10th. (Delany 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. THompson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


2013. 


8,361. CHanceaBLE Sicns. С. E. Wertheimer & "^l Process ani 
Radiant Sign Co. November 10th. (November 10th, 1913. 

19,875. APPARATUS FOR RECORDING THE CONTROL AND WORKING OF MACHINES 
BY THEIR OPERATIVES AND THE LIKE. W. C. Johnson. September 2nd. 

96,082. CONTROLLING-APPARATUS FOR MoronR-CARS. Lancia & Co. November 
13th. (July 5th, 1913.) 

26,855. ELECTRICALLY -CONTROLLED RarLway ВОСК SIGNALLING AND APPARATLS 
THEREFOR. Р. Browne. November 22nd. 

26.897. PROPULSION OF AERIAL OR WATER VEHICLES. J. Macinante. November 
22nd. 

27,174. PROrORTIONAL Flow Метев. W. J. Mellersh-Jackson (Cutler Hammer 
Manufacturing Co.). November 25th. 

28,491. HOLDERS ғов ELECTRIC INCANDESCENT Lamps. R. Doi. December 9t. 

29,756. ELECTRIC CaBLES. J. F. Watson, & Callenders Cable & Construction 
Co. December 24th. (Cognate applications, 1850/14 and 8828/14.) 

29.757. MANUFACTURE OF ELECTRIC CaBLES. J. F. Watson, & Callenders Cab 
& Construction Co. December 24th. (Cognate application, 1851/14.) 

29,759. ELECTRIC RAILwwAVY Systems. K. E. Stuart. December 24th. 


| 1914. 


1,613. PUMPING AND SPRAYING APPARATUS РОК CLEANING A VARIETY OF ARTICLES. 
W. Routledge. January 21st. 

1,759. Raitway SicsaLLING. C. M. Jacobs. January 22nd. 
cation, 3966/14.) 

1,776. INDICATORS OR ALARUMS FOR DENOTING THE WATER LEVELS M Stix 
AND OTHER Bowers. F. A. Young. January 22nd. 

1,877. ALTERNATING CURRENT ELECTRICAL INSTRUMENTS OF THE Movie Coll 
Tyre. R. D. Gifford, & Nalder Brothers & Thompson, Ltd. January 23rd. 

1,970. TELEPHONE SvSrEMS. Automatic Telephone Manufacturing Co., and 
A. B. Sperry. January 24th. 

9,063. Ex.ectric Battery Lamps. F. J. Turquand. January 26th. 

9.598. Venicunar ELECTRIC LicHTiNG Systems. L. Renault. January 300. 
(February 15th, 1913.) А 

2,679. METHODS оғ CONTROLLING Distant APPARATUS BY HERTZIAN Waves 
J. Н. Hammond, Junr. February 2nd. (Addition to 13,310/13.) 

2.713. Grose HoLbrRS кок ELECTRIC, Gas, AND OTHER Lamps, J. А. Shar. 
February 2nd. 

2.740. METHOD or Propucinc ELECTRIC Impuisive Discuarces, R. C. Gal 
leui. February 2nd. 

2.746. ExPkDITING AND SAFEGUARDING RaiLway TraFric. Н. А. Thompson. 
February 2nd. 

2.827. ELEcTRIC Trais Liciutixnc, VENTILATING, AND HEATING SysTEuS AND 
THE LIKE. J. Stone & Co., & A. Н. Darker, February 3rd. 

3.359. MACHINE TELEPHONE-SWITCHING SySTEMS. Western Electric Co. (Е. T. 
Woodward, acting for Western Electric Co.). February 9th. 

7.241. SIGNALLING APPARATUS, MORE ESPECIALLY FOR USR IN COLLIERIES. Jobo 
Davis & Son (Derby). Ltd., & W. Н. Davis. March 23rd. 

8.204. MEANS ок APPARATUS FoR TESTING Ecos. W. Walker. April Ist. 

8.407. "TUNE INDICATORS FOR AUTOMATIC PIANOS AND LIKE INSTRUMENTS. S.G. 
Smith. April 3rd. : 

9,003. ALTERNATING CURRENT ELFCTROMAGNETS. Waygood-Otis, Ltd., Н. Р. 
Amphlett, & Н. C. Wi!ker.. April 9th. 

15,380. Srarkinc PLUG. Soc. Carpentier, Bal., et Cie. June 26th. (Januar? 
22nd, 1914.) 

18.829. ELECTRICAL STARTING-MECHANISM FOR INTERNAL-COMBUSTION | ENGINES 
Е. Н. Royce & Rolls-Royce, Ltd. August 19th. 

20.796.  Erectric Switcues. F. B. Holt & H. Smith. October 9th. (Divide 
application оп 25,833/13. May 11th, 1914.) 

20.958. Automatic Enecteie Freser. O. Johnson. October 14th. 

33,594. CONTROLLING-SYSTEM For ELS Motors. G. R. Radley. December 
Oth. (Divided application on 1975/14. January 26th.) 


(Cognate appli- 
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THE EDUCATION 
OF THE ENGINEERING WORKER. 


OUR own columns, as well as those of contemporaries and 
the proceedings of scientific societies, testify to the perennial 
interest which is excited by the subject of the training of 
engineers. The kindred topic, that of training for the 
industrial side of engineering, has not hitherto received the 
same amount of attention. 

There are s2veral reasons ‘for this. Possibly the one 
which is most responsible is that those who consider the 
subject, and express views upon it, are themselves engi- 
neers, and not artisans. This is very likely a subconscious 
reason, but it is certainly true that many men first begin to 
think on the subject after this style: How could I have been 
better trained to do the work I have been called upon to do 
since I left college? What course would I adopt if I had 
to do it all over again, knowing what I now know of the 
conditions obtaining in real business?” Then the man 
who went to college first thinks he might have learnt disci- 
pline and application if he had only had a year in the works 
first; on the other hand, the man who went to the works 
first thinks he would have known a great deal more of the 
working of machines, of the nature of processes, and of 
what goes on generally in the shops, if he had had some 
technical training first. 

A paper read before the Manchester Local Section of the 
Institution of Electrica! Engineers, on Tuesday, February 
23rd, by Mr. A. P. M. Fleming, represente, we believe, 
the first attempt to bring this matter before our Insti- 
tution as a body. We give elsewhere an abstract of this 
paper, which, ably compiled and presented to the meeting 
in an attractive manner, evoked an interesting and, we 
think, an important discussion. 

Two further possible reasons for the neglect of the sub- 
ject of the training of those who will work at the bench 
all their lives were brought out in the discussion : one, 
that there are so many more to deal with, and they have, 
asa general rule, less money and less time available for 


‘spending upon their education ; the other, that undoubtedly 


skilled direction is the first essential, because it can fre- 
quently get good results even out of imperfectly-trained 
men, though not at, the highest rate of efficiency. 

Like everyone else who has handled the problem, Mr. 
Fleming finds that boys leave school in a very incompletely 


educated state. The necessity for imparting general in- 


struction, as outlined in his paper, and as revealed in the 


apprenticeship rules of large firms of engineers and ship- 
builders, and railway companies, should not exist. It is 
only of recent years that teaching, or to use the inhar- 
monious title which has been bestowed upon it by those in 
authority, pedagogy, has itself become a subject of Univer- 
sity rank. We believe that elementary subjecta, or, as Mr. 
Peck would say, fundamental principles, are nowadays put 
before children in a far more attractive manner than was 
formerly the case. Children of school age are at the most 
impressionable period of their lives, and they can, and do, 
remember those things which attract their interest and 


‘appeal to their imagination. 


The use of the scientific imagination may lead us into 
strange errors at times, but it is only by ite aid that we are 
redeemed from being unable to see the wood for the trees. 
The imagination must be cultivated, and in this connection 
we may refer our readers to a recent issue of the General 
Electric Review, containing an article describing the 
apprentice вувіеш at the works of the General Electric Co. 
of America, at West Lynn, Massachusetts. The demands 
of theory upon the imagination are found to be best brought 


1209] C 


Ll — Fe Ae 


5 Н — ͤ —— а о 


310 -= THE ELECTRICAL EE VIEW. [vol. 76. No. 1,945, Мавон 5, 1915. 


home to the mind of the young man by concrete represen- 
tation of the different truths which are taught him. 

The absence of proper co-ordination between employers 
and educational authorities is another thing of which every 
one who is interested in this subject cannot fail to become 
unpleasantly cognisaut. Mr. Eustace Thomas thinks that 
the very fact of having schools at works at all is evidence 
that practical men distrust technical teaching ; and his 
does not seem to be an entirely isolated opinion. Mr. 
Fleming argued in his reply—which will, we understand, be 
amplified in the Journal—that the works was the proper 
place to have the school, because by having it there it was 
possible to get to know the boy himself. As a rule, of 
courae, the teacher never works, and the worker never 
teaches. Mr. Thomas is himself a notable exception, for he 
has had years of teaching experience, and now engages in 
manufacture. Prof. Miles Walker is another, for he was 
for many years connected with the British Westing- 
house Co., and now teaches. 

It will already have occurred to the reader that not 
every works can run an apprentices’ school. We are 
certain, however, that it could be done in more cases than 
those which now exist, only then we come up against the 
attitude of ‘‘we can’t take the risk” of spending—or 
rather, investing—the capital, to which notice has recently 


been drawn in another connection. 


Even where manufacturing concerns are very small, much 
might be done by co-operation. Mr. Fleming draws atten- 
tion to what has been done by Dr. Kirschensteiner at 
Munich, and to quote:—''In this centre, around which 
there are a number of comparatively small industrial works, 


, Separate classes are arranged for the youths of each trade, 


and in these classes, apart from the continuation of general 
education, both practical and theoretical instruction i8 given 
in the trade by skilled workmen and special instructors." 
This system could surely be applied among the numerous 


metal workers of Birmingham and the Midlands, and the | 


small cutlers and silversmiths of Sheffield, to take only two 


examples. Co-operation would lead in time to nationalisation, `. 


the desirability of which was alluded to by Prof. Walker. 
We must not conclude without mentioning the note- 
worthy fact that financial restrictions are almost entirely 
removed at the British Westinghouse works. Many 
promising youths who would otherwise be precluded 
from obtaining proper training can now improve themselves 
and make progress, and the benefit is mutual between them 
and their employers. The apprentice should not be looked 
upon as part of the machinery, and to obtain the best 
results employers should remember the important psycho- 
logical facts that the growing and developing youth needs 
to be self-supporting— hence he should have a wage better 
than an unskilled labourer’s; to be properly fed—hence 
not to go too long between meals; and to get proper rest 
hence not to be pushed on to overtime as if he were full- 
grown and well skilled. The recently-published report of 
the L.C.C. psychologist, Mr. Cyril Burt, is a document 


which should be studied by those who hope to advance our 


national well-being in this direction.: 


THERE was recently a sharp fall in 
the price of lead, but it proved to 
be but transient, and with a renewal of buying upon a 
moderate scale, and a less defined desire to liquidate metal, 
the market experienced a good rally, and to-day the level 
of prices is once more above the £20 level. The weakness 
which was noticed about a month ago had its origin to a 
great extent in the tactics of leading dealers, who apparently 
apprehensive of the United States forcing metal upon the 
London market to the detriment of the general situation, 
seized what they regarded as their opportunity and forced 
down the price. This effectually stopped the offers of 
American lead, and with a capital demand springing up at 
the cheaper range of prices then established, there was a 
steady and sustained upward movement. The fundamental 
position is sound so far as can be ascertained, the stocks in 
the United States being very moderate, the returns just 
available showing that at the end of December the accumu- 


Lead. 


lation of foreign lead in American bonded warehouses was 
only 6,800 tons, or about the same as a month previously, 
while elsewhere there is no excess of metal apparent. 
Here there are such difficulties experienced in regard to the 
discharging of steamers reaching here from Australia and 
elsewhere that it is sometimes rather hard to get hold of 
lead out of vessels, and this now and again causes a certain 
amount of trouble to the trade. The excessive cost of 
freight is an additional factor contributing to maintaina 
firm tendency about the market, for it makes it a costly 
matter to ship lead. There has been a considerable quantity 
of the metal in Spain awaiting disposal, and it had been 
feared that this must have a sobering effect upon prices, 
if the time came for it to be realised, but it now appears 
that the bulk of this has been sold to France, which country 
is still a consumer of lead upon an enormous scale, as, too, 
areall the warring nations, in connection with their miliay 
needs. Russian buying has been a matter of great impot- 
ance for a long time; Russia has been actually taking 
lead for shipment from America to Vladivostock, and ther 
is still a demand reported for material for promp 
dispatch. There is not much chance of this demand per- 
sisting so far as the United States is concerned, for the 
time is getting near when it will be possible again to ship 
material to Russia by way of Archangel, and the opening 
up of the Dardanelles is bound to make an enormous differ- 
ence to the entire course of the campaign in Europe. When 
the seas are swept clear of the baby-killers and their 
atrocity-friends the Turks, a very definite forward step will 
have been taken for bringing the War Lord” to his knees 
The general trade demand for lead is poor taking things 
all round, and the requirements for military purposes con- 
stitute the most important branch of consumption. Sellen 
are less disposed to operate, and the continuance of a pretty 
firm condition is generally expected. Of course, an improve- 
ment in the shipping facilities would mean a good deal to 
importers, and the more expeditious handling of goods st 
the Docks would assist to bring down prices of all com- 
modities, but it is probably too: much to look for any 
material relaxation of the difficult attitude of labour, which 
is partly responsible for the congestion and undue raising 
of prices. 

IN our “ Notes" columns we are abl 
to-day to publish some exceptionally in- 
teresting information regarding the work 
of the Incorporated Municipal Electrical Association. We 
have on previous occasions referred to the strong position 


which this Society has attained in the electrical world, where 
its active policy contrasts with the passive attitude of œr- 
tain other organisations, and it will be observed that the 
Development Committee, which, with members c 
from all branches of the industry, is a very substantial 1d 
representative body, is about to commence operations 10 
several directions where progress is urgently needed. The 
constitution of the Committee reflects the liberal views cf 
the Association, and we may be assured that no pedantic 
or academic scruples regarding commercial matters vill 
hamper its proceedings. 

In effect, the Development Committee takes the place 


The 
I. M. E. A. 


that might have been occupied by the Industrial Committee 


of the I. E. E., and also will discharge the functions of the 
Society for Electrical Development of the U. S.A., to which 
we have frequently referred in these pages, and which is 
officially represented on the Committee. It will be noted, 
too, that the Sub-Committees themselves are empowered to 
co-opt persons whose help may be of value, a procedure 
which is of the greatest service, and ought'to be practised in 
all departments of the State, from the highest to the lowest, 
but nevertheless is rarely adopted. | 

The decision of the Council of the I.M.E.A. to dispense 
with the customary Convention this year will receive general 
approval ; business meetings, however, will be held, and it 
is significant that the principal features of these will be the 
presentation of reports by two active and energetic bodies 
which, like the Development Committee, have sprang from 
the I.M.E.A. a 

The Association is “ going strong,” and we heartily wisb 
it success in all its undertakings. 
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WILL THE IGNITION MAGNETO BE 
SUPERSEDED P 


Br CHAS. J. WEBB, A. I. A. E. 


THE European war, although it has only been in progress 


seven months, has already wrought various unexpected changes. 
and has brought about many entirely unanticipated posi- 
tions, some of which are in connection with the motor-car 
movement. Among those of interest, from an electrical 
point of view as well as to motorists, is that relating to the 
question of ignition. Up to the time of the outbreak of 
hostilities the makers of a certain magneto had built up such 
a strong position that, so far as the United Kingdom—one 
might say the whole of Europe — was concerned, practically 
every make of car was fitted with one or other models of 
the magneto in question. True, there were other types of 


magneto on the market, both at home and abroad, but they 


received such little encouragement, that their manufacture 
тив only conducted on a relatively small scale, and it is 
probably from this cause that their construction was not 
brought to the same high standard of perfection as the 
German-made article. | 

There was, of cours», a large stock of the latter in this 
country at the time war was declared, which wil], doubtlesg, 
enable car manufacturers to carry on for some time, and, in 
the meantime, a number of magnetos which have hitherto 
not had their chance of “making good," and others 
emanating from new, but none the less experienced, firms 
are making their appearance on the market, so that, with 
the idea definitely removed that a car is useless unleas fitted 
with the * one and only type, it is probable that the magneto 
supply problem will not prove &o serious as it appeared to 
be at the outbreak of the war. 

In some quarters, however, the opinion is gaining ground 
that the outlook for magneto manufacturers is none too 
bright—that, ere long, the ignition. machine they are manu- 
facturing will be superseded. In other words, there is a 

. growing feeling that, since electric lighting installations— 
-. practically all of which include a battery of accumulators— 
bare become de rigeur on motor cars, there is no longer 
any need, seeing that a supply of the current needful for 
х7 the spark is already available, for the additional complica- 
tion of a magneto. 
Тик DEVELOPMENT OF THE IGNITION PROBLEM. 


„ in the early days of the motor movement, as a few of the 
.. Older motorists have good reason to remember, they having 
pd passed through experiences the modern car-owner can hardly 
imagine, the ignition of the explosive charge in the com- 
- bastion chamber of the engine was effected by means of a 
< costly platinum tube kept in a state of incandescence by 
* means ofa lamp or burner. This was duly superseded by 
5% ignition by means of accumulators and coil, which was 
* eventually brought to a relatively high degree of perfec- 
* ion. The main difficulty which could not be overcome, 
2 and which in due course led to the introduction, or rather 
i! adoption, of the magneto, was that the battery in a short 
|* tme became exhausted and required recharging. Sometimes, 
| despite all the care that might be taken, the accumulators 
X гад down unexpectedly, most probably as a result of sbort- 
p, Cung, with the usual result of leaving the motorist 
y. Stranded “miles from anywhere.” | 
* At fint the ignition magneto was not the perfect and 
ir Teiable article it is to-day, and it had a “ long, long way 
i- bo ро ere it won the entire confidence of motorists, dual 
Є \gniion—accamulators and magneto—being for some years 
1 ‘leading item of the specification of all the principal cars. 
Gradually, as we all know, the magneto proved itself 
й reliable, 80 that, finally, it came to be entirely and 
etclasively relied upon to furnish the vital spark. Yet, 
u are those who do not regard the magneto as the final 
¢ fom of ignition, especially in view of its one disadvantage 
p`; at low engine speeds it will frequently not fire the 
øi, “Phosive charge in the cylinders, especially if the points of 
y 
e 


we sparking plug are dirty, or the mixture is not correct, 
it being in some quarters heid that it was the difficulties 

erperienced in this direction that led to the introduction of 
150 engine: starting devices. 


—— — ДЫ” 


THE Doom OF THE MAGNETO PREDICTED. 


The question as to whether the magneto will be superseded 
is not entirely a new one. It was first mooted some two or 
three years ago, when it was predicted that sooner or later it 
would have to fight for its position. The prediction was of 
course based on the increased popularity of electric lighting 
for cars. The need of a generator to supply the current for 
electric lighting, a battery of accumulators for equalising it, 
and the opportunity for employing the same medium for the 
Starting of the engine were considered an irresistible com- 
bination compelling the use of the same equipment to furnish 
the ignition current, and, consequently, rendering the mag- 
neto superfluous. That the dynamo or generator could 


. keep the battery constantly charged was considered as 


affording a further guarantee that the change would come 
about as predicted. n | 


The matter is one that, owing to the greater, or perhaps, 


. we should say, earlier popularity of electric lighting and 


engine starting installations, has received more attention in 
the United States th-n in this country, but the fact that 
the announcements relating to 1915 models made in 
America show a decrease of, approximately, 30 per cent. in 
the number of makes of cars fitted with msgnetos seems to 
indicate that the time has arrived when magneto manufac- 
turers in this country should turn their attention to the 
problem of evolving a combined system of lighting and 
ignition, and, possibly, engine starting, since they form the 
class which, obviously, has had the greatest experience of 
electrical apparatus as applied to motor vehicles. Since the 
lighting dynamo has been almost universally adopted, it has 
been possible to design a system of lighting and ignition 
that has all the advantages of accumulator ignition for 
starting, and the magneto for running, without any of the 
disadvantages of either system, and in which there is a 
large amount of current available at all times; in other 
words, the amount of current that would run down the 
batteries formerly ured for ignition purposes will not be 
miss-d from the accumulators used for engine starting and 
car lighting, as the dynamo keeps them fully charged. 

Early experiments appeared to indicate that an ignition 
system depending on the same source of energy as an engine- 
Starting motor would not give reliable results, because of 
the weakening of. the spark due to voltage drop when work- 
ing the'starter under adverse conditions. ^ Eogine-starting 
Systems have, however. been greatly improved, with the 
result that specialists in America are now claiming tbat a point 
has been reached when no such fears need be entertained. 


THE New GENERATOR- BATTERY IGNITION SYSTEM. 


The generator-battery system, as the modern method is 
called, introduces nothing new, but, rather, is claimed to 
eliminate one piece of apparatus about a car, and utilises 
the equipment already on most vehicles. On starting, the 
ignition current is taken directly from the accumulators, the 
latter being what is termed floating on the line. When the 
engine is in fall operation the dynamo starts to supply the 
current at the proper rate to the battery, and in sufficient. 
quantity not ouly to supply current for lighting and ignition, 
but also to keep the battery fully charged. 

There is nothing radically new in the components of a 
combination lighting, starting, and ignition system ; there is 
no connection between them, except that they draw the 
necessary current from the same ultimate source—the 
generator. The wiring circuits are entirely independent, 
that connected with the ignition conducting the low. tension 
current from the battery to a non-trembler induction coil, 
the high-tension current from the latter passing through a 
mechanical circuit-hreaker and distributor of practically the 
same design and с nstroction as used in a magneto. It ig 
claimed for the combination system that since a “fat” 
Bpark is obtained at low as well as high motor speeds, the 
carburetter may be set to work with a weaker mixture than 
usual, and that, consequently, the petrol consumption is 
reduced. Furthermore, there is no logical reason why equal 
engine speeds should not be obtained with the generator- 
battery system as with the magneto, while the engines 
may be throttled down to a lower degree than is possible 
with the magneto. Among other advantages claimed for 
the system are that the current is of a constant intensity, 
since it does not depend on the speed of the engine, while, 
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as there are no tremblers on the coil, perfect synchroniem is 
obtained in the distribution. We do not overlook the fact 
that the element of security may not be so great in the case 
of an installation that is serving a triple purpose, but, after 
all, this is a question not only of choosing a well-tried 
system but also of seeing that it is carefully installed, a good 
deal depending on the way the wiring is carried out. 


Some CLAIMS FOR THE NEW SYSTEM. 


One of the most ardent advocates in this country of the 
doing away with the magneto is, of course, Мг. Е. S. 
Bennett, of the Cadillac Motor Co., who, in a recent com- 
munication, stated that : * Frankly, I believe the magneto 
was doomed from the day that the combined unit system 
lighting, starting, and ignition —was produced, and, fortu- 
nately, there is no need to lament its departure in the form 
it has been generally known, as an equally good ignition 
system, with the enormous advantage of a perfect form of 
lighting and self-starting, has arrived to take its place, and, 
I am convinced, will inevitably do so.“ Mr. Bennett, after 
three years' experience of the combination set employed on 


the car with which he is connected, states that he is to-day · 


* more than ever convinced that the magneto, perfect as it 
is, is bound t» be displaced in Europe, as it has been in 
America, by some such system. The power is absolutely 
the same on either generator or magneto ignition, and if there 
is any preference it lies with the newer system, as the engine 
will ran slower without stopping, and has a wider range of 
control." 

While, perhaps, it is too early for us to express a definite 
opinion on the new-comer in the field of ignition, yet the 
fact that itis making great progress on the other side of 
the Atlantic suggests that the time has arrived when 
serious consideration should be given to the subject in this 
country, for whenever a start is made in substituting the 
new generator-battery ignition for the magueto on British- 
built cars, past experience has shown that it will have to 
go through a period of development and trial until it attains 
the same degree of reliability at the hands of motorisis as 
that of the present-day magneto. 

Finaly, although the question whether the war may 
have the effect of quickening the disappearance of the 
magneto in favour of the newer system may be an open 
one, it is sincerely t» be hoped that the lesson which the 
war has taught us in connection with magnetos will be 
taken to heart, and that never again will anything like a 
monopoly in connection with any part of the automobile be 
allowed to establish itself within our borders. 


IMPROVED METHOD OF MAKING JOINTS 
IN GUTTA-PERCHA-COVERED CORE. 


By J. RYMER-JONES. 


IT is not an uncommon experience that joints in the gutta- 
percha core of picked-up cable, and sometimes even in new 
core, do not always remain as sound electrically as when first 
made. The cause of weakness is generally traceable to 
imperfect cohesion between the insulating coverings, due to 
one or other of the following :— 

(a) Want of cleanliness when handling the joint. 

(5) Moisture left between the coverings owing to insuffi- 
cient lamping. 

(c) Surface oxidation preventing intimate union between 
the coverings. | 

(d) Deterioration of the gutta due to stock cable not being 
continuously under water. 

(e) Unequal shrinkage between the gutta of the core and 
the gutta coverings of the joint, especiallv at the enda, 
when subjected to a considerable and sudden change of 
temperature. 

(f) Overheating with a too hot tooling iron, &c. 

Remedies.—(«) The jointer's hands should be washed with 
coal tar naphtha to remove ingrained dirt, and then with 


wood naphtha, prior to washing with soap and water, and 
rinsing well. 

The surface of both ends of the core should be washed with 
clean white linen steeped in wood naphtha, and also all the 
parts to be handled, otherwise the jointer’s hands are likely 
to become dirty again. 

(^) Exclusion of moisture is most effectually secured by 
using no water, and on no account thould saliva be used to 
moisten the fingers or tools. While closing а seam and 
manipulating the gutta-percha coverings the fingers should 
be dipped in wood naphtha, or methylated spirit, preferably 
the former, which by evaporation makes the hand cool and 
less likely to perspire in hot climates. The trimming knife, 
scissors, and cutting pliers, should also be dipped in wood 
naphtha instead of in water as has hitherto been customary. 

(с) Want of. perfect cohesion between the gutta-percha 
coverings is generally due to oxidation, and, in the cm of 
even new gutta-percha sheet, to the fact that the mia 
surface has been in contact with the calender, while 101 
iuto sheet, or exposed to the air. Even after washing th 
surface of two pieces of gutta-percha sheet with soap and 
water, rinsing well and drying, it is difficult to make then 
adhere tightly when lamped and pressed together. Con- 
pound greatly improves the cohesion, but it is not alwan 
as tenacious as it should be or evenly applied. The remei 


is to renew the surface either mechanically, e.g., with a fr: 


bat stiff steel wire brash applied all over the gutta shee: 
or, preferably, by breaking and mixing the surface withi 
suitably hot tooling iron. As an alternative and mud 
better expedient the surface of the gutta-percha sheet : 
renewed chemically by rubbing it with chloroform, or 
benzole, using а small flat pig’s bristle brush for the pur 
pose. These act as solvents, and if the surfaces of two 
pieces of gutta-percha sheet, so prepared, be lamped ani 
pressed together the adhesion is very tight. 

After moistening with chloroform, or benzole, the su- 
faces may be smeared with a thin film of gutta-perci 
chloroform or gutta-percha benzole solution; but th 
cohesion is very good without this solution. 

Renewing the surfaces chemically or mechanically secors 
practically perfect cohesion between the gutta-percha core- 
ings. In fact, cleaning the conductor with chloroform, 
coating with gutta-percha chloroform solution and lampt 
well, to evaporate excess of spirit, is also a preferable n+ 
stitute for the compaqund usually employed; and, moreorer. 
secures the electrical advantage of making the core mot 
homogeneous. 

(d) If the core surface be oxidised, as is frequently the 
case with old picked-up cable, it should be pared with + 
sharp trimming knife before commencing to draw down the 
lamped ends, otherwise a deteriorated surface will lose stil 
more of ita freshness by lampiog and become porous. The 
new gutta-percha sheet will consequently not mix ю well 
with the old core even when the latter is treated with the 
solvent or solution, and the joint will probably soon develop 
electrical weakness by leakage between the old and the ner 
surfaces. 

If the thickness of the old gutta-percha covering is der 
small, there is little chance of making a durable joint, and 
the old core had better be stripped and its value realised. 

(e) The more intimate the union brought about between 
the gutta-percha coverings by chemically preparing ther 
surfaces, the less likely is the joint to develop weaknes 
under trying changes from wet to dry, to which a cable з 
sometimes subjected in storage tanks; or under unequ 
contraction and expansion between the core and gutta-percha 


sheet brought about by great and sudden change d : 


temperature. 


EXPERIMENTAL JOINTS MADE IN GuTTA- PERCHA СОВЕ. 


Ends cleaned with wood naphtha or methylated spirit and thi? 
film pared off with trimming before lamping and drawing dov? 


Wood naphtha (“), or methylated spirit (T) used to moisten fingen, 


and tools. 
First Set of Joints.—Picked up core 10 lb. oond. rein foroed wit 
75 lb. G.P. 
2 70 cond 
tra 55 lb. G.P. :— „ 
R 
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——————— CÓ EE SE DT PA I SED TE — TOTES В 


Joint. 


Clark’s accumulation test :— 
Charge during 


No. 32 Chatterton compound 


on strand and be- 
tween G.-P. covering, 
as usual’? ... 985 


„ 33 Ohatterton compound 


on strand and de- 
tween G.-P. covering, 
asusuaif  ... vus 


| 
| 
4 


„ 95 G.-P. benzole solution 
on strand ($); lest 


and 2nd coats washed 


with benzole. then | 


coated with film of 
G.-P. benzole solu- 


tion and well lam ped 


„ 39 G.-P. chloroform solu- 


tion on strand (o); 
Ist and 2ad osata 
washed with chlorc- 
form, then coated 
with film of G. P. 
chloroform solution, 
and well lampec ... 


| 
| 


1 


„ 42 Same as Ne. 39, except | 


that no G.P. chloro- 
form solution used 


between G.-P. ooate* | 


§ Core used asstandard 
of comparison 


and min. (th min. 


21 


31 


us 


Second Sst of Joints.— Unused core (from stock) 


No. 53 Ohatterton compound 


on strand and be- 
tween G.-P. covering, 
as usual РРР sae 


„ 99 Chatterton compoun 


„ 36 G.-P. chloroform solu 


on strand and be- 
tween G.-P. covering, 
as usualf ... eis 
tion on strand (9); 
Ist and 2nd coats 
washed with chloro- 
form, then coated 
with film of G.-P 
chloroform solution, 
and welllamped" ... 


„ 364 G.-P. chloroform solu- 


tion on strand (6): 
lst and 2nd coats 
washed with chloro- 
form, then coated 
with film of G.-P. 
chloroform solution, 
and well lampeo f 


„ 38 G.-P. benzole solution 


on strand (g); Ist 


* and 2nd coats washed 


with  benzole, then 
coated with film of 
G.-P. benzole solu- 


tion and well lam peo f 


» 42 G.-P. chloroform solu- 


tion on strand (¢); 
lst and 2ad coats 
washed with chloro- 
form, but ло G P. 
chloroform solution 
or compound used be- 


tween G.-P. cover. 
bt 


„ 424 G.-P. chloroform solu- 


tion on strand (9); 
Ist and 2nd coata 
washed with chloro- 
form, but xv G.-P. 
chloroform solution 
or compound used be- 
tweenG P.coveringet 


„ 13 G.-P. benzole solution on 


strand (9); let and 
2nd coats washed 
with ben zole, but ло 
G.-P. benzole solu- 
tion or compound be- 


tween G.-P. covering: t 


+ Core used as stan- 
dard of comparison 


3 


4} 


34 


| 


i 


| 
| 
| 
| 
| 


490 volts 
Jan. Lith, 1915, 


After 
soaking 
continuously 
for 
187 days. 


130 lb. cond, , 


| 


! 
V 
f 


| 


130 10, G. F. 


After 
soaking 


' continuously 


for 
139 daye. 


, Korg.—Testing current on for four minutes, plug short-cirouit- 
Ing condenser during first and third minutes, and removed during 
second and fourth minutes. 


$ No Chatterton compound used for this joint. 


INDIAN NOTES. 
[FROM OUR SPECIAL CORRESPONDENT. ] 


Calcutta Port Trust.—Before the war there was much con- 
gestion at the Calcutta jetties owing to the enormous increase 
in import shipping, and it was decided to increase unloading 
facilities and extend the docks. Accordingly orders were 
placed with Messrs. Pyne, Hughman & Co., after severe com- 
petition, for 13 two-ton electric goods lifts in 1913. Last 
month a repeat order was placed with the same firm for 17 
electric goods lifts. This they claim to be the largest lift 
order ever placed in India with one firm. | 

Tata Hydro-Electric Scheme, Bombay.—This large enter- 
prise is now nearing completion. The Lonavla dam 1s almost 
completed and the Walhwan dam should be ready by March ' 
next. Four generators and turbines with their auxiliary 
plant are completed, and the transmission line is in its last 
stages. With average luck energy should be available in the 
Bombay mills by the end of March to the extent of 40,000 
horse-power. ' 

The Times of India writes as followe of the дыгы сш :—- 
The scheme is going to banish smoke from Bombay. It is 
going to provide our industries with the most efficient motive 
power, so much smoother in its action than steam that it 
greatly increases the efficiency of machinery. It is going tọ- 
stimulate industry by furnishing power far more, cheaply 
than steam engines and boilers can be installed. It is going 
to provide a basis for fresh industries all along the country 
traversed by the transmission line and perhaps to facilitate 
the electrification of the suburban railways and Ghat sec- 
tions of the Great Indian Peninsula Railway. Once cheap 
and abundant electrical energy -is introduced into an indus- 
trial centre no one can place a limit on its usefulness. The 
present plans provide for about one hundred thousand horse- 
power, but the Ghats can supply such further quantity as 
may be necessary to meet the demands of the city. 

I.E.E., Calcutta.—The local Centre of the I.E.E. held its 
opening meeting in Calcutta recently, and in the unavoidable. 
absence of the Chairman (Professor Everett), Mr. A. K. 
Taylor read his opening address to a small but appreciative 
audience. ' 

Delhi.—Mr. J. S. Pitkeathly, C.V.O., has returned from six 
months’ leave in England, and has taken up his duties as 
electrical engineer, New Province, Delhi. During his ab- 
sence Mr. F. W. Symes, his assistant, officiated in his stead 
and carried out his trying duties in a very able manner. 

Karachi.—At the opening ceremony of the new City Electric 
Lighting Works recently, what is described in the newspapers 
as an epoch-making event in the civic history of Karachi, hap- 
pened. In inviting the Commissioner to close the main switch 
to start the town supply, the Chairman of the Electric Cor- 
poration, the Hon. Mr. M. de P. Webb, incidentally referred 
to the war, remarking, “I am one of those who deplore the 
use of that stupid phrase ‘business as usual, because it 
reveals the boasting and bragging and pretending frame of 
mind which will assuredly be the ruin of Germany. Busi- 
ness is not as usual, and never can be until the war is ended.“ 
The Commissioner, in reply, denied that the adoption of the 
motto connoted boasting or bragging. Something more im- 
репа] than that, he went on to say, was implied. Business 
as usual" was a plain announcement that despite all the 
terrors of war, without regard to the suffering of mind, Боду 
and estate that must inevitably result, every man and woman 
in the Empire would tackle the job that came to hand and 
would do his or her duty. The manner in which the Empire 
has lived up to its war-derived motto is sufficient indication 
that there was neither boasting nor bragging in its '' business 
as usual." This pointed rebuke is considered by many to be 
not unmerited. 

Metal Filament. Lamps.—The price of most things, includ- 
ing electrical material, has gone up in India since the war 
began, except the rates for metal lamps. Due to the insane 
cutting of prices among Indian contractors, it is possible to 
buy 225-volt metal lamps in India in gross quantities at 14 
annas, or one shilling and twopence each! 


OUR LEGAL QUERY COLUMN. 


“Enquirer” writes:—'' I shall be glad if you will kindly 
give me information on the following circumstances :— 

A consumer on the municipal supply has several electric 
motors which have been in use for some years; supply is 
given at low pressure (100 volts). He bas recently applied for 
supply to another motor, and is informed that he will receive 
supply at a higher pressure (200 volts), and for this it will 
be necessary to run a new cable across a street to his pre- 
mises, and he is asked to give a guarantee that he will pay 
a minimum of 20 per cent. on the outlay in laying this new 
main. 

"He has not been asked for a similar guarantee for his 
previous motors, and this one is simply an extension of his 
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installation. He pays the ordinary advertised rates for his 
current. 

Can the Corporation demand this guarantee? 

“The consumer would be quite content to receive supply 
at the old pressure, but the Corporation explain that it would 
overload the main, and probably affect the lighting in the 
neighbourhood.” | 


% S. 97 (1) of the Schedule to the Electric Lighting 
(Clauses) Act, 1899, provides that ‘‘The undertakers shall, 
upon being required to do so by the owner or occupier of any 
premises situate within fifty yards from any distributing 
main of the undertakers . . give and continue to give 
a supply of energy . . subject to the following condi- 
tions. The cost . . of so much of any such electric 
lines as it may be necessary to lay for a greater distance than 
6) ft. from any distributing main of the undertakers . Е 
shall if the undertakers so require be defrayed by that owner 
or occupier.” 

Sub-section (2) of the same Section provides that: Every 
owner or occupier of premises requiring a supply of energy 
shall (b), If required by the undertakers, enter into a written 
contract with them to continue to receive and pay for a 
supply of energy for a period of at least two years of such 
au amount that the payment to be made for the supply, 
at the rate of charge for the time being charged by the under- 
takers for a supply of energy to ordinary consumers within 
the area of supply. shall not be less than 20 per cent. per 
annum on the outlay incurred by the undertakers in pro- 
viding anv electric lines required under this Section to be 
provided by them for the purposes of the supply, and if 
required by the undertakers give to them security for the pay- 
ment to them of all moneys which may become due to them 
by the owner or occupier in respect of any electric lines to 
be supplied by them.” The foregoing provisions make it plain 
that in the circumstances mentioned by ''Enquirer" the 
guarantee can be demanded. "The undertakers are not bound 
to demand it; but if they do the demand must be met. 


LEGAL. 


PREPAYMENT METER PROSECOTION DISMISSED. 


AT Wedneabury Police Court on Friday in last week, Florence 
Williams, Wednesbury, was charged with stealing electricity, the 
property of the Corporation. 

The TOWN CLERK (Mr. T. Jones) pro:ecuted, and stated that on 
January 9:h an employé of the Corporation went to defendant's 
house in order to change a shilling-in-the-slot meter for one taking 
pennies, The money in the meter was counted ont, there being 
i», In addition there were two washers and a farthing. The 
indicator registered 88, which showed that the farthing and the 
small washer had not used any electricity, but that the larger 
washer had. When the employé told defendant she was liableto be 
punished, she made reply that if she had had more washers rhe would 
have put more in the meter, as she had not had sufficient light 
for her money. The Town Clerk added that he did not press for a 
heavy penalty, but the practice could not be tolerated. 

Evidence was given bearing out the above statement, and 
William Hunt, the employé, in examination, denied that he ever 
told defendant she could put in washers if she had not got a 
shilling. 

DEFENDANT, on oath, declared that the employé did tell her she 
could place a washer in the meter if she had pot got a shilling, 
and make it right when the state was taken. 

The B:nch decided to dismiss the case. 


Асто- Кото SYNDICATE, LTD., v. PAUL X CALLARD. 


IN the City of London Court, on Friday, before his Honour Judge 
Rent ul, K.C, plaintiffs who are advertising contractors, of 32, 
Fenchurch Street, E.C., sued Messrs. Paul & Callard, High Street, 
Streatham, for £6, for 12 months’ advertisements affixed to an 
electrically-propelled machine, at 108. a month. 

Mr. Louis Green appeared for the plaintiffs, and Mr. S. Duncan 
for the defendants. 

There were three other cases against traders in Streatham, and 
it was agreed that the decision in the first case should determine 
the other cases. 

MR GREEN atated that the plaintiffa made a contract with the 
defendants on June 29th, by which they agreed to let defendants 
an advertisement for 12 months from its first showing on the 
plaintiffs’ auto-roto machine, which was electrically propelled, and 
was affixed at the junction of Mitcham Lane and Streatham High 
Road to the side wall. Defendants were to supply suitable 
advertising matter, and it was to be subject to the approval 
of the plaintiffa The money was payable in advance. The 
machine revolved with the advertisements upon it. А poster 
or sxetch was prepared containing matter advertising defendants’ 
business. Defendants approved of it, and although the 
machine was started in July the defendants were not charged 
until September. On August 2^"th defendants wrote and 
said that in accordance with the contract they gave notice that 


* 


they reqfired the immediate removal of their advertisement from 
the machine. That repudiation was ineffective. On September 
2nd plaintiffs wrote and said the advertisement had started, and 
that having regard to the expense of preparing the poster they 
could not accept the repudiation of the order unless they paid for 
the first 12 months’ rent. On September 3rd defendante replied 
that any legal claim did not affect their right to withdraw the 
advertisement of which they disapproved, or leesen their liability 
to carry out the instructions. They also said the machine was not 
placed in accordance with representations made as to the position, 
and that the sketch was bad. They further alleged that the 
machine was defective in working. There was no doubt that it 
raced because it was electrically driven. It did not work accurately. 
Sometime before September lst plaintiffs’ electrician got it into 
working order and oontrolled it. When the defects had 
been remedied and the machine got into working order, 
plaintiffs gave defendants notice that payment would begin. 
Therefore the defendants had had some of the advertisements for 
nobhing. 

Мв. DUNCAN said the permission of the Wandsworth Borough 
Council was not obtained by the plaintiffs before putting up the 
machine, and when it had been erected the Council told the 
plaintiffs to take it down or to put it in a different place. Where 
the machine was to have been placed the advertisement could be 
seen from the approaches in four roads, but where it had been 
placed it could only be seen in one road. 

Мв. GREEN replied that there was no implied authority that the 
plaintiffs were to get the consent of the Borough Council The 
machine was still up, and the advertisement was still running. 

After hearing evidence the Court gave judgment for the 
defendants, with costs in each of the four cases. 


TELEPHONE INSTALLATION CASE. 


SHERIFF ARMOUR HANNAY, Kirkcaldy, has heard parties in the 
preliminary pleas in an action at the instance of the Caledonian 
Telephone (New System) Co., Ltd. Glasgow, against Tullis, 
Russell & Co., Ltd., paper manufacturers, Auchmuty, Markinch. 
Pursuers asked the Court to ordain defenders to pay a sum of 
£137 198., with expenses. They aver that on March 17th and 21th, 
1914, defenders entered into two contracts with them for the 
installation of certain telephone instruments at a certain rental 
and under certain conditione. In terms of the contracts pursuers 
erected an installation in defenders’ premises, the annual rental 
being £14 128. Defenders aver that the contracts were signed 
only by their secretary, whereas in order to be binding on defenders 
they required under their articles of acs>ciation to be sealed with 
the company’s seal and subscribed on behalf of the company by 
two directors or by one director and the secretary. They main- 
tained the contracts had been signed by their secretary under 
essential error, and that the error was induced by the pursuers or 
their representative, who was aware of this at the time. They 
aver that pursuers’ representative assured their sesretary that the 
quarterly or annual rent entirely covered the erection and capital 
cost of the installation. They repudiated liability for a period of 
21 years or any other number of years. To save farther trouble 
and expense they had already made a tender of £140. They aver 
that the contracts are not binding beyond the obligation to pay 
the annual rent so long as they retain and use the installation. 
His Lordship made avizandum. 


BARCELONA TRACTION, LIGHT AND POWER Co.: MACKENZIE v 
THE COMPANY. 


Ох February 25th, in the Chancery Division, Mr. Justice Eve heard 
a motion in this matter. 

Мв. дове Browy, K. C., who appeared on behalf of Mrs, Byrne, 
one of tbe parties in the action, said his motion was that Mr. 
Whinney should be appointed Receiver of the company in the place 
of Mr. McAuliffe, the gentleman already appointed as Receiver. 
No suggestion was made against Mr. McAuliffe, but it was thought 
by Mrs. Byrne and her supporters that the interests of the bond- 
holders would be better served if Mr. Whinney was appointed. 
The company was registered in September, 1911, and was formed 
under the laws of the Dominion of Canada, and its head office was 
at Toronto. It was formed for the purpose of developing water 
power and electric traction and tramways in Spain, and was, 
without doubt, a very large business. According to the balance- 
sheet of Dacember 31st, 1913, which was the last one issued, there 
was outstanding capital of 27 millions of dollars in ordiuary stock 
and 8 millions of dollars in preference stock. There was also an 
issue of 8 million pounds’ worth of bonds, and it was with regard 
to this issue that the Receiver had been appointed, and the present 
application was made. 

Mr. JUSTICE EVE: These were bonds to bearer ? 

Counsel: Yes. Mr. Gore Brown added that Mrs. Byrne and 
others interested with her held a substantial number of the bonds, 
while the plaintiff, Mr. Mackenzie, held £20,000 worth and had 
received support from people holding altogether four millions. 

Asked what were the grounds for his application, MR GORE 
BRowN said the action was commenced by Mr. Mackenzie really at 
the suggestion of the directors of the company, and while he was 
not suggesting any improper motive or dishonest conduct on the 
part of any of the gentlemen concerned, when they were dealing 
with the affairs of a company of this kind they wanted to be 
assured that the Receiver had an absolute independence of action. 
There was reason to believe that the Receiver worked with the 
directors to a certain extent, and received instructions from them, 
and when there was a working together in that way there could 


pt 
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not be the strictest and independent investigation which the matter 
demanded. Mr. McAuliffe was once a directer of the company, and 
was one of ita auditors. | 


His LORDSHIP said he understood that there was to be a scheme 


prepared, and when that came before the Court he would see that 
all the parties intereated were protected. 

Мв. GORE BROWN said that would serve his purpose, and even- 
tually the motion was adjourned and no order was made. 


А.Е б. ELECTRIC Co. v. SEMPLE. 


AT the Westminster County Court last week, the plaintiffs, of 
Oxford Street, London, sued defendant, a Battersea Park butcher, 
for £2 13s. 54, the price of an ammeter supplied to him. 
Defendant said that when he ordered the instrument he thought 
that the plaintiffa were an English company, but he subsequently 
dis overed that the company was composed of Germans, and that 
all the shares (£150,000), with the exception of seven, were held 
by Germans. He had also returned the instrument as defective, 
but they sent it back and he refused to take it in, and for some 
months it was in the possession of the L. & N.W. R. parcels delivery 
office. Plaintiffs said that the instrument was not defective. Defen- 
dant said that he refused to pay any money whatever so as to protect 
himself from being charged under the Defence of the Realm Act. 

The JUDGE raid that the defendant had now made his protest, 
but that was not to the point. He adjourned the case for 
defendant to call the man who fitted the instrument. 


RUTHENBERG v. BRITISH ABRASIVE WHEEL Со. 


Mr. MARCUS RUTHENBERG, the inventor of an electric furnace, 


was, on Monday, March Ist, plaintiff in an action before Mr. 
Pollock, High Courts Referee, against the defendants, of Victoria 
Street, Westminster, in which he sought to recover £976, balance 
of account for goods sold and delivered and for work done. 

Mr. Tyler appeared for the plaintiff, and Mr. Clavel Salter, K.C., 
with Mr. Maddox, for the defendants. 

According to the plaintiff's case, he was employed by the 
defendant company, whose business is to make abrasives, which are 
of intense hardness, for the purpose of making grinding wheels, to 
supply them with one of his electric furaaces at a cost of £1,100. 
To this was added £215. for additional gear and other matters, 
bringing up the total indebtedness to £1,376 163, including £33 168. 
paid by the plaintiff, on behalf of the defendants, to the Union 
Electric Co., Ltd. The defendants had paid two cheques of £200 
each, reducing the balance to the amount claimed. 

The defence was a general denial of indebtedness, and a counter- 
claim for £1,600, including the £400 paid on account, on the 
ground that the whole thing was worthless, The agreement 
between the parties was contained in the correspondence which 
passed, and & large number of letters were put in evidence, and it 
was said that by those letters, and partly verbally, the plaintiff 
agreed to supply an electric furnace of such construction that it 
could be worked in a satisfactory manner and smelt bauxite or 
alumina, pure or impure, into a fiaid mass and make a product in 
every way the same as that made at Niagara Falle. The defendants 
eaid that the.e was an implied warranty, and that the furnace was 
defective and did not do its work properly. A portion of the 
plaintiff's claim was in respect of an amperemeter for each elec- 
trode reading to the maximum demande, and a voltmeter also 
reading to the maximum demands for the circuit, mounted on a 
elate panel. The plaintiff admitted the agreement, but denied that 
the transformer, or anything else, was defective as alleged, but 
alternatively said that if it was defective the transformer was 
rendered во by reason of the defendants having allowed the insu- 
lation to absorb moisture, and by reason of teste to which it was 
subjected by the defendants or their agents. He denied that he 
had committed any breach of the agreement, or that his work was 
defective, unless defects had been created by the furnace having 
been erected without proper skill by the defendants, and by work- 
ing it in an improper manner. 


(То be continued.) 


TUNGSTEN DRAWN WIRE.—PETITION FOR LICENCE. 
IN the Chancery Division on Monday, March 1st, Mr. Justice 


Warrington commenced the hearing of a petition by the Robin 
Electric Lamp Co., Ltd., for a licence to make, use and vend tung- 


sten wire in accordance with the inventions covered by the Tung- | 


sten Lamp Association patents, or any of them, upon payment 
of "such royalties as shall in the circumstances be deemed 
reasonable." 

The petition was opposed by the British Thomson. Houston Co., 
Ltd., and Mesars. Siemens Bros. & Co., Ltd. 

Mr. Bousfield, K.C., Mr. Cave, K.C., M.P., and Mr. R. Frost 
appeared for the petitioners; Mr. Walter, K.C., Mr. J. H. Gray 
and Mr. E. Lunge for the Thomson-Houston Co., and Mr. 
Colefax, K.C., and Mr. Hume for the Siemens Co. 

Мв. BOUSFIELD said the petitioners were a company formed to 
work a patent of Mr. Joseph Theodore Robin for a lamp which 
had two filaments instead of one. By such a lamp one secured 
this, that if one filament broke, a person could by giving a turn to 
an attachment to the lamp bring in another filament, so that the 
lamp started with a new lease of life. Since the day of the 
equirted lamp, the drawn-wire lamp had come in, and it was 
better as regarded both efficiency and durability. One's lamp bill 
might approach to something of the dimensions of the electricity 
bill; a little more durability in the lamp therefore made a great 
deal of difference, and 90 per cent. roughly of the lampe sold to-day 
were drawn-wire lampe. The petition recited the nine patents 
ander which the petitioners asked for a licence. The patents were 


referred to as the Association patente. The B. T. H. owned 2 
group of patents of American origin, and Siemens Bros. owned 
& group of patents of German origin. These two companiee, 
together with the Osram Lamp Co. who owned another group of 
patents, pooled their patenta. The total number of them was 
something like 150. They pooled their lamp patents and jointly 
granted licences to anybody who came into the Association, the 
main condition being that the member of the Association should 
sell to the retailer at a certain list price. The petitioners had 
taken out from the list the only nine patents that referred to the 
manufacture of the drawn wire. If they got a supply of drawn 
wire they would be content without the licence, because the 
sale of the wire carried the licence to use it; but not 
being able to get it they asked to have a compulsory licence. The 
petitioners had applied to the patentees and their various licensees 
for the supply of drawn tungsten wire covered by the Association 
patents, and had in each case been met with a refusal to supply 
wire or to grant a licence except in the case of the British 
Thomson- Houston Co., who, when applied to, cffered to sall to the 
petitioners wire at 1268. per 1,000 ft. for lamps for 25 watts up to 
100 watts at 100 volts. That price was wholly unreasonable and 
prohibitive, for with wire at that price the petitioners would not 
be able to place their lamp on the market with any reasonable 
prospect of success. The petitioners could obtain wire similar to 
that used by the patentees and their licensees in lamps sold under 
the protection Of the Association patente from various sources 
abroad at a price of about 40a. 

COUNSEL, commenting on the price proposed to be charged for 
the wire—125s. per 1,000 ft.—aaid the cost of manufacturing the 
lamp was 4d., and the price of the wire fora aingle-filament lamp 
would be 5d., and for а double-filament lamp 10d. A great deal 
would turn on what was а fair price. As members of the public 
the petitioners were entitled to be supplied with wire without 
questions being asked. But the patentecs were holding up the 
price of wire on unreasonable terms in order to suit the purpose of 
a combination which was formed to keep up the price of electrio 
lampe. A drawn-wire filament lamp which was sold here at 
28. 6d. could be purchased abroad for about 10d. The cost of the 
lamp was something under 4d. The filament cost jd. As one 
group of patents was American and the other German, in the 
netural order of things they would have had two sets of manu- 
facturera competing with each other and‘the price would have 
been kept down ; but directly these two combined there were no 
competitors, and the combination fixed the price and said: 
“ Unless you sell your lampe at this price we shall not supply you." 
There was obviously a fear in the mind of the Association that if 
the petitioners were to sell a double-life lamp at 2a. 9d., the publio 
would not pay 23. 61. for а single-life. So the Association said. 
“You must put ls, on the price, ог give us ls. for the wire.” 
The price of the lamp in Germany, where the German patents 
were running, was 18. 9d., and in Holland, where the patent did 
not run, the price was 10d. A charge to the public of 3d. for two 
filaments would be quite reasonable, but they were asked to put on 
18. Counsel went on to say that competition had been artificially 


interfered with in this case by the two groups, and the combina- 


tion was not entitled to ask for a royalty on the basis of that 
artifisial condition of things, which was created by joining the 
groups together, so as to get rid of competition. This wire could 
be bought in the open market in Switzerland at a price which 
worked out at 4d. a metre. 

(To be continued.) + 


TRAMWAY ACCIDENT CLAIM. | 
THE trial concluded in a Scottish Court of Seasion, on Friday, of the 
action in which a Johnstone doctor sued the Paisley District Tram- 
ways Oo., for £500 damages for personal injuries and for damage 
to his motor car. The case arose over a collision between a tram- 
car and the doctor's motor. Defenders denied fault and pleaded 
contributory negligence. The jury returned a verdict for pursuer 
and assessed the dumages at £400. 


FALLON v. MIDDLETON ELECTRIC TRACTION Co., LTD. 

AT the Manchester Assizes, on February 24th, before Mr. Justice 
Sankey and s jury, the wife and two daughters of James Fallon, 
greengroceriand fishmonger, of Rochdale, who died as the result of 
an accident at Castleton, claimed damages, under Lord Campbell's 
Act, from the Middleton Electric Traction Со., Ltd. It wasalleged 
that Fallon's death was due to the negligent driving of the 
defendant company’s tramcar, which ran into the back of the cart 
that Fallon was driving. In the result, the widow was awarded 
£300 and the two daughters £25 each. 


OSRAM v. PorE'8 ELECTRIC LAMP Co., LTD, 
In the Chancery Division on Tuesday, before Mr. Justice Eve, an 
application was made by Mr. С, Terrell for the postponement of the 
trial of this action. He said the ground was the convenience of 
counsel. The hearing was fixed for the 15th inst, but counsel 
(Mr. Russell Clark) was engaged on a great public duty, and he 
could not be ready before the 25th inst. 

Мв. A. J. WALTER, K.C., said that would only leave four working 
days for the hearing, and as it was an extremely heavy patent 
action it could not be finished before the Courts rose. He tuggested 
that it should be fixed for the 22nd. If that was not suitable there 
were two judges who were looking for work, and it might possibly 
come before them. 

His LOBDSHIP said he would mention it to Mr. Justice Warring- 
ton if the parties wished. 

Eventually his Lordship fixed the hearing for not before the 
22nd inst., to be mentioned 10 days before that date. 
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BRITISH INSULATED AND HELSBY CABLES, LTD., v. ORITTALL 
MANUFACTURING Co., LTD. 


On Monday, in the Official Referee's Court, Mr. Muir Mackenzie 
commenced the hearing of this action for the recovery of £544, 
the price of an electric welding machine, &c. The hearing was 
, adjourned, We shall report the case next week. 


HAMILTON r. MARCONI'8 WIRELESS TELEGRAPH Co, LTD. 


THIS case was to come on in the King's Bench Division on 
Wednesday. 


0 
— — 


Competing with the Enemy.—The staff and heads of 
departments of the Efandem Co. Ltd. Fallings Park, Wolver- 
hampton, dined together at the Victoria Hotel last Friday evening, 
under the presidency of Mr. W. J. Fahn (director), who, in reply- 
ing to a toast, referred to some of the effects of the War upon the 
business of the company as electrical and mechanical engineers and 
manufacturere. He explained how in 1911, from a small experi- 
mental business in Birmingham, they decided to erect works in 
Wolverhampton, and carried on the manufacture of goods which 
were never before made in this country. They had to compete 
with Continental firme, and were fairly suoceseful from the start. 
Orders from the first were in exoess of the output, and for three 
years the history of the company was one. of rapid development. 
In 1912 they had nearly doubled their buildings and plant, and in 
1914 they had a capacity for production which was more important 
than that possessed by any other single manufacturer in the world; 
that was to say in two particular lines—for portable electricity 
and electric car-lighting sets and motor self-startere. Then the 
War broke out. A great deal of their raw material came from 
abroad, and material obtained from our present greatest enemies 
could not be obtained. They were consequently faced by a terrible 
situation. Fortunately, they had enough raw material stocked to 
tide them over until new countries of supply could be found. But 
the price of raw material went up, and the cost of transportation 
from the United States went up every month. Although they had 
a large production in portable electricity, it was impossible to 
supply the demand. As regarded the future, the prospects were 
absolutely secure. Manufacturers were getting busy in pleasure 
motor-cars, and though the electrical trade for them had been 
rather upset, it seemed that in the next few months it was goin 
to rapidly increase. | 


Great London Fair.—Both the Agricultural Hall and 
Olympia have been engaged for a London Fair and Market on a 
gigantic scale in March, 1916. Among the various sections will 
be those relating to hardware in every brancb, lighting, heating 
and cooking appliances, and electrical apparatus. Each ball will 
have ite complete sections, and a fleet of motor-cars will be employed 
to convey visitors from one ball tothe other. The organisers are 
the International Trade Exhibitions, Ltd., Broad Street House, 
London, E.C. 


Swiss Information Office.—An office has been opened 
at Zürich for the economic development of Switzerland ; it is con- 
trolled and financed by the Exhibitions Department of the Swiss 
Government, and is intended to furnish information free of cost 
. to all who desire to purchase Swiss products, or to sell their wares 
in Switzerland. Inquiries on trade matters should be addressed to 
the Secrétariat Général, Bureau Suisse de Renseignements pour 
l'Achat et la Vente de Marchandisee, Metropol, Borsenstrasee 10, 
I. Etage, Zürich, Switzerland. 


Catalogues and Lists. — From Messrs. ALFRED 
GRAHAM & Co, of St. Andrew's Works, Crofton Park, London, S. E., 
we have received one of their useful desk blotting pads with daily 
diary for 1915 at left hand. The firm’s patent loud-speaking 
Naval telephones, also telephones for military. meroantile marine, 
mining, and other service, are well kept before the mind of the user 
of the pad. j 

Messre. Graham have also sent us а copy of their useful little 
annual pocket-book of tide and speed tables for 1915. Shipping 
departments doubtless find it of considerable service. 

Тнк SLOAN ELECTBICAL Co., LTD, 12, Golden Lane, London, 
E.C.—18-page illustrated pamphlet giving particulars and prices of 
“S.L.” weatherproof and watertight lanterns for half-watt lampe, 
also bulkhead fittings, hand lamps, and English china fittings. 

Ввїтїзн TEHOMuSON- HOUSTON Co. LTD., Rugby.—Four new 
publicatione, arranged and illustrated in their standard 
form and style, as followa:—No. 2256 (21 pp.) type D R, 
continu rus-current motors; No. 2216 (8 pp.) type D R, 
oont in uous- current generators; No. 5,801 (4 pp.) АС. brake 
magnets, two-phase and three-phase, 25 to БО oycles, for up to 
600 volts ; No. 4,503 (8 pp.) lightning arrestere for А.С. circuits 
multi-gap type with graded shunt resistance. Prices are given in 
moat cases. 

ELECTRIC SUCTION CLEANER CO, 56, Victoria Street, West- 
minster, S. W.— A folder card which on the outside asks: ‘‘ Who's 
the Lady? tells inside that she is one who owns a Frant Premier 
electric suction cleaner, and says ——. 

Shopkeepers and others who, under war conditione, are required 
to shield their window and showroom lights will find some card- 
board lanterns which are being distributed by the EDISON & SWAN 
UNITED ELECTRIC LIGHT Co., LTD., Ponder's End, very serviceable. 


Book Notices.— The Engineer's Year-Book of Formula, 


‘Rules, Tables, Data, c, for 1915. By H. В. Kempe, M. Inst. C. E. 


London: Crosby Lockwood & Son. Price 15s—This is the 
twenty-second year of publication of a work which has established 
iteelf 1n public favour, and the volume consists of 1,800 pages, with 
95 sections, several of which have been practically re-written. 
Amongst the latter are Power Transmission,” Steam, and Ball 
and Roller Bearings,“ the last-named by Prof. John Goodman. All 
the other sections have been revised by the specialiste who take 
charge of them, and whose names form an imposing list. By 
special permission, the Editor has been able to include a number 
of official regulations, specificatione, &o. So familiar a work needs 
no recommendation. 

The Magazine of the Finsbury Technical College and Old 
Students’ Association for January oontains a portrait of the 
president, Mr. John E. Raworth, a note on Phase-Advancers, by 
J. K. Oatterson-Smith. and articles on Active Service with the 
London Electrical Engineers,” by J. F. Perrin; "Humphrey 
Pumps,” by J. G. Bulger; and “The Diseases of a Field 
Force," by R. F. Easton. There is also a Roll of Honour of past 
studente, - 

“Colliery and Mining Machinery (Bulletin No, 7)” 
London: General Electric Co., Ltd. 


“Journal of the Institution of Electrical Eogineers." Vol. LIII, 
No. 243. March lst. 1915. This issue contains paper: on " Condi- 
tions Affecting the Variations in Strength of Wireless Signals,“ by 
Prof. E. W. Marchant ; “ How a Top Stands Up," by J. Swinburne ; 
and “Representation of the Magnetisation Losses in Iron,” by 
N. W. MoLachlan; also a Third List" of 70 members of the 
Institution who are serving with the Colours. 

“ Science Abstracts.” Sections A and B. Vol. XVIII, Part 2. 
February 25th, 1915. London: E.& F. N. Spon. Price 1s. 6d. each 
net. 


Trade Announcements,— Owing to increased business 
Messrs. G. E. TAYLOR & Co. have taken larger premises, at 7, 
Suffolk Lane, Cannon Street, E.C., and all communications should 
now be addreased there. | 

The address of MESSBS. CREED, BILLE & Co., LTD., is now 
Telegraph Works, Croydon. Rapid business developments having 
rendered larger works neceseary, the Skating Rink, a large and 
central building adjoihing East Croydon Station was secured, and 
it has been specially adapted for the firm's work. Adjoining land 
guitable for farther extensions has also been acquired. 

MEssks. PITTERS VENTILATING AND ENGINEERING Co., LTD., 
has removed its offices to the works—33, Nightingale Vale, Wool- 
wich, S.E.—and all communications should be addressed there. 
New telephone number : Woolwich 427. 

THE DussEK BITUMEN Co. has changed its address to its addi- 
tional works—Empress Wharf, Sherman Street, Bromley-by-Bow, 
E.—and all correspondence should be sent there, though certain of 
the company’s products will still be madeat the Deptford works. 

Mr. H. WITTUSEN, whose dissolution of partnership we announced 
several weeks ago, is continuing to trade as Harry Wittusen & Co., 
at 24, Thavies Inn, Holborn Circus, E С. 


Bankruptcy Proceedings. — G. J. T. J. Parrirt, 
consulting electrical engineer, Keynsham, Bristol.—First meeting, 
March 10th, at 26, Baldwin Street, Bristol. Public examination, 
April 16th, at the Guildhall, Bristol. 

а. BurGEss (Granville Burgess & Co.), electrical engineer, 27, 
Museum Chambers, Bary Street, W.C.—Last day for proofs for 
dividend, March 17th. Trustee, Mr. E. L. Hough, Official 
Receiver, Carey Street, W. O. 


Part I. 


New Zealand.—A Christchurch firm wants to repre- 
sent a British firm making electric self-starting sets for marine 
use, which must retail at £10 or less. Apply to Н.М. Trade 
Commissioner, P.O. Box 369, Wellington. 


Russian Equivalent Tables —The Central Trans- 
lations Institute, Ltd., of 265, Strand, London, W.C., have compiled 
from official sources a set of Russian equivalent tables, and have 
issued it at the price of 18. net. In view of the increasing import- 
ance of trade with Rur sia the issue of such information regarding 
the somewhat complicated Russian weights and measures, and 
especially of equivalent tables permitting of instant conversion of 
British weights, measures and money into Russian. and vice rerså, 
should be of interest to the trading community. The tables cover 
all ordinary commercial requirements. 


Liquidations.— APPARATUS AND ACCESSORIES, Ltp.— 
Mr. G. E. Corfield, the Receiver and liquidator, reports that, 
as a result of the ratisfactory realisation of the assets of the 
company, he has collected sufficient funds to provide an imme- 
diate distribution of the balance required to make up the agreed 
composition of 10а, in the £. In addition to the first distri- 
bution of 2s. 6d. already paid, a further 7s. 63. in the £ is now 
being paid. 

DETTIFOSS PowER Co. LTp.—A meeting will be held at 
Winchester House. EC., on April 15th, to hear an account of the 
winding up from the liquidator, Mr. H. A. McMahon. 


For Sale.—Battersea electricity department have for 
disposal a travelling dock elevator track, and horizontal travelling 
conveyor. Stockport Corporation has for sale one 720-B.H.P. 
triple-expansion Bellies & Morcom high-speed engine. Particulars 
are given in our advertisement pages to-day. 
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A Siemens Dance.—A dance was held at Mozart 
House, Albion Road, N.E., on Friday, February 26th, for members 
of the Siemens Dalston staff and friends, Owing to the war fewer 
social events have been arranged, and as in previous years it had 
been customary to hold three danoes during the winter session it 
was felt that just one evening's jollification could not be denied. 
4 company of about 70 assembled. Mr. Dennison acted as hon. 
M. O., and the arrangements were іп the hands of the following 
Committee: — Miss Moloney, Miss Topper, Mr. Dennison, and Mr. 
Pryor (hon. sec.). 


Italy.—An agent in Florence wants to represent a 
British firm of manufacturers of electrical appliances. Apply 
Board of Trade C.I. Department in London. 


LIGHTING and POWER NOTES. 


Aberdeen.—The Corporation Electricity Committee is 
to renew the agreement for the lighting of Culter on the terms 
suggested by the engineer. The consumption of electricity in the 
city in January was 1,250,610 units, an inorease of 67,332 units 
compared with the same month last year. 


Audenshaw.—The U.D.C. has decided to oppose the 


Stalybridge Joint Board's Electricity Bill. 


Barrow.—The T.C. on Monday agreed to the electrical 


engineer extending the extra high-tension ring main at an esti- 
mated cost of £2,242, 


Beeleek (Co. Fermanagh).—Pusiic LIGHTING.— 
The L.G.B. has sanctioned the application of the R.D.C. for powers 
to enable it to carry out the publio lighting of the town by 
electricity, | | 

Belfast. — POWER Station Extensions. — The City 
. Council has decided not to proceed with the extension of the power 

station at present. It was stated that in three years, the contri- 
bution from the tramways to the rates had fallen from £23,000 


to £3,000. 
Brighton.—Restricrep  LiaHTING.— The Estimates 


sub-Committee of the Lighting Committee, reporting on the next 
year's estimatés, recommends that the item for electricity supply 


for street lighting be reduced from £7,500 to 43,650, and for gaa. 


from £1,100 to £550, on the assumption that only one-half of the 
normal supply of electricity and gas will be used owing to re- 
stricted lighting. There will be a reduction of £600 in the item 
for trimming the lamps, owing to metallic-filament lamps being 


substituted for the arc lamps; and the estimated total saving on 


public lighting is £5,000. The Committee points out that the re- 
duction in the amount of energy consumed for public lighting 
during the next financial year will result in a decrease in revenue 
to the electricity department of £4,450, and the engineer estimates 
that there will be a net loss of £2,500, assuming the price of 
current remains at lid. per unit. The Finance Committee states 
that any deficit will be defrayed out of the reserve fund. 


Bristol.— PRO POSED Bunk SuPPLv.—The T.C. has 
applied to the B. of T. for an order authorising it to supply cur- 


rent in bulk to the Clevedon, Portishead and District Electric 
Supply Oo., Ltd. 


Burnley.—RarR RELizr.—The electricity department 


estimates the surplus for the relief of rates for the current year 
ending March, at £5,247, 


Ceylon.—The Government has granted permission to 
Messrs. Walker, Sons & Oo. to prepare a scheme for lighting the 
municipality of Ootacamund by the generation of power from the 
outflow of the St. Lawrence lake. The municipality proposes to 
borrow Ба,1 lakh to carry out the scheme.— Ceylon Observer. 


Continental, —TuRKEY.—It is reported that the stores 
of coal at Constantinople are becoming exhausted, and that the 
manufacture of gas and electricity will shortly be impossible. 


Coventry.—Licuting ARTISANS’ DWELLINGS.— The 
City Council has decided that the rate for the supply of light in 
artisans’ dwellings erected by the Corporation should be for а house 
containing three lamps 74d. per week ; four lampe, 9d., the charges 
to include the provision and maintenance of lampe. One meter 
will be provided to a block of houses to check consumption. 


Croydon.— New Borers, &c.—The Electricity Com- 
mittee has had under consideration a report of the electrical 
engineer upon the boiler plant at the works, and recommends the 
disposal of two of the five remaining obsolete boilere, and the 
installation of one of a normal capacity of 35,000 lb. of steam per 
hour, & mechanical stoker, superheater, economiser and chimney. 
This will effect a saving of about £600 а year, 

The electricity department has allowed the Lighting Committee 
£615 in respect of lampe not lighted during the past quarter. 
Owing to the serious depletion of the engineering staff at the 
works, it has been decided not to make any allowances to any 


further members of this section of the staff who enlist without 
first obtaining sanction. А 


Cucktield.—Prov. ORDER.—At a meeting of. the 
R.D.C. on February 26th, it was reported that the B. of T. had 
written, stating that after careful consideration it had decided to 


defer the question of revoking the prov. order of the Mid-Sussex 
E.L. Co. for a year. | 


Dover.—PRoPosED LOAN.— A loan of £6,000 for the 


provision of additional plant at the electricity works is recom- 
mended by the Electricity Committee. 


Dublin.—The Corporation has adjourned for a month, 
pending the year's estimates being submitted, the proposal to 
increase the electricity rates owing to the inoreased cost of coal. 
It was stated that the consumers numbered this year 7,055. 
The number of units sold to private consumers had inoreased 
to 8,300,000. The income for the year was £97,000. The city 
treasurer estimated that this year the Corporation would have 
to pay in capital charges £53,650. 


Dundee.—Pcmpina PLant.—The Corporation Elec- 
tricity Committee is to put down a new pumping station in the 


neighbourhood of the Eastern Wharf, for the Carolina Port 
generating station. 


East and West Ardsley.—Upon a report by the 
E.L. Committee as to the carrying out of the E.L. order, the U.D.O. 


has decided to ascertain the cost of having the order varied by 
the B. of T. | | 


Eccles,— The Corporation has decided to discontinue the 
supply of eleotricity by prepayment meters to Corporation dwell- 
ings. In lieu thereof tenants are to be offered a supply either on 


the flat rate of 4d. in force, or a charge at the rate of 6d. per lamp 
рег week. 


Ely.—PROV. OnpER.—The Gas and Electricity Co., 
which is applying for a prov. order for electric supply, has asked 
the B. of T. to dispense with the consent of the U.D.O. to the 
application. The U.D.C. has decided to reply that the Gas Oo. 
under the proposed order was not compelled to supply current in 
the whole of the district; that the compulsory area did not 
inolude Cambridge Road, one of the principal residential thorough- 
fares in the town ; and that the Council objected to both kinds 
of lighting being in the hands of one company. 


Enniskillen.— SrnRET Licutina.—The R. D.C. is 
applying for powers to enable it to enter into an arrangement with 
the Tempo Electric Supply Co., Ltd., for the lighting of the streets 
of Tempo with electricity. 


Finchley.—A new oil engine, similar to that erected 
in 1913, is to be installed at the electricity works. 


Frinton-on-Sea.—The Frinton and District E.L. Co., 


as the result of an appeal, has secured a reduction in rateable value 
from £280 to £120, 


Glasgow.—Arc LIGHTING; ELECTRIC CRANES.— 
Owing to the shortage and high price of oarbons for the ordinary 
аго lamps in use at Glasgow Harbour, the Clyde Navigation 
Trustees have approved of the gradual substitution of flame 
arc lamps in place of those now in use, as supplies of carbon for 
these could be obtained without difficulty. It is not intended to 
deal with Rothesay Dock at present, the arc lamps there being 
modern. 

The Trustees have also approved of a scheme for the gradual 
replacement of the four hydraulic cranea and the steam crane at 
the ooaling quay in Queen's Dock, by three electric cranes. The 
first, which is a 32-ton electric, is expected to be in use about June. 
Arrangements are to be made to procure a second electric orane, 
and, for the third crane, to remove the present 25-ton steam crane, and 
to procure a number of electric capstans, and a set of electrically- 
driven pumps for the swing bridge, all at an estimated additional 
cost of £20,000, which would be spread over the next two or three 


years. 

The T.C.’s lighting department has installed as an experiment 
a number of 3,000-0.P, flame arc lamps in points in the busier 
thorough fares. 

Gloucester.—The Electricity and Light Railways Com- 
mittee reports that the output in the electricity department for 


January was 156,606 units, an increase of 2,300 units as compared 


with the corresponding month last year. For the Light Railway 
section the output was 43,193 units, an inorease of over 2,000 
unita, 


Gertin (Co; Tyrone),—E.L. ScuEwE.—An electric 
lighting scheme for the village is being considered, the motive 
power to be supplied by the Creamery or from the river. A Com- 
mittee has been formed, and the shareholders of the Creamery are 
to be approached in the matter. 


Grimsby.—PROPOSED Loans.—The Public Lighting 
Committee is again recommending the T.C. to approve the pro- 
posed battery scheme at the eleotricity works, and to apply for 
sanction to borrow £11,000 made up as follows :—Peak load bat- 
tery, £5,000; prospective expenditure on mains, £4,000; pro- 


‘spective expenditure on services, £2,000. 


Halifax.—Proposep Loan.—The Tramways Committee 
has decided to make application to the L.G.B. for sanction to the 
borrowing by the Corporation of the sum of £5,000, for prospective 
expenditure on new electricity mains, 
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Heston and Isleworth.—The contractors have informed 
the Eleotricity Committee that as the colliery from which the coal 
was drawn had restricted its output, the firm could not give more 


than 60 per cent. of the quantity contracted for, Under the 


circumstances, the contractors have been advised that unless coal 
is delivered to the extent guaranteed in the contract, the Council 
would buy against them. At the time of writing 200 tons had 
been ordered from another firm. 


Heywood.—Restricrep LIGHTING.—All lights are to 
be lowered from one hour after sunset to one hour before sunrise 
as from March lst. 

Hull,—Puanr ExTENSIONS.—The Electricity Committee 
has approved of a scheme of plant extension at an estimated cost 
of £41,500. The scheme provides for the installation of two new 
boilers, a new turbine of a capacity of 5,000 KW., coal-handling 
apparatus, water-cooling system, &c. 

Kingston-on-Thames. — PROPOSED ` Loans. — The 
Lighting Committee proposes to borrow £16,792 for the purposes 
of the électricity undertaking, viz., £5,792 in respect of excess 
expenditure on loans already sanctioned, and £11,000 to meet the 
estimated requirements for the next four years, . 

Kingstown.—Mr. Justice Barton, in the Irish: Chancery 
Division, has made an order of the Court the submission and 
award of Mr. 8. L. Brown, K.C., in the matter of the arbitration 
between the Dublin Southern District Electric Supply Co., Ltd., 
and the Kingstown Urban Council as to terms of payment for the 
undertaking ; and costs of the company were referred for taxation, 
The sum of £3,608 is payable to the Electric Supply Co. under the 
award, as mentioned in our last issue. 

Leeds.—PROPOSED LOANS.— The Corporation Finance 
and Parliamentary Committee recommends to the City Council to 
apply to the L.G.B. for sanction to borrow £25,000 for a new 
6,000.Kw. turbo-alternator, with accessories, and £8,700 for a 
3,000-Kw. turbo-alternator for Crown Point power station. An 
expenditure of £242,000 is estimated for by the City Tramways and 
Electricity Committee on electricity undertakings, and it is re- 
commended that application be made to the L.G.B. for sanction to 
borrow £150,000 for mains extensions and £30,000 for the building 
end equipment of transformer sub-stations. The Tramways and 
Electricity Committee estimates the expenditure on tramways 
capital account for the next financial year at £93,291, 


Leyton.—LINKING-UP PROPOSALS.— The Electric Light- 
ing Committee has under consideration an inquiry from the 
Hackney B.C. as to whether the District Council would be prepared 
to consider linking up its works to those of the B.C., so as to takea 
standby or bulk supply asan alternative to laying down further plant. 

Liverpool.—Street Licutinc.—Mr. A. С. Smith, the 
lighting engineer of the city, in his report, states that the lighting 
by metallic-filament lamps along the whole of the New- Broad 
Green tram-route, as far as the city boundary, is now proceeding, 
43 50-С P. lamps having been fixed on side tramway-poles. Of the 
5011 miles of roads lighted at the end of the year, 83 were lighted 
by electricity. 

London.—PoPLAR.— Application is to be made to the 
L.C.C. for sanction to & loan of £10,188 in respect of the elec- 
tricity undertaking. The Electricity Committee reports the neceg- 
sity of erecting an additional sub-station at Blackwall to meet 
increasing demands ; meanwhile the engineer suggests the pro- 
vision, temporarily, of a further 1,000-Kw. converter at the 
generating station for next winter's ‘load. The estimated oost, 
with temporary foundations, and machine connections, new switch- 
gear, and rearrangements of switchboard, is £3,350. It is also 
proposed that a 1,000-kw. converter be installed in the northern 
sub-station to compete with increased demands in this area, at a 
similar cost to that proposed for the main station. In connection 
with this extension it will be necessary to lay two low-tension 
feeders, and extend the existing feeder in Dace Road, at an estimated 
cost of £3,688. 

BETHNAL GREEN.—The Electricity Committee of the B.C. has 
approved the following scale of charges for electricity. For 
lighting purposes:—A (1) Minimum guarantee per half-year, 
as per Clause 9; (2) rate per unit for 30 hours’ use of the maximum 
demand, per month, 8d.; (3) rate per unit for all further con- 
sumption in each month, 1d. B (1) £12; (2) 74. ; (3) 18. € (1) 
£60; (2) 6d. ; (3) 1d. For power, heating, cooking, and all pur- 
purposes other than lighting :—D (1) As per Clause 9 ; (2) 33d. ; 
(3) 4d. E (1) £60; (2) За. ; (3) 4d. For restricted supplies :— 
Е (1) £3 : (2) and (3) 1d. for all consumption. 

L. C. C.— The Finance Committee recommends the Council's sanc- 
tion to the borrowing of the following loans: — f 15,000 by the 
Stepney B C. for mains, and £500 by the Islington B.C. in respeot 
of the additional cost of cooling towers owing to the effect of war 
conditions upon the price of materials, especially timber. 

STEPNEY.—The B.C. is recommended to apply to the L.C.C. for 
a loan of £35,000 for the electricity undertaking. 

ST. MARYLEBONE.—The Electricity Committee recommends that 
the present domestic tariff be revised, and that an annual charge 
(the same as existing) plus id. per unit for current and hire of 
apparatus be made, subject to the consumer entering into a satis- 
factory agreement specifying & minimum consumption. 

St. PANCRAS.—The Electricity Committee recommends that the 
offer of the Ecclesiastical Commissioners to advance £22,530 on 
loan for boilers for the electricity undertaking be accepted. The 
B.C. has agreed to give a supply up to 1,000 Kw. to the L.C.C. 
Arlington Road sub-station during the ensuing summer at jd. per 
unit, subject to variation according to the cost of coal. 


london Electricity Supply Bill.—The Parliamentary 
Committee of the Middlesex C.C. proposes to obtain expert advioe às 
to how the proposals in the Bill will affect the county, and 
generally as to the present electricity supply of the County of 
Middlesex, and how it could best be organised with advantage. 


Macclesfield.—Scuoor, Licutinc.—The Electricity Co. 
has informed the Borough Education Committee that the directors 
had agreed to lay a cable to the school clinic free of charge, and 
without any obligation on the Committee's part as to guaranteed 
consumption of current, provided that the whole of the premises 
were wired, and electricity used exclusively as an illuminant. The 
Committee has replied that it is prepared to wire the premises, pat 
cannot agree to the exclusive use of electricity. 


Maidstone.—PROPOSED Loan.—The T.C. has applied 
for a loan of £7,450 for the provision of a 1,250-Kw. turbo- 
alternator, foundations and girders, pipework, &c. 


Manchester.—Loan Sanction.—The Corporation has 
received sanction фо borrow £20,000, repayable within 15 years, for 
the purposes of the electricity undertaking. 


Newcastle West (Ireland).—The electric lighting 
scheme has been inaugurated, and is now available for the public 
light of the town. The scheme was carried out by Mr. W. Phelan, 
and a few nights ago St. Ita's Hall in the town was lighted up for 
the first time with electric light. 


Pembroke (Dublin).— INCREASED CHARGES.— The 
U.D.C. is recommended to increase the charge for energy for light- 
ing and heating from 41d. рег unit plus 5 per oent., to 54d. per 
unit, and for power from 14d. to 2d. per unit, consumers of more 
than 25,000 units to be charged 14d. per unit. 


Reigate.—Questions as to whether the Diesel oil ee 
were satisfactory were asked at a meeting of the T.O. last week. 
Replying, the Mayor said he considered them a good investment ; 
about three or four years ago the coal consumption at the elec- 
tricity works was not much less than 1,500 tons, It was estimated 
that they would probably require 425 tons this year. | 


Stockton Heath.—Prov. Оврев.-- Тһе Runcorn 
R. D. C. has received from the B. of T. a communication relative to 
a request from the Warriugton Corporation that in view of the 
objections in connection with its application for a provisional 
order to include in its electric lighting area certain districts ix the 
rural district, the Councils consent be dispensed with. A 
meeting is to be held shortly to discuss the matter. 


Stoke-on-Trent,—ELEcTRO-CHEMICAL SUPPLY. —The 
B.C. has decided on the recommendations of the Electricity Cor 
mittee to give a supply of electrical energy for elestro- chemical 
purposes to Messrs. Keeling & Walker, commencing with 3,000 units 
per week, taken continuously over 132 hours weekly, at extra- high - 
pressure three- phase, at a flat rate of Id. per unit, subject to an 
agreement being entered into. It is understood that while one 
furnace will be started initially, three are to be in use in a year, 
end the factory is designed for 12 furnaces. 

The electrical engineer reports for the six months from April to 
September, 1914, that the total works costs were £9,614, as compared 
with £11,152, a reduction of £1,538 in generating ‘costa, The 
revenue was £22,119, as compared with £21,024, an increase of 
£1,095. The number of units sold was 3, 122, 220, as against 
2,993,969 ; cost per unit generated :5114., as against 707d. ; cost 
per unit sold 739d., as against 894d. Coal per unit sold 5°50 Ib., 
as against 7°79 lb. It was decided to request the B. of T. to 
approve a system of supply for all extensions where new A.C. mains 
are laid from the power house, at 415 volts per phase for. power, 
and with 240 volts between each phase and neutral for lighting. . 


murmaston.—E. L. ScuExE.—The U. D. C. has decided 
to obtain expert advice as to the probable cost of an E. L. installa. 
tion for the town. 


Warrington.— КАТЕ RELIREF.— It is proposed to con- 
tribute £1,000 from the electricity undertaking and £2,000 from 
the tramway undertaking towards the relief of the rates, 


hix 1$ 


t a 


TRAMWAY and RAILWAY NOTES. 


Blackburn.—The local Society of Tramway Workers 


has made an application for an all-round increase of 1d. per hour 
in wages to meet the additional expense incurred through the 


higher cost of living. 


Bolton.—Owing to the increased cost of living conser 
quent upon the war, the workers in the tramway and other depart» 
menta of the Corporation have applied for an increase of wages. 
Ihe tramway men asked for ld. per hour rise, end the matter has 
been referred to the T.C. 


Bury.—Lieut.-Col. Druitt, D. of T. Inspector, has — 
the tramway extensions at Bury to Jericho and Walmersley; and 
the routes have now been opened for public use, t 
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Continental, — ITALT.— Application has been made 
for a concession for the construction and working of an eleotric 
tramway between Turin, Sassi and Superga, the existing funi- 
cular railway between Sassi and Superga being inadequate to the 
traffic requirements of the localities named, and ita concession, 
moreover, expiring on December 31st, 1916. 

SPAIN.—A concession has lately been granted for the oonstruc- 
tion and working of an electric tramway 59 ра and Santa 
: Maria de Nera. 


Croydon.—New Tramways.—The T.C. has ы 
the B. of T.’s eanction to a loan of £900 for the construction of a 
double line of tramway in Cherry Orchard Road. The total out- 
lay will be £1,480, and the balance, representing the outstanding 
debt on works 'to be superseded, is to be paid out of the renewals 
fund. 


Dublin.—PEeTRoL-ELEcTRIC Cans. — The Blessington 


Steam Tramway Co. has ordered two petrol-electrio cars for the 
summer traffic. 


Halifax.—Tramway EXTENSIONS.—À deputation from 
the Southowram U.D.C. reported to the Tramways Committee 


that it was not satisfied with the terms offered by the Committee 
for extending the existing tramway, and suggested that the 


guarantee should be £20 per annum for the first five years, £10 per 


annum for the second five years, and £5 per annum thereafter, 
provided that when the whole line paid from the centre of the 


town to the terminus, as extended, the liability of the U.D.C. for. 


any further payments should cease, The Tramways Committee 
decided that it could not modify its previous. decision on the 
matter. 


Ilford.— ELECTRIC VemcLe.—The Electricity Com- 
mittee has decided to purchase a 4-ton electric battery road van, with 
automatic tipping gear. 
siding and the works 


London.—The L.C.C. Finance Committee has decided 
that war allowances to tramway employés, estimated at £81.000, 
shall be charged to the tramways account; the Highways Com- 
mittee reporta that despite the improved tramway results this pro- 
cedure will lead to a deficit on the year, which will further deplete 
_ the general reserve fund, which was drawn on to meet the loss on 
last year's working. 

At the last meeting of the Council a motion to refer back this 
decision, the oontention being that such expenditure should be met 
by a special vote, was lost. 


Northampton.—lIt is estimated that the balance to the 


credit of the tramways undertaking for the year ending March 
31st next will be £1,171, 


North London Railway Electrification.—At the 
annual general meeting of the company, Lord Rathmore stated 
that there was every reason to hope that electric trains would be 
running between Broad Street and Richmond over the Hampstead 
Junction line by the end of the year; the anticipated completion 
of the electrification of the North London and Nortn:wonern 
local lines this spring had been hindered by the war. 


North-Western Electrification.—At the general meet- 
ing of the company on February 26th the chairman stated that, 
including £249,716 advanced to the London Electric Railway Oo. 
in connection with the Paddington— Queen's Park extension, the 
capital expenditure for the year had been £1,233,250, of which 
£527,752 was in connection with the Euston—Watford electrifice- 
tion, During the current year it is estimated that £1,800,000 will 
5 the greater part in connection with the new electric 

way. 

The engineers report mentioned that the new line between 
Queen's Park and Willesden was approaching completion. The new 
power station and repair shed at Stonebridge Park are well ad- 
vanced and the six sub-station buildings nearly completed. 


Southport.—In response to an application by the Tram- 
ways Committee for a reduction in the price of energy, the Elec- 
tricity Committee has stated that alterations to be made at Crow- 
lands will, no doubt, result in a saving of coal, and the Committee 
will be prepared to consider the application when the alterations 
are completed. 

It is understood that the Corporation tramway workers are 
about to ask for an advance of 4s. per week in wages, to meet the 
increased cost of living. 


South-Western Railway Electrification.— The yearly 
report of this company states that the electrification of the com- 
pany's suburban lines has made steady progress during the 
past year. The main power house at Wimbledon and the sub- 
stations at other places are practically completed, and the 
machinery is being erected. Several of the new electric trains have 
been constructed and the remainder are being proceeded with. 
Good progress has also been made with the placing of conductor 
rails, the bonding of track rails and the laying of high-tension 
cables on the first section of the railway to be electrified, i.e., the 
lines from Waterloo to Kingston ria Twickenham and ria Malden. 
Capital expenditure during the year has included £153,303 on 
electrification of suburban lines and £169,221 on electric power 
stations, &c. 


Uruguay. — The Diario Oficial publishes а law author- 
ising the Executive Power to make arrangements for the transfer 
to the State of the Ferrocarril y Tranvia del Norte, Within а year 


The van is for use between the railway . 


| В. of G. 


of the nationalisation of this system, the new directorate of the 
line will present to the Executive Power a scheme for the electri- 
fication and extension of the tramway, which undertaking must be 
completed within three years.— Board of Trade Gazette. 

Warrenpoint.—ELECTRIFICATION ScHEME.—A project 
is being promoted by a Belfast company to secure the interest of the 
directors in the Warrenpoint and Roskern Tramway Oo., and to 
introduce an electrical system. The line had always been worked 
by horses. Quite recently it closed down, 


———— — 
TELEGRAPH and TELE TELEPHONE NOTES. 


Illicit Wireless 1 N e Tons 
Police Court on the 2nd inst., R. H. Barnett, of 25, Dean Street, 
Newcastle, was charged with having in his possession, without 
written permission of the Postmaster-General, component parts of 
apparatas for sending and receiving messages by wireless tele- 
graphy. Defendant pleaded guilty. 

It was shown in evidence that Barnett was a retail dealer, who 
had in his shop window, and exposed for sale, a wireless spark 
coil, The proceedings were taken at the express request of the 
military authorities, who desired that attention should be specially 
directed to the necessity for a person who had anything to do 
with wireless apparatus to have a licence. None of the parts had 
been sold since the war began. 

The Court, although convinoed of the buna fides of Barnett, fined 
him £10 and costs. 


Imperial Wireless Chain.—Whilst stating in the 
House of Commons that a considerable amount of work had been 
carried out in connection with the English and Egyptian stations, 
the Postmaster-General added that the question of proceeding 
farther with the construction of the Imperial wireless chain was 
under consideration, in view of the altered situation arising from 
the war.— Times. 


International Telegraphic Conference,—The Con- 
ference, which was to have been held at Paris this spring, has been 
postponed. 

Telegrams in Code.—The  Postmaster-General has 
authorised the use of Broomhall’s Imperial Combination Code in 
communication with all South American countries except Brazil 
and Dutch and French Guiana. This is in addition to the A B C 
ош ed.), Scott's (10th ed.), Western Union, Lieber's, and Bentley's: 

Bae | | 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdare.—March 6th. U.D.C. Twelve months’ supply 
of cables, meters, joint-boxes, &c., lamps, uniforms, tickets and 
other stores, See Official Notices ” February 5th. 

Australia.—BRISBANE.— March 10th. Motor-generator, 
power board, &c., for Postmaster-General See ‘“ Official Notices" 
January 15th. 

MELBOURNE.—Maroh 16th. White Wheatstone reoeivigg tape, 
for Postmaster-General. See Official Notioes February 5th. 


Belfast.—March 15th. Twelve months’ supply of stores 


for the Tramways and Electricity Committees. Official 
Notices " February 19th. 
Birkenhead.—March 9th. Corporation. Continuous- 


current meters and house-service fuse boxes. See "Official 
Notices " February 26th, 

Burnley.— March 22nd. Electricians’ work for the 
Forms, &c., from Mr. J. S. Horn, Clerk, Union Offices. 

Bury.—March 8th. Constructional steelwork in connec- 
tion with the electricity generating station extension. Mr, J. 
Ainsworth Settle, Borough Engineer, Bank Street. 

Dover.—March 9th. Electrical sundries and cables for 
a year, for the Harbour Board. Mr. Martyn Mowll, Registrar, 
Castle Street. 

Dundalk. — March 23rd. U.D.C. Twelve months’ 
supply of stores for the Electricity Department. See Official 
Notices " to-day. 

Edmonton.— March 10th. Electric lamps for the 
B. of G. Mr. F. Shelton, Clerk, The Grange, White Hart Lane, 
Tottenham. 

Grimsby.— March 8th. Corporation. Two years’ supply 
of motor-type meters. See Official Notices February 26th. 


Heston and Isleworth.—March 6th. U.D.C. Twelve 
months’ supply of electrical stores. See “Official Notices” 
February 26th. 

Hove, — March 26th. Corporation. One 500-kw. 
mixed.pressure steam turbine, complete with p.. 230/285-volt 
generator and surface condensing plant; also a battery of 115 
accumulators. See " Official Notices ” to- day. 
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IIford.— March 9th. U.D.C. Supply and delivery of 
electric coal-wagon. Mr. A. H. Shaw, Electricity Works. 


Italy.—Telephone and electric lighting material, tele- 
phone wires and motor plant, for a firm at Palermo. Write to 
Secretary, British Chamber of Commerce for Italy, 1. Via Innocenzo, 
Frugoni, Genoa, quoting Board of Trade reference, No. 514.: 


Kirkcaldy.—March 22nd. Corporation. Twelve months’ 
supply of brass castings, pitch, iron castings, &c., for the Electricity 
and Tramways:Committee. Forms of tender from Mr. O. F. 
Francis, Burgh Electrical Engineer. 


Liverpool.—March 12th. Electrical fittings for a year 
for the Select Vestry. Mr. G. W. Coster, Clerk, Brownlow Hill. 


London,—L.C.C.—March 16th. Reconstruction of three 
miles of eingle-line tramway on the underground oonduit system. 
Specifications, kc. (£5), from Chief Engineer, County Hall, Spring 
Gardens, S.W. | 

HoRNSEY.—March 16th. Meters, cables and stores, &c., for the 
T. C. See "Official Notices" February 19th. 

Bow.—March 9th. Electrical supplies, for the Managers of the 
Poplar and Stepney Sick Asylum District, Forms of tender from 
the Olerk, Devons Road, Bow, E. 

WANDSWORTH.—March 15th. B.of G. One month's supply of 
electrical fittings, for the Wandsworth Union. Forms of tender 
from the Clerk, Union Offices, St. John's Hill, S.W. 


Londonderry. — March 18th. Corporation. Engine- 
room stores, carbons, meters, bitumen, fuse-boxes. Forms of tender 
from the Electrical Engineer, Electricity Department. 


Macclesfield.—March 10th. Cheshire County Asylam, 
Parkside, Electrical goods for one year. Mr. Wm. Tingay, Clerk. 


Manchester, — March 9th. (a) One 250-Kva. trans- 
former, and (b) E.H.T. and L.T. cables, Mr. F. E, Hughes, Secretary, 


Electricity Department. 
March 10th. Three 8-wire balanoers for the Electricity Com- 


mittee. Mr. F. E. Hughes, Secretary, Electricity Department, 
Town Hall, 

Newport (Mon.).—March 15th. Uniform clothing for 
the Corporation Electricity and Tramways Department. Mr. N. J. 
Young, General Manager, 

Pontypridd. — March 8th. U.D.C. Twelve months’ 
stores for Electric Light and Tramways Department. See "Official 
Notices " February 19th, 


Rochdale.—March 11th. Twelve months’ supply of 
stores for Tramways Department. Mr. G. Webster, General 
Manager, Tramway Offices, Mellor Street, 


Salford,—March 8th. Axles and wheels for 24 bogie 
cars. General Manager of tramways, 32, Blackfriars Street. 


South Shields,—March 12th. Twelve months’ supply 
of engine-room stores for the electricity works. Specification 
from Mr. Н. S. Ellis, Borough Electrical Engineer. 


Spain.—The Ministerio de la Gobernacion is inviting 
tenders for the construction of a telephone line between Barcelona 
and La Junquera, and one from Barcelona to Valencia.— Board of 
Trade Journal, 


Swindon.—March 13th. Corporation. Twelve or six 


months’ stores for Electricity and Tramway Departments. See 
" Official Notices February 19th. 


Swinton and Pendlebury.—March 19th. U.D.C 
Cables, joint-boxes, bitumen and joint-box compound. See Official 
Notices to-day. | 

Transvaal, — BETHaL. March 25th. Municipality. 


Supply and erection of generating and pumping plant and overhead 
electric distribution system. Specifications from the consulting 


engineer, Mr. H. Hancock, P.O. Box 62, Klerksdorp (deposit 


£1 ls.) 


Warrington.—March 9th. Electrical goods (German 


or Austrian barred) for the B. of G., for six months, Forms, &c., 
from Arthur Bottomley, Clerk, Bewsey Chamber. 

March 16th. Motors, cables, and E.H.T. feeder panel, for the 
Electricity Department. See “Offcial Notioes " to-day. 


Wigan.—March 16th. Corporation. Supply of stores 
for the Electric Light Department, See "Official Notices to-day. 


Wrexham,—March 17th. Meters, oils, coal, &c., for 
the Corporation Electricity Department, for a year. Borough 
Electrical Engineer, Willow Road, 


CLOSED. 


Barrow.—The T.C. has placed an order for a 200-KVA. 
transformer with the British Westinghouse Co., at £125 ; this was 
the lowest of three tenders received. The T.C. has adopted the 
eng ineer's suggestion that wherever possible, existing contracts for 
oils and stores should be renewed for 12 months with the same 
contractors. 


Bingley (orks) .—The U. D. C. has placed a 12 months’ 
contract for the sole supply of single and polyphase balanced load 
meters with the Electrical Apparatus Co., Ltd. 


Birmingham.—The City Council is being asked to 
sanction the purchase of.2,000 tons of bteel rails and fishplates 
from the Lorain Steel Co., of America. 

Blackpool.—The Corporation has accepted the tender 
of the Davenport Engineering Co., for a new cooling tower at the 
electricity works. 

Bolton.—The Electricity Committee has accepted the 
tender of the British Thomson-Houston Co., Ltd., for switchgear. 


Cardiff.—The Building and Sites Committee has accepted 


the tender of Mesers. H. J. Cash & Co., at £2,400, for the electric 
installation at the new Technical Institute. f 


Croydon.—The T.C. has accepted the tender of Messre, 
ee & Wilcox, Ltd., for the following plant at the electricity 
WOIES:— 

Boiler. superheater, and economiser, £4,216; two chain-grate stokers, 

920; motor-driven induced-draught plant with iron chimney, £795; 
indicating steam flow meter, £23. 


Dewsbury.—The B. of G. has accepted the tender of 
Mr. F. Dutton, of Heckmondwike, for electric bell work at the 
Nurses’ Home and Infirmary, at £27 178. 6d. 


Dover.—The Corporation Electricity Committee has 
accepted the tender of the British Thomson-Houston Cò., Ltd., for 
а 1,000-Kw, turbo-alternator set complete with exciter, condenser 
and pumps, at £4,725, 

The Tramways Committee has given an order to Meesre. Dick, 
Kerr & Co. to supply 50 tons of rails and the necessary fishplates, 
at £8 158, and £11 15s, per ton respectively. 


Finehley,.—The D.C. has decided, should circumstances 
render it necessary, to buy against the contractors for the supply 
of 500 tons of coal for the works over a period of three months. 
The firm, having delivered 93 tons of the quantity arranged, have 
written stating that they will be unable to deliver any further 


. quantities in the immediate future, but will do во when circum- 


stances permit. 

Glasgow.—-The Clyde Navigation Trustees have accepted 
the following tenders for equipment in connection with the new 
32-ton electric crane at Queen's Dock :—OCables— Johnson & Phillipe, 
£947 ; switchboard—Crompton & Co., Ltd., £111; coaling cradle— 
Sir William G. Armstrong, Whitworth & Co., Ltd., £650; and three 
weighbridges—W. & T. Avery, £540. 


Horsham.—The U. D.C. has placed a contract for D.C. 
meters with the trical Apparatus Co., Ltd., for the year ending 
March, 1916. 


Ilford.—The following tenders have been accepted by 
the Electricity Committee for supplies of coal for a period of three 


months :— 


E. Foster & Co.—1,000 tons Ibstock medium peas, 19s. 11d. per ton; 500tons 
Ibstock D / S nuts, 17s. 5d. per ton; 500 tons ditto slack, 178. 6d. per ton. 

Bradbury, Son & Oo., Ltd., Warwickshire (Tamworth).— D/ nuts, 60 tons 
per week, 218.14. per ton. 


Leyton.— The tender of Messre. W. Rickard, Ltd., 
has been accepted by the U.D.C. for a six months’ supply of cable 
at basis prices, ranging from £32 118. for 3/18 to £101 138. 
for 7/14. The tender of the Oliver Arc Lamp, Ltd., has also 
been accepted for the supply of 22,000 pairs of Oriflamme 
carbons, at £0 78. 6d. рег 1,000 pairs, and 18,000 pairs of Metro- 
flamme, at £5 15s. per 1,000 pairs. 

The present contract for the supply of engine oils to the Elec- 
tricity Department is to be extended for a further period of 12 
months upon the same terms, 


London.—BrTHNAL GREEN. The B.C. is recommended 
to accept the tender of Messrs. Measures Bros., at £534, for iron and 
steel work at two sub-statious. 

L.C.C.—It is stated that the tender of the British Westinghouse 
Electric and Manufacturing Co., Ltd., at £62,003, has been accepted 
for the supply of two 8,000-Kw. turbo-generators at the electricity 
station at East Greenwich. 

St. PANCRAS.— The B.C. Electricity Committee has received the 
following tenders for the supply of 250,000 pairs of open - ty pe arc 
lamp carbons :— | 

General Electrie Co., Ltd. (recommended) ..  .. 22019 


Wells Electrical Co. 185 
Oliver Arc Lamp, Ltd. "— s 2,185 
Engineeriog and Aro Lamp, Ltd. Ke, di Sas 2,185 
British Central Electric Co. T ss ee de 2,430 
Wm. Geipel & Co. “+ oe we an ee ee 2,535 
London Commercial Electrical Stores, Ltd. .. sa 2.630 
The Electrical Supplies Co. £x és 2.830 


The engineer, in recommending the acceptance of the above 
tender, pointed out that the cost of a similar quantity of carbons 
at last year’s price would only have been £871 15s. 

St, MARYLEBONE.—The Electricity Committee recommends the 
acceptance of the tender of Мевагв. В. Н. Towler, for the supply 
of a blow-down tank, at £87. 

The Committee has accepted the tender of Messrs. T. Press & Oo. 
for renovating the interior of Aybrook Street sub-station, at 
£34 10e., and of Messrs. Carter & Со. for retiling and renovating 
the rotary converter room, at £53, 


mn ee — 


Vol. 76. No. 1,945, Maron 5, 1915] THE ELECTRICAL REVIEW. 


921 


STEPNEY.— The Electricity Committee has received the under- 
mentioned tenders for the supply of 50 tonsof moulded pitch:— 


T. Crow & Sons (recommended) . £1 9 6 per ton 
Forbes, Abbott & Lennard, Ltd. . 114 9 „, 
`` Grindlay & Co., Ltd. $^ dix : 8 ^ » 

90 


J. Smart & Son .. ee 


The Committee has accepted offers of 1,930 tons of coal for the 


Electricity Department at prices varying from 155. 9d. to 21e. 6d. par 
ton. | 


BEEMONDSEY.—The Electricity Committee has had under con- 
` sideration tenders for the supply of coai for the period ending 
June 30th next, but as the increase in price is very considerable, 
and having regard to the Government statement as to bringing 
down ooal prices, the Committee does not consider it would be 
advisable to make a contract at the present time. It is therefore 
"proposed to purchase 400 tons of Shipley peas from Messrs. Myers, 
Rose & Co., Ltd., at 228. 3d. per ton. 

The following tenders have been received by the London 
Education Committee for installing electrio light at the Scawfell 
Street School, Haggerston :— 

(recommended) Tn 


A. Hawkins & Вопв.. .. ec ee 


Alpha Manufacturing Co. ee ee өө ee oe 844 
Lund Bros. & Co. ee ee ee oe ee oe oe 876 
T. N. Kingdon & Co. ee А - ee T .. 897 
G. Weston & Bons, Ltd. .. “з т E .. 416 


Luton.—The T.C. has accepted the tender of the Harris 


Patent Feed Water Filter, Ltd., for a water-softening plant for the 


refuse destructor, at £129, 


Maidstone.—Subject to & loan being granted, the T.C. 
has accepted the tender of the Brush Eleotrical Engineering Co., 
oe for a 1,250-K w. tarbo-alternator of the Ljungstrom type, at 

,887. , 


Manchester.—The Electricity Committee has accepted 
the following tenders :— ч 
J. Spencer, Ltd. Low- pressure pipework and valves, Stuart Street Station. 
B. I. and Helsby Cables, L:d., апа W. T. Henley's Telegraph Works Co., 
Ltd.— Cables, . 

The Gas Committee has approved the Electric Construction Co., 
Ltd., as enb-contractors for dynamos required in connection with 
the construction of в retort house. i 

The Rivers Committee has accepted the tender of Messre. Glenfield 
and Kennedy, Ltd., Kilmarnock, for eleotrically-operated rectan- 
gular channel penstocke. 

The Tramways Committee has accepted the tender of the B.I. 
and Helsby Cables, Ltd., for tramway rail bonds, and that of Mesera, 
Hadfield, Ltd., for steel portable track rails. 


North Bierley.—Out of 32 tenders submitted for the 
supply of 800 lamps to the North Bierley Union Authorities, 
Bradford, that of Mr. H. Moss has been acoepted. 


Salford.—The Electricity Committee has accepted offers. 


for the purchase of the undermentioned plant, to be displaced at 
the Electricity Station, Frederick Road :— 


8. Openshaw.—Two reciprocating engine set?, £1,650. 
T. Mitchell & Sons, Ltd.—Three continuous current motors, £105. 
The tender of Messrs. G. Wragge, Ltd., has been accepted by the 
Committee, at 210+ 14r., for steel and glass partitions at the Elec- 
tricity Station. 


Wolverhampton,—The Corporation has placed a con- 
tract for the whole of ita requirements for A C. meters with the 
Electrics! Apparatus Co., Ltd., for a year. 


FORTHCOMING EVENTS. 


Royal Institution of Great Britain.—8aturdays, March 6th and 13th. kt 
8 p.m. As Albemarie Street. W. Lectures III and IV oa * Recent 
Mesearches on Atoms and Ions,” by Bir J. J. Thomson, F. R. 8. 


Technical and Enginee Association.—Saturday, March 6th, 
xci p.m. At Royal v tl ne давое Peel Park. Paper on „Phe 
Strength of Iron Castings, by Мт, E. L. Rhead. 


Association of Engineers-in-Charge.—Saturday, March 6th. At 7.80 p m. 
At ss. Sride’s institute, Bride Lane, B.C. Debate on “ How to Pay m 
the War,” a scheme proposed by the British Engineers’ Association. 


x Wednesday, March 10th. At 8 p.m. Paper on “Modern Steam 
Laundry Machinery, mo:e Particularly as Applied to Institution Work,” 
by Mr. B. Р, Flockton. 


Institution of Mechanical Engineers ‘Graduates’ Association).—Monday, 
Maroh 8th. At 8 p.m. Paper on Propeuing Machinery for Ships,“ by 
Mr. W. J. Drummond. 


institution of Civil Engineers.—Tuesday, March 9th. At 8p m. At Great 
George Street. S. W. Paper on '' The Improvement of the Hiver Clyde 
and Harbour of Glasgow, 1878-1914," by Sir T. Mason. 


Wireless Society of London.—Tuesday, March 9th. At 8 p.m. At Insti- 
tation of Elecerical Engineers, Victoria Embankment, W.C, Lecture on 
" Waves, by Dr. Erskine-Murray. 


R Society of Arts.— Wednesday, March 10th. At 8 p.m. At John 
та со Adelphi, М.С. Paper ор Patent Law Reform and the War," by 
Mr. J. W. Gordon. 


South-Western Polytechnic Institute.—Friday, March 12th. 


At8 p.m. 


Institution of Electrical. Engineers. Tharsdey, Maroh 11th. 1 
с | 


At Victoria Embankment, W.C. Paper оп ectrio 

from the Consumers’ Point of View,” by Mr. W. R. 9 90 ЕК 
(Yorkshire Local Section).—Wednesday, March 10th. t 7 p.m. 

At Philosophical Hali, Leeds. Paper as above, by Mr. W. R. Cooper. 


(Manchester Local Section).—Tuesday, March 9th. At 7.80 p.m. 
At Engineers’ Ciub, 17, Albert Square. Paper on Eldotricity Applied to 
Mining," by Mr. C. P. Sparks. is m 
(Scottish Local Section).—Tuesday, March 9th. At 8 p.m. 
Princes Street Heation hotel, Edinburgh. Paper on “Automatic Pro. . 
кошо Switchgear for Alternating-Current Systems, by Mr. E. B. 
edmore. 


Institute of Marine Engineers. — Friday, March 19th. At 8 p.m. At 
Tower Hill, Minories. Annual Meeting. 


Physical Society of London.—Friday, March 12th. At 8 p.m. Ab 
Imperial АА of Science, South Kensington. Papers on The Esti- 
mation of High Temperatures by the Method of Oolour Identity," by 
Messrs. С. О. Paterson and B. P. Dodding; The Unit of Candle-power 
in White Light," by Messrs, C. C. Paterson and B. P. Dudding:; and The 

. Relative Losses in Dielectrlos in Equivalent Electric Fields, Steady and 
Alternating (В.М.8.), by Mr. G. L. Addenbrooke, 


At 8 p.m. 


At Manresa Road, Chelsea, 8. W. Presentation of Prizes and Certificates 


by Mrs. Hayes Fisher. 


Greenock Electrical Society.—Saturday, March 18th. Visit Messrs. Mavo 
and Couison's works, Glasgow, 


| — o 
NOTES. 


. Patents and Alien Enemies.—Mr. C. E. Lugard has 
been granted licences by the Board of Trade in respect of Patents 
Nos. 13,067.8.9, of 1906 (Schuster and another). 


Educational Notes.— In connection with classes held 
at 23, Great Quebeo Street, Marylebone, W., Mr. K. Н. Bird, M.A., 
now undertekes the preparation of candidates for science and 
engineering degrees (external students) of the University of 
London; entrance to the City and Guilde Engineering College, 
the Finsbury Technical College, Ko.; Graduation and Associate 
Membership of the Institutions of Civil, Mechanical, and Eleo- 
trical Engineers; factory inepectorships, Ko. The engineering 
department has been organised and is carried on under the personal 
direction of Mr. G. W. de Tunzelmann, B.Sc., M. I. E. E., consulting 
engineer, formerly Professor of Physics at the Royal Naval College, 
Dartmouth, who, as many of our readers will remember, organised, 
and for some years conducted, one of the best known private 
engineering echools in England, and is a recognised authority on 
the education and training of engineering students. 

The Ponder's End works of the Edison & Swan United Electric 
Light Co., Ltd., Middlesex, were visited on Wednesday, the 24th. 
ult., by the members of the Chemical Society of the Royal College 
of Science, South Kensington, Mr. E. W. Swann, their excursion 
secretary, being responsible for the arrangements. An interesting 
tour was made through all the Jamp manufacturing departmenta, 
including carbon and drawn-wire sections. 


Public Lighting in War Time.—The Illuminating 
Engineer states that a Committee of the Illuminating Engineering 
Society, formed to consider the framing of recommendations on 
shop-window lighting, во as to enable merchants to comply with 
the requirements of the authorities, and at the same time to get 
the best illumination possible in the present circumstances, has 
prepared а series of recommendations which have been approved 
by the Council and submitted to the authorities. The Committee 
has invited the co-operation of several representatives of £he Joint 
Committee formed to prepare the draft standard specification of 


street lighting, in order to conbider what steps can be taken to 


make a similar study of the scientific darkening of the streets. 


Trade Statistics of the United States.—An American 
report just issued quotes some interesting preliminary figures 
showing the course of trade of the United States during the year 
1914. Imports in that year showed a slight decrease as compared 
with those in 1913, and there was a decrease of about 4 75, 000, 000 
in exports, the figures for 1914 being rougbly £414,000,000, as 
compared with £489,000,000. While the European war has un- 
doubtedly had a considerable share in causing this reduction, 
other factors have not been without influence. The largest 
decreases are to be found in the headings raw materials for manu- 
facturing and manufactures ready for consumption. The following 
statement of the imports and exporta from and to belligerent 
countries are of interest :— 


Imports from. i Exporte t^. 
1913. 1914. 1918. 1914. 
Dollars. Dollars. Dollars, Doliars. 
United Kingdom 271,954,987 278,391,143 690,732,398 599,812,295 
France ... . 138,933,833 104, 215,131 163,922,626 170,104 011 


Belgium ES 
Russia ... ive 


Japan sis 


41,458,376 30,362,019 64,317,469 34,771,023 
22,222,957 12,306,334 25,965,351 22,260,062 
98,935,957 106,696,252 62,499,819 41,750,979 
Germany . 184,211,352 149,389,366 351,930,541 158 294,986 
Austria-Hungary 19,083,392 15,683,880 22,214,599 12,801,195 


The effect of the control of trade routes is olearly ehown in these 
figures, but it is a noticeable fact that the exports from America 
to Italy showed an increase of about 30 per cent., a circumstance 
from which it is not difficult to draw an inference. 


822 THE ELECTRICAL REVIEW. 


[Vol 76. No. 1,945, MARCH 5, 1915, 


Incorporated Municipal Electrical Association.— 
The President of the I.M.E.A., Major H. Richardson, having been 
called up for Service on the outbreak of the war, and being unable, 
therefore, to discharge for the present the duties of his office, the 
Council appointed the senior vice-president, Mr. A. C. Cramb, as 
acting-president during Major Richardson's absence. Later, when 
it became necessary to consider the question of the 1915 Conven- 
tion which was to have been held in Dundee, the president ex- 
pressed a wish that only the necessary business of the Association 
should be carried on at present; and that the usual Convention 
should not be held this summer. The Council, after due con- 
sideration, decided that instead of the proposed Convention in 
1915 in Dundee, business meetings should be held in London for 
the transaction of routine business necessitated by the articles of 
association and for the discussion of matters of general interest to 
the members. 

The following is the preliminary outline programme of the 
arrangements, which (other than dates) are subject to variation. 
The meetings will be held at the Institution of Electrical Engi- 
neers, Victoria Embankment, W.C., by courtesy of the Council of 
the Institution, and will be restricted to members and official 
delegates. 
THURSDAY, JUNE 17TH. 


10 a.m. n.— To receive and discuss a report prepared by Mr. A. 8. 
Blackman (chief electrical engineer, Sunderland), and Mr. T. 
Roles (chief electrical engineer, Bradford), on behalf of the 
" Point Five " Association, on "The Practical Result of the 
Point Five Tariff.” 

2.30 p.m.—To receive and discuss a report prepared by Mr. Frank 
Ayton (chief electrical engineer, Ipswich). hon. secretary 
of the Electric Vehicle Committee of the I.M.E.A. on “The 
Uae of Elestric Vehicles in Municipal Service." 

The meeting will be followed by a parade and demonstration 
of electric vehicles, 


FRIDAY, JUNE 18TH. 


10 a.m.—Annual general meeting. To receive the annual report 

and balance sheet; elect the officers and Council; and transact 
other business. 

2.30 p.m.—If necessary the members will reassemble to complete 
any adjourned business. 

The usual visitors’ list will on this occasion be suspended ; there 
will be no social functions, and it is not proposed to invite ladies, 
The headquarters of the Council will be the Hotel Cecil. The 
detailed official programme will be issued later. All communica- 
tions relating to the business meetings should be sent to the 
seoretary, at 28, Bedford Square, London, W.C. 


DEVELOPMENT COMMITTEE, 


At the second and third meetings of the Development Com- 
mittee, held at the Institution of Electrical Engineers, on January 
15th and February 12th, 1915, respectively, the steps taken with 
regard to co-opting further members of this Committee were 
reported upon, and the complete list to date is as follows :— 


Representing the I.M.E.A.— 
Chairman, 8. E. Fedden (Sheffield). 


8. T. Allen (Wolverhampton). H. Richardson (Dundee). 
F. Ayton (Ipswich). Ald. Pearson (Bristol). 
A. 8, Blackman (Sunderland). H. F. Proctor (Bristol), 
R. A. Chattock (Birmingham). T. Roles (Bradford). 


A. C. Cramb (Croydon). 
Coun. Crowther (Sheffield), 
J. E. Edgcome (Kingston). 
Ald. Ellaway (Birmingham), 
F. M. Long (Norwich). 


Acting Hon. Sec., J. W. Beauchamp (West Ham). 
Representing the A.M. E. E. (Greater London).— 

W, C. P. Tapper (Stepney). 
Represeniing the B. E.A. M.A.— 


R. J. Ireland (British Thomson- Houston Co.). 
G. Maurice (General Electric Co.). 

H. C. Siddeley (Lancashire Dynamo Co.). 

D. N. Dunlop (Sec. B. E. A. M. A.). 


Representing Electrical Contractors’ Association.—L, G. Tate 
(Secretary). 

„ Cable Makers 
(W. T. Glover & Co., Ltd.) 

Representing Association of Electrical Power Companies.—W. A. 
Chamen. А. de Turckheim (Secretary). 

Representing British Electrical. Federation. —W. L. Madgen. 

Representing Society for Electrical Development, U.S.A.—F. W. 
Wilcox. 

Sub-Committees were appointed to deal with the following 
matters :— 

1. Publicity, to be operated from London district. 
А. C. Cramb (Croydon). 

2. Electrical Installations, to be operated from the Bradford 
district, Secretary, T. Roles (Bradford). 

3. Domestic Appliances, to be operated from the Birmingham 
district. Secretary, S. T. Allen (Wolverhampton) 

Further particulars in regard to the constitution of these Com- 
mittees wil] be given when they are completed. 

It was conridered advisable to distribute the operations of these 
Committees over different districta of the country, in order to 
make it easier for persons who might, by reason of their experi- 
ence or otherwise, be very useful, to attend the meetings, 


A. Н. Seabrook (Marylebone), 

Ald. J. Smith (Barrow). 

W. A. Vignoles (Grimsby). 
G. Wilkinson (Harrogate). 


Association —L. B. Atkinson 


Secretary, 


It was also decided that Sub-Committees should have the power 
to co-opt persons, not necessarily members of the Development 
Committee or of the Incorporated Municipal Electrical Association, 
who, by reason of their experience in connection with different 
branches of the electrical industry. might be willing and able to 
give assistance in the work of the Sub- Committees. 


A Rathenau Foundation.—It is announced that the 
Prussian Ministry has just given approval to the Emil Rathenau 
Foundation established by Herr Emil Rathenau in conjunction 
with the directorate and board of supervision of the A.E.G. The 
object of the Foundation is to place the Physical-Technical Reichs- 
anstalt in the position of being able to promote enterprise in the 
department of electricity and magnetism by the acquisition and 
maintenance of distinguished workers and the grant of aid to its 
members and constant collaborators for undertaking journeys of 
investigation to similarly equipped institutions in Europe or in 
transmarine countries, together with the appropriate provision of 
costly instruments for which State funds cannot be rendered 
available. The Foundation has been established in honour of the 
creator of the A.E.G. on his 75th birthday. When it is mentioned 
that the assets of the Foundation merely consist of obligations or 
debentures in the A.E.G. for 100,000 marks (£5,000), it will be 
obvious that the promoters of the scheme have prepared a com- 
prehensive programme for attempted realisation, although the real 
value of the obligations must have been much greater than the 
nominal value prior to the outbreak of the War, At the same 
time, further contributions are looked forward to, as ап adminis- 
trative council composed of the president of the curatorship of the 
Reichsanstelt, a member of the curatorship and the president of 
the Anstalt has been appointed to decide upon the use to be made 
of the available means and of any future additions to the fund. 


* Powerful Lights" Defined. — % Motor states that 
“a саве was heard at Mortlake recently in which a member of the 
Automobile Association was summoned for driving with powerful 
lights, The case was particularly important because it was the 
first in which the police attempted to define the meaning of 
‘powerful lights.’ The lamps complained of were electric side 
lamps of 6 C.P. each, and the police stated that the law officers of the 
Crown had given it as their view that any lamp showing a greater 
power than that of the ordinary oil lamp carried by taxicabs 
would be considered a ‘powerful light’ within the meaning of 
the Regulation now in force. This definition means that the side 
lamps, if electric, must be kept down to about 2 C.P. each in order 
to conform with the present requirements. Motorists must 
therefore reduce the power of their electric lamps either by using 
smaller candle-power bulbs or by adequately masking the glasses,” 


Manchester Tramway Employés’ Society. — The 
Manchester Corporation Tramway Employés’ Social and Athletic 
Society reports that during the past year the membership stood at 
2,889, an increase of 300. Of the total members, 780 are now on 
active service. The society has furnished members in military 
training at Morecambe with football jerseys and knickers, and 100 
packs of playing cards have been sent to soldiera at the Front. 
The income of the society last year amounted to £1,304, and the 
expenditure, including depreciation, to £1,196, leaving a profit 
of £108. 


Golf.—At the annual meeting of the Aberdeen Electric 
Golf Club it was reported that the season so far as it went was 
satisfactory. The most important competitions, the Campbell Cup 
and the medal, had to be abandoned, as over 30 members were 
serving with the Colours. Mr. D. C. Campbell was re-elected 
captain, Mr. E. F. Stuart secretary and treasurer, and Mr. A. C. 
Duthie assistant secretary. 


Ownership of Italian Water Power.—A curious 
dispute on the question of the ownership of the Lake of Gherla has 
arisen between the Società Varesina per Imprese Elettricha and the 
Domainal authorities. The latter granted to the former water 
rights in the Magorabbia torrent for the generation of electricity 
to work the Varese-Gherla-Luino Railway, but, on the ground that 
а portion of the waters of the Lake, claimed as Domainal property, 
fall into the torrent, sought to impose a rule limiting the intake 
of water from both the torrent and the Lake, As the Varesina 
Society had already paid & private individual who claimed the 
Lake as private property, for the use of this water, the Domainal 
claim was resisted, and the matter brought before the Court at 
Varese, the Ministers of Finance and of Public Works being cited 
as witnesses. The local Court having dismissed the case on a 
point of form, the question has been referred to the Corte d' Appello 
for decision. 


German Wireless, — Among the German war news 
received by Marconi wireless, and published in the Times of 
Saturday last, was a paragraph stating that the General Electric 
Co. of Belgium will subscribe five million marks to the new War 
Loan." There is obviously an error in translation here. The title 
is practically identical with that of the Belgian branch of the 
General Electric Co., Ltd., of London, which, of course, knows 
nothing about the matter—indeed that branch company only has 
a capital of £10,000. If there be any truth at all in the news, it 
must relate to one of the German electrical companies operating in 
Belgium. 


„ 


+. 


— eee eee) 


Vol. 78. “No; 1,945, Maron 5, 1915. 


THE ELECTRICAL REVIEW. 


928 


Institution and Lecture Notes.—Diesel Engine 
Users’ Association.—At the February meeting of this Asso- 
ciation held at the Institution of Electrical Engineers, the 
President (Mr. J. E. Edgcome) announced that further particulars 
were being obtained in connectior with the quéstion of the use of 
Mexican fuel oil in Diesel engines, and in conneotion with specifi- 
catéons for fuel oil, and that both these subjects would be brought 
up-for further discussion at a subsequent meeting. Не also 
announced that at the next meeting the general question of 
insuranoe of Diesel engines against breakdown would he further 
discussed. 

The discussion on the breakdown of a Carels Diesel engine at 
Oxford, which had been reported at a previous meeting, was 
redtimed. Mr. F. H. Francis exhibited a bolt head from the oon- 
neoting-rod big end of his engine at Oxford, and explained that 
this bolt was one which had failed at a previous breakdown in 
May, and not at the breakdown now under дівсоввіоп. He stated 
that both bolts were very similar, and that both were obtained 
from the Consolidated Diesel Engine Manufacturers Ltd. The 
second bolt which broke had been tested by the Sheffield Testing 
Works, Ltd., aud they had stated that it was made of good quality 
iron; Mf. Francis considered that’ steel would have been more 
suitable. He then produced a table of figures which he had worked 
out from particulars supplied to him by various Diesel engine 

nears, and pointed out that Mr, Philip Smith's contention that the 

was overstressed in the case of the Oxford engine appeared to 
be" correct. It was interesting to note that in the case of the Carels 
engines at Chelsea and Clacton, which are of the same sizs ав the 
Oarels. engine at Letchworth, the big-end bolte are 25 per cent. to 
85 per cent. larger in area. Apparently in the case of the Chelsea 
and Olacton engines the makers had rehammered out the big ends 
80 88 to take the largest bolt they could get in without altering the 
design of the big end. ` 

Mr. Philip H. Smith, who had been invited to attend the meeting, 
gave data of relative stresses in big-end bolts in the case of engines 
of "various makers, He contended that the bolta of the big end of 
the connecting-rod were of insufficient strength for their purpose, 
and that the absence of a proper radius under the head of the bolt 
was e weak point in the design. In the course of the discussion 
which followed, he expressed the view that periodio annealing of 
the.connecting-rod bolts was not.to be recommended, but he con- 
sidered that such bolts should not be stressed above 3,000 1b. per 
sq. In., and that they should be renewed every 12 months or во, or 
say, after about 3,000 hours' run. He added that in mentioning 
a definite period for the use of the connecting-rod bolts he was to 
а Rent. extent guided by information given him by Diesel engine 
users, 

Mr. Everett gave some further particulars concerning the 
fracture of a gudgeon pin on his Oarels engine at Clacton-on-Sea, 
and Mr. Smith expressed his opinion that this might have been 
due to the strain caused by a pre-ignition, which was known to 
have, occurred on the engine on one occasion when the fuel cam 
was.not in order. 

Mr. H. L. Dixon, of Leatherhead, considered that without some 
further explanation it would not appear to be advisable that the 
bolts of the big end should be a tight fit, but that any shearing 
strain on the bolts should be taken by a spigot, to which Mr. 
Smith replied that, in his opinion, a tight fit for the bolts was 
preferable, but that he considered that a кер connecting- 
rod was the. best arrangement. 

The next meeting is to be held on Wednesday, Maroh 17th, at 
the Institution of Electrical Engineers. Information and particu- 
lars concerning the Association can be obtained from the Acting 
Heo W Mr. Percy Still, of 19, Cadogan Gardens, London, 


Institution of Electrical Engineers.—At the meeting of the 
Newcastle Local Section on Monday (March Ist), and that of the 
Birmingham Loca! Section on Wednesday, Mr. C. P. Sparks read his 
paper on Electricity Applied to Mining.” 


` Swedish Electrical Exports. —The exporta of electrical 
Варне from Sweden last year only attained a value of 
£188,600, as contrasted with £251,250 in 1913. Оп the other 
hand, there was an increase in the exporta of telephone material 
and apparatus—from £318,310 to £310,520. 


Parliamentary Second Readings.—In the House of 
Lords on February 24th, the Aberdare U.D.C. (Tramways, &o.) 
Bill, and the Stalybridge, Hyde, Mossley, and Dukinfield Tram ways 
and Electricity Board Bill were read a second time. 


National Electrical Week.—It is proposed that the 
National Electrical Week to be organised by the Society for 
Electrical Development, Inc., of New York, shall take place early 
in the spring of 1916, 


Appointments Vacant.—Shift engineer (378), for 
Dewsbury Corporation; switchboard attendant (308.), for Stock- 
port electricity department; plumber-jointer (108.); two sub- 
station attendants (308. each); arc lamp trimmer, for borough of 
Wolverhampton ; assistant electrician and fitter (£81), for Leicester 
Borough Mental Hospital ; shaft engineer (128. to 458.), for Redditch 
U.D.C. See our advertisement pages to-day. 


Inquiries.—Makers of the Arcazon arc lamps, suppliers 
of graphite and manganese peroxide in large quantities, and makers 
of acoessories and spare parts for use with the Santoni and Sun- 
shine flame arc lampe are asked for. 


OUR PERSONAL COLUMN. 


The Editore envite electrical engineers, whether conneeted with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials —Mr. Н. J. HazeLarove, 
draughtsman, was presented with a pair of pictures, as a mark of 
esteem, by the staff of the Battersea Council’s electricity depart- 
ment, on his leaving to take up а more luorative position with the 
Sturtevant Engineering Co. 

Mr. H. H. РАБ КО ОМ, of Falkirk, has been appointed as sub- 
stations superintendent at the Salford ‘electricity works, at a salary 
of £200 per annum. This sum has been fixed as the minimum 
salary for foture holders of this position. 

Мв. Е. PAPE, of Barrow-in-Farness, has been appointed as shift 


. engineer at Eccles (in place of Mr. Bedford, who has volunteered 


for military service). 

MR. GEORGE J. HOLLYER, A. M. I. E. E., has been promoted by 
the Walthamstow U. D.C. to the position of assistant electrical 
engineer. In this capacity he will have entire charge of all de- 
partments of the electricity undertaking during the absence of the 
chief engineer. 

Мв. FRED. TYRBELL, assistant electrical engineer at the Asoot 


Works, and formerly of Kingston-on-Thames, has received a similar 


appointment at Lagos, Nigeria. 

Мв. Евер. DUCKWORTH has been appointed head olerk in the 
Haelingden Corporation electricity and tramways department. 

MB. ALFRED L. LUNN, who for the past five years has been one 
of the charge engineers at the Corporation Works, Sunderland, has 
been appointed to a similar position under the Manchester Por- 
poration, at the Stuart Street works. He began his new duties 
on Monday. Before going to Sunderland Mr. Lunn was at Man- 
chester. The Sunderland electrieity staff presented him with & 
case of fish servers and eaters. Mr. Wilfred Yorke, assistant 


- engineer, made the presentation. 


Mr. F. P. EVANS, who has acted as mains and meter superin- 
tendent to the Urban Electric Supply Co., Ltd., Grantham, since 
December, 1907, severed his connection with the Grantham 
Works on February 24th. The staff presented him with a set of 
military hair brushes, а letter case and a fountain pen. He left 
Grantham to take up the position of chief assistant at Market 
Drayton. 

Under the present circumstances, the Ilford Electricity Com. 
mittee has adjourned sine die the question of the salary of the 
electrical engineer. 


Tramway Officials.—Croydon T.C. has increased the 
salary of Мв. GORDON STANLEY, engineering assistant in the 
tramways department, from £160 to £185 per annum. 


General.— DR. ARCHIBALD Bakr, Emeritus Professor 
of Civil Engineering and Mechanics at Glasgow University, has 
been honoured by professional bretheren and former students on 
the occasion of his recent retiral from the professional chair. Ata 
largely-attended meeting in the Bute Hall of the University, one 
portrait of Dr, Barr was presented to the University and the other 
offered for Mrs. Barr's acceptance. Mr. J. S. Nicholaon, lecturer 
on Electrical Engineering at Glasgow University, presided, and the 
presentations were made by Mr. Hugh Reid. LL.D., of the Hyde- 
park Locomotive Works, Principal Sir Donald MacAlister accepting 
on behalf of the University authorities, 

Мв. Норвом, of Messrs, Hudson, Sheed & Towell, Ltd., has severed 
hia connection with that firm, and has taken up his old position 
with Messrs. Fredk. Thomas & Co., 189, Drummond Street, N.W. 

At last Monday's meeting of the members of.the Royal Institu- 
tion, a letter was read from the Hon. SIR C. A. Parsons, K.C.B., 
F.R.S., enclosing a cheque for £5, 000, which he said '' might be of 
some help at the present time.“ The managers passed a resolution 
expressing their most grateful appreciation of Sir Charles's muni- 
ficence and discernment in unconditionally placing the sum at 
their disposal for the purposes of the Institution. The resolution 
read :—" They accept the gift as a timely and noble recognition of 
the good public work the Institution has done in the past, and is 
atill doing, in the acquisition and diffusion of scientific knowledge, 
and as an incitement to maintain and extend its usefulness in the 
unique position which it has for more than a century ocoupied.“ 

Mr. WM. E. HEMINGWAY has been appointed by the Dewsbury 
B. of G. as electrician to the workhouse. 

The Erie Pump and Equipment Co., Erie, Pa., have appointed as 
sales engineer MB. N. H. BRowN, who was until recently Chicago 
representative of the Bury Compressor Oo, | 

We congratulate Mr. ALAN А. CAMPBELL SWINTON on being 
selected by the Council of the Royal Society for recommendation for 
election. 


Obituary.—The official announcement of the Singapore 
riot of February 15th stated that Мв. BELFIELD NoRTH WOOLL- 
COMBE, who, with his wife, was killed, was an official of the 
Eastern Extension Telegraph Co. It is stated that Mr. G. O. 
Lawson, of the Singapore Volunteer Rifles, who was also killed, 
went out to Singapore as an electrical engineer about three 
years ago. 

It is reported in a financial daily that MB. FRED W. Lawson, of 
Leeds, a director of Fairbairn, Lawson, Coombe, Barbour & Co., 
died at Bath on February 24th. 
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The funeral took place at Blackamoor Church, Blackburn, on 
February 25th, of Мв. RoBERT DUGDALE, of 431, Bolton Road, 
Ewood, an eleotrical installation contractor of Preston New Road. 
Death was due to pneumonia, | 

MB, CHARLES HOLLIDAY, who has died at Orossgates, at the 
age of 69 yeare, was a former chief superintendent of telegraphs 
at Leeds Post Office, retiring in 1906, оп reaching the age limit. 
He joined the Electric Telegraph Co, in 1860, and shortly after- 
wards became an operator with the United Kingdom Telegraph Co. 
15 го: he was made superintendent in succession to the late Mr. 

0 renam, | 
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NEW COMPANIES REGISTERED. 


Smith & Mortimer, Ltd. (139,485).— This company was regis- 
tered on February 26th, with a capital of £1,000 in £1 shares (210 preferred 
„% A,“ 80 preferred B,” and 760 ordinary), to carry on the business of elec- 
trical engineers, automobile and accessory manufacturers, engineers, 
founders. smiths, contractors and manufacturers and sellers of an improved 
combined magneto lighting and charging set for the use of motor-propelled 
vehicles invented by C. H. M. Smith, and to adopt an agreement between 
H. Mortimer, C. H. M. Smith, H. W. Mortimer and 8. J. Mortimer. The sub- 
soribers (with one share each) are: —H. Mortimer, Bhanklia House, 4l. 
Crescent Gardens, Bath, auotioneer; C. H. M. Smith, South Brook," 
London Koad, Bath, electrical engineer; H. W. Mortimer, 15, Crescent 
Gardens, Bath, accountant; 8. J. Mortimer, Shanklin House, 41, Crescent 
Gardens, Bath, automobile engineer. Private company. The number of 
directors is not to be less than two or more tban four; the first are H. 
Mortimer, C. H. M. Smith, H. W. Mortimer and 8. J. Mortimer (all per. 
manent); qualification, 250; remuneration as fixed by the company. Solicitor, 
J. В. Carpenter, 2, Pierrepont Street, Bath. 


Surrey Electrical Co., Ltd. (139 460).— This company was 
registered on February 214, with a capital of £2,000 in 1,750 6 per cent. pre- 
ference shares of £1 each, and 5,000 ordinary shares of Is. each, 40 carry on 
the business of manufacturers and sellers of electrical appliances, lamps and 
electrical novelties, motor appliances, &., and to adopt an agreement with 
F. R. Marks, E. Dance, A. T. Redgwell, F. Tammage and F. Coates. The 
subscribers (with one share each) ara:—F.R. Marks, Sussex Lodge, Wim- 
bledon Park Road, Wandsworth, S. W., merchant; J. D. Cassels, Spring 
Lodge, Bouthflelds, S. W., barrister; E. Dance, 57, Geraldine Road, Wands- 
worth Common, 8.W., traveller. Privatecompany. The number of directors 
is not to be less than three or more than five; the first are Е. R. Marks. J. D. 
Cassels, E. Dance and A. T. Redgwell; qualification, 250 ordinary shares. 
Registered office, 77, East Hill, Wandsworth, 8.W. 


East London Electric Co., Ltd. (139,431).—This company 
was registered on February 28rd, with a capital of £1,000in £1 shares (509 6 per 
cent. cumulative preference), to carry on the business of electrical engineers 
and contractors, suppliers of electricity, manufacturers of and dealers in 
electric, meguetio and galvanic apparatus, &c. The subscribers are :— 
W. B. Allcock, March Green House, Dagenham, electrical engineer, 
one ordinary sbare; P. Н. Dipple, 186, Barking Road, Canning Town, E., 
licensed viciualler, one preference share. Private company. W. В, Allcock 
is permanent governing director, with 20 per cent. of the net profits as 
remuneration. Solicitor: J. Hands, 97, Gresham Street, Е.С. 


Electrodes, Ltd. (139,422).— This company was registered on 
February 220d, with a capital of £10,000 In £1 shares, to carry on the busi- 
ness of manufacturers of, and dealers in, apparatus and appliances for the 
production of light in refisctors and projectors, electricians, engineers, makers 
and suppliers of electricity, &c. The subscribers (with one share each) 
are :— А. M. Billington, Suffolk House, Laurence Pountney Hill, E.C., civil 
and electrical engineer ; A. M. Hay, jun., Suffolk House, Laurence Pountaey 
Hill, E.C., insurance broker. Private company. The number of directors 
is not to be less than three or more than five; the first are A. M. Billington 
(permanent) and others to be appointed by the subscribers: qualification, 
£100. Registered office, Suffolk House, Laurence Pountney Hill, Е.С. 


David Wilson's Patent Noiseless Winch Co., Ltd. (139,421). 
—This company was registered on February 22nd, with а capital of £25,000 
in £1 shares, to carry on the business indicated by the title, and that of 
electrical and mechanical engineers, manufacturers and sellers of machinery, 
and to adopt an agreement with D. Wilson. The subscribers (with one share 
each) are:— D. Wilson, 18, Greenkeys Road, Liscard, engineer; W. H. 
Pealing, 604, Tower Buildings, Liverpool seorotary. Private company. The 
number of directors is not to be less than two or more than seven; the sub- 
scribers are to appoint the first; remuneration as fixed by the company. 
1 J. S. Haynes. Registered offloe, 88, Drury Buildings, Water Street, 

verpool. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Suppliers’ Construction Co., Ltd. (66,081).— Capital, £350,000 
in £5 shares. Return dated December 8186, 1914. All shares taken up. 
£350,000 paid. Mortgages and charges: Nil. 


Sun Electrical Co., Ltd. (63 261). —Сарібаї, £45,400 in £l 
shares (20,000 preference). Return dated December 29th, 1914. 17,141 pre- 
ference and 5,100 ordinary shares taken up. 72,541 paid. Mortgages and 
charges at date of return: £3 325, since registered: satisfaction to the extent 
of £275 on Februery 9tb, 1915, of debenture stock dated March 31st, 1911, 
originally securing £7,000. 


Electro-Mechanical Brake Co., Ltd.— A  mortgsge оп 
land in Moor Btreet, West Bromwich, with the Eagle Foundry thereon, dated 
February Ist, 1915, to secure all moneys due or to become due from the com- 
pany to the London City and Midland Bank, Ltd., 5, Threadneedle 
Street, E.C., not exceeding £7,500, has been registered. 


Bishopseastle Electric Light and Power Co., Ltd.—Par- 
ticulars of £500 debs., created February 8th, 1915, filed pursuant to Sec. 93 (3) 
of the Companies! (Consolidation) Act, 1908, the amount of the present issue 
being £180. Property charged: The company's undertaking and property, 
present and future. No trustees, . 


Spensers, Ltd.—I-aue on February 17th, 1915, of £850 second 
debs., part of a series of which particulars have already been filed. 


Shipston Electrical Co., Ltd.—Particulars of £200 third 
debs., created February 20th, 1915, filed pursuant to Sec. 93 (3) of the 
Companies“ (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged: The company's undertaking and property, present and 
uture, including uncalled and unpaid capital. No trustees. 


* 


CITY NOTES. 


Lancashire United Tramways, Ltd. 


THE directors report that the result of the working of this and 
the operating companies comprised in this company’s system, 
worked out as though they were one combined undertaking, 
is as follows for 1914 :—Traffic receipts £85,144, miscellaneous 


` receipts and electrical energy sold £5,889, = £91,033; less work- 


ing expenses £52,786, cost of generating electrical energy sold 
£2,718, general charges (including direction, management, 
interest, etc.) £5,401, rent of leased lines £5,188, = £66,093, 
leaving £24,940, plus dividend on holding in the New St. 
Helens and District Tramways Co., Ltd. 21.534, making the 
profit of combined undertaking £26,474. The receipts, com- 


pared with those of the previous year, show an increase of 
£3,472, notwithstanding a decrease in traffic receipts of £1,889 


since the outbreak of war. The receipts amounted to 8.91d. per 
car mile. | 


The increase in expenditure amounted to 64.651. This was due principally 
to the additional expenses occasioned by the working of the Little Hulton and 
Farnworth extensions and motor coaches, and to heavy cost of maintenance 
of permanent way, owing to the increased wear and tear of the track by 
heavy motor goods traffic. During the year the rates of pay to employés have 
been increased. 

The company is making allowances to the dependents of men who have 
joined the colours. Down to December last £230 had been granted. 

Thrce motor coaches were purchased at the end of May, but the chassis 
were impressed by the military authorities early in September. They proved 
successful during the short period they were running. The profit amounted 
to £241, after writing off the loss on the sale of the vehicles. Orders have 
been placed for new chassis to enable this traffic to be resumed at the termi- 
nation of the war. 

The interest and dividemds received by this companv from the operating 


companies, together with sundry receipts, amounted to £14,438. After deduct- 


ing interest on the prior lien debenture stock and expenses, there remains 
£158, which has been carried to depreciation account. There is also an un- 
divided surplus on the vear's working of the operating companies, after pav- 
ment of the interest and dividends before mentioned, of £13,816. The depre- 
ciation and renewals accounts and amounts carried forward in the combined 
companies now amount to £38,744. 

During the vear 17 cars have been fitted with top covers, and the directors 
propose to cover a further number of cars this year. 

Owing to the increased demand for power, a new agreement has bern 
entered into with the Atherton Urban District Council for the supply of 
electrical energy for 20 vears from January 1st, 1915. 


The Hon. Artaur SrANLRVY. M.P., presided over the annual 
meeting, held at Winchester House. E.C., on Friday last. He 
said that the profit of the combined undertaking for the year 
amounted to £96,474, as against £27.653 in 1913. The profit 
in 1913 was over £8,000 in advance of any previous year, and 
considering the abnormal conditions obtaining in the last few 
months the profit of the past year was а fairly satisfactory one. 
The increase in receipts was £3,472. Up to the end of July 
the traffic receipts showed steady weekly increases aggregating 
£5,000 for the seven months, but from the date of the out- 
hreak of war there had been a considerable decrease in traffic. 
The running of the three motor coaches for three months 
resulted in a profit of £241. Those coaches had been com- 
mandeered by the Government, but their experience during the 
short time they were working confirmed their action in enter- 
ing on this branch of passenger traffic, and they had therefore 
made arrangements to resume same as soon as possible after 
the war. The expenditure had increased by £4.651. The work- 
ing of the Little Hulton and Farnworth extensions for a full 
vear ns against four months in 1913 accounted for £1,500 of 
this; higher rates of pay to workmen £800: and the mainten- 
ance of permanent way had gone up by £2.300. 'This was due 
to the great increase in wear and tear of track bv motor goods 
lorries. The number of these vehicles now on the roads, and 
the certainty of further expansions in this traffic, had created 
a serious problem for those responsible for road maintenance. 
Tramway authorities had discussed the matter at length, and 
in the near future it was honed that some concerted action 
would be taken to relieve those undertakings of the verv 
oherous conditions which now obtained in connection with 
the maintenance of the highways. They had adhered to their 
practice of transferring from the operating companies jnet 
sufficient revenne to meet the interest on the prior lien deben- 
ture stock, consequently £13,816. representing the balance of 
profit of the combined undertaking for the year, had heen 
retained by the operating companies, the greater portion hav- 
ing been placed to renewals account, and the remainder carried 
forward. The depreciation and renewals accounts and amounts 
carried forward in the combined companies now amounted to 
£38,743. Owing to the increased demand by the Atherton 
Urban District Council for the supply of electrical energy, it 
had become necessary to make further additions to the generat- 
ing plant, which thev proposed to do this vear. In consequence 
of this they had thought it advisable to enter into a new agree- 
ment with the Council. who had agreed to extend the period 
during which they would take a. supply from them from ten to 
twenty уеатв. Up to date 129 emplovés of the associated com- 
panies had joined the colours. In the cases of married men 
and single men with dependents they were supplementing the 
Government allowances, so that each family received not less 
than the average wages earned before enlistment. 

Mr. J. S. AUSTEN seconded the motion. 

The report was adopted. 


(Continued оп page 329). 
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THE ELECTRIC VEHICLE. 


Tun advantages of using the electric vehicle for municipal 
services in the initial stages of the electric vehicle move- 
ment in this country, have been pointed out on more than 
one occasion by ourselves and others. But municipal bodies 
are proverbially slow to move, and the difficulties of pene- 
trating the charmed circle of municipal thought with a new 
idea have perhaps been under-estimated, 
certainly so in those only too numerous cases 
where an apathetic chief engineer has not 
taken the trouble to investigate the claims 
of the “electric” and to enlighten the 
Council as to its possibilities. 

A Corporation which owns both electric 
lighting and tramway undertakings, and 
yet cannot find a place for the electric 
battery vehicle amongst the road equip- 
ment of its various departments, cannot 
expect the inhabitants of the town to 
attach much weight to any arguments in 
its favour. An ounce of practice in a case 
of this sort is worth a ton of theory, and 
it is up to our municipal authorities to 
lead the way—as in fact they did when 
the more expensive but more efficient 
electric tramway superseded horse traction. 

A few municipal authorities are now 
taking a really active interest in the 
electric vehicle; a number can also lay 
claim to be supporters of the Electric 
Vehicle Committee, which is a very 
different thing ; while of the remainder 
we should not be surprised to hear that a 
considerable proportion had not perceived, 
even if they have heard of, the existence 
of the electric vehicle. 

In justice to the Electric Vehicle Committee, we may add 
that it has always appealed to us as a shining example of 
unity of purpose, and we do not doubt that it has done 
yeoman service in bringing together the various interests 


2-TON EDISON BATTERY-DRIVEN DusT-VAN, 


involved, and in ensuring some semblance of method in the 
initial stages of the move ment. 
The power of the Committee for good, however, is 


dependent on the support accorded to it, and it seems per- 
tinent at the moment to inquire just how far this is being 
given by our station engineers. 

It would be a thousand pities were the introduction of 
the electric vehicle to be hindered at the present time, 
when events—ill in other respects—have conspired to give 
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EDISON DUST-VAN, SHOWING BODY TIPPED. 


it an advantage over the too easily requisitioned horse or 
petrol vehicle. х 

At the moment a good deal of interest is being taken 
in the electrically-propelled dust van, and trials of. such a 
vehicle have been 
carried out at Houn- 
slow, Barnes, Wolver- 
hampton, Birmingham, 
West Bromwich, Shef- 
field and Croydon, re- 
salting in certain 
definite recommenda- 
tions. For instance, 
Mr. G. Bruce Tomes, 
surveyor to the Barnes 
Urban District Cour- 
cil, has reported to his 
Council on the experi- 
mental use of two 
electrically - propelled 
dust vans, which have 
proved very satisfac- 
tory and resulted in a 
recommendation for 
the purchase of four 
such vans. 

We gather that the 
first van tried was sup- 
plied by Edison Accu- 
mnlators, Ltd. The 
cost is stated to be 
£945 complete with 


chassis, battery and 
tipping body; the 
body is tipped by 


a small motor driven 
from the main battery, 
and only takes from 
10 to 15 seconds to tip. The speed of the van is about 
10 miles an hour, and it has a radius from 40 to 45 miles. 
During the time it was at work, careful tests were made 
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The flexible shaft drive is a feature of the vehicle, the 
shaft consisting of a flat spring tempered-steel blade, which 
is self-aligning and exercises a cushioning action which 
tends to save the vehicle from undue stress while at work 
and increases its efficiency. 

The accumulator can be housed in a compartment below 
the driver’s seat and on the top of the chassis, this position 
having advantages in the matter of accessibility under some 
conditions and offering good protection to the battery. 

The controller is of the continuous-torque drum type, 
giving five forward and two reverse speed positions with a 
positive stop between forward and reverse; it is placed 
under a hood in front of the dash where it is accessible for 
inspection. Ball and roller bearings are fitted to the 
wheels, motor, differential, &c. The vehicle is provided 
with a safety switch operated by a driver's key, also with a 
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REAR VIEW, VOLTACAR 5- CWT. VAN, SHOWING BATTERY 
(see page 329), 


Sangamo ampere-hour meter, reading the input to the 
battery when charging, thus giving a ready check on bills 
for power. 

The rated travel of the vehicle on one charge is 40 miles 
fully loaded and the speed under good conditions, 11 to 12 
miles an hour. The dust-van is fitted with a sheet-steel 
body provided with automatic tipping gear. This is an 
electrically operated device put into action by a simple 
reversing switch. A small electric motor gives the body a 
direct thrust backwards through the medium of a reduction 
gear and square threaded screw of ample proportion. 

The body is provided with rollers, which run on a steel 
runner path of special profile, such that when the body is 
pushed backwards, a tilting motion is also given to it. This 
arrangement possesses the advantage that the bodywork is 
stable in all positions, whilst the centre of gravity travels 
almost horizontally ; thus the amount of energy used for 
tipping, and the time taken for the process, are greatly 
reduced as compared with other mechanical methods in use 
for effecting this action. 

We are able to illustrate, on page 326, a Baker electrical 
tipping van of the type tried at Barnes. This vehicle is 


equipped with 42 Exide ironclad cells carried in a cradle slung 
under the chassis frame. A single series-wound motor is fitted 
and drives through a Renold silent chain to the counter 
shaft, while two roller chains couple the latter to the rear 


DIAGRAM OF THE VOLTACAR DELIVERY VAN (вее page 329). 


wheels. Timken roller bearings are fitted in the front and 
rear wheels, and roller bearings on the motor and counter 
shaft. The working mileage per charge is about 40. 


Ах ELECTRIC MOTOR AMBULANCE FOR HORSES 


Notwithstanding the great increase in the use of auto- 
mobiles, it is estimated that no less than 15,000 horses died 
in New York last year, of which over 1,000 were taken from 
the streets for treatment in veterinary establishments. The 
removal of dead horses from the streets is attended to by 
the New York Department of Health; the care of sick 
horses devolves upon the veterinarians of the city, while 
emergency relief is undertaken by the American Society for 
the Prevention of Cruelty to Animals, which was started 
about 40 years ago, and which maintains horse hospitals 
in Manhattan and Brooklyn. The present ambulance 
equipment consists of seven vehicles, five of which are horse- 
drawn, one is of the petrol-electric type—but is to be con- 
verted to an electric vehicle—while the latest, which was 
put into service last spring, is an electric vehicle built on a 
two-ton chassis by the Commercial Truck Co., of New 
York. As will be seen from the illustration (page 327) 
of the ambulance, for which we are indebted to the Edison 
Monthly, the rear axle is dropped in order to enable the 
floor of the vehicle to be brought close to the ground. For 
convenience in handling sick horses, the vehicle is provided 
with an additional bottom board or stretcher which can be 
rolled down the inclined tailboard to the street. The horse 
is strapped to this, and then, by means of an electrically- 
operated winch and cable, is hauled into the vehicle. The 
battery of accumulators is carried in a compartment below 
and behind the driver’s seat, and the vehicle is driven by 
motors mounted on the front axle. The vehicle has a 
maximum speed of 14 miles per hour, and has covered a 


THE VOLTACAR ELECTRIC TRADESMAN'S VAN (еее page 329). 


distance of 40 miles on a single charge. So far its longest: 
emergency call required a round trip of 32 miles. It is during 
the hot summer months and in the winter when the streets 
are covered with ice, that the ambulances of the Society 
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are busiest. As many as 55 calls have been answered in a 
single day, while frequently there are 80 or more. 


EDISON VEHICLE PROGRESS. 


It may be of some interest to our readers to know that 
Messrs. Edison Accumulators, Ltd., have had orders placed 
for 36 vehicles during the present year. These include 18 
half-ton delivery vans for Messrs. Harrods: also vans for 
the Wilts United Dairies and Hovis, Ltd., and a truck for 
Messrs. Hadfields. 

For municipal service the Liverpool Corporation has 
ordered a 2-ton van, and the Glasgow Corporation }4-ton, 
1}-ton, and 3-ton vehicles; while, we understand, that the 
Edinburgh Corporation is also obtaining a 30-cwt. van. 

Following the lead of South Shields in regard to Edison 
battery "buses, four similar vehicles have been ordered by 
the West Bromwich Council, and an equal number by the 
York Corporation ; the Loughborough Motor Omnibus Co. 
has ordered one 'bus with the option of taking three more 
this year. 

As previously mentioned, the Barnes Council has also 
decided to purcbase four Edison electric dust-vans with 
automatic tipping bodies. 


Ї1лєнт ELECTRIC DELIVERY VAX. 


A vehicle, which has been named the Voltacar,“ has 
lately been introduced by the Cyco-Lectric Co., of 1,790 
Broadway, New York. It carries 5 cwt., and is intended 
to meet the requirements of small tradesmen and others 
having need for some means of making frequént and rapid 
deliveries within a restricted area. 

The mechanical portion of the chassis is of simple design. 
The electric motor, taking 40 amperes at 28 volts, is 
mounted centrally in the pressed steel frame, and drives the 
back axle through a longitudinal propeller shaft and over- 
head worm gear. A universal joint is introduced between 
the shaft of the motor and the propeller sbaft, the latter 
being also provided with a sliding joint at its rear end. 

The necessary current is supplied by a battery of 12 
lead or 24 Edison cells, the capacity being stated to be 
sufficient for a run of from 35 to 50 miles on one 
charge at a speed of 15 miles per hour. In order to 
provide sufficient, traction whether the vehicle be empty or 
loaded, the accumulators are carried in a receptacle above 
the back axle, thia receptacle also forming the driver's seat. 

Owing to the employment of a low-voltage battery, the 
individual machine with single battery would be unduly 
expensive ; for this reason purchasers are being given an 
opportunity of purchasing two extra batteries with the 
machine, so that all three can be charged at the same time 
with maximum economy ; furthermore, the user will always: 
have a battery in reserve ready for emergency service 
needs. 

The controller, the lever of which is mounted below the 
horizontal steering wheel, works in a notched quadrant 
plate, so that there is no danger of accidental reversal of the 
machine. The mechanical details have been worked out 
with great care, one example of the up-to-date design being 
seen in the front steering road wheels, the hubs being made 
concave 80 that the steering pivots fall in the vertical plane 
of the wheel centres, so greatly reducing the wear on the 
tires. The usual brakes, operated by a pedal, are fitted to 
drums connected with the hubs of the rear wheels. 

The vehicle has a wheel base of 5 ft. 8 in., and a track of 
only 3 ft. 4 in., so that it can be stored in а reiatively small 
shed. The body, which has a volume capacity of about 
24 cb. ft., is provided with lift-up doors at either side. 

A feature of the vehicle which will appeal to the trades- 
men for whom it is intended is its relatively low price, £117, 
complete with battery. As a means of popularising the new 
vehicle, an original scheme of contract service has also been 
devised, by which a tradesman can buy a vehicle without 
the battery at a proportionately reduced cost, while the 
battery and all service will be supplied by the company. 
This work will include the exchange of the discharged 
battery for a fresh one once a day, or oftener if required, 
maintenance of the car in first class condition, including the 
replacement of all parts from whatever cause, and also the 
the tires and repainting of the vehicle once a year. For 
this service a flat rate of 9s. 4d. per day will be charged. 


A further project of. hiring out the vans with uniformed 
drivers at a flat rate of 168. 8d. per day is also in 
contemplation. i | 

A second type of van has been developed by the Cyco- 
Lectric Co., with the driver's seat at the front—the battery 
being below it—and a van body behind, with a capacity of 
about 50 cb. ft. 


CITY NOTES. 
(Continued from page 324.) 


South Metropolitan Electric Light and Power 
Co., Ltd. 


MR. H. Sr. JohN WINEWORTH presided on Monday, at Win- 
chester House, E.C., over the annual meeting. Не first 
referred to the war, and stated that 24 per cent, of the staff 
had joined the forces of the Crown, which was the limit the 
company could spare, bearing in mind its serious responsibili- 
ties. The company had agreed to reinstate the men at the 
end of the war, and in the meantime to make up the differ- 
ence between the Army and Navy pay and the full salary or 
wages each mau was receiving. Notwithstanding the war, 
the progress of new business had been fully maintained. Five 
hundred and eighty new consumers and 41,277 lamps (equal 
to 1,179 Kw.) were connected during the year. The latter 
figure, however, included an addition of about 9,000 lamps 
(35-watt) made as the result of an inspection during the year 
of the large power installations, which revealed the fact that 
additional motors had been connected without notice to the 
company, the whole of which might not have been added dur- 
ing the year. Indeed, some might have been added, during the 
previous year, and some even before that. The recount 
brought their installation particulars up to date. Apart from 
this, the growth of new connections within the year had 
created a new record, and wae well above the average of the 
last three years. "Turning to the revenue account, however, 
as might be expected in the abnormal conditions of the last 
five months of the year, the increase in the revenue had not 
kept pace with the increased business obtained, due to re- 
stricted lighting, a general desire to economiee, and reduced 
demands for certain classes of power. The factory load was 
also affected in the earlier part of the year by a dispute in 
the building trade. ‘The total units sold amounted to 
6.695,481, as compared with 6,662.842 last year, an increase 
of .5 per cent. Although considerable additions were made to 
the connections for power, the factory load fell off by about 
165,000 units. which was a little more than made good by 
increased sales for lighting, heating and cooking, and the 
average price realised was a trifle higher in consequence. The 
receipts at £62,063 showed an increase of £970; rental of 
meters and apparatus on hire was about £200 more, and the 
total receipts amounted to 466.791, an increase of £1,157. On 
the other side, there was a saving in the cost of coal of £890, 
which was very gratifving, especially in view of the adverse 
conditions of the last few months; wages were about £322 up. 
and there was also an increase of £216 in the management 
salaries. part of which was due to the special payments which 
they were making to those who had joined the colours. In- 
surances were a little more. due to the cost of insurance 
against damage to the works and revenue through aerial 
craft, and development expenses were about £200 more, as 
after the commencement of the war the transactions in the 
sales of fittings, etc., which up to that time had again shown 
an improvement over the previous year, began to fall off. 
During the months of August, Sentember, and October new 
business was very difficult to obtain. The total sales in the 
e&how-rooms for the year amounted to 48.150, as compared 
with 410.050. and the number of transactions was therefore 
reduced to about 3.750. as compared with 4.480 in the pre- 
vious year. There had been an improvement of late, and 
the returns for the Jast two months had been about the same 
as for the corresponding neriod of last vear. The total exnendi- 
ture amounted to 423.737. and showed a decrease of £327, as 
compared with the previous year. and the net revenue 
amounted to £43.054, an increase of about £1.500 for the 
vear, which was тегу satisfactory in the circumstances. The 
general manager estimated that the loss of net revenue 
through the war amounted to about £4.000, which meant 
that they should have had an increase of at least £5,000 in 
the net profits for the усаг in normal conditions. The earn- 
ings of the company for the past vear, after providing for 
debenture interest and dividend on the preference shares, 
amounted to a little over 216.000. As the provisions of the 
debenture trust deed would require the company to set aside , 
to a special reserve fund for depreciation, ete., about 215.374 
for the past year. if any dividend were paid on the ordinary 
shares there would not remain out of the profits of the vear 
a sufficient sum available for such dividend. In these circum- 
stances, and in view of the uncertainty of affairs owing to 
the war, the directors considered, and he was sure the share- 
holders would agree, that the best interests of the company 
would be served by strengthening the financial position at 
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the present time. The business of the West Kent Co. was 
being actively developed, and the net revenue for the past 
ear showed a satisfactory profit upon the capital employed. 

urther important orders for power and light had been 
secured, which guaranteed a gross revenue of nearly £10,000 
for the present year, and a minimum of over £20,000 a year 
from January Ist, 1916. The greater part of these demands 
would be supplied from the South Metropolitan Co.’s power 
house. E.H.T. mains were now being laid to afford the 
supply, which were expected to be completed about the middle 
of this month. He was pleased to say the West Kent under- 
taking was becoming an important and valuable property, and 
as the South Metropolitan Co, held practically all the shares 
of the West Kent Co., whose powers were held in perpetuity, 
it would benefit materially by its profitable development. It 
was very difficult to give апу forecast of the future in the 
present disturbed state of affairs, but the progress of new 
business continued, the number of orders obtained up to date 
being about the same as for the corresponding period of last 
year, while the factory load for the month of January of this 
year was practically the same as for January of last year, and 
the meters at the works recorded an increased output. On 
the other hand, they were having some difficulty in connec- 
tion with the delivery of coal. The contracts were made at 
reaeonable prices to satisfy their requirements until the 
middle of next year, but it was difficult to obtain proper 
deliveries. Moreover, the quality of the coal, as frequently 
happened in times of shortage. was not up to the proper 
standard. They were providing for part of their requirements 
by the use of coke breeze, and every effort was being made to 
keep the generating costs at as low a figure as possible. In 
conclusion, the Chairman referred to the loyal services of the 


Staff, to whom he considered the thanks of the company were 


greatly due. 

Mr. II. W. BowbEN (engineer-in-chief), in seconding the 
motion, said that notwithstanding the vear under review 
being an abnormal one, their costs of generation were again 
the lowest on record for the company. The last new turbine 
plant had been largely responsible for the improved results 
in the generation of energy, The machine was put into com- 
mission in May. 1913, and had proved highly satisfactory. 
The work done during the year bv this machine represented 
8.37 million units out of a total 9.21 million units generated at 
the power house, equal to 91 per cent. of the total output. 
Important work had been carried out during the laet few 
months in their efforts to burn inferior fuel, called ‘‘ coke 
breeze." The fuel was of the lowest grade leaving the gas 
retorts. and could be obtained quite cheaply, owing to the 
power house adjoining the gas works. After inspecting several 
boilers on the Continent burning coke breeze successfully, a 
contract was entered into with the Gas Co. for the supply of 
breeze, and the apparatus placed on order to make a trial 
on one boiler. The results obtained (although by no means 
complete) had justified the trial and the arrangements then 
made. This was more marked if they had regard to the very 
high price of fuel at the present time. The boiler on test had 
been working almost continuously for the past few weeks on 
coke breeze unassisted bv coal, producing practically the full 
output of the boiler. The saving in fuel was considerable, 
and if the results could be ensured without additional expense 
in repairs and attendance their costs of generation should in 
normal times show a marked improvement when further 
boilers had been equipped. So far as he was aware, it was the 
first power house installation in this countrv where mechanical 
stokers had been fitted and coke breeze burned successfully 
for several weeks together unassisted by coal without letting 
the fires down. He had on several occasions emphasised the 
importance of securing low generating costs, owing to the 
increasing demand made for power at very low rates. He 
ventured to think thev had in a measure been successful in 
their recognition of this fact and thanks were due to the 
power heuse staff for the assiduous attention given in their 
endeavours to obtain this end, resulting in a reduced coal 
bill of approximately £900 for practically the same output as 
the preceding year. With regard to the distribution depart- 
ment, the usual extensions of mains had been made during 
the year. Considerable extensions were in progress for this 
vear in order to meet the demands of the West Kent Co. 
Work had been started on the laving of cables for & distance 
of approximately nine miles. which should be completed bv 
the end of next month. The efficiency of distribution had 
been slightly affected, partly on account of the power units 
being down and partly owing to these units being more widely 
distributed to additional power consumers, i.e., the factories, 
within the immediate neighbourhood of the power house have 
not been eo fully employed; and perhaps aleo owing to the 
restricted lighting. 


Efficiency of distribution.—76.92, compared to 78.71 last vear. 
Output of feeders.—8.7 millions, compared to 8.46 millions. 
Units sold.—6.69 millions, compared to 6.66 millions. 
Maximum 1oad.— 4,200, compared to 4,700. 

Coal cost.—0.30d., compared to 0.344. 

Works costs.—0.49d., compared to 0.514. 

Total costs.—0.85d., compared to 0.874. 


There was & reduction of 0.04d. in the coal costs, enabling 
the company to maintain second place for lowest generating 
costs of London supply companies eo far as results were at 
present published. 

Mr. HvaHES asked if the amount which had to be paid 


under the debenture trust deed was cumulative. In other 
words, how much profit would the company require to make 
in a year before they could declare a dividend. 

The CHAIRMAN said the amount to be set aside under the 
debenture trust deed varied according to the capital expendi- 
ture. Last year it was £14,700, and this year £15,974. 

Mr. Joyce Tuomas alluded to the fact that during the ten 
years he had held shares he had received but one dividend of 
24 per cent. He asked for some explanation regarding the 
issue expenses of capital. | 

Mr. Horace Воот asked if the company was to attain its 
silver or golden wedding before the shareholders received a 
dividend. Personally, be could see no dividend in sight until 
the debenture interest was out of the way. When the fresh 
capital was raised he strongly criticised the arrangement, and 
it really looked as if some of the shareholders were not fools, 
and foresaw what would happen. With regard to Mr. Bow- 
den's statement, he would like to know the price at which 
he bought the coke breeze, because he himself went very 
fully into the question In regard to some big works. At that 
tine the coke breeze was offered at 6s. a ton, and recently 
the price had gone up to 8s. 03d. Mr. Bowden spoke of the 
same output with the coke breeze, but his experience of using 
it and trying to vet the same output was that it meant reduc- 
ing the life of the boiler by one half. They did not want 
that, for the future of the company rested on the capital 
expenditure being kept as low as possible. 

The CHAIRMAN said the preference shares issued were issued 
to the shareholders, who were given a commission of 1s. for 
each share subscribed. But for the war there was no doubt 
but that year they would have had an improvement of £5,000 
in net profits, which would have meant that they would have 
£20.000 available after providing for the debenture and pre- 
ference share requirements, and would have enabled thein to 
nrovide a reasonable dividend. The new business obtained 
last year had at any rate been fully equal to the average 
business obtained during the past three vears, and they had 
large new business coming. as he had told them, and there- 
fore in normal times they should be able to pay the ordinary 
shareholders quite a satisfactory dividend. Indeed, he be- 
lieved they would be able to give the ordinary shareholder 
such a return as would repay him for the long years he had 
waited. He had every confidence in the inherent soundness 
of the undertaking, in the large undeveloped area, and also 
in the prospects of the West Kent Co., whose powers were 
held in perpetuity. 

The report was then adopted. 


Warrants for dividends, payable March 1st on the 7 per cent. 
cum. first preference shares and 6 per cent. cuin. eecond pre- 
ference shares, have been posted. 


Ф 


South Staffordshire Tramways Co. Ltd, — The 
acoounts for 1914 show an available sum, iocluding £603 brought 
forward, of £3,723. A dividend of 34 per cen‘. on the preference 
shares is recommended, leaving £843 to carry forward. 


City of Carlisle Electric Tramways Co., Ltd.— 
The gross revenue in 1914 was £10,311. After providing for 
repairs, maintenance, &3., debenture and loan interest, and appro- 
priating £1,000 to reserve for redemption of second debentures, 
the credit balance of £33 brought forward was increased to £586. 


Aberdeen Suburban Tramways Co, — The half- 


yearly meting was held on Friday, when the directors’ report and 
balance-sheet were adopted. 


Manila Electric Railroad and Lighting Corpora- 
tion.—The directors have declared a quarterly dividend of 14 per 
cent. for the quarter ending March 31st. 


Mansfield and District Tramways, Ltd. —The direc- 
tors, after placing £1,400 to depreciation reserve and £1,000 to 
renewals fund, recommend a dividend of 6 per cent. on the ordinary 
shares for 1914, carrying forward £1,535. 


John Spencer & Sons, Ltd.—4Au interim dividend at 


the rate of 5 per cent. for the half-year ended December last is 
recommended. | 


Brazilian Traction, Light and Power Co., Ltd.— 
The directors have declared a dividend of 1j per cent., for the 
three months ending March 3lst, on the 6 per cent, cumulative 
poarference shares. 


— 


Metropolitan Electric Supply Co., Ltd. — Dividend 
on the ordinary shares for the last half of 1914, at the rate of 
3 per cent. per annum, making 34 per cent. for the year, compared 
with 4j per cent, a year ago, 


Y 
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Mather & Platt, Ltd, °° helping the boot industry, which was carrying out big Army 
à contracts. amount. put to.the reserve fund was £2 
February 26th, at the werken at Manchester. Comparing the ОГ than last year, but at was the right thing to be on the 
results of the business during 1914, he said that in his а one ig Ы yee had 5 
opinion they were very satisfactory. A dividend of 10 per ündertaling had bern their un e reat difficulty 15 
cent. on the ordinary shares plus a bonus of 24 per cent. free been to obtain material to carry out Ride. with which they 
of income tax had been declared. In arriving at their state: were inundated owing to Admiralty contracta. 


ment of profit during the past year, the directors had thought Mr. W. Tomes nded : ida coke 
it prudent to first secure the business against unforeseen con- had been made by the nu cuts px dur e 
tingencies that might arise in consequence of the unpre- in which the mains had been extended throughout the town. 
cedented situation created by the sudden change from long They were already supplying one of the suburbs, and they 
years of peace to a state of war on a colossal scale. might leok for an increased custom in that direction. — 


They, therefore, decided not to add to the already large 
reserve fund. but to carry forward в larger sum than ever am. л Ез к. oy Se ue ey re | M 
„ Tho directors did not anticipate a revival Fife Tramway, Light: and Power Co., Ltd. 

of active business with the countries engaged in war to any PresipiNG at the annual meeting, held in Edinburgh, Mr 
great extent during the war. The firm had contracts booked WiLLIAM Low said that the aed s from the Dunfermline 
with such countries, but would be unable to execute them and District Tramways Co. during the year, paid over to the 
until after the war. Meantime, their works were fairly well company by way of dividends and management fees, amounted 
employed and they had undertaken certain contracts which to £15,250, compared with £15,090 for the preceding year, and 
the Government placed with well-equipped firms. It тав в £12,200 for the year 1912. Keeping in view the abnormal 
popular delusion that Government contracts were exceedingly conditions since the beginning of August last, shareholders 
profitable. Such contracts had to be completed under tre- were to be congratulated that this department had done so 
mendous pressure, and oh was the duty of contractors on well. The growth of traffic continued steadily during the 
patriotic grounds to make every effort, regardless of cost, to first seven months of the year, and at the end of July the 
supply the Government’ with what thev needed; by. earnings were over £1,000 in excess of the corresponding 
strain and stress and all possible overtime the work had to period for the previous year, due to some extent to the open- 
be done to meet the demands. Another consideration which ing of an additional line. Notwithstanding the diminution in 
would affect the profits of most industrial concerns during фе receipts during the latter part of the year, the tramways 
war was the indisputable fact that the cost of food had risen, revenue was still slightly greater than for any previous year. 
and might still rise, to a price that would sensibly affect Ње The company had statutory powers for the construction of a 
workpeople of the country by seriously diminishing the pur- tramway to Rosyth Naval Base and Inverkeithing. These 
chasing value of wages. This was a grave question. which powers expired in. July next, and the directors had made 
employers and all concerned with industrial undertakings application for an extension of time for construction, and for 
shonld meet sympathetically and patriotically with the desire the laying of a connecting line along the North Queensferry 
to lighten the burdens of their workneople. The working Road. Turning to the power E hting business, the Chair- 
classes, being most numerous, furnished most of the fighting man said the revenue from the Fife Electric Power Co. and 
men. Their. families would feel most acutely the pinch of the electric light undertakings received by this company as 
excessively dear food. It was not right to ask sacrifices of dividends and management fees, amounted to £11,276, as com- 
them for the common weal greater than those which all other | Pared with £8,561 for the preceding year—an increase of 
classes made according to their means. Charitable relief of nearly 43, 000. The increase in profits, although very satis- 
the working classes was least effective and mort demoraliging. factory, would have been greater had normal conditions pre- 
The createst heln that could ee to More p vailed throughout. the whole year. The additional generating 
provide them with work at a living wage. adiuste if. plant at Townhill power station was installed during the year 
cost of living frugally and carefully with self-denial Ps hi - and the capacity of the station was thereby nearly doubled. 
restraint on their part during the war. It seeme un A coal conveyor gear was now being installed and would be 
that company directors and shareholders should frankly face complete in a week or two. The economy in coal-handling 
the facts affecting the people's food supply. Large dividends would largely compensate for any ‘abnormal price of coal 
during а ome Кы | be H Же саар үп during the current year. ‘The transmission lines and mains 
them. ey shou rst trv to provide as much work AS | had also been extended duri j i - 
possible at wages that would enable workmen to reasonably — ber of д фе е, ede Pu e то 
nourish themselves and their families, having due 5 of the company’s supply. With reference to the current year 
the avoidance of waste and ede ad ne Ph: ts + notwithstanding the disturbed condition of affairs the directore 
earned under those principles might be small, but share- had every confidence that the earnings would be maintained, 
holders ought to bear the sacrifice of part of tbeir dividends , and even possibly increased. The earnings of the power com- 
as their contribution towards the relief of the universal suffer- | pany up to date this year were in excess of the corresponding 


—— 


1 the i E 1 . el а ns t period of last year, but it was somewhat difficult to forecast 
war. Violent trade disputes on account of wages amonnted, f "EM ca fi d ne neat company. The directors. how- 
to high treason at such a time. The war, would nass all the aa ae it 1 | Er 5 пр would pro- 
ronner if those concerned in the industries of the country additional Дереш ко С эе : 51 0 5 ad 
held well together. and after the war a long, lasting peace, NW past their directors had tak zd р r f at a. bx the 
with great prosnerity, would repay them for the sacrifices еу issue of ordinary and pref s Ma ce the nsfobs Dy the 
had now to make in order to secure the victory. % i ary and preference shares, without encroaching, 
Е [ехсер to a minor degree, on the borrowing powers of the 
— — MH оразу, 9 were in reserve Aa extensions in future. 
: ME Mr. GEORGE BALFOUR, in seconding the resolution, pointed 
0 ls : , А 
Northampton Electric Light and Power Co 3 e out ш the power company, without further expenditure. 
Тнк annual meeting was held at Northampton on the 25th wart from expendture on incidental auxiliary plant and 
ult. Mr. Е. H. THORNTON, J.P., presided, and said that the extensions to cables, was now in a position to sell an amount 
ии i еш н 
сотрапу sold nearly £2, | " 
the previous year, an increase of 84 ра cent. ae 2d | К 
increase waa 15 per cent. in power and 8 per cent, in current. 
sold for lighting. They had done that with an increase of MP | Rushden :and: District Electrie Supply Co., Ltd. 
only £100 in the cost of coal. That was due to the fact that t} ETHE annual meeting was held at Northampton on February 
they had the advantage of the new turbine of 1,800 Н.Р., which 25th. Mr. F. Н. Тновхтох. J.P., presided, and in the absence 
was put in last year, and also to the fact that they bought il Mf the Secretary (Mr. H. St. John Browne), who is away on 
their coal during the year at a decreased price of 6d. per ton. active service, the duties of secretary were discharged by 
The company had experienced a great increase in the amount у & 
of current sold for cooking, which might be attributed to the № Mivear's working the accounts were most satisfactory. There 
fact that they were now letting out cooking stoves at бв. per } | 
5 pope fon j end och per ad nothing to start with, it was creditable to have a profit 
eap, if not cheaper, than other form : — 
ganter. They had also had an increase in the current sold  Withe year was 79. and since then it had gone up to 86. The 


for heating, the new type bar radiator giving a very much . giauantity of current sold in the first quarter was £69, in the 
better heat than the old type. On cold days there was a very second £68, in the third £100, while for the Christmas quarter 
appreciable increase in the quantity of current sold for heat- the receipts from the sale of current were £247. They might 
ing. Those two things were most satisfactory, for they showed now look forward to going on upon a paving basis, as people 
that people in the town were realising the possibilities of elec- were constantly being connected up. It was an extremely 


tricity for domestic purposes. They anticipated that they atisfactorv thing that they sold во much current for motive 
would go on in the future with as much success as in the power. 
past. The undertaking had developed in а way they never manufacturer who had just had his factory connected with 
anticipated eight vears ago. They did not anticipate that the @ Һе meins at once asked if he could buy some shares. That 
cost of coal would increase very materially, and thev had very [showed how satisfied he was. At the end of the vear the 
favourable contracts for the ensuing year. Although they had number of lamps was 5,561, and they had since added about 
had difficulty in getting coal along the railway, because of 1,000. The company was lucky in having oil as its chief fuel. 
it being taken up for military purposes, they had been able Мав it was more easilv obtainable along the railway at the 
to get an ample supply in consequence of the Government present time than call. 

considering their undertaking to be a valuable concern in Mr. CLARK seconded. 
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Liverpool Overhead Railway Co. 


THE annual meeting was held on February 23rd at Liverpool, 
Mr. Н. C. WOODWARD presiding. | 

The CHAIRMAN said that the war had monopolised their 
thoughts and affected every industrial and trading enterprise, 
and especially the working of the great system of railways. 
. Their system was placed under the care of the Railway Execu- 
tive Committee, but that body did not interfere with the 
actual working and management in detail of the various rail- 
ways Der Oud what military necessities might require. The plan 
involved the pooling of all net receipts, with the intention that 
those railways that showed an increased net revenue owing to 
the war, should contribute out of the excess to recoup, to a 
certain extent, those companies that suffered by diminished 
trafic. Consequently, ae their revenue had increased, they had 
to pay over a certain amount, not yet exactly ascertained ; but 
seeing that they already had an increase in the first half-year, 
they were practically guaranteed that they should be in no 
worse position than in the previous year; and on the whole 
he thought it was a fair arrangement, and was agreed D Y 
all the great railway concerns. This plan, of course, affec 
the form of the accounts. They had carried during the past 
“hte on railway and tramway, exclusive of season-ticket 
olders, & total of 13,361,944 passengers, being an increase of 
178,623 over 1913, and nearly 1,200,000 over 1912, and it was 
the greatest number carried since the railway was opened for 
traffic. This represented an increase of 5 per cent. in their 
first-class and 1 per cent. in third-class, but a decrease in the 
'" workmen ” class of 3 per cent. The general increase was 
partly due to the presence in the spring of the new Cunard 
iner Aquitania in the Gladstone Dock, which proved a great 
attraction, while the encampment of troops at Seaforth, Water- 
loo, and Crosby materially helped their tramway traffic in the 
early autumn. After paying preference dividend they recom- 
mended a further dividend on the ordinary shares at the rate 
of 31 per cent. per annum (making 3 per cent. for the year). 
The ordinary dividend was the same as for 1913. The total 
expenditure on railway and tramways amounted to £56,845, 
being an increase of £1,369. ` This was partly accounted for 
by an increase in wages and extra cost of coal. Out of their 
employés 42 had joined His Majesty’s Forces, which was equi- 
valent to about 12 per cent. of the whole of the staff, and this 
made them rather short-handed in some departments. It 
gave him great pleasure again to testify to the good conduct of 
the men and the ability and energy of the general manager 
(Mr. E. J. Neachell) and his principal assistants, while he 
could not pretend that their modest dividend of 3 per cent. 
on the ordinary stock was entirely satisfactory to the share- 
holders in these days of high prices, yet, looking to the 
reports and dividends of other railways throughout the King- 
dom, he thought they must be thankful that they were able 
to come through so strenuous a year without any reduction 
of dividend, and with increased reserves. 

Mr. G. D. KiLLEY seconded, and the motion was carried. 


London Electric Supply Corporation, Ltd. 
Mr. R. H. Benson presided on February 25th, at Winchester 


House, E.C., over the annual meeting. He said that the . 


Board felt very well satisfied with the latest year's addition to 
the figures, and this happy result had been accomplished 
simply by minding their business. Special thanks were due 
to the officials, beginning with Mr. Bain and Mr. Partridge, and 
including not merely the seniors in the department but also 
those juniors who had not enlisted, and who were just as 
useful to their country in this instance by etaying at home and 
cheerfully doing what their hand found to do. The figures 
established new records in units sold, in cost of generation, and 
both in net and gross receipts. 'lhe gross receipts showed a 
rise of over £28,000, and the net had increased from £71,753 
to £92,234—an increase of no less than £20,481. ‘This in such 
a year was a result on which the board felt they had the right 
to congratulate themselves. But for the war the net revenue 
would have been even higher, for he need not tell them that the 
rise in the price of coal in the later months had affected their 
expenses, whilst the darkening of London at night had dimini- 
shed the demand for light. The results financially justified the 
policy they had pursued now for a good many years of develop- 
ing, and directing their chief efforts to, power supply. They 
had always believed that by generating current on a sufficient 
scale they could sell it as cheaply as any similar company in 
the world and make profits besides, and they claimed to have 
done both. They recommended а dividend on the ordinary 
stock of 4 per cent. instead of 3 per cent. as last year. This, 
he was aware, might be considered by some shareholders as 
ultra-conservative, but the conditions were exceptional. The war 
and the doubt of its duration. overshadowed everything, and 
it affected capital as well as revenue. They could not tell what 
coal was going to cost them, and therefore they had got to 
husband their resources until the situation became clearer. 
Also they had got to face the situation, the solution of which 
was becoming more necessary, viz., that of their overspent 
capital account, which now amounted to over £137,000. They 
would remember that as long as Lord Wantage was alive he 
provided the money the company needed for additional plant to 
meet the expansion of the business, and alone shouldered other 
people's burdens, but since his death they had had to rely op 


themselves. Year by year he had had to point out that as the 


period of their tenure decreased as 1931 approached, so did the 
amount of the sinking fund increase, which was needed to ex- 
tinguish fresh issues of capital. For instance, the sinking fund 
for the redemption of the debenture stock by 1931 demanded 
in cash £12,000 a year out of revenue, in addition to the sums 
receivable annually from their good friends and neighbours, 
the Westminster and St. James's Companies. This year out 
of surplus revenue they had allocated £7,000 to contingencies 
account and £10,000 to reserve, and they further increased the 
carry forward from £5,097 to £8,828. ‘That was a measure of 
conservation prescribed by the necessities of the situation 
caused by the expansion of their business during wartime. 
He would like to draw attention to the fact that, concurrently 
with the large increase in the number of units sold—no less 
than 11,000,000-—they would notice that the total generating cost 
per unit sold had fallen from .62d. to .5d. That was, of course, 
partly the direct result of the larger output, but it could not 
have been achieved if they had not in their engineers and staff 
an altogether exceptional combination of ability, zeal and good- 
will, and it was a great pleasure once more to give full testi- 
mony to what the Board and the shareholders owed to those 


. on whom the practical working of the business depended. ‘This 


figure of 4d. for the cost per unit sold was actually by far the 
lowest reached in London, and as Mr. Bain pointed out last 
year, even in Chicago, where the great company sold 1,250 
million unite per annum, against their 46 millions, it did not 
equal them. So far as their company was concerned there- 
fore, their figures demonstrated that in the area which they 
served London was not suffering from any lack of a cheap 
supply of power. That bogey, which had furnished a popular 
excuse for yearly attacks on the statutory terms on which 
electrical enterprise was undertaken, was now he hoped finally 
laid to rest. ‘There was no longer any excuse for outsiders 
to try and get in between the County Council and the 13 
companies and blandish the public with illusory promises 
of cheaper power. When the war was over it was to be hoped 
the parties interested would get together, and either under 
the Act of 1908, or further powers, would associate, to 
use the words of the Act, to combine their plant, and so 
get the utmost economy in generation. For the present, the 
London County Council had dropped their Bill, and the ten 
companies, who also had a Bill, had in deference to a sug- 
gestion of the Chairman of Committees, also dropped theirs. 
Therefore, he need not discuss the vexed question of private 
enterprise compared with municipal enterprise, especially 
as he did so at some length last year. But he wanted to draw 
public attention to the solution which had lately been reached 
for a similar problem, after four years of viclent disputes, in 
one of the larger and most progressive cities in America. The 
municipality of Kansas City had granted to the Tramway and 
Lighting Co., à new franchise for 30 years after or during 
which the undertaking was purchaseable at an agreed fixed 
price of 5,130 thoueand dollars, plus proved capital expenditure 
during that period, and in the meantime, the municipality 
was to receive two-thirds of the net revenue remaining after 
providing -certain capital expenditure and 6 per cent. upon 
the purchase price. In other words, the company got 6 Der 
cent. upon the agreed valuation, plus one-third of the profits, 
and this profit-sharing of the municipality was a better bar- 
gain for the munisipality than their fixed rate. America 
was а great country of experiment and they dashed into all 
sorts of things—some successful and some unsuccessful. They 
might in this country do worse than copy their successful 
experinents. It was 14 years since Lord Wantage presided 
over that meeting, and, although he did notlive to get a divi- 
dend, yet his courage never wavered, and he had the satisfac- 
tion before his death of seeing the company in comparatively 
smooth waters after its costly pioneering in the effárt to give 
the public of London а supply of electric light and power. 
He had told them how Lord Wantage furnished money on 
easy terms whenever the company needed it and they would 
remember that whereas their ordinary share capital was ori- 
ginally £555,000, they wrote off £2 of the £5 shares and re- 
duced it to £333,000, and 1n that reduction Lord Wantage was 
the chief sufferer. In 1901, the year after his death. the total 
capital was £914,700, and the net revenue was £25,220. Last 
vear the capital was £1,291,555, and the net revenue waa 
£93,234. In other words in these 14 years their capital had 
increased by 41 per cent., while their net revenue had increased 
by 269 per cent. He need say no more to give them confi- 
dence in the company and in its abilitv to work out its own 
destiny. He did not mean to say that they could expect 
such a ratio of increase of net revenue this ycar. On the 
contrary, during the wartime, all companies seemed to be 
expecting & set-back, chiefly because of the price of coal and 
the diminution of lighting; but he wanted them to realise 
the steady progress made year by усаг for 14 years by the 
fact that net revenue had increased compared with capitalisa- 
tion by 6} to one. 

Mr. R. Stewart Bary, the managing director, seconded the 
motion and gave ne usual some interesting parhcalars regard. 
ing the year’s work. He said the capital expenditure had 
amounted to £34,956, the greater portion of which had been 
incurred for the new 10.000-kw. turbo-generator ordered in 
connection with the extension of the electrification of the 
Brighton Railway. That plant was to have been delivered 
last November, but owing to the war, delivery had not vet 
taken place, although they were informed by the manufac- 
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turers that it was nearing completion. In addition, £8,600 
was expended in laying several miles of new mains, particu- 
larly in connection with the supply of power for industrial 
purposes, which he was glad to suy was extending very satis- 
factorily, bringing the total of mains laid to 207 miles. The 
expenditure was £6,861 more than last year, of which coal 
accounted for £5,600. As арип! that they sold over 11 million 
units more than in 1913, the consumption of coal being 73,000 
tons, as compared with 62,000 for the previous year. The 
average price paid for coal during the year was 14s. ld. per 
ton, as against 158. 2d. in 1913, but the extra cost during 
the last five months of the year had added nearly 1s. a ton 
over the whole year. Since the beginning of this year, the 
price of coal had increased very materially, owing to the 
difficulty in getting delivery by water. During the last two 
months the charge for freight alone had been more than the 
total contract price for the delivery of the coal alongside their 
wharf. It had been quite an anxious time getting deliveries 
sufficient for their consumption. Не was glad to say that 
up to the present they had been able to overcome those 
difficulties without unduly depleting their stock, although the 
difficulties and the price of coal were daiby increasing. The 
gross revenue showed an increase of £28,000 over the previous 
year. The average price received for every unit eold—lighting 
and power—was .94d., as compared with 1.04d. in 1913, while 
the cost of production had been reduced from .62d. to a half- 
penny. Their executive and technical staff had every reason 
to feel proud of such excellent results and they were a fine 
tribute to their efüciency and zeal. Ав far as скоро 
was concerned, it could not be said that the district whic 
they supplied was suffering from the want of a cheap supply 
of electric power, and it was doubtful whether unification of 
the system of supply, or amalgamations of the companies, 
although beneficial in other respects, would show such good 
results. The results compared favourably with those of any 
company, either in this country or abroad. Traction and 
power supplies again showed satisfactory increases, although 
the large increase of power for the extension of the electrifica- 
tion of the Brighton Railway, which was to have commenced 
this month, had had to be postponed on account of the war. 
In common with other companies, a considerable number of 
their staff had joined the colours, and in such cases the direc- 
tors had agreed to keep their places open and to give them 
half-pay while they were absent. | | 

Replying to questions, the Chairman said that they always 
made their coal contracts in the spring when, as a rule, the 
lowest prices were ruling, but force majeure had superseded 
all contracts. Nobody regretted more than the directors that 
they had not been able to pay а larger dividend, but they had 
only acted prudently in carrying forward £3,000 more than 
last year. 

The report was adopted. 


Westminster Electric Supply Corporation, Ltd. 


Mr. J. BRowNE MARTIN presided on February 24th, at the 
offices, over the annual meeting. After referring to the death 
of Lord Suffield, the Chairman said that ч had тесош- 
mended a reduced dividend for the half-year. It would have 
been ible to pay the full 10 per cent., but this would have 
left them with a much smaller sum to carry forward; they 
could not recominend that course in view of the present situa- 
tion, for the war had not only reduced receipts, but 1t had 
also increased expenses, and might possibly do go still more. 
The Government lighting regulations considerably reduced the 
sales for lighting during the last quarter of the year. Coal 
had increased in cost and was atill going. up. Carbons for 
street lighting cost much more than they did. They had also 
had to spend money on the protection of their stations. Then 
over 60 of their officials and men were serving with the colours, 
and they had promised to pay their wives or dependents half 
wages dung the war, and to keep their places open. These 
half wages amounted to over £3,000 а year, which had 
necessitated some readjustment of duties. They had also 
thought it right to subscribe to the war funds. This 
would show them that they had had & good deal 
to contend with, and it was for the shareholders to judge 
how far they had been successful. They had not increased 
their charges for supply, they had maintained their full rate 
of depreciation, and they bad only reduced the dividend for 
the year by one per cent. Had it not been that everyone be- 
longing to the company had put his shoulder to the wheel 
such a resalt would have been impossible, and he was sure 
they would desire him to thank the staff and workmen, who 
Were just as anxious for the success of the company as were 
the shareholders and directors. Their stations were watched 
day and night by special constables—gentlemen who had given 
up their time for the country, and who were patrolling out- 
side in all sorts of weather. It was extremely tiring and 
monotonous work, and they would, he was sure, wish to show 
by a hearty vote of thanks their appreciation of what they 
were doing. In regard to the valuation of their investments, 
there was the choice of valuing them at three dates :— Рес. 
Zist, 1913, as the insurance companies were doing with the 
approval of the Board of Trade; the end of July, 1914, as the 
banks had done; or December 31st, 1014. The latter date 
would give no result of any practical value. A date just before 
the war would bave been possible, but credit was then begin- 


ning to be shaken, and they thought that ae their investments 
were not intended for sale it was better to follow the insurance 
companies. The auditore had approved of this. They had 
increased their investments by taking up £25,000 of the war 
loan. In regard to the future, the supply of coal continued 
tocause anxiety. Deliveries were uncertain and irregular, and 
prices had gone up considerably. Both electric and gas com- 
panies had represented to the Government the difficulty they 
were in, and something had been done lately to improve mat- 
ters. But they thought it should be possible to obtain a regu- 
lar supply at a reasonable rate, and felt there was room for 
some improvement in both these points, an improvement 
which only the Government could engure as they controlled 
communications. With regard to carbons for street lighting, 
no reduction in pne could be expected for some time to come, 
and they would have to wait until new factories could be 
established of sufficient output to bring down the prioe more 
nearly to that at which they had hitherto been sold by the big 
factories in Germany. Their expenses, therefore, were not 
likely to decrease during the war. Their receipts would also 


be reduced so long as the present lighting arrangements were 


necessary. The greater part of the loss was due to reduced 
shop lighting, but this, he was pleased to eay, would not be 
so heavy in the summer as in the winter. They would probably 
have seen in the newspapers that the L. O. C. produced yet 
another Bill to absorb them all, but this Bill had been ped. 
They also, with nine other companies, joined in promoting a 
Bil for forming & company to take over and utilise to the 
best advantage the existing resources of the companies eupply- 
ing electricity in London, with a view to providing eventually 
one uniform system of supply. The Government had, how- 
ever, decided that this Bil was contentious, and therefore 
could not proceed. It had consequently been ‘withdrawn, and 
he need not trouble them with details. 

The Rt. Hon. W. Hayes FisHer, M.P., seconded the motion. 

In reply to questions raised, the CHAIRMAN said the present 
Bill of the L.O.C. was dropped, but he could not say that it 
was dropped for good. As to their company and o com- 
panies eubstituting another Bill for the one which the Gov- 
ernment considered contentious, he could eay there was 
nothing in hand at the present time, but it was only common- 
sense that when ten companies came together to amalgamate 
for a certain purpose there should be no E d etting 
them together again if the ppbar tunity offered. He thought 
something of the kind would have to be done or otherwise the 
County Council would certainly interfere. They wanted an 
extension of life as well as amalgamation. 

Mr. W. J. FISHER remarked that he had read the company's 
Bill carefully and he certainly saw a number of conten- 
tious points in it. If the companies, however, came together 
with a reasonable desire to effect consolidation that Bill might 
[ша good basis to go on, with the contentious points elimi- 
nated. 

Replying to а question by Mr. Reed as to coal, Professor 
KENNEDY said that in the last half-year of 1914 their coal for 
the station at Westminster was only about 8d. a ton more 
than in the last half of 1913, but during the last six weeks 
there was an increase of something like 38. a ton, and at Grove 
Road, from which they got the greater part of the supply, the 
increase had been on the average very considerably greater. 
They were adopting the policy of getting all the coal they 
cculd, and they had no reason to be anxious, but undoubtedly 
the prices now and in the future would be much greater. It 
was merely a question of getting the coals up from the col- 
lieries. The Government had put some ships at the service 
of the gas and electric companies, but thev had hardly become 
useful yet, and they had to pay freights which were very high. 

The report was adopted. 


Tramways, Light and Power Co., Ltd, 


VISCOUNT CHILSTON presided over the second ordinary meetin 
held at 66, Queen Street, E.C., on February 25th. He said 
that the outbreak of the war in August had had varying 
effects in different localities. In some of the districts 
served by certain subsidiary undertakings the abnormal 
conditions had created an improved demand which, 
while not in time to reflect substantially for the year 
under review, would undoubtedly be an advantage 
for the current year. . In other districte the abnormal 
conditions had an adverse effect, causing depression in trade, 
which affected the electric supply companies, and especially 
deterred prospective consumers from incurring any expendi- 
ture on motors and other appliances. Further, the public 
naturally took less advantage, since the outbreak of the war, of 
the facilities for travelling offered by the traction undertakings, 
owing to the depression. The adverse conditions affected more 
particularly the districte served by the Nottingham and Derby- 
shire Tramways Co. and the Derbyshire and Nottingham Elec- 
tric Power Co. The conditions improved in the localities re- 
ferred to, and eince the close of the year they had evidence of 
a distinct recovery. The various power and light companies 
were large users of coal, and it waa satisfactory to report that 
the largest user, viz., the Derbyshire and Nottinghamshire 
Electric Power Co., had contracted well forward at eatisfac- 
tory prices. But the high price of fuel would probably operate 
to a certain extent to the advantage of electric supply com- 
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panies, because power users, and particularly small power 
users, would more carefully consider the use of electricity at 
a time when the price of coal was high. It was satisfactory 
to hear from the London managers, Messrs. Balfour, Beatty, 
Ltd., that, notwithstanding the difficult conditions of the 
. moment, they anticipated an increase in earnings during the 
current year from all the properties owned by their company. 
So far as the year under review wae concerned, the directors 
estimated that the outbreak of war affected the earnings to 
the extent of at least £3,000. A feature of all the power and 
light properties was that a large additional revenue could be 
earned from the money already expended, owing to the fact 
that the plant installed was sufficient to deal with a very much 
bigger load than at present connected, and, in addition, the 
cables laid were capable of serving a large number of addi- 
tional consumers. The directors recommended an increase in 
the capital of the company to the extent of. £100,000 by the 
creation of an additional 100,000 eix per cent. cumulative pre- 
ference shares of £1. He might say for the information of 
the shareholders that ишып е number of under- 
takings owned by the company, they had managed, owing to 
the cautious policy adopted, to keep the capital expenditure, 
including present obligations, to within £50,000 of the amount of 
the original issue. They would agree that this was a very small 
sum spread over so many different policies, especially. in view 
of the fact that the 19 undertakings covered an area of 
3,000 square miles. ey could, of course, deal with present 
requirements by issuing a portion of the unissued debentures, 
but this would hamper their. financial arrangements in the 
future. It wag, in their opinion, unwise to use their debenture 
powers to the maximum unless all development work was com- 
leted or could be provided for out of revenue.. The directors 
Bad not yet decided as to what would be the most opportune 
time for making the issue, nor the terms. The consent of the 
Treasury would, of course, be required before the issue was 
made, but in view of the fact that the development of pro- 
perties such as theirs was of material importance from the 
national point of view in the present crisis, not only because 
they supplied many different kinds of enterprises with the 
necessary driving power, but also provided employment for 
wcrkmen, there should be no difficulty experienced in this. 
connection. The immediate object of the capital was to repay 
temporary loans which had been incurred to the extent of 
£40,000. The directors had ip contemplation the acquisition 
of an additional property, but shareholders could rest assured 
that this would only be effected if the financial arrangements 
were provided far, and a very satisfactory yield on the capital 
employed was shown. During the year the power and lighting 
companies had obtained four provisional orders for electric 
lighting—two in the area of the Derbyshire and Nottingham- 
shire Co., viz., the Beeston and the Heanor Orders; and two 
in the area of the Leicestershire and Warwickshire Power Co., 
viz., the Hinckley and the Kenilworth Orders. Steps had been 
taken to utilise the powers, and already in some districts con- 
sumers were connected. . . : | : 

Mr. A. R. HOLLAND seconded the motion and it wae carried. 

"The CHAIRMAN next proposed a resolution authorising the 
creation of an additional £100,000 of preference shares to rank 
pari passu with the existing shares. 

Mr. С. BALFOUR, in seconding the motion, said that in issuing 
these shares, rather than taking advantage of their debenture 
pu they were following the method successfully adopted 
Dy other tramway and electric lighting companies. By keep- 
ing their debentures they could meet any emergency in the 
way of getting additional plant. . | | 

e resolution was adopted. 


— 


Bruce Peebles & Co., Ltd. 


Ма. F. E. ANDREWS presided at the annual meeting, held at 
Edinburgh, on. Friday last. He said that they maintained 
their gradual and steady pees in the firet half of 1914, and 
the satisfactory results shown in the accounts for the year 
would have shown still better improvement over those of 1913 
but for the war. Theirs was essentially and entirely a purely 
British concern, and at the outbreak of hostilities they had 
not a single German, Austrian, or Hungarian in their employ. 
, More than 150 of their men were serving with the colours, 
and on their return they would be reinstated in their old or 
similar positions. The workmen and staff had inaugurated a 
fund, to which the company was contributing weekly, for 
assisting dependents where it was required. A large propor- 
tion of the men were their best and most skilled, and their 
absence had of necessity caused a certain amount of difficulty 
in the ordinary routine of the works and offices, but the loyal 
efforts of those remaining at home had minimised the dis- 
location. The output from the works, which up to the end 
of July had been quite satisfactory, and better than the pre- 
vious year, Was naturally affected for some months afterwards 
by the loss of so many hands. This was being gradually over- 
come, though they were still suffering to some extent both 
from the difficulty in obtaining suitable men and from delays 
In getting supplies of raw materials. They had fully main- 
tained their reputation ae makers of high-class electrical 
machinery and had obtained a good proportion of orders, so 
that the works had been fairly well occupied. The prices at 
which these orders had been obtained had also been more 


* 


reasonable than was the case two or three years ago, but the 
margin of profit had naturally been somewhat adversely 
affected: by the events of the latter half of the year. In this 
country the company continued slowly, but very surely, to 
enlarge their circle of customers, especially among the better 
class of buyers, which was a very satisfactory sign. The 
Peebles-La Cour converter was being adopted by an increasing 
nuinber of engineers and was also being put down in larger 
sizes; the largest converter made in Great Britain up to the 

resent time had been installed and was now running at 

anchester. They had all along carefully cultivated trade in 
the. Colonies, and the results were quite satisfactory, showing 
a steadily increasing volume of business, though in Canada 
conditions had not been favourable during the last twelve- 
months. In various foreign countries also financial stringency 
or political disturbance had militated against new work being 
taken in hand, especially in the case of South America and 
China. Taking everything into consideration, however, they 
had no cause to be dissatisfied, and they started the new year 
with an amount of work sufficient to keep them well em- 
ployed for some time ahead. The profit for the year from 
manufacturing and trading amounted to £11,649, as compared 
with £11,751 for 1918 and £3,864 for 1912, so that in spite of 
the disadvantages since August they had managed to main- 
tain the improvement of the previous year. The net profit was 
£3,892, as against £2,820 a year ago. This sum went to 
reduce the adverse balance against profit and loss account, 
which therefore now stood at £17,783. Debts owing by the 
company were lower, as were also the debts owing to them, 


the latter being partly due to the fact that they were able to 


get somewhat better terms of payment from customers. Cash 
at bank, £29,084, showed an increase that was very grati- 
fving, because a manufacturing concern such as theirs must 
have adequate working ‘capital in order to carry on its busi- 
ness in а satisfactory manner, and further. it was essential, 
during the present unsettled state of industry, that the com- 
pany should build up and conserve its liquid resources in order 
to tide over any difficult period which might arrive. Each 
year they spent an appreciable amount of money out of 
revenue for maintenance of buildings, machinery and plant, 
but so far they had not been able to make a suitable allow- 
ance for depreciation. This question, as well as that of good- 
will, which stood in the balance shect at over £90,000, must 
obviously have attention and be dealt with as soon as ever 
opportunity offered. After the last general meeting, Mr. Lee 
Murray expressed the desire, owing to his other business 


engagements, to retire from the board. It was scarcely neces-. 


sary to remind them of the excellent work Mr. Murray did 
in the organisation of the company during the five years he 
was with them, first as general manager and afterwards as a 
director, and they accepted his resignation with regret. They 
had also lost another colleague, Mr. A. Bruce Anderson. He 
was an able and enthusiastic worker in the interests of the 
electrical manufacturing industry, and they all greatly 
a pora his premature and untimely death. The Chairman 
referred to the ability and energy of the managers, secretary, 
and other officials, displayed in a year that had not been with- 
out a considerable amount of worry and anxiety. 

Mr. C. J. SHIELLS seconded the adoption of the report, which, 
after one or two questions had been asked and answered by 
the Chairman, was carried unanimously, and a hearty vote 
of thanks was accorded to the chairman, managers, staff, and 


directors. i 


British Insulated and Helsby Cables, Ltd.—The 
directors announce a final dividend, making 15 per cent. for the 
year, as compared with 18 per cent. for 1913. There is placed to 
reserve and depreciation £2,000 less than for 1913, but there is an 
increase of £21,000 in the amount carried forward. 


British L.M. Ericsson Manufacturing Co., Ltd.—The 
directors recommend a dividend of 8 per oent. per annum on the 


ordinary shares for 1914, placing to reserve £6,000, and carrying 
forward £7,023. 


Reduction of Capital.—Turners & Manville, Ltd., 
and Reduoed.—4A petition for confirmation of reduction of capital 
from £50,000 to £39,994 has been presented. Particulars of claims, 
&c,, must be sent by March 13th to Messrs, Jackson & Co., Lower 
Gates, Rochdale, solicitors. 


Waste Heat and Gas Electrical Generating 
Stations, Ltd.—The directors recommend a dividend for the year 


ended January, 1915, at the rate of 8 per cent. annum, carryin 
forward 215,012. MN : 


Stock Exchange Notice.—The Committee has been 
asked to allow the following to be quoted :—Electro Bleach and 
By-Products, Ltd.—90,200 7 per cent. participating preference 
shares of £1 each, fully paid, Nos. 1 to 90,200. 


Western Telegraph Co., Ltd.—Second quarterly in- 


terim dividend, 3s. per rhare for the year ending June, 1915, being 
at the rate of 6% per annum. 


Held Over.—Pressure проп our space compels us to 
hold over until next week various City reports and meetings, 
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Davis & Timmins, Ltd.—The net profit for 1914, 
including £15,083 brought forward, after allowing for depreocia- 
tion and commission to manager, was 431,959. The interim 
dividend paid in September last on the preference shares absorbed 
£1,800 ; that on the ordinary shares at the rate of 6 per cent. per 
annum for the June half.year 41,410; there has been placed to 
general reserve account £3,000, and to inoome-tax account £626, 
leaving £25,124. Preference dividend on the 6 per cent. prefer- 
ence shares for the December half-year requires 41,800 ; a balance 
dividend at the rate of 10 per cent. annum on the ordinary 
shares for the December half-year, ing 8 per cent. per annum 
for the year, requires 42,850 ; a bonus of 12 per cent. out of profits 
amounts to 45,640; and £15,334 is to be carried forward. Annual 
meeting, March 9th. 


France.—74e Société d' Electricité de Paris. — The 
chairman of the Société d'Electricitó de Paris, which is stated to 
be under the control of the Empain group of Brussels, informed 
the shareholders at the recent meeting that the sales in 1914 
increased by 20,000,000 Kw.-hours to 145,000,000 kw.-hours, After 
deducting depreciation amounting to £128,000 from the gross 
profits of 38259, 0C0, and providing for interest payments on the 
loans, the acoounts indicate net profita of £102,000, which would 
permit of the distribution of 16s. on the ordinary shares and 
268. 7d. on the preference shares. It is, however, impossible to 
make these payments at present as the “liquid funds” are said to 
be locked up in Stock Exchange investments. 


Jarrow and District Electric Traction Co., Ltd. 
—The annual meeting was held on Monday at Electrical Federa- 
tion Offices, Kingsway, Mr. Н. 8. Day presiding. In proposing the 
adoption of the report, of which we gave an abstract last week, 
the chairman remarked that it was with much satisfaction that 
the directors were able to recommend the payment of a 3j per cent. 
dividend for the past year, as against 2} per cent. for 1918. The 
development in Jarrow was very satisf , and there was every 
reason to hope that the business of the company there would con- 
tinue to be well maintained even if it did not improve. Mr. F. 
Cockirg seconded, and the report was adopted. 


Telegraph Construction and Maintenance Co., Ltd. 
—The directors report that the net profit for 1914 amounted to 
£109,186, against 2114 863, after charging the interest on the 
debentures, To this is added £111,860 brought forward, making 
£221,017. Ап interim dividend of 5 per cent. was paid last July, 
and the directors recommend a further dividend of 10 per cent., 
together with a bonus of 128. per share, free of tax. The reserve 
fund is to be supplemented by £20,000 (making it £145,000), 
leaving £111,407 to be carried forward. 


City of London Electric Lighting Co., Ltd. Sub- 
ject to completion of audit, the directors have decided to place 
& 50,000 to reserve and to pay 128. per share (being at the full rate 
of 6 per cent. per annum) оп the preference sharee, and 188. per 
share (being st the rate of 9 per cent. per annum) on the ordinary 
shares On account of these shares 6s. per preference share and 
6s. per ordinary share was paid in September, 1914. After pay- 
ment of the dividend, less income-tax, and providing for other 
appropriations, £23,500 is to be carried forward. 


Tianelly and District Electric Lighting and 
Traction Co., Ltd.—The acoounts for 1914 show a net revenue, 
inclading 22.079 brought forward, of £12,188. After providing 
for loan and debenture interest, and setting aside £2,000 for depre- 
ciation and renewals, a dividend of 2 per cent, on the ordinary 
shares is to be paid, leaving £1,718 to carry forward. The annual 
meeting was held at 66, Queen Street, E.C., on February 25th, Mr. 
A. H. Beatty presiding. The report was adopted. 


New York Telephone €Co.—The report for 1914 
shows net telephone earnings $16,169,660, a decline of $1,554,491 ; 
and other income, $1,869,394, an increase of $163,190. Total, 
$18,039,054, a decline of $1,091,301. Interest charges have 
absorbed $4,027,132, an increase of $418,317 ; while dividends have 
taken $10,008,579, a decline of $220, leaving balance to surplus and 
reserves $4,003,343, a deorease of $1,539,398.— Financial Times. 


W. T. Henley's Telegraph Works Co., Ltd.— 
Subject to audit the directors recommend a final dividend payable 
on March 19th on the ordinary shares of 10 per cent. less income- 
tax, making 15 per cent. for the year, and a bonus of Ба, per share 

leas inoome-tax.. For 1913 the distribution was 20 per cent. 


STOCKS AND SHARES. 
Tuesday Evening. 


Present days are mostly unexciting in Stock Exchange 
circles. It is as though people had said to themselves that 
they would do nothing until the war gave indication of fur- 
ther developments. e best news received for some time 
past was that dealing with the passage of the Dardanelles 
which had в distinctly cheering effect upon spirits, but failed 


\ 


to have апу effect upon prices. Definite news of the fall of 
Constantinople would probably have a stimulating effect; but 
until something of this sort arrives, investment stays its 
hand. | | 
Each new issue ав it appears has to be rather more attrac- 
tive than its predecessor. The Treasury is putting very little 
obstacle in the way of new emissions; and any company. which 
can show that it requires. capital in order to provide em- 
ployés with work, especially if directly or indirectly con- 
nected with Government contracts, need have little hesitation 
in applying for powers to raise money. At the same time, 
the Ч геавигу restrictions upon Stock Exchange dealing con- 
tinue to be so severe that borrowers delay making appeals to 
the public until they are obliged to do eo. | 
The Home Railway market is obsessed by the latest labour 
fears. Through the curt intervention of the Government, 
immediate difficulties are bridged over; but such an erection 
will be only temporary, and the whole question will be 
revived in a more acute form later on. Londoners in parti- 
cular are inclined to look at the labour agitations as reflect- 
ing gravely upon the patriotism of those responsible for the 
trouble; and the plain man' in the street wonders how on 
earth any compatriot of his can so deliberately throw in his 
lot with the enemy as to participate in these disturbances 
before exhausting every conceivable means for settling debate- 
able points peaceably. И i 
Therefore Metropolitans have gone back to 28}, Districts 
to 174, Central London ordinary to 76, while the tone of the 
market as a whole is drab. Two or three of the big steam 
Stocks are raising more capital, but we have heard no pro- 
posale of this sort in connection with the electric lines. As a 
int of curiosity, it may be mentioned that Metropolitan 
nsolidated, South Eastern deferred and South Western de- 
ferred all stand about the same price, although the dividends 
recently declared were 14, 1, and 1% respectively. Under- 
ground Electric income bonds are ex the dividend of £3 per 
cent.; at the current price of 80, the return on the money is 
exactly 74 per cent., paid free of income tax. p Й 
The prophets who foretold a reduction of about 1 per cent. 
in the City of London Electric dividend have proved correct, 
and the company is now paying 18s. рег share—that is, 9 per 
cent.—against £1 per share, equal to 10 per cent., last year. 
The County of London maintained its previous dividend, and 
County preference shares have been a firm market for some 
time past. Curiously enough, it. is difficult, to obtain an 
adequate bid for the ordinary shares. City Lights keep about 
144, with an occasional bargain transacted in them. The 
Charing Cross Co. announces that the profits on its City 
undertaking advanced during the last financial year, but its 
West End receipts fell off by nearly £10,000. Mild interest 
is taken in the course of the London Electricity Supply Bill 
No. 2; as to the chance of its successful passage through’ the 
House of Commons, opinion hag been already ventured here. 
So far, all the electric lighting companies have announced 
their dividends, with the exception of the Brompton. Sum- 
marised, the results are that the St. James’ pays 2 per cent. 
less than it did a year ago, the City of London, the Charing 
Cross, Metropolitan, and the Westminster 1 per cent. less, 
Smithfield Markets } per cent. less, Kensington, Notting Hill 
and County the same, and the London 1 per cent. more. All 
things considered, the achievements may be fairly regarded 
as good. Prices on the week show small falls in Brompton 
ordinary, Charing Cross preference, and Westminster prefer- 
ence. St. James' recovered their dividend of 5s., and County 
preference are also 5s. higher at 111. COE 
d append our usual list of representative stocks and 
shares :— | еы 
Some Execraicrry COMPANIES, | us 


Mean price. Mar. 2, 1915, Rise or fall 
July 97,1914. © ‘this week. 
Brompton a 22 
do. F per cent. Pref. Е 4 e е 
Charing inary .. ‘ . — 
do. do. do. Pref, e 4 4 == à 
do. do. 4 4 — 
| do 4 . е LZ ‘ 91 90. — 
Chelsea eo е : 4i * m. d ә 
до. 44 De ye oe ee os ae 5 92 а ` 
City of London ee ee ee j ee 16 1 — b 
do, do. 6 percent. Pref... .æ. | 1 — 
do. do. ` & Deb. ee ee ee 11 119 — 
do do. 4à Deb. 1 98 — 
County of London ee 19 il - 
do. do.  Operoent.Pref.  .. 13 111 ti. 
do. do, b.. е 1 99 Я — 
K m д. 2nd Deb. ee oe 1 7 oh — 
ensington Ordinary s be we - 
London Blectric T" vs xa n 1 1 , =— 
do. do. d percent eren oo <= 
до. до. 4 b. ee oe e = 
Metropolitan .. .. .. «5 .. 8$ — 
do. . Pei oent. Pref. .. ee 4 > 
до. 4 b.. Ф ee ee ee 96 — = 
do. Deb. ee ee эе ae 88 80 — 
St. James’ Pall Mahl .. .. .. MM 92d +2 
‘do. do. do. Tperoent. Pref. 7 64 — 

0. do. do. 97 Deb. oo 0 80 ена 
South London .. és xx ae 8 — 
South Metropolitan Pref, ..  ..  .. ц - 
Westminster Ordinary ee ee ee 8 xd ' — 

do. 4 Pref.. « ee ee ee 13 == à 
| Home Rans, 8 
Metropolitan ss os we BT: — 
ot oe ee 21 1 om 
Underground Electric 3 ° pu 
do, Income | өө m) oe 4123 Lom ё 
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TELEGRAPHS AND TELEPHONES, 
Mean price. Mar. 2, 1916. n or fall 


July 27, 1914. is week. 

An lo-Am. Tel. Pf. ee Й А ee ee 108} 104 xd — 

А до. Def. ee ee oe 28 913 xd == 9 
‘Chile Telephone ee oe oe oe r 1 6 =” t 
Ouba a ЫШ га. ee oe . е oe — 

do. Pf. ee ee ee ee 1 12 — 

Eastern Extension .. .. .. .. 12 12 — 

O. . oe ee ee 97 93 xd — 
Eastern Tel. Ord. oe . 0 oe oe 1 137 — 
do. Pf. 78 +1 
do. Pf, ee 1 114 — 1i 

Gt. Northern Tel кє ws 28 — 

In an ae ee oe ee 69 51 -— 4 

Marconi.. ee oe ee ee oe 1H 1g T 

New York Tel. 44 .. v ss .. 101 91. — 

Oriental Telephone Ord. .. $4 xx e 2 — 

do. Pt. . 0 oe oe lso 1 a — 

Tel. E |] Deb. oe ee ee ee 8800 — 

United 0 Plate Tel.. . ee ee oe 63 6 oo 

do. Pf. ee » o ee 62 6 — 

West India and Pan. ee ee oe 1 1 — 

Western Telegraph .. T an $ 1 1 — 

do. 4 Deb. oe ee oe — 
Forzian Trams, &0, 
lo-Arg. Trams, First Pf. $3 Ж 41 + 
щ do. ` and Pf, ae oe ә ° 4 4 — 
до, " 85 ее ee ee 99 n — 
о. в 0 ee — 
do. 5 Deb. .. 96 88 — 

Brazil Traotions $* s s .. 66 51 +1} 

Bombay Electric Pt. ee ee | ae oe Mg 103 xd еа 

do. 43 Deb. ee oe 96 — 

Mexico Trams. 0 ee ae eet oe 70 85 — 

do, 5 percent. Bonds .. 84 60 — 
КРА r 6 per conte Bonds .. o, j^ à T 
Adelaide 6 percent. ff d i x + 
do, v b Deb. oe .. 104 108 +1 
MANUFACTURING COMPANIES. 

British Westinghouse Pref. e 1 113 — 
do. 4 Deb. oe ee 05 72 — 
do. 6 p. lien .. 2 99 +3 

Callenders x x „ d. 11 — 
do. 5 Pref. 4 = 
do. 4 Deb. ee ee ee 98 ===. 

Oastner-Kellner .. .. .. 2 8 — д 

капоп & AWAD, яуа. КА eg nae we ni — 

0. о. е о oe — 
do. do. 4 д7 рка о ee 69 60 — 
do. do 2 Deb. oe ee 634 60 ' — 
тео N ee ee ee à xd — 
0. 0. « oe ee ee — 
Gen. Elec. Pf. 0 0 ee ee eo . „ i 10 — 
Henleys oe ee СЕЈ oe oe ee 15 14 — 
do. Pref. 0 ee ее б 6 == 
do. Deb. ae ao ao ee 1003 97 T 
India-Rubber .. .. .. .. .. 9 8 + } 
Telegraph Oon. ee oe ee СЕ 394 ' 8 — 


In the foreign group, Anglo-Argentine Trams Ist preference 
recovered to 44, so wiping out their loss of last week. Brazil 
Tractions at 51 are 14 higher, on improvement in the Rio 
exchange. Mexico Trams are a dull and weak market. The 
6 per cent. 2nd bonds at. 40 are nominally 10 points lower, 
though what a holder would get, if he wished to sell at the 
present time, it is difficult to say. The company has just 
notified that it has no alternative but to defer payment of 
interest on its bonds in consequence of the action of the 
Mexican Government (inverted commas are ours). Repre- 


sentations have been made to the Government and the United: 


States Government on behalf of the company. Adelaide Sup- 
ply Debenture stock is better at 103. The Manila Electric 
Railroad has declared its usual dividend of 14 per cent. for 
the quarter ended March 31st last. 

The Telegraph Construction Co. maintains its dividend of 
20 per cent. free of tax, in spite of a small falling-off in the 
nett profit for the year; actually, the difference in the dis- 
posable balance is the bagatelle of £500, while the reserve 
fund has been again strengthened by the addition of £20,000. 
Shares changed hands to-day (Tuesday) at 36$ and 373. 
British Westinghouse 4 per cent. debenture stock is changing 


hands on the basis of 72; and a fairly active market is estab- ' 


lished in British Aluminium ordinary at 24s. Castner- 
Kellners have gone back a trifle to 3 3-16. India Rubber 
shares at 81 are 5s. higher, on an enquiry which found no 
DOR IR варру of shares. 

The Telegraph market is very quiet. The feature ie a sharp 
fall in Indo-European shares, which dropped to 51 on the 
appearance of a small seller. Previously the price had been 
supposed to stand at 55. Chili Telephones keep dull, and a 
further fall of 4 has occurred. Anglo-American Telegraph 
deferred eased off 3, most securities connected with the United 
States being somewhat depressed in consequence of the 
strained international situation. It will be noticed that we 
have deleted Constantinople Telephones from our list, for the 
simple reason that there is no market in the shares at the 
present juncture and that any sort of a quotation at all is at 
the moment merely guesswork. 

War or no war, Henley's profits flow the same way as 
Tennyson's brook. In declaring a final dividend of 10 per 
cent. for 1914, With a bonus of 5s. per share, the directors 
repeat the previous distribution, which was 5 per cent. better 
than the dividend declared first in 1903, and paid regularly 
up to 1912 inclusive. In twelve years, therefore, the ordinary 
shareholders have received 190 рег cent.: and if we include 
one year earlier, when the distribution was also 90 per cent., 
thev will have got their capital back more than twice over 
15 ue arate id thirteen JT m. remarkable achievement for 

y industrial concern. e company celebrates its thirty- 
fifth birthday this year. In 1902, just before reduction of jns 


dividend, the £5 shares rose to 19; the lowest they have been 
since is 94, in 1905, while in the war crisis of last autumn 
they never fell below 13. At the present price of 14, the 
return on the money is 73 per cent., allowing for the dividend 
now included in fhe price. | 

The principal feature in the raw rubber market is the prac- 
tical wiping out of the premium on the Рага product, planta- 
tion and wild rubber being now virtually the same price. 
Since the removal of the Government's embargo upon im- 
ports of rubber, as it related to the United States, stocks have 
shown a decided disposition to decrease; and as trade condi- 
tions become more and more normal in America, so will the 
demand for rubber expand, while Japan is also taking sub- 
stantial quantities. The share market is quiet and steady, 
without exceptional movements. The armament. group im- 
proved on the news from the Dardanelles. In which connec- 
tion, it may be remarked that the outstanding feature is a 
rise to 15s. in the one shilling shares of the Projectile (1902) 
Co. Before war broke out, they were about eighteenpence 
apiece, and almost as unsaleable then as they are difficult to 
buy now. 


MARKET QUOTATIONS. 


OWING to the war, the prices given below are, of course, more 
or less nominal, 


Wednesday, March 3rd. 


CHEMICALS, 40. mM tan cates: 
a Acid, Н drochloric өө se per owt, 4/6 
a 4 N о. ee ee ee " 19/- 
а a Oxalic ee oe ee per lb. 8d. р oo 
а ww Bulphurie oe oe ee per ows, 6/- ee 
a Ammoniac Sal oo oo ee н £49 | А 
a Ammonis, Muriate (large orystal) per ton £49 
a Bleaching powder .. ee ee " £8 10 
a Bisul e of Carbon oe ee » oe oe 
a Borax ee ee ee ee 0 0 » £18 10 oe 
a Bulphate .. is se li £27 10 £1 10 inc. 
a L ына oo ee ee [7] £35 ee 
a м ugar oe өө н ee 
я » Peroxide  .. ee ee " . 
e Methylated В $.. ae oe per al, és 
a Potassium, Bichromate, in casks per Ib. 6d. 
а Potash, Caustio (88/90 % . per ton D 
a " hlora ee ee 0 0 der 1р, 1/4 
a » Perchlorate oe oe н 1/- 
а Potaasium, Cyanide (98/100 %).. " Nom, 
(for mining parposes only) 
a She t ee oe ео өө per отд, 65/- ee 
a Sulphate of Magnesia .. oe per юп £5 10 : 
a Sulphur, Sublimed Flowers. " £11 10 . 
a " overed we ee " £8 . 
a м L oe oe ee м £8 10 . 
a Soda, Caustic (white 70/72 %) .. " £10 2 6 
a м Chlorate ee ee ee per Id. 81а 
a ry stals oe ee . оо Der ton 45/- 
a Sodium chromate, casks ee per lb, Bid. 
METALS, &o, 
Aluminium te, in ton lots .. per ton £85 á 
н Wire, in ton lots 2112 
(1 to 14 8.W.G.) » 

b Bheet, in ton lots " A " 
p Babbitt’s metal ingots .. — .. x | 860 to £221 a 
c Brass (rolled metal 9" to 19" basis) per lb. 93d, d. ino 
с " Tube (brased) ee ‘oe н 10 d. d. inc 
с м ' d wn) ee м 104, . ine 
с Copper Ma (br sed) .. . и 1134. ine 
[e] eg ra oe ee н е с 
с м n (solid drawn) ee » 11 d. i4. ino. 
т » Bars (best selected) .. per ton 22 inc 
ge м Sheet ee ee oe и £86 £2 inc 
g м Rod. эө ee ee м £86 £2 inc 
d „ (Hleotrolytio) Bars ee » £70 £1 5 inc. 
d „ " Bheets .. н ` £88 £1 b inc 
d on " Rods ee н #16 £1 5 inc 
d „ " H.C. Wire per ib, gad. % inc 
f Ebonite Rod ee [37 ee "n 87 ee 
f м Bheet oe ee ee м 2/6 
n German Bilver Wire T ee м 18 ee 
h Gutta-percha, fine.. ve ө» " 6/10 T 
h India-rubber, Para fine .. й 2/5 14. дес 
1 Iron Pig (Cleveland warrants) .. pet ton 56/10 8d. inc 
1 » Wire, galv. No. B, P. O. qual. »" £17 £1 inc. 
| 4 Lead, English Pig Об oe oe и £20 10 to £20 15 10J- to 25/-in. 
um Manganin Wire No, ЭВ 0 0 ee per lb. oe oe 
g Mercury ss . ee ee рег bos, | £12 10 to £12 15 |5/- to 10/- in. 
e Mica (in original cases) small .. per lb, 4d. to 2/6 ; 
e м м Е medium м 8/- to bI. ee 
€ ^» " н large м 6/6 to 10/6 & up. sis 
o Niokel, sheet, wire, &o. .. i» "c ` Nom. . 
p Phosphor Bronse, plain castings " ‚ 1/1 to 1/34 "i 
p М " rolled bare & rods и ' 1/3 $0 1/84 4d. inc. 
p » rolled strip & sheet " 1/34 to 1/68 ` 
o Platinam eo s- ee 0 0 per 08, 185/. ae 
d Billcium Bronze Wire ee per lb, 1044. is 
r Bteel, Magnet, in bars oe ee per ton £W | oe 
g Tin, Block (English) ө» ee " £116 to £180 ai 
n Wire, Nos. 1 to 16. ee per lb. 2/5 Id. ino. 
ә White Anti-friction Metals  . . per ton £52 to £194 Es 
& Zino, Sh't (Vieille Montagne bnd.) í om, i 


Quotations supplied by— 


a G. Boor & Co. 

b The British Aluminium Co,, Ltd, 

c Thos. Bolton & Sons, Ltd, 

d Frederick Smith & Co, 

e F. Wiggins & Sons, 

f India-Rubber, Gutta-Percha and 
Telegraph Works Со,, Ltd, 

g James & Shakspeare, 

& Edward Till & Qo, 


і Bolling & Lowe. 

k Morris Ashby, Ltd. . 
1 Richard Johnson & Nephew, Ltd 
т W. T. Glover & Co., Lid. 

n P. Ormiston & Sons. 

o Johnson, Matthey & Co., Ltd. 


p 
r W. F, Dennis & Co, 


\ 
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METAL MARKET. 


Fluctuations in February. 
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Soldering Aluminium.— The last New Zealand mail 
brings some brief partioulars of & new process of soldering 
aluminium, which has been devised by Mr. W. Overend, а partner 
of Mr. H. Grinlinton, a cyole importer and manufacturer, of Auck- 
land. It is stated that by the process aluminium can be soldered 
not only to iteelf, but also to any other metal, including cast-iron 
and steel, and also to carbon. It is added that the Auckland 
Tramways Co. has given Mr. Overend an opportunity of applying 
his process, and that the New Zealand Government has placed an 
experimental order for 100 aluminium terminals soldered direct on 
to carbons, 


Foreign Concessions in Norway.—lIt is reported from 
Christiania that the Council of State has adopted a Billin regard 
to waterfalle, mines and other land property, which proposes the 
introduction of considerably more severe conditions with respect to 
the grant of concessions, partionlarly to foreigners, than those 
contained in the law of September 18th, 1909. In the case of 
waterfalls, a distinction is drawn between Norwegian companies 
and companies with foreign capital. Under the Bill the latter are 
to receive a concession in future only under special circumstances ; 
and the greatest caution is to be exercised in this respect. The 
maximum period of a concession is to be reduced to 60 years, 
although in an exceptional case it may be prolonged to 70 years 
with the consent of the Storthing. On the expiration of the con- 
cession the power station and machinery and accessories, together 
with the workmen's dwellings, are to pass into the poerreasion of 
the State free of charge. It would, however, be poseible for the 
Btete in the first place to purchase the undertaking forming the 
concession st the end of 40 years, or for the local authorities con- 
cerned to doso in the eventof the State taking no action in the 
matter. The Bill further provides for the hescquarters of the 
company to be located in Norway, and for the ms jority of the 
shareholders to be Norwegian subjects. It is stated that if the 
Bill were passed by the Storthing, foreign capital would probably 
no longer come into consideration in connection with waterfalls 
in Norway, and the regulations proposed for the latter would also 
apply to mines, 50. 


TRAINING FOR THE INDUSTRIAL SIDE 
OF ENGINEERING, 


By A. P. M. FLEMING, M.LE.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
. ENGINEBRS, at Manchester, February 23rd, 1915.) 


In the manufacture of engineering apparatus keen competi- 


tion has directed increased attention to every factor affecting . 


economic production. Labour is one of the most important of 
these factors, and the object of this paper is to discuss the 
requirements of training for the various grades of employment 
in the manufacturing industry and the lines on which such 
training can most effectively be carried out. In this country, 
while a great deal of attention has been paid to the training 
of the technically-educated man, comparatively little has been 
done to provide the best possible training for youths who are 
to become skilled workmen. 

The grades of employment to be considered may be divided 
into two classes, namely, those of a non-technical character,. 
and those for which technical training is essential. 

Preparation for non-technical ” positions, in so far as it is 
made at all in this country, is by means of trade ” appren- 
ticeship, for which youths enter works straight from school 
at the age of from 14 to 16, and are bound to a trade until 
the age of 21. For the technical positions many works 
provide a special practical course, which may be termed 
engineering apprenticeship, the purpose of which is to 
afford a broad experience in manufacturing processes and 
methods rather tban a high degree of manual kil. 

To secure the greatest gain, both to the individual firm 
and to the industry as a whole, it is important to aim at 
training each youth so as to develop to the utmost his latent 
ability, and to prepare him most expeditiously for the posi- 
tion for which his edugation and ability fit him. While it is. 
important to provide facilities for the able youth to rise from 
the ranks to a technical position, it is an error to assume that 
every trade apprentice 1s capable of so doing and to direct 
educational efforts solely to that end. The majority of such 
apprentices will work at the bench all their lives, and their 
training should consequently be such as to fit them for this 
sphere. | 

NON-TECHNICAL EMPLOYMENT. 


The ordinary workmen comprise three main classes: (a): 
the craftsman or skilled workman, (b) the specialist, and (c) 
the unskilled labourer. —— | 

The craftsman and specialist require quite different know- 
ledge and characteristics. The former needs to concentrate 


considerable thought upon his work, to possess initiative, 


delicacy of touch, co-ordination between hand and eye in a 
marked degree, а knowledge of drawing, a thorough experi- 
ence of his craft, and a sufficient general knowledge to appre- 
ciate the iinportance and function of his efforts in the whole 
series of operations bringing about the conversion of raw 
material to the finished product. 

The specialist, on the other hand, mainly requires manual 
skill in a single operation, or dexterity in operating а machine- 
tool, and the ability to carry out repetition work continuously 
without diminution in productive capacity. 

Sub-division and specialisation in inethods of manufacture, 
and the introduction of machine tools, enable many processes 
to be carried out by the specialist „which originally required 
the employment of a craftsman, with the result that em- 
ployers have found it advantageous to exploit juvenile labour 
on a limited range of work rather than train it for the future 
supply of skilled workinen and for the ultimate benefit of the 
industry. 

While the problem of devising some satisfactory means for 
determining the vocational fitness of a youth is engaging con- 
siderable attention, the efforts hitherto applied appear to have 
resulted in very little practical benefit to the engineering 
trades. In this connection teachers who are in daily contact 
with youths in the elementary schools could render much 
assistance by observing those likely to be suited for skilled 
handicrafts. If observation is supported by a first-hand know- 
ledge on the part of the teacher of the requirements of the 
trade and of its scope and possibilities, a latent desire for such 
a vocation might be developed and fostered in the student. 

In a number of institutions. recognised by the Board of 
Education as Junior Technical Schools, pre-apprenticeship 
training is provided. This includes some bench-work in 
metals and wood, and instruction in drawing and elementary 
engineering theory. The courses thus provided are excellent 
in their way. but the facilities provided by these schools for 
teaching vouths likely to become skilled workmen are insuff- 
cient for the requirements of the industry. There is need for 
the provision in every industrial centre of accommodation for 
a sufficient. number of vouths to supply local engineering 
works, and ineans for affording suitable preparatory educa- 
tion. 

Under present conditions the chance of a youth entering 
a skilled trade because of his vocational fitness is so haphazard 
that organised efforts are necessarv to ensure the proper 
selection of youths. No vocation affords such possibilities of 
secure employment. coupled with unlimited opportunities of 
advancement, as that of the engineering trades, and it is 
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reasonable to direct to such a vocation the youth possessing 
the soundest character, best physique, and greatest intelli- 
gence. . 

Under modern conditions a great deal of the apprenticeship 
period is liable to be inefficiently utilised, and even in those 
works where special efforts are made to teach manual opera- 
tions correctly, there is a great deal of trade knowledge of 
importance to an apprenfice which he is unable to obtain 
readily in the shops. 

Suitable training comprises two phases, namely, practical 
experience in the processes and materials pertaining to the 
craft, and trade instruction, i.e,, a knowledge of the prin- 
ciples underlying the methods and processes employed and of 
such applications of science as bear on the trade. The former 
can only be acquired satisfactorily in the shops, provided the 
apprentice is not looked upon merely as a producing unit and 
that systematic means are taken to teach him the manual 
operations of his craft. Trade instruction can best be dealt 
with quite separately on the lines suggested later. 

In most engineering works no special facilities are provided 
for practical training, and an apprentice has usually to pick 
up such experience as he can in a more or less haphazard 
fashion. In some works instructors are employed, and in 
others a separate training shop is provided. An example in 
this country 15 the training shop for instrument makers pro- 
vided in Mr. Robert Paul's works in London. 

The instruction that an apprentice receives during his 
period of training should be directed primarily to bear on his 
trade. In most industrial centres, however, the only instruc- 
tion avallable is that afforded by evening technical classes, 
and this, while providing an excellent means by which the 
ambitious youth can fit himself for technical employment, is 
usually of little or no assistance to the youth who is to be a 
workman all his life. Moreover, in most firms it is not com- 
pulsory for an apprentice to pursue a course of evening 
instruction. 

In the case of youths who have had suitable pre-apprentice- 
ship education, instruction. should comprise the processes 
applying to the trades and the principles underlying them; 
the names, description, preparation and uses of the tools and 
appliances; how to read drawings and diagrams; the physical 
properties of the materials emploved; the cost of the apparatus 
produced in the.trade; the importance of avoiding waste of 
time, effort, and materials, and the function of the apparatus 
or parts manufactured. 

It is important that the instruction be so imparted as to 
stimulate the youth’s ambition to attain higher skill, to take 
pride in his work, and to develop his latent powers of dexterity 
in workmanship to the utmost. Such trade teaching can be 
iinparted by oral and written means; and this method pos- 
sesses the important effect of developing a youth's ability to 
acquire knowledge from other sources than his own personal 
experience. ; 

In Germany vocational training 1s made an important feature 
of compulsory continuation education. Youths are permitted to 
leave school at the age of 14, but inust continue with their 
education for about eight hours per week throughout the 
xriod of apprenticeship, for the most part during working 
ls At Munich, around which there are a number of com- 
paratively small industrial works, separate classes are 
arranged for the youths of each trade, and apart from the 
continuation of general education, both practical and theo- 
retical instruction is given in the trade by skilled workmen and 
special instructors. In the larger industries in Northern Ger- 
шапу it 15 more usual for an apprentice school to be provided 
in each works, or collectively for several works; such schools 
are recognised by the State, and their students are exempted 
from compulsory continuation school studies. 

Apprenticeship in engineering trades extends over a period 
of four years, and at the end of this time an apprentice is 
required to present himself before a committee of experts who 
examine his knowledge of the trade, and to whom he has to 
submit а specimen of his workmanship. Successful appren- 
tices secure a master’s certificate, and an employer is not 
allowed to have apprentices unless their training is supervised 
by one of his stall who possesses this certificate. 

The importance and number of apprentice schools attached 
to individual works is increasing considerably, and the results 
obtained appear to be in every Way satisfactory. 

In Switzerland, continuation education of youths embodying 
trade instruction is carried out on a plan sunilar to that in 
Germany. . | 

А typical example of complete apprentice training carried 
out entirely in school, is that of the Skiensfjorden's Mechanical 
School at Porsgrund. Norway. Here about 169 vouths are 
given trade instruction and practical training during a 3-vear 
course, part of each day being spent in class and part in school 
workshops. The results are said to be eminently satisfactory. 

Iu France and the United States there 1s as yet no national 
scheme for the vocational training of juvenile workers, 
although much has been done in this direction by individual 
employers in various industries. In some of the trade schools 
youths attend classes on alternate weeks, and in this way 
disorganisation and loss due to stoppage of machine tools is 
avoided. Apprentice schools have been established in many 
of the large engineering works. 

In companies such as the Westinghouse and General Elec- 
trie, most of the practical experience is gained in a special 
training shop. In the former company a youth spends about 
ых months 1n the training shop learning the use of one particu- 


lar tool or process, and then proceeds to the main shop, where 
he does similar work under conunercial conditions. He sub- 
sequently returns to the apprentice school and learne the use 
of another tool or process, and so on till the end of his appren- 
ticeship. Ihroughout this time he attends class instruction 
during à certain number of hours per week. | 

In the General Electric Company the apprentice spends all 
his time of training either in class or in the training shop. 
In the latter he is moved progressively from machine to 
machine, his proficiency being gauged by when he is able 
etliciently to “break in" the youth who succeeds him. A 
4-year period of apprenticeship 1s becoming customary in the 
largest works. | | 

During the past few years considerable interest has been 
taken in the development of the apprentice-school method of 
training, and most of the large works in every kind of industry 
are adopting this plan. 

In the various industrial countries that have been considered, 
the combination of practical training either in works or in 
special training shops and of trade teaching in class is that 
most favoured for the training of workmen. The apprentice 
school attached to works represents the simplest and most 
efficient means of applying this principle. Apprentices work 
in the shops under commercial conditions for a part of each 
day, and attend school during certuin of the working hours. 
This method of training affords the most flexible means of 
dealing with special features peculiar to individual works. 
The close supervision possible in an apprenticeship school 
enables those apprentices deserving of promotion to be readily 
selected. In this way the interest of the remainder is in- 
creased, and a spirit of emulation is aroused. 

The  apprentice-school method of instruction has been 
adopted by the British Westinghouse Company. Instruction 
averaging about five hours per weck is given during working 
hours to all' bound " apprentices, numbering altogether about 
300, in a school situated in the works. The regular rate of 
Wages is paid during the time spent in study, and all the cost 
of books and stationery is borne by the firm. ‘The teaching 1s 
done by twelve members of the firin's engineering staff, sup- 
plemented by lectures from the leading foremen and shop 
engineers, which deal specially with the trade subjects. ‘The 
contact between the foremen and apprentices 1n the school 
produces excellent results, and removes the diftidence which 
шапу of the apprentices feel in approaching the foremen with 
their difficulties. Where it is required to illustrate special 
processes or describe particular apparatus, which cannot readily 
be done in the school by lantern projection or drawings, prac- 
tical demonstrations are given in the works. 

The most promising of the apprentices are selected for work 
in the testing departments and drawing otlice, and in other 
respects ure allowed a wider range of work than that covered 
by their own trade. Each year about ten apprentices are 
selected as a result of their school work and shop progress, 
and sent for one whole day each week to the course for engi- 


“neering apprentices at the Manchester Municipal School of 


Technology. The cost of tuition, books, etc., is borne by the 
firm, and no deduction is made from wages during the time 
spent at the school. Such youths are marked for advancement 
in the company's service as suitable opportunities occur. . 

Through their work in the school the interest of the foremen 
is aroused, and as a result increased attention is paid by them 
in the shops to the practical training of apprentices. 

This apprentice school has only been in operation for about 
a year, but so far the results both from the point of the 
company of of the apprentices are most encouraging. 

While the primary function of the apprentice school is to 
prepare youths to become good workinen, its secondary object 
15 to enable a selection to be made of promising youths for 
promotion to positions Where they can be more advantageously 
employed, as, for instance, charge hands, foremen, and in- 


. speetors. In addition to such positions, the apprentice school 


alfords a ready means of selecting apprentices who can profit 
by technical training and rise to higher posts. The provision 
of a channel whereby an apprentice ean rise froin non-technical 


to technical employment is a most desirable feature, and. 


should be given every encouragement. 


TECHNICAL EMPLOYMENT. 


A technically-trained engineer who enters a manufacturer's 
works and intends to remain in that branch of the industry 
requires quite different training from that of one who ulti- 
imately expects to take up, for example. civil engineering. 
operating work, or the broader scope met with in colomal 
engineering. 

The various kinds of technical employment in engineering 
manufacture are as follows :— 

(1) The works side, including such positions as works and 
departmental managers, shop engineers, leading foremen, 
assistants in the inspection, testing, estimating, and drafting 
departments. 

(2) Designers. 

(3) Commercial engineers. 


The works side affords an increasing seope for technically- 
trained men possessing a bent for organisation, and in whom 
can be developed the capacity for handling labour and directing 
manufacturing processes. Such young men, after serving an 
apprenticeship, should take up jumor positions in the works, 
Where they can acquire the further experience and knowledge 
necessary for economic production. 

At the present time most young men on leaving a éechnical 
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School have a knowledge only of the field of employment 
olfered by design and commercial work, and fail entirely to 
recognise the nuportance and possibilities of executive posi- 
tions in the works. Added to this, there is a feeling that the 
works and oflice staffs are of quite a different status—an idea 
that needs to be vigorously dispelled 

‘Lhe possibilities of effecting economies in the shops justiiy 
the employment there of young inen of the best intelligence 
available in a manufacturing organisation In this connection 
there is a growing tendency in large works—and one of which 
full advantage has been taken on the Continent—to employ 
shop engineers, whose function it 1s to supervise technical 
details and processes, to follow up new designs throughout 
the various stages of manufacture, to investigate troubles and 
hitches wherever they occur, to. devise economic methods of 
manufacture, and where necessary to alter existing designs so 
as to enable the 11056 economic and up-to«late methods of 
manufacture to be employed. Shop engineers require good 
technical training, suitable shop practice, and drawing-otlice 
experience. 

Apart from these positions, important vacancies in the esti- 
wating department should be filled by technically-trained men 
who have an intelligent understanding of works processes. 
Such men are in a position to detect leakages and determine 


where economies in working can be effected, which are likely 


to be overlooked if ordinary clerical labour is employed. In 
the testing department the leading men should also have 
good technical training. This department is the backbone of 
the designing оћсе, and scientifically-trained intelligence there 
is invaluable. 

For the design branch, scientific training is indispensable, 
and a great many technically-trained students look to it for 
their future employment. It is not sufficiently realised that 
for such. work thorough practical experience in the shops, in- 
cluding an intimate knowledge of manufacturing coste and 
processes, is invaluable. Works experience is essential in de- 
veloping the intuitive capacity which seems to be a particularly 
marked characteristic of British engineers, and too much atten- 
ton cannot be paid to this phase of training. 

The need for really well-trained engineers for the commercial 
side is becoming more and more appreciated by manufacturers. 
Sound technical knowledge and а considerable amount of 
practical training are indispensable, especially in the many- 
sided electrical industry. 

Of the various plans of training for technical positions, the 
following are those inost common: — 


(a) By a trade apprenticeship combined with evening or 
part-time study. Ihis method is particularly applicable to 
manufacturing. 

(b) Dy a short period in works, then a college course, fol- 
lowed by works apprenticeship. ‘This plan is recommended by 
the Institution of Civil Engineers. 

(c) By taking a complete college and then a works course. 

(d) By sandwiching college and works training in varying 
periods. 

(c) By taking a complete works apprenticeship prior to the 
technical training. This is not a satisfactory method for train- 
ing for technical positions in manufacturing. 

Of these plans, (a), (b) and (c) are most suitable from the 
manufacturers point of view; but whichever method 1s 
adopted, it is desirable that the practical training should ter- 
minute in the works, since a better opportunity is alforded 
to the student for obtaining permanent cmployment with the 
firm in which he has obtained his training. It is also most 
unportant that the entire training be preceded by thoroughly 
eound general education. 

There 15 a wide diversity of opinion as to how long a period 
of practical training a technically-educated young man should 
have, and what its nature should be. Some firms adhere to 
the 5-year apprenticeship scheme as applying to all young 
шеп, Whether they are being trained as workmen or for 
technical positions, but the more modern tendency 1s to 
arrange a shortened course for the latter. While long prac- 
tical experience is excellent, it is not the most effective method 
of attaining the end in view. Moreover, a man who has had 
his intelligence developed by a technical-college course should 
be able to acquire practical experience at a much quicker rate 
than one not so educated. The object is to afford an insight 


into manufacturing methods and economics, and to acquire a- 


knowledge of how to handle men. 

In addition. to the arrangements for training ‘trades’ 
apprentices already described, the British Westinghouse Com- 
pany hae for the past twelve years trained engineering“ 
apprentices according to certain well-defined courses. | 

Young men of the ave of 20 and upwards, who have had a 
thorough scientific training at a University and possess an 
Honours engineering degree or are in other respects considered 
eligible, are admitted to a 2-year course of apprenticeship on 
the recommendation of their college authorities. Young men 
of from 15 to 20 who have had a good technical education are 
apprenticed for three years. 

In addition to the manufacturing departments, the appren- 
tices have opportunities for entering the testing, drawing- 
office, designing, and commercial departments. They are 
moved from departinent to department, as a rule every few 
months, and every endeavour 1s made to develop the appren- 
tice's capacity by giving him responsible work to do. The first 
sıx months of apprenticeship are served on probation. 

The object of these courses is to train suitable young men 
for the company’s service in either the works or design depart- 


. menís, or in the commercial sections of the organisation at 


home and abroad. Prior to the end of their course of training 
р сне are usually placed in one or more staff positions on 
trial. 

Heretofore, during apprenticeship, only a nominal rate of 
wages has been paid. Owing, however, to the fact that many 
promising young men have on this account been debarred 
trom undertaking practical training, a rate of wage is now paid 
to suitable men which is sutliclent to render them self-sup- 
porting during their period of apprenticeship. | 

Candidates tor apprenticeship аге seleeted strictly on merit, 
and are discharged during the probaticnary period if found to 
be unsatisfactory. There are as а rule about 100 engineer- 
ing’’ apprentices at all times in course of training, and the 
results of this plan of training have on the whole been 
excellent. 


From the foregoing considerations, the need for a clearly- 


defined plan of training youths for manufacturing employment 
is evident, and the importance of the subject justiſies con- 
certed steps being taken by manufacturers to plan the most 
suitable means of training, and as far as possible to ensure 
uniformity of action by all employers. 

Special pre-apprenticeship instruction is desirable. The 
function of the subsequent training is two-fold. One is to 
select those youths who possess the ability to profit by 


technical instruction, and to provide for such youths facilities 


for their advancement to positions where their capabilities 
may be fully utilised. The other is to train youths lacking 
in such abihty so as best to fultil their function as workmen. 
In the efficient training of the latter two requirements must 
be provided—manual experience and trade instruction. 

With regard to trade instruction, the evening technical 
classes available in most industrial centres are quite unsuit- 
able. Such education should be inade directly applicable to 
the trades of the district, and apprentices should be compelled 
by their employers to attend classes for suitable instruction, 
which should preferably be arranged during the daytime. 

The apprentice-school inethod of training offers many 
advantages, and the author is of the opinion that in this 
method will be found the solution of a great many of the 
difficulties connected with apprentice training. 

As regards '‘ engineering " apprentices, it is not so impor- 
tant that the training be arranged on such uniform lines in 
different works as in the case of trade apprentices. 

Attention is directed to the value of scientifically-trained 
men in works organisation, and to the fact that except in 
isolated cases the technical colleges have neglected to give 
attention to this field of employment. 

In eonnection with the training for all positions whether of 
a technical or non-technical character, the importance of 
securing the best possible material cannot be over-emphasised, 
and it is a short-sighted policy for employers to place any 
obstacle such as financial restrictions in the way of admitting 
promising young men to the industry. 

As to the economic importance of training apprentices, 
money and service thus expended may be viewed in the light 
of an investment. Individual employers reap direct benefit 
due to the fact that trade apprentices, as a result of careful 
training. mature at an earlier age than those not so trained. 
Also, owing to their ability to read drawings and make shop 
caleulations, they require less supervision and assistance from 
their foremen. 

As to the industry generally, improved labour would have & 
favourable influence in international competition. The 
development of each worker to his greatest efficiency and use- 
fulness would be a national gain. 


THE ELECTRICAL EQUIPMENT OF A 
COUNTRY HOUSE. 


By FREDERIC H. TAYLOR, A. M. I. E. E. 


(Abstract of paper read before the JUNIOR INSTITUTION OF 
ENaGiNEERS on Februury 19th, 1915.) 


THE nnportance of the electrical equipment of a country 
house can hardly be over-rated. Altbough perhaps the great- 
est duty entrusted to electricity in the house is lighting, it 
is called into service Over many others, such as: heating, 
ea drives for domestic machinery, electric bells and tele- 
yhones. 

i Plants operated by paraffin engines represent by far the 
largest part of the installations of the last few years. They 
are obtainable from 1 to about 12 Kw., by a host of makers, 
and generally are very reliable in character. The paraffin- 
electric set, together with the use of metal filament lamps, 
has entirely revolutionised country house lighting, both as 
regards prime cost and running cost. Such a plant can be put 
into the hands of unskilled labour and yet be relied upon to 
give satisfactory results. 

Many people urge that the most economical voltage to 
employ, except for large houses, 1s 25 or 50, but 10-watt 100-volt 
lamps With a satisfactory Ше can. now be obtained, and 
cases Where 50 volts is to be preferred are now few in num- 
ber. Where current is required for heating, or motor driv- 
ing, 100 volts becomes virtually a necessity. 


— r -T aon р де дач ТР" Е. Е. 


840 THE ELECTRICAL REVIEW.  [Vol76. No. 1,945, MABCH 5, 1915. 


The complete plant consists of & paraffin engine, coupled to 
& dynamo, the engine being started up on petrol, and after- 
wards switched over on to paraffin. For a small set giving 
only 34 to 4 kilowatts, such as one would use for a house 
containing about 140 lights, a consumption as low as 1.6 
pints of paraffin per kilowatt-hour can readily be had. In a 
case now before me of this size the cost for fuel will work out 
at something like 5s. per week during the winter months. 
The dynamo is almost exclusively used for charging a battery 
of accumulators. When a new house is to be built the space 
allotted for the electric plant is usually of the very smallest 


possible dimensions. The placing of a plant in a very con- 


fined space cannot produce the greatest efficiency of working. 

Another common mistake in the lay-out consists in the con- 
nection between the engine room and battery room by means 
of the main switchboard. Many electric contractors and 
architects have a hole left in the wall which divides the 
engine room from the battery room, the main switchboard 
being recessed into this. Two results may follow. One is 
that the acid fumes from the battery have free access to all 
the bare copper and brass connections of the switchboard, and 
the other is that, with a view to meeting this point, the back 
of the switchboard is sometimes boxed in with woodwork so 
as to form a shallow cupboard, to receive later on various 
odds and ende, and thus provide a good opportunity for fire. 

However small the plant may be, the switchboard should 
be kept absolutely in the engine room with a clear 18 in. 
space at the back. The battery stands are often only made 
about 18 in. high, the result being that the cells rarely get 
properly examined. Preferably, the cells should be on a stand 
of a height to allow for convenient and ready inspection, say, 
2 ft. 6 in. to 3 ft. high. \ 

Usually mains have to be run from the engine room to the 
house, and are laid underground. For some reason, contrac- 
tors usually favour V.I.R. conductors drawn into a screwed 
pipe, these conductors being sometimes lead covered. Care 
and experience is required in this class of work, the usual 
cause of trouble being a pipe line laid without a proper fall 
or any means of drainage, or the lead sheathing not being 
properly earthed, even if earthed at all, with consequent risk 
of corrosion and subsequent breakdown. 

In country houses requiring опу '50 to 80 lights, the main 
conductors which feed distribution boards can readily be run 
in pipe work chased into the main walls. In houses of larger 
size sometimes the architect provides & small trench, which 
runs right round the house, to contain the electric mains as 
well as the pipes required for the other services. Usually it 
1s too limited in size, and often the hot and cold water ser- 
vices are so mixed up with the electric pipe lines that the 
latter are apt to suffer. A separate trench should be provided 
for the electric work only. 

The mains between the engine room and house should be 
fused at each end. 

Generally, there should be at least one distribution board 
for each floor, and the lighting fed from any board should be 
linited to the one floor or part of the house which it is in- 
tended to serte. The tendency is for the distribution board 
system to be much too limited and one has noticed, for in- 
stance, a small country house carrying about 100 lights fed 
entirely from one 10-way distribution board. 

The wiring system mostly favoured, particularly for new 
property, 1s some class of pipe work, and in this grave errors 
are often made. A notable instance is the use of slip-socket 
tube laid under plaster work, which is objectionable. — If 
welded or other absolutely closed tube is used, the point most 
commonly omitted is the proper earthing of all metal work. 

Many contractors altogether ignore the question of voltage 
drop, so that when a sinall proportion of the lights are turned 
on or off a visible jump occurs to the lamps remaining on. 

Tests properly carried out are mostly conspicuous by their 
absence. Not only should the work be tested on completion, 
but also at regular intervals afterwards, either quarterly, 
half-yearly or yearly, and a proper record kept of the results. 
The earthing should be tested as well as the insulation resist- 
ance. 

Great conveniences can be obtained by proper methods of 
switch control, commonly known as 2-way and intermediate 
switching, by means of which a lamp or lamps сап be turned 
"on '' or “off” from any one of 2, 3, or more positions regard- 
less of how the switehes may have been left at the other 
positions. | 

These switches have been almost entirely developed by опе 
firm (Messrs. А, P. Lundberg & Sons), to whom very much 
credit is due for the god results obtained. The art of 
inultiple-way lamp switching has now become quite a big 
subject. 

The automatic time-switch is of great advantage in securing 
economy in the use of electricity in the servants’ quarters, 
where, unfortunately, waste will most freely occur. An 
ordinary lamp switch should be provided to short-+ireuit the 
automatic switch in case of emergency. 


The scientific treatment of illumination is of great im- 


portance, but a compromise hae to be struck, and in most 
cases the scientific treatment has to give way entirely to the 
so-called artistic tastes of those who will use the rooms. Cer- 
tain cardinal points can often be adopted if one is tactful 
enough to avoid too much specific reference to ћеш when 
advising the user. 


Illumination teste are of immense value, practically as well 
as scientifically. Generally, the illumination must some- 
where between 1 and 2 ft. candles, but for local illumination, 
such as the dining table or the dressing table, more like 4 ft. 
candles are requisite, some persons preferring even 6, and 
for such a special purpose ав the billiard table 12 to 15 ft. 
candles are considered more appropriate. 

The Holophane Lumeter is exceedingly useful in taking 
measurements of illumination and for other photometric work. 
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ELECTRICITY APPLIED TO MINING. 
By C. P. SPARKS, M. I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, february 25th, 1915.) 


Progress during the last nine years has been so substantial 
that, in addition to the conversion of a large proportion of 
existing plant to electric drive, modern collieries are now 
entirely driven by electricity. 

‘Lhe present paper deals principally with the developinent 
of elecuic driving in the Powell Vuttryn Collieries, which are 
raising coal at the rate cf about four million tons per аппиш. 

In 1905 the author destribed the Aberdare section of the 
Powell Dultryn undertaking, the power house then having a 
capacity of 3,UU0 kilowatts, the raung of the motors connected 
totalling 4,500 B.H.P., and the annual output being 44 millon 
units. ihe piant now in use by the company in the Aberdare 
and Rhymney Valleys is rated at 24, 000 kilowatts, the motors 
being of 44, 800 B. H. P., which represents something like 60 per 
cent. of the total power requirements. ‘lhe output during 
1914 was about 50 million units, and the estimated output for 
the present year is 62 million units. 

‘Lhe area worked by the Роме] Duffryn Company ів 16,000 
acres. In the Aberdare Valley there are nine collieries, the 
distance from the power house to the furthest colliery being 
21 miles; and in the Rhymney Valley six collieries, the dis- 
tance of the furthest pit from the power house at Penallta 
being seven miles. ‘Lhe distance between the Middle Duffryn 
power house (Aberdare Valley) and Britannia Colliery 
\Ңһушпеу Valley) is some nine miles. 

After considering alternative advantages of main steam 
winding, the Powell Dutlryn Company decided to drive the 
Whole of the plant at the new Britannia Colliery electrically. 
‘Lhe main winder house and the electrical equipment were 
erected before the sinking was started. ‘lhe sinking was com- 
tuenced in June, 1910, and the two shafts, each 22 feet in 
diameter, were sunk to a depth of 750 yards by September, 


1913. This sinking was seriously nnpeded by the quantity of 


water met with, and for many months the continuous input 
for pumping alone averaged 1,000 kilowatts, 


SYSTEM. 

Aberdare Valley—3,000 volts 3-phase 50 periods, neutral 
earthed. 

Rhymney Valley—10,000 volts 3-phase 50 periods, neutral 
earthed. 

Transmission—Aberdare to Rhymuey, 20,000 volts 3-phase 
90 periods. 

Individual drive Larger motors, 3,000 volts 3-phase ; motors 
below 50 H.P., 500 volts 3-phase; lighting, 110 volts single- 
phase. 

While no one system is completely satisfactory for every 
form of drive, in the opinion of the author the 3-phase 50- 
period system is more flexible than any other. 

When a supply is available from a power company it should 
pay individual collieries to purchase the electrical energy re- 
quired, and so avoid adding to the already multifarious duties 
of the colbery management, the necessity of supervising an 
electric power station. Where, however, the requirements of 
a single colliery undertaking exceed the output of the smaller 
power companies, it is advisable for such undertaking to 
generate its own electricity supply. 

The use of exhaust-steam or muxed-pressure turbines has 
increased the field for separate generation. In other cases, 
coke-oven gas is available, which can be profitably utilised. 
Provided that the amount of power be sufficient and the 
colliery suitably located, joint working with a power company 
should be mutually advantageous in both the above cases. 

With the increasing frequency and severity of labour 
troubles in recent years, the advantage of installing generating 
plant for pumping and ventilation at each important centre 
has become of increasing importance. In the case of the 
Powell Duffryn Company this point hus been met by erecting 
as stand-by plant the original reciprocating sets which have 
been displaced from the main power house by larger plant, 
so that power шау be available in an emergency at each main 
centre. 

The generating plant, aggregating 24.000 kw., is distributed 
as under :— 

Aberaman Valley.—Middle Duffryn Power Station.—One 
5,00 0-KW. Escher Wyss-Siemens turbo-alternator; two 2,000- 
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кж. Escher Wyss-Westinghouse turbo-alternators; and one 
2,000-&w. Curtis turbo-alternator, all running at 1,500 r.p.m.; 
iotal rating 11,000 kw. 

Rhymney Valley.—Penallta.—Two 3,000-kw. mixed-pressure 
Westinghouse turbo-alternators at 1,900 r.p.m.; total rating 
6,000 KW. 


Bargoed.—Two 1,000-kW. Nuremberg gas engines driving 
A. E. G. tlywheel alternators, and one 8U0-kw., set of the same 
type, running at 100 r.p.m.; one 2,000-Kw. Fraser & Chal- 
mers-Siemens mixed-pressure turbo-alternator at 3,000 r.p.m.; 
total 6,000 Kw. 

Elliot Pit.—Two 500-kw. Fraser & Chalmers exhaust-steam 
turbines driving Dick Kerr generators at 1,500 r.p.m. 

At the Middle Duffryn power station water is drawn from 
the Cynon River, which has been dainmed to form a cooling 


nd. : 

At Penallta the only source of circulating water is the pit. 
Originally the circulating water was cooled by sprays over a 
shallow pond; owing to the difüculty of keeping this pond 
watertight, through settlement due to the workings, the pond 
bas been supplemented by two cooling’ towers by Messrs. 
Balcke, each having a capacity cf 330,000 gallons per hour. 

At Bargoed an ample supply of water is available from the 
Rbymney River, and at Eiliot circulating water is cooled in 
spray coolers, make-up water being obtained froin the pit or 
ihe Rhymney River. | 

The largest turbine unit at Middle Duffryn power house is 
the 5,000-kw. Escher Wyss-Siemens set, which has been in 
operation about nine months. The turbine is of tbe Zoelly 
l2-stage type, steam being supplied at the stop valve at 150 lb. 
per sq. in. pressure with 100? F. superheat and exhausting to 
а vacuum of 95 per cent. The plant is governed by an oil 
relay controlled by a governor, which actuates a double-seated 
throttle talve. Overload to the amount of 20 per cent. is 
obtained by means of & by-pass valve actuated automatically 
from the main governor and controlling live steam admision 
to the fourth stage. The turbine speed is regulated from the 
switchboard. The alternator is star-connected, for working 
with the neutral earthed through a resistance, and has the 
exciter armature mounted on an extension of the main shaft. 

A fan on the rotor draws air from a wet-air filter through 
channels in the base of the stator and discharges it through 
an outlet in the top. The surface condenser, which has 12,800 
sq. ft. of cooling surface, is immediately under the turbine; 
the turbine exhaust and the condenser are connected by a 
water-sealed gland. 

The condensing auxiliaries consist of three centrifugal 
pumps, driven by vertical shafts from motors of the induction 
slipring type. 'The circulating water pump is driven by a 
140-н.р. motor and the air and water extraction pump by a 
75-H.P. motor, air being extracted by a jet of high-pressure 
water forced by the centrifugal pump through the air ejector. 

The motors are connected at the floor level, so that in the 
. event of the basement being flooded the auxiliaries could still 
be run, any water entering the basement being discbarged by 
the opening of a valve on the circulating-pump suction. 

Exhaust steam from existing winders and compressors is 
utilised at the following collieries : — 


Maximum rate of 


Averag per hour 
flow par minute. 


. windirg shift. 


. . Elliot — 50,000 Ib. | 
Penallta 2,600 lb. 60,000 „ 
Bargoed 2,000 „„ 75,000 „ 


The first exhaust-steam plant was erected at Elliot Pit, and 
consisted of two -K W. eXbuust-steam Rateau turbines and 
Dick Kerr alternators, steam being delivered from the main 
winders to two Rateau accumulators. The use of this plant 
is limited to the day shift, as it cannot be run efficiently on 
live steam. ; 

The second application was at Penallta, where the exhaust 
steain from the two main winders and а compressor is utilised 
through two Rateau steam accumulators in conjunction with 
two 3, 00-KW. Westinghouse mixed-pressure turbo-alternators. 
The turbines.are designed to give an output of 1,500 kilowatts 
with 60,000 lb. of low-pressure steam, and when working 
mixed pressure to give an output of 3,000 kilowatts with 
60,000 Ib. of low-pressure steam and 19,000 Ib. of high-pressure 
steam at 150 lb. per sq, in., 100° F. superheat. 

As this plant works in parallel with the gas-engine station 
at Bargoed, close speed regulation was necessary, otherwise 
the gas-engine plant would have been over-loaded each time 
the plant changed from high-pressure to low-pressure steam. 
The makers were very successful in this application, tests 
showing that the alteration of frequency when changing from 
high-pressure to low-pressure steam did not exceed 0.3 of a 
period. The interchange of load when the gas-engine station 
is working at an average load of 1,500 kilowatts and the tur- 
bine load is 2,000 kilowatts does not exceed 500 kilowatts. 

The condensing plant for each turbine is designed to deal 
with steam at the rate of 80.000 lb. per hour, the surface con- 
densers having а cooling surface of 15,000 sq. ft. The con- 
denser auxiliaries consist of an auxiliary steam turbine driving 
a Leblanc air pump. a centrifugal cooling-water pump, and 
a condensed-steam extracting pump running at 2.000 r.p.m. 
The auxiliary turbine, which develops 150 B. H. P., exhausts into 
the low-pressure steam systein between the accumulator and 
the main turbine. 

(To be continued.) 
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WAR ITEMS. 


Birmingham Electrical Volanteer Force.—The following 
is a copy ot a circular letter which has been issued this 
week:—" It is our pleasing duty to acquaint you with the 
purpose and constitution of the Birmingham Electrical 
Volunteer Force which was formed in Birmingham last 
November. It is a serious attempt to organise on a military 
basis for the purpose of Home Defence, all those connected 
witn the electrical and allied industries in Birmingham who 
for sufficient reasons—which must entirely satisfy the Com- 
mittee of Management—are unable to join the Regular 
Foroes of the Crown. It is recognised that the members of 
the electrical and allied industries possess high technical 
knowledge and skill which only require a course of military 
training to become mobile and capable of effective military 
application. This is the work we are now engaged upon. 
‘The force is fortunate in its military advisers: and instruc- 
tors, and the Committee of Management is composed of 
men who are prominent in local engineering circles. Two 
large drill halls are occupied three nights each week for 
manual training; dummy rifles and miniature range rifles 
have been purchased and a rifle range has been secured. 
The following sections have now been organised:—Air Line, 
Cable Line, Wireless, Signalling, Searchlight, Fortress, 
Works, Motor ‘Transport, Electric Transport, etc. A room 
has kindly been placed at our disposal in the Central 
Technical School, where a series of lectures will be given 
on military engineering. It is hoped that the force will 
soon be 1,000 strong, and efficiently prepared to take its part 
in the defence of our country should the necessity arise. In 
order to make it easy for manual workers to join us, the 
subscription has been fixed at a nominal figure, and we have 
no hesitation in asking for your generous support of the 
movement, which so closely concerns us all. A sum of 
£1,000 is required immediately for the provision of the 
equipment necessary to enable the force to attain military 
efficiency. The War Office have decided that no grants will 
be given by them and that all volunteer corps must be self- 
supporting. Most of our members are working men who 
are not in a position to contribute more than the nominal 
subscription already fixed. In these circumstances and 
owing to the expensive nature of the equipment required 
for a technical force, it is essential that outside assistance 
should be obtained. 

“The undermentioned donations have already been 
promised:—General Electric Co., Ltd., £100; Callender's 
Cable Co., Ltd., £100; Babcock & Wilcox, Ltd., £50; 
George Ellison, Esq., £50; W. & T. Avery, Ltd. (Automatic 
Dept.), £25; R. A. Chattock, £10; Donovan & Co., £10; 
S. R. Hare, £5; D. Shanks, £5. 

‘The Treasurer will gratefully acknowledge your 
donation. 

“R. A. CHATTOCK, President. 
“ DAVID SHANKS, Chairman. 
* 14, Dale End, Birmingham. 
March, 1915." 


Russia: Trade Routes.—In view of the existing difficulties 
in shipping goods to and from Russia, the following extract 
from an American report just issued will be of interest:— 
* Freight for Russia, which has been going into Archangel 
and thence bv rail via Vologda to Petrograd, can probably 
not be landed there any more until next summer, because, 
notwithstanding all the efforts of icebreakers to keep the 
White Sea open, the harbour of Archangel is now reported 
to be frozen solid from two to four feet thick. As there is 
a great accumulation of freight now at that port awaiting 
rall transportation, it will probably not make much differ- 
ence for several months. New interest is being taken in 
the all-rail route from eastern Scotland or England ports to 
Bergen, Norway, thence to Christiania, Stockholm, Boden, 
'Tornea; thence south through Viborg to Petrograd. There 
is, however, a gap in the northern portion of this route. 
This reaches from Tornea to Karungia, say 15 to 20 miles. 
I met a man a few days ago who had just come over that 
gap. He said that there was good sledding, enabling freight 
to be transported now very easily in that manner. He said 
it took him six days to go from Petrograd to Stockholm. 
This route, however, ought to offer good attractions for 
shipment of American freight of any kind to Russia. 
American ships might run to Peterhead, Scotland, or to 
Newcastle, and thence to Bergen; or they might, of course, 
run direct to Bergen. It is reported that a new steamship 
line is arranging to run between Stavanger, Norway, and 
some point in England. No doubt this service could be 
utilised for a certain amount of. American package freight, 
shipped primarily to Liverpool, and going over this route to 
Bergen for the all-rail route to Russia. " making arrange- 
ments for handling this new Russian traffic it is well to 
remember that our trade with Sweden is rapidly increasing, 
and the same arrangements for carrying through Russian 
гаће could be utilised for this growing Swedish business.” 

A New Veto on German Electrical Exports.—A further 
extension of the many existing prohibitions has now been 
made by the German Government by the imposition of a 
veto on the export trade and transit trade in the following 
classes of electrical manufactures:—(1) Dynamos, motors, 
converters, transformers, choking coils, and complete arma- 
tures and commutators if they are intended for ships, search- 
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lights and installations for wireless telephony and tele- 
graphy; (2) copper wire, cable and strands, aluminium and 
alloys of aluminium, plain or covered and with or without 
an outer metallic armouring; also flexible insulated wires of 
short length which, as component parts of electric lighting 
manufactures, are connected with these, or which are pro- 
vided with contact devices at both ends; (3) searchlights and 
their constituent parts, exoepting so-called projector lan- 
terns; (4) carbons; (5) contrivances for telephony and tele- 
graphy and for wireless telephony and telegraphy, includ- 
ing component parts, excepting telephone, wall and table 
installations; (6) telegraph standards and other masts for 
conductors, made of wood; (7) those component parts of 
installations of conductors for telephony and telegraphy, 
which in themselves are not subject to prohibition, if they 
are intended for such installations; (8) pocket lamps, hand 
lamps and torches and the batteries and accumulators suit- 
able for them, and constituent parts of the same; (9) glow 
lamps and their component parts; (10) special apparatus for 
the transmission of orders and compass movements, and 
their constituent parts; (11) mines and ignition apparatus, 
together with magnetos; and (12) all electrical products not 
specially prohibited, if they. are goods which fall under the 
veto on imports, exports and transit trade from the stand- 
point of their material nature or according to their use. 


Thermit, Ltd.—We have been asked to publish the fol- 
lowing statement:—'' By order of the High Court upon 
application by the Board of Trade, 1 have been appointed 
Controller of Thermit, Ltd., as it appeared to be in the 
public interest that the company's business should be con- 
tinued without interference. In view of my appointment, 
which does not in any way reflect upon the management of 
the company in this country—as was stated by counsel for 
the Crown in open court—l am in a position to assure you 
that no moneys or profits will reach the alien enemy share- 
holders of the company. As regards the patents, the Board 
of Trade have decided to avoid two patents belonging to 
the company, viz., Nos. 10,859/01 and .24,439/02, the first 
of which would, in any case, have lapsed in about three 
months from now, and the second about a year after. The 
company, however, do not regard the loss of these patents 
as a very serious matter, as for modern practice welding 
they rely on a number of subsequent improvements, besides 
certain secret knowledge which will enable them to deliver’ 
material of exactly the same welding properties as they have 
hitherto supplied. All materials, etc., required for rail 
welding are manufactured in the company's works, at 675, 
Commercial Road, London, E., and both the office staff 
and workmen employed are exclusively of British nationality. 

‘ARTHUR TAYLOR, Controller. 

* Hudson, Smith, Briggs, Smith & Taylor, 

* Chartered Accquntants, 
London and Bristol.” 

Glow-Lamp Manufacture ia Holland.—The annual report 
of Philips Gioeilampen Fabrieken, of Eindhoven, which is 
one of the largest works in the world, is stated to show 
gross profits of £208,000 for 1914, as compared with 
£149,000 in the preceding year. It is proposed to appro- 
priate £60,800 for depreciation of machinery, as against 
£54,000 in 1913, and £28,000 for depreciation of works and 
buildings as contrasted with .£24,000, and to set aside a fur- 
ther sum as provision for war risks in relation to debts 
owing to the company. ‘The balance of net profits amounts 
to £106,000, as against £66,000 in 1913, and the directors 
recommend dividends of 7 per cent. on the preference capital 
of £187,000, and 11 per cent. on the ordinary capital of 
£291,000, being the same rates as in the previous year. As 
compared with the total capital the balance sheet is note- 
worthy from the standpoint of the large amounts allocated 
to depreciation, and from the holding of .£295,000 in cash, 
first-class securities, etc., as against £138,000 in 1913. 


The War Office and Messrs. Siemens.—A question was 
asked in Parliament on Monday, by Mr. R. Gwynne, with 
reference to the placing of War Office contracts with Messrs. 
Siemens. In reply, Mr. H. Baker said that such contracts 
were piven to the firm named, and he was aware of the 
constitution of the board. The firm employed a very large 
staff of British workers, and had given an undertaking 
that no part of any payments received on War Office con- 
tracts would be transmitted to enemy shareholders. He was 
informed (says the“ Times“ report) that there were no 
British-owned firms not already engaged on Government 
work who were capable of undertaking the contracts which 
this firm had received. In the circumstances, he did not 
think it was in the public interest to dispense with the firm's 
services. He believed it was an absolutely trustworthy firm. 

If Mr. Gwynne, and indeed every other member of the 
House of Commons, were to read the ELECTRICAL REVIEW, 
the time of Parliament now spent in answering unneces- 
sarv questions would be saved. 

Coal Prices.—Coal merchants have given notice to Dar- 
wen Electricity Committee that, owing to the reduction of 
the output of coal through workmen enlisting, thev are 
compelled to reduce the supplv by 25 per cent., and that anv 
coal delivered over 75 per cent. of the contract quantity will 
be charged at the rate of 1s. 6d. per ton above the contract 
price. 

More Diabolical Ingenuity ef the Enemy.—In the 
Wireless World,” it is stated that the German trenches 


are being protected by barbed wireless. Terrible havoc 
has been wrought through our troops marching into it with- 
out seeing it. 

signal Service Ist London Divisional Engineers.—^ third 
Signal Company will shortly be raised. Applications to 
enlist are required from young well-educated electrical engi- 


neers or electrical engineering students. Applicants should 


possess a practical working knowledge of some branch of 
the electrical industry or have studied at some technical 
institute. The work of the company being of a highly 
technical nature, the experience gained after some months’ 
service renders a man better qualified for appointinents in 
civil life. Most of the men are mounted, but those unable 
to rkle will be taught. The pay and allowances are at the 
special Royal Engineers' rates, with separation allowance 
to dependents. Applications for enlistment should be made, 
in the first place in writing, to the Recruiting Officer, c/o 
O.C. 2/1 London Divisional Signal Company, 10, Victoria 
Park Square, Bethnal Green, E. 

Uruguay-German Enterprise.—In a recent report to his 
Government the American Consul at Montevideo states that 
German competition in that market is still an important 
factor, though at the beginning of the war it was generally 
assumed that German trade with South America would be 
practically suspended. There was an ample supply of Ger- 
man manufactured articles in Montevideo at the beginning 
of the war, and goods shipped from Germany since the war 
started are stated to have been offered in Uruguay at com- 
pelitive prices. The German importing houses and indus- 
trial enterprises in the country are expected to serve as 
effective bases for trade operations after the war, as they 
did before, and the Germans are quietly making necessary 
preparations for re-establishing their old business and trade 
relations as soon as peace is declared. А 

Australia and German Trade.—From various reports to 
hand it is apparent that the movement in Australia for 
avoiding future trading with Germany, and giving substan- 
tial preferential treatment to British and Allied countries, 
is gathering force. A permanent transfer of trade connec- 
tions from Germany is what is being aimed at, and states- 
men and others are not hesitating to say that whatever may 
have been their views in the past. the war has taught the 
necessity for considering our own people first. 

War Bonus.—The Potteries Electric Traction Company 
have intimated that men in their employ will receive 2s., 
and boys ls., weekly bonus while the war lasts. 


Personal.—Included in the first batch of English wounded 
prisoners exchanged for German prisoners, were Private 
I Hopwood, of „ Dukinfield, and Private Willie 

dwards, of Hurst, both of whom were up till recently em- 
ployed at the Tudor Accumulator Works at Dukinfield. 

Accrington Electricity Committee, after considering what 
to pay Captain Gray, the chief electrical engineer, during 
the time he is serving in the new Howitzer Brigade, recom- 
mends the Council to supplement the captain’s army pay by 
such sum as will make it equal to his salary as chief engi- 
neer, and to continue such a rate of payment during the 
war. 

Mr. Wilfrid Gonde, electrical engineer, of Alverston 
(Lancs.), has joined Kitchener’s second army, being re- 
cruited at Cambridge. | 

Roll of Honour.—Sergt. Stephen Gilbert (24), of the 
King’s Royal Rifles, formerly employed at the United Elec- 
tric Car Works, Preston, has died at Gustrow, Germany. 

Wm. Hy. Hunt, a private in the Royal Marine Light In- 
fantry, a former employé of Blackpool and Fleetwood Tram- 
road Co., is stated to have beer among the crew of the 
armed liner Clan McNaughton,” reported by the Admiralty 
to have been lost with all hands. 


CORRESPONDENCE. 

Letters received by us after b Р м. ON TUESDAY cannot appeas until 
the following week Correspondents should forward their communi- 
cations at the earliest possible moment. Ne letter can be published 
unless we have the writer's name and address in our possession, 


The Government and Foreign Trade. 

Referring to ycur remarks under this heading on pag- 848 of 
your issue dated December 25th, it is with great satisfaction that 
this Committee haa seen this matter taken up by such an important 
institution aa the British Engineers’ Association. 

This Committee. although formed for the express purpose of 
sending hom» volunteers for Lord Kitchener's Army, has aleo 
been giving attention to trade questions, and this matter has been 
under study for some time. We are entirely in sgreement with 
the chairman of the British Engineers’ Association that reforme 
are required in the Consular service if British trade is to be 
properly locked after in the future, 

A great manv instances could be cited from this country alone 
to show how British foreign trade has been neglected in the past, 
and it is the hope of this Committee that seme measures will 
be taken that will ensnre the proper attention being given to 
this verv important matter, 

We have no heaitation in saying that the need for reform is felt 
by Briti-h trade thronghout the world, and advantage should be 
taken of the present patriotic awakening to ensure that we do not 
fall again into the state of indifference existing before the 
outbreak of war. 
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Small British communities abroad can do very little more than 
appeal to those at home, and we trust that all the important 
journals, such as the ELECTRICAL REVIEW, will take this matter up 
seriously, and put it before the public authorities in such a way 
that it will be thoroughly inquired into and dealt with without 


delay. 
Wm. Johnston, M. I. E. E., 
Hon. Secretary, British Patriotic Fund, 


Santiago, January 28th, 1915. 


Consulting “ Engineers.” 


I think "Station Engineer" has voiced a complaint that does 
need immediate attention, but he does not go far enough, for what 
about cases like this (I can vouch for it). There isa large institu- 
tion, having extensive works up and down the country, where the 
chief engineer has never been inside a works in his life, has abeo- 
lately no practical knowledge, and could not even point out with 
any degree of certainty which is the positive terminal of a 
Leclancbé cell. This "engineer" has the preparation of schemes 
and specifications for electrical and mechanical work. The oon- 
tractors know this, and have a good time at the firm's expense, for 
work is not inspected by an engineer who knows his job, although 
there are some in the office who do, and it is thanks to these men 
that he is able to "get througb." Could nothing be done to 
make it necessary for positions like theee to fall to men who have 
qualified for such ? for there are many who have spent years and 


& fortune in training. | Ero 


Batteries fer Electric Vehicles. 


Perhaps you would be good enough to find space for some com- 
ments of ours on the recent article appearing in the Commercial 
Motor on the "Ohofoe of a Battery." Ав pioneers of the oom- 
mercial electric vehicle in this country, we naturally feel 
astonished that after the Edison acoumulator has been on the 
market for seven years it should be possible for the writer of the 
article in question to fall into во many serious errors of 

First, concerning some of the Commercial Motors general 
statements. The lead battery is certainly not the more popular 
one for electric vehicles in Great Britain, as there are, in fact, 
about 90 per cent. of all the commercial electrics in this country 
equipped with the Edison acoumulator, as against 10 per cent. 
with other typee. 

One concern alone will shortly have nearly 50 Edison accumu- 
lator vehicles, having started only avout two years ago with a 
single van. There should be no special difficulty in deciding what 
type of battery to employ, if it is required to run an electric 
vehicle at the least possible expense. Where an electric vehicle 


is in constant and reasonably vigorous service, we assert that the 


Edison &ocumulator offers the nearest solution to the problem of 
economy. Our reasons in support of this statement we have 
adduced on numerous occasions, and we shall be willing to quote 
actual figures, which we would guarantee for a given set of con- 
ditions, to any bona fide inquirer. 

Referring to lead batteries in general, it is a fact that no lead 
battery whatever, exoepting the "Ironglad" Exide, is sold with a 
guarantee in this country. Asa battery is mentioned which is 
sold with a guarantee of two years, we conclade that this one 
must be the Ironclad Exide, The guarantee in this case war- 
rantes 80 per cent. of the rated capacity after two years’ serviee. 
The maj rity of lead batteries will not give more than from 8,000 
to 10 000 mues service, under commercial conditions, and even then 
must be exceedingly well looked after during the whole of their 
lifetime, to prevent the injurious sulphation, whicb, at very 
slight provocation, will quickly ruin such batteries. 

The next statement is unprecedented in our experience of the 
many extremely inaccurate statements that have appeared, with 
regard to the Eiison accumulator. It shoald be well known by 
now that the inherent chemical principle on which the action of 
€ the Edison cell is based, preserves it completely from all bat the 
slightest traces of deterioration on open circuit, and that, there- 
fore, the Commercial Motor's statement that the Edison must of 
necessity be replaced at the end of four years, whether it has been 
used or not." could net be more inaccurate. In point of actual 
fact, the Edison oell is warranted, without reserve, for electric 
vehicle service, that after four years daily operation in a oom- 
mercial elec гіс vehicle, it will give 100 per cent. of its normal 
rated outpat aud effi siency, and will, moreover, during the interim 
oost nothing whatever for mechanical repairs —that i« no plate 
renewals or upkeep. If the Edison cell be allowed to remaia on 
open circuit, then the amount of deterioration that oocurs is nil; 
if only used for a few cyoles of charge and discharge per annum, 
ite life wiil undoubtedly be indefinite. running, perhaps, into 40 or 
50 years, though this cannot be positively proven by quoting 
practically-derived fizures, as the modern type of Edison cell has 
only been commercially available for seven years. 

Concerning life, we do, however, positively know that in cases 
where Edison accumulator-eqaipped trucks have been in service 
five years, having ran 50,000 miles during that time with the 
same set of batteries, the latter have shown no signa of depreciating 
below their normal capacity, but have, on the oontrary, given 
more than 10 per cent. anove rating at the end of this period. Is 
a battery worn out, after four years which shows 10 per cent, 
above rating after five years? The Adam Express Co., in the 
United States, which has 800 of ite cars equipped with the Edison 
acoumulator, could and would, no doubt, give some first-hand 


information on its reasons for choosing this type in preference to 


others which, as the Commercial Motor's article states, should for 
all-round work be the better proposition. 

It is quite true that most lead accumulators maintain their 
voltage better on very high rate discharges, that is, when going up 
hill, but against that must be set the fact that especially towards 
the end of discharge, it is extremely detrimental to the lead type 
of cell to take. high currents therefrom, as this causes not only 
buckling of the positive plates and shrinking of the negatives, but 
also severe sulphation, unless the celle be charged soon after 
receiving ruch maltreatment. Contrast this with the nickel-iron 
Edison cel], which may be completely short-circuited and left out 
of commission, should that be necessary, for an indefinite period, 
without being in the least harmed thereby. 

Referring to weight, the annexed table indicates the ratio of 
weights of the Edison cell, oompared with two of the best known 
makes of lead accumulators. These figures are taken from data 
supplied by the manufacturers themselves, through the medium 
of the Etectric Vehicle Association. 


Make Rated Gross Weight in Excess of 
of Kw.-hr, weight lb. perxw.-hr. weight over 
battery. output, in 1 at rating. Edison type. 
Ironclad  ... .. 106 1,350 127 53 
El. S B. Oo. thin plate 12'8 1,350 105 28 
Edison A-4... .. 108 900 84 = 
Ironclad... coe 1982 1,620 123 50 y 
El. S B. Co. thin plate 17˙1 1.720 100 22 % 
Edison A-5... e. 135 1.100 82 . == 
Ironclad... e. 185 2,200 119 45% 
El. S. B. Co. thin plate 21°4 2,100 98 19 95 
Edison A-6... e. 162 1.260 78 = 
Ironclad... coe 298 2,750 115 409 
El. S. B. Co. thin pla 27 8 2,650 96 17% 
Edieon A-8 nee e. 216 1,820 84 — 
Ironclad... .* 264 8,080 117 43 y 4 
El. S. B. Oo. thin plate 32˙1 3.080 96 17 96 
Edison A-10 * 270 2.250 84 — 
Edison A-12 Pus 32˙4 2,700 84 XE 


NoTE.—The weight characteristic taken above for the Edison 
cell is a conservative figure of 82 Ib. per Kw.-hr. In actual practice 
this is generally considerably less, viz., about 75 lb. per Kw.-hr. 


As to re-charging, although the constant-potential method, 
involving a steady pressure of 2°3 volts per oell, is frequently 
advocated by the lead-battery makers, and is, no doubt, very good 
for ensuring the longest possible life of this type, it should not be 
forgotten that the procedure ів а lengthy one, taking from 11 to 
18 hours, and even then does not achieve a complete charging 
effect, it being necessary to supplement the constant-potential 
charging by over-oharging once a week or thereabouts. Moreover, 
the lead type of ocell, without exoeption, is not improved by boost- 
ing, carried out under conditions such as generally obtain in every- 
day service. That is, boosting must be kept below the rate at 
which violent gassing is produced, else the lead type of oell is 
greatly injared thereby and its life reduced. With the Edison 
cell, gassing is unimportant, from a destructive standpoint, and 
merely signifies the wasting of a emall amount of current. In 
fact, boosting rates are possible with the Edison cell, which would 
after, say, six months’ service reduce the majority of lead cells to a 
heap of lead oxide in the bottom of their containers. 

From the above it is clear that the actual service life of the 
Edison ое] may be expected to be far in excess of that indicated by 
the guarantee period. 

Farther advantages in favour of the Edison oell lie in ita perfect 
immunity from the effects of long-continued mechanical’ vibra- 
tion and the consequent injury occasioned, not only to the plates, 
bat to the containers. Obviously a container made of rolled steel 
plate with a welded seam is a better mechanical job than any 
ebonite or rubber compound container could be. Moreover, the 
Edison oell uses a steel-preserving electrolyte, in the place of acid, 
thus eliminating a whole train of minor disadvantages which 
often prove a great nuisance under practical conditions. Anybody 
who has “ suffered " from sulphuric acid will agree hereanent. 

Whilst the general upkeep of the Edison oell involves merely 
charging as and when required, aud the occasional addition of dis- 
tilled water, together with the simple precaution of not allowing 
the exterior of the cells to become dirty and wet, the procedure in 
the case of the lead battery is relatively oomplex and inoludes a 
large number of "don'te" and precautions which may be com- 
pletely ignored when operating a steel battery. It is also simpler 
to determine the state of charge and discharge of an Edison oell, 
since it is a property of the nickel iron type that its ampere-hour 
capacity is more or less constant, within practical limite, at all 
rates; energy withdrawn from an Ed'son battery may be deter- 
mined merely by measuring the ampere-hours withdrawn by 
means of an integrating ampere-hour meter. If this instru- 
ment be set to run slower on charge, by an amount slightly 
exceeding the difference between 100 per cent. and actual ampere- 
hour effisiency, then the readings of such an instrument represent 
safely, at any given moment, the state of charge or discharge of 
the battery, and no considerations вв to voltage, &, are nece sary. 
An Edison cell is quite unharmed by being discharged to complete 
exhaustion. It may be left in that state for long periode, and 
does not suffer in consequenoe. 

We are, of course, prepared by all the usual means to justify the 
remarke made іп this communication, and shall be giad at any 
time, either personally or through the Press, to substantiate the 
claims which we herewith make. 


For Edison Accumulators, Ltd., 
RAYMOND J. MITOHELL, Commercial Engineer. 


London, S.W., March lat, 1915. 
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Trouble with Oll. 


Referring to the letter of Inquirer," in your issue of February 
26th, rea 1,000- kw, D.C. set driven by a Belliss & Morcom engine 
throwing oil, a few months ago we were experiencing the same 
trouble with a set of the same make. After having come to the 
eame conclusion as Inquirer," that the oil was carried in in the 
form of vapour, and after trying endlees devices for preventing 
the collection of oil in the armature, the idea of a fan was strack 
upon. 

An out-throwing fan driven by a 14-H.P. motor was fitted in the 
wall about 14 ft. above the top of the engine cylindera, and 8 ft. 
away, which gave excellent results. 

The set has been running on and off for the last 12 months, and 
for the last 9 months we have had no trouble with oil collecting or 
creeping, and the shaft is always perfectly dry. 

It is obvious that in the construction of large modern dynamos, 
the ventilating air-space being so large, a set running at 250 
to 300 B.P.M, will create a vacuum inside the armature, and draw 
in oil vapour from the engine room, which is thrown up through 
the armature windings, thus forming, if allowed to remain, a 
thick coating of gr and dust. 
^ Trusting that this information will be of some use to Inquirer.“ 


Charge Engineer. 


Roferring to the letter of Inquirer, I experienced a similar 
diffisulty some little time ago on a somewhat smaller set, and 
found that the trouble was caused by oily vapour from the 
H.P. glande of the engine. This vapour rose above the engine, and 
ultimately was drawn into the generator at the commutator end. 
The diffloulty was overcome by fitting new packing, and by careful 
attention being paid to the glands. w. H. B 


Electric Light Switching. 


The resulta of the electric light switching oompetition, 
published in last week’s issue of the electrical Press, make 
interesting reading. 

There із one outstanding feature, however, which illustrates 
how the art of switching is coming to the fore not merely as a 
novelty but ав а means of effisiently controlling various electrical 
apparatus—that the various Polytechnics are giving greater atten- 
tion to the subject. 

The recent list contains the names of no fewer than 17 students 
of the South-Western Polytechnic, who have succeeded in gaining 
between them one cash prizs, five book prizas, and 17 certificates. 

East Ham Technical Oollege students obtained one book prize 
and three certificates. 

W. E. 8. 


Writer's Cramp. 


I shall be very much obliged if any reader can advise me 
regarding the proposed use of an electrically-operated massage 
vibrator or induction ooil or continuous-current battery, in the 
following саве :—O зе of my clerks, who for some few years past has 
had to confine his handwriting during office hours largely to 
signing his own name and initials, now experiences some pain in 
his wrist when writing—whetber it be his name or an ordinary 
lettet, His hand twitches so much at times that it is frequently 
difficult for him to sign his name neatly. 

I understand that electrical treatm ant has been found of much 
uss in cases of this kind, and if anyone could state from experienoe 
the result of such treatment by either of the means suggested 
above, it would bs very greatly appreciated. w. H. B 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


COLOMBIA.—A dacree of December 4th, 1914, effective from 
January Ist, 1915, increases the river tax on goods transported on 
the Magdalena River between Barranquilla and the interior of 
Colombia. The new rates are $4 in place of $2 ver metric ton 
(2,204:6 1b.) on imports, and $1.60 instead of $1 per ton on 
native exports. In view of this increase in the river tax and the 
fact that Customs duties in Colombia are collected on gross weight, 


shippers to the interior of Oolombia will see the advantage of- 


combining lightness with strength in the packing of their 
merchandiae, 


SPAIN.—In а cablegram to the United States Governments 
from Madrid dated January 27th, Commercial Attaché C. W. A. 
Veditz, of the American D :partment of Commerce, reports that on 
that date the Spanish Government appointed a new tariff Com- 
mission to prepare for tariff revision. It is provided in the 
Customs tariff law of Spain that the rates of duty shall be revised 
every five years, in order to take into account the changes in the 
values of marchandise on which the duties are based. The latest 
revised tariff became effective on January Ist, 1912, and it is 
assumed that the revision entrusted to the present newly appointed 
Commission will go into effect five years from that date. 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Compiled expressly for this journal by Messrs. W. P. THompson & Co., 
Electrical Patent Agents, 285, High Holborn, London, W. C., and at 
Liverpool and Bradíord, to whom all inquiries should be addressed. 


2,356. Means for intermittently starting and stopping as desired elec- 
trical machines." W. Brown. February 15th. 

2,370. “ Switch fuse-box with endless fuse wire and incombustible non- 
conducting core." J. KLuYTMANS. February 15th. 

2,386. “ Electric switches, circuit breakers and the like." British THOM- 
son-Hovuston Co., Lro. (General Electric Co., United States). February 15th. 

2,387. '' Electric liquid heater of the. water-flow service supply type." A. 
HowaRbp. February lth. (Divided application on 10,930/14, July llth.) 
(Complete.) 

2.388. Portable electric lamp stands." 'WaLLACE Novetty Co. February 
15th. (Complete.) 

2,390. '' Meters for multi-wire circuits." F. A. Мир. February 15th. 
2,404. Electro-magnetic driving mechanism." T. RusuToN. February 


2,433. Process for the manufacture of finely-divided metals.“ 5. O. 
Cowper Cores. February 16th. 

2.434. Coating metallic surfaces with zinc." S. О. Cowper Cores. 
February 16th. 

2,435. Process for the production of a rustless tinned sheet." S. O. 
Cowper Cores. February 16th. 

2,444. “ Electrical heating and cooking apparatus." С. W. L. PATTERSON. 
February 16th. 

2,456. '' Electric lamp for reading despatches and other printed matter, 
applicable also for signalling purposes." А. W. J. SHrLORAKE. February 16th. 

3 462, Connections for the practically ри interruption of an elec. 
tric circuit," Frien. Krupp Акт. Ges. (Convention date, February 19th, 
1914, Germany.) (Complete.) February 16th, 

2,488. “ Lamp shades." H. J. C. Forrester (J. W. Dunham, United 
States.) February 16th. (Complete.) 

2,489. “ Portable electric lamps." Н. J. C. Forrester (J. W. Dunham, 
United States.) February 16th. (Complete.) 

2.400. Starting means for electric motors." W. J. SHEPPARD & С. A. 
Yarwoop. February 16th. (Complete.) 

2,516. Magnetic-impulse motors," W. E. Сиғтом. February 17th. 

2.532. Controllers for electric lifts." С. С. Major & Situ, Mayor & 
Stkvens, Lro. February 17th. 

2.535. Dynamo-clectric machines." B. С. Lame. February 17th. (Con- 
vention date, February 19th, 1914, United States.) (Complete.) 

2.546. Electric fires," H. H. Berry & W. J. МаккнАм. February 17th. 

2.565. Wireless telegraphy and telephony." J. Perry & S. С. Brown. 
February 17th. 

2,570. '' Means for protecting and indicating the condition of electric cir- 
cuits.“ F. S. Grocan & BRITISH ELECTRIC TRANSFORMER Co., LTD. February 
]?th. (Complete.) 

2,574. '' Electro-magnetic rectifiers.” H. J. Dare. February 18th. 

2,618. Dynamo-electric machines.“ Crompron & Co., Lto., & N. PENSA- 
BENE. February 18th. 

2.619. Electric starters for internal-combustion engines." A. Н. MIDGLEY 
& C. A. VANDERVELL. February 18th. 

2.624. Rotors of dynamo-electric machines.“ SUNDERLAND Force & 
ENciNKkERING Co., LTD., К. G. Ѕсотт, & A. T. Ropertson. February 18th. 

2.636. '' Electric ordnance.” Т. G. TuLLocH. February 18th. 

2,651. “ Lamps for electric lighting." J. T. SuTCLiFFE. February 19th. 

2,656. '' Electric resistances." SiMPLEX CoNpuiTS, LTD., & Е. Е. D. Davip- 
вом. February 19th. 


2.676. Electro-magnetic projecting or transmitting apparatus.“ E. 
BacHELET. February 19th. 
2,685. '' Electro-magnetic projecting or transmitting apparatus. Ex 


BACHELET. February 19th. 

687. Electric batteries.“ J. Surtron & G. J. Ѕиттом (trading as Stuart 
& Moore). February 19th. 

2,696. '' Tubular electric pocket-lamps." Е. C. R. Marks. February 19th. 
(Interstate Electric Novelty Co., United States.) (Complete.) 

2,697. Maximum cut-outs.” G. JACOBUS van Swaay $ H. I. Keus. Feb- 
ruarv 19th. (Convention date, February 25th, 1914, Holland.) (Complete.) 

2,698. '' Method of rendering articles made of porcelain, pottery, glass and 
the like, electrically conductive for the purpose of enabling the deposition 
thereon of metallic coatings by electrolysis to be effected." — P. Marino. 
February 19th. 

2.750. Magnetic compass." James A. SiNCLAIR. & Co., LTD., & A. SNELL. 
February 20th. 

2.762. '' Incandescent electric lamps." T. GREEN. February 90th. 

2,766. '' Means for preventing discharges from electric conductors." С. B. 
Вскоок. February 20th. (Siemens-Schuckertwerke G.m.b.H., Germany.) 

2,767. “ Manufacture of electrodes suitable for electrolytic or analogous 
purposes." SirwENS & HALSKE Акт. Ges. February 20th. (Addition to 605/09. 
Convention date, February 21st, 1914, Germany.) (Complete.) 

2.786. Transformers." J. Torner. February 20th. (Convention date, 
February 21st, 1914. Spain.) (Complete.) 

2.787. Electrical press-button switches.“ E. Ortiwert. February 20th. 
(Convention date, February 23rd, 1914, Italy.) (Complete.) . 

2,789. '' Electro-deposition of metals on china, earthenware, porcelain, 
glass, and like non-conducting surfaces." В, G. Crark. February 20th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. TuowPsoN & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


13913. d 
24,098. MANUFACTURE OF TUNGSTEN. C. Gladitz. October 83rd. { 
' 96,353. MANUFACTURE or Diawoup Digs ror Drawinc Mrals. С. Gladitz. 
November 17th, , 
29.274. CURRENT-CARRYING Сопз ғов ELECTRO-MAGNETIC APPARATUS. J. W. 
Ewart. December 19th. 


1914. 


1,395. Мктнорѕ or Protectinc ELrectric FEEDERS AND THE LIKE. 
Waters. January 19th. 1 

2,327. о Н. Leitner. (Cognate application 
12 455 14.) , 29th 

2431. Lasur Staves ок Rerirctors. М. Н. Galsworthy. January 0. 

2,543. TFLFPHONE SYSTEMS. Automatic Telephone Manufacturing Co. (Au 
matic Electric Co.). January 30th. 

2.604. ELECTRICAL llrATIiNG. APPARATUS SUITABLE FOR COOKING, 
ING, AND LIKE PURPOSES. A. F. Berry. January 3151. (Cognate а 
17.762/14.) : 

2.605. MANS OR APranATUS FOR HEATING WATER AND OTHER Ligrios. А. N 
Berry. January 3st 

2 691. E FOR CONTROLLING Motors FROM A DISTANCE. A. Mond 
(Maschinenfabrik Oerlikon). February 2nd. 

2.808. Etrcrirc Bins. W. M. Thornton. February 3rd. ison. 

3.455. CENTRIFUGALLY-REGULATED Dy yNAMO-ELECTRIC CLUTCH. W. Morr 
February 10th. 


E. G. 


January 28th. 
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civilisation of Europe is 


No. 1,946. 


EDUCATION AND INDUSTRY. 


From the Times of February 22nd we learn that the Board 
of Trade has authorised an Exhibition to be held in London 
with а view to “а more scientific co-operation between 
education and the industrial arts in this country.“ This 
has been done at the instance of a body of men, among 
whom are Lord Aberconway, Mr. Frank Brangwyn, the 
artist, Mr. F. V. Burridge, of the Central School of Arts 
and Crafts, Mr. H. G. Wells, Mr. Gordon Selfridge ard Mr. 
Ambrose Heal. The Exhibition is intended, we gather, to 
show, as an object lesson to ourselves, how German manu- 
facturers have used the Art Schools of their country to train 
designers for their particular needs, and have taken steps at 
the same time to educate public taste and discrimination. 
In recent years we have seen in this country such a process 
carried out with great energy, and conspicuous success, by 
the great farnishing firms. Specimen rooms, and in some cases 
suites of rooms representing whole houses, have been shown 
by leading firms, and everyone went to the Ideal Home 
Exhibition.: No one could help seeing there what great 
judgment and care were required for much of the exhibit, 
and the general taste and appreciation of the purchasing 
public has much improved in every direction in late years. 
We believe this country is now recognised as leading the 
world in the furnishing trade, and this must be attributed 
to the action of the manufacturing firms in developing 
artistic desigu parallel with skilled workmanship and 
efficient manufacturing. | 

The process can be carried out to a greater or less degree 
in a great number of trades, and the proposed Exhibition 
will show that German thorougHmess has introduced it into 
trade manufacturing to an extent which few of us would 
suspect. We look forward to the Exhibition with great 
interest, and hope that the results may fally answer the 
expectations of the promoters. 

This proposal deals, however, with but one section of a 
greater question. How are we to rearrange the educational 
system of the country so that school training shall be part of 
an ordered and intelligible process, by which a child grows 
into an efficient and capable worker? -The question has 
been discassed more than once in these columns, aud is the 
cracial problem of national education. 

The main ssheme of our educational system is far from 
being closely in touch with trade and industry. Indeed, 
these hardly come into the picture at all. There is no 
difficulty in accounting for it. The history of the 
a sufficient account. But 
while we have allowed the matter to run on in the 
groove in which our ancestors .started it, Germany 
has known how to set a wiser course, and has been 
reaping the advantage of her wisdom. The result is that 
in this country the secondary schcols implicitly, if 
not explicitly, present to their pupils as the object of 
training, mental cultivation of the literary and scientific 
kind, while the ideals of industrial enterprise are not pre- 
gented at all. The instruction given at our great, public 
schools and the Universities is really not wide enough for 


[245] C 


940 | THE ELECTRICAL REVIEW. [VoL76. No. 1,946, Manon 12, 1915. 


all modern purposes. If one were to tell a man who had 
built a successful career on the basis of such education, say 
one of the Judges, or a young Bishop or headmaster, that 
the scope of his instruction had been extremely imperfect, 
he might be surprised ; he might even be годе ; but the 
fact is that while English public schools are admirable 
places for learning manners.and conduct, and the ars vivendi, 
their instructional curriculum is very narrow. This may 
nob be a serious matter, having regard to the class from 
which the boys come ; indeed, for their purposes the curri- 
culum is probably wide enough, but it is not wide enough 
for other schools; and what is serious is that they, un- 
luckily, set a pattern and standard to the schools for the 
middle. and upper working classes which is quite unsuit- 
able and is extremely mischievous. 

. We expect that this promised exhibition will emphasise 
once more the necessity in this country for an extended 
system of secondary schools, organised with a clear purpose 
of industrial training. 


RUSSIA. 


VARIOUS reports and other communications that have 
lately reached us from Russian sources bear evidence of the 
great desire that exists among electrical men in the leading 
cities of that vast Empire to throw off the German yoke 
and avail themselves of British electrical manufacturing 
facilities. The new bond of Russo-British friendship will 
hold good for many a year, and one of its consequences 
will be to furnish us with opportunities to assist in the 
electrical and engineering development of a wonderful field 
for enterprise ; but, at the moment, sheer necessity presses, 
because German sources, upon which so much dependence 
has been placed for electrical goods in the past, have been 
closed for many months. From what we have already read 
aud heard of the efforts that our Russian electrical friends 
desire to make for removing German influences and control, 
we are led to hope that they will, as time passes, exhibit in 
this connection the same determination and resourcefulness 
` which have distinguished the military operations of the 
Grand Duke Nicholas and his dauntless millions. 

We believe, too, that when the Czar's Government 
comes to deliberate seriously respecting the regulation of 
matters relating to internal industries and to export and 
import trade, it will not be foufid wanting, but will be pre- 
pared to render assistance to electrical and engineering 
works and traders in such ways as shall facilitate the 
operations of the Allies in competition with present enemies. 
These enemies have been enabled to prepare to wage this 
terrible warfare partly by securing profits to the tune of 
many millions per annum from electrical concessions and 
trade in the country whose deep-snowed lands have now 
been dyed in human blood. This Governmental assistance, 
however, is hardly a matter of immediate possibility— 
Russia will doubtless develop a new and sweeping 
international trade policy in due course, and we may 
reckon that, as far as practicable, that policy will be 
favourable to ourselves and our Allies, and perhaps 
some neutrals. When that time comes, probably, the 
present projects of British electrical manufacturers will 
have been carried to such а stage that England 
will be enabled to co-operate from present and extended 
manufactories. But at the moment, all information is to 
the effect that, as we have said, sheer necessity for electrical 
supplies urgently presses. The difficulties that stand in the 
way of immediate electrical trading operations between us 
seem to be very great, but the proceedings in the Dar- 
danelles give ground for encouragement, for, when these are 
successful, providing there is shipping accommodation avail- 
able—a point which is not likely to have been lost sight of 
by those responsible for the approach through the Narrows 
—there will be a free flow of exports and imports again 
which will inevitably relieve the financial situation and 


remove or lessen the rate-of-exchange difficulty. British 


exporters no less than Russian importers are hoping for this 


relief to come as speedily as possible; until it does come 
there must, we suppose, be a continuation of the handicap 
on trading operations, though we trust that our firms will 
not be too hurried in turning down the business which 
is actually offering. We are well aware that our 
manufacturing ability is to a large extent monopolised 


by Government demands, and that there is а certain © 


amount of shyness or wariness in relation to the Russian 


market, but it will be fatal to any schemes that we may 
cherish for later trade developments if we allow Russian 


buyers to get the impression that it is useless for them to 
expect to get what they need from British works. We ought 
todo our utmost to prevent them thinking either that we 
can't, or don't want to, do business with them. If such 
ideas be permitted to gain currency, sheer necessity, when the 
War is over, will drive them, sentiment notwithstanding, to 
deal with enemies that are geographically near and have 
laid themselves out to meet Russian electrical requirements. 

It is such considerations as these that should seriously be 
weighed by us in organising our efforts to “capture” 
German trade in the Russian market. It is for the future to 
decide what course the Czar's Government will see fit to 
adopt, and what course financial settlementa will dictate, in 
regard to German electrical concessions and works in Russia. 
Ownership of concessions, in German hands at any rate, 
generally means a German monopoly of most of the 
electrical needs arising in connection with the development 
of such concessions. We should like to see more 
British money invested in Russian electrical concessions, and 
to have some assurances that the investment of such money 
will bring us actual business as well as dividends. But, 
whatever may happen in these directions, we think 
it is obvious to all who have studied the peculiarities 
of the position, that Russian electrical trade is not 
going to be won, and held, unless measures are adopted 
commensurate to the present and prospective value 
of the trade, and suited to the difficulties of the case. 


We believe it is generally recognised that in Canada, 


a British Dominion, the Americans have been able to 
secure a firm hold upon some departments of electrical 
trade by influencing in the past the character of Canadian 
electrical engineering work. Geographical situation and 
seizure of early opportunities have assisted to produce this 
state of things, and the result is that, to British firms, 
Canada has proved to be one of the least easy of all British 
Colonies to work. | 

Now, to an Englishman the Russian character and poivt 
of view are not likely to be easier to understand than the 
Canadian? for our small knowledge of the language at once 
forms a handicap. 

It seems to us that we have got to recognise that when 
we are not at, war, the position in Russia is somewhat similar 
to that in Canada so far as British electrical firms are con- 
cerned. There are on the side of Germany all the advant- 
ages that ensue from geographical situation, long years of 
close study of the market and of the Russian peop'e, finan- 
cial control, and linguistic attainments. The Allied Russians 
will not want to buy from Germany, but our kith and kin in 


Canada have frequently said that they wanted to order from 


England—in actual fact, however, they more often go 
South over the border to get what they want if Canadian 
factories, often of American ownership and contro!, cannot 
meetthem. What will happen tothose German-owned factories 
in Russia is, as we say, an interestiog question for the future, 
but we put forward this brief comparison between the land 
of an Ally and a Dritish Colony more with the view to 
assisting the trade to a proper understanding of the position 
so that measures conceived, and plans elaborated, shall be 
of a suitable character. | 

By the courtesy of a correspondent we are enabled to 
publish below some extracts from a letter received from an 
Englishman long resident in Russia and doing business 
there in electrical and engineering goods. We believe that 
they will repay study. 

I may say plainly that quality and endurance are most imp^rtant 
points for the market in electric lamps here, for we are flooded 


with lamps with very short lives, as I know to my cost. An “ All- 
Russian lamp factory is now just starting in Moscow. . . . 


It is said that the duty on foreign lamps is to be raised, and th 
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may help it in competing with foreign lamps. The present 
duty is 30 roubles per pood. А pood is 36 English Ib., but what a 
rouble is at present (30/13t. December, 1914) it is difficult to say. 
Before the war it meaut 9'5 roubles for £1, but just now, it is 
about 11°70 for 21. This makes a big difference. 
is that no banks are issuing foreign cheques, во it is impossible to 
transmit any money at present, but the local papers say that 
negotiations are on foot between the British and Russian Govern- 
ments to arrange some modus vivendi, во as not to put a stop to 
all business, In the district of Kieff there are about 300 sugar 
factories . . . . they require а good lot of lamps, Commis- 
tion must be liberal in Russia owing to the enormous distances 
to be travelled, and the hotel expenses, &5., not to speak of the 
° j i ry order has to be 
bought. on impression is discredited by other authorities.— 
R.]. In Western Europe one oan see from one town to 
another, but here at Kieff it takes 12 hours in a fast train to get 
to anywhere—400 miles. Three days ago the railway fares and 
freights were raised 25 per cent, and refreshment still more, 
88 no drink of any kind is allowed, so that all the profit has to be 
put оп the food. Samples to Russia should be sent per Foreign 
Parcels Post—not by " Express Agents"; they will be here in 
abont three weeks from date of despatch. 


Another Russian correspondent (writing from Finland) 
lays great stress upon the importance of cheapness if British 
firms desire to capture the German trade in electric lamps. 
Unlike the above writer, he says that while British-made 
lamps are recognised as being far better, giving a brighter 


light" than German, the cheaper article is preferred — . 


inferior quality seems no objection.” He suggests that 
British firms should ‘‘ use cheaper material and be on the 
competition line," as unless they can produce cheaply they 
will never do a trade there. 


THE gradual awakening of Russian 


The Promotion manufacturers to the necessity for ren- 


3 dering themselves independent of German 


products resulted in the holding at Petro- 
grad, on February 12th, of a conference, which was attended 
by-representatives from all large towns, of the electrical 
section of the Imperial Technical Association. As the 
chairman pointed out, one of the most important problems 
which had to be solved was to ascertain the factors which 
would enable the Russian technical industry to dispense 
with Germauy; and this question was followed by a dis- 
cussion as to the possibility of congtructing various apparatus 
for telephony, telegraphy, and radiography, &c. In this 
connection it was mentioned that the electrical industry was 
almost entirely dominated by the Germans, who also con- 
trolled most of the patents used in electric lighting work. 
A great surprice was sprung upon the conference by the 
announcement that the mines in the district of the Urals, 
which furnish wolfram ores for the manufacture of incan- 
descent lamps, are still in the possession of the Krupp com- 
pany of Essen, and that the latter receives delivery of the 
metal itself at the price of 4 roubles per pood, as compared 
with the customary charge of 67 roubles per pood. The 
final result of the conference was the adoption of a resolution 
deciding to approach the Government with a request for 
support to the native electrical industry by all means avail- 
able, in regard to Customs conditions, and freight rates. 


AT the evening sitting of the Congress 
on the Russian Electrotechnical Industry 
on February 13th, Mr. A. V. Olshvang 
gave a report on the present position of 
electric lamp production in Russia. Не said that at present 
the Russian factories in Moscow, Petrograd, and Warsaw, 
engaged in the production of electric incandescent lamps, put 
on the market an average of 20,000 carbon lamps per day, 
and about the same quantity of metallic-filament lamps, 
the aggregate being between 10,000,000 and 12,000,000 
lamps a year. But, unfortunately, these so-called Russian 
lamps included nothing that was Russian except labour, for 
the Russian factories simply assembled the various parts 
that had been imported from Germany. The question was, 
could not Russia make her own lamps without appealing to 
the foreigner for the half products? Не was of opinion 
that Russia certainly could do so, for she had the material, 
and all the details of lamp production were well known to 
her. Воб until the war broke out no one thought of taking 


Russia and 
Electric Lamp 
Production. 


Another trouble 


up the prodnction in Russia; in fact, there was no profit in 
it, for, thanks to the low Customs daty, the parta could be 
bought more cheaply abroad. No factory in Russia was 
equipped for making the bulbs, but recently the Russian glass 
factories had undertaken their production, and already lam 
furnished with Russian-made bulbs had been put on the 
market. The tuogsten filament, the mest delicate and essential 
part of the lamp, had ceased to be a secret, and one of the 
laboratories in a Moscow factory was already producing it. 
Woliram was found in Siberia, in the Urals, and in the 
Caucasus. The speaker referred to the Krupp inflaence, 
which was also mentioned at the meeting of the Imperial. 
Technical Association, and said that at the beginning of the 
war, deposits of wolfram were being exploited by Krupp, 
who had leased them from a Urals industrialist through one 
of his agents. When the war broke out, Krupp's agent left 
Russia, and the owner of the deposits cancelled the contract 
“with Krupp, and so, according to Mr. Olshvang, the 
exploitation of these deposits remained an open question. 
The lecturer added that this fact showed how important 
it was that deposits of minerals in Russia should be protected 
by the Government from foreign contractors. 
One Russian factory had already begun the manufacture 
of filaments, and probably within four or five months lamps 
would be available that could properly be termed Russian 


produced lamps. 


The tariff must play a great part in the development of 
the national production of lamps. Whilst on carbon lamps 
the import duty was 30 roubles per pood, i.e, about 6 
copecks (6 farthings) per lamp, or 20 to 30 per cent. of ita 
cost, the duty on metallic lamps was not high enough, 
although it had been increased to 65 reubles per pood in 
respect to them. The position was that the first metallic 
lamps were somewhat large and not more than 500 went to 
the pood. But then Germany and other countries began to 
make miniature lamps, of which more than 1,500 went to 
the pood. So, whilst previously the duty on a lamp 
amounted to about 12 copecks (3d.) it became much less for 
the smaller lamps, making about Id. each, s.e., about 
5 per cent. of the cost. Such an insignificant duty might 
seriously prejudice the development of the Russian lamp 
industry.- The lecturer’s observations closed with an appeal 
urging the need for exploiting Russia's deposita of wolfram, 
molybdenum, and nickel. 


THE market for rubber aluhough show- 
ing а quiet tendency, has, nevertheless, 
maintained a very firm front, and there appears no reason 
to anticipate any material alteration in the general out- 
lines of the position for some little time to come. The 
export movement of raw material from the Middle East is 
considerable, the official particulars of shipments of planta- 
tion rubber from the Straits Settlements in January being 
2,576 tons compared with 2,834 tons in the previous 
month, and 1,181 tons in the corresponding month of the 
previous year. Considerable importance attaches to the 
progress of affairs in the United States, and the fears 
which had been acute that a quarter of a million men or so 
might be thrown out of work owing to the British embargo 
upon shipmenta of plantation rubber grown in British 
Colonies in the East, was promptly dissipated earlier in the 
year. From then onwards there have been regular ship- 
ments of the material made to the United States, and the 
consuming industries in North America are now more 
actively engaged than ever before. It can be taken as a 
fact that the American rubber trade is fully satisfied with 
the terms of the guarantees imposed in connection with the 
exportation of rubber goods to the Germans, Austrians und 
Turks, and also with the arrangements under which it is 
only possible to export goods to neutral countries by way of 
Great Britain. At all events, the United States’ trade is 
not unduly hampered by the restrictions imposed, all of 
which are very necessary for the safeguarding of the 
British and their Allies, and there is no intention of con- 
ceding any points to the enemy in the rubber trade. . 

It is understood that an amalgamation is to take place 
between the Linggi and Port Dickson-Lumut Companies. 
This will certainly be a very interesting event, and one 
which should be of advantage to both parties to it. In a 
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recently-issued report upon the International Rubber Exhi- 
bition of last year, the Ceylon Commissioner, Mr. Lyne, 
makes reference to the relative merita of plantation and fine 
hand Para rubber, and remarks that he was not able to get 
any admission from any manufacturer that plantation rubber 
was as good-as fine hard Para where goods that wouid stand 
up against the severest tests were required. This is hardly 
fair; however, to the plantation product, for at least one of 
the largest rubber using concerns in the country is a Strong 
believer in the cultivated artiele as against the wild material. 
| 

. . SEARCHLIGHT PROJECTORS. 
"wv. Ву C. W. DENNY, A. M. I. x. E. 

pto 


So much has been achieved in the development of the 
searchlight, that the latest projectors bear but little 
similarity in features or in size to the very early types. 
. The writer proposes to give a short historic sketch of their 
uses and growth, including the numerous improvements 
which have brought the projector up to its present position: 
of efficiency and utility. Projectors have been largely used 
for naval and military purposes, for night observations, and 
signálling, the latter operations being mainly carried out on 
a semaphore or Morse code system. An early type of pro- 
jector designed for night signalling by use of a semaphore 


Еа, 1.-—EARLY FORM or PROJECTOB WITH FLASHING SHUTTERS. 


system is illustrated in fig. 1, using a lamp with vertical 
carbons, as against the more modern lamps with horizontal 
carbons and flashing shutter. The construction of the lamp 
and body is characteristic of the early projectors ; modifi- - 
cations are made with regard to the front, which allows of 
the direct issuance of the light-rays, the barrel is provided 
with an octagonal pyramidal reflector placed in the path of 
the light-rays, and having the apex of the pyramid facing 
the light. The sides of the pyramid are arranged to make 
an angle of 45° with the base. The effect of such an 
arrangement is that the light falling on the reflector is split 
up into eight beams, which are caused to travel in a direction 
at right angles with the original beam. The beam 
which travels vertically downwards not being required in 
practice, the. corresponding reflector is omitted, so that 
seven beams are formed corresponding to the seven 
positions of the semaphore system. The beams of light are 
operated by doors or shutters on the external shell, which 
cover up the corresponding apertures, usually fitted with a 
coneentrating lens to cause the rays to issue in a parallel 
beam. The doors or shutters can be worked electrically from 
a distance, or by hand by a suitable arrangement of levers. 
Many arrangements of mirrors have been devised for 
operating a system of semaphore signals as described above. 
Provision has also been made for injecting into the beams of 
light jets of steam, smoke, water, or vapour, with a view to 
rendering the beams more clearly defined. 

The optical part of a projector being obviously of great 
importance, considerable attention has been given to various 
forms of mirrors, the most efficient and recent being the 
parabolic mirror, constructed of crystal glass, or, more- 
recently still, of metallic construction, other notable forms 
of mirrors being the Mangin, aplanatic, and spherical. It 


a 


is not strictly true, in the case of the latter, that all rays 


parallel to'the axis meet at a point (the focus), and this 
irregularity (which is found in lenses. also) is known as 
* gpherical aberration." If the pencil of rays is small 
they may practically be supposed all to pass through the focus, 
but for wide pencils this is only so in the cage of parabolic 
mirrors; hence their use for projectors. Parabolic reflectors 
were used as far back as 1763 for lighthouse illuminations 
by а Mr. Hatcbinson, of Liverpool. These mirrors were 
formed of small facets of silvered glass made up as nearly as 
possible to a parabolic curve. 

The most important improvement from an optical. point 
of view has been the substitution of the gil led metallic mirror 


for the silvered glass mirror, either Mangin or parabolic. In 


the production of good metallic reflectors it has been necessary 
to overcome numerous difficulties, notably those incidental 
to the design and construction of special machines for 
working up the parabolic metal pieces, as machines formerly 
used for glass mirrors could no longer be employed. After 


working up, the mirror should be polished carefully, and 


covered with a fairly thick deposit of gold, all of which 
presents difficulties corresponding to the dimensions of the 
mirror. Experience has shown that gold-coloured metallic 
mirrors in clear weather give results Comparable with glass 
mirrors, and as soon asthe weather becomes foggy the gilded 
reflectors are superior to tilvered glass. The advantage of 


metallic mirrors, from a military poiat of view, are incon- | 


testable. They present, besides a complete resistance to 
variations of weather and temperature, the advantage of 
withstanding shocks from gun fire, and they can be pierced 
by bullets without the intensity of the beam being sensibly 
diminished. A further advantage in.favour of metallic 
mirrors is that of weight, they being considerably lighter 
than glass mirrors. The weight of a 26-in. metallic mirror 
is approximately 30 lb., whereas that of a glass mirror of 
the same size is about 165 lb. The employment of metallic 
mirrors also permits of much shorter focal lengths than are 
permissible with glass mirrors, owing to the intense heat 
generated, which would result in blistering the silver on the 
mirror, or even breaking the glass if in close proximity. 
Having found that, especially with horizontal carbons, the 
central zone of the mirror is practically useless, a central 
aperture is made in the mirror with a view to rendering more 
efficacious the ventilation of the silvered surface (in the case 
of glass mirrors) ; this also facilitates the manufacture, and 
enables the mirror to better resist air pressure due to the 
discharge of heavy guns. Mirrors, whether of metallic con- 
straction or of crystal glass, are usually fixed to the body of 
the projector in an easily detachable frame, to allow of 
rapid inspection and cleaning operations. 

One of the earlier methods of focusing a projector lamp 
was to move the mirror in relation to the arc, the 
mirror being mounted in a movable frame or carrier 
arranged to move parallel with the axis of the pro- 
jector. The later, and more approved method, is 
to move the lamp in relation to the mirror. 
accomplished by having the lamp mounted on guides or 
runners and attached to an adjusting screw or handle, by 
means of which the lamp can be moved in either direction 
at will. This arrangement has the advantage of rapid 
manipulation, and it can also be used to produce a divergent 
beam. This is obtained by varying the relative distance 
between the arc and reflector, which can be done by a few 
turns of the handle supplied for that purpose, the movement 
changing the light from a straight beam to a widely- 
divergent beam, or vice vers. А much more effective 
method lies in the use of dispersion lenses, sometimes called 
„ divergers," which consists of strips of plano-convex glass, 
set іп а suitable frame for slipping over the front of the 


projector, or arranged to swing across the beam of light. 


The rays in passing through these strips are first converged, 
or brought together, and then, as the rays cross, they spread 


out again, and continue to spread indefiaitely. The effect 


when placed in front of & searchlight is to spread the light 
out in the shape of a partly-opened fan. The light is spread 
out horizontally, but not vertically. The light when thus 
spread is not so penetrating as a parallel beam. Many 
forms of dispersion lenses are arranged in a separate ring 
or mounting, which, when required, has to be fixed over 
the main glass door. This has always been a troublesome 


This is usually |. 
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operation, and after being used a few times the usual 
practice has been to put the dispersion lens door carefully 
away and never use it again, notwithstanding the great con- 
venience resulting from ite use. A novel method of fixing 
dispersion lenses inside the barrel has been adopted on 
some projectors of American design. The lenses in question 
are arranged in two semi-circular brass rings so pivoted that 


they can be swung round a vertical axis. On the top of 


the Barrel are pmovided two brass handles, by means of 
which the lenses may be swung into position or out, 
as desired. This takes but a few seconds, and the front 
door need not be opened. The dispersion lenses when 
out of use lie in a vertical plane parallel to the beam, 
and, being of very small section, do not interfere with the 
efficiency of the beam to any appreciable extent. The usual 
angles of divergence for, say, a 24-in. projector are 16°, 
20° and 30°, other angles being easily obtainable for special 
requirements. Modifications in the dispersion lenses meet the 
requirements of the Suez Canal regulations, which stipulate 
. that all ships traversing the Canal at night by means of 
searchlights shall project a beam of light forward which 
shall bave a shadow in the centre of 5° divergence. 

The bifarcated beam thus required has been produced in 
several ways, some designers preferring a system of metallic 
strips or shutters placed in front of the dispersion lenses, 
while others prefer a series of prismatic lenses. 

Flashing Gear.—This can generally be brought under 
one of two classes—internal or external. The internal 


flashing shutters were mostly used in conjunction with 
the vertical carbon lamp, and were usually in the form 
of a plate or disk of suitable shape arranged to inter- 
cept the rays of light between the arc and the mirror. 


à Fic, 2.—MOTOR-DRIVEN PROJECTOR LAMP, 


Flashers of this type had numerous drawbacks, the most 
prominent being the formation of shadows in the beam when 
the flasher was out of use. These shadows were caused 
by the flasher plate or its fixings coming within the cone of 
rays thrown on the mirror by the arc, so that the efficiency 
of the beam was materially affected. Also the more general 
use of projector lamps with horizontal carbons makes it 
difficult to design any really good arrangement of internal 
flashing gear. The external flasher, consisting of a series 
of Venetian shutters in front of the door, entirely eliminates 
his trouble. 

Projector Lamps.—The earlier types of projectors nearly all 
used a lamp in which the carbons were in an inclined position ; 
the result was that the carbons, carbon-holders, and supports 
caused very bad shadows in the beams of light. The hori- 
zontal carbon lamp is now almost universally adopted for 
projectors. The use of this type of lamp materially adds 
to the efficiency of the projector, in that there are no 


bad shadows produced on the mirror. The lamps are usually 
of the differential type, operated by a shunt and a series coil, 
much in the same way as an ordinary vercical arc lamp, 


‘the feed mechanism necessarily being modified to suit the 


requirements of a horizontal position. The carbons are fed 
by means of a screwed rod having a right and left-hand 
thread, and actuated by means of a shunt coil through 
suitable pawl mechanism.  Motor-driven projector lamps 
have been in ове, mostly on the Continent, for some 15 to 20 
years. Ап illustration of a motor-driven projector lamp is 
shown in fig. 2. 
(To be concluded.) 


AN ELECTRICALLY-CONTROLLED CANAL 
BRIDGE. 


AcTING conjointly, the Corporations of Glasgow and Clyde- 
bank have had constructed over the Forth and Clyde Canal, 
at Dalmuir, a swing bridge which is claimed to be the 
first bridge in the world where the whole of the functions of 
opening and closing the bridge and the road, and controlling 
and safeguarding the vehicalar, pedestrian and waterborne 
traffic, are performed electrically by one man operating 
from one position. The bridge consists of a single swing 
span constructed of steel, with a roadway 20 ft. wide 
between the girders and two footpaths, each 5 ft. wide, 
carried on brackets projecting outside the main girders. А 
double line of tramway is laid on the roadway, and the 


overhead tramway conductors are 


carried by light girders with sup- 
porting columns on either side of 
the bridge. 

It was at first thought to be 
impossible to operate the gates, 
locking ‘bolts, bridge bolts, jack- 
ing gear, runaway pointe, and 
signals electrically, and a system 
of mechanical bell-cranks, and 
levers was suggested, similarly to 
other swing bridges. Obviously 
a bridge so arranged would have 
required a larger staff to operate 
it than is necessitated by the 
electric control system that has 
been adopted. 

A scheme for the complete 
electrical operation was роб 
forward by the Igranic Electric 
Company, and the obvious 
practicability of this scheme 
so favourably impressed the 
consulting engineers (Messrs. 
Crouch, Hogg & Easton) and the 
authorities (The Caledonian Rail- 
way Co. and the Glasgow and 
Clydebank Corporations) that it 
was decided to ask several of 
the most prominent electrical 
engineering firms to put forward electrical schemes. 

Ultimately that originally put forward by the Igranic 
Electric Oo. was adopted, this firm having had consider- 
able previous experience in the operation of swing and 


Scherzer rolling bridges. The main objects of the scheme 


were: — (1) The safety of the public; (2) To make the 
bridge 80 fool- proof that it could safely be operated by 
unskilled and consequently inexpensive labour, and to 
arrange the operation so that only one man would be needed 
to do everything necessary for opening or closing the bridge 
and gates, and that he could operate from one position. 

It thus dispenses with the services of two other. men, 
who, under a mechanical scheme, would have been neces- 
sary day and night to open and close the road gates, &c. 
For this purpose the whole of the operations are put under 
the control of a small master switch in the bridgeman’s 
cabin. This master switch is of the most simple and mis- 
take-proof character. It consists of a small metal box 
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having a vertical handle which is moved in one direc- 
tion to open the bridge, and in the opposite direction 
to close the bridge. On the box are marks on each side of 
the centre, showing the position to which the handle should 
be moved for each successive operation of opening or closing 
the bridge. This master switch is the only piece of appa- 
ratus that has to be manually operated, all the rest of the 
controlling gear being automatic. : 

The sequence of operations is as follows :—Assuming the 
bridge to be closed to canal traffic. To open the bridge the 
operator moves the master switch handle to the first posi- 


p.t. 
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MAIN CONTROL PANEL. 


tion in the direction marked “open.” This first sets at 
„danger a semaphore signal at each end of the bridge, 
and causes a loud ringing bell to sound in the road at each 
end of the bridge and up the side street. Until this bell 
has rung fora predetermined time (say 10 seconds), nothing 
further can be done, no matter how the operator moves the 
master handle. When this period has expired, it i8 pos- 


sible, by a further movement of the master handle, to open 
the runaway points so that a runaway tramway car could 
not run on to the bridge or into the canal, but would be 
turned on to side lines. 

A further movement of the master controller handle 
switches the electric current from the tramway overhead 
wires on to the switchboard in the machinery house, so that 
it is available for turning the bridge, and the overhead 
wires on the bridge are at the same time made dead. 

On moving the handle to the next notch, the road gates on 
the east side, of the bridge are started in the closing direction, 
and this movement continues until the gates. 
are within, say, 18 in. of being closed, when 
they automatically stop. 'The gates on the 
west side are then nearly closed in like manner, 
and after this it is possible to entirely close- 
first the eastern pair of gates, and then the 
western. The object of this intermediate 
partial closing of the gates is to prevent the 
possibility of a child or a careless or intoxicated 
person being caught and squeezed between 
the gates. The gates, having been closed, 
are automatically locked in position. 

A farther movement of the master handle 
unlocks the bridge bolt, which is used to keep 
the rails on the bridge in correct alignment. 
with those on the road, and when this bolt has 
been withdrawn, it it possible by a further 
movement of the master handle to start the 
jacking motor so that the jack is unscrewed. 
(This jack is used to take the weight of road- 
way traffic when the bridge is closed and pre- 
vent any movement of the bridge while traffic 


MASTER CONTROL SWITCH. 


is passing over it.) The bridge is now ready 
for swinging, and the master handle being 
moved to the next position the bridge 
motor starts and the bridge swings in the 
opening direction. When it is nearly open, 
it is automatically slowed up and finally stopped 
without any jar against the abatment, and 
this slowing and stopping are entirely auto- 
matic and demand no care from the bridge- 
man. The master handle can now be moved 
to the central position again ready for closing 
the bridge. To close the bridge the operator 
would move the master haudle step by step in 
the opposite direction to that for opening. It 
is impossible either when opening or closing 
^ the bridge to do anything out of the proper 
order, no matter how the master controller 
handle is operated, as the various functions 
are so interlocked that improper or impatient 
operation only stops the process of opening or 
closing and compels the operator to confine 
himself to the proper method. For example, 
should the operator impatiently move his master handle 
forward to commence any movement of the machinery before 
the proper preceding movement has been entirely com- 
yleted, he would only succeed in stopping all movement until 
he moved his handle back to the correct position and pro- 
ceeded in the ord.ined manner. He is kept informed of 
the completion of each movement by a visible signal given 
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automatically on an illuminated indicator in his cabin. The 
operator can, in case of emergency, stop any operation at 
any point and can even, if necessary, reverse it. Further- 
more, he can at any time sound the loud alarm bell by 
merely pressing a button. 

Every operation is performed by electrical means and the 
design is such that any failure of the electrical supply or 
any breakdown of any part of the gear can at the utmost 
only stop the operation of the bridge, but cannot produce 
improper operation and thereby lead to an accident. 

A bridge on similar lines is under construction at Kil- 
bowie Road, Clydebank, in connection with the tramway 
extensions from Clydebank to Drinbocher. 


LEGAL. 


RUCHENBERG r. BRITISH ABRASIVE WHEEL Co. 
(Concluded from page 315.) 


THE plaintiff was called, and in the course of his evidence said 
that the insulation was not first class and suitable for the pressure 
which it had to withstand. He was unable to account for the 
breakdown. He went to the works of the defendants in company 
with Mr. Swinburne, the well-known electrical engineer, to make 
tests, They were met by Mr Strover, on behalf of the company, 
who told them that the ashestos cloth insulation for the water- 
jacket had not arrived. When the asbestos cloth did arrive Mr. 
Strover and his assistant proceeded to wind it round the electrodes, 
and bound it with what was known as broom-wire—an iron wire 
coated with tin, The work was not satisfactory. It was a con- 
tinuous wire, and when it broke the whole unc^iled. It broke 
immediately they tried to pat the electrodes into the jacket. They 
could only get two electrodes in, and Mr. Strover persisted in using 
a stump 18in. long. When remonstrated with, he said he could 
not afford te throw the stump away. Witness saw the stump 


brought from the waste dump, where it had been thrown away. 


It was not possible to get a whole carbon in, and witness was so 
anxious to get the test over that he agreed to run with the stump. 
Witness described in detail the manner in which the teet was 
carried out, and said that the manner in which the test was made 
was responsible for the failure of the furnace to work properly. 
Mr Strover, when the test had been made, said the pump was no 
good, the furnace was no good, and he (witness) was no good. 
Не (witness) agreed that it was useless to carry on the test under 
the circumstanaee. 

Qa March 3rd further evidenoe was called in support of the 
plaintiff's care. 

Мв. ERNEST RoBERT WATSON related the steps which had been 
taken by him to test the transformer. Не seid it was wound fora 
high voltage. It broke down owing to a leakage from the bottom. 

in cross-examination, he said that assuming proper precautions 
were taken there would be nothing improper in putting it to a test 
of 9.000 volte, 

Ma. JOHN PINNOCK, foreman at the machinery department of 
Tangye & Oo., described the test to which he had put the jack.“ 
He said that he had subjected it to the hydraulic test of 81 cwt. to 
the eq. in., which was equal to a carrying power of 31 tons. 

Wm BISHTON, also employed by Tangye & Co., also gave evidence 
as to other teste. | 

MR. CLAVELL SALTER, K.C., in the course of his opening for 
the defence, said that the contract having been made, the 
defendente took works on the Tyne where they were going to 
manufacture the abrasive wheels, and waited for the farnace 
to come, but it was not delivered until long after the contract 
time, and when delivered, he contended, it was a worthless 
thing. A plan was submitted to Mr. Strover, and after examining 
it, he said in fact, "go ahead,” but that could not relieve the 
plaintiff of responsibility. The specification sent wae, in fact. for 
a wholly different furnace. Mr. Rathenberg asked for £500 
before deliver» was complete. The defendants acked for delivery 
of the remaining parta, but plaintiff disclaimed any guarantee, 
and said that the furnace as ordered had been delivered, the other 
parte referred to being outside the contract. The other parta 
arrived in due course, and the furnace having been erected the 
power people required to test the traneformer, and they submitted 
it to a fair and proper test under which it broke down. That 
involved a delay of 10 days for repairs and it had stood the test 
afterwards and had been at work since. When the furnace was 
delivered it was tested, and the result was complete failure. no 
commercial result being obtained. With the exception of the 
hood, the furnace was the ordinary electric furnace, and the hood 
seemed to be an encumbrance rather than an advantage. It was 
not suggested that the furnace, as worked by the defendants, was a 
hopeless failure, but as supplied by the plaintiff it was. 

Some evidence was called in support of counsel's statement, 

On Monday, March 8th, further evidence was given for the 
defence. 

Мв. E G. Strover related the various experiments he had made 
at the works of the defendants in order to make the furnace 
effective. 

In croes-examination, he said that on July 26th the furnace was 
erected, in accordance with the plans, with the exception of the 
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electrodes. On August 26th, he said, they had an explosion, after 
which he took off the water-jacket. He continued working with 
the outer shell until September 25th, and then he took the hood 
off. Subsequently he made various other changes. Witness 
admitted that the oorrespondence showed that the plaintiff 
objected to the removal of the shell or jacket, and that he 
(witness) had eaid that it had been removed for the time being 
because it was in the way. He removed it before it had been 
tried. 

Other witnesses were called, and the hearing was again 
adjourned. On Tuesday. after counsel's speeches, the Referee gave 
judgment for the defendants on the claim and counterclaim, with 
costa, and judgment was entered accordingly. 


Britise INSULATED AND HELSBY CABLES, LTD., v. CRITTALL 
MANUFACTURING Co., LTD. 


In the Official Referees Court, on March Ist, Mr. Muir Mackenzie 
commenced the hearing of an action for the recovery of £544, the 
price of an electric welding machine, &c. The defence set up a 
counterclaim for breach of contract, the defendants alleging that 
in view of the contract being carried out they purchased a motor 
and generator and other electrical plant in connection with the 
welding machine, at a cost of £283. The defendants also claimed 
for expenses incurred in setting up and testing the machine. 
They contended that the machine did not comply with the specifi- 
cations and description contained in the contract, and that it was 
totally unfit for welding casement frames. The machine, at the 
request of Messrs. Bullock, acting on behalf of the plaintiffs, was 
returned for further teste and alteration. | 

Мв. GREER, K.C., for the plaintiffs, said there was no dispute 
as to the order having been given or as to the delivery, and subject 
to the counterclaim the plaintiffs were entitled to judgment for the 
amount due. The defendants contended that as the welder had 
not complied with the contract they were not liable to pay for a 
copper and rubber cable. The plaintiffs were, said counsel, manu- 
facturers of electric welding machinery, and they had had during 
the past 20 years considerable experience in that kind of work in 
this country. The defendants, who were makers of metal сағе- 
ments for windows, got their material in bars, which had to be 
welded together in order to form the frames. Up to the time 
when they purchased the plaintiffs machine, they had welded 
their bars by means of gas blowpipes, which was not nearly so 
efficient as the process of applying heat by means of electricity. 
What the defendants complained of was that the plaintiffs had 
undertaken within a given time to deliver a machine which would 
weld casement metals with a minimum of errore, and this, they 
said, the plaintiffs’ machine did not do, and that further time was 
allowed the plaintiffs in which to complete the contract, which 
they failed todo. Counsel detailed the circumstances which led 
up to the contract and explained that the delays complained of were 
brought abcut by matters which were outside the contract. The 
defendante, for instance, he said, failed to send the materials 
which were necessary for making the test under the contract. 
Another cause of delay was that there was no permanent power 
plant upon the works. There had been a fire on the works, and 
the insurance company did not approve of the temporary plant 
introduced. He contended that the plaintiffs had produced a satis- 
factory machine, and he suggested that the Referee, with experts 
киеш each eide, should visit the works and see the machine 
at work. . 

The RFFEREE expressed his willingness to see the machine, 
after hearing the evidence, and before giving judgment. 

Mr. SIDNEY CHas BULLOCK, manager of the electrio fitting 
department of the plaintiff.’ firm, gave evidence in support of the 
plaintiffs’ case. He seid that the plaintiffs experimented upon bars 
pent to them by the defendants in September, 1911, and explained 
how the welds were made, with results which proved sati«f«ctory 
when they were submitted to the teet of force. Where the welds 
did not prove satisfactory, it was owing to the parts being of 
different dimensions. He pointed out to Mr. Crittall that he could 
never expect to get satiefactory welds with bars which varied in 
thickness to such an extent as those that had been submitted for 
test. | 

Іа cross-examination as to the importance of the variation in 
the dimenrions of the bars, the WITNESS said that where the ends 
of the bars did not come into close contact with the clamps, the 
parts did not heat equally, with the result that an imperfect 
weld was formed. 

On the hearing being resumed on March 3rd, the REFEREE said 
he would like to see the machine at work, but it would not be 
convenient for him to visit the works until Tuesday this week, 
and in the meantime the evidence in support of the plaintiff’ case 
might be completed. 

MR GrEER, K.C., said it might not matter whether the machine 
was now in a complete condition, as, technically, the defendants 
might say they were entitl-d to refuse the machine because it was 
not demonstrated at the time; but even that would not entitle 
them to throw upon the plaintiffa the cost of the experimenta. 

Мв. PAUL BUCHER. manager of the plaintiffs’ electric welding 
shop, а pos tion which he said he had held for eight years in the 
course of his evidence described tte manner in which the welding 
was carried out in the case of a printer’s chase, the machines for 
which he had designed and carried out himeelf. In that case. he 
said, the material was cold-drawn steel, and at the welded corners 
the bars were «quare cut. Before doing the defendants’ work he 
had had no experience in making metal casements. The metal 
sent to be welded in the first instance differed from that eupplied 
after the machine was delivered to the defendanta, and the clamps 
previously used would not do for the material supplied later. 
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Clamps were very important in a welding machine, and he could 
only make the clamps by having the materiala to be worked upon, 
or dimensioned plans. 

The hearing was again adjourned. 


On March 4th, evidence was given by DB. BBISLEE, the British 


Yasulated Co.'s analyst, as to the result of his analyses of the 
metal submitted to the plaintiffs for the experimental working of 
the machine. He said that the result of his analyses was that an 
exoess of sulphur existed in the metal, and that that excess was 
prej udioial to good welding. There were other chemical constituents 
in the metal in addition to iron, and he was not prepared to say 
that the fault was attributable to auy one of them alone; but for 
the purposes of electric welding an excess of sulphur in the metal 
was a fault which prevented good welding. There was an essen- 
tial difference between electric welding and welding by gae. The 
Cable Co. were great experta in electric welding. 

Mr. D. SINCLAIR, electrical engineer and general manager 
of the plaintiffs’ works, said that he had occupied that poei- 
tion since July, 1902, and before that he was 20 years 
with the National Telephone Co. He had had a wide experi- 
ence in all varieties of electrical machinery for many years as 
& buyer, and later as a seller. 
Co. was in the vicinity of two millions per annum. Не took no 
active part in the designing or preparation of the machine in 
question; but when the difficulty arose he received a personal 
letter, in consequence of which he had an interview with Mr. 
Crittall, sen., at which Mr. Bullock, Mr. Harris and Mr. Bucher 
were present. The result of the meeting was, more or less, a com- 
promise. Mr. Crittall had refused to pay some money which he 
(witness) thought had nothing to do with that particular transac- 
tion. The money was overdue from another account, and Mr. 
Crittall ultimately agreed to pay it. Upon that the machine was 
discussed as well as the size of the iron used for making the frames. 
It was agreed that the machine should be returned to the works, 
and that the defendants should supply the company with samples 
of such iron as they could buy commercially, and the company, on 
their part, agreed to do all that money and skill could do to make 
the machine properly. He believed it was understood that a 
reasonable inspection of the machine would be made by the buyer 
in conjunction with the company's experts, and he believed that at 
that time both parties thought they could be satisfied, 

Мв. BUCHER was recalled for further oross-examination, and in 
answer to Mr. Colam, he said that the novelty of the process of 
electric welding was that ty using a great amount of current in 
excess of the carrying capacity of the metal heat was generated 
and the metal melted. The process was a speciality, but there was 
no difference in principle between the company's process and 
the process which was in use by German and American firms. 

Oa Friday, March 5th, Mr. Harry HvuGars HARRISON, 
A.M.I.E E, was called. He said that he was engaged as engineer 
at the London office of the plaintiff company, with whom he had 
been for over nine years. He first came into communication with the 
Crittall Company in 1911, and previous to that date he had not made 
any mitre welders. He referred to a number of interviews which 
he had had with the defendants as to the possibility of making 
successful mitre welds, which ultimately resulted in the con- 
tract. After that date he had no further neyotiations until 
June, 1913. and then it was with regard to a compromise. At that 
time it was pointed out to Crittalls that there were difficulties in 
regard to the heating, owing to the variations in the bars, and that 
it would be necessary to provide a modified design of clamp. Mr. 
Ballock had stated that he and Mr. Bucher had discussed such 
modification, and that they were confident it would be successful, 
but thet it would involve a decrease in the rate of output. The 
amount of decrease was not mentioned, so far as he remembered, 
but Mr. Ceittall stated that they badly wanted the machine. 

Мв. CoLAM, K. C., in stating the case for the defence, said that 
while experimenting with the machine they were honestly trying 
to get it to work. He pointed to certain alleged defects, and said 
that if the defendants were captious, and were trying to get rid 
of the contract, they would have at once told the plaintiffs to take 
the machine away, instead of trying in every way to remedy the 
defects, and this contention he supported by letters which had 
passed between the parties. 

The hearing was again adjourned. 


TUNGSTEN DRAWN WIRE.—PETITION FOR LICENCE. 
(Continued from page 315.) 


Evidence was given on behalf of the petitioners. 

Мв. CEOCIL DouGLAS FALCKE, secretary of the Robin Electric 
Lamp Co., stated that the Association's list price for lamps with a 
voltage of 200 to 250 was 2s. 8d., and for lamps of a low voltage 
2a. 2d. The Association firms issued rules for the re-sale of 
tungsten lamps. 

МЕ CAVE called upon the other side to produce а сору of these 
rules 

Mr. WALTER said he did not care for the Tungsten Lamp 
Association. He did not produce the rules. 

Мв. CAVE said witness had obtained what purported to be а copy. 
This wis handed to the Judge, together with the price lists of the 
„Mazda,“ Wotan,“ "Osram" and Ediswan lamps, which 
sho ved that the prices were all the same. 

MR FALCKE said his company gave an experimental order for 
lamps in squirted wire, and these were made at ls. 4d. each for 
low-voltage lamps, and 1s. 6d. each for high-voltage lamps. 
Messrs. Siemens made lamps for them with a voltage of 105 at the 
price of, he thought, about 18. 8d. 


The turnover of the Cable . 


Cross-examined by Мв. WALTER : His company wanted to work 
under the Siemens and B.T.H. Co.'s patents, but they had no 
process at present and were not making any lamps. His company 
had obtained an estimate for the establishment of a complete 
factory for making lamps and wire. This was about £25,000. 
The cash capital of his company was £10,350, The company was 
promoted by the В. Е. Syndicate, which was then taken over by 
the company with its British and foreign patents for 50,000 £1 
shares, Two-filament lamps might be old, but the idea of their 
cap was new. His company's patent cap could be fitted to the 
lamps made by others. 

Mg. WALTER: Your ingenious idea is for a clip round a lamp, 
to take 1a. 2d. as the cost and sell for 2s. 10d. leas the discount to 
the trade, and net a profit per lamp of something like 1s. You 
now desire to come in after all the pioneer work has been done 
phere a licence to start where others have ended That is not our 

ault. 

WITNESS said his company intended to make lamps in all the 
standard voltages and candle-po wers. 

Cross-exsamined by MR. CoLEFAx, Witness said they rejected an 
offer by the Siemens Co. as wholly unreasonable, namely, 1s. higher 
than the list price. 

Mr. SPENCER FLOWER, a direetor of the petitioning company, 
said they would prefer to buy their drawn tungsten wire from one 
of the patentees, but if they got a licence they were prepared to 
make their own. They would have no difficulty in getting com- 
potent employés and in getting capital if the present obstacles were 
overcome. 

Cross-examined by Мв. WALTER, Witness said the original pur- 
pose of the company was to buy wire and get lampe made for 
them, but whether they afcerwards made lamps themselves was a 
question of policy. It was never their intention to import lampe. 
Their intention was to fix the price at the same figure as lamps 
were being sold at. They might charge a few pence extra. 

Мв. Сковс® HookKHAM, of Birmingham, stated that he was 
interested in the Robia Co., but was not а director. He had no 
doubt as to the practical utility of the Robin lamp, or as to the 
reception it would meet with at the hands of the public if it were 
put on the market at a reasonable price. 

Мв. JosgPH T. Ковтх, the inventor of the Robin lamp, said that 
in an interview with the representative of the Siemens Co., the 
latter said they were very anxious to get the order for making the 
lamps, but they had to make conditions as to the price, The 
Tungsten Lamp Association wanted them to impose a price of 2s. 
higher than the list price, instead of ls., but as the result of 
negotiations, the Association agreed to reduce the charge to 1s. 
more than the list price. The price was fixed on the amount of 
the discount, but he knew that bigger discounts were being quoted 
to other people. The Robin Co. had several customers waiting for 
their lamps. 

Cross-examined by Мв. WALTER : His company had considered 
the question of importing double-filament lamps, also wire. Ав to 
what would be & fair profit, it would not be fair to sell for more 
than the Tungsten Lamp Association obtained, because they 
thought that the Association were making too much money out of 
their lampe. 

Re-examined by Мв, CAVE, who asked if he had any idea of the 
profits made by the members of the Association, Witness said he 
had the word of one of the principal directors in Berlin of the com- 
pany which made the Osram lamps that the profits were very high. 

MR. S. BIHELLEB, of the firm of Weiss & Biheller, Chiswell Street, 
E.C., said he could get Austrian and German lamps for re-sale abroad 
at6d.each. This would be the same ty pe of lamp as was here charged 
2s. 21. for. He could compete with the Association in China and 
Australia by buying lamps at 741. each. The standard retail price 
for similar lamps in Germany was 1 mark 50 pfennigs. 

Cross-examined by Мв. WALTER: He did not sell in this country 
the lamps he bought at 6d. each because of the existence of the 
patente. In Canada they were sold to dealers at 18 cents each, 
and to the publio at 40 cents each. 

Messes. THOMAS ROSE and L. J. SIMON, electrical engineers, 
gave evidence as to the advantages of the Robin lamp. Mr. Rose 
said the price for drawn tungeten wire sold by the General Electric 
Co. in the United States was $5 per 1,000 ft. 

Мв. MATTHEW ADAMS, an electrical expert who advised the 
petitioners on the wire patente which he had selected for inclusion 
in their petition, then gave evidence. Drawn wire, said Mr. 
Adama, reduced the cost of making up the lamps by not requiring 
во many joints in the filament. 

What about the brittleness in the hands of the consumer ?—It is 
less in the drawn wire than in the pressed wire. In tims there is а 
tendency to crystallisation which tends to reduce the difference 
between drawn wire and preseed wire, 

Have you found any country in the course of your inquiries 
outside the United Kingdom where the lamps have achieved so 
large a rise in price as in the United Kingdom ?—No. 

In your opinion is the price in the United Kingdom due to the 
merit of the lamp or other causes ?—I think it is largely due to 
the great advertising of the people who had it in hand. 

On the subject of competition, Witness said the putting of two 
groups into one oombination restrained competition. In the com- 
petitive market royalties varied from 1 to 5 per cent. on the net 
selling price. He had known the royalty go as high as 10 per 
cent., but in a highly competitive field 10 per cent. would strangle a 
market, 

Would the Robin lamp with tantalum have a reasonable prospect 
of success ? —No, because tantalum has gone so much out of use 
that the public demand is relatively small. 

Is the tungsten drawn wire important for commercial success ? 
— Les. 


Vol. 76. No. 1,946, Maron 12, 1915.) THE ELECTRICAL REVIEW. 


853 


Мв. ADAMS, in reply to further questions, said he gave an order 
in Italy for drawn-wire lampe, and was supplied with six Z” 
lampe and six Phillipe, The lamps were shown to his Lordship. who 
observed that the Z was priced at an English equivalent of 8d., 
and the Phillipe at about 83d. Witness said these were the retail 
prices in the Italian market. As to the uses of tungsten which 
witness was asked about, he said he could not see why tungsten 
should not be used more than steel for some purposes, because it 
gave greater strength than steel and was non-corrodible. Tungsten 
wires might, for example, be used for piano strings, and if there 
was an industry in the wire there would be many industrial appli- 
cations of it. 

This closed the petitioners’ case, and Мв. Олт summed it up. 
Whatever test, said Mr. Cave, was applied to the price of 125s. asked 
for the wire, that price was unreasonable, and it was wholly impos- 
sible to justify it. The petitioners were williog to take their 
relief on any reasonable terms, but his Lordship could not, under 
the Aot, fix the price of the wire. They were willing to take a 
licence to make the wire only for the purpose of selling their 
lamps, upon the terms of paying a percentage on the sale price. 
Why should the Robin Co. not get a licence on the terms granted 
to the Ediswan Co.? They were also willing to import the wire 
and to pay a royalty upon every metre imported. The Court had 
never looked with favourable eyes upon combinations of the kind 
engaged ín the tungsten wire business. They were not illegal, of 
course, but they were prejudicial to the interests of the public. Не 
ао that the petitioners had made out а case for а compulsory 

oenoe. 

His LorpshiP intimated to Mr, Walter that he desired to hear 
him on the evidence that had been given. 

Me. WALTER said oertain sections of the Patents Act were 
imposed on patentees who were unreasonable, but the case con- 
templated by the sectione had not.been attempted to be made ont 
by the present petitioners. They had put their case not on the 
ground that the public were in any way hurt, but that they, the 
petitioners, were refused a licence, and that the true construotion 
of the sections was that snyone might have a licence under any 
letters patent, and that the desire of an individual to work under 
the patent was sufficient to justify the Court granting a licence. 
The petitioners’ case must be put as high as that. They said they 
would like to have a licence under a group of patenta which 
covered a large number of alternative methods of working, and 
then they would elect what they would do. There was no evi- 
dence of any existing trade or industry being unfairly prejudiced, 
or of any new trade or industry being unfairly prejudiced. 
Neither was there any evidence of any demand for the tungsten 
wire except by this company. The petitioners wanted to reap 
where others had sown by adding a small improvement to an 
existing invention and obtaining the benefit for themselves. They 
did not say under which patent they wanted to work, but they 
came to the Court for a general licence. | 

Mr. CoLEFAX eaid his cliente, Siemens Broe., were the owners of 
three patente, and the patented article in respect of each was 
different, because the process was different. No default on the 
part of his clients had been proved as regarded the manufacture of 
the patented article. Меевгв, Siemens offered the petitioners to 
make their lamps on terms that were not unreasonable. The 
petitioners gave it out that their lamp would be a double-life lamp, 
and that was the basis on which they were going to conduct their 

It would be a great injustice to the Siemens Co. if the 
petitioners were to be put in a position of being able to come into 
the market, and with a lamp that was going to last twice as long 
as a single-life lamp and sell at the same price. The Siemens Co. 
therefore seid to the petitioners: “We will supply you with the 
lamp, and all we ask of you is that you shall sell it at not less 
than 1s. above the single-filament lamp." That was not an 
unreasonable request. 

His LORDSHIP, in reserving his judgment, said that if he desired 
"d pi the respondents’ evidence, he would give counsel notice and 

a y. 


R. L. Joxxs & Co., г. ORPHEUM, LTD. 


Mr. VEREY, one of the High Court's Official Referees, on Friday 
March 5th, commenced the hearing of an action in which plaintiffs, 
a firm of electrical engineers carrying on business at Teddington, 
sought to recover from defendants, a Cinema Theatre Co., running 
picture palaces in various parts of the country, the balance of 
an account for electrical fittings, &c., for a theatre at Croydon. 
The claim, said MR. Woopcock, who appeared for the plaintiffs, 
was divided into two parts, the first two items of £50 each 
coming under a general contract for fitting up the theatre, a con- 
tract which provided for payments upon architect's certificates, 
and as to those he (counsel) contended that it was not competent 
for the defendante to go outside their contract. The other item 
of £46 11s. was for an electric motor and gear for raising the 
curtain, which was outside the contract work, which was to be 
done for £298. Specifications and an estimate were sub- 
mitted by the plaintiffs, and approved by Mr. Gilbert Booth, 
the defendants’ architect, who wrote an acceptance, the plaintiffs’ 
undertaking being to do all the work of electric lighting and 
installing plant at the theatre. The work proceeded, and pay- 
ments were made from time to time on certificates ; but, notwith- 
standing the certificates, the defendants now sought to go behind 
them, and defended the olaim on the ground that the work was not 
carried out according to contract, and that it was negligently and 
improperly performed. On particulars being applied for, they 
said that the motor-generators were not fixed so as to avoid vibra- 
tion, the result of which was damage to the building, and noise 
causing annoyance to the audience. The generators, said counsel, 


were fixed under the supervision of the defendante’ own architect, 
who chose the places where they were to be fixed, and he would 
not allow the generators to be bolted into proper cement-beds. If 
there were vibration, counsel contended, it could easily have been 
remedied, and throughout the whole of the correspondence he 
could find no complaint in regard to them. It was not until 
particulars were filed in the action that any complainta were made 
about vibration. Defendants further oomplained that the 
motor-generators sparked badly, but plaintiffs said that 
if there were sparking, it resulted from proper atten- 
tion not being given to the machines. When fltted 
they were not sparking unduly, and were showing no signs 
of defect. The plaintiff supplied Newton generator, which 
were the best on the market. The architect was satisfied, and there 
was no suggestion by him that they were not what they should be. 
Then the defendants said that the lighting was defective, but 
that was denied by the plaintiffs, who stated that any small 
defects were remedied at once. Ali the amall matters complained 
of had been remedied, and no complaint had been made after- 
wards until affidavits were filed under Order 14. The work was 
duly passed by the local authorities, by the lighting authority, by 
the police, and by their own architect. There was, moreover, no 
condition in the contract as to the silent working of the motor. 
It was quite impossible, where a curtain motor was placed inside 
the theatre, to avoid some noise, and consequently the common 
thing was to have the motor placed outside, In this саре the 
architect had to say where it should be placed, and he chose a 
place under the stage, although it was pointed out to him that 
there might be noise owing to the stage acting аз a sounding 


Some evidence was given in confirmation of the statements of 
counsel, and the hearing was adjourned until Monday, March 15th. 


SINCLAIR v. LEVINSKY. 


In the Shoreditch County Court on Friday, before his Honour 
Judge Cluer, Charles Sinolair, trading as the MacFarland Electrical 
Co., of 83, Oamberwell Road, S. E., sued Abraham Lavinsky, of 
Oanonbury, to recover £63 10s. for electrical goods sold and 
delivered for the Dal:ton Playhouse Cinema, Kingsland. The case 
had been remitted from the High Court. 

Mr. A. E. Robinson appeared for the plaintiff, and the defendant 
in 


person. | 

It appeared that arrangements were made to build the cinema, 
and Мевата. Gasson, Cockerill & Oc., Ltd., got the building contract. 
Payment had mostly been made by bills, accepted by a Mr. Davis, 
who made the contract, and had formed the subject of High 
Court actions. It was alleged that although Davis was the signa- 
tory to the contract, the real one concerned was the defendant, 
whom, it was quite understood, was financing Mr. Davis. The 
electrical goods concerned in the action, it wae suggested, were 
extra to the building contract, and the defendant himself chose 
them and ordered them, together with Mr. Davis. 

The PLAINTIFF gave evidence as to this, and said the only one 
he recognised in the matter was the defendant, who was introduced 
to him by the architect. It was true Mr. Davis was present when 
the goods were selected, but he appeared to be in the position of 
adviser, as the defendant did not appear to understand things 
thoroughly, but nothing was ordered except with the sanction of 
the defendant. 

Mr. ERNEST CANNELL, the architect, said the defendant said he 
would see that the plaintiff was paid every penny. The builders 
refused to order the electrical fittings, as they said they were 
extra to the contract. Had the work gone through the builders it 
would have coat 10 per cent. more—their profit. 

After a good deal of detailed evidence had been given, judgment 
was entered for the plaintiff, with coste. 


A QUESTION OF DISCOUNT. 


In the City of London Court, on March 5th, before his Honour 
Judge Rentoul, K.C., Mr. George Braulik, electrician, 8. Lambeth 
Hill, E.C., brought an action against Mr. E. О, Goodfellow, elec- 
trician, 28, High Street, Highgate, to recover £1 178. 5d., being 
the balance of a substantial account for electrical accessories 
supplied. The defendant said that when the plaintiff executed his 
various orders it was agreed that he was to have 5 per cent. off 
the catalogue list in addition to 50 per cent. if he bought goods 
to the value of £25 or more. He put it on the order so there 
should be no misunderstanding. The plaintiff's representative 
said that they had given the defendant 50 per cent. discount, and 
their point was their traveller had agreed to give another 5 per 
cent. if the money was paid within a reasonable time, and that 
in their view the defendant had not made his payments within a 
reasonable time. Judge Rentoul, K.O., eaid in the absence of the 
traveller he must accept the defendant's description of the trans- 
action. The plaintiff, like all other suppliers of electrical &oces- 
sories, issued a catalogue charging 100 per cent. more than he 
was willing to take for the goods. That was done for the 
benefit of the innocent, but with traders like the defendant they 
knew they could get 50 per cent. cff. It was a business matter. 
It was very similar in the piano trade, where people could tell 
their friends that they had bought an instrument listed at 
100 guineas when they had in fact paid £45 for it. He went 
through the accounts, and in the end gave judgment for the 
plaintiff for 9s. 7d. and costs, The defendant subsequently 
returned and asked for his coste, but was informed he would 
rake 2 рау the plaintiffs costs instead of receiving any for 
86 e. 
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PowrER HOUSE ACCIDENT.—RAILWAY Co. FINED. 


AT Formby, on March 8rd, the Lancs. and Yorkshire Railway Co. 
were summoned for a breach of the Factory and Workshops Act in 
connection with an accident which occurred at the Formby power 
house, Mr. Samuel Pope (instructed by the Mr. L. S. Holmes), 
appeared for the Director of Public Prosecutions, and Mr. Hyslop 
Maxwell (instructed by Mr. Parmiter), represented the company. 

The accident, it was stated, occurred as the result of two men 
continuing to work at a live switchboard. According to regula- 
tions, they should have left the work until midnight, when the 
ewitchboard would be dead. They did the work on their own 
responsibility. When Hindley, one of the men, was on a step 
ladder, а cable he was carrying caught a live part of the plant. 
He was thrown from the ladder and severely burned. He was 
receiving hospital treatment, and the company were paying him 
compensation. 

Mr. MAXWELL pointed out that the company could have taken 
proceedings against Hindley for his action in working contrary to 
regulations, but they had preferred to take the responsibility for 
what he had done. | 

The MAGISTRATE imposed a penalty of £20 and £20 ooste. 


DAMAGES AGAINST WEST HAM CORPORATION, 


DAMAGES to the amount of £300 were awarded in the King's 
Bench Division, on Friday, before Mr. Justice Shearman and a 
common jury to Herbert Spicer, a baker's assistant of Leyton, 
against the West Ham Corporation. Last May he was driving his 
van along the Broadway, Stratford, when a wheel was wrenched 
off, it was alleged, owing to the defective condition of the tram- 
way route. Plaintiff was thrown to the road and broke his arm, 
and it was said that the movement of the arm was permanently 
ири The Corporation denied the allegations on which the 
claimed was based. 


HOLBROOK г, FORD. 


In the City of London Court, on February 25th, before Mr. 
Registrar Wild, Messrs. J. Holbrook & Oo., electricians, Foster 
Lane, E.C., sued Mr. Ford, shirtmaker, for 133. 6d. for fitting up 
electrio light at premises situate in Cheapside. 

The plaintiffs witness said that Mr. Ford made an application 
to them to fit the premises up with electric light. The work was 
carried out and no complaint was made. There were several appli- 
cations for payment, and then Mr. Ford said he would let them have 
something on account. Later it was suggested to them that it was 
Mrs. Ford for whom the work had been done, and she had since been 
added to the proceedings. In January Mr. Ford came to them and 
told them he had nothing whatever to do with the business, That 
was the only evidence they had on that matter. The defendant, 
Mr. Ford, said he was insiruoted by Mre. Ford to have the electric 
light put up. He (defendant) was only working as a porter for 
Mrs. Ford, and was getting no salary. Mrs. Ford had asked him as 
as favour to get the light put in. The Registrar said that the defen- 
dant went to the plaintiffs and did not say a word about Mra. 
Ford being liable, but had himself given the plaintiffs the order 
for the work. What Mra. Ford had said to him (defendant) was 
not conveyed to the plaintiffs. The defendant said what he had 
done was done on behalf of Mrs. F.rd. 

The REGISTRAR said the defendant should have given the 
plaintiffs the opportunity of trasting Mrs. Ford. The defendant had 
made himself responsible for the work. There was no evidence in 
the case except what the defendant said about Mre. Ford, and she 
would be struck out of the proceedingt. 

The DEFENDANT said he had nothing to do with the matter, 

The REGISTRAR: You have everything to do with it. You have 
given the order for the work. You say you act as agent for Mrs. 
Ford, but inasmuch as you never mentioned it to the plaintiffs, you 
have made yourself responsible. It is no use your now saying the 
debt belongs to someone else. 

Judgment was given for the plaintiffs, and an order made for 
payment in 14 days. | 


THE VALUE OF A DOG. 


AT the Manchester Assizes on February 26th, James Billington, 
travelling dealer, of Hilda Street, Moston, brought an action for 
damages against the Manchester Corporation, alleging that he 
received injaries while travelling on a city tramcar, through the 
driver pulling up the car suddenly. The driver of the car stated 
that he pulled up suddenly to avoid running over а dog. Damages 
of £100 were awarded to the plaintiff, and the jury expressed the 
hope that the driver would not suffer in any way. Mr. Justice 
Sankey expressed a similar hope, and counsel undertook to convey 
these expressions to his clienta—the Corporation. 


Ban on Electricity in Russian Churches, —The 
Bparchial Congress of Divines, having considered the principle and 
the practical aspect of allowing electric lighting in the churches 
in no case to be allowed in chandeliers, or before the sacred ikons 
(images), has proposed to lay a tax on the churches that uee elec- 
tricity, in favour of the Eparchial candle factory. The tax is to 
be 40 copecks (about 101.) per lamp per year. The only lamps to 
be exempt from this tax are those illuminating vestibules. Cold 
churches, where services are only held in the summer time, will 
pay only half the tar. 


WAR ITEMS. 


American Electrical Exports.—The American Electrical 
Review and Western Electrician ” publishes the following 
particulars of the U.S. electrical exports for last December, 
and also for the calendar year 1914:— 

The December total was slightly below that of the pre- 
ceding month, and still much below that of the correspond- 
ing month in 1913. For the four classes for which the 
number of articles shipped is given in the Government 
reports, there were exported in December the following: 
Electric fans, 693; arc lamps, 52; carbon-filament lamps, 
34,856; metal-filament lamps, 383, 545. 


Articles. Dec. 1914. Dec. 1913, 
Batteries |... Ре T S 58,947 $ 45,928 
Dvnamos or generators " 262,325 181,407 
lans = 115 T" Ф: 13,784 19,012 
Insulated wire and cables . 92,146 190,090 
Interior wiring supplies, etc. | 

(including fixtures) . ‘ee 34,836 52,125 
Lamps— 

Arc - ud 908 Les 742 2,776 

Carbon-filament 105 woe ж 3,962 14,785 
Metal-flament ... Sdn Ss 64,053 21,267 
Meters and other measuring 

instruments . ids are 21,200 — 
Motors дез ^. 271,192 376,122 
Static transformers ; -— 62,097 134,213 
Telegraph instruments (includ- 

Wireless apparatus) ... ee 2,118 31,999 
Telephones p «е a 113,627 159,030 
All other ... 599,529 1,005,245 

Total ius .. $1,620,563 $2,933,999 


The table of monthly totals for the year 1914 shows that 
early in the year already there was a decline month 
month from the high totals of 1913, which became most 
marked, however, in August, the first month of the war:— 


Electrical 
Months, 1914. Exports. 
January . ... $1,947,646 
February... к А gos iv . . 1,930,513 
March У Mus s m T . . 2,104,332 
April Dn Dh PP 97 v ... 1,741,551 
Mav T MN m m - ... 2,040,720 
June ns а Те o ib . . 1,450,437 
July s ane P ns Fave . . 1,415,360 
August 7 ae sis p . . 1,024,010 
September 1,548,468 
October е 1,494,792 
November .. 1,644,723 
December 1,620,563 


The annual totals for the vears following 1908, when the 
last general export depression reached its lowest point, are: 


Electrical 
Years. Exports. 
1908 TT кез E — hos ... $12,613,730 
1909 id ius ер ds S. 55e — 18,027,550 
1910 Pus "m Bh a " . . 17,001,126 
1911 T ux е Ds RA .. . 19,355,536 
1912 "s i29 о er "- . 23,212,813 
1913 PN ei “ae m ux . . 28,197,363 


1914 19,963,115 


American Electrical Industry: Its Opportunity.— In 
every industry the business leaders are realising that an 
emergency exists. Methods and policies are changing. The 
overworked word ''efliciency " which rolled so smoothly 
from the tongues of many for several vears, has come to 
have a new meaning. We all know that intensified produc- 
tion and efficiency in the shop and in the office have been, 
to a great degree, matters of a conversational character. 
‘To-day men are more than ever earnestly seeking better 
wavs of doing business, and it is a part of every business 
man's creed that it is along the lines of intensified produc- 
tion and increased efficiency of operative movements that 
increased profits lie. Business men are planning ways and 
means to-day that either because of conservatism or fear 
would have received but scant consideration only a short 
time ago. The dearth of raw materials forced upon us by 
the European war, which has deprived us of easy and 
economical access to тапу things regarded as indispensable 
in the fabrication of manv materials, has quickened the 
impulse of the American inventor and manufacturer, and 
new industries are springing up where it has heretofore 
been considered impossible to make a safe investment, to 
say nothing of gaining a decent livelihood. The necessity 
for quickly establishing new industrial relations and a better 
understanding of manufacturers in general of the economy 
and refinement of control of electrical energy, are attract- 
ing the brightest minds of aggressive manufacturers in 
everv line of commercial activity to the use of electrical 
apparatus. The present crisis is the opportunity of 
the electrical industry. As our factories become busier and 
busier there will be a greater demand for motor-driven 
apparatus, for other electrical appliances, and as the busy 


а gee eee -— 
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plants work up to their normal capacity the greater will 
become the demand for controlled power. As the necessity 
for night work comes on the desirability of the use of elec- 
tricity as a medium of illumination will become more and 
more apparent. Any material prosperity which may come 
to other industries means a tenfold increase in the prosperity 
of those having to do with the generation of electrical 
energy and the manufacture and distribution of industrial 
electrical appliances."—'* Electrical Review and Western 
Electrician. ” 


An Appeal for Belgian Refugees.—Seventy little Belgian 
-orphan children whose home (the Cathedral Orphanage) in 
Malines was burnt to the ground by the Huns, arrived in 
England, via Holland, in charge of their matron and Canon 
de Weerdt, in a pitiable plight. A place of refuge was found 
for them at Highfield,” Hendon, near London. High- 
field’? was formerly a high school for girls, but it is now 
the property of the International Correspondence Schools, 
who purchased it the month before the war as a site for new 
headquarters for the Schools. The military authorities 
accepted the I.C.S. offer of the premises for accommodating 
wounded soldiers, but the claim of the seventy little ones 
was more immediately pressing and the buildings were 
placed at the disposal of the Reverend Mother of La Sagesse 
‘Convent, which is near by, as a Home for Refugees, for 
twelve months at a rental of one shilling per annum, the 
upkeep of the grounds and the other incidental expenses of 
the estate being undertaken by the directors of the I. C. S. 
The story of how the necessary furniture was got together, 
how the continuous flight from Belgium brought heavy 
demands, increasing the number in the home to 175, includ- 
ing 90 orphans, how all of these have been and are being 
'fed and clothed, and the children taught and trained, how 
supplies have run perilously short, and how urgent is the 
need for assistance in order that the merest necessaries may 
be provided—all these things and more are told in a pamphlet 
issued by the I.C.S. The claims of Belgium are common to 
all Englishmen, and we pass on the appeal of the Reverend 
Mother and the Sisters of the Convent, heartily commend- 
ing it to the generosity of our readers. One way in which 
support may be given is by purchasing tickets for a special 
matinee of A Country Girl " that Mr. George Edwardes 
has kindly consented to give at Daly's Theatre on Wednes- 


day, March 24th, for the benefit of the Home. These may, 


be obtained from Mr. Edgcumbe Brighten, at the I.C.S. 
Offices in Kingsway. 


The Swiss Alnminium Co.—The Chairman of the Neu- 
hausen Aluminium Industry Co. has now made a definite 
statement setting forth the purely Swiss character of this 
undertaking, whilst the shareholders have unanimously 
sanctioned an alteration in the company's statutes express- 
ing the Swiss nature of the enterprise in a more definite 
form. Why such steps should be deemed necessary is ex- 
plained by the fact that the French Government has placed 
:under compulsory administration—sequestration according 
to the Chairman—the company's subsidiary in Marseilles, 
which bears the title of the Société Francaise pour l'Indus- 
trie de l'Aluminium. The Chairman, in the course of the 
declaration made at the recent annual meeting, emphasised 
that the undertaking is a purely Swiss company which was 
'formed 26 years ago, and still remains under the same chair- 
manship and the same management, and by far the greatest 
number of the shares have been in Swiss ownership for many 
years past. The company has lodged a protest against the 
action taken by the French Government, and hopes, with 


the support of the Swiss Federal Council, to secure the 


-removal of the sequestration of the French branch company. 
Colonel Huber, the chairman, is reported to have further 
stated that the rumours circulated that the company was a 
German undertaking emanated from former French part- 
ners and collaborators who wished to injure the enterprise 


-on the pretext of patriotism. However that may be, we 


note from the reports published in the German newspapers 
of the company's meeting that an addition of three Swiss 
had been made to the board of directors, which now con- 
sists of nine Swiss and six—not Germans but“ foreigners." 
If. then, no addition had been made to the board, the num- 
ber of ‘‘ foreigners °? would have still been equal to the 
Swiss. It seems unfortunate that the number of native 
Swiss has not been in a majority for years past. 

Japan and Australia.—'' The Sydney Morning Herald ” 
states that Japanese Trade Commissioners were in Aus- 
tralia in January with the object of forming a stronger bond 


-of commerce between the two nations. The head of the 


delegation, Dr. J. Miura, who is secretary to the De- 
partment of Commerce of the Japanese Government, 
interviewed some of the directors and heads of depart- 
ments of business firms. Dr. Miura intends to stay in 
Sydney for two months, after which he will visit Melbourne, 
Adelaide, Tasmania, and New Zealand. His object is to 
‘interview the officials of the various State and Common- 
wealth Governments. The other members of the delega- 
‘tion, Messrs. F. S. Nakagawa, N. Matumora, and K. His- 
hida, are all business men in a large way in their own coun- 
‘try, and they are at present getting into touch with the 
heads of the big business houses in Sydney. Mr. Matumora 
stated that he intended to investigate conditions and find 
‘Out what was wanted. His firm were large general im- 
porters and exporters. They would take in Japan almost 
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anything that Australia could offer. Till recently they had 
been importing large quantities of machinery from England, 
but this was now obtainable only in limited quantities. The 
market in Japan was dull, and they were looking farther 
afield for trade. He saw great possibilities for a market in 
Australia for glassware, which they could produce in un- 
limited quantities in Japan. 

Board of Trade Assistance.—In connection with the 
special arrangements which have been made in the Com- 


mercial Intelligence Branch of the Board of Trade for deal- : 


ing with enquiries, a list of goods which firms in this coun- 
trv have intimated that they are prepared to suppy is now 
ready, and may be obtained on application to the Director 
of the Branch at 73, Basinghall Street, London, E.C. The 
Branch has also issued List No. 9 of articles which en- 
quirers desire to- purchase. 

Electric Lighting Engineers.—A Cardiff paper says that 
on March 3rd the Second Reserve Electric Lighting Com- 
panies of the Glamorgan Fortress Engineers left Cardiff for 
Milford Haven. They numbered 61 and were under the 
command of Captain Courtis, the other officers being Lieut. 
E. P. Rees and Lieut. Price. 

Bradford Electricity Employés’ Wages.—The Electricity 
Committee of the Bradford Corporation recently passed a 
resolution advancing the wages of engineers in the employ 
of the department by 3s. per week and reducing their hours 
to eight per day. 

Roll of Honour.—Private John Horrocks, who has died 
at Blackpool, where he was in training, was formerly em- 
ploved by the Lancashire Dvnamo and Motor Co., Trafford 
Park, and representatives of the firm attended the funeral 
last week. 

Private Walter Haynes (19\ formerly in the employ of 
the Salford Tramways Department, has been killed in 
action. 

On January 23rd, Private H. Dixon, of the Ist West 
Yorkshire Regiment, was fatallv shot by a German sniper. 
He was a reservist, and prior to the war was employed as 
a conductor on the Leeds tramways. 


BUSINESS NOTES. 


Trade Announcements,—Messrs. T. WAINWRIGHT 
AND Sons, LTD., electricians, have removed from 257 to 329, Lord 


Street, Southport, their old premises being required for demoli- 


tion. 

THE LONDON AND RuGBY ENGINEERING Co, LTD., have 
removed to 36 and 37, Queen Street, E C., which will also be the 
London address of Tas RuGBY LAMP Co., LTD., and MESSRS JAS. 
Proctor, LTD. Their telephone number " City 5252," and tele- 
graphic address: Oleodora, Cannon, London," remain un- 
changed. 


Russia.—H.M. Consul-General at Moscow reporta that a 
firm in that city wishes to purchase, from United Kingdom manu- 
facturers, electrical fittings and appliances, The firm is a large 
concern. Further communications should be addressed to the 
British Consulate-General, Moscow. 


Bankruptcy Proceedings.— ALBERT WHITELEY, elec- 
trical and mechanical engineer, Tudno Works, Tadno Street, Llan- 
dudno, Carnarvon.—The public examination of this debtor took 
place at the Magistrate's Room, Bangor, last week, when the 
statement of affairs showel an estimated deficiency of £310. The 
failure was due to want of'capital, loss of money in former partner- 
ship and to the giving of long credit. The debtor stated that he 
commenced with borrowed capital, and had never been able to 
repay the loanr. When in partnership he and his partner drew 
out about 25s. a week. He made more than that as a workman. 
There were now no remaining liabilities of the partnership. When 
he commenced to trade on his own account he had about £50 
worth of stock and borrowed about £40. Altogether he borrowed 
about £150 from his mother, which was still unpaid. He had 
borrowed other sums, Не sublet part of his workshop for £10 a 
year. It сові him £8 plus rates and taxes. He used to obtain a 


. fair amount of contract work apart from cinema contract work. 


He had kept two men regularly, and had to pay their wages 
whether he had work or not. He borrowed some of the money to 
pay aspecified creditor. He had no account to show what profit or 
loes he had made. Не olaimed a substantial balance of an account 
against a cinema company, and an independent engineer had been 
called in who had not yet given his report. His claim was for 
£142. Of late he had drawn £2 a week out of the business, 
which, however, could not really affordit. Нэ had intended to 
offer a composition, but that idea fell through. The examination 
was closed, the Official Receiver remarking that the debtor had 
given every help in the elucidation of his affairs. 

GEO Driver & So, electrical and mechanical engineers, Hythe 
Road, Willesden Junction, N W.—Reoeiving order made March 5th 
on oreditor's petition. First meeting, March 28rd; public 
examination, April 22nd, both at Oarey Street, W. C. 

For Sale.—Walthamstow U.D.C. have for disposal one 
160-Kw. and one 133-Kw. vertical Westinghouse gas engines, direct 


coupled to 460-volt p.c. generators. Tenders by March 24th. 
Particulars are given in our advertisement pages to-day. 
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Catalogues and Lists.—Epison & Swan UNITED 
ELEcTRIC LiGHT Co., LTD., Ponder's End.— Two new cards— 
one & postal card and the other a folder. The former gives prices 
of Royal Ediswan drawn-wire lampe; the latter gives fuller 
information, prices and illustrations of the same lamps. Both 
bear in colour a new Ediswan pictorial design for war time, the 
object of which is to emphasise that the lamps give a strong and 
penetrating light, and, we suppose, will stand anything. A publicity 
novelty in the shape of a small blotter has also been received. 

JACKSON ELEcTRIO STovE Co., LTD., 38, Blandford Street, 
London, W.—Two price cards (Nos. 9 and 10) with illustrations 
and brief particulars of their electric grills and breakfast cooker 
respectively. 

GENERAL ELECTRIC CO., LTD., 67, Queen Victoria Street, E.0.— 
Leaflet No. H 1,858, illustrating and describing Magnet portable 
electric conkers, models A and B. 

THe Sr. HELENS CABLE AND RUBBER Co., LTD., Warrington.— 
Booklet giving the actual experience of users of cab-tire sheathed 
cable, with other information. The uses referred to include the 
wiring of chemtcal works, outdoor cranes, collieries, dye works, 
galvanising tanks, ironworks, lavatories, soap works, stables, and 
тапу other difficult situations, such as motor-cars, lifts, &o. 

THE EDISON AND SWAN UNITED ELEcTRIO Lieut Co, LTD, 
123-125, Queen Victoria Street, E.0.—Leaflet relating to Ozonair 
apparatus, to which a display has been organised at the above 
address, machines being shown suitable for a variety of domestic 
and business purposes. 


Book Notices.—The February number of the Journal 
of the Tramways and Light Railways Association contains extracts 
(including table matter) from the Board of Trade return respect- 
ing the working of tramways, light railways and raillees trolley 
systems for 1913-14 ; also interesting excerpta from the report of 
the London Traffic Branch of the Board of Trade. 

Annuaire de Г Electricité. Paris: La Lumière Electrique. 
Price 4 fr.—This is the second edition of a very useful publication, 
containing a mass of information relating to the electrical industry 
in Franoe. More than half the volume consists of a list of towns 
and villages which have a supply of electricity, with the name of 
the supply authority, particulars regarding the supply, and the 
tariff. Hamlets of & few hundred inhabitants are included, and 
we notice one of only 29. 

Other sections deal with traction, electricity companies, public 
bodies and societies, legislation relating to electricity, educational 
institutions and personnel, the electrical Press, and electrical manu- 
facturers. The work is very complete, and should prove useful to 
many who have business relations with our Ally. | 

The Relsy Automatic Telephone Co., Ltd., of Marconi House, 
London, have issued a booklet describing the fystem devised by 
Messrs. Betnlander and Palmgren, of which an account was given 
in the ELECTRICAL REVIEW of Jaly 10th, 1914; the method of 
operation of the numerous relsys upon which the system wholly 
depends for its action is difficult to follow, but in this booklet 
excellent diagrams are given, showing the successive operations 
clearly, with «xplenatory letterpress, and illustrations of actual 
apparatus. The revolutionary character of this system, as com- 
pared with all previous automatic systems, and the importance of 
the new departure thus made, were emphasised in our pages at the 
time of its introduction. 

Universal Electrical Directory (J. A. Berly’s), 34th Annual 
Edition. London: H. Alabaster, Gatehouse & Oo. 


Trade with Canada.— In accordance with the practice 
that has been established for H.M. Trade Commissioners in the 
British Self Governing Dominions to visit the United Kingdom 
officially from time to time, so that manufacturers and merchants 
may have the opportunity of consulting them on any matters 
connected with their business, or of obtaining information as to 
the possibilities of extending their trade, it has been arranged that 
H.M. Trade Commissioner for Canada (Mr. C. Hamilton Wickes) 
shall shortly рау an official visit to this country. Н.М, Trade 
Commissioner's visit is particularly opportune at the present time, 
when United Kingdom manufacturers are attempting to capture 
trade hitherto done by German firms in Canada, and it is antici- 
pated that a very large number of firms will wish to take advan- 
tage of thia opportunity to consult him. Among the matters in 
regard to which he is prepared to give information and advice are 
the appointment of agents, methods of marketing and distribu- 


tion, terms of payment, names of probable buyers of British goode, . 


statistics of imports, and rates of Customs duties, in Canada. 
Mr. Hamilton Wickes will attend firet at the offices of the 
Commercial Intelligence Branch of the Board of Trade in order to 


meet representatives of those firms who may be able to see him in 


London, and afterwards he will visit such trade and industrial 
centres in the provinces as it may appear most advantageous to 
visit in view of applications that may be received from firms in or 
near those centres, and from Chambers of Commerce. 

In order that appointments may be satisfactorily arranged, firms 
who may desire to have an interview with Mr. Wickes are requested 
to make their applications as soon as possible. Such applications 
should be addressed to the Director, Commercial Intelligence 
Branch of the Bard of Trade, 73 Basinghall Street, London, Е.С. 
The reference number C.I.B. 10732/15 should be quoted. 


British Trade with Nigeria.—Mr. C. A. Birtwistle, 
Commercial Intelligence Officer in Nigeria. the Correspondent of 
the Board of Trade for that Colony, who is now on a visit to 
England, will attend at the Commercial Intelligence Branch of the 


Board of Trade, 78, Basinghall Street, London, E C., on Wednesday, 
Thursday and Friday, March 17th, 18th and 19th, between the 
hours of 10 a.m. and 5 p.m., and will be pleased to see, by appoint- 
ment, British manufacturers and traders who may desire to 


consult him regarding trade conditions and openings in Nigeria. . 


Applications for appointments with Mr. Birtwistle should be made 
1 to the Director of the Commercial Intelligence Branch 
as above. 


Exhibition. — Messrs. Warp & GOLDSTONE are 
exhibiting a large range of their British-made electric pocket 
lamps, torches, cycle lamps, novelties, &c., at the Toy Fair and 
Market, which opens at the Agricultural Hall, Islington, on 
ee 16th, Purchasers of these lines will be weloomed at Stand 

o. 74. 


Dissolution.— PARKER & Juss, electrical engineers, 
King Street, Wakefield.— Messrs. P. Parker & S. Jubb have dis- 
solved partnership. Mr. E. A. Fowlie, of 15, King Street, Wake- 
field, will attend to debts. 


Exhibition Postponed.—The Shipping, Engineering 
and Machinery Exhibition, which was te have been held at Oiympia 
last September, and was postponed on account of the war, is to be 
further postponed until August and September, 1917. | 
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LIGHTING and POWER NOTES. 


Australia.—The Taree (N.S.W.) Municipal Council 
proposes to establish an electricity undertaking in the town, and 
an inquiry was tobe held into the question of borrowing money to 
finance the scheme. 

The Campbelltown (N.S.W.) Municipal Council has decided to 
recommend the ratepayers to adopt electricity for street lighting, 
and has resolved to obtain expert advice with regard to the cost 
of the installation. 

The Tenterfield (N. S. W.) Municipal Oouncil proposes to borrow 
£6,200 for the purpose of establishing electricity works. 

The ven (Queensland) Municipal Council has adopted the 
report bf the Government hydraulic engineer on the Canning 
Downs water scheme ; the energy for pumping purposes is to be 
obtained from the Warwick Electric Supply Co.— Tenders. 


Bacup.—Pusuic LicuTine.—The T.C. is substituting 
electricity for gas lighting on the Todmorden Road. 


Barnet.—WonzRkHouskE LIGHTING.—In view of further 
information, the B. of G. has decided to reconsider the question of 
producing its own current for lighting the workhouse, with a view 
o еру being obtained from the North Metropolitan 
E.P.D. Co. | 


Batley.—LoaN Sanction.—The L. G. B. has sanctioned 
the borrowing of £6,500 for electric cable extensions in the 
districts of Healey, Staincliffe, Carlinghow and Bradford Road 
West. | 

A Sub-Committee has been deputed to consider tenders for 
transformers and switchgear, and also to report as to the provision 
of sub-stations, &с„‚ in connection with the proposed cable 
extensions. 


Biackburn.—RESsTRICTED LIGHTING.—The order for 
reduced lighting which has now come into force, affects the 
public arc and tramway lighting, while outside shop lighting is 
prohibited. | 


Bexhill,— Солт, Prices, &c.— The T.C. has decided to 
pay the contractors au additional le. 6d. per ton over the contract 
price for the supply of coal to the electricity works. The Electricity 
Committee has reduced the public lighting account by £51 for the 
three months ended December last owing to the restricted lighting. 
It was stated that instructions had been given for further reduc- 
tions in the lighting of the streets. 


Bradford. —The Electricity Committee has decided that, 
pending the settlement of the wages question between the 
Federated Employers and the Amalgamated S ciety, and com- 
mencing immediately, & 15 per cent. war bonus be paid to the 
mechanics, smiths, fitters and other workmen in the electricity 
department. 

ELECTRIC CoOKING.—An official inspection of the electric cooking 
installation at the Kursaal (Queen's Hall), by the members of the 
Council, took place on Tuesday evening. 

The Lord Mayor occupied the chair at thedinner which followed, 
and which was cooked electrically. | 

Іо the course of the evening, Mr. R. S. Downe, on behalf of the 
Brompton and Kensington Accessories Co., Ltd., who supplied the 
installation, referred to the advantages of electric cooking, and to 
the up-to-date character of the Kursaal equipment, which is 


designed to provide a table de hóte dinner for 500 persons, In an 


ordinary middle-class house, he said, the cost of electric cooking 
would not exceed 1jd. per head per day, with energy at ld. per 
unit. In the B. and K. electric restaurant the energy used did. 


а. 


— pts 


Vol 76. No. 1,946, Magog 18,1915] THE ELECTRICAL REVIEW. | | 857 


not exceed 3 unit per head, and if they had 250 meals a day, he 
would guarantee that the energy for cooking would not exoeed 
4 unit per head. Amongst the apparatus installed are a central 
range fitted with Bain Marie and four ovene, & circular steamer, 
fish frier, grill and water urns. In the ground floor café а carving 
table and hot cupboard, tea urns, a toaster, cooker and hot-water 
geyser are provided, while further apparatus is fitted in the middle 
café. Electrically-heated towel-rails are provided in each of the 
café1, these and a geyser for the wash-bowls having been supplied 
by the British Electric Heater Co., Glasgow. 

The Corporation has appointed the Chairman of the Electricity 
Committee and the Town Clerk to represent it on a Joint Oom- 
mittee of representatives of West Riding County Boroughs, who 
have lodged petitions against the Yorkshire Electric Power Bjll, to 
watch the interest of the combined authorities. 


Burton-on-Trent.— RATE RELIEF.—À sum of £4,000 
is to be appropriated from the electricity and gas departments in 
aid of the rates, subject to the approval of the Council, 


Cahirciveen (Kerry),—E.L. Scoeme.—A public meet- 
ing was held during last week to consider a proposal for the 
electric lighting of the town. Mr. E. L. Cantwell, of the Ampere 
Electrical Co., explained the scheme, and a Committee was formed 
to canvas the district, 


Сапайа, — Amongst the contracts reported to have been 
placed in connection with the war is one for the supply of 300 
electric heaters for use in the trenches. 


Chertsey.—The Ascot District Gas and Electricity Co. 
has informed the R.D.O. that it has been decided to reduce the 
price for current in the whole district of Ascot to 6d. a unit, flat 


rate, for lighting purposes. The consumers in the Woking area 
would thus be entitled to the same terme. 


Continental Notes.—Norway.—As previously reported, 
the order for the six generators and turbines for the new power 
station, Rjakan II, of the Norwegian Hydro-Electrical Co., was 
placed with the Allmana Svenska Elektriska A/B, and these are 
the largest hydro-electric sets in the world. The work of installa- 
tion has now been going on for some time, and the first generator 
was recently run on trial. The result showed a maximum capacity 
of 18,900 Kw. 

Before the war there were rumours that the Norwegian A/3 for 
Electrochemical Industry was carrying on negotiations with the 
Government for the purchase of energy from some large waterfalls 
at Hemnas, ín Ranen, belonging to the State. Ranenfjord is 
situated about on the same latitude as the Polar Oircle. Last year 
the company bought two large deposits of limestone in the 
neighbourhood, and negotiations for a third one have been com- 
pleted, thus providing materials for the future manufacture of 
nitrates or kindred products, As the company occupies a strong 
financial position, it is not improbable that the district, in a few 
years’ time, may be turned into an industrial centre like Rjukan. 
The available energy of this district is roughly estimated to 
amount to more than 200,000 H.P.; a portion of it will, no doubt, 
be reserved for the electrical smelting of iron ore, and for a pro- 
jected electrical railway from Trondhjsm to Bado, but there will 
still be sufficient left for the nitrate iudustry or the electro- 
chemical industry. 

A new company—the A/3 Blaafj:ldene—has been formed to 
acquire the water rights of the River Blaselven, in the province 
of Sondhardland in Western Norway, which will produce 
100000 HP, The company has also bought a large area of ground 
at Iodre-Motre, suitable for sites for the future electrical works and 
factories, and an application for the necessary concession has been 
submitted to the Government. The capital of the new company 
is vaio which, however, will be increased when the conoeesion 
is in order. 

The Faaberg Mon‘cipality, in the neighbourhood of the town of 
Lillehammer, has decided to take up a loan of £5,500 for the pur- 
pose of distributing electrical energy among the inhabitante, 

At the well-known tourist centre of Balestrand, in Western 
Norwsy, an eleotrical station, deriving power from two small 
rivers in the neighbourhood, has been built. 

The parish of Rede, near Fredrikstad, has decided to erect a 
sub-station to be supplied from the Kykkelerud works— which 
supply Christiania —and to distribute energy in the neighbourhood. 

e parish of Skaanevik has recently secured the water rights 
of the Lia River, in Motre, and will develop 5,000 H.P., which is 
safficient to cover the requirements of the district. 

The authorities of the Province of Akershus, to the north of 
Ohristiania, have purchased the large Renaafos, which is a water- 
fall capable of delivering 25,000 electrical H.P. The price was 
£55,000, and it was originally intended to develop the fall at onoe, 
but this may be deferred owing to financial difficulties, The pro- 
vinoe of Akershus has a population of 130,000, and someof the parishes 
have no eupplies of energy as yet. The proj ct ie not connected 
with any large industrial enterprise, as the whole amount will be 
needed by the population at the rate of і H.P. per capita. 


Cuba.—The following persons have been granted per- 
miasion to install electric generating and lighting plant in Cuba :— 
Benores Maristany and Florez Estrada, at Campo Florido, Province 
of Havana; Senor Galvani, in the town of Antilla, Provinoe of 
Oriente; Senores Pollo and Herrera, at Coliseo, Province of 
Matanzas ; and Senor Caests, in Arroyos de Mantua, Province of 
Pinar del Rio.—B. of T. Journal. 


Darlington.—PROOSRD Loan.—The T.C. has decided 
to make application to the LG.B. for sanction to a loan of 
£13,000 to meet the expenditure for mains, services and trans- 
formers during the next three years. l í 

In answer to the Corporation's representations, the L.G.B. has 
extended the period for the repayment of a loan of £9,500 for 
mains, services and transformers, from 15 to 25 years, and in re- 
spect of another Joan of £1,690, half to be paid in ten years (the 
original period fixed), and the other half in 20 yeare. 


Dover.—RaiLway SuPPLY.—The T.C. has concluded 
an agreement with the South-Eastern and Chatham Railway Co. 
for a eupply of current to the new Pier Station. The Council 


will supply up to 15,000 units a year åt 41i, and beyond that at 
344. per unit. 


Dublin.—The City Electricity Committee has agreed 
that no commission be paid to canvassers bringing in orders unless 
with a guarantee from consumers to use £5 worth of electricity 
annually for five years. 

The Chairman of the Dublin (Electric) Tramways Co., replying 
to statements made at the last Corporation meeting as to the relative 
charges for electricity in Dublin and Cork, says the Cork Co, 
supply power to private users in some cases as low as 1d. per unit, 
while the charge for tramway power is still lower— гіх, 61 of a 
penny. The average price for light and power in Cork is 1'95d. per 
unit against a Dublin average of 2°99d. 


Eastbourne, —New TunBINE PLANT.—The Т.О. has 
adopted the recommendation of the Electricity Committee to 


purchase a 1,250-Kw. Ljangstrom turbo-alternator, at a cost of 
£5,800. 


Fleetwood.—Scuoor LiauTiNc.—The Education Com- 


mittee has decided to light a new school by electricity, and the 
U.D.C. is to be asked to extend ita mains for the purpose. 


Fowey.—E.L. ScHEwE.— The T.C. has referred to the 
Lighting Committee a communication from Mr. Н, О. Н. Wenman, 
of Wolverhampton, regarding an electricity scheme for the town. 
He offers to establish the works, and to supply electricity at 6d. 


per unit, the Council to have the option of purchase at the end of 
14, 21 or 28 years. 


Gillingham (Kent).—The T.C. has asked the Chatham 
T.C. to consent to Gillingham laying E.L. mains in the borough of 
Chatham, such consent to cover future cases, on the understanding 
that as soon as the mains for the Kant ЕР, Co. are laid in the 
locality, the Council will cease to supply ourrent. The Chatham 
Council recently refused 3 similar request, 


Glasgow.—Gas Freinc.—A Joint Committee of the 
Electricity and Gas Committees has under consideration the ques- 
tion of providing appliances,for the'gas firing of boilers at the 
generating stations, and the extraction of the tar, &c., from the coal 
carbonised. It has been decided to arrange for a joint experiment 
with the Maclaurin process, as the same type of apparatus used in 
that process is also used for the production of smokeless fuel. 
The electricity department is in a position to use the gas during 
experiments for firing the boilers at the generating stations 
where the plant will be installed. 


Grimsby.—The T.C. last week, by 17 votes to 16, 
decided to postpone the new battery scheme for six months, 


Heywood.—L.G.B. Inqumy.—An inquiry was heid on 
March 5th respecting the application of the Corporation for per- 
mission to borrow £12,460 in oonnection with the arrangement 
whereby a bulk supply of electricity is to be taken from the Bury 
Corporation. The inspector announced that the L.G.B. was acting 
in conjunction with the Treasury, and that no borrowing powers 
would be sanctioned during the war except under extraordinary 
circumstances and for work required to be done to execute 
Government contracts, Everything that wan proposed to be done 
would have to be shown to be absolutely necessary. The electrical 
engineer stated that several local firms were executing Government 
contracts and had applied for electricity for power purposes. 


India.—On February 1st, the Commissioner in Sind 


opened the oentral generating station of the Karachi Eleotric 
Supply Corporation at Karachi. 


Kingstown.—E.L. ScREME.— The U. D. C. has received 


applioation for immediate payment of 23,067, the amount of the 
arbitrator's award in connection with the promotion of the electrio 


light scheme, 


It is estimated that the cost of the transfer of the undertaking 
will be about £5,000; the Electric Lighting Committee recom- 
mends that the Council should now. formulate an electric lighting 
scheme, and apply to the L.G.B. for the necessary loan. 


Leeds.— L. G. B. IxquiRy.—On Friday last an inquiry 
was made into the application of the Corporation for power to 
borrow £25,000 for further electrical plant. 

At a meeting of the City Council last week the question was 
raised of the permission which had been given to the Yorks 
Electric Power Co. to supply electricity in various parte of Rodley ; 
it was pointed out that if the Corporation ultimately found iteelf 


in a position to provide the supply, the company would be bound 
to withdraw, 
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Llandudno, — Pnoroszp Loan, — The U.D.C. has 
applied for & loan of £1,720 for additional plant, &>., at the elec- 
tricity works. 


London.—L.C.C. Loans.—The Treasury has intimated 
that it is undesirable to incur capital expenditure at the present 
time, and hae asked that applications for sanction to loans of 
£28,000, including £5,000 for Battersea B.C. and £10,000 for 
Hammeramith B.C., both for electricity purposes, should be recon- 
sidered. Pending a definite statement from the Treasury, the 
Council is withholding advances to local authorities, and is post- 
poning the completion of loans already agreed to. 

HACKNEY.—The Electricity Committee reports as to the nego- 
ciations with the trustees of Messrs. Allen & Co, in the action, 
Allen & Co. r. the B.C., and recommends as a basis of settlement 
that the Council make payment to the truatees of £1,090 and 
£350, the latter sum being in lieu of returning the plant taken 
over by the Council; also payment of 17 guineas on insurances 
paid by the trustees. 

The Special Committee of the B.C. appointed to consider the 
subject of the accountancy at the electricity department recom- 
mends that no alteration be made in the present system of dealing 
with the accounts of the undertaking, but that the annual stock- 
taking b» carried out by independent stock takers in future, and 
that professional accountants having experionoe in the audit of 
electricity sccounte b» emplcy d each year to conduct a commercial 
audit of the accounts of the electricity department, independently 
of the L.G.B. auditor. 

Lonpon ELECTRICITY SUPPLY.—The Special Committee of the 
L.C.C. repor s that it has had under consideration the situation 
created by the fact that the proposed Bill will not be proceeded 
with in the present session, with a view to deciding whether or not 
it would submit any further proposals to the Council in the 
matter. 

FULHAM.—ÀAs owing to abnormally low tides diffixulty has been 
experienced at the electricity works in obtaining sufficient water 
for condensing purposes, a survey is to be made of the river bed 
near the works. 


Loughborough, —Егествіс HEATING AND CooKING.— 
The T.C. has discussed at some length a report by the electrical 
engineer on the subject of electric heating and cooking supply, 
and has adopted a tariff of 123 per cent. on the rateable value of 
the hou:e, plus { 1. per unit. In opposing this decision, the chair- 
man of the Gas Committee suggested that it was & plot to get 
hold of the gas heating and cooking, intimating that there were 
4,000 gas stoves in the town, representing £15,000, and he could 
not think the Council would be so foolish as to throw that amount 
away. Nevertheless the Couuoil, as reported, decided to be 
“foolish,” and give electricity consumers the opportunity of 
adopting electric heating and cooking. 


Manchester. — Barton Scugwg, — Owing to the 
Treasury withholding sanction to the raisiag of new capital, the 
carrying out of the Barton extension scheme will be delayed. It 
is underatood that the Committee will endeavour to commence the 
work in the coming year. 


' Middleton.—Pvunpuic LIGHTING.—A scheme haa been 


approved for lighting Long Street and Rochdale Road by means 
of 14 half-watt lamps. 


New Zealand.— The lighting returns of the Wellington 
City electricity department showa that for the nine months ended 
December 31at last 297,334 more units were sold than in the 
corresponding period of 1913. 

The scheme of the Dominion Portland Cement Co. to obtain 
power from the Wairua Falls, for a modern cement mill at Tiko- 
rangi, on the south shore of the Whangarei Н wbour, is miking 
rapid progress, and the mill is expected to be working in September 
next, with an initial annual output of 60,000 tons; the whole 
proj sot involves a capital expenditure of £200 000. 

Toe contrast for the pipe lines and turbines has been placed 
with M ssrs. Boving & Co., the erection of these on the site will 
be carried out by Messrs, G. Feaser & Sons; two 1,500-H P. gene- 
rating sets are being installed, but the station is planned for four 
such units. The transmission will be worked at a pressure of 
22 000 volts. 

The transmission line from the river to the company's works 
has b2en compl-ted, and a branch line from the works to Whan- 
garei із expected to ba completed thia month, making a length of 
transmission line of 22 miles. The Whang rei Council is starting 
its electricity scheme, and the lighting of the town is expected to 
bə complete in May. 


Nuneaton.—The T.C. has decided to carey out a modi- 
fied scheme for the supply of current to the Stocking ford district, 
ata cost of El. 75), for mains. The scheme will, for the first few 
yeara, entail a losa of £140 a year, but it is estimated that after 
three yeara' working the extension will show a profit. 


Pembroke (Co. Dublin).—The Council has decided, 
ia view of the increase in capital and other charges, and the 
prosp?ct of a further rise in the price of coal, to make a 5 per 
cent, temporary increase on electrico light accounts for 1915-16, 


Shetheld.— Mr. W. J. Howard, mains engineer in the 
elect'ic supply department, has devised a special system of power 
transformer protection. It has been adopted by a firm of elec- 
trical switchgear manufacturers on royalty, and 40 of these pro- 


tective devices have been installed on the Corporation apparatus, 
resulting in a saving of capital expenditure. 


Tae Corporation has been recommended to petítion against the 


Yorkshire Electric Power Bill. The L.G.B has decided to issue the 
prov. order applied for by the City Council to amend the “Shef- 
field Electric Lighting (Transfer) Act, so as to enable the Corpora- 
tion to erect shops in connection with the proposed new offices in 
Bow Street. The Electric Supply Committee proposes to extend 
mains in various parts of the city, at a cost of approximately 
44,950. 


Shipley. —TrExTILE Deivinc.—The U. D.C. has con- 
cluded an agreement with Messre. Frank Hartley & Co., wool- 
oom bers, to supply current for an electrio drive throughout their 
Works. The firm will be the Council's largest power consumers. 


Skelton and Brotton.— The U. D. C. has decided that 
in cases where installations for the E. L. are provided by firms on 
the instalmont system, the instalments due shall be collected by 
95 Council's collector when calling for payments due to the 

ouncil. 


St. Anne's.—PUnLIC Ілонтіхо. — Тһе chairman of the 
Electricity and Lighting Committee and the electrical engineer 
are to prepare a report upon the lighting of the Ashton Gardens. 

In a report submi'ted to the U.D.C. this week, it was stated that 
the consumption of electricity for heating purposes showed a 
steady increase under the stimulus of the reduced price and more 
efficient heaters. The increased consumption for industrial pur- 
poses is also regarded as satisfactory in view of the limitations to 
that demand in the resort. 


Stafford.—A Special Committee, which has had the 


matter under consideration, has been unable to make any recom- 
mendation as to constituting separate Committees for gas and elec- 
tricity. The Council has asked for a further report. 


Wimbledon.—The Electric Lighting Committee has 
decided to hire out electrical irons at a charge of 1s. per quarter. 


Walsall.—It is proposed to adopt revised scales of 
charges for energy for power purposes; for р.с. or low-pressure 
А C. the price will vary from 12d. per unit for under 500 unite per 
quarter to 1; l., with discount, for over 5,750 units. For bulk 
supply to factories the price will range downwards per KW. per 
quarter from £1 10s for over 20 Kw. demand, plus 35d. per unit. 
Special bulk supplies of alternating current will be given at prices 
ranging from l'1d. to 55d. per unit based on consumption and 
load fastor, For electric vehicles, 14d. per unit will be charged 
off peak, minimum 23, 6d. per charge. The B. of T. has sanctioned 
the alteration of the system of supply from p.c. to A.C. 


Waterleo,—LiNKiNG-UP  PRoPosAL.—The Liverpool 
District Lighting Co., Ltd., is applying to the B. of T. for sanction 
to make a connection between its cables and thos: of ће Bootle 
T.C. at the boundary at S»aforth, in order to provide a dupli»ste 
supply in case of emergency, and has asked for the U.D.O.'s con- 
sent. The Council has referred the matter to a Committee, with 
power to act. 


Wolverhampton.—The Corporation Electricity Com- 
mittee has decided that the sum of £2,215 in aid of the improve- 
ment rate be included in the Finance Committee's estimates for 
the ensuing financial year. 


TRAMWAY and RAILWAY NOTES. 


Bradford.—The Tramways Committee has instructed 
the general manager to pay fall wages to any Bradford tramway 
employé; discharged from the Navy or Army owing to disablement 
received on active service, until such time as the question shall 
have been dealt with on general principles applicable to the entire 
Corporation services. 

The new r.illess trolley route from Forster Square (City), to 
Bolton Woods, гіс Canal Road, із now completed and awaiting 
Board of Trade inspection. 

ROAD MAINTENANCE.—TheJ іп Stre2t, D ain ge and Works and 
Tramways Sub-Committee has recommended that some annual 
contribution, on a basis to be determined later, be made by the 
Tramways Committee to the funds of the Street, Drainage and 
Works Committee, without рте) idice to the position of either of 
the Committees concerned, in respect of the extra expenditure 
found to be necessary for the maintenance of roads on railless 
trolley vehicle routes in the city. 


Bury (Lancs.).—At the T.C. meeting last week it 
was stated that owing to the war the receipts of the Corporation 
tram waya showed a falling off of £150 a week, and the allowance 
to members of the staff who had joined the Army or Navy was £30 
a week, which might be increased at a later date. There two items 
alone would take nearly £10,000 per annum, во that while the war 
continued the tramway undertaking would have as much as it 
could do to make both ends meet. 


Doncaster.—The T.C. has sanctioned an expenditure 
of £5,300 on additional tramcars, and £1,800 on enlargement of 
tram sheds. 
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Glasgow.—A Special Committee of the T.C., consisting 
of the conveners and sub-conveners of all standing Committees, 
has been appointed to consider an application for an advance of 
wages by sections of employós in every Department of the Corpora- 
tion's activities, In the tramway department the application is 
on behalf of all workers excepting motormen and conductors, 
tradesmen at Coplawhill car works, set dressers, paviors, time- 
keepers, ticket inspectors, controller men at respective car дерб`а, 
and foremen and clerks at head office; and in the electricity 
department, all employé; exospting bricklayers, masons, foremen and 
meter inspeotore. 


Leeds, —Tairp-Party INSURANCE.—The City Council 
has signified its approval of a suggestion that the Corporation 
should itself undertake the risks in connection with third-party 
insurance in regard to the tramway undertaking. Daring the last 
three years the oost of the third-perty insuranoe through 
insurance companies has cost over ls. per 100 miles as compared 
with the former payment of 6d, for the same distance, If the 


Corporation took the risk itself it would be able to save at least 


£3,000 per annum. 

The Watch Committee has decided to purchase tokens from the 
Tramways Committee to be supplied to the special conetables of the 
city in order that they may оге the cars to convey them to and 
from pointe of duty without payment. 

TRAMWAY EXTENSIONS,— The tramway department has com- 


pleted the extension of the Guiseley line to the White Cross- 


Hotel. near Menston, an addition of nearly a mile, and also 
the new depôs at the end of the line. Good progress is 
being made with the installation of the railless traction system 
into Wharfedale, and it is expected that cars will be running to 
Otley and Barley by May or Jane. 


Leicester.—YEaR’s Workinc.—According to the 
statement of accounts of the tramway undertaking (including 
electric supply by direct current for power purposes) for the year 
ended December 31st last, the reoeipts (including interest on 
reserve fund investments) in exoess of working expensee, and the 
cost of repairs and maintenance, amounted to £53,288. The 
interest and sinking fund charges, income-tax, bank interest, and 
allowances to employés on service in H.M. Forces amounted to 
£42,066, and sums amounting to £10,741 have been applied for 
various purposes, leaving a net balanoe of 4479 to be carried to the 
district fund. The receipts in excess of working expenses and the 
cost of repairs and maintenance of the Aylestone electric lighting 
uodertaking for the eame year amounted to £22,712, After payment 
of interest and sinking fund charges there remains a net surplus 
of £7,643, which it is recommended should be carried to the 
district fand in relief of rates. 


London. — The Highways Committee of the L. C. C. 
reports that the total safe working overload capacity of the plant 
at the Greenwich generating station, excluding No. 2 reciprocating 
engine, which will shortly be dismantled, is 39,060 Kw., and with 
the 3,500 kw. additional supply about to be obtained from the 
Lydon Electric Supply Corporation, the total capacity ів 
42,500 к.т. The present load on the station plant is 32,000 KW., 
so that the capacity of the spare plant will amount to 10,500 Kw. 
The Committee recommends that, in order that more spare plant 
may be available and additional cars may be run, a further reserve 
supply of about 4,000 Kw. be obtained from an outside source. 
The cost is estimated at £11,800 for cables, ducta, &c, 


Mu.selburgh. — STRIKE. — Much inconvenience was 
caused last week by a strike of the drivers and conduofors of the 
Musselburgh District Electric Tramway Co. | 


Sheffield.—In addition to the £2,000 paid annually into 
the tramway special purposes fund, the Tramways Oommittee of 
the Corporation has resolved to psy an additional £600 for the 
years ending March, 1915 and 1916, out of the tramway accumulated 
surplus fund. 


Swinton.—The Swinton branch of the Amalgamated 
Association of Tramway and Vehicle Workers has decided to apply 
for an iacrease of 15 per cent. in wages on account of the higher 
cost of food. There are about 200 members in the branch, all of 
whom are employ :d by the South Lancs. Tram wey Co. 


Walsall. — Year's Workina, — The accounts of the 
tramwey undertakiog for the year ended December 31st last show 
a profit of £2.178, after dedacting £368 in respect of the final 
instalment of cost of alterations and extensions at the Bircbills 
depo: ; £271 in respect of balance of cost of alterations and exten- 
sions at tramwsy offices on the bridge, and £1,000 in respect of 
contribution in aid of rates of 1914. Working expenses during the 
12 months amounted to £21,821, or 7°267d. per car-mile (as against 
72094. in the previous у заг), made up of £35.509 in respect of 
traffic expenses; £5,670 for power expenses; #£4.314 for general 
repairs and maiatenanoe, and £3,325 for general expenses. Traffic 
revenue brought in during the year £33,310, or 11'094d. per car- 
mile (4s against 11'007d. in the previous 12 months), which, with 
sandry other iteme, brings the total revenue up to £34.089. The 
Council is recommended to appropriate the net profit as follows :— 
£2,000 in aid of the rates, and £478 towards the cost of the siding 
in St. Paul's Street and Darwall Street. 


. Wolverhampton.—Rate RELIEFT.— The Tramways 
Committee has allocated £4,018 to the borough rate from the 
profits of the tramway undertaking in respect of the financial 
year ending March 31st next. 


TELEGRAPH and TELEPHONE NOTES. 


Accrington, —The automatic telephone system installed 
at Accrington was expected to come into operation last week-end. 
The work has been carried out by the Automatio Telephone Manu- 
facturiog Co., of Liverpool, who have recently completed automatic 
exchanges in several places abroad, and have in progress similar 
equipments for Leeds, Portemouth, Blackburn, Paisley, Newport, 


and Chepstow. i 


Cable Rates Reduced.—The Pacific Cable Board 
announces that the telegraphic rates to and from New Zəaland will 
be reduced as from April Ist next. The ordinary rate, now 3:. per 
word, is reduced to 2з. 81. per word. and the deferred ordinary 
rate, now 18. 61. per word, to ls. 4d. per word. The Week-end " 
rate, now 103. for 20 words and 9d. for each additional word, is 
reduced to 13a. 44. for 20 words and 8d. for each additional word. 
There аге also reductions in the rates to Sava (Fij ) and Norfolk 
Island, and in the rates between Canada and New Zajand. 


China, — The coast wireless telegraph stations at 
Woosang and Canton, completed for working last summer, have 
now started regular service; similar stations at Foochow and 
Hankow are expsoted to be completed within the next few months. 
The stations are all of the same construction, each bing provided 
with two masts of a height of 200 ft., giving them a range of 700 
nautical miles by day and at least 1,300 nautical milee at night. 


Guernsey,—The balance-sheet of the Guernsey States 
Telephone Department for 1914 shows a total revenue of 47,580, 
and an expenditure of 46.761, including £2,066 depreciation and 
sinking fund payments, and £876 for interest on capital ; the net 
profit forthe year was £769. The total capital outlay on construction 
account was £49,154, provided by a loan of £32,000 raised in 1905 
(of which £3,251 has been repaid), and £17,154 taken from the 
reserve funds, which, including this. amount, stand at £21,914. 
The number of subscribers’ lines at the end of 1914 was 1,772, and 
the total of all kinds 2,162, with a mileage of 1,508 miles of over- 
head line and 1,050 miles underground, showing increases of 62 


and 235 miles respectively. The number of calls in the year was 


1,571,721, an increase of over 200,000. The net profit in 1913 was 
4768. 


Hull,—The City Council has instructed the Telephones 
Committee to make à thorough investigation with regard to the 
unsatisfactory working of the telephone eystem, which, in Hull, is 
the property of the Council. It was alleged that the tariff had 
been greatly increased, and that the service was most іпећ зіепё ; 
in def пое the inefficiency complained of was ascribed to the loss 
of a large number of skilled men through the outbreak of war, 
and to stormy weather. 


Telephone Tariffs.—It is reported that in present cir- 
cumstances the Government has decided to postpone the introduc- 
tion of revised telephone rates. 


Wireless Control Ship.—According to the Journal 
Télégraphique, the United States Government has equipped a vessel 
with apparatua for quickly measuring wave-lengths ; it will ornise 
in the Atlantic and will ascertain whether wireless stations oon- 
form to the rules relating to the wave-lengths that they must use. 
It has been noticed during the past year that the regulations are 
often neglected. The control ship will also take stepe to prevent 
the emission of alarm signals in cases that are not urgent, as has 
often happened. 


Wireless on Aeroplanes.—It is reported from the 
front that a number of our aeroplanes carry wireless apparatus 
with which they are capable of signalling to their headquarters, 
and that it has been found possible, as the result of a wireless 
signal from the air. for the artillery to locate and hit a moving 
obj зоё before it could reach shelter. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdeenshire. — Tenders wanted for electric light 
work at new parish church, to be erected at Culte, Aberdeenshire, — 
A M. Mackenz'e & Son, Architecte, 313, Union Street, Aberdeen. 


Australia.—MELBoURNK.—March 16th. White Wheat- 
stone receiving tape, for Postmaater-General. See Offisial Notices” 
February 5:h. 

SypDNEY.—Mareh 23rd. One 150-ton electric revolving tating 
crane for Naval Dockyard, Sydney. Particulars may be seen at the 
В ага of Trade Commercial Intelligenca Branch in London, and a 
cabled price will be admissible. 


Balls Bridge (Dublin), March 15th. U.D.C. Twelve 


months’ supply of electrical stores, Specification from the Town 
Hall, 


Belfast.—March 15th. Twelve months’ supply of stores 
for the Tramways and Electricity Committees, See '' Official 
Notices " February 19th, 
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Burnley.— March 22nd. Electricians’ work for the 
В. of G. Forms, &o., from Mr. J. 8. Horn, Clerk, Union Offices. 


Carlisle.—March 31st. Corporation. Twelve months’ 


supply of jointing materials, oils and general stores. Forms, &o. 
from City Electrical Engineer, Victoria Viaduct. 
Darlington, — March 18th. Corporation. Twelve 


monthe' supply of (10,000 tons) small, rough emall, or single nut 
steam coal. Forms, &c., from Eleotricity Works, Haughton Road. 


Dundalk. — March 23rd. U.D.C. Twelve months’ 
supply of stores for the Electricity Department. See “ Official 
Notices " March 5th. 


Halifax, — March 26th. Electrical fittings for six 
шов for the B. of G. Mr. A. T. Longbotham, Clerk, 4, Carleton 
reet, 


Hounslow.—March 15th. Electric light fittings and 
telephone maintenance at isolation hospitals, Mogden and Dock well, 
for Richmond, Heston and Isleworth Joint Isolation Hospital 
5 Mr. F. C. Greville-Smith, Clerk, 213, High Street, 

ounslow. | 


Hove. — March 26th. Corporation. One 500-к\. 
mixed-pressure steam turbine, complete with D.o. 23(/285-volt 
generator and surface condensiog plant; also a battery of 115 
accumulators, See "Official Notices” March 5th. 


IIull.— March 20th. Corporation. Six or 12 months’ 
supply of coal for the Tramways Committee, Forms, &c., City 
Engineer's office. 

Kirkcaldy.—March 22nd. Corporation. Twelve months’ 
supply of brass castings, pitch, iron castings, &c., for the Electricity 
and Tramways Committee. Forms of tender from Mr. O. F. 
Francis, Burgh Electrical Engineer. 


Liverpool.—March 12th. Electrical fittings for a year 
for the Select Vestry. 


London,—L.C.C.—March 16th. Reconstruction of three 
miles of single-line tramway on the underground conduit system. 
Specificationa, &c. (£5), from Chief Engineer, County Hall, Spring 
Gardens, S.W, 

The Highways Committee recommends that tenders be invited 
from selected firms for the provision and laying of additional 
cables, in connection with the Council's tramways. 

HoRNsEY.—March 16th. Meters, cables and stores, &9., for the 
T.C. See “ Official Notices” February 19th. 

WANDSWORTH.—March 15th. B. of G. Оле month’s supply of 
electrical fittings, for the Wandsworth Union. Forms of tender 
from the Clerk, Union Offices, St. John's Hill, S.W, 


Londonderry, — March 13th. Corporation. 
room stores, carbons, meters, bitumen, fuse-boxes. 


New Zealand.—WELLIncton.—April 30th. Supply of 
a three-unit exciter set, and 1, 600- Kw. generator for the Lake 
Coleridge Hydro-electric scheme. Specifications from the Public 
Works Office, Wellington. 


Rugby.—March 15th. 10,000 tons of peas, beans, D/S 
nuts, for the directors of the British Thomson-Houston Co., Ltd. 
Particulars from Mr. W. J. Terry, Supervisor of Purchases, 


South Shields.—March 12th. Twelve months’ supply 


of engine-room stores for the electricity works. 


Spain.— March 27th. Spanish Post and Telegraph 
authorities, Madrid. Concession for the establishment and working 
for a period of 20 years of a telephone exchange in the town of 
Guardiola (province of Barcelona). 

The municipal authorities of Zwigena (province of Almeira) 
have recently invited tenders for the concession for the electrio 
lighting of the town during а period of 20 years. 


Swindon.—March 13th. Corporation. Twelve or six 
months’ stores for Electricity and Tramway Departments. See 
" Official Notices" February 19:h. 

Swinton and Pendlebury,—March 19th. U. D. C. 
Cables, joint-boxes, bitumen and joint-box compound. Se" Official 
Notices March 5*h. 

Transvaal,—Betaat. March 25th. Municipality. 
Supply and erection of generating and pumping plant and overhead 
electric distribution system. Specifications from the consulting 
engineer, Mr. Н. Hancock, Р.О, Box 62, Klerksdorp (deposit 
£l ls). 

Walthanms'ow,—March 24th. U. D.C. E. H. T. and L.T. 
switchgear and cables. See "Official Notices to-day. 

Warrington,—March 16th. Motor, cables, and k. II. T. 
feeder panel, for the Electricity Department. See Official Notices” 
March Sth. 

Wiean,—March. 16th. 
for the Electric Light Department, 
oth, 

Wreyham.—March 17th. Meters, oils, coal, &c., for 
the Corporation Electricity Department, for a year. Borough 
Electrical Engineer, Willow Road, 


Engine- 


Corporation. Supply of stores 
See “Official Notices March 


CLOSED. . 


Australia.—The following contracts have been placed : — 


Perth (W. A.) Municipal Council.— : | 
Switchgear (to replace the A.E.G. switchgear).—British Westinghouse 


Eleotrio & Mfg. Oo., Ltd., £7,259. 


Melbourae City Council.— 
7,990 yards of single conductor | :ad-covered cables.—Glover & Co., £2,819. 


Victorian Railways Department. — : 
25 battery signal machines.— Aust. Ganeral Electric Co., £926. 


P.M.G.'s Dopartment, Queensland.— 
8,750 Siemens Obach d-y ce'1s.—Siemens Bros. Dynamo Works, Pa 


— 8. 
Bacup.—The Electricity Committee has accepted the 
tender of Mr. G. L. Adamson, Rochdale, for wiring and fitting the 
Market Hall, shops in Lordship Street, municipal offices, Sanitary 
Inspector's offices, public convenienoes and fire station ; and that 
of Messrs, Macintosh & Co., Ltd., for rubber cables, 


Bridlington.—The T.C. has accepted the tender of 
Mr. George Robinson for electrical work on the New Spa. 


Burton-on-Trent.—The tenders of Мг. R. B. Barratt 
for 5,000 tons of fine slack, and of Mesers. Marriott & Oo. for 1,000 
tons, have been accepted by the Т.О. E'ectricity Committee. 


Bury (Lancs.).— The Borough Insurance Committee 
has aocepted the tender of Mr. John Jardin, Bury, for iaetalling 
the electric light at their premises. 

The Electricity Committee has accepted the tender of the Bolton 
Stone and Concrete Co. for the construction of a reinforoed 
concrete retaining wall at the Chamber Hall power station. 


Colchester.—The tender of Messrs. Siemens Bros. 
Dynamo Worka, Ltd., for carbon and metal-filament lampe for the 
Corporation tramways for 12 months, has been accepted. 


Darlington.—The T.C. has accepted the tender of 
Моеввге. Fraser & Chalmers, of Erith, for a 3, 000. Kw. turbine and 
Siemens alternator, 

Dartford. — The U.D.C. has accepted the following 


tenders for coal for the electricity works :— 
John Hudson & Co., Ltd.—178 tons of South Hetton, £1 8s. Sd. per ton. 
E. J. & W. Goldsmith, Ltd.—200 tons of Rabbly Culm, 15a. 4d. per ton. 
Bradbury, Воп & Оо., Ltd.—120 tons of 1}-in. Nailstone, £1 per ton, and 800 
tons of 14-in, nutty slack, £1 1s. per ton. 


Elland.—The U.D.C. has accepted the tender of Mr. 
Newsome, for 1,000 tons of Hodroyd engine nut ооа] for the elec- 
tricity works, at 12a. 10d. per ton. 


Gloucester. — The T.C. has accepted the following 
tenders for coal for the electricity works from March 15th to 


August 15th :— 
Park Colliery Co. —1,000 tons of rough small steam, 158. 10d. per ton. 
Mr. E. Jarrett.—50) tons of No. 2 High De'f, 15s. 3d. per toa, and 800 tons 


of Yorkley steam, 158, 6d. per ton. 
Llandudno.—The U.D.C. has accepted the tender of 


Messrs. Browett, Lindley & Co. for an engine for the electricity 
works, at £780; and that of the Electric Construction Co., Ltd., 


for a dynamo, at £425. 
Liverpool.—The following tenders have been accepted 


for annual supplies to the Electricity Supply Department :— 


Metal-filament lamps.—Pope's Electric Lamp Co., Lid. 

Carbon-filament lamps.—Edison & Swan Co. 

„ and Porin Утор & Со. 

Brass and copper castings.—-Gallie Вгоз. Р 

. lInsu!ated cables and wires.—Liverpool Eleotr'o Cable Co., Ltd., and 
8t. Helens Cable and Rubber Co , Ltd. 

Stoneware troughing, insulators, &c.— O. Cooban ; J. E. Beard & Oo., Ltd ; 
Callender's Cable Co., Ltd.: J. Boums & Son; Liverpool Building 
Material and Cement Co., Ltd. 

The following have been accepted for annual supplies to the 


Tramways Department = —— all Кыз 
Tramcar motor equipments.—Dick, Kerr " н ` 
inions.—Britiah Hele-Shaw Patont Clutch Co., Ltd. 


Steel gears and 
iller & Co., Ltd.; Moston. Malleab'e Castings Co., Lid, ; 


Iron castinga.— 
and E. Wilson & Co. 

Rubber goods, &c.—L. Andrew & Co.; Avon India-rubber Oo., Ltd.; 
Hellewell & Co.; North British Rubber Co., Ltd.; New Liverpool 
Rubber Co., Ltd. . 

Oils, paints, &c.—Anglo-Ameri*an Oil Co., Ltd.; Atlas Lubricating Co., 
Ltd.; Baxendale & Co., Lt.; Bowring Petroleum Co, Ltd.: Brit sh 
Petroleum Co., Ltd ; John Matthews & Oo. ; R. R. Minton & Co., 
Ltd.; Motor Benzole Co., Ltd.; P.ice's Co, Ltd.; Joshua Rea & Sons, 
Ltd.; W. Н. Samuel & Co.; Siddall & Co.; J. & J. Taylor & C».; 
W. R. Taylor & Co., Ltd.: Taylor's Au:omatic Disinfector, Lid.; 
United Alkali C>., Ltd.; Wilkinson, Heywood & Clark, Ltd. ; and 

^ Wm. Wright & Bons, Ltd. 

Varnisbes aud special paints.—Lewis Berg т & Sons, Ltd. ; Meredith апа 

.; Naylor Bros. (London), Ltd.; Sani'ary Paint Co, Ltd.; and 
Wilkinson, Heywood & Clark, Ltd. _ 
Lubricating cils and gieases. — Vacuum Oil Co., Ltd.; Matthew Wells and 
Co., Ltd. 
The following have been aczepted for annual supplies to the 

Lighting Department : — 

Wrought iron lamp stan‘ards, brackets, &c.— A. B. Dalz ell & Co.; Ashmore 
and Co.; Killick & Cochran. 
Cast - iron lamp columns and plugs. —Killisk & Cochran. 


Mesare. Stewarts & Lloyde, Ltd., are to supply steel steam · pipes 
for connecting the b»ilera at No. 2 station, Lister Drive, with those 


installed at No. 1 station. 
London. — Woorwrcg, — The following tenders have 
been accepted by the B.C. Electricity Committee : — 


Ferguson, Pailin & Co.—Switchb dard extension, £62. 

Babcock & Wilcox, Ltd —T'wo steam boilera with chain-grate stokers 
iduplivate.of present installation), 27,196, 

G. & J. Weir, Ltd.—Feed pump, £195, 

HackNEY.—The Electricity Committee has received the following 
tondere for pipework and valves for the 5,000. KW. turbo-alternator : 
J. Spencer, Ltd. .. T .. (recommended) £1,080 
Brightside Foundry & Eng. Co., Ltd... s .. 1,297 
Babcock & Wilcox, Ltd, ое oe ee ee ee 1,883 
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Meter Contracts.— The Llandaff and Dinas Powis R. D. 
Council and the Rhymney Valley aud General Electric Supply Co. 
have both placed 12 months’ contracts for single-phase meters 
with the Electrical Apparatus Оо., Ltd. 

West Ham Corporation has renewed its contract with Messrs. 
Venner & Co. for Chamberlain & Hookham А.С, meters for a further 
13 months. Messrs. Chamberlain & Hookham, Ltd. have also 
received the Winchester contract for D.C. meters for the coming 
year. 

New Zealand.— The Public Service Tender Board has 


acoepted the following tenders :— 
50 miles of twin-twisted insulated wire.—P. R. Baillie & Co, £589. 
1.000 dry cells for telephones.— P. R. Baillie & Co., £271. 


1,000 table te lephones.—B. L. Donne, £2,488. 
New Zealand Shipping and Commerce. 


Sheffield. The Electric Supply Committee has resolved 
to accept the following tenders in connection with the extension of 
the Neepsend power house :— 

Stirling Boiler Co., Ltd.—Water-tube boilers, mechanical s'okers, super- 

heaters, economisers, pipework and al! accessories, £31,158. 

George Longden & Son, Ltd.—Extensions to the engine room and boiler 

hour e, new switchrooms and stores, £21,799. 

Thomas Smith & Sons.—50-ton overhead eleetric travelling crane, 22,104. 

Glibert Heathcote & Co.—Roof principals and supports, 28,658. 

The Committee has also reeolved to extend the contract of Mesers. 
A. Reyrolle & Oo., Ltd., for E.H.T. switchgear at Neepsend, to pro- 
vide the additional switchgear required in connection with the 
extensions of plant now in hand, at £5,311, based on the original 
contract prices; also the contract with the same firm for the 
supply and delivery of E.H. r. sub-station switchgear to provide for 
30 additional panels, at a total cost of £3,604, based on the schedule 
price in the original contract. The following tenders have been 
accepted by the Health Committee for supplies of electrical 
fittings :— 

General Electric Co., Ltd.; Tasker, Sons & Co.; І.К, G.P. & Tele h 

Works Co., Ltd.; David Ashton & Co.; Thomas A. Ashton, Ge 
C. Macintosh & Co., Lid. i 


Southampton. — The Corporation has extended ita 
present obntract for А.С. meters with the British Thomson - 
Houston Co., Ltd., of Coventry, for another 12 months. 


Stretford.—The U. D.C. has accepted the tender of the 
General Electric Co., at £79, to supply 500 yards of ‘2 tq. in. cable. 


Torquay. — Owing t» the difficult es and delays to 
navigation on the coast, the Town Council has agreed to pay an 
extra 24 per ton over the original contract price for any future 
supplies of оса! by Меваге. Renwick, Wilton & Co. 


Tunbridge Wells.—The T.C. has accepted the tender 
of Messrs. T. Bates & Sons for the construction of a reservoir for 
the new oooling tower at the electricity works, at £547. 


Walsall.—The T.C. has been recommended to accept 
the tender of Messre. W. A. Stevens, Ltd., at £5 516, to supply four 
double-deck and two single-deck petrol-electric ‘buses to the Tram- 
ways Department. The tender of Mcssre. Woodall, Duckham & Co. 
is farther recommended, at £19,845, for the construction of 20 
vertical gas retorts with electrically-driven plant. 


Watford.—The Electrical Engineer has been authorised 
to purchaze 200 meters from the Electrical Apparatus Co., to be 
taken whem required during a period of two years. 


Windsor.—An offer by the Windsor Electrical Installa- 
tion Co. to install duplicate pumps and motorr, to be electrically 
driven, at the waterworks, for the sum of £1,100, and to take 
away the existing No. 5 Hayward-Tyler pump, sllowing £100 for 
the same, has been accepted by the Windsor T.C. Each of the new 
pumpe is to be of the Rees Roturbo pattern, with a capacity of 
60,000 gallons per hour, to maintain a pressure equivalent to 
200 ft. head. The company’s estimate also includes the laying of 

mains to connect with both Slough and Windeor power 
stations. For his advice and assistance the company's engineer 
(Mr. Farrow) has been thanked by the Corporatior. 


Wolverhampton. — Тһе Corporation Tramways Com- 
mittee has accepted the tender of the United Eleotiic Car Co., Ltd., 
amounting to £818, for vestibules, staircases, &c., for 18 cars, 


И FORTHCOMING EVENTS. 


Institute of Marine Engineers. — Friday, March 12th. At 8 pm. At 
Tower Hill, Minories. Aunual Meeting. 


Society of Londos.— Friday. March 12h, At 8 p.m. At 
Impertai College of Bctence, South Kensington. Papers on The Esti- 
mation of High Temperatures by the Method of Cokur Identity,” 
end The Unit of Candie.p. wer in White Light, by Messrs. C. C. Pater- 
son and B. P. Duddirg; and The Relative Losses in Dielectrioa in 
Equivalent Electric Fields, Steacy and Alternating (R. M. S),“ by Mr. 
G. L. Add enbrooke. 


South-Western Polytechnic Institute. Friday. March 12th. At 8 p.m. 
At Мап: ева Road, Chelsea, 8. W. Presentation of Prizes and Certificates. 


Greenock Electrical Society.— Saturday, Ma ch 13th. Visit Messrs. Mavor 
and Couiscn'a works, Giacgow. 
Tborsday, March 18h. At 7.45 p.m. At 21, West Stewart Street. 
Paper on Suction Gas Plans," by Mr. E. P. Dock worth. 


Royal Institution of Great Britain. — Saturdays, March 13th and 2th‘ 
, AS pm. At Al 


bemarie Street, W. Lectures IV and V on Recent 
Researches on Atoms and Ions,” by Bir J. J. Thomson, F. R. S. 


Institution of Post Office Electrica] Engineers.—Monday, March 


» At 6 p.m. At Institution of Electrical Engineere, Victoria Embank - 


ment, W.O. Paper on “Telephone Economics—Open Construction," by 
Mr. H. A. Emith. 


Institution of Electrical E ers (Birmingham Local Section).— 
Wednesday, March 17th. At 7 30 p.m, At the University, Edmund Street. 
Paper on Electric Cooking, Mainly from the Consumer's Point of View,” 
by Mr. W. R. Cooper. 


Royal Society of Arts.— Wednesday. March i7th. At 8 p.m. At John 
Street, Adelphi, W.O. Paper on The Industrial Uses of Coal Gas,” by 
Mr. H. M. Thornton. 


Institution of Mechanica) Engineers.—Friday, March 19ih. At8p.m. At 
Btorey's Gate, S. W. General Meeting. 


North-East Coast Institution of Engineers and Shipbuliders.—Friday, 
March 19th. At 7.30 p.m. At lbec Hall, Newoastie-upon-Tyne. 
General Meeting. 


tion of M Electrical Ineers (West of Scotland Branch).— 
Friday, March 19th. As Royal Technical College, Glasgow. Paper on 
“The Use and Abuse of Oils in Convection with Electrical Plant,” by 
Mr. T. C. Thomsen. 


Electro-Harmonic Society.—Friday, Maroh 19th. At Holborn Restaurant. 
Smoking Concert. 


Association of Engineers-in-Charge.—Saturday, March 20th. At 7.30 p.m. 
At 8s. Bride's Institute, Bride Lane, Е.С. 


NOTES. 


Eleetro-Harmonie Society.—The last smoking concert 
of the season will be held at the Holborn Restaurant (King's Hall), 
on Friday, March 19th, at 8 o'clopk p.m., Sir John F. C. Snell 
presiding. The preliminary programme is as follows :—Tenor, 
Mt. Joseph Cheetham ; baritone, Mr. Tom Kinniburgh ; elocutionist, 
Mr. Ernest Meads; humorist, Mr. Fred Curtis; entertainer, Mr. 
Foden Williams ; entertainer at the piano, Mr. Finlay Dann, and, 
by desire, a small professional orchestra from the London 
Symphony Players; conductcr, Mr, Charles Woodhouse (the 
rat daar Band). At the piano, Mr. Bernard Flanders, 


Another Тгатсаг Ticket Case.—For refusing to 
produce a tramoar ticket, W. J. Crockett, of Kingston, was fined 
£1 and £2 bs. 6d. costs at Kingston, on March 3rd. The Standard 
says that he did it for the public " because of the annoyance to 
which they were subjected, and he deolared that he would carry 
the matter before the High Court. 


Charge of Stealing.—At the West London Police 
Court last week, A. Pamington, electrical engineer, Newcastle Row, 
Clerkenwell, and T. Bamyard, sales manager, were remanded on 
bail on a charge of being concerned with Raoul de Redon (in 
custody) in stealing and feloniously receiving on February 16th 
certain X-ray tubes and apparatus, which were dee oribed to the 
Court as the property of the West London and Royal Free 
Hospitals, ' 


Foreign Trade. — Tue FEBRUARY FIGURES. — The 
following are the electrical and machinery figures given in the 
official returns for Februar y :— 


IMPORTS. 

Electrical goods Month Inc. Two Ine. 
and apparatus, of or months, or 
excluding ma- February. dec. 1915. dec, 
chinery and un- ё £ & & 
insulated wire 69.078 — 74,122 125,943 — 155,768 

Machinery .. 578,583 — 70,344 1,191,937 — 51.331 

EXPORTS. 

Electrical goods 
and apparatus, 
excluding ma- 
chinery and un- 

i wire 173,870 — 84,348 443,763 — 68,176 
1,285,868 —1,747,746 2,949,350 —3, 471,999 
New Association: Electric Supply Executive 


Staffs.—A Committee has been formed of the following chief 
assistant electrical engineers of undertakings in Greater London, 
namely :—Mesers. Baron, 8°. Pancras; Bowden, Hackney ; 
Macalister, Islington; Richardson, Marylebone ; Thompson, Bat- 
tersea ; and Young, Stepney, with a view to forming an Associa- 
tion on the lines of the Associated Municipal Electrical Engineers 
of Greater London. The chief object of the proposed Association 
will be to endeavour to fill the want whioh has long existed for 
an Association which will enooursge an interchange of ideas, 
foster mutual interests, and generally oreste a better understanding 
between the executive staffs of different electric light urdertakingr. 
Previous attempts have been made towards the incorporation 
of the chief assistants in the parent Association, and the formation 
of an Association of their own, but, unfortunately, without воссевг. 
Now that a Committee has been formed, however, it is to be hoped 
that their endeavours will be crowned with success, and that the 
Association will, eventually, hold a position second only to that of 
the parent body, 


` 
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Hungarian Aluminium Oxide.—lIt is stated that the 
. Neuhausen Aluminium Industry Co. has concluded a contract with 
the Bihar Forest Industry and Lime Kiln Oo. forthe delivery of 
50 000 tons of aluminiferous rook (bauxite) per annum as from 
March Ist, 1915. The latter company, which was originally formed 
by the L'ége firm of Lamarche. possesses a rope railway, five miles 
long, which ends in the bauxite district, where arrangements have 
been made for mining on a large scale. The rope railway joins the 
Grosswardein- Vaekop local railway, with which the Neuhausen 
company has also entered into a freight agreement. A certain 
amount of the production of bauxite is to be treated in Hungary, 
whilst the balance will be exported, apparently to the Swiss oom- 
pany's new works on the Rhine. This action has partly been 
suggested by the impossibility of ob'aining further supplies of 
bauxite from France in conacquence of the war. 


Fatalities.—Snerrietp.—According to the — Sheffield 
Telegraph, a bey named Walter Carley, aged 15 years, while putting 
up а new switch on the premises of a relative, a pork butcher at 
Attercliffe, on 5th inst., received a shock which proved fatal. 

PONTYMISTER.—An inquest was held on March 4th as to the 
cause of death of Joseph Grinnell (32), at Pontymister Works. 
The evidence showed that while Grinnell and another (G. E. Buck) 
were in a 10-ft. excavation, Buck in regulating a suction pipe 
received an electric shock and was thrown on his back. His feet 
came in contact with the pipe and he was held by the current. 
He called for help, and Grinnell oame to h's assistance, A witness 
found the two men, and received a slight shock in pulling Grinnell 
away, but the latter was quite stiff and did not speak again. 
Witness said he did not realise the risk that he was running by 
catching hold of the deceased with bare hand». Artificial respira- 
tion was tried for 25 minutes. The foreman, as reported in the 
South Wales Daily News, said that the accident was due to the 
pipe becoming electrically charged, and Benjamin Thomas, who 
connected the motor, said it would have been impossible to insulate 
the pipe, but a rubber pipe might have been put down. The 
verdict was to the effect that deceased was accidentally killed bya 
discharge of electricity whilet going to the help of another 

' workman. à | 

ABERTRIDWR,—À Cardiff paper reports that an 8-year old boy, 
named Preece, climbed on the roof of a power station, caught hold 
of the electric wires, and was killed. 


Feeder Reactances, — Feeder reactors are now being in- 
stalled in the generating station of the United Electric Light and 
Power Co., New York City. Ooly two reactors are being employed 
iu each three-phase circuit. The units, whioh have 3} per cent. 
reactance, are porcelain-clad and mounted vertically in pairs to 
economise in space. The current rating of the feeder cables ia 
300 amperes. Berides-these reactors there are also 18 per cent. 
units connected between the ‘bus sections, which are designed to 
carry 2,000 amperes. Further resistance to surges is offered by 
each generator's inherent reactance, which is about 7°5 to 8 per 
cent, The rated full-load current for each generator is 1,387 amps. 
per phase.— Electrical World. m 


Liquidation.— BRITISH PROMETHEUS Co, LTD., Birm- 


ingham.—4A meeting of creditors is called for March 25th, at 
12 o'clock noon, at 26, Corporation Street, Birmiogham. | 


New Electric Clock at Birmingham Post Office.— 
The G.P.O. are adopting electrio turret clocks, when public clocks 
are requiced in their buildings, on account of the advantages they 
offer as regards uniform time-keeping, and the saving on mainte- 
nance. Messrs. Gent & Co., Ltd., of Leiccster and London, have 
supplied the first of these clocks purchased by the G.P.O , which 
has now been erected at the G P.O., Birmingham. The type 
selected by the Post Office Engineers is that known ss the 
“ Waiting-Train," which is a speciality of the firm mentioned. 

The new clock is fixed on the bridge which connects the new 
. portions of the G.P.O. buildings to the old. The dial is 5 ft. in 
diameter, and is provided with 12 distinguishing marks in lieu of 
the ordinary Roman numerals, as advocated by the late L^rd 
Grimthorpe. It is arranged for internal il'umination, which is 
provided by electric lamps within & reflector which is disposed 
behind the dial and is the full diameter of the latter. 

The small amount of current required for operating the 
" Waiting-Train ’’ movement is taken from the accumulator in the 
biilding, which has been installed for general purposes. The 
mechanism is under the constant control of a master clock, the 
control being effected by the half-minute impulses, іп a simple 
manner, which dispenses with contacts or additional batteries. 

Тае hands of the clock are exposed directly in the open, and 
therefore a clear reading of the dial is obtained under all con- 
ditione, the absence of a covering glass eliminating sun glare 
and retiaction which at some part of the day might prevent the 
reading of the time. Tne great power of the Waiting-Train " 
movement renders a covering glass unnecessary, the power 
developed by this mechanism being in direct proportion to the 
load put upon it, &o that the hands cannot be stopped by snow or 
the most severe galee. Many public clocka were stopped, or others 
were affected, by the heavy gale that swept over the metropolia 
a few weeks ago, even Big Ben being half an hour slow. 

The largest electric clock in the world, on the Royal Liver 
Building at Liverpool, which is driven by the Waitirg-Train“ 
movement, has kept time with unfailing accuracy since it was flret 
started on Coronation Day, 1911. The heaviest gales of wind and 
snow have never affected its time-keeping qualities, despite the 
great length and weight of the hands required by dials consider- 
ably larger than that of London's largest clock, Dig Ben 


Copper.—The diminution in visible supplies during 
February, 1915, as shown by Messers. Н. В. Merton's statistical 
circular, was 750 tons, and in English supplies 776 tons. Euro- 
pean arrivals from North America amounted to 16,604 tons, 
slightly leas than during December last. Spain and Portugal 
supplied England and France with 2,381 tons, а quantity seldom 
equalled in peace times, and considerably above the 1913 average. 
A heavy tupply was also drawn frcm countries not individually 
classified, equal to a fairly good month before the war. Chile 
shipments were below average, and Australian, though above the 
quantity for the fonr preceding monthe, was not up to average. 
Total deliveries, at 28,861 tons, exceed those for August, October, 
or November last by a considerable amount, 


Institution and Jecture Notes.—Institution of 
Electrical Engineers.—The following are the Council's nomins- 
tions for the vacancies which will occur on the Committee of the 
WESTERN LocAL SEOT ION: — Chairman. Mr. D. F. Roberte, 
Cardiff; Vice-Chairman. Prof. D. Robertson, Bristol. Eight 
nominations; to fill five places on the Committee: Mea:re. A. J. 
Abraham, Aberdare ; M. T. Evane, Bristol; R. H. Fletcher, Llani- 
shen; W. W. Hughes, Swansea; A. C. McWhirter, Cardiff; W. G. 
Heath. P'y mouth | C. W. Salt, Torqusy ; A. L. Stephens, Bristol. 

At the monthly meeting of the SCOTTISH LOCAL SECTION, held 
at Edinburgh on Tuesday last, the paper on Automatic Protective 
Switchgear for Alternating-Current Systems was read by Mr. 
E. B. Wedmore. 


The STUDENTS’ SECTION discussed the " Applications of Elec- 
trical Engineering to Warfare," on March 3rd. Section (a) " Com- 
munications,” was opened by Mr. P. R. Coursey, who said that fire 
and flashlight signalling had long ceased to be atilised as a means 
of official communication, and the applications of electrical 
engineering had enabled great strides to be made towards the 
ideals of speed and'seorecy. Іа the present war electrical means 
of communication were being employed to an enormous extent by 
all the nations involved, five main types of electrical apparatus 
being used, as follows :—Wireless telegraph, Wheatstone automatic 
telegraph, Morse sounder, vibrator telegraph and field telephone, the 
last two being generally combined in one apparatus. Mr. Ooursey 
gave brief descriptions and illustrations of the most general types 
of military apparatus, Mr. Smith-Rose referred to the difficulties 
of reception of wireless m«ssages on aeroplanes on account of the 
noise of the engine. Мг. Emtage suggested that it might be pos- 
sible to detect the approach of Zeppelins and submarines by pick- 
ing up their ignition spsrks by wireless receivers; and aleo 
described the pneumatic headpiece ‘‘shock-absorbers” worn by 
airmen, which at the ваше time served to deaden the noises due to 
the engine, and facilitated wireless reception. 

The chairman (Mr. Daddell) said that the great objection to 
modern methods of communication was that they all gave too much 
information to the enemy, and in many cases diepatch-riders were 


. proving to be a more secret means of communicating intelligence. 


Section (5), The Firing of Mines and Explosives,” was opened 
by Mr. S. Killingback, who said that the advantages of electrical 
means for firing mines might be briefly eummarised as conveni- 
ence, greater reliability, remote control, simultaneous firing of 
several charges. Mines and explosives. might be fired either by 
accumulators or by the portable hand-operated service dynamo. 
The stendard types of electric fuses and detonators required a 
current of about 0'8 ampere for fusing. Mr. Heslop said that the 
chief field for electrical firing of mines was for harbour protection, 
as reliable connections and cables could then be laid. The ordinary 
time-fuses were generally satisfactory in other cases. 

Section (c), "Sesrohlighte and Projector,” to be opened by Mr. 
E. L. M. Emtage, was adjourned to March 31st next. 

At the meeting of the YORKSHIRE LOCAL SECTION on Wednesday 
last, a paper was read by Mr. W. R. Cooper, on * Electrio Cooking : 
Mainly from the Consumers’ Point of View.” The same paper was 
t» be read last night in London, 


National Association of Colliery Managers.—In a paper on 
„The Evectric Safety Lamp in Mines,“ read to the Aseociation jn 
Edinburgh, on Saturday, Mr. John George, Cambuslang, pointed 
out that it had to be admitted that the first cost of flame lamps was 
lower than that of electric lamps, but first cost was not every thing : 
with the reduced light furnished by flame safety lampe it was 
nearly impossible to keep coal clean, and, in many instances, 
managers had to pay for dirt when they ought to be getting coal. 
Then owing to the same cause they were always liable to have 
falla of roof and sides, There was no doubt that the number of 
electric lamps in daily use in the mines was increasing by 
thousands every year, one firm alone having 75,000 lamps in daily 
use in the pits. 


Edison and Benzol,—Mr. Т. A. Edison is said to have 
turned his attention to the problem of recovering benzol from 
coke-making plants ; it is reported that he is engaged on the con- 
atruction of a plant for that purpose in accordance with his own 
designs, at Johnstown, Pennsylvania, adjoining the by-product 
coke ovens of the Cambria Steel Co. 


Russian Trade.—Apropos of the references to this 
subject in our leading columns to-day, we are in touch with a 
French engineer of considerable experience, who speaks and writes 
Russian fluently, and has business relations with Russia; his ser- 
vi:es are at the disposal of any reader who is desirous of eatablish- 
iur trade with that country. 
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Educational.—4A well-equipped laboratory for electro- 
technical work was reoently opened at the Madras College of 
Engineering, which can now provide courses of instruction up to 
the highest standard deman’ed for engineering work in Iadia. 


Appointments Vacant.—Engine driver and switch- 
board attendant (308), for Royal Holloway College, Eaglefield 
Green, Surrey; junior shift engineer (258.), for Heywood Elec- 
tricity Worke ; fitter (36°.), for Royal Holloway College, Engle- 
field Green, Surrey ; a cable engineer is wanted by a company 
which intends erecting works for the manufacture of vulcanised 
rubber cables. See our advertisement pages to-day. 


Electric Vehicle Charging Stations.—We learn that 


the General Electric Co., Ltd., have been appointed official manu- 
facturers to the Electric Vehicle Committee of the standard 
design of illuminated box sign for charging stations and for 
garages where charging facilities are provided. The sign, v ird 
complete, with terminal box, and arranged for bolting to the face 
of a wall, or supporting from the usual type of bracket, is made 
in four standard s zes. The two standard sizes, 30 in. square and 
18 in. square, each size with either a single or double face, are those 
recommended by the Electrical Vehicle Committee. This sign is 
also the subject of a leaflet, No. F. 1,887. The frame and case are 
of stove-enamelled iron, black outeide and white inside, and the 
panels are of duplex glazing, formed of a front sheet fired with 
red and white permanent colours, backed by a sheet of clear gles. 
The advantages of this method of glazing are :—Bright colours 
which show well both by day and night; strength; and smooth 
surfaces on both sides of the panel, which keep clean longer and 
are easily cleaned. 


Action Against the Marconi Co.— For some days 


past Mr. Justice Avory and a special jury have been occupied with 
the hearing of the case of J. W. Hamilton r. Marconia’ Wireless 
Telegraph Co., Ltd. The plaintiff, who acted as defendant's sole 
agent in Australia and secured a number of important contracts 
there, claims damages for wrongful termination of his engagement. 
The company has a counterclaim for damages. The hearing stands 
adjourned. : 


Patents and Alien Enemies.—Application has been 
made to the Board of Trade by the Manchester Armature Repair 
‚Оо. to avoid or suspend the following patente :—10,457/06, granted 
to Hopfelt; 2,711/10, 20634/10 and 9, 941/11, granted to the 
Specialfabrik für Aluminium Spulen und Leitungen G.m.b.H. ; 
aid 27,651/12 granted to Loewenthal. The hearings are fixed for 
March 23rd. | " i 


.For Sale.— Salford Corporation invites tenders, by 
March 22nd, for the purchase of storage battery, booster, two 
balanoers and electric motors. Particulars are given in our 
advertisement pages to-day. . 


Black Smoke Offences: Electrical Cable Manu- 
facturers and War Orders.—Two electrical cable manufacturers 
having works in Manchester were amongst a number of defen- 
daut firms summoned at the Manchester Police Court on Wednes- 
day for permitting emissions of black smoke from their worke’ 
‘chimneys. A representative of one of the firms suggested that the 
local Sanitary Committee (who authorise these prosecutions) 
should allow more latitude under the present exceptional ciroum- 
stances. They were basy on army contracts, and their difficulties 
were added to by the fact that they had been, owing to enlist- 
ments amongst the men, compelled to find fresh firemen. They 
hed had five firemen in one month, and the man they had now 
was not satisfactory. 

A similar representation was made in the second case, but fines 
and costs were, nevertheless, imposed in each case. 


Pocket Torches.—According to a note in the FLrening 
News, a British-made battery, as good as the German artic'e bat 
at a lower price, called the “Diehard,” is now available for 
pocket torches. This battery, we may add, is made by Mesirs. 
Signum, Lte., of 46, Kingsway, W.C. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted аз to their movements, 


Central Station Officials, — Under a scheme for the 
re-arrangement of the staff of the Walsall electric supply depart- 
ment, the following and other alterations are proposed :—Manage- 
ment staff —(1) C. W. Cookson, now chief clerk and collector, to be 


accountant and collector at his present salary; (2) D. MILLS, 
second clerk (now £104 per annum), to be appointed оће? clerk, at 
£130 per annum, increasing by £10 annually to £150 per annum. 
Distribution staff—(1) a meter tester and installation inspector to 
be appointed at £2 2s. per week, rising to £2 102. per week; (2) 
E. EYNON, senior sub-station attendant, to be temporarily sub- 
station foreman, at £1 17s. 6d., rising to £2 28.; (3) new sub- 
station attendant to be appointed at (probably) 30». per week; (1) 
the wages of sub-station attendante, G. ALRIDGE and J. STOKES, 
to be advanced by 2s. 6d. per week eacb. Sales department staff— 
(1) thé canvasser (MB. H. HoPKINSON) to be sales engineer and 
cauvasser, at £2 7e. 6d. per week, sn increase of 5s. 63. per week. 
The question of appointing a separate canvasser has been deferred 
for three months. The immediate annual increase. in salaries 
and wages under the proposed re-organisation ig £138, а large 
proportion whereof is in respect of new work which will be self- 
supporting. 

Мв. J. ELLIS and Мв, V. A. WOODLAND have resigned their 
appointments as shift engineer and meter inspector, respectively, 
at the Watford electricity works. Increases in the salaries of the 
undermentioned employ és at the electricity works, are to be made 
as follows :—J. E. WALLEY, mains engineer, £145 to £170 per 
annam ; W. MIDDLETON, shift engineer, £90 [^ £100 per annum, 
rising by annual increments of £5 to £110; E. E. Pops, shift 
engineer, ditto; Е. H. JOHNSTONE, meter inspector, 30s. to 35s. 
per week, The Electricity Committee has been given authority to 
select oandidates and make appointments in all vacanoies coming 
under ite notice up to and inoluding £100 per annum. 

Mn. J, Н. PARKER, on leaving the Greenook electricity works 
tə take up his position at Croydon, was presented by the staff and 
employés with an electric floor standard and shade. Mr. F. H. 
Whysall,chief engineer, made the presentation. 

М». C. CRANDON has resigned his appointmeut as switchboard 
attendant at the Tunbridge Wells electricity works in. order to 
take up an appointment at the Chelsea electricity works. | 

Woolwich T.C. on March 3rd increased the salary of Мв. &. H. 
PENNING, deputy electrical engineer, by two equal instalments of 
£15, to a maximum of £250 a year; and that of MR. C. HOBSON, 
charge engineer. from £130 to £140. 

Lanoaster Т.О. has appointed Мв. J. B. PATTERSON, works 
superintendent at the electricity work». as assistant engineer, he 
to bs paid 43 Зе. per week whilst the electrical engineer is absent 
on military service. 

Rotherham T.C. has appointed Mr. J. В. LILLEKER, who has 
been on the staff for 14 years, as assistant electrical engineer, at a 
sala: у of £200 a year. He succeeds Mr. J. Williams, who is now 
electrical engineer and tramwey manager at Erith. 

Maidenhead T.C. has appointed, ont of over 150 applicanta, Mr. 
WILLIAM EDWARD OLARET, of South Tottenham, as station super- 
intendent at the electrici y works, at £175 per annum. 

Мв. Н. E. WRIGHT, of the Dover Corporation electricity staff. 
has resigned, and his восоеваог is Мв. BYLES, an old student at 
the work. | 

Мв. Н. Н. PARTINGTON, who was appointed to the sub-station 
superinténdent vacancy at Salford, has now decided to remain with 
the Scottish Central Electric Power Oo., Falkirk. l 


Tramway Officials.—The Plymouth Tramways Com 
mittee has recommended the appointment of MR. C. R. EVERSON a 
tramways manager, at a salary of £500 a year and house, for three 
years from November 9th, 1914, with am option to extend the 
term for a farther period of a year, the compensation to which 
Mr. Everson is entitled to be suspended whilst he holda the Office. 

The Darlington T.C. hes appointed Mr. Faaser, of Kilmarnock, 
as tramway traffic manager. . 


General.— The foremen of Messrs. Howard & Ballough, 
presented Мв. G. W. SOMERVILLE with a smoking cabinet 
suitably inscribed, and a gold mounted walking stick, as 
a token of esteem, on his resignation of the position of 
chief electrical engineer at Globe Works last week. The 
presentation was made by Mr. James Arrowsmith, the oldest fore- 
man, Mr. Somerville had previou-ly been presented with a suit 
case and military hairbrush by the men employed in the firm'a 
e‘ectrical department. Не is now interested in the Unity Wood 
and Iron Co., Padiham, and is also in practice as a consulting 
and inspecting engineer. | 

We are informed that Mr. R. T. Durrav, an English director of 
the Allgemeine Elektrici as Gesellechaft, Berlin, and ite English 
and foreign subsidiary companies, who was responsible for the 
organisation and management of the A.E.G.'s large foreign busi- 
neces, returned to this country from Germany: some months ago. 
We understand that Mr. Durran's departure from Germany was 
made possible by the assistance of Dr. Rathenau and Mr. Deutsch, 
the heads of the А Е G. 

Mr. V. T. TAYLOB, who, we understand, is well known in South 
African electrical ciroles, has recently returned from the St. John 
Del Rey Gold Mines, Brazil, and has taken up а potition with Sir 
W. Armatrong, Whitworth & Co, Elswick Works, for the duration 
of the war. A i 

Mu. A. P. TROTTER's official addrees is 8, Rich mond Terrace. 
Whitehall, London, S. W., and not the one printed by accident in 
the List of Members of the Institution of Electrical Engineers. 

Мв. REGINALD P. WILSON is now on bis way back to Londor, 
after an extended visit to South America. . 

Мв. GEORGE BALFOUR has joined the board of the Cordoba 
Light, Power and Traction Co., Ltd. 
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Obituary —Mr A. L. E. Drummonp.—The death 
occurred in Newoastle-on-Tyne on 5th inst, of Mr. Alfred L. E. 
Drmmond, manager of the Post Offioe telephonea in the city, and 
formerly manager for the Newcastle District for the National 
Telephone Oo., who was a past president of the Newcastle local 
section of the Institution of Electrical Engineers. Mr. Drummond 
was born at Scarborough in 1460. He served his apprenticeship 
with Messrs. Crooks Roberts & Co., engineers, of Sheffield, and then 
went to London. In 1881 he returned to Sheffield as secretary and 
assistant-manager to the Telephone Exchange aud Electric Lighting 
Co. Five years later he joined the National Telephone Oo, as 
district manager in the Potteries. Later Mr. Drummond was 
transferred to Leeds, afterwards to Manchester, then to Oldham, 
and four years later to Plymouth, In 1902 he was appointed 
manager of the Newoastle district, and on the purchase of the 
National Company's system by the Government he continued in 
that position. 

MR. H. GaBBUTT.—We regret to hear of the death of Mr. 
Harry Garbutt, representative for many years of Messrs, I, 
Frankenburg & Sons, Ltd., cable makers, Salford, Mancheeter, 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Robert W. Blackwell & Co., Ltd. (63,446).—Capital, 
£:250,000 in C1 shares. Return dated January 14th, 1915. All shares taken 
up. £l per share called up оп 75.007 and 105. per share on 25,000; £87,507 
Pon £149,992 considered as paid on 139,993 shares. Mortgages and charges : 

il. 


Adelaide Electric Supply Co., Ltd. (54,209).— Capital, 
4,500,000 in 50.000 pref. and 50,000 ord. shares of Ду each. Return dated 
January Sth, 1915. 43,805. pref. and 50.000 ord. shares taken up. £5 per 
share called up on 43,805 pref. and 24,000 orda; 439.095 paid, 4130,00 con- 
sidered as paid, 26,000 ога. Mortgages. and charges: 219.572 five рег cent, 
debenture stock, (A further 959 pref. shares were allotted, payable in cash, 
to February 3rd, 1915). 


Burmah Electric Tramways and Lighting Co., Ltd. 
(75,070). - Capital. 4:200,000 in 20.000 ord. and 20,000 pref. shares of £5 each. 
Return dated December ist, 1914. AIE shares taken up. 2.100.000 paid on 
the pref, 4,100,000 considered as paid on the ord. Mortgages and charges: 
Nil. 


E. S. Co., Ltd. (139,230).—Particulars of £20,000 deben- 
tures, created) February Vth, 1915, filed pursuant to Section 93 (3) of the 
Companies" (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged: The company's undertaking and property, present and 
future, including uncalled capital. No trustees. 


Creed Bille & Co., Ltd.—Two mortgages, one as collateral 
security, both dated February 4th, 1915, to secure 451.500, charged on land in 
Cherry Orchard Road, Croydon, with buildings thereon, formerly known as 
the Croydon Skating Rink, and benefit of building agreement relating to cer- 
tain lands in Cherry Orchard Road, Addiscombe Road, Colson Road, and 
Cedar Road, Croydon. Holder: W. T. Bolland, 22, Colson Road, Croydon. 


National Telewriter Co., Ltd.—Particulars of .£15,000 
debentures, created February 26th, 1915, filed pursuant to Section 93 (3) of the 
Conipanies’ (Consolidation) Act, 1908, the amount of the present issue being 
£52,000. Property charged: The company's undertaking and property, present 
and future, No trustees. 


CITY NOTES. 


The Mackay Companies. 


THE accounts for the vear ending February Ist last show about 
the same figures as were issued last year, with the exception 
of operating expenses, Which show an increase of $20,007, a 
trifle When compared with capital [abilities of $91,380,400. 
The income from investments in other companies is more this 
year һу $43,601, while the cash assets are up by $117,904. 
We have on previous occasicns remarked on the ineagre nature 
of the accounts, which do not give a proper conception of the 
financial state of the Trust. To mention one instance again, 
it is not stated if the investments in other companies are “atb 
cost” or " market value.” and until this is stated uncertainty 
must exist. Nothing has apparently been carried to reserve, 
and in this connection it may be mentioned that last year it 
Was stated that reserves have been increased not so largely 
as in previous years, but substantially." This, taken in con- 
junction with the remark that the trustees have been coin- 
pelled to insist on the most rigid economies in operating 
expenses, 15 not very encouraging. Notwithstanding the ten- 
dency towards lower rates, the trustees are prepared to lay a 
cable to compete with the Western Union in Mexico, and so 
cut rates still further, and the “Cuban! rate war is quite 
fresh in our memories. When talking about increasing rates 
the trustees are treading on very delicate ground, and it 
remains to be seen how far success will attend efforts in this 
direction, particularly in vew of the extension of cheap rate 
services by other Atlantic telegraph companies. Is the capa- 
city of the Atlantic cables being used to the full? The volume 
of traffic available is enormous, and it is a question how far 
the policy of refusing to take night and week-end letters 
adversely affects the commercial lines. Of course, due allow- 
ance must be made for the existing disturbed trade conditione. 
which, it 18 hoped, will soon terminate and lead to the usual 
brisk business, 


Neuhausen Aluminium Industry Co. 


THE report for 1914 of the Aluminium Industrie A.G., or Neu- 
hausen, states that favourable results were obtained, but noth- 
ing is mentioned as to the situation of the market or the 
influence of the war on this particular trade. The financial 
figures, permitting of the payment of a dividend of 20 per 
cent. on old share capital, as in 1913, and of 10 per cent. on 
new share capital, were reproduced in this journal two or three 
weeks ago. It appears that while the works at Neuhausen 
and Rheinfelden experienced no capital changes as contrasted 
with 1913, and those at Lend-Rauris underwent a slight dini- 
nution in consequence of the sale of a site, an increase of 
£124.000 took place in connection with the Vallais works, 
which was chiefly incurred in the Borgne water-power plant 
and the extension of the Rhone works. 16 will be possible to 
bring the Borgne plant in operation as soon as required. The 
extension of the works at Marseilles and the participation in 
bauxite mines have raised the capital expenditure on these 
from £287,000 to £485,000, but a reduction has occurred in the 
Goldschinieden-Trotha. auxiliary company. The Neuhausen 
company has taken up as a new interest £68,000 in the Mar- 
tius Works of Bergheim, near Cologne, which is to produce 
bauxite. 


Hastings and District Electric Tramways Co., Ltd. 


DURING 1914 there was a decrease in the traffic. receipts of 
02,141, entirely attributable to the war. The expenditure 
shows a decrease of £4,101, which is in excess of the falling 
off in the receipts. The revenue after crediting receipts from 
the statutory company, 419.349, and transfer fees £7, and 
debiting adininistration expenses £1,338, shows a balance of 
418.018, plus £1.037 brought forward. Deducting £10,633 
for interest charges, there remains available 48.421. Owing 


to the uncertain financial outlook in October last, the directors, 


thought it best to hold back the interim dividend on the pre- 
ference shares, but they now D to pay a final and com- 
plete dividend of 6 per cent. for the year, absorbing £4,800; 
£1.000 is to be transferred to depreciation account, to write 
41.500 off suspense account, amd to carry forward £1,121. 
The installation of the Tilling-Stevens petrol-electric. system 
on the front line has been carried out. The 17 cars required 
for the purpose were duly converted, and the last of them 
were placed in operation during the month of July, since 


when the system has worked satisfactorily. 


Mr. Geo. Кїтєнїк, who presided at the annual meeting 
held on Tuesday at the offices, 1, Queen Victoria Street, E.C., 
referred first to the general disturbance that had resulted from 
the war. This company's receipts had fallen, since the war 
began, by about 30 per cent. Fortunately, it had been pos- 
sible to curtail the expenses; but had they gone on as they 
were doing up to the end of July they would have had an 
increase in receipts as well as a reduction in their working 
expenses. Up to the outbreak of the war they had an increase 
of £570 on their traffics, whilst the reduction of working ex- 
penses had been continuous throughout the year. The trafic 
receipts of the Hastings company amounted to £50,201, plus 
£632 for advertising, ete. On the expenditure side, a decrease 
was shown in each item, the total saving being £4,101. Over 
£3,000 of this sum was a saving on maintenance and repairs. 
These had now been reduced to a normal figure, the short- 
comings of previous years having been made good. The total 
amount expended was 431.488. Bringing down the balance. 


- £10,349, to the Hastings and District revenue account, and 


deducting their usual London expenses, together with deben- 
ture interest, and interest paid to bankers, and adding 41.037 
brought forward, they had £8,421. It was proposed to carry 


£1,000 to depreciation account, which would then stand at. 


£26,000, and to write £1,500 off the suspense account, which 
stood on the credit side of the balance sheet and represented 
legal and other expenses incurred in the installation of the 
petrolelectric system. These cars were working in а satis- 
factory manner. At first there were some difficulties. with 
the lighting and the tanks for the petrol which were placed in 
the cars: but these ditheulties had now been overcome; the 17 
cars had been at work for several months, and they heard of 
no complaints from the public. The loan from the bankers 
of £5,500 had been reduced to £4,000. Following the promise 
made to them last vear. they had carried the whole of the 
cost of their petrol-electric installation to a suspense account 
which they proposed to write off by steady annual payments, 


so as to get rid of the danger which there was of having ап 


item standing to the credit of their journal which could not 
he justified. They were not vet free of the contractors, but 
the item which stood on the balance sheet represented the 
whole of the outlay which was involved in this change. In 
October last. when they should in the ordinary course have 
paid an interim dividend on the preference shares of the com- 
panv. they did not consider that the position of the company 
would allow of their doing so, as the financial outllook was 


dark, and they were not convinced that the petrol-electric | 


system which they were installing would answer; therefore 
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they decided to hold back the preference dividend until the 
end of their financial year, when the final figures would enable 
them to see more clearly what the position was. "That day 
they were hoping to pass a resolution authorising the pay- 
ment of that dividend, though it was not proposed to send 
out the cheques for it until the end of the present month. At 
the same time, he wished to warn them that it was possible 
that the preference dividend might not be earned during the 
current year, as the figures for 1915—comparing with those 
of 1914—would probably for the first six months show a con- 
siderable shrinkage. They would possibly be desirous of 
knowing how they were situated with regard to the local 
authorities, and he regretted that he was not in a position to 
give them any satisfactory intelligence on this point. The 
wish of the board was, and always had been, to work amicably 
with the Corporation, but for some reason or other it 
would appear that the committee which controlled these 
affairs was not able to see eye to eye with the directors on any 
point, and was continually throwing obstacles in the way of 
their improving the services. Still, they could only hope that 
this state of things would not continue indefinitely. The 
Chairman referred to the death of the late general manager, 
Mr. Holliday, and said that as his successor they were fortu- 
nate in having to hand Mr. Edwards, who had been managing 
the company’s affairs during Mr. Holliday's illness. They 
therefore appointed him general manager, and the result 
they saw that day was the effect of the appointment. The 
10 deri of the company had not suffered by the change, and 
the work in Hastings was well and effectively supervised. 

Mr. J. C. WILLIAMSON seconded the motion. 

Mr. WEBB asked if the board anticipated much reduction in 
expenee from the adoption of the petrol-electric form of trac- 
tion on the front at Hastings. 

The CaAIRMAN said that last vear he stated there would be 
an increase of expense by the introduction of the petrol- 
electric system, and he had no reason to alter that opinion 
that day. The cost of petrol would be to a considerable extent 
added cost. and there would also be the cost of the mainten- 
ance, which was a considerable itein on the cars which were 
fitted for that purpose. 


Newcastle and District Electrie Lighting Co., Ltd. 
—The annual meeting was held on 5th inst. in Newcastle-on-Tyne, 
Sir Benjamin C. Browne, who presided in the absence of Dr. J. B. 
Simpson, first referred in some detail to the capital acoount. 
Daaling later with the profit and loes account, he eaid that the 
item £11,388 for wages, salaries, and rates, &c., showed an it crease 
of £1,023, largely accounted for by an inorease of £760 for rates 
due to a new assessment of the company's works and maine. The 
total gross receipts for electrical energy showed an increase of 
47,514 over 1918. These receipts had been adversely affected due 
to the earlier closing of licensed premises and the reduction of 
lighting in shop fronte, &o., but this had been compensated for by 
the increased demand for power purposes. The gross profits for 
the year were £32,030, being an increase of 21,206, and the 
amount available for distribution was £21,293. The arrangement 
made with Messrs. Spencer & Sons, of Newburn, to utilise the 
whole of their exhaust steam had now come into force, and the 

directors felt confident that this would be the means of a great 
saving in the working costs., The dividend at the rate of 3 per 
oent. was approved. | 


Chelsea Electricity Supply Со., Ltd.—The profit 
for 1914 was £387,810, plus £2,766 brought forward and £2,201 for 
interest, making a total of £42,777, After deducting interest on 
debenture stock, £7,875, interim dividend on the preference shares 
at the rate of 6 per cent. per annom, £900, and interim dividend on 
the ordinary shares at the rate of 4 cent. per annum, £4,944, 
£29,058 remained. It is intended to appropriate this as follows :— 
To credit of reserve for renewals, depreciation and contingencies, 
£11,120; debenture stock premium redemption fund, £701; 
written off cost of extinction of founders’ shares, £1,089 ; written 
off cost of investments, £1,429; final dividend on the preference 
shares, making 6 per cent. for the year, £900 ; final dividend on 
ordinary shares at the rate of 6 per cent. per annum, making 5 per 
cent. for the year, £7,415, leaviag to be carried forward £3 101. 
The number of 8-0.P. lamp equivalente connected on December 
Sist, 1914, was 314,275, an addition of 7,854 during the year, and 
the total number of units sold was 4,342,182, being 108,983 lesa 
than for the previous year. The annual meeting was held 
yesterday. | 


Newmarket Electric Light Co., Ltd.— During 1914 
the equivalent of 1,015 33-watt lamps were connected -to the 
mains, making the total connected 30,744 lamps. The profit on the 
year’s working, plus £146 brought forward, amounts to £2,464, 
which, after providing for debenture and other interest, £733, 
leaves £1,73!. The directors recommend a dividend of 3} per 
cent., that £650 be carried to reserve for renewal of plant, and 
that £151 be carried forward. 


Direct Spanish Telegraph Co., Ltd.—The dividend 
at the rate of 10 per cent. per annum on the preference shares, 
less income-tax, and one at the rate of 4 per cent. per annum on 
the ordinary shares, free of income-tax, are recommended for the 
half-year ended December 31st, 1914. Ia addition a bonus on the 
ordinary shares of 2 рег cent. for the year 1914, free of income- 
tax, is.to be paid, 


е. 


British L. M. Ericsson Manufacturing Co., Ltd.— 
For 1914 the directors report that, notwithstand ng the abnormal 
conditions of trade, the company's business continues to show a most 
satisfactory result. £25,000 appearing in the balance-sheet as on 
deposit with Aktiebolaget Stockholms Handelsbank was withdrawn 
on January Ist, 1915, and a corresponding amount of war loan has 
eince been purchased. The net profit, after charging £10,906 for 
depreciation and £2,500 for debenture interest, amounts to £20,615, 
plus £6,409 brought forward, making an available balance of 
£27,023. After paying the preference dividend, amounting to 


25 999, a dividend of 8 per cent. per annum is to be paid on the 


ordinary shares, requiring £8,001, placing to reserve account 
dde and carrying forward £7,023. Annual meeting, March 


Hadtields, Ltd.—In reporting upon the position of the 
company at December 31st, 1914, the directors propore to add 
£26,000 to the reserve and renewal account aud carry forward 
£60,370. They recommerd that in addition to the interim divi- 
dend of ls. p share paid in August last, a further dividend be 
paid on the ordinary shares of 2e. per share, together with a bonus 
of Is. 6d. per share, all free of income-tax. Mr. J. P. Crosbie, 
works manager, and Mr. W. B. Pickering, commercial mansger, 
have been elected director. 


Ramsgate and District Electric Supply Co., Ltd. 
—Inoluding £1,034 brought forward, the gross profits for 1914 
amount to £5,070, and after allowing for interest at the rate of 
5 рег oent. per annum on outstanding accounts due to the oon- 
tractors, and writing off the cost of creating debenture stock, 
there is a balance of £83,724. The directors recommend the pey- 
ment of a dividend of 5 per cent., and that £1,200 be placed to the 
reserve acoount, leaving £1,524 to be carried forward. 


Canadian General Electric Co., Ltd.—A quarterly 
dividend of 11 per cent. for the three months to March 3let, being 
at the rate of 7 per cent. per annum, on the common atock, and a 
half-yearly dividend of 34 per cent. for the six months to Maroh 
31st, being at the rate of 7 per cent. per annum on the preference 
stock, are announced. 


Hydro-Electric Power and Metallurgical Co., Ltd. 
—The Financial Times says that a meeting of the holders of the 
debentures {s being held to-day to approve resolutions accepting 
allotment by the Government of Tasmania of £137,750 44 per cent. 
Tasmania inscribed stock, to be paid forthwith, and to distribute 
the stock among the debenture-holders іп exohange for the deben- 
tures held by them at the rate of £95 of the stock for each £100 
debenture, and £19 for each £20 debenture. | 


Alley & MacLellan, Ltd.—The Times states that the 
profits for 1914, including £1,741 brought forward, amounts to 
£25,272. The directors have allocated £9.113 to depreciation and 
£10,000 to reserve, and recommend that the dividend on the 
preference shares for the year be paid, leaving £1,908 to be carried 
forward. Last year a dividend of 6 per cent. was paid on the 
ordinary shares. 

Caleutta Electric Supply Corporation, Ltd,—The 
number of units sold to oonsumers during the flve weeks ended 
January 29th, 1915, amounted to 1,254,082, compared with 
1,387,896 in the corresponding five weeks of 1914. The reason for 
the decrease is general slackness of business in Caloutta owing to 
the war. 


Stewarts & Lloyds, Ltd. — After setting aside 
£100,000 for depreciation, dividends of 10 per cent. per annum on 
the preferred ordinary shares, and 23. each on the deferred shares 
(msking 2r. 6^. per share for the year), are recommended, placing 
£50,000 to reserve fund, and carrying forward £97,000. 


British Westinghouse Electric and Manufacturing 
Co., Lid.—The directors have decided to pay a dividend on the 
preterence shares for the year ended December 31st, 1914, at the 
rate of 74 per cent. 


Automatic Telephone Manufacturing Co., Ltd.— 
The profit for 1914 amounts to £35,797, against 423,941 for 1913. 
After payment of preference dividend and writing off £10,960, as 
against £8,093, a dividend of 3 per cent. for the year on the 
ordinary sharés is declared, carrying forward £5,256 against 
£3,218. The transfer-books will be closed from 12th to 20th 
instante. 

International light & Power Co., Ltd.—A dividend 
of 1} per cent, leas British inoome-tax, on the preference shares 
is announced for the quarter ending March 3 Ist. 


Globe Telegraph and Trust Co., Ltd.— Interim 
dividend, 2а. per share, free of inoome-tax, on the ordinary shares 
for the past quarter. 


Altrincham Electric Supply Co., Ltd.—A dividend 
of 10а, per ehare on the deferred shares, subject to tax, is 
recommended. . 


Brempton and Kensington Electricity Supply, 
Co., Ltd.—4A fter appropriating to depreciation and sundry reserve 
accounts sums amounting to £12,121, the directors recommend 2 
final dividend on the ordinary shares at the rate of 11 per cent. 
per annum, making 10 per cent. for the year, carrying forward 
£5,625, For 1918 the dividend was at the same rate. | 
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City of London Electric Lighting Co., Ltd. 


CAPITAL expenditure during 1914 upon additio is, extensions 
and replacements amounted to £61,939, mak ng the total 
42.622.813. There was written off prior to De ember, 1913, 
£566,984, and a further £21,210 has been written МЇ in respect 
of buildings, plant and other works dismantled during the 
year 1914, so that the net expenditure at Deceml er last was 
£2.034,619, showing an increase of £40,729 for the year. The 
balances at credit of the reserve funds stand as follows: 
—Reserve account No. VI. £175,885, first debenture stock pre- 
mium redemption account No. VII. £66,019, leasehold redemp- 
tion account No. VIII. 45.088, reserve for doubtful debts 
£1,808, plus the amount proposed to be carried forward to 
1915 £23,372, making the total 4272.17 3. The annual profit 
has naturally been prejudiced by the enforced reduction. of 
lighting and by the increased cost of coal and of all other 
items of production. The total revenue for the усаг, £303,543, 
including interest on investments and discounts 42.541, was 
£506,084. Expenses of generation and distribution were 
£72,065, repairs and maintenance of buildings, machinery, 
plant, ‘mains and other works £11,076, rent, rates, taxes, 
management expenses and special charges £58,478, leaving 
£164,465, plus 427.837 brought forward, making a total avail- 
able revenue of £192,301. Of this sum the following amounts 
have been distributed or provided for :—Interest on loan from 
bankers, consumers’ deposits, ete., £3.29. interest on first and 
second debenture etock for 1914 £30,918, interest transferred 

to debenture stock premium redemption account £1,547, lease- 
p redemption account, interest and appropriation ‘£288. con- 
tributions to employés" provident funds and under National 
Insurance Act 41.958. stores written down £138, transfer to 
reserve account £50,000, leaving available £104.160. After 
paying 6 per cent. on the preference shares for 1914, and a 
total dividend of 9 per cent. for the vear on the ordinary 
shares, ae: compared with 10 per cent. for 1913, £23,372 is to 
be carried. forward. 

The following tables daw the position at the end of 1914 
and 1913. respectively, but owing to the war no true com- 
rarison can be made :— 


1913. 1913. Decrease. 

, Gross revenue from, all sources £314,313 X; 306.084 8.229 

Net revenue Я 174,590 164,464 10,126 
Distribution on ordinary shares... 10 per cent. 9 per cent. 


PRIVATE SUPPLY FOR ALL PURPOSES: 
PER UNIT „ 
In 1911, 2.394.; 1912, 2.37d.; 1913, 2.334.; 1914, 2.364. 


CUSTOMERS AND CONNECTIONS (PRIVATE SUPPLY), AFTER 
ALLOWING FOR DISCONNECTIONS ON ACCOU NT OF 
| REMOVALS, SUBSTITUTION OF METALLIC 
ОЕП, АМЕХГ LAMPS, ETC. 

1913. 1914. Increase. 
Number of customers being supplied. . . 15,083 15,090 7 
Number of kw. connected (including. power 

and heating) ... р ie s 


AVERAGE PRICES 


43.703 5.532 1.829 
On February 17th. 1915, there were 46,678 Kw. applied for, out of which 
45,831 were connected, and the customers numbered 15,060, 


' TOTAL UNITS GENERATED, SOLD, ETC, 


(INCLUDING PUBLIC STREET LIGHTING.) Е 
à А : 1913. 1914. 
Generated. ` . bs saa vu i e. 03,542,870 3.3. 906.963 
Sold Зе Ре a eia . . 29.112.618 29.182, 165 


Metered and used by the company 
Expended in distribution, ete 
Maximum supply demanded 


1.490.078 
2.940.174 
19,433 KW. 


1.961.660 
2.863.138 
19.739 KW. 

The total units sold show an increase of 69.547 over 1913. 

Power and heating supplies continue to show a steady in- 
crease, the total units sold for these purposes in 1911 being as 
follows :—Power, 11,500,946 units; heating. 2,193,527 units; 
= 13,694,773 units, equal to 48.6 per cent. of the total units 
sold for private supply. The directors mention the withdrawal 
of the County Council's 1914 Bill and the two London Power 
Bills of the present Session. 

Annual meeting, March 16th. 


County of London Electric Supply Co., Ltd. 


THE directors report that the capital expenditure during 1914 
in the London districts was £145,551, making the net total in 
respect of those districts £2,095,549. The balance from revenue 
account, after deducting generation and distribution costs, 
rents, rates, taxes. Wages, directors’ fees, general establish- 
ment and other charges, and proportion of salaries, was 
£164,048, plus £7,013 brought forward. Interest on the first 
and second debenture stock and interest on temporary loans, 
less income tax, absorb 444.215; there is carried to reserve 
for depreciation, repairs, renewals, ete., £40,000, leaving 
487.811 for distribution. Interim dividends on the 6 per cent. 


preference and on the ordinary (5 per cent.) already paid ab- 


sorbed 629.909, leaving £56,933. The directors now recom- 
mend a further dividend on the 6 per cent. preference shares 
and a further dividend on the ordinary shares for the Decem- 
ber half-vear at the rate of 9 per cent. per annum, less income 
tax, leaving £12.471 to be carried forward. The applications 
received during the past vear amounted to the equivalent of 
5206 kw.. making the total 54.705 Kw. The total units sold 
were 28,012,741, an Increase of 2.269.418 units. The number 
of consumers has increased during the year from 22,315. to 
24.212. In view of the lighting restrictions imposed upon the 
London areas by the Admiralty in consequence of the war, and 
which have affected the output, particularly for the last quarter 


‘amusement, brought them nothing. 


of the year, the directors consider the results eminently satis- 
factory. The issue of 10,000 six per cent. cumulative prefer- 
ence shares and 6,000 ordinary shares made in March last was 
over-subseribed. Reference is made. to the withdrawal of the 
two London Electricity Supply Bills that were before the pre- 
gent Parliainentary Session. The direc‘ors of the Bournemouth 
and Poole Electricity Supply Co., Ltd., have declared а final 
dividend on the ordinary shares at the rate of 9 per cent. per 
annuin, making 7 per cent. for the vear. “he progress made 
by the Coatbridge and Airdrie Co. during the past vear has 

been satisfactory. 
Units genecated. and purchased du 
Quantiiy sold — Public lamps . 1 85 t 
Private consumers de meter... 


Total sold 


36,781,413 
207.692 

97 80S 0498 
258.013.741 
4.145.751 
31.158.492 


l Used at worke . 
Yotal accounted abor 


Not. accounted for m» б» as awe ves von 5,022,321 
Public lamps . ski 855 ae 7 2 363 
Total maximum supply ‘dem: unde. W. . js бе Pus 13,700 


Annual meeting, March 15th. 


Bournemouth and Poole Electricity Supply €o.. Ltd. 


THE directors’ report for 1914 shows that new capit-; expendi- 
ture amounted to £14,553, making the total £487,549. The bal- 
ance from revenue account, after deducting generation and dis- 
tribution costs, rent, rates, taxes, wages, directors’ fees, general 
establishinent and other charges, and proportion of salaries, Is 
£41,651, plus £2,145 brought forward. Out of this, interest on 
debenture stock and interest on temporary loans, less income 
tax, absorb. £9,965. leasehold and special redemption funds and 
interest £1.899, written off suspense accounts £21; carried to 
reserve for depreciation, ete., 47.000, leaving £24, 041 available. 
Interim dividends on the 44 and 6 per cent. preference shares, 
and on the 15,000 ordinary shares (5 per cent. per annum) for 
the June half-year amounted to £9,337, leaving £15,604. After 
paving the final dividends on the preference shares, a final 
dividend on the ordinary shares at the rate of 9 per cent. per? 
annum for the December half-year, less income tax, is de- 
clared, leaving £3,529 to he carried forward. The total applica- 
tions received. amounted to the equivalent of 9.004 Kw., being 
an increase of 874 KW. for the vear. The total units sold for 
all purposes was 3,010.511. The Richmond (Surrey) Electric 
Light & Power Co., Ltd.. has declared a dividend of 6 per 
cent. on the ordinary shares. 


Units generated... 139 $5 T 8 178 5,139,370 
Units sold—Public lamps я s 985 26,850 

Private consumers: by meter BRR 661 

Total sold TS "s oe d ma . 3.910.511 
Used on works ... * - бе ёз ET svi .. 4.145.731 
Total accounted. ſor ... уз -— ids 4,447.367 
Not accounted. for " avs mae ids a TT 692.003 
Public lamps E ; vin 886 Pa " 161 
Тош maximum supply demanded, KM. . „ se 2.732 


Annual meeting, March 18th. 


Scarborough Electric Supply Co., Ltd. 


Mn. G. ALDERSON SMITH presided at the annual meeting, held 
at Scarborough, on February 27th. He referred regretfully to 
the death of the Secretary (Mr. John Hall, J.P.), who was 
one of the victims, of the boinbardinent of Scarborough. "I 
think," he said, "this is the 23rd annual meeting, and at 
all before this Mr, John Hall was very much in evidence and 
always gave us all the help he could." Proceeding, the Chair- 
man characterised the financial report as & war budget, be- 
ause the war was the whole thing that influenced them. In 
effect, they had done very well, because atter the fist seven 
months of the vear, the remaining months, when they ought 
to have made their large profit from the hotels and places of 
That was where their 
loss had been. Practically, the amount brought forward for 
balance applicable to dividend on the ordinary shares this 
vear Was &.. 847; last vear it was £5,548. It it had not been 
for the war they should have bad a record season. They had 
spent £285 more on coal. Under other headings they had 
also spent more. There was not only the war, but also the 
bonbardment ef Scarborough. About two hundred of their 
customers shut up their houses and bolted. They had great 
ditfieulty in getting in to read the meters. They had sent 
circulars to people asking them to send their keys or indicate 
where the kevs were. Twenty had not taken any notice. He 
thought the refugees had done more harm to Scarborough 
than the bombardment. He moved the adoption of the report 
and balance-sheet, with a dividend of 2 per cent., less income— 
tax. ‘This would absorb £2,000, and he explained that they 
were carrying £1,000 forward against whatever this vear 
might have in store for them. They could only hope that it 
would be possible for lighting restrictions soon to cease. 

Mr. Hanorp T. Eins., seconding, said the total number 
of units supplied was very considerably greater than it had 
ever been before, and was, he thought. a record. The posi- 
tion brought about by the introduction of the one-watt lamp. 
which at first did the company considerable harm owing to 
its extreme efficiency, had now been about recovered by the 
extra connections. The increase of connections this vear 
amounted altogether to an equivalent of 250 KW., an increase 
of consumers of 10 per cent. They had in front of them the 
prospect of the half-watt lamp. which would still further 
reduce their consumption until they could increase their cen- 
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sumers. When it came they сопа look forward with confi- 
dence to being in a much better position to compete against 

as. He was afraid there was not much prospect of their 
eing able to make their coal contracts next June at any 
cheaper rate, and one had to realise, with things as they were 
at Было now, that their prospects for this year were 
not very bright. 

The resolution was adopted. 

The CHAIRMAN remarked that Mr. Е. G. Holden, B.A., 
A. M. I.G. E., had been appointed secretary and manager, thus 
combining the two offices. 


РА 


Waste Heat and Gas Electrical Generating Stations. 
Ltd. | 


THE profits earned by the сошрапу during the year ended 
January 3lst, 1915, after deducting administration expenses, 
amount to £39,001, as compared with £38,245 in the previous 
year, less £10,500 transferred to the credit of reserve account, 
and adding £12,110 brought forward. The profits available are 
£40,611, as compared to £37,710. A dividend at the rate of 8 
per cent. for the year (the same as for 1913) requires £25,600, 
and there is to be carried forward £15,012, against £12,110. 
The reserve account is now £53,351, and the redemption funds 
in respect of plant supplied on hire purchase terms amount 
to £11.299. The supply of waste heat and gas and the output 
of electrical energy from the company’s generating stations 
has on the whole been satisfactonly maintained throughout 
the year. No new generating stations have been erected since 
the last report, but negotiations have recently been taking 
place for some additional plant to be installed at Weardale 
Power Station with a view to the more efficient utilisation of 
the gas received from the coke ovens. It has also been arranged 
to erect some further plant at the company’s Grangetown 
power station with the object of maintaining a greater output 
from that installation. These new works can be carried out 
at a cost within the cash resources which the company has 
available and should in due course yield a satisfactory increase 
in the revenue. ` | 

The company applied for and was allotted 710,000 of the National War 
Loan 1925-1928, and £3,500 was called and paid up to the date of the 


accounts now presented. 

In November the directors made a preliminary donation of £200 to different 
relief funds in connection with the war, leaving the matter for the further 
consideration of the shareholders at the annual meeting. А resolution will 
accordingly be moved that the company's contribution out of the profits of the 
past vear be increased to £1,000, to be allocated at the discretion of the 
directors. : 


The annual meeting was held on Wednesday. 


Р W. Т. Glover & Co., Ltd. 


Tue result of the trading for the year 1914 is a credit balance 
of £35,397, plus £5,128 brought forward. Directors’ remunera- 
tions, voted March, 1914, absorbs £1,000, and directors’ ex- 
penses: 459. interest at 44 per cent. on first mort. debenture 
stock £4,250, interest at 5 per cent. on second mort. debenture 
stock £3,712, written off investments £2,139, leaving £29,364. 
After deducting £4,000 as appropriation for payinent to trus- 
tees of second mortgage debenture stock, it is proposed to pay 
a dividend of 5 per cent. on the cum. preference shares 
(£100,000) to 31st December, 1914, less income tax £4,615, to 
transfer to first mortgage debenture redemption fund £2,500. 

to pay a dividend on ordinary shares (£114,550) at the rate of 
5 per cent., less income tax, £5.300. to transfer to reserve fund 
£5,000, and to carry forward £7,950. 

After making the above appropriations, the redemption fund 
for the first mortgage debenture stock will stand at £38,000, 
the redemption fund for the second mortgage debenture stock 
at £32.000. and the reserve fund at £30,000, making a total 
of £100.000. The application of the Manchester Corporation 
to Parliament for power to purchase the business of the Traf- 
ford Power & Light Supply (1902), Ltd., was not sanctioned. 

Annual meeting, March 15th. 


Newcastle-upon-Tyne Electric Supply Co., Ltd. 


THE directors report that the connections to the company's 
system at the end of 1914 amounted to 231,425 . P.. an in- 
crease of 27,757 H.P. The profit for the year is £175,323), com- 
pared with £141,140. plus 46.589 brought forward, making 
£184,969. Interest on debenture stocks, loans, ete., absorbs 
£52,564, leaving £132,405. The dividend on the 5 per cent. 
preference shares requires £45,589, as compared with 431.375. 
A dividend of 3 per cent. on the ordinary shares, making with 
the interim dividend of 9j per cent. 54 per cent, for the year, 
requires £43,570. There ів to be transferred to depreciation 
account £20,000, as against 415.000; £17,000 is to be put to 
reserve (as compared with £10,000 last year), of which £7.000 
is to be treated as a further provision against possible loss 
on realisation. of the company's investinente, and £10,000 
transferred to reserve account, and 45.946 is to be carried 
forward. The reserve now stands at 410.405, out of whith 
the directors propose to write off part of the remaining cost 
‘of the issue of second mortgage debenture stock, £170,000, 
leaving in reserve account £405. The unappropriated depre- 
ciation account becomes £153,000, which is in addition to the 


items of £170,000 and £8,600 specifically allocated in the bal- 
ance sheet. The company's plant and system have been ећ- 
ciently maintained out of revenue, £74,571 having been spent 
thereon. The additions to capital"expenditure account for the 
year amounted to £129,590, and represent part of the cost of 
extensions in progress at the Carville and Dunston Power 
Stations, and also to the company's general distribution sys- 
tem. ‘The sub-division of the company's £5 shares into shares 
of £1 each was carried out during the past year. 

At an extraordinary general meeting held on the 31st March last, the com- 
pany's share capital was increased by the creation of 165,000 additional prefer- 
ecce shares of £1 each, and 165,000 additional ordinary shares of £1 each, in 
order to acquire the shares of the County of Durham Electrical Power Distri- 
bution Co., Ltd © 

An offer was sent out to the shareholders of the Durham Co., inviting 
them to exchange their shares for shares in the Newcastle Co. on the terms 
agreed, and acceptances of his offer have been received from all shareholders 
excepting four, whose total capital holding represents C400. Certificates for 
Newcastle Co.'s shares have now been issued against all shares so exchanged. 

In response to appeals for assistance, on the outbreak of the war, a 
contribution of C200 has been made to relief funds, and the confirmation of 
this by the sharchoiders will be asked for at the general meeting. The share- 
holders will also be asked to express an opinion as to whether a further 


amount should be placed at the disposal of the directors to meet other claims 
for assistance. 


Annual meeting, March 16th. 


Para Electric Railways and Lighting Co., Ltd. 


Dvrina the year ended November, 1914, the company had to 
contend with great difficulties due to the rubber crisis and 
stagnation of trade in the Amazon Valley, the further depres- 
sion caused by the outbreak of the war, and finally the fall 
in Brazilian exchange, which for many years had been steady 
at the legal gold rate of 16d. per milreis. | 

In consequence of these adversé factors the gross receipts 
decreased from £299,924 in 1913 to £249,891 in 1914. Ву 


close attention to economies on the part of the local manage- 


ment, the operating expenses were reduced from £164,961 to 
£132,491, the net revenue earned in Pará being, therefore, 
£117,400. As the accounts are based upon the legal exchange 
rate of 16d. per milreis, there must be deducted £5,914, being 
the actual loss incurred on remittances, and after providing 
also for the London expenses the balance of operating revenue 
is £106,147 compared with £123,857 in the previous year. Add- 
in: £777 interest and transfer fees received, and £19,206 
brought forward, the total was £126,130. from which the 
debenture interest and sinking fund of £38,500, and the in- 
terim dividend paid on the preference shares, £9,000. are 
deducted, leaving £75,030. There is to be transferred to depre- 
ciation and renewals reserve £15,000, to contingencies reserve 
£10,000, a final dividend of 3 per cent. on the preference shares 
for latter half-year (making 6 per cent., less income tax, for 
the year) absorbs £9,600, a dividend of 6 per cent., less income 
tax, on the ordinary shares for the year requires £23,400, and 
£20,030 1s to be carried forward. | 

If the rate of exchange should remain at a figure below 16d., it will be 
necessarv to adjust the value of local accounts. ‘This is sufficiently provided 
for in the contingencies reserve, which has a credit balance of 450.529. In 
August last, when an interim dividend on the ordinary shares would have 
been declared in the usual course, the directors considered it unwise to 
reduce the cash resources of the company in London as the general financial 
position was universally disturbed, exchange was low, and the difficulty of 
making remittances from Brazil was almost insuperable. All these conditions 
have since improved. During the vear the capital expenditure amounted to 
LRR, mainly for extensions to the lighting system. By an active cam- 
paign for new business, the number of lighting consumers has been increased, 
although the consumption of lighting current has fallen off on account of the 
domestic economics cbtaining. ` 

The sum of £5,609 charged against renewals represents the cost of com- 


pieting the renewal of the underground cable system. The balance to the 
credit of the renewal fund amounts to £,81,545. 


1913. 1914. 
21.254.258 Passengers carried 19.339.989 Dec. 16.8 
: Car miles run  ... M 29 Я 2,974.1922 Dec. 6.2 

3.590 Consumers connected... m ud 3.951 Inc. 1.6 
Units sold for lighting and power ... 2.430.734 Inc. 9.4 

The directors report the death of Dr. Lucio Е. do Amaral, director in Рага, 

The annual meeting was held on Friday at the Cannon 
Street Hotel, E.C. Mr. F. Hort, who presided, said that 
there had been a reduction of £50,000 10 gross receipts, brought 
about by a falling off in the number of passengers, by a more 
economical use of electricity by private consumers, and by the 
reduction made voluntarily in the rates charged to the muni- 
cipality for public lighting. Against this loss they were able to 
set off a reduction of £32,000 in the Рага expenses. A sum 
corresponding approximately to the reduced car service was 
saved in tramway maintenance, and а saving of over £7,000 
in the maintenance of the electric lighting installation was 


Per cent. 


also made possible by the completion of the renewal of the old 


and obsolete underground cables, which were very costly to 
repair. and other economies were obtained through the re- 
organisation of the staff and by the fall that had occurred in 
the local value of all labour. It was possible that some share- 
holders might think that rather than reduce the ordinary 
dividend they should have reduced the carry-forward or the 
allocation to the funds, but with this view they could not 
agree. Not only the cash position of the company called for 
prudence, but they must bear in mund that there were im- 
portant factors in the business at the present time which were 
entirely outside of their control, and they therefore had no 
hesitation in asking them to confirm the reduction from 10 
per cent. to 6 per cent., which they proposed as the dividend 
on the ordinary shares. Considering the unprecedented condi- 
tions of business throughout the world, a 6 per cent. dividend 
well and truly earned was not to be despised, and if any of 
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them considered that the board had erred on the side of caution, 
then the money retained was safe and sound in the business 
and must come into their bands in good season. Having 
referred at some length to the condition of the rubber industry 
in the Amazon Valley and expressed the opinion that although 
it might be hampered at present it was not likely to be lost 
to the country, the Chairman said that the rate of exchange 
was the matter which concerned them more than anything 
else at the present time. At the outbreak of tbe war, when 
Brazil decided to fund the interest on her public debt payable 
in Europe, it was generally expected that this would have a 
favourable effect upon exchange and that the milreis would be 
maintained at or near 16d. The fall to the neighbourhood of 
124. had been a great disappointinent to all the friends of 
that country, and might force them later on in the year to 
consider whether they would be justified in paying an interim 
dividend on the ordinary shares, or. whether it would be again 
wiser to wait the result of the working for the full year before 
considering the ordinary dividend. Their position in Para was 
being watched with the greatest care, and every effort was 
being inade to work as economically as possible. The fall in 
the price of local labour had enabled them to change from 
coal to wood fuel in the power house, and they were effecting 
a very material reduction in the expenses at the present time 
on this account, which would help them to meet the reduction 
they were experiencing in the tramway traffic and the loss due 
to exchange. Strenuous and successful efforts were also being 
made to encourage the use of electricity for commercial and 
domestic purposes in Рага, and these efforts were undoubtedly 
helping to maintain the revenue on the electrical side of the 
business. They had been approached by the directors of the 
gas and telephone undertakings in Рага, which were operated 
by two English companies, with a view to some arrangement 
for future management. Those were much smaller concerns 
than their's, and they found in these bad times that the cost 
of their administration weighed heavily upon them. They 
both had to consider whether it was better for them to reduce 
their personnel, which would lead to a less efficient service to 
the public, or to maintain the efficiency of their service by com- 
bining their administrations with theirs and reduce in this 
way their operating costs. The services which the Pará Co. gave 
to the public were, they believed, quite satisfactory, and it was 
to the general interests that the telephone service and the gas 
service of the town should be maintained on the same level. 
That was the spirit in which they were approaching the nego- 
tintions they had in hand, and if they were able to complete 
е felt sure that the city and all concerned would 

enefit. 

Mr. E. C. CuHtston seconded the motion. 

The GHAIRMAN, in reply to a shareholder, said that except 
Immediately after the outbreak of the war they had not found 
any difficulty in obtaining remittances from Brazil. The sug- 
gestion that they should remit their takings in the form of 
produce instead of gold was not a feasible one, as it would be 
too much like speculation. > 

The report was adopted. 


— — 


Telegraph Construction and Maintenance Co., Ltd. 


lur annual meeting was held on March 4th at 38, Old Broad 
Street, B.C., the iarl of SELBoRNE, K.G., presiding. The 
CHAIRMAN said that they would be struck by the great simi- 
larity between the accounts of this year and the two previous 
years. They showed that when the plant which belonged to 
the ‘company was fully employed under norinal. conditions 
the results had a tendency to repeat themselves. In referring 
to the times having been normal, he did not forget that nearly 
six months of the period under review had been passeck under 
the wholly abnormal conditions due to the war; but owing to 
the protection of the Navy they had been able to pursue the 
trading operations of the company under conditions which 
migbt almost be described as normal. How wonderful the 
protection of the Navy was many of their fellow countryinen 
did net fully realise, because they could not have its doings 
as frequently and as intimately painted for them in the daily 
press as Were the doings of the Army. In some respects, im- 
deed, he thought the operations of the Navy had been too 
successful, because owing to the protection it afforded the 
country many people wholly failed to. realise that we were 
still in the unfultilled. crisis of the greatest war of our his- 
torx. The conditions of life in the country had been too 
normal—business should not proceed ‘as usual," but should 
be carried on with the war in view. Пе was glad to say that 
the company had contributed. to the fighting forces of the 
hing. About 170 members of the staff and employés were 
taking an active part in the war, but their praise should not 
be confined to those who were fighting, because those who 
had stayed at home— many of them reluctantlv— were contri- 
butjng to the success of the country no less than those who 
were engaged in the fighting. Special praise and thanks 
were due to those who had remained at home as well as to 
those who had joined the forces. The fact that many had 
gone away had meant increased strain and responsibility on 
those who had remained at home. He thought it was greatly 
to the credit of the staff that they had been enabled to produce 
such satisfactory results. They had treated these men who 
had gone away with the same patriotic. liberality as most 
companies. It would be idle to conceal from themselves that 


there were no difficulties in front of them. Nobody could say 
how long the war was going to last. He was not one of those 
who thought it was going to come to a speedy termination; 
he believed we still had à long and arduous task in front of 
us, and that we were by no means past the crisis of our fate. 
Difficulties in the supply of labour must manifest themselves 
not only in their own works but in the works of those who 
supplied cables. There were also difficulties. of transit; but 
he sincerely trusted that those difficulties would not be m- 
creased by any differences of opinion. between employers and 
employed, either in their own business or in any of the busi- 
nesses upon which they depended. He did not think those 
difficulties could possibly arise if people really understood that 
the issue of the war was still in doubt, and that the crisis of 
our fate as an empire was not past. As a race we were 
singularly devoid of imagination—we could not see what we 
did not understand, and he thought the Govermment and the 
Press were somewhat to blame in the matter, because he 
thought the general colour given to the published reports was 
too favourable. Nobody who had no means of inside informa- 
tion would think that in this war we had had any set-backs 
at all. Coming back to their own company, it was interesting 
and encouraging to note that the shares were quoted at 4 
higher figure to-<lay than they were when he became chair- 
man five years ago, and he did not think they could have a 
greater proof of the solidity, stability and honesty. of the 
business. 

Sir JAMES Penper, Bart., seconded the ution, which was 
carried unanimously. 


— 


Kensington and Knightsbridge Electric Lighting 
ud Co., Ltd. 


CoL. R. E. CROMHTON, C.B., presided, on March 4th, at 148, 
Brompton Road, S.W., over the annual meeting. Не said 
that ın the first six months of the year they had to face loss 
of revenue due to the closing of the museums on account of 
the Suffragette outrages, and again, the strike in the build- 
ing trade adversely affected the supply of electric power to 
this trade, and then they had the coal porters’ strike, which 
increased the cost of coal. Still, by care and economy, and 
by a small increase in the selling price, they were in a fair 
way of showing slightly increased profits. Then came the 
war, and consequently heavy loss of revenue and loss of eth- 
ciency due to a nuinber of their staff being called away. The 
reduction of ‘output realised by the end of the year was about 
half a million units, which was 7} per cent. of their output, 
but on account of their slight increase of price the loss in money“ 
earning was only 64 per cent., as their increase in average price 
per unit had been rather less than 4d. per unit. On the other 
side of their balance sheet they had effected notable savings, 
viz., in the case of generation and distribution £23,000, or 
11 per cent.; in repurs to plant £512, or 114 per cent.; in 
management £792, ог 124 per cent. But against these savings 
there had been increases In items over which they had no 
control, such as rates and taxes. The net result has been a 


‘total saving on the costs side of £4,717, which so nearly 


reached their loss in revenue that. they had been enabled to 
recommend the payment of their dividend of 9 per cent. for 
the year. It was unwise to prophesy, but they hoped that the 
loss of revenue caused by the war would gradually right itself. 
At the outset their customers very naturally economised in 
their lighting bills. and many of them remained in their coun— 
try residences during the autumn. Again, the enforced dark- 
ening of the streets, of which they could not complain, would 
probably in the future not affect them so much as it did during 
November and December—the time when shop display had 
ordinarily a very good effect on their revenue—as now owners 
of shops who relied on display by artificial light were gradu- 
ally finding means of improving the lighting of their interiors. 
They were not so anxious as they were, but he hoped the 
shareholders would realise that they owed their coinparatively 
satisfactory. financial results to the extraordinary. hard. wor 

aud devotion. of their managing director, Mr. Miller, and the 
staff, who had worked long hours to obtain the economies 
he had mentioned and to supply the place of those called 
away for war purposes. As both the Parliamentary Bills which 
would have affected. their interests very considerably had been 
withdrawn, he did not propose to вау very much on the 
matter, which had been so greatly discussed in. the Press. 
The London County Council. Dill which offered. the companies 
terms of absorption which would have warranted their most 
careful consideration, had been withdrawn, and the Companies’ 
Bill. which was intended to some extent to supplement the 
L. C. C. Bill. had been withdrawn at the request of the Govern- 
ment. Their board had co-operated with the boards of the 
majority of the London companies in discussing these Bills 
in a manner which they considered wholly satisfactory, and 
Which they believed would he continued if. further contin- 
gencies of the same elass arose. So much had been said in 
the Press and elsewhere by those advocating gigantic schemes 
of electric supply for London that he would take that oppor- 
tunity of pomting out to the shareholders that mest of the 
promises made by the advocates of these schemes were not 
true in the one important matter. that thev promised redne- 
tions of price for electric supply which could not be realised : 
at any rate, so far as they affected. the majority ef their ens- 
tomers who lived in the residential districts; London had 
been most uit uly compared unfavourably with New York, 
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Chicago, Berlin, and other great cities, but in these cities the 
total cost was shown to be that of the average supply, and 
included the supply to railways, tramways and the vast 
system of power of the industrial districts. This enabled 
them to show a lower total average cost than in London, 
where the bulk of the supply still was for lighting purposes. 
The directors had been for years past fully aware that the 
only chance of reducing the average cost to their customers 
in these residential districts was by extending the use of elec- 
tricity for purposes other than lighting. The board and manage- 
ment had laboured unremittingly in this direction, and the 
special departinent appointed to foster this branch of their 
output hud made continuous progress, particularly during the 
past year. The general public, who in most cases were the 
users of electricity mainly for lighting, and up to the present 
to a small extent for cooking and heating, ought to know that 
the cost for all these purposes charged by the company had 
been carried out to a point far lower than that of the large 
cities he had named. Although 16 was obvious that some 


amalgamation of generating stations would lead to small re- 


ductions in the cost of generating taken by itself, yet the total 
cost of electric supply, including the many charges dealt with 
in their balance sheets, would not be sensibly affected. The 
beard regretted the resignation of Mr. R. W. Wallace, who 
had been a director since the formation of the company. His 
place had been filled by the appointment of Mr. H. W. Miller 
as managing director, and he hoped that they would consider 
that the econonnes which had been largely effected. Бу the 
staff, had justified the board’s policy in this respect. 

Sir H. Bliss seconded the motion. 

Mr, WuiTWonTi said with reference to the reduction of 
repairs, he would like to know if there had been any tendency 
to let the plant down in any way. As regarded cooking, he 
said that the Barnes local authority were actually putting elec- 
tric appliances into workmen's houses, and he wanted to know 
if the board could give any information as to the real pro- 
gress by the company in supplying for cooking purposes. 

The CHAIRMAN said the board believed the plant was in 
better condition than any plant m London. Although there 
had been a reduction in the cost of repairs that year the plant 
was certainly in as good, if not in a better, position than last 
year. The installation of cooking and heating fittings into 
workmen's dwellings was a matter of great importance, but 
it did not affect their company much, as there were com- 
paratively few workmen's dwellings in the district. What did 
affect ћеш were the sinall households and the small shops, 
and it was to reach Шеш that they started a special depart- 
ment: s as to bring home to them the advantages of electric 
heating and cooking. Progress was, however, slow, partly 
because unless people were experienced in its use, the appara- 
tus was likely to break down. Still, the progress was steady. 

Mr. WuiTWORTH asked whether electricity stood as well in 
comparison with gas for cooking as it did for lighting pur- 

ses, 

P The CHAIRMAN said that, personally, he thought it did. Far 
greater savings were obtained than the householders as a rule 
realised. 

The report was adopted, and the retiring directors were re- 
elected. 


Underground Electric Railways Co. of London, Ltd. 


THE annual meeting was held on March 4th at Westminster 
Palace Hotel, Sir Eda SPEYER, Bart., presiding. The CHAIR- 
MAN said that considering the period of exceptional anxiety 
and trouble, which so unexpectedly came upon the country 
last August, he thought the results achieved were satisfactory. 
It would, however, be idle to deny that he was disappointed 
that the hopes he expressed last vear had not been entirely 
realised, although the reasons which militated against a more 
favourable showing were entirely beyond the control of the 
management. It was not necessary to deal in detail with 
the operating results of the various companies in the securities 
of which the Underground was so largely interested. At the 
outbreak of the war it was felt that no new expenditure should 
be undertaken for the moment by those companies, and there- 
fore the important works to which reference was made last 
vear should be postponed. Chief among these were the 
Hammersmith widening, a further arrangement of moving 
staircases, and the Euston and Camden Town extensions on 
the London Electric: certain improvements, such as the widen- 
ing of the tunnels at Holborn, and the installation of esealators 
at Shepherd's Bush. Oxford Circus, and the Bank on the 
Central London Railway. The Wood Lane extension. which 
would connect the Central London with Ealing, had made only 
slow progress. The same policy had been pursued by the 
District Railway, which had been taken over by the Govern- 
ment, and which had postponed all new contracts for works 
that were not absolutely necessary, As regarded the City and 
South London Railway, the construction work in connection 
with the widening of the tunnels had not been started. These 
postponements were bound to delav the development of the 
properties and to some extent retard the inmrovement in their 
earnings. At the same tine he was pleased to be able to tell 
them that the Queen's Park extension, opened about a month 
avo, already showed encouraging results. While the war had 
thus arrested necessary developments, it had had other indirect 


and unfavourable consequences. The price of coal, which was 


an important factor in the operation of these railwavs, had 
risen very considerably. The prices of other materials had 


shown the same upward tendency. This had been felt partı- 
cularly severely by the railways, which had so far worked on 
a very narrow margin, and the dividenda—none too large in 
the past—had had to be further curtailed. The distributions 
for the year in the case of the District II. preference stock 
amounted to 2 per cent. against 24 per cent. last year; in the 
case of the London Electric ordinary §ths per cent, against 1 
per cent.; in the case of the Central London Railway ordinary 
22 per cent. against З per cent. As regarded the London 
General Oinnibus Co., the Chairman had explained that the 


. Government had taken over a large part of that undertaking 


for war purposes, and he pointed out that the figures in the 
company’s accounts did not allow for any sums which might 
hereafter be received from the Government. He had further 
informed the shareholders that the War Office continued to 
take 'buses for transport service abroad, and that until some 
dcfinite understanding with the Government had been reached 
regarding the terms of payment for the use of the London 
General Omnibus property it would be premature to go into 
any details. The London & Suburban Traction Co. began 
last June to pay dividends on its ordinary shares at the rate 
of one per cent. per annum, but owing to the adverse effects 
of the war the company was not able to make any further dis- 
tribution. The dividend on the preference shares, however, 
had been paid in full. There remained the Associated Equip- 
ment Co. That company had further developed and shown 
satisfactory results. It was making extensions and increasing 
its plant to eope with the additional work thrown upon it, and 
it was hoped tbat it would continue to show good returns, 
although the increased price of materials which was being 
witnessed everywhere now was a factor which might some- 
what affect the results. The revenue account showed that 
the income from investments, etc., amounted to £684,625; 
an increase of £54,809. Taking the results a8 a whole, and 
bearing in mind the exceptional circumstances under which 
the companies were worked for the latter part of the year, 
the Underground had again demonstrated its vitality and 
afforded proof that in normal times it could count on increased 
prosperity. Its subsidiary companies performed an indispens- 
able service to London, which was rendered in the most 
efficient manner. For the excellence of this service they were 
indebted to the staff of the various companies, and foremost 
among them to their managing director, Sir Albert Stanley. 

Lord Farrer seconded the motion, which was adopted with- 
out discussion. 


Charing Cross, West End and City Electricity 
Supply Co., Ltd. 


THE annual meeting took place on March 4th at the offices, 
St. Martin's Lane, W.C., Mr. W. F. FrapaarE presiding. The 
CHAIRMAN said it had been his usual custom in each year to 
compare the accounts under consideration with those of the 
preceding year, but the cireumstances of the past year were 
so abnormal that any such comparison would be quite value- 
less. As regarded the West End areas, the gross earnings had 
decreased some £9,153 and the expenses had increased 42.811, 
making the net earnings for the year £72,409, or a decrease of 
411.9954. In July last an interim dividend at the rate of 5 per 
cent. per annum was paid on the ordinary shares, and as a 
dividend at that rate could be paid out of the available balance 
without in any way touching on their reserves or the carry- 
forward of last year, the board had considered that it was 
quite justified in recommending a dividend at that rate, 
carrying the small balance of £304 to general reserve (income 
account), Which would then stand at a little over £7,000. They 
earned forward on revenne account the £18,000 brought for- 
ward from last year, and this, with the £7,000 on general 
reserve income account, gave them a round sum of £25,000 
to fall back upon in aid of the profits for the current year. 
Their depreciation fund would stand at about £150,000. As 
regarded the City undertaking, the gross earnings, notwith- 
stunding the war, were slightly higher than last vear, but, 
owing to the increase in expenses, the net earnings were 
42.474 lower, the net total being £66,706. This, after payment 
of all interest. provided 436.367, out of which to meet the 
preference’ dividend of £18,000. They were therefore able 
to carry forward £18.000, the amount brought from last year, 
and by transferring the balance, £18.367, to general reserve 
income account, this would amount to the sum of 471.515. 
It was not proposed to deal at present with this account, nor, 
as explained last vear, to write anything off for depreciation. 
There was one item on the balance-sheet to which, perhaps, 
they would think he ought to refer. and that was * Invest- 
nents et cost." Having regard to the depreciation caused in 
most securities by the war they might naturally enquire as 
to whether these ought to remain at the same price. As, 
however, the whole of these investments were purchases in 
their own debenture stocks, there was no necessity in апу 
wav to write them down. The inerease in the cost of 
materials and labour had been very. great. For instance, the 
average price of coal had increased. some 13} per cent. over 
last vear, but he was happy to sav. thanks to economies in 
working. their works costs at Bow had increased less than 
4 ner cent.. while transmission losses had been considerably 


' reduced. The increase in the price of coal was giving them 


anxiety, and should it continue there would be no alternative 
but to increase the price of current, a course which they 
would only adopt if absolutely necessary. He need hardly 
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tell them that their business was seriously affected by the 
lighting restrictions. In January of this year their output 
was reduced by 14 per cent. jn the city, and 20 per cent. in 
the West End, and these reductions must atfect their revenue. 
No less than 77 of their stall had joined the colours, and the 
board, considering it their duty to make some provision for 
their dependents, were now paying at the rate of nearly 
£3,000 a year on this aecount. Last year he called their 
attention to a scheme which had been put forward to acquire 
the shares of the electric lighting companies of London and 
to expend a very large suin of money in building a new 
generating station with necessary connecting mains, etc. 
‘the board did not think the scheme was one which they could 
support, and a conunittee representing the majority of the 
London companies, after consulting engineers of the highest 
standing, agreed in their view. The scheme was shortly after- 
wards withdrawn. The London County Council had appointed 
a special committee to deal with this question, and in the 
autuinn of last year a conference took place at which there 
was an interchange of views. They pointed out (as they had 
always done) that in the view of their engineers a gradual 
change was the only economical and wise course to be pur- 
sued, and that they were quite willing on fair terms to co- 
operate. In the result, a Bill was introduced by the London 
County Council, which, however, owing to the want of sup- 
port by the full Council, had to be dropped. There was, 
therefore, no object in troubling them with any details of that 
Bill, beyond stating that in many respects its provisions did 
not commend themselves to the board. Their committee also 
introduced a Bill, but, having regard to the decision of the 
Government that no contentious business should be taken, 
this had been withdrawn. The committee of the companies 
had still been kept alive. In their view discussion among 
themselves and with the London County Council, and pos- 
sibly the local authorities, could not but be useful, and if 
and when a scheme could be arrived at they would put it 
before the shareholders for their consideration. He and his 
colleagues had in no way altered their view that so far as 
their company was concerned they were quite content with 
their present position, and felt convinced that they could 
continue properly to fulfil the obligations imposed upon them 
under their provisional orders and to safeguard the interests 
of shareholders. At the same time, they were quite prepared, 
provided they were fairly met, and provided the considera- 
tion to be given to them was a fair and reasonable one, to 
advise the sale of their undertakings to the County Council. 
lhe Council must, however, be prepared to treat them 
generously and admit that the price which they were entitled 
to ask to-day was very different to that provided under the 
Acts under which their original Provisional Orders were issued. 
They did not admit for a moment, however, that under exist- 
ing conditions (for which they were in no way responsible) 
London was badly served. In his view the only way in which 
real progress would be made would be if the Council would 
authorise their cominittee to meet that of the companies and 
discuss the whole question freely and unreservedly. He could 
not conelude without referring to the very serious times in 
which they were living, the seriousness of which, he thought, 
was only now being sufficiently appreciated. In referring to 
these times and the dithculties under which they were work- 
ing, he felt they owed a` debt of gratitude to the whole of 
their staff for the work which they had done, and were now 
doing. They must thank those who joined the colours for 
their patriotisin, and equally thank those who had remained 
with them, and who had enabled them to meet the very 
serious position in which they were placed by the conditions 
under which London lived. They did not enticise what was 
done—they were content to believe that it was done for the 
best. There might be many dark days before them yet, but 
let them hope that the not very far distant future would 
bring brighter times, when the war drum would throb no 
longer and the battle flag would onee more be furled. The 
pressure upon their business might be severe and the decrease 
of their profits serious, but they knew that it was entirely and 
Wholly due to passing causes. The earning power of the cor- 
poration was in no way impaired, and they saw no reason 
why they should not Jook forward to the future with every 
feeling of confidence and hope. 

Mr. J. M. Garri (managing director) seconded the motion, 
and the report was adopted. 

The retiring directors were re-elected, and, on the motion 
of Mr. SuRRAGE, a hearty vote of thanks was passed to the 
directors and staff. 


. British Engine. Boiler and Electrical 
Insurance Co., Ltd. 


THe annual meeting was held at 24, Fennel Street, Manchester, 
on March 5th. According to a report received. Mr. R. C. 
LoNGRIDGE (the Chairman) directed attention to the fact that 
the business was steadily expanding, the increase in revenue 
for the past year, as compared with 1913, being £6,625, equiva- 
lent to 6 per cent. It was pointed out that this expansion did 
not involve any deterioration in the quality of the business 
trameacted. as the Increased revenue was accompanied by a 
corresponding increase 1n the balance of profits, notwithstand- 
ing that the company had to meet several heavy claiins in res- 
pect of breakdowns in the engine and electrical departments. 
Zhe public, perhaps, did not even fully realise that although 


the primary function of an engineering insurance company 
was to make inspections and ensure safe and economical 
working, the company also undertook to indemnify power 
usere in respect of material loss. It was reported to the meet- 
ing that о, 28 per cent. of the eligible members of the 
oflice staff had joined H.M, Forces, the company taking its 
share of the patriotic burden by paying full salaries to the 
absent members and keeping open their places. In connection 
with the war, it was also reported that the company had been 
entrusted with the work of inspecting certain kinds of war 
material ordered from contractors. If this procedure were 
universally adopted the result would be advantageous to the 
national interests. 


Metropolitan Railway Co. 


Tue Rr. Ном. LORD AsBERCONWAY presided on February 25th 
ut the offices, Baker Street Station, over the annual meeting. 
Having dealt at some n with the arrangements made 
by the Government with the companies, by which he con- 
sidered the Metropolitan Co. had ratber lost than gained, 
the Chairman gave particulars of some of the special work 
that their company had been called upon to do in the carrying 
of troop trains and goods trains. Notwithstanding all this 
extra business they had managed to keep their ordinary eer- 
vices running except on one or two days of exceptional pres- 
sure, and the fact that they had done this on a line that was 
normally one of the busiest in the country, and had done it 


without any mishap of any kind, afforded striking evidence 
of the completeness of their safety appliances, and reflected 


no small credit upon the officials and staff of the line. Their 
staff had been considerably depleted by men joining the colours. 
About 430 men had responded to the country’s call, and seven 
had already fallen on the field of honour. The accounts as 
presented showed that the net receipts for last year, after 
taking into account the amounts received or receivable from 
the Government up to the end of December, showed an in- 
crease of £25,300, due mainly to the fact that they included 
a full year's takings of the Great Northern and City line, 
as compared with only six months of 1913. Their rents showed 
an increase of £6,000, which they would regard as exceedingly 
satisfactory, especially in view of the bad times through which 
they were passing.. On the other hand, they had to meet 


ircreased charges in respect of the new debenture stock and 


loans they issued a short time ago, amounting to about 
422,000. whilst their interest charges for money borrowed 
from the bank, etc., amounted to an extra £10,000. In 
1913 they cominenced to form a new reserve fund for 
general renewals, and placed to that fund £7,500 .out 
of the revenue for 1913, and £5,000 which they had in sus- 
pense in respect of permanent way renewals. They proposed 
on the present occasion to credit that fund with a further 
£12,500, which was an increase of £5,000 over the amount 
taken out of the 1913 figures, and after doing this there was 
a balance left for dividend on the ordinary stock of £92,000, 
as compared with £113,000 in 1913. Of this amount £48,490 
was absorbed by the payment of the interim dividend at the 
rate of 14 per cent, per annum in August last, and the balance 
would adiit now of a further dividend at the rate of 1 per 
cent., making 14 per cent. for the year, and enable them to 
carry forward £11,458, ae against £8,258 twelve months ago. 
He was afraid there had been some misapprehension in the 
minds of the.public as to what the Government guarantee 
amounted to. It had been stated that the Government had 
guaranteed the several companies’ dividends, but this was 
not the case. What they had guaranteed was a certain in- 
come from certain sources reduced in a way that he 
explained. 'Thev had not guaranteed their net income, out 
of which the dividend was paid, .and it therefore followed 
that they had not guaranteed the dividend itself. They thought 
it wise on this occasion, and having regard to the difficult times 
through which they were passing. to follow the example of 
other companies and to adopt a conservative policy in dealing 
with the revenue, and in this connection he reminded them 
that in the matter of reserves the company was in a stronger 
position to-day than it had ever been hitherto. Their electrical 
renewals and depreciation fund stood at nearly £67,000, the 
general renewals fund at £25,000, and the general reserve 
fund at £060,000. In December last they made an issue of 
£500,000 five per cent. preference stock at the price of 99 


. per cent., and the money wae payable by instalments during 


the current half-year. This issue was required in order to 
repay temporary loans from the Bank and to provide for 
capital expenditure that thev had in prospect. The new 
sub-station at Drayton Park had been completed. апа since 
September last they had been supplying current for that section 
of their line from their power station at Neasden. Ву this 
means thev had effected a very handsome saving in the cost 
of working that line, and it would interest them to know that 
the estimate made by the general inanager at the time of the 
purchase of the Great Northern and City Railway of the 
savings that could be effected by their working it had been 
fullv justified by the actual facts. The saving estimated was 
4 12.000 per annum, and today they were actually saving at 
the rate of £11,900 per annum, in addition to which there 
would be the rent of the disused power house on the Great 
Northern and City Line as «oon as they succeeded in letting 
it The new stations at Goldhawk Road and Uxbridge Road 
on the Hammersmith and City Line were attracting а con- 
siderable amount of new traffic, and the escalators that had 
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been put in at Baker Street to connect their station with that 
af the Bakerloo had largely increased exchange traffic at that 
point. 
Road and Wembley not yet completed was the viaduct at 
Kilburn. The contractors were pushing on with the work 
. of constructing the new viaduct as quickly as possible; but 
there was a very serious shortage of skilled labour in the 
steel trade just at present, and the completion of the work 
was being delayed in consequence. They hoped, however, 
to be 1n à position to open the widening throughout in the 
coming summer. He had already referred to the extra work 
thrown upon the company in consequence of the war, and he 
would like to say how much they appreciated the way in 
which it had been handled by the staff. In view of the in- 
increase in the cost of living, an arrangement had been made 
by the companies generally under which the men were to be 
paid a weekly bonus to supplement their wages during the 
continuance of the present arrangement with the Govern- 
ment. The extra cost involved in this payment мав one that, 
under the terins of their arrangement with the Government, 
they should bear, and although they had hitherto shown 
some hesitation in accepting that position, he thought there 
was no doubt they would eventually recognise that the pay- 
ment came properly within the terins cf their guarantee. 

Sir CLARENDON G. HYDE seconded the motion. 

Mr. PowNALL initiated a lengthy and somewhat heated dis- 
cussion bv attacking the board for their acquisition of what 
he termed the bankrupt Great Northern and City concern, and 
he also made a strong personal attack on Sir Clarendon Hyde, 
who, he said, was a partner in S, Pearson & Co., who owned 
the bulk of the stock of the Great Northern and City Railway. 
Mr. Pownall also attacked Mr. Belisha, who had been elected 
to the board, and declared that the shareholders were being 
exploited. 

These attacks having been replied to, the resolution for 
the adoption of the report was put and declared carried by 
the Chairman. 

The CHAIRMAN proceeded with the business of the re-election 
of the directors and auditors amidst considerable uproar and 
cries of It was not carried.” | 


Metropolitan Electric Supply Co., Ltd. 


Tur capital expenditure at the end of 1914 totalled £2,228,459, 
an increase during the year of £256,123. A further amount of 
£15,032 31 per cent. mortgage debenture stock was issued 
during the year. The gross revenue amounted to £215,044, a 
decrease of 42.061. The working expenses were £114,611, an 
Increase of 23,294. The revenue for the first half of the year 
«howed а satisfactory increase, but 16 was seriously affected 
during the last half by the diminution in lighting due to war 
ecnditions. That the net decrease was no greater is due to 
the large amount of new business obtained in the Western 
areas. The balance at the credit of the revenue account, before 
providing for depreciation, is £100,933. The directors have 
set aside £22,000 as an addition to the depreciation and reserve 
fund, which, after writing off certain items, now amounts to 
$532,745, carrving to the credit of the net revenue account 
478.933. which, with the balance brought forward, interest 
eml dividends on investments, and other receipts, makes a 
total of 90.455. After deducting interest on debenture stocks 
and loans, dividend on preference shares and other charges. 
there remains a balance of £38,795. As already announced 
here the directors recommend a further dividend of опе 
shilling and sixpence per share (being at the rate of 3 per 
cent. per annum) on the ordinary shares, making a total for 
the year of three shillings and sixpence per share, or 3} per 
cent. This will leave £3,795 to be carried forward. The report 
mentions the two London Bills that have lately been dropped 
for this year. 

During the vear new connections representing the equiva- 
lent of 51,666 BBC. p. latups. equal to 1.550 Kw., were added to 
the company's system, making a total connection at the end 
of the year of 1.138.496 lainps. 

Annual ineeting. March 16th. 


Edison Accumulators. Ltd. 


AT the first annual meeting. which is being held in London 
to<lav, the directors will submit their first report (for the 
period ended 31st December, 1914). This states that the work 
of the vear has consisted largely. of demonstrations, made in 
most of the important towns, with a view to bringing the 
vehicles eguipped with Edison batteries to the notice of users 
of various classes. Although the results of this work will be 
apparent in future vears, the directors have decided to write 
off the whole of the expenses thus entailed. Orders have 
already been obtained for upwards of 100 electric vehicles, 
and as the working results become better known it 1s con- 
fidently anticipated that large orders will result. Important 
establishments that have been testing delivery. vans fitted 
with Edison accumulators have already been sufficiently satis- 
fied with results to place further orders, and one London firm 
will shortly. have over 50 of these vehicles in regular service. 
Electiic trucks for the conveyance of materials and goods in 
works and warehouses are being tested by railway companies 
and others with satisfactory results. A tipping wagon to 
weet the requirements of the municipal authorities-has been 
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designed by the company's engineers, and: orders. for.. several: 


of these have already been placed. A number of Edison 
accumulators have been supplied for automobile, oinnibus, 
and yacht lighting, for which they are epecially suitable. 

Mr. Arthur L. Pearse, who was elected a director at the 
ingeption of the. company, had to resign on account of ill- 
héalth, and Mr. C. W. von Roemer was elected & director in 
his stead. | 

The profit and loss account shows a gross profit from 
Е account, £35,950, and а net loss of £1,669, for the 
period. 


Berlin Grand Tramways Co. 


THE report for 1914 of the Grosse Berliner Strassenbahn A.G., 
states that the traffic declined in the first seven months down to 
the outbreak of the war, as in the second half of 1918, in conse- 
quence of the extension of the Elevated and Underground Rail- 
way, the motor omnibuses and the municipal tramways, whilst 
in the later months the undertaking stood under the influence of 
the war and its effects upon the general economic situation. 
Although the early days of the mobilisation resulted in. an 
increase in the traffic, the latter receded in the first months 
of the war by 13 per cent. us contrasted with the correspond- 
ing period of 1913, and by 15 per cent. in the month of Decem- 
ber. On the other hand, the unexpected calling up of over 50 
per cent. of the employés rendered it necessary for the. com- 
pany to at first reduce the mileage run by 25 per cent., as it 
was impossible to replace over 5,000 men at once. Several 
lines were entirely discontinued, but on those remaining the 
speed was increased and an additional number of trailers put 
ju service, although the frequency of the services was cur- 
tailed by 50 per cent. A larfe number of the wives of employés 
at the front were trained as conductors—over 600—but the 
training of drivers was extremely difficult, as most of the in- 
struction staff were also requisitioned by the military authori- 
ties. Nevertheless, it was eventually possible to lower the 95 
per cent. restriction to 15 per cent., as compared with 1913, во 
that the services were equal to the traffic by the close of the 
year. The gross receipts amounted to £2,118,000, as against 
42.288.000 in 1913, and the total expenditure was £1,300,000 
and £1,342,000 in the two years respectively, the percentage of 
working expenses to gross receipts having risen from 58.64 to 
61.37 per cent. last year. After making provision for deprecia- 
tion and other charges, the accounts show net profits of 
£325,000 ав contrasted with £468,000, and a dividend of 6 per 
cent. is proposed, as against 8 per cent. for 1913. 


STOCKS AND SHARES. 


TuESDAY EVENING. 

Distinct improvement has taken place in Stock Exchange 
conditions. The change is marked more in the tone of mar- 
kets as a whole than in the amount of business which comes 
into the House. But the latter has certainly improved during 
the last few days, and the disposition is to buy securities not 
only in the popular sections, but in soine of those which have 
scarcely moved since the war broke out. The chief animation 
at the moment is in oil shares. Rubbers. however, are on 
the move. Many departiments of the industrial section have 
cheered up. Under the Treasury regulations, jobbing is 
cramped, cabined and confined, so that a little selling or a 
little buying has an effect almost absurdly disproportionate. . 

The reason for this marked alteration is, primarily, the 
increased publie confidence engendered by the steady passage 
of the Fleets up the Dardanelles. This has had the effect of 
bringing into the Stock Exchange some of the money hitherto 
locked up on deposit in the banks. United States advices, 
moreover, are cheerfuller, though this is not a point to be 
laboured, since the recovery in values on the other side of 
the Pond appears to have for its base a vague hope of early 
peace—a consummation as devoutly desirable as it is for the 
tune being impossible of verifying, or to do more than hope 
for, | | 

While affairs in the United States look better, those in 
Mexico are more than ever at sixes and sevens. The latest 
news is that the present so-called yovernment is threatened 
with an army marching against it from the Nortb. Jn the 
circumstances, therefore, it can be well imagined that the 
speculator inay elect to put money into Mexican issues, but 
that the ordinarily-cautious investor eschews for the time 
being even those bonds which before the revolution were re- 
garded ав first-class. | 

Travelling further South, optimism again comes into play 
by reason of substantial recovery in the Hio rate of exchange. 
From 122d., the exchange rose sharply to 13 1-16d., and 
mazian Tractions responded with a further rally to 653. 
No appreciable change occurred in Rio Tramway bonds or 


РА 


others connected with this group, so far as quotations were . 


eoncerned ; but instead of there being free sellers in the mar- 
ket, the position swung round to the sellers holding back and 
buyers revealing themselves more plainly than they have done 
for some time past. 
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At the meetings held so far by the London electric supply 
companies, the chairmen have naturally dwelt upon the dith- 
culty surrounding deliveries of coal, which are more pressing 
than the matter of turning down London lights. The cry for 
Government intervention has so far evoked no sympathetic 
response, and the market for coal seenis to be as strong as 
ever. The severity of the trouble may work its own remedy, 
because the worse the foriner becoines, the graver is the out- 
look for everything depending upon this source of heat. Oil 
sbares, incidentally, have benefited by the juinp in the price 
of coal, since it 1s assumed that when the Dardanelles are 
cleared and Russian oil supplies can flow freely through the 
Mediterranean, they will be eagerly taken for many of the 
uses for which at present coal is required. i 

Most of the figures are available in respect of the profits 
made during 1914 by the London electricity undertakers, and 
it is interesting to note how the comparisons come out against 
the figures for 1913. The following table analyses the results 
un by those companies whose figures are now pub- 
ished :— | 

Gross profit. Net profit. Reserve. Divd. (p.c) 


Inc. or Inc. or Inc. or Foc. or 
| dec. dec, dec, Amt. dec. 
Charing Cross — £10,952 — £10,483 -£1,960 5 —1 
Chelsea oo ............... + £210 +4210 +4379 5 same 


City of London .. - 49,190 — £8,858 same 9 —1 
County of London + £16,231 +£15,065 +£7,000 7 same 
Kensington. — 41,20 — £1,011 4729 9 same 


London ............... + 421,406 4 £20,008 +£14,00 4 +1 
Notting Hill 1/- shares — £296 — £325 + £57 500 same 
St. James — 45,410 — 45,440 — £1,140 10 - 2 
South London ...... +£1 582 741.427 — £884 5 — 4 
South Metropolitan +£1,485 +£1,362 same nil same 
Westminster — £3,787 — 43,712 +£535 9 1 


The London Company, which shows the best figures of all, 
had the somewhat adventitious aid of a reinunerative contract 
froin the London County Council, in consequence of the 
Councils electric current failing for the trauway system. 
Next to this, the Couaty of London makes the best showing, 
its figures exhibiting improvement all along the line. It is 
worth pointing out that out of the gross profit of £16,231, all 


but £1,256 has been retained in net—a striking testimony to, 


the management of the company and to its powers for picking 
up more in one direction than it has lost in others. The 
reports have had the effect of strengthening prices as a whole, 
as will be seen from the accompanying sets of Stock Exchange 
quotations :— | 
Home ELECTRICITY COMPANIES. 
Mean price. Mar. 9, 1915. Rise or fall 


July 21, 1914. this week, 
Brompton Ordinary ee ee es ee — 
do. 7 per cent. Pref. ee ee — 
do. do. do. 43 Pref. . s 4 4 +3 
do. дӣ». Оцу Pret. .. ©» 2e 4 4 = 
0. De * oe ee L ee 91 90 — 
Chelsea oe ee ee ae ee ee 4 41 — 
do. 43 Deb. ee oe ee oe 92 = 
City of London s we oe .. 16 ii 41 
do. do. 6 percent. Pref... * 1 12 — 
do. do. 5 ab. е è ee ee 116 111 = 
do. do. 43 Deb. os os es 1 98 — 
County of London ee T . 19 11 +b 
do. do. брег cent, Pref. . 19 11 — 
до. до, lst Deb. ee oo eo 10 99 — 
do. do, nd Deb. s .. 10 97 — 
Kensington Ordinary |. .. Ms i 7 7} — 
London Electric Vs 2 ie 2 1 12 + i 
do, do. 6рет cent. Pref...  .. b ti + 
M do. li do. 4 eb. ee ee on тт 
etropo tan ae ee eo 7 . ә ee — 
do. 4 r cent. Pref. ee eo 4 а 4 — 
do. eb. os ee ee ae 97 96 -—' 
do. eb.. е ee ae oe 83 80 — 
Bt. James’ a Pall Mall ce ee ee 90$ 9 xd — 
do. do, do, Tpercent, Pref, 7 6? — $ 
do. do. do. Deb. ee ee 844 80 — 
South London ee oe ee ee ee 8 B 8 = 
8.uth Metropolitan Pref, .. ws 1 1 — 
Westminster Ordinary .. .. œ 1 — 1 
о. 44 rn oe ee ee 4 = 
Home Raits, 
Central London, Ord. Assented .. ,. 88 16 == 
Metropolitan .. x s es 8 99 + 4 
do. District * ee oe 21 17 -= 1 
Underground Electrio Ordinary = 1 — 
do. "WAT S ee eo 7 6/- — 
Income T x S 88 80} xd + 3 
TELEGRAPHA AND TELEPHONES, 
Anglo- Am, Tel. Pt. ee oe ee ee 1081 1032 та — i 
d». ef. T . |. 28 "n xd + 8 
Chile Telepbone ee oe oe eo 7 6 — 
Ou va Bub, Ord. ee oe ee e 3 — 
do. Ph. as $e T я 16 15 +8 
Eastern Extension .. is ч 55 12 124 — 
о, 4 Deb, ee ee ee 97] 9? xd — 
Easte:n Tel. Ord. .. - 57 ба 1773 127 == 
до. 84 Pf, Я 5% es 71 18 — 
do. 4 Deb, ee oe ee 964 94 — 
G'obe Tel, and T. Ord. vs gis ps 11 11 +1 
до. Р... шош 34. dd 113 + { 
Gs. Northern Tel, ao oe oe ee 84 — 
Ind » European an E oe s 59 61 — 
Marconi.. .. wx Seb. cee Gs 11$ 118 + 3 
New York Tel. 44 .. vx ze .. 10! 97 — 
. Ocieatal Telephone Ord. .. .. T 245 2 = 
do. Pf. ee ее ees 1 19 Bu — 
Tel. Egypt Deb. ia m "S vs 98 83 — 
United R. Plate Tel... os as = 6i 0 — 
do. Pl. . oe ee 6t 5 — 
West India and Pan, EC xe. its 1 14 = 
Western Telegraph .. E ee oe ii 18 — 
do. 4 Deb. ee ec ee 953 — 


Forgian Trams, &0, 
Mean price. Mar. 9, 1916. Rise or fall 


| Jaly 27, 1914. this week. 
Anglo-Arg. Trams, First Pf. eO 7 — 44 4 — 
do. and Pf. .. ec oe 43 — 1 
385 4a Deb ee ee ee 9 Ee —1 
0. зое ee ee = 
do. b Deb. es ec ee 96 88 — 

Brasil Traotions — .. .. .. .. 66 b8 +2 

Bombay Electric Pf... ais ‘a S 11 10 xd — 

: do. 42 Deb. ee ee ee 96 9t — 

Mexico Tramm. .. 10 Bb — 

| do. b percent. Bonds .. 84 60 — 
do. 6 per cent. Bonds .. 76 40 — 

Adelaide Sup. 6 per cent. Pf.  .. . b 64 xd — 

do. b Deb. eo ee ee 104 108 — 
MANUFACTURING COMPARIES. 

British Westinghouse Pref, ee oe 12 1H = 
do. 4 Den. ee oe oe 14$ 72 — 
do. 6 p. lien ae es ee 1034 989 — 

Callenders oe eo oe es ee 114 11 = 
do. b Pref. oe oe eo ee 5% 41 E 
do. Deb. ee ee oe 984 98 = 

Castner-K aer oe ee ee ee 24 8 = 

Edison & Swan, £8 pd, . ee ee da 14/6 4 8/- 

Oo. do. fully paid А 1} 23 + i 
do. o. 4 Deb. eS 5. 69 65 +5 
do. do. 5 % Deb. °з ee 60 = 

Electric Construction ae = oe à 18/. — 
do. do. Pf. ee ee ee 1 — 

Gen. Eleo. Pt... we ee ee ee 1 10 — 

Healeys ee ee ee ee ee è 15 14; — 

rin Ете. ee oe oe ee 5 5 == 
о. 4 oD. ee ee oe eo 1 97 um 
India-Rabber ео es ee ee ee 5 5 = 7 
Telegraph Con, ser Jean - AS Mes. ВВВ à + 1 


The fall of 105. іп Westminsters із hard to expluin, except 
on the ground that a seller who wanted to realise his shares 
found them difficult to place. | 

Remarkable activity has been displayed in the shares of 
the British Aluminium Company and in Edison & Swan. 
The former company is said to be doing extremely well from 
Government contracts for aeroplane work, and that the 
FEdiswan is also making excellent progress is generally known. 
British Aluminium have been as high as 25s., coming back a 
little to 23s. Od. Ediswan partly-paid at 14s. 6d. are Зв. higher, 
and the fully-paid 24 are 5s. better on the week. Manufac- 
turing issues on the whole are strong. Telegraph Construc- 


tions have put on 10s., and there are buyers about both for 


Henleys and Callenders. | 

Home Rails are a trifle firmer. Underground Electric in- 
come bonds at 804 show a rise of 3. Metropolitans firmed up 
to 29, but Districts at 17 are a dull spot. 

The feature in the Telegraph section is a brisk rise in the 
price of Marconis. At 1 13/16 they are 3s. 9d. up, and, follow- 
ing them, the preference hardened at 328. 6d. For these 
iniprovements the market has it the company is doing splen- 
did business, which is probably the case. Moreover, there 
are buyers about. It is interesting to notice that the shares 
are within 2s. 6d. of their end-July quotation. Globe prefer- 
ence and ordinary are both 5s. harder, on the declaration of 
the usual dividends. Cuba preference, which had been unduly 
depressed, recovered just as suddenly as they were put down; 
and the few shares which, coming to market, had the effect 
of dropping the price violently, have been absorbed. The 
Anglo group is steady, and there is no change worth mention- 
ing in the Eastern division. In the Armament séction, the 
leading shares hold their prices with tenacity, and Vickers 
hardened a few pence. The rubber market, as already men- 
tioned, 15 improving. Business shows a tendency to broaden, 
the demand coming from the provinces as well as from Lon- 
don. With the fear of Continental sales removed, through 
the rigour of the Treasury regulations, the market is inclined 
to take a cheery view of the outlook, and this disposition has 
been underlined by the quiet buying of the best-class shares. 


ELECTRIC TRAMWAY AND RAILWAY 
| TRAFFIC RETURNS. 


Month | Receipts for 8 f Route 
Locality, ended the c9, Total to date. miles 
(4 wks.) month, Ze . open, 
E ё 2 2 E 
Bath es oe ee Feb. 24 2,468 = 455 8 6,025 ТР 569 ee 
Blackpool-Fleetw'd | Mar. 6 1,225 | в 4 9 2,818 | + 61 Su 
Brist EN " „ ©} 89,103 | +3,55 | 9| 175,492 |+ 7,208 | 80-5 | .. 
Chatham and Dist. | Feb.95 | 8,805 |+ 588 || 8 7,48 |+ 1,05 14-933 
Cork .. on .. | Mar. 4| 1,709 | — 90 | 9 8,845 |— 177 |64'25| .. 
Dublin aia .. | Feb. 26 | 21,569 | + 607 8 | 44,640 |+ 2,712 9:89 | .. 
Hastings 8 „ 25 2,738 — 91 | Gs ix 107 190 
Lancashire United | Mar. В | 6,033 — 164 913,421 — 197 42 < 
Liandudno-Col, Ва Feb. 28 727 + 97 | 12 2,094 |+ 282 6-5 | .. 
Tyneside .. ee „ 21 1,973 + 24 8 , e881 T 149 11 кы 
Anglo-Argentine .. | Mar. 4 201.70 | -27,832 9 | 451,797 | — B,851 
Auckland .. .. | Feb. 19 | 19,932 | —3,620 ; 82 | 167,028 |+ 7 938 2 42 1°03 
Calcutta T „ 27 | 17,311 — 774 К — 3,674 sc 
Kalgoorlie, W.A. .. Dec. 9.905 „. 52 Г 81,824 Me b. RM 
Madras - Feb. 23 8,407 |- 85 8 7,983 |— 9855 vs 
Montevideo MS Feb. | 30,007 | -5,738 | 8 | 118,196 |—19,765 | .. 5% 
Dublin-Lucan Rly. | Маг, 5 443 — 7 9| 109 — 15 3|. 
{ 


` 
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1912. 1913. Inc. or dec. 
TRADE STATISTICS OF SPAIN. Carbons for arc lamps.— Pesetas. Pesetas. Pesetas. 
dn TE + e 
THe figures given below show the imports of electrical and ә vinea N , H, — H, 
similar goods into Spain during the year 1913, according to the ” 62855 ipu 4000 3000 + 1005 
official n ne Ic DU M will be d m B " eh CORR tee , , = , 
is а predominance o rman trade in practically every branch. 
The figures for 1912 are given for purposes of comparison, and Total 123,000 125,000 + 2,000 
поба ы ош (which are very considerable) and decreases Electrodes.— 
ave been a :— | A _ 

i 5 Ене нса dec. кош 5 d 3000 14,000 5090 
Arc lamps.— esetas. esetas. esetas. на DA : dd f 
From SELBEN ; 157,000 90.000 "m 67,000 „ Other countries 16,000 15,000 1,000 

s rance - ; 18, — Р , ER 
„ Great Britain 10,000 83,000 + 73.000 Au ME or 

,, Other countries 10,000 11,000 + 1, Incandescent electric lamps mounted .— 

From Germany .. 4,733,000 4,667,000 — 66,000 
Total | 202,000 202,000 = „ France 158,000 — 347,000 + 189000 
Dynamos, electric motors, in- » Great Britain 334,000 63,000 — 271,000 
duction сойз, resistances, „ Austria sa 466,000 158,000 — 308, 000 
** etc., up to 400 „ Other countries 100,000 85,000 — 15,000 

д. weight.— 

From Germany u " 3,692,000 5,269,000 ES 1,577,000 Total 5,791,000 5,320,000 — 471,000 
P ance i a ; ,210, T А : e 
„ Great Britain 568.000 967.000 + 399,000. /Zvdraulic motors. А 
» Switzerland ... 106,000 236,000 + 130,000 From Germany ... 20 HE 
А М 8 rance sna is , , | , 
„ Other countries 799.000 1,234,000 + 781,000 Hi Great Britain „1 ЫТ ою + 10,000 
Total. . . 5,457,000 8,976,000 + 3,519,000 „ Switzerland ... + 951,000 
Pie weighing from 01 10 „ Other countries 16,000 5,000 — 11,000 
2,000 kg.— Total 1,563,000 2,319,000 + 749,000 
From Germany .. 3,054,000 3,395,000 + 341,000 | | 
„ France n .. 299.000 786,000 + 487.000 Steam and gas engines (station- 
„ Great Britain. 430,000 866,000 + 436,000 ату) up to 10,000 kg. weight.— 
» Switzerland ... .. 281,000 463,000 + 182,000 From Germany  .. 559,000 555,000 — 4,000 
» United States 397,000 890,000 + 493,000 » Great Britain 708,000 784,000 + 76,000 
» Other countries 155,000 508,000 + ,000 „ France » 15,000 59,000 + 44.000 
——— „ Belgium m 26.000 62,000 + 36,000 
Total .. 4,616,000 6,908,000 + 2,292,000 „ Other countries 20,000 92,000 + 72,000 
Ditto, ight 2,501 t 
5,000 kg dios ? Total . . 1,328,000 1,552,000 + 924,000 
From German)) 496.000 749,000 + 253,000 Ditto, from 10, 000 to 25,000 kg. weight.— 
„ 231.000 217.000 — 20000 Prom Germany 98,000 191,000 + 93,000 
» Great Britain 198,000 215,000 + 7,000 Great. Britain 25.000 153000 + 198000 
„ Other countries 176,000 1,070,000 + 894,000 em | 27.000 71.000 + 44,000 
Total 1,107,000 2,251,000 + 1,144,000 i3 Other countries 85,000 40,000 — 45,000 
25095 еш more than Total 235,000 455,000 + 220,000 
, g.— А Š < 
Ditto, over 25,000 kg. wetght.— 
From German 4,026,000 5,634,000 + 1,608,000 : ? 
2 Pince а зе 189,000 713,000 + 524,000 From Germany 643,000 3,069,000 + 2,426,000 
„ Great Britain 165,000 966,000 + 101.000 „ Belgium 173.000 140,000 — 33.000 
„ Switzerland 373,000 377,000 + 4,000 » Great Britain 29,000 123,000 + 94,000 
» Other countries 20,000 3,059,000 + 2,739,000 „„ Other countries 348,000 43,000 — 305,000 
Total 5,073,000 10,049,000 + 4,976,000 Total 1,193,000 3,875,000 + 2,182,000 
Accumulators and electric batteries.— 5 steam boilers.— eo JS 31005 
__ rom Germany А 329.00 0 — 210, 
R % бой — 1300 тем Britain 500000 GM — 144000 
„ Great Britain 7.000 104.000 + ‚000 » Belgium 11005 E + 4800 
„ Other countries 30,000 43,000 + 13,000 4 Other олан 95:000 1:000 — 94000 
Total 220,000 273,000 + 53,000 Total 988.000 658000 — 330.000 
Cables and wires for electricity, . : | ' i 
with or without insulating Multitubular boilers.— 
material, of 1 cm. dia. or From Great Britain 2,944,000 2.835,000 — 109.000 
more.— T соу 0 M + 3000 
From Germany 1.151.000 2,279.00 + 1, 128.000 n 165,000 228. + 163.000 
» Great Britain 645.000 1,096,000 + 451.000 „ France sa 633,000 621,000 — 12,000 
M Other countries 249.000 362,000 + 113,000 * Other countries А 168,000 64,000 — 104,000 
Total 9,445,000 3,737,000 + 1,692,000 Total 4,562,000 4,581,000 + — 19,000 
Ditto, less than 1 cm. in dia.— | NOTE.—25 Pesetas = £l. 
From Gerinany 122.000 206.000 ＋ 174.000 
„ France x 74.000 45.40 — 29,000 
„ Great Britain 384.00 105.00 — 279,000 
„ Other countries 14.000 30.000 + 25,000 
Total .. 594400 — 485,000 — 109,000 Tungsten Wire Patents.— Some time ago five German 
* Switzerland 2.400 firms opposed the grant, in the name of the A. E G., of a patent 
MEE A aue нан concerning the manufacture of drawn tungsten wire for incandes- 
| hie aratus cent lamps, but they were unsuccessful. Since then the firms have 
. C 
: e German Pa ce has now rejeo ese claims, an 
any 122.0 2.390.000 1,268, Жр ; bh i ; 
ш JJ. л лл т 
» France e. 52% 341.000 + 20.0% aa at present customary, can only be made by the 5 
„ Great Britain 204,000 — 677,000 + 473,000 ot the existing patent combine—the A. E. O., Siemens & Halske, 
„ Sweden: 119.0 — 9000 — 29,00 and the German lacandescent Gas Light (Auer) Co.—and their 
» Other countries 120,000 150,000t + 30,000 lioensees, of whom the Bergmann Co. is one. It is not improbable 
Total m 966.000 6.000 3.700.000 00 + 1.740.000 740.000 that in view of the importanoe of the question to lamp makers 


? Italy 83,000. 


who are outside the patent combine, the matter will be brought. 


before the Imperial Court. 
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TRAINING FOR THE INDUSTRIAL SIDE 
OF ENGINEERING. 


"THE paper read by Mr. A. P. M. FLEMING before the INSTITU- 
TION OF ELECTRICAL ENGINEERS at Manchester was abstracted 
in our last issue; the following is a report of the discussion :— 

Prof. MARCHANT said that it appeared a physical impossi- 
bility for à man engaged in manual or other labour during 
the day to study effectively and secure technical education 


during the evening. The Westinghouse scheme was to be 


recommended as affording men and apprentices an oppor- 
tunity of gaining some knowledge during the day time of the 
theoretical technique of their profession. The statement made 
by the author that the fitness of a man for the profession of 
engineering depended upon his inherent characteristic could 
not be too strongly emphasised ; not every student who entered 
à college for engineering training would necessarily make an 
engineer. Regarding technically trained students, the main 
point of importance was breadth of view rather than tech- 
nical knowledge. After training in fundamental principles, 
if a man showed any capacity at all he might c out eome 
logical investigation on his own account. Specialised funda- 
mental] principles combined with à certain amount of research 
work would produce in the end a competently well-trained 
technical engineer. In the matter of training, a man's point 
of view was of much more consequence than the facts which 
he had accumulated. He supported the author's view that 
technical men should undergo college training before works 
training. A boy leaving school was far better able to take 
advantage of college training at once rather than after spend- 
ing some time in the works. In electrical engineering, with 
its extremely difficult technique and the considerable amount 
of mathematica] knowledge required, this system had cer- 
tainly proved best in the speaker's experience. 

Mr. Н. M. MENsFORTH said that 5 per cent. clever mathema- 
iiclans would permit them to get along very well. It was the 
remaining 95 per cent. that required consideration. Two im- 
portant points for development in the student's mind were 
the power of observation and sympathy with the men he 
would have to control. The most difficult vacancies to fill 
were those in the works; commercial and designing engineers 
were easily obtained, but men with technical education and 
knowledge of how to deal with labour were very scarce. 
Technical colleges would do & good service if the opportuni- 
ties of this side of the profession were pointed out to studente. 

Prof. MES WALKER said the efforts of the Manchester 
School of Technology were mainly directed to technical train- 
ing, and there was a sufficient demand for it; hundreds of 
men were dealt with in the day classes; but thousands in the 
evening classes. Men who, year after year, after their day's 
labour, did really good honest work three evenings per week 
and home lessons on Saturdays and Sundays, must possess 
admirable qualities. It would require an exceedingly large 
institution to deal adequately with trade classes, but such 
were desirable, and preferably in the day-time. It was hardly 
fair to expect the manufacturer to put aside a great part of 
his works for the purpose of teaching apprentices; there ought 
to be a national system carried out in the eame way as 
technical instruction for engineere. Such an institution would 
enormously increase the efficiency of the workmen. The 
effect upon the moral character of the men had also to be 
taken into account. If from the first an apprentice was 
placed under the influence of a teacher who dealt not merely 
with the technique of the work, but also with such aspects of 
moral character as controlled or affected the production of 
the work. it would be an enormous benefit. He agreed with 
the ''college first” system. If possible, the student should 
have a year at the works, where he could be taught discipline 
and have to rough it with other workmen, but this year 
should be an extra, and should not be deducted from the 
subsequent college training. 

Mr. J. L. Paton (Headmaster, Manchester Grammar School) 
sald that every boy who started in the works should, if 
capable, have a chance of rising to the top positions. Statistics 
had shown in connection with the cotton trade that over 50 
per cent. of the heads of firms and departments had risen 
from the ranks, and the vitality of our cotton industry was 
largely attributed to this fact. In the Navy every man was 
taught; even a stoker, signed on for a short period, was taught 
something about the running of engines and kept in touch 
with English literature. The result was that such a man 
could always find work on the termination of his period of 
service in the Navy. A wise man might lay down exactly 
on what lines a problem was to be solved. but its solution 
depended upon the hearty concurrence and co-operation of 
every unit concerned, and in the engineering trades these units 
included the unskilled labourer. 

Mr. A. J. CRIDH said discussion on this subject always 
‘brought out two lines of complaint: first, the superficially 
educated state in which voung people of both sexes were 
allowed to leave school; and, secondlv, the lack of co-ordination 
between empnlovers, employés, and educational authorities. 
Modern methods would probably give better results in the 
near future. Co-ordination did not exist to the extent that it 
sbould between employers and educational authorities. Не 


advocated the sandwich system of training. On account of 
the physical strain, works teaching was preferable to evening 
school work, and whilst nothing had been said about corres- 
pondence tuition, this would appear to demand more concen- 
tration than a young apprentice could give, principally because 
he had not been trained to give it. Whilst it seemed wrong to 
exalt the coinmercial man at the expense of the engineer 
without commercial experience, it was not right to despise 
commercial ability. It had been ve rdg as an argument 
against training apprentices in works that they moved to 
cempetitors who had the benefit of the in The only 
reply to this argument was that an employer could not expect 
a man to serve him for life solely because he had trained him; 
the man must be properly paid to be retained. __ 

Mr. Eustace Tuomas thought that the two things insuff- 
ciently distinguished in technical training were understanding 
what was being done, and doing it. Ninety-five per cent. of 
the people in engineering work had to do thinge. Probably 
the quality which made a man a foreman or manager was his 
power of influencing other people and getting things done 
without disturbance. It seemed as though the more people 
studied, the more they killed off шока. He thought the 
problem would be solved by practical men getting in touch 
with the boys associated with the technical schools and work- 
ing out means whereby the Yr ni instinct could .be 
fostered at the same time as there wae instiled sufficient 
technical training to make it useful all round. 

Dr. G. W. WORRALL said it was pleasing to note that the 
author regarded the character of the man ав of at least equal 
importance to his skill, but, unfortunately, manufacturers did 
not exert themselves very much to maintain the high standard 
which they expected in their apprentices. It was to be hoped 
that the ideals set forward by the author would eoon be 
accepted by firms, as a general complaint amongst university 
men was that their scientific enw ote was exploited by 
manufacturers and they were given work in the design office 
or on the test-plate where they would be most useful to the 
manufacturer without regard to their future. He had in the 
course of his business seen many youths quite unsuitable for 
engineering blocking the way of better men, and it was 
lamentable to see young men on the test-plate with ambition 
and ability to rise to the top, receiving less remuneration 
than labourers simply because, as one manager expressed it, 
the work was '" unproductive.” Schemes of education were 
ueeless if not accompanied by proper remuneration. Germany, 
with all its educational advantages, had tens of thousands of 
young men holding diplomas and university degrees who were 
draughtsmen in receipt of a mere pittance, and after 15 
so much of Germany's fine system it was surprising to fin 
how little the individual man benefited. : 

Mr. J. CoLLINGE strongly advocated night schools, and con- 
sidered that men willing to work all day and then attend 
schoo] in the evening were men of character and likely to 
achieve success. 

Mr. J. W. Іовр said a junior technical school had been 
opened at Newton Heath, Manchester, to provide for boys of 
15 or 16 who intended to enter some branch of the engineer- 
ing trade. They would at first be artisans, but there was 
nothing to prevent their rising to the class designated as the 
technical class.“ The difficulty of establishing trade schools 
was greater than was generally imagined on account of the 
great variation in trades in the district. 

Mr. А. N. HOWARTH expressed admiration of the Westing- 
house system and said that the boys were quick to appreciate 
the advantages which the present journeyman was unable to 
obtain in his apprentice days. In the case of apprentice 
draughtsmen, shop training was essential, and in later years 
this works training was reflected in the common-sense sim- 
plicity of their drawings. A point of advantage in the appren- 
tice school was the close relationship between the management 
and the boys. Their different characters and temperaments 
could be studied with a view to their ultimate itions. 

Mr. В. W. PauL (in а communication) said that the neces- 
sity for the better trade instruction of electrical craftsmen 
had long been felt and was emphasised by the present crisis; 
a good deal of the delay in supplying the needs of our fight- 
ing forces might have been obviated if such instruction had 
been systematically adopted in years past. Even in normal 
times there was no longer an adequate supply of all-round 
mechanics, like those of twenty-five years ago. Any person 
responsible for engaging mechanics for highly-skilled work 
must be impressed with the limited trade knowledge and 
abilities of the majority of applicants; on new and unaccus- 
tomed work expensive mistakes and wrong methods caused 
much economic waste. Generally the best craftsmen and 
most successful leaders had learned their business in small 
shops, where adaptability and all-round skill were required. 
The Westinghouse Co. was setting a splendid example to those 
firms who had not hitherto taken their full share in the train- 
ing of the workers, on whom their success largely depended. 
The effort and expense, however, should be equitably dis- 
tributed among all the firms of any given trade, since the 
benefits accrued to all alike. The initiative must come from 
the employers, as it did in earlier ages, but the co-operation 
of the educational authorities and trade unions might reason- 
ably be expected. The latter might assist the movement by 
instructing ex-apprentices to prefer employment in those shops 
where the apprentices were properly instructed. eae prin 
ship was necessary for the craftsman, as distinguished from 
the operator or machine-minder; the functions of technical 
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colleges arid evening institutes, as at present constituted in 
England, bore little relation to the training of craftsmen. In 
his own works a shop had been equipped for instructional 
purposes, and the apprentices were no longer encouraged to 
attend evening classes. He hoped that the firms engaged in 
the electrical trade might soon confer together to promote 
definite and systematic trade training in their branches. 
Mr. FLEMING, in reply, said that a young man who had risen 
from evening schools had most excellent qualities. Unfortu- 
nately, the rate of educational mortality among evening men 
was fearfully high, the numbers at the start and finish 
being very different. The weeding-out of men unsuitable for 
engineering work was most important. Research work was 
excellent during training if utilised to develop the men along 
useful lines. He agreed as to the importance of getting sound 
men rather than highly educated men. 
spoken of the use of techmnically-trained men on the works 
side of the organisation. 
sympathy with the workmen and to be able to understand 
and handle workmen. Possibly the man for the works was 
born rather than made. Really good men weré wanted and 
there were excellent possibilities for the right men. Тһе 


junior technical school was a promising movement, and an- 


Other school was to be started at Openshaw (Manchester). The 
works school afforded an unrivalled opportunity of getting in 
touch with each boy in the works, of seeing hie worth, en- 
couraging him and giving him every opportunity to rise if 
he had the ability. 


ELEOTRICITY APPLIED TO MINING. 
By C. P. SPARKS, M.LEE. 


(Abstract of raper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, February 25th, 1915.) 


( Continued from page 841.) 

The following are the consumptions of low-pressure and 
‘high-pressure steam per kilowatt-hour when working under 
anixed-pressure conditions :— . | 

Lb. of Low- Lb. of High- Vacuum 


. pressuce Steam p.essure oveam (tar. in.) 
Full load ... be. Д0) 6.4 27.5 
3-load 20.6 3.6 27.65 
t-load 40 EM — 21.9 


The latest application is at Bargoed, where the exhaust 
from three man winders, a steam compressor, and fan is 
utilised. Owing to the considerable back pressure on the main 
winders with the Rateau system (24 to 34 lb.) it was decided 
to adopt the Samuelson system. ‘The steam accumulator is of 


the gasometer type having a capacity of 12,000 cubic feet, the - 


dimensions being: Internal diameter, 30 ft.; 
19 ft. 2 in.; height extended, 39 ft. 6 in. 

The average quantity of steam dealt with is 60,000 lb. per 
hour, the momentary maximum rate of flow being 160,000 1b. 
per hour; any excess steam not used by the turbine 
passes to the feed-water heater. The back pressure on the 
main winders never exceeds 0.5 lb. | | 

Owing to the pressure variation being very small it is im- 
possible in this instance to control the admission of the low- 
ressure steam to the turbine by change of pressure, as in the 
ateau system; the supply of exhaust steam із therefore 
directly controlled from the steam accumulator, an oil relay 
valve being actuated when the former is 2.5 feet from its 
lowest position, which valve definitely closes the low-pressure 
steam valve on the turbine until a further supply of exhaust 
steam is available. 

Exhaust steam is supplied to a 2,000-Kw. 3,000-r.p.m. Fraser 
and Chalmers—Siemens turbo-alternator. This set supplies 
current into the common network. The governing is extremely 
good, and no difficulty has been found in changing from low- 


height closed, 


pressure to mixed-pressure steam, the interchange of load with, 


the gas-engine plant not exceeding 100 kilowatts with the 
turbine fully loaded. 

The condensing plant is of the jet type with a Leblanc air 
pump and circulating pump driven by а 160-H.p. motor at 
480 r.p.m. 


The following are the steam consuinptious per kilowatt-hour. 


of this plant when operating under mixed-pressure condi- 


tions :— Lb. of Lb. of Vacuum 
| L.P. Steam Н.Р. Steam (Bar. = 80 in.) 
Full load ... ne / — o B5 
ЗА — ur bou. au 28.75 


The main switchgear controlling this set is erected in the 
gas- engine house, the excitation und speed regulation being 
motor- controlled from the main switchboard through relay 
cables. pope ey main switchgear is fixed in the tur- 
bine house, but this is only operated in an emergency. 

The number of working coke ovens at Bargoed is 100; the 
average quantity of coal carhonized per week is 4,700 tons, 
and average output of coke 3,800 tons. 

The gas-engine plant is part of Mr. E. M. Hann’s scheme 
for dealing with small coal. The “smalls” from the Rhymney 
Valley are washed and mixed at Bargoed; after extracting the 
nuts, beans, and peas, the smaller sizes, less duff which 


Mr. Mensforth had, 


Such men were required to have - 


— 


is used for patent fuel, are delivered by aerial rope way to the 
ferro- concrete coke-oven bunkers holding 1, 200 tons. 

The whole of the gas from the ovens is treated for by-pro- 
duct recovery. After passing through cooling towers, the tar, 
averaging 56 lb. per ton of coal carbonized, is extracted, this 
being afterwards distilled into creosote oil and pitch. 

Sulphur is then extracted by oxide of iron, the iron sul- 

hide оз made into sulphuric acid, part of which is used 

r fixing the ammonia, something like 19 lb. of sulphate of 
ammonia being produced per ton of coal carbonized. 


Fie, 1—GENERAL VIEW OF ILGNER WINDING PLANT АТ 
BRITANNIA COLLIEBY, 


About half of the total uantity of gas is required for heating 
the ovens; the balance, which is used for the following require- 
ments, is delivered to a gasometer holding 300,000 cubic feet :— 


Average No. of 

Cub f. per Week 
(1) Gas engines че 12,040,000 
(2) Sale to gas company ... 3,000,000 
(3) Firing boilers ... 5 3,710,000 

| ANALYSIS OF Gas. 

Hydrogen . 06.4 
Methane . 20.5 
Carbon dioxide М . 18 
Heavy hydrocarbons . 19 
Oxygen 125 ess . 0.9 
Carbon monoxide ... 4.7 
Nitrogen " 13.8 


Thermal value 400/410 B.Th.U.—Lower value. 
Gas engines of the Nuremberg type, double-acting 4-cycle, 
are direct coupled to flywheel alternators, one of 1,000 K. v. A., 
and two of 2,000 k. v. A. rating, running at 3,000 volts and 100 
r. p. In. 
The smaller set is of the tandem type and the larger sets 
twin tandem, developing at normal full-load rating 600 в.н.р. 
per cylinder. 


Cylinders 34 in. X 43 in. stroke. 
Weight of flywheel of 2,400 B.H.P. sets 76 tons. 
Diaineter of shaft of 2,400 B.H.P. sets 30 in. 


These plants were originally worked at average loads of 700 
and 1,400 kilowatts. The combined maximum load for one 
large and one small set is 2,500 kilowatts, the usual practice 
being to run one large gas engine continuously and the smaller 
gas engine during the day shift. 

When working at these loads, the cost of repairs was found 
to be unduly high on cylinders, pistons, piston rods, and ex- 
haust valves, and since 1912 the plante have been worked at 
average loads of 600 and 1,200 kilowatts, the combined maxi- 
mum load being 2,200 kilowatts. Since modifying the rating 
of this plant, the life of pistons, piston rods, and exhaust 
valves has increased, and no cylinders have heen cracked. 

Tests showed that the heat consumption of the 2,000 K. v. A. 
sets was :— 


At full load 


12,800 B. Th. U. per Kw.-hour 
At half load 20,400 


>> LL 
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In order to utilise the surplus gae to the best advantage, inaximum load of 2,200 kilowatts, the annual load factor of 


electric pumping was adop simultaneously with the erec- the gas-engine station is 72 per cent. 
tion of the gas-engine plant, and by providing high-power No general statement can be given as to the total fuel con- 
pumps and increasing the size of lodge rooms it was found sumption, as in the case of the Powell Duffryn Company 14 


possible to confine, the hours of pumping to from 8 to 12 per million units ate generated by coke-oven gas, about 14.5 mil- 


Elec. Rev. 


Fic, 3.— SIEMENS ELECTRIC WINDER. 


day at the Elliot Pit. The gas-engine plant thus supplies the lion by exhaust steam, and the balance of 21.5 million by live 

general colliery demands during the day and the main pump- steam. 

ing at night. n | In the case of the Aberaman Collieries, the weekly coal con- 
With an output of 14 million units per annum and a sumption, operating on a station load factor of 47 per cent., 
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FIG. 4.—ARRANGEMENT OF ELECTRIC WINDING PLANT AT BRITANNIA COLLIERY. 
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is 2.9 Ib. of fuel (one-third washed ''duff'" and two-thirds 
беа the average calorific value as fired being 12,600 


The comparative heat consumptions per watt-hour for the 
gas and steam stations are :— ; 


А naalLcal Average No. of 
Factor B. Th. U. per Watt-hour 
Gas s .. 72 рег cent. 18.0 
Live steam 47percent. ... 36.5 


Winding Gear.—The Britannia pits of the Powell Duffryn 
Co. are equipped with two main winders, supplied by Messrs. 
Siemens, the mechanical parts being by Messrs. Fraser & Chal- 
mers. Each winder has a parallel drum 14 ft. in diameter,’ 
for use during the sinking period, designed to form part of 
the final drum 14 ft. to 22 ft. of cylindro-conical type, and is 
coupled direct to two motors, rated to develop as a maximum 
4,300 horse-power (figs. 1 to 4). 

The 10,000-volt 3-phase supply is converted to continuous 
current by two Ilgner converter sets, designed for a winder 
duty as under:— ! 


Depth of shaft ... М e. 730 yards. $ 
Output of coal per hour . 360 tons. 
Net load of coal per wind 6 tons. 
Diameter of rope 2 in. 


Max. speed of rope 
. Unbalanced load 
Time of wind wes ss 49 Bee. 
Time of cach complete cycle ... 60 sec. 
Each converter set is capable of supplying one main winder 
(fig. 3), and consists of an induction motor, two continuous- 
eurrent generators, and a 30-ton flywheel. When the colliery 
is further developed a third (spare) Ilgner set will be added. 
The two sets are erected in line, with three needle-type 
flexible couplings, combined with friction clutches, between the 
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wheels and converter sets, so that the two flywheels can be 
run together with either converter set, the two sets being 100 
ft. in length over all. 

Owing to the proximity of the winder house to the ‘shafts, 
special care was taken in the design of the foundation. The 
main foundation consists of a reinforced concrete girder. 

During the sinking period one converter set was used for 
both winders, each of its generators supplying one motor on 
each winder. As the 10,000-volt supply was not available at 
the commencement of the sinking, the induction motors were 
supplied at 3,000 volts, their stator circuits being temporarily 
connected in mesh; the motors then each developed a maxi- 
mum of 750 B. H.P., being designed for full-load output, when 
star connected, at 10,000 volts. 

The motors are of the enclosed self-ventilating type, drawing 
aiv through dry-air filters and discharging it direct into the 
winder house. 

Continuous output т; 1,750 b.h.p. each. 
Power factor at full load 88 per cent. 
‘i 93.5 per cent. 


Efficiency .„ , А i | 
35 degrees С. 


Temperature rise 
Spee 00 È 492/425 r.p.m. 
Maximum slip 15 per-cent. 

When the main winder is working at full duty raising six 
tons of coal per minute, the input of the Ilgner set will aver- 
age 1,300 Kw. | 

The speed of the motor is controlled by series transformers 
in the motor circuit, the secondaries of the transformers sup- 
plying current to an induction motor arranged to vary a 
liquid resistance in the rotor circuit. The maximum slip-ring 
voltage is 700 volts. | | 

Each set of variable-voltage dynamos is designed for a maxi- 
mum output of 3,500 kilowatts, the continuous rating being 
2,100 kilowatts. 

Pressure per machine, + 600 volts; efficiency, 93.2 per 
cent.; temperature rise, 40 degrees C. 
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These machines are of the 8-pole type fitted with inter-poles 
and compensating windings and double ventilated commu- 
tators of 3 ft. diameter. 

Each flywheel is a solid steel casting weighing 30 tons, in 
а planished steel casing. 

Diameter, 12 ft. 6 in.; width of rim, 30 in.; stored energy 
at max. speed, 31,000 ft.-tons. | 

The bearings are water-cooled, ring-lubricated. Auxiliary 
pressure lubrication is supplied, by motor-driven pumps, from 
an overhead tank, and is used when starting up and during 
the summer months. 

Each winding drum is coupled direct to two motors, one 
on each side (fig. 4). These machines have 16 poles and are 
fitted with interpoles and distributed compensated windings. 
The commutators are of 7 ft. 3 in. diameter, built in two parts 
with ventilating channels between them. Each motor is rated 
to have a maximum output of 2,150 horse-power, the con- 
tinuous rating being 1,300 B.H.p. The voltage at the armature 
terminals varies from 0 to + 600 volts. 

Speed, 62 r.p.m.; efficiency full load, 92 per cent.; tempera- 
ture rise, 40 degrees С. 

The excitation for the fields of the winding motors and of 
the variable-voltage dynamos is supplied by one of two 80-kw. 
220-volt motor-generators, fitted with boosters. An accumu- 
E of 60 Kw. capacity on the half-hour rating is also pro- 
vided. 

The battery floats on the exciter system, so that in the 
event of an interruption of the main alternating-current sup- 
ply, à wind could be completed by means of the stored energy 
in the fly wheels. 

The connections to the control board are arranged so that 
any two of the four dynamos can be run in series with the 
two motors of either main winder. The winding motors are 
controlled by varying the excitation of the generators, the 
main circuit never being opened. 

The control gear consists of three levers :— | 

The main control lever controlling the excitation of the 
generators supplying the winder. 

The working-brake control lever. 

The emergency brake. 

These three levers are interlocked with each other in such 
à Way that full current cannot be applied to the winding motor 
while the brake is ''full on," and also the brake cannot be 
applied whilst the full current is flowing in the motor. An 
waiterlock is also provided so as to prevent the trip gear of the 

mergency brake being reset unless the main control lever is 
`1 the “off” position and the brake control lever in the full 
V.1' position. 

The main control lever, which is connected to the main 
w.ntrollers and depth indicator, is controlled by cams on the 
кы бег so that the winding motor cannot be accelerated beyond 
1 predetermined rate. Should the driver neglect to operate 
‘te control lever, the winding motor is automatically retarded 
па brought to rest. 

The brake control lever is connected to a cross shaft which 
coupled to the operating valve on the brake engine. 

The emergency brake is applied by either of the following 
теапзѕ : — . ; 


l. By hand. 

2. By the current failing. 

3. By the air pressure failing. 

4. In the event of overwind by either cage. 

9. In the event of excessive overload on the winding motor. 


The drum shaft is of 24 in. diameter and 3 in. bore, with 
journals 22 in. X 40 in. The shaft is forged with solid half 
couplings at each end for coupling to the motor shafts, the 
couplings being fitted with cross os to relieve the bolts of 
th» shearing stresses. 

The drum is fitted with two sets of post brakes, the brakes 
being capable of pulling up and holding at any point in the 
shaft a lowering load of 8 tons. 

In addition to a hand-operated band brake, each flywheel 
is provided with an electromagnetic brake acting on the riin 
of the wheel and capable of bringing the converter set—with 
one flywheel—to rest from full speed in 8 minutes. The time 
taken by the same set to come to rest when running free is 
about one hour. 

During the sinking period each winder was operated by one 
motor, the drums being of 14 ft. diameter. The loads con- 
sisted of men, rubbish, building material, and water, the 
maximum unbalanced load being 8 tons. 

On completion of the sinking to 750 vards, operation was 
continued with the 14-ft. parallel drum with ene motor raising 
two trams of coal or rubbish. ‘ 

Following the partial opening-out of the colhery, as the 
cylindro-conical drum could not be erected for some months, 
a balance rope has been fitted on the winder with the 14-ft. 
drum, thus enabling one motor to raise four trams of coal 
(6 tons). Working under these conditions with 19 winds per 
hour and a winding time of 80 seconds, the number of kilo- 
watt-hours taken by the Ilgner set average over one hour is 
3.7 per ton of coal wound. 

On completion of the cylindro-conical drum, when winding 
390 tons of coal per hour, the input into the Ilgner eet will be 


1,360 units per hour, or 31 units per ton of coal wound from 
730 yards. 


(To be continued.) 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Homonolith. 


We have received from Mr. Н. SLOO, of 51, Anson Road, 
Cricklewood, N.W., a sample of “ Homonolith," in which material 
his works are now prepared to supply all kinds of turned artioles, 
polished or otherwise, at low prices. The substance ie intended to 
replace Galalith in every way; the specimen is a black rod 
possessing considerable strength, and cutting like bone; when 
held in a flame it burns with difficulty. 


Weights and Measures Computer. 


An ingenious instrument has been devised by LI Ur. F. SEXTON- 
SNOWDON, of 22, Henrietta Street, Covent Garden, W.O., to save 
labour and ensure accuracy in converting the value of goods 
offered in the currency and measures of one country into the 
equivalent value in terms of those of another country. The device 
resembles the familiar date indicator, and is provided with two 
handles, the rotation of which performs the desired operation. 
The range of the instrument is from 1d. to 103. per lb., gallon or 
foot, but a variety of spools is being prepared to meet other 
requirements, the spools being interchangeable. All values are 
calculated to five places, on the basis of the average rates of 
exchange prevailing before the outbreak of war; but a table of 
corrections from 5 per cent. above to 5 per cent. below the basis 
figures is provided. Full particulars can be had from the 
inventor, 


6 Witton ” Field Regulators. 


THE GENERAL ELECTRIC Co., LTD., of Witton, Birmingham, 
have designed a emali type of rectangular regulator for use in 
exciter circuits. This regulator, which is shown in figs. 1 and 2, 
consists of two parallel lines of rectangular contacts mounted on 
a slate base, which is carried on a strong steel framework on which 
в also mounted the resistance, composed of special resistance wire 
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Fie. 1. —" Witton” 
REGULATOR FOR 
EXCITER CONTROL. 


Fig. 2,—INTERIOR VIEW ОЕ 
" WITTON " REGULATOR. 


wound on asbestos tubes, These asbestos tubes are carried on steel 
supporting bars, which are bolted at both ends to the framework. 
The connections between the resistance wire and the contacta are 
solid, there being no loose wire» ; this follows on stancard G.E.C 
practice for all their regulators and starters. The regulator illue-- 
trated was one of a number constructed for controlli- g the shunt 
current of the exciter for a 3,000-Kw. turbo-alternator. 


Igranic Electric Vehicle Controilers. 


Drum-type electric vehicle controllers are made hy the IGRANIC 
ELECTRIC Co., of 147, Queen Victoria Street, EC The pressed steel 
frames u«ed are very strong, but light in weight and easily 
mounted ; all contacts are of ample capacity, and the total 
voltage drop across the controller is negligible. Contact rings are 
made of drawn copper. The fingers are of unique design, being 
pivoted and pressed into contact with the drum cylinder bv helical 
compression springs. The renewable tips of the fingers are of 
drop-forged copper. 

This form of drum construction is one which has proved ite 
excellence in electric crane and steel mill service, It іч claimed 
that it is more rohust, and can be operated with less effort, than 
other types. ; 

The controllers sre so designed that transitions of field and 
battery connections are made by bridging, and therefore without 
interrup*ion of motor torque. 
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The resistances suppliéd are of the cast-iron grid type, and can 
be supplied attached and connected to the controller, or separately, 
as desired. 

Wherever necessary magnetic blow-outs are provided on oon- 
trollers for the purpose of promptly extinguishing the aro. 


| 


Practically all eleotrio vehicles are operated by means of series- 
wound motors which have their field windings in two sections. 
The controllers described are designed for use in connection with 
motors of this type. 

They are divided into two classes—the first class comprising 
those controllers which accomplish speed control by means of 
armature resistance and series field commutation—the second those 
controllers which are adapted for the commutation of batteries, 
as well as field windinge, the batteries on the car being divided 
into two sections, and these two sections 
connected either in series or parallel rela- 
tionship, depending upon the speed re- 
quired. 

Esch of the two classes mentioned above 
can be further subdivided into those which 
acoomplish f.rward and rever»e oontrol of 
the vehicle by means of one operating lever, 
and those which have a separate reversing 
lever. 

The oontroller is designed for mounting 
under the seat for left-hand operation. The 
safety awitch is conveniently mounted just 
behind the speed control lever with which it 
interlocks. Palling проп this red cuts off 
the current independently of the control 
lever. It can only be re-closed when the control lever is in the 
neutral position. 

The first class of controller mentioned is adapted for use on those 
cars whose maximum speed does not exceed 18 miles per hour, 
while the second class is adapted for machines operating above 
this speed, or for slow speed machines which may be called upon 
to operate at greatly reduoed «peeds for considerable périods of time. 

The single voltage controllers for mo?erate epeed vehicles pro- 
vide five speeds forward; the connections аге ss foll'ws:— 
Motor fields in series (1) two stepe of resi«tance in circuit; (2) one 
step of resistance in circuit; (3) no resistance in circuit; (4) 
motor fields in parallel—no resistance in circuit ; (5) motor fields 
in parallel, shunted—no resistance in circuit. 

Double vol'age oontrollers provide five speeds forward as 
follows :— (1) Fields in series—batterics in parallel (2) Fields in 
perallel—het'eries in parallel. (3) Fields in series- batteries in 
series. (4) Fields in parallel— batteries in series. (5) Fields in 
parallel, «*hunted— batteries in series. 

It should be noted that all five control pointa on double voltage 
controllers are economical running positions, and that on no point 
are any material resistance losses sustained, as is the care with 
single voltage controllers. 

Where controllers are adapted for forward and reverse operation 
by means of a single lever, three reverse positions are provided, 
these corresponding with positions опе, wo and three forward. 


Fids. 3 AND 4.—IGRANIC ELECTRIC VEHICLE CONTROLLERS. 


Wherever a separate reversing switch is provided there are, of 
course, as шару reverre as forward positions. Single lever con- 
trollers can be furnished either with or without a separate main 
switch. When a main switch is provided, it is so interlocked with 
the control drum as to prevent its being closed at any time exoept 
| when the control lever is in theoff position. 

Furthermore, when a main switch is pro- 

vided it can be interconnected with the 

foot-operated brake in such a manner as 
to be moved to the open-circuit position 
whenever the brake is applied. 

Those controllers which have a separate 
reversing switch are provided with a cam 
mechanism adapted to be connected to the 
foot brake lever. This cam is so arranged 
that whenever the foot brake ів applied the 
reversing switch is moved positively to the 
open-circuit position, in which position it 
latches and cannot be released unlees the 
control lever is thrown to the off or braking 
position. This reparated interlocked re- 
versing switch can aleo be connected to an 
operating lever on the car, and thereby 
made to serve as a safety switch. 


Extra Heating Surface for Lancashire 
Boilers. 


In view of the deficient heating surface 
of Lancashire boilers, and the present high 
price of coal, users of such boilers should 
be interested in the Adamson-Davies patent 
tabular extension, which has been brought 
to our notice by Messrs. J. P. DAVIES AND 
Co, of 39, Thornbary Road, Isleworth, 
Middlesex. The devioe is illustrated in fig. 
5, and remembering the fate of the cross- 
tubes so much in vogue 20 years ago, at 
firet sight one might be unfavourably dis- 
posed towards it; but it is worth careful 
consideration. 

It will be noted that the extension con- 
Biete of an element of ъ water-tube boiler 
having 4 heating surface about half that 
of the fiue-tube in which it is fitted ; thus 
the extension inoreases the total heating 
surface of a Lancashire boiler by 30 to 40 
per cent., and baing situated in the direct 
path of the hot gases, its effective value is 
still greater. The flue is not weakened by 
the attachment of the extension, and 
there is no difficulty in cleaning the flue and tubes, asa man 
can pass right through the fiae from end to end. The boxes 
are not exposed to the hottest gases, and the tubes do not acoumu- 
late scale, as all sediment is deposited at the bottom of the 
boiler; but & brisk circulation is maintained, and steam oan 
be raised quickly. The arrangement is obviously free from 
troubles due to expansion and contraction, and the tubes can 
be withdrawn through the furnace if required. 

It is claimed for this syatem that it enables a eaving in fuel of 


Fic. 5.—ABRANGEMENT OF BOILEB EXTENSION. 


10 to 20 per cent. to be effected, besides increasing the output per 
boiler, so that four boilers thus equipped will d» the work of five with- 
out, the extension, and tests are qnoted showing an improvement of 
25 per cent. in fuel consumption. As many as eight boilers belonging 
to one firm have been successively fitted with the device, as the 
result of experience of its working. It сар, of course, be fitted to 
existing boilers without difficul' y. 


Rotary Pumps. 


One of the most recent additions to the world of pumps is a 
positive rotary pump mada by the NEw RoToPLuNGE Ромр Co., 
LTD., of 24, Broadway, Westminster, S W. This pump incorporates 
a plunger action with a rotary moti^n, which may best be shown by 
the accompanying illustrations (p. 380). 

The rotor, which is of steel or gan-metal, to suit the liquid the 
pump has to handle, revolves in a cast-iron case, with a close clear- 
ance. Arranged іп the rotor is a set cf cylinders, either four or 
six in number, set diametrically opposite each other. In these 
cylinders are placed the plungers—the two opposite plungers 
being coupled together, as shown in the views. Movement is 
given to these plungers, as the rotor revolves, by a steel block 
mounted on a pin, which is held in position by the end cover. This 
pin is set on a different centre to the rotor, and causes the plungers 
continually to alter their relative positions in the cylinders, as the 
rotor rotates. 
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One of the chief merits of the pump is that it can be used 
equally as well on vacuum or air-compressor service as on water. 
It is further an ideal pump for crude sewage, on acopunt of the 
complete absence of valves. There is only one stuffing-box, which 
is water-sealed, and one bearing, which is lubricated with an oil- 
ring. The pump being absolutely positive gives an output exactly 
proportional to the speed, and this is usually between 500 and 
1,000 R.P.M. The piston speed of the pump is kept at about 150 to 


inside them ; in the last case, they are made adjustable by a simple 
device, which enables the lamp to be fixed at exactly the right 
height to correspond with the design of the fitting as a 
scientific reflector, this being verified by a sighting hole in the 
reflector. We illustrate in figs. 7 and 8 one of theolip type and one 
with the adjustment above-mentioned. 

Whereas originally only four types of distribution were listed, 
there are now 10,each having definite characteristics, and the 


Fic. 6.—FOUB-CYLINDER AND SIX-CYLINDER RoTOPLUNGE Pumps COMPLETE, AND IN PARTS. 


250 ft. per minute, and the bearings are designed on an extremely 
liberal basis. . 

The pump is constructed in sizes from { in. up to 24 in. bore, and 
for all pressures, and when working on a closed suction a vacuum 
within 25 in. of the barometer can easily be maintained. 

As regards efficiencies, these nearly always equal, if not exceed, 
those of a plunger pump for the same work, and the volametrio 
efficiencies are extremely high owing to the olose clearances. А 
useful feature of the pump, in which it differs notably from a 
centrifugal pump, is that its output is simply proportional to its 
apeed, and a high efficiency is maintained, whereas a centrifugal 
pump can only run with bigh efficiency under the particular con- 
ditions for which it is designed. 

The cost of upkeep is low on account of the small number of 
parte, and accessibility is & strong feature, for by removal of the 
end cover, the whole pump is exposed, no pipe jointe being removed 
or broken. 


Mazdalux Reflectors. 


THE BRITISH THOMSON-HousTON Co., LTD. of Mazia House, 
77, Upper Thames Street, E.C., in 1912 introduced the Mazda- 
lux metal reflectors, which then occupied three pages in one of 
their price liste. So successful have these industrial reflectors 
been, that the company has just issued price list No. 10,336, 
devoted entirely to them and the accessories used with them, and 
a few days ago we paid a visit to Mazda House to inspect the new 


FIG. 8.—ADJUSTABLE WEATHER- 
PROOF HOUSING (No. 08). 


Fria. 7.—0AP SPRUNG 
ON LAMP CAP. 


types and sizes of reflectors to which it relates—and which, we 
note, all are (and always have been) entirely British made. The range 
now covers standard Магла lamps from 10 to 1,000 watte, and Mazia 
half-watt lamps from 100 to 1,500 watts. An ingenious system of 
classification, numbering and labelling has been adopted, which 
enables the complete description of every reflector to be conveyed 
by a single catalogue number, while the directions on the label 
are calculated to render erection a matter of the utmost simplicity. 
Special attention has been given to the new саре or housings 
which carry the reflectors proper; according to sizs», these fit, or 
spring on to, the usual B.C. holders, or grip the skirt of the lamp 
cap or in still larger sizes, carry the all-porcelain lampholder 


bearing of there upon the height and spacing of the lamps is 
explained, with useful hints on planning lighting installations, 
and a novel chart for the same purpose. Besides various bowl 
patterns, there are many "angle" types for asymmetrical distri- 


Fic. 9.—MAZDALUX BOWL 
REFLECTOR FOR ORDI- 
NABY LAMP. 


FIG. 10.—REFLECTOR FOR HALF- 
WATT LAMP, 15° ANGLE TYPE. 


bution, and we illustrate one of each of these groups in figs, 9 
and 10, while fig. 11 shows а special lock-up “local” type with а wire 
cage to pret ent the unauthorised removal of the lamp or reflector, 


Fic. 11.—SPECIAL LOCAL TYPE. 


The reflectors are of enamelled steel or aluminium, with matt 
aluminium refiscting surface, or steel with white vitreous enamel 
inside and outside. 

The list contains much information, and will be found useful in 
many respects. 


Roller Bearings.—Messrs. Broom & WADE, !LTD., 
have just completed delivery of some 200 3-in. Hyatt roller bear- 
ings tothe Associated Equipment Co. for the line shafting in their 
new works, which is being entirely equipped with them. 
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THE SELLING SIDE OF ELECTRICITY 
SUPPLY .—I. | 


SHOWROOM WINDOWS. 


Is the selling scheme of the supply of electricity the 
showrooms play a very important part; this is so 
for the reason that much educational work has 
always to be done in familiarising the public with 
electrical appliances. Опе would never be very 
sanguine about selling an electric cooker, or even 
a toaster for that matter, purely by advertising and 
distributing literature in the district served. This 
part of publicity work has its value, but in itself can 
do little beyond the.preliminary ground work. Mr. 
Consumer wants to see the apparatus, what it 


looks like, how it works, and it is necessary there- ` 


fore to have a showroom containing an exhibit of 
electrical goods for his inspection. There are many 
of these showrooms springing up now, and judging 
by the general arrangement, selection, and show of 
goods, it is evident that a few hints will not be out cf 
place from one who has had extensive experience in 
showroom management. I have recently seen several 
of these showrooms which, to my mind, have сот- 
pletely failed in several of the details essential to 
their success. 


One of these showrooms (a London one), as far 


as I could see, had not had the slightest alteration 
. in the window display since my last visit to the 
locality, several months before. So much has been 
written on the subject of window display, and the 
importance of frequent changes, that anything fur- 
ther would have seemed superfluous without the 
evidence of one's eyes to the contrary. 

Any man in charge of a showroom should pay 
frequent visits to the best shopping centres. If he 
is observant he will notice that the most successful 
shops in almost any line of business have the most 
attractive windows; he will further find that these 
windows are always being changed. There is no 
finality in window display; they must be dressed and 
re-dressed. The idea to be kept in mind is to let 
nobody get into the habit of passing your shop with- 
out glancing in. A hint might well be taken from 
the best-dressed windows in the West End of Lon- 
don; they are for ever changing, and if this is con- 
sidered worth while in such a thoroughfare, say, as 
Oxford Street, which is always thronged with 
shoppers and sight-seers, how much more important 
it must be to alter the display in a less frequented 
part so that a glance or a visit may be secured from 
every likely consumer? Energy is an essential 
quality for a showroom manager, and he must never 
be tired of making alterations. It must be kept in 
view that to display appliances and apparatus tend- 
ing to extend the revenue from existing services 


without entailing fresh capital outlay is one of the 


first objects of a supply undertaking showroom. 
Therefore irons, kettles, toasters, radiators, cookers, 
and all the long list of other uses " should be kept 
well to the fore. Nothing should be easier than to 
make an attractive display with these things. We 
have the public interested in electricity to start with. 
Think of the difficulty of breaking the monotony of 
a shop window displaying sewing machines or, in 
fact, any One-line business. Yet it is done, and it 
Is an art in itself. 

It will make our task of constant change easier 
if we make a point of featuring.“ as our American 
friends put it, some special article each time. It 
also carries a stronger impression to show a group 
of appliances of the same kind than a dozen odd- 
ments. Then these should not be left to speak for 
themselves. Attractive showcards take a high place 
in any selling scheme. What the appliance is for; 
what it costs to buy; what electricity it uses; how 
to use it; where to use it, etc., etc. The showroom 
windows should not be crowded with articles, and 
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the goods themselves should be kept clean, as well 
as the windows and fifments. This may appear 
obvious enough, but it is a remark that is called for. 


Nickel-plated goods shoulN really be kept in special 


cases similar to those used by jewellers; it is the 
only way to keep them in a saleable condition. If 
shown in an open window they must be frequently 
cleaned; in the dull state which they assume after a 
few hours in an exposed atmosphere they are more 
likely to repel people than to attract them. Some- 


thing in motion is a draw—even the old dodge of a. 


silk ribbon blown out by a fan can be made effective; 


one way is to fasten one end to the fan-guard and the: 


other end to an iron or some other appliance 


upon 
which you wish attention focused. | 


In displaying toasters, for example, a fresh piece: 
of toast should be made once or twice a day and 


placed in the rack; show everything as far as is pos- 


sible performing the function for which it is de- 
signed. There are many ways of doing this, and 


we are going to help by making suggestions in these 
columns from time to time. | 


~ 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 


cations at the earliest possible moment, No letter can be published © 


unless we have the writer's name and address in our possession, 


Coke Fuel for Steam Raising. 
In the interests of my Committee may I he allowed to correct 


an impression which might be conveyed by the remarks made in 


reference to the above subjaot by Mr. Horace Boot, as reported in 
your last issue, at the annual ee of the South Metropolitan 
Electrio Light and Power Co, 14. . 
Io discussing the policy of the company in adopting coke fuel 
for stam raising, and the favourable report of Мг. Н. W. Bowden, 
the engineer-in-chief, on his experimenta in this direction, Mr. Boot 
is reported to have said that the price of coke breeze had risen 
from 6s, to 83. per ton, and that in his experience the use of this 


fuel would have reduced by half the life of certain steam boilers . 


with which he had experimented. It would be interesting to 
many usera of this class of fuel to know the precise conditions of 


Mr. Boot's experimenta, as it is within the knowledge of a large 


number of engineers that steam boilers of most types common to 
this country are operating satisfactorily on coke breeze, and also 


that there are many instances where no other class of fuel hae 


been used; and this without. the baneful results indicated, and 
without adverse comment bsing received from inspectors employed 
by the leading Boiler Insnrance Companies. ‘ 
О зе concrete instance may b» given which will be appreciated 
by engineers responsible for the maintenanoe of’ boiler plant 
operatiog on coal slack containing the usual proportion of volatile 
sulphur. In evidence recently given before the Departmental 


Committee on Coal Smoke Abatement, Mr. Edward Allen, chief 


eagineer of ths Liverpool Gas Co., stated that in his experience 


_Baboock water-tube boilers had been fired with coke fuel over a- 
period of 15 years without the necessity arising of renewing a 
single tube. 


Similar experience with most types of boilers at colliery, coke- 
oven and other works where the use of raw coal is not permitted 
(and where boiler capacity is not an unimportant consideration) 
could be quoted ad infinitum. These boilers are almost invariably 
operated under impelled.draught conditions at their full normal 
capacity. | 


The inorease in price reported by Mr. Boot is entirely due to 


conditions brought about by the war, and, unfortunately, is 
common to all classes of solid fuel and to a greater extent in the 
case of coal; but even at the higher figure indicated, coke breeze 
is still the best fuel value at present obtainable in London. 
Makers of futnace apparatus will guarantee an evaporation of 
6 lb. of water per pound of breeze and rates of combustion 
exceeding 30 lb. per eq. foot of grate per hour have been main- 
tained with 
travelling-grate type, illustrated and described in the Journal of 
("ах Lighting, July 25th, 1914. 


— 


automatic mechanical stokers of the underfeed 


Mr. Bowden is probably correct in stating that his is the first . 


power-house stoking-equipment specially installed in this country 
to use coke breeze exclusively, and his achievement in continuous 
operation is certainly unique; but many of the more up-to-date 
power stations, whose stoking appliances do not restrict them to 
the use of one uniform class of coal, are now using coke breeze 
extensively, while others are using coke to the total exolusion of 
all other solid fuel for steam. , thus realising considerable 
commercial advantage in addition to the practical advantage of 
smokeless combustion. 

As a matter of local interest it may be worthy of note that coke 
is now produced in the London district to the extent of over 
2 million tons annually, In normal ciroumstances, a considerable 


* 
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proportion of this output is exported at a price considerably below 
that at which ooal of equal evaporative value can be bought in 


London. | 
Engineer and Fuel Expert. 
| ' “London Coke Commission. 
Westminster, Murch 9th, 1915. 


- 


*€ Totally Enclosed’ Motors. 


I have for a number of years been a subscriber to the ELECTRICAL 
REVIEW, and have from time to time read with special interest 
some of the correspondence on various subjecte which has 
appeared in your columns. 

As this correspondence is undoubtedly perused by both manu- 
facturers of electrical machinery and manufacturers’ repre- 
sentatives who are more or less responsible for the negotiations for 
the sale of such plant, it occurred to me that some of those 
interested might be able to enlighten me, and also several others 
with whom I have spoken on the matter, as to what really 


constitutes the total enclosing of ап ordinary industrial eleotro- 


motor. 

From experience in dealing with prospective buyers and users 
of electric motors for certain applications, it seems that the term 
totally enclosed” is construed by the layman in its literal sense, 
and is generally understood by him to mean " absolutely enclosed " 
to the exclusion of dust and any foreign matter that may be 
floating about in the surrounding atmosphere. | 

Manufacturers on the other hand, do not appear to recognise 
this interpretation of the term as being the oorrect one. Their 
definition of totally enclosing appears to imply nothing more than 
a solid cover enveloping the whole of the working electrical parts 
of the machine, rendering them quite inaccessible to either atten- 
tion or inspection, except by removing portions of the casing 
which are designed for the purpose. | 

Probably there may be other commeroial engineers who have 
experienced the difficulty of persuading a p ive customer 
that a totally enclosed motor is not the absolutely enclosed 
machine which it might reasonably be assumed to be, and no 
. doubt a more detailed definition of such motors than the writer 
has yet found, will be very acceptable, 

I should be obliged if any of your readers could refer me to any 
authoritative definition which olearly states the features of totally 
enclosed, or totally enclosed pipe-ventilated, motors, without 


ambiguity. | 
i | Walbrook. 
London, E.C., March 9th, 1916. 


‘Trouble with ОП, 


Ia response to Inquirer" re the above trouble, one could have 
desired a little more information than is given. Ав the “shaft is 
quite dry,” this can be eliminated at once. Now, as the engine 
must run with all casing and bed-plate doors in position, the only 
other place to exude oil is the bare expanse of piston-rods, If, as I 
suspect, the engine is using highly superheated steam, the H Р. rod 
will be found to give off a thick blue vapour. This is (usually) 
only visible on а day on which thesun shines through the windows, 
and then in its beams the blue vapour is clearly discernible, and 
it will be found to proceed from the source indicated, As to ite 

ourney to the inside of the dynamo, is there any window or venti- 

lator which would assist it towards the machine end? If во, this 
should be stopped immediately, and a good fan installed in a high 
position to clear the atmosphere. Finally, if found abeolutely 
necessary, the aperture in the guide giving access to the НР, 
packing gland and scrapers may be covered in back and front by 
sheet metal doors. This, however, is not without its drawbacks 
for the drivers, who prefer an open space in order that an eye may 
be kept open for hot rods and any “swabbing” done if required. 
In any case, only the Н.Р. rod need be treated thus. 


Triple-Expansion. 


Salaries of Engineers. 


Herewith I am forwarding you cutting (see below) from the 
ELECTRICAL REVIEW Supplement, page 16, November 18th, 1914, 
appearing under the heading “Situations Vacant " :— 


ACANCY for young engineer to act as Worka Superintendent. 
Must have following qualifications :—First-class technical 
education in mechanical and electrical engineering, and some know- 
ledge of elementary chemistry. Two years’ practical experience in 
power station running and repairs, Some knowledge of draughte- 
manship and drawing office work. Experience in gas works and 
gas analysis desirable. Salary, £120 per annum.—1063, ELEC- 
TBICAL REVIEW, 4, Ludgate Hill, London. . 


On reading the advertisement referred to above, I notice the 
salary is £120 per annum : should this not read £1,200? Surely 
the former amount must be a misprint. 

Provided £120 is the correct amount which is offered for a 
man with such colossal qualifications, and is a fair criterion of 
what is offering in the way of salary at home at the present time, 
then all I am able to say is that I am not returning to England 
until the market price has advanced somewhat. 

Doubtful. 


Sydney, January 16th, 1915. 


P.S.—This country ів not looked upon as the best in the world 
for labour, but a bricklayer can obtain his £200 a year to say the 
very least of it. 


Trade Routes to Russia. 


In the War Items" of the current issue of the ELECTRICAL 
Review you reprint an extract from an American report which 
has just been issued. It is quite evident that this report does not . 
contain such up-to-date information as reports emanating from 
America usually do. Moreover, there are several quite misleading 
pieoes of information, and I would strongly advise your English 
readers to take no notice of it. 

With the exception of very urgent war material, and little even 
of that, practically no ordinary commercial goods have been going 
via the railway to Vologda for months past. One method haa been 
to send goods ria the Dvina, thence j »ining the railway from Perm, 
or, what was lately done, to send the goods on sleighe at a cost of 
about £18 per ton. Although this amount seems an enormous 
one for carriage, yot on high-priced goods, such as expensive 
machinery or valuable metals, it is of little account. I should not 
advise any of your readers to depend on the Archangel route, even 
when the port is open, say, by the end of May. 

I do not understand what the reporter intends to convey by the 
expression: New interest is being taken in the all- rail route from 
eastern Scotland or England,” &o. He seems to have discovered a 
new route, because I can hardly imsgine anyone having the 
slightest knowledge of the subject being so stupid as to send goods 
vid Bergen, Christiania and Stockholm to Tornea. There is a 
direct route from Trondjhem, and still a batter one from Narvik 


across the upper part of Norway and Sweden, and the Narvik to 


Tornea route is probably less than one-fifth the distance, and:con- 
sequently almost proportionately less in cost than the imeginary 
route outlined by the gaseous reporter. If one examines the map 
of Norway and Sweden one will see how cleverly worked out the 
reporter's scheme is to mislead the English manufacturer and 
merchant. No doubt the reporter had in hia mind the more ex- 
peditious and cheaper route, such a3 Trondjhem or Narvik, bat thir, 
of course, is for his own country's good, and there may possibly 
ba found а supplementary report for American consumption only. 

I had the pleasure of travelling over the route suggeated by 
your imaginative reporter, which, I may add, is the route usually 
taken by human freight, and I found the railway connecting the 
gap had already been completei some two or three weeks, con- 
sequently one can affirm that the route has been completed, say, 
eight weeks. The journey from Petrograd to Stockholm, even 
when the connecting railway was not completed, only oocupied 
three daye, but probably the reporter, or the man he met, would 
require more time for thinking out these wonderful new sohemes 
than the eupply of correct and reliable information to his British 
friends. I sincerely trust that this route will offer attractions for 
the shipment of American freight of any kind to Russia. 

I am glad to see that the report as a whole bears the same 
imprint of excellence as do usually all such American reporte. 


Traveller. 
March bth, 1915. 


Japan-China Cable. 


Oar attention has been drawn to the notice appearing on page 252 
of your issue of the 19th ult. relative to the cable conneotion 
between Chins and Japan, which does not give & correct statement 
of affairs. | . 

As a matter of fact, this company has not parted with any of its 
cables between the countries in question. It may also be added 
that the company has a perpetual right to work its cables from 
Nagasaki, in Japan, connecting the latter place with Viadivostock, 
in Siberia, and with Shanghai, in China. 

Apart from this, the Japanese Government, under an arrange- 
ment with the authorities concerned, has laid a cable between 
Shanghai and Nagasaki. This cable, which is worked by Japanese 
Government offices at both ends, is, however, only available for 
Government telegrams and Shanghai terminal telegrams written 
in Japanese characters, and so-called kana. 

I should feel obliged if you would cause a correction to the above 
effect to be inserted in the next issue of the ELECTRICAL REVIEW. 


F. C. C. Nielsen, 


The Great Northern Telegraph Company's 
Representative in England, 
London, Е.С., March 5th, 1915. 


Consulting © Engineers.“ 


May I ask for some further information on this subject ? 

1. Does * Delta” object to a man's obtaining his engineering 
training while manufacturing artificial teeth? (р. 212, 
February 12th.) 

2. Or, did he mean that a particular man has less training than 
himself and more push? He asserts the training was obtained. 

3. Ie "Station Engineer" correct in asserting that “ imprison- 
ment or heavy fine immediately follows an individual who attempta 
to practise as a lawyer or medical man without first qualifying " ? 
My belief is that he is quite wrong, so long as there is no mis- 
representation. I do not promise unqualified men much work! 

4. If A. M. I. E. E. and M. I. M. E. sound ridiculous and foolish,” 
does Station Engineer aspire to a B.Sc. or M. E. or something 
better? (p. 270). 

5. Does “ Alpha" do any serious work and pay fees to the type 
of consulting engineer he “ prefers" (“one who knows nothing, 
shuts his mouth, and leaves himself in the hands of a few good 
firms )? (p. 307, February 26th). 

6. What do the firms do? 


A 
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7. How many consulting engineers has he paid fees to (both 
capable and incapable) ? 

8. Has “Alpha” followed “Delta's” advice to look more 
3 into the qualifications of those to whom they entrust their 
work”? | 

9. Did " Alpha's" consultant get the blow in the back " after the 
term of maintenance " and from whom? 

10. Do not incapable men find their own level in whatever 
activity they attempt to follow ? ` 

| Theodore Stevens. 


London, E.0., March 2nd, 1915. 


Writer's Cramp. 


In reply to W. H. B.“ in “Medical Electricity,” by Dr. Lewis 
Jones, sixth edition, there is the following :— 

" The results of electrical treatment are unsatisfactory. Max 
Weiss recommends the use of constant currents of from two to 
five or eight milliamperes, with absolute rest from writing. 
Farther particulars are given.” L.X. 


Great relief will be obtained by using the thick cork anti- 
cramp " pen-holder, which avoids that undue approximation of the 
thumb and fingers which produces writer's cramp. 


Another W. H. B. 


In reply to your correspondent " W. H. B.,“ as one who during 
many years has come across, from time to time, various medical 
applications of electricity, I feel it a duty to give a word of 
warning to this effect: that the results of promiscuous use of 
apparatus without advice from a really well qualified medical 
specialist in the particular ailment it is applied for, may be either 
good, bad or indifferent, and it is difficult to say which is most 
likely. The obvious moral is, get such advice, if possible; such 
specialists generally prescribe for a definite system of hospital 
treatment in milliamperes and minutes, 

Vibro-massage, however, can scarcely do any harm, and might be 
tried, if available. 

Whatever system of relief is tried, it is, of course, greatly helped 
by strict regimen as to diet, outdoor exercise, and avoidance of 
irritantes and debilitants, such as alcoholic liquors and tobacco. 
Please pardon the mention of the latter. I would not do it, but 
am sure in some cases of nervous disease (and, of course, hand 
trembling is a nervous disease), it gives steadiness for the time, the 
effect having to be paid back ata high rate of interest. — 


A. W. B. 
March 8th, 1915. 


THE RONTGEN SOCIETY. 


AT the March meeting of the Róntgen Society, held at the 
Institution of Electrical Engineers юп the 2nd inst., a paper 
was read by Mr. ALEXANDER FLECK, B.Sc., of Glasgow Univer- 
sity, on The Chemistry of the Radio-elements.’’ Mr. Fleck 
supported in the main Professor Rutherford's conception of 
the atom, which, he said, was the only one commending itself 
to the mind of the chemist, namely, that the atom consisted 
of a central nucleus surrounded by rings of electrons, and 
that it was a positive charge of electricity within the atom, 
together with the structure of the nucleus, which determined 
the properties of a given element and рате it its place in 
the periodic table. In the central ring of electrons the gamma 
rays had their origin, being produced by the passage of beta 
particles through the ring. Incidentally Mr. Fleck said that 
recent generalisations in connection with the periodic law had 
made it evident for the first time that positive and negative 
electricity each had a real existence. Previous to these 
researches upon the structure of the atom, he was not aware 
that there was any evidence which made it quite plain that 
positive and negative electricity were two separate and dis- 
tinct things. So far as they knew until these investigations, 
positive electricity might only have meant the absence of 
negative, but this recent work upon the disintegration of the 
radio-elements showed that within the atom there was posi- 
tive and also negative electricity, and that the atomic charge 
in the nucleus was in reality not a positive charge, but was the 
difference between the positive and the negative. 

Mr, J. Н. GARDINER pointed out that the actual atoms of 
which an element was composed were probably not all iden- 
tical, but differed among themselves, and that what they 
knew of the properties of an element was simply what they 
knew of the properties of the mass of these atoms. Tead, 
for instance, had an atomic weight of 207.1, but this did not 
mean that every atom of lead had that atomic weight. 

Professor NICHOLSON entered into the question whether 
a difference in atomic weight should be denoted by a difference 


in the spectrum of a pen element, and on the kinematical 
theory of the origin of spectra he considered that it should. 
He believed the inner ring of electrons within the atom to be 
a mathematical impossibility; the only kind of structure they 
could have in the atom, over and above several outer rings, 
was nuclear structure, and must be regarded as beta particles 
which had not yet been born. | i | 

Professor А. W. Porter, who occupied the chair, considered 
that the new arrangement of the radio-elements, resulting in 
the changing of the periodic law from something entirely 
empirical to an orderly sequence, was the most important 
generalisation made since Mendeléeff, and, indeed, completed 
the work which Mendeléeff began. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


CANADA.—From February 12th the following 5 
increases have been made in the tariff rates: — The general 
und intermediate tariff rates are increased by 74 per cent. ad 
valorem, and the British preferential rates by 5 per cent. The 
general tariff is applicable to goods the produce of countries 
which have no special treaty with Canada, and the inter- 
inediate tariff is applicable to certain specified goods the pro- 
duce of countries having such treaties. Articles formerly in 
the free list are made dutiable at 74 per cent. ad valorem 
under the general and intermediate tariff rates, and at 5 per 
cent. under the British preferential tariff rates. There is a con- 
siderable list of exceptions. Other revenue measures include 
а 1 per cent. tax on bank-note circulation and the gross income 
of 58 and trust companies and insurance companies’ pre- 
miums other than life, marine, and benefit insurance; taxes 
on cable and telegraph messages, steamboat and railway 
tickets, stamp taxes on cheques, bills of exchange, bills of 
lading, letters, patent medicines und wines. 

GERMANY.—The following statement by the American Con- 
sul-General in Berlin regarding the administration of the Ger- 
man tariff since the war, which has just been published by the 
American Government, will be of interest to manufacturers 
and traders in this country :— 

The war has completely altered the status of trade agree- 
ments and customs treaties existing between the German 
Empire and the nations at war with Germany. It was natur- 
ally to be expected that the declaration of war should termi- 
nate the peace treaties negotiated at Frankfort and the Ger- 
man trade agreements with Russia, Belgium, Serbia, Monte- 
negro, and Japan. It also naturally follows that the customs 
treaties by which certain advantages were given on the pro- 
ducts of these nations by the German Government should be 
no longer valid. Furthermore, it was to be expected that the 
advantages as to duty, which were granted by the provisions 
of the German-English trade agreement to all the States of 
the British Empire, would be withdrawn. 

The changes in the treaty agreements above mentioned have 
brought about many intricate and difficult questions, some of 
which have not yet been settled. It was necessary to give 
German buyers who had purchased goods before the war 
commenced an opportunity to enter their goods at the custom- 
houses on an equitable basis, otherwise great injustice would 
b> done these buyers, because it was not possible for them to 
calculate upon such a sudden and important change in Ger- 
many's commercial relations. These exceptions have been 
made necessary largely because the condition of war would 
cause a higher rate of duty to be placed upon goods which 
were shipped from a country enjoying unusual duty and trade 
advantages. | 

A study of the conventional and general tariff system of 
Germany shows that certain industrial and manufactured pro- 
ducts, to which the rates of the general tariff are not entirely 
applicable, would be particularly affected because the special 
concessions granted by turiff treaties to other countries would 
be superseded and disarranged. Certain old and established 
industries have thus been caused considerable difficulty be- 
cause they were used to the tariff rates formerly in force and 
were not in a position to adapt themselves to the unforeseen 
changes caused by the war. 

It was obvious that the immediate application of the higher 
rates of duty after the outbreak of war was exceedingly satis- 
factory to certain German industries interested in the domestic 
production of manufactured. goods. Certain industries will 
undoubtedly benefit by the exclusion of the goods of countries 
at war with Germany, and these industries will establish them- 
selves during the course of the war in such a way that they 
will not be easily stamped out when the war is terminated and 
the usual customs arrangements prevail. In support of this 
view the war of 1870 is cited, during the course of which the 
aniline-colour industry made great progress. 

Although, strictly speaking. the relations of Germany with 
respect to the most-favoured-nation clause have been dis- 
arranged by the war, an effort has been made to keep the 
advantages granted to friendly and favoured nations in force 
until satisfactory arrangements can be made and mutually 
beneficial decisions reached. 
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NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Copies of апу of the Specifications in the following list may be obtained 
of Messrs. W. P. TuowPsoN & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 94, (in stamps). 


з 


2.798. “Gearing for electric motors for traction or other purposes." С. 
TURNBULL, Jun., & W. T. Dattos. February 22nd. 

2.821. Means for increasing the oscillations in and frequency of electrical 
circuits.” R. CakTWRIGHT & H. J. Batt. February 22nd. 

2.841. “ System of electric ship propulsion." Britis Тномѕом-Ноозтох 
Co., Ltb. February 22nd. (General Electric Co., United States.) 

2,865. '' Devices for extracting foreign substances from paper pulp, particu- 
larly referring to electrically-operated devices for extracting. small particles of 
magnetic *substances, as iron or any of the alloys or ores containing iron." 
A. J. NewrzLL & R. J. Marx. February 22nd. (Complete.) 

2,883. ''Conduits for electric cables and the like." W. Oarrs. February 
23rd. 

2.888. '' Automatic and clectric block signalling section.” W. WAREFORD. 
February rd. 

2,894. '' Heating tools or dics by electricity, as stamping-press tools and 
the like," W. J. Reapett. February 23rd. 

2.897. '' Electric railway systems," F. G. BRETTELL. February 23rd. (C. W. 
Leffler, United States.) (Complete.) 

2.902. Coin automatic electric control." C. W. H. Leatuwoop. Feb- 
ruary 23rd. 

2.921. Device for subaqueous signalling stations." SiGsAL G. u. B. H. 
February 33rd. (Addition to 3,934, 13. Convention date, February 23rd, 1914, 
Germany.) ( Complete.) 

2.928. Flectric-light fittings or brackets.“ E. R. Hovcu & L. Harrison. 
February. 23rd. Ta 

9,934. '' Portable electric lights.” W. J. MELLERSH-JaCKSON. February 23rd. 
(У I. Posen, United States.) (Addition to 18,809/14.) (Complete.) 

2,950. Perforated tape duplicator." D. Murray. February 24th. 

2,957. '' Machines or apparatus for sheathing or braiding wire ropes, cables, 
hose, and the like with cotton, silk, wire, or like protective coverings or 
casings. P. HUNTINGTON. February 24th. 

2.9688. Covers or protectors of electric. switches or other electrical parts 
or members, and manufacture of the same.” J. H. Tucker & J. A. CRABTREE, 
February 24th, (Complete.) 

2.969. Sockets for plug-and-socket electrical connections." L. MAXWELL. 
February 24th. 

2.972. Vehicle brakes and the like." W. P. Tuompson. February 24th. 
(Miugnetbremsen G.m.b.H., Germany.) (Complete.) 

2,982. ‘ Process for coating metal plates and the like." S. О. COWPER- 
Corrs. February 24th. 

3.9839. “ Manufacture of cartridge cases.“ S. О. Cowrer-Cotrs, February 
94th. 

2.994, “ Mandrcls for use in the electrolytic production of metal tubes and 
the like.” S. О. Cowrkn-Colrs. February 24th. 

3,001. “ Oil circuit-breakers." F. B. Hort. February 24th. 

3.002. Lamp-signalling arrangements," A. Н. MipcLEY & C. А. VANDER- 
VELL, February 24th. 

3.003. "'' Electric. switches for motor-car and like horns," A. Н. Mipcr Ev 
& C. A, VANDERVELL, February 24th. (Complete.) 

3.007. Protrudable receiver for subaqueous signalling." | SicsAL. G.m.b.H. 
Febiusry 24th. (Addition to 16,298/13. Convention date, February 25th, 1914, 
Germany.) Complete.) 

3,014. “ Electric lighting devices for vehicles, particularly cycles.“ H. C. 
Conter & A. Pico. February 24th. (Convention date, February 25th, 1914, 
France.) Complete.) 

3,051. “ Electrically-heated iron." б. Coorer. February 25th. 

3.082. Means for operating and controlling electric switches." S. D. Cox 
& р. S. O'DoNssrLL. February 25th. 

3,106. “ Electric lamp-holders and similar couplings." A. A. SCHASCIIKE. 
February 26th. i 

3.120. Electric iron direct supply stand." E. N. Kleis. February 26th. 

3.122. Magnetic compasses.” A. S. NEwMAN and NEWMAN & SINCLAIR, 
LT». February 26th. 

3.132. “ Electrodes for use in electrical accumulators wherein two different 
electrolytes are employed." P. MARINO. February 26th. 

3,142. “ Insulating blocks, slabs, and the like." (1. A. IIrgDMAN. February 
96th. 

3.181.“ Process for the removal of scale, oxide, and grease from metallic 
surfaces," S. O. Cowrre-Colrs. February 27th. 

3.213. Device for anchoring electric cables and wires," A. E. Foster, 
February 27th. (Complete.) 


U 
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PUBLISHED SPECIFICATIONS. 


Compiled expressly. for this journal by Mrssus. W. P. Thompson & Co. 
Electrical Patent. Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


1913. 
25,855. MAGNETO-RLECTRIC MACHINES ron [cNiTioN. Purposrs. F. Н. Teagle. 
November. IIth. 
28.647. MEANS FoR SIMULTANEOUSLY Locking AND UNLOCKING tuk Doors oF 
RAIL WA CARRIAGES AND THE LIKE. R. W. Willetts. June 9th. (June 9th, 1914) 


A914. 


298. ADVERTISING OR SIGNALLING APPARATUS. J. Г, Naylor and Navlorgrapn, 
Ltd. January oth, 

715. STARTING AND SPEED REGULATION OF ELECTRIC Motors CAPABLE. ОР 
REGENERATIVE ACTION, F. Cumont. January &th, (Patent of addition not 
granted.) 

2.270. TELEPHONE SYSTEMS. 
A. J. Ray. January 28th. ó 

2.47]. EARTHENWARE Tuovcus ron ELECTRIC CABLES AND OTHER PUKPOSFS, 
C. E, Doulton & II. L. Morris. February 4th, 

2.959. CONTROL SYSTEMS FOR SrRiES MOTORS SUPPLIED мити PULSATING 
CukkeENT. British Thomson-Houston Co, (General Electric Ca.). February 4th. 

3.195. TELEPHONE Systeus. Automatic Telephone Manufacturing Co. & 
J. Savin, February 6th. 

3,385. ELECTRIC MOTOR-NTAKTEKS, 
Young and E. Garton, February 9th. 
„4.5%. CURRENT-COLLECTING DEVICES Fog Dyvasto-Errcrjsic MACHINES. British 
Ihomson-Houston. Co. & Е. P. Whitaker, February. llth. 

3.696. Fese Devicks ror Erectrian Circuits, E. O. Schweitzer & N. J. 
Conrad, & Schweitzer & Conrad (Corp). February 12th, 


Automatic Telephone Manufacturing Co. & 


British) Thomson-Houston. Co., A. P. 


P d 


4.004. ELECTROLYTIC APragaTUS.. I. Н. Levin. February 12th. (May 9th, 
1913.) ^ 


3.706. ELECTRICAL SWITCHES FOR AUTOMOBILES AND OTHER PURPOSES. W. W. 
Dean. February 12th. (February 18th, 1913.) 
3.808. Automatic RECORDING. INSTRUMENTS. A. A. Holloway (С. H. Wilson). 


"February 15th. 


3,935. ELECTRIC PowtkR TRANSMISSION, SELF-STARTER AND LIGHTING SYSTEM FOR 
Моток VEHICLES AND THE LIKE, E. F. Roydhouse & A. H. Cheesman. Febru- 
ary 16th. 

: 4,432. Exectric Hreatinc APPARATUS. H. Hirst & C. Н. Archer. February 
30th. 

4,535. Jomtinc DEvicrs rox Tuses CARRYING ELECTRICAL. CONDUCTORS. 
Н. Н. Longbottom & T. Farrar. February 21st. 

4,813. LIGHTING AND OTHER AUXILIARY CIRCUITS ON ELECTRICALLY-PROPELLFD 
VrnicLES.. British Thomson-Houston Co. (General Electric Co.). February 24th. 

4,931. Protective Devices FoR ELECTRIC. DISTRIBUTION Systems. — British 
Thomson-Houston Co. (General Electric Co.). February 95th. 

5,131. APPLIANCE FOR PREVENTING UNINTENTIONAL INTERRUPTIONS ON TELE- 
PHONES. К. S. О. Dudfield. February 27th. 

5,966. DEVICE FOR THE ELECTRICAL CONTROL FROM A DISTANCE OF GUNS OK 
OTHER MECHANISMS BY MEANS OF A SOURCE OF CONTINUOUS CURRENT. E. 
Schneider. March 9th. 

6.351. CONTROL or ELECTRIC WiNDING-GEAR. British Thomson-Houston Co., 
& E. I. David. March 12th. 

6,800. SPARKING PLUGS AND THEIR TERMINAL COVERS. 
W. W. Longford & W. А, Clark. March 18th. 

6,977. OVERHEAD TROLLEY WIRES AND THE LIKE SYSTEMS OF ELECTRIC TRac- 
тох. G. G. Glyn. March 19th. 

7.440. APPARATUS FOR CONTROLLING ELECTRIC LICHTING S\STEMS BY MFANS OF 
THE ACTION OF A SELENIUM OR OTHER. Licht Sensitive CTI. C. J.. Turner. 
March 24th. 

7.451. AUTOMATIC REGULATION OF ELECTRIC ARCS. 
24th. (April Ist, 1913.) 

7.926. X-ray GENERATORS. U. Magini. March 28th. 

8.788. ExumiTioN. ok ADVERTISING Device, W. D. Vick, A. E. Vick, & 
T J. Farmer. April 7th. 

9,504. AUDIBLE ELECTRIC SIGNAL REPEATERS FoR INDICATING THE POSITION OF 
THE SEMAPHORE SIGNALS ON RAILMW AVS. J. W. Clarke. April 17th. (Cognate 
application, 16,352/14.) 

9,638. TELEPHONE RECEIVERS, E. C. R. Marks (Electrical Experiment Co.). 
April 18th. 

9,794. ELECTRIC HEATING Stove AND Rapiator. S. E. Foster, W. Н. Arun- 
dale & C. H. Davies. April 21st. 

10,100. STORAGE Batters. B. Ford. April 23rd. (May 2Ist, 1913.) 

11,829. MovrNG-PICTURE. Apparatus, S. G. S. Dicker (Ad-Display Machine 
Corporation). May 13th. 

11,942. Kcrctric Barrery Lamps. W. J. Mellersh-Jackson (Interstate Elec- 
tric Novelty Co.). May 14th. 

19,907. FIRE-EXTINGUISHING, ALARM AND InpicaTinc APPARATUS FOR USE ON 
BOARD SHIPS AND LARGE BUILDINGS. F. W. Smith. May 26th. 

15,052. Exectric HrApLIGHTS AND THE LIKE. I.. Renault. June Brd. (July 
lst, 1913.) 

17,528. TUBULAR INSULATORS FOR HIGH-TENSION ELECTRICITY. 
July 24th. 

17.567. MECHANISM FOR CONTROLLING MOVEMENT AT A DISTANCE ELECTRICALLY, 
Harle et Cie. July 24th. (July 28th, 1913.) : 

17,885. ELECTRICALLY-CONTROLLED VARIABLESSPEED MecuanismM. C. T. Hen- 
derson. July 28th. (July 29th, 1913.) 

18,304. MraNS OF SELECTIVELY CONTROLLING OR ACTUATING MONOGRAMMIC OR 
OTHER GROUPS or LUMINOUS ок NON-LUMINOUS ELEMENTS APPLICABLE ТО Sic- 
NALLING OR ADVERTISING Devices. J. P. Naylor & Noylorgraph, Lid. January 
5th. (Divided application on 298/14, January Sth.) 

18,418. THERMAL ELECTRIC SwiTCHES. L. J. Schrubb. August 7th. 

20,695. ELecTRIC Fuse or Cvr-ovT Boxes HAVING MULTIPLE Ways. C. F. 
Parkinson, A. H. Railing, and C. C. Garrard. Octobęr 8th. 

20.999. INTERCHANGEABLE ELECTRODE HOLDERS FOR Arc Lamps. L. Hughes. 
October 15th. 

21,590. MAGNETO-ELECTRIC MACHINES FoR IGNITION Purposes. Е. Н. Teagle. 
October 27th. (Divided application оп 25,855/13, November IIth.) 

22,176. Мосхтіхс oF ELECTRIC INDICATING INSTRUMENTS IN SWITCIIBOARDS, 
MORE PARTICULARLY USED ON MOTOR-CARS AND OTHER VELICLES. C. А. Vander- 
vell. November 7th. 


H. G. Longford, 


E. Girardeau. March 


E. Haeſely. 


South Africa.—MvNiciPAL PowkR ScHEMES.—On the 
recommendation of the Electrical Trade Section of the Johannes- 
burg Chamber of Commerce, a communication has been addressed 
to the Administrator, Cape Province, calling attention to the fact 
that in recent cases of inquiries for tenders for power schemes 
connested with municipalities in the Cape Provinoe, it has been 
found that the conditions imposed on contractors were so onerous 
that firms were unable to submit tenders. The principal reason 
was that the consulting engineer reserved to himself such excessive 
powers, that if firmis had tendered they would have been compelled 
to provide a considerable sum for possible contingencies. The 
Committee submitted that it was moet desirable that the conditions 
attaching to these schemes should be such as firms could comply 
with—for, in the cases in question, even had the firms concerned 
tendered, their prices would of necessity have been higher than 
would be the case if reasonable conditions were laid down. It was 
evident that in the circumstances (and particularly by reason of 
the absence of due competition) public interests suffered. The 
Administrator was, therefore, aeked to authorise the Government 
electrical engineer to confer with a deputation from the Chamber 
of Commerce in order to discuss the difficulties which had arisen. 
—S.A. Mining Journal, 


Municipal Employés’ Sick Pay.—At Accrington Town 
Council, last week, Ald. Higham explained, in answer to a question, 
that a young man employed on the switchboard at the electricity 
works was taken ill in July last. 16 had been the custom in some 
departments to pay men full wages for a short period and partial 
wages for another short period. Month by month this salary had 
been paid, and the young man in question had been receiving, in 
addition to his wages, his insurance money also. As near as he 
could tell, he had received £11 in excess of what he had been 
entitled to. From January to the end of last week the young man 
had worked off the surplus money, and bad now secured another 
position, u 
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INDUSTRIAL ORGANISATION. 


WAR is a solvent of social order which peace will 
recrystallise into new forms, better or worse. In the 
unsettling of old habits and prejudices, in the fluidity of 
general ideas under the intense action of prolonged national 
crisis, is seen an occasion for recasting much that is imper- 
fect. The liquor traffic, the housing of the poor, the 
relations of workers to their employers, the morals of great 
cities, physical training of young men, national education, 
the political subjection of women; all such questions come 
into clearer light. We can regard them from a higher and 
more detached standpoint, in more sober and serious temper, 
under the stress of a great conflict. 

Of all these questions, the problems of industrial 
organisation, the organisation by which men and women 
earn their livelihood, and the means to lead their lives, 
nobly or basely as it may be, are paramount in importance, 
and industrial organisation in its widest sense includes all 
home politics, and much of foreign. Some of its moet 
difficult questions now call for immediate solution. Solu- 
tions of great problems adopted in urgent need, and under 
instent pressure are apt to be more successful than those. 
adopted deliberately, for the reason that the urgency rules 
out narrow and sordid considerations that compromise 
principle and emasculate legislation. Heroic occasion is 
the opportunity for heroic action. We have seen national . 
drunkenness abolished from Russia at a stroke. In France 
every man turned almost at an instant to meet the peril of 
German domination. Our immediate danger is not so. 
pressing as theirs, but it is more serious than we realise. 
Our leaders warn, advise, exhort us ; but they do not take 
us into their confidence, and it is not good to treat us as 
children. Now we have industrial experiment before us.on 
the great scale in several directions. The nationalisation of 
the railways, whether permanent or not, is a working fact. 
British Dyes, Limited, is under discussion, and letters upon 
the proposal from Sir William Ramsay and Sir Henry 
Roscoe, in the Times of March 10th, call for most serious. 
consideration. Indeed, in our view the whole scheme, as 
we understand it, should be recast in the light of those 
letters, on the ground that bodies of men elected to 
directorates under the Companies’ Acts do, as a matter 
of experience, depress the scientific interests of their 
concerns. 

To many it appears that the production of ras should be 
initiated as a national concern, and protected by prohibition 
of competing imports. It might well be transferred to an 
independent body subsequently. The immediate occasion 
of this article is the proposal of the Government to 
administer the engineering works of the country in the 
military interests of the Allies. Elementary considerations 
of efficiency would indicate such a course, but the fact that. 
the relations of the employers and the men are such that 
the national safety is compromised by a conflict of sordid 
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anterests makes the step necessary. Indeed, the condition of 
things recalls the faction fights in Jerusalem when the army 
of Titus was hammering at the gates. Though occasioned 
by military necessity, this assumption of the engineering 
works by the Government may have great consequences a8 
an object lesson in Socialism, and it is fortunate that in the 
mature of things the arrangement cannot be permanent, £0 
that ite action can be watched disinterestedly as if it were 
only an experiment in State Socialism. 

It is impossible to be satisfied with regarding the relation 
between an employer and a workman as a mere case of supply 
and demand : for from such a view it follows logically that 


the employer's interest lies in the workman being as 


dependent on him as is consistent with working efficiency, 
and that it is to the workman’s interest to keep the employer 
continually anxious lest his men in a body and without 
motice should refuse to execute his contracts. A constant 
state of strain is inevitable.. We do not suggest that this 
view of the industrial relation holds in all or many concerns, 
bat it holds in some of great importance, and, in some 
degree, in many others. Оп the other hand, there are well- 
known large firms in which the human factor is conspicuous 
in the industrial relationship, and some such concerns are 
the nearest approach to, are the best models of, the ideal 
state, that we can call to mind. If this semi-Socialistic 
etep of the Government in taking over the engineering 
works throws light on this perplexing problem, the war will 
have that at least to its credit. 

The imperative demands that the nation and our Allies 
are compelled to make upon all connected with manu- 
facturing operations in England were expressed by Lord 
Kitchener in the House of Lords on Monday. It seems 
almost incredible that while our sons and brothers are 
fighting for our existence and sacrificing their lives, there 
should be amongst us any who are slackers. Successful 
operations cannot be carried through without abundant and 
continuous supplies of arms, ammunition and equipment, 


and we cannot feel that the appeal from the blood-soaked ' 


battlefield will fall on deaf ears. The need is so urgent that 
there ought to be no hampering of manufacturing operations 
by drink, ca'canny policy, or output restriction by Trade 
Unions. 

The patriotism of the great majority of the workers will 
undoubtedly be on the side of Lord Kitchener and the 
Government if short shrift be given to those who prevent 
our factories from running at their biggest possible capacity. 
Everybody must be ashamed of men—they are not worthy 
of the name of Englishmen—who, when the need is so 
great, will take advantage of higher wages for idling for 
two days out of the six, and so letting their own kith and 
kin, fighters for Freedom and Righteousness, who are 
driving back our Common Enemy, run the risk of being 
denied, at critical moments, the necessary support from the 
forces training at homie because ammunition and equipment 
are not forthcoming freely enough. 

While this interesting experiment in internal organisation 
is being undertaken, we are informed of a no less interesting 
one in business organisation. We have received from the 
Secretary of a Committee of the Engineers’ Club at Man- 
chester a copy of a report, drawn up for discussion, which 
recommends the establishment of an association of manufac 


turing engineers for promoting their foreign trade. The 
work is designed on a large scale, £300,000 a year is the 
expenditure suggested, and, so far as one can judge from a 
mere outline, the scheme is well conceived, though we 
think it is open to criticism on some pointe. For instance, 
16 is proposed to reform the Consular service “ by making 
the service a special medium for the furtherance of British 
commercial interests." The relations of our Foreign Office 
with other Governments, especially with those of dependent 
States, are often delicate, and depend largely, we believe, 
on our being disinterested in money matters. These relations 
might be seriously compromised if the Consuls themselves 
took an active part in seeking remunerative business for 
their own merchants. Yet something will undoubtedly have 
to be done towards removing the inefficiences of the present 
Consular report service. Whether by the appointment of 
more Commercial Attachés, Trade Commissioners, or other 
specialised representatives, matters little, so long as the 
Government, following consistently its Trade War policy, 
remedies present shortcomings. We should be sorry to . 
see our Government doing some of the things to 
which the German Emperor has condescended. It is 
enough to say that the less the proposed association 
depends on the Government, and the more firmly it stands 
on its own feet, the better for it. The weak point of the 
proposal may be a difficulty in finding the necessary sub- 
scriptions. Unless all firms make a pro тайа contribution 
we should doubt the permanency of the arrangement, and 
firms whose trade is wholly a home trade might well refuse. 
The alternative to voluntary association, if the foreign trade 
is to be properly pushed, is said to be the formation of com- 
bines or trusts, and this the Committee very properly 
deprecates. | 

But if we rule out Government action and the formation 
of large controlling interests, we have ruled out two of the 
particular methods by which the Germans built up their 
foreign trade so rapidly. Other methods on which Germany 
relied, preferential railway rates at home, and arrangements 
by which the shipping companies were content to run ships 
at a loss, looking for their profit by the development of new ` 


German business in the future, do not seem to be possible 
in our case. The thing ought to be done in some shape. 
We are tempted to think that a trading association, on 
financial lines, looking for a trading profit, instead of relying 
on volantary contributions, would be a more promising 
method. 


Fon very many years we have 
endeavoured to induce municipalities 
that conduct electricity supply and tram- 
way undertakings to proceed on sound and conservative 
lines, accumulating substantial reserve funds and making 
ample provision for obsolescence and renewal of their 
plant; for this reason we have deprecated the allocation of 
surplus revenue to the relief of the local rates, a process which 
is usually based upon political motives and is intimately 
associated with the propensity for vote-catching, which is so 
deleterious to any form of government. Those who have 
followed our advice, and now find themselves in possession 
of up-to-date plant backed up by a large reserve, are to be 
congratulated on their foresight and good judgment ; 
those, on the other hand, that have squandered their 
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receipts in sops to ratepayers and relied upon raising new 
loans to meet future needs may now realise the error into 
which they have fallen, for it is clear that the Government 
will not allow large sums of money to be borrowed for the 
purposes of municipal undertakings during the war. 

As we are now approaching the period when most elec- 
trical undertakings close their financial year, a warning re- 
garding the disposal of surplus moneys will be timely; we 
strongly urge all such authorities to retain full control of 
their funds, and absolately to decline to permit them to be 
diverted from the service of their undertakings on any con- 
sideration whatever. x 


` No one knows how long the war may last, or what the | 


‘state of public finances may be for years after its close, and 
it is most important that undertakings which now have 
to depend upon their own resources should husband them 
most carefully. 


It is a good many years since the 


ч electric cooker in its embryo state made 
Pros "y its appearance with little more than a 
Comsumer:s laboratory reputation and a stiff price to 


Point of View. recommend it. In the interval great 

strides have been made not only in the 
design of suitable apparatus but also in its use, so that in 
many cases electric cooking has proved a commercially 
successful proposition. 

This progress in recent times has been largely due to the 
efforts of the Point Five Association, whose practical 
methods of dealing with an admittedly difficult problem 
have more than anything else resulted in placing the 
electric cooker where it is to-day—in the bands of many 
consumers. That it is in this position, and is being increasingly 
sought after, is, after all, the best indication of what con- 
sumers think of it, and this fact discounts to a very large 
extent the impression which is bound to be conveyed to the 
uninformed reader of Mr. Cooper’s paper on this subject 
before the Institution of Electrical Engineers last week. 

It is unfortunate that the author should have 
chosen to play the part of an investigator of electrical 
cooking methods, and still more unfortunate that 
he should have thought it necessary to place his 
experience on record, as he might have known that his 
results had been bettered in everyday practice by users all 
over the country. ‘The average consumer is fortunately not 
an engineer; his installation is selected and fixed under 
expert guidance, with due regard to first and subsequent 
costs ; and if his anticipations are not realised or his resulta 
such as do not compere favourably with those obtained 
elsewhere, which he is fully entitled to expect, then in nine 
cases out of ten there is trouble for someone until the matter 
has been put right. d 

The fact that Mr. Cooper apparently did not follow this 
course differentiates him from the ordinary type of con- 
sumer, and, of course, detracte from the value of the paper, 
which was supposedly written from the consumer's point of 
view. Under the circumstances it is not surprising that the 
author was practically “snowed under” in the discussion, 
or rather, we should say, the reply, which followed the 
reading of his paper, and is published elsewhere in this 
issue. 

It is worth noting that one speaker pointed out that had 
the author lived in his area (in London) he conld have had 
the requisite installation for a rental of 5s. or 7s. 6d. per 
quarter, and would have had the utensils supplied free, or, 
as a purchaser, he could have obtained the equipment in- 
stalled and wired for use for £14, instead of paying as he 
did £35. Again, the consumption of energy in such a 
case as the author’s was placed by experience at 3,500 
units per annum, but the author's careful cook succeeded 
in disposing of over 5,000 units in the year. Moreover, his 


allocation of cost as between years with and without electric 
cooking seems to call for some explanation, in view of the 
result, which differs so widely from that mentioned by 
another member, who, during the past five years, has aban- 
doned gas at 1s. 9d. per 1,000 cb. ft. in favour of electri- 
city at the comparatively high price of 14d. per unit for 
electric cooking purposes, and yet cannot from a comparison 
of the combined annual costa of coal, gas and electricity over 
those five years, find sufficient difference in cost to indicate 
when he changed over. | 

Mr. Cooper's references to load factor and diversity factor 
ate not easily understandable ; if the cooking consumers are 
regarded as a class, too much stress should not be laid on 
individual characteristics, as their combined effect alone will 
determine their value to the station. It is quite conceivable 
that a consumer with a large installation and a partiality 
for week-ends might havea very poor average load factor, 
while certainly the collective load of the small consumers 
who will enormously outnumber the large ones is a much 
more acceptable and profitable one to the central station. 
In fact, viewed from the standpoint of the future the so- 
arg large cooking consumer could very well be dispensed 
with. 

Mr. Cooper’s paper forms one of the very strongest argu-. 
ments we can have as to the necessity for electricity works 
to be in a position to advise and to hire out standard cook- 
ing equipments to consumers, and to keep in close touch 
with them afterwards, exactly as our gas friends have done 
for years. | 

ith all due respect to Mr. Wordingham, who, in the 
courae of the discusaion, referred to our leader of February 
12th on the question of stendardising electric cooking 
apparatus, we feel that this isa matter which goes somewhat 
beyond the scope of the sub-committee of which he is a 
member, and which is apparently inclined to let the matter 
rest because the manufacturers cannot make up their minds 
to co-operate in the movement. If electric cooking i8 to 
progress on the scale which experience has demonstrated to 
be possible, it is vitally necessary that the only organised 
body in this country possessing the collective influence 
essential to that; purpose should take the matter 2 We 
refer, of course, to the I. M. E. A., and we would again 
urge that this association should recognise the necessity of 
coming to some agreement with a view to fixing stan 
lines of development, standard dimensions and ratings, and 
aiming at some degree of interchangeability, as the best 
means at the moment for placing electric cooking on a 
commercially competitive basis, and hastening the intro- 
duction of hiring facilities. The manufacturer hesitates 
because he thinks he can afford to wait; the station 
engineer, if he is out for business, cannot afford to wait, 
and if he has any doubt on the matter, a study of the Mary- 
lebone load curves ought to convince him. 


| THE tone of the copper market remains 

gd dig very steady, not to say firm, and this 
dl although it is known that in North 

America efforts are being made to get increased capacity to 
work, with the intention of taking advantage of the very 
remunerative prices which are being realised for metal by 
the leading producers. The demand is very good on 
account of the makers of war munitions in all parta of the 
world, but there is very little business doing in connection 
with the ordinary sources of peaceful absorption. The 
whole of the cartridge planta in the United Kingdom are 
running as fully as the Trade Unions will permit, but it 
is possible for a good deal more to be turned out than is 
being done. On the other hand, the French works are 
making material at a great rate, and it is very fortunate for 
us that the British Government is able to get large 
quantities of munitions from the United States. It would 
be a poor look-out for us were it not that we can call upon 
the working men of North America to “ do their bit " to help 
the nation to provide the means of offence and defence in 
Flanders, which are not to be got, except grudgingly, from 
some of the men at home. It is due to the large orders for 
cartridges placed in the United States that the American brass 
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trade is so busily employed, and the activity in this direction 
is taken as a very gratifying feature, for it has helped to 
rehabilitate & trade which was feeling the fullest effects of 
the outbreak of war, and the constriction of credit which 
followed it, in ite early stages. Demands have undeniably 
outstripped the very low point of consumption which was 
established last autumn, and an increase in output is 
thoroughly justified by the growing consumption on both 
sides of the Atlantic. 

Producers are very well sold indeed, and the tendency of 
prices at the moment is firm both here and in America. 
There is some demand still met with for early deliveries, 
but those in the fortunate position of being able to 
supply needs in this direction are very chary of parting 
with their material, foreseeing that by holding on they may 
be able to do still better for themselves later on. There is 
felt in some American quarters to be a chance of the stocks 
in the hands of producers being added to in the near future 
owing to the smaller export movement recently met with, 
and certainly the February exports were quite small. It is 


probable, indeed, that the holdings of first hands across the 


Atlantic have undergone some expansion, possibly as much 
‚аз 8,000 tons during last month, but this is not likely to 
cause any discontent generally, for it is recognised that the 
Shipping position is one of the greatest difficulty, and that 
a restriction in the export movement is due not so much to 
lack of absorbing power as to the absence for a time of the 
means of forwarding copper from the producers’ to the 
consumers’ works. It ів the current belief that American 
production is now proceeding at the rate of about 40,000 
tons a month, and that a steady increase upon this figure 
is likely to be seen over the next six months or во. 


AMPLE evidence is forthcoming that 
American firms and the American Govern- 
ment are determined to take full advantage 
of the existing crisis in Europe for the development of 
American trade at the expense of her former competitors. 
Realisation of this fact should do much to encourage our 
manufacturers to do the best that can possibly be done 
under existing circumstances. In few trades is the activity 
of American firms likely to be greater than in the electrical 
trade, for which the United States is particularly well 
placed. We are constrained to call attention to these cir- 
cumstances again, because we notice that the American 
Government has recently caused ite Consular Officers abroad 
to prepare extensive reports on hydro-electric enterprises in 
various countries, and the outlook for augmented sales of elec- 
trical materials and supplies of all kinds. These reports in the 
main are not being published, but we are able to print cer- 
tain extracts from one or two of them, under the heading, 
* Consular Notes," on another page. The complete reports, 
in manuscript form, are being placed in the industrial centres 
of the United States, where they may be inspected by manu- 
facturers and exporters. For a variety of reasons many of 
our manufacturers are at the present moment unable to do 
very much in the way of trade extension, but we would 
urge on them the desirability of maintaining a firm hold on 
their markets, so that when the war is over they may retain 
the business they previously had, and also assure to them- 
selves a fair prospect of further extension. To this end we 
would again impress upon the Government the need for de- 
veloping its present activities on the lines of obtaining from 
abroad specialised reports on individual trades. 


‚ American Trade 
Development. 


THE paper read by Mr. Sparks on 


8 * Electricity Applied to Mining," before 
Installation. the Institution of Electrical Engineers, 


of which we are publishing an abstract, 
forms an instructive addition to the previous paper by the 
same author, which was abstracted in our issue of April 
20tb, 1906. Progress in the meantime has been such that 
the station capacity has increased to eight times as much 
as in 1905, viz., 24,000 H. P.; the B. H. P. of motors con- 
nected to 44, 800, and the annual output of energy to 


between 50 and 60 million units, or about 12 times as 
much. In fact, the scheme is possibly the largest of its 
kind in the country, and the paper certainly one of the most 
informing on the subject that we have had. 

For generating purposes both live and exhaust steam 
turbines and gas engines are employed on a fairly large 
scale, and no doubt there are many who wish it had been 
possible to include some data relative to the cost of gene- 
rating as between these different plants. 

The author informs us that the gas engines with a 72 per 


cent. annual load factor require 18 B. TH. U. per watt- hour or 


half the amount required by the live steam turbine plant, 
and their operating eost is sensibly lessened by the sale of 
by-products, but one is somewhat disappointed to find from 
another paragraph that these 1,200 and 2,400-B.H.P. engines, 
as the result of experience, are only supplying average loads 
of 600 and 1,200 Kw. respectively, the combined maximum 
load being 2,200 kw. We may note, in passing, that an 
illustrated description of the earlier gas engine sets has 
appeared in our pages. 

Very extensive use appears to have been made of exhaust 
steam turbine plant, and it would seem that a number of 
steam winding engines have thereby secured a new lease of 
life ; on the other hand, a very fine electrical winding plant 
on the Ilgner system has been installed at the Britannia Pit, 
of which some views were included in our pages last week, 
and there is also a three-phase induction motor-driven 
winder of smaller size at another pit. The latter has been 
in satisfactory operation for the last six years, and we gather 
that the sudden loads of 750 K. v. A., every 45 ог 50 seconds, 
are satisfactorily dealt with at the power station by a Tirrill 
regulator. Thus the winding problem is being dealt with in 
various ways, more or less electrical, and it would have given 
additional interest to the paper had some further reference 
been made to the conditions determining the choice of means. 
Mr. Sparks, for instance, makes the general statement 
that where a colliery is equipped with main steam winders, 
the cost of conversion to complete electrification is seldom 
justified ; this has been the position for some years, bnt the 
conditions have materially altered in that time, and, 
without further information, it is difficult to gauge the exact. 
position of electric winding at the present moment. 


THE SELLING SIDE OF ELECTRICITY 
SUPPLY.—II. 


AN IRON CAMPAIGN, . 


WirTH the heating season drawing to a close, one's plans for 
a spring campaign must be laid, for “ business as usual ” is 
still the order. This year economy will, no doubt, be the rule 
in most British homes, and the housewife will be looking round 
for possible savings to counteract the advances in food costa. 
There is one way in which she can do this; in most houses 
a great deal too much laundry is sent out. There is room 
for a saving here without reducing the standard of living, 
and whether the work is done by herself or by the servants, 
an electric iron will be welcomed. There is an extra 
amount of washing to be done in conjunction with spring 
cleaning, and this should be our opportunity. The electric 
iron is one of the many electrical home conveniences with- 
out a close rival. I have often wondered if electrical people 
themselves realise that it is the delight of those who have 
adopted it, and one of the last things they will let go. 
From a supply point of view, the iron is a profit-earner ; even 
if we accept such a low estimate as two hours’ use a week 
for 50 weeks in the year, each iron should consume 25 units, 
and none of these are likely to he used on the peak load. 
If we sell 1,000 irons then in the next three months, we 
shall add 25,000 units to our output, and as most of these 
will be used.on lighting circuits, we are getting lighting 


rates for power. Good business; now, how to set 
about it. 
First, there is the shop front display. It may be possible 


to arrange with one of the laundries in the district to send 
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a girl down with material each day to do actual ironing ‘in 
the window. This could be kept up so long as results were 
good—there is nothing so telling as a practical demonstra- 
tion. They might possibly be induced to do this without 
charge if the value of it to themselves from an advertising 
point of view were well put to them. They could be offered 
a notice, to be fixed by the demonstrator, pointing out that 
the work done in their laundry was carried out by the same 
hygienic methods as shown. At the same time the oppor- 
tunity should not be lost of endeavouring to secure their 
business. | К 

The large manufacturers of electric irons would be only 
too pleased to co-operate in finding advertising matter, and 
are always willing to over-print with your own name. 

One of the great barriers to the electric iron is the old 
sadiron, spirit, gas or charcoal iron already in use. Thee 
represent an investment and a habit not always easy to 
break. One way to get over this difficulty is to offer an 
allowance for each old iron, as part payment for a new elec- 
tric one. New irons for old” can be the slogan. Taking 
the selling price at about 12s. 6d., and the discount at 334 
per cent., the gross profit would be about 4s. One could 


offer а credit of, say, 6d., for an ordinary sadiron and 1e. d. 


for a gas or spirit iron. 

This introduces & bargain feature to the sale which is 
very dear to the hearts of the ladies, and also gets the old 
irons out of the way, so that they can’t be used. In order 


to bring in the orders а time limit should be attached to 


the offer, or perhaps, better still, it could be offered to Ње 
first 250 purchasers, If advisable, an extension to 500 or 
more would follow. This would be, of course, widely 
announced as being due to.the great success of the pre- 
liminary offer. | 

If those of our readers who adopt this idea keep the irors 


bought in until the end of the campaign and, before selling. 


them to the scrap-iron merchant, pile them up into a heap 
and take a photograpb, we shall be pleased to receive a 
copy. Rs 


Other publicity efforts must be made, advertiseinents put 


in the local papers, or if funds will not run to this, notices of 
such a novel event as new irons for- old might well be sent 
and find a corner in the news columns. The next quarter's 
accounts could have particulars printed on the back. On 
the front room might be found for a brief announcement : 
“New irons for old, see over." А paragraph could be 
typed into eacb letter leaving the office to local persons— 
sufficient use is not always made of this very valuable means 
of business getting. Of course advertising literature would 
be enclosed in all outgoing postal communications. 

Then there is the question of a house-to-house canvass ; if 
no canvass?r is employed, a suitable man might be borrowed 
from the meter reading department, or perhaps a lady taken 
on temporarily. It will be found most helpful to offer & 
week's free trial; only a very small percentage are ever 
returned. There is no harm in circularising non-users of 


electric light; it will make them wish they, had it, and set 


them thinking, which is all to the good. 


Records should be kept of the number and wattage sold, 


left on trial, collected, &c., day by day. These records will 
be found inspiring and useful for the next iron campaign. 
With regard to repairs to irons on circuit, charges for 
these should be kept to a minimum. The most frequent 
trouble is the flexible getting dragged out of the connecting 


terminals; anyone can fix this up with a penknife, for. 


cutting back, and a bradawl. A good impression is created 
if no charge is made on such occasions. Another trouble is 
the deterioration of the flex ; this is largely caused through 
winding it round the iron when the latter is hot, and во 
destroying the insulation. A few points such as these might 
be impressed upon the customer after the purchase has 
been made ; it will obviate much future bother. 


The B.A. Meeting at Manchester.—The Times states 
that it has been decided that the annual meeting of the British 
Ass ci din shall take place at Manchester, as arranged, in 
September next. The meeting will be restricted to its more 
tcientific functions, and there will not be the usual elaborate local 
hospitality, in the form of sc ci al and other arrangements, 
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BRITISH INSULATED AND Нківвү CABLES, LTD., r. CRITTALL 
| MANUFACTURING Co., LTD. 


( Continued from page 351.) 


FURTHER evidence for the defence was given when the hearing 
was reaumed on March 9th. 

Mr. A. W. READ, an electrical engineer and one of the defen- 
dante’ representatives, gave evidence as to the testing of the 
machine at the plaintiffs’ works after which, he said, it was sent 
back to Braintree, where it was installed with the generator under 
his supervision, and it was arranged that the clamps should be 
re-designed for a section for small frames. 

By the REFEREE: The clamp arrangement waa new to him at 
that time, as he had then had no experience. Electrical engineers 
were not as a rule thoroughly convereant with electric welding. 

Examination continued: Subsequently Mr. Bacher, tbe plaint ffe’ 
representative, made tests extending over two ауе, and on that 
occasion he (witness) euggested that the machine might have 
been inaccurately erected, but he (Mr. Bucher) said he was 


- satisfied that it was properly and well erected. Mr. Bucher 


tried to make several welds on that occasion, using the 
clamp which had been made by the defendants, but he 
met with very indifferent success. Не made a number of changes 
and adjustments іп both the clamps and the machine, and, after ` 
two days’ experimenting, he said that the machine, in ite then 
state, would not enable him to make the tests, and that he was 
returning to make the gauges and stops necessary. It was arranged 
that he should do this, and he subsequently paid a second visit. 
But when he tried to make the welds there was the same indiffer- 
ence which was found in the first test. The only marked improve- 
ment was that the clamps were put nearer to the énds of the 
section. Taking the welds as a whole, they were absolutely 
unreliable, and blowholes were much in evidence. 

On March 10th further evidence was given for the defence. 

Mr. F. H. CRITTALL, a member of the defendant company, 
described in detail the materials used for the experiments with 
the plaintiffs machines, and the manner in which the claims for 
work done in connection with those experiments were made up. 
He said that the firm strained every nerve to get the machine to 
work, as they particularly wanted it. 

‚Мв, VALENTINE GEO. CRITTALL, general manager of the defendant | 
company, said that they had been welding Ly the oxy-acetylene 
process, which was the best process they had been able to get up 
to now, and they worked upon the same material as that for which 
they wanted the electrical machine. Their reason for desiring to 
make a change was that their oxygen bill was looking big. They 
desired to try electricity owing to the cost of oxygen, and the faot 
that the gas process called for certain skill on the part of the 
operator. It was also understood that by using electricity they 
would be able to get an increased output. When Mr. Harrison 
visited the works in 1911, witness took bim over the building and 
showed him what the business was. The material which Mr. 
Harrison saw at that time was rolled metal, practically identical 
with that which they asked the plaintiffs to provide a machine to 
weld. ; : 

MB. WM. CRAWTER, electrical engineer and director of the 
defendant company, who was formerly manager of the defendants’ 
worker, gave evidence as to the discussions with Mr. Harrison, 
which led to the plaintiffs undertaking to mske the welding 
machine. The question of the desirability of using electricity in 
the place of gas for welding frames was first raieed by him. In 
1911, he said, he had more than one conversation with Mr. 
Harrison, who was employed by the plaintiffs, es to the possibility 
of his company being able to supply machines for the purpose of 
welding casement frames electrically, and Mr. Harrison eaid that 
it would be possible as they had already made а welder for 
printere’ chases, for which a great degree of accuracy was 
required. It was arranged that samples of ths company's material 
should be sent for welding at the corners, „Subsequently 
the machine was ordered. At firat English material was 
sent for trial, and subsequently German material was supplied, 
which was better as regards accuracy, and upon that they worked ; 
but the results were not satisfactory. He looked upon the 
plaint:ff3 as experts in that particular kind of work, and relied 
upon their skill and knowledge. The defendants were really 
anxious to get the machine, and there was no foundation for the 
assertion that they desired to get rid of it. 

A discussion then took place on the application of plaintiffs’ 
counsel that the Referee should visit the works and order experi- 
ments to be carried out in his presence. 

Мв. GREER, K.C., contended that the Referee had the power to 
make such an order under Order 50, Rule 4, which said that it 
should be lawful for any Judge to inepect any property or thing 
concerning which any question might arise. The Official Referee 
was brought within that rule. He agreed that the order did not 
say that experiments might be ordered, but he contended that it 
was implied. He did not wish the Referee to inspect the machine 
merely to see what it was like, but he desired that atrial should be 
ordered to take place in his presence in order that he might see 
how the machine did ita work. 

The REFEREE: Does the defendant object? 

Mr, CoLAM, K.C.: I do. | 

The REFEREE said that under the circumstances he would not 
make an order, bat as the matter was of some importance he 
thought he ought to state his reasons for d«clining. In the first 
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place, it was a matter of judicial discretion to be exercised accord- 
iug to settled principles. Undoubtedly the power existed under 
which he could order experiments to be made, but it was a matter 
of judicial discretion to say whether it should be done or not. 
The opinion, or what he might call the verdict of the Judge, must 
not be given as a consequence of his views as to the results of 
inspection or experimenting, which were only for the purpose of 
enabling him to understand and apply the evidence. In this case 
he did not think, after having heard the evidence, that an in- 
spection was necessary. It appeared to him that he could not be 
guided rightly, in arriving at a decision, by the results of ару ex- 
periments which he might sse. He therefore proposed, subject to 
the convenience of the parties, that further evidence should be 
called if necessary. 

Мв. COLAM said that if experiments were desired they ought to 
have been made months ago, and if further expert evidence was to 
be called he ought to be allowed a little time to call expert wit- 
nes3es in reply. Of course if the plaintiffa were going to call 
experts he wanted to know what they were going to aay. 

THE REFEREE: If you talk much more about it I shall have to 
alter my decision aud go down. 

Мв. WALTER FRANCIS CBITTALL, one of the directors of the 
defendant company, then gave evidence as to a test which was 
made in his presence after certain alterations had been made in the 
machine. Those experimente, he said, consisted of making six 
welds with short pieces of metal, but he did not regard any of 
them as satisfactory. | 

The hearing was then adjourned until Monday, March 16th. 


TUNGSTEN Drawn WIRE.—LICENCE REFUSED. 


Мв, JusTICE WARRINGTON, in the Chancery Division, delivered 
his reserved judgment in this case, reported in preceding issues, 
His Lordship said he believed this was the first petition under the 
Section to come before the Court. Seo. 24 provided that any person 
interested might present & petition to the Board of Trade praying 
for the grant of a compulsory licence, or, in the alternative, for 


the revocation of a patent. The Board would consider the peti- 


tion, and if the parties did not come to an arrangement between 
themselves the Board, if satisfied that a prima facie case had been 
made out, would refer the petition to the Court, and if the Board 
were not so satisfied they might dismiss the petition. If it was 
proved to the satisfaction of the Court that the reasonable require- 
ments of the public with reference to the patented invention had 
not been satisfied, the patentee might be ordered by the Court to 
grant a licence on such terms as the Court might think just. 
It seemed to him that in order to establish a case within the 
Saction, the petitioner must p:ove not only default towards him- 
self but towards the public generally. The expression, “trade or 
industry," seemed to him to be used in a wide sense, as in the case 
of the expression " woollen trade," or “ cotton trade,” and the use 
of the expression "trade or industry" in the petition was not 
enough to establish that a particular trade was unfairly pre- 
jadiced. It must be proved that the trade or industry as & whole 
was affected. The establishment of & new trade or industry was 
a different thing altogether from the entry of a particular pereon 
into an existing trade or industry. If the default towards the 
public was established, the Section conferred two alternative 
rights :—First, the right of the individual to present a petition to 
have a licence granted to himself; and, secondly, the right of the 
public to be relieved from the effects of the patentee’s monopoly 
by the revocation of the patent. His Lordship had to determine 
whether on the facta of the present caso the petitioners 
had established that the reasonable requirements of the 
public were “to be deemed not to have been satisfied.” 
The two respondent companies, together with the General Electrio 
Co., Ltd., had pooled their patents, and thus controlled, to a large 
extent, the industry connected with electric incandescent lamps. 
To prevent the cutting of prices, they required from dealers and 
licensees that they should not sell below certain list prices. The 
firms and companies controlling the sale of the lamps were known 
as the Tungsten Lamp Association, and the result of their action 
was that the price of the lamps was considerably higher in this 
country than abroad. There was, however, no evidence that the 
price was во high as to be a serious burden on the consumer, or to 
be unreasonable, and the fact was that in the last two or three 
years the price had been considerably reduced, while the supply of 
lamps was quite adequate to meet the demands of the public. 
The petition was founded on the allegation that drawn tungsten 
wire was a patented article, and that the patentees had failed to 
supply this to the petitioners, or to grant a licence on reasonable 
terme, and that the establishment of what the patitioners called a 


new trade or industry in the making of their lamps had been - 


unfairly prejudiced. It had been shown on the petitioners’ own 
evidence that there was no trade or industry with which drawn 
tungsten wire was connected except the making of electric lamps, 
and there was no demand for the wire except in that connection. 
The petitioners had not proved that the respondents had been 
guilty of the default indicated by the Act, namely, in the matter 
of supply for the only purpose—that was filaments in lamps—for 
which the wire was required, or that the needs of the public were not 
amply satisfied in this respect, Nor had they proved as regarded 
the licence any default except in reference to themselves. It was 
common ground that licences had been granted, and no attempt 
had been made to show that the terms were unreasonable. In his 
opinion, the trade or industry to be considered was that of the 
making of tungsten electric lamps, and this would be nothing more 
than the entry of a fresh trader into an existing trade or industry, 
There was no ground for suggesting that this trade or industry 


had been unfairly prejadiced by the respondents. On the 
petitioners’ own evidence, therefore, he had come to the 
conclusion that they had failed to establish the case required by 
the Act, and he must dismiss the petition with costs. 

Council appearing in the case were: For the petitioners, 
Mr. Bousfield, K.0., Mr. Cave, K C., M.P., and Mr. R. Frost ; for the 
British Thomson-Houston Co., Mr. A. J. Walter, K. C., Mr. J. Н. 
Gray, and Mr. Lunge ; for Siemens Bros, & Co., Mr. Colefax and 
Mr. Hume, 

Solicitors for the petitioners, Mesare. Ashurst, Morris, Crisp and 
Co.; for the respondents, Bristows, Cooke and Carpmz1. 


NEWCASTLE ON-TYNE ELECTRIC SUPPLY Со, SUMMONED, 


AT Newoastle-on-Tyne Police Court on 12th inst, the New- 
castle-on-Tyne Electric Supply Oo., Ltd., were summoned on 
the information of Andrew Gemmell, of Castle Nook, Ovingham- 
on-Tyne, “that they on August 23rd, 1914, being the undertakers 
within the meaning of the Electric Lighting Aot, 1882, did 
unlawfully make default in complying with the provisions of the 
Act and of the Electric Lighting (Clauses) Act, 1899, by not 
selling to the complainant & copy of the annual stetement of 
&»oounts of their undertaking, made up to December 31st, 1912, 
the complainant having paid the sum legally demanded for the 
same; and in such default continued until the date of the laying 
of the information.” . 
Мв. CHARLESWORTH, for the prosecution, said that Mr. Gemmell 
was a gentleman interested in electrical business, and he made an 
application on July 8th, 1914, for а copy of the accounts of the 
Company, and he also wanted a copy of the auditor's report. 
Mr. Charlesworth said the accounts in question referred to the 
year 1912, and were audited in July, 1918, and he maintained 
that whether the application were made to the Board of Trade. 


.or not, the defendants were bound under the section to supply 


a full copy of the report unless the Board of Trade directed 
otherwise. 

ANDREW GEMMELL eaid he made application for а оору of the 
accounts, with the Board of Trade auditor's report, and sent the 
statutory fee of 16. He olaimed that if the Board of Trade did 
not direct to the contrary, he should have had a full copy of the 
auditor's report. 

WITNESS, in reply to Mr. Burton (who appeared for the com- 
репу), said that he received a copy of the auditor's report on 
March 3rd last, but he was not satisfied, because it was two years 
after the period referred to, | 

The CLERK (to Mr. Burton) : Ів it your contention that уоп are 
not bound to supply the report of the auditor in the absence of 
any direction from the Board of Trade ? 

Мв. BURTON: That is my argument. The point was raised by 
the fame gentleman іп а prosecution about four years ago, and 
decided against Mr. Gemmell. 

MATTHEW SHORT, secretary of the defendant company, pro- 
duced the Board of Trade report, which he said he received last 
week. The report was sent in July last year, with a request 
for observations thereon. The letter of March was the first 
authorising him to publish the report. 

Iu oross-examinat ion, MR. SHORT said they looked upon the 
auditor's report as a confidential document. 

Мв. BURTON said the company’s view coincided with what they 
had heard from the Board of Trade. This was a Board of Trade 
document, and was in the nature of & confidential document and 
could not be published without the authority of the Board. It 
was, therefore, necessary that the permission of the Board of Trade 
be obtained before the compsuy could publish the whole or any 
part of the report. The company did not get that direction until 
а week sgo—or after the summons was issued. Tha delay was 
due probably to the war. At August 23rd the matter was sud 


judice, and it would have been highly improper for them to have 


supplied Mr. Gemmell with a copy of the report. 
The CHAIRMAN (Sir Joseph Baxter Ellis) said that the Benoh 


' were of opinion that the company had not discharged the whole of 


their statutory obligations. They thought, however, that there had 
been many difficulties to deal with, and under the circumstances 
the magistrates considered the case would be met hy dismiseing 
the summons on the payment of coats, 


City OF LONDON ELECTRIC LIGHTING Co., LTD., v. BENNETT. 


In the City of London Court on Tuesday, before his Honour Jadge 
Rantoul, К.С, this case was heard, in which the plaintiff company 
sought to have the defendant, Mr. E. G. Bennett, Ludgate Arcade, 
committed for the non-payment of £7 78, Id. for electric current 
supplied. 

DEFENDANT ssid he did not think the plaintiffs were going to 
press for his committal as they were doing, or he would never have 
used their electric supply. He had lost his all, and after trading 
for 47 years he thought it rather hard that he should be sent to 
prison because he could not pay his electric lighting account. 

JUDGE RENTOUL ordered payment of 28. 6d. per month. 


— 


R. L. Jones & Co., +. ORPHEUM, LTD. 


JUDGMENT in this case, which was partly reported in our last 
issue, was given on Tuesday. We shall report the proceedings in 
our next issue, but may state that judgment was given for the 
plaintiffs for £136 lle. 10d., the £96 118. 10d. paid into Court 
under Order 14 to be paid out in part satisfaction of the 
judgment, 
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HERBERT MORRIS, LTD, v. SAXELBY. 


THIS case came before the Master of the Rolls, Lord Justice 
Phillimore, and Mr. Jostioe Joy ce, upon the appeal of the plaintiff 
company, who are manufacturers of pulley blocks, overhead 
runwsys, electric overhead runways, &o., at Loughborough, from 
а judgment of Mr. Justice Sargant, in the Chancery Division. The 
facts were reported in our isstie of November 6tb, 1914, page 618. 

Sir R. Finlay, K.C., Mr. A. J. Walter, K.C., and Mr. Kerly, K. O., 
appeared in support of the appeal; and Mr. Mark Romer, K.O., 
and Mr. Sheldon for the respondent. 


Siz В. FINLAY contended that, in the circumstances, having 


regard to the nature of the plaintiffs business, the covenant in 
question was not too wide for the plaintiffs’ protection, and could 
not, and ought not, to be construed as in restraint of trade. 

Mr, RoMER contended that the decision of Mr. Justice Sargant 
was right, and that the covenant was too wide, and therefore 
invalid. He agreed that, speaking generally, every employer was 
entitled to have a covenant which would prevent his employé 
disclosing trade secrets, with proper limitations of time and space; 
but he submitted an employer was not entitled to a covenant 
which would prevent the employé from using the skill and business 
training which he had gathered in the course of his employment. 

At the conclusion of the arguments of counsel, their Lordships 
reserved jadgment. 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Country House Lighting Sets. 

The generating plant illustrated in fig. 1 comprises a Vickers 
6-xw. 800-B.P.M. 100-148-volt, 59-41-ampere dynamo, coupled up 
to & 10-H.P. Belliss engine, installed at Ampton Hall, and used for 
lighting and power purposes. Current is supplied for 250 lights 
in the residence, ranging from 10 С.Р, to 50 C. P., the storage battery 
being of 300 ampere-hours capacity. 

On the power side current is taken by a Vickers 2-H.P. motor to 
drive a pump in connection with the house water supply, and in 
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Fie. 1.—VICKERS-BELLISS COUNTRY HOUSE LIGHTING SBT. 


the garage repair works a Vickers 2-H.P. motor is installed for 
driving, by means of shafting, a number of machines, including a 
lathe, grinder, &o. | | І 

The entire installation work was carried out by Мкзавѕ, Many, 


EGERTON & Oo. Ілтр., under the supervision of Mr. W. C. 


Hawtayne. | | 
Anti-Aircraft Searchlight. 
Amongst other ty pes of searchlights, the LONDON ELECTRIC FIRM, 
of George Street, Croydon, are at present turning out а new 
pattern for. anti-aircraft and similar purposes, arranged to 


work at an elevation of as much as 90° (fig. 2). The machine is 
24 in. in diameter with silvered parabolic mirrors; and revolves on 
ball bearings, a geared quadrant with a brake being provided for 
elevation; and the design eliminates the twisting of the conneot- 
ing cables. The machines are arranged to work through resist- 
ances on 80 volte or higher pressures. The new lamp has the 


Fic. 2.—ANTI-AIBCRAFT PROJECTOR, 


feature of combined auto ánd hani feed, allowing of adjustment 
of the carbons whilst still working automatio without any change- 
over whatever. j P | 


New Pattern ** Tucker? Ironelad Switches. 


Мкзввв. J. Н. TUCKER & Co., of Birmingham, have recently 
placed on the market a new pattern of ironclad switch intended 
primarily for oonditions where a first-class job is necessary, and 
price is a vital question. | 

A usual feature in low-priced ironclad switches hitherto has 
been the “slot” in the centre of cover. The disadvantages of 
such "alot" are obvious, not the least being the difficulty of 
“earthing” the handle. A strong feature in favour of the 
slotted’ cover switch has been ite price, that of the solid cover 
" side handle " type being generally prohibitive in comparison. 
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Еа. 3.—TUCKER IROXCLAD SWITCH, 


Ia the new line Mesare. Tucker are combining advantages of both 
these patterns by (a) doing away with the slot in the oover, 
which is solid ; the D.P. have “ side," the Т.Р. “ Stirrup " handles ; 
(5) the handle is in permanent and certain contact with the сазе 
for “earthing " purposes; and (c) they are making arrangements 
for the production of these switehes in large quantities, во that 
they will cost no more than the “slotted” cover type, which they 
will displace. a Po ELS S 

Each pole is mounted өл a separate vitreous china base; the cover 
is “ interlocked with the handle, and the position of the switch 
is indicated оп the over. Du IET RALIS s 


“ode ~ 


392 


THE ELECTRICAL REVIEW. vol. 76. No. 1,947, Manon 19, 1915. 


In accordance with their standard practive every switch case is 
fitted with substantial earthing terminal, and enamelled and 


FIG. 4.—INTERIOR OF TUCKER IRONCLAD SWITCH. 


" stoved " to а hard high-class finish. The 30 and 50-ampere sizes 
in both D.P. and T.P. types are now available. 


Rallway Construetion Lighting Plant. 


Electric light played an important part in the construction of 
the Prieska-Upington Railway, in South Africa, 142 miles of track 
being laid in record time, and at the average rate of 21 miles per 
day. The maximum mileage completed in апу one day was 3} 
miles. After the work was properly set going, it was carried on 
day and night, an up-to-date electric light generating plant (see 
illustration) enabling operations to proceed after sundown, The 


Eler kei 


Ега. 5.—ELECTRIC LIGHTING PLANT FOR URGENT RAILWAY CO: STRUCTION. 


speedy construction of the line was considered necersary in order to 
facilitate the movement of troops towards the German South- 
West border, and to admit of asistance being rendered in the 
field with the greater promptitude which rail communication 
would afford. The line was built departmentally by the South 
African Railway Administration, under the supervision of Mr. 
N. K. Prettejohn, resident engineer. 


BUSINESS NOTES. 


Consular Notes, —CANADA.—The American Consul 
at Cornwall (Canada), in a recent report, states that the 45-mile 
transmission cable to carry 85,000 H.P. of electrical energy from 
Cedar Rapids iu the St. Lawrence River past Cornwall to Massena 
(U.S.A.) is now in operation. Daring the first week of January 
of this year the current was flashed for the first time along the 
entire length of the cables. There are six of these cables (two 
circuits) each cable being aluminium one inch in diameter on a 
steel core, It is stated that the additional electric power is being 
used by the aluminium plaut at Massena to operate a large increase 
recently made in this plant in building and equipment, Someof the 
power is serving for the reduotion of the ore in the pot-room of 
the aluminium works. Cornwall's industries can have the 
privilege of tapping this transmission line of electric power at a 


reasonable rate. It is said, however, that it would be necessary 
to erect a sub-station at Cornwall, costing at least £10,000, before 
such tapping could be effected. | 

CHINA.—Aocoording to the American Consul at Chungking, 
there are great potential possibilities for electrical development in 
Szechuan Province; many of its cities have excellent water powers 
close at hand,the cost of kerosine and other illuminants is very high, 
and in numbers its population exceeds that of any other Province. 


‘Szechuan is also very wealthy, and sooner or later there is sure to 


be an era of vast commercial development. Large industrial pro- 
jeots are under consideration, and electrical equipment of all kinds 
will some day enjoy a very large sale. Owing to the unsettled 
conditions in Ohina and the war in Europe the trade of the 
province is at present becoming very slack ; adverse exchange and 
increased prices of foreign articles have caused imports to dwindle. 
Chinese capitalists, too, have grown timid and hesitate to invest 
in industrial undertakings. A few yeara ago the installation of an 
electric light plant in the city of Tzechow seemed assured ; part of 
the capital had been subscribed, and negotiations had been opened 
for the appointment of an American electrical engineer. The Revolu- 
tion in 1911, and the local insurrection of 1913, however, caused those 
interested to abandon the idea. Recently ап influential resident 
of Tzechow, when requested to give hia opinion +з to the present 
and future demand for machinery, stated that at present there was 
no demand, but there was talk of electrico light planta for the city 
and pumps for the coal mines. The promoters of these schemes 
do not seem to have got beyond the talk stage, but the situation 
at Tz:chow is more encouraging than in other parts of the Pro- 
vince. What the Chinese need most at the present time is money. 
There are many industrial enterprises which would prove highly 
profitable, but there is no way to finance them. The Chinese are 
anxious to develop the country, and many towns would install 
telephones and electric lighting plants if sufficient money could be 
obtained. The sale of electrical machinery should, in many cases, 
be accompanied by a loan, and the companies which adopt this 
method will very likely secure the bulk of the trade. There is а 
possible market in the Province for the sale of small lighting 
plauts for theatres and other large buildings. Many private ueers 
of current бод it advantageous to maintain their ownllighting sets; 
the American Methodist Mission in Chungking has done this 
successfully for several years, and the Canadian Methodist Missicn 
at Chengtu is negotiating for a private plant. 

Ia a report jast issued, the American Consul at Shanghai states 
that at the present time there is practically no bydro-electric power 
development in China, Such 
electrical plants as have been 
installed in the country are 
driven almost entirely Бу 
steam. The immense delta 
plains of the Yangtze and 
Yellow Rivers are not, in a 
general sense, suitable for 
hydro-electric plante, but in 
Fukien, Yunnan, and parts of 
Shantung Provinces, as well 
as the Yangtze gorges, power 
stations of this type may 
ultimately be installed. While 
it may be stated broadly that 
no hydro-electrio plante are 
in operation in China, stations 
for supplying current to the 
citiesof Yunnanfor andChang- 
tu have been partially arranged 
for through negotiations taken 
up by Germans with the 
Chinese Government.  In- 
quiries made through German 
sources, however, fail to dis- 
close any pertinent details 


„regarding this undertaking. In other instances, native Chinese 


companies in connection with Chinese Chambers of Commerce 
have agitated for the development of waterpowers, and have 
endeavoured to arrange with the Chinese provincial authoritics 
for permission to build such plants. Аз a general rule, however, 
the Chinese have not been snocessfal in organising companies 
with such a degree of financial backing and standing as wculd 
warrant provincial or central governmental support, which 
support in time would enable foreign engineering firms to enter 
into contracta for supplying materials and installing plante. 

INDIA.—Ia a recent report the American Consul at Ringoon 
states that electrical development in Burma is in its infancy. 
Oatside of Rangoon and Mandalay there are no electric plants, 
except a small lighting set in the oil fields at Yenangyoung 
operated by the Burma Oil Сә. There are practically no privately 
owned isolated plants in Burms, due probably to the high cost of 
erection and the very small population able to afford electric light 
and power. At present kerosene is the almost univereal medium 
of lighting, the poorer natives using Burma oil and the European 
and wealthy natives American kerosene. While there is no doubt 
that eventually electrical plants will be erected in the more 
important towns of Burma little development can be expected in 
the present distressed condition of trade. : 

The only electrical plant in Rangoon is operated by the Rangoon 
Electric Tramways and Supply Co., which has 3,000 residence con- 
nections, Its rates are 7d. per British Board of Trade unit for 
lighting, 6d. per unit for combined lighting and power for fens, 
and 3jd. per unit for power. To Government railways and other 
large consumers special rates are given, which average 3d. per 
unit, This company also deals in electrical supplies of all kinds. 
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The Burma Electric Tramways and Lighting Co., Mandalay, has 
150 residence connections; rates for lighting are 8d. for the first 
30 unite per month, and 7d. for the next 170 units. Electric fans, 
both ceiling and wall, are coming into more general use, and are 
replacing the hand-operated Indian punkahs. Nearly all offices in 
Rangoon are now equipped with electric fans; also clubs, places of 
amusement. churches, and the residences of the European com- 
munity. Practically the only competitor of the United States in 
this market, in the sale of electrical supplies, isGreat Britain, which 
furnishes four times as much as does America. It is suggested 


that American manufacturers should be able to supply large 


quantities of lamps, cooking and heating apparatus, torches, 
motors, generators, &>. 

SIAM.—The American Vice-Consul at Bangkok reports that the 
Siam Electricity Co., Ltd., had until recently the only light and 
power plant in Siam, and for 1913 showed gross earnings of 
about £100,000. The Bingkok municipal power station began 
operation in the early part of 1914. Both of these stations use 


three-phase 50-cycle current. The telegraph and telephone systems · 


are operated by the Government, . 

" Electrical materials and apparatus are not manufactured in 
Siam, hence materials for renewals and extensions of all electrical 
enterprises, electric street railway equipment, lighting fixtures, 
telephone apparatus, cables, insulators, electric motors, fans, 
batteries, bells, cooking utensils, sadirons, and a variety of similar 
goode, should be in demand. The possibilities of extending 
American trade in electrical materials and apparatus might be 
enhanced by arranging for an ewhibit of such goods in Bangkok ; 
also by American firms entering into oorrespondence with local 


consumers as to their requirements, by submitting price lista, and 


by appointing local agents. Agents should be supplied with 

samples of materials and prices for supplies needed by the Govern- 

ment telegraphs, telephones, and power station, as all such goods 

are bought through publio tenders, and the time allowed is fre- 

pa = sufficient to permit bids to be submitted from American 
rms э | 


Bankruptey Proceedings,—Stuart ALFRED CURZON’ 
described as an electrical and motor engineer, of 175-6, 
Piccadilly, W.. and late of Victoria Street, Westminster, 8.W.— 
The first meeting of creditors was held on March 9th, at the 
London Bankruptey Court, under a receiving order. Mr. E. 
Leadam Hough, senior Official Receiver, reported that it appeared 
from the debtor's statements that he commenced business in 
August, 1912, and had the sole right to sell the obsolete motor 
vehicles of the London General Omnibus Oo., L'd. He sold 
that businessin August, 1914, to the General Omnibus Supply, Ltd., 
which he had assisted to promote in April, 1912, and which was a 
syndicate to promote motor-omnibus companies. It had a nominal 
capital of 210.000, subsequently increased to £55,000. The 
syndicate promoted Greater Omnibus Services, Ltd.. with a nominal 
capital of £100,000, and the debtor became joint managing 
director at a salary of £750 рэг annum. In May, 1914, that 
Company was amslgamated with the London Premier Omnibus Co., 
RR and the debtor held a similar position in that oompany. In 

L] 
Motor Services of Ruseia, Ltd., which was formed to take up what 
was represented to be the sole oonoession for the running of 
omnibuses in the Crimea. He put between £3,000 and £4,000 of 
his own money into the company, and became managing director. 
He went to Russia to look into the matter, and found that the 
concession possessed no value, and that a considerable amount of 
debta had been incurred there by the company. In consequence of 
that information he dropped the whole bnsinese, and the comp wy 
had now ceased to exist. In May, 1914, the debtor promoted 
Stuart A. Curzon (Russia), Ltd., with a nominal capital of £50,000 
to take up the running of motor-omnibuses in the Crimes in con- 
tinuation of the work done by the General Motor Services of 
Russia, Ltd., but, owing to the war, things were at a standstill. 
It was his intention, however, as soon as the war was over, to 
carry the business through. A statement of affairs had been 
lodged showing liabilities £8,600 against assets valued at 810,065. 
The debtor, therefore did not admit insolvency, and he attributed 
his present position to the war, in conseqnenoe of which his 
Russian operations came to an end, and his English business had 
practically oeased. The failure was further explained by the 
debtor's inability to recover moneys due to him. In the absence 
of any offer, Mr. R F. W. Fincham, obartered accountant (Fincham, 
Partridge & Co.), was elected trustee to wind up the estate in 
bankruptov, assisted. by a committee of inspection. 

J. G. M. HILTON, electrical engineer, Birmingham.—A second 
and final dividend of 2а. 211. in the £ was payable of March 3rd at 
the Official Receiver's office, 191, Corporation Street, Birmingham. 

JAMES WILLIAM & ToM WHITAKER TATTERSALL, trading as 
" Tatterenll £ Tattersall,” electrical engineers, 9, Regent Street, 
W., and Kimberley Road, Willesden Lane, N.W.—A sitting of the 
London Bankruptcy Court was held on Tuesday, before Mr. 
Regiatrar Linklater, for this public examination. The statement 
of affaire showed liabilities £3,760, and assets valued at £481. In 
the courre of their evidence the debtors stated that in August, 
1912, with about £150 capital, equally gubecribed, they commenced 
trading in partnership as motor engineers at 9, Regent Street, 
their business consisting of the purchase and sale of carburetters. 
They invented a patent electric lighting and starting equipment for 
motora cars, and took out patents in Great Britain, France, and Italy. 
The premises at Kimberley Road were taken in November, 1913, for 
the purpose of manufacturing the electric starters, and, according to 
their calculations, they were going to make a profit of £10,000 per 
annum. Their output before the war was about 40 а month, but 

since August the trading had practically ceased. At the commence- 


1913, the debtor became interested in the General 


ment of the war they placed their position before their principal 
creditors, who stated that they would not require payment of their 
accounts for six months, and in some cases advanced moneys for 
the payment of wages. In January last they again consulted their 
principal creditors with a view to appointing a trustee, but, the 
negotiations falling through, they filed their petition in Febraary. 
The debtors attributed their failure and insolvency entirely to the 
war. The examination was concluded. І 

Сково=к Јонх Том JELLEY PanrITT, ll, Priory Road, 
Keynsham, consulting electrical engineer.—A meeting of creditors 
was held at Bristol on 10th inet. The statement, according to the 
Western Daily Press, showed liabilities £4,482, of which £2,026 
will prove for dividend. The assets included 50 £1 ordinary 
shares in the Revenge Syndicate, 250 £1 ordinary shares, Bristol 
International Exhibition, Ltd., £710 in debentures of that under- 
taking, and 1,000 preference and ordinary shares in the Keynsham 
Electric Light and Power Co., Ltd. The causes of failure were 
stated to be losses for goods supplied to and through guarantees 
given for the Bristol International Exhibition, Ltd., which went 
into liquidation, and loes of business caused by the war. The 
Official Receiver said he did not see any likelihood of getting a 
dividend for the creditors. The Official Receiver remains trustee. 


Private Arrangements.—A. J. GAdR & P. V. FRIGHT 
(trading as Pattersons), electrical engineers, 26, Hawley Street, 
Margate.—The oreditors interested herein were called together on 
11th inst. at Margate, when a statement of affairs was presented 
which had been prepared by Mr. J. W. Scarlett, accountant, show- 
ing the position as at March 4th last, The statement showed 
liabilities of £411, of which £218 was due to trade creditors, and 
£193 to a cash oreditor, The assets were estimated to realise £210, 
from which had to be deducted £16 for preferential claims, leaving 
net assets of £195, or a deficiency of £216. In answer to questions 
it was stated that there was no surplns arising from the private 
estates of the partners. The cash creditor shown on the statement 
was Mrs. Fright. After a short discussion it was decided to con- 
firm the deed of assignment already executed to Mr. Scarlett, under 
whioh it was stated that the estate would be realised. The follow- 
ing are creditors :— 

Veritys, ГМ... u a £55 
Sanitas Electric Со. 0 ві "n " Sá = 15 
Metallic Seamless Tube Co. is vs ix Vs «6 50 
Fright, Mrs. .. i ah " oe a bà .. 198 

Catalogues and Lists.—Mxssms. L. ANDREW & Co., 
3, Whitworth Street West, Deangate, Menchester.—Wholesale 
price lesflet of india- rubber gloves and gauntlets. 

Мв. CHas. Н. BLUME, White Buildings, Fitzalan Square, 
Sheffield.—Descriptive leaflet concerning " Radiolac" heat-radiat- 
ing iusulating enamel, a heavier-bodied medium than the usual 
insulating varnishes, for the impregnation of electrical windings 
and similar purposes. Radiolao is being manufactured at the 
firm's works at Mitcham, Surrey. "E. 
` Messrs. BELCO, LTD., Windsor House, Kingsway, London, W.C. 
Illustrated prieed leaflets relating to “one part holders, 
“Dim-a-lite” turn-down switches, weatherproof ''Half-watt 
lanterns, and semi-indireot lighting fittings for one-watt and half- 
watt lampe. 

Messrs, MABPLES & LEACH, 26-30, Artillery Lane, London, 
E.0.—March stock list of new K. & M. type С.С. and А.С. motors, a 
considerable number of which, ranging from 1 Н.Р, to 80 H.P., are 
held in stock, or on order for stock, Copies of the firm's monthly 
stock lists will be sent to any address regularly on application. 

Messes. DAVID Brown & BONS (HUDDERSFIELD), LTD., 
Hudderefield.—136-page illustrated catalogue, giving very exhaus- 
tive information respecting their double helical gear and its 
application as a speed reducer. The D B.S. process and the manu- 
facture of the gearing are described in detail, and many pages are 
occupied with useful engineering tables and formule. 

THE GENERAL ELECTBIO Co., LTD., 67, Queen Victoria Street, 
Е C., have issued their Osram lamp semaphore code advertisement, 
which in our last issue and attracted a good deal of atten- 
tion, in the form of а postcard. Numbers of these can be obtained 
over-printed with the names and addresses of electrical contractors, 
dealers, and others interested in the sale of the lamps, by making 
immediate application. The reverse side of the postcard is an 
order form. The advertisement forms a novel and ingenious piece 
of electrical publicity work, and should be very telling. 

Мв. O. N. Brok, 11, Queen Victoria Street, London, RE C.— 
Folder illustrating the “Simpl.” boring tools made by the Allen 
and Curtiss Co., of America. 

IxDTA-RUBRER, GuTTA-PEROHA AND TELEGRAPH WORKS CO. 
LTD., Silvertown, E.—82-page illustrated catalogue (No. 37), giving 
general specification and conveniently-arranged tables of weights, 
dimensions, prices and code-words relating to Silvertown dynamos 
from 75 watta to 66 Kw., and motors from ‘22 B.H.P. up to 
90 H.P. 

Advances in Prices.—THE ELECTRIC AND ORDNANCE 
ACCESSORIES Co., LTD., announce that, owing to the present situa- 
tion, and the consequent increase in cost of raw materials and 
labour, it has been found necessary to advance their prices for 
motore and dynamos by 6 per cent. Outstanding. quotations are 
subject to immediate acceptance, and the company cannot, in any 
case, accept orders at the old prices exoept where such are based on 
quotations made within а period not exceeding 30 days prior to the 
placing of the order 

TRE INDIA-RUBBER, GUTTA-PERCHA AND TELEGRAPH WORKS 
Co., LTD., of Silvertown, E., announce that in consequence of the 
increased cost of manufacture, due to the prevailing conditions, 
they are compelled to advance their prices of rubber-insulated 
cables, wires, and flexible cords by 5 per cent., 18 Jien -Merch 156 
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. Book Notices. — Business Prospects in Russia. By A. T. 
Stewart. London: Francis Hodgson. 4d. net.— The author of 
this pamphlet, acoording to the preface, was in Russia last year, 
and while he somewhat discounts the value of his views and 
figures, he advances them in the hope that they may pave the way 
for fuller and independent investigation by the reader. The 
trading power of Ruasia, the effects of the war upon Russian 
‘imports and exports, the controlling influence of German enter- 
ise and German capital, are considered, and statistics are given. 
he author holds that numerous opportunities for British trade 
have been lost by reason of our unscientific organisation and 
apathy, but considers it inopportune to harp upon that subject, and 
proceeds to discuss the difficult question What is to be done? 
He urges British manufactarers not to wait, but to strike at once. 
After seven or eight months’ war, he says that numerous pre- 
liminaries and investigations should be made now. That is what 
we said many months ago. Surely it is rather late in the day to 
give such advice. The writer, apparently against his will, is led 
into considering defects in our own trade policy in comparison 
with German, and he goes on to write of the need of direct trading 
by means of proper and effective direct representation, and the 
-necessity for oo-operative action amongst our manufacturers. A 
. great variety of other pointe are touched upon, but all with great 
brevity, such as the need for revising our oredit system, the 
question of trading licences, joint stock companies, the importance 
of Russian fairs, the defects in our Consular service (in Petrograd, 
he says, we had a Consular staff of four at the outbreak of war, 
costing £1,820 per annum, and Germany had a etaff of 17, costing 
610,000). There is a brief chapter on engineering trade, and the 
: well-organised German competition in tbe electrical branch is 
passingly referred to. The writer saya that we must send out 
energetio men to advertise and create a demand for our products, 
and ssmples and models must be exhibited, and catalogues pre- 
pared in the language, опг гепсу, and measurements of Russis. 

„The Theory of Alternating Currents.” Vol. I. By A. Russell. 
London: Cambridge University Press, Price 15s. net. 

“ Norgé Vinterbilleder is the name of а book of large collotype 
views of Norway in winter, which we have received from Megers. 
James MoMillan & Co., London. An article by Robert Millar, in 
four languages, describes the attractions of Norway as a winter 

. holiday ground, and the beautiful illustrations bear out his claims, 
_At another time, and under different circumstances, the delights 
of Norway might well entice one northwards, but during the war 
the face of every British sportsman will be turned to the east, 
and the pursuit of pleasure will be unthinkable. 


Journal of the Institution of Electrical Engineers.” Vol. LIII. ` 


No. 214, March 15th, 1915. Price 33. 6d. This issue contains 
papers on Electricity Applied to Mining," by C. P. Sparks; 
and ‘Polyphase Commutator Machines and their Application," 
by N. Shuttleworth. 


Russian Electrical Trade.—M. A. A. Kuznetzoff, 
Professor of the Electrotechnical Institute, has made а report on the 
relation of the tariffs on raw and finished products of the industry. 
He shows, with the aid of statistics, that at present the imports of 
finished electrotechnical goods are leas than thore made in the 
country, particularly in connection with apparatus and accessories 
required for telegraphs and telephones. This is explained by the 
tariffs being higher for finished goods than for the raw materiale. 
He says that the famous Russian Siemens & Haleke Oo., founded 
with German ospital, and managed by Germans, being hitherto 
without competitors in Russia, made Morse telegraphio apparatus 
at £69 each, whereas now this apparatus can be had from Russian 
factories at £13. This is how the Germans made money out of the 
Rassian Government. The position with regard to the production 
of dynamos, motors, measuring apparatus and electric lamps, hae 
become very unsatisfactory, but it is expected that it will soon 
improve, and that Russia not long hence will not require to import 
these goods from the "cultured " Germans. He ss ys, further, that 
itis not enough to raise the tariffs in order to ensure the develop- 
ment of the electrotechnical industry in Russia; it must be carried 
on with Russian money, and by Russians. Further facilities for 
credit must be given, and geological research must be stimulated 
for the discovery of such necessary metals as tungsten and 
thorium. He observes that in Russia, in Transbaikal, there are 
deposits of thorium, and in Eastern Siberia of wolfram, but neither 
is exploited. Both metals were imported from Garmany. 


Aluminium Production in France,—The municipal 
authorities of Marseilles have placed under sequestration the 
Bauxites Co., whose headquarters are in that city, and whose 
capital amounts to several millions of francs, At the end of June 
last this company was French, but about that period it became 
German, following on the acquisition of the whole of its shares by 
the Aluminium Co., of Neuhausen, Westphalia, 


Trade Announcements,—MeEssrs. CLOUGH, SMITH 
AND Co., LTD, have taken over new premises at Regent House, 
Kingsway, W. C, to which address all communications should be 
sent on and after the 21:h inst. Telegraphic address: Ciufmit 
Westcent London; telephone number, Gerrard 3288 " 

It is announced that as Mr. Fisher ia serving in Н.М. Forces, the 
business of Messrs. FISHER X HANN, electricians, of Egerton Road 
and 23, St. L2onards Road, D :xhill-on-Sea, is being closed. 


Army Contracts Department.—The address of the 
Director of Army Contrasts has bean changed to Imperial Houss, 
Tothill Street, Westminster. Farther particulara are given in our 
advertisement pages, 


Dissolutions and Liqnidations,—ScHLEYDER’s Ecox- 
oMIc STEAM FURNACE (CONTINENTAL), LTD.—A meeting will be 
held at 33, Oraven House, Kingaway, W.C., on April 20th, to hear 
an account of the winding up from the liquidator, Mr. R. W. 
Ednie. 

PowERS & DRAYCOTT, ironmongers, cycle dealers and electrical 
engineers, Bedwell Lane, Four Oaks, Sutton Coldfleld.— Mes rs. 
F. H. Powers and C. R. L. Drayoott have dissolved partnership. Mr. 
Powers will attend to debts, . 


Electric Meters in Russia.— The principal types of 
electrical meters approved by the Russian Office of Weights and 
Measures are of German produotion. There is, however, no 
particular shortage of these, aa, according to a correspondent, there 
has been a large decline in the number of users of current. An 
effort is to be made to induce the Office of Weights and Measures 
to approve metera made in the countries of friendly and neutral 
Powers, such as Switz»rland, Franoe, England, &o. 


LIGHTING and POWER NOTES. 


Australia.—The Cooma (N.S.W.) Municipal Council 


has decided to engage an expert to report upon electric lighting 
schemes for the municipality. 


Aylesbury.—Moror SuPPLYy.—The U. D. C. has informed 
the British Thomson-Houston Co. that it is willing to recommend 
the company's motors to intending hirers aud purchasers on terms 
contained in the tender, and to find accommodation at the works 
for & supply of motors for exhibition purposes on the company's 
responsibility. Аа estimate is to bə prepared for installing the 
E.L. at the Town Hall. 


Ballymena.— WORKHOUSE LIGHTING, &c.— The L. G. B. 
has sanctioned a loan of £3,300 for the purposes of heating and 
lighting the workhouse by electricity. s 


Barnsley.—RestricteD Ілонтіхо. — The Electricity 
Committee has made arrangement for restricting the public light- 
ing, in order to comply with the regulations of the military 
authorities. 


Bath.—The Electric Lighting Committee has decided 
to make application to the T.C. for £2,000 in respect of an expeoted 
daficit in the financial year 1914-15, 


Bingley.—Proposep Loasn.—The U. D. C. proposes to 
apply to the L.G.B. for sanotion to borrow £1,000 for electricity 
purposes. 

Blackburn.— NEW POWER STATION.—The new Govern- 
ment order discouraging local loans until the close of the war will, 
for the time being, put an end to the proposal to begin the erection 
of new electricity works at Whitebirk. 


Bristol.—RESTRICTED LIGHTING.—The Т.С. has been 
informed that a further reduction of street lighting is necessary ; 
lights on the water front are to be masked, and all lights not 
extinguished must be darkened at the top and upper portion of 
the globe; sky signs, facias and outside lighting must be dis- 
continued, 


Broadstairs,—PvnLic LiguTING.—The Isle of Thanet 
Tramway and Lighting Co. has offered to light the streets in which 
its cables are laid, at £2 178. 63. per lamp per annum on a five 
years’ contract. The capital cost of providing 170 standards, based 
on present prices, would be £637 102. The U.D.C. hes referred 
the matter to the Lighting Committee for consideration. 


Buckhurst Hill (Essex). — Prov. ORDER. — The 
U.D.C. has decided to consent to the application of the County of 
London Electric Supply Co. for a prov. order for eleotrio supply for 
the district. 


Burnley.—Repvucep Discounts.—In consequence of 
the condition of the town’s finances the rate of discount to eleo- 
tricity consumers is to be reduced from 10 to 5 per cent. 


Canada.—The East End power station now being built 
by the Dominion Power and Tranemission Co., of Hamilton, is 
situated on the Lake Oatario water-front at the extreme north- 
east end of the city of Hamilton. The company's present principal 
eource of power is the hydro-electrio generating plant at Power 
Glen, near St. Catharines, and about 35 miles distant from Hamil- 
ton. At this development there is a head of 265 ft., the water 
used coming from Lake Erie, vid the Welland Canal. Power ів 
supplied to subsidiary companies in Welland, St. Catharines, 
Thorold, Port Colborne, Grimsby, Dandas, Brantford, Oakville and 
Hamilton districts, but by far the largest portion goes to the city 
of Hamilton. Three separate transmission lines, at 45,000 volta, 
connect the Power Glen plant with the main switching station at 
Bartonville. The new steam plant will be free from the ice 
troubles to which all hydro-electric plants аге subj ct in cold 
weather. The plant has been designed fora capacity of 75 000 
K. v. A. The turbine-generator units are each of 12,500 k. v. A. 
capacity, operating at 6.600 volts, three-phase, 664 cycles, 2,000 
Е P.M., aud are of the Westinghouse-Parsons-Curtis type, equipped 
with surface condensers and L3 Blanc air pumpa.—Cunudian 
Engineer, 


Vol 76. No. 1,947, МАвон 19, 1915.] 


THE ELECTRICAL REVIEW. 


395 


Belfast.—The Harbour Trust reporte that during the 
year a 120-ton electrio derrick crane has been installed at the 
ае д wharf, also four 5-ton electric gantry oranes for the 

8. : 


British East Africa.—The increased and urgent demand 
for electricity has caused the Nairobi Eleotrio Power and Lighting 
Co. to temporarily suspend the street lighting ; a new generator is 
on order, and expected to be available in two months’ time. 


chatham.— INcnEAsED Tarirr.—In consequence of the 
great increase in the cost of ооа] and other materials, the Kent 
Electrio Power Co. announces that from April Ist the price of 
current will be increased by 20 per cent. j 


Colwyn Bay.—L.G.B. INQUIRY.—An inquiry was held 
last week on the application of the U.D.C. to borrow £35,000 for 
the erection of a refuse destructor and generating station adjoining 
the L. & N.W. Railway at Bronyant. There was no opposition. 


Dublin.—INCREASED Tagirrs.—The City Electricity 
Committee having been reassured on the matter of coal supply, 
proposes to abandon the suggested increase in charges of 1d. and 
id. per unit, and to revert to the original proposal of an increase 
of 4d. and 12. for lighting and power respectively. 


Ealing,—Evectric VEHICLE TaRirF.—The Electricity 
Committee has fixed the following tariff for the charging of eleo- 
trical vehicles at the electricity works :—14d. per unit plus 28. 6d. 
for each connected for an off-peak supply. : 


Edinburgh.— Owing to the increasing demand for. 


electric light, the Electricity Committee recommends the Т.О, to 
proceed with the necessary extensions of supply mains to Juniper 
Green, Corstorphine and Liberton, 


Epsom.— The electrical engineer's statement for the past 
quarter shows decreases, as compared with the corresponding period 
last year, of 41,489 unite in the quantity generated, 12,700 units in 

the quantity sold for publio lighting, and 34,934 in the quantity 
sold for private lighting, while the unite used on works show an 
increase of 3,620. 


Glasgow.— The B. of T. has consented to the construc- 
tion of condensing water inlets, KO., in the River Ciyde, near 
Dalmarnock Bridge, at the new generating station. In connection 
with the new works it is recommended that during the next two 
years Mr. Lackie should be authorised to obtain advice from a 
consulting electrical engineer regarding the installation of 
machinery and plant to be put down in the new station. 


Holme (Yorks.).—E.L. ScHEME.—AÀ canvass of the 
village is to be made on the proposed supply of electricity, the 
scheme being to utilise an old water mill, 


Huntingdon.—Rervse DresTRUCTOB.— The T.C. has 
instructed the borough surveyor to inspect a refuse destructor in 
another town of similar size, with & view to one being installed. 


Itchin.—PROV. OBDER.— The Southampton T.C. has 
informed the U.D.O. that it has applied to the В, of T. to dispense 
with the Council's consent to an application for & prov. order 


for E.L. 
Ringstown.—E.L. ScHEME.—The U.D.C. has now 


decided to formulate an electric lighting scheme, and application 
{в to be made to the L.G.B. for a loan for this purpose. 


Kingston.— PRICE INOREASE.— The T.C. has decided, 
on the recommendation of the Lighting Committee, to make an all- 
round increase in the charges for lighting of 10 per cent., as 
expressed in fractions of s penny, except as regards special agree- 
ments, which will be dealt with as they ire. The chairman 
of the Lighting Committee stated that it would be better to wait 
until the Diesel oil engines had been working for a year, before 
forming any opinion as to their suitability. It would then be for 
the Council to come to some decision as to continuing the works or 
instituting a different system. If at the end of the year the 
balance-sheet was unsatisfactory, it would, no doubt, be possible to 
get someone to take the undertaking off the Council's hande. 


Leicester.—YraAn's WoRKING.—The accounts of the 
electricity department for the pest year showed that the excess of 
receipte over working expenses was £22,7]2, and after paying 
interest and sinking fund charges there was a net surplus of 
£7,643, which is to be carried to the district fund for the relief of 
the rates. | 

Leigh.— PLANT  ExTENSIONS.—The proposal of the 
Electricity Committee to duplicate certaia plant at an estimated 
cost of £10,000 has been referred back by the Т.О, for further 
consideration. 

The T.C. has decided that from April 1st electricity for lighting 
places of amusement be charged for at the flat rate of 34d. per 
unit; and for power purposes and outside lighting 24d. per unit ; 
to shopkeepers, outeide lighting, 24d. per unit, these charges to be 
subject to discount. 


London.—Hackney.—The T.C. has decided to adopt 
the recommendations of the Sub-Committee that the annual stock 
taking at the electricity works be carried out by independent stock 
takerr, so that in future the accounts of the undertaking may be 
presented before the summer recess; also that professional 
accountants shall be engaged to conduct each year a commercial 
audit of the acoounts of the electricity department, 


BERMONDSEY.—The Electricity and Street Lighting Committee 
reporta that it has been necessary to shut down the No. 2 con- 
denser (the first evaporative condenser) for & short time as there 
was a leak in the exhaust pipe running between the ooils of the 
condenser. The exhaust pipe, the Committee states, is made of 
l-in. plate mild steel, and is being continually corroded away. 
Another leak developed on the Ist inet. In the latest evaporative 
condenser the exhaust pipe is cast-iron and shows no signs of 
corrosion. It will cost about £180 to replace the mild steel 


. exhaust pipe with a cast-iron one, and it will probably have to be 


replaced during the next financial year. The condenser cost 
£3,295, and £1,112 has been paid off the loan. 

‘HAMMERSMITH. — The Cartage and Works Joint Committee 
recommends that all regular employés other than members 
of the staff be granted a temporary weekly increase of 
74 per cent. upon their wages, provided that in no case 
shall the wages amount to more than 35s, per week. The 
Electricity Committee recommends, in addition, that regular 
employés receiving 35s. to 42s. 6d. a week shall be paid a temporary 
increase in wages of 28. per week. 


Luton.— The Т.С. is recommended to give a supply of 
current to the factory of G. Kent, Ltd., by means of an overhead 
line, provided the firm paysa proportion of the cost. The eleo- 
trical engineer is to report on the question of lighting the streets 
by electricity. ` | 

Manchester,—The Electricity Committee has decided 
to make a strong effort to get the Treasury and tbe L.G B. to 
remove the ban which makes it impossible to prooeed with the big 
power station at Barton. The scheme involves an initial outlay 
just short of £550,000, and sanction has been given for the pur- 
chase of the land and the erection of the works. It was hoped to 
have a portion of the new station at work by the autumn of 1917. 

The Special Committee of the T.C. has recommended that in 
order to meet the increased oost of living, a war bonus of 2s. 
per wer ba paid to Corporation workmen receiving 408. per week 
or under, . 


Normanton,—E.L. SchEME.— The U. D. C. has decided 
in connection with the proposed electric lighting order to inform 
the B. of T. that it favours an oil-engine plant, but does not wish 
this to be binding, should another system be found more advan- 
tageour. | 

Rhyl.—Camp Suppty.—The U. D. C. has decided to give 
а supply of energy to the Kinmel Military Camp at the same rate 
as it supplies other large consumers, plus jd. per unit. 


South Africa.—The Worcester (Cape Province) Muni- 
cipality is about to install its own electric lighting scheme. The 
system is three-wire, direct-ourrent, at 440 volte, and the plant will 
consist of water turbines (Pelton wheels) and a Diesel engine. The 
scheme is estimated to cost £15,000; the consulting engineer is 
Prof. Bohle, of the South African College. 

A temporary breakdown recently occurred in the Johannesbuag 
supply, a fault occurring in & main cable tunnel, where the bitumen 
cable insulation began to burn. 

The scheme for extending the supply of electrical energy in 
Port Elizibeth is now being carried out. 

A complete new plant has been ordered which will consist of two 
1,000- Kw. turbo-alternator sets, with high-pressure steam turbines 
by Mesars. Fraser & Ohalmers, alternators by Messrs. Dick, Kerr 
and Co., and surface condensing plants, А 500-k w. motor-oonverter 
set has been ordered from Меваге, Bruce Peebles & Co., and the 
B.T.H. Co. will supply the switchgear. The boiler plant 
is being extended by the addition of two unite, and a plant 
to mechanically handle the coal and ashes is being installed. 
Mesers. Fraser & Chalmers are the principal contractors for the 
generating plant, and will be responsible for the installation, which 
will be of British manufacture throughout. — South African Mining 
Journal, 


Swinton and Pendlebury.—PvsLic Licutinc.—The 
U. D. C. has instituted a charge for electricity for publi» lighting of 
11d. per unit. 

Taunton.— Рворозер Loaw.—The T.C. has applied to 
the LG.B. for a loan of £1,175 for electricity purposes, me ius, 
Bervic»s and transformer», and for sanction to transfer to the 
mains account £550, being the surplus of a previous loan. 


Tenby.— E.L. ЅснемЕ.—Тће В. of T. has informed the 
T.C. that it would not consent to give the Courcil autkority to 
transfer its powers to a company; alfo, that a clause would be 
introdt cd into every order passed dusing the present session that 
no cipital should be expended until the war wae over. The 
Council decided to prcceed with the application for the order. 


Truro, —E.L. ScuExE.—The T.C. has been informed by 
the L.G.B. that the time does not appear opportune for the raising 
of a loan or for the installation of a new E.L. scheme. The ques- 
tion was referred to the E.L. Committee, 


Walkden.—In connection with the projected sinking 
of anew Arley mine, which will be half a mile in depth, the Earl 
of Ellesmere is having an extensive generating station built at his 
Mosley Common Collieries, near Walkden. A generating station 
has also been provided at his Ashton Field Colliery. 

Wanstead.— Prov. OnpER.— The U. D. C. has deferred, 
until the new Council is elected, the question of consenting to the 
prov. order for E.L.. which is being applied for by the Ccunty 
of London Electric Supply Co. 
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. Wednestield.—The Midland Electric Corporation for 
Power Distribution, Ltd., has applied to the B. of T. for consent to 
use Overhead lines at Wednesfield for the transmission of energy at 
& pressure of 7,000 volta 


Wells (Somerset).—Prov. OapEr.—The T.C. has 
been asked by the B. of T. for its observations on the application 
of the Mid-Somerset E.L. Supply Co. for a prov. order to supply 
electricity to the district, and has informed the Board, that 
it oonsiders the headquarters of the company should be in the 
eastern or coalfield end of the area; that the prices are far above 
the ordinary and the lighting area is too restricted. For these 
reasons the Corporation should have the power of purchase at as 
early a date as possible, because by reason of proximity to the 
Mendip coalfield it might be able to produce at a cheaper rate. 


Winchester.—The Electricity Committee reported that 


the output for the past year was 129,900 unite, as against 116,982 
in the previous year, an increase of 11 per cent. 


Woodford.— Prov. Orper.—The U.D.C. has decided, 
by 5 votes to 3, not to consent to the granting of a prov. order for 
E. L. for the district to the County of London Electrio Supply Co., 
Ltd. The reason for the opposition was that eight present 
members of the Council are not seeking re-election this year, and 
that, under the circumstances, it was not fair to bind the new 
Council. 


Yorkshire Power Rill.—The Barnsley, Bradford, 
Halifax, Huddersfield, Rotherham, Sheffield, and Wakefield 
Councils have formed a Joint Committee to oppose the Yorkshire 
Eleotric Power Bill, 1915. 


——— 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—P.A.Y.E. System  DiscoNTINUCED. — The 
Corporation Tramways Committee has now recommended the T.C. 
to diacontinue the P.A.Y.E. system of collectiag fares, 
mittee considers that haviog regard to the nature and extent of 
the opposition to the system on the routes where it has been in 
operation, it is not expedient to contiaue it any longer. 


Ashton-under-Lyne. — Proposen Tramway PUR- 
CHASE.—The T.C. has decided on the recommendation of the Tram- 
ways Committee to take steps to purchase so much of the undertakiog 
of the Oldham, Ashton and Hyde Electric Tramways Co. as is 
withia the borough, and for acquiring, by lease or otherwise, the 
tramway between the areas of Waterloo and Bardsley if satisfac- 
tory terms can be arranged with the respective Parish Councils. 
The proposed purchase will be possible within six months after 
August 7th, 1917. 


Australia.—The returns of the N.S.W. railways and 
tram ways for the quarter ended December 31st last show a falling 
off in receipts in the former case, while in the latter there was an 
increase in earnings of £15,528, a decrease in expenditure of 
£26,064, in passengers carried, in 7,700,000, and in mileage, of 
536,000, as compared with the corresponding quarter of the previous 
year. 

The Victorian Railway Commiesioners have been informed that 
the first of the six 10,000-Kw. Parsons units for the Newport power 
house has been gucces:fully tested. Work is in progress on the 
boiler house and a quantity of material has arrived. 

The Hawthorne (Vic.) Tramway Trust is obtaining a car body 
built entirely of Australian timber as an experiment. 

An association of local bodies is being convened to consider a 
general tramway scheme for Northcote, which might link up 
with lines in Brunswick, Coburg and Essendon. 


Belfast.—A company is seeking to secure the interest of 
tae directors of the old tramway c»mpany ia order to run a new 


s ric from the Square, Warrenpoi it, to the Quay, Rostrevor, by 
means of electricity. 


Bolton.—In connection with the relaying of certain 
track, it has been reported that it will be advisable to relay a 
length of 25 yards of the South Lancashire C».s tramways. The 
latter company has agreed to supply the material if Bolton will do 
Pu ога and the Bolton Tramways Committee has decided to 

o this. 


€Chile,— ELECTRIC RAILWAY.— A 2,100-volt direct- 
current line is being built between the Tofo mines and the port of 
Cruz Grande. The average gradient on the 15 miles of track ie 1 
in 33, and the total descent 2,000 ft. From а main power station 
containing three 3,500-K.v.A. and one 300 К.Ү A. Curtis turbo-seta, 
energy will be transmitted at 22,000 volts to a sub-station contain- 
ing two three-unit 1,000-Kw., 2 400-volt eynchronous motor- 
generators. The line is to be used for taking iron ore to the coast, 
and the three 110-ton locomotives first installed will be equipped 
for regenerative control, feeding power back into the supply system 
on down grades, 


The Com- . 


China.—RarLLEsS Tracrion.—After being in use for 
only a few weeks, the system of railless cars, which was sterted in 
Shanghai by the Shanghai Tramway Co., has, it is announced, had 
to be suspended for the time being. The only road traversed by 
the vehicles was the Fckien Road, and when everything was pro- 
mising well, it was found that the road fouudations were in such 
& weak condition as to be unable to stand the weight of the car. 
The only way for the service to be re-started is for the road to be 
conoreted, and it is hoped that in due course the thoroughfare will 
be rendered suitable for the new traffic. 


Continental Notes.—ITaLy.—In consequence of the 
inconvenience caused by the electrio service in the Giovi tunnel, it 
has, says the Revista Tecnica d' Elettricità, been decided to resume 
the old steam service. This appears to be due to the unsuit- 
able rheostats of the new 330 type of locomotive. Several of these 
locomotives have been made without bing properly tested. Further 
trouble has arieen from the supply of energy from different sources, 
which apparently have somewhat different frequenaier. 

The Italian Publio Works Department has granted an application 
for a subsidised concession for an electric tramway between Asola, 
Montanara and Cremona. 


Ealing.— The T.C. has decided to request the London 
United Tramways Co. to remove all the unlighted centre tramway 
poles, 51 in number, and four centre poles carrying aro lights: 
refuges to au approved plan are to be constructed at the bases of 
the poles retained, the Corporation agreeing to contribute 
£1,000 towards the cost of the removal of the poles and the con- 
struction of the refuges, the liability in connection with the posts 
carrying arc lamps, and the proposed refuges, to rest with the 
company. i 

Glasgow.—The Tramways Committee recommends that 
the agreement with the Paisley District Tramways Oo. for the 
running of the T.C.’s tramway cars from Hawkhead Road to 
Paisley Cross be renewed, and that as a basis of renewal an allow- 
ance of 15 per cent. on the present rate per mile be asked to meet 
woking charges. 


Huddersfield.—Several extensions and improvements 


to the tramway system are contemplated. The Kirkgate section 


ia to be re-laid, and on the Egerton seotion tbe line is to be doubled 
from the top of Cemetery Road to Thornhill Road. The Long- 
wood extension is also under consideration. . 


Hull.—The Tramways Committee has decided to give 
the drivers and conductors earning les than 302. per week an 
advance of 3s., and those earning more than 30s. an advance of 2s. 
This will aleo apply to inepectors. The engineers and electricians 
will also be given an increase, as the Corporation is pledged to 
recognise the standard rate. These concessions will cost the 
department about £9,000 a year. 


Пѓогі. —Твлмтлт Fares.—The Council has decided 
to levy a 1d. rate to meet the deficiency on the working of the 


tramways. Mr. L. E. Harvey, the tramway manager, has reported 
on the question of fares, against the 4d. fare and in 


ment with the universal ld. fare which has proved so successful 


in South Shields, If the ld. fare covers standing charges, 
plus a margin for working costs, it does not matter how far, within 
reason, the passenger is carried. Mr. Harvey made certain reoom- 
mendations in regard to work men's Id. return tickets. The 
Council has decided to allow the fares to remain as at present. 


London.—The L.C.C. has decided to grant an increase 
of Зз. a week, ог 64. a day, as from March Ist, to all officers 
and emplojés of the Council whose wages are less than 30s. 
per week. 


Luton.—IxcoxE-TaAx ASSESSMENT.—The T.C. has been 


reoommended to appeal against income-tax assessments on rent 
of tramways,” amounting to £951, for the years 1912-15. 


Lowestoft.— The engineer has been instructed to pro- 


ceed with repairs to the tramway traok between Church Road and 
Pakefield, at a cost of £300. 


Manchester.—The Corporation has decided to offer а 
war bonus of 24. per week to employés earning lees than 40s. per 
week. The local secretary to the Tramway and Vehicle Workers’ 
Union has been instructed to press for the 15 per cent. advance 
previously applied for. 


South Lanes,—O wing to recruiting, the number of men 
carried on the South Lancashire Co.'s system in the early morning 
and afternoon is showing a material shrinkage. The company’s 
system runs through a colliery area which has supplied over 
12,000 colliery workers to the new. Armies, 


TELEGRAPH and TELEPHONE NOTES. 


Argentine.—For some time the United River Plate 
Telephone Co. had been suffering from the destruction of their 
subterranean lines, and eventually the police discovered two 
ex-employ¢és of the company cutting one of the cables. They 
stated that they did it out of revenge for having been dismissed. 
The losses suffered by the company amount to about $30,000. It 
appears that there was a gang of men engaged in doing the 
damage.—feriew of the River Plate, 
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Provision for Telephones.—The Postmaster-General 
has written to the principal Architectural Associations to call 
attention to the importanoe of making adequate arrangements in 
the plans of large buildings for the installation at a later stage of 
telephone equipment. Provision should be made, as a minimum, 
for one 3.in. pipe from the public footway to the basement or 
ground floor and for cables to the other floors. It is also desirable 
that there should be a ready means of leading wires to the various 
rooms on the different floors. 


- 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdare.—April 6th. U.D.C.  Motor-generators or 
converters, one H.T. switchboard and L.T. panels, and one H.T. 
feeder pillar. See ‘ Official Notices " to-day. 


Australia. — SypxEy. — March 23rd. Опе 150-ton 
electric revolving floating orane for Naval Dockyard, Sydney. 
Particulars from the Board of Trade Commercial Intelligence 
Brancb, London. 


Ayr.— The Corporation surveyor is to invite tenders for 
the extension of the engine-room at the electricity station for 
new plant. 


Bray.—April 6th. U.D.C. Stores for electric light 
works. See "Official Notices " to-day. 


Bridgend.—April 8th. U.D.C. 400-Kw. steam alter- 
nator. See “ О сіз! Notices” to-day. 


Burnley.— March 22nd. Electricians’ work for the 
В. of G. Forms, &c., from Mr. J. S. Horn, Clerk, Union Offices. 


Carlisle,— March 31st. Corporation. Twelve months’ 
supply of jointing materials, oils and general stores. Forms, &o. 
from City Electrical Engineer, Victoria Viadnot. 


Dundalk.— March ?3rd. U.D.C. Twelve months’ 
supply of stores for the Electricity Department. See “Offcial 
Notices " March ith. 


Dundee.—March 29th. The Corporation Electricity 
Department invites tenders for stores. 


Edinburgh. —March 29th. Corporation. Three, six or 
twelve months’ supply of insulated cables, aro lamp carbons, fuse 
boxer, metere, &c., for the Electricity Supply Department. Forms 
of tender (10s.) from the Eleotrical Engineer's office, Dewar Place. 

April 12th. Corporation. Water-tube boilers for Portobello 
Supply Station. See “ Official Notices to-day. 


Glasgow.—The Town Clerk (Mr. John Lindsay) has 
been authorised by the Electricity Department to advertise for 
pun for stores (with the exception of coal) for one year from 

ay 31st. 


Greece.— April 15th to 28th. Greek Ministry of Com- 
munications. Supply and installation of (1) а central exchange 
and telephone system at Salonica, (2) a central exchange at Athens, 
(3) telephonic apparatus and aocessories, Only firms who have 
carried out actual working installations in towns of 100,000 
inhabitants may tender. Deposit £400. Local representation. 
Particulars in Frenoh can be seen at Board of Trade Commercial 
Intelligence Department in London.  Ministére des Communica- 
tions, Direction des Postes, Té'égraphes et Télépbones, Athen“. 


Halifax. — March 26th. Electrical fittings for six 
months, for the B. of G. Mr. A. T. bongbotham, Clerk, 4, Carleton 


Street. 

Hove. — March 26th. Corporation. Опе 500-Kw. 
mixed. pressure steam turbine, complete with D.o. 23(/285-volt 
generator and gurface condensing plant; slso a battery of 115 


aocomulators. See "Official Notices March 5th. 


Hull.—March 20th. Corporation. Six or 12 months’ 
supply of coal for the Tramways Committee. Forms, &c., City 
Engineer'a office. 


Kirkealdy.—March 22nd. Corporation. Twelve months’ 
supply of brass castings, pitch, iron oastinge. &o., for the Electricity 
and Tramways Committee. Forms of tender from Mr. O. F. 
Francis, Burgh Electrical Engineer. 


Limerick, — March 26th. Corporation. Engine-room 
stores, &. Forms of tender from Mr. E. B. Thornhill, Borough 
Electrical Eogineer, Frederick Street. 


London.—The L.C.C. is recommended to invite tenders 
from selected firma for the supply of an electric lighting main in 
connection with the lighting of the refuges on the Victoria 
Embankment. 

March 3let. І.С С. Installation, 218 wiring pointe, 265 lighting 
pointe, at Derington Road Elementary School, Lower Tooting, S.W. 
See ‘ Official Notices to-day. 


Manchester.—March 23rd. Corporation. One 650-Kw. 
rotary converter and static transformer, for the Electricity Com- 
mittee. Forms from Mr. F. E. Hughes, коеш, Electricity 
Department. 


New Zealand.—WELLINGTON.—April 80th. Supply of 
a three- unit exciter sət, snd 1,600-Kw. generator for the Lake 
Coleridge Hydro-electric echeme. Specifications from the Pablic 
Works Office, Wellington. | 


Nottingham. — March 22nd. Corporation. Twelve 
months’ supply of electrical sundries for the Tramways Committee. 
ires 111 1058), from Mr. J. Aldworth, General Manager, Beast- 
market Hil 


Rosslynlee.—Midlothian and Peebles District Asylum, 
Roselynlee, invite offers for supplying electric fittings, &c., for віх 
months. The Clerk, 19, Heriot Row, Edinburgh. 


Spain. — The municipal authorities of Babilafuente 
(province of Salamauca) have lately invited tenders for the 
concession for the eleotric lighting of the town. 


Swinton and Pendlebury.—March 19th. U. D. C. 
Cables, joint- -boxes, bitumen and joint-box compound. See" Official 
Notices " March 5th. 

Tenders have been invited for the installation of a storage 
battery at the refuse-destruotor works, and for mains extensions. 


Walthamstow.—March 24th. U.D.O. E. H. T. and L.T. 
switchgear and cables. See “Official Notices March 13th. 


CLOSED. 


Ayr.—The Corporation has accepted the tender, amount- - 
ing to £9,624, of the Macintosh Cable Co., Ltd., for cables, 


Blackburn.—Messrs. Chamberlain & Hookham, Ltd., 
have received the contract from Blaokburn for А.С. and D.C. meters 
for the next 12 months. The same firm's tender has alao been 
accepted by Whitehaven for metera for the ensuing year. 

The Corporation Electricity and Tramways Department has 
placed a contract with Meserr. J. H. Tucker & Oo. for ironclad . 


. Switches for the next 12 months. 


Colchester.— The T.C. has accepted the following 
tenders for yearly supplies to the Tramways Department :— 


Lighting fittings —8lemens Bros., Ltd.; Joslins, Ltd. 

Electrical equipments for tramcars.—G. W. Allsop ; P. R. Jackson and 
Co. ; Le Carbone. 

Overhead «quipmeut. —Biecknell, Munro & Rogers; Andrew & Co. 

Rubber and fibre.—Andrew & Оо. ; B I. & Helsby Cables, Led. 

Car fittings end castirngs.—3: anford & Co. 

Car fitti: gs. —Malleable S:eel Castings Co.: Tempered Spring Co., Lid. 
Equipment & Ent ineering Co., Ltd. 

Oils, grease, &c.—Josline, Ltd. 


Glasgow.—The T.C. Tramways Committee on Works 
and Stores has accepted the following tenders :— 


Crane for Kinning Ра! к sub-station.—Herbe.t Morris, Ltd. 
Stoneware ducts for cables. Albion Clay Co., Ltd. 


London,—HaxERSxITH.—The Electricity Committee 
has authorised the placing of the following order for coal for the 
Electricity Department :— 

Harrisons (гондор —Four barges (€0 to 100 tons) of Yorkshire nutty, at 

245. per to 
The а tenders have been received for the annual 
contracts for the Electricity Department :— 
Box FRAMES, Covers, Boxes, &c. 


Johnson & Phillips, Ltd. (recommended) £877 
W. Lucy & Co , Ltd ИРЕТ" oe 416 
Henley's Telegraph "Works Co., Lid. "s oy .. 472 


В.І. & Helsby Cab!es, Ltd. А . 499 
Cailender s Cable & Construction Co., Lid. чИ .. 556 
Sykes & Sugden, Ltd. e" E .. 675 
Siemens Bros. & Co., Ltd. is M Js 2 .. 614 
W. T. Glover & Co., Lid. sé ae . 1,461 


ee 88885 . 
General Electric o. (recommended) 425 
Bromeil's ratenta Co., Lid. - ra ex . 26 
Briti+h '! homson- Huston Co. T Lid. ae oe ee ee 27 
Баа ee . Co. 8 aS а .. B 
А. 8. Goodwin, si з T: ss .. 80 


кши. Wines. 


General Electric Co., Ltd. (recommended) EC 


8. Goodwin ve ots at 
a I. & Helsby Cables, Ltd. ee ees ee oes ee 164 
I.R., G.P. & Telegraph Works .. ME oe 4% . 166 
CABLES, 
Pirelli, Ltd. $4 P ah .. £115 


General Electric Co. - Ltd. 


(recommended) 116 
Live: pool Electric Cable eos Lid. es T . 1 


A. 8. Goodwin . oe ee ee АС 129 
C. Macintosh & Co., Lid. ee oe ee 188 
Edison & Swan Uni 'ed Electric Light 'Co. - A .. 143 
I. Frank-nburg & Sons. s - .. 149 
Jobnson & Phi lips. sx es . 164 
W. T. Henley в ‘Teleg-aph Works, Lid. $4 е .. 156 
Siemens Bros & Co., Ltd. “э zx . . 158 
B. I. & He sby Cables, Ltd. oe ee ee ee ee 156 
Ф I. R., С.Р. & Telegraph Works .. ste оў, d si . . 167 
J. Pete sen T E - - . . 157 
W. T. Glover & Co., Lid. DA 7 Я 158 


Tenders were received for НОВ Ун meters EN ње British 
Thomson- Houston Oo., Ltd.; Messrs, Ferranti, Ltd.; Messrs. Landis 
and Gyr, Ltd. ; and the B.I. & Helsby Oables, Ltd. The tender of 
Messrs. Ferranti, Ltd., is recommended. 
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The Electricity Committee recommenda the Conncil to authorise 
the purchase of a further stock of coal for use at the electricity 
works up to a maximum of 3,000 tone. 

KENSINGTON,—The Guardians have been recommended to accept 
the tender of the Ganeral Electric Co., Ltd., at £38, for six months’ 
supply of electric lamps. Other tenderers were :—- 


Pryke & Palmer 15 23 са 
London & Rugby Vs xi T 
"Z" Electric Lamp Mfg. Co, Ltd. 
W m. Hunteman its 425 - Y ee T s 
Siemens Bros, Dynamo Works, Ltd. . (ieregular) 41 
Watlington & Co., Ltd. ig (five items only, irregular) 81 
Imperial United Lamp Co , Ltd. .. (tive items only) 30 
Cry:elco, Lid. i .. (four items only, irregular) Bl 
Pope's Electric Lamp Co., Ltd. (five items only) 80 
Brimsdown Lamp Works, Ltd. . . (five items only) 82 
Veritys, Ltd. ©з vi oe . (four items only) 81 


BerMONDSEY,—The B.C. has accepted tenders for annual supplies 
from the following :— 

Meters and time switches, —Chamberlain & Hookham, Ltd. 
Meters, cut-outs, fuses, &c.— General Electric Co., Ltd. 
Meter bonrds.—Ferranti, Ltd. 

Cable.—Chas. Macintosh & Co., Ltd.; General Electric Co., Ltd. 
Insulating box compound. Dussek Bitumen Co. 

Carbors and brushes.— Morgan Crucible Co, Ltd. 

Condu:ts.—Thomas Wragg & Sone, Ltd. 

Steel frames, covers and joint-boxes.— Sykes & Sugden. 

ST. MARYLEBONE,—The Electricity Committee recommends the 

acceptance of the following tenders for annual contracts :— 

Flexible cords, fuse wires, &c.—Pirelli, Ltd.; British Electrical. Mfg. Co.; 
London Electric Wire Co. ; В.І. & Helsby Cables, Ltd. 

Underground cab!es.— Pirelli, Ltd. 

House cables, box compounds and insulation. — L. Andrew & Co.; 
Н. Blackwell & Co.; British Electrical Mfg. Co.; В.І. & Helsby Cables, 
+‹:4.; Dussek Bitumen Co.;: J. North Hardy; J. О. Ingram & Bons: 
North British Rubber Co.; Pirelli, Ltd. 

The Committee recommends that the tender of Мезвгғ. 
Chamberlain & Hookham (agents, Messre. Venner) be accepted for 
the supply of 1,000 meters, аз required, on the same terms as last 
year, plus 74 per cent., owing to the increased cost of materials 
and wages; also that the offer of the Tudor Accumulator Co. for 


the supervision of their batteries, at £85 per annum, be accepted. 


Lowestoft.— The offer of Messrs. Rowlands & Co. to 
supply one dozen gear wheels at £3 68. each has been accepted by 
the Tramways Committee. 


Middlesbrough.—The Corporation has accepted the 
tender of Messrs. Siemens Bros. Dynamo Works, Ltd., for the 
supply of Wotan and Tantalum lamps for the ensuing 12 months. 


Sevenoaks,—The U.D.C. has accepted the tender of 
Messrs. L. Н. Russell & Co. for installing the electrio light over 
the interior of the swimming bathe. 


Southampton.—The T.C. has agreed to extend for a 
further period of 12 months the contracts of the following firms 
for supplies to the Electricity Department — 


Doulton & Co.—Pipes. 
B. T. H. Co.— Meters. 
W. Rickard, Ltd.— V. B. cable (six months). : | 


The following offers have been accepted for supplies of боа1:— 


A. Usher & Со. —5С0 tons Cannock old coppice, 21s. 9d. per ton. 
Cory Bros. & Co.—500 tons Pic xton slack, 218. per ton. 
Bradbury, Son & Co., Ltd.—250 tons Tamworth beans, 198. 4d. per ton. 


South Africa, — Ѕостн AFRICAN RarLways. — The 
tender of the S.A. General Electric Co. has been accepted for the 
supply of electric incandescent lampe.— S. A. Mining Journal. 


St. Albans.—The tender of Messra. Giffen Bros. has 


been accepted by the Guardians for wiring the Infirmary for 
£16 108., and the Board-room block for £31 10a. : 


Wakefield,—Yorkshire (West Riding) Electric Tram- 
ways Co., Ltd., has placed a contract for single-phase house service 


meters, for a period of two years from March 1st, with the Elec- 
trical Apparatus Co., Ltd. 


a (irregular) 31 
. (irregular) 42 


r 


NOTES ON COAL STORAGE. 


[COMMUNICATED. ] 


THE great increase in the size of central stations, and hence 
in their rate of fuel consumption ; the importance of the 
service which they render as a public utility," which must 
be maintained continuously ; the high normal price of coal, 
and the readiness with which quotations soar upwards on the 
slightest pretext—all these factors make the problem of ccal 
storage one of special interest to every central-station 
engineer. The problem is of equal interest to colliery 
engineers. From their opposite standpoints, both producer 
and user wish to maintain a stock covering emergency 
demands and delay in delivery, preventing as far as possible 
interrupted supply and broken contracts during periods of 
labour trouble, and taking advantage of market or seasonal 
fluctuations in price. 

Seeing that 1,000 tons a week is now quite a common- 
place consumption for a central station, and 1,000 or 1,500 


- 


tons в day is not unknown in large stations in the States, it 
is clear that the storage of 12, 10 or even 6 weeks’ coal 
supply is no.small matter. Storage on the largest scale has 
been practised in America; indeed, it is estimated that 
storage capacity is available for 10 to 12 per cent. or more 
of the annual coal production in the States. Some of the 
individual stores are very large, for instance, the Lehigh 
Coal and Railway Co. has storage for some 1; million tons, 
and а number of other companies for over half a million 
tons apiece. | 

Unfortunately, coal does not improve with keeping, but 
opinions differ considerably as to the extent by which it 
deteriorates, and as to the means most likely to preserve it 
economically. Having got some thousands or tens of thou- 
sands of tons of coal, preferably at a time when the market 
price is down, what is the best means of preserving the 
fuel? Three methods of storage at least are available. 
The coal may be piled in stacks, in the open or under 
cover; or it may be put in bunkers; or it may be placed 
in tanks which are then filled with water. Bunker storage 
is limited by considerations of capital cost to relatively 
small amounts of coal, but is specially convenient for tem- 
porary storage, e.g., holding a day or two's supply for the 
washeries of a colliery or holding fuel on its way (through 
the bunkers) to a boiler installation. The cost of a tank 
store is less than that of an equal over-ground banker 
capacity, and is justified in very much larger sizes by the 
advantages of wet storage. Ordinary pile storage is the 
simplest and cheapest system, but it exposes the fuel to 
* weathering” action, the effect of which is to weaken 
the coal mechanically, reduce its heating value, and introduce 
а certain risk of spontaneous combustion. 

The effect of atmosphere and weather on coals was 
examined very thoroughly by Lecrivain, two or three years 
ago, and was found to consist, in greater or less degree, in 
all coals, of surface oxidation, causing cracks which 
gradually extend through the piecer, disintegrating them, 
and expo: ing fresh surfaces. A preliminary loss of weight, 
due to drying and escape of fire-damp (methane), is followed 
by а gain in weight due to oxidation, and then a further loss 
dae to formation, by decomposition, of volatile hydrocarbons, 
which escape, Spontaneous ignition generally follows rapidly 
on the last-named stage. 

Lecrivain's teats on French coals showed as much as 
30 per cent. loss of gas value (and corresponding reduction 
in calorific value) in a montb, and 50 per cent. reduction 
in three months in the quantity of ammonia by-products re- 
coverable. These losses are higher than generally experienced, 
but it is not unusual to fiad 10 or 20 per cent. of the gas 
value of a coal lost by air storage, and if such coals be used 
for boiler firing, proportionate loss in steam-raising value is, 
of course, experienced. (The “gas value" is about 5 per 
cent. of the total calorific value.) 

Tests conducted recently by the U.S. Navy Department 
showed that the slack New River coal, which deteriorates 
not at all under water, loses about 1 per cent. in calorific 
value during 12 months' exposure to weather : larger grades 
suffer less loss. Coal in a 120-ton pile on the Isthmus of 
Panama lost less than 0'4 per cent. in heating value during 
a year’s weathering, and was not disintegrated or otherwise 
damaged physicaliy. On the other hand, black lignite lost 3°5 
per cent. heating value in three months, and 5:8 per cent. in 
three years in outdoor 3 to 6-ton bins. As might reason- 
ably be expected, the loss in calorific value is several times 
greater in lignite coal than in hard steam varieties. From 
average steam coals there occura soon after mining a loss of 
gas representing 0:1 to 0:2 per cent. of the total calorific 
value. The escape of this gas is at least as serious from the 
explosion risk it introduces as from the standpoint of 
calorific value. Coal which exhales much gas should be 
seasoned for a few weeks if possible before stacking. 

Moisture and freezing are particularly injurious to coal 
which has a tendency to cleave, especially if it has begun 
to doso owing to rough haudling and surface oxidation. In 
severe climates the freezing of exposed piles in winter is a 
serious consideration, and dynamite has had to be used 
before now to get coal in winter from open stacks in the 
States. Alternate dryness and dampness is particularly 
injurious, hence coal should either be submerged completely 
or stacked in piles which do not favour the accumulation and 
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gradual evaporation of moisture. The disintegrating 
effect of weather is, of course, greatest near the surface of 
piles. The smaller the coal the less the penetration of 
weathering, the effects of which are generally most marked 
in an outer layer 1 or 2 ft. thick. К 
As shown later, the one or two per cent. loss of calorific 
valne in weathered coal is saved by wet storage, but at the 
cost of roughly the same indirect loss due to the wetness of 
the coal as fired. This being so, the chief argument in 
favour of wet storage is the elimination of fire risk. Experi- 
ments conducted last year in Yorkshire show that oxidation 


of fine coal exposed to the atmosphere may easily proceed 


fast enough to cause cumulative temperature rise at the 
rate of $° Е. per diem, assuming tbat no heat escapes, which 
is at least ну true in the centre of a large coal 
heap to which there may nevertheless be sufficient air 


access for oxidation to occur. As the temperature rises, 


the rate of oxidation, and therefore of heating, increases. 
At about 160 or 170° F. the heat of oxidation is absorbed 


completely in evaporating moisture. During this period the 


coal steams freely and its temperature remains constant ; 
thereafter heating is liable to proceed quickly and spon- 
taneous combustion to occur. Under suitable circumstances, 
easily attainable in large heaps, the presence of moisture 
may actually accelerate spontaneous heating, moisture 
evaporated from the parts first oxidised condensing on and 
thus warming other surfaces. 

Dust and smalls naturally heat up more quickly than 
lump stacks. Warm, moist climates favour rapid oxidation. 
The presence of pyrites in coal is particularly dangerous, 
and so is the oily nature of some varieties. The accumulation 


of heat to any dangerous degree cannot occur in very shallow . 


etacks. In deep stacks special ventilating pipes or ducts 
are sometimes provided, but in the event of self-heating 
commencing, these passages may aggravate the danger by 
gently fanning the incipient flame. From 10 to 20 ft. is 
considered the limiting desirable depth for dry coal heaps 
in England and France, whether in the open or under cover. 
Besides the overheating danger, it is considered that ex- 
plosible dust pockets are liable to form in deeper piles. In 
American storage fields, piles up to 80 or 90 ft. in height 
have been built with anthracite, but bituminous coal is 
found to be badly crushed and subject to decomposition 
and overheating risks if piled more than 35 ft. deep. 

Big lumps rolling down an open-air stack are apt to form 
channels. round its base which act like the -air ducts in a 
charcoal-burner's heap, and increase the risk of spontaneous 
combustion, particularly if there is in the centre of the heap 
а mass of small coal liable to overheating. Fine coal should 
not be stacked when avoidable. If, as is generally the case 
in modern central stations, a slack coal is used on chain- 
grates, the reserve coal stock should either be kept under 
water (in which case it is wet and messy to stoke), or 
should be of fairly large grade and crushed as and 
when required. Since the reserve can be held (particu- 
larly under water) for very long periods ‘without serious 
deterioration, the second alternative is not extravagant, for 


the more costly lump reserve coal is crushed ouly once in one. 


or several yeare, emergencies excepted. 

Storage under water, whether fresh or salt, undoubtedly 
dces preserve the calorific value of coal almost indefinitely. 
It is sometimes said that it renders coal brittle, and no 
doubt fuel subject to easy cleavage is weakened by long 
immersion, water seeping into minute cracks and then, by 
its lubricating action aud hydraulic rigidity, facilitating 
breakage. Freezing: has, of course, a bad disintegrating 
effect on coal containing water in its fissures. On the other 
hand, the buffer effect of the water in which the coal is 
stored reduces breakage in dumping and grabbing, so that 
the net effect as regards breakage is probably rather favour- 
able than otherwise. The chief value of water storage lies, 
however, in preventing spontaneous combustion, and it is 
a fortunate though natural coincidence that those coals in 
which the risk of spontaneous combustion is greatest, are 
also those which deteriorate most by weathering, and, 
tkerefore, benefit most in this direction also by sub-aqueous 
storage. 

The first large under-water coal store was the 10,000-ton 
tank built by the Western Electric Co. in Chicago 13 
yeara ago. Since then many others have been built for 


industrial and navy use, but more in the States than in 
Europe. The general construction resembles a swimming 
bath (but of uniform depth) spanned by a travelling grab 
crane and loaded by a travelling tower and shoot, or by grab 
crane. The reinforced concrete tank in which the Omaha 
electricity works stores 10,000 tons of coal measures 
100:x 116 х 22 ft., and, in addition to the main reinforce- 
ment, a number of old rails are synk flush in the concrete 
bottom to prevent the grab bucket from'injuring the latter 
by impact or scraping. Since only constructional costa limit 
the depth to which wet storage tanks may be excavated, it 
is possible to store safely and indefinitely more coal per 
acre under water than in dry stacks. o 
A fact which is often overlooked is that wet storage 
generally means firing wet coal. Fine coal naturally retains 
more moisture than larger grades, and with it wet storage 
is at once most desirable and most messy; with it, the 
sticking and general messing-up of mechanical stokers is 
most troublesome when the coal is wet, and with it the loss 
of heat required to evaporate moisture in the fuel is most 
serious. Even the ordinary amount of moisture in coal, 
which is nominally dry, accounts for 4 to 1 per cent. of the 
calorific value of coal, i. e., for an amount of heat which is 
of the same order of magnitude as the loss in calorific value 
of medium-sized hard coal, during some months’ weathering. 
Where water pans are used in the ash pits of a boiler, 
3 or 4 per cent. of the heat value of fuel may be absorbed 
in evaporating moisture therefrom, but this expenditure 
is considered justified by the compensating advantage of 
smokeless combustion and increased available heat in the 
combustion chamber. ‘The same result is not secured, at any 
rate so efficiently, by using wet coal, for the fresh fuel 
dries before it becomes incandescent, and the steam 
liberated escapes without passing through the fire, t.e., 
without experiencing that dissociation and recombination on 
which the advantage of wet ash-pans or special steam jets 
depends. After prolonged immersion, some coals will hold 
as much as 5 to 15 per cent. additional water, after the 
longest draining that can reasonably be given. If the 
calorific value of the fuel be 14,000 B.TH.U. per lb. and 
the water content be 15 рег cent., its evaporation (requir- 
ing about 1,000 в.тн.у. per lb. of water) will absorb 
1˙1 per cent. of the heat value of the coal, and may thus 
constitute as serious a loss as the loss of calorific value 
which would follow storage in open-air piles. It is in pre- 
venting decomposition and possible ignition by spontaneous 
heating that water storage is most valuable. 

Coal storage by producers, to form а shipping reserve, or 
under compulsion by transport deficiencies or a flooded 
market, is generally for short periods only; a. certain 
amount is always in store, but it is not the same coal 
throughout. Оа the other hand, storage by а large con- 
sumer is to form a real emergency reserve, and if the coal 
be stored under water it can be kept almost indefinitely. So 
long as it can be taken out as fast as it is required іп 
emergency, there is no need to sacrifice anything to con- 
venience of filling and emptying, and where land is valuable 
there is no reason why buildings should not be erected over 
the storage tank, using conveyors for loading and unloading. 
The latter do not need much headroom, and by handling 
‘the wet coal in a thin continuous stream, it is given most 
opportunity to drain before use. In such installations a 
certain working reserve of fuel should be kept in an open 
stack or, usually, in overhead bunkers filled straight from 
trucks on a railway siding. The cost of water storage 
equipment is not excessive, and is practically limited to 
that of the tank itself. The filling and emptying pumps 
need not be very powerful, and their cost is at least saved 
on the coal-handling gear, for this has to extend over a 
smaller area than where open storage is practised. 

The cost of a complete mechanical coal-handling equip- 
ment is justified by the less breakage of fuel, by its more 
expeditious handling, and by the saving in labour costs. 
The mere fact that an extensive coal plant can be con- 
trolled by one or two men is specially important to central 
stations in times of labour trouble. The telpher system is 
cheap, convenient in operation and flexible in application. 
It permits of continuous and practically automatic working. 
The coal routes can be adapted to any shape of yard in any 
stage of filling. A travelling terminal bridge with adjust- 
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able trips permits coal to be placed or removed just where 
desired, and one or two men can operate an equipment con- 
veying 60 tons an hour over a mile or more. In the 
new Bordeaux harbour works, for instance, a double aerial- 
transporter system carries coal 1} miles from the wharf to 
railway yards and warehouses, &о., where it delivers into 
shoots on а terminal tower. Thence the coal falls into trucks 
or on to a belt conveyor ranning along a travelling gantry, 
and spreading material evenly all over the pile. Grab- 
buckets, of 20 or 30-cwt. capacity, on the gantry, provide 
for subsequent collection of the coal. The tipping trans- 
porter buckets run on an overhead cable or rails, and are 
towed by an electrically-driven tractor cable at nearly three 
iniles per hour. Up to 200 tons an hour is handled by each 
transporter (4,000 tons a day total) by this all-electric 
equipment. 

In the case of a station served by river or canal and 
railway, there are five coaling operations to be provided for, 
viZ., from waterside to boiler house or storage, from sidings 
to boiler house or storage, aud from storage to boiler house. 
Experience in the national coal strike a year or two ago 
showed that six or eight weeks' supply was the minimum 
coal reserve with which a central station should be provided, 
i.6., Storage must be arranged for anything from 10,000 to 
100,000 tons or more (the New York Edison Co. has 150,000 
tons storage, besides overhead bunkers in its stations). 
Safety demands that the reserve ba near the station, not 
only for convenience, but al-o beciuse the “ sympathetic ” 
strikes of the twentieth century are apt to paralyse transport 
and coal supply simultaneously. On the other hand, it is 
not always possible to accommodate the vast reserve desir- 
able, in yards immediately adjoining the station, for as 
shown by the following data (based on 45 cb. ft. per ton) 
over 2 acres would be required to store 60,000 tons in а 
stack 30 ft. deep (the limiting safe depth for dry stacks of 
most coals) :— 


| Depth of Pile. Storage per Acre. 
20 ft. . . 19,500 tons. 
30 „ sos 29,000 „ 
40 „ 39.000 „ 
50 „ 48.500 „ 
80 „ 71,500 „ 


To store even 20,000 tons requires a heap 600 ft. long, 
50 ft. wide and 30 ft. high (or its equivalent), so that if 
land be dear or scarce round the central-station site, a few 
days’ supply may be kept on the latter, and the remaining 
reserve within easy reach by private light railway or telpher 
system. | 


REVIEWS. 
Experiments, By PHILIT E. EbELMAN. Minneapolis, 
U. S.A.: P. E. Edelman. Price $1.50. 


It is seldom that we have read so refreshing a book on 
Science as this little volume on *' Experiments,” by Mr. 
Edelman. The author sets out to give a “ Complete account 
of experimental work in Science, invention, the industries 


and the amateur field, with practical illustrations and work- 


ing directions,” and if he has not succeeded in giving his 
“ complete account," he has at any rate written a book at 
once suggestive and inspiring. 

The volume is dedicated to “all those who have encour- 
aged and contributed to the progress of experimental work,” 
and the author has prefaced his book with an able essay on 
the value and need of experiments. Не points out that 
progress only comes about through experiments, and that it 
would be difficult to think of even a few things that we 
possess that have not come to us by experiments; but at 
the same time he draws attention to the fact that a large 
amount of experimental work is being done by hit- or- miss“ 
methods, which naturally give meagre results for the time 
and energy expended; and he lays special stress on the 
advantage of possessing a sound knowledge of fundamental 
principles as well as experimental skill and resource. This 
volume comprises two distinct books, one part devoted to 
experiments which may be repeated, the other leading to 
new and original work, 


Ohapter I deals with models, copies and makeshifts, and 
describes the latent possibilities of old cans, jars, sticks, 
paper, string and glue in the production of working models. 
Chapter II consists of 12 sections devoted to simple experi- 
ments in chemistry, including the preparation and pro- 
perties of common substances such as oxygen, hydrcgen, 
water, ammonia, acids and sulphur. Then follow chapters 
in which most of the wonders of chemical technology find 
а place, e.g., thermit-welding, catalysis, electro-deposition 
and rubber substitutes. Electricity naturally occupies a 
considerable space in this book of experiments ; a chapter is 
devoted to the construction of small electric motors, and 
the details of construction are so carefully given, that it 
would be diflicult for the merest novice to fail to make a 
workable machine. Some very interesting experiments are 
also described on electric heating, welding, &c. 

In Chapter XI, four of Faraday’s experimenta on electro- 
magnebic induction are described, and the repetition of these 
classical experiments is suggested as leading up to other 
experiments on transformers, &c., to be described later in 
the book. There can be no doubt of the value of the 
repetition of fundamental experiments such as these, and if 
such a course were taken in other branches of science it 
would probably lead to a far better understanding of the 
fundamental principles. 'The more complicated and con- 
sequently less instructive experiments often performed in 
school laboratories could well be replaced by repetitions of 
the original experimenta of Oersted, Volta, Faradsy, and 
Maxwell. 

Another chapter includes an account of the construction 
of a small transformer, а spark coil, an interrupter, and ап. 
ozonator, all of which are made of quite inexpensive and 
easily procurable materials, but which are, neverthelese, 
capable of doing good experimental work on a small scale. 
There is in Chapter XIII an account of how to make and 
uae a Small wireless station, and the author's reputation as 
a writer on wireless subjects naturally gives considerable 
weight to whatever he may say on this subject. To the 
description of the wireless telegraph is also added an 
account of a wireless telephone, which may be easily set up 
to operate over distances of 70 to 80 ft. In the remaining 
chapters of Book I experiments are described with Tesla 
coils and ultra-violet and X-rays; one section is devoted to 
Experimental Aeronautics, and the final chapter to Micrc- 
scopic Photography. 

From sach a number of experiments it is difficult to 
make a selection ; there is so much that is valuable and so 
little dross, that justice can only be done by reading the 
book from cover to cover. | : 

Book II, which deals with the principles of research and 
invention, although occupying less than a quarter of the 
whole volume, is nevertheless & most interesting collection 
of suggestions and examples. The methods and principles 
of research work are carefully set out, and although it is 
obviously impossible to do more than merely point the way 
to successful researching, yet many pitfalls may be avoided 
and much time saved by following the very sound advice 
given in these few pages. Some chapters are added on 
Radio-research and Commercial Testing, which serve as 
examples of the general methods described earlier in the 
book. 

It is interesting at this time to notice the author's 
opinion stated at the end of his book, that ** Scientific 
endeavours are least affected by periods of military 
activity . . . . and progress continues in spite of economic 
and destructive losses.” 

It is impossible to read thia book without feeling an 
increase in keenness,” a passion for experimenting, and a 
desire to convert the vast potential possibilities“ into the 
“ kinetic realities ” mentioned by the author. — P. К. 


Wireless Telegraphy. By RUPERT STANLEY, В.А. Lon- 
don: Longmans, Green & Co. Price 7s. 6d. 


Though there are already a considerable number of text- 
books for students on the subject of wireless telegraphy, it 
will generally be conceded that Prof. Stanley’s work is a 
welcome addition. It is arranged and written in а manner 
that will appeal well to the student and give him a useful 
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insight into the theory of the subject. This affords sufficient 
warranty for its appearance, and for the same reason parte 
of it will be examined in some detail in this review. 16 
will therefore be understood that the criticisms made will, 
in general, apply rather to specific points than to the 
charaster of the work as a whole. 

The symbols c and к; for current and capacity respec- 
tively, are in general use throughout the book, in spite of 
recent conventions, but the reviewer is not disposed to 
quarrel with this, as it really geems a pity to try to upset 
such well established expressions as c?R and 1/2Kv?. 

The second chap‘er is devoted to a brief consideration of 
matter and electrons, with the idea of imbuing the student 
with the electron theory of electrical phenomena, especially 
in regard to radio-telegraphy. Hence we learn tbat an 
electric current along a wire is nothing more or less than 
a flow of electrons along the wire, or from atom to atom in 
the wire. It is not clear to the reviewer how this con- 
ception is of real help to the deep-thinking and serious 
stadent, and it certainly appears to be one on which he is 
likely to ask some awkward questions. Thos, considering 
alinear oscillator whose linear dimensions are almost half 
the wave length given out, if the oscillating currents along 
the conductor are alternate fluxes of electrons (which are 
negative charges of electricity according to the theory), 
then it is reasonable to ask if the positive charges 
at.one end of the oscillator remain quiescent until the 
electrons from the otber end reach them. If this 
one-sided explanation be conceded, then seeing that it takes 
@ quarter period for the positive charges to be annulled, 
it follows that a movement of electrons along the whole 
length of the oscillator has occurred in the same time, thus 
postulating a mean velocity, including starting and stopping, 
of nearly twice the speed of light, and this in spite of the 
fact that electrons possess inertia. There are cogent 
theoretical reasons why the velocity of electrons may not 
exceed the speed of light as a maximum, and it would be 
interesting to know where the fallacy lies. Again the 
student may well ask why, if the electrostatic field is made 
digsymmetrical in this way, the magnetic field is not also 
dissymmetrical. It will also be legitimate to ask how it 
comes about that the grounded loops of strain which form 
part of the propagated wave in an ordinary wireless system 
travel over the-surface, seeing that one set of grounded 
extremities of the loops postulate positive charges on the 
surface of the ground. Do the negative charges push them 
on? These are only a few of the questions that would pre- 
sent themselves due to the assumption that it is only negative 
electricity in motion that constitutes a current. It is the 


reviewer's suggestion that while electrons (or, preferably, 


* corpuscles’) have a useful and well-defined place in the 
theory of the constitution of matter, the time is not yet ripe 
to assume that electric currents are in all cases electronic 
fluxes ; and, farther, that such assumption is liable to 
confuse the serious student. Just as the author of the book 
directs the student’s attention to magnetic strain apart from 
the magnet which produces it, so it is possible to direct his 
attention to the electrostatic strain apart from the nature of 
an electric charge. | 

Another point of theory on which the author appears to 
. deceive himself lies in the statement that a current can only 
flow in a wire when it connects two conductors which are 
charged to different electric potentials. Buta current can 
be made to flow ina circular circuit by a changing magnetic 
flux without any difference of potentials. 

In dealing with questions turning upon the conductivity 
of the upper atmospliere, the author seriously misquotes Sir 
J. J. Thomson (ualess the reviewer is badly mistaken). The 
erroris в very common one, hence there is all the more 
reason for pointing it ont. The atmosphere at a certain 
stage of rarefaction is said to have better conductivity for 
high-frequency currents than sea water, and for this state- 
ment Sir J. J. Thomson is quoted as authority. Surely, 
what Sir J. J. Thomson's experiments showed was that 
rarefied gas when violently ionised and in disruptive activity 
through electric stresses of relatively prodigious intensity, 
possessed this degree of conductivity. If the whole of the 
upper atmosphere were rendered intensely luminous by 
electrical activity then we might expect the degree of ocon- 
ductivity referred to, 


. Telegraphy — Preece and Sivewright. 


In the more practical part of the book there are a few 
points on which comment might be made. "Thus theauthor 
dwells too much on the need for winding secondaries of 
spark coils used for charging condensers with comparatively 
thick wire. There is not so much in the argument as the 
author appears to think, and it would possibly appeal better 
to the student if the limitation of condenser voltage were 
considered rather from the point of view of energy trans- 
ference from the magnetic fleld of the sperk coil to the 
charged condenser. 

In regard to the question of coupling, the author appears 
to hold the fallacious view that if energy can be prevented 
from returning into the closed circuit of a coupled sender, 
then the radiation of a роге wave length is assured. The 
assumption apparently is that coupling waves are given off 
in succession, and this appears to be the view adopted 
by many. It will hardly be necessary to point out to 
any mathematical student that the Fourier series is the 
same, whether we wait till the energy begins to return to 
the closed circuit or consider only the initial part of the 
radiation. Out of this fallacy there bas been an attempt 
made to claim special qualities for certain disk discharger 
transmitters. It is unfortunate also that the author follows 
the wrong lead given by certain wireless experts in assuming 
that because a spark gap is shortened the spark resistance 
is necessarily less. The reverse is p-obably more frequent, 
as witness quenched sperk transmitters. 


New edition ; revised 
by W. LLEWELLYN PREECE. London: Longmans, 


Green & Co. Price 78. 6d. 


In its new edition this well-known text-book has been 
largely revised and extended, with the object of embracing 
more recent advances in telegraphy and telephony. The 
work of extension and revision has been undertaken by 
Mr. W. Llewellyn Preece. New chapters have been added 
on the Baudot system, on comparative results obtainable with 
high-speed telegraph systems, and on secondary batteries. 
Practically all other chapters have been very much revised. 
Those on telephony and on wireless telegraphy are stated to 
be of a purely introductory character. Ж 

The work is well got up and forms a very presentable 
volume. In the matter of bringing up to date it is in some 
respects disappointing. In one or two cases modern forms 
of apparatus or appliances have not been referred to. Tbus, 
old-fashioned forms of Wheatstone А B C apparatus are 
fully described and illustrated, whilst more efficient modern 
forms are not alluded to. 

The chapter on secondary batteries is marred by inexact 
methods of expression. For instance, it is stated that the 
internal resistance of accumulator cells does not exceed 
70015 ohm, without allusion to limitations imposed by 
the dimensions of the cells or other factora, and a definite 
figure for density of electrolyte when a cell is discharged is 
given without reference to the quantity of electrolyte in 
relation to the capacity of the cells. Nor is it made clear 
why “more distinct signals are obtained as a result of 
using accumulators for telegraph purposes. A reference to 
the matter of working costs, as compared with primary 
batteries, would not be out of place. In regard to the 
chapter on telephony, it is observed that no explanation of 
working principles of speech transmission on central-battery 
methods is attempted, though a number of figures are given, 
and the signalling arrangements are explained in some detail. 
In figure 206 a distinctly objectionable method of jointing 
paper-insulated cable wires is illustrated. On page 229 a 
heat coil is most inadequately described as a small coil 
which fuses should a heavy current flow on the line. From 
these examples it will be seen that the work is capable of 
much improvement. 

The section on wireless telegraphy cannot be commended. 
Admittelly a large amount of ground is not covered and 
the matter given is only intended as introductory. but many 
of the statements made are open to a considerable amount 
of criticism. Thus, on page 878 an inaccurate definition 
of coupling is given in which the term is made to refer 
опу to the windings of the “ jigger,” whereas it embraces 

he whole primary oscillation cirouit on the one hand, aud 
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the whole aerial oscillation system on the other. Of these 
the “ jigger " is usually but a small part. Again, in explain- 
ing the early Lodge method of shock excitation on page 368, 
reference i8 made to the closed-circuit oscillations being 
quickly damped (why, is not apparent) and to the aerial 
circuit being free to oscillate, having but little induclance. 
The italics have been added. Мог is it at all clear upon 
what grounds the statement is made that the Marconi 
transmit'er in its later developments is “ап extremely 
close approximation to the. ideal requirements of a trans- 
mitting wireless station.” Itis more than doubtful whether 
there are any extremely close approximations to the ideal 
in wireless telegraph transmitters at present. 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers.—Friday, March 19.h. At 8 p.m. At 
Btorey's Gate, B. W. General Meeting. 


North-East Coast Institution of Engineers and Shipbullders.— Friday, 
Maroh 19th. At 7.30 


p.m. At Bolbeo Hall, Newcastle-upon-Tyne. 
Genera! Meeting. 


Association of Mining Electrical Engineers (West of Scotland Branch),— 
Friday, Match 19th. A$ Royal ohnical College, Glasgow. Paper on 
„The Uss and Abuse of Oils in Connection with Electrical Plant," by 
Mr. T. C. Thomsen. 

(Notts. and Derbyshire Branch).—Saturday, March 20th. At 8.30 

m. At University College, Nottingham. Papers on Turbine Pumps 

I Colliery Pumping,“ by Mr. R. Н. Willis, and “Utility of Burface 
Earthing on Armoured 8ystems," by Mr. W. Webster. 


Electro-Harmonic Society.— Friday, Maroh 19th. At 8 p.m. At Holborn 
Restaurant. Sm king Concert. 


North-East Coast Institution of Engineers and Shipbuilders.— Friday, 
March 19.h. At 7.80 р m. At the Lecture Thestre of the Literary and 
Philosophical Society, Westgate Road, Newcastle-on-Tyoe. Paper on 
“The Future of British Engineering and Shipbuilding,“ by Mr. E. W. 
Fraser Smith. 


Association of Engineers-in-Charge.—Thursday, March 25th. Visit to the 
House of Commons, Engineering Department. 
There will be no meeting on March 27th. 


Institute of Marine Engineers.—Tuesday, March 23rd. At 8 p.m. At 
Tower Hilt, Mioories, К. Paper on Comparative Efficiency of Lubri- 
cants,” by Mr. J. Veitch-Wilson. | 


Institution of Electrical Engineers.—Thursday March 25th. At8&p.m. 
At Victoria Embanement, У.О. Paper on Telephone Troubles in the 
Tropios,’’ by Mr. W. L. Preece, 

(Manchester Local Section).— Tuesday, March 28ed. At 7.30 p m. 
At Engineers’ Club, 17, Albert Square. Paper on Electric Cooking, 
mainly from the Consumer's Point of View," by Mr. W, В. Cooper. 


Royal Institution of Great Britain,—Friday, March 26th. At 9 p.m. At 
Albemarie Biress, W. P"apecon '' Experiments in Slow Cathode Rays,“ 

by Prot. Sir J. J. Thomson, F.R.8. 
Saturdays, March 20th and 27th. At 8 p.m. Lectures (V and VI) on 
PRA Researches on Atoms and Ions, by Prof. Sir J. J. Thomson, 


Physical Society of London.—Friday, March 26th. At 5 p.m. At University 
Ooliege, Gower Street, W.O. Paper on Th» Change of Thermal Con- 
ductivity with Fusion," by Prof. A. W. Porter, F.R.S., and Mr. Е, Simeon. 


NOTES. 


Correction.— In our last issue under Official Returns 
of Electrical Companies, appearing on page 364 we, by a printers’ 
error, which we regret, reported the debentures of the Е. 8. Co., 
Ltd., as £20,000, instead of £2,000. Oar readers will remember 
that in our notice of the registration of the compavy (ELEC. Rev., 
February 12th) we correctly reported the capital of the company 
as £2,000. The operations of the company were further referred 
to in our issue of February 19th. 


Electro-Harmonic Concert.—We wish to remind our 
readers that the last of the Electro-Harmonic Society's concerts for 
the season takes place to-night at the King’s Hall, Holborn 
Restaurant. The large and enthusiastic gatherings at all the 
events of the season so far have proved that the Committee did 
not err in considering that electrical men wished the concerts to 
be kept running as usual as а relief from the stress and strain of 
these serious times, and it is hoped and believed that to-night 
there will be a large and representative company present to meet 
their friends and to enjoy the varied and appropriate programme 
that bas been prepared. Sir John Snell will be in the chair. 


Trade Announcement,—MtkssnRs. EsTLER Bros. are 
temporarily closing their office at Dowgate Hill, E.C., from Monday, 
March 22nd, and their sole office in London will be at the worka, 
South Molton Road, Victoria Docks, E. Telephone Nos.: ‘ East 
820" and East 4070 " ; telegraphic address, Isolable, London." 


Patents and Alien Enemies.—In connection with 
the Thermit process for weldiag rails in Australis, Mr. Hughes, the 
Attorney-G neral, has suspended the Goldschmidt patents in 
favour of the Engineer-in-Chief of the Commonwealth railways. 

The Board of Trade has granted a licence to Messrs. Еі. Bennis 
and Co., Ltd., in respect of Patent No. 8966/1903, granted to Bousse, 


Late Legal.— BRITISH INSULATED & Н kLSBY CABLES, LTD. 
v. CRITTALL.—The concluding stage of the hesring of this case, 
which is reported on page 389, was reached on Wednesday, when 
Mr. Greer, K.C.. oounsel for the plaintiffs, completed his com- 
ments upon the whole of the evidence. The Official Referee said 
that owing to the nature of the case, and its length, he would 
have to take time to consider his judgment and put his decision in 
a satisfactory shape. 

THE Авс LAMP CARBONS CASE.—Mr. Jastioe Eve, in the Chan- 
cery Division on Wednesday, March 17th, heard an action by the 
Beck Engineering Oo., Ltd., and A. M. Billington, against the Sloan 
Electrical Co., Ltd., for a declaration that they were entitled to a 
stock of about 213,000 carbons for electric arc lamps lately stored at 
the Foster Engineering Co.'s premises at Wimbledon, and an in- 
janction restraining the defendants from disposing of them The 
defendants counterclaimed for damages in respect of an alleged 
trespass on the Foster Co.’s premises when the stock Of carbons 
was removed by the plaintiffs. The Foster Co. were originally 
defendants, but were dismissed from the action last October. 

The plaintiffs’ case was that they had an agreement with the 
defendante, who acted as agente for a Mr. Conradty, of Nurem- 
berg, a maker of carbone, to keep a stock of carbons at Wimbledon 
from which they could draw in connection with the making of the 
Beck electric fiame lamp, and that upon the cancellation of the 
agreement they were to be at liberty to purchase the stock at the 
current price. The question was what was the meaning of the 

hrase current price." 

His Lordship held that current price meant the price ruling 
at the time the carbon was taken from stock and sold, and not 
the prioe agreed upon between the parties two years ago. He 
dissented from the view that the purchaser was to have the right for 
the duration of the agreement to insist upon having his goods at a 
price which might mean making them at a loss: He dismissed the 
action with costs, and said it really should have been brought 
againet the German maker. He also dismissed the counterclaim 
on the ground that the Foster Co. were not bailees of the goods 
for the defendants, but for the plaintiffs or the maker. 


Appointments Vacant. —Switchboard attendant (25s.), 
for Stretford U.D.C.; switchboard attendant (35s.), for Porte- 
mouth Corporation; janior assistant (£88), for Sheffield Electric 
Supply Department; switchboard attendant (32s.), for Burnley 
Corporation; electrical fitters (393), for drawing office, Н.М. 
Dockyard, Portsmouth; switchboard attendant (278.), for Wake- 
field Corporation. See Official Notices " to-day. 


The Electric Vehicle Committee.—At the last meet- 
ing of this Committee it was reported that there had been a 
further demand for the Electric Vehicle jarnal ; the main feature 
of the June issue will be The Municipal Uses of Electric 
Vehicles." 

The General Electric Co. has been appointed the official manu- 
facturer to the Committee for 12 months, from April lst, for the 
illuminated type of charging station signs, and the Patent 
Enamel Co., of Selly Oak, Birmingham, has been appointed the 
official manufacturer for the same period for the enamel plate 
type. 

As to the standardisation of metal-filament glow lampe for use 
on electric vehiclee, the Committee has had before it samples of 
fittings, and in view of the restrieted amount of room haa decided 
to recommend, as standard for electric vehicles, the lampe of the 
8iz3 and voltage recommended by the Engineering Standards Com- 
mittee (Report No. 69). These lampe are for a pressure of 12 
volta and, in view of the small energy consumption and the com- 
paratively short hours of use, the Committee recommends that, 
for the present, they be coupled across such a number of cells in 
the vehicle as will give the required voltage, and that a spec 
extra terminal be provided on the cells for this purpose. A 

The Technical Sub Committee ia still engaged in drawing up a 
report as to the methods of charging and standardisation of 
charging eq nipments. 

The secretary was directed to write to those London municipal 
and company undertakings charging more than Id. per unit for 
" off-peak " supply, expressing the hope that they will reconsider 
this matter and come into line with the large number of supply 
undertakings which have already adopted the Committee's standard 
tariff. 


Fatality. —SHerrieELD.—An inquest was held on 10th 
inst. into the death of Walter Carley, a lad of 14 years, who was 
on the previous Sunday fixing an electric light outside his brother's 
scullery in Attercliffe Road. He had been apprenticed for five or 
six weeks to an electrician. His brother tried to dissuade him 
from attempting the job. After the work had been finished, his 
sister-in-law heard а cry and found him hanging from the wire by 
his arms and with a pair of pliers in his hands. One of his lega 
was in a water tub and the other was drawn up. An employé of 
the Corporation electricity department said that the voltage was 
200, and if deceased had caught the wire with the pliers the 
pressure would have sufficed to kill bim. The boy had no right to 
be doing the work. The rules showed that the electricity depart- 
ment must ba notified when any work of the sort was to be done, 
and the work had to be reported when completed, but in this case 
no notification had been sent. The wire was not the proper wire 
for the purpose, and tbe work had not been oarried out properly. 
The Coroner said that apparently it was a fairly simple job, and 
had been completed, but carelessness afterwards in interfering with 
the wire while alive caused the death. A verdict of ‘Accidental 
death was returned. 
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Electric Cooking at the Bradford Kursaal.—As 
briefly reported in our last issue, the Bradford City Council last 
week opened the Kursaal with the first electrically cooked dinner 
on a large scale that has taken place in the city; the plant was 
installed by the officials of the Electricity Committee, and was 
supplied by the Brompton and Kensington А соеевогіев Co., Ltd., 
London, with the exception of a geyser and towel rails that were 
supplied by the British Electric Heater Co., of Glasgow. The 


INTERIOR OF THE MAIN ELECTRICAL KITOHEN, BRADFORD KURSAAL. 
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ELECTRICAL COOKING EQUIPMENT, GROUND FLOOR CAFE. 


equipment is capable of. cooking a table d'hóte dinner for 500 
persons, and consists of the following items :— 

One central range, fitted with bain marie, overall dimensions 
9 ft. 3 in. x 5 ft. x 2 kt. 9 in. high, fitted with four ovens of 4 Kw. 
each, and messuriog 2 ft. high x 2 ft. 2 in. deep x 2 ft. wide; 
the frame is of cast-iron, stove enamelled black, with ground 
bright facings and bright boiling table. 

The latter is fitted with four 2-kw. 12.in. six 1°5-Kw. 10-in., 
and eight 1'2- Kw. 8-in. boiling rings. 

The ovens and boiling rings are arranged for three regulations, 
viz., "high," " medium," and "low." The awitches and fuses are 
mounted in conspicuous and easily accessible positions, and each 
oven and boiling ring bas an indicator lamp to ehow when the 
current js on. 

The bain marie is 2 ft. 8 in. = 1 ft. 9 in. x 6 in. deep, and is 
divided into two compartments, separately controlled by switches 
and fuses, and taking a maximum of 3 Kw. 

One circular steamer tinned inside and niokel-plated outside, 
19 in. in diameter, with six 6 in. deep steaming compartments fitted 
internally with steam channels and draining holes. The steamer 


is controlled by three heaters which may be used singly or oollec- 
tively, taking 4'5 Kw. | 

One fish or potato frier made of blue planished steel with bright 
mouldings, and having & compartment 2 ft. x 18 in. and of ample 
depth. This is fitted with two heaters taking 4 Kw., and is con- 
trolled by four switches for easily adjusting the temperature of 
the fat in which the frying takes place. 

Grill.—This has a grilling area of 24 in. x 12 in., and is made of 
cast-iron and fitted with grill guard, 
grilling grid and drip tin, The 
loading ія 4°56 Kw. 

One 10-gallon nickel- plated 
copper hot water urn for drinking 
purposes, taking 3°5 Kw. | 

One 10-gallon copper cylinder 
mounted on the wall, fitted with 
ball cock and water gauge for pro- 
viding hot water for washing-up 
purposes, pipes being connected to 
sinks for this purpose. This takes 
6 Kw. | 

Ground Fluor Cafe. 


One carving table and hot cup- 
board, measuring 6 ft. 6 in. x 
2 ft. 6 in. x Aft. 9 in., mounted on 
castors, and fitted with three tinned 
oopper carving dishes, 19 in. x 
14 in., with hinged covers, and four 
7-in. nickel plated gravy and sauce 
pots, The hot oupboard under- 
neath has internal dimensions of 
5 ft. 9 in. x 2 ft. 1 in. x 2 ft. high. 

There are three regulations of 
heat provided with this apparatus, 
which takes 3'5 Kw, 

Oase double lined nickel-plated 
coffee or milk urn ef five gallons 
capacity, taking 2:5 Kw. 

One 10-gallon hot-water urn for 
drinking purposes, 3'5 KW. 

One bread toaster, having a toast- 
ing surface of 17 in. X 11 in,2'5 Kw. 

ne breakfast oooker, 2 ft. 6 in 
x 2 ft., containing two 8-in. boil- 
ing rings, one 6-in. boiling ring 
and опе 11-in. х 83 in grill, with 

.& total loading of 4°6 Kw. 

One electric hot-water geyser, 
fitted in the counter for providing 
hot water for washing-up purposes 
to two wash bowls, the amount of 
water being regulated. This takes 


4 Kw. 
Middle Cafe. 


This is fitted with one toaster 
(25 Kw.) one hot-water urn (355 
KW.) for providing water for drink. 
ing purposes, one ooffee or milk 
urn (2:5 Kw.) and one electric 
geyser (4 kw.) fitted to the wash ' 
bowls. 

Electrically - heated towel rails, 
taking 150 watts each, are pro- 
vided in each of the cafés, in order 
to ensure a supply of dry towels 
always being on hand. 


An American Carbon Co.— 
According to the American Neo- 
trical Reriew and Western Electri- 
ctan, the National Carbon Co., which 
early last year took over the 
American Ever-Ready Oo., subse- 
quently operating its works as 
branches of the National Co. 
showed very satisfactory results 
in 1914. . The company now has 
ten factories in operation in the 
States and one in Toronto. A new 
factory has been completed at Jersey City, and a large one is 
completing in Long Island City. The profits are reported as equal 
to 26 per cent. on the common stock, as compared with 15 per 
cent. for 1918, The preferred and common stocks aggregated 
$15,565,000, as agsiast $10,000,000. The profit advanced from 
$1,476,621 to $2,215,880. The dividend distributed on pre- 
ferred stock advanc3d from $315,000 to $372,750, and that on 
the common stock increased from $330,000 to $582,930. A 
bonus of $25,000 was paid to employés as against nothing in 
ЕА the surplus figures at $825,618 as compared with 

,907. І 


a 


Board of Trade Assistanee,—The Commercial Intel- 
ligence Bfanch of the Board of Trade has issued lists 10, 11 and 
12 (for the weeks ended February 27th, March 6th and 18th) of 
articles which inquirers desire to purchase. . 

British firms interested, as suppliers, in any of the goods men- 
tioned should communicate with the director of the Branch at 
73, Basinghall Street, London, Е.С, : 
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Institation and Lecture Notes,—Institution of 
Electrical Eagíineers.—The opening meeting of the CALCUTTA 
LooaL SECTION took place on January 28:h, when the address of 
the chairman, Mr. W. H. Everett, was read by the vice-chairman, 
Mr. A. K. Taylor. The address dealt with the eleotrical industry 
in India; it was showa that in the supply of apparatus and machinery 
for electrio lighting aud power the Uai*e1 Kingdom held by far 
the largest share, and telegraph and telephone apparatus and 
materials were almost entirely derived from this country. The 
total imports in 1913.14 exceeded one million sterli ig in value, the 
provinces of Bengal and Bombay providiog 78 per ceat. of the 
demand. Tae principal schemes in operation, or in progress in 
India, were the following :— 

Water Power.—Tata Power Co., Bombay, 32,000 Kw. (to be in- 
creased to 100,000 Kw.); Cauvery Falls, Mysore, 12,400 KW: 
Jhelum River, Kashmir, 4,000 kw. ; Darjeeliag. 2 500 KW.; Mus- 
soorie, 1,900 KW. ; Simla, 750 Kw.; Jammu, Kishmir, 700 Kw.; 
total, about 54 000 Kw. 

Steam and Ol.—Caleutta, 11800 Kw.; Calcutta Tramways, 
2,900 Kw.; Bombay, 9,000 KW.; Ringoon, 5,400 KW.; Madras, 
3,800 KW.; Colombo, 1,550 KW.; Kolar Mines Co, 1,500 KW.; 
Dacca, 900 KW. ; Dolhi, 840 xw, ; Cawnpore, 850 KW.; Gwalior, 
700 Kw ; Lahore, 600 KW.; Kandy, 510 kw. ; Mandalay, 520 Kw. ; 
Bikanir, 500 KW.; total, about 58,000 Kw., of which about 1,800 
KW. is generated by Diesel oil engines. 

Power was being transmitted over distaen^es up to 92 miles, at 
pressures up to 100,000 volts. The author estimated that the rain- 
fall ia the uplands represented something like 1,000 million H.P., 
and if only 1 per cent. of the total could be utilised commercially 
it represented an immense annual value ; the energy mizht be used 
for the production of artificial fertilisere, the electrification of 
railways and industrial power. In Calcutta already some 1,229 
motors, aggregating 10,263 n. H. P., were in use for commercial pur- 
poses. Batter provision was being made for the technical training 
of electrical engineers. 

The following gentlemen have been nominated for the respective 
offices in the ScorrisH LOCAL SECTION :—Ohairman, Mr. D. А. 
Starr: vice-chairman, Mr. J. K. Stothert; hon. eecretary, Mr. 
Joseph Taylor; aszistant secretary, Mr. Wm. F. Mitchell; chair- 
man of Students’ Section, Mr. Arch. Page; Committee. Massrs. 
Wyatt (Greenock). W. W. Lickie, Prof. Maclean (Glasgow), Messrs. 
Arch. Wilson (Edinburgh), J. S. N cholson, James Sayers, E. T. 
Goslin, George S'evenson, A. S. Hamp'on, and Prof. Cormack, 
Glargow. The nominations will be oonfirmed at the annual 
ge ieral meeting in Glasgow next month, 

STuDEN'TS8' SECTION.—The following farther arrangements аге 
announced for this session :— 


March 81st. —Discussion on the applications of electrica! engineering o 


warfare :—‘ Mica i. un and Projectors," to be opened by E. L. Emtage. 

April 14:h, —J. M. Heslop. ‘The Electrio Drive of Rolling Mills.“ 

April 28th.—Annual General Meeting. Lecture on ‘Tbe Paragon System,” 
by W. P. Dartnall. 

At the meeting of the BIRMINGHAM LOCAL SECTION, ou Wed- 
nesday last, Mr. W. R. Cooper read his paper on Electric 
Cooking." 


Birmingham Electric Club.— Oa Saturday last a lecture 
was given by Me. W. E. Warrilow on “ Electric Vehicles,” 
which was illustrated by lantern slides. In the course of the 
discussion, Mr. W. A. Jackson (borough elestrical engineer, 
West Bromwich) said that the petrol ‘buses in his district 
had been commandeered by the Government ; they got some 
more, but, fortunately, the Government took them also, and 
then they got Elison battery ‘buses. The last were slower 
and more costly to buy, but, on the figures guaranteed by 
the makers, tbey would save £400 per annum over the petrol- 
driven buses, and he was confident that as a result of experience 
with them the West Brom vish Corporation would ultimately re- 
place the horse-drawn vehicles used by the street cleansing de- 
part ments with electric dust carts, &c Mr. Hargreaves (Edison 
Co.) said he took three commercial vehicle: a distance of 3 000 
miles through the Midlands last summer and had experienced no 
diffionlty in obtaining a charge. 


Municipalisation of the Berlin Electricity Works. — 
It is officially announced by the Berlin City authorities that the 
" maj'stracy decided at the meeting on February 23rd to proceed 
with the municipalisation of the Berlin Elestricity Worke. Asa 
result of the course of events, it ia said that room no 
longer exists for a conflict of opinion within the maj stracy or for & 
decision of a majority against a minority in the matter. The 
lignite coal fields of Golpa-Jes-nitz, which have been held in 
prospect by a company arsociated with the Berlin E ctricity 
Works Co. and the A.E.G. for meeting the supply of euergy for 
B»rlin, are now intended for other purposes in the interest of the 
country, and no other solution therefore is presented than that 
of taking over the works for municipal administration. As a 
result of this announcement the city of Berlin will acquire the 
works on Ostober ls; next provided that the City Council itself 
agrees to the scheme which has just been placed before it for this 
purpose. It is, however, considered probable under the prevailing 
circumstances that as in the msjietracy, so in the Municipal Council 
itself, will there be a majority of votes cast in favourof the scheme. 
The present agreemen* expires іп Ostober, and in view of this 
fact the city has been in nego'iation with the Berlin company for 
a long time past with the object either of securing considerably 
more favourable terms for supply and a larger share in the profits, 
or, if this were not possible, of taking over ths undertaking. The 
question of converting the works into а joint private-municipal 
enterprise has been dismissed for practical reasons as well as on 
acoount of opposition offered to the suggested community of 


interests, whilst the diversion of the distant lignite fields to the 
other objects has also placed a different complexion on the question. 
During the past few years the city has received from the company 
about £350,000 per annum as tax and share in the profita, and the 
decision to absorb the undertaking is based upon the assumption 
that the not yield to the city will bə greater than this aum under 
municipal administration. It is caloulated that the purchase price, 
which will bs settled according to the book value on October 
Ist, will reach about £6500,000; but the raising of the 
ne sure money under existing circums ances will be difficult, 
whilst money ie expected to be dearer after the conolusion of the 
war. The reference previously made to the extensive lignite coal 
fields of Golpa-Jesanitz is explained by the fact that the company 
concerned has just entered into a contract of many years’ duration 
for the annual supply of 560,000,000 Kw.-hours to an undertaking 
which is to produse artificial fertilisers, and a second company is 
being formed which will require a farther quantity of 250,000,000 
KW.-hours every year, / 


London Electrical Workers’ Demands.—We have 
received the following communication :— 

The following is a brief account of a meeting of the London 
members of the Uaion :— 

" At a largely-attended meeting of the London members of the 
Electrical Trades Union it was decided by an overwhelming 
majority of those present, to press for an advance of wages of 
141i. per hour for all grades of electrical workers employed in 
the metropolis. The application presented to the London 
Electrical Masters’ Association for one shilling per hour witha 
48-hour week was ratified, and it was further decided that a 
special code of working rales for men engaged on ship work 
should be circulated to all employers in the Port of London. 

“The wiremen employed on the London County Council tram- 
ways, both members of the Electrical Trades Union and non- 
members, struck work on Saturday last to sesure the recognition of 
1^3 J. per hour as the minimum rate. Should there not be an early 
settlement satisfactory to the men, it is stated there may be an 
extension in dispute. The London Electrical Masters’ Association 
agreed with the Union that the rate for wiremen should be 103d. 
per hour as from July last, “J. POTTER, 


“ Dis, Sec , Elec. Trades Union, 
“Kilburn, N.W., Maroh 17th, 1915.“ | 


OUR PERSONAL COLUMN. 


The Editors этге electrical engineers, whether conneeted with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movemente, х 


Central Station Officials,—Before leaving to take up 
his new appointment with the Pirelli Co., Ltd., MR. W. A. BROWN, 
who was the distributing engineer to the St. Paucras Borough 
Council for & period of nearly 18 yesr: was the recipient of an 
electric hot plate from the clerical staff, and a set of cut-glaes rose 
bowls from the men and staff of his department. Both presenta- 
tions were made by Mr. Sydney W. Baynes, the chief electrical 
engineer, who expressed the regret of all at Mr. Brown's leaving 
the service, and wished him every success in his new sphere. At 
a meeting of the Electricity Committee on the lith inst., the 


. Mayor (Alderman Joseph May), on behalf of the Committee, pre- 


sented to Mr. W. A. Brown а silver stop watch suitably engraved, as 
a memento from the Committee, and spoke in highly complimentary 
terms of his services to the Council. 

The Bingley Council's Electricity and Tramways Com- ‘ttee 
recommended that the salary of the electrical engineer (MR .` C. 
PEDLEY) be increased by £30 a yeir, апа that of thearsish ` 
engineer by £26 a year. The recommendaticn wae, after discus- 
sion, adopted. | 

It is recommended that the salary of MR. Н. А. Ка, chief 
assistant engineer at the Luton electricity worke, be advanced by 
£20 to £200. 

The Stoke N :wington B C. has been recommended to grant the 
following increases in the ealariss of members of the staff of the. 
electricity department :— Мн. S. Hann, electrical engineer, £280 
to £290 per annum ; Mn. Н LARGE, chief assistant, £130 to £140, 
reserving for future с neideration an honorarium for his services 
in acting as borough electrical engineer during Mr. Hann's absence 
with the Forces; Мн. E С. MACKENZIE, sub-station assistant, 2 2 
to £2 28. per week; Мк. A. H. GAY, sub- station assistant, £1 15s. 
to £2 2.; MR A. E. COLLINGS, sub-station assistant, £1 15s. to 
£2; Mr. G. F. MALDEN, temporary sub-station assistant, £1 124. 
to £2; MB. A. S. CUSHING, temporary sub-station assistant, £1 12s. 
to £1 154, reserviog further consideration of salary to take placa 
after the lapse of six calendar months; Messrs. FORD, RAYNER 
and Laws, engine drivers, an addition of 23. per week; Mr. 8. 
Boner, clerk, au addition of 4». and Мв. G. HopGE;, night duty 
inan, an addition of 2a. per week. 


Tramway Officials,.—The Plymouth T.C. has, by 46 
votes to 10, rej»cted the recommendation of the Tramways Com- 
mittee regarding the appointment of Mr. C. R. Everson, mentioned 
in the last iesue of the ELEC Rev. 

Southampton Tramwaya Committee has received 48 applications 
for the post of tramways manager. The following candi ates have 
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been selected for interview :—Mr. H. Pilling, Accrington р Mr. Е. 
Buckley, Wigan ; Mr. W. Billington, Salford ; Mr. W. T. Robson, 
South Shields Oorporation tramways. A deputation has been 
appointed to visit the towns and to interview the selected candi- 
dates where they are at present engaged, and report. 


General.—The undermentioned have been appointed 
members of the L C, O. Highways Committee for 1911-15 :— Lord 
Monk-Bretton, Sir John Benn, Messrs. D. Davies, G. A. Datfield, H. H. 
Gordon, W. Haydov, G. Н. Hume, W. Hunt, H. Marks, T. Prestige, 
А. С. Raweon, 2. H. Scott, S. J. Thomas, Н. Ward, and А W. Teo. 

In the London Gazette on Tuesdsy the following appeared :— 

Territorial Foroe.— Electric Lights Company. Roger H. Emmett, 
Robert Burleigh. 

No. 5 Electric Lights Company ; Alfred Thurston Taylor to be 
second Lieutenant, March 17ub. 

The Axbridge Board of Guardians has increased the salary of the 
electrical engineer at the workhouse (MR. Е. C. HARRIS) from 
£80 to £100 a year. 

Мв. GEORGE SuTTON, M.I.E.E, managing director of Mesars. 
W. T. Henley's Telegraph Works Co., Ltd., has been elected to 
succeed the late Mr. J. F. Albright, as chairman of the Kent Electric 
Power Co., and Мв. H. B. Harvey, M. I. E. E., who has for the past 
six years been the company's mansger and engineer, has been 
elected to the vacant position of director. 

It is announced that Мв. DAVID WILLOCK has been elected to a 
seat on the Board of the Electric Conetruction Oo., Ltd., rendered 
vacant by the death of Mr. William Bulloch. 

Мв. ALEX. SPENCER, a director of Meesre. George Spencer 
Moulton & Co., Ltd., has been elected a director of the British 
Westinghouse Electric and Manufac‘uring Co., Ltd. 

In the Italian Senate on Tuesday, Мв. MARCONI was introduoed 
to the House as a new senator with-the customary formalities. 
Press dispatches state that he was received with long and enthu- 
sisatic applause. in which the public in the gallery i»ined. 


Obituary.— Mg. Н. Warp LEONARD.—We regret to 
read in our American exchanges of the death which oocurred 
suddenly on February 18ih in New York, of Mr. Н. Ward Leonard. 
Mr. Leonard was 54 years of age, and at the time of his death he 
was attending the mid-winter dinner of the American Iustitute of 


Electrical Engineers, of which he was at опе tims a vice-president, . 


and at another manager. The American Electrical Reriew says 
that when he was 23 years of age the deceased gentleman became 
associated with Mr. Edison, as one of four engineers on his staff 
salected to introduce the Edison central-station system, aud three 

later he was appointed general superintendent of the Western 
Electric Light Co. ia Chicago. After some years ia private con- 
sulting practice, he for a year or two acted as general manager of 
the light and power departments of the combined Edison interests 
for United States and Canada, and subsequently in 1891 estab- 
lished hia own independent manufacturing business, which is still 


operating as the Ward Leonard Electric Oo., at Bronxville, N.Y. . 


For some years past, Mr. Leonard had not teken an active part in 
the affairs of the company, bat had been engaged in experimental 
work and in the development of his many inventions. Practically 
all the ships in the U.S. Navy are fitted with his system of control, 
this application following upon the successful use of the system in 
one turret of the Bruol yn during the Spanieh-American war. 
His system of motor control was applied to the moving sidewalk 
at the 1900 Paris Exposition after other systems had been applied 
unsu»oessful. Не wae an early worker in connection with the 
electric lighting of railway trains—indeed his first invention of 
all, in 1888, related to that subject. He was connected with many 
technical aud other associations, had delivered many papers and 
addresses before them, and was awarded various medals. 

Mk. F. E. POLLABD.—The death has occarred at Hertford, at the 
age of 55 years, of Mr. Е. E Pollard, a member of the Research 
Sub-Committee on Insulating Oils appointed by the Institution of 
Electrical Engineers. 

Mr. THOMAS SwWINYARD.—The Times reports that the death took 
place in New York. ou February 25:h of Ме, Thomas Swioyard, 


who went to Canada in 1862, at the request of the British share- 


holders of the Great Western Railway Co. of Canada, as their 
general manager. He was appointed general manager of the 
Dominion Telegraph Co. in 1876, and subxquantly president, an 
office which he held until his death. 

Мв. HOWELL ASHBRIDGE GopBy, who had spent four years at 
Faraday House, and joined the H. A. C. at the beginning of the 
war, died on February 19th in hospital iu France as the result of 
wounds received ia action on February 14th. 

Ia the latest casualty list there appears the name of SECOND- 
Lreot. J. L. MOFFETT, Royal Scots Fusiliers, who has been killed 
in action. Lieut. Moffett was 37 years of age, and obtained his 
commission last September. He was educated at Watford Grammar 
School and Manchester University, where he graduated B.Sc. 
(Eog.). Не was an Aesociate of the Institution of Electrical 
Engineers. Up to 18 months ago he was engaged at the Lincs, 
and Yorks. Railway Co.'s Works at Hor wich, near Bolton Н left 


there to take a position with the Chloride Co., at Clifton, near ` 


Manchester. He had been at the Front five weeks. 


Will.—The late MR. W. EDGAR ALLEN, of Shettield 
(Edgar Allen & Co., Ltd., Imperial Steel Works), left £271,068 
gross and £251,792 net, Various charities and employé: benefit to 
the extent of £150,000. After various legacies are dealt with, he 
leaves two-fifths of the residue to the University of Sheffield, 

y to the Committee of the Applied Science Department, and 
partly for founding Edgar Allen Scholarships for studente at the 


University. 


NEW COMPANIES REGISTERED. А 

Drycells, Ltd. (189:605).—This company was registered 
on March .1lth with а capital of £100 in 10s. shares, to carry on the business 
of manufacturers of electric refill batteries for ket and other lamps. The 
subscribers (with five shares each) are: R. W. Gale, 259, Goldhawk Road, W., 
clerk; J. Dunkley, 46, Devonshire Road, Colliers Wood, Merton, S.W., elec- 
trician. Private company. The number of directors is not to be less than two 
or more than five; the first are R. W. Gale and W. H. R. Hargrave, Quali- 
fication £5. Registered office: 24, John Street, Bedford Row, W.C. 


Sunlight Manufacturi g Co., Ltd. (189,636).—This com- 
pany was registered on March 13th, with a capital of £1,000 in £1 shares, to 
carry on the business of manufacturers of and dealers in electric batteries for 
pocket lamps and torches, general clectrical goods and accumulators, magnetos, 
wotor- cars. motor and other cycles, etc. The subscribers (with one share each) 
are: J. Abrahams, 54, Redcross Street, E.C., manufacturer's agent; P. Abra- 
hams, 54, Redcross Street, E.C., manufacturer's agent. Private ny. The 
number of directors is not to be less than two or more than five; the frst are 
J. Abrahams and P. Abrahams (both permanent): каноо 100 shares. 
Registered office: 1 & 3, Paxton Road, Tottenham, 


OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES. 


Sterling Telephone and Electric Co., Ltd.—Mortgage, 
dated 8th February, 1915, to secure £510,000 and further advances, charged on 
certain land at Dagenham, Essex, and company's undertaking and property. 
pent and future, including uncalled capital. Roider: Secretary ol State ſor 

ar. 


Newcastle-upon-Tyne Electric Supply Co., Ltd.— Charge. 
as substituted security ofi shares in Carville Site and Power Co., Ltd., which 
may be acquired by the company, dated 5th March, 1915 (supplemental to 
trust deeds dated 30th June, 1909, and 10th November, 1914, securing £854,500, 
денш stock). Trustees: Rt. Hon. Viscount Ridley, and Rt. Hon. W. B. 

unliffe. 


Foster Engineering Co., Ltd.—Issue on 10th February, 
1915, of £2,208 7s. 2d. debentures, part of a series of which particulars have 
already been filed. 


Carrara-Persilia Electric Railway’ and Power Co., Ltd.— 
Deed of further charge on a certain concession, and company's other assets, 
present and future, including uncalled capital, dated 25th February, 1915, sup- 
plemental to charge dated 25th May. 1914, to secure £40,000. Holders: Com- 


. mercial Bank of Scotland, Ltd., 69, Lombard Street, E.C. 


Curtis and Co., Ltd.—Particulars of 2500 debentures, 
created 22nd February, 1915, filed pursuant to Section 89 (S) of the Companies 
(Consolidation) Act, 1908, the amount of the present issue being 650. Property 
charged: The company's undertaking and property, present and future, includ- 


iny uncalled capital. No trustees. 
Rangoon Electric Tramway and Supply Co., Ltd.—A 
memorandum of satisfaction to the extent of £1,410 on Srd February, and 
04.785 on March 10th, 1915, of debenture stock, dated Ist February, 1906, 23nd 
December, 1908, and 5th November, 1913, securing £250,000, has been filed. 
Edison Accumulators, Ltd.—Debenture, dated 10th March. 
1915, charged on company’s property. present and future, Including uncalled 
capital, to secure all moneys due or to become due from the company to 
London County & Westminster Bank, Ltd., not exceeding £5,000. : 


CITY NOTES. 


British ‘Electric Transformer Co., Ltd. 


THE directors report that they consider the result for 1914 
satisfactory. The accounts show that after paying all manu- 
facturing costs and expenses of administration there remains 
a net profit of £16,235, plus £4,108 brought forward, making 
£20,343. They recommend that there be placed to reserve 
account £5,000, to depreciation reserve £1,500, preference divi- 
Пепа of 6 per cent. £3,719, dividend of 71 per cent. on the 
ordinary shares £6,410, extra remuneration to tbe directors 
£237, leaving to be carried forward £3,478. The directors 
refer to the death of Mr. J. F. Albright, the chairman of the 
company. 
Annual ineeting : To-day. 


Bath Electric Tramways, Ltd. 


THE traffic and other receipts for 1914 show ә decrease of 
£1.410 for the 52 weeke compared with the 53 weeks of the 
previous year. But for the гор. obtained in respect of 
special military services rendered by the motor vehicles, the 
decrease in the earnings brought about by the war would 
have been more pronounced. Certain economies effected in 
operating costs have to a great extent been offset by addi- 
tional expense incurred in connection with these military, 
traffics. In September, 1914, the company was called upon 
to dispose of several of its torpedo cars to H.M, War Depart- 
ment. The cars thus impressed or disposed of to army con- 
tractors have reduced the motor fleet by 14 vehicles. Arrange- 
ments have, however, been made for replacing some of these 
vehicles at the earliest possible dates consistent with the 
1equirements of the Army. The foundry belonging to the 
ecmpany continues to give most satisfactory results. Approxi- 
mately one half of the company’s employés have joined ИМ. 
naval or military forces. After charging the expenses of 
operation and administration, there remains a balance of 
416.133. After paying debenture interest and sinking fund 
charges, and paying the preference dividend for the year 
there is a balance of £5,224, which the directors recommend 
should be carried forward, and should be used towards re- 
placement of the motor feet, etc. They consider that, by 
the adoption of this policy, provision is made for depreciation 
in a most effective form. 
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Davis & Timmins, Ltd.— Sir Henry Mance presided at 
the annual meeting on 9th inst., and said that they had attained 
the results mentioned in the report in spite of the war, and not 
through busin-ss resulting direotly from it. The outbreak of 
hostilities caused a serious set-back from which they did not 
entirely recover until nearing the end of the year, but their trading 
daring the earlier months had been very satisfactory, and they 
were, therefore, able to show results nearly as good as those for 
1918. Ready money had enabled them to secure the stock of 
metal absolately necessary to carry on their work. They were 
full of work, and were likely to be so for a con-iderable time. 
Mr. G. E. Davi', the managing director, ea d that the opening of 
the war found them well «quipped with good stocks of metal and 
an efficient plaut, To-day they were ina favourable position to 
deal with the enormous pressure of orders that had been put upon 
them. The existing state of things was such that no man could 
tell what the d.fficulties of obtaining supplipa, even against cash, 
might be in the near fatare, but anything that forethought and 
anticipation of events oould do had been done, and woold continue 
to be done. Though it was their first and bounden duty to give 
preferential treatment to war supplies, they were in no way 
neglecting their old customers, the mainstay of the business, and 
their beat efforts were b ing used to cause them as lit le incon- 
venience as possible. Generally ep:&king, the whole of the works 
were employed on war material, either as contractors or as sub- 
contractors. 


British Insulated and Helsby Cables, Ltd.—The 
profit for 1914 was £277,423, plua £98,267 brought forward, making 
£375,695. From this have to be deducted dir-otors' and debenture 
trustees’ fees, and remuneration to Works’ Committee, £5,315; 
interest on first debenture stock, £22500; interest on second 
debentare stock, £10,000; depreciation on buildings, plant, 
machinery, kc, £25,000; transfer to reserve accouut, £20,000; 
transfer to spesial reserve account, £8,500; transfer to ficat mort- 
gage debenture stock redemption account, £5,000: peneion fund, 
£25,000: dividend on preference shares to December 31st, 1914, 
£30,000 ; interim dividend on ordinary shares to Jane 30th, 1914, 
£20,000, leaving available for dividend £174,380. The directors 
recommend a further dividend of lls. psr share on the ordinary 
shares, making a total of 15 per cent. for the year, $55,000, carry- 
ing forward £119,380. There has again been an increase in the 
volume of trade compared with last year, and this has resulted in 
an additional profit of £30,077. 225,000 is applied to depreciation 
on baildings, plant and maobinery, as against £22,000 last year. 


An amount of £25,000 has been set aside to form the nuoleus of a | 


pension fund, and the directors will ask the shareholders to approve 
this proposal. Annual meeting, March 22nd, at Liverpool. 


W. T. Henleys Telegraph Works Co., Ltd.—The 
directors report that during 1914 & profit of £119.246 was made. 
Deducting directors’ апд auditors’ fees, debenture interest, income- 
tax, and amount written off for depreciation on buildings and 
machinery, £29,121, and adding £59,065 brought forward, there is 
& total of £149,191. Dedacting transfer to reserve account, 
£20,000 ; transfer to special reserve account, £10,000; dividend on 
preference shares to December 31st, 1914, £9,000 ; interim dividend 
on ordinary shares, £10,000 ; and income-tax on interim dividend on 
ordinary shares, £771, there remains an available balance of 
£99,420. Tae directors recommend the payment of a final divi- 
dend on the ordinary shares of 10 per cent, less income-tax ; 
making 15 percent. for the year; and also a bonus of 53. 
share, less income-tax, and this will require £30,000, leaving 
669,420 to be carried forward. Annual meeting: to-day. 


Automatic Telephone Manufacturing Co., Ltd.— 
With reference to the paragraph in our last issue the directors’ 
report now reoeived shows that the profit for the year 1914 was 
£38,248 plus £3,219 brought forward. Directors’ fees require 
22,450, depreciation on patents, goodwill, buildings, plant and 
machinery absorbs £5,760, there is written off underwriting com- 
mission on shares £3,500, written off preliminary expenses £1,700, 
the dividend on preference shares requires £12,000, and after 
paying 3 per cent. on the ordinary shares, £5 256 will remain to be 
carried forward. During the year more pregress has been made 
in the installation of automatic telephone equipment, and the 
general business of the company has been satisfactory. Annual 
meeting, March 2208 at Liverpool. 


Dublin and Lucan Electric Railway Co.—Mr. J. W. 
Hill, presiding at the annual meeting, stated that the gross 
receipts were £7,367, being £10 less than in the previous year, and 
the expenditure had decreased by £12. The balance was £362, 
which was carried to next account. payment of cumulative pre- 
ference dividend being postponed. Receipts for the sale of electric 
current in 1914 amounted to £208, against £142 in 1913. It was 
announced that the company had secured a favourable contract for 
the carriage of maile and parcels between Dublin, Chapelizod, 
Palmerstown, Lucan and Leixlip. 


Mexican Northern Power Co.—The Financial News 
states that a meeting of the holders of the 5 per cent. first mort- 
gage 30-year gold bonds is to be held on March 30th, for the pur- 
р ee of coneenting to the company's issuing from time to time the 
remaining $2,000,000 6 per cent. prior lien 30-year gold bonda. 


South London Electric Supply Corporation, Ltd.— 
The directors have declared the dividend on the 6 per cent. cumu- 
lative preference shares for the half-year to April 1st next, payable 
on that day. 


Madras Electric Tramways (1904). Ltd.—The 
accounts for 1914 show а gross profit of £21,522. After 
debiting interest and London office expenses, making provision for 
the debenture stock sinking fund, and transferring £7,090 to the 
depreciation and renewal fund, there remains a balance of £9,300, 
plas £3,321 brought forward, making а total of 2 12,621. A 
dividend of 6 per cent. per annum on the preference shares absorba 
£6,000, a dividend of 5 per cent. per annum on the ordinary 
shares requires £2,863, there is written off from the cost of issue 
of new preference shires £590, leaving £3,206 to be carried 
forward. The traffic receipts show an increase of 35 per oent. 
upon 1913. Down to the end of Jaly the increase was 8 7 per cent., 
but since that da*e the receipts have suffered en account of the 
ontbreak of war. As heretofore, the undertaking has been mair- 
ta ned ou’ of revenue, and special improvements aud renewals 
have bien debited to the depreciation and renewal fnnd. The 
reserve arising from the debenture stock sinking fund now amounts 
to £6,280. Annual meeting, Mirch 23rd. 


Yorkshire (West Riding) Electric Tramways Co., 
Ltd.—Holders of this company's 6 per oent. bearer bonds are 
informed that, owing to the situation created by the war, it ів 
almost impossible to get deliveries of suitable material at reason. 
able prices. The board therefore intend to defer the expenditure 
on those works for which the monay was raised by the issue of 
6 per cent. bonds. Consequently, it is proposed to redeem bonds 
to the value of £10,000, and holders are asked whether they are 
willing for a portion or the whole of the bonds they hold to be 
redeemed, plus accrued interest to date. The offer to repay at so 
early a date is exceptional, as also are the causes which have led 
to the cffer — Financier. 


Wycombe (Borough) Electric Light and Power 
Co., Ltd. —At the annual meeting on 10th inst., the directors re- 
ported that further progres: had been made during 1914, the 
connections having risen to 68,306, an irc:ease of 3,056 equivalent 
8 СР lem): Iaclu ling £169 brought forward, there was a profit 
to the credit of пе revenue account of £6,506, and after paying 
interest on debentures and outstanding accounte amounting to 
£3,322, there remained £3,184 available for distribution. A divi- 
dend at the rate of 2} per cent. for the year will absorb £1,000, 
and £2 000 is to be placed to the reserve fund for renewal account, 
leaving £184 to be carried forward. 


Shawinigan Water and Power Co.—The revenue 
from all sources for the year 1914 was $1,805,217; the net income, 
after making provision for operation and interest, was $1,081,317. 
After paying a dividend at the rate of 6 per cent. for the year, 
there is trausferred to reserve and sinking fund $:00,000, to 
depreciation reserve $100,000, to contingent fund $20,000, and the 
surplus undistributed is $39,472. The net revenue bears the ratio 
of 8'6 per cent. to the total outstanding common stock at the end 
of the year, but the proceeds of the issue of $1,375,000 of common 
stock were received only in July, 1914. 


Wedmore Electric Light Co., Ltd. —At the annual 
meeting the managing director (Mr. W. G. Burrough), who pre- 
sided, gave a full report on, and expressed the entire satisfaction 
of the directors with, the year's working, although they were only 
able to recommend payment of dividend at 4 per cent. instead of 
#5 per cent. The set-back was caused by іпогеазе in the price of 
materials for wiring houses, o., and would not recur. А vote of 
thanks was passed to the managing director for his volunta y 
efforts on behalf of the company during the year. 


Wemyss and District Tramway Co.— An income of 
£14,955 shows that the war has not seriously affected receipts, 
while the management effcc‘ed economies in several ways. The 
direc‘ors recommend that, out of the profit of 26519 a dividend 
of 7j per cent. be paid on ordinary +hares, and 14 per cent. extra 
on the 6 per cent. preferenc» shares—7}4 per cent. in all—and the 
balatc* £1,589, be carried forward. During the year the doubling 
ot part of the line was completed. 


Ontario Power Co. (of Niagara Falls).—The report 
for 1914 shows total receipts. $1,825,320 ; net inoome, $1.398,522 ; 
interest, $398,443 ; surplus, $500,078. Owing to the provisions of 
the Railway Act of Canada, which are by charter made applicable 
to the company, the declaration of dividends shonld be made by 
the shareholders at the regular annual meeting. Tae peyment of 
dividends during the year 1915 will not therefore be made in 
quarterly instalments.— Financial News. 


Oldham, Ashton and Hyde Electric Tramway, Ltd. 
—For 1914 the revenue was £33,398, and the expenditure 
& 26.024, leaving a net profit of £7,374, plus £117 brought forward. 
It is proposed to place to reserve fund £1,000, to pay a dividend 
at the rate of 6 per cent. per annum on the ordinary shares, and 
to carry forward £1,021. 


Folkestone Electricity Supply Co., Ltd.—For 1914 
the directors report a net revenue, including £538 brought forward, 
of £20,024. After transferring £5,661 to depreciation account 
and placing £8,500 to reserve, a further dividend of 4 per cent., 
making 7 per cent. for the yeur, is recommended, leaving £1,438 to 
be carried forward. 


Liverpool District Lighting Co.. Ltd.—After trans- 
ferring £1.000 to reserve fund, a dividend at the rate of 4 per cent. 
per annum, lesa income-tax, is to be paid for the December, 1914, 
half-year, 
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Direct Spanish Telegraph Co., Ltd. 


THE accounts for 1914 show, after providing for interest on, 
and redemption of, debentures, and for the dividend on the 
preference shares, & balance of £28,898. The directors con- 
sider the opportunity a favourable one for dealing with the 
question of depreciation on the company’s investments which 
has been progressive for several years, and now amounts to 
the large suin of £19,212. They therefore ropose to apply 
the balance of £28,898 as follows Dividend. on the ordinary 
shares at 4 per cent. per annum £2,556, bonus on ordinary 


shares of 2 per cent. £1,293, to writing down Stock Exchange 


securities £19,212, to reserve fund £5,000, and to carry for- 
ward £807. Both the dividend and the bonus on the ordinary 
shares will be paid free of income tax. The £30,000 44 per 
cent. first mortgage debentures created in June, 1894, fell 
due for payment on June 30th last, and were redeemed: at 
that date. To enable this to be done without realising securi- 
ties at а considerable loss, a loan of £30,000 was obtained 
from the Eastern Telegraph Co. The Bilbao cable became 
Interrupted on September 23rd last, three knots from the 
landing place in Cornwall, and the necessary repairs were 
carried out by the cable steamer Electra, the cable being re- 
opened for traffic on September 27th after an interruption of 
five davs. 'The cost of these repairs, viz., £328, hae been 
charged to revenue. | 
The annual meeting was held yesterday. 


County of London Electric Supply Co., Ltd. 


THE annual meeting was held on Monday, at Winchester 
House, Е.С. Mr. J. B. Bratrawalite, who presided, said that 
they would remember that at the last meeting he told 
them they proposed to issue 10,000 additional preference shares 
oi £10 each and 6,000 additional ordinary shares of £10 each, 
which raised the figure of each denomination of share to 
£650,000. The issue was made on terms which secured them 
а premium of £19,000, and they proposed to utilise £5,000 of 
that sum in writing down preliminary expenses, carrying for- 
ward £14,000 as a reserve against any future contingencies 
that might arise. The issue was over-subscribed and they had 
every reason to congratulate themselves upon having made it 
when they did, as after the war broke out it might have 
been very difficult for them to find the funds they required 
for the development of the bueiness. On the credit side of 
the balance sheet there was a considerable increase in the 
investments. That was due chiefly to the purchase of a 
block of shares in the South London Electric Supply Co. That 
was а company whose area adjoined their own, and whose 
System of supply was also identical with theirs, and it was 
а company with whom there appeared to be a good 
opportunity of their working together in closer rela- 
tions, and it was possible that something might Бе 
done in that direction during the present year. The 
South London Co. had shown considerable progress even 
this vear, when the bulk of the London comnanies were show- 
ing decreases in revenue and in earnings. They had expended 
a good deal of capital during the past vear, but when they 
saw what the results had been he thought they would say 
that none of it had been expended unwiselv. They had ex- 
pended altogether £167.916, of which 494.917, or 56.52 per 
cent. of the total, was for mains. Included in that expendi- 
ture on mains was a considerable amount for a new inter- 
connector between their station at City Road and their Wands- 
worth station. Already they had derived considerable advan- 
tage from that inter-connector—the engineer-in-chief telling 
him that during the first two months of the current year its 
use had enabled them to secure an economy of 15 per cent. 
The rest of the expenditure on mains had heen made on the 
lines he had previouslv indicated. They did not lay mains 
at random—they only laid them where they would bring them 
profitable business, and that had been the case this year. 
In spite of the five months war period which the accounts 
covered, the earnings had increased from £255,670 to £274,080, 
an increase of £18,410. £14,000 of that increase was due to 
Increased receipts from «ale of current, the balance being 
made up by increased rentals of meters and increased divi- 
dends from their investments. which included the return on 
the South London Electric Supply Co. shares to which he 
had referred. They were able to carry to net revenue £164,043 
against £147,812, an increase of £16.23]. In other words, of 
the £18,410 gross increase they retained £16.23] as net and 
available for distribution. In view of the special circum- 
stances which prevailed he thought they would agree that 
such a result reflected very great credit upon their technical 
staff; and the increase in the gross revenue reflected equally 
great credit upon the commercial staff. Out of the net 
revenue they had nlaced £40,000 to reserve for depreciation, 
repairs and renewals, instead of £33,000 as last year: in other 
words. they were placing an additional £7,000 to that fund, 
and after doing that thev carried forward to the balance sheet 
£56,541 as against £76.978 last year. or roughly £10,000 more. 
Thev had therefore disnosed of the increased revenue of 
416.000 by placing £7,000 extra to the depreciation fund, thev 
had naid the dividend on the new capital, which had absorbed 
£1.45, and they proposed to raise the carry forward by 
£5.458—from £7,000 to 412.500. Even after placing the £7.000 
additional to depreciation, raising that allocation to the sub- 
stantial eum of £40,000, they still earned double the amount 


drawn. 


required to pay the dividend on the additional capital, which 
would show them that that capital had been profitably and 
judiciously expended. They might. think that £69,558 was 
rather a small sum to carry into the balance sheet for depre- 
ciation, but he must remind them that that was the balance 
still available for depreciation, and took no account of the 
£108,000 which they had already written off that account.“ 
With regard to the obsolete plant, he told them last year that 
they had written off the whole of such plant at City Road. 
This year they had allocated to the demolition account the 
whole of the obsolete plant at Wandsworth, and after writing cff 
the sum they had allocated for the present year, there was only 
£30,000 to the debit of the demolition account; and they had 
£69,000 left in the account. "There were very few companies 
which were in such a,really sound position as regarded their 
plant as they were. in regard to the business done, in spite 
of the check caused by the war during the last five months 
of the year, they had the pleasure of n porny another record 
in the new business. Last year and the previous year they 
created a record, and again this year they had a record with 
new applications of 5,206 xw., which was easily ahead of 
anything they had secured in any previous year. That re- 
flected the greatest credit upon their commercial staff. It 
had been obtained by the addition of 1,897 new consumers, 
bringing the total number of consumers to 24,212, the largest 
number that anv London electric supply company could show. 
The increase in units sold was 2.269,418, or nearly 9 per 
cent.; the total sales for the year being just over 28 million 
units. With regard to the associated companies, the Bourne- 
mouth Co. had maintained its dividend at 7 per cent. and the 
Coatbridge and Airdrie Co. still continued to expand its 
business, the increase for the past year being the very sub- 
stantial one of 1,841 Kw. The war had prevented the past 
year from being one of almost phenomenal prosperity with 
them. They had suffered very severely by the increasing 
stringency of the lighting restrictions which the Admiralty 
had imposed upon London and the surrounding districts; but 
in spite of those restrictions they had progressed to the extent 
he had indicated. Тһе war had also had a serious effect on 
their staff; 120 members had responded to the country's call 
and were serving in H.M. Forces. He was sure the share- 
holders would approve of the arrangements they had made 
that those men should not suffer financially in any way. The 
fact that so many had responded to go to the front had neces- 
sarily thrown increased anxiety and strain upon those left 
behind. He would like to take that opportunity of testifying 
to the unswerving loyalty and cheerfulness with which those 
membere of the staff who had stayed at home had worked the 
édditional hours and submitted to the additional strain. 
They would expect him to say a few words about the Parlia- 
mentary position. When they met last year he had hopes 
that common-sense might prevail and that the Bill, of which 
they were the nominal proprietors, which was put forward 
by influential bankere, for the unification of the London elec- 
tric supply, might have had a fair chance of becoming law. 
He was sorry to say that owing to jealousy nearly all the 
London companies opposed the Bill, and their opposition 
reached such a height that the promoters felt it was no use 
wasting any more money, and they reluctantly withdrew it. 
It was not their fault that the position of electric supply in 
London was not now on a satisfactory basis. Their efforts, 
however, had not been altogether in vain, because this year 
three Bills had been introduced, one by the L.C.C., which was 
an exceedingly important Bill which followed almost exactly 
the same lines as their Bill of last vear. The Council had 
adopted both of the suggestions which they made in their 
Bill last year. It provided for the acquisition of the com- 
panies by the L.C.O. or some statutory body to be created 
for the purpose, and the leasing back to them of their under- 
takings for a period of 50 years to be worked by them. It 
also defined exactly what price the companies ehould get at 
the end of the 50 vears. They did their best to help the 
L.C.C. with their Bill, but apparently the incurable jealousies 
and the smallness of outlook of the Landon companies caused 
them to again oppose the Bil, with the result that the 
Council failed to secure the necessary three-fourths majority 
to bring it forward, and the Bill had therefore been with- 
They had, however, put their hands to the three 
points which were of the utmost importance to shareholders 
in the London electric light companies—first that it was a fit 
and honourable thing that they should have their period of 
purchase extended to 50 years; second that the best results 
were to be obtained not by municipal ownership and manage- 
ment but by municipal control and company management; 
and. third, that it was fair to place the settlement on such 
a basis that, instead of being dependent upon the result of 
some arbitration, those who were engaged in the supply of 
electrical energy to London should know exactly what they 
were going to get at the end of 50 vears’ time, во that thev 
might be able to make proper provision for the redemption of 
their capital. He thought it was a very great gain to have 
kad those principles embodied in a Bill put forward by the 
L.C.C. Ten of the companies put forward a Bill of their own. 
and it might come as a surprise to the shareholders when he 
told them that although those companies threw out tho Bill 
which the County of London Co. promoted last vear or the 
ground that it was foolish to ask the L. C. C. for 50 vears, the 
associated companies had ndopted that proposal in their Bill. 
The companies. apparently, could not agree among them- 
selves, and their Bill had been withdrawn too. As far as the 
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directors of the County of London Co. were concerned, they 
did not intend to allow the question to rest where it was. 
They had a very clear view as to what was the proper policy 
to pursue, and they prona to forward the unification of 
the electric supply of London by every means in their power. 
He had already alluded to a possibility of their coming into 
closer working relations with the South London Co. They 
had acquired a very large area in the Romford district and 
they proposed to go forward with the lighting there, and by 
next year he hoped to be able to tell them that they had 
commenced a supply there; and step by step they proposed as 
opportunity offered to follow up their policy of doing their 
utmost to unify the supply, and place the electric supply of 
London, as far as they had power to do it, on a satisfactory 
and sound commercial basis. The outlook for the current 
year was the most difficult matter that confronted him. We 
were in the middle of a great war, and none of them "knew 
when it was going to end. At the present time conditions 
were somewbat unfavourable for electric supply companies 
owing to the dislocation in coal prices and other difficulties. 
They would do the best they possibly could to meet those 
conditione. Both the gas companies 1n London had increased 
their prices, and, although they would do it reluctantly, it 
might be necessary for them to ask eome of their customers 
to share with them the burden of the excessive cost of coal 
while the war lasted. If they found it necessary they would 
do that in order to protect the interests of the shareholders, 
and he had no doubt that the consumers would regard any 
increase in the price of current as part of the sacrifice which 
they would have to bear in order to carry on the war. He 
was glad to say that up to date the applications for new busi- 
ness were slightly in excess of those up to the corresponding 
period last year, and the units sold had increased by 4 per 
cent. | | 

Мг. Е. W. REYNOLDS seconded the motion. 

Mr. J. J. Bisdoop congratulated the board upon the report 
and also in regard to their policy for unifying the supply of 
electricity to London. No matter what happened in the 
future, 16 would always stand to the credit of the board of 
that company that they suggested a solution of that great 
problem. 

The report was adopted. 


———— — —À — 


Metropolitan Electric Supply Co., Ltd. 


Mr. W. Harrison Cripps presided on Tuesday, at Winchester 
House, E.C., over the annual meeting of this company. After 
reviewing the finances as given in the report, he said that in 
regard to the capital expenditure, the money was raised partly 
bg a further issue of their 34 per cent. debentures and partly 
against the reserve fund. It was spent partlv upon generat- 
ing and distributing plant and partly in providing connections 
for new consumers. At Willesden, in addition to minor im- 
provements, thev had installed a new 4,000-kw. Parsons tur- 
bine. They had had nine months’ experience of this machine 
and found that it was saving them a large amount in coal, 
water and oil, thus materially reducing their running costs. 
It was working in the most satisfactory way. They had also 
bought some freehold land in the Holborn district and had 
erected a building to accommodate large storage batteries. the 
effect of which would be to save the generation of many kilo- 
watts at Willesden on the peak load. During the last few 
years they had been making considerable additions to their 
reserve fund: thus during the three years 1908 to 1910 they 
‘placed 415.000 annually to reserve. In 1911 this was in- 
creased to £17,000, in 1912 to 420.000. and in 1913 to £22,000. 
This year they proposed making a similar addition to the 
fund. He would remind them that when thev had Marvle- 
bone, and their generating station at Sardinia Street, consider- 
able sums had been put aside against the depreciation of those 
properties for which thev received under the two arbitrations 
payment in full. using the money еу obtained in buving 
rew plant for the remaining narts of their undertaking. These 
reserves thus became available to increase the amounts set 
aside in resnect of the remaining nlant. much of which had 
heen acquired within the last twelve vears. If the past vear 
had been a normal one the position of the companv. judging 
from the results of the first six months, would have heen 
quite satisfactory, but the vear was not a normal one. When 
they made up their accounts in July for the first six months 
there was a satisfactory increase both in new business and 
receipts. the result showing a satisfactory margin over casts. 
The actual number of new enstomers in the year was 1,620. 
The increased connections had heen 1,550 KW., or an equiva- 
lent of 50.000 25-c.p. lamps. This was practically as good a 
progress ns thev had made in anv one year. The new con- 
nections were at present coming in at a favourable rate. Tn 
spite of the war thev were in excess of the corresponding 
neriod of the previous year. In August. like a bolt fram the 
blue, the war was unon them. upsetting everv ealculation. 
They Hon hed diffeulty in keening un their con] reserves and 
the prices began to rise. Thev hed to part suddenly with 
some of their most exnerienced workmen: they had also to 
make provision for guarding their works and the exnosed par- 
tions of their mains. and it at once became'evident that their 
expenditure during the last half of the year would be increased. 
When October arrived a new unforeseen loss of revenue had 
to he faced. They must bear in mind that, owing to the 


situation of their undertakings, chiefly in the West of Lon- 
don, the main source of income was from the sale of light, 
and October, November and December were the most import- 
ant and profitable months for selling light; indeed, ae much 
light was consumed during these three months as waa the 
case in the six summer months of the year. Just as this 
Ho portans period commenced the order came for reducing all 
light to a minimum. They did not complain of this. ey 
supposed it was necessary, but the shareholders had had to 
sacrifice а considerable part of their income for the general 
safety of London. To show the effect of this, he might men- 
tion that the revenue for lighting in their London areas de- 
creased by over £10,000 in the last quarter of the year. 
The reason why the net decrease was no greater than about 
£2,000 was due to the large amount of new business they 
had been able to secure in the western areas. Ile only gave 
this as an explanation for the fall in revenue, which was in no 
way due to any permanent diminution of their business. It was 
one of the incidents of the great war. How long it would last 
who could tell, but eooner or later it would pass, and he hoped 
that the trade and prosperity of the country, upon which thc 
electric supply industry depended, would have a quick and 
vigorous revival. During the past year an attempt had again 
been made to consolidate the electric supply of London. The 
Bill which the London County Council was to introduce failed 
owing to 1t not obtaining the necessary two-thirds majority 
of the whole Council. Most of the companies, subject to the 
eettlement of certain details, were not necessarily in opposi- 
tion to the Council echeme, the essential of which was the 
purchase by agreement by a new authority of the present 
companies of London. The new authority was to delegate its 
powers, safeguarded in many respects, to a new company to 
take over the actual working of the undertaking. 'The com- 
panies, failing any satisfactory agreement with the London 
County Council. had a Bill of their own to effect a combina- 
tion of the majority of the present undertakings. This Bill 
was to provide for the alteration of the present terms of life 
and to place the future purchase of the undertakings on a 
more satisfactory footing. These two Bills, with certain modi- 
fications, were not inconsistent with each other, but their 
Bill had had to be withdrawn in deference to the views 
expressed by the Chairman of Ways and Means that no pri- 
vate business of euch magnitude should be undertaken during 
the present session. They believed that a proper combination 
of the present companies would reduce costs and would ulti- 
mately be an advantage to the consumers of electricity. They 
did not regard the matter as dropped, but merely postponed 
to a more favourable season. The vear had been an anxious 
one to their staff, and had entailed much extra work. The 
directors wished to thank them all for what they had done, 
and would especially mention their two chief officers, Mr. 
Highfield, the engineer and manager, and Mr. Cunliffe Owen, 
the secretary, for the zeal and devotion which they, with 
other members of the staff, had shown in the interests of the 
company during this very trying period. No less than 58 of 
their employés responded to the first call and were now away 
at the front. If these men served their country with the same 
faithfulness that many of them for years past had served the 
company the British. Army would contain no finer bodv of 
men, and they knew that when they returned it would be 
with honour to themselves and their country. He wished to 
epeak well of those who still remained in their service. Мапу 
of tbese also would have liked to have joined, but the board 
felt that they were equally doing their duty by their work in 
keeping up a regular supply of electricity, one of the moet 
essential necessaries for London at the present time.  Thev 
could not let their men leave them for the war without doing 
something towards the support of their families during their 
absence. The directors had made some provision for this. 

Sir J. PENDER, Bart., seconded the motion. | 

Mr. Н. L. Cripps expressed his approval of the Chairman's 
statement that it was intended to proceed with the Bill for 
amalgamation when the time was opportune. He felt great 
confidence that amongst all the business men of the London 
County Council. no matter what their nolitics might be, there 
was a very strong feeling in favour of the policy which the 
Chairnian had indicated, and which had been expressed in 
their own Bill. 

The report was adopted. 


Braunton Electric Light and Power Co., Ltd. 


AT the annual meeting recently held it was reported that the 
net revenue account showed a balance of £238. The directors 
recommended a dividend of 5 per cent (less income tax) on 
the cum, pref. shares, amounting to £23. a dividend of 21 per 
cent. on the ordinary shares (less tax) £63, writing off a f - 
ther £80 from formation expenses, and 5 per cent. for depre- 
ciation of machinery, plant and accumulators, and 2 per cent. 
off mains, cables and services, amounting to £100, leaving £22 
to be carried forward. The net revenue account showed that 
£234 was vielded from private lighting supplies, £77 from 
contract lighting, and £50 from contract pumping. 

Mr. Yeo, who presided, gave figures showing the advance 
made annually since the company was inaugurated a few 
years ago, and considered the position of the anderiak ni moet 
satisfactory, 
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Electrical and Industrial Investment Co., Ltd. 


ÀN exiraordinary general meeting was held on Monday at 
Electrical Federation Offices, Kingsway, under the presidency 
of Mr. E. Garcke, when the Chairman formally proposed the 
following resolution for reducing the capital of the company :— 

That the capital of the company be reduced from 6400, 000 divided into 
900,000 six per cent. cumulative preference shares of £1 each, 100,000 of 
which have been issued and are fully paid, 100,000 issued and fully paid seven 
per cent. preferred ordinary shares of £1 each, and 100,000 deferred ordinary 
shares of £1 each, 90,000 of which have been issued and are fully paid, to 

314,500, divided into 200,000 six per cent. cumulative preference shares of 

each, of which 100,000 have been issued and are fully paid, 110,000 seven 

г cent. preferred ordinary shares of CG each, of which 100,000 have been 
issued and are fully paid, and 90,000 deferred ordinary shares of 1s. each, 
all of which have bcen issued and are fully paid, and that such reduction be 
effected by cancelling capital which is lost, or is unrepresented by available 
assets to the extent of 19s. per shaie upon each of the 90,000 fully paid 
deferred ordinary shares of dà each, which have been issued and are now 
outstanding, by reducing the nominal amount of each of such shares to Is., 
and by converting the 10,000 unissued deferred ordinary shares of £l each 
into 10,000 unissued preferred ordinary shares of £1 each. 

Mr. Савске remarked that he fully explained the reasons 
for the resolution at the recent annual meeting, and he might 
say that while they had not received a single proxy against 
the proposal they had received a large number in favour of it. 

Mr. CUNNINGHAM seconded the resolution, and it was carried. 

Subsequently & similar resclution was passed by the holders 
uf the deferred ordinary shares of the company. 
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Nouth London Electric Supply Corporation, Ltd. 


THE gross receipts for the year 1914 were £55,030, while the 
expenditure was £25,431, leaving £29,599, plus £728 
brought forward. After placing to depreciation account 
£5,416 (making the fund £50,000) and writing off special 
items capital account £978, also making provision for the 
dividend on 6 per cent, cum. pref. shares due October lst 
last, and accrued to the end of the year 1914, debenture and 
other interest accrued, etc. £14,428, there remains £15,899. 
Out of this the board recommend a dividend on the ordinary 
shares at the rate of 5 per cent. for the year, amounting to 
£13,000, carrying forward £2,899. During the year new con- 
nections representing the equivalent of 38,742 (35 watt) lamps, 
or 1,855 Kw., were added to the company’s system, making a 
total connection at the end of the year of 340,866 (35 watt) 
lamps, the equivalent of 11,900 kw. The unite sold durin 
the year amount to 6,153,241, and show an increase of 412,01 
or 7.2 per cent. over the previous year. The ratio of total 
costs to revenue is 46.2 per cent. The plant, machinery and 
mains have been maintained out of revenue in an efficient 
condition. The report refers to the position of the two Lon- 
aon кее Supply Bills which are not to be proceeded with 
at present. | 


Units generated "n is PN т m 7,669,760 
Sold to consumers and used by public arc lamps А 6,153,241 
Used on works for lighting, meter testing, and motors 414,960 
Total гав 85 m Kk ain is sis 6,568,201 
Expended in distribution 1,101,559 
Total connections . 11,900 kw. 


Annual meeting, March 23rd. 
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Salisbury Electric Light and Supply Co., Ltd. 


Tus report for 1914 states that the generating plant has been 
sufficient to meet the output and the whole of the plant is in 
ооп working order and capable of dealing with a con- 
siderably increased demand. The profit on the year’s working, 
including £1,098 brought forward, amounts to £6,994, and 
after paying £1,044 interest on debentures and an interim 
dividend at the rate of 4 per cent. for the half-year, amount- 
ing to £700, there remains £5,250. The directors recommend 
that a further dividend at the rate of 8 per cent. for the half- 
vear be paid, making with the interim dividend, 6 per cent 
for the year, and that £2,400 be carried to reserve, leaving 
£1,450 to be carried forward. 


Mr. Е. E. GRIPPER presided at the annual meeting, held on 
March 9th. He first referred to the death of the Chairman, 
Mr. W. M. Hammick, who was practical the founder of 
the company. They were hoping to induce Mr. Woodrow, a 
Salisbury man, to become chairinan. The company had had 
quite a good year. In spite of war troubles and the great 
difficulty there had been in the matter of coal transit, it had 
been the most successful year they had had. The staff had 
responded extremely well to the call of their country in join- 
ing the colours. At the commencement of the war they had 
23 members of the staff, and 30 per cent. of those were now 
serving with the colours. The company had made arrange- 
ments to give those inen a generous allowance during the 
time they were away, and were reserving their positions as 
far as it was possible to do so. There had been a considerable 
awount of economy in lighting since the war began, and that 
had reduced the amount of current which would have been 
used under ordinary circumstances. In spite of that, their 
receipts on the revenue account were £138 larger than last 
year, while the coste of running were only £88 more, about 

alf of that amount being due to the increased cost of coal. 
Altogether. they had £352 more to deal with than they had 
last year. They thought it advisable, under present condi- 


-have been justifie 


tions, to carry forward a substantial amount, so that they 
might have provision for any trouble that might turn up. 
But for the existing conditions he thought the directors would 
in paying another l per cent., but the 
more prudent course was not to increase the dividend this 
year and to live in hopes of being able to do ао next year. 
The company was in а very sound financial position. , 
Mr. A. C. Вотнлмв seconded, and the report was adopted. 
The CHAIRMAN mentioned that the directors had elected Mr. 
J. C. Wigham, one of the горе ора цусв of Messrs. Edmund- 
son, to fill the vacancy on the board caused by the death of 
Mr, Hammick. | 


, 


Brompton and Kensington Electricity Supply 
Со., Ltd. i 


THE revenue account for 1914 shows a credit balance of 
£30,271, plus £7,153 brought forward, and £322 balance of 
interest received and accrued, making a total of £37,746. After 
deducting £1,273 for interim dividend on the 7 per cent. cum. 
pref. shares, and £7,360 interim dividend (free of income tax) 
at the rate of 9 per cent. per annum for the half-year to June 
30th on the ordinary shares, the directors recommend that 
£29,114 be dealt with as follows: — Written off cost of invest- 
ments £1,100, written off the shares in and advances to the 
Brompton and Kensington Accessories Co., Ltd., £4,000, 
reserve fund account (raising it to £46,000) £6,500, dividend on 
the preference shares for December half-year £1, dividend 
on the ordinary shares for December half-year at the rate of 
П per cent. per annum, making 10 per cent. for the year, 
£9,315, income tax on interim dividend £621, directors’ addi- 
55 remuneration £1,000, leaving to be carried forward 


G. . Cus- Av. Div, 

lamps Inc tomers - price on 

con. ір $с.Р, oon- Grose  Expendi- Not per ord. 
Year. nected, lamps. necied. receipts. ture receipts, unit, зһа ез. 
1912 978,701 18,147 5,798 £56,848 £23,170 283,178 418d, 1 
1918 $91,108 18,407 6,118 256,484 £248,984 281.500 408d. 10 
1914 810,258 19,180 6.350 £56,870 £26,009 480,971 3954, 10% 


The annual meeting was held yesterday. 


Edison Accumulators, Ltd. 


Mr. BERNARD M. Drake, M. I. E. E., presided on Friday, at 
2, Duke Street, S.W., over the first annual meeting. 

The CHAIRMAN, in moving the adoption of the report, said 
the results shown in the balance sheet were fairly satisfactory, 
due allowance being made for the abnormal times through 
which they were passing. The item under the profit and loss 
account for staff, offices, and selling expenses might appear 
high, but they would understand that in initiating the indus- 
try of the company, which was new to this country, it was 
necessary to be constantly punning cars for demonstration pur- 
poses, and enquiries had to be followed up closely so as to 
educate the public as to the results which might be expected 
under various working conditions, and the particular ones for 
which their products were best suited. It had also been neces- 
вагу to prepare special designs to suit the conditions prevailing 
in England, which in many cases were different to those in 
America and elsewhere. They would notice amongst the 
assets an item of £4,845 under the heading of '' royalties paid 
in advance." He might explain that in order to obtain the 
concession for the sole rights of the Edison battery for Eng- 
land a sum of about £5,000 had to be paid in advance. This 
amount, however, was being credited to the company on 
orders as placed with the Edison Co. of America. For part 
of the period under review they were unfortunately paying tor 
two seta of offices; their former offices, however, had now been 
let, so that this extra outlay would not recur. At the end of 
the year there were sufficient unexecuted orders on the books 


` to have enabled them to show a profit had it been possible to 


obtain the necessary equipment in time. As regarded the 
future, they would be pleaeed to hear that encouraging reports 
were being received concerning the results obtained with the 
vehicles now at work. Not only was the cost per ton-mile 
coinparing very favourably with that of other road transport 
systems, but the reliability, ease of manipulation, and quiet 
running of the Edison accumulator vehicles were proved to be 
advantages with which no other system could hope to com- 
pete. An objection sometimes raised to the use of electric 
vehicles was the trouble of rec barging and the time occupied 
in this operation. This, however, would largely реш with 
increasing use and additional charging stations. One special 
feature of the Edison battery was the rapidity with which it 
could be recharged. Another important point with regard to 
the working of electrically propelled vehicles was that the 
cost of generating and supplying current was steadily decreas- 
ing, whereas the cost of petrol or other fuel for the internal- 
combustion engined commercial and private cars had been 
continuously rising. To give them a practical example, he 
might mention that one Borough Council engineer had found 
that four 2-ton tipping wagons had replaced no less than 
11 horses and carts, besides doing the work of refuse collec- 
tion more efficiently. Although the first cost was heavier, 1t 
was claimed for the Edison battery that being composed of 
more durable materials it could successfully withstand vibrae 
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tions and hard work which would shorten the life of lead 
: batteries, so that in the end the cost for traction work would 
be lower. The life of a lead battery was now pretty accurately 
known, and was short, but the life of the Edison battery, 
judging from examinations of batteries which had been in 
use and showed no deterioration whatever, would be indefi- 
nitely long. The Edison battery had also a very distinct advan- 
tuge in that it suffered no deterioration from being completely 
discharged, or even left in a discharged condition, a state of 
affairs which was very prejudicial to lead batteries. Mr. Edison 
was reported to have said that in his opinion the nickel iron 
alkali battery would play an important part in the transporta- 
tion of the future. This statement was already verified in 
, America, but in England they were slow to move in anything 
new, and it was often difficult to overcome the want of enter- 
prise shown by the older established stores, cartage contrac- 
tors, and other firms, who were content to wait until their 
more up-to-date competitors had shown what could be done. 
Arrangements had been concluded with the firm of Drake and 
Gorham, Ltd., of which he was chairman, under which their 
widely-spread organisation would be available for pushing the 
sale of Edison vehicles, especially in Lancashire and Cheshire, 
for which district they had purchased a two-ton truck which 
was constantly employed in making demonstrations. He was 
glad to say that the orders received since the expiration of 
the period covered by the balance sheet had been most satis- 
factory, in fact they amounted to over three-fifths of the total 
during the period covered by their balance sheet: He had 
every hope, therefore, that when next they met the directors 
might be in a position to recommend the payment of a good 
dividend. | 
Col. H. C. L. HOLDEN seconded the motion. 


A sharebolder remarked that the statement was most en- | 


couraging, and he hoped the board would be in no hurry to 
pay dividends. - 
e CHAIRMAN said that was advice they rarely received from 
shareholders. > 
The report was adopted. 


Oxford Electric Co., Ltd. 


Sır HENRY МАХСЕ presided at the annual meeting, held at 
Oxford on March th. The Secretary (Mr. H. Eeles) read 
the Chairman’s financial memorandum, which showed that 
the capital expenditure was less by £4,623 than for 1913. In the 
revenue account the expenses were adversely affected by in- 
creased price of commodities, increased taxes, and heavier 
wages, due to the war. The revenue had increased by £400. 
The item of street lighting showed a decrease, as the account 
had been charged with the cost of providing a system of in- 
candescent lighting to take the place of the large arc lamps 
Which were extinguished some weeks ago. Cost of carbons 
had largely increased owing to shortage of imports. The bal- 
ance of gross profit was less by about £500, approximately 4 
per cent. on the ordinary share capital. The Chief Engineer 
(Mr. F. Н. Francis) read a report on the engineering work of 
the year, plant alterations, mains extensions, new installations, 
etc. There seemed to be a growing demand for 2 and 8-н.Р. 
motors for such work as boot-repairing, firewood making, etc. 
In regard to new services, 1913 was an exceptionally good 
year, and but for the war they would probably have broken 
the record in 1914. The price of coal had increased nearly 
4 per cent., and fucl oil for the Diesel engine by 31 per cent. 
They were deprived of the use of the Diesel engine for a con- 
siderable period in consequence of an accident in September. 
lt was now in use again, but with a reduced output. The 
repair of the third cylinder, the one severely damaged by the 
accident, was now under consideration, and would be taken 
in hand as soon as possible. Their present stock of coal would 
last eleven weeks. and with the assistance of the Diesel engine 
three months. The prospects for lower prices of fuel were 
not encouraging. 

Sir HENRY MaANCE, in the course of his address, said that he 
had taken the view that in this period of great national stress, 
when investors would be disappointed in many of their sources 
of income, it was their duty to pay to the shareholders every 
shilling they could which had been fairly earned and which 
they could prudently do. They would continue to act on that 
pohey. They were doing remarkably well when the war broke 
out and looked like having a revenue £1,000 in excess of the 
previous year, but they were affected by the colleges and allied 
institutions needing less current, and by the prohibition of 
private outside lighting. Personally, he believed. that the 
eitizens of Oxford were in greater danger during a thunder- 
storm than they would be from the visit of a hostile aeroplane. 
Some of the stuff had volunteered to do the duty of one of 
the employés who was at the front. by means of overtime, for 
Which they asked no extra remuneration. The issue of prefer- 
ence shares made last month had been several times over- 
subseribed for. The shares were offered to the shareholders 
а few days before the Treasury minute appeared. Не saw one 


of the Secretaries to the Treasury and was informed that there 


was no objection to the issue, but it would be necessary to com- 
municate with the Treasury when they applied for a Stock 
Exchange quotation. Sir Henry said that he did not suppose 
that the most sanguine amongst them anticipated that the 
war would be over before the autumn, and that being eo they 
Inust not expect any increased demand for current on the part 


of the colleges and allied institutions. Still, if they were to 


put the question to him, were they downhearted? he 
would reply emphatically " No!“ | 
The report was adopted. 


Waste Heat and Gas Electrical Generating 
Stations, Ltd. 


THE annual meeting was held in’ Neweastle-on-Tyne on the 
10th instant. Mr. E. L. Pease, who presided, said that Dr. 
Simpson (the Chairman) and Mr. F. S. Newall were pre- 
vented by illness from being there that day. The capital 
expenditure on buildings, generating plant and machinery 
totalled £273,994, which was nearly £3,000 less than last vear. 
The reduction was due to one of their customers having exer- 
cised his option to purchase some electric motors and other 
plant which that company had supplied on hire-purchase 
terms. The value of the plant sold under the agreement was 
£3,922, but on the other hand they had paid on capital account 
during the year £980. The profits for the year were £39,001, 
an increase of £756 over the previous year, and they were 
transferring an extra £1,000 to the reserve fund. The profits 
available for distribution were £40,611, as compared with 
£37,710. Since the outbreak of war there had been a slight 
decrease in the amount of waste heat obtained at some of the 
stations; compared with the corresponding period of the pre- 
vious year, it represented in units of electricity about 7 per 
cent reduction. iis did not mean, of course, that the com- 
pany's profits during that period had necessarily decreased to 
that extent, as a large part of the revenue was received in 
the form of fixed charges which were paid by the electric 
power companies for the use of the stations. He would not 
venture to give any forecast as to the probable resulte of this 
vear. The company's supplies of waste heat and gas depended 
largely upon the regular working of coke ovens and blast- 
furnaces, and if those businesses were seriously affected by the 
war they would themselves be affected also. The company 
had not erected any new generating stations since the last 
report, bat the directors had had recently under consideration 
the advisability of installing some additional plant at Wear- 
dale power station, in view of a more efficient utilisation of 
the gas received from the coke ovens, and they had also made 
arrangements to erect some further plant at the company’s 
Grangetown power station with the object of maintaining 
greater output from the plant installed there. If those works 
were carried out it was estimated that they would involve an 
expenditure of £35,000 to £40,000, which would be within the 
company’s available cash resources. 
The report was adopted. 

А i was decided to distribute £1,000 amongst various relief 
unde. N 


в 2 


Chelsea Electricity Supply Co., Ltd. 


IN the absence of Mr. Davies, who is on service with the Rel 
Cross in France, Major W. F. Woops presided on March 11th, 
at Winchester House, E. C., over the annual meeting. He 
sald that during the part of the year previous to the declara- 
tion of war, the number of units generated and sold showed 
a very satisfactory increase, and revenue was growing steadily, 
but in the latter part of the year the restrictions imposed on 
street lighting had caused a considerable shrinkage in the sale 
of current, attributable to the reduction. of the lighting of 
shops and other outside illumination, the earlier closing of 
licensed premises, the cessation of most forms of entertain- 
ment, and the general practice of economy in businesses and 
households. In the first half of the year there was an increase 
of 40,932 in the units sold, or an increase of about 2 per cent., 
as compared with the first half of 1913, but by the end of the 
year this was converted into a decrease of 108,983 units, or 
about 24 per cent., as compared with the previous year. Added 
to this, the increased price of coal, which was from 25 to 30 
per cent higher than before the commencement of the war, 
coupled with the difficulty of obtaining regular supplies owing 
to the dislocation of trafic on the railway systems, caused Ше 
directors to prepare them for a possible failing off in the net 
profits in 1915. Unfortunately, the immediate outlook, во far 
as coal prices were concerned, were not encouraging, but the 
Government were now taking steps to give electricity supply 
undertakings assistance in deliveries, and they hoped to reduce 
the expenditure by using more oil fuel in connection with the 
Diesel plant. Notwithstanding the adverse circumstances, the 
receipts and expenditure were practically the same as in 1913, 
and the net amount available for distribution after payment 
of interin dividends and debenture interest was £29,058. 
There was considerable delay in getting their Diesel plant to 
work. It was still in the hands of the contractors, and certain 
questions with {Шеш were still outstanding. The engines had, 
however, been at work during the latter part of 1914, and they 
believed that their anticipations in regard to their effect in 
reducing the fuel costs would be fully justified. They pro- 
posed to utilise this portion. of the plant to a considerable 
extent during the current year. The amount paid to the 
Central Co. for current purchased had been £1,077, as against 
£641 in 1913. The increase in 30-watt connections during the 
year was 7,854, and but for the untimely circumstances of the 
war this item would doubtless have been considerably in- 
creased. In regard to the London power Bills, now with- 
drawn, whatever might happen in this connection in the 
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future, the directors might be relied upon to see that the 
interests of the Chelsea Co. were properly safeguarded, and 
the shareholders would, of course, be asked for their approval 
of any scheme by the companies dealing with this very diffi- 
cult question. The directors had interested themselves in the 
question of recruiting men for the Army and personally 
interviewed all members of the staff who had not previously 
enlisted, and who were eligible for service, to ascertain (with- 
out, however, bringing any pressure to bear) whether there 
were good reasons for their abstention. He was glad to report 
that 34 men out of 122 had joined the colours, or more than 25 
per cent. of the staff. The directors had made provision for 
their dependents with a promise of reinstatement on return. 
The thanks of the shareholders were due to all those members 
of both the indoor and outdoor staff who, during a very diffi- 
cult time, had loyally carried on the work of the company. 
He also expressed their gratitude to the police, and 3 
to the special constables, who had given their ungrudging ser- 
vices during the dark hours of the night, and often during 
the most inclement and unpleasant weather, for the protec- 
tion of the company's stations. 

Mr. Н. E. BEFTON seconded the motion, and the report was 
adopted without discussion. 

Mr. S. BEETON was re-elected a director, and a vote of thanks 
was passed to the special constables for their services in guard- 
ing the company’s properties. 


-— - — — — — 


Derby Lamp Works, Ltd. 


At the statutory meeting, held at Moorgate Place on March 
12th, it was stated, according to a report which has been 
supplied to us by the secretaries, that the number of prefer- 
ence shares applied for fully reached expectations and 
practically 30 per cent. of the ordinary shares offered as 3s. 6d. 
paid had been applied for, and shareholders of Metalite, Ltd., 
were congratulated on having exercised their righte to such 
a substantial extent. They had purchased a few new 
machines, principally labour-saving devices, which the works 
manager thought desirable. They were selling some of the 
machinery which, owing to their not making filaments, was 
row unnecessary. They had invested £250 in the Sheraton 
Glass Manufacturing Co, in order that they might secure a 
constant supply of bulbs at minimum cost. They went to 
allotment on January 15th with a clear working capital of 
£7,000. "This was a satisfactory result considering the finan- 
cial difficulties consequent upon the war. Finance once satis- 
factory arranged, said the Chairman, the present state of 
affairs undoubtedly militated in their favour; they could not 
have started business at a more favourable time—a time 
when their enemy competitors were entirely shut out of the 
market. After the war, Austrian and German manufacturers 
who in the past had found this country such a convenient 
dumping ground, would find that the energy and initiative 
of the British lamp makers had "changed all that." The 
speaker went on to refer to the management, which he confi- 
dently believed was going to make our company not only 
successful, but one of the foremost lamp factories in this 
country." The works manager, Mr. J. L. Green, has had 
an experience of which many in this trade may well be 
envious.” Although we only went to allotment two months 
ago we already have а satisfactory production, and what is 
at this stage perhaps the most important point, we are satis- 
аса the lamps we are producing are second to попе іп 
quality." 
been possible if the directors had not financed the company 
out of their own pockets for over two months before allot- 
ment. Those who were shareholders in Metalite, Ltd., were 
under a considerable cbligation to them in that respect. 

We are informed that in reply to questions which were 
asked, the directors stated that they were satisfied that the 
working capital available was sufficient to bring the company 
to a paying basis, and that they had been offered a contract 
for the whole output, also one for 90,000 lamps per week. 
These contracts were under consideration. 


. STOCKS AND SHARES. 


The recovery in markets to which we alluded last week is 
continuing steadily. Although in Consols there is still no 
chance of realising stock, for most of the other gilt-edged 
securities a demand is distinctly noticeable. This investment 
enquiry has the virtue of spreading, and, for the first time in 
many months, We аге in the position of being able to record 
that buyers are searching the electric lighting list for what 
they consider to be cheap shares. The Home Railway group 
15 decidedly hetter. 

What is known as the Miscellaneous market, wherein are 
comprised most groups of industrial securities, is the most 
active in the Stock Exchange; and of all its varied sections, 
that for oil is pre-eminently strong. One of the main features 
of the week turned out to be a further sharp advance in the 
price of Marconis, though the movement lacked sufficient 
staying power to hold the quotation at the best level reached. 

The especial point that makes the electric lighting market 


This rapid progress" however would hardly have 


noteworthy is the fact that a number of the shares which 
hitherto have been practically unsaleable at their quoted 
levels can now be realised without difficulty. The change 
would be remarkable were it not remembered that, under 
the restrictions imposed by the Government, Stock Exchange 
jobbers are not allowed to sell shares unless they have actually 
got them. Опе direct consequence of this is that, whereas in 
the ordinary way They would sell, taking a business risk of 
replacing the shares at an early opportunity, they cannot do 
so unless armed either with the shares themselves or with 
the positive knowledge that they (the jobbers) can get Шеш. 
And as, in market circumstances so unique as those at pre- 
sent ruling, the timid buyer is frightened when he finds his 
chance of acquiring cheap stock looks like becoming practic- 
able, so also the hitherto anxious seller no sooner gets a bid 
for his shares than he promptly raises his price, in the hope 
of getting more. 

If in this exposition of circumstances there savours aught 
approaching tbe iteration regarded by good authorities as so 
damnable, the writer on Stock Exchange topics must fain 
cover his defence with the statement that the aforesaid set of 
conditions comes into play eo frequently, and yet so un- 
expectedly, that he is compelled to fall back upon it in en- 
deavouring to set the market picture clearly before those 
interested in its view. 

Within the next two or three weeks all the electricity supply 
shares will be quoted ex-dividend, and it will be possible to 
reinstate that table of yields on money invested which pre- 
viously, since war broke out, might have given a false impres- 
sion instead of a correct one. The quotations below are mostly 
cum dividend, allowing for which, the leading ordinary shares 
can be bought to pay 54 to 64 per cent, on the money. The 
trouble, as hinted above, is to secure shares; and in' cases 
where only a month ago there were blocks up to 500 oh offer, 
to«lay's investor will learn from his broker that, if he is fortu- 
nate, he may be able to secure 100 at some comparatively high 
price. In addition to the following prices, we may add that 
bargains were done to-day (Tuesday) in- South Metropolitans 
at 9s. 9d., and in Bournemouth Ordinar*at 10. 

We append our usual list of representative stocks und shares 
in the electric lighting markets :—_ Ls 


м 


Homes Exxzcraiciry OoMPANIES. a) P 
Mean price. Mar, 16, 1915. Rise or fall 
E 5 Wade ‘ July т, 1914. | this week, 
Brompton Ordinary е ee ee oe ` — 
C do. 3 TIT á — 
haring ross Or nary os е ee x x =з 

do. do. бо. Pref, . š у ee 4 — 

do. do. City Pre e tee oe es 4 — 

do. 4 Deb. 0 ec oe ee 91 90 — 
Chelsea ео ee ee oe ee ее 42 -— 

do. 43 Deb. ee ee 93 — 
City of London ee ee’ ee ee 16 id + i 

do. do. 6 per cent. Pret. eo ee 1 — 

do. do. 5 Deb. А s 9 H 113 — 

do. о. 44 Deb. e „ * 1 98 — 
Oounty of London... T e 5 AB 11 + i 

do. do.  6percent.Pref, .. 12 11 + 

do. do. 1st Deb... ee ee 1 99 — _ 
C "xd е5" 

ens n T ee eo oe x — 

London Blectrio ..  .. « 1 13 xd + 3 

do. до. 6 nme Pref...  .. . 6xd — 
і do. do, 4 0 ae ee eo 87 — 
Metropolitan ee ee ee ee oe 8 Бар 

do. Bel oent. Pret. ee ^ ee 4 — 

do. b.. е ee ee eo 97 96 ; — 

do. Deb. ee ec ee ee 88 80 = 

do. do do. 7 dent. Pref. 7 69 — 

. do. do. e ee 84 80 m, 
South London ee ee ee es ee 8 -— 
8outh Metropolitan Pref. .. sà T 1 — 
W ter Ordinary eo eo oe 1. — i 

do, 4% Prei.. e [E ee ee — 
TELEGRAPHS лир TELEPHONES, 
Auglo-Am. Tel. Pt. ee se ee ee 108} 108 xd -— 
do. Det. eo ee ee 28 91 xd | — 
Chile Tele hone ee ee . ө oe 7 — 
Ouda Bub. 0 oe ee ee ; ee — 
do. Pf. ee ee oe ee 1 1 — 
Eastern Extension oe ee е e 1 12 — 
do. 4 Deb. 97 99 xd — 
Eastern Tel. Ord. .. . 1 1284 +14 
. Pt. ee ee ee т 74 +1 
do. 4 Deb. ee ee ee . 94 — 
Globe Tel, and T. Ord. se ee ГЕ] 11 11 d 
do. Р... “ie 2 су. 1 113 + 4 
и Northern Tel, ee . 4 + 1 
o-Buropean oe ee ee eo А -— 
Marconi .. ee ee ee oe ee 118 133 — 
New York Tel. 44 ee ee ә 6 ee 101 97 — 
Oriental Telephone Ord. .. А д 24 9 — 
vel. % Dr.. ji^ à = 

6 14 t 6 е ee ee ee es — 
United E. Plate Tel... ee eo ee 6 — 

do. Pt. ae ee ee 6 5 — 
west пе ка Pan, De „шш. ES 15 1 e 
estern e egrap ee ees ee ee + 

e 4 а е2 i 94 » ^il 


FonBEgiIGN TRAMS, во, 


Anglo-Arg. Trams, First Pf. ` -— 
= do. 3nd Pf. oo 4 si — 
do. 4 Deb. 91 84 — 
do 44 Deb 984 92 - 
do. b eb. е ee 96 88 — 
Brazil Trao tions 66 623 = $ 
Bombay Electric Pf... se T 114 10 — | 
do. 44 Deb... E 96 91 — 
Mexico Trams. s as ss . T 85 — 
do. 6 percent. Bonde .. 84 50 —10 
do. 6 per cent. Bonds .. 76 80 —10 
Adelaide Sup. 6 рег cent. Pi, .. TE: 6 xd ~ 
A do, 6 Deb. we [EN 0 0 104 108 = ` 


Hous Rams. 


Mean price. Mar. 16, 1915.. Rise or fall 
| July 97, 1914. this week. 
Central London, Ord. Assented oe ee 88 6 = 
Metropolitan ae © aw N 30 +1 
do. District e P. d H + i 
Underground Electric Ordinary А Р: + 
| Income ED EA: "Bl xd + $ 
MANUFACTURING COMPANIES, . 
Brisish Wes ouse Pret. 4 we “A 1H — 
a: Н ре. ae ее ee 1 Н: m 
Calenda ^ on 11 11 = 
do. 6 Pref. 0 
do. Deb. 98 — 
Castaer-K es | 84, cue 
dison & Swan, £3 pd. А 14/62 — 
do. do. ly paid . R} 21 — 
= Ei... BR . 
e 0. — 
Eleetrio Construction 18/6 + 61 
do. do. е 1 — 
Gen. Blec. Pf. 1 10 — 
Henleys ee ee e 15 14 + i 
S do. Pref. Т, 6 6 L — 
ийем. 10 90 4 = 
) 4 ев * * 
` 38% à — 


One of the features in the Home Railway market is a point 
rise in Metropolitan Consolidated stock. The chairman at 
the recent meeting was mildly bullish, and he wens quite 
frankly into the question of the Government's obligation with 
regard to making up the traffic receipts. What the Govern- 
ment guaranteed was a certain income from certain sources, 
reduced through the carriage of troop trains. The Government 
had not guaranteed their net income out of which the divi- 
dend was paid, and it therefore followed that they had not 
guaranteed the dividend itself. The price of the stock has 
risen to 90. Surplus Lands are higher at 56. Districts are 
10s. better at 174. Underground Electric income bonds have 
pro d etill further towards recovery of the full amount 
of the recent £8 deducted for the dividend. Central Londons 
are steady. There is even a little business in East London 
ordinary stock, on the basis of 81. It may be recalled, inci- 
dentally, that the price of East Londone at the time war broke 
out was 0$. | | . 

Brazilian Tractions have been fluctuating within compara- 
tively narrow limits round about 53. The exchange from Rio 
rose to 181d. at the end of last week, and later came back to 
the neighbourhood of 13d. The company continues to declare its 
quarterly dividends of 14 per cent.—that is, at the rate of 6 
per cent. per annum; and although there are qualms as to its 
retention, which make the price somewhat wobbly every 
three months as the declaration date draws near, the specula- 
tive investor is manfully buying shares which, so long as the 
existing payments continue, give him the handsome return 
of 113 per cent. on his money. 

Marconis touched 89e., a fresh advance of 2s. 3d., but the 
effort met with large sales of 5 shares, and this 
took the price back again to 368. 3d. Holders who had been 
running Marconis just before war broke out were allowed, 


under the Government's scheme, to keep them in suspense at. 
888. 94. so long as that price was not reached, but on shares 


becoming saleable at 1 15/16, the bulls could be called upon 
either to pay for the stock or else sell it. So many selling 
limite were fixed at the price mentioned that the recent buyers 
became exhausted before the sellers did. Market theory con- 
tends that while the Marconi Company is under Government 
control, the Treasury will recoup whatever loss the under- 
taking may be put to by reason of naval and military 
exigencies. 

һе Consolidated Gas & Electric Co. of Baltimore, very 
familiar to investors over here, is about to issue Two-year 5 
per cent. Notes at 98, with conversion privileges into common 
stock at 115. Out of this issue arises the rather important 
question whether the British investor will be allowed to 
participate, supposing the Treasury decline to allow the stock 
to be offered here at all. Some weeks ago, official prohibition 
was applied to a bond-offer by a first-class American Railroad. 
but if the Baltimore Co. chooses to allot its Notes by way of 
rights, the patriot may well be puzzled in his search for some 
method whereby the British investor is to be debarred from 
subscription. | 

Mexico Tramways bonds have gone back 10 points in each 
class, for reasons too hopelessly well known to call for com- 
ment. Other than these, the changes are not large enough to 
quote. Аа a curiosity may be mentioned the record of trans- 
actions in Kalgoorlie Electric Lighting ordinary shares at 
threepence; the preference mark 48. 6d. 

The Telegraph market is generally steady, with the Eastern 
group in the ascendant. Eastern ordinary put on 14, the 
preference a point, and Globe preference 4. Westerns were 
a better market at 13}, Great Northerns gained £l. We have 
already pointed out that investment demand has penetrated 
‘this section, and that the difficulty is not to sell shares, but 
to buy them at anything like the quoted prices. 

The Manufacturing list is firm, holding its rises of the 
past week or two. Electric Constructions advanced a little, 
and Henleys at 144 are the fraction uv. British Westinghouse 
preference rose to 39s. 6d.. at which price sellers came in 
and reduced it to its former level of 38s. 9d. Armament shares 
are decidedly weaker. Lord Kitchener's speech on Monday 
night foreshadowed a Government scheme for enabling em- 
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ployés of large contracting firms to share in whatever of 
extra benefit such firms derive from the war. As it had already 
been assumed in the market that the armament companies 
were scarcely likely to raise their dividends next month, this 
announcement by the Minister of War did not stimulate 
prices. The rubber market, on the other hand, is good, with 
a number of the best-class shares in such demand as to lead 
daily to better prices. | | ; | 

Interesting points have arisen in connection with certain 
of the Government telephone contracts in respect of private 
lines between the Stock Exchanges of London and the pro- 
vinces. The Government took over the lines altogether when 
war broke out, and for about six months the brokers had to 
rely on trunk calls. Now the Post Office offers to cancel the 
remainder of whatever contracts may be outstanding, or, 
alternatively. to continue them at a reduction of 33 per cent., 
in view of the shrinkage of Stock Exchange business caused 
by the Treasury regulations. Readers tired of acrostics might 
take this as а week-end problem. asking themselves how they 
would act in like circumstances if they were brokers. 


2——.——.ñ—ñ—'᷑ 


MARKET QUOTATIONS. 


OwiNG to the war, the prices given lelow are, of course, more 
or leas nominal, 


Wednesday, March 17th. 


CHEMICALS, 0. 


(no. or Doo. 
a Acid, ытан ee ee Der owt, 4/6 oe 
а «u N tric ee ee ee eo " 19/- oe 
а ^ Oxalic ec ee ee er Ib. к 94d. inc 
а = Sulphuric ee ee oe rer owt, 6/- ee 
а Ammo Ва! eo | "c ee м £49 m 
a Ammonia, Muriate (large crystal) per ton £49 ie 
a Biseibhid powder oe oe ae и £9 10/- inc, 
a Bisul е of Carbon ее ее и 221 ee 
a Borax.. ee e T oe и £20 80/- ina. 
a Sulphate ео еә oo и 238 10 ёі . 
a Nitrate ee ee oe и £85 ee 
а » White ee ee #9 eo ee 
a Peroxide ee oe өө n ee eo 
e Methylated $.. oe „ per 1, D» ee 
a Potassium, romate, in casks per Ib. 8d. . 
a Potash, Caustic (88/90 Ф) .. per ton £15 to £80 
а „ Oqhlora tos . per lb. 1/6 94, inc. 
s orate — .. : 1/6 64. inc. 
a um, Oyanide (98/100 %) ee н Nom, • 
(for g purposes on] 
a Shellac ee ee ео oe per owt, 65/- ee 
a Sulphate of Magnesia .. . рег ton £5 10 aH 
a Bulphur, Bublimed Flowers  .. " 211 10 "m 
a м Recovered oe ee м 45 10 ee 
a n ee 
а Gods, Caostio (white 10/19 %) oe " £10 3 6 T 
а » te ee ее oe per "d d. 2d, ino. 
a ee oe oe per < oe 
a Sodium Bichromate, casks |. der lb. dad. 
METALS, &o, 
Aluminio Ingots ш ton iow se per ton 290 5 inc. 
Wire, in ton lots 
и | 
Aio 1. K. w. g)) 4120 £8 шо. 
b Sheet, in ton lots. " 4 28 inc. 
ә Babbite's metal ingota .. .. " 250 to £221 2 
c Brase (rolled motel "to Hf basis) per Ib. a. M 
e м (brased eo "T и 10 d. е inc. 
с м о drawn) 0 0 и 1 ino. 
e 70 Wire, asis ee ee ee и ee 
c Tubes (brased) ee oe м 11 d. Inc. 
e и » (solid drawn) ee м 11 d. ino. 
g oa Bars (best selected) .. рег ton А 
E ГА Sheet eo oe oe " pe oe 
E и ee эө ° ee м ee 
d ы (Hlectrolytio) Bars oe " s El ino. 
d 10 и ee n £89 £1 inc. 
d ю и ee м 2m a1 inc. 
d " " Н.О. Wire per ib, did. m 
f Ebonite Rod өе ee ee м 8/- eo 
f ө Sheet ee ee ee 1 2/6 ° 
еске Sn ane ec ee " #% oe 
u percha, ee eo oe ae 
b Indis-rubber, Para fine. ee А 9/53 d. ino. 
і Iron (Cleveland warranta).. pet ton 61/- [2 ine. 
„ W. v. No. 8, P. O. qual. н £18 £1 ino. 
4 Lead, ee ee oe и £294 88 b inc. 
m Manganin Wire o, 28 ee ee per lb. ee — 
E Mercury ee eo ce ee per bot. £19 5 5J- deo, 
e Mica (in original cases) small .. per ib. 44. to 3/6 el 
ен и * N " 60 99 10% 4 
e н м ee 
о Nickel, sheet, wire, &. ee ee Ж Nom. s 
¢ ө Phosphor Bronse, plain н 1/1 to 1/ 
9 a 4 rolled bars & ч 1/3 10 1 
ә м rolled strip & sheet k 1/8} to 
o Platinum ee e- e. ee per 08, 185/ . 
d Biliclum 5 mire „„. der lb. 1019: 
Р ars ee per ton 0 
g Tin, Block English). „ £187 to £191 үз 
a re, Nos. 1 to 18. per lb. 6 Id. ino. 
White Anti-friction Metals — .. per 259 vo £194 * 
Zino, Bh't (Vieille Montagne bnd.) м Nom, 


Quotations supplied by— 


a G. Boor & Co. 

b The British Aluminium Co., Ltd. 

c Thos. Bolton & 8ons, Ltd. 

d Frederick &mith & Со, 

e F. bd 9 95 & Bons. 

India- Rubber, Gutta- Percha and 
l Works Co., Lid. 

g James & Shakspeare, 

d Edward Till & бо, 


1 Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard Johnson & перем; Lid. 
m W. T. Glover & Co., Led. 

n P. Ormiston & Sons. Я 

o Johnson, Matthey & Oo., Lid, 


P W. Е, Dennis & Co, 
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SEARCHLIGHT PROJECTORS. 
By O. W. DENNY, А.МІЕЕ. 


(Concluded from page 849.) 


The use of flame or mineralised arcs necessitates a 
different form of mirror and different controlling mechanism. 
The flame arc projectors, and also the use of petrol-oxygen 
in projectors, the writer hopes to deal with at a future date. 
In consequence of the excessive heat generated by the 
electric arc, it has been necessary to give special attention to 
the ventilation of the projector body and mirror. When 
projector lamps are consuming current up to 200 amperes, 
it will be readily appreciated that some means must be pro- 
vided to carry away this heat. It may be mentioned that a 
metallic mirror, after being a considerable time in use, 
reached a temperature in the neighbourhood of 700° F., 
with an arc taking approximately 180 amperes. The 
heating up of projector bodies and fittings, more especially 
in the case of small projectors, and even large projectors 
when used in a sheltered position, is a seurce of trouble in 
handling, and is always dangerous in the case of crystal 
glass mirrors. . 

A saggested method of cooling the barrel was recently 
brought before the writer's notice. lt consisted of ribbing 
the barrel with light angle sheet ,',-in. thick, and also the 
back of the mirror frame. In the case of the latter special 
flat plates were allowed to press lightly against the mirror 
(metallic mirrors being used) as a means of rapidly conduct- 
ing the heat to the ribbed cover, which materially lessened 
the temperature rise of mirror and barrel. Of course, the 
ribs on the barrel were omitted where doora, ventilators, and 
other mountings interfered with their use. It was claimed 


Fic. 3.—S£CTION OF PROJEOTOR WITH COOLING Biss. 


that the radiating surface of the projector body was increased 
75 per cent. by the ribs. A rough sketch of such a method 
is shown in fig. 3, the usual ventilating hole being omitted 
in the sketch. А further advantage ів the nse of wooden 
handles, or, to be more correct, iron bandles with a wooden 
covering or sleeve, on mirror frames and front glass doors, 
as the usual iron handles become too hot to be comfort- 
able after prolonged use. 

Mechanical Movements of Projectors.—The balancing of 
the projector body on its trunnions is usually accomplished 
hy having one of the trunnion guide rods screwed and pass- 
ing it throngh a screwed hole in the trunnion bracket 
at each side of the barrel. | 

Any movement of the barrel perallel to its axis can be 
made by revolving the screwed trunnion rods. It is prefer- 
able that the screwed rods should be coupled together by 
chaiu gear or other approved means whereby both rods 
revolve at the same time, keeping the barrel quite parallel 
with the guide rods. "This is of the first importance on 
military projectors, where adjustments of the barrel have to 
be made rapidly and often in action. The movements of 
the projector barrel through 30° above and below the hori- 
zontal and the describing of a complete circle by the turntable 
are accomplished by means of worm gearing, which is so 
arranged that it oan be thrown out of action should it be 
desirable to move the projector rapidly by hand. 

Various friction plates and clamping screws are in vogue 
for stiffening the movements of the barrel and base when 
operating the projector by hand. Difficulties sometimes 
occur with devices of this kind, inasmuch as the operator 
often throws out the worm gearing for obtaining the slow 


motion before "ү tightening up the clamping plates, 


the result being that the projector body, if not perfectly 
balanced, swings rapidly through the range of its lower 
movement, and in the case of a large projector comes with 
a heavy bump against the fixed stops which limit such 


FIG. 4.—PROJECTOR FOR COAST DEFENCE SERVICE. 


movement. Sach rough usage is not conducive tothe long 
life of the mirror (if of crystal glass) or other delicate parts 
of the optical apparatus. 

Various suggestions have been put forward with regard 
toa one-wheel control arrangement for projectors, that 
is, operating the movements of the barrel and turntable at 
one and the same time by one wheel. By means of suitable 
clutches, either turntable or barrel can be operated 


Fic. 5.—FIELD SERVICE PROJECTOR. 


separately, the advantages іи support of this arrangement 
being the ease of manipulation with one hand-wheel, as 
against two, and that the operator always has one band free 
to attend to the lamp, &c. Although there are these points 
ia favour of such a device, the writer does not advocate 
its use, owing to the somewhat complicated clutch 
mechanisms employed. 

Numerous improvements have recently been made in 
connection with switches and resistances ; for projectors the 
latter should always be of the adjustable type and well 
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ventilated, combined switches and resistances arranged in the 
projector base being amongst the more recent improvements. 
Improvements in arc deflecting magnets, arc-centring gear, 
&c., are more or less of recent date. 


Saveral very efficient types of portable generating sets аге 


now on the market for use with field service projectors, or 
on ships where electrical equipment is not general. These 
usually consist of a gasoline engine and multipolar dynamo 
mounted on a light cast-iron bed-plate. | 

Some approximate particulars of a double-cylinder four- 
cycle engine and dynamo are:—Output, 30 to 35 amp. 
at 110 volts; weight, 650 lb.; length, 42 in.; width, 
20 in.; height, 30 in.; R. P. M, 750. 

Fig. 4 shows a projector arranged for coast defence. It 

is controlled electrically from a distance, in such a way 
that the operator is remote from the beam of light, and 
also in the best position for observation. Projectors of this 
class are preferably provided with lamp carriages, to enable 
the substitution of a new lamp for one whose carbons are 
consumed to be carried out with the minimum of delay, so 
as not to interrupt the light longer than neces ary. 
_ A characteristic type of Continental field service pro- 
jector is shown in fig. 5, mounted on its carriage. It is 
supplied with current from a generating set on another 
equally mobile carriage. The use of the metallic reflectors 
has permitted the construction of light and easily manipu- 
lated carriages for projectors up to 36 in. in diameter, which 
are extremely useful in hilly or mountainous countries. 


THE EFFECT OF THE PRESENT 
COAL POSITION ON THE BUSINESS OF 
ELECTRICITY SUPPLY. 


[ COMMUNICATED. ] | 


WITHIN the last three years the public have bad at least 
three demonstrations of the fact that the price of coal will 
be raised on the slfghtest pretext, and that within a few 


days of the first advance in prices coal merchants who have 


entered into quite large contracts to supply regularly week 
in and weck out a stipulated amount of coal of a certain 
quality, will unblushingly declare that they are unable to 
obtain the stipulated amount, and that to their intense 
sorrow they needs must curtail supplies. 

This state of things lasts for a short time, when the 
harassed station engineer almost implores the coal merchant 
to procure for him coal of any burnable quality at what he 
is pleased to term, vaguely, anything like a reasonable price, 
as his stock is showing signs of depletion. 

Within a day or two the kindly merchant informs the 
station man that although he (the merchant) cannot supply 
the demand himself, yet after considerable trouble he has 
p2rsuaded the firm of So-and-so to let him have about a two 
or three weeks' supply at a figure about 60 per cent. or 
70 per cent. higher than the engineer has been paying. 

Naturally the engineer resents being bitten, but as his 
place was not originally laid out for coal storage on a large 
scale, he soon has to come down and accept the coal mer- 
chant's prices, which in the few days of haggling have again 
advanced. ! ; 

Now this sort of thing is going on all over the country 
at the present time; therefore, it is hitting each and every 
district in a most vital part, viz., its electricity supply, at a 
time when it is of the utmost importance that things should 
go rapidly and smoothly along their proper path. 

There may be in one or two places a genuine shortage of 
coal or wagons to convey that coal, but to nothing like the 
extent which the coal merchants pretend. This is proved 
by the fact that after the engineer has agreed to pay the 
extortionate prices asked for fuel, he continues to get just 
sufficient to keep him going at the enhanced prices. Make 
no mistake, the writer speaks from bitter and costly experi- 
ence; your coal merchant knows to a nicety what is your 
storage capacity, and adjusts his tales of scarcity, high 
prices and impossibility of delivery to suit the exact con- 
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ditions under which he knows the plant has to work as 
regards coal. 

It i8 true that he has entered into a business contract to 
supply so much coal at a certain price, but it is also 
equally true that he will not supply that amount of coal at 
that price as long as he can obtain higher prices from other 
people. In short, he will declare that he cannot get your 
coal, and therefore must be relieved from his contract. He 
will also, within an hour of telling this tale, sell the coal he 
has solemnly agreed to deliver to you, to someone else at а 
much higher price. 

Now, such callous and disgraceful breaking of contrac‘s 
should not be permitted. The prosecution of such offenders 
in one or two industrial centres should be taken up by a 
combination of coal consumers formed for the purpose. 
This may, perhaps, be a difficult matter, hampered as the 
supply stations are by being under municipal control in 
many instances. 

In one way, the antics of the coal merchant, resulting 
in the uncertainty of coal delivery as soon as a slight strike, 
or rumour of a strike, crops up, should send more power 
users on to the mains of electricity supply works, and it 
should be possible in such cases to pick up a good many 
small and medium power loads at prices between jd. and 


1}d. per unit. 


This, however, will only shift the burden from the 
shoulders of the works owner or manager on to those of the 
supply station engineer. What is necessary is some means 
of controlling the supply of coal without the intervention of 
the middle-man, who has shown time and again that he can 
only be trusted to break his agreements whenever it pays 
him to do so. This, of course, implies the control of one 
or more collieries, which at once introduces difficulty. 

The municipal ownership of the majority of supply stations 
stands in the way of concerted and powerful action, as the 
Local Government Board would not sanction any share in 
such a venture ; again, the case has to be considered from 
geveral aspects. Not all the coal raised would be steam- 
raising coal of the type required, and to market the 
remainder would necessi ate a capable selling organisation, 
as the ordinary coal merchant would not purchase or sell 
coal from these collieries on апу consideration. 

Added to the above difficulty is the one of delivery. 
Stations on the railway with a siding could make arrange- 
ments to supply so many wagons to the railway company, 
and enter into an agreement with them that these wagons 
were to be dispatched regularly at certain convenient times 
as long as it was possible to work the railway, This con- 
tract should be in its essence as binding as a Government 
contract, and it would be worth the while of any power 
station which had been harassed and bled to pay a little 
extra to the railway company for the privilege of obtaining 
such a contract. 

Consumers not on the railway would have to provide their 
own wagons, and might do much good by using electrically- 
driven coal wagons for this purpose. The batteries could 
be charged up overnight, and the continued use of the 
wagons would result in other persons in the town watching 
the result and obtaining such wagons themselves, and so 
offering a load desirable in every way to the power station. 
The original difficulty, however, of obtaining control of the 
colliery is the greatest difficulty, and to the writer it does 
not seem possible to surmount this at present. 

Many of the largest industrial firms possess their own 
collieries, and antics such as those at present indulged in 
by the coal merchants were the cause originally of these 
concerns entering into the colliery business. 

The matter, however, is important for every supply 
station, whether it has or has not sufficient storage capacity 
to render itself immune from this evil for some months. 

Storage of coal means extra handling, once into and once 
out of storage at the least; it occupies valuable space, and 
means that unless the coal is regularly removed from stor- 
age and burnt the calorific value will be greatly depre- 
ciated, and in turn this demands a regular putting into 
and taking out of storage of a considerable quantity of coal. 
There is also the risk of spontaneous combustion to be con- 
sidered, and the fact faced that its prevention costs money, 
in that space must be allowed for thorough breaking-up of 
the coal into fairly small bulk. 


——— 
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The solntion of putting the power stations at the pit 
month is very easy to propose, but two important con- 
siderations are overlooked. One is that such policy means 
the scrapping of a good deal of modern and exceedingly 
valuable plant of large size, and the other is that it means 
fairly long transmission of the power so generated. The 
latter problem is not at present a commercial success in 
these islands, judging from the results attained by the 
various power companies who have been in the business 
for several years. Perhaps the easiest and most direct way 
out of the position would be for the leading men in the 
power supply industry to meet and take steps either to force 
one of our existing organisations to move the Government 
in the matter, or, fajling that, to form an association to 
influence Members of Parliament to take up the passage of 
а measure putting the supply of coal to power stations on 
the same basis as the supply of war material; that is, the 
supply must be maintained at the prices agreed upon and in 


the quantities promised, even if to do so required the enlist- | 


ment of colliers in a special manner and at special rates of 
pay, with the stipulation that refusal to work would be 
treated as mutiny in the Army or Navy would be treated. 
The work of the power stations is vital to the well-being 
of the nation. The coal merchant has repeatedly shown 
his indifference to all considerations other than those of 
profit, and should be treated as an unpatriotic and untrust- 
worthy person. E N | 


RUSSIAN TRADE AND ELECTRICAL 
PROSPECTS. 


(COMMUNICATED.) 


Vrral as the present war is to all the Allies, Russia 
is undoubtedly the country which will profit most 
by the conflict, for it will complete the work begun 
by the institution of the Duma and the guarantees 
for constitutional government; and will make good 
the loss of prestige and credit sustained by Russia 
-in the Russo-Japanese war. It is effecting consoli- 
dation of the people, confirming the stability of the 
constitutional régime, and bringing Russia into 


close and amicable relations with her Allies. In 


short, the awakening " of Russia is being com- 
pleted by this war, and once peace is declared, rapid 
industrial development will occur.  Hitherto the 
country has been chiefly agricultural, but the natural 
wealth is beyond estimation, and there is room for 
the development of practically every industry. The 
dredging of rivers and building of railways and 
factories which have already begun will proceed 
faster than ever, and with them will now arise an 
enormous demand for machinery and manufactured 
products of every kind. Internal resources will be 
inadequate for some time to come, to keep pace with 
this rapid development. 

There is an immense potential power field in 
Russia, both in production and utilisation, and in 
the present state of engineering it goes without say- 
ing that a very large percentage of this power will 
be supplied electrically. The business boom of two 
or three years back was accompanied by great ex- 
tension in the use of electricity in Russia. It is now 
used extensively in textile mills, in oil fields, in elec- 
trochemistry and in blast furnaces. Further, the 


advantages and possibilities of electrical develop- ' 


ment are fully appreciated by the Russian Govern- 
ment and many municipalities, so that in this vast 
country, which has recently advanced centuries in 
decades, and is now prepared to take up to the full 
extent 20th century industrial existence, without 
being burdened by any of the impedimenta of 
gradual evolution, there is an unparallelled field for 
electrical development. Though some of the equip- 
ment required for new and extended central stations, 
hvdro-electric plant and transmission, tramways, 
railways, telegraphs, factories, streets and homes 


will be supplied by existing and new Russian firms, 
there will necessarily be enormous imports of manu- 
factured electrical material of all kinds for years to 
come, and British firms can accelerate or retard 
Russian development, gain trade for themselves, 
lose it to rivals, or compel premature manufacture 
on the spot, according to the nature and degree of 
their activity. : 
Hitherto Germany has enjoyed the major portion 
of all Russia's foreign trade, actually controlling a 
large fraction of the exports as well as supplying the 
ereater part of her imports, but the advantages Ger, 
many has had in respect of geographical position and 
excellent commercial organisation will be entirely 
outweighed in future by ber shattered credit, crippled 
resources, and possibly disintegrated national struc- 
ture, not to mention the formidable barrier of senti- 
ment which she has thrown up against herself bv 
her ill deeds and which will take years to demolish. 
On the other hand there was already, before the 
war, a strong movement in Russia in favour of Eng- 
lish goods (which the amiable German did his best 
to gratify by selling German-made goods with 
forged English trade marks). Many English firms 
had realised and begun to take advantage of the 
possibilities of Russian trade, and now there should 
be no hesitation in so doing, for English firms have 
been more than semi-officially invited to enter the 


Russian field, and all Russian sentiment will hence- 


forth be more strongly than ever in our favour. We 
have, however, in the German, a trader thoroughly 
versed in every phase of organisation and enterprise 
—honourable and dishonourable. His ability will 
not be affected by the war and, though his oppor- 
tunities will be much less favourable. we must re- 


member that the degree of his necessity will be the 


measure of his efforts, and we have tremendous lee- 
wav to make up both in methods and results. 

The total value of Russian imports of all kinds 
was three times as great from Germany as from 
England in тото, and by-1914 the ratio was 4: 1, 
the respective values being nearly £40,000,000 from 
Germany and a bare £10.000,000 from England. 
Our electrical exports to Russia compare even less 
favourably with those from Germany. In 1912 Ger- 
many exported to Russia £230,000 worth of 


. dynamos, motors and transformers, i. e., twice the 


value of her corresponding exports to England, and 
about the same value as her corresponding exports 
(each) to Italy and Argentine. Of this total, ma- 
chines and transformers up to 220 lb. weight were 
worth £52,000; from 220 to 1,100 Ib. £66,000; and 
over 1,100 lb. £112,000. The total exports of elec- 
trical machinery of all kinds from England to Russia 
were valued at only £59,900 in 1913. German ex- 
ports of glow lamps to Russia were valued at 
£466,000 in 1912, i.e., 50 per cent. more than the 
value of lamps exported to England, and 25 per 
cent. of the total exports of this class from Germanv. 
We sent £200 worth of metal filament lamps to Russia 
in 1913. It is interesting to note that we send about 
£250,000 worth of belting to Russia (about 15 per 
cent. more than Germany does), and our wide con- 
nection in this class of goods should prove helpful 
in introducing ‘British electrical equipment to Rus- 


. sian power-users—assuming a certain amount of co- 


operation among British firms. Immediately before 
the war Russian electrical imports must have been 
worth close on £2,000,000 per annum—possibly more 
—and soon after the war their value is likely to 
become greater still. There is an immense market 
positively waiting to be taken—much of it we can 
take if we get busy now and go the right way about 
it. But Germany’s defeat in the field does not mean 
that she will give up the Russian (or any other) mar- 
ket without a severe struggle. 

Many of the ramifications of German influence and 
control in the Russian electrical industry have only 
been realised since the outbreak of war severed some 
of the hidden arteries which used to feed apparently 
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independent concerns. The great German electrical 
firms operating in Russia were under direct German 
control, and had a very complete series of working 
agreements and '' understandings,’’ which permitted 
them all to do good business yet never allowed any 
dissension or competition giving outside firms a rea- 
sonable chance of success—simply another example 
of the vast possibilities of co-operation with '' com- 
petitors." Just as since the war large quantities of 
electrical goods have arrived in Russia from 
neutral.“ countries, branded artlessly with neutral 
trade marks which do not suffice to disguise the Ger- 
manic origin of the whole; just as since the war 
German "''commercials" travelling with neutral 
passports (purchased or worse) have sold these 
neutral goods: so in the years preceding the war 
many independent firms, Russian, Belgian, 
and others, were German at the core. The institu- 
tion of really independent concerns was at once 
crushed by ruthless use of the whole capital and 
influence of the German combinations and the banks 
and diplomats supporting them. 

Besides availing itself to the full of every legiti- 
mate method, German commercialism, like German 
militarism, has been characterised by highly organ- 
ised treachery and deceit—underhand machina- 
tions being often employed when honest endeavour 
might have attained the same end with the single 
objection (in German eyes) that the extent of Ger- 
man dominance would have been prematurely dis- 
closed. It is an established fact that representatives 
of German firms have given gratuitous and '' disin- 
terested ’’ assistance to those responsible for muni- 
cipal and other electrical schemes in Russia, to such 
purpose that the ultimate scheme and specification 
have appeared in such form that German products 
alone could fill the bill. This and other even more 
dubious methods do not appeal to the British mind, 
but with contract after contract, aggregating hun- 
dreds of thousands of pounds per annum secured by 
such means, we must at least add fresh weapons to 
our commercial armoury. | 

While it is unnecessary to credit Germany with 
any particular commercial morality, it would be 
equally foolish to underrate her commercial ability, 
and some of her methods should undoubtedly be 
employed by us. There is no reason, for instance, 
why our banks should not be as powerful agents in 
industrial development and association of interest 
here as in Germany. The commercial activity of 
German embassies, and the application of“ diplo- 
matic pressure to secure trade for Germany, find 
no counterpart in our State. Our consular service 
and the Board of Trade are all right so far as they 


go so far as they can go—but fully qualified com- 


mercial and technical attachés reporting to a Depart- 
ment of Commerce can alone render the service 
desirable. 


Remote control is quite inadequate in seeking to 
trade with Russian markets. Without frequent visits 
by an experienced representative or, better. per- 
manent travelling representatives. it is impossible to 
gain the necessary intimate knowledge of conditions 
and developments. For years past Belgian and 
German firms have been represented in Russia by 
commercial engineers speaking French, German and 
Russian, and dealing directly with small as well as 
large clients. To the energy and intimate know- 
ledge of Russian and Polish trade conditions pos- 
sessed by their representatives. German firms owe 
most of their success in this field. The favourable 
geocraphical position of Germany is a factor of 
much less importance than 1s generally supposed. 

There are some British-owned factories in Russia 
and a number of agents (actual or potential) well 
versed in the language and trade conditions, and if 
a British firm do not wish at present to send out a 
man of their own, they mav still be represented 
effectively on the spot. Indeed, it is advisable in 
any case to examine closely what co-operation is 


possible with firms and agents already well-estab- 
lished in the country. 

The language difficulty has prevented many 
British firms .from venturing in Russian mar- 
kets, but the latter are so valuable that the 
difficulty must be faced and overcome. Cir- 
culars and correspondence in English will re- 
sult in very little business, any thus obtainable 
being generally already fixed in destination. French 
and German are chiefly used by Russians for scienti- 
fic and other publications, for which a wide circle 
of foreign readers is desired, but Russian is the only 
language which will permit exporters to get into 
really close relations with clients and take full advan- 
tage of the enormous business to be done with 
smaller concerns, any one of which, under existing 
circumstances, is likely to develop much and rapidly 
in importance, and will naturally continue most of 
its earlier connections. In the past only too many 
British firms have employed German foreign cor- 
respondents "' in their offices. Surely it is now suffi- 
ciently clear why a docile, hard worker and skilled 
linguist could be obtained at the wage of a junior 
clerk. It is not flight of imagination or prejudice. 
but a sober fact, that a high percentage of German 
clerks in this country used to send home each week 
business reports which in the aggregate cost their 
employers far more than they saved in wages. 

There is a good demand in Russia for standard 
electrical equipment of English design and manu- 
facture but, particularly among the smaller traders 
where price is everything, it is essential to be able 
to offer apparatus at least as good as the corres- 
ponding German lines and at competitive prices. 

In the phrase German goods are adapted to local 
requirements ” (vide consular reports without num- 
ber), lies the reason for order after order going to 
those who are not our friends. If we are learning 
better than our take-it-or-leave-it attitude, our im- 
provement is terribly slow. It is totally inexplicable 
why so many British manufacturers will see no fur- 
ther than the end of their noses, and quite fail to 
realise that what they lose on perhaps nine out of. 
ten special orders, they recoup handsomely on a 
steady stream of orders following the tenth special 
job. The whole matter reduces simply to this, that 
there are firms who will go out of their way to satisfy 
special requirements, who do this at reasonable 
prices and yet make an annual profit. Those firms, 
whatever their nationality, are the ones to whom the 
future belongs. | 

It times of peace it was well worth executing 
special (as distinct from freak) orders, and in the 
critical years following the declaration of peace it 
will be yet more worth while, when the tremendous 
demand for war munitions collapses as suddenly as 
it arose and the world's trade is redistributing itself 
as it certainly will do. Have not manufacturing 
firms in this country repeatedly gone to Germanv 
for special work in the past because they could not 
get the attention they desired at home, and will thev 
never apply this lesson to their own morals? 

There is undoubtedly a tendency on the part of the 
average British manufacturer to ignore or attach: 
insufficient importance to the broader principles and 
customs of trading in foreign markets. In respec- 
ting these, the German excels, and by sheer method 
and attention to minutiae he succeeds, though it is an 
unprejudiced fact that he has never been popular 
abroad. 

(To be concluded.) 


Science and Industry.—The Institute of Industry and 
Scienca hae, ty permission of the Lord Mayor, called a Confer- 
enc? of Leaders of Industry and Science" at the Mansion House, 
for Thursday, March 25tb. at 3.30 p.m. There will be a diccuseion 
on The Co-operation of Science and Industry.“ 


i — — — — — 
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ELECTRIC COOKING. 
, By W. B. COOPER, M. I. E E. 


(Abstract of raper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, March 11th, 1915.) 


So far, in the cooking field, electricity has been chiefly in competi- 
tion with gas, in smaller houses and flats; in larger houses coal 
ranges are more usual, because the cooking is more continuous and 
because hot water is required in large quantities. Naturally the 
revenue from an electric cooker replacing such а coal range is con- 
siderably greater and more profitable than that from a cooker in 
the smaller class of house, because the large cooking consumer, 
unlike the large lighting consumer, has an appreciably better load 
factor than the smaller consumer. 

In the example to which the author wishes to refer, the number 
of persons normally in the household is from eight to nine, and 
there is a good deal of cooking, though not of an elaborate kind. 
A fairly large cooker, by Messre. Purcell & Nobbs, was therefore 
selected, of which the following are brief particulars :— 


Maximum loading. 


Oven { upper, 2,000 ed total, 3,000 watte. 


lower, 1,000 » ГІД eee 
Grill ... Ke ses э» T 1,500 „ 
Two 8-in, hot plates... 5s , each 1,500 „ 
One 6-in. hot plate eot - id we 750 „ 


The electric heating of domestic water is not a proposition that 
is financially impracticable. It is a question of tariffs. Pending 
the taking-up of this matter seriously by central-station engineers, 
it was thought beet to install a separately-fired coke boiler for 
supplying the hot water. 

The average consumption was found to be about 2 Kw. 
hours per pereon per day in the winter-time and about l'6 in the 
summer. The consumption per week was approximately 110 KW.- 
hours in the winter-time and, вау, 90 Kw.-hours in the summer. 

Before electric cooking was adopted the average annual cost 
(based on the two preceding years) with coal was as follows :— 


Electrical energy for light and other pur- 


poses... - р š oe £9 0 0 
Meters... $3 a сав A "T 100 
Coal ese eee ГІІ) e208 ese 13 10 0 

| 423 10 0 
With electric cooking the result for the year was as follows :— 
Electrical energy for light, &c.. as above.. £2 16 3 
Electrical energy for cooking (including fixed 
charge) 5,024 Kw.-hours (average price, 

104d. per KW.-hour) ... 88 «as . 21 19 0 
Meters ve 908 “ine es bs тоо 
Coke and ooal  ... wus a = oe 613 6 

£32 8 9 


In the above no credit has been allowed for certain advantages 
of the electrical system. The number of Kw.-hours for lightiog 
and other uses has been taken to be the same in both oases, and a 
correction has been introduced for a short period of defective 
meter working. The net result is seen to be an inorease in cost of 
&8 184 9d. per annum over the cost of cooking with coal. The 
initial outlay was as follows :— : 


Electric cooker... = А ud . . 828 15 6 
Cooking utensils ... М eee T ^». 2 5 0 
Wiring for supply to cooker  ... 888 . 9 4 5 
Boiler and connecting up same gu .. 10 6 4 

£15 11 3 


Later, & porringer taking 800 watts and having three heats was 
added, which, with wiring, cost £4. This was found to be a great 
convenience. The above are list prices. 

There are many cookers on the market of lower price than the 
above. Ол the other hand, the cost of wiring is undoubtedly a 
heavy proportion of the whole, and must inevitably remain high 
80 long as engineers adhere to the fashion of using screwed tubing. 
Wood casing might be employed equally well. The author sees 
no reason why armoured cab!e should not be used without further 
protection. 

A main double-pole switch should be fixed in a handy position 
near the cooker, and a pilot light should be fixed so that the cock 
cannot help seeing whether the power is on or off. 

It is most important to have the branch switches in a position 
where they are not only easily seen, so that the various heats are 
ascertainable at a glance, but also easily operated. For this reason it 
is very undesirable to mount them on the sideof the cooker ; switches 
are best placed on the wall behind the cooker, somewhat to one 
side. The author prefers a small fuse on each circuit to one large 
one for the whole cooker. 

A thermometer should be provided. The usual rough-and-ready 
method of judging the temperature of an oven is to open the door 


and thrust in the hand. The oven here considered requires 10. 


minutes for the temperature, as shown by the thermometer, to rise 
from cold to 350* F. 

It has been freely stated that the loss in weight with coal or gas 
cooking is, say, 30 per cent., whereas it is, say, 15 per cent. with 
electric cooking. Aotually, it is impossible to give a fixed figure. 
If there is much fat the loss will be heavy, whereas, if the joint is 
lean, the loss will be much less. 


Figures whioh the author obtained in the course of ordinary 


working, and which show the loss of weight, may be of interest 


Loss WHEN COOKING BY COAL. 


Character of joint. pas boar Loss. Remarks. 
| Ib. oz. 
1. Rolled ribs of beef | 4 7 2934 — 
$9. о, М 4 2 29 $ — 
8. „ i 3 13 | 181 X Rather lean. 
4. " » 4 9 23 % = 
Average eee eee 25 % 
Loss WHEN COOKING BY ELEOTRIOITY. 
Character of joint. ro reg Loes. Remarks. 
. lb. (z. К 
1. Rolled ribs of beef | 3 14 13 Ф — 
2. i M 3 8 144% — 
8. " ii 3 13 13 % | Joint lean and father 
underdone 
4. á n 4 1 20 95 | Joint rather fat 
b, i " 4 1 124% — 
6. з M 4 12 144 95 | Joint rather fat 
7. 5 Т] 4 6 143 % А RE 
Average =... 806 144% 


Extravagant claims in this, as in any other direction, are to he 
deprecated. It is forgotten that the roasting of joints is but a 
small part of the total cooking. 

The author found that a suitable routine, in the case of joints, 
is first to raise the temperature to 350° F.; the joint is then put 
in, the temperature is allowed to fall to 250˙ F. by swi 
off, and is kept (by switching on the low heat occasionally) 
between 250° F. and 300° F. 

The energy required to heat an oven is not as great as might be 
expected, In the present case the oven, with an input of 8 KW., 
reaches a temperature of 250° F. in 5 minut в, ie, by the expendi- 
ture of 025 xw.-hour. For small operations, such as keeping 
dishes hot, the author has found it convenient to use a hood of 
tin-plate, preferably double, as shown in fig. 1, which can be placed 
over any hot-plate as а heating element. It is provided with a 
low metal stand and deflecting. plate so that the heat is not ex- 
cessive near the hot- plate; or an asbestos sheet may be used to give 
protection. - 

It is desirable that an oven shonld heat up so ranid' y that the 
heat losses have not much time to take effect, after which the 
input can be reduced simply to supply there losses. For these 
reasons. the time taken to reach a temperature of 300° F. should 
not exceed 10 minutes, 

Accessory apparatus is often desired, and then a plug circuit is - 
inevitable; plugs are sometimes provided with shields, which give 
some protection. The author thinks, however, that it would be 
more satisfactory to fit a metal ring round the socket (as 
in fig. 2) so that the pins are not exposed so long as they are 
alive This ring should preferably be earthed. The live metal of 
the socket for the reception of the pins of the plug is often brought 

` nearer to the surface than is neoessary, and can be touched by 
persons when cleaning. 

In portable utensils the pins are often exposed when the socket 
is in position, if it ia not pushed home. These pins should be 
housed, as indicated in fig. 3. 

Озе of the troubles with flexible wire is the annoying way in 
which ordinary qualities break on account of being continually 
subjected to bending. The layman cannot put the matter right 
without calling in assistanoe— which means delay and a bad adver- 
tisement for electrical methods, Many of the usual twisted 


Protecting 
ring 


Fra. 2. 
Fi. 1.—" PogTABLE" OVEN. 
Fic. 3.—PROTEOCTION OF SOCKETS, 
Fid. 3.—PROTECTION OF PINS BY HOUSING. 


Fid. 1. Fio. 3, 


flexible cords are unsuitable for this class of work, and special 
types should be used, These are now becoming available. 

The author has recently subjected a number of samples to a 
bending test. It is apparent from theee tests that ordinary flexible 
wires vary very much in their mechanical propertier, and that it is 
not necessary to depart from the ordinary type to get excellent 
results. 

It is generally recognised that electric cookers should be earthed 
so as to ensure immunity from shock. There is no question that 
the earthing should be to a water pipe, and that the effectiveness 
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of the earthing should be tested. Earthing clips and wires should 
be more substantial than is generally the case, It would be an 
advantage if suoh clips carried & red metal label bearing the words 
Earth Connection — Must not be Removed.” 

The mixing of earthed and unearthed apparatus is much more 
dangerous than to discard earthing altogether. The plain form of 
wall-plug should not be permitted in the kitchen : there the three- 
pin variety with earthed oonnection should be used, and leads 
should be in flexible metal tubing, the ntensil, tubing, and plug 
being properly connected together. Similarly, tumbler switches 
with metal oovers should not be permitted on cooking apparatus 
except with an earthed connection. 

The Council of the Institution should draw up rules as to earth- 
ing. At the same time the standardisation of socket connections 
on electrio irons and similar apparatus might be considered. Manu- 
facturers should realise that there is nothing to be gained by 


every manufacturer having his own size and spacing of pins. To 


the user it is exasperating to have to buy a particular socket con- 
nection for a particular piece of apparatus. 

О casionally the consumer is fortunate enough to have the offer 
of a very low flat rate. More generally, however, the tariff 
involves a primary charge which may depend on the rateable 
value of the house or upon the amount of lighting and plant 
installed, and, further, a secondary charge of so much per KW.-hour 
consumgd. Ав a possible consumer the author objecta to paying a 
heavy primary charge when he may be using only a cooker. In 
comparing the cost of electric cooking with coal oooking, this 
heavy charge may be sufficient to deter him from making the 
experiment with a system of which, as a householder, he has no 
ee experience. That is the attitude that must be borne in 
mind. 

That the primary oharge provides for the fixed charges of 
generation for the lighting load is a fair basis on which to go. In 
that case it should bear some relation to the maximum lighting 
load. Daring the last few years many station engineers have 
complained that the lighting load was much reduced through the 
use of metal-filament lamps; yet there seems to be no tendency 
for the peroentage charged on the rateable value to be reduced. 

If the assessment basis is found to be generally expedient, then 
the author would suggest that the rateable value should be treated 
asan elastic quantity, subject to the disoretion of the engineer. It 
is obviously absurd that a oonsumer should be made to pay a 
larger primary charge than is necessary simply because he has a 
garden. The engineer should remember that a high assessment 
probably carries a higher load factor with it, and he should, there- 
ds try to meet the consumer, as far as possible, on the primary 
oharge. 

The second point that has impressed the author is the great 
importance of a low secondary charge, such as 0'5d. This is 
important, because cooks are often wasteful, and the housholder 
soon finds that it is less serious to waste a halfpenny than a penny. 
Moreover, such waste is all to the good for the station ; it means a 
higher load factor, and for that reason merits a lower price after a 
certain quantity of electrical energy per Kw. has been consumed. 
I1 the case here discussed, some of the tariffe in use by certain 
members of the Point Five Association would have shown very 
little difference in the total cost between electricity and coal. This 
fact is surely an achievement, 

In the case of the cooker, to which reference is here made, over a 
period of 13 months, the oven showed no defect, and the grill only 
gave one partial failure. The hot-plate is the most vulnerable 
part of an equipment, Maintenance is a subject of vital import- 
ance to the consumer. If, say, а hot-plate, or an oven, goes wrong, 
he does not like to be kept a week or more for the repair to be 
made. Moreover, he would like to know quite definitely how 
much the maintenance is going to cost him perannum. Ina 
question which is of equal importance to the station engineer and 
to the manufacturer there should be co-operation between the 
two. The manufacturer should be prepared to quote a reasonable 
figure for maintenance, It may very possibly cost him more 
than this amount, but he is still seeking experience and should 
be prepared to pay for it. The station engineer on his part is 
anxious to keep the consumer satisfied. He should, therefore, 
be prepared to carry out the maintenance on behalf of the 
manufacturer at practically cost price; but the manufacturer 
should not expect more than this, 

There are still some station engineers who think that the 
diversity factor of a cooking load is not high. On the other hand, 
it is sometimes stated that the diversity factor is as high as 20. 
This figure, however, is based on the maximum possible load of the 
apparatus, and it would seem more reasonable to take the con- 
sumer' Maximum as being about 75 per cent. of the maximum 
possible. Thus the figure of 20 would drop to 15, which means 
that the load factor of the individual consumer is under 7 per 
cent, 

In the case referred to at the beginning of this paper, the maxi- 
mum possible load is about \°5 Kw, The average consumption per 
day (omitting a period of absence in summer) is about 144 Kw.- 
hours, giving a daily load factor of 7'1 per cent. If the working 
period of 154 hours per day is taken, the load factor becomes a 
little over 10 per cent. Since the product of load factor and 
diversity factor cannot exceed 100, it follows that the diversity 
factor of this particular type of consumer could not be greater 
than 10, but it might reach that satisfactory figure. It may well 
be that the larger apparatus shows the smaller diveraity factor : 
but the load factor being higher, the desirable form of load (i e., 
100 per cent. load factor on the distributors) is obtained with a 
smaller number of consumers. Owing toa lack of appreciation 
of these principles, people sometimes talk of impossible load factors 
of over 100 per cent, 


having the same daily time-table. 


The above remarks are supported by records whioh the author 
has taken, one of which is reproduced in fig. 4. It is evident from 


these that the load is well distributed throughout the day, the 


*onsumption in any part of the day varies considerably, and the 
character of the load varies from day to day. Consequently the 
combined loads of, say, half - a- dozen consumers of this precise 
type would give a much better curve than any of the curves taken 
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FId. 4.—TYPICAL DAY COOKING-LOAD CURVE. 


individually, because the Tuesday of one consumer may be 
the "Friday" of another, Fig. 5 is the composite or average 
curve which shows clearly the individual diversity of consumers 
Actually the diversity would 
be greater owing to different houses having а different time-table. 
When, in addition, we remember the diversity of different classes 


Tim. 


FId. 5. — COMPOSITE CURVE OF A WEEK'S COOKING- LOAD 
REOORDS. 


of consumers it becomes evident that the cooking load is one that 
is very desirable. The lighting peak and the cooking peak do not 
appear to coincide, and the average load from 6,30 p.m. to 8 p.m. is 
less than would be expected. 


DISCUSSION IN LONDON, 


Мв. GEORGE WILKINSON (Harrogate), who opened the discussion, 
said the firet thing that struck him was the title of the paper; he 
was unaware that members of the Institution were well acquainted 
with the subject. He thought that, generally speaking, the 
supply engineer had been too carefal when he initiated new tariffs ; 
commercial people were prepared to take some riek during the 
early years, but station engineers often fixed their prices on the 
basis of existing conditions instead of making an estimate of future 
output and basing the price on that. He had recently altered his 
own house and installed electrical apparatus throughout, and now 
used a 12-gallon electric water heater, thermostatically controlled, 
which gave a supply of hot water at 180° F., night and day, 
suitable for drinking or washing purposes. This was for a 
family of six and it required 12°8 units per day, giving a load 
factor of abbut 50 percent. Oa the question of tariff, if a 1d. 
per unit was a fair price for a 26 per cent. load factor, surely id. 
was fair for 50 per cent. If he had to start again, he would uere 
a 25-gallon water heater with a amall heater, controlled in the same 
way, thus increasing the load factor. He had found that the water 
from a coke boiler was unpleasant in taste, for drinking, but the 
water from the electric heater could be used in kettles, &o., and 
thus saved the use of hot plates. He had experimented with a 
“set pot " electrically heated, but found radiation losses too expen- 
sive, The ordinary wall plugs could be superseded by large 
в witches in the kitchen, with advantage. He considered that the 
question of maintenance of cooking apparatus was a serious one, 
and did not think it could yet be recommended without qualifica- 
tion by the engineer; but the apparatus had been greatly 
improved. His experience was with four cookere, the last one for 
18 months, and one hot plate had broken down three times in that 
period. It would pay the manufacturers to further improve this 
apparatus, so that it could be recommended as confidently as in 
tie саке of modern heaters. 

Мв. C. Н. WoRDINGHAM was inclined to think that the station 
engineer knew too much about electric cooking to adopt it in his 
own house, and considered that greater reliability was necessary 
before it could be generally adopted. He had always been sur- 
prised at the claims made as to saving in loss in weight of meat 
by electric cooking; this loss was due to the use of too high 
temperatures with any form of cooking. The difficulty of econo- 
mically heating water electrically was a serious drawback, and he 
urged that thev should give up that idea or it might hinder the 
progress of cooking: they must recognise the limitations. He, 
personally, did not see the use of 12 gallons of hot water; un- 
limited quantities were required, and he did not believe that 
any juggling with tariff would facilitate electric water heating. 
The author seemed to use the coke stove for keeping things hot 
and then called it electric cooking ; he must pay hesvily for his 
rápid heating, as the kw. went up and the load factor went down 
in such a case. He wished to draw their attention to the question 
of standarcising cooking apparatus, which had formed the subject 
of a recent leader in the ELECTRICAL Review, The sub- Com- 
mittee of which he was & member had considered this matter. He 
felt that plugs must be standardised, but as for cooking apparatus, 
it was quite a different matter. The makers had been approached, 
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but there was a great diversity of opinion amongst them, and they 
were not eager. He could not help thinking that certain things 
could be standardised in regard to oven sizes and hot-plates, and 
it would be most helpful if the manufacturers who were present 
would give their views. 0. 

Мв. ALLEN (Wolverhampton) said there appeared to be very 
few remarks in the paper, whioh could come from a non-technical 
consumer. He did not see how the fact of using a large cooker led 
to a better load factor. Ia his experience an energy consumption 
of 1°6 units per head per day was the usual thing for a family of 
six. The author gave a fearful and awful bill for apparatus, but 
it was quite abnormal, and he was astonished that he had put it 
in. He agreed with his remarks on wood casing and earthing, but 
it was not his experince that people did not mind psying a lump 
sum for a cooker. The pilot light was being generally used, but 
the thermometer was a complication ; they had cooked without it for 
50 years, and could continue without it. As regarded the savin 
in weight of meat cooked electrically, he had always understood 
that it was the better temperature regulation which was possible, 
which led to this saving. The author's suggested earth-rimmed 
plug might be more dangerous than the ordinary one, and he had 
not referred. to the flaxible which had an embedded steel wire, and 
was now becoming common, пог to C.T.S cable, which was suit- 
able. He agreed that the use of earthed and unearthed apparatus 
together was dangerous, and to be avoided. The rateable value 
system of charging was the best understood tariff, and the best 
one for introducing electric cooking, in his experience, It was, he 


thought, al ways an 1 tariff, and the author could probably 


have had a flat rate if he wanted. А 

Мв. R. S. Downe said the point of view of most consumers in 
regard t) electrical cooking was that it must be obtainable on 
reasonable terms. The various testimonials whioh he had received 
were more convincing than the paper. If the author bad lived in 
the Brompton and Kensington area he could have paid 5s. or 7s. 6d. 


per quarter rental for his installation, fixed and wired, and would 


have had utensils supplied free, or if he desired to purchase, he 
would have had to pay £14 for the installation, including wiring, 
instead of the high sum of £35. 
have to be carried out on exactly similar lines to the 
gas-cooking business all over the country, and in the 
immediate future an installation would not exceed £10 in cost. 
He agreed with Mr. Wordingham that electric water heating was 
too costly, and at his company's restaurant coke-fired boilers were 


now used, giving twice the amount of water for 7s. a week as 
He considered that the gas 


against the electrical cost of £1, 
people had prepared the way for electric cooking, апі it would be 
adopted on an extensive scale in the near future. . In his area they 


had about 100 cooking installations installed (during the past 


three years) and the progress was becoming rapid owing to 
personal recommendation. There was no doubt about there being 
in practice a considerable saving in shrinkage of m:at by elec- 
trical cooking. As the result of inquiry he was informed that 
with the coke-fired ovens at Cadby Hall (Messrs. J. Lyons & Son’s 
headquarters) there was а loss in weight of meat cooked over the 
year of 30 percent. A test on а large scale of electrio cooking 
showed only 18 per cent. loss, representing a saving of some 10s. 
worth of meat in that case as compared with the ordinary process. 
The average consumption of energy per cooker in his area was 
some 2,500 units a year; or 1j units a head per day for five 
persone. It was estimated that at least 1,200 consumers in the 
area could adopt electric cooking, and taking an installation at 


5 Kw, the extra 6,000 kw. of load would only come on to the peak 


to the extent of 1,000 Kw. 


Ma. Groaan thought it possible that the author had been too 


much in the kitchen judging by the excessive energy consumption; 
he did not agree that the large consumer was better than the 
smaller one, as regards the cooking load, as the latter had the 
better diversity factor and load factor. 
had not adopted electrical water heating, as the result would have 
been awful; but the electrical metbod was satisfactory as regarded 
convenience if a amall quantity of water was sufficient. 
From his experience, a family of five should require from 1,500 
to 2500 units per annum for cooking and allowing the author 
another 1,000 units, or 3,500 unite, this should be sufficient for 
seven people, во that his energy consumption was much too high. 
He knew of a Manchester household of similar size whioh took 
65 units per week for cooking, as against the author's 110 unite. 
He asked, was this paper going to helpelectrio cooking ? He him- 
self looked upon it asa murderous submarine attack on the splendid 
progress made in recent years. The author had paid extravagantly 
for his installation ; why should he inflate the bill by the cost of 
the соке boiler? Не had apparently mentioned hiring of appa- 
ratus as an afterthought; there were some 30 or 40 towns hiring 
out electric cookers, and that was the only way to do the business. 

MB. DUNCAN WATSON said the paper gave them the opportunity 
to correct the views put forward. His sympathy was with the 
engineer who was unable to offer a suitable tariff for cooking. He 
had heard that much more efficient apparatus was to be introdnced 
shortly ; at present maintenance was rather a serious matter, 

Мв. HAYDN HARBISON had not found the p.per to have much 
reference to the "consumer," as usually understood. As a user 
of electric cooking, he had turned up his bills for gas, coal and 
electricity for the past five years, during which period he had 
adopted electric instead of gas cooking, and it was not at all easy 
to tell when he changed over. His district was supplied by a com- 
pany which did not encourage electric cooking, and charged 14d. 


per unit for the supply and 5d. per unit for lighting, but despite: 


this high price and the fact that gas was only le. 9J. per 1,000 
ob. ft. the change over had not made any appreciable addition to 


Electric cooking would: 


He was glad the author 


the cost. He was afraid the paper would not be rightly read, and 


that it would be taken to mean that the author had made a loss 
of £9 after spending £45 on apparatur. - PELA: 

Мв. W. M. MoRpEY suggested that if the principle of the 
thermos fiask could be adapted in the electric oven, a considerable 
pri in energy would result once the right temperature had been 
obtain. Pa ee ee A | | 

Мв. PINKNEY said the author's energy consumption for 
cooking was very high; in his own family 13 units per head 
per day were required over the first period of six months, and he 
was convinced this would drop to 1 unit or less, yet the author 
took 2 units with a "careful" соок. He was afraid the thermo- 
meter would not be used, although it would be advantageous if it 
were, * 

Pao. МоВЕ:8 said it was important that electric cookers should 
be hired, as apparatus suitable in one area might be unsuitable in 
an adjoining one, if the householder moved. He agreed that elec- 
tric water heating was beet left alone for the present, and that 
attention should be concentrated on cooking. He had found the 
cost of a coke boiler to Бе 3d.a day for a family of five or six 
aud this could not be touched electrically. The same family 
required 11 units per head per day for cooking. A big scale 
thermometer would be a useful accessory if it could be mounted 
with the switches on the wall. He found that cocks did not 
understand what shocks were. | 

Мв. А. Н. SEABROOK felt that it was а case of ‘saving us from 
our friends " ; he strongly deprecated the publication of such doubt- 
ful resulte. The large cooking consumer was infinitely worse than 
the small one in the matter of load factor, and in the matter of 
cooking load he would prefer, say, Ilford to Marylebone, In 
Marylebone there were one or two consumers using electric water 
beating; they were satisfied with the cost and that was all that 
mattered. The initial cost of the author's installation was 
utterly ridiculous; he (the speaker) could not find a householder 
who would buy a cooker—the hiring practice was too firmly 
established. There was no more sense ia running a cooker on a 
single fuse, than there would be in running, say, a small town in 
the same way. He found that thermometers were soon taken cff 
cookers, and that the Soott R hand-ehield plug was quite 
satisfactory. He thought that the earthing of cooking apparatus 
was compulsory. The author's curves showed & non-peak load, 
with the largest demand in the morning. He mentioned that 
Messrs. Selfridge had now placed an order for an installation for 
staff cooking, which would be the largest in the world. 

Мв. NICHOLS MOORE said the author's paper should indicate to 
engineers what they had to deal with. He considered it futile to make 
random statements as to the saving in weight of meat by electric 
cooking; the author's figures showed а aaving, but they were not 
cooking joints all the week, and the saving in £ в. d. did not 
amount to a great deal. Не found in his own case that а “ domee- 
tic” tariff with a secondary rate of $d. per unit showed a slight 
saving in cost over flat- rate j | 

Мв. GILLOTT said he understocd that the American navy had 
scrapped all cookers with top and bottom heaters, owing to the fat 
firing with the bottom heat. In his own case, with seven in the 
family, it required 97 unit per head per day for electric cooking. 
Why had the author debited all the fixed charges to electric cook- 
ing? This seemed unfair. 

Mr. F. O. RAPHAEL said the author had made the mistake of 
generalising from a particular case, and he was afraid much too 
great publicity would be given to his unfortunate exp-riments. 
The author's experimenta on flexible had been forestalled by work 
already done in this direction. 

Мв. Cooper replied very briefly, owing to the lateress of the 
hour; he felt justified in his paper in view of the contradictory 
nature of the discussion. He had regardad it as an optimistic 
paper i He agreed that electric water hoating was very con- 
venient, 
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ELECTRICITY APPLIED TO MINING. 
By C. P. SPARKS, M. I. E. E. | 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, February 25th, 1915.) 


(Continued from page 378.) 


A winder driven by a direct-coupled induction motor is 
erected at the Aberewmboi Colliery. The duty for which it was 
designed when fitted with a tail rope of equal weight to the 
winding rope is as follows :— 


Depth of shaft A 210 yarda. 
Output of coal per hour 180 tons. 
Net load of coal per wind 50 cwt. 
Number of trams per wind... 2 

Time of wind 35 sec. 


Time of each complete cycle 45 sec. 

The 3-phase motor is wound for 3,000 volts working pres- 
sure and has its rotor mounted on a continuation of the drum 
shaft. The continuous rating of the motor is 375 B.H.P., the. 
maximum horse-power developed during the acceleration 
period being 700, with a power factor of 0.75. 
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A liquid controller is provided for starting and regulating 
the motor and is interlocked electrically with the oil-break 
main and change-over switches for reversing the motor. The 
resistance in the rotor circuit is determined by the height of 
the liquid, which is varied by a sluice valve connected to the 
controller. The liquid is cooled by pipes in which water is 
circulated, and is pumped from a storage tank in the base of 
the controller by a small electrically-driven centrifugal pump. 

The winder is controlled by one lever which is connected to 
the main stator switch, the controller, and the brake engine. 

The controller can maintain a minimum motor speed of 2.5 
r.p.m. with one-tenth normal torque for 15 minutes for rope 
examination, etc. 

The drum brakes are of the post type, and are weight- 
loaded air-operated with the Whitmore patent self-adjusting 
апа variable-load appliances, by which the driver can apply 
any desired load upon the brake according to the amount that 
- the foot lever is pressed down. 

The air supply for the brake cylinder is provided by an 
electrically-driven compressor set. This set consists of a com- 
pressor direct-coupled to a 3-phase motor with automatic start- 
ing and stopping, controlled by the pressure in the receiver, 
the working value of which is 60 lb. per square inch. 

Should the power supply fail either through failure of the 
main supply or the operation of the overload main-switch 
relays, the brakes are automatically applied and the winder 
drum is brought to rest. | 

A dial depth-indicator is used, with which is incorporated 
the overwinding gear. The latter in case of an overwind applies 
the brakes and cuts off current from the winding motor. 

This winder has been in satisfactory operation for the last 
six years. The peak due to the sudden application of a 
load of 750 K. v. A. every 45 or 50 seconds is satisfactorily dealt 
with at the power station by the Tirrill regulator. The num- 
ber of units per ton of coal wound without a balance rope, is 
1.6 when winding 25 cwt. of coal. 

Pumping.—The steam plant has been supplemented or dis- 
placed by single-lift centrifugal pumps, and in place of pump- 
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Pump DATA. 


Head. a. at 10000. 
Capacity ... 60,000 gallons per hour. 
Speed and Туре ... „Sulzer 8-stage, 1,480 r.p.m. 
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ing continuously, the main pumping is now ‘confined at the 
Elliot Pit to 8-12 hours out of the 24 by enlarging the lodge 
rooms, the pumping in the other valleys bein confined where 
possible to the night shift. This has a marked effect on the 
load factor of the power houses, and in the Rhymney Valley 
it has provided the continuous load necessary for the econo- 
mical use of gas-engine plant. 

The largest pumping station is at Elliot Pit, the pump room 
being situated at the foot of the up-cast shaft and containing 
three Westinghouse-Sulzer centrifugal pumping sets; two of 
these are driven by 950 B. H.P. 3-phase motors, and the third 
by a 1,000 в.н.р. motor, the following being the respective 


duties :— 
950 B. H.P. 1,000 B. H. p. 
Gallons per hour ...  .. 81,000 87,000 
Head in ft. (manometric) ... . 1,690 1,690 
Full-load r.p.m. ея ina „ Да 1,475 


The 1,000--в.н.р. pump is of Messrs. Sulzer's 6-stage type 
With special cast-iron casing and bronze impeller and guide 
wheels, and the makers’ patent balance-disk method of taking 
up end thrust. The motor is of the slip-ring rotor type with 
liquid starter, the stator being built in a turbo-alternator 
frame. The windings are designed to give a temperature rise 
not exceeding 35 degrees C. above the inlet temperature of 
the air which passes through the pump room at the rate of 
10.000 cubic feet per minute. 

Owing to the confined nature of the pump room and the 


~ 


size of the pumping plant, two 174-in. fans, one being in 
reserve, are erected in the passage way leading to the up-cast 
shaft and discharging into it; incoming air is brought through 
a special heading driven into the down-cast shaft. An air 
filter consisting of cloth stretched on wooden frames is erected 
at the incoming end of the pump room, and suitable dampers 
are provided at each motor for controlling the supply of air. 

The system of forced lubrication employed for the pumps and 
motors consists of oil tanks fitted with submerged ''spur- 
wheel pumps, chain-driven by small 3-phase motors mounted 
on the covers of the tanks and supplying oil to the various 
bearings. Each pump is fitted with an oil filter which can be 
withdrawn and cleaned while the pump is in action. 

The overall efficiency of the above set tested at full duty 
was 71.9 per cent. | 

Ventilation.—Up to a few years ago the general colliery 
practice was to use low-speed fans; latterly a considerable 
number of centrifugal high-speed fans have been employed. 

All the principal fans of the Powell Duffryn Co. have dupli- 
cate motors as a stand-by to allow for cleaning and repairs. 
These fans are driven by induction motors, and in order to 
give flexibility in the volume of air the fans are rope-driven, 
to allow the pulley ratio to be varied. 

At the new Britannia Colliery, the fan employed is designed 
for the full air output for ventilating the workings when the 
latter are fully opened out, but until this time has arrived it 
will run at speeds to suit the development. The electrical 
equipment consists of a rotary converter and continuous- 
current motor, the latter being direct coupled to the fan 
shaft. Speed variation is obtained by hand regulation of the 
field rheostat. The stand-by motor in this case is of the induc- 
tion type, the fan being rope-driven. | 
Compressors.— Although the efficiency in transmission and 
ecnversion is low, compared with electricity, compressed air 
is largely used underground where danger may arise from dust, 
gas, or falls, for all small power drives. The Powell Duffryn 
Co. erect the main compressor plant in the winder house во 
that it can supply all requirements, the separate air systems 


Fico, 7.—PUMPING STATION, ELLIoT Pit, SHOWING WESTINGHOUSE-SULZER Pumps. 


d interconnected so as to reduce the percentage of reserve 
plant. 

As the air requirements are intermittent it is desirable to 
run the electrically-driven compressor at a variable speed. 
Large variable-speed compressors are at present only operated 
by continuous-current motors. ! 

The compressing plant at Britannia Pit consists of three 
electrically-driven compressors, two running at constant speed 
driven by induction motors :— 


Cubic feet of free air per min. ... .. 2,500 3,500 
Motor r.p.m. ik re (is .. 243 240 
Brake horse-power ... s ivr, MU 550 


A further compressor plant capable of dealing with 5,000 
cubic feet of free air is being added, driven by a continuous- 
current motor. The latter will be supplied from a 1,100 kw. 
6-phase rotary converter which runs at 500 r.p.m. The speed 
of the motor is automatically varied by controlling the rheo- 
stat according to the air pressure in the delivery pipe. 

At Aberewmboi the compressor is of the Belliss enclosed 
forced-lubrication type, driven by a 3-phase induction motor. 
115 stand-by compressor is driven by a 140. H. p. induction 
motor. 

Haulages.—Owing to the intermittent nature of haulage 
loads, the necessity for high torque at starting, and the ten- 
dency of all haulages to be used together towards the end of 
the shift, this load is one of the most costly to supply unless 
a large number of haulages are worked from the same power 
house. With induction-motor drive the speed is nearly соц“ 
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stant, consequently the power demand is proportionately in- 
creased on gradients, thus decreasing the already poor load 
factor with this class of load. Owing to the position of haul- 
ages it is undesirable to employ continuous-current motors, 
which involve with an alternating-current supply a especial 
converting plant. ij 

The usual form of drive is single-reduction gearing for the 
larger powers when room can be safely provided, and double- 
reduction gear for the simaller haulages or when space is 
limited. | 

The original controllers were of the oil-immersed drum type 
with contactors controlling the metallic resistances. These 
were not ‘only costly but occupied considerable space. Where 
water is available all larger controllers are now of the liquid 
type. i 

The liquid controllers consist of a tank or tanks in the 
bottom of which are mounted contacts connected to the rotor 
slp-rings. Corresponding movable contacts are carried on 
vertical rods actuated by a lever or by a hand wheel, the 
resistance in circuit being proportional to the distance spa 
of the fixed and moving electrodes in the electrolyte. he 
stator reversing-switches are fixed in tbe framework carryin 
the tank and are mechanically connected to the lever or han 
wheel operating the eleetrodes. The liquid is cooled by pipes 
through which water is circulated. 

The chief advantages of the liquid type of ‘controller are the 
finer adjustment of the speed, especially at starting when 
taking up slack on the rope and shackles, and its simplicity of 
design, resulting in fewer working parts and greater ease of 
inspection. The principal disadvantage is the necessity for a 
supply of cooling water. The latter difficulty can be over- 
come where no water is available by fitting a system of radiator 
cooling pipes and.a small motor-driven centrifugal pump. 
While this method works satisfactorily, it adds considerably 
to the first cost. 

Owing to the heavy duty imposed on reversing switches of 
both types of controllers a special design is called for, as the 
frequency of operation under conditions of maximum load is 
much higher than that required from any other switch. To 
prevent overheating and formation of carbon deposit it has 
been found necessary to design these switches on generous 
lines, with an increased area of contact and a big head of oil 
эз compared with standard switches of the same rating. 
The smaller motors up to 30 B. H. p. used for driving the 
various auxiliaries on the surface are of the standard protected 
9-phase type, wound for 500 volts. The majority of them have 
slip-ring rotors with liquid resistances for starting, this type 
of rotor being preferable to the squirrel-cage type, on account 

the reduced switchgear maintenance. 


TRANSMISSION SYSTEM. . 


Experience has proved the reliability of overhead transmis- 
sion with bare conductors for colliery eupply. Apart from the 
saving in first cost, the main risk through the use of cables 
is avoided, namely, subsidence. 

To secure safety it is advisable to screen the overhead con- 
ductors at all points where they cross traffic. The efficiency 
of screening is dependent on reliable earthing, which is best 
secured by a continuous, stranded earth-wire of substantial 
section, effectually earthed at each end and connected to inter- 
mediate earth-plates every 300 or 400 yards. In order to 
minimise risk, all main conductors round the pit head should 
be run as armo cable. | 

The overhead system used by the Powell Duffryn Company 
in the Aberaman Valley was described in the previous paper.* 
The following modifications have been made to meet the de- 
e in the last nino years :— 

collieries in the Aberdare Valley are now supplied by a 


system of 3,000-volt ring mains, protected on the Merz-Price 
gyetem. 
The section of the main feeders of hard-drawn copper has 


been increased to 0.15 sq. in. (19/12 S. W. G.), the wires being 
grouped in a triangle, for single circuits 3 ft. 6 in. vertically 
and 4 ft. 6 in. borizontally; with double circuits the conduc- 
tors are carried on three cross-arms, the circuits being spaced 
4 ft, horizontally and the oe 3 ft. vertically apart. 

The pilot wires for the Merz-Price eystem consist of either 
one or two 3-соге 7/21 S. W. G. paper-insulated lead-covered 
cables, guspended from galvanized steel catenary wire, 7/14 
5. W.G., by raw-hide suspenders, these conductors being car- 
ried at the extremity of a fourth cross-arm fixed at about 4 ft. 
below the main conductors. 

The average length of span is 100 ft 


Little depreciation is noticeable at the base of the creosoted 


wood poles, which have been erected over 10 years. 

The overhead wires radiating from the Middle Duffryn power 
station have been displaced by 3-core paper-insulated lead- 
covered armoured cables to a point well clear of the power 
station, washery, and railways. The overhead wires branch 
from brick towers, in which the choking coils and horn-gap 
lightning arresters with liquid resistances are placed. 

The Rhymney Valley 10,000-volt transmission lines run from 
Penallta to Bargoed, a distance of 3} miles. Duplicate cir- 
cuits are run between Penallta and Pengam on the same 
"A" and “Н” poles, and between Pengam and Bargoed 
on separate poles, the two pole lines being about 30 ft. apart. 
This allows the Britannia Colliery, which is completely elec- 
trified, to be supplied from either of two power houses by 


* See Erec. Rev, April 20th, 1906. | i 


" 1 


two sets of duplicate transmission lines, grouped on three 
independent pole lines. , ЕЕ | 
ood poles are employed 36 ft. long, the maximum dia 
meter at the base being II in. and at the top 74 in., and the 
pole being buried in the ground 5 to 6 ft. . | 
The conductors are hard-drawn copper, 0.25 sq. in. section 
(37/18 S. W. G.). The phases are spaced vertically above one 
another, 15 in. apart, the two sets of transmission lines be- 
iween Penallta and Pengam being 4 ft. 6 in. apart (figs. 8 
and 9), and the average span being 100 ft. А 
The insulators of the double-petticoat pin type аге carried 
on three channel irons of section 4 in. X 23 in. bolted to the 
poles, each insulator being subjected to a test pressure of 
55,000 volts under standard precipitation, and a pressure of 
75,000 volts when dry. 
Each circuit is protected on the Merz-Price system, as at 
Aberdare, the catenary wires acting as the earth connection. 


A pole carrying two sete of lines. Pole carrying one set of lines. 
` Рта. 8.—10,000-vonLT Trans-  FiG. 9.—10,000-voLT TRANS- 
MISSION LINES. MISSION LINES, 


The overhead lines are connected to the generating station and 
sub-stations by 3-core paper-insulated lead-covered and 
armoured cables 250 yards in length. | 

Two duplicate sets of 0.2 sq. in. hard-drawn copper (37/0.082 
S.W.G.) 3,000-volt lines connect Bargoed with lot Pit and 
New Tredegar. These are also protected on the Merz-Price 
system. As the demand increases, the pressure on these lines. 
will be raised to 10,000 volta. | 

The distance between the Middle Duffryn power station and 
the new Britannia Colliery is approximately nine miles. The 
transmission line will be constructed for a working pressure 
of 30,000 volts. In the first instance, however, the hne will 
be worked at 20,000 volts, supplied through three 2, 200-K. v. A. 
single-phase oil-insulated water-cooled step-up transformers. 
connected so as to give 3,000 volts mesh to 30,000 volts star, 
and 30,000 volts star to 10,000 volts mesh. When working at. 
20,000 volts the transformers will be connected mesh to mesh, 
the ratio being adjusted when connected mesh to star by cut- 
ч out part of the neutral ends of the star winding. 

e transmission line will be controlled by switchgear on 
the 3,000 and 10,000-volt systems, the transformers being con- 
nected direct to the transmission lines through isolating 
switches. 

When working with traneformers mesh to mesh, supplemen- 
tary star transformers with the neutral earthed will be used 
to operate the protective system, the Merz-Hunter split-phase 
control being used, and the switchgear being actuated in the 
event of a line fault by balanced transformers connected in 
series with the split-phase conductors. Time-limit overload 
relays will be used to protect the 3,000 and 10,000-volt systems. 
The power factor and the pressure drop on the transmission 
line when supplying from one end will be controlled by hand- 
regulated static boosters star-connected on the 3,000-volt sys- 
tem at Middle Duffryn. | 

The transmission lines will consist of six 0.073 sq. in. 
stranded conductors, each comprising 7/11 S. W. G. hard-drawn 
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copped wires arranged on normal spans with the phases 5 ft. 
apart vertically, the split phases being at 4 ft. horizontal 
centres. | 

The conductors will be carried on pin-type insulators 
mounted on three channel irons, these being protected by 
insulated sleeves so as to prevent birds operating the protec- 
tive gear. Steel poles will be used, and the average length of 
span on straight runs will be 120 yards. For railway and road 
crossings а special construction will be employed, with double 
insulators and heavy-section Screening 

A continuous earth-wire of 7/13 S. W.G. hard-drawn copper 
will connect the metal-work of the entire system, each trans- 
mission poe having a galvanised iron earth-plate electrically 
connected to the main structure of the pole. | 

The end connections for the transmission line will consist 
at each end of not lees than 300 yards of 0.1 ва. in. split-phase 
paper-insulated lead-covered double-wire-armoured cable, the 
armouring being connected to the continuous earth-wire at 
each end and to the main.earth connections at the Middle 
Duffryn power station and Britannia Collieries: | 

Fig. 5 (р. 377) shows the route of the 20,000-volt transmis- 
sion line. With the completion of the latter the Britannia 
Colliery will be fed from three power houses by three indepen- 
dent routes. The annual load factor of the entire undertaking 
will be as high as 55 to 60 per cent., while the reserve plant 
in either valley will be available for the whole undertaking. 


(To be continued.) 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


Consulting © Engineers.” 


Concerning consulting engineers and others mentioned by 
Station Engineer and '' Ero," may I remind your readers 
that as far back as the Victorian Era your Correspondence 
columns found space for the discussion of the status of the 
hangers-on who impede the positive achievements of our in- 
dustry, even now that it is demonstrated that the workers 
have outrun them in their own sphere? 

There are works and factory engineers, with more elec- 
trical schemes on hand (in addition to their own routine 
work) than may be found in any of the top-floor back offices 
of the consultants. Men of the line prefer the lead of these 
eiectrically-equipped mechanics to the buffoonery of the so- 
called consultants whose quantities and specifications are 
redolent of 1885, and whose initiative is as obsolete as are 
their methods of measuring up a job of the looped-in type, 
which they often do not understand. Before me now are the 
specifications and quantities for a job just completed without 
them, they being ignored for the following reasons :— 

The much ‘‘stock-phrased’’ specifications ridiculously 
divorced modern practice from the plans and quantities. 

The schedule becoming useless by the discovery to the con- 
‘sultant and his client alike that the lighting of areas and the 
adaptation of power were matters nowadays better understood 
by the worker in practice than it was conceived by the con- 
sultant whose mental attitude towards the industry harked 
back to the days of the tree system and two-pole machines. 

During the last three months the writer has had to return 
to stores huge quantities ridiculously unnecessary, and to 
requisition other quantities applicable by the rules and regula- 
tions but not provided for. Even since December last we 
have had to refuse point-blank to run mains in the same 
conduits carrying circuit wires, as directed—this on a split 
200-volt D.c, system. 

We have removed crossings shoved up into ceilings to 
chtain flat ceiling effects, and prevented the use of fibre in 
the crossings of casings, etc., none of which was objected to 
by a consultant (of too long standing). 

We have fought stiff wordy battles to persuade à '' special- 
ist that н.у, І.с. distributing boxes, etc., ought not to be 
fixed on the wood surfaces of flue hoists where brick or stone 
walls were available. 

We have been ‘‘eccentric’’ enough to demonstrate the 
unwisdom of arranging a 400-volt power net-work upon the 
вате panel as 200-volt fighting circuits, as well as being wicked 
enough to disagree to the fixing of pairs of S. p. lighting 
switches on the same base block and connected to dis-boards 
on opposite sides of three wires. 

And, to be brief—were it not for the law of libel, much 
more could be said; it is sufficient, however, that there are 
men directing matters electrical who, being unable to do 
what they know how to do, are solacing their own mediocrity 
by occasionally escaping from their top-floor back offices to 
harass an industry which is forging ahead in spite of them. 
* Station Engineer" as wel] as '' Ero" need be careful lest 
they, too, might get elbowed out of the way like 2 


their list. 


The Government Electric Power Station at Bangkok. 


In а letter dated January 4th, 1915, your correspondent 
„H. E. F.“ made certain comments in regard to this plant 
which, in fairness to all the parties connected with it, stand 
in need of some correction. | 

The specifications upon whieh the tenders were submitted 
were drawn up by the Siamese Government's electrical engi- 
neer, Mr. Shaw, and invitations to tender upon a definite eize 
of plant were issued to all the well-known electrical manu- 
facturing concerns in Great Britain, Germany and America. 
These facts will dispose of your correspondent's suggestion 
that German engineers were responsible for the size of power 
station and will show that in the competition for the con- 
tract, all firms, regardless of their nationality, were placed 
on the same footing. | EE 

It may be of interest to your readérs, and satisfying in 
some measure to the patriotism of your correspondent, who 
fears for British enterprise, to point out that while it is 


true that the A.E.G. secured the contract, their tenders were 


repared by British engineers under the supervision of the 
`ritish manager of the A.E.G.’s foreign department, and 
British enterprise sent out a British engineer to Siam to carry 
out negotiations in regard to the A.E.G.'s tender, which 
resulted in their eecuring the contraet. | 

It is not correct, as your correspondent states, that the price 
quoted by the A.E.G. was much below that of all other 
competing; neither is it correct to suggest that the final cost 
of the plant has been increased by charging the Government 
with a large number of extras. If the total cost of the power 
station has exceeded the original Government estimate, 16 18 
partly due to unforeseen difficulties in regard to the erection 
of the buildings and extensions to the original scheme. The 
erection of the power station and its operation during the 
guarantee period have been carried out under the supervision 
of British engineers, so that German brains have had very 
little to do with the inception and carrying out of this scheme. 
This statement is due to the British engineers engaged upon 
it. When it is added that, although the contract was carried 
out by the A.E.G., who built the steam turbo-generators, the 
boiler-house plant was supplied by Messrs. Babcock & Wilcox, 
Ltd., and the switchgear and transformers by the British 
Thomson-Houston Co., the history of this plant may be judged 
in ite right light. There has been no dispute, as your corres- 
pondent suggests, between the parties concerned in regard 
to the boiler furnaces. There was a natural desire on the part 
of the Government officials, the main contractors, and the 
boiler makers to utilise all the experience obtained in other 
boiler plants in Bangkok with paddy-husk furnaces, and this 
led to certain modifications in the original design, which the 
results fully justified. 

In а recent letter from Bangkok informing the contractors 


-of the successful conclusion of the tests, it is stated that as 


regards the boilers, the trouble taken to secure success has 


been fully justified, as the paddy-husk consumption has been 


reduced to a figure which has surprised the officials repre- 


‘sented at the tests; moreover, with the new furnaces, an 


almost smokeless chimney has been obtained. 

While the size of the plant may be too great for present 
demands, Mr. Shaw’s faith in the growth of electrical enter- 
prise in Bangkok will be justified sooner or later. Want of 
faith in the possibilities of electrical development has perhaps 
been one of the causes of the slower growth of the electrical 
industry in England than in Germany and America. 


Bangkok. 


[The fact that Mr. Shaw has not replied to the comments 
above-mentioned is due to his absence on active service ав an 
officer in the armoured-car division.ä— EDS. Exec. REv.] 


Government Control of Factories. 


Everyone has noticed the number of ridiculous statements 
which have been appearing in the Press recently and which 
has for its culminating feature the control of factories by the 
Government. For instance, in the House of Commons last 
week, it was stated there were no firms not already engaged 
oa Government work ” in this country who could make similar 
goods to Siemens. We have recently, on two separate occa- 
sions, made applications to the War Office to be placed on 
their list of contractors, but owing to the fact that fifteen 


years ago one of the officials of this company offered a couple 


of theatre tickets to a War Office official, for this serious 
offence we were struck off the list. We have only one official 
now working for this company who was with them at the 
time. The directors are a totally different body of gentlemen, 
and yet the War Office cannot see its way clear to put us on 
This 1s surely visiting the sins of the fathers, eic. 
The peculiar part of the whole business is that about 75 per 


.cent. of our present output is war material through sub-con- 


tractors. We have even had a visit from one of the Govern- 


.ment officials aeking us how many men we could spare the 


War Office for machining ammunition, etc., and yet, in spite 
of all this, we are not respectable enough to be on the War 
Office list. It makes one feel inclined to side with those who 
are working for a business Government. | 


Walsall Electrical Co., Ltd., 
V. DELEBECQUE, Works Manager 


Walsall, March 19th, 1915. 
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Coke Fgel for Steam Raising. 


Our attention has been called to the letter signed '' Engineer 
and Fuel Expert, London Coke Commission,” who, we be- 
lieve, is Mr. Nickoll (of the Gas Light & Coke Co.). The 
remarks he attributes to Mr. Horace Boot are incorrect, in- 
asmuch as what Mr. Boot said at the meeting of the South 
Metropolitan Electric Light & Power Co. was, as correctly 
reported in your previous issue, that if Mr. Bowden thought 
he was going to get the eame output from the boilers by 
using coke breeze as he previously could when using coal, ii 
could only be achieved by forcing the boilers, which forcing 
seriously diminished the hfe of same. On the other hand, no 
doubt, by increasing the number of boilers and burning coke 
breeze at about 6s. or 8s. per ton, economy can be gained, 
as we have on several occasions intimated to our clientele. 

We venture: to think these remarks will be confirmed by 
every boiler user who has tried various classes of fuel. 


Horace Boot & Partners. 
London, S.W., March 15th, 1915. 


Showreom Windows. 


The writer in your issue of last week, under the headin 
of “Showroom Windows," has raised our expectations, an 
I hope will be able to fulfil them. 

A good number of supply managers, are interested in this 
question of how to dress showroom windows. The пш 
states that with irons, kettles, toasters, radiators, cookers, 


& ; / ча" 
; ; сё du. a =з Т, ү, 
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|| HOUSE 


SWITCH 


As the writer claims to have had a very latge amount of 
practical experience, it would also be of assistance if he could 
give the exact cost of dressing each window, exclusive of the 
actual electrical apparatus. M 

If he gives something of this kind it will certainly be prac- 


tical, at least. 
; Electric Supply. 


GLASGOW ELECTRICITY WORKS. 


Mr. W. W. Lack, Chief Engineer to the Glasgow Town 
Council’s Electricity Department, has issued to the members 
of the Electricity Committee descriptive notes on the new 
ips a Dalmarnock Bridge, of which the following is an 
abstract :— 

The site of the Dalmarnock Road electricity works has a total 
area of 131 acres, the total cost being £27,112, and is admirably 
suited for its purpose. An ample supply of condensing water is 
obtainable from the River Clyde, and railway sidings are 
already laid on to the site. e first portion of the works, 
which is now under construction, consiste of & water intake, 
a screening house, two water culverts (one for the inlet water 
and one for the outlet water), ewitch house, turbine room 
(75 ft. х 240 ft.), two boiler houses (each 150 ft. X 84 ft.), 
workshop and store, and a complete coal-handling plant 
capable of dealing with 100 tons of coal per hour.. Contracts 
were placed for the excavation of the ground in April, 1914, 
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“nothing should be easier than to make an attractive dis- and subsequently, in August, for the water channels and con- 


lay,” and he finishes the article by whetting our appetite 
or suggestions. | 

The showroom window is perhape one of the most difficult 
things to deal with, that ie, assuming it is a fairly large shop 
задао. To get a continuous series of displays sufficiently 
attractive for nobody to pass the shop without glancing in, 
as your writer mentions, requires a good deal of invention 
and ingenuity, when novelty has to be obtained year after 
year. However, your writer comes along in optimistic style, 
and I am eure a good many readers will be anxiously awaiting 
any useful hints. 

May I euggest that, a& we have had in technical journals 
quite a plethora of vague generalities, your writer should put 
his suggestions in a series of cut and dried specifications for 
з series of windows lasting over a year 

By specification I mean, not a general hint, but a detailed 
list of the exact apparatus to be put into the window, together 
"with any ornamentation and any epecial showcards, suffi- 
ciently in detail for the specification to be ри into the hands 
of any showroom assistant, so that by following it literally 
he could obtain exactly the effect that the writer would re- 
commend. The writer should assume that there is a large 
shop window absolutely blank—floor, ceiling and sides. 


crete foundations. These contracts amount to a total of 
£48,000. The contract for the coal-handling plant has also 
been placed, and the cost of this portion of the work amounts 
to £24,800. Offers will shortly be asked for the first portion 
of the buildings, and specifications for the first instalment 
of the plant are practically ready. This plant will consist of 
two 10,000-kw. turbines and one 15,000-kw. turbine, coupled 
direct to А.С. generators. ere will also be tbree 1,000-kw. 
turbo-sets for driving auxiliary machinery; and all the neces- 
sary condensing plant and circulating pumps. It is proposed 
to continue installing plant units of 15,000 Kw. as the demand 
increases, but units of 30,000 Kw. can be installed if found 
desirable. The ultimate capacity of the Dalmarnock works 
will be at least 140,000 kw. It is intended to transmit elec- 
tricity from the works at a pressure of 20,000 volts (three- 
phase alternating, 25 periods per second) to existing distri- 
buting centres at Port Dundas, St. Andrew's Cross, Govan, 
and Partick The energy will be transformed there from 
20,000 to 6,500 volts, and distributed at this pressure to exist- 
ing sub-stations where again it will be transformed to low- 
pressure current for the general supply throughout the city. 
Ducts are now being laid from the works to Cathedral Street 
sub-station, and the existing spare ducte from Cathedral 
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Street to Port Dundas will be used for continuing the supply 
to Port Dundas. Ducts will require to be laid from Dalmar- 
nock works to the existing sub-station in French Street, a 
distance of 1,200 yards; spare ducts already exist. running 
from French Street eub-station to St. Andrew's Cross worke. 
Ducts will require to be laid from St. Andrew's Cross works 
t> Govan immediately, and later on additional mains from 
Port Dundas to Partick. It is hoped that the first part of 
Dalmarnock works will be ready to deliver energy at the 
beginning of the winter of 1916-17. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


RUSSIA.—The Board of Trade have received a translation 

of an article Rud in the January number of the monthly 
organ of the Moscow factory owners and manufacturers giving 
particulars of certain projected modifications of the Russian 
Customs Tariff which, it is understood, have been under the 
consideration of the Russian Government. H.M. Ambassador 
at Petrograd, in forwarding the translation, states that the 
information furnished in this article is in no way ofticial, 
but is probably substantially correct. It appears that the pro- 
posuls for tariff modification in their latest and revised form 
include the following :— 
. (1) The " Conventional" (i. e., Treaty) rates of duty result- 
ing from the Russian Commercial Treaties with Germany and 
Austria are to be abrogated, and the goods covered by those 
rates are to be dutiable at the General" Rates (1.e., higher), 
rates of duty increased by 10 per cent. (except as regards cer- 
tain goods mentioned, of which glassware is probably the only 
one of interest to the electrical trade, the duty on which is to 
be increased by about 30 per cent.). 

(2) No change is to be made as regards goods the duties on 
which are fixed by the Russian Commercial Treaties with 
France, Italy and Portugal. These duties are also applicable 
to British goods. : | 

(3) All other goods and those other than certain named, but 
not of interest to the electrical trade, are to pay the existing 

General ” tariff rates of duty increased by 10 per cent. 

The effect of these alterations on Britisit goods is not yet 
quite clear from the details available, but the Board of Trade 
promise to publish in due course a translation of the tariff 
showing in detail the effect of these proposals. Meantime, 
it would seem that, with the exception of goods covered by 
the Treaties with France, Italy and Portugal, British goods 
will still be dutiable at the same rate as German goods, and 


that the duties in both cases will be considerably higher than 


heretofore. 
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` NEW PATENTS APPLIED FOR, 1915. 
mor YET PUBLISHED). 


Compiled expressly for this journal by Мизвкз. W. P. THOMPSON & Co., 
lectrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


3,241. ''Ceilin 
March Ist. 


3,244. “ Electric lam 
March Ist. 

3,261. Electric light fittings.” G. Maurice & F. T. Casu. March Ist. 

3,277. ''Porous radio-active bodies and diede of producing same." R 


Р (Radium "Therapy Corporation, United States). March Ist. (Conk 
plete. 


3,283. “ Electric controllers," IGranic ELECTRIC Co., 
Manufacturing Co., United States). March Ist, (Complete.) 


3,284. ‘ Electric motor controllers," — IcRAvIC. Etectkic Co., Lro. (Cutler- 
Hammer Manufacturing Co., United States.) March Ist. (Complete.) 


3,300. '' Electric conductors or cables.“ W. E. Нітсн. March And. 
3,302. '' Electric dry cells." A. E. Sampson. March 2nd. 
3,303. '' Electrical alarum switch." T. P. DUNKERLEY. March 9nd. 


3,921. '' Electric means of attacking submarines and other war ships, and 
also of attacking Zeppelins or other aircraft.” R. P. WILLIAMS. March 2nd. 

3.326. '' Secondary electric batteries or accumulators." W. S. NAYLOR. 
March 2nd. 


3,929. *'' Sanitary telephone mouthpiece.” 
(Complete.) 


3 roses and the like electrical accessories.“ R. T. Скосотт. 


p holders and similar couplings." A. A. SCHASHKE. 


Lrp. (Cutler-Hammer 


Ер. M. Jenkins. March And. 


5.364. „ Manufacture of electric insulating materials and the like." March 
Jid. W. E. W. RICHARDS. 


3.366. ** Telephone exchanges." INTERNATIONAL ELEcTRIC Co., Ltp., R. G. 
Le Noik, & E. FuNccIUS. March And. 

3,369. '' Electric. insulators." Soc. CERAMICA RICHARD-GINORI. (Convention 
date, March oth, 1914, Italy.) March па, (Complete.) 

3,379. '' Electrical device to be used on taxi cubs and the like." E. J. 
Mattuews, H. RicHARDSON, & F. Henry. March 3rd. 


3.386. Railway signalling apparatus for automatically warning the engine- 
driver or guard as to the position of the signal and including means for telc- 
phoning to the train from the signal cabin, and for automatically stopping the 
train from running past a signal at danger." E. Sutton. March 3rd. 


3.409. Dynamo-electric machines.“ British THomson-Hovuston Co., Ітр., 
and F. P. WHITTAKER. March 3rd. 


3,411. „ Means for connecting electrical conduits to their fittings." A. 
Myers & Е. R Baker. March 3rd, 


3.433. Reactance coils," P. Токсшо. March 3rd. (Addition to 11,116/14.) 
(Complete.) 


3,434. '' Magnetic compasses. W. B. Rirchix & R. Н. McDowzLL. March 


3rd 


3.439. Sparking plugs [or internal-combustion engines.“ Soc. Isxpus- 
TEIELLE DE Dix. March 37d. (Convention date, May &th, 1914, Belgium.) 
(Complete.) 

3.442. Method of and apparatus for burning carbon electrodes."  GEoncG 
MrNDHEIM. (firm of) March 3rd. (Convention. date, March 4th, 1914, Ger- 
many.)  (Complete.) 


3.445. Telephone or other electrical transmitter or receiver diaphragms.” 
B. A. PILKINGTON. March dth. 

3,455. Methods of laying wires, cables, pipes and the like underground.” 
E, Н. HoBriNG. March 4th. : 

3.490. Electric switchgear.” F. WALLER. March 4th. (Complete.) 

3.500. '' Automatic electric. circuit breakers.” Н. H. Groves & Н, Brir- 
TAN. March 4th, 

3,502. *' Induction motors," British Тномѕом-Носвточ Co., тр. (General 
Electric Co., United States.) March 4th. 

3,505. “ Distribution or fuse boxes for electric circuits.” F. B. Horr. 
March 4th. 


3,507. Means foi recciving signals by sound,"  MARCONI'S WIRELESS TELE- 
СКАРИ Co., LtD., & R. D. Baxcay. March 4th. 

3.513. “ Electric heating element,“ САВЕ ACCESSORIES Co., LTD., & Е. H. 
REEVES. March sth. (Complete) (Addition to 24,565/13.) ; 

3.520. Electric signalling." INTERNATIONAL ELECTRIC Co., Lro., H. E. R. 
Roose, & R. С. LE Мок. March 4th. (Complete.) 


3.521. “ Portable electric battery lamps.“ M. GoopFELLow & New BRITISH 
Ever-Reaby Co., Lto. March 4th (Complet«.) 

3,523. Electric signalling systems," INTERNATIONAL ELECTRIC Co., Lro., 
H. E. R. Roose, & R. G. LE NOIR. March 4th. (Complete.) 

3,524. Transformer for use with polyphase generators for high-frequency 
currents," I.. Rouzet, (Addition to 519/15. Convention date, March 14th, 
1914, France.) March 4th. (Complete.) 


3.546. Wireless control for operating machinery." J. J. Denton & A. С. 
Мғсоллосн. March 5th, 


3,554. ** Electric torches.” S. J. Levi. March 5th. 
3.565. Arrangements for operating switching devices by electric current 


impulses, O. Imray (Siemens & Halske Akt. Ges., Germany). March 5th. 
Complete.) 


3,569. '' Method and apparatus for the clectro-deposition of metals.“ 
C. E. 5. BELL & L. G. Scott. March Sth, 


3,570. '' Electric controller,"  IGRANIC ELECTRIC Co., Lro. (Cutler-Hammer 
Manufacturing Co., United States.) March 5th. (Complete.) 


3,614. ''Flat joint for teapots, coffve-pots, kettles and the like in electro- 
plate ware." G. Epwarps. March 6th. 


3,627. Electric batteries," F. J. Beaumont. March 6th. 


м 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. TuowrsoN & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1918. ; 
26,068. Gv&koscoric Compasses. J. B. Henderson. November 13th. 
26,160. Gykoscopic Compasses. J. B. Henderson. November 14th. 
28,933. REVERSING AND BRAKING OF ALTERNATING-CURKENT Motors. Akt. Ges. 
Brown, Boveri, ct Cie. December 15th. (December 27th, 1912.) 


21914. 

174. MACHINES FOR GENERATING ELECTRICAL ENERCY. C. T. Mason. Janu- 
ary 3rd. 

901. ELTICTRIC RatLway, TRAMWAY, AND LIKE SYSTEMS. J. A. F. Aspinall. 
January ІЗ. 

1,940. MAGNETOS FOR USE ON INTBRNAL-COMBUSTION ENGINES. Humber, Ltd., 
and J. A. Cole. January 24th. 

2,739, DISCHARGERS FOR PRODUCING ELECTRIC OsciLLATIONS. R. C. Galletti 
and К. Manzetti. February 2nd. 

3,191. RADIO-TELEGRAPHIC AND. RADIO-TELEPHONIC RECEIVING Systems, G. О. 
Squier. February 6th. 

3,722. EL CTNIC HEATING. Apparatus, A. F. Berry. February 12th. 

3,831. SYSTEMS Or ELECTRICAL DisTRIBUTION. British Thomson-Houston Ca 
(General Electric Co.). February 130. 

4,184. METHOD OF MANUFACTURE OF HEATING CONDUCTORS FOR THERMIC TELE- 
PHONES FROM PLATINUM WIRES TREATED BY THE WOLLASTONE Process. P. de 
Lange. February loth. (May 8th, 1913.) 

4,203. METHOD OF MANUFACTURE OF HEATING CONDUCTORS FOR THERMIC TELE- 
PHONES FROM PLATINUM WIRES TREATED BY THE WOLLASTONE PROCESS. P. de 
Lange. February 18ih. (June 3rd, 1913. Addition to 4,154/14.) 

4,235. ELECTRIC CoNptecToss. British Thomson-Houston Co. (General Elec- 
tric Co.). February 18th. 

4,236. ELEcTRic Lirrs. M. D. Scott & Medway. February 18th. 

4,323. ELTCTUIC TELEMOTUORS FOR REPKODUCING MOVEMENTS AT A Disraxc( l. 
W. H. Scott. February 19th, 

4,489. MACHINE-SWITCHING TELEPHONE EXCHANGE SysTEMS. Western Electric 
Co. (E. T. Woodward, acting for Western Electric Co.). February 21st. 

4,735. ELECTRICALLY-OPERATED. OR CONTKOLLED Presses. A. Н, Railing, А. 
Peacock, & T. H. Hutchinson, February 24th. 

4,815. LONCG- STROKE ELECTRO-MAGNETS AND RECIPROCATING ELECTRO-MAGNBTIC 
MECHANISMS AND THE LIKE. Е. T. Chapman. February 24th. 

5,431, ELECTRICAL SwiTCHES. B. D. Horton. March 3rd. 

5,608. Eyes FoR Roprs, WIRES, CABLES, AND THE LIKE. F. R. Beckett. 
March 6th. 

6,573. STRUCTURES OF INSULATING OR FIRE-RESISTING MATERIAL, Turner Bros., 
Ltd., and Н. R. Turner. March 16th. | 

8.821. Evectric CuT-ovTS. British Thomson-Houston Co. (General Electric 
Co.) April fth. 

10,251. Inpicators. F. G. Brettell (Apple Electric Co.). April 25th, 

11.165. ELECTRICAL ENERGY SUPPLY INSTALLATIONS. А. P. Lundberg, С. C. 
Lundberg, P. A. Lundberg, & G. Pegg. May 6th. 

11,540. Exectric 5wircuks, F. E. Wilson. May 13th. 

13,008. Lamp RTLTCTORS. W. C. Wise. May 27th, 

14.027. |LLUMINATING APPARATUS, Aktiebolaget Lux. June 10th. (June 16th 
1913. 

now Evectric Fuses. W. D. Hensell. June 16th. (June 18th, 1913.) 

15,598. ANTISEPTIC PROTECTORS FOR TELEPHONES, T. Lamb. June 29th. 

18,810. ELECTRIC Primers. C. F. Lindsay. August 18th, (September 80» 
1913.) 

1915. 
516. MEANS FOR OPERATING THE COLLAPSIBLE COVER FoR THE UPPER DECK or 


OwNiBUSES, TRAMCARS, AND THE LIKE. F. Н. Beck. January 12th, Addition 
to 3,657/14.) 
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No. 1,948. 


THE WAR AND ELECTRICITY SUPPLY 
EXTENSIONS. 


In a leaderette in our last issue we ventured to sound a 


note of warning to municipal electricity supply committees, 
respecting the necessity for husbanding their resources when 
subjected to the annual temptation to utilise surpluses in 
relief of local rates. This is only one of the many im- 
portant matters that electricity supply authorities are com- 
pelled to consider, consequent upon the prolonged duration of 
the war and the national financial problems entailed thereby. 
Students of our news pages will have noticed during the 
last few weeks that electricity supply engineers are being 
required to hold up their plant and mains extension 
schemes, and the Government Departments responsible for the 
control of municipal and financial policy have indicated that 
not only in new provisional orders granted this year will 
there be a clause inserted prohibiting expenditure upon such 
schemes during the war, but also existing works will not be 
allowed to spend capital upon new plant unless it can be 
proved beyond question that national needs in war time 
make such a course imperatively necessary, and, in brief, if 
new consumers cannot be served from existing facilities then 
they must wait until peace is restored. 

Electricity authorities thus find themselves in a position 
such as they have never occupied before, and one that was 
never anticipated. The matter may not be one of imme- 
diately serious concern to manufacturers who are chock-a- 
block with Government war contracts, and after the war 
there may be a rush of works extensions orders, but the posi- 
tion is one of both immediate and serious concern to the 
municipal electrical engineer and his Committee, and there 
will be many anxious periods and a variety of new problems 
arising from it. 

It will be remembered that the Treasury has refused to 


allow the L. C. C. to grant loans amounting to £28,000 to 


Borough Councils for electricity extensions, paving, &c. 
The Treasury has written to the Council pointing out 
that it is desirable that ‘capital expenditure should be 
restricted to the narrowest possible limits, and that the 
approval of the Treasury is now necessary for all fresh 
borrowings. This is particularly serious news for those 
undertakings that have allowed themselves a small reserve 
of plant, though for several months it has been clear that 


all avoidable capital expenditure would have to be 


postponed till after the war. The normal increase 
of business in most localities necessitates the constant 
provision of new plant, and there is also the need for 
replacement of plant that becomes obsolete. The latter 
item is one of those that would naturally be deferred, 
even though the increasing cost of various stores might 
have given greater relative importance to the installation of 
more economical plant. Doubtless a sympathetic eye will 
be turned to the many undertakings whose demand has 
increased by reason of the extra power requirements of 
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factories that are engaged on war contracts. The general 
desire will be to avoid doing anything that will embarrass 
the Government at the present time, nevertheless it will not 
be without regret that the supply station man will see him- 
self deprived of the load which he expected to secure from 
the additional factories we all hope to see springing up as a 
result of the war on German trade initiated by the Govern- 
ment themselves. In point of fact, the co-operation of supply 
authorities in providing cheap power would reduce the capital 
required by these factories, for the extra money for the 
purchase of private plant will have. бә be found, and 
it can be safely said that to produce this extra power 
through the medium of the existing electric supply concerns 
would in the long run be the most economical course. 

The decision is one that will have far-reaching effects, 
and it would be interesting to hear the views of the industry 

at large on the subject. One result that it will have 
immediately is the concentration with greater activity than 
ever on the sale of energy for valley load purposes, and 
although the lighting has to bear the bulk of the capital 
charges, it will have to take care of itself. For one thing, 
such supplies as are within the restricted outdoor lighting 
areas will have a breathing space, but those who were hoping 
to get new plant installed for next winter’s load, and have 
& narrow working margin, will be looking forward to the end 
of the war with increased eagerness. 

There are ample signs that the Treasury policy indicated 
will.be enforced all over the country. Tariffs are already 


undergoing revision, and other changes also may be necessary, 


- for applications for current under the Acts regulating supply 
can only be refused on the ground of an extension beyond 
the stipulated distance, and then only contingent upon the 
applicant refusing to bear the extra cost, or failing to find 
satisfactory securities. The question may be raised whether 
an increased charge should be imposed temporarily to dis- 
courage undesirable business, or whether a special clause or 
order can be obtained to cover the point. The first is a 
course which, it is to be hoped, may be avoided ; the fact 
that the price of gas has already been raised in several dis- 
tricts on account of the higher price of coal offers an 
opportunity to demonstrate the stability of electricity supplies, 
and to command the confidence of the public. Even more 
desirable is this in the case of charges for power and 
domestic uses. Increasing the latter especially would tend 
to cripple and discourage a number of new ventures in 
cooking and heating appliance manufacture and would lay 
this promising market open to foreign manufacturers. 

We shall watch the development of the policy of the 
Treasury with concern, for as we have repeatedly stated, 
the reserve funds available in most electricity undertakings 
are not all that could be desired. The Finance Committee 
of the L.C.C. is communicating with the Treasury to obtain 
a clear understanding as to its views and, meanwhile, the 
L.C.C. is abstaining from making advances to - local 
authorities and is postponing the completion of any loans 
which have already been agreed to. 

Whatever may be the outcome, the importance of develop- 
ing to its fullest extent the capital already laid out is very 
plainly indicated. Every service must be made to produce 
ite greatest possible yield, and every horse-power of plant its 
largest daily output. 


THERE has been a rather remarkable 
outburst of strength in the lead market, 
within the past week or во, which took operators completely 
by surprise, for they did not expect any serious alteration in 
the main outlines of the position. In the early part of 


March the supplies coming forward were of quite satis- 
factory dimensions, and there was some falling off in the 
volume of business awaiting settlement. There was at the 


Lead. 


same time, however, a disposition to realise on the part of 
holders of speculative parcels, whose attitude was doubtless 
induced by the poverty of export demands and the almost 


complete abstention from buying of the home trade. A 


sudden heavy demand, however, sprang up for war supplies, 
practically the whole of which came from the export 


‘markets, notably Russia and France, and this, combined 


with the difficulty experienced in obtaining deliveries, on 
account of the congestion at all the ports, where the truculent 
attitude of the British working man has been deliberately 
exercised, with the effect of further disorganis ing trade and 
checking the successful pursuit of our military and naval 
operations, forced a very sharp rise in prices. It at once 
became apparent that dealers were short of lead, and the 
price was rushed up under the influence of the pressing 
requirements, which had to be satisfied, more particularly for 
the earlier available material. There was not so much 
doing in connection with forward shipments, and the prices 
of these did not respond to anything like the extent witnessed 
in connection with earlier shipments, the idea being that con- 
siderable supplies of lead are available abroad, notably in the 
United States and Spain, while output in Australia is increasing. 
There should, therefore, with avy resumption of even very 
moderate shipping facilities, and with a less impossible 
attitude on the part of labour concerned with the arrival 
and discharging of vessels, be a considerable easing down in 
the position. It is a disgraceful commentary upon the 
Trade Union system with which industry is being cursed in 
this national crisis, that it takes from three to four weeks 
to discharge vessels arriving here from abroad, even when 
they contain material necessary for the production of muni- 
tions of war. Within the last day or so the more acute 
phases of scarcity seem to have passed, and there has been 
a slight relaxation in the stringency, partly arising from the 
fact that there have been supplies of metal offered from 
North America. Here again, however, the shipping position 
militates seriously against the resumption of normal con- 
ditions, for sellers in America are unwilling to make sales 
on c.i.f. terms, as they prefer to throw the onus of shipment 
on to buyers, who, on their part, regard this ag an innova- 
tion in the trade, and decline to do business on f.o.b. terms. 


The broad outlines of the position are: increasing pro- 


duction abroad, huge demands for war purposes, poor 
general consumption, and a state of affairs in the shipping 
trade and in labour practically unparalleled in history. 
When labour recognises the fact that its very existence is 
at stake, and that by its recalcitrant attitude it is worth a 
good many army corps to the Kaiser, we shall be nearer the 
day when prices, not only of metals but of food stuffs also, 
will reach a level more in accordance with that justified by 
intrinsic conditions. 


LIKE almost every other important 


Wi pd i section of the industrial world, the wire- 
Ire Drawing ewig rades are at present being nd 


to the utmost to keep pace with the 
demands from the home markets, as well as from Holland 
aad Sweden in particular. The enormous increase in exports 
to these two countries of late suggests that these markets, 
hitherto neglected by this country in the face of the push 
and enterprise of German firms, are well worth better 
attention in the future. Unfortunately for the enterprise cf 
the manufacturers of copper wire, &c., in this country, 
everything at the moment seems to be against the 
development of these important fields. The tremendous 
War (ffice and Admiralty requirements in all copper and 
bronze productions, the railway and shipping congestion 
problems, the shortage of skilled labour, and tbe endless 
declaration formalities to be gone through before shipment 
can be made, are questions of such moment that only under 
the greatest difficulties is a portion of the requirements of 
these two countries being met, while orders for substantial 
lines in many cases. have perforce to be refused. 

The depletion of the ranks of skilled labour, in this as 
in other trades, has seriously hampered the productive 
capacity of the important wire manufacturers, &., 
throughout the country. It is gratifying to note, however, 
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that the warnings from the War Office and the Admiralty 
regarding the necessity for increased production, and the 
distribution of the war-service badges, have had a salutary 
effect upon prospective recruits whose skilled labour is so 
urgently needed for the requirements of the Government. 


WHEN а new engine or turbine is first 
set to work, there is certain to be trouble 
with bearings in perhaps & majority of 
cases. This is because so many constructors neglect the 
proper cleansing of castings. The writer has seen sent out 
from an important engine works a main bearing cap of 
which the oil box was thickly coated with foundry sand 
more or less adherent to the iron. Castings are never 
properly cleaned of sand even externally by the still common 
methods of steel brushing and coke rubbing, and in steam 
ports and passages it is hopeless to expect cleanliness from 
such antiquated methods. “Sandblasting” with chilled 
steel pellets will clean a casting externally, but cannot be 
relied on for the internal cleansing of ports or oil receptacles, 
Thas it is that lubrication troubles are so usual when start- 
ing up new sete. Of course, modern fashion, there is 
probably some kind of filtration scheme in the oil cycle, but 
. of what use is this when between the filter and the bearing 
there is a sandy place of some sort ? 

Some engineers strongly favour the pickling of castings 
as the most effective way of removing sand. The castings 
are first roughly cleaned and fettled, and then hosed with 
weak hydrochloric acid. Where sand is present this spreads 
the acid by capillary action, and the result of a few hours of 
acid action is to remove all sand and leave the iron surfaces 
clean and free also from the hard siliceous scale which is so 
destructive of turning tools and other tools, especially 
millers, and is also most injurious to lathe-bed surfaces and 
other working surfaces of all machine tools. When the 
acid treatment has done its work the castings are washed by 
warm water, and this may be dosed with soda to neutralise 
any unspent acid. Special attention should be given to all 
internal parts such as box beds, which act as oil receptacles, 
as well as to steam and exhaust passages. The oil of any 
circulating system becomes dirty with use. Dirt comes 
over from the boilers with the steam and finds its way into 
turbine bearings in spite of all the constructive care to 
guard against this. The atmospheric dust gets in some- 
where and there may be leakage at oil coolers. There is 
also the microscopic metallic waste from bearings.- All 
these sources of dirt are quite enough to call for filtration, 
apart from the gross carelessness which is shown by the 
presence of foundry sand. Lubrication experts will bear 
out the truth of the above. Is it not a fact that they are 
very frequently called on to defend the virtue of the oil 
they have supplied, owing to the lubrication troubles with 
newly started plant? Oil may sometimes be at fault if it 
has been chosen wrongly, but more usually sand, which ought 
never to have found itself so far from the foundry, is to blame. 

Organic oils deteriorate with age owing to their property 
of absorbing oxygen; this causes them to become gummy 
or resinous, and thus to lose their lubricating quality. 
Mineral oils, which are not, chemically speaking, o:ls, do not 
absorb oxygen, and are free from this deterioration. It was 
once partly suspected that even mineral oils underwent 
: some sort of molecular destruction or deterioration, but 
there appears to be nothing to support this idea. and it can 
only have arisen from the fact that used oils become 
thickened and blaekened more or less. This discoloration 
and increase of viscidity is purely mechanical, and can be 
removed by filtration through proper media such as packed 
cotton waste. Oil thus filtered is restored to its original 
purity, and in any circuit of oil usage containing a filter in 
circuit, the initial oil remains indefinitely, and merely re- 
quires to be brought up to the initial volume from time to 
‘time, to make good the deficiency due to small losses such 
as may arise from creep along shafting, small leakages and 
such wastage as occurs when filtering material is changed. 

Enormous quantities of oil are wasted by careless use, and 
there can be no doubt that much fine machinery is very 
seriously damaged by the neglect of the very elementary 
precautions to which attention is drawn above. 


Lubrication 
Troubles. 


POTENTIOMETER RHEOSTATS. 
AND RHEOSTATS WITH PROTECTIVE 
RESISTANCE. 


By L. BOOTHMAN. 


THIS article is intended to be supplementary to “ Notes 
on Regulating Resistances published in the ELECTRICAL 
REVIEW of February 18th, 1914. ; 

Potentiometer Rheostats—The “summation watt ” capa- 
city of any potentiometer rheostat is given by :— 

Maximum field amperes multiplied by excitation voltage, 
plus the constant watt loss due to the rheostat resistance 
being across the supply mains. 

In the previous article an outline method of figuring 
the data for a potentiometer was given, but the following 
has many points of superiority. After the preliminary cal- 
culations are made for obtaining the current in field and 
in rheostat, and curves for these drawn, they can be utilised 
for other rheostats having a different number of steps, 
whereas the original method necessitated commencing with 
а definite fixed number of steps. The calculations are also 
less involved and any error made is automatically checked. 

The following is a practical example and is self-explana- 
tory with reference to the accompanying diagram, fig. 1 
(p. 128) :— 

Excitation voltage v — 4140 to 450. 

Dooster field resistance F — 500 ohms cold, 608 ohms hot. 

Maximum field current с = + 96 ampere. 


Total resistance in rheostat R = 2,000 ohms = 8+ P. 
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50 1,950 ; 975,000 2.450 398 | 448 |107 | 796 85 
100 1.900 950,000 2.400 396 | 496 | ‘97 792 77 
200 |1.800 | 900,000 2.300 391 | 591 | ‘81 TM 64 
400 |1,600 800,000 2.100 381 | 781 61 762 47 
800 1,200 600,000 1.700 358 | 1,153 4l 71 296 
1,200 | 800 400,000 1,300 308 | 1,508 32 62 195 
1,600 | 400 | 200,000 900 212 1,812 265 | 44 118 
1,800 200 100,000 700 143 | 1,943 247 287 070 
1.900 100 | 50,000 600| 835 | 1.9836, "242 | "167 04 
1.950 | 50 25,000| 650; 46:5 | 1.9955 | ‘241 | "091 022 
1970 | 30 16,000; 530 284 | 19984 | ‘24 056 013 
2,000 0 0| 500 0] 2,000 24 0 | 0 


In the first column are arbitrary figures taken for the “5” 
resistance to give the most suitable points on curves whic 
are shown plotted in fig. 1. 

By dividing the total field current ordinate in fig. 1 into 
the number of steps of the rheostat to be used, the amount 
of ohmic resistance and current capacity required at 
each step is obtained. Boosters are usually designed 
with practically a straight-line load saturation curve over 
their working range, and the ordinate in fig. 1 can be 
divided into equal divisions, thus giving equal current (7.e., 
equal voltage) increments per step. In the caseof generators 
for Ward-Leonard control, by reference to the load 
saturation curve of the machine, plotted between armature 
voltage and field current, suitable field current points can be 
obtained to give equal armature voltage variation per step, 
i.e., equal speed variation of motor per step. 

Rheostats with Shunt Field Protective Resistance.—]t is 
usually required that the protective resistance be so designed 


that with all rheostat resistance in circuit, i. e., in parallel 


with same, the field being cold, the minimum field current, 
that is, minimum voltage is obtained.” Also the total ohmic 
resistance in the rheostat should be so large that the watt loss 
in the same under these conditions is negligible. ‘Then if the 
rheostat is cut out of circuit, the protective resistance in series 
with field will give the minimam voltage on the generator, 
and this resistance must also be capable of giving rough 
regulation by means of short-circuiting more or less turns as 
required. In these circumstances, it therefore will have to 
С 


— 
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be capable of carrying the actual field current. This point 


Г have found is often ignored by some manufacturers, and 
the protective resistance is designed for its normal working 
carrent only, which considerably reduces the cost. 


^2 


8 = Fb Merce 
С = M дә S 


eee 
a 


е S., He б< 9% MOO Bə (hea (60 Да 2000 


OHMS v FRHEOSTAT 
Еа. 1. 


` A close approximation to the summation-watt capacity 
of the regulator rheostat used in parallel with protective 
resistance is given by :— | 
Rheostat resistance x max. field amps. x min. 
excitation voltage x protective resistance. 
(Rheo. res. x prot. res.) + (rheo. res. x field 
res.) + (prot. res. x field res.). 


The summation-watt capacity of the protective resistance, 
to fulfil the above conditions, should equal the summation- 
watt capacity of an ordinary type field regulator that is 
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used in the usual manner іп series with the field; but 
under normal working conditions this capacity is not used 
to the full extent. 

In the original patent specification 21,707/05, by Thomas 
Edge, covering this arrangement of control, a statement 


appears that by this method a smaller rheostat can be used, 


but that is not borne out in practice. This is graphically 
shown in fig. 2, wherein the relative summation watts for 
the ordinary type and this type of regulator appear, the 
respective areas being practically equal; the figure relates 
to the following example, but is true for others. 
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A simple method, similar to that given for the potentio- 
meter, to obtain ohmic resistance and current capacity per 
step of this type of regulator, is as follows :— — 

D.C. generator, 225 volts. Voltage range, 210 to 240. 

Field resistance, 39:4 cold, 45°6 ohms hot (F taken as the 
mean resistance). | 

Field amperes, c 5°1 max., 2:7 min. 

Field protective resistance, Р = 210/277 — 394 = 


40 ohms. 


Total regulator resistance, S — 1,000 ohms. 
The various curves are shown plotted in fig. 3. 
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| The voltage taken throughout the range is the maximum 
of 240, but this is not strictly correct, as with all rheostat 
resistance “in ” the voltage of the generator would be 210. 


quu nD 


Electrical Supplies for Neutral Markets, —M xssns. 
J. & W. B. SMITH, of London, E.C., have just lately secured a very 
large contract from the Government of & neutral country for the 
supply of electrical accessories. Amongst other lines, they are 
supplying Edison screw lampholdere, both j-in. and batten type, 
ceiling roses, special D.P. cut-outs with safety plugs, both with 
and without switches, and 6 and 10-ampere plugs, for heating as 
well as lighting. We understand that their prices were only 
slightly higher than the old German prioes, and at the conolusion 
of the war they hope to be able to secure a renewal of the con- 
tract, even against German competition. 


— 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appea until 
the following week. Correspondente should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession. 


Consulting ©“ Engineers." 


With reference to Mr. Stevens's letter of the 2nd inst, question 
No. 3 he answers himself ; I might also add that should there be 
any doubt as to my statement being correct, perhaps he will try 
the experiment of assuming the 16le of a medical man or lawyer. 

My aspirations do not necessarily include the degree of B. So.; 
it would, however, be a desirable qualification for a consulting 
engineer to hold. | 

In my humble opinion, a consulting engineer should not only be 
a firet class mechanical and electrical engineer, but he ought, in 
addition, to be able to handle matters concerning finanoe and com- 
merce (so far as they related to his profession) in an expert 


manner, 
Station Engineer. 


Trouble with Oll. 


I thank your correspondents for the trouble they took in 
answeriog my inquiry. .We have got over the difficulty by closing 
up the H P, guide apertures altogether, and fitting a small sliding 
door in front for examination, &c, The set was a new one, and 
there is another one of the same size a little distanoe away which 
has given no trouble. This was simply due to the fact that the 
draught on the second machine was not strong enough to draw the 
vapour down. 


Inquirer. 
March 16th, 1915. | 


Trade with Russia. 


With reference to the above matter which you dealt with 
recently, may I te permitted to add a few remarke, as I have been 
to Russia оп businers for a Swiss firm in 1905, a German firm in 
1909 and 1911, and for a Franco-American concern in 1912 ? 

I found that there was a good business to be done in practical! 
all electrical apparatus and accessories, but that there were onl 
two methods of doing Lusiness : (1) By buying orders among the 
ordinary Russian agents or dealers; (2) by long oredit among the 
Rursian Jews, The former are the most awkward to deal with, as 
you have to face the absurd position created by the fact that 
quality does not count at all, they simply giving the order to who- 
ever psys the most for it. The latter class, however, have the 
business entirely in their hands in «ome neighbourhoods, Again, 
quick delivery and continuous supply of accessories and general 
etook in the case of agents is a great factor which holds trade in 
Russia, once the bribery or credit terms have been arranged, as a 
person will naturally buy a cheap and more or less unreliable 
article, which goes off soon, if he can replace it immediately, 
rather than a good one which he will get stranded over should it 
fail. Agents and dealers thus lean towards manufacturers who 
will keep them up in stock and deliver regularly. 

There is, of course, the question of suitable advertisement litera- 
ture, which is extremely important, but I will leave this in case 
any of your readers have special questions on this eubject. 

During all my visite to Ruasia the Germans were most active 
and successful in respect to dynamos, motors (А.С. and D.C ), lampe, 
accessories, general plant, and heavy autc mobiles. Ordera were 
bought if necessary and almost any long credit terms arranged, 
while delivery and general treatment were satisfactory ; so the 
" Fatherland " got home. 

In concluding, I would add that I have yet to come across a 
Russian who is averse to dealing with British manufacturers, 
but, on the whole, I found they considered it rather inconvenient 
and generally impossible. In fact one man told me in St. Peters- 
burg, It is difficult to know what they sell." I believe, however, 
that Britishers will stand a very good chance of getting a hold in 
Russia within two years of the conclusion of peace, but they should 
be ready to start in full activity right on the ex-German pitch 
immediately the last-named prospective happy event becomes a 
reality. If they will not eee to it that they get the aforesaid hold, 
German goods will re-assert themselves, because it is simply 
: palm-oil" or long credit which are the real assets in Russian 
business, The country where the goods originate does not matter. 


Arthur M. Turner. 
London, S.W., March 22nd, 1915. : 


Employment for Disabled Soldiers. 


Disabled and partially-disabled men who have become so during 
the present unfortunate war are already being discharged by the 
War Office unfit for farther service. Such men have pensions 
according to the extent of their disablement, but in the case of a 
partially-disabled man it is not sufficient to keep him. 

There isan excellent opportunity for the makers of electric 
vehicles to benefit materially, and assist one section of the parti- 
ally-disabled men, by designing and supplying a vehicle which can 
be satisfactorily operated by a one-legged man, who in all other 
respecte is medically fit, and would therefore be quite capable of 
undertaking the driving and control of a battery vehicle, whereas 
he could not attempt a petrol-driven one, 


It merely becomes necessary for the vehicle control to include 
only one foot pedal, which should be arranged so that it could be 
operated either by a right or left foot as the case may be. As far 
as Iam aware, moat of the battery vehicles have two or more foot 
pedals. The Edison, for instance, has two large ones and one amall 
one, one of the large pedals being the running and traffic brake, 
the other one, together with a amall auxiliary, being the standstill 
brake, for which a man requires one foot to pregs it down and the 
other foot to lock it. This could be got over by having an ordinary 
foot pedal for the running brake and a toothed quadrant hand- 
brake similar to those used on ordinary chassis. The hand-brake 
could, if desired, be interlocked with a main switch so that the 
circuit was broken immediately the hand-brake was applied, and 
that the hand-brake could not be released until the controller 
handle had been brought to the "cff" position, but this is a 
point which is a matter for discussion. 

We are about to commence a battery bus service in 
Loughborough, and hope quickly to increase the number of 
vebicles as the “ electric " grows in public favour, and I shall be 
quite prepared on my part to give such men as I have referred to 
an opportunity of providing for and supporting themselves if the 
vehicle makers will do their bit. 


W. H. Allen, 
Engineer and Manager, 
Loughborough Corporation Electricity Department, 


Managing Director. 
Loughborough Road Car Co., Ltd. 


Loughborough, March 22nd, 1915. 


Coke Fuel for Steam Raising. 


As the largest makers of special furnaces for burning coke, and 
other fuels, may we be allowed to confirm the recent letter of the 
expert of the London Coke Committee ? 

We bave for some 30 years fitted several thousands of boilers 
for burning this fuel at gas works and 5 during this 
period we have never heard of ару deleterious effects on the boiler 
plates. Boilers fitted over 25 years ago with our furnaces are. 
atill in operation and working efficiently, and we are, on repeat 
orders and new work, supplying more furnaces than ever before. 

It would be intereating to know what the general working con- 
ditions were of the boiler on which Mr. H. Boot bases his 
strictures. If the life of this particular boiler was short, does 
he know that it would have been longer if ordinary fuels had been 
burnt? There msy well have been other reasons. 


For Meldrums, Ltd. 
A, BENHAM, London Mamager. 


Westminster, 8.W., March 25th, 1915. 


INDIAN NOTES. 
[FROM OUR Socr CORRESPONDENT. ] 


Calcutta Port Trust.—Ata recent meeting the Calcutta Port Com- 
missioners decided to take all their ourrent from the Calcutta 
Electric Supply Corporation. This will mean scrapping a seven- 
year old generating plant at the Kidderpore Docks. 

It is estimated that for 1916 the Port Trust will require 
3,000,000 units for the Docks and 850,000 units for the riverside 
berths at Garden Reach. For the years 1917 and 1918 a total of 
nearly two million units will be required for the latter, and after 
some few years about 24 million unite annually will be required 
for the new King George's Dock. When the entire Dock aocom- 
modation is finished, in several years the probable total require- 
ments will be not less than 20 million units a year for Dooks 
alone. For the Calcutta Jetties the Commissioners are at present 
taking about 750,000 units per annum. 

This extension means good business for the Calcutta Electric 
Supply Co. The rate per unit settled upon has not been disclosed ; 
but for quantities such as the above an exceedingly low rate may 
be expected. 

At present there are murmurings here and there that Calcutta 
Supply Co.'s rates for lighting and fans, namely, 54 annas and 
З annas per unit, are too high. The Trades Association have taken 
the matter up, and put their views before the authoritiee. It is 
anticipated, however, that no serious further reduction to Ше. 
public will be made. One alternative suggested is a fiat rate for 
both fans and lighte—this would at any rate save to the consumer 
the additional capital outlay necessitated by having to wire 
buildings with two distinct circuits, one for fans and one for lights, 

Reductions might also be made in meter rents ; and an especially 
irritating charge, particularly to owners and occupiers in the 
suburbs, is that for connections from overhead or underground 
mains to premises—this is often a very large item, totalling up 
very frequently to a large percentage of the entire oost of the 
wiring and fittings. 

Henley System.” —This metal-oovered wire system is practically 
ousting the other systems from the market—namely, teakwood 
casing and conduit—for wiring installation work. It looks neat, 
and if well and carefully put up is certainly attractive and not 
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expensive. Time has yet to tell whether it will he as lasting as 
the older, if more clumsy, systeme. 

Lahore.—The Lahore Electric Supply Co., under the new and 
enterprising managership of Mr. H. B. Stone, is showing promise 
of justifying itself. The demand for current for light, fans and 
factory motors is daily increasing, and large extensions to the 
generating plant are under way. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


The * Brilliant ” Suction Cleaner. 


Messrs SIMPLEX CONDUITS, LTD., of 116, Charing Cross Road, 
W.C., have just placed on the market the Brilliant electric 
suction cleaner, which we gather has met with a remarkably good 
reception. 

Special attention has been given to the mechanical and electrical 
design of the high-speed motor with which the cleaner is fitted, 
and also to the conformation of the fan blades, which are of cast 
aluminium. The motor is of the vertical spindle type: bronzs 
alloy bearings are fitted and self-oiling grease cups. The diamond- 


Fic. 1.—“ BRILLIANT ” ELECTRIC SUCTION CLEANER, 


shaped shoe is a patented feature of the machine, and this shoe is 
fitted with castors which allow the machine to run very easily 
over carpets and rugs, and at all times to suck in the air regard- 
less of the thickness of the carpet. The shoe is also fitted with a 
revolving brush which picks up lint and threads. A series of 
extra attachments can be supplied and the mashine can be adapted 
as a blower. 

This cleaner, which is described in a leaflet which the 
Simplex Co. have issued, weighs 8 lb. only, and its price is about 
the lowest we have heard of for this type of machine. 


Electro-Medical Apparatus. 


In a price list recently issued by the GENERAL ELECTRIC Co., 
LTD., 67, Queen Victoria Strcet, E.C., a variety of apparatus for 


Fig, 2.—DENTAL LAMP. 


electro-medical uses is described, including induction coils with or 
without the necessary batteries, apparatus for electrolysie. epila- 


tion, &c., and cautery knives. A powerful electromagnet used in 
the practice of ophthalmic surgeons to withdraw magnetic particles 
from the eye is listed. 

Numerous special kinds of lighting equipment are necessary, one 
of which we illustrate ; this is the smallest dental lamp manu- 
factured, and is claimed to be a great improvement on any other 
form. It is made entirely of glass, and can be sterilised after each 


. operation. 
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i LEGAL. 


R. L. JONES & Co., r. ORPHEUM, LTD. 
(Concluded from page 353.) 


Мв. WM. BARBER, A. M. I. E. E., gave evidence in relation to the 
motor and generators supplied to the defendants. He said that 
the motor was a good one, but that it was placed in the 
worst possible place, viz, under the stage, which acted as a 
sounding box. If he had had the fixing up of the motor he 
would have placed it outside the auditorium. Even placed as 
it was, the difficulty as to noise might have been obviated by 
placing the motor in a case lined with felt, but that would have 
been carpenters’ work, to be done by the employer. He had seen 
the motor at work at a time when the theatre was empty, but if 
it had been full he would probably have had to listen to detect the 
sound complained of. He had examined both generators, and had 
seen one working. He put the load on the machine, and ran it at 
full load, but it was not sparking badly. In all generators there 
was bound to be some sparking, but in this. case there was not 
more than the normal sparking of a good generator of the kind 
running at full load. The machine was in exoellent condi- 
tion, and when it was running the vibration was certainly not 
such as would injure the building. Had there been any serious 
vibration it could easily have been cured by placing the motor 
upon matting which would only have cost a shilling or two. Any 
generator would be liable to go wrong if it was not in skilled 
hands ; dirt or neglect or not properly adjusting the brushes would 
tend to the destruction of the machine. 

In cross-examination by Мв. Rowan HAMILTON, the WITNESS 
said it would not be his duty to point out the position in which a 
machine should be placed unless he were in sole charge of the job. 
In that case he would suggest where it should be placed, bnt if he 
were under the direction of an architect, professional etiquette 
would tend to prevent him from making a suggestion. Some gentle- 
men would be much offended if he spoke to them upon what they 
would consider an elementary point. The life of a motor-generator 
ought to be quite a number of years, but whether they got out of 
order or not depended much upon the manner in which they were 
worked. A damp situation, such as a new building, would 
affect the machine prejudicially, He had had cases of burning 
out in which he could place no blame upon anyone. 

Mr. ROWAN HAMILTON: I am glad to hear you say that. 

Мв, WALTER HENRY JARVIS, electrical engineer in the employ 
of Messrs. Baxter & Caunter, Ltd., of 219, Tottenham Court Road, 
said that his firm were electrical contractors for Admiralty work, 
for the Metropolitan Asylums Board, for the London County 
Council, and for other bodies, and they were sole London agents 
for Newtons, Ltd., manufacturers of motor-generators. Не visited 
the Orpheum Theatre, at Croydon, on the previous Mondsy and 
inspected the two generators. In one he found that the solder had 


been melted, and a wire detached, which caused an open cirouit, . 


and led to a good deal of sparking. The condition in which he 
found the generator was due to overloading. He repaired the 
machine and ran it for about a quarter of an hour at full pressure, 
and during that time no defect was disclosed. The only way in 
which he could account for the defects which he found was that 
there had been overloading. He saw the machine again on the 
following Saturday, when it was running at full load quite 
satisfactorily. 

MR. Rowan HAMILTON, in opening the case for the defence, 
admitted that the defendant would have to pay a certain amount 
towards the generators, but contended that owing to the way in 
which they broke down, and the unsatisfactory way in which they 
did their work, they were entitled to a reduction in the price, 
With regard to the motor, he said his case was that it was quite 
useless, and had not been used since it was first put in and tried. 

In support of hís statement Counsel called evidenoe to show that 
neither the motor nor the generators were satisfactory, and that 
the former made a great deal of noise when working. 

Мв. VEREY, the Referee, in giving judgment on Tuesday, March 
16th, said that counsel for the defence had taken every point 
which he could possibly have taken, but had failed to satisfy him. 
It was an admitted fact that after the motor and generators were 
delivered some little repairs were required, but when those repairs 
had been done the generators гап from Mey to November without 
any complaint being made. Then when the solicitor wrote for 
money the defendants put in а plea of noise and damage to the 
building. It was for the defendants, when they refused to pay, to 
show that the machines were defective; but after considering the 
evidence he came to the conclusion that they had failed to prove 
that the generators were defective, or that there had been any 
breach of contract. The plaintiffs were, therefore, entitled 
to recover the full amount which they claimed in respect of the 
generators—£96 118. 10d. The motor rested on a different footing. 
The defendants were entitled by the contract to have a motor pro- 
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perly made and of good materials, but they said that supplied was 
too noisy. When the theatre was designed no place was provided 
for a motor, as at that time it was not intended to have a motor 


to raise the curtain. The defendants afterwards changed their 


minds and ordered & motor, and by direction of Mr. Booth, the 
architect, it was put under the stage. That was nota good place, 
and several suggestions were made as to a means of keeping out 
the noise. The plaintiffs, however, were not allowed to do any- 
thing, and he considered that they had not been guilty of any 
breach of contraot, and they were entitled to the full amount 
claimed. Judgment would, therefore, be for £136 lls. 10d., the 
£96 11s. 10d. paid into Court under Order 14 to be paid out in part 
satisfaction of the judgment. 
Judgment was entered accordingly, with oosta. 


WITHHOLDING E.T.U. FUNDS. 


AT the Salford Police Court recently, E. 8. M. Karslake, electrician, 
of Southampton, was summoned by the Electrical Trades Union 
for withholding £18 10s. 11d., the moneys of the Union. It was 
stated at the outset that the Southampton police had served a 
summons on the defendant, and the latter had written to the 
Salford Chief Constable, stating that he was willing to attend 
Oourt, but that he had no means to get there. It was decided to 
go on with the case. | 

Мв. REED, for the Union, said the prosecution was taken under 
Beo. 12 of the Trade Union Act of 1871. Defendant was the 
branch treasurer of the Union at Southampton, and the Union's 
registered ой уе was at 137, Great Clowes Street, Broughton. The 
prosecutors did not ask for a penalty, but simply wanted to recover 
their moneys. On December 15th, 1913, which was about the 


time the moneys should have been paid over to Mr. Rowan (the . 


of the Union), a telegram was received from the defen- 
dant in the following terms :—“ Robbery, E. T. U. money. Police 
informed.” Following a meeting of the Committee of the Union, 
the secretary wrote, asking defendant for details in explanation of 
his and on December 27th defendant wrote a letter, 
stating that he had been called home from his work to find that 
the house had been broken into. The Union communicated with 
the Southampton police, and inquiries had been made. An exami- 
nation of the premises revealed no signs of any breaking in, and 
the police, said Mr. Reed, did not believe defendant's story. 
Application was subeequently made to defendant to pay the money 
—whether stolen or not defendant was responsible for the safe 
custody of it—but without success, and а summons was issued on 
February 28th. There was an enormous pressure at all Govern- 
ment dockyards and at other places, and there was no reason why 
an order should not be made for the payment of this money by 
defendant. It was a serious case for a Trades Union with branches 
all over the country if their moneys were to be withheld in this 


way. | 

The CHAIBMAN (Sir Wm. Stephens) said the prosecutors seemed 
to have been extraordinarily patient with this man. The Bench 
had decided to make an order for defendant to pay £18 10s. 11d., 
and 20s. costa, or in default six weeks’ imprisonment, the oom- 
mittal not to iseue for 14 days. 


WORKMEN'S COMPENSATION, 


AT the Ashton-under-Lyne County Court, on March 18th, sanction 
was given to a settlement of a case between Robert Dodd, a 
packer, of 30, Brook Street, and the Tudor Accumulator Co., Ltd., 
Dukinfield. It was stated that Dodd had contracted lead poison- 
ing, and, although the firm disputed liability because the man had 
not been doing any work in connection with lead for 12 months, 
they had agreed to psy £75 and an agreed sum for costs in settle- 
ment. For the applicant it was stated that the terms were satis- 
factory, and Judge Brown gave his sanction. 


CONSOLIDATED LANGLAAGTE MINES, LTD., r. VICTORIA FALLS 
AND TRANSVAAL POWER Co. 


Ат the Bloemfontein Appeal Court the appeal in this case was 
recently heard. In the lower Court plaintiffs were awarded 
£36,269, lees the present value of £25,750 recoverable at the close 
of the life of the mine, which was fixed by consent at 22 years, 
the amount awarded thus being £29,328 with interest. The Appeal 
Court, by a majority, has arrived at the decision that judgment 
should be given for the plaintiffs for £19,000 and coste, but the 
costa of the appeal are to be borne by the plaintiffs. The case was 
a claim for damages sustained by the plaintiffs by reason of the 
failure of the defendants to supply in terms of an agreement 
additional power required. 


BRITISH INSULATED AND HELSBY CABLES, LTD., t. CRITTALL 
MANUFACTUBING Co., LTD. 


On Monday last, Mr. Muir Mackenzie, in this case, gave judgment 


for the defendants, with costs of the action. Judgment on the 
counterclaim was entered for the plaintiffe, with costa of the 
counterclaim. We shall report the judgment in our next issue, 


HAMILTON т. MARCONI'8 WIRELESS TELEGRAPH Co, LTD. 


AFTER 15 days’ proceedings, the hearing of this case was concluded 
on Tuesday. His LOBDSHIP proceeded to sum up, but the Court 
adjourned before he had finished. 


Pd 


WAR ITEMS. 


Feeling in the U.S.A.—The following interesting extracts 
are from a Sydney University Engineering Graduate now in the 
service of the General Electric. Co. in America—Mr. J. P. Tivey, 
В.А, B.E We quote from the Sydney Morning Herald, 
January 23rd :— 

" Onoe and for all let me tel] you that if popular opinion in 
America had ita way to-day, then America would be fighting side 
by side with England. I have just been for two months travelling 
over the United States, and epeak from my own personal know- 
ledge of the intense and bitter anti-German feeling. This is true 
even in St. Louis, which is perhaps the largest German settlement 
in America, So bitter is the whole of the American Prees that 
the German Ambassador has protested several times to the Presi- 
dent. I may say that the English cruisers on patrol duty in the 
Atlantic were supplied from New York. And the authorities 
winked at it until the German Ambassador again protested at the 
breach of neutrality. If you have any chance, you should flatly 
deny as a foul calumny any statement that America is not entirely 
sympathetic with the Allies. I am in no half. friendly country, 
but in the midst of very warm friends of our country aud cauee. 
Your remarks about South America are quite wide of the point. 
The greatest trade with that country by faris held by England. 
whose financial interests there are so great that South America is 
little more than an English dependency, and America knows it. 
They are seeking to take the German trade with that country, but 
frankly realise that they cannot take England's, nor do they appear 
anxious to try. Yes, the President ів а pacificist, and a good thing 
for Germany, or that perjared country would have another foe to 
fight. I feel very strongly on this point. Some foul liar or 
German sympathiser is trying in Australia to impeach America. 
Deny it, just as you would deny the most hideous lie ever told. 
You have heard the song It's a Long Way to Tipperary. That 
song is sung nightly in practically every theatre and picture show 
in the U.S.A., and is usually encored three or four times." 

The Trade Position in Canada.—The following has been 
received at the Commercial Intelligence Branch of the Board of 
Trade from the office of His Majesty's Trade Commissioner for 
Canada, under date February 25th :—'' The financial situation has 
improved to some extent and has brought about a general improve- 
ment in business, Although this improvement emanates primarily 
from the rural centres, the inflaence of war orders on induatry is 
also apparent. It is somewhat difficult to generalise with regard 
to oollections, but from all reports and opinions available, although 
the improvement во far noted seems small, the conseneus of opinion 
is that in the next few months oollections will improve, owing 
to the growing prosperity of the agricultura] community. Com- 
mercial failures for January have been heavy, which would point 
to the fact that a great many of the smaller firms who were 
existing on speculative lines are being ousted from the market. 
2 The wholesale hardware trade appears to be picking up 
gradually, and should soon be on a normal basis; a pronounced 
activity in lines of this nature is expected to be felt towards the 
beginning of next month (March). Many business men are of 
the opinion that there will be considerable activity in the building 
trade throughout the Dominion in the coming spring. Generally 
speaking, the situation in the markets of the Dominion is improv- 
ing, and British manufacturers who are desirous of retaining their 
hold, as well as those who are desirous of introducing 
their manufactures, should take advantage of the present position 
in order to become firmly established, eo that when commercial 
activity generally assumes a more normal basis they will be strongly 
fortified and well able to meet their competitors." 

Allowances to Dependents.—In a report just issued the 
Tynemouth Electricity Committee draws attention to a decision of 
the Council, arrived at in September last, whereby a gratuity, 
payable weekly, was granted to the dependents of the two naval 
reserve men who left the works to join one of the three cruisers 
which were torpedoed in the North Sea. In this connection the 
electrical engineer reports that the widow of one of the men is 
earning her own living, bat that the widow of the other would be 
unable to do so for some time to come. The Committee has 
decided to terminate the present arrangement as regards the 
former case, on the expiration of three months from the present 
time, and to continue the arrangement for a further period of 
12 months, as regards the widow of the other late employé. The 
electrical engineer has experienced difficulty in securing men for 
the switchboard and in the mains department. In this connection 
the Committee has adopted the recommendation of the engineer as 
to the appointment of a man for the switchboard, and has decided 
to give the chairman plentry powers to fill up the vacancies in 
the mains department. 

Russian Mica and Wolfram.—A Petrograd paper says that 
the Russian electrotechnical industry, so largely dependent on 
Germany, has suffered also from the want of mica, which used to 
be imported from that country. Now, however, successful experi- 
ments are being made in Moscow in the handling of mica, of which 
large deposits exist in Siberia and of finer quality than that 
hitherto imported from Germany. A Petrograd paper say that 
wolfram is being produced in Transbaikalia along with mica. 

Magazines for the Forces.—We have received а copy of the 
second number (April) of A/, the monthly magazine with cabled 
news sheet. It appears to be still more interesting, both in its 
literary features and its illustrations, than the March issue. The 
publishers have decided to extend their policy so that the paper 
may be sent free, not only to Overseas soldiers, but to the British 
Army and Navy, 
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A Melbourne Electrical Contract.—Acoording to the Sydney 
Morning Herald the Melbourne City Council at a meeting held 
early in February had before it a request from Messrs. Siemens 
Bros. Dynamo Works, Ltd., asking it to reconsider its decision, 
* That tenders be invited for the 5,000-Kw. plant, excluding plants 
of Austrian or German manufacture or capital," with a view to 
excluding the company from the operation of that resolution. 
The company’s general manager for Australasia also wrote stating 
that if such action were to be universally adopted it would cause 
the company to be shut down, entailing great hardship upon a 
large number of British employés and their dependents. The 
Council decided merely to receive the letter, but no definite policy 
is laid down for the future." 


Germans and Australian Trade.—Aoccording to the Sydney 
newspapers, German firms are continuing to try to do business with 
Australian importers through Swiss, American and Italian agents. 
The letters are written at German factories and give addresses of 
such agents to whom orders may ba addressed. Such communications 
have bsen under consideration at the Perth Chamber of Commerce 
meeting, and the President said that the Germans who sent them 
out evidently took the addressees for a pack of fools. “They were 
asking British merchants to supply them with the money neces- 
sary to build more battleships and Zeppelins, for the purpose, to 
put it bluntly, of murdering their relations and friends." 

The Sydney correspondent of the 7imes, quoting an Australian 
newspaper article, says that Germans in Australia scoff at the idea 
of a pust bellum boyoott. “They frankly declare that their troops, 
before an evacuation of the occupied territory, whether forced or 
by treaty, will destroy all factories and machinery and all means 
of manufacturing commodities in Northern France and Belgium. 
Thus, at the end of the war, the world will be compelled to pur- 
chase in Germany stuffs and other goods which were formerly the 
produce of the devastated distrists.” 


Hospital Lighting.—Mr. E. M. Ashley has given the electric 
lighting installation for the St. John Voluntary Aid Detachment 
Hospital, Roe Lane, Southport. 


Personal.—The supplement to the Londen Gazette for March 
17th contains the information that Second Lieut. Н. Clifford 
Palmer (manager of the G.EC. Publications Dept) has been 
appointed captain (temporary) in the London Soottish, other- 
wise known as the 14th (County of London) London Regiment. 
The appointment dates from March 4th. Captain Palmer has 
recovered from the effecta of his recent operation. 

In the London Gazette the following appears : — 


Territorial Foros. London Electrical | Engineers, Sapper 
Geo. Ernest О wles to be Second Lieutenant. March 20th. Ernest 
Christopher Levett to be Second Lieutenant. March 20th. 

Lieut. Harry Byng, third son of the late Mr. Gustav Byng, who 
our readers will remember as the founder and late chairman of the 
General Elecirio Co., Ltd., was married very quietly on Monday, 
. March 22nd, at St. Mary's, Bryanston Square, to Miss Evelyn 
Curtis, of Boston, U.S.A. Lieut. Byng, who is in the Border 
Regiment, had only just returned from the front on five days’ 
leave, and is now on his way to the front again. 


Roll of Honour.—The Times states that Rifleman Basil Heath- 
cote Clarke, Queen Victoria's Rifles, who was killed in action in 
France on March 6th, was a member of the office staff of the 
London Electric Supply Corporation, Ltd. 

Private Seth Bond, an electrician at Fleetwood Electricity Works, 
has died in Northern France from a wound in the head caused by 
a hand grenade, He volunteered for service with the 5th King’s 
Own Royal Lancaster Regiment, at the outbreak of the war, and 
had been at the Front five weeks, 


BUSINESS NOTES. 


Cold Galvanising.—Electro-galvanising is now ап 
industry of considerable importance; every shipyard of import- 
ance and every dockyard throughout the world has an electro- 
galvanising plant for the coating of boiler tubes, and the process 
ів als» largely used for coating iron and steel when it is important 
that the tensile strength should not be affected, and for machined 
and finished work which has threads or screws cut upon it, or 
accurately fitting parte, as these are not filled up, as is the case if 
they are coated with zinc by the hot process ; the coating of zino 
is also evenly distributed. Mr. Cowper-Coles, who erected the 
first plant at Messrs. Cammell Laird's yard at Birkenhead in 
1893, informs us that he has recently made important improve- 
ments in the process, especially in regard to the coating of small 
articles—auch as bolts, nuts and tubes—and has erected a plant for 
this purpose at Sunbury-on-Thames. 


Rook Notices.—Port of Hull Annual, 1915. Hull: 
Н. E. C. Newham. 1s. net.—This ів a 70-page, fully illustrated 
publication, wherein the editor and publisher has endeavoured to 
bring together, for the information of allied nations, particulars of 
the magnitude of the facilities, and the extent and variety of the 
manufactures produced in "this quarter of England." The 
letter-press is partly given in both the English and French 
languages, and deals with such matters as the immense dock 


facilities of Hull, statistios of shipping trade, list of Hull-owned 
steamships, coal trade in 1914, grain trade, imports and exports, 
and so forth. 

Tables Annueller de Constantes et Données Numériques. Vol. ILI, 
Année, 1912. London: J. & A. Churchill. Price 28a. 6d. net.— 
This volume contains the record of constants and data published in 
1912 in connection with all branches of chemistry, physics and 
technology, under the supervision of an international Committee 
of distinguished scientists, assisted by national Committees, and 
supported with subventions by all the principal Governments, as 
well as by numerous scientific societies, companies and individuals. 
In the present issue of this monumental work the facilities for 
reference have been improved by the addition of an alphabetical 
index to the substances dealt with, other than chemical com- 
pounds. While it is not prasticable to give a complete index 
in each volume, the International Committee purposes publishing 
one A the whole of the first five volumes when these have been 
ssued, 

Regarding the contents of the body of the work it is impossible 
to enter into detail; we вте confronted with an enormous mass of 
the results of resesrch, covering the whole univeree. From the 
alphabetics] table we take the names of Coals, Concrete, Galalitb, 
Graphite, Gutta- Percha, Josulating Materials, Paper, Porcelain, 
Rubber, and Steel, as representing subjects of interest to many of 
our readers, Ав an example of the contents, the section “ Con- 
ductivity of Electrolytes" extends over 19 pages, and “ Electro- 
motive Forces" over 23. The labour involved in preparing the 
copy, in the very diffioult type-setting, and in the arduous proof- 
reading, must have been enormous. We could wish that a further 
improvement might be made—that the chief table of contents 
should be arranged in some sort of alphabetical order instead of 
order of position; this would not require any greater space, 
although the items are given in four languages, and would obviate 
a good deal of inconvenience. 

Commencing with this іғвое, an important departure has been 
made; in order to facilitate the use of the data by specialised 
trades, &o., it has been decided to issue some of the sections 
separately, each forming a bound volume complete in iteelf. We 
have received three such sections relating to electrical matters, and 
these will be reviewed more fully in later issues. 

Business Prospects in India. By А. T. Stewart. London: Francis 
Hodgson. 2a. net.—We briefly referred to the author's R issian 
pamphlet in our last issue. The present one is a companion, in 
the aame series, which will appear in the course of a few days. A 
good deal of information is given respecting various classes of 
importe, concerning Germany's growing oontrol over exports of 
India's raw material, and showing the Indian importa from 
Germany and Great Britain compsratively. The author holds that 
just now, when British prestige is so high with the people of India, 
we should proceed to overhaul and reconstruct our trading system 
with the country. The methods adopted by German traders in 
their efforts to oust us commercially from India are reviewed, and 
it is suggested that we must not be afraid to take a leaf out of 
our rivals’ books. For the electrical trade, co-operation between 
a number of English firms iu a conjoint attack is recommended. 

The second issue of the Electric Vehicle—the official organ of 
the Electrio Vehicle Committee—has just appeared, and copies can 
be obtained from the publishere, at 13, Fisher Street, South- 
ampton Row, W.C.; the Committee hopes that central station 
managers will distribute them amongst users of all kinds of 
vehicles in their respective districte. The number contains many 
interesting items, not least of which is a list of “electrics” in use 
and on order in Great Britain, which now extends to a total of 
483; in December it was 100, but only part of the increase repre- 
sents new items, the remainder being apparently due to information 
received since the firat list was compiled. None the less, it is an 
impressive total, and full of promise for the future. We note that 
in the United States the total is no less than 75,000. Ап interest- 
ing item is an illustrated desoription of a wayside boosting 
device, provided by Mr. A.C. Cramb at Croydon for a special service 
of electrical vehicles. 

" First Principles of Production.” By J. Taylor Peddie. London: 
Longmans, Green & Co. Price 5a. net. 

“ Bulletin de la Société Internationale des Electriciens." Vol. V, 
No. 39, February, 1915. Paris: Gauthier-Villars. Price 3 fr. 

“The Mathematical Analysis of Electrical and Optical Wave 
Motion." By H. Bateman, London: Cambridge University Presa. 
Price 7s, 6d. net. 

"The War and the Parting of the Ways.” By C H Luke. 
London: Sampson Low, Marston & Co., Ltd. Price ls. net. 


For Sale.— The Receiver for debenture-holders of the 
British Prometheus Co., Ltd. (in voluntary liquidation), invites 
offera for the purchase of the business as a going concern. 
Newport Corporation has for disposal 18 tons of old lead battery 
plates. Particulars are given in our advertisement pages to-day. 


Catalogues and Lists.—Messrs. SIEMENS BROS. AND 
Co., LTD., Wool wich. — 16 page pamphlet (No. T 535) containing a 
folly illustrated description of their Autophone" system—an 
automatic telephone system for large business houses, factories and 
inatitutions. 

Messrs. LANDIS & GYR, Elgee Works, Stonebridge Park, Willes- 
den, N.W.—Leaflet describing their prepayment meters—ampere- 
hour meters for D.C. circuits, and watt-hour for single-phase 
circuits. 

GILBERT ARC LAMP Co, LTD., Sphere Works, St. Albane.— 
Four-page illustrated price list of fittings for half-watt nitrogen 
filled and metal-filament lamps. Various types for street, railway, 
works and shop lighting are shown 
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THE GENERAL ELECTRIO Co., LTD, 67, Queen Victoria Street 
London, E.C.—21-page catalogue (O section, ninth edition) of 
electro-medical apparatus, novelties, &о., including ар tus for 
electro-therapeutios, battery lighting sete, battery fans, cells, 
galvano-oautery apparatus, measuring instrumente, medical lampe, 
vibro massage, &o. All articles are well illustrated and prices are 
clearly shown. | 

OrrRoEN GEAR Co., LTD., 27, Qaeen Victoria Street, London, 
RC. One of the best prepared catalogue publications that we have 
received since the war began. Sixty-eight pages of thick art 
paper are filled with excellently produced and printed half-tone 
pictures of mining, pumping, electrical, rolling mill, marine, and 
textile machinery, machine tools, rubber machinery, compressors, 
turbines, electric traction, equipment and motor- cara, on which the 
Citrcén gears are used. The letterpress discusses all of these 
applications briefly, and gives &n acoount of the evolution and 
advantages of the gears, together with an account of how they 
are cut, and of the works in which they are made. 

THE CABLE ACCESSORIES, LTD. Britannia Works, Tividale, 
Tipton.—Bound catalogue of 112 pages, containing illustrations 
and prices of a host of different types and designs of “ Revo " water- 


tight eleotric light fittinge. They are designed for metal filament . 


and half-watt lamps, and for all kinds of situations—mills, shop 
windows, street lighting, shipe, and во forth. Single light fittings, 
cluster designs, cargo lights, bulkhead lighte, bracket arms, hand 
lampe, replacement fases for street lighting fittings, and other 
manufactures, are included in what should be a very useful 
catalogue. | 

Messrs. А. Р. LUNDBERG & Sons. 477 to 489, Liverpool Road, 
London, N.—List (S 28) is the firm’s revieed and enlarged ^ Мат. 
vel" switch list (12 pages). Various standard uses and methods 
of connection of Marvel and Marvel intermediate switches 
are detailed, and a number of modifications are diagrammatically’ 
shown, Prices of surface, flusb, and pendant patterns are 
tabulated. 

Messrs. MILLNS ELECTRICAL CO., 37 and 88, Strand, London, 
W.C.—Pamphlet giving tabulated prices and particulars, and a 

cation, of M.E.C. interpole dynamos and motors, from i to 
76 B.H.P. Oopies of the pamphlet will be sent on application. 
The business has been started by Mr. Percy M. Millns, who until 
recently was chief sales engineer in the machinery department of 
the Adnil Electric Co., Ltd. 

Messrs. W. T. GLOVER & Co., LTD., Trafford Park, Manchester. 
An illustrated pamphlet, entitled “Hints on Electric Cables for 
Collieries,” written by Mr. W. T. Anderson, giving the reasons 
which bave led the firm to advocate the use of vulcanised bitumen 
cables for mining work. 

BRITISH Тномѕох-Ноовтох Co, Lro. Rugby.—lIllustrated 
price-list No. 2,155 gives particulars of B.T.H. A.c. loom motors— 
equirrel-cage, three-phase, 50 cycles. 


= British Engineering in China.—Lastern Engineering 
states that a very powerful and well-organised corporation, com- 
rising some of the best known engineering firms in Great Britain, 
lately come into existence for the purpose of co-operative 
working throughout the Chinere Republic. Such firms as 
Sir William Arrol & Co., Ltd.; Brooks & Dorey, Ltd.; John 
Brown & Co., Ltd.; Cravens, Ltd.; Callender's Cable and Con- 
struction Co.. Ltd.; Dorman, Long & Oo., Ltd.; Thos. Firth and 
Sons, Ltd. ; В. and W. Hawthorn, Leslie & Co., Ltd.; Hulse and 
Co., Ltd.; W. S. Laycock, Ltd.; Simon Carves Coke Oven Co., Ltd., 
together with a number of other manufacturers having comple- 
mentary interesta, have, after a careful study of the conditions of 
trading now ruling in China, joined foroes to form a company, 
whiob, in London under the title of “Representation 
for British Manufacturers Ltd." has, during the pest year, 
established a joint account organisation for covering the important 
centres of the Chinese Republic, with head offices in London and 
Peking, and branches at Shanghai, Hankow, and Canton. ; 


Prices Advance.— Messrs. VERITYS, LTD., announce 
that from March let their eleotrio light fixture list, Vol. ПІ, 
second edition, is subject to an advanoe of 10 per cent. 


Fíre.—On Tuesday night a serious fire occurred at the 
works of Messrs. ALLDAYs & ONIONS, at Birmingham. 


Social.—The annual supper of the employés in the 
meter department of Mesers. Ferranti, Ltd., Faileworth, took place 
at the Star Inn a few days ago, about 50 persons attending. Mr. 
J.C. Leadbeater presided. 


Alleged Stealing.—The three men who were charged 
with being concerned in the theft of X-ray apparatus from London 
hospitals, as mentioned in our issue of March 12th, were, on 19th 
inst., committed for trial. 


Liquidations.—THE CENTRAL WIRELESS Co., LTD.— 
A meeting of oreditors was held on Monday last at 45, Newhall 
Street, Birmingham. Liquidator, Mr. R. B. Earle. 

CONSOLIDATED DIESEL ENGINE MANUFACTURERS, LTD. — We 
have received a summary of the accounts of the liquidator (Mr. 
Wm. В. Peat) from July 7th. 1914 to January 6th, 1915. Тһе 
rzceipts have amounted to £12,482, less payments to execution and 
other secured creditors £208, and payments per trading account 
£2,656, leaving £9,618. On the payments side there are Board 
of Trade and other fees, law costa of petition, liquidator's feee, 
and age Modica e uu opes ni deduction of 
which, er with n ree of preferential creditors 
there remains a balance of £8,155, d á кн 


ROUNDHAY AND District ELECTRIC LIGHTING Co., LTD.—A 
meeting will be held on May 4th, at 34, Albion Street, Leeds, to 
51 0 account of the winding up from the liquidator, Mr. W. 


Bankruptcy Proceedings,—J. P. К. OLARK (G. Driver 
and Son), electrical and mechanical engineers, Hythe Road, 
Willesden, N.W. Adjudication order March 16th. 


Trade Announcements.—Messrs. Pyne, HuGHMAN 
AND Co., have removed from Lyons Range to Grosvenor House, 
Old Court House Street, Calcutta. 

Messrs, E. Ввоок, LTp., announce that their London offic» was 
yesterday removed to 11, Qaeen Victoria Street, London, E.C. 
Telephone No.: City 4468. The premises are central and com- 
modious, and will enable a larger stock of single, two and three- 
phase motors to be carried than was formerly the case. 

THE METAL INFORMATION BUBEAU (L. H. Quin) has removed 
to larger premises at 7, East India Avenue, London, EC. Tele- 
phone NO.: Avenue 3825. Telegrams: "Qaipicage, Lod, London." 

THE A. & A. ELECTRICAL CO., LTD., has removed to 51, Whit- 
comb Street, Leicester Square, London. 
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LIGHTING and POWER NOTES. 


” 

Aldershot.—Proposep LOAN.— The U. D. C. has decided 
to expend £8,350 on the provision of additional generating plant, 
&o., at the electricity works, and to apply for a loan of £8,500. 

With reference to a suggested supply of current to the parish 
of Hale, the clerk has advised that an order will be necessary, 
together with the consent of the Farnham E.L. Co., who have 
powa to supply. Further inquiries are to be made into the 
matter. 


Australia, — The Romsey Shire Council has been 
authorised to supply electric light to Lancefield. | 

The Brunswick Municipal Council has decided to borrow £10,000 
for electricity purposes. 

The annual report of the Melbourne Electricity Supply Com- 
mittee shows gross receipts amounting to £164,000, an inorease of 
9°6 per cent. over last year, and a gross profit of £84,796, or 11 - 
per cent, increase, the net profit being £21,051. 


Barnet.—WongkBousE LiGuTinc.—The Guardians have 
decided not to invite tenders at the present time for the supply of 
electrical plant for lighting and heating the whole of the institu- 
tion, but to ask the North Metropolitan Electric Power Distribu- . 
tion Oo. to supply a draft agreement for lighting and heating 
during a period of seven years, at 1d. per unit, plus a yearly sum 
of d FA 5 lift is to be installed at the new Inflrmary at 
a cost о ; 


Basingstoke.—Power SUPPLY, &c.—The Corporation 
has received an application from Messers. Thornyoroft & Oo. to 
supply their vehicle and engine works with eleotrio power to the 
extent of a minimum of 250,000 units per annum, at 11d. per unit, 
for four years certain, subject to a formal agreement and to the 
consent of the L.G.B. to the necessary loan to carry out the work. 
Earl Curzon, of Hackwood House, and Mr. L. de L. Simonds, of 
Audley's Wood, are to take a largeisupply of current for lighting 
purposes. | 

Bedford.—Additions and renewals of cables are to be 
carried ont by the Town Council, at a cost of £715. The electrical 
engineer has been instructed to construct a sub-station in Campbell 


Blackrock (Co. Dublin).—PROOꝶSED Losn.—The 
L. G. B. has intimated to the Council that, before considering the 
pro to borrow £13,000 for an electrio lighting scheme, it 
would require complete plans and specifications; these have now 
been supplied. | 


Bootle.—YEkaR's WORKNG.— The electricity surplus for 
the current year will amount to about £3,017, or £1,061 more 
than ; the income from sales inoreased 9 per oent., while 
working cost remained almost stationary. It is preposed to transfer 
£1,500 to the rates account, and the balance to the reserve fund. 
The estimated surplus for the next financial year is only £1,142, 
pbi to increased charges due to the war amounting to 

2,693. 


Bradford.—War Bonuses.—The City Council has 
decided to grant war bonuses to all employés for a period of six 
months from March lst, in amounts varying from 1а, to За. per 
week, which will involve a cost of £15,000. 


Brighton.—IxcREASED PRICES.—In consequence of the 
increased cost of coal, &о., the T.C. has increased the various 
flat rates for private lighting by id. per unit; the maximum 
demand rate from 6d. and 2d. to 6d. and 3d. ; the rate for public 
lighting by id. per unit; and the power rate from Id. to 1'10d. per 
unit, discounts being abolished. 

The T.C. has decided to renew the condenser tubes of No. 2 tur- 
pine set, at a cost of £590, 
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Burnley.—Yerar’s Workinc.—The electricity profits 
were £5,200, compared with an estimate of £5,970. An increase 
in the price of electricity was approved. The surplue on the tram- 
way undertaking for the past year was £3,500. 


Bury.—The Electricity Committee has decided not to 
proceed with the extension at the Chamber Hall power station at 
present 


Cardiff, —FLY-WHEEL WRECK.— The power station at 
Cardiff was severely damaged on Sunday last by the bursting of a 
fly-wheel, weighing 70 tons, which wrecked an engine, and led to 
the complete suspension of the tramway service. The damage is 
estimated at £20,000. 

At an emergency meeting of the Tramways and E.L. Committee, 
Mr. Arthur Ellis, the city electrical engineer, aaid one large engine 
had been entirely wrecked, and, in his opinion, it would pay to 
replace it with modern plant, rather than repair it. He had no 
doubt that the engine speed suddenly increased, and the bursting 
of the fly-wheel and generator followed, shattering the end wall and 
most of the roof. It was necessary to give temporary cover to the 
remaining plaut, but the greatest difficulty was the 20-in. circulating 
water pipes, which had been broken, flooding the basement and 
damaging the foundations. As soon as the concrete was removed 
the waterworks department were prepared to erect new pipes, so 
_that the new plant could be run. The large battery at the Hayes 

station had kept going the lighting of the city and most of the 
public buildings, until the old generating plant could be started. 
He hoped that they would have the lighting service restored fully 
by Tuesday (last) and be able to start a restricted service of 
care. It appeared that the engine bad only been on load five or 
10 minutes, when the driver noticing something wrong, had barely 
time to warn the staff to get clear. An observer outside the 
station eaid he saw a huge volume of black smoke shoot upwards 
followed by a number of projectiles, and immediately after the 
power station was hidden in a cloud of steam, 


Chislehurst.—The U.D.C. has been informed by the 


Chislehurat Eiect1i» Supply Co. that there is no prospect of a redu- 
tion in the price of current in the near future, owing to the unre- 
munerative lengths of main laid, and that the widely scattered 
area did not allow of any fair return on the capital expended. 


Continental Notes.—Norway.—lIt is reported from 
Skein that the Hollen municipality has decided to expropriate the 
Eidsfos waterfall. 

According to a report from Stavanger the work of harnessing 
the large waterfalls at Saude was to be started last montb. 

At Eaebik to the north of Kristiania а new municipal electrical 
station, with a capacity of 1,000 H.P., has been completed. 

SPAIN.—A concession has been granted for the establishment of 
a plant to utilise the water power of the River Rambla de 
Almohoga at Almohoga (province of Teruel) in the generation 
of electrical energy for power purposes. 

Russta.—ELectric Power IN OIL FIELDS.— The output of 
electricity in the Baku oil field increased from 20,000,000 Kw.-hours 
in 1906 to 63,000,000 Kw.-hours in 1012,— Financier, 


Faversham,—The T.C. has adopted a recommendation 
from the Electric Supply Committee not to inorease the cost of 
energy. 


Galashiels.—The Galashiels and District Electric Supply 
Co. has now commenced supplying customers. Two mills are 
taking all the power for their plant, and a third is having the 
necessary equipment installed ; other consumers for power and 
light have been connected up. The company's works are situated 
at Galafoot, and the plant installed has a capacity of over 2,0€0 H.P, 


6lasgow.—The Markets Committee has decided to 
retain the present arc lighting in the markets and to light the 
extension of the fish market by electricity. 


Gresford.—Prorosep E.L. SCHEME. — An influential 
meeting has been held to discuss a proposed scheme for the pro- 
vision of a public electric Jight supply for the district, which is 
one of the beauty spots of Denbighshire. The proposal is to form 
a company. with a capital of £5,000, made up of 4 per cent, pre- 
ference shares and ordinary shares of £1 each, which it is thought 
will be forthcoming without any difficulty, and the matter is rele- 
gated to a local Committee for further investigation of the finan- 
oial aspect of the scheme. 


Grays.—1.G.D. Ixoviny.— On March 17th an inquiry 
was held into the application of the U. D С, for a loan of £600 for 
service connections. mains and metere, and £112 excess expenditure, 
There was no oppotition, 


Henley-on-Thames,—Prov. Orver.—The T.C. has 
decided to oppose the application of the Reading Electric 
Supply C». for power to extend its lighting order to the borough. 

High Wycombe, —Kesrricren Licghting.—The T.C. 
having asked the Electric Light Co. for a reduction in the charge for 
current for arc lamps in view of the reduced lighting now being 
given, the company has allowed a rebate of Id. per unit from 
January Ist last. The present scale of reduced lighting saves 
seven units per hour, and the allowance for six months will be 
approximately £27. 

Hudderstield.—PFor the second year, the Electricity 
Committee has tranaferred to the borough rate an amount equal 
to the produce of 1d, in the pound, after making fall provision for 
depreciation, Tae tramway department has provided an amount 


equal to 44, in the & in relief of the rates, or id. more than 
last year, whilst transferring at the same time substantial sums 
to the depreciation and contingencies fand. 


Hull. — EXTENSION SCHEME. — The Electricity Com- 
mittee, on the advice of Mr. Н. R. Hooper, L.G.B. Inspector, has 
decided to modify its scheme for extending the generating plant, 
and to defer that portion recommending the installation of a 
5,000. Kw. turbine unit and condenser, also one boiler and the coal- 
handling and water-cooling plant, thus reducing the sum required 
to £26,445, 

Application is to be made to the L.G.B. for sanction to a loan 
of £20,000, and the balance is to be paid out of reserve. 


India.—At the meeting in London of the Mysore Gold 
Mining Co. it was stated that owing to prolonged drought, the 
electric supply from the Cauvery plant was restricted during 
the year, and the reserve steam plant had to be used. 

The Mysore Government is now building a dam on the Cauvery 
River to provide sufficient storage to prevent a similar state of 
affairs in the future. 


Lees. — Messrs. J. B. Lord & Sons have asked the U. D.C. 


to sanction their having a supply of electricity for lighting from 
Oldham, and have been informed that they must first make appli- 

cation to the Oldham T.C., who could then apply for the consent 

of the U.D.C. 


London, — Frituam. — The Electricity Committee 
recommends that the charge for electrical energy be increased by 
the addition of 5 per cent. to all accounts rendered. . 

HACKNEY.—The Finance Committee of the B.C. recommends 
that the estimated surplus of the electricity undertaking for the 
year ending March 31st, amounting to £1,952, be transferred to the 
credit of the general rate fand. 

WESTMINSTER.—The City Council has decided to continue the 
contracta with the Charing Cross, the Metropolitan, and the 
St. James's and Pall Mall Companies for the supply of energy to 
the Council's buildings. 


Morecambe,—New PraNT.—The T.C. has decided to 
purchaee a new evaporative condenser for the electricity works to 
cope with the inorea:ing demande. 


Nantwich.—The R.D.C. has decided to consent to the 
application of Crewe T.C. for ап order enabling it to supply 
electricity to Wistaston. Current will be supplied at а price equal 
to gas at 2з. 8d. per 1,000 cb. ft, which is less than the present 
charge for gas. 


Newton Abbot.—Restricrep LIGHTING.— Owing to 
the restricted public lighting, the Urban Electric Supply Co. has 
offered the U.DC.a recuction in the lighting account of £200 to 
the end of the year. 


Perth.— NEW PraxNT.—The Electricity Committee has 
considered several offers for plant for the extension scheme at the 
electricity works, but on account of the cost has been unable to 
come to any decision. The engineer is to visit the Midlands to 
inspect a generating plant which has been in use only a short time, 
and can be obtained on satisfactory terms, 


Salford. —HarEPAvYERS AND WAR Bonuses.—The deci- 
sion to grant war bonuses to Corporation employés in certain de- 
partments was criticised at a meeting of the local Ratepayers’ 
Association on Monday. Ав a class (said one of the speakers) some 
workmen were being paid 78. & week more at the present time 
than was being given for similar labour by the best employers in 
the district. It was urged that the Corporation should, by means 
of adequate reserve funds, have consolidated ita position to enable 
it to deal with any situation that might arise. 


Tunbridge Wells.—L.G.B. Inqumry.—An inquiry was 
held on March 16th into the application of the T.C. for a loan of 


' £7,520 for electricity purposes. Provisional tenders have been 


accepted, with increases on the eng ineer's estimates amounting to 
£617, and this sum was asked to be added to the loan applied for. 
The Inspector (Mr. H. R. Hooper) suggested that no extensions 
should be carried out until the war was over, but the town clerk 
urged that the application should not be refused, but adjourned. 
Mr. Hooper said he did not think he could pledge the Board to do 
that, and urged that the works should be carried on as at present, 
certainly for another year. The town clerk said he could not 
withdraw the application without a special meeting of the Council, 
and he again suggested that it should be postponed. Mr. Hooper 
replied that postponement would carry the suggestion that the 
L.G.B. agreed with the principal that the extensions were neces- 
sary, and he did not think it would take that view. 


U.S. A.—Enecrric Cookinc.—In view of the success 
attained with all-electric cooking ір a large apartment house on 
Irving Street, Worcester, Mass., built by the same concern, the 
Colonial Real Estate Co. of that city will equip a new eighteen- 
suite apartment now under construction with electric ranges. Ав 
in the Irving Street property, no coal ranges will be provided, and 
service will be supplied through a separate meter at а rate of 
from 3 cents to 4 cents рег Kw.-hour. In the latter suites the 
monthly cost of energy for domestic cooking has averaged from 
$2.50 to $3 per family, three persons constituting the average 
household. The Colonial Co. is so much pleased with the resulta 
of electric cooking that all future buildings erected by it for 
apartment service will be provided with electric ranges exclu. 
sively.— lect rical World, 


West Ham.—Proposep Loan.—The electrical engineer 
has reported on the position with regard to loan sanctions as in- 
fluenced by the war, and recommends an application for a strictly 
limited amount in regard to one of the sanctions which is nearly 
exhausted and estimated to be sufficient for 12 monthe. The Elec- 
tricity Committee has accordingly agreed to make application for 
a loan sanction in regard to £3,000 for mains work, but the ex- 

diture is only fo be incurred as required in connection with 
additional fresh demands for electricity supply. 


Willesden. — The U.D.C. has been recommended to 
afford a stand-by supply to the Guardians, for a period of not less 
than seven years, at an annual charge of £45 plus 2d. per unit for 
energy supplied. In view of the reduction of street lighting, and 
the number of lamps in stock, the Electricity Committee has 
decided to suspend the resolution allocating £500 per annum for 
the renewal of arc lamps for the year 1914-15, and to assign from 
the current year's expenses only the actual amount expended in 
renewals (£30). mE m 


. Winchester.—JaNvARYy OUTPUTS, &c.— With reference 


to our note in last week's iesue, the outputs given were, of 


course, for the last and previous Januarys, and not, as stated, years. 


outputs : the estimated output for the year ending March 31et next 
is over a million units. an increase of at least 50 per cent. since the 


Corporation took over the undertaking from the Electric Light Co. . 


Windsor.—Szwace Pumpine.—The R. D. C. is obtaining 


expert opinion as to the best means of sewage pumping for the 
Ascot diatrict main drainage scheme, The systems to be considered 
are :—(1) Electricity ; (2) Diesel engines; (3) semi-Diesels ; 
(4) suction gas. 


Wombwell.—L.G.B. Inqurry.—An inquiry has been 
held into a propoeal to supply gasto Great and Little Houghton. 
On behalf of the Little Houghton Council, it was stated that the 
Houghton Main Colliery Co. proposed to light the place by elec- 
кону, though it was admitted that nothing had been done duriug 

wo years, 


- 


. TRAMWAY and RAILWAY NOTES. 


. Aberdeen.—P.A.Y.E. Sysrem.—The T.C. has decided 
by 19 to 12 to discontinue the P. A. V. E. system of cars оп the tram- 


ways. In the course of discussion it was suggested that the fare 


question had been confueed with the matter of certain construc- 
tional features to which objection was taken. The Council also 


discussed at lerígth the question of the tramwsy manager's patente, ` 


&o,, the matter being finally dropped. 


Bristol, —TRAMWwAY PURCHASE.— The Tramways Option 
Committee of the Council, on the suggestion of Sir John Snell, 
has instructed Mr. C. P. Sparks, oonsulting electrical engineer, Mr. 
P. Addie, the city valuer, and Mr. L. 8. McKenzie, the city 
engineer, to make an independent joint valuation of the portion of 
the Bristol tramway undertaking which is purchassble by the 
Corporation, on what are known as "tramway terms," The option 
to purchase arises during the present year. 


Cheadle and.Gatley.—TRAMwAY LEASE.— The U. D. C. 
has agreed to lease the tram ways to the Stockport T. C. from March 
4th, 1904, to March 3rd, 1925, with an option to renew the lease at 
the expiration. Provision is made for electrical equipment. 


Continental,—SPArN.— Application has been made to 
the Spanish Government for a concession for the construction 


aud working of an electric tramway between the town and harbour 
of Valencia. a A 


Dundee. — TRAMWAY ARBITRATION. — Evidence was 
héard in Edinburgh in the arbitration between the Dundee, 
Btoughty Ferry and District Tramway Co. and the T.C. on the 
price to be paid for the portion of the district tramway line between 
the eastern boundary of Dundee and the western boundary of 
Brouzhty Ferry as they existed in 1904. The claim by the 
company is for £14,500, and the T.C. maintains that this 
sum is greatly in excess of the value of the subjects in question. 
Mr. Stephen Sellon, in his evidence, put the total value at £17,000. 
Mr. George Balfour, the managing director of the company, was 
examined on the various items of the claim. He said the figure 
for Parliamentary expenses was £1.100. The cost of raising 
capital was put at £3,000 by Mr. Sellon; he put it at & 1.500, 
representing 10 per oent. on £15,000. It cost him more to raise the 
capital in 1905. The inquiry was adjourned until May 7th. The 
claim of £980 for overhead equipment has been settled for £610. 


Edinburgh.—A conference took place last week between 


a Sub-Committee of the Tramways Committee and the directors of 


the Colinton Tramways Co. regarding the Colinton Tramways апа 
the lines which the Corporation is seeking powers to construct. 
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Glasgow, —FEMALE CONDUCTORS ?—A deputation of 
the Women's Suffrage National Aid Corps has approached the 
Tramways Committee in eupport of & proposal that, in view of the 
scarcity of men to act as car conductors, owing to the war, women 
should be employed in that capacity at the same wages and on the 
same conditions as men, Mr. Dalrymple has reported that he is 
still 300 men short of his regular staff, and that conductors and 
motormen are working practically seven days а week. 


Liverpool.—VEA 's WorkING.—The annual report of. 
the Corporation tramways for the year ending December 3186 
shows that the revenue amounted to £722,307 and the operating 
costa to £473,678, leaving a gross profit of £215,629. 

The net profit was £134,821, a decrease of £19,341 compared 
with the year 1913, this being attributed to an increase of £11,000 
in rates and taxes, an increase of £10,000 in wages account (in-. 
cluding allowances to dependents of employés who are at the 
front), and the supplying of 11 millions of free passes (repre- 
senting a value of £8,232) to soldiers and sailors. Although the 
profit had decreazed, the contribution in relief of the rates was 
the same as last year. The number of passengers carried during 
the year was 145,656,374, an inorease of over 1: millions compared. 
with the previous year; the receipts were £054,026, an increase 
of £6,145, and the mileage 13,657,898, an increase of 215,283 
miles. | ö 


London.—L.C.C.—The Highways Committee recom- 
mends that, owing to the diffioulty which is experienced in obtain- 
ing suitable mien for motormen and conductors, and because 
learners are apt to leave before their training is completed, the pay 
of motormen and conductors, while learning, be 3s. 6d. рег day for 
a pee of six weeks, as a temporary measure during the continuance 
of the war. i 


. Morecambe.—Upon the recommendation of the Tramways 
Traction Committee, the Council has decided not to proceed with 
the investigations which had in view the adoption of some system 
of power traction to replace the present horse vehicles. This 
decision has been arrived at on account of the increased cost of 
materials consequent upon the war. - i N Е 


- Musselburgh.—Tramway DisPUTE.—Àt the instance 
of the Industrial Commissioners, Prof. Lodge, last Friday, held an 
inquiry into the circumstances of. the Musselburgh tramway 
“lock-out.” At the close it was stated that a deadlock had . been 
reached on the question of the reinstatement of the six dismissed ' 
men, 


NJeweastle-on-Tyne.— TRAMWAY EstimaTes—At a. 
recent meeting of the City Council, Ald. Rodgers discussed the 
position of the Committee's eatimates in view of the demand by the 
tramway men, in common with other municipal workers, for an 
advanoe of 5s. per week on acoount of the high cost of living and 
the high rents. Since the estimates of the Tramways Committee 
were prepared, he said, everything had changed. The actual 
income for the closing year would be £280,000. Daring the coming 
year it was proposed to open the Newburn and Forest Hall lines, 
and the income had been estimated at £282,000. The traffic 
expenses for the last year was estimated at £72,000, but that had 
been considerably increased hy concessions to.the men in Jaly last, 
amounting to £5,000. He mentioned other increased expenditures, 
and remarked that, apart from the bonus given by the Tramways 
Committee to the rates, the undertaking was paying £16,900 in 
rates. The first surplus at the end of next year, he estimated, 
would be £121,900, as against £110,250. From that sum £82,500 
had to be taken for interest and redemption of loans, leaving ' 
£39,400 at the end of the year. They were paying the 
dependents of the men who had gone to the Front, the original 
estimated cost of which was £8,000, but since then the allow- 
апоев had been increased, and that amount had risen to £9,500. : 

An advance of 5з. per week to the tramway-men would mean 
£18,000, The various charges against the undertaking, in view of 
the increases asked for, and with the £18,000 for the rates, totalled - 
£64,236, To meet that they had a surplus of £39,000 odd, and . 
that would result in a deficiency of £24,824. Any bonus granted . 
to the men would have to come out of the £18,000 voted to the 
rates. In any case, the tramways would show an adverse balance 
next year. After discussion, it was decided to give war bonuses of 
да. 6d., Is. 6d., and 1s. for віх months from April 1st. 


South Africa.—Judging by the South African papers, . 
Germiston's railless traction venture has so far not realised expecta- 
tions. It would appewr that the system is running at a lose of 
£60 or so & week, exclusive of loan charges which are stated to be 
£3,500 per annum. A week's receipts averaged 7'7d. per c.m., 
and expenditure 12:61. The Boksburg undertaking for January 
showed a gross surplus of £62; the T.C. is endeavouring to get 
power at industrial ratee, when it is eatimated that all charges will - 
be covered. | , | 

Warrington,—The, Corporation has decided to pay a 
war bonus to all employé: in receipt of wages of and exoeeding £1, 
but not exceeding £2 per week a ' 


West Иат,—Раорозкр Loaxs.—The T.C. is to apply 
for sanction to borrow £3,000 in respect of the difference between 
the revised estimate for the purchase of 15 bogie cars and one 
single-truck car, and the amount already sanctioned ; and £10,000 
in respect of car equipments, after having deducted £18,000 to be 
provided out of the reserve fund. p 
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TELEGRAPH and TELEPHONE NOTES. 


A Daring Cable-Cutting Exploit.— Reuter recently 
reported that on the 7th inst. H.M.S. Ameth st was entrusted with 
the difficult task of cutting the telegraph cable connecting Kilid 
Bahr with Chanak, at the Narrows of the Dardanelles. She 
reached her objective undetected, lifted and cut the cable, and 
started on her return journey before she was discovered. She then 
had to run the gauntlet of the guns of the forts on both sides of 
the Narrows, and became the target for a veritable hell of fire. 
She raced at full speed towards the entrance of the Straits, all 
the time exposed to heavy fire, but although frequently hit, she 
succeeded in getting beyond the range of the guns after a very 
narrow escape. , 


Direct Telegraphy to Russia,—It is reported from 
Stockholm that rumours are in circulation there concerning a direct 
telegraphic connection between Great Britain and Russia, which is 
alleged to have been established by an English cable steamer in 
January, 1915, from the North of Scotland round Scandinavia 
to the Russian coast, where a continuation to the Russian 
telegraph system was effected by means of a provisional overhead 
line in a southwardly direction. It is considered to be noteworthy 
in this connection that the Russo-English telegraph service rid 
Norway has ceased since January 20th. On the other hand, the 
Swedish telegraph director Curman is credited with the statement 
that a high official of the Danish telegraph administration on 
returning recently from Russia had informed him that the cable 
in question had actually been laid. A diminution of the telegraph 
service between England and Russia, however, has not been recorded 
in Stockholm. 


N 
Grangemouth.—Owing to fire in a building, the lower 
part of which was occupied by the local telephone exchange, tele- 
phone communication with the town was entirely suspended for 
several days recently to permit of the necessary repairs. 


Norway.—The town of Tönsberg has adopted the auto- 
matic telephone system of the Western Electric Co, with satis- 
factory results, 


Telegraph Messengers.—The experiment of employing 
girls in the capacity of telegraph messengers in the Liverpool 
suburban post offices is being tried. The demand for boys greatly 
exceeds the supply, and the problem of Liverpool girl unemploy- 
ment is acute, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdare.—April 6th. U.D.C.  Motor-generators or 
converters, one Н.Т. switchboard and L.T. panels, and one нут, 
feeder pillar, See "Official Notices March 19th. 


Aldershot.—April 20th. U.D.C. One 400-Kw. D.C. 
turbine set, complete with surface condenser and circulating 
pumps, kc. One water-tube boiler with chain-grate stoker. See 
Official Notices ` to-day. 

May 4th. Steam and other pipework. Water-softening plant. 
See Official Notices to-day. 


Australia.—MerLnourne.—April 28th. Electric light- 
ing material for car repair shops at Jolimont, including steel 
conduits, cable, switches, lampholders, &c., and trucks of 4,000 lb. 
capacity, driven by storage batteries. Copies of the specification 
can be seen at the Commercial Intelligence Department of the 
B. of T., Basinghall Street, E.C. 

April 19th. 13,560 yards of lead-covered cable for the City 
Council. See " Official Notices " to-day. 

April 19th. 13 tons of bare hard-drawn copper cable for the 
City Council. See Official Notices to-day. 

June 2nd. Electric lighting material for cars (Contract 28,187). 
Tender box, Railway Offices, Melbourne. Particulars at Con- 
асалы Room, Spencer Street. Deposit 4 per cent. of amount of 
tender, 


QUEENSLAND.—June lst (instead of March 16th). P. M. d. 
Switchboard for Warwick. See “ Official Notices " to-day. 


Bray.—April 6th. U.D.C. Stores for electric light 
works. See Official Notices March 19th. 


Bridgend.— April sth. U. D.C. 400-Kw. steam alter- 
nator. See Official Notices March 19 Zh. 

March 30th. U. D. C. Small steam coal for the power station. 
Forms of tender from the Manager, Electricity Works. 


Brighton. — April 12th. Corporation. Surface con- 
denser, See Official Notices " to-day. 


Carlisle. — March 31st. Corporation. Twelve months 
supply of jointing materials, oils, and general stores, Forms, &o., 
from City Electrical Engineer, Victoria Viaduct. 


Dundee.—March 29th. The Corporation Electricity 


Department invites tenders for stores. 
March 30th. Corporation Electricity Department. Centrifugal 


pumps, and laying cast-iron pipes. i 
Edinburgh. —March 29th. Corporation. Three, six or 


twelve months’ supply of insulated cables, arc lamp carbona, fuse 
boxes, meters, &c., for the Electricity Supply Department. Forms 
of tender (108 ) from the Electrical Engineer's offize, Dewar Place. 

April 12th. Corporation. Water-tube boilers for Portobello 
Supply Station. See “ Official Notices March 19th. 


Harrogate.—March 29th. Twelve months' supply of 
electrical fittings and sundries for the Harrogate Wells and Bath 
Department. Forms of tender from F. J. C. Broome, General 


Manager. 


Glasgow.—March 24th. Electric lighting installation 
at Shakespeare Public School, Maryhill, for the Sohool Board. 
Specification from the School Board Offices, 129, Bath Street. 


London.—March 31st. L. C. C. Installation, 218 wiring 
points, 265 lighting pointe, at Derington Road Elementary School, 
Lower Tooting, S.W. See “Official Notices" March 19th. 


ST. PANCRAS.—May llth. Constructional steelwork at power 


house, for B.C. 


Manchester.—March 29th. The Lancashire and York- 
shire Railway Co. invites tenders for 12 months’ supplies of signal, 
telegraph and electric fittings (Section 32), signal, telegraph and 
electric -light wires (Section 33), steel plates, Siemens (Section 39) 
steel sheets, Siemens and Electrical (Section 41). Particalars and 
forms of tender from Mr. Waring, stores superintendent, Osborne 
Street, Manchester, 


New Zealand.—WeELLIncron.—April 30th. Supply of 


a three-unit exciter set and 1,600-Kw. generator for the Lake 


‘Coleridge Hydro-electric scheme. A copy of the specification 


can be seen at the Commercial Intelligence Department, B. of T., 
London, E.C. | 


Sheffield.—April 12th. Supply of motor-van (petrol or 
electric) to carry one ton, for the Corporation. Specification (10a.) 
from the Cleansing Superintendent, Town Hall. 


Spain.—The Spanish Post and Telegraph authorities in 
Madrid are at present inviting tenders for the ereotion of а tele- 
phone line between Barcelona and La Junquera, a distanco of about 


97 miles. 


Sunderland,—April 1st. Corporation. Electrical stores, 
overhead line, &c., for the Tramway Department, Forms of 
tender from Mr, A. R. Dayson, Tramway, Manager. | 


Whalley.—April 5th. Lathes, vices, electrical instru- 
mente, &c., for the County Asylum. See Official Notices” to-day. 


CLOSED. 
Aberdare, — The I. D. C. Electricity and Tramways 


Departments have placed contracte for 1915-16 as follows: — 
Cables, joint-boxes, &c.—Callender's Cable & Construction Co., Ltd. 
Meters.—Landis & Gyr, Ltd. 

Paints.—Navigation Paint Co., Ltd. 
Lubricating and other oils.—Vacuum Oil Co., Ltd. н 
Uniforms.—Jas. Smith & Co. (Derby), Ltd. 


Australia,—The following contracts have been placed :— 
P.M.G.'s Departinent, Sydney.— 
16 miles of twisted-pair outside distributiog wire, £968.—B.I. & Helsby 


Cables, Ltd. : | 
4,000 lineal ft. of glazed earthenware four-duct conduit, £321; 12,000 ft. of 


nine duct ditto, 42,337. — Brunswick Brick, Telegraph & Pottery 
Works Pty. 


One naut telegraph cable, single core, £141; one ditto (item 5), £416; 


14 nauta cable, ditto, £213.— Siemens Bros. Dynamo» Works, Ltd... 
8 miles of paper-insulated Jead-covered cable, 52 pairs, £733; 5 miles ditto, 
208 pairs, £2,995; 1 mile dit'o, 312 pairs, £770; 94 miles ditto, 416 pairs, 
£13,299; 4 mile ditto, 208 pairs, 4471.— B. I. & Helsby Cables, Ltd. 
4 miles of papec-insulated lead.covered cable, 260 pairs, £2,658.—Noyes 
Bros. (Svdney), Ltd. | 
8 miles of paper-insulated lead-covered cable, 78 pairs, £1,020.— Laurence 
and Hanson Electrical Co., Ltd. | ‚ 
9 miles of paper-insulated lead-covered cable, 25 pairs, £513; 4 miles ditto, 
39 pairs, £5u8.—W. T. Henley's Telegraph Works Co., Ltd. 
Aust. Mining Standard, 
N.8.W. Public Works Department.— 
Electrically-driven centrifugal pump, for Homebush abattoirs, £763.— 
Haes & Eggers. я 
Prahran & Malvern Tramways Trust (Victoria).— 
Tudor battery, £2,517.—Elder, Smith & Co. 


The following contracts were recently given out by the 
Commonwealth P.M.G. в Department :— 


10,400 English metal-filament lamps.—Australian General Electric Co. 
BU tons of н.р. copper wire, for Queensland, £2,129.— Laurenoe and 


Hanson, Ltd. А 
Telephones, micro-tclephones and other apparatus.—James Paton & Со, 


200 detectors, £520.—British General Electric Co., Lid. 


— Tenders. 


— . 
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Barnsley.—The Education Committee has accepted the 
tender of the Corporation Electricity Department, at £44, for 
laying cable from the sanatorium and installing electric light at 
the new open-air school. 


-Blaekburn.—With reference to the notice appearing in 
our last issue, we are informed that the contract for A.C. meters 
has been placed with the British Westinghouse Oo., Ltd. Messrs, 
Chamberlain & Hookham will supply only the D.C. meters. 


Coventry.—The Corporation Electricity Department has 
placed a repeat order with Mesars, Ed. Bennis & Co., Ltd., for eight 
спа етае stokers, 7 ft. wide х 13 ft. 6 in. centres, for B. & W. 


East Ham.—A short while ago the Town Council 
accepted the tender of Messrs. Allen & Son to provide an electric 
motor for the sewerage works, for £620. The firm have now 
written to the effect that they cannot supply the apparatus for 
less than £682. The responsible Committee has agreed to the 


increased price. | 


Government Contracts.—The following tenders have 
been accepted during the past month by the Government Depart- 


ments 
War Orricx. 
Dry batteries.—British L. M. Ericsson Mfg. Co., Ltd, ; Siemens Bros. & Co, 
Distributing boards.—General Electric Co., Ltd.; Park Royal Eng. Works, 
Ltd.: W. Sanders & Co.: Falcon Electrical Works. 
Resistance coils.—Gambrell Bros, Lid. ; Muirhead & Co., Ltd.; Nalder 
Bros. & Thompson ; W. G. Pye & Co.; Siemens Bros. & Oo. 
Conduits and fitsings.—Credenda Oondaits, Ltd. 
mos.—BDleotrit Construction Co., Ltd 
Electrio sets,.4c.—Austin Motor Co. (1914), Ltd. 
Galvanometers.—Edison & Swan U. E. L. Co., Lid.; W. G. Pye & Co.; 


Electric lamps.—Brimsdown Lamp Works, Ltd.; Bulpest & Sons, Ltd; 
Dick, Kerr & Oo., Ltd.; Edison & Swan U.E.L. Co., Ltd.; Graham 


S 4, Ltd. 

Electrical machiaery.—8iemens Bros. Dynamo Works. . 

Telephone sets and —Antomatic Telephone Mfg. Co., Ltd.; Gent 
and Co, Ltd.; International Electric Co., Ltd.: New Phonopore 
Telephone Co., Ltd. ; Walter's Electrical Mig. Co., Ltd 

Transformers and switches for electric light.—Ferranti, Ltd. 

Brass tubes.—A. Emanuel & Sons, Ltd. 

Dopper tubiag.—Hudson, Edmunds & Co., Ltd.; C. M. Powell Bros. 

Steel wire, &0. —B.I. & Helsby Cables, Ltd.; Whitecross Co., Ltd. 

Works services.—Electric light installation at В.Е. Camp, Halefield, 
Edmundson Electricity Corporation, Ltd.; electric light installation 
at Hearson Смар, Foot & Milne, Ltd.; electric light instaltation at 
Military Hospital, Devonport, Foot & Milne, Ltd.; electric light 
installation at Shorncliffe, G. Weston & Sons, Ltd.;: electric light and 

wer installation at King George Hospital, London, T. Olarke and 


+, Ltd. 
Internal electric wiring.—At Bulford and Sling Camps, A. V. Gifkins and 
Co , Ltd. ; at Perham Down, V. G. Middleton. 
„ cable (Cod ford and Sutton Veney).—B.I. & Helsby Cables, 
Lied.; W. T. Glover & Co., Ltd. 


Posr Orrics. . 

Annual contracts for laying conduits (short lengths, not continuous).—City 
of London, J. A. Ewart, Ltd.: Finsbury and Holborn, О. C. Summers; 
Westmioster and Chelsea, F. О. Brummell. . 

Layiog ducts and уре Вох шоо May, Mortimer & Co.; Burgh Heath, 
J. Mowlem & Co., Ltd. 

Telephone exchange equipment, automatic order wire, selection system. 
Avenue Exchange, Siemens Bros. & Co., Ltd. | 

таро exchange equipment extensions.—Greenock, Western Electric 

„ Ltd.; Streatham, Western Electric Co., Ltd.; Vigtoria, B.W., 
сто Ооп Tél Done. Works, 0, e 

Protective r (lightning and power) .— ‚ М. csson 

Mfg. Co., Ltd. 


g. Co. 
Telegaphic n paratus.—Murray Printing Telegraph Systems ; Park Royal 
Eng. Wor ; Ltd.; Reid Bros. Engineers, Ltd.; Siemens Bros. and 


Co., U 

Telephonic apparatus and F Telephone Mfg. Co., Ltd.: 
В.І. 4 Helsby Cables, Ltd.; British L. M. Ericsson Mfg. Oo. ; Gent 
an Ltd.; Karabon & Co., Ltd.; Peel-Conner Telephone Works, 
Ltd.; Phoenix Telephone & Electric Works, Ltd.; Siemens Bros. and 
Oo., Ltd.; Western Electric Co., Ltd. 

Submarine cab'e.—Henley s Telegraph Works Co., Ltd.: I.R., G.P. and 

* Telegraph Works Oo., Ltd.; Siemens Bros. & Co., Ltd. ; Telegraph 

Construction & Maintenance Co., Ltd. 

Tele phonio cable.— B. I & Hel by Cables, Ltd.; Siemens Bros. & Co., Ltd.; 
Western Electric Co., Ltd. * 

Enamelled copper wire.—London Electric Wire Co. & Smiths, Ltd. 


Н.М. OrricB oF Works. 
Electric cables and wire.—Union Cable Co.; W, T. Henley’s Telegraph 

Works Co., Ltd. 

Vacuum cleane:s.—Sturtevant Eng. Oo., Ltd. 
| Inp1A OFFICE. 
Cables.—Siemens Bros. & Co. 
Cells.—Chloride Electrical Storage Co. 
Copper balts.— T. Bolton & Sons. 
Electrio lighting material.—J. Stone & Co. 
Crown AGENTS FOR THE COLONIES, 
Insulators.—Bullers, Ltd. 
Parte for telegraph poles.—F. Morton & Co., Ltd. 

Telegraph poles.—Bullers, Ltd. 

Copper line wire.—Shropshire Iron Co., Ltd. 

Helsby.— The Parochial Committee has accepted the 
tender of the В.І. & Helsby Cables, Ltd., for the electrification of 
the pumping station and sewerage works, the amount for the 
pumping station beiag £159, and for the sewerage works £186, 


Huddersfield, —The tender of Messrs. J. H. Taylor and 
Oo. for electricians’ work in connection with Bradley Sanatorium 
has been accepted. The Electricity Committee has acce; tei the 
tender of Mr. Wm. Wood for supply of coal. 


London.— The Education Committee proposes to accept 
the tender of Messrs. Matthews & Yates, Ltd., at £90, for installing 
eilent-running fans at the Old Montague Street School, Whitechapel. 


The tender of Messrs. Toy & Winslow has been aócepted by the 
Metropolitan Asylums Board, at £70, to execute sundry electrical 
works at the South-Western Ambulance Station. 


L.0.0.—The Highways Committee reports that all the tenders 
received for the supply of two additional 8,000-kw. turbo- 
generators for the Greenwich generating station were submitted 
subject to the model conditions of contract for electrical works 
adopted by the Iastitution of Electrical Engineers, which differ in 
many respects from the Council's standard oonditions of contract, 
some of which are based on standing orders. The Commitee has 
been in communication with the British Westinghouse Electric and 
Manufacturing Co., Ltd., whose tender for £62,003 was accepted 
with a view to the modification of the Institution's model con- 
ditions of contract to bring them as far as possible into line with 
the Council's standard conditions. A modified form of contract 
has now been agreed as & special case, and without prejudice to 
the future consideration of the whole question, and, as the pay- 
ment clause differs somewhat from the terms of that provided for 
in Standing Order No. 295 (d) (1) it will be neceseary for the 
Council to suspend its operation. The Committee therefore 
recommends :— 

That the operation of Standing Order No. 295 (d) (1) be suspended, in order 
that the contract to be entered into with the British Westinghouse Co. may pro- 
vide for the undermentioned payments to be made to the company in respect 
of the work—(i) monthly payments of 60 per cent. of the contract value of the 
plant delivered or work executed on the site; and (ii) further payments in 
respect of each distinct section of the works of 30 per cent. of the contract 
value of the work executed on the site upon completion of the erection of the 

lant, 10 per cent. at the e tion of one month after the plant shall bave 

en taken over by the Council, and the remaining 10 per cent. at the expira- 
tion of the period of maintenance, | 

The tender of Messrs. Siemens Bros. Dynamo Works, Ltd. has 
been accepted for carbon-filament lamps for the ensuing 12 months. 


BERMONDSEY.—Mesars. Chamberlain & Hookham's tender for 


meters and time switches has been accepted by the Council for the 


coming 12 months. 


FULHAM.—The prices quoted for the supply of electrical and 
engineering stores for the ensuing year show a general advance 
of from 10 to 20 per cent., and the Electricity Committee there- 
fore recommends that for the ensuing year no annual contracts 
be entered into for the above-mentioned stores, but that the 
borough eleotrical engineer be instructed to purchase in the open 
market at the lowest price obtainable as and when required, 


ST. PANCRAS.—The Electricity Committee has further con- 
sidered the question of the acceptance of the tender for the 
supply of carbons for the ensuing year, and as there is in hand a 
sufficient stock of carbons for four months the General Elec- 
tric Oo. were asked whether the price named would hold good 
for a four months’ instead of a year's supply. The company 
are prepared to give a four months’ supply of open-type 


` carbons at the prices quoted, provided the fall 12 months’ supply 


of flame carbons is taken. This would represent £475 for 
flame carbons and £511 for open-type carbons. The Committee 
recommends the acceptance of the offer. 


Manchester.—The Corporation Electricity Department 
has placed a repeat order with Messrs. Ed. Bennis & Co., Ltd., for 
the relinking of two pairs of chain grates of another make, at the 
Bloom Street power station, with Bennis patent chain-grate 
links. 


Newport (Mon.)—The B. of G. has accepted the tender 
of Messrs, R. Alger & Sons, for E.L. fittings. 


Rawtenstall.— The T.C. has contracted with Messrs. 
J. Morris & Co., for a supply of 1,200 to 2,000 tons of coal to the 
eleotricity works, Hareholme. 


Sunderland.—The Times states that Messrs. Vickers, 
Ltd., are supplying two turbo-alternators of 5,000-KW. capacity 
each for the Philadelphia power station, near Sunderland, the 
contract for which was originally given to the A. E. G. 


Walthamstow.—The electrical engineer has reported 
with referenoe to the supply of arc lamp carbone, and has been 
instructed to at once accept the quotation of the General Electric 
Co., Ltd, for the supply of 25,000 pairs of 10-ampere size carbons, 
at £8 Is. (д. per 1,000 pairs, and 50,000 pairs 5-ampere size carbons, 
at £4 163, per 1,000 pairs; 200 tons of Griff peas coal and 100 tons 
of High Park nutty slack coal have been purchased from Messrs, 
Myers, Rose & Co., Ltd., and Messrs. G. Hinchliffe & Co., respec- 
tively. The District Council is recommended to authorise the 
surveyor to hire an electrically-propelled dust van from the 
Elison Accumulators Co., Ltd., for one week on trial, at a cost of 
46, the Council to provide the current. 


West Ham.—The tender of the Fuller Electrical and 
Manufacturing Co. Ltd., has been accepted for the supply of 
motors for the sales department during the ensuing 12 months. 
The existing contract for the supply of cables terminates on March 
31st. The electrical engineer has been in negotiation with the 
present contractors, the British Insulated and Helsby Cables, Ltd., 
who are prepared to grant a concession in regard to low- tension 
service cables if the contract be extended for a further period of 
three years. In view of the fact that the cables under this con- 
tract are supplied on a sliding scale in regard to the price of 
copper and lead, the Committee has decided to accept the offer, 
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FORTHCOMING EVENTS. 


Royal Institution of Great Britain,—Friday, March th. At 9 p.m. At 
Albemarie Street, W. Paper on Experiments in Blow Cathode Rays.“ 
by Prof. Sir J. J. Thomson, F.R.S. 

Saturday, March 27th. At 3 p.m. Lecture (VI) on " Recent 
Researches on Atoms and Ions,“ by Prof. Sir J. J. Thomson, F.R.8. 

Physical Society of London.—Friday, March 26th. At5 p.m. At University 
College, Gower Street. У.О. Paper on The Change of Thermal Соп: 
ductivity with Fusion,” by Prof. A. W. Porter, F.R.8., and Mr. F. Simeon, 

Birmingham Association of Mechanical Engineers. Saturday, March 
th. А6 7.46. At Technical scnool, Suffolk Street, Paper оп" Electrio 
Furnaces,” by Mr. J. Н. Stansbie. To this meeting members of the 
Birmingham Local Section of the I. B. D. are invited. 

Association of Supervising Electricians.—Tuesday, March 80th. At 
8 p.m. At St. Bride's Institute, Bride Lane, Е.С. Paper on Inter- 
communication Telephones,” by Mr. Н. О. Lee. 

Institution of Electrical Engineers (Students' Section'.—Wednesday, 
Магор 31st, At 7.30 p.m. At Victoria Embankment, W. C. Discussion on 
"The Application of Electrical Engineering to Wartare—Bearchlighta 
and Projectors,” opened by Mr. E. L. Emtage. 

(Birmingham Local Section).—Wedoesday, March 31st. At 780 
p.m. At University, Edmund Street. Paper on Development of Main- 
Line Signalling on Railways," by Mr. W. C. Acfield. Tothis meeting 
members of the Institution of Signal Engineers and the Institution of 
Mechanical Engineers are invited. 

Greenock Electrical Society.—Friday, April 3nd. At 7 15 p.m. At 21, West 
Stewart Street, Greenock. Social meeting. 

Salford Technical and Engineering Association.—Saturday, April 3rd. 
At 7 p.m. At Royal Technical Institute, Peel Park. Paper on “ Lifting 
Machinery," by Mr. D. Riley. 


NOTES. 


Our Next Issue, — Next Friday being Good Friday, 
the ELECTRICAL REvIEW will appear on Wednesday morning. 
All matter for our Editorial and advertisement pages should be 
in our hands at the earliest possible moment. 


The Electrical Trades Benevolent Institution.— 
The Committee has resolved to call the annual general meeting of 
this Institution for Monday, April 19th, at 6.30 p.m., at the Insti- 
tution of Electrical Engineers. Mr. E. Garcke will be in the chair. 
The time mentioned has been selected in order to afford a better 
opportunity of being present to those interested in the Fund. It 
is thought that it will be convenient to many subscribers and 
friends to drop in” at the Institution on their way home from 
their offices. We hope that the attendance will justify the change ; 
also that it will show that in these trying days the electrical 
world has time and thought to spare for so deserving an organisa- 
tion and Fand, the claima upon which must inevitably be larger 
in the near future. 


Copper. — Some difficulty arises in endeavouring to 
appreciate the copper position at the present time, as comparisons 
with pre-war conditions, though of some interest, cannot give an 
indication of the general tendency. The statistics for mid-montb, 
now to hand, ae tabulated by Meesrs. Н. R. Merton & Co., require, 
as is pointed out, to be considered in relationship to the fact that 
the quantity of stocks at Havre can now be ascertained, whereas 
for the past seven months it has been given, as an estimate, at 
pre-war figures. This makes an apparent falling-off in European 
supplies of 5,973 tons, since the end of last month. English 
supplies, however, have only decreased by 447 tons. 

In detailed supplies we find that European arrivals from North 
America during the fortnight ending March 15th were 16,184 tons, 
which approaches very closely to the pre-war average of 17,200 
tons. Spain and Portugal, even after the heavy consignments of 
last month, supplied this country and France with a quantity 
slightly in excess of the pre-war average. 

The quantity from countries not specifically mentioned, which 
has been very strong recently, is again high at 3.576 tons. Chile 
shipments were low, and Australian, after two heavy months, show 
only 1,250 tons against a pre-war average of 1,655. The extra- 
ordinary thing about the figures is, of course, that it is possible 
to compare them with pre-war figures at all. The supplies for the 
first half of March are leas than 4 per cent. lower than the average 
pre-war half-monthly supply. The impression given by the figures 
is that a very little stimulus in the way of extra price would raise 
supplies again to the normal quantities, 


Patents and Alien Enemies,—Mr. G. H. Wilson, 
electrical engineer, of the Manchester Armature Repair Со, 
Pendleton, Manchester, applied on Tuesday in the Patent Court 
set up to deal during the war with the patents of alien enemies, for 
a licence to manufacture self-insulating aluminium field coils for 
electrical motors, under five German patents—namely, Nos. 10,457 
of 1906, 2,711 of 1910, 20,634 of 1910. 9,941 of 1911 and 27,661 of 
1912, held by the Spezialfabrik für Aluminium Spulen und 
Leitungen, of Frankfurster Str., Berlin. 

Mr. J. (t, Johnson represented the applicant; Mr. Courtney 
Terrell appeared for the patentee. 

Mr. Johnson said the patent applied to field coils for electrical 
motors, These coils could b» used in electric motor-cars and tram- 
cars, ав well as industrial dynamos and motors. All the patents 
related to the manufacture of coils from aluminium instead of 
copper. 

Mr. Terrell said the film of oxide on the surface of aluminium 
formed a natural insulation ; that, however, was not entirely relied 
upon here, Sheets of insulating material were used, instead of 
insulation wrapped round the wire. The advantages of the 
aluminium coil were its lightness, durability and cheapness, 


Mr. Wilson said the first patent related to the natural oxide ; the 
rest were concerned with strengthening the oxide film.. He 
employed 30 men at his works and had supplied 20 tramways. He 
had made about 300 aluminium coils, He had regular customers 
who otherwise would be forced to use copper coils. He could 
supply them with aluminium on more favourable terme. . His firm 
made armature coils for tramways and field coils generally. If he 
had a monopoly of the supply of aluminium coils, he thought 
he could sell 10 or 20 thousand pounde worth per annum, say, 
5,000 coils. The Manchester tramways bought about a thousand 
coils per annum, at a cost of between £2 and £3 each. "The price 
to sell of the average tramway оой] was 108. a coil cheaper for 
aluminium than for copper, roughly, ignoring the fluctuations in 
the price of copper which had coincided with the war. On the 
average number used by the Manchester Corporation the saving 
would be £700; he would offer them copper coils at £2 103, 
aluminium at £2. He had a year's experimental agreement with 
the German firm dated August 1st, 1912, which entitled him to 
the grant of an exclusive licence from them to manufacture, sell 
or use electrical aluminium coils in the United Kingdom or the 
British Colonies, and negotiations for such exclusive licence were 
in progress when the war broke out. He paid the owners £100 
on signing the first agreement, and was to have paid a further 
£100 on signing the second. | 

Mr. Wilson offered a royalty of 5 per oent. on the selling prioe, 
and asked that the licence should date from the commencement 
of the war. . 

- The Controller said the Board of Trade would duly communicate 
with him as to his licence. - 


Electro-Harmonic Seciety.—The smoking concert on 
Friday last—the last of the season—was particularly successful, 
the audience enthusiastically encoring almost all the items. Sir 
John Snell presided, and just before the interval he took the 
opportanity to explain to the members that when, last autumn, 
the question was raised whether the concerts should be held, the 
Committee decided, in his opinion very wisely, to continue them 
during the war. He understood that the previous concerts this 
season had been attended by large and enthusiastio gatherings, and 
he could quite understand it, if they were as good as this опе; he 
entirely dissented from the view that such concerts should be 
abandoned, believing that our gallant comrades at the front would 
desire that they should be continued. Hoe was present in the dual 
capacity of President of the Institution of Electrical Engineers and 
hon. treasurer to the Society ; the latter was not a very onerous 
position, as the bulk of the work was done by Mr. Lane. The 
Society had gained 55 new members and lost only 58, in spite of 
the war, and the membership now stood at 661, a very good result; 
he hoped those members who had not yet contributed to the funds 
would do so at their early convenience. In а third capacity, as a 
member of the Society, Sir John pointed out how much they were 
indebted to their hon. musical director, Mr. T. E. Gatehouse, for 
drawing together the talented artistes and organising these 
splendid entertainments ; he also referred to the enormous amount 
of work done for the Society by Mr. W. E. Lane, their hon. 
secretary, to whom, with Mr, Gatehouse and some other members, 
the thanks of the Society were due, and to whom they were 
obliged for that harmonious gathering. 

An unusual feature of the evening was the presence of an 
orchestra from the London Symphony Players, whose rendering 
of the Allies’ National Anthems and various patriotic and other 
selections was heartily appreciated. 


Preferential Rates.— It appears that the question of 
charges for electricity used for photo-printing has cropped up at 
Ilkeston, but this time on the point of preference as between two 
men in the same line of business. An Ilkeston photographer 
named W. E. Attenborough, writing to the Z/keston Pioneer, stated 
that he had threatened to commence proceedings against the Town 
Council for " undue preference" unless within 48 hours the Cor- 
poration agreed to charge him at the same rate for electricity for 
his photographic lamp as another photographer was charged. "The 
Town Clerk called a meeting of the Electricity Committee, and the 
latter decided to accede to Mr. Attenborough's demand, besides 
refunding to him the amount overpaid, which came to £2 9». 8d. 
An earlier issue of the same paper states that Councillor W. Smith 
resigned the chairmanship of the Tramways and Electricity Com- 
mittee, because he believed that an injustice had been done to Mr. 
Attenborough in charging him for energy at the lighting rate, 
and as he intended to assist that gentleman to obtain his righta, he 
felt he could not retain the position of chairman. 

Councillor Smith is to be congratulated on his firm stand fcr 
justice and common-sense: the conversion of the Committee to 
his view completely justifies his action, which, however, should 
not have been rendered necessary. The Committee ought now in 
fairness to re-elect him chairman, ' 


Scottish Radium Factory.—The Times states that 
Dalvait, on Loch Lomondaide, is to be the home of а new radium 
industry in Scotland. An old sawmill has been adapted for use as 
a factory for the extraction of radium and other rare metals from 
their ores, and within the next few weeks a start will be made. 

The promoter of the scheme is Mr. John S. MacArthur, a Scottish 
metallurgical chemist, who, about two years ago, began to make 
industrial experiments, working with ores from which the uranium 
and vanadium had already been extracted, and has already placed 
upon the market about 1,500 milligrammes of radium. Inthe new 
establishment he expects to be able to extract about 5 or 6 grammes 
а year, 
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London Electrical Workers’ Demands.—With refer- 
ence to the last paragraph appearing in the communication 
appearing under this heading in our last issue, the Daily Telegraph 
says that the strike of electrical wiremen and armature winders 
working in the tramway department of the London County 
Council threatens to affect seriously the running of the tramcars. 
" The men are employed in repair work. About a year ago the 
electrical masters of London granted an increase to their wiremen 
of Id. per hour, making the wages 104d. The Tramway Concilia- 
tion Board advanced tbe men's wages jd. per hour, to 10d., and 
the County Council took up the attitude that their wiremen are 
not oovered by the agreement between the London electrical 
masters and the Union. Nearly 1,500 cars are owned by the 
Counei), and of these over 40 are in the depot for repairs at one 
time. With the exception of a few armature winders, who are 
still at work, all electrical workers are on strike to the extent of 
nearly 100 men. The remainder of the winders are expected to 
Logis strikers. The men are receiving strike pay from the 

ectricians’ Federation, which was represented at the Government 
‘conference at the Treasury, where it was agreed that no strikes 
should take place.” 


Electrical Expansion in Germany.—The statistical 
report published yearly by the German Union of Electrical Central 
Stations has-again appeared, and covers the year 1912-18, The 
new volume contains complete particulars of the working of 364 
installations, 70 of which, serving about 15,000,000 people, are 
located beyond the borders of the German Empire, and 294 serving 
about 30,000,000 people, are situated in Germany. The statistics 
show that the und ings have a tendenoy to enlarge their net- 
work, especially in the rural districts, and to become “overland " 
systems, corresponding to our large power supply companies, This 
is confirmed by the yearly increasing number of stations serving 
more than two localities, there being 99 such in 1910; 132 in 
1911, and 153 in 1912. The number of communities served was 
4,153 in 1910, 4,722 in 1911, and 6,431 in 1912, which gives an 
Average for 1912 of 40 communities per station. One of the 
stations serves a locality situated at a distance, as the crow flies, 
of 102 km., while 13 serve localities situated over 50 km. distant. 
The figures ehow that 29 per cent. have a capacity of 5,000 Kw. 
and upwards, and they represent 81 per cent. of the total power 
installed, which is a proof of the constantly increasing 
centralisation of the production of energy. The energy sold 
increased from 313,000,000 kw.-hours in 1911 to 385,000,000 x w.- 
hours in 1912. Per 1,000 inhabitants, the establishments supplied 
represent a power of 357 Kw. for lighting, 50 Kw. for motors, 
and 31:8 Kw. for light and motors, with a common tariff, that is to 
say, about 100 Kw. in all. The power ueed by the motors grows 
more rapidly than that for lighting, the proportion bing in 1912 
53°65 per cent, 

The energy sold per head of population yearly has grown from 
31˙6 Kw.-houra in 1910 to 43 Kw.-hours in 1911, and 48˙9 in 1913 
per 1,000 inhabitante. The average sale price of the Kw.-hour in 
1912 was 45'1 centimes for lighting, and 18˙5 for power. 

The average total cost of production per Kw.-hour sold was 
10:66 oentimes in 1912. — L’ Industrie Electrique. 


The Uford Railway Accident, — Lieutenant-Colonel 
von Donop, the Board of Trade Inspeotor, in his report on the 
Ilford railway accident, which took place on New Year's Day, 
when a passenger train from Gidea Park to Liverpool Street was 
run into by an express from Clacton, states that it is certain that 
the signals were in the danger position when the expresa passed 
them, and it was to a mistake on the part of the driver of the express 
that the collision was due. The Inspector says: This collision 


points to the desirability of the provision of some arrangement for 


giving a driver an unmistakable warning as to the position of his 
dietant signal when he passes it. Several railway companies have 
already made trials of devices designed for this purpose, and on 
some lines such devices are already in use to a limited extent.” 


Institution and Lecture Netes.— Physical Society 
of London.—At the meeting held on March 12th a paper on The 
Estimation of High Temperatures by the Method of Colour 
Identity," by C. C. Paterson and B. P. Dudding, was read by the 
former. Preliminary experiments were desoribed in which the 
temperature of incandescent substances was estimated with a very 
fair acouracy by matching their colour with that of incandercont 
filament lamps working at appropriate efficiencies. These had 
previously been calibrated by comparison with a black body 
over a large temperature range. The comparisons were made in 
the field of & Lummer Brodhun photometer, &nd the method was 
shown to give the oorrect result for the melting point of 
platinum. 

A paper on The Unit of Candle-power in White Light," by 
C. C. Paterson and B. P. Dudding, was read by the latter, The 
paper described the methods adopted at the National Physical 
Laboratory for minimising the difficulty of photometric comparison 
of white lights of different hue. A series of six sets of electric 
sub-standards were described varying in the tint of the light 
radiated from that of the pentane lamp to that of a tungsten 
vacuum lamp operating at 15 watts per candle. The absolute 
value of the unit of candle-power had been re-determined, as had 
also the corrections for humidity and barometric changes, and the 
probable existence of & temperature correction was diecussed. 

A paper, entitled “ The Relative Losses in Dielectrics in Equiva- 
lent Eleotrc Fields, Steady and Alternating (R. M. S.), by Mr. 
G. L. Addenbrooke, was taken as read. After references to former 
work, especially on surface leakage, tables were given showing an 
intimate connection between the losees in steady and alternating 
fields, and that the one could be predicted from the other to a first 


‘approximation. Curves of the losses in from 1 to 4 seconds up to 10 
-oycles were given for specimen dielectrics. Above 8 to 12 cycles, 


both for good and poor dielectrics, these became rising 
straight lines. The salient features lay below abeut 16 cycles. 

The formula a + bn applied to allidielectrics for frequencies 
above about 8 cycles, but not below. Liquid dielectrics behave 
similarly to solid with certain differences, particularly that for a 
given resistance the ratio of the steady to the alternating loss was 
less than with solids. For the dielectrics tabulated these losses 
varied in a steady field from 1 to 1,300,000, but the corresponding 
alternating losses varied only from 1 to 1,100. The difference 
was principally in the “good” dielectrios, the alternating losses 
in which at 10 cycles were vastly larger than those in a steady 
field, though they still appeared to be conneoted with them. 

Institution of Electrical Engineers.—At the meeting of the 
MANOHESTER LOCAL SECTION on Tueeday Jast, Mr, W. R. Cooper's 
paper on Electric Cooking, Mainly from the Consumer’s Point of 
View,” was read and discussed. 

Bristol Association of Engineers.—The ooncluding meeting 
of the Session 1914-15 was held on March 13th, when a paper on 
Impulse Electric Clocks was read by Prof. D. Robertson. 

Northampton Polytechnic Institute. — The course of 
Advanced Lectures on “Electrical Instruments and Switchgear,” 
by Mr. A. C. Heap, M.I.E.E., which last autumn was announced to 
be given at the Northampton Polytechnic Institute during this 
spring, had to be cancelled, as urgent engagements caused by the 
continuance of hostilities make it impossible for Mr. Heap to 
undertake it at the present time. 

Electrical Association of Australla.— The annual meeting of 
the VICTORIAN SECTION was held at Melbourne in December. The 
report of the Council referred to the amalgamation of the Victorian 
and New South Wales Associations, to the licensing of wiremen, 
and other matters. The financial position is sound, and the 
number of members of allclasees is 226. The election of officers 
for the ensuing year resulted as follows: — President, Mr. W. H. 
Alabaster; vice-presidents, Meesrs. Е. A. McCarty and A. W. 
Kendall ; hon. secretary, Mr. E. H. W. Westwood. At the conclusion 
of the ordinary business a smokiog concert was held.— (om, 
Engineer. | 

Mr. O. W. Brain. M.I.E E., Chief Electrical Engineer for Railways 
and Tramways, N.S.W. Government, has accepted the position of 
president of the Electrical Association of Australia. Other officers | 
are:—Vioe-presidente, W. H. Alabaster, chief assistant electrical 
engineer, Melbourne City Council ; W. H. Myers, assistant engineer, 
Electrical Branch, N.S.W. Government Railways and Tramways 
(president of the New South Wales Section) ; members of Council, 
Prof. Henry Payne (Melbourne University, Engineering Depart- 
ment), Mr. W. J. Newbigin (director, Adams & Co., Melbourne), 
Mr. H. R. Forbes-Mackay (city electrical engineer, Sydney), Mr. 
A. С. F. Webb, M.I.E.E. (consulting electrical engineer, Sydney).— 
Sydney Morning Herald. 


Appointments Vacant.—Meter tester (£2) for 
Barrow-in-Furness Electricity Department; assistant electrical 
engineer (£125) for Aylesbury U. D. C.; jointer for Stretford U. D. C.; 
works fitter (50s.) for Rhondda Electricity and Destructor Works ; 
junior assistant electrical engineers (15а.), for Newcastle-upon- 
Tyne Electric Supply Co. Particulars are given in our advertise- 
ment pages. 


The Swedish Iron Ore Railway.—As previously 
announced, electrical working was commenced on January 19th 
on that particular section of the Swedish State Railways which 
proceeds from Kiruna to Riksgransen, and which has a length 
of 80 miles, the trains representing for the first time in Europe, it 
is claimed, loads of over 2,000 tons, inclusive of locomotives, 
trucks and iron оге The working of the service takes place 
under epecially difficult conditions, as the line is the most northerly 
railway in the world, although it was formerly operated with 
steam locomotives, naturally with a considerably lower transport 
capacity and speed. The starting point of the railway lies nearly 
87 miles to the north Of the Polar Circle ; a complete Polar climate 
prevails, and violent snowstorms occur, with degree of cold of 35°C. 
Neverthelees it is stated that down to the first week in March the 
working Of the railway was fully maintained without any inter- 
ruption. The railway is used for the transport of iron ore, which 
is mined at Kirunavaara, near Kiruna, to the Norwegian frontier, 
whence it is conveyed to Narvik, on the Atlantic Ocean, and each 
train of 40 ore trucks, each weighing 46 tons loaded, is hauled by 
two electric locomotives, of a combined, length of 120 ft. The 
greatest tractive effect on the draw-bar 18 said to amount to about 
40 tons. In addition to ore and passenger trains, one fast train 
runs in each direction daily, and forms one portion of the Northern 
Express between Stockholm and Narvik. The power station, 
which is 155 miles distant from the terminus of the railway, is 
situated at the Porjus Falls, where 40,000 H.P. have been brought 
into requisition for the operation of the line. Single-phase cur- 
rent, at 80,000 volts, is transmitted by overhead conductors to sub- 
stations arranged along the route, where it is converted to a 
suitable pressure for the engines. As Sweden possesses but little 


native coal and is compelled to procure most of her supplies from 


abroad, the substitution of electric traction by the use of water-power 
yields certain economic advantages to the State from this point of 
view, as well as from others. Thus it is asserted that in the 
present case, and as compared with the former steam locomotion, 
it has been possible to increase the train capacity by 10 per cent. 
and the speed by 50 per cent., which are claimed to represent an 
augmentation of 70 per cent. in the transport of ironore. The 
work has been carried out by the Allmanna Svenska E. A. B. in 


association with a German firm, 
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Energy Losses in Electric Lamps.—The accom- 
panying diagram shows very clearly how the new half-watt (gas- 
filled) lamps obtain their superior efficiency over the ordinary 
metal lamps. The columns in the diagram show the losses 
occurring in the ordinary vacuum lamp when operated at an effi. 
ciency of | watt per candle and at 0°5 watt per candle, as compared 
to the losses in the gas-filled or half-watt lamp when operated at 
an efficiency of 0'6 watt per candle. This diagram was recently 
presented in a paper before the Chicago Engineering Society by 
Mr. 8. E. Doane. 

The upright columns show how the energy is dissipated in the 
‘lamps. The vacuum lamp when operated at an efficiency of 
0'5 watt per candle shows smaller losses than the gas-filled lamp 
at similar watts per candle consumption, due to the energy loss in 
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the gas employed in.the gas-filled lamp. As is well known, how- 
ever, the ordi metal (vacuum) lamp operated at such an 
efficiency as 0'5 watt per candle bas а life of only a few hours. 

On the other hand, the gas-filled (half-watt) lamp is able to operate 
at this high efficiency with satisfactory life, because of the neutral 
gas with which the bulb is filled. This ga*, by preventing the 
evaporation of the filament when the lamp is operated at a high 
éfficiency, enables the half-watt lamp to be produced with a ocom- 
mercial length of life. 

Energy losses due to the inert gas in the gas-filled lamp are, of 
course, unavoidable; but in spite of these losses, the diagram 
shows that the gas-filled or half-watt lamp makes a marked 
advance in efficiency over the ordinary vacuum lamp as used 
commercially, The actual energy losses in each type of lamp 
are shown in full detail, so that one can readily see how the 
remarkable gain in efficiency is obtained in the new lampe. 


Russian Hydro-Electric Power.—The Inland Waters 
Department has prepared an explanatory report on the projected 
legal regulations for using Russian waterfalls, one of the leading 
motives in respect to which is the long-distance transmission of 
electrical power, having in view the exploitation of mines, electro- 
chemistry and metallurgy, as well as the production of various 
materials of importance to agriculture. But aboveall the governing 
idea is the supply of hydro-electric power for traction purposes, it 
being considered that the application of electric traction on rail- 
ways becomes more and more imminent. In Earopean Russia it is 
calculated that 24 rivers can yield 1,000,000 H.P. without counting 
the rivers of the Caucasus; whilst the water power of Siberia 
has not yet been investigated. Some writers estimate the water- 
power of all Russia at 12,000,000 H.P. 

The Russian Government has been moved to take this step by 
the large number of applications made to it for water power con- 
cessions, which began to be received in the nineties of last century. 
The first consideration is to be the requirements of the Govern- 
ment, which points to the need for a general Governmental control ; 
whilst it is recognised that almost every private concession involves 
some Government or public interest. The projet de loi is governed 
by the following essential conditions: —All water power must 
primarily be at the disposition of the Government, which may use 
it directly for the public good or lease it in the interests of 
industries requiring Government countenance. Any right con- 
ceded to private individuals may not be for an indefinite time as a 
private right; but must have a term to allow for reconsideration 
of the conditions and objects of the concession. Water power used 
for Government or public purposes must be considered as alien to 
anything in the form of private exploitation. It should always be 
under Government inspection, the Government being free to 
supress abuses, and to remove injurious consequences of a monopo- 
listic character ; and in the case of need the sources of supply of 
energy may be appropriated by the Government, which will make 
suitable compensation to concessionaires up to the final dates of 
their respective contracts. 


Electrical Developments in Italy.— Treating the 
theme of The Present and the Future of Electric Iastallations 
in Italy," the vista Tecnica а Elettricita comes to the following 
conclusions :—Premising that the war will occasion a long period 
of dear coal, as French, B:lgian, German and Bohemian supplies 
will be interrupted, and only England and America will be able to 
furnish supplies, at enhanced prices, it concludes that a great 
opportunity will be afforded to substitute electricity generated 
from water-power for thermal sources of energy, and generally to 
enlarge and improve existing electric plants. According to the 
last official statistics (of 1911), there were ín all Italy 46,194 
motor power installations of a total horse-power of 1,620,101, of 
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which 977,906 were operated with electrical energy. The statistics 
show that there are 32,357 water-driven installations of a capacity 
of 951,836 H. P., of which 685,834 н.р, are converted into electric 
power; 7.264 installations driven by steam power, with a capacity 
of 171,045 н.р., of which 224,506 H P. are converted ; 4,743 gas- 
driven installations of a total capacity of 167,501 H.P., of which 
52,894 H.P. are oonverted ; and 1,830 installations driven by either 
benzine, petrol or other substance, the total capacity being 


30,024 H. P., of which 14,672 H.P. are converted into electric power. 


Fatalities. —IRLAM.—An inquest was held at Irlam on 
March 17th, on Thos. John Roberts (33), who was jammed against а 
girder by an electric crane at the works of the Partington Steel 
and Iron Works. Peter McGowan, electric crane driver, said he 
was employed at the works, and was 15 years of age.—The 
Coroner: You are rather young to have charge of an electric 
crane.—Mr. Dobson (secretary): Not for this class of orane.— Mr. 
Ireland, H.M. Inspector of Factories, said the Board of Trade 
regulations stipulated 18 years of age.—Witness, continuing, said 
he was working the crane, and, from where he stood, could not see 
anyone near the girder. It appeared from further evidence that 
deceased was fastening a ladder to a girder, and no warning had 
been given, either to the crane-driver or to the men at the bottom 
of the ladder.—A verdict of “ Accidental death was returned, 
and Mr. Loxley, assistant; engineer, said that in future he would 
have cranes stopped while repairs were in on the gantry. 

MANCHESTER.—A verdict of " Aocidental death," due to electric 
shock, was given by a Manchester Coroner's jury, on Friday last, 
after investigating the circumstances of the death (which took 
place the previous day) of Edward Sidney Wigglesworth (19), an 
apprenticed electrician to the British Westinghouse Co., Ltd., at 
Trafford Park. Daceased had been employed in the works for four 
years, and in the testing-room for about six monthe. Another 
electrician, who was with him, said that on looking round he saw 
Wigglesworth in a state of collapse. He was apparently holding a 
live wire attached to the transformer ; the voltage would be about 
440. 

Mr. Fraser, assistant superintendent of the electrical department, 
said that the cables were so insulated that they could be rafely 
handled, provided a man kept clear of the obviously bare metal. 
The floor was also an insulator. On behalf of the company, Dr. 
Eastham, barrister, expressed regret at the accident, and sympathy 
with the relatives of the deceased. 


OUR PERSONAL COLUMN. 


The Editors wnvite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their moremenli. 


Central Station Officials.—On relinquishing the post of 
station superintendent at the Battersea electricity works, to take up 
the position of generating engineer at the Reading Electricity 
Supply Co.'s works, MR. ALEXANDER WHITIE was presented by 
the staff with a silver-mounted crystal salad bowl and servers. In 
the absence of the chief engineer, Mr. Н. Е, J. Thompson, the chief 
assistant engineer, made the presentation. Mr. Whitie was also 
presented with an easy-chair from the workmen, and several other 
small presents from individual members of the staff. 

The Rochdale Oorporation Electricity Committee last week 
decided to give further extension of leave to MR. C. CLAREMONT 
ATCHISON, the electricity works manager, who recently underwent 
an operation, and whose recovery, so far, has not been quite as 
satísfactory as was originally hoped. 

The Hackney Boroogh Council has been recommended to place 
Mz. F. C. GRIMWOOD, sales department foreman, on the staff of 
the Council, at a fixed salary of £130 per annum. 

Мв. W. Н. TUNNICLIFFE has resigned the position of engineer- 
in-charge under the Morley Corporation and is taking up a post in 
the Rotherham Corporation Tramways Department. 


Tramway Officials. —Mr. H. PILLING, manager and 
engineer of the Accrington Corporation tramways, is ofe of the 
four selected candidates for the position of manager of the South- 
ampton tramways. The salary is £400 per annum. Mr. Pilling 
has been with the Accrington Corporation eight yeare. 


General.—Congratulationg to Mr. Duncan WATSON 
upon his election last werk to bean Alderman of the Borough of 
Marylebone, Alderman Duncan Wateon, who is chairman of the 
Electricity Committee, first took his seat in the Council between 
four and five years ago. 

Мв. JOHN McMILLAB, who has for 24 years been with the 
Electric Construction Co., at Bushbury, Wolverhampton, and has 
for 10 years had entire control of the switchgear department, is 
leaving. The staff and employés have presented him with a ocol- 
lection of plate. 

Mr. Е. YouN«, electrician to the municipal tramways at Dover, 
has resigned. 

The Highways Committee of the L .C.C. recommends that Mr. 
G. Н. Hume be appointed chairman, and Мв. J. PRESTIGE vice- 
chairman of that Committee. 

Мк. W. M. Forniss has been appointed by the board of 
directors as manager of the Electric Construction Oo.'s Works, 
Wolverhampton, in succession to the late Mr, William Balloch, 
Mr, Furniss took up his duties as manager as from 17th inst. 
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Obituary.—LIEVr.-Col.. GEO. HOLLINGWORTH, who was 
well known in Lancashire engines riag circles, and the head of the 
firm of Booth & Hollingwor zb, civil and consulting engineers, of 
Manchester, and also consulting engineer and part proprietor of 
the Bredbury Colliery Co., died at his residence, Brinnington Lodge, 
Stockport, on Tuesday, after a fortnight's illness. He was for 
some years cOnnected with the Lanoa:hire Territorials, from which 
he retired recently with the rank of lientenant-colonel. Lieut. -Col, 
Hollingworth was about 60 years of age. 


NEW COMPANIES REGISTERED. 


Manley & Sandy (1915), Ltd. (139,678).— This company 
Was registered on March 17th, with a capital of £1,000 іп i shares, to take 
over the assets of Manley & Sandy, Ltd., in liquidation, to carry on the 
business of cleetrical and mechanical engineers and contractors, suppliers of 
electricity, manufacturers of and dealers in machinery, electric, magnetic, 
. galvanic and other apparatus, ete. The subscribers (with one share each) are: 

G. B. Dobb, 16-18, Knightrider Street, E. C., manufacturer; J. W. Manley, 
Woodbury, New Barnet, Herts., engineer; R. B. Dobb, 2, Stone Buildings, 
Lincoln’ Inn, W. C., solicitor, Private company. Phe number of directors 
is not to be less than two or more than five; the first are G. B. Dobb, J. W. 
Manley sand R. B. Dobb. Qualification. £5. Remuneration (except J. W. 
Manley} £52 each pes annum, Solicitors: White & Dobb, 2, Stone Buildings, 
Lincoln’s Inn, W.C 


Mid-Somerset Electric Supply Co., Ltd. (139,699).—This 


company was registered on March I9th, with a capital of 457,000 in shares, 
to adopt agreements (I) with Christy Bros. & Co., Lid., for construction of 
plant, and (2) with С, & J. Clark, Ltd., for supply of electricity in bulk, to 
tike a trgosfer at cost price of a Provisional Order acquired in the name of 
Christy Bros. & Co., Ltd., and to carry on the business indicated bv the title. 
The subscribers (with one share each) are: F. Christy, 53, Broomfield Road, 
Chelmsford, electrical engineer; H. B. Clark, Netherleigh, Street, Somerset, 
manufactuiec; J. B. Clark, Overleigh House, Street, Somerset, shoe 
manufacturer; J. С. Morland, The Orchard, Street, Somerset, skin rug manu- 
facturer; J. Pursev, 172, Hgh Street, Street, Somerset, 
Voake, 98, High Street, Street, Somerset, butcher; J. E. Ward, Bowling 
Green, Street, Somerset, mill manager. Minimum cash subscription, 2,000 
shares. The number of directors is not to be less than three or more than 
seven; the first are F. Christy, Н. B. Clark, J. B. Clark, J. €. Morland, J. 
Pursey, F. W. Voake and J. E. Ward. Qualification, 50 shares. Remunera- 
tien as fixed by the company. Solicitors: Duffield & Son, Chelmsford. 


Tungsten, Ltd. (139,665).—This company was registered 
on March 16th, with a capital of £30,000 in shares, to carry on the 
business of extractors, producers, retiners and manufacturers. of tungsten, 
dealers in wolfram and tungsten and their products, metal workers, electrical 
engineers, cleetric lamp makers, ete, and to adopt an agreement with the 
National Industrial Syndicate, Ltd... F. W. Warburton, W. W. Crawford, Р, 
Richardson and S. Clarke, The „ consideration is 20.000 in shares, 
to be allotted as to 10,000 to the National Industrial Syndicate, I. td. (vendors), 
as to 5,000 to. P. Richardson, and as to 5.00% to S. Clarke. The shares are 
te be alloted to P, Richardson. and S. Clarke by request of the vendors as 
consideration. for Services rendered and for underwriting. The subscribers 
(with one share each) are: A. W. Bellman, 336, Liverpool Road, Highbury, 
Na law clerk; R. W. Eades, 91, Shelley Avenue, Manor Park, Essex, clerk. 
Private company. The number of directors is not to be less than two or 
more than fivc; the first are Р, Ric hardson, S. Clarke and F. W. Warburton. 
Qualification. 2290. shares. Remuneration, £200 cach рег annum and £710) 
extra for the chairman, with any a remuneration voted by the company. 
Solicitors > Kenneth Brown, Baker, Baker & Co., Lennox House, Norfolk 
“тесе, W.C. 


Seear, Scott & Co., Ltd. (139,663).—This company was 
registered on March Ith, with a capital of LUA in gE shares (200. 7 per 
cont. pref), to carry on the business of railway, motor, cele, mechanical, 
electrical, experimental and general enpineers and manufacture TS, 
makers, ete. The subscribers (with one share each) are: E. C Scar. 16-17, 
Devonshire Square, E.C., electrical engineer; J. Scott, 51a, St. Peter's Street, 
гох оп, engineer. Private company, The number of directors is to be twas 
the fest are E. C. Seear and J. Scott (provisional directors). Solicitor: W. 
Drake, 45, Chancery Lane, W.C 


Newton Brothers (Derby), Ltd. (139,711).— This company 
was registered оп March 20h, with a capital of 231.000 in A shares (1.000 
«тріо, to take over the business carried on at Alfreton) Road, Beardsall, 
and at Derby, as“ Newton Brothers,” “to e. (тту on the business. of electrical 
and mechanical engineers, manufacturers. and workers. of and dealers” in 
eboetricity, motive power and light, manufacturers of and dealers in electric 
lighting and power plants, dvnamos, motors, cranes, pumps, motor vehicles, 
tek graphs, telephones; phonographs. accumulators, lamps and other apparatus, 
for nders; metal workers, tool makers, dealers in hardware, etc., and to aces pt 
a proposal in writing made by C. А, Newton, R. Newton and H. Newton, 
The subscribers (with ene share each) are: C. А, Newton, Midland Hotel, 
Derby, electrical engineer; R. Newton, ЗІ, Hartington Street, Derby, clec- 
trical engineer, Private company. The number of directors is not to be less 
than two or more than six; the first are C. A. Newton, R. Newton and Н. 
Newton (all permanent), Quodifteation 50. Remuneration as fixed be the 
company. Seeretary : E. А. Swindall. Registered office: 21, Market Place, 


Derby. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Electric Reduction Co., Ltd.—. memorandum of satis- 
faction in ful! on February Oth, 1915, of debentures dated June 23th, 1903, 
securing 42.000, has been filed. 


Brilliant Arc Lamp & Engineering Co., Ltd.—Issue on 


February 27th, 1913. of £50 debentures, part of a series of which Particulars 
have already been filed. 

Flexible Wheels, Ltd.—Mortgage on book debts dated 
Moreh lach. 1915, to secure £250, Holders A. Whiteley, 33, Reed. Pond 


Wath. Gidea Park, an] S. W. Woolner, Temple Chambers, ELC, 


Carville Site & Power Co., Ltd.—Particulars of £140,000 
debentures, created December 21-1, 1914, and. secured bv trust. deed dated 
February 26th, 1915, tiled pursuant. to Section 983 :3) of the € ompanies! (Con- 


soldaton) Act, 1908, the amount ef the present issue being 4 10,000. Property 
charged: The company's undertaking and property, present and future, 
including uncalled capital and frechald land at Carville, Northumberland, 
Trustees : Phoenix Assurance Co., Ltd., 19, Lombard Street, Е.С, 


auctioneer; F. W. 


model- ` 


. 


County of Dorset Electric Supply Co., Ltd.—Particulars 
of £16,000 debentures, created by resolutions of February 24th and December 
28th. 1914, filed pursuant to Section 93 (3) of the Companies’ (Consolidation) 
Act, 1908, the amount of the present issue being £3,000, Property charged: 
The company's undertaking and property, present and future, including capital 
(if any). No trustees. 


90 Electric Supply Co., Ltd. 136, 457).—Capital, 
£100,000 in 0 shares. Return dated March 10th, 1915. 9.909 shares taken 
up, £9 per a. called up, K. INI paid. Mortgages and charges: £41,000 
( 30,000 debentures and I. 000 loan irom bankers). 


St. James' and Pall Mall Electric Light Co., Ltd. (26,015). 
—Capital 300.000 in 20,000 pref. and 40.000 ord. shares of C5 cach. Return 
dated March 2nd, 1915. All shares taken up. 4:5 per share called up on 
20.000 pref. and 39,650 ord.; £/298,200 paid; £1,750 considered as paid оп 350 
shares, Mortgages and charges : £150,000 34 per cent. debenture stock and 
4 236.729. 4 рег cent. guaranteed debenture stock of the Central Electric 
Supply Co., Ltd., being half of the total loan capital. 


India Rubber, Gutta Percha & Telegraph Works Co., Ltd. 
(1,122C).—Capital £812,000 in 50,000 ord., 25.000 pref., and 6,200 unissued 
shares of £10 each. Return. dated January 5th, 1915. 50,000 ord and 25,000 


pref. shares taken up; £790,000 paid. Mortgages and charges: £400,000. 
Auckland Electric Tramways Co., Ltd. (61,199).—Capital 
£600,000 in МЛ shares (150,000 pre Return dated November 5th, 1914. 


All shares taken u Cl per share ME up; £589,100 paid, £14,900 con- 
sidered as paid. А ortas and charges, 45,406,327. 


Westminster Electric Supply Corporation, Ltd. (27,061). 
—Capital £2.000,000 in £3 shares (200,000 ord. and 200,000 4j рег cent. 
cum. pref). Return dated Магер 10th, 1915. 110.000 ord. and 110,000 pref, 
shares taken up. 459 per share called up; 61,100,000 paid. Mortgages and 
charges, 4:250,000. 


CITY NOTES. 


London United Tramways, Ltd. 


Tue directors report that the operation of the undertaking 
during 1914 resulted in gross receipts amounting to £327,671. 
After adding the balance brought forward from 1913, "апа 
deducting all expenses chargeable to revenue, including an 
appropriation of £12.500 to reserve for reconstruction and 
renewals, there remains £8,142. The dividend on the prefer- 
ence shares at the rate of one-half per cent. per annum (paid 
in July last) absorbed £6,250, leaving £1,892 to be carried 
forward. The traffic receipts amounted to £316,838, a de- 
crease of £11, 768 due to war conditions. Owing to the number 
of employés who, as Reservists, were recalled to the colours, 
it was found necessary to reduce the services, and further 
reduction had subsequently to be made owing to the enlist- 
ment of employés in the new armies. 381 men are serving 
with the Forces, equivalent to about 24 per cent. of the entire 
staff. During the year a considerable length of track has 
been reconstructed, and £29,439 has been charged to the 
reserve for reconstruction and renewals, 
TRAFFIC SUMMARY. 


1913. 1914. 
53.5 Mileage open . sis TT is . 53.5 
62.645.125 Passengers carried |... - ЕА — e. 61.433.783 
9.407.226 Car miles run vds 298 .. 8,996,491 
к 50d. Average receipts per car nue .. 22 in 5.474. 
1.264. Average receipts per d ous 1.174. 
38 Cars in stock Р е 580 - 338 


Annual meeting: March 26th. 
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Wemyss and District Tramways Co., Ltd.—Presiding 
at the annual meeting in Edinburgh, Mr. George Balfour said 


. that the receipts for 1914 showed a decrease of about £1,000, 


due entirely to the effect of the war on the districte through which 
the compsny’s lines run. Notwithstanding the reduction in gross 
receipts, the net balance carried to the net profit and loss account 
was £6,819, only £745 less than a year ago, owing to economies in 
operating and general reduction in expenses. Taking all the cir- 
cumstances into consideration, he thought the shareholders were to 
be congratulated on the result, During the year the doubling of 
the track, with a view to expediting the service from Leven to 
Kirkcaldy, was completed on a considerable portion of the system, 
and there was no doubt that this had materially improved the 
value of the property. 


South Metropolitan Electric Tramways and 
Lighting Co., Ltd.—The revenue for 1914 amounted to 265.321. 
The available balance is £16,721, and the directors propose to place 
£4,500 to reserve, against £5,000, to pay a dividend at the rate of 
6 per cent. per annum on the preference shares for the year, 1913, 
and to pay on account of preference dividend for 1911 at the rate 
of 1 per cent., carrying forward £351. 


Stock Exchange Notice. — The Committee diss ap- 


pointed Wednesday, April 14th, a special settling day in— 


Genera! Electrio Oo., Ltd.— Further issue of 10,000 ordinary shares of £10 
each, fully paid, Nos. 40,001 to 50,000; and 30,0006 per cent. cumulative pre- 
ference shares of £10 each, fully paid, Nos. 40,001 to 70,000. 


The preference shares mentioned are to be officially quoted. 


Reduction of Capital—TorNers & MANVILLE, 
LTD., AND REDUCED.—A petition for confirming the reduction of 
the capital from £50,000 to £39,994 is to be heard on March 30th. 


Robey & Co., Ltd.—Dividends of 4 per cent., free of 
income-tax, on the ordinary and preference shares for the year are 
recommended, 


Winnipeg Electric Railway Со. А dividend of 
24 per cent, for the quarter ending the 31st inst. is announced, 


Li 
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Metropolitan Electric Tramways, Ltd. 


THE revenue for 1914 amounted to £531,587. After adding the 
balance brought forward from 1913, and deducting all ex- 
penses chargeable to revenue, there remains an available 
balance of £47,605. There is to be placed to reserve account 
£12,000, dividend on the preference shares absorbs £25,000, 
dividend on the ordinary shares at the rate of 2 per cent. 
£9,487, and there is to be carried forward £1,118. 47.880 
44 per cent. debenture stock and £3,950 5 per cent. debenture 
stock has been bought and cancelled during the year. The 
traffic receipts amounted to £467,415, a decrease of £8,511 due 
to war conditions. Owing to the number of employés who, 
as Reservists, were recalled to the Colours, it was found neces- 
вагу to reduce the services in August last. Further reduc- 
tions had subsequently to be made owing to the enlistment of 
employés in the new armies. 484 employés, equivalent to 
about 25 per cent. of the total staff, are serving in the Army 
or Navy. : 

The through running arrangements with the I. C. C. were extended in 
September last to the company's Great North Road route, through services 
being operated from Barnet and North Finchley via Highgate to the Euston and 
Mocrgate termini of the County Council's tramway system, and thereupon the 
annual payment of 42.500 made by the company to the L. C. C. in respect of 
the Archway Road tramway automatically ceased. 

The County of Hertford Light Railways (Watford and Bushey Ahandon- 
ment) Order, which was promoted by the Hertfordshire County Council in 
pursuance of the agreement with the company referred to in the last. report, 
was confirmed by the Board of Trade in February last. 

The business of the North Metropolitan Electrice Power 
Supply Co., in spite of the decrease in the number of units 
supplied for traction purposes during the last five months of 
the year, has been satisfactorily maintained; the total number 
of units sold during 1914 amounted to 36,869,118. an increase 
of approximately 7 per cent. over the figures for the preceding 
year. Mr. George Richardson has resigned his seat on the 
board on account of ill-health. Mr. E. Garcke offers himself 
for re-election. | 
TRAFFIC SUMMARY. 


1913. 1914. 
56.250 Mileage open Р ces T ses as 56.230 
94 426.011 Passengers carrie)... ae ЭУ 2o e. 9.3. 325. 170 
12.255.429 Car miles run 23 2 sss vi . . 11,479,592 
9.310. Ave-uge receipts per car mile ,.. seis re 8 774. 
1.204. Averap^ receipts per passenger .., - sus 1.204. 
313 Cars in stock sida б e dus 312 


Annual meeting: March 26th. 
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London and Suburban Traction Co., Ltd. 


THE revenue for 1914, consisting alinost entirely of dividends 
and interest upon investments in and loans to the subsidiary 
companies, amounted to £118,580, as compared with £105,371. 
After deducting all expenses chargeable to revenue, including 
interest upon debenture stocks and loans and making provi- 
sion for the sinking fund charges upon the 5 per cent. deben- 
ture stock, there remains 483.627, making, with £5,597 
brought forward, £92,224 available for dividends. Out of this 
there has already been paid the full dividend on the 5 per 
cent. cuin. pref, shares and an interim dividend at the rate of 
1 per cent. per annum on the ordinary shares for the half- 
year ended June 30th last, leaving £2.550 to carry forward. 


In July last the directors felt justified, in view of the improv- - 


ing results then shown by the subsidiary companies, in 
declaring an interim dividend at the rate of 1 per cent: per 
annum upon the ordinary shares for the half-year ended June 
Ath last, and they had at that time no reason to believe that 
this rate of dividend could not be maintained for the whole 
year. The war has had an adverse effect upon the tramway 


receipts, with the result that the revenue received by the com-- 


pany for the year as a whole does not admit of the payment 
of any further dividend on the ordinary shares. In March 
last £350,000 5 per cent. " A" debenture stock, secured (inter 
alia) upon а like amount of unissued 4} per cent. first mart- 
gage debenture stock was created and sold. Additional shares 
in the Metropolitan Electric Tramways. Ltd., and the London 
United Tramways, Ltd., have been acquired in pursuance of 
the scheme of consolidation referred to in the last report, and 
the following capital of the company has been issued as fully 
paid :—43.250 in 44 per cent. first mort. deb. stock, £10,833 
in 5 per cent, cuin. pref. shares, £5,237 in ordinary shares. 


Windsor Electrical Installation Co., Ltd. 


THE capital expenditure during 1914 amounted to £933, bring- 
Inv the total up to £04,166. The profit (including £408 
brought forward) was £6451, from which the following sums 
are deducted :—Debenture and other interest £701, dividend 
on 5 per cent. preference shares £1,056, depreciation, renewal 
and reserve fund £2,000. directors’ fees £350, leaving 42.314. 
Out of this a dividend of 4 per cent.. less income tax, is re- 
commended on the ordinary shares, and. £468 is to be carried 
forward. The absence of the Court from Windeor, and the 


precautionary measures taken by the Home Office in restricting. 


the lighting in the area. have adversely affected the revenue. 


During the wear new lamps were connected equivalent to 


SST of Ser. making the total 26,603 lamps. The board 
regret the death of their colleagne, Mr. Edward Riley, but 
they do not propose to fill the vacancy. 


Slough and Datchet Electric Supply Co., Ltd. 


THE capital expenditure during 1914 was £2,727, bringing the 
total up to £67,073. The new expenditure chiefly represents 
the provision of a new feeder cable from the works to Slough, 
to meet the prowing demand for electricity. The equivalent 
of 1,227 additional lamps of 8. b. have been connected. 

Lamps and motors 


Year, . А connected, Units sold. Revenue. 
1912 ZR 28 а we а 25,914 ...... 819.7433 8.546 
1913 e -— T Pes ses 27.60 842.389... B. 900 
1911 8 28. 8577 531,803 ...... 458.956 


The revenue would Lave shown a considerable increase but 
for the war regulations put into force by the Government 
restricting the lighting over the whole area. The total net 
profit available for distribution is £4,830. £1,350 is to be 
allocated. to depreciation and reserve, bringing it up to £8,620, 
and a dividend of 5 per cent. per annum, less income tax, is 
recommended, £427 being carried forward. 


2 E ~ 


Altrincham Electric Supply, Ltd.—Mr. C. J. Ford, 
presiding at the annual meeting, held on 9th inst., said that they 
had spent £981 on new transformers, and that expenditure had 
had the effect of largely reducing the quantity of current 
unaccounted for, which was now 18 per cent. of the total 
generated, against 47 per cent. in 1910. When the remainder of 
the old transformers were renewed, there would be a still larger 
saving. A satisfactory increase in the demand for power might be 
expected in the near future; but for the insufficiency of labour 
preventing night work, the demand from such of the factories 
would have been larger. Lighting loads were affected by hovse- 
holders’ economies. Last year they spent £5,300 on capital account, 
and this year they would have to spend £7,000, mainly for new 
generating plant. The sole reason for their applying for a new 
prov. order was to enable them to remodel the capital of the coom- 
pany, as that could not be achieved by any other means. The 
report was adopted. 


Minehead Electric Supply Co., Ltd.—The directors 
report that in spite of the fact that the season in Minehead was 
very adversely affected by the war, a further expansion of business 
occurred during 1914, the total units sold amounting to 224,626. as 
compared with 212,969 for the previous year. Certain economies 
in working have been effected—the works costs now standing at 
the low figure of 79d. per unit sold—an exceptionally low coet for 
a station of this size, During the year the plant has been well 
maintained and a number of new consumers have been connect d, 
The profit on trading, after payment of interest on debenturer, &., 
amounts to £1,967, plus £21 brought forward, less income-tsx 
£63 and a year's dividend on the preference shares £450, leaving 
£1,175. A dividend of 81 per cent. per annum on the ordinary 
shares (less. tax) requires £216; bonuses to managing director and 
manager and secretary £115 ; there is to be put to depreciation and 
reserve fund (making eame into £4,000) £1,000; leaving to сапу 
forward £145. The directors record the death of Mr. E. Culver- 
well, a director. 


Carmarthen Electric Supply Co., Utd.—Mr. W. A. 
Sshultz presided at the annual meeting held recently. The report 


submitted showed a profit of £1,293, after providing for all work- 


ing charges. A dividend of 5 per cent. for the year on the ordinary 
shares was recommended. The consumers numbered 444, as com- 
pared with 374 in 1913, and they were still increasing. The chair- 
man said that the company was in a thoroughly satisfactory 
position, and though they would be justified in raising the price of 
electricity. they would not do so unless they were compelled. Mr. 
Blagdon Richards, who seconded, complimented the manager (Mr. 
H. H. Arthur), and said that if perchance they lost the publio 
lighting, they would still be able to pay the same dividends as in 
the past. Sixteen new consumers had been secured since the 
beginning of the year. They had come to the end of necessary 
capital expenditure. 


Barton Electrie Light Supply Co., Ltd, —The annual 


meeting was held recently, and Mr. F. Hopper, the chairman, 
referred to the satisfactory profit of the year. The number of con- 
sumers had increased by over 60 per cent., and there was every 
prospect of а continuance of such increase. There was an un- 
abated demand for light and power, and with the attention to 
detail which the directors were giving, there was an excellent 
prospect that given ordinary conditions the accounts would show 
better and better each year in the future. Mr. L. Oollison, in 
seconding, pointed out that the capital of the company compsred 
most favourably with that of other companies in similar places. 
He felt sure that the shareholders would very soon look upon their 
holdings as a safe, remunerative and appreciating investment. 


Liverpool District Lighting Co., Ltd.—During 1914 
there was satisfactory progress, 5,733 lamps having been connected. 
535,526 unite were sold, compared with 501,247 for 1913. The new 
steam engine and dynamo, in use since May last, have materially 
assisted in producing the extra profite, The directors do not 
anticipate any serious expenditure on capital account this year. 
After paying 4 per cent. for the year, £728 is to be carried 
forward. = 


Arbroath Electric Light and Power Co., Ltd.—The 
annual report shows a profit for the year amounting to £1,499. 
The balance in hand amounts to £1,037, which is to be carried 
forward to next year. The number of consumers із steadily 
increasing 
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Urban Electric Supply Co., Ltd. 


THE gross profits for 1914 amount to £68,962, as compared 
with £64,895 a year ago, and after deducting the expenses 
shown in the profit and loss account, a balance of £65,666 is 
carried down to net profit and loss account. In the latter 
account the amounte required for interest and debenture stock 
redemption absorb £43,283, leaving an available balance, in- 
cluding £1,021 brought forward, of £23,404, which the direc- 
tors recommend should be appie. ив follows :—To dividend of 
5 per cent. for the year on the preference shares £12,500, to 
reserve for depreciation £10,904. The following table shows 
profits and the equivalent in 33 watt lamps connected at 318 
December of each year :— - 


Lamps. Profits. | 

1912. 1918. ,1914., 1912. 1913. 1914. 

Hawick ʻi "m vd .. 70,251 76,964 52,005 £4,788 £4,952 £5,603 
Stamford 9 ага ке .. 84,515 40,261 44,985 1,529 2,04 2.851 
M erbridge and Walton .. .. 71,869 78,7295 86,545 5,9068 5,881 6,981 
Godalming .. ast л .. 85,518 87,759 40,968 8,416 8,443 8,040 
Toi kenia and district . . 129,466 146,462 167,492 11,012 19,129 12,198 

ou ег ee oe ae 


25,274 26,599 27,308 2,410 mn 1,821 


ICH (A7) 146,964 179,088 199,877) ТВ 5 
- | „\ 6286 ILTS 1706 


Newton Abbot " 22,761 24,950 28,047 3,003 2, 2,549 
rantham . ; 42,902 46.235 8,182 8,182 5, 
Glosso 88,125 385,129 86,390 898 9,651 . 8,018 
Berwic . . 33 24,968 20,721 1,615 1,728 1, 
Caterham T 18,126 19,916 21,079 1,927 2,074 1, 


Newbury . ..  .. ce os 24,936 96,98 98,224 LETS 4,748 9,506 
Totals .. bs 


For the previous year the available balance was £23,021, 
aut of which £12,000 was put to reserve for depreciation, 4 
per cent. on the preference shares absorbed £10,000, and £1,021 
was carried forward. The balance of the 5 per cent. dividend 
was then satisfied by funded dividend certificates. i 

Annual meeting: March 3lst. | 
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W. T. Henley's Telegraph works, Ltd. 


Mr. SYDNEY GEDGE presided on Friday at the annual meeting 
held at the offices, 13 and 14, Blomfield Street, E. C. He first 
referred to the death. of Mr. Е. Newton, at the age of 80, 
who up till last year had been.a director of the company 
since its commencement. ‘The directors had made their annual 
Visit to the works at Greenwich and Gravesend, and every visit 
only showed what great unprovewents were being made. By 
extensions and rearrangement their Greenwich works were 
becoming ae convenient as the area of the site would allow. 
At Gravesend they. had a fine area and were gradually using 
up that area by erecting works for the carrying on of the 
growing business of the company. They had to a certain 
extent suffered a loss of business by the war in two ways. 
First, many of those who supported golf and bought the com- 
pany's balle were fighting at the front, with the result that 
the orders for golf balls had alinost entirely ceased. They 
had, however, been able to employ the women engaged on 
their manufacture on other things in the works. Otherwise 
it might be said that the effect of the war on their trade had 
not been -very great. No doubt they had lost some orders, 
but, on the whole, the orders they obtained from the Govern- 
ment on account of the war perhaps rather more than com- 
pensated them for other losses. Of course, these orders caused 
great anxiety, but he hoped it would never be said that 
Henley's works turned out anything which was not as per- 
fectly made ae it was possible to make it. When they came 
to manufacture that was a different thing. Manufacture had 
become more difficult and expensive. еу had had higher 
prices and increased wages, and also what, perhaps, ought to 
be mentioned first, the loss of men foing to the Army. They 
regretted this and rejoiced at it. ey rejoiced that out of 
their staff 333 men had gone to the front and they had only 
heard of three deaths so far. They bad suffered in respect 
of these men going, but it had not prevented them going on 
with certain necessary extensions, although owing to the high 

rices they were following the old motto and making haste 

у going slowly. While they were endeavouring to keep pace 
with their actual wants, they were not doing more than was 
really necessary at the present time whilst the high prices 
remained. As to the accounts, there was an increase in every 
important item. The trade profits were £6,000 or £7,000, 
which was & few thousand more than the year before. 'The 
other day he took out the figures for the last ten years and 
divided them in three-year periods, and found that in each 
succeeding three years there had been a steady increase. In 
each year they had been able to pay the same or greater 
dividends and put an increasing sum to reserve, with the 
result that they had a reserve account of no less than 
£215.000, whilst to that they were adding £20,000 this year, 
making a reserve account of £235,000, which on an ordinary 
capital of £200,000 might be considered to be most satisfactory. 
With regard to their investments in consols and other trustee 
securities, last year they reserved £15,003 against that eum, 
and thue these investments, which cost them £97,097, stood 
at £81,493. "They did not think it necessary to reserve any- 
thing more this year against these securities. With regard 
to the profit and loss account. they had put by for deprecia- 
tion of machinery £16,700, which was rather more than last 


t 


year, and they were able to carry to the general account 
£90,125, which was about £400 or £500 less than last year, 
and they were able to pay a dividend of 15 per cent. and a 
bonus of 5 per cent. me of them would regret that they 
were not declaring the dividend free of income tax, but they 
thought it better to make the change now than wait until the 
tax was increased, as it was bound to be. The Chairman 
next referred to the provision made for the dependente of the 
men who had joined the colours. At present it was costing 
them £3,000 a year, but i$ might be heavier, and they had set 
aside a special reserve of £10,000. When the war was over 
if it was not used it could then be dealt with. He was assured 
by the managers of the works that uins the 1 the work 
had been done well, quietly and contentedly. They had been 
going into the question of the rise in the cost of living, and 
had made an arrangement with which he believed the work- 
men would be satisfied. They had also been considering the 
establishment of & pension scheme, but that had been t- 
poned in consequence of the war. In conclusion, the Chair- 
man dealt at length with the war and gave hie reasons for 
rad. that it would last at least another year. 

Mr. G. Surron (Managing Director), in seconding the 
motion, said that 1913 was the best trading year in the com- 
pany's history, and at the last meeting he told them that 
they went forward with the promise that in 1914 the resulta 
would exceed the year 1913. y had reason for thinking so, 
for they had several large contracts on their books: at that 
time, the market. prices for raw materials were steady, and 
the trade of the country generally was good. They had made 
a reputation for golf balls which had resulted in э consider- 
able industry outside electric cables. When it came to the 
war all these things were upset.. The large contracts were 
partially closed down; they had to go slowly at the request 
of their customers; market- prices were anyhow; and it be- 
came а difficulty to get materials at all. The golf ball trade 
collapsed, although they made & good profit on their epring 
trade. But, notwithstanding all this, the profits of the com- 
pany were greater than in the previous year and, what was 


` рне even more satisfactory, the turnover of the company 
a 


d been larger in 1914 than it had ever been before. But 
neither the turnover nor the profits had been increased by war 
material. They supplied large quantities of goods for the 
Admiralty and the War Department, and orders had been 
mors numerous during the five months ending December 
than was usual, but the ordinary work which had been dis- 

laced was greater than the amount of work they had done 
or the Government. He wanted to make it quite clear that 
they were not making large profits out of war materials and 
that the incidence of the war had put back their profit. What 
1915 was going to be he could not say. They were busy with 
war material, but the work done for the War Department 
necessitated new machinery. The War Department had 
bought practically nothing from them since the Boer war, 
and now to supply the department they had to install new . 
machinery. At the end of the war that machinery could only 
be partially employed, and the cost of it would go. to swell 
the depreciation they would have to write off. So far as the 
Admiralty was concerned that did not apply, for they had 
always done work for them; but there again it had to be 
remembered that by the extraordinary pressure being put on 
them to turn out work quickly, the future, toacertain extent, 
was being mortgaged. e shareholders might ask why they 
did not charge prices which would cover the eventuality of 
scrapping the machinery. Rightly or wrongly, that was not 
the view the management took of their responsibility with 
regard to supplying the Government. They took the risk of 
how much use the machinery was going to be put to. The 
war might last six months or six years, and if it lasted for six 
years the шише would be employed during the period 
and written off by depreciation. Therefore, the lass on depre- 
ciation would be greater according to the shortness of the 
war. He might tell them that at the outbreak of the war 
they wrote to the Admiralty and placed at their disposal the 
works of the company. They placed the works at their dis- 
posal for anything they might require, and said that with 
regard to payment they were prepared .to leave the percentage 
of profit entirely to the Government Department. They, 
therefore, could not be put amongst those contractors who 
were said to be making a large sum of money from the coun- 
try. With regard to the £10,000 special reserve which the 
Chairman had referred to, he could see that the cost to the. 
company would be more than £10,000, for the bonus which 
had been given to the workpeople in consequence of the rise 
in the cost of food would cost them £8.000 or £9,000 & vear. 
Their ordinary foreign bueiness had grown owing to the war, 
and they were doing a great deal of work which used to be 
done in Germany. Although they were doing thie work, the 
Government would not allow them to transport the work to 
its destination so freely as he thought they ought to. They 
had no difficulty in regard to some countries, but in the case 
of Holland they had great difficulty. They had shipments 
for Holland which had been waiting for two montbs, and 
unless by next week they got permission to send them they 
would have to stop doing trade with Holland, because it was 
not policy to manufacture special lines of goods and keep 
them in stock. He was not complaining of the action of the 
Government, for perhaps they knew better than he did, but 
he did know that none of their goods were going to an enemy 
country. They had spent a large sum of money in the exten- 
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sion of their works, and the shareholders were getting it back 
i the way of increased profits. - They had now double the 
number of buildings that they had originally at Gravesend. 
They, Were now spending £5,000 in building a large dining- 
hall for their workpeople there, and it would show no return 
except that return, which they could not estimate, from the 
comfort to their workpeople. They were making a large 
extension ef the tyre factory. That branch was only started 
comninereially in October, 1013, and within six months they: 
decided to extend the buildings, 
200 per cent. , Certainly 


their tyre business had 
successful. 


been ver У 


ot inotor tyre construction. "hey. had now passed plans for 
a further extension of the tyre factory which would enable 
them to make solid tyres for commercial vehicles. So far as 
they could judge from the two or three months which had 
elapsed, the current year ought to be a good one. They had 
on hand several of the large contracts he had spoken of; and 
with good progress with the war they hoped they would be 
allowed to proceed at a normal rate with those contracts, and 
they would help to swell’ the profits for 1915. The actual 
business which was being carried from 1914. to 1915 was 
larger than he had ever known it. If they were to execute 
the orders on the books and did not take another order this 
year they could pay the shareholders a dividend at the end 
of the. усаг. He did not think they could have anything more 
satisfactory than that as regarded the state of the business. 

The resolution was passed without discussion, | 

Mr. DRYSDALE proposed a vote of thanks to the board and: 
the staff, and remarked that Mr. Sutton always medestly 
reframed from using the personal pronoun “1” It was 
always a сахо of “we” with him, and he (the speaker) did 
not think he tesk enouzh eredit to hinsetk. 

Major MosstLL seconded the motion and it was carried. 


- 


British Electric Transformer Co., Ltd. 


Mr. А. F. Berry tock the chair at 
Friday at the annual meeting. Before commencing the ordin- 
ary business, the CHAIRMAN alluded feelinely to the loss sus- 
tuned by the company by the death of Mr. J. P. Albright, 
the late chairman, and the shareholders signitied their con- 
currence in а vote of condolence with the family by standing 
in silence. In moving the adoption of the report the CHAIR- 
MAN said sundry creditors were increased by £2,000, but m 
View of the stock they had this was not a large figure. They 
had followed their usual practice of paving up promptly and 
obtaining all the cash discounts possible, but in order to do 
this they had had to borrow £6,000 from the bank. Deprecia- 
tion reserve had been increased by £1.500, and they were 
suggesting the transference of a further £1.500 this year 

Which would bring up the total to £10.50. They also recom- 
mended adding another £5,000 to the reserve, bringing the 
total up to 431.823. They would. probably remember that 
this reserve Was intended in the first instance as а reserve 
weaimst their investinents, some of which had considerably 
depreciated in value. During the year one of the companies 
in Which they held an interest went into liquidation, and 
they had written the asset out of the books and deducted it 
from the reserve account. With regard. to the credit side of. 
the balance sheet. they had allowed eertain Continental 
patents to lapse. Their useful purpose had been served, and 
owing to the war they felt it was the right thing to do. The 
difference between the cost ef these patents and the cost of 
new patents taken out had been deducted from the figure at 
Which patents and goodwill stood, and left that item at 
461.570 as against 465.05 last vear. “The investments stood 
at 42.6% and were now practically of that value; so that the 
whole of their reserve account of £31,831. could if necessary 
be set against this item of patents and goodwill, The addi- 
tion of LOIS to freehold land. plant. ete.. was principally 
due to the plant and dinehinery purchased for the equipment 
of the last bay erected at Haves, and had been necessary 
to cope with the additional business they hal been doing, 

Stock and materials showed an inerease of £25000 апа stood 
at £65,553. The increase was nearly all due to the railway 
and other contracts held up by reason of the outbreak of war, 
and since the end of the year the figure had beet mich 
reduced. Sundry debtors were about £9,000 more than last 
Near and were all considered wood, Ty to that Worning 
493.000 had been received of the £45,688 standing in the 
accounts, The pavinent of the ordinary dividend was very 
carefully considered by the beard. and. having regard to all 
the circumstances, they recommended a dividend of 71 per 
cent. [t was with regret that they departed from the 10 per 
eent, they had paid for the last three years; but in view of the 
dislocation of trade and the fact that they thought it prudent 
to carrv forward £3477, he thought shareholders would agree 
that 7A per cent. was a good dividend, . The Chairman ex- 
plained at considerable length the reasons for the decrease 
of profit. In the first place the business felt the shock that 
civilisation as а whole felt at the outbreak of war... Then 
although the suppliers of material had done: their best to 
assist) them, 
had affected the economical working of the factory. 
SO per cent. of their men between 13 and 38 had joined the 
forces, and this made it extremely hard for those left to carry 


Salisbury House, E.C., on 


Which increased the output | 


The good fortune whieh had followed. the com- 
pany in electrical work was following it in this department 


vet the congestion of work which had occurred — 
Then. 


| 
| 
| 


on the work. It was imperative that the works at Hayes 
should be kept going, for their machines were being largely 
used in the execution of Government contracts. They had 
trained and were training men to take the places of those 
who had left them, but, of course, it meant loss which could 
not be avoided. He had no doubt that the cost of educating 
these new men would come back ‘to them in future years, 
but during 1914 it meant a reduction in output, and the profit 
Was quite seriously affected. They had also had to set other 
work aside for Government work, and this was not conducive 
to economical manufacture. In August, September and 
October the works were badly upset by these and other 
causes, but in the last two months of the years things became 
more norinal, although they were not now normal. Although 
there was a considerable difference this year, he was ot 
opinion that the buik of the difference in profit between last 
усаг and the previous year’s working would be made up in 
the present and future years. As to the future, in the first 
place it might be asstuned that iimnediately after the war 
the engineering section would be the busiest in the world. 
There would be repairs to the damaged districts and also the 
shifting of the centres of industry due to changes of the map. 
They would find that greatly increased activity prevailed in 
England after the war of 1570, and he thought it would take 
more than five years to repair the damage which was now 
being done. In this connection they bad particularly to 
remember that electrical energy was superseding all other 
forms in domestic and industrial life. There. was a natural 
tendency for factories to put in more and more electrical 
machinery; and, then, the trade which should be taken from 
German hands, not only in this country. but in the Colonies 
and abroad, ought to put a bigger strain on the producing 
people of this island. All these things seemed to indicate 
that they would find their productive powers taxed very 
heavily for many vears to come in spite of the fact that dear 
money at the end of the war would possibly curtail the spend- 
ing powers of certain countries with whom they did a good 
deal of trade. As to the situation аё present, they had more 
unexecuted orders on hand than ever before. During January 
and February, and up to date in March, the orders they had 
received exceeded those for the corresponding period of last 
year by something over 50 per cent. The new men were 
rapidly gaining somewhat of the etticieney of the men they 
had lost, and they might reasonably look ferward next vear 
to a resumption of results more akin. to those of the previous 
vear than the last. They hoped one result of the war would 
be to increase the number of orders thev received from the 
Colonies; already that was the case, although this was a 
business. which, for financial reasons, one had to proceed 
with cautiously. In spite of the war their Tricity cooker 
business for 1914. compared favourably with 1913, and some 
% equipments had been ordered. from them for warships. 
lElecetrieity House also; in which they had an interest, was 
doing more business this year than last. 

Mr, Te Комі seconded the motion and. the 


report was 
adopted. 


Brush Electrical Engineering Co.. Ltd. 


Tur directors in their report for the year ended 31st December, 

I514. state that effect has been given in the balance sheet to 
the reduction of capital. The conversion of the preference 
atel ordinary shares forming the issued share capital of the 
company into ordinary stock has also been carried out. Not- 
Withstanding the abnormal conditions prevailing during the 
second half of the year, the improvement in the company’s 
position has been well maintained. А temporary effect of the 
outbreak ef war was to cause a diminution in the volume of 
business, but the position in this respect. has gradually iu- 
proved, and the orders secured since the beginning of this 
vear are above the average. The profit and loss account shows 

that after providing for seneral charges, maintenance of plant 
and buildings, and interest on the company's debenture stocks, 
there remains a balance of £19,110. The directors. recom- 
mend. that £10,000 be placed to à reserve account for depre- 
сапой, that 42.014 be applied in payinent of the further 4 
per cent. to which the holders of the company’s 6 per cent. 
prior lien participating second debenture stock are. entitled 
out of the first net profits available for dividend in any усаг; 
and that £7.005 be earried. forward, Continued. experience 
with the Liungstronmi steam turbine has fully confirmed the 
еги of this invention, and has proved its reliability under 
Service conditions. The directors are of opinion that the 
present and prospective demand for this type of turbine 
justifies the capital expenditure necessary for its More econo- 
nical production on а larger seale, and machine tools: of 
modern. and. improved. designs are on order for this purpose. 
Phe company ts engaged on important contracts for the Ad- 
пану and War Office Departments of H.M. Government, 
including the manufacture of aeroplanes. To meet the outlay 
necessary for these various developments. and also to im- 
prove the сопрат х manufacturing equipment in other 
departments, the directors propose (subject to the consent of 
the Treasury) to issue, when required, the balance of the 6 
per cent. prior hen participating second debenture stek. On 
the outbreak of the war Mr. G. F. M. Cornwallis- West was 
recalled to the colours and he has since retired from the board. 

Annual meeting: March 29th, 
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Windermere and District Electric Supply Co., Ltd. 


In their report for 1914, after expressing regret at the death 
of Mr. W. Long, a director, the board вау that the gross 
revenue shows some expansion. This would have been dis- 
tinctly greater but for the effect of the war, which seriously 
lessened the consumption, especially during August and Sep- 
tember. ў " 

The cable to Grasmere was completed in the spring of last vear and a fair 
number ol new consumers has been secured in that district. During the year 
59 new consumers have been connected to the mains, constituting a record, and 
in addition numerous extensions have been made to other installations, includ- 
ing supplies for heating, cooking and power purposes. The sales of current 
show an increase of 4,165, and the total increase in gross revenue is 99. 

It is very unfortunate that the Diescl oil plant was not completed in con- 
tract time and is still not in service owing to defects which would in all 
probability have been remedied months ago but for the impossibility of the 
contractors obtaining thc necessary material, the makers of which are fully 
engaged on Government orders. This delay is the more regrettable as it has 
‘entiiled a very large increase in the cost of fuel for the year. 

A payment of B per cent. on account of arrears of interest has been 
received on the Keswick Electric Light Co.'s debentures and the net revenue 
account has been credited with £441 accordingly. 0 

. 200 of 5 per cent. debenture stock has been issued, being the balance 
of 20.000 authorised. The amount spent on capital account for new mains, 
transformers and meters has been £2,066. 


The expenditure on revenue account for the year was £2,561, 
an increase of £361. The balance of revenue account is £1,613, 
lus £441 interest on Keswick debentures, and £3 brought 
orward. Out of this have been paid debenture interest, 
bankers’ charges, etc., £955, interim dividend of 1 per cent. 
on preference shares £250, written off free wiring installations 
£75. transferred to depreciation reserve account £400, leaving 
£377. The directors recommend a further dividend of 1 per 
cent. (making 2 per cent. for the year) on the preference 
shares, leaving £127 to be carried forward. | 


—— OL eee 


Newcastle-on-Tyne Electric Supply Co., Ltd. 


THE annual meeting was held in Newcastle on 16th inst. Mr. 
J. H. ARMSTRONG (vice-chairman), who presided, expressed 
regret that Dr. J. T. Merz, the chairman of the company, 
who since the beginning of February had been seriously ill, 
was unable to be present. Dr. Merz was still confined to his 
room, but was better. Тһе н.р. connections to the system at 
the end of the year amounted to 231,425, an increase of 27,755, 
as compared with an increase of 29,341 н.р. in the previous 
year. The profits amounted to £184,969, a sum considerably 
more than in the preceding year, but these profits included 
the dividend on practically the whole of the shares in the 
Durham Co., which now belonged to the Newcastle Co. The 
interest charged on debenture stocks, loans, etc., amounted 
to £52,563, as aguinst £42,632 in the previous year, but in 
the former figure thére was the full interest charged on the 
recent issue of second debentures, which were created in 
October, 1913. The dividends were naturally larger than in 
the previous year, because the amount included the shares 
that had been given to the shareholders in the Durham Co. 
under the fusion scheme, by which the Newcastle Co. ac- 
quired their rights. The transfer to depreciation account had 
been increased by £5,000, and the reserve fund had been 
increased from £10,000 to £17,000; £7,000 of the latter was a 
provision against possible losses on investinents. During the 

st year they had spent £74,500 out of revenue upon the up- 
{еер of plant, which included the cost of laying new services 
and mains, which many companies charged to capital account. 
They had kept the plant in thorough-going order, and this 
was illustrated by the fact that during the last six months 
а load had been thrown upon it at a moinent's notice, which 
he felt sure it would never have carried had not the plant 
been in the highest state of etliciency. The total expenditure 
for the year had been £129,590, the greater part of which 
sum had been spent on the Dunston and Carville Stations, 
and £51,000 had been spent on the laying of mains. The in- 
crease of £6,000 in management expenses was brought about 
by two main iteins. The first was the expenses in connection 
with the acquisition of the Durham shares and the sub-livi- 
sion of the Newcastle Company's shares to £1 shares, which 
amounted to £3,300, and the second item was the replacing of 
thirteen motor cars. These were not in a way management 
expenses, but their difficulty was that they had not a heading 
under which to place these items. Generally, the results of 
the revenue account were satisfactory, especially when they 
bore in mind that for five months of the year they had been 
working under what might be called the influences of war, 
and under most abnormal conditions. At the saine time the 
profits had not come up to the expectations of the directors, 
piire y because of the effects of the war. Fortunately the 
Northumberland area of the company did not suffer so much 
as the Durham area, as they had had certain counteracting 
influences in the shape of large demands made upon them by 
local companies who were manufacturing for the Government 
war and other materials. The collieries had been working 
short time, but there was an unusual demand for current in 
other directions. Last year the company’s programme of in- 
creased output included a 16,000 н.р. turbo-generator, due for 
delivery before the end of the year, but in consequence of the 
war there was delay in delivery. When the Government made 
an order for plant. 16 meant an crder, and it had the first 
claim on the whole of their output. As the shareholders 
knew, the company had а very extensive system, and ha! 
various sources of supply in different parts of their area, and 


by E considerable sums on the rearrangement of their 
plant they had been able to successfully deal with all the de- 
mands made upon them. Their difficulties had been increased 
by 11 per cent. of their employés, all skilled, having joined the 
services. They had to remember that their business was a 
continuous one, running the twenty-four hours, and they 
had to take a load so great as they had done when short 
of skilled men. They would appreciate the deinands that had 
been made upon their staff, and, he thought, the thanks of the 
directors and the shareholders were due to the officials and 
the employés for the hearty manner in which they had faced 
and overcome difficulties. The positions of the employés who 
bad enlisted had been safeguarded, and allowances to the 
wives and dependents made up their wages to what they were 
at the time of enlistment. The cost to the company in this 
respect was about £200 a month. The company might con- 
gratulate itself upon having got over a very difficult time, 
and upon solving difficult problems. The new ш was running 
in January, and during the last five months the company had 
been of enormous benefit to the country. Had that company 
not been in existence the effect on the war would have been 
very serious. If the companies who were manufacturing for 
the Government had been dependent on their own private 
supplies, and if they had had to order plant to meet the re- 
quirements, they could not have got it for at least a year or 
more. As it was, the Newcastle Company was able to come 
and keep things going. He thought that the prospects for the 
coming year were satisfactory. In regard to the interim divi- 
dend he had a word to say. It might be that their works 
might be bombarded—they never could tell—and they might 
be stopped working altogether.. He pointed out that when the 
directors paid an interim dividend on the ordinary shares they 
did so on their own responsibility. That was a risk that many 
directors in the country might decline to take. If the directors 
found it necessary not to pay an interim dividend this year it 
would not mean that the profits were not able to pay it, or 
that necessarily there would be a reduction in the dividend 
for the whole year, but it would be only for the self-protection 
of the directors, and the profits would be divided among the 
shareholders as soon ae the accounts were made up at the end 
of the vear. 

Sir Linpsay Woop seconded the report, which was adopted. 
The dividends of 5 per cent. cn the preference and 53 per cent. 
on the ordinary shares were declared. The directors were 
authorised to expend £1.000 (of which £200 had already been 
spent) for various relief funds. 


— —— — — —_— — — 


City of London Electric Lighting Co., Ltd. 


Mr. J. B. BRAITHWAITE presided on March 16th over the 
annual meeting, held at Salisbury House, E.C. He said that 
there was no alteration in the capital account, nor, indeed, 
had there been for many years. He pointed out last year that 
they had provided £766,000 out of revenue for capital pur- 
poses, and this year that amount had been raised to 4816, 862. 
Assuming that they had had to raise that capital at 5 per cent., 
it would have involved them in au extra charge for interest of 
£41,000, which they had been saved by the liberal allocations 
of £50,000 a year which they had made for the last ten years 
to depreciation. The capital expenditure for the year was 
rather heavier than for the last two or three уеагз— 61,933 
as against £49,436 for 1913, and 445,508 in 1912. The increase 
last year was due to the final payinents for the most up-to- 
date turbine plant which they had recently installed in their 
power-house at Bankside. That installation had given. them 
improved economy in their generating expenses. The expen- 
diture on mains in the case of their company was not a heavy 
annual item. They had only one square mile to serve, and 
when thev laid down the mains origmally they allowed for a 
considerable increase of business, and therefore they. were 
relieved of what to most electric lighting companies was one 
of the heaviest expenses. With regard to the revenue, they 
had had a great disappointment, for owing to the war, for the 
first tine since 1910 the net revenue showed a shrinkage. 
At the end of June they had an increase in revenue of £2,500, 
but they finished the year £3,229 to the bad, so that the war 
had cost thein £10,500 in reduced revenue. That was not 
to be wondered at because, before the war actually broke out, 
the Stock Exchange was closed, and the whole of the mem- 
bers, some thousands in number, carried on business within 
the company’s area. Therefore the entire closing of the Ex- 
change for five months in itself had led to a considerable 
reduction in the demand for lighting. The general stagnation 
of business in the city had also helped to reduce their revenue, 
so that on the whole, when they considered what the amount 
of their total revenue was, they might consider themselves 
fortunate to have escaped with an actual decrease of 410.500 
gross. The decreased revenue had been accentuated to some 

extent, because they had had an increase of £1,597 in the 
working expenses, so that altogether. as compared with the 
previous vear, they were £10.126 to the bad on the balance. 
The result was that they had had to go back one per cent. 
in the dividend, which accounted for £7,000, and the balance 
they had taken from the addition which they made last vear 
to carry forward, leaving that figure at 4233.00. As thev 
knew, he regarded £20,000 as their proper carry forward, and 
anything above that was equal to a dividend equalisation ac- 
count. Therefore they still had a margin of £3,400 available 
for any further reduction in profits that might occur this vear. 
Their great difficulty at the present time was the dislocation 
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which the war had caused in the coal traffic. The Govern- 
ment had commandeered a great many of the vessels pre- 
viously employed in conveying-coal.to.London, and they had 
also taken over many of the railway wagons, with the result 
that coal had gone up very much in price. They were livin 

from hand to mouth, as it were, in regard to their coa 
supply at the present time, and they did not quite know 
what the effect would be during the current year. They pro- 
posed to invite their customers to share with them the burden 
which the difficulty of obtaining coal and its enhanced cost 
were throwing upon the company. Those who had been using 
electric power had hitherto got off scot free whenever there 
had been coal difficulties or anything of that kind, and the 
shareholders had borne the whole of the burden. They felt, 
however, that the time had now come when they must ask 
their consumers to share part of We burden, and he did not 
believe that their customers would object for the time being 
to take their part. With regard to the heating output, that 
was steadily increasing, and now exceeded two million units, 
or an increase of 20 pet cent. over 1913, so that it looked as 
if the advantages of electric heating were gradually bein 

more and more appreciated. They had 5,403 Kw. at the en 

of 1914 connected for heating purposes, an increase of 533 KW., 
being the largest increase they had ever had in any one year. 
The net increase in connections for. all purposes 1 1914 
amounted to 1,829 Kw., which he thought was as much as 
they could reasonably expect in view of the five months of 
the war period which the accounts covered. They would be 
glad to know that 87 of their permanent staff and workmen 
had joined the naval or military forces, and they were making 
suitable allowances to all such or their dependents, and keeping 
their places open as far as was possible. The Marquis of Win- 
chester, one of their directors, was also away on active service. 
The absence of so many workers at the front had necessarily 
thrown a large amount of extra work upon those who had 
remained behind, and they could congratulate themselves on 
having a staff that was thoroughly loyal and willing to help 
its country wherever its help was most needed. They had 
thought it right to carry to a suspense account the special 
expenses Incurred in connection with the war, and this year 


they had carried £1,318 to such account. He told them last. 


year that they had come to an arrangement with the City 
Corporation as regarded public lighting, and had commenced 
the installation. Had it not been for the war, by this time 
they would have had the gratification of seeing those parte of 
the city which they had undertaken to light, the best lit 
thoroughfares of any great capital in: Europe. Owing to the 
restrictions put upon the public lighting, the benefit of what 
they had done had not yet become apparent, but it would be 
seen when the war was over and normal lighting was resumed 
in the streets. He might say that February 18th last was the 
last day on which the Corporation could exercise their power 
of purchase. They had, however, allowed that unique oppor- 
tunity to slip by, and had not given the necessary notice: 
therefore the shareholders might take it that the com- 
pany would remain theirs for the rest of the term. Having 
referred at some length to the abortive attempts to introduce 
legislation for the unification of London's electric supply, Mr. 
Braithwaite concluded his remarks by saying that the directors 
would continue to do their best for the company during the 
current year, and he hoped that when he met the share- 
holders next year he might haye a relatively good report to 
present. M 

Mr. F. W. REYNOLDS seconded the motion. 

Mr. Deputy МилАв Wilkinson, C.C., congratulated the 
directors upon the report, and said he was glad to think that 
the Corporation had not exervised their powers of purchase. 
It was quite possible that' the Corporation was so imbued 
with the excellent management of the company that they felt 
that they could not possibly do any better for the citizens, 
and therefore they had left the company alone. With regard 
n „ he was very glad that the L. C. C. had dropped 
its Bill. | 

The CHAIRMAN remarked that he, too, was glad that the 
L.C.C. Bill had been dropped, and although there was nothing 
to prevent them bringing forward a similar measure in the 
future, he rather fancied that the Council would be very 
chary of taking up the question again. 

The report was adopted. 


` 


Direct Spanish Telegraph Co., Ltd. 


SIR JOHN Dentson-Pexver, K. C. M. G., presided on March 18th 
at the annual meeting, held at Electra House, E. C. He said 
that the traffic receipts showed an increase of 418.000. The 
ordinary working expenses had increased by 43,119 to 
£19,832. Salaries in ndon had increased by £439, which 
was chiefly accounted for by an improvement in the position 
of their head Office staff granted by the board, and which 
therefore became more or less a permanent charge. A small 
portion of the increase was due to overtime necessitated bv 
the absence of some of the staff in the army, and extra work 
at the head office owing to the increase of traffic over the 
whole system. Salaries at stations showed an increase cf 
£2.258, due to several causes, the principal cause being a re- 
vision of the salary echemes at the stations. The increased 
work caused by the pressure of traffic had of course also con- 
tributed to that increased expenditure. They had contributed 
£1)9 to War funds, they having joined with the associated 


‘nection being restored on September 27th. 


сощрарі з in sending donations to the Red Cross and other 
adio funds. The Bilbao cable broke down on September 
23rd last three knots from the landing place in Cornwall, con- 
De They were most 
fortunate in getting the services of the cable steamer Electra 
without any delay, and in having fine weather, with the 


resalt that the interruption only lasted five days. The cost 


of repairs was only £327, which had been charged against 
revenue. That was the only break they had had during 1914, 
and he thought perhaps it was the smartest repair and the 
cheapest that the company had ever had in the course of its 
existence. The £30,000 44 per cent first mortgage debentures 
of the company matured and were paid off on June 30 last. 
Instead of realising securities from the réserve fund, which 
would have caused a considerable loss on their purchase value, 
the directors arranged with the: Eastern Telegraph Co. to find 
the balance required to pay the debentures, they being given 
the opportunity of paying off any part of the advance ae the 
inoney came in. That was a considerable advantage, and the 
sum of £10,000 outstanding at 3lst December had since that 
date been further reduced, and now stood at only £2,000. 
With regard to the increased profit, as they knew, there were 
three direct routes to Spain—the British and French land 
lines via the Channel and Bordeaux; the Eastern Cables via 
Vigo; and the direct Spanish route via Bilbao. When the war 
broke out naturally the British and French lines became fully 
occupied by Government traffic, and that pressure was 
augmented during the short period the French Government 
removed from Paris to Bordeaux. The result was that a very 
large proportion of the land line traffic to and from Spain 
was transferred to the Direct Spanish and the Eastern Cables. 
Also the Direct Spanish Co. benefited materially by having a 
good route, though naturally at a higher price, to the South 
of France via the Bilbao cable land line across Spain, and the 
Bilbao-Marseilles cable to Marseilles, and the publie took ad- 
vantage of that route when the English and the French land 
line routes were congested. He could not, therefore, say 
whether the total volume of traffic with Spain had increased 
since the war started, or whether the increase was due to the 
pressure of Government traffic on lines which in- times past 
carried their full share of work, and which were keen com- 
petitors for Spanish traffic. The result of the year was that, 
after providing for interest to the 30th June, 1914, on the 
debentures, and the amount required: to complete their re- 
demption, providing for the depreciation on their securities 
ae at the present date, and pene £5.000 to reserve, the direc- 
tors recommended payment of a dividend at the rate of 10 per 
cent. on the preference shares, and the usual dividend at the 
rate of 4 cent. on the ordinary shares. In addition, they 
. were justified in recommending a bonus of 
28. per cent. on the ordinary shares, without weakening the 
financial position of the company, which it was their first duty 
to maintain. 

Sir . J. LEPPoc Carpet seconded the motion, which waa 
carried. 


—— — — — —— ——À 


British L. M. Ericsson Manufacturing Co., Ltd. 


THE annual ineeting was held on March 17th at the Memorial 
Hall, Farringdon Street, Е.С. Mr. W. M. Crows, who 
presided, suid that the net profits amounted to £20,614, 
as against 423,808 in 1913, and £18,562 in 1912, It 
would be seen, therefore, that although the profits 
were somewhat smaller than in 1913 they were some- 
what larger than in 1912. They might congratulate theu- 
selves on being able to show such a good result in face of the 
exceptional circumstances of last year and the difficulties of 
the latter part of the period. "hase difficulties included, 
amongst other things, the supply of raw material, which was 
a very serious difficulty to a coinpany such as theire. That was 
brought about by the enormous demands by the Government 
for materials for war purposes, and the tact that suppliers 
gave preference to Government orders before theirs were con- 
sidered, although they were working on Government contracts. 
Labour became scarce in consequence of the large number of 
men who left the factory to join the army, and they had 
great difficulty in replacing those men who were, for all prac- 
tical purposes, specialists in their particular line of work. 
In the end they had to apply to the Government for protec- 
tion against the recruiting оћсег, otherwise they could not 
possibly have kept anything like delivery tune. 'fowards the 
end of January they received letters both from the War Office 
and the Post Office giving ћеш the required protection, and 
pointing out to the inen that they were ME the country 
in the 1 1 as well as if they had been in the field, since 
they were helping with Government contracts in a time of 
emergency. Those letters helped them somewhat, but still 
the men continued to go, and they could not but admire their 
enthusiasm, even although they suffered from it. Wages went 
up as а natural consequence of the labour demand being more 
than the supply, and that, along with the increased price of 
materials, ир to reduce the profits, particularly on orders 
taken before the commencement of the war and before labour 
troubles began. Taking everything into consideration, he 
thought they might congratulate themselves upon euch good 
results. He was glad to say that the factory was now full of 
work, and they could have secured orders for possibly double 
the amount if only they had had the capacity to deal with them, 
At the present time they were increasing the capacity of the 


Vol. 76, No, 1,948, Manon 26, 1915.] 


, 


works by putting in new plarit and machinery. They were 
not providing specially for passing work brought about by 
the present state of affairs in the country, although the Gov- 
ernment might come and tell them that they would have 
to use the plant for those purposes. They were providing for 
work which they trusted would remain in the country after 
the war had ceased and peace had been signed. That pros- 
pect of retaining in the country industries, which in the past 
had been in the hands of what were now enemy counpíries, 
depended very largely on what action the Government might 
take in order £o protect home industries.. He thought the 
Government was beginning to вее the necessity for this, and 
that they might have legislation on the point before very long 
—in any case, let them hope so. They at the present time 
were entering upon a new field of manufacture, which would 
require that protection if the particular article in question was 
to remain in this country as an industry—he meant the mak- 
ing of magnetos for motor-cars and .motor-ycles, also for 
motor accessories. In the past thoee.things had been almost 
вет made in Germany, and doubtless the Germans 
would, at the end of the war, do all that was possible to 

recover the trade, and they might be able to do it if the Govern- 
ment did not come to the support and protection of such com- 
panies as theirs, and many others throughout the country 
which had spent, and were spending, large eums of money in 
promoting new home industries. The business was an enorm- 
ous one, as was shown by the immense factories in Germany. 
employing thousands of hands, engaged altogether in that 
class of work. The time was opportune for them to enter into 
the business, and their factory was well suited to the purpose, 
and he hoped that by this time next year good results would 
be shown. The magneto on which they had pinned their 
faith was named the B. E.C."—the initials of the company. 
and was the invention of Mr. W. C. Burling, the manager of 
the Ericsson Manufacturing Co., of Buffalo, U.S.A., which 
company was closely allied to theirs; Already they had orders 
for some thousands of them. With regard to the new Act just 
passa and Lord Kitchener's message to the manufacturers. 

e could only say that their factory was already fully engaged 
оз Government work; and, therefore, they would probably 
be undisturbed. But if it should happen that they were re- 

uired to put their full forces on the output of war material, 
then the Government would not find them wanting. He 
thought, however, they. were doing their full share, seeing 
that there was very little else going through the factory than 
Government work. With regard to the. financial strength of 
the company, it was sounder than even last year. They had 
written off. liberally for depreciation—close on £11,000 last 


year. and during the past seven years they had written off 


80,000. They had also gone very carefully into the stocks 
of material to see that no article wae priced above its actual 
value, or where any article had become obsolete it was either 
written off altogether or greatly written down. There was 
nothing in the books for goodwill, patents, or anything of 
that kind—there was not a penny piece of doubtful assets in 
the company. Out of the net profits they recommended that 
£6,000 be placed to reserve, as against £5,000 last year, and 
that £7,023 be carried forward, as compared with £6,405 a 
year.ago. He might remind them that the carry forward was 
£1,000 more than enough to pay the preference dividend this 
year if no profits were made. The prospects. however. were 
that 1915 would be an excellent year if they were to judge by 
the amount of orders already in the factory. 425.000 was re- 
ceived from the Aktiebolaget Stockholms Handelsbank, which 
was the balance of £45,000 placed there on deposit. When 
the war broke out they were not at all sure what countries 
in Europe would be involved, and the directors therefore 
thoucht it wise to recall that deposit. and the balance of 
£25,000 was received on January Ist, and was used to purchase 
@ corresponding amount of War Loan stock. 

. Mr. A. ROGERS JENKINS seconded the motion, and the report 
was adopted. | | 


Bath Electric Tramways, Ltd. 


Tug annual meeting was held on March 18th at Winchester 
House, Е.С. Sir James Stvewricut, K.C.M.G., who pre 
sided, said there was nothing to be ashamed of in the report 
or in the result of the operations of the company during what 
Mr. Hamilton described as ‘‘an extraordinary year for tram- 
ways." Mr. Hamilton, of the Leeds tramways, was the expert 
whom they called in to advise upon their system of manage- 
ment, and he wae credited with being one of the best authori- 
ties in Great Britain upon tramways. He had made out the 
report which the shareholders had already seen, and which 
the board. thought it right to get in view of the criticisms 
which had been passed on their management by a certain 
section of the shareholders. The board called Mr. Hamilton 
in ав a Balaam to curse them, but instead of doing во he 
blessed them in his report, and so satisfied was he with the 
management and the future prospects of the company that 
he was now a fairly. large shareholder. He would have been 
at the meeting, but had had to go to Edinburgh in connection 
with a tramway inquiry. He had written them a letter. in 
which he said: I think there cannot be the faintest shadow 
of real criticism about any of the accounts of the company 
during the past extraordinary year." They would see from 
the report that the traffic and other receipts showed a decrease 
of £1,049 for the 52 weeks of 1914, compared with the 58 
weeks of the previous year. On the other hand, however, the 


THE ELECTRICAL REVIEW. 


— 


тт 


expenses had only amounted to £16,192; ae against £17,003; 
therefore, although the gross receipts were over £1,000 less, 
the net result was nothing nearly so bad. That was why he 
thought it was misleading for tramway companies to publish 
their weekly or monthly traffic receipts, as shareholders were 
apt to get unduly alarmed. Take their own case for the first 
two months of the present year. The total traffic receipts were 
only £5,025, as against £5,594 for the corresponding period of 
1914, but looking to the net revenue they had made a profit 
this year of £1,113, against £1,266 during the corresponding 

eriod last year. Up to the outbreak of the war they were 
doing extreinely well, and were far ahead in the revenue as 
compared wjth the eame period in 1913, and if they had gone 
on at that rate, instead of being £1,000 behind, they would 
have shown quite that increase over 1913, which was a record 
year. He was glad to say that they had been able to be of 
service to the country by disposing of several of their motors 
to the Government. They lost nothing by the transaction, as 
the price they obtained for the vehicles was almost within a 
shilling of the price at which they stood in their books. They 
had also been able to do a good deal of work for the military 
on Salisbury Plain. That was not particularly profitable, but 
they were glad to render what service they could to the Gov- 
ernment in this time of emergency. They had been put to 
considerable expense to dispose of the adverse criticisms of 
those who wished to get the management of the company into 
their own hands. Those gentlemen had ulterior motives which 
the board did not agree with, and they had been proved to be 
right. The savings which had been effected as a result of the 
recommendations of Mr. Hamilton had not been seen this year 
owing to the military work which the company had under- 
taken at practically no profit. The auditors drew-attention to 
the fact that nothing had been written off for depreciation. 
He would, however, remind them that they had spent £25,000 
on capital account, and they had intended floating more deben- 
tures to meet that charge, but the terms were so onerous that 
they could not bring them before the shareholders. They had 
carried that loan. at the bank and had made provision this 
year for £2,000 out of revenue to reduce the loan; and they 
were carrying forward £5,234 to the next account, and they 
intended to use that amount in replacing their motors. With 
regard to thé future, he was by no means despondent. Ав 
he had said, for the first two months of this year they were 
only £123 down às compared with last year, and he believed 
that if they :had-a fine spring and summer, although the war 
might still be raging, they had got a very fair future before 
them for the current year. Their foundry, which was very 
much criticised, was doing lendid work. It was said by 
some that they had made a bad bargain when they bought the 
foundry, but 1t-was doing all their own work and other work 
as well, and was showing a very handsome return. 

Mr. A. A. CAMPBELL SWINTON seconded the motion, which 
was adopted without discussion. 


Brempton and Kensington Electrieity Supply 
| | Со., Ltd. m | 
THE annual meeting was held at the offices of the company, 
254, Earl's Court Road, S.W., on March 18th. Mr. Н. R. 
Breeton, who presided, said that the pubis ec of the busi- 
ness during the past year showed a remarkable similarity to 
that of the year before, althougb the conditions under which 
they had worked had been very different. Again they had to 
complain of a decrease of profit, notwithstanding в satisfac- 
tory growth in their connections, and again the benefit of 
more efficient plant had been offset by a further heavy in- 
crease in rates and taxes. The effects of the war on their 
revenue during the second half of the year was to cause them 
to lose much of the gain which they had secured during the 
first half of the year—due, of course, to & general disposition 
to economise in the national emergency, and to the police 
restrictions on lighting, which -he trusted might soon be re- 
laxed. Although they connected fewer customers, and 
although their customers consumed less current per lamp 
installed than during the previous year, the growth of electric 
cooking in the area resulted in their securing a larger number 
of lamp connections, во that they actually sold, in spite of the 
war, 112,000 more units in 1914 than in 1913. As, however, 


& larger proportion of the units sold were for purposes other 


than lighting, the average price received per unit was less, 
and the revenue barely equalled that of 1913. The more effi- 
cient plant which they substituted in 1918, and which they 
were extending this year, enabled them to produce a 
larger output with a smaller coal consumption, so that 
although the cost of coal wae slightly higher they were enabled 
to further reduce their works cost, which, he was pleased to 
say, was now the lowest in their history. 'The most note- 
worthy feature of the accounts was that the decrease in net 
profit of £1,229, as compared with the preceding year, was 
more than accounted for by the increase of £1,430 in rates 
and taxes, attributable in part to an enhanced valuation for 
rating purposes. He ventured to think it was a somewhat 
etriking commentary upon their &ystem of local taxation that 
an enterprise like theirs, which contributed so largely to the 
public advantage and enhanced so gréatly the value of pro- 
perty, should be burdened to the extent of about 90 per cent. 
of ite expenditure for the purposes of local government. 'The 
directore had been unable to acquiesce in the view taken by the 
assessment committee that their undertaking, which earned 
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£1,700 Тека in 1913 than in 1912, and £1.200 Jess in 1914 than 


in 1913, possessed a greater rateable value in those years, 
and they were appealing. with confidence to Quarter. Sessions 
for relief. from the provisional assessment which the local 
authority has seen ft to make. In the circumstances in 
which they found themselves to-day there was little doubt 
that the result of the working of the year on which they had 
now entered was likely to be even less satisfactory than that 
now under review, because although they were again substi- 
tuting more efficient plant at a capital sacrifice, Which would 
result in further economy in working, they would not derive 
the benefit from such. expenditure until the close of the year, 
and they would have to face considerably increased expendi- 
ture on coal and wages, due, in the latter case, to the pay- 


ment of half wages to the dependents of their employés who 


had enlisted, and to a war grant which they had made pav- 
able monthly to those employés who remained, in order to 
assist them in meeting the temporarily increased cost of living. 
In regard to the appropriation of the balance of net revenue, 
they were recommending that the company's investments be 
Written down to their value at the close of the year, instead 


of at the close of the Stock Exchange, which involved a pro-, 


vision of £1,100, Instead of £200, against possible loss on real- 
isation; although the latter date had been more generally 
adopted by banks and other joint stock companies holding 


similar securities. They were also recommending the same pro- : 


vision to reserve fund as last year, and the writing off of £1,000 
more on shares in and advances to the Accessories Company. 


- 


They hoped that this provision against loss on capital sunk in. 


the course of founding this branch of the business might prove 
excessive, but the war had not only interfered with their 
manufacture and sales, but it had also disorganised their 
accountancy, and in face of delay in completing the final 
accounts it was well to give themselves the benefit of any 
doubt as to results. In view of the heavy merease in income 
tax they thought it was prudent to discontinue the payment 
of the dividend on the ordinary shares free, which for the 
ensuing усаг would represent a covert bonus of 121 per cent. 
or a virtual dividend of 11} per cent. Such a distribution of 
profits would enable them to pay their customary dividend of 
10 per cent., which they had now paid regularly for the past 
thirteen. years, and would enable them to carry forward a 
balance of £5,625 as against £7,152 last vear, the total of their 
reserves and undivided profits amounting to £130,000, as 
against £125,000 twelve months ago. He was pleased to say 
that 35 out of a total of 165, men in the employment of the 
Supply and Accessories Companies had joined. the colours. 
These would be reinstated at the close of the war, and in the 
mennti:ne they were paying at the rate of £540 per annum 
to their dependents. This large drain on their establishment, 
Which they deemed it right to encourage, had imposed а con- 
siderable burden on the staff which remained, a number of 
Whom had been enrolled as special constables and were doing 
voluntary guard duty during the night at the company's 
generating and sub-stations. Thus both those who had gone 
aud those Who had stayed behind were discharging their pub- 
he duty under trying circumstances, and the recognition of 
the shareholders was due to them accordingly. Whilst the 
disorganisation which the war had entailed upon them pre- 
vented him from entering as definitely into the results of the 
working of the Accessories business as he would like, he might 
say that the restaurant continued to make satisfactory pro- 
gress 1n spite of the times, and that although the manufactur- 
ing departinent was practically depleted of men by enlistment 
and had difficulty in obtaining materials, it also had made 
considerable progress, and had completed designs for a great 
variety of apparatus suitable for public institutions, hotels, 
restaurants, clubs and private houses. They were installing 
large equipments in several of the most nnportant cities in the 
country, and as they were confident that these would give the 
same satisfaction in use as the domestic cookers installed in 
their own area, they might reasonably look forward, with a 
return. to normal conditions, to the profitable development 
of this branch of the business, apart altogether from the 
advantage which inured incidentally to the company. The 
continually recurring endeavours at such vast, and so far, 
unavailing, expenditure of public and private money, to 
remedy the disadvantages and remove the dithculties which 
had been the outcome of the conditions imposed by Parlia- 
ment, in its zeal to protect the public from the rapacity of 
private enterprise, at the inception of their industry, were 
renewed with exemplary bravery in the past vear, but only 
to meet with failure as usual. Both the County Council and 
the companies, with one or two regrettable exeeptions, pro- 
noted bills for the better co-ordination and development of the 
supply of the Metropolis, and negotiations were entered upon 
between the parties to harmonise, if possible, their separate 
endeavours, But the innocents were both massacred. the one 
at the hands of the I. C. C. itself and the other at the hands of 
Parliament, and а solution was therefore still to seek. It was 
unnecessary to enter into the details which distinguished 
those well-meant schemes from each other further than to 
say that the companies, who had certainly had more experi- 
ence of the problem in hand. did not share the sanguine ex- 
pectations of results likely to accrue from extreme concentra- 
tion which were held out to the County Council by its profes- 
sional expert advisers. Tt was, however, the intention of the 
companies to persevere in an endeavour to effect an amalga- 
mation on fair terms which would safeguard the interests of 
the shareholders as well as the public by removing the neces- 
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sity under Which the companies would come to labour, of 
restricting development so as to avoid loss by the operation of 
the existing purchase clause. In their endeavour to do that 


their directors would keep them advised of any definite steps 


which might be taken. a do" | 
Col. W. F. LEETE seconded Ше motion. "RC ; 
The report and accounts were adopted. 
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Bournemouth and Poole Electricity Supply Co., Ltd. 


Mr. J. A. HoskER (Vice-Chairman) presided on March 18th, 
at Moorgate Court, E.C., over the annual meeting. After 
expressing regret at the absence of Mr. Sanderson, the CHAIR- 
MAN said that at last year’s meeting an optimistic view was 
taken of their prospects in the present and succeeding years. 


Since then the war had affected their business. It was, how- 


ever, a source of keen satisfaction that they were able to sub- 
mit the result of their working in the past year, which, 
although not quite equal to former anticipations, was eini- 
nently satisfactory. Their issue of the balance of the unissued 
second preferénce shares, viz., 2,500 of £10 each at par, though 
not underwritten, was considerably over-subscribed. These 
were by no means favourable times for floating an issue, and 
it afforded great satisfaction to the directors to know that the 
undertaking was held in such high, esteem by the shareholders. 
The loan account of £18,000 was as against £41,000 last year. 
The total capital expenditure amounted to £487,949, and of 
this the net sum of 414.552 had been expended in the past 
year. The gross expenditure was £28,773, the difference being 
accounted for by machinery written off during the year. By 
far the larger portion of that expenditure was represented by 
additions to machinery and plant at their Bourne Valley sta- 
tion, viz., £16,159. The main extensions were £8,285. They 
had an extensive and excellent area of supply and one that 
was developing daily in all directions. They had advanced a 
further £2,250 to the Richmond Co. on loan and taken up 
2,570 ordinary shares of £1 in the Dorset Electric Supply Co., 
Ltd. In the revenue account the results were quite satisfac- 
tory. There was an increase of £3,839 in receipts for the sale 
of current and meter rentals, and of £281 in the interest and 
dividends, mainly due to the increased return from the com- 
punx's holding in the Richmond Co. A decrease of £126 was 
shown in the profits of their trading account which, to some 
extent, was explained by the fact that a larger sum had been 
charged for standing charges, ete. This department, how- 
ever, was most useful in developing the company's business, 
and they did not desire to cut prices or compete rigorously 
with local engineers and contractors. The only item he would 
refer to on the debit side of the revenue account was that for 
coal and other fuel, which had increased by £758. They had 
sold 242,501 more units, or nearly 7 per cent. increase, and in 
common with other companies who were large users of coal 
they had suffered from the rise of price since the beginning 
of the war. They had had difficulty in maintaining their 
usual large stock, but so far had succeeded in doing so; but 
us the result of these difficulties they were paying on the 
average 88. per ton more for coal They had written off 
£7000 for depreciation, as against £6,000 in the previous year. 
To summarise the results, an increase of £3,602 was shown in 
gross revenue; the total sum written off out of revenue in 
respect of reserve was £739 up for the year, being £40,039 
against £38,284 brought into the account; the dividend of 7 
per cent. was the sume as last year; the carry forward was 
increased by £1,684, which was equal to a further 1 per cent. 
on the ordinary share capital; the applications for a supply of 
current received during the year amounted to the equivalent 
of 874 KW., as compared with 504 Kw. for 1913; and the units 
sold were 3,910,511 against 3.668.007 for 1913. With regard to 
the Richmond Co., they held shares and debentures and loans 
representing an investment of £122,750. They were greatly 
indebted to their Managing Director, Mr. Renwick, for the 
skilful manner in which he had carried through most difficult 
negotiations with the Richmond Corporation whereby the 
company had secured an extension of the period of purchase 
for a further 30 years, which made the unexpired term 36 
years. This was a most remarkable achievement when they 
realised. that the terms were regarded as most advantageous 
to the Corporation, whilst, so far as the company was con- 
cerned, their investment was immensely strengthened. The 
concession Was secured without any cash payment. The com- 
pany was now taking a bulk supply from an outside source, 
the economy of which had already resulted in a small in- 
creased profit, and would result in bigger dividends at no 
distant date. Returning to the Bournemouth and Poole Co. 
last vear he told them the Board had decided on the policy of 
installing new plant at the Bourne Valley generating station 
from which vast economy in running might be secured. A 
turbo-alternator of 1.000 Kw. capacity was installed and 
brought into use at the end of September, whilst a second 
vnit of the same size was brought into use at the end of 
October. Tlus plant bad been in use a sufficient time for the 
board to satisfy themselves that the large outlay of £16,000 
would effect economies quite equal to their anticipatione. 
Comparing January and February of 1915 with the corres- 
ponding months of 1914, whilst a considerably greater output 
had been obtained the consumption of coal was 800 tons less. 
The saving thus effected meant a saving of 44 per cent. of the 
quantity of coal previously used, and there were other 
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economies in lubricants, ete. Doubtless tliey could secure 
further economies and better distribution of their electric 


current if additional new plant wis installed, and he felt. 


confident it would be found desirable and financially sound 
to extend their up-to-date plant to deal with Christchurch at 
no distant date. The Chairman proceeded to refer to the 
board's indebtedness to Mr. Sparks (the consulting engineer), 
Mr. E. L. Ingram (the engincer), ard Mr. W. D. Brightman 
(the secretary). With regard to the prospect for the current 
year, they had no reason to be downhearted, for the business 
was maintaining satisfactory progress. Sixty-two new con- 
sumers had been connected since January lst with a demand 
of 46 Kw. for lighting and 98 Kw. for power and heating, and 
the weekly estimated consumption during the present Vear 
showed a satisfactory Increase over the previous year. They 
had now 7,616 consumers connected, seventy-six of their 
staff had been called up or enlisted, and the board were making 
adequate provision for their dependents, which would cost 
them £600 a year. : : E 

Mr. F. W. Reynotps seconded the motion and it was agreed 
to without discussion. | 
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Macavtey, who presided, said that the усаг had been most 
satisfactory. The gross profits amounted. to £296. Although 
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Listowel (Со. Kerry) Electric Lighting Co., Ltd. m 


Tur second annual meeting was held recently... Mr. J. 


they were in a position to рау 74 per cent. on the capital, the 


directors considered that at present it was not advisable to 
do so, and they proposed that £150 should be set aside for 
depreciation reserve, and that a dividend of 7 per cent. be 
declared, carrying forward the balance. The number of con- 
summers had increased front 175 to 197, but there was a falling 
oll in receipts from individual consumers, due to greater 
economy in lighting. They had secured a very large portion 
of the private lighting of the town, and they were considering 
how to still further extend the business. The contract for 


pumping water to the reservoir for the town supply had been 


secured during the vear, and a special plant had been laid 
down to deal with it. It had now been working about seven 
months and had given satisfaction. They had shown a con- 
siderably increased output of current at a reduced cost per 
unit. The average price obtained for current wae consider- 
ably lower than that for the previous twelve months. Both 
the cost of generating the current and the price charged com- 
pared favourably with other towns in the South of Ireland. 
He believed that Listowel was the only town in Munster of 


its own size where current was available at 5d, per unit. 


Owing to the heavy demand they were installing additional 
reserve plant. — 


British Westinghouse Electric and Manufacturing 
Co., Ltd. 


THE directors report that, notwithstanding abnormal condi- 
tions arising out of the state of War, the accounts for 1914 ^ 


show a continued improvement. The net profit amounts to 
4 151.627, plas £6,494 brought forward, making £158,121. This 
is to be appropriated: as follows :-—To general reserve £50.00, 
to patents, goodwill, etc., amount written off, £25.000, divi- 
dend on preference shares at the rate of 74 per cent. £75,000, 


to be carried forward 48.121. The net profit is considerably. 


in excess of that in 1913, when it amounted to £106,404. Sub- 
stantial sums have again been charged against revenue for the 
maintenance of the works and plant. and in addition 450.846 
has been applied to depreciation. Since the end of the year 
under review the conimany has acquired from the American 
Westinghouse companies their interests in the French, and 
through it the Italian, Westinghouse companies. The hoard 
believe that this extension of the company’s business will be 
profitable. 

The profit and loss account shows tuat the gross profit for the 
year, including estimated profit accrued to date on conipleted 
work on contracts, interest received, transfer fees, ete.. after 
providing for expenses of manageinent, directors’ fees, bad 
and doubtful debts, maintenance of buildings. machinery, ete., 
and all other working charges, was 427.819. This has been 
dealt with ав follows: —To interest on 6 per cent. prior lien 
debentures to 31st December. 1714, £12,570; to prior lien deben- 
ture redemption account. £7,170: to interest оп: 4. per cent. 
mortgage debenture stock, £19654; to expenses on surplus 
land and buildings, #2 доо. fo depreciation written off works, 
machinery, plant, ete., £13,710; to balance, being net profit 
for vear, £151,627, | 
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British Aluminium Co., Ltd. 


Tre trading profit for 1914. together with interest and diyi- 
dends on investments and deposits, and the revenne derived 
from Kinlochleven and Foyers Estates, and transfer fees, was 
£272,256, plus £16.690 brought forward. Provision for income 
tax, legal expenses, had and doubtful debts, depreciation of 
investments and furniture, and proportion of profits pavable 
t^ directors, shsorhs £24,966, prior lien debenture service 


fund £18,000, debenture stock service fund £43,221, reserve for’. S 


. Se: —— — 


deptectrtion £20;000, 


Preference shires: req 


mend a dividend of 5 per cent. per 
ordinary shares, payable lst April, 


leaving to be carried 


earrixl to reserve i 
ing 472,75. The dividend at 6 per cent. per annum on the 


uires. £17,974, and 


forward £24,751. 


count £50,000. leays. 


the directors recom- 


annun, less tax, on the 
1915, requiring £30,031, 


lhe reserve account, 


including £50,000 added out of profits for the year, amounts 
to £150,000. : Owing to the necessity of making provision for 
capital expenditure, the allocations to this account for the 


last two years have 


pany' s business. The depreciation re 
£50,000 set aside out of the 


£200,000. The vario 
operated satisfactorily 


not been invested 


us works of the 
during the vear. 


outside of the coim- 


serve account, including 
year's profits, now stands at 


сошрапу have been 
The power plant for 


the rolling mills at Warrington has been completed, and the 


preliminary work for 


the erection of the 


new Alumina Works 


at Burntisland is in progress, and contracts have been placed 


erection of further pl: 


for a large part of the buildings and 


plant required. The 


mt for the extension of the manufacture 


of -carbon-electrodes at Kinlochleven is 


be completed. in the e 


show an increase over the previous year. 


ourse of the year. 


ately ofi the same level as last year, bi 
tion has been affected towards the end 


The war has necess 
orders and contracts 


Increased. prices of ce 


proceeding, and will 
The output and sales 
Prices are approxi- 
it the cost of produc- 

of the vear by the 


rtain materials, freight, and insurance, 


itated the cancellation of considerable 
on the company's books with certain 


Continental users, but this has been off 
demand of the British Government and its Allies, and con- 


tractors working for 
tinues to Increase, but 


by the war, difficulties 


tion with supplies of 
various works, and th 


them. The deman 


-set by the increased 


d for the. metal con- 


. owing to the abnormal situation created 


raw material and 
e costs of productio 


are now being experienced in connec- 


conl required by the 
n are being adversely 


affected by the inerease in labour charges, coal prices, freights, 
Insurances and. ether expenses. In vic 
above mentioned, the board feel. that, 


improvement in profi 


ts for the year, it 


dividend on the ordinary shares of the 


be increased. 


Annual ineeting: March 26th. 


" 


'w of the difficulties 
notwithstanding the 
is prudent that the. 
company should not 


S. 


STOCKS AND SHARES. .. 


The present situati 


contains nothing of what light be 


TUESDAY EVENING. | 
m at the front and in the Dardanelles 


sufficient to quicken Stock Exchange ma 


days, when there is n 


o speculation and b 


the humdrum lines of Investinent, the € 


from the front does 
Kitchener's grave wa 


heme to back up in t 
the Services, added to the serious ruux 


called ‘sensational in terest, 


rkets. Even in these 
HSINESS Is comfined to 
haracter of. the news 


make a considerable difference. | Lord | 
ruing on the necessity for workmen ‘at 


he shops the efforts 


of their comrades in 


urs circulating in the 


City this week, have provided food for reflection to those who 
gaily declared that the war was going quite all right and that 


its conduct could be left to those already 


y engaped in it. 


Armament shares have given Way in consequence of the 
hat the Government will take over the 


growing impression t 
coinpanies, pay sharel 
the concerns im the s 


Yolders a fixed rate 
ame way as they a 


and the wireless systems. The report of 


house Co. shows fine 


progress, and that 


Electrical is fairly satisfactory. 
Electricity supply shares have shown a 


notwithstanding the e 


est. St. James’ fell abruptly to 81, and 


ference at 4 15/16 ar 


in for fresh attention, 
able on the shares at the pre 
buvers about for south Londo 
ordinary—the latter in the nel 


the former would-be 
found they could not 

Rumour toys with 
brewing in the shape 


between certain of the Lo 
and the South Metropolit 


tion. with this, and t 


of their bigger brethren, though the go 


for it to be referred t 


e 1/16 down. Co 


of dividend, and run | 
re doing the railways 
the British Westing- 
Issued by the Brush 


drooping disposition, 


Xpansion in the matter of public inter- 


London Electric pre- 
inty preference came 


by reason of the good vield still obtain- 


purchasers at 2 15 
be supplied. 
the idea that thor 


sent price of 114. There are 
n and for South Metropolitan 
ghbourhood of 10s., while for .. 


/16 ex-dividend have 


e may be something 


Of amalgamation or Working agreement 


ndon companies. The South London 
ап are already anentioned in connec- 


heir names are linked with that of one 


in a way other th; 


The Stock Exchange. by the way. w 
Week or two ago, because its supply ¢ 


threatened by the al 
own electricity, and 
twenty tons a week 


tain reserves of about 


ssip is still too nebnlous 


in this vague fashion. 
as a little alarmed a 
f coal seemed to be 


l-round всагейу. The Ilonse makes its 


its. fuel consumpti 


on is something like 


in the winter months, Its bunkers con- 


been touched, although the managers co 


bility of having to 
scarcity of coal preva 
With the gas compa 


mere intelligent antic 


a month's supply, which have not vet 


ntemplated the possi- 


raid their eighty tons while the acute 


} led . 


| nies raising the price of their commodity; 
ЈЕ would be at least comprehensible if th 
had to follow suit, so that the reporta a 
this taking place might have something 


ipation. 


e electrie undertakera 
S to the possibilitv of. 
more in them than 
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- Metropolitan Consolidated stock has gone back to i, and 
Districts to 17, but Underground Electric incomes keep hard 
about 81. The tendency of the railway market as a whole 
underwent a change for the. better & few days ago, but since 
then, prices relapsed into dullness again on the cessation of 
the few. buying orders which imparted temporary strength to 
the market. | M 

The Treasury have consented to a lowering of the minimum 
prices fixed by the Stock Exchange Committee, and below 
which - brokers were not allowed to sell stock. The following 
are the principal changes affecting electrical issues :— 


Railway Stock, Minimum. Reduction. 
Previous. Present. 

Central London 4 p.c. debenture ... 95 ОЗ eren 9 
London Electric debenture ............ Bi: sioe 85 ...... 2 
Metropolitan 34 p.c. debenture ........ B5. ont 831 ...... 13 
Met. District 4 p.c. P.L. debenture 94 ...... 9 2 
Metropolitan 31 p.c. preference ....... . E EET 12 
Metropolitan A“ preference ........ 6 7414 13 
Metropolitan Conv. preference ........ TO eere 744 14 


The reduction in the minima, which was preceded by such 
heated controversy from those who favoured it and those who 
did not, has had some little effect in improving business. At 
first, the result was directly opposite from this; but as the 


markets concerned have become accustomed to the new prices, 


зо orders have increased. It is, of course, only in the gilt- 
edged markets that this system has been applied. Consols, 
for instance, were lowered from 684 to 664; and many trustee 
stocks came down from two to four points. The Treasury have 
intimated that they. will not permit any further variations to 
be made during a period of at least three months. - 

The following is our list of representative stocks and shares: 


Номе: Exgcraicrry OoMPANIES. | 
Mean price. Mar. 28, 1915. Rise or fall 
July N. 1914, this week, 


Brompton Ordinary . ex 
"rA 7 per cent. Pret, v. oe 


Charing Cross Ordinary ee ее ee d sa — 
| до. do. do. 4 Pref. ee ee | = 
do. do. Oi Pre э eo ее ee 4 -— 
do. 4 Deb. ә4 ee ee ee 91 90 TS 
сен m Deb, eo ee ee 96 — 
0. . ee ee ee og — 
Ci Fis а 6 dent "Pret ee ee 16 121 — 
О» 0. e [I = 
do. do. 5 Dei ee ee ust 119 енә 
до. 0. ee ‘oe е2 Е 98- = 
County of London ee ee ee ee 13 uni Е 
do. брег cent. Pref. „ Б Us + ё 
do. . do. ist Deb.. ° oe oe 1 99 — 
K do. do. 2nà Deb. . ee 1 Е " xa E _ — 
ensington ` ee ee — 
London Electric .. . e 1 13 xd — 
. do do, 6 cent. Pref. e б | — д 
м до. im 4 ө е e. е ` В | = 
etropo IT rs : ; — 
do. è. Pret. . ee 4 4 — 
do. Deb.. a ' ооо e e 88 : 80 — 
Me an Me Toma Pa. T et ET 
е 0. e ә = 
do. do. 88. Ded. ee ee B B0 — 
таш говчоа е tan Pret rx) ee 0 0 8 == 
а tropoli 2 өө ' ев ee — 
Westminster | —U—U— U | 1 == 
do. a .. ee ee oe = 
TELEGRAPHS AND TELEPHONES, 
Angio-Am. Tel. Pf. os ee ее ее 1 xd — 
do. M Det. ee se ое a, 91 T i 
Cuba Bab. Ord. Е 2. ds i — 
do. Р, ee ee ee 0 | 1 15 о à : 
Eastern Extension . s e. ee 1 193 == 
до. 4 Deb, ee 91 93 xd = 
Bastern Pol. Ord. ae ee 1 1284 = 
do. Pf. ee ee 77 74 == 
do. 4 b. ee oe ee 94 — 
Globe Tel, and T. Ord. ee ee ee 11 11 — 
. е ве ae ee ее 1 12 + à 
Gt. Northern Tel. m ee ee ee 29 — 
Indo- ee ee ee • 69 61 - 
Marconi ee oe ee . • 1H 1 = Ё 
New York Tel. 43 ee ee ee ee 101 97 + 
Oriental Telephone Ord. .. .. .. 22 — 
т l о Deb. Pf. oo oe oe oo” ext — 
et. Кєр ee ee ee ee ы 
f nited . Plate Tel.. LÀ ee ee es 6 — 
do. Pf. ee ee ee b = 
пыл то a 
@% тп e ogra ee ег .6 ee — 
| do, é Deb. ee ae ee 94 — 
Fonzion Trams, &0. 
An lo- е Trame First Pf. oo ее — 
| ‚ м. i and Pt. ee ee ee 4 — 
a 44 Deb. ee ee es 91 91 —1 
о. e ee e 0 -— 
do. b Deb. ee ee . 905 88 = 
Brazil Tractions А А . А 66 624 —1 
Bombay Electric Pi.. ° ee e е lig 109 — 
do. . 44 Deb... : 96 gt — 
` Mexico Trams.. wi d 8 SQ 0 85 — 
o. b per cent. Bonds 84 45 —6 
Adelaide Вир. 6 percent. Pf... e. 54 bj xd — 
do. 5 Deb. oe ec ee 104 108 — 


Hows Rans. 
Central London, Ord. Assented .. es 


88 + 4 
Metropolitan . А è . 87 29 — à 
Udo d реш Ordi. * ee ee 1 m mem 
ergroun ectric nary ee 1 — 
do, wA? ee ee ee 1 carn —63. 
Income oe ee ee ag 81 xd -— 


Mawvracrvame Compames, 


Mean price. Mar. 88, 1916. Rise or fall 
| duly 27, 1814. this week. 
British Westinghouse Pre. .. 1 3 + + 
до. 4 Deb. oe oe oe 1 72 = 
do. p. lien ee 6e ee 1 — 
Oallenders ee . sė LE Y СЕЈ 1! 11 =» 
0. Ргеќ. .. ae ^ ee sem 
do. 4} Deb. Tm ee m 98 — 
r-K ert ee ee вә e 15 — 
e doe fully paid * S = 
е у ра • -— 
do. do. 4 De a * 60 68 — $ z 
do. do. 6 o6 Deb. ° oe a 60 = 
Eleotrio Оопвігосцоа БР че is 3 18/6 — 
do. do. Pf, ee oe ee 1 1 — 
Gen. Elec. Pf. Ф ee oe oo eo 16 — 
Henleys ee е ee ee oe ee 16 a 1% х= 
E ani * a 
India-Rubber ә ео 9 E — 
Telegraph Oon. ‚ 88% 3 == 


In the Telegraph market, activity centres for the moment 
principally in Anglo-American Telegraph deferred stock, which 
has risen to 213 on a fair amount of investment buying. The 
Eastern group із tolerably steady, but Westerns lost their 58. 
rise of last week. Globe preference continue to harden, and 
are now up to 12. Marconis eased off 1/16, which took the 
price back to 35s., while the subsidiaries ,are practically un- 
changed. Тһе company's preference shares keep about a 
florin a share below that for the ordinary. | 

Brazil Tractione show & dullish disposition, which possibly 
may be connected with the approach of the time when the 
next dividend declaration is due. The market is becoming 
calloused to these quarterly apprehensions; and if the direc- 
tors should happen to decide to cut the dividend, advance 
familiarity with such an idea may have the effect of prevent- 
ing any particular fall occurring as a result. Mexico Trams 
5 per cent. bonds receded another 5 points to 45, so that the 
price is almost exactly half what it was when war broke out. 
Affairs in Mexico are no better, though a gleam of satisfac- 
tion may be felt by holders of Mexican securities that New 
York should be buying shares in certain of the Mexican rail- 
way concerns controlled from the United States. 

British Westinghouse preference rose to 40s., and there has 
been a good deal of business at prices from 6d. to IS. above 
that level, owing to the excellent report just issued bv the 
company. It was expected that the British Westinghouse 
would be seen to have done well, but the actual figures ex- 
ceeded anticipation ; and a good deal of fresh support has come 
into the market. Brush issues are not much affected by the 
company's report, also out a few days ago. Edison & Swan 
4 per cent. debenture stock went back 2 points to 63; the eom- 
panv's shares. remain steady at 14s. 6d. The rubber market 
exhibits quiet strength. Those who try to buy good-class 


' ehares find it extremely difficult to do so; and with two or 


three companies publishing reports this week in which they 
show that their costs are reduced to 9d. or 10d. per Ib., it is 
not eurprising that there should be enquiry for bargains in 
this department, The trouble is, however, to pick up the 
shares. The armament group, as mentioned above, is dull, 
and the fall of the Austrian fortress with the unpronounceable 
name had little quotable influence upon markets as a whole. 


MARKET QUOTATIONS. 


IN last week's issue, through a figure falling to print up, the príce 
of aluminium sheet in ton lots appears as £20 per ton. It should, 
of course, have read £120. 


/ 


Folkestone Electr city Supply Co., Ltd. —At the annual 
meeting held on March 19th, the Chairman (Ald. Spurgeon, J.P.) 
congratulated the shareholders on the very successful year's 
businesa. £11,696 had been spent during the year, principally 
upon a new 500-Kw. Parsons exhauet turbine, condensers, and pipe- 
work. The revenue for the year showed an increase of £1,212 ; 
the working expenses were reduced by £322, and the gross profits 
were £1,534 in exoess of 1918. They had used less coal in the 
year by 806 tons (resulting in the saving of £513) although there 
had been an increase of 88,000 units. This saving he attributed 
to the advent of Kent ооа] and increased efficienay of plant. The 
future coal supply was not entirely sitisfactory, although the coon- 
tracta for the present year were favourable, The amount available 
fur dividend was £13,099, as compared with £11,848 in 1913—an 
increase of 81,750. Only on one occasion in 1913-13 has this 
increase been exceeded, and then it was £1,921. Daring the year 
233 additional consumers were added, being equivalent to 6,843 
8 С.Р. lampe, the total being 145,943 lamps; 2,338,415 units were 
generated, and 1,753,330 sold. The chairman added that the 
directors were continuing the system of bonuses which had been 
in foroe for two years, and they also were paying those employt's 
who had joined the Colours the difference between the pay they 
received and their earnings at the works. The company had 


. arranged to supply the adjoining town of Cheriton with electric 


— — 


` 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING FEBRUARY, 1915. 


THE February returns of electrical export and import business 


make a poor showing beside those of the previous month, which 
even the shortage of days will scarcely account for. 

The electrical exports for the month reached a total value of 
£256,519 a8 compared with £364,562 in. January, which, however, 
was a good month under the circumstances. The imports of elec- 
trical material were valued at £217,500 as against £239,127 in 
the previous month, while the re-exports had a total value of 
£22,216, showing an improvement over the January total of 
£12,155. 

Practically every section of our electrical export business fell 


Registered vi ct of British ane Irish Electrical Goods from the United Ap 


| 


off in value, the only exception being glow lamp exporte, which 
were £2,000 to the good. Of our various customers, India was the 
most prominent, while France probably owing to prevailing con- 
ditions occupied second place; Australian business also reached 
good proportions. 

The only sections of the imports showing any increase over the 
January figures were goods, batteries, and particularly glow lamps, 
due to the inclusion of nearly £15,000 worth from Holland. 

The United States was the principal contributor to the imports 
total, and business in that direction decreased from £198,596 in 
January to £171,696 in the month under review. 


| 
| 
| 
| 


E D NE E ES 5 E T £ РЯ М Ё . ке МАҢ, ИТ © < 
ЖАКЕН ЕЛ E| НЕ ЕДЕННЕН = 
Destination of exports and Sun consigning 4595 | 55 | а О | © 322 8 8 8 28 298| 33 E 4 2 e" Г 
imports 323 i12 5 28 iii f^i E $53 38 |4 |258| 354| É 
e 5 рда 5833 3 38 2 2 38 а) 56 82 2 38 8 
E B | ES = 2 2 RE g 5 | LE 822 Е 
| % £ a). ^o | & SS NE SE. . # £ 
Russia, Sweden, Norway and Denmark . | 1,818 838 18:| 1,127 | ... | 1,275 | 958 | 26d} 733 192 20 1,010 | 8369 
German eee ‘ae T éd» eve aus ose өгө Г wee TTA ака ese 
Netherinads, Java and Dutch Indies Sea 482 | 2,474 431 22 38 27 | 257 317| 332 | 19 | 161 6 4,566 
Belgian Congo ese - "S one ove 39 | = eee aba „ “wot ЕСТ | nd 39: 
France ... s en ses m * | 2,478 | ace [1915 40 150 | 9,243 | 364| 558 | 80 | 6,434 8,783 | 24,040 
Portugal F // 449. 29] BOTS 
Spain, Canary Isles and Spanieh N. Africa.. j 106 87 AME MR 33 | 1,152 33] 13 27| 142 403 2,117 
Switzerland, Italy and Austria-Hungary ... 120 sa 191 &. d | e | AGC) .. 639 4 105, 4398 | 6,223 
Greece, Roumania, Turkey and Bulgaria ... | ... ae ése iu | MET ose — is eis i» 19 
Channel Isles, Gibraltar, Malta and Cyprus... 121 EE е 83 320 А 330 | ч 15/16,225 | 17,118 
U.S.A., Philippines and Cuba 505 eae 555 11 35 ET T 256 EU. i T | 10 372 | 1,259 
Canada and Newfoundland . dis]. 198 76 7| 464| 46| 820 5,710 ., 2,167 28 . | 1,605 | 11,049 
British West Indies and British Guiana bes 133 és 3000 124 15 587 be ! * 40 353 | 1,552 
Mexico and Central America os n 15 ux $5 BG РЕ 38 247 as i PA ane 211 568 
Peru and MEUM T өөө ins a | iS | 14] sts BET э ái 52 Б . - 435 | 943 
Chile...» isa roe EA wd 427 RS 740 | 5 210 " vá m" 9 92 | 1,068 
Brazil ... m сы T eR 916 | 2,314 | 175] 44| „ | 193 | 1,567 ҚЄ 42 NE 87 4,639 
Argentina T өөө «e» | 1,170 | 1,020 | 1,365 569 „ | 235 | 3,785 | 1,874| 103 | des 6! 164 | 10,345 
Colombia, Venezuela, Ecuador and Bolivia... 3| 541 78 351; | oe 443 971: „л | ча 297 | 1,469 
| 
Tunis and Morocco ... ads BE ou 98| ... TA TN 397 | 115 | 80| 6,901 | 7,673 
British West Africa "em ДО | M 39 isi ; B 56 9 279 
Rhodesia, O. R. C. and Transvaal ... ...| 462 584 22730 361 385 866 | ]194| .. | 144 Wo xwwe T AMA E 
Cape of Good Hope ... | 394 | 845] 274 371 13 146 | 1,518 8 96 . 32) 809 | 4,436 
Natal ... 305 | si 402 105 | 56 295 502 111 312}... | 4199 
Zanzibar, Brit. E. Africa, Mauritius & Aden S МАВ S E ll 481 23 83 13, 604 1,458 
Azores, Madeira and Portuguese Africa — СЖ: 80 62 |... | 20 | 1,094 13 40) ... 1,361 
French African Colonies and Madagascar... г TM | c d. ais et wad ii 
China and Siam — .. ... Г 550 | 1,326 1,561 81 | во 1,347 | 2,555 | 465] 133 2| 19 782 8,871 
Japan and Korea I T | 9209 | .. LU MCN 487 | 2,519 4.420 91 95| ee | 133 | 7,937 
India «| 2,598 13, 944 | 2,085) 1,631 | 1,867 | 8,987 | 2,219| 1,292 | 21 | 2,241) 4,526 | 41,411 
Ceylon ... 114 | 182 87, 49 т да | ЖЕНЕ, ыр. М 72 260 | 2,184 
Straits Settlements, Fed. Malay States and 4 | | | | | | | 
Sara wax | 166 | 1,617 | 326, 202 | 26 243 10,663 165, 19 | 153 56) 1,024 | 14,060 
Hong Kong on or s.. 203 598 | 78 21 e. | 1,422 = | 112 | 818 | 3,252 
| | | | ` 
West Australia 2: 805 is * | 145 33 435 448 | 10 30 384; 400 as| 90 1,915 
South Australia ee s.. - 18 480| 519] 184] „ | 375 | 289 ЯТ 13 | 34 | 142, ... | 2,004 
Victoria -— ove A eee | 675 2.750 | 829 946 | 17 317 | 3,258 80 1,066 | ...| 6,003 183 | 16,124 
New South Wales n . + | 1,239 1.937 | 1,050) 986 | 188 | 42 | 8,770 2,632] 677 | 369 | 1,313 71 | 19,174 
Queensland lll. 32 | 1,868 | 291 408| .. | 34] 902, 26] 722 165 | 158 824 | 5,276 
Tasmania ar ее es 7 MEUM Daa ы ME cess. М Жо Жш ty OME 
New Zealand and Fiji Islands — o> | 5392 | 4,793 | 1,106) 1.255 27 | 469 | 3,065 | 154] 1,183 | 111 | 79, 365 | 13,139 
Total, £ 15,415 40,035 j| 4,509 10,780 119 8,05 69,527 13,643/11,204 1,239 18,508 51,245 256,519 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark  ... 302 = 57 
mes 


y [I1] eee eee eee eee een eee eee 
Holland... * see eee 284 201 
France eee eee eee eee ee eee 357 1,380 197 
Switzerland гё & zis is 267 474 | 273 


Italy TI eee ose eee see eee | eee 1,845 28 
Austria-Hungary... $us - — MU : see 
United States ... wes éd 


Total, £ 


—— —— — —— — — — — | —ä—6ä3kꝓę—— | 


9,718 | 4,714 2,660 15,455 7.335 1,808 145,746 124, 870 18,610 3,695 3,466 212.567 


129 849 | ... 2218 41 1,10 ... |. 2,206 6.932 
4879 1.400 ... 227 217 929 .. .. 18.137 
46 22 126 177| | | 2,896 [1,575 74 6 850 
1611... | 1419 3,150 560 185 6 479 
„ 14 198| .. | 148 e 2.483 


250 4,744 | 263 |19,960 198.98: 8,655 |1,412 1001 171,696 


Additional imports,—Spain, arc lamp parte, £6 ; carbons, £4,315, Canada, electric goods, £10; fittings, £20 ; machinery, £537 ; 
carbons, £15. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


Various countries, mainly as above... b 748 337 39 | 


749 11,005 543 


eee | 136 7,018 | 22,216 


871 | 770 


TOTAL EXPORTS : £256,519 - i TOTAL RE-EXPORTS : £22,216 TOTAL IMPORTS : £217,500 


NoTE.—The amounts appearing under the several headings are classified according to the Customs returns, The first and 
third column contains many amounts relating to „goods otherwise unclassified, the latter, doubtlees, consisting of similar 
materials to those appearing in adjacent columns, Importe are credited to the country whence consigned, which is not necessarily 


the country of origin. 
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RUSSIAN TRADE AND ELECTRICAL 
PROSPECTS. 


(COMMUNICATED.) 


(Concluded from page 416.) 


In the matter of credits, German firms have ever 
been most obliging, backed as they have been by 
their banks. In Russia, as an agricultural country 
wherein money flows chiefly in the seasons of sow- 
ing and harvest, six months credit is usual and 
twelve months often demanded. The numerous co- 
operative societies (mentioned again later) are doing 
a good deal to provide agriculturists with ready 
money at other seasons, but the broad fact remains 
that any firms exporting to Russia must be content 
to wait six months or so for payment; there is rarely 
any objection raised to reasonable payment for this 
accommodation. For a good many years to come, 
Germany will not be able to give such preposter- 
ously long credit as she has often employed in the 
past to win business in undeveloped countries. 

Russian import duties are framed on a weight 
basis*, and whereas many British manufacturers 
send in heavy machinery complete and therefore sub- 
ject to heavy tax, German firms have evolved special 
types for export, and have arranged to make and 
fit heavy castings, etc., within the Russian frontier. 
Ironically enough many of the '' factories "" built by 
Germans to comply with the letter of Russian 
law, are simply private foundries and assembly shops 
serving to evade by one means or another a con- 
siderable portion, of the customs dues paid by less 
astute or less efficiently organised undertakings. 
Under the existing tariff it is obviously foolish to 
pay freight and customs charges on heavy frame 
castings, etc., which can be as well made in a branch 
factory on the spot. The establishment of such a 
factorv gives prestige and affords a good centre for 
a local representative or a more ambitious staff of 
travellers. | 

It is practically certain that there will be substan- 
tial mutual tariff concessions between the Allies after 
the war, and our gain in this respect would obviously 
be greater if we had a tariff of our own on which to 
offer concessions. Apart from this consideration. 
anyone who has made more than the most casual 
study of measures taken since last autumn to“ cap- 
ture German trade " must realise of what immense 
assistance would be a protective tariff to our newlv- 
founded industries. — Without it, some industries 
cannot possibly compete with established and pro- 
tected German trade. | 

We shall not secure the Russian electrical or 
any other market unopposed. During the war 
we have a temoorary respite from German commer- 
cial activity abroad, and now is undoubtedly the 
time to prepare a commercial campaign in Russia. 
Almost every firm here is choked with war orders. 
Necessary and urgent as these are, they represent 
national expenditure and not national production, 
and while we are engaged upon them we must see 
that the rivers of our peaceful commerce become 
neither silted nor diverted. America realises the 
importance of the Russian market, and an American 
firm with a factory in Russia has a good share of the 
electrical business in the Baku oil fields. | 

Just at present we have.easier access to Russia 
than most neutrals. but even so it is not wise to 
start circularising Russia at the moment, for postal 
delavs are considerable (a registered letter dis- 
patched from Petrograd early in Februarv taking 
nearlv a month to reach England). With the open- 
ing of the Dardanelles a revival in Russian trade 
will occur, and as there is alreadv a great shortage 
of electrical material in Russia, it is not a moment 


е £2 158 104. per cwt. on dynamos, motors and trans- 
farmers; £3 188. 10d. per cwt. on measuring instruments: 
£9 17s. (d. per cwt. on incandescent lamps mounted, and 
£19 14s. 04. per cwt. unmounted, 


too early to plan the measures which are to be taken 
directly an easy trade route is opened. There has 


‘been much talk of a new Scandinavian trade route 


to Russia to replace permanently the old Berlin 
route. Whether the suggestion. will mature is open 
to doubt, but it has at any rate caused considerable 
annoyance in Berlin! 

The Scandinavian route leads to an important in- 
dustrial area, but is long and without particular 
merit. Given neutralisation of the Kiel Canal and 
some more Baltic seaboard for Russia—both quite 
probable contingencies—the all-sea route would 
seem well worth while for all but the lightest traffic. 
and would not be so much longer than that for the 
Scandinavian route, while avoiding the long rail 
journey and a large fraction of transhipment costs. 

It is difficult to foresee precisely what will be the 
labour position in Germany after the war, but no 
doubt it will be characterised by long hours and low 
wages, and no doubt it will constitute a serious 
factor in the competition we shall have to meet. 
However, there is no cause for despondency—only 


. need for improved organisation in manufacture and 


selling to set the balance right. America competes 
effectively in every market despite her very dear 
labour. It is surely time, however, that the British 
working man saw clearly that strikes are literally 
bad business." The heavy union levy is dissipated 
in a few weeks of strike pay, trade is disorganised, 
and national production is inevitably given an irre- 
vocable set-back. Usually some advance in wages 
is obtained, but the strike is not a success for the 
resulting increase in market price reacts sooner or 
later to the disadvantage of workers, and better or- 
ganisation and better machinery are introduced to 
decrease the wages cost for given production despite 
the higher wage rate. The final upshot is that the 
net profit to the striker is very small but he has to 
work under strenuous conditions. The fact is that 
capital will have a certain minimum return or it will 
go elsewhere. Compulsory ajbitration in labour 
disputes is long overdue, would only be in conform. 
ity with ordinary civil law, and would greatly 
strengthen our position in the years of keen com- 
petition that are to come. 

In turning from consideration of the general elec- 
trical trade field in Russia, and the means whereby 
it is to be secured, to a specific review of the exact 
nature and extent of Russian electrical develop- 


_ments and demands, we are faced by the difficulties 


that imperfect statistics are available; that during 
the last year or two innumerable fresh schemes have 
been mooted, some abandoned, and some far de- 
veloped (mostly under the cloak of German organ- 
isation); and that the past development will be as 
nothing compared with that yet to come. So far 
the Russian electrical industry has centred round 
Riga, Petrograd and Moscow, but recently there 
have been very extensive developments. actual and 
mooted, in the Baku district, in the Urals, and in 
Siberia, so that with rapid improvements in ways 
and means of communications electrical develop- 
ment will proceed rapidly all over the Empire. 

Some 60 per cent. of the 150 most important cen- 
tral stations are managed municipally; the remainder 
are operated by concessionaires, chiefly in industrial 
districts, and supply about то million population 
(twice that served by the municipal concerns). There 
is, however, an enormous field for municipal enter- 
prise in water and electricity works and tramways. 
and for State enterprise in electric railways and 
hydro-electric schemes. Municipalities and State 
departments seem thoroughly alive to these possi- 
bilities and display preference for electrical operation 
wherever practicable. By its agricultural and mineral 
wealth the country is able to afford large public 
undertakings which will have as their first effect 
rapid industrial development. 

The present unsatisfactory position under elec- 
trical companies in Petrograd will be much improved 
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by municipal purchase, schemes for which are 
already far advanced, though, due to the war, thev 
will probably be suspended till the right of purchase 
falls due in 1917. The central station in Moscow, 
controlling the great Bogorod industrial district, has 
been repeatedly extended since its inauguration 
nearly thirty years ago. The maximum load has 
roughly doubled in every five years’ period since 
1901, and now exceeds 30,000 Kw. The present 
station is a two-story building with efficient equip- 
ment, totalling 55,000 KW. capacity and supplying 
two-thirds of its output to factories and workshops. 
The usual supply system in Russia is generation and 
main distribution at 2,000— 2, 200 volts, 3-phase, with 
100—220 v. transformers supplying groups of con- 
sumers. No better system could be employed under 
the conditions to be met, indeed, the relatively low 
lighting pressure would be very acceptable in this 
country since the introduction of metal and half-watt 
lamps. Seven years ago the generating and main 
feeder pressure in Moscow was raised from 2,100 to 
6,500 v. to suit extended and increased supply, and 
it is an advantage of a.c. distribution that by adding 
fresh main feeders and transformers such increases 
in primary pressure can be continued indefinitely. 

Plenty of water power is available on the Urals 
for hydro-electric development; conditions will per- 
mit economical and strictly utilitarian construction, 
and a base load is already to hand in the mining dis- 
tricts. Concessions have been granted for the sup- 
ply of traction. lighting and power to the whole 
Petrograd and Viborg district from the Imatra- 
Raisala falls, one of the largest undeveloped water- 
falls in Europe, capable of yielding somewhere about 
500;000 horse-power. The £125,000 loan sanctioned 
for a lighting and power station in Nijni-Novgorod 
is another little matter deserving the attention of 
British firms. 

The municipality of Kieff (where there is already 
a 12,000 Kw. plant on the usual Russian system, sup- 
plying 10,000 consumers) has in hand a loan of 
£2,500,000 to purchase and extend tramways, and a 
half-milion loan is approved from tramways in 
Vilna. The Vladivostok tramways, at present work- 
ing successfully despite the limited facilities which 
they provide at exorbitant fares (4d. to 5d. a mile), 
are to be extended and reorganised, and a large 
number of traction schemes are more or less ad- 
vanced in Siberian towns. Belgian enterprise has 
been very active in Russian tramways (especially in 
Siberia and Central Asia) but no one would 
begrudge our Allies their share in this business, 
there is room for all—except Germany. The State 
Commission for New Railways is an active body, 
and has a number of important schemes in hand for 
electric railwavs radiating from Warsaw, as well as 
an electric railwav from Vladikavkaz to Tiflis. and 
a 1, 200-mile line from Irkutsk to Bodaibo. Electric 
power is much used in the State railwav shops and 
electricity is to be used for lighting on the railways. 

Very extensive telephone and telegraph additions 
are required. This business has been mostly shared 
by Swedish and German firms, and there is no rea- 
son whv British firms should not compete very effec- 
tively in future. 


Russian ELECTROLYTIC MANUFACTURES, 1013. 


Average 
Tons. Total value. £/ton. 

Electrolvtic Copper 2.000 £1,040,000 £92 ros. 
Nitric Acid ............ 56,500 640,000 £11 6s. 
Accumulators ......... 3.400 180.000 £53. 
Aluminium... 1. 300 170.000 #131 
Potassium Chlorate 2,400 120,000 £54 
Flectro-steel  ......... 4,000 66.500 £16 12s. 
Calcium Carbide 1,450 42,500 £29 6s. 


90,050 £3,169,000 


Electrochemical and metallurgical manufacturers 
in Russia represent a very extensive and remunera- 


tive industry, 100 per cent. net profit being realised 
on much of the capital invested. Unfortunately, 
much of that capital has been German in the past. 
Russian electrolytic manufactures in 1913 are re- 


. ported in the table given in the previous column. 


The steadily increasing demand for electrolytic 
copper for railways and electrical undertakings is 
met by Mm. Rosenkranz, of Petrograd, and the 
Kyshtim Corporation, new plant recently installed 
by the latter bringing their total capacity up to 
8,000-9,000 tons per annum. ä 
Among the most promising electrical fields in 
Russia are those of electricity in agriculture and 
power supply to peasant industries. The very active 
spirit of co-operation in Russian farming and dairy 
districts should do as much to help the extended 
use of electric motors in agriculture as co-operation 
has already done in Canada and the States. There 
are more than 30,000 co-operative combinations of 
Russian farmers already in operation, apart from 
important State co-operative schemes. A co-opera- 
tive society can afford equipment, beyond the reach 
of individual farmers, and can secure commensurate 
advantages to the whole community and equal bene- 
fit to electrical manufacturers and supply stations. 
Already these societies have done much in the way 
of purchasing tractor ploughs and thrashers, and 
the impending inauguration of new power transmis- 
sion schemes, and extension of existing central 
stations, will produee opportunities which should.not 
be neglected for the use of electricity in agriculture. 
British manufacturers could very profitably lay them- 
selves out to exploit at the same time the use cf 
electric power and lighting in our own and in Rus- 
sian farming districts. Large numbers of oil 
engines are used and will be used in Russia, and 
since British agricultural machinery and oil engines 
are already well known in Russia. and since electrical 
equipment would be required to work with one or 
both of these (according as power was taken from 
central or independent supply), there would seem to 
be room for very effective combination between Bri- 
tish manufacturers of agricultural machinery, elec- 
trical equipment and oil engines. Without such co- 
operation there must be much unnecessary competi- 
tion and all-round inefficiency. For a time, the chief 
demand is likely to be for medium high tension 
(2,000-3,000 v.) equipment and low tension (120-240 
v.) transformers and lighting and power apparatus. 
The more special field for E.H.T. equipment will be 
extensive but not of immediate interest to the 
general manufacturer. 

With a view to enabling peasant industries to con- 
tinue their independent existence, State and muni- 
cipal departments are taking considerable interest. 
in rural distribution schemes for electric power. and 
there is reasonably to be expected a deal of business 
in this direction. 

The past dominance of German capital and influ- 
ence, and the drastic measures adopted to thwart 
attempts to establish independent electrical concerns 
in Russia, have been felt very keenly in influential 
quarters, and there is a movement on foot (which 
might advantageously be copied in this country) to 
execute all public electric requirements in Russia by 
Russian material and labour where possible, and in 
any case free from German profit and. control. The 
establishment of independent Russian concerns and 
the granting of industrial credit bv the Russian Im- 
perial Bank will be very effective in promoting free 
international trading and rapid industrial develop- 
ment in that country. Electrical development will 
be among the most important branches of this 
general industrial advance, and there is not the least 
doubt that Russian firms and authorities are very 
wishful to trade more extensively with British manu- 
facturers. Such a ready-made market as never be- 
fore existed lies open to us, but the special advan- 
tages we enjoy can only persist unaided for the 
immediate future, and the time for action is now. 
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ELECTRICITY APPLIED TO MINING. 


By C, P. SPARKS, M. I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELEOTRBIOAL - 


ENGINEERS, February 25th, 1915.) 


(Concluded from page 422.) 


Distribution Underground.—In contrast with some other 
countries the working conditions in the British coal fields re- 
quire all conductors to be insulated, and in order to prevent 
damage due to movement in the workings all conductors are 
usually suspended by leather thongs. To ensure continuity 
of supply for important pumping plant duplicate double-wire- 
armoured cables are used, either placed on opposite sides of 
the shaft or preferably run in separate shafts so as to prevent 
the supply being interrupted by mechanical injury. 

Earthing Connections.—Whilst recognising the difficulty of 
specifying how an efficient earth connection should be made, 
the author is in agreement that the main “earth” must be 
placed at the surface of a colliery, owing to the difficulty of 
constructing and maintaining efficient earth-plates under- 
ground. The usual power-station practice should be followed 
in which several earth connections are made by a copper ring- 
main connected to steam condensers, circulating-water pipes, 
feed pipes, and other metal-work in direct connection with 
earth, or, in cases where it is not possible to make such an 
earth connection, the contact area of each coke bed should 
be materially greater than that specified in the General 
Regulations issued under the Coal Mines Act, 1911, the coke 
bed being carried down not less than 8 feet below ground-level. 
From tests on main station ‘‘earths’’ constructed on the lines 
indicated, the measured resistance to earth with alternating 
current at 50 periods varies in representative cases from 0.01 
to 0.03 ohm. 

Tests made on earth-plates constructed on the lines recom- 
mended by the General Regulations under favourable condi- 
tions as to moisture, vary from 1.8 to 2.2 ohms. If the condi- 
tions are not favourable a much higher resistance to earth will 
be found, as the resistance to earth is directly affected by the 
nature and temperature of the surrounding strata and by the 
amount of moisture. unless precautions are taken to supnly 
earth-plates with moisture and periodically to impregnate the 
surrounding strata with salt. Tests show that this treatment 
is effective in lowering the resistance of poor earth connections. 

Tests have been made on croups of earth-plates in different 
localities, constructed on the lines recommended by the General 
Regulations. The tests show that the size of the metal earth- 
plate is comparatively unimportant compared with the area of 
the coke bed. With a plate of 8 sq. ft. area surrounded by 
12 inches of coke, the surface contact of the coke with the 
surrounding strata is about 40 sq. ft.. which results in the 
resistance between the earth-plate and the outer surface of 
coke being approximately 0.5 per cent. of the total resistance 
to earth, with the coke bed surrounded bv clav. 

The tests show the desirability of burying the earth-plates 
at considerable depth so as to avoid too great a potential 
gradient on the surface. 

Teste show that if a main “earth,” consisting of two earth- 
plates constructed under favourable conditions on the lines 
recommended by the General Regulations issued under the 
Coal Mines Act. 1911, had been called upon to carry a current 
of 500 amperes for a short period, such as that necessary for 
a circuit-breaker to operate, the potential at the earth-plate 
would have been not less than 500 volts above earth. Any 
such pressure on the earth-plates, although of momentary 
duration, 1s dangerous, as it would result in the cable sheath- 
Ings and any metal connected to the main “earth” being 
raised to a dangerous pressure. It is therefore essential that a 
different type of main “earth” should be used from that 
recommended bv the Regulations, or else that the number of 
earth-plates be increased. 

Farthing of Sustem.—Safetv has been much increased by 
the Regulations issued in 1913, which provided that all con- 
ductors where pressure exceeds low pressure (250 volts) must 
be protected by a metallic covering electrically continuous and 
efficiently earthed; but the author suggests that when the 
Regulations are next under revision Regulation (124) should 
be amended so as to make it compulsory to earth the neutral 
point of all polyphase systems. The main advantage of work- 
ing with one point definitely earthed is the impossibility of 
continuing working with a definite fault on the system. 

Suitchgear.—At Middle Duffryn power station the switch- 
gear. which is erected in a separate building, is operated elec- 
trically by remote control from a 110-volt battery. The bus- 
bars are arranged as a ring. which can be split bv two 2.000- 
ampere oil-break motor-operated switches. For repairs, each 
half of the busbar ring can be subdivided by unbolting links. 

The generators are protected by balanced protective trans- 
formers, connected between the neutral and each phase, and 
by time-hinit, overload and = reverse-current devices. The 
feeders are protected on the Merz-Price system and by time- 
hmit overload apparatus. 

The switchgear at Penallta station is mechanically operated 
hv levers, the switchgear being in the basement (see fig. 10). 
The generators are protected by time-limit. overload and 
reverse-current relays, the feeders by time-limit overload, and 


* 


the overhead transmission lines and transformers by time- 
limit overload and the Merz-Price system. 

At Britannia Colliery the switchgear is erected in an annex 
to the winder house, the switches being mechanically operated 
and the control pillars being on the floor-level. The busbars 
are arranged as a ring, which can be separated into two halves 
by 400-ampere oil switches, each section of the ring being 
again divisible for repairs by unbolting links. When the ring 
busbar is divided, each section of the bar has direct connec- 
tion with the Penallta and Bargoed stations, and a supply can 
be given from either section of the busbars to one main winder 
and to the 10,000/3,000-volt transformers which supply the 
remainder of the colliery plant. The 3,000-volt busbars are 
treated in a similar manner. 

At Bargoed the busbars are in duplicate, the generators and 
feeders being connected to either of the busbars through inter- 
nie isolating switches. The protective arrangements are as 

cllows :— 

Generators.—Time-limit overload and reverse-current relays. 

Feeders.—Time-limit overload and Merz-Price protective 
system. 

The pressure is controlled at the power station by Tirrill 
regulators. This has resulted in an improved power factor on 
very fluctuating loads. Having regard to the variation of 25 
per cent. in load in either valley in a few seconds, it was 
found difficult to maintain a satisfactory pressure until the 
plant at the various power houses was controlled by these 
regulators. | 

The power factor varies between the following limits: — 


. Aberdare Valley 0.7 to 0.85 
Rhymney Valley ... 0.7 to 0.8 


The generators are constructed so as to give their full out- 
put with a power factor of 0.75. Owing to the moderate dis- 
tance of tranemission there has been no difficulty in maintain- 
ing the normal pressure at the individual collieries, but in 
order to deal with further extensions some of the larger motors 
will probably be fitted with power-factor correctors. 
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Fria, 10.—10,000-voLt SWITCHGEAR, PENALLTA AND BBITANNIA 
COLLIEBIES, 


Motors.—Originally all motors were controlled by screened 

panels, the high-pressure parts being protected by carthed 
metal screens, interlocked with the isolating switches. This 
tvpe of switchgear 1s now displaced by pillars of rigid metal 
containing the isolating switch, oil switch, overload relays, 
series transformers, and ammeter, the tsolating switch being 
interlocked with the cover which gives access to the switch- 
fear. 
3 All motors are controlled by overload relays actuating the 
oil switches. This gives definite protection and enables the 
supply to be renewed with a minimum of interruption; it 
also avoids the risk of fuses of the enclosed type being re- 
placed with unprotected metal. 

Lighting.—Underground this is confined to the immediate 
pit bottoms, and the haulage and pump rooms. The standard 
pressure is 110 volts, carbon-filament lamps being used. 

The conductors are single rubber-insulated cables in stout. 
screwed, metal conduits, and are controlled by switches and 
fuses in cast-iron watertight boxes, all lamps being enclosed 
in watertight fittings. 

The Powell Duffryn Co, have now between seven and eight 
thousand miners’ electric lamps in use, or about two-thirds of 
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the total. These lamps weigh about 5} lb. each, compared 
with 33 lb. for the standard oil safety lamp, and they are wel- 
comed by the miners, who prefer the additional illumination 
in spite of the additional weight. | 

The lamp batteries are charged in groups of 40 for lead and 
96 for alkaline batteries by 110-volt continuous-current motor- 
generators, each charging stand having an ammeter and a 
variable resistance for adjusting the current. | 

At the larger collieries charging boards capable of holding 
1,000 batteries are used, the lamps being stored in a standard 
rack in the lamp room when charged. | 

In the first instance the lead batteries were charged in seven 
hours; this is now extended to twelve hours. During charge 
the lead batteries are inspected to see that they are gassing, 
and on the completion of the charge the pressure of each 1s 
tested by a portable voltmeter. | 

With normal charging, the lamp will burn 12 to 14 hours. 
The candle-power is between 1 and 14, depending upon the 
condition of the battery and of the type of bulb; whereas the 
ordinary oil safety lamp gives 0.5 to 0.6 candle-power. 

The energy required for charging is of minor importance, 
and the cost of attendance for charging and cleaning the elec- 
tric lamps is comparable with the cost of the daily attention 
necessary in the case of ordinary oil lamps. The important 
part of the cost is the maintenance of the battery and the 
lamp bulbs. In the case of the lead battery, the cost of lamp 
renewals equale the cost of battery maintenance. 

Two types of battery are used. With the original lead type 
the positive plates lasted about nine months; new positive 
plates were then inserted to run a further nine months, before 
the negative plates required renewal. Improved positive plates 
are now on trial, and it is hoped that they will last eighteen 
months. The main point necessary for success with the lead 
type of battery is the non-spilling of acid. Cleanliness is 
everything. 

The alkaline type of battery is now under trial. Although 
these are twice as expensive as the lead type, their life is 
very much longer. 
allow the life to be definitely determined, but the makers give 
it as 15 years. 

When it is possible to use lamps of the half-watt type, the 
useful field for miners’ lamps will be much extended, as the 
batteries will then have to be charged only half as often as at 
present, with consequent decreased wear and tear, or, alterna- 
о increased light will be obtainable without adding to the 
weight. 

In addition to the miners’ lamp a second type is being tried 
for officials and hauliers. In this case the battery is strapped 
to the man’s back and the lamp is fixed in his cap so as to 
leave both hands free. 

In all positions where there is danger of gas the present typa 
of electric lamps have to be supplemented by oil safety lamps, 
во that there may be a clear indication of danger. 

Electric Signalling.—The increasing size of colliery under- 
takings and the use of haulages renders electric-bell signalling 
important. This system has been in use for about 25 years, 
and while its reliability in signalling over comparatively long 
distances has to a decrease in the number of accidents, its 
safety has been questioned during the last two years. 

Following an explosion of fire damp in the South Wales dis- 
trict in 1912, a notice was issued by the Home Office stating 
that The explosion was proved beyond reasonable doubt to 
have been caused by the sparking of an electrical signalling 
bell, which ignited an accumulation of gas, resulting from a 


derangement of the ventilation due to the breakage of air- 


pipes. It was afterwards proved experimentally that sparks 
from the bell in question, worked by a battery of 11} volts, 
' would ignite an explosive mixture of lighting gas and air; 

and the mixture was also ignited by sparks from signalling 
wires produced by а current of only four volts pressure... 

It will be noted that these tests were made with an explosive 
mixture of lighting gas and air, which is ignited with much 
lower currents than pit gas. The second test at 4-volts pres- 
sure was made with an accumulator, which, owing to its low 
internal resistance, gave a current (not measured) quite dis- 
proportionate to that used for signalling purposes. 

Following the explosion at the Senghenydd Colliery in 
October, 1913, a series of tests were made by the Home Office 
officials in January, 1914, at the New Tredegar Rescue Station, 
South Wales, at which the author was present representing 
the colliery owners. The signalling system in “use at Seng- 
henydd had been erected prior to June, 1911 (when the maxi- 
mum pressure allowed in signalling circuits was 15 volts). 
The number of dry cells in use on the signalling circuits at 
the time of the explosion in no material case exceeded nine. 

As H.M. Chief Inspector of Mines was not eatisfied that 
these tests were sufficiently exhaustive to settle the safe limit, 
further tests were. made at his request by Dr. Wheeler. at 
which the colliery owners were not represented. From these 
tests Dr. Wheeler deduced ‘‘ That if the current flowing round 
the signalling circuit could be reduced below 0.30 of an ampere 
by introducing suitable non-inductive resistances there would 
be little risk of ignition by break flash below 95 volts pressure. 
The use of Leclanché cells, therefore, owing to their high 
internal resistance, should afford greater comparative safety 
than the use of dry batteries.“ 

All these tests show that the principal danger point is the 
signalling wires, which are usually bare galvanised iron wire, 
the lead and return wires being run on insulators, signals being 


Sufficient time has not yet elapsed to - 


— 


given from any desired point by pressing the wires together 
or by connecting them by metal bar, file, or knife. 

Fig. 11 shows oscillograph records recently obtained at Fara- 
dav House across the contacts of bells connected to six "Dania 
dry cells, in series with a resistance of 10 ohms, to show the 


Fig. 11.—O08CILLOGRAPH RECORDS ACROSS BELL TERMINALS. 


maximum pressure across bell contacts at the moment of 
breaking and making the circuit. E. 

With a cell pressure of 9 volts on open circuit, a поши 
pressure of 80 volts was reached with bell No. (1), while be 
No. (2), which has the higher inductance, gave а momentary 
pressure of about 180 volts. | DEM | 

These records show the necessity of considering the induct- 
ance of any circuit before specifying the safety limit in terms 
of volts and amperes. "A | 

There are several alternative systems for securing safety. 
Where the distance of signalling is moderate the following 
system ensures safety :— 

(1) Bare galvanised wires of No, 8 S.W.G. should be run 
high up on insulators on opposite sides of the roadway. | 

(2) Bells to have the contact-maker completely enclosed in 
a metal flame-tight cover, the contact being shunted by u 
resistance or a condenser, the shunt being inside the bell case. 

(3) The number of dry cells to be limited to 10 (i.6., 15 volts, 
as in the Regulations of 1905), the batteries being sub-divided 
into two groups, one half being placed at either end of the 
line. 

(4) The batteries to be kept in locked boxes of only sufficient 
size to hold the standard nuinber of cells, so that they must be 
replaced when run down instead of an indefinite number being 
added. 

(5) Signals to be made by switches actuated by а “pull” 
wire, the &witches being enclosed in rigid metal, the covers 
being flame-tight, and the switch contacts breaking contact 
through non-inductive resistances contained in the same metal 
case as the switch. ` , 

For long-distance signalling, a high-resistance relay with a 
shunted contact and enclosed in a flame-tight, rigid, metal 
case should be used, the shunt resistance being inside the 
relay case. Where this is done the line pressure can be kept 
down. to 6 volts. 

Alternatively the alternating-current system should be 
adopted. This system has the advantage of getting rid of 
battery maintenance. The transformer pressure should be 15 
о and the bells should have their coils enclosed іп rigid 
metal. 

SCHEDULE OF Motors. 


Powell Duffryn Steam Coal Company. 


No. of Horse- 

motors. power. 

Winding — . t £s e ET "D 7,530 
Pumpe—above 100 B. H. p. ss 2 .. 96 14,490 
below „ „, = s .. 60 9190 

Fans ... i ve dis s у .. 14 2,720 
Haulages—above ground Ке 2 .. 44 3,800 
under  ,, zs m Wu 565 6,370 

Screens and elevators — ... Ж hd .. 61 1,985 
‘Washery — ... za, ie s Je — 20 ROO) 
Air compressors... sth zs PA PT 9 1,830 
Miscellaneous motors used for surface work 227 3,855 
Total ... m A Ке T .. 535 44,800 
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DISCUSSION IN LONDON. 


Mr. C. Н. Merz, in opening the discussion, said the 
paper gave an account of the largest electrified colliery sys- 
tem in the country; it was a complete and unified system 
stundardised throughout. It should be noted that the work 
had been done without Parliamentary powers of any kind, 
and therefore 16 had made very great progress. He congratu- 
lated the author on the successful use of large gas engines, 
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and considered that he could not have put the position more 
fairly as far as the power company’s supply was concerned; in 
every case a connection to the power company’s supply would 
pay if only for reserve purposes, There was also an economy 
in distribution, as it always paid to combine partially loaded 
circuits. As electrical engineers, they might confidently look 
forward to the proof that complete electrification of collieries 
was justified in all cases. The exhaust turbine was a tem- 
porary expedient, nothing more; the main steam winder was 
a remnant of the old form of engine, improved at the L.p. end 
by the turbine; but it could not be improved in that way at 
the H.P. end. He thought there was no doubt that the higher 
pressures and superheats in use would tend more and more 
to prime movers independent of. the machines to be driven. 
It was unfortunate that the author's periodicity differed from 
that of the South Wales Power Co. If one were to go to the 
largest possible units the steam cycle would give an efficiency 
as good as the gas engine. He suggested that the Institution 
might put it to the author, whether he thought the regula- 
tions as to earth plates should be altered and how. With an 
electric winder on a power coinpany’s system it was Dot as 
a rule necessary to use the Ilgner set for equalising purposes, 
and he asked whether the set was really necessary for safety. 

Mr. SYDNEY EVERSHED said the common system of two bare 
wires for bell signalling was too useful to be given up because 
suspicion had been cast on it. There was no real connec- 
tion between the voltage of the battery and the danger point, 
and greater danger might arise from artificially blowing out 
the spark than letting it die out, owing to volatilised metal 
being blown off. He differentiated between a spark which, 
owing to cooling conditions present, would not produce an 
explosion, and a flash, which would do so. There was at his 
own works a piece of apparatus which had been running for 
months at a time breaking circuits, and a microscope gave no 
indication of sparking; it was quite possible to obtain spark- 
less operation. It would be safer to use copper, or copper- 
coated steel signal wires instead of iron wires, as there would 
be less sparking; zinc and iron were bad in this respect. 
Watertight bells were used in the navy successfully, with 
the hammer action outside. 

Mr. W. J. Lark said the author had made a strong plea 
for the earthed neutral; it should be compulsory, as the per- 
fection of the apparatus now used made such a eystem quite 
satisfactory. He thought the advantages of power factor cor- 
rection were not really appreciated, as for 7s. or 8s. per K.V.A. 
connected, the correction would be applied over the whole 
system. He would have thought the squirrel cage motor 
preferable to the elip-ring type for small surface work. 

Mr. HoLLIDAL, referring to the earth plate tests mentioned 
in the paper, said they had found that brown London clay had 
the least resistance of any earth. It would appear safe to 
allow а current density of 25 amp. per square foot of surface 
for 5 min. or 6 amp. for 3 hours. The earth resistance was 
much lowered by the presence of soluble salts. They had 
ee it difficult to obtain an independent earth to measure 
rom. 

Mr. RusHTON said published figures did not show that the 
electric winder had any great advantage over the steam 
winder, and to obtain the desired result it would be neces- 
sary to use the simplest system. of winding and a cheap sup- 
ply, which must be a bulk supply. Using induction motor 
winders, the peaks would not appreciably affect the power 
station; even if there were only two winders it would be pos- 
sible to arrange for the acceleration of one to meet the retarda- 
tion of the other. Equalising was expensive and should be 
avoided as far as possible. If numerous earth plates were 
used, the earth current would be distributed and there would 
be smaller potential differences. 

Mr. SPARKS, in replying, said the gas engines had been at 
work six or seven years and were very successful. The pre- 
sent mining regulations were ahead of anvthing in force in 
other countries, but there was still room for improvement. 
As regarded the Senghenydd disaster, while the electric bell 
signalling was suspected, there was a lamp chamber in the 
pit with naked flaines in use. 


DIESEL ENGINE BREAKDOWNS. 


Mr. Percy SrilL, the acting Hon. Secretary of the Diesel 
Engine Users’ Association, bas sent us further particulars of 
the breakdown of a Carels Diesel engine at Oxford on Sep- 
tember 26th last year. The engine was a three-cvlinder 650- 
B.H.P. engine running at 210 R.P.M., but as it failed to 
give the guaranteed fuel consumption. it was reduced to 520 
B.H.P. when running at 214 R.P.M. It was built by Messrs. 
Carels Freres for the Diesel Engine Co., Ltd. The breakdown 
occurred suddenly, without any intimation of anything being 
wrong, The big end of the connecting rod of the middle line 
was found in pieces, some parts being jammed between the 
crank webs and the bed plate. The connecting rod, complete 
with its small end and gudgeon pin, was kicked through the 
side of the frame supporting the cylinder and lay on the floor 
in a bent condition; the piston was badly smashed, and was 
fixed just below the cylinder; the cylinder liner and part of 
the base of the cylinder easmg was smashed, and a portion of 


- 


- 


the bed plate at the middle line of the engine had been car- 
red away by the blow of the connecting rod. The two outer 
lines of the engine were intact, and the crank shaft, although 
it had received several blows, was found to be still true. ‘Ihe 
fuel valve casing of the middle line was also cracked right 
through. 

Mr. Philip H. Smith (of Messrs. Smith & Johnson) was 
called in as a Diesel engine expert to make an inspection and 
to report on the cause of the breakdown. He arrived at the 
conclusion that this was due to the failure of one of the bolts 


in the big end of the connecting rod, which he considered to 


be of insuflicient strength for its purpose. The bolt failed at 
the neck just under the head, and the metal at the fracture 
had a crystalline appearance. | | 
Mr. Philip Smith. was invited to a mceting of the Diesel 
Engine Users’ Association at which this breakdown was dis- 
cussed, and there produced tables of figures relating to the 


stresses 1n the oonnecting-rod bolts of various Diesel engines. . 


From these it appears that the Oxford bolts were stressed far 
too high; they were 2.35 in. in diameter, and bore a maximum 
stress of 7,000 lb. per sq. in. 

Messrs, Willans & Robinson allow a stress of 3,750 lb. per 
sq. in., and on the assumption that the Willans bolt is 
safe, the conclusion arrived at by Mr. Smith is that the 
Oxford bolt should be 3 in. larger in diameter. The Willane 
bolt has been taken as standard, as it has been found in 


practice that it takes a violent seizure to make a Willans bolt. 


fail, i.e., stretch or actually fracture. On the basis of the 
Sulzer stress of 3,000 lb. per sq. in., it appears that the Oxford 
e should have been over 11 in. larger in diameter, or about 
ЗА in. 

The question of the metal forming the bolts was discussed. 
The Oxford bolt was of iron, the Willans and Carels bolts are 
of Siemens-Martin steel, and the Sulzer bolts are of crucible 
steel. Thus, not only were the Oxford bolts stressed higher 
than others, but they possessed the weakest material. Iron 
breaks at 24 tons per sq. in., Siemens-Martin steel at 28 to 32 
tons, and crucible steel at 34 to 38 tons; hence the factors of 
ad are 7.7 in the case of Oxford, 18 for Willans, and 27 for 
Sulzer. 

As regards the value of annealing. Mr. Smith expressed 
strong views against 16, more particularly in reference to high 
tensile steels. He expressed his preference for crucible steel 
bolts, and recommended that big-end bolts be replaced after 
about 3,000 hours. The precise time would depend on the 
working stress of the bolts and upon the personal element; a 
man who permits the brasses to knock, indirectly causes more 
rapid deterioration of the bolts than a man who carefully 
adjusts the brasses immediately they require attention. 

Mr. Philip Smith has used an empirical formula for a num- 
ber of years by which the size of the big-end bolts can be 
gauged with а minimum of data and calculation. This runs 
as follows :— 

Ascertain the diameter over the threads of a safe bolt. 
Then express this as a percentage of the bore. Take the same 
percentage of the bore of the engine, the bolts of which are 
to be compared with the safe bolt; multiply this figure by 
the ratio of the piston speeds. and the result gives the neces- 
sary diameter of the bolts of the engine under comparison. 
To instance & concrete example :—Compare the Oxford bolt 
with the W. & R. 75 B.H.P 

The W. & R. bolt is 11 per cent. of bore; piston speed is 715 
ft. per minute. The Oxford cylinder diameter is 23.6 in, and 
piston speed is 845 ft. per minute. Diameter of Oxford bolt 
should be 0.11 х 23.6 (845/715) = 3.07 in. 

This rule is sufficiently near for all practical purposes. 
especially in consideration of the fact that after calculating 
the average stress mathematically one has to adopt a factor 
of y n X good recognised practice of 18 to 27 to ensure 
a safe bolt. 
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AUTOMATIC PROTECTIVE SWITCHGEAR 
FOR A.C. SYSTEMS. 


THE paper on this subject by Mr. E. B. WEDMORE. which was 
first read before the INSTITUTION OF ELECTRICAL ENGINEERS on 
December 10th, 1914, and abstracted in our issue of January 
Sth, 1915, was discussed by the Scottisa Locau SECTION at 
Edinburgh on the 9th inst. 

Mr. Pace (Glasgow) argued that with the enormous increase 
in the output from generating plant which had taken place 
within the last two or three years the selective protection of 
feeders and distributors had not kept pace; in the majority 
of cases that was mainly due to engineers not having at their 
disposal reliable protective apparatus which they could buy 
at а reasonable price. Things were getting into better shape 
now. In Glasgow, until recently they had been satisfied to 
run with an unearthed neutral; in the majority of cases that 
enabled them to get through with faults on isolated feeders 
until the faulty section could be fed from another source. 
They found, however, that there seemed to be a critical stage 
in all systems; when, for instance, they in Glasgow reached 
50.000 KW. of plant running. things happened which were per- 
fectly sound with only 30,000 Kw., and а new view of the 
situation had been forced upon them. They had now decided 
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to earth the neutral, while they hoped by using to a consider- 
. able extent core-balancing protection that they would be able 
to get rid of what were really minor faults to earth without 
affecting the rest of the supply. They were fortunate in 
having three-pole relays, and they proposed te connect the 
series transformers which were at present supplying the instru- 
ments in such a way as to get core-balancing with three trans- 
formers. They could use their standard three-pole relays— 
two poles for overload protection, and the third would take 
care of faults to ground. The problem of the great majority 
of supply engineers was that they had to adopt some method 
of selective protection which would be suitable to a cable sys- 
tem already laid. If that was accepted, the low settings were 
not of very much value, because in parts of the system usually 
they would have two or three feeders.in parallel from the 
main generating station to the first sub-station, and from 
thence ring-mains or other system to the bus-bars of the sub- 
station further on. If they were going to get through on 
relays upon such settings the system must obviously be de- 
signed to stand up to it and the fine settings were not of any 
great value. Where a supply was given to sub-stations be- 
yond the first sub-station bus-bar or on a ring-main, balanced 
core protection was quite useless; if they had an earth, say, 
upon these ring-mains beyond the sub-station, it was not selec- 
tive. They would bring out feeders at the power end, which 
was the very thing they did not want to do. So far as the use 
of fixed time relays was concerned, it seemed to him that no 
engineer in considering the protection problem would select 
either of the arrangements suggested, because if the fault 
should develop near the power station the protective device 
would not clear that fault until, say, three seconds had 
elapsed, and by that time the generating apparatus would 
probably have. failed. The suggestion for balanced cores for 
generators would not, he thought, be ever considered nowa- 
days, more especially when there were other and better sys- 
tems, while it was shown in one of Mr. Wedmore's dia 8 
that the adoption of the system rather encouraged circu ating 
currents in the neutral. The split conductor system, while 
they had not had any experience of it, gave promise of being 
very satisfactory, and Glasgow was adopting it on all new 
work. As to the suggestion that for the protection of all 
open-ended feeder circuits the core-balancing system should 
he recommended, he held that the only thing the core- 
balancing system could do was to clear the faults which were 
initially faults to ground. It seemed that Mr. Wedmore 
ought to have included something else to take care of shorts 
between phases. | EE 

Mr. D. MACFARLANE MACLEOD said that in his opinion the 


failures which occurred on an extra-high-tension three-phase. 


eystem, particularly those of higher voltage, took their origin 
in protective devices. Of course. there seemed to be a limit 
to the pressures, which he would conclude at 5,000 or 6,000 
volts, at which one might expect a quite satisfactory perform- 
ance, and when one went beyond that there seemed to be a 
distinct effect upon the protection transformer windings, and 
the result was that in the course of time instead of avoid- 
ing trouble they really caused it. If one were to take into 
account the failures of supply arising from series transformers 
one could prepare a formidable indictment against some pro- 
tective devices, and make out a good case for others. "The 
remedy seemed to be to concentrate the designers’ attention on 
the improvement of these devices. With regard to the use of 
core-balancing devices, 16 seemed to him that these devices 
would remain inoperative in the event of a fault developing 
upon & sub-station bus-bar or роп any apparatus directly 
connected with the bus-bars. -That was one of the limita- 
tions of the core-balancing system, and, indeed, of all protec- 
tive systems, and they must resort to overload relays in 
instalments at the power station. 

Mr. NEWINGTON suggested that though insulation had im- 
proved they were not much further advanced than they were 
in the days of shellacked tape. One felt that had all the 
brain-power now devoted to electrical devices been put into 
methods of improving or finding out some new form of insu- 
lation these protective devices might not have been necessary. 

Mr. SEDDON pointed out that while the circulating-current 
system shown in the paper was an advance as regarded cer- 
_ tainty of action over older methods, it did not isolate the 
generator in case of failure of excitation as did the reverse- 
current relay. Perhaps some form of relay energised by the 
exciter could be used to hold in one of the current-transformer 
connections. The author had described some ingenious 
methods of protecting parallel feeders, but he would ask, in 
the case of biassed protection relays, what happened when one 
of the parallel feeders had to be switched out of service? It 
would seem that the remaining feeder would be cut out 
5 as there would be no pressure on the restraining 
coil, 

Mr. WEDMonE, in his reply, explained that if the neutral 


point system was installed and one of the phases broke down - 


to earth through the air they got an arc which had all the 
characteristics of the arc with capacity and shunt. and by its 
introduction in the circuit they got the well-known humming 
which Mr. Duddell had explained to them. That humming set 
up high-fregency and dangerous disturbances in the system 
which were liable to cause static troubles in unexpected quar- 
ters. They did not know enough yet of the metallic arc to 
know how to put resistance to earth. On the points raised 
by Mr. Page, when the auxiliary switch had been used, for 


* 


example, to cut in in time with a phase in the shunt operat- 
ing coil, thus making the relay automatically into a etraight- 
forward time limit overload relay, they could use the switch 
to get the relay out of circuit. That was to вау, one relay 
operating, the other relay was cut off circuit and converted 
into a relay of a different type, and was again automatic and 
operated correctly, whether the cut-out feeder had no faulte 
or was cut out by hand without disturbing balance protection. 
There was another way to do this on the auxiliary switch by 
introducing a setting what eac 
carry, the feeder being left in circuit protected by the over- 
load relay. If one of the feeders was cut out, they must make 
use of some of the existing well-known methods of protec- 
tion. As to transformers, the protective systems advocated 
were for new work and could generally be carried out with 
transformers with a single-turn primary which admitted of 
better insulation than a transformer having а primary wind- 
ing. He thought there was little reason to fear trouble with 
the sub-protective transformers as required for the split con- 
ductor system. At any rate, the results given so far with the 
apparatus had been successful, especially as the apparatus had 
to be regarded as in the development stage. 


THE PRACTICAL RATING OP ELECTRIC 
INCANDESCENT LAMPS. 


THE question whether filament lamps should be rated by 
Wattage or candle-power formed the subject of discussion by 
the ILLUMINATING i42NGINEERING Society on March 16th last, 
when Mr. F. W. WiLLcox put forward claims in favour of 
rating by wattage and most of the subeequent speakers 
favoured candle-power rating. 

In opening the discussion, Mr. WitLCox said that candle- 
power as a practical lighting unit was being displaced largely 
a3 & result of its own deficiencies. Rating by candle-power 
was liable to abuse and had been abused, particularly in the 
case of lamps with very irregular polar distribution curves. 
Size rating of filament lamps by total watts had forced itself 
into practical use as being a simple definite rating which could 
not be manipulated as candle-power had been. The watt- 
rating had been used in the States and in Great Britain 
for four or five years past without any serious objection or 
any practical difticulty. There had been and would be no 
complete abandonment of the candle-power unit. Total watt- 
age.had simply been adopted as a practical size rating, the 
watts remaining fixed and candle-power values changing as 
lamp efficiencies improved. The general trend of practice was 
towards higher lighting values, and this was ensured: by 
rating on a fixed watt basis. Candle-power values would still 
be used as needed, but they would be derived values obtained 
by dividing the watt rating by the efficiency. The majority 
of lamps were employed on public supply circuits where a 
definite value in lamp wattage was required by the station 
engineer and consumer for estimating and checking the cost 
of service. Practical illumination determinations and: Anti- 
mates were now calculated almost universally on a total-watts 


basis, which simplified matters greatly. Having measured the 


floor area of a room, this figure multiplied by a constant, 
representing watts per square foot required to give the desired 
illumination, gave the total watts required; the actual require- 
ments were determined without reference to candle-power. 
With candle-power as the fixed primary rating, the wattage of 
lamps would have to be varied as improved efficiency was 
attained, and this would introduce manufacturing complexi- 
ties and confusion for the consumer and supply engineer. In 
the case of tungsten lamps, for instance, efficiencies had ad- 
vanced from 1.25 to 1.0 watts per с.р. during the last two years. 
and if manufacturers had held to fixed c.P. and had lowered 
wattage as efficiency increased, we should now have the original 
watt scale over again, but with lamps increased 20 per cent. 
in candle-power for given wattage. In the meantime there 
would have been confusion and complexity, and the course 
which had been adopted, viz., keeping watts constant, was 
preferable to changing watts and periodically arriving back 
av the same watt values. With fixed c.p. rating it was neces- 
sary, owing to the lower efficiency of 200-250-volt lampe, to 
have two sets of watt values, one for 100-130 volts and an- 
other higher set for 200-260 volte. This would call attention 
to the lower efficiency of the high-voltage lamps and would 
lead to n from central-station engineers who had to 
use & 25 or 35-w. ашр whilst a neighbouring station was able 
to offer a 20 or 30-w. lamp. The Committee on Nomenclature 
and Standards of the American Illuminating Engineering 
Society had defined the luminous flux of a lamp ae radiant 
power evaluated according to its capacity to produce the 
sensation of light. Radiant power was expressed in watts 
and the evaluating (efficiency) factor was a simple number. 
It was not necessary to measure candle-power to determine 
efficiency as this could be determined accurately by tempera- 
ture by colour match. This method was particularly useful 
when dealing with lamps of great briliancy and high tem- 
perature, such as half-watt lamps. As candle-power or some 
other unit would be retained to express the luminous value 
of a lamp where this was required, it was pertinent to consider 


above what each feeder was expected to 
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the most desirable unit. The fundamental requirement was 
a definite unit which should always mean one definite thing. 
This the lumen was and the candle-power was not. Watts 
per lumen or lumens per watt was perfectly definite, but 
‘watts per candle at once raised the question as to whether 
maximum C.., mean horizontal, mean spherical or mean 
hemispherical (upper or lower) candle-power were meant. The 
latitude allowed by the expression candle-power permitted 
and encouraged misrepresentation in lamps, but the lumen 
could not be manipulated and the lumens output of a lamp 
remained the eame whatever the shape of filament and in- 
dependent of the reflectors, etc., used, except as regards 
absorption losses in accessories. There could be desired no 
more striking illustration of the confusion possible, under a 
candle-power rating, than the accompanying geometrical 
diagram, which represented the same total flux of light (i. e., 
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IDEAL CURVES SHOWING SAME Тотл LIGHT FLUX IN VARIOUS 
Forms or LIGHT DISTRIBUTION. | 


the same lumens) emitted in different directions and giving 
very different ratings on any other basis than mean spherical 
candle-power. The output in lumens was simply 4 т X 
M.S.C.P., and a lumen was easier to-think and speak about 
than a mean spherical candle-power. Flux of light expressed 
in lumens eeemed to be the only unit suitable for expressing 
the luminous value of modern lamp and reflector or diffusor 
combinations, which differed so enormously in the distribu- 
tion they provided from any given lamp. Finally, the lumen 
was a very convenient unit in practical illumination calcula- 
tions. 

Mr. C. H. WoRDINGHAM said that his views as now ex- 
pressed on this controversy, which appeared to have reached 
a deadlock, were from the commercial, scientific and general 
point of view, uninfluenced by the exigencies of a Govern- 
ment Department which often compelled a narrow view to 
be taken. The problem had to be considered from three 
points of view, those of the manufacturer, the central station 
engineer, and the public. Collectively manufacturers were in 
favour of watt rating, but individually they seemed to care 
little about the matter. Central-station engineers took the 
_ narrowest view possible and feared that they would be handi- 
capped in their competition with other illuminants if they 
gpecified the candle-power of lamps; by working on a watt 
basis they mystified the consumer and hoped to keep bills 
constant as the efficiency of lampe improved. Actually, it 
was essential to compete with other illuminants in price and 
the lower the price could be brought, the inore extensively 
would electric light be used. The public wanted a certain 
amount of light and to pay as little as possible for it. Dis- 
tinction must be made between rating and marking. It was 
insufficient merely to mark lamps in candle-power. They 
must be made in a series of even candle-powers, not in a 
series of even wattages. In his opinion all Mr. Willcox’s 
arguments in favour of watt rating told in the opposite direc- 
tion, and the strongest argument against watt rating was the 
fact that lamps of given wattage were of different candle- 
powers according to their voltage. To rate a radiator by watts 
input was all nght, because the whole input was converted 
to heat, but to rate a motor or a lamp by input was absurd, 
because the efficiency was variable. The American Nomen- 
clature Committee's definition, which could be applied to 
meaeuring light in watts, referred to watts output, not input. 
Without photometry it was impossible to tell what a lamp 
was doing, and both watts input and candle-power output in 
every direction were necessary particulars. | 

Prof. S. P. THompson (communicated): Lamps should be 
marked in volts, watts and. if desired, spherical candle-power. 
A standard of watts should be raised since wattage could be 
verified more easily than M. S. C. P. and wattage was more 
| neun) constant than candle-power during the life of the 
amp. 

г. А. P. TROTTER (communicated): Mean horizontal 
candle-power had no significance in such Jighting unite as 
the ''Downlight" lamp. The lumen was not a commercial 
lighting unit and ''lumens per watt” was a method of ex- 
pression for experts, not for the public. 

Mr. Т. W. Ооорехосон (communicated): An actual, not a 
nominal, rating was required. A buyer with no photometer 
had to depend on the commercial honesty of the lamp seller, 
which was often very different from his personal honesty. 
Since the ratio of input to output was not constant, lamps 
should be rated and marked in power consumption and candle- 
power: neither item of information was sufficient without the 


‘other. If the meaning attached to candle-power were stan- 


dardised there would be no need to use the lumen. Polar 
eurves were necessary for use by illuminating engineers and 
foot«andles on the working plane was а good basis for illu- 
inination specifications, subject to a guarantee as to power 
consumption. 

Mr. H. T. Harrison (communicated): To rate in anything 
but light units was illogical since the light obtained by given 
power consumption depended entirely on the lamp efficiency. 
A light- giving rating accurate within 5 or 7 per cent. was 
near enough for practical purposes. Candle-power had become 
fixed in people's minds as a measure of light-giving power, 
und was preferable to the term lumen, so long as the direc- 
tion of measurement was indicated by symbols. Interior 
lighting should be specified by foot-candles; it was ridiculous 


to specify it by watts per sq. ft. 


Mr. C. C. ParERSON said that rating should certainly be by 
output since this was what mattered to the user. Further, 
watte applied only to electric lamps, and the Illuminating 
Engineering Society should seek a rating equally applicable 
to all lamps. Changes in efficiency and the variable distribu- 
tion obtainable from different fittings introduced some diffi- 
culty in deciding between flux and candle-power bases, but 
rating should certainly be on the basis of light-giving power. 
M.S.C.P. or lumens had a definite reduction factor to candle- 
power in any particular direction, and could therefore be 
applied easily to illumination calculations. For the present, 
requirements would seem to be met by standardising existing 
с.г. bases. Ordinary glow lamps and upright. gas mantles 
should be rated in mean horizontal candle-power and street 
lighing units in mean lower hemispherical candle-power. Тһе 
vital point, however, was to rate in light-giving power and not 
oa output. | 

Prof. J. Т. Morris considered both watts and candle-power 
should be marked on every lamp since the user was interested 
in both factors. Rating should be on output and not on 
input. It would be worth manufacturers’ while to supply 
polar curves for each type of lamp and for the lamp with the 
fitting they considered most suitable. They should also give 
the illumination on a horizontal surface at two distances 
below the lamp, the distances depending on the use to be 
made of the lamp. 

Mr. McINTYRE favoured rating by candle-power, and thought 
that if the light output of a lamp had not been difficult to 
measure the watt rating would never have been propoeed. 
Manufacturing convenience might be increased by watt-rating, 
but the user needed a c.P.-rating and would call for it when 
the present simple equivalence between watts and C.P. no 


. longer existed. Central station engineers should surely be 


credited with intelligence sufficient to handle their business 
equally well whether consumers’ lamps were rated by watts 
or candle-power. 'The lumen-second was a useful unit repre- 
aenting a definite quantity of light. In addition to the polar 
curve of candle-power, he had found it useful in comparing 
various lampe, to prepare a curve showing illumination in a 
horizontal plane 5 or 10 ft. in diameter, 5 ft. below the lamp. 
In libraries or other rooms with obstructing furniture it was 
necessary to specify individual lamps in individual places. 

Mr. FLETCHER said that most of the previous speakers seemed 
to think that it was proposed to specify only the wattage of 
lamps. There was no such suggestion. Watts, watts per C.P., 
and candle-power were all given in standard lists, and gener- 
ally polar curves were given as wel. Makers were quite 
prepared to stamp candle-power values on lamps, and he, 
personally, was quite prepared to accept any standard system 
of having lamps tested on a uniform basis by the National 
Fhysical Laboratory as suggested by Mr. Gaster. 

Mr. T. E. RjrcHiE said he would be very sorry to see any 
more extensive use of watt rating than at present. Watt 
rating led to absurd and misleading results in arc lamp prac- 
tice. For all lamps, and particularly where the distribution 
curve was unusual, he favoured rating in candle-power 
(м.н.ѕ. upper or lower with reduction factor for M.S.C.P.) and 
the provision of the polar curve. Using the lumen as unit 
eliminated any confusion as to the precise candle-power 
designation intended, and did not lend itself to inadvertent or 
other inaccuracies. 

Mr. J. G. Cuark showed a number of polar curves to demon- 
strate the difficulty of rating gas lamps by candle-power. The 
polar curve and consumption data were necessary and suff- 
cient to express completely the power of the lamp. There 
being no equivalent to the watt in gas parlance, he suggested 
the term cubour (1 cu. ft. per hour), which might also be 
called a murdoch (after Murdoch, the originator of gas light- 
ing) [Following this suggestion, a representative of the 
paraffin lamp industry proposed for the latter the unit pint- 
day to be called a rockefeller!] Mr. Clark considered it 
desirable that architects should specify interior lighting in 
foot candles. 

Mr. M. Еосірѕ could see no reason for the present con- 
troversy, both watts and candle-power being factors which it 
was necessary to specify. 

Mr. LE MARECHAL admitted that there were advantages in 
making lamps to a watt rating, but if desired makers were 
willing to mark both watts and candle-power on lamps. 

Mr. MuLLARD maintained that as users were accustomed to 
candle-power rating, it would be confusing and undesirable 
to try to convert them to the use of watts and lumens. 

Mr. Stroup said that whatever the rating it should be 
accurate. The hefner should at any rate be discarded. Since 
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ecme sort of shade had to be used, which quite altered the 
distribution of light from the lamp, it seemed to him that 
consumption (i.e., watts input) and efficiency in watts per 
М.8.С.Р. were the particulars which should be specified and 
form the basis of rating. 

Mr. Е. B. TILLEY urged the necessity for uniformity in the 
method of judging the performance of lamps, whatever that 
method might be. Standardised rules were needed and should 
be adopted universally. At present it was impossible to get 
uniform results from tests by different people. 

Mr. J. S. Dow said that for a general scientific comparison 
between various lamps and reflectors it was essential to take 
account of the candle-power in all directions, whether measur- 
ing it as М.8.С.Р. or lumens. This was imperative since almost 
any desired polar curve could now be obtained by use of 
suitable reflectors. The illuminating engineer must have the 
polar curve in every case, and it was interesting to note that 
су every manufacturer now included polar curves in 
his liste, whereas five years ago they hardly knew the mean- 
ing of such curves. Given a calibrated polar curve for every 
lamp and reflector unit, it was an easy matter to predetermine 
and ensure obtaining desired illumination. To prevent the 
use of fittings which directed all the light on to the working 
plane, to the detriment of general lighting, interior illumina- 
tion should be specified by illumination on the working plane 
and a certain M.S.C.P. or lumens for given cubical space. 

Mr. L. GASTER said that any legislation in lighting matters 
and any accurate predetermination of results depended on 
reliable makers’ data on a uniform basis. This could be ob- 
tained by standard tests by such a body ae the National 
Physical Laboratory, and makers should be entitled to claim 
that.some, at any rate, of the tests be carried out under 
conditions specified by them, eo that indisputable evidence 
would be available as to the capabilities of lamps in the 
special applications for which they were intended. 

In reply, Mr. F. W. WiLLcox said that the views put forward 
that evening had been advanced іп America several years 
ago and had been refuted by practical experience. The crux 
of the matter was whether watts or candle-power should be 
fixed, and practical experience and evolution had shown -watt 
rating to be convenient and acceptable. 
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HIRING POWERS FOR COOKING 


APPLIANCES. 
In sending us the following extract from the Minutes of the 
Glasgow Electricity Committee, Mr. H. FARADAY PROCTOR, 


Hon. Secretary of the I.M.E.A., points out that the terms 
accepted by the Scottish Contractors’ Association are less 
favourable to them than those embodied in the I.M.E.A. Bill. 
The report of the special sub-committee on hiring of cookin 
appliances, etc., from which the extract is made, was date 
March 4th, 1915, and states that as the result of a conference 
with a sub-committee of the Electrical Contractors’ Associa- 
tion of Scotland (Glasgow Branch) as to the establishment of 
a central show-room in the city, with the following objects 
in view: (a) to provide facilities for present and prospective 
usera of electrical energy; (b) to exhibit a selection of the 
latest electrical appliances in one place instead of having to 
visit Numerous places scattered over the city; (c) to promote 
the use of electrical appliances for lighting, heating, cooking, 
etc.; and (d) to educate the public with regard to the possi- 
bilities of these appliances—the electrical contractors had now 
agreed that the proposed show-room should be equipped and 
managed entirely by the Corporation for five years from the 
date of opening the same, on the following lines :— 

That the show-rooin shall exist primarily for the exhibition 
. of electrical appliances; у 

That the contractors and their customers shall be afforded 
all possible facilities for inspecting the stock of appliances 
kept in the central show-room ; 

That any electrical contractor who shall request the Cor- 
poration to sell from the stock in the central show-room any 
fittings, accessories, lamps, or apparatus shall be entitled to 
receive out of the purchase price one-half of the discount which 
he would have received from the makers, had the contractor 
sold such apparatus to his customer direct; 

That all fittings, accessories, lamps, and apparatus sold 
from the show-room shall be at list prices, such list prices to 
be the ueual current list price of the firm supplying goods to 
the show-room ; 

That, as far as possible, sales initiated in the show-room 
shall be completed through the contractor who directed or 
sent the customer to the show-room; 

. That all winng work resulting from inquiries at the show- 
room shall be done direct by a contractor, and no undue pre- 
' ference shall be shown to any one or more electrical con- 
tractors; 

That the hiring of apparatus shall not be undertaken from 
the show-room, but the show-room management shall be free 
to lend apparatus for a short period to possible customers 
under exceptional circumstances, and make.a charge, if they 
think fit, for the loan of such apparatus; and | 


That all charges made to consumers by the ehow-room. 
management shall be separately stated on the relative demand. 
notes sent to consumers, and all sums paid to and obtained by 
the Corporation as a result of business done in the show-room. 
shall be separately shown in the annual accounts of the Cor- 

ration Electricity Department, which accounts are audited 

y an independent auditor. | 
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FOREIGN AND COLONIAL TARIFFS ON 
| ELECTRICAL GOODS. 


CANADA.—With reference to the notice published in & 
recent issue of the ELECTRICAL REVIEW calling attention to a 
revision of the Canadian Tariff, the Board of Trade notify that 
they have now received the full text of the Resolution of the 
Canadian Parliament, having effect from February 12th. By 
this resolution it was provided that in addition to the customs 
duties formerly levied additional duties of 5 per cent. under 
the British Preferential Tariff, and 74 per cent. under the 
Intermediate Tariff and General Tariff should be im Я 
These duties will also be levied on goods formerly free of duty, 
with certain exceptions, which include advertising and printed 
matter imported by mail; locomotives and passenger and 
goods wagons; models and inventions; scientific apparatus, 
utensils and instruments. | 

The effect of this alteration in the Canadian Tariff will there- 
fore be to increase by 24 per cent. ad valorem the amount of 
the preference formerly granted to British goods. 

The Board of Trade have received a communication 
from H.M. Trade Commissioner in Canada 5 
tion to the regulations respecting the importation of ples 
via the United States into that Dominion. H. M. Trade Com- 
missioner etates that if samples have not been used in the 
United States for the purpose of securing trade, but are 
brought into the Dominion. direct from the United Kingdom 
via the United States, duty will be collected thereon at the 
Canadian port of entry, and the amount collected will be 
refunded if the samples are exported again within a period of 
twelve months after the date of entry. If, however, the 
samples have been used in the United States for the purpose 
of securing trade, duty will be collected thereon and cannot be 
refunded when the samples are re-exported. 


NORTHERN RHODESIA.—A proclamation recently issued 
by the Northern Rhodesia Customs Authorities states that in 
future duty levied ad valorem on imported goods will be 
assessed on the true current value of the goods when eold for 
home consumption in the open market in the principal markete 
of the country from which, and at the time when, the goods were 
exported, including carriage to the port of shipment and the 
cost of packing and packages, but not including agents’ com- 
inission when such commission does not exceed five per cent., 
provided that in no case shall the value for ре: of assess- 
ing duty be less than the cost of the goods to the importer at 
the port of shipment. 


COSTA RICA.—A Presidential Decree recently issued pro- 
vides for a surcharge of two per cent. on the duties on all 
imported goods, to be levied from February 1st. Goods im- 
ported for consumption in the Province of Lima will, how- 
ever, be exempt from this surcharge as thev are already sub- 
ject to a similar surtax imposed by a previous decree. 


BRITISH COLONIES AND PROTECTORATES.—Regard- 
ing the proposed application of the United Kingdom rules ree- 
pecting the requirement of certificates of origin for various. 
goods shipped from certain neutral European countries to the 
various British Colonies not possessing responsible Govern- 
ment and the Protectorates, the Board of Trade have now 
been informed by the Foreign Office that goods shipped from 
such countries to any British Colony or Protectorate on or 
after March löth last must be 5 a certificate of 
origin exactly as if they were being shipped to the United 
Kingdom. No certificates are, however, at present required 
in ordinary circumstances in the case of goods shipped to 
Egypt. It may be stated that regulations have already been 
adopted regarding the requirement of certificates of ongin in 
the case of goods shipped to British India, Australia, New 
Zealand and South Africa, but similar certificates are not at. 
present required for imports into the Dominion of Canada 
and Newfoundland. This is, of course, irrespective of the 
oidinary certificates of origin required for British goods to 
secure entry under the Preferential Tariff. 


SOUTH AFRICA.—The Board of 'Trade have received from 
H.M. Trade Commissioner in South Africa information ae 
to a revision of the South African tariff. In addition to cer- 
tain alterations in the duties on specific goods not of interest 
to the electrica] trade it has been decided to increase the 
general rate on goods not specially mentioned in the tariff 
from 15 per cent. ad valorem to 20 per cent. ad valorem with 
a rebate of 3 per cent. ad valorem as formerly in the case of 
goods of British origin. This rate is applicable to a large 
number of electrical goods. The new duties are payable as 
from March 5th last. 
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 HOLLAND.—A recent Royal Decree re-imposes the prohibi- 
tion of the exportation of nitric acid, which has been suspended 
since August 23rd last. A further decree withdraws previous 
decrees relating to the prohibition of the export of copper and 
copper alloys, and prohibits the export of copper and copper 
allovs whether as raw material or as manufactures, unless 
used as part of any manufactured article of which copper or 
copper Шоу does not constitute a main component part. The 
right to decide whether copper or copper alloy forms a“ main 
component part” of any manufactured article is reserved to 
the Minister of Finance. 


FRANCE.—A Presidential Decree, dated March 3rd, sus- 
pends the import duties on rails and fishplates for the repair 
of ways and communications which are of importance for 
national defence. This latter condition is to be proved by 
means of certificates delivered by the Adininistration des 
Travaux Publics. A further Decree of the same date suspends, 
as from March 4th for a period of six months, the import 
duties on rails and fishplates for tramways up to a total quan- 
tity of 5.000 metric tons of rails and 250 metric tons of fish- 
plates. The privilege of duty free admission under the terms 
of this Decree is contingent upon the production, in the case 
of each consignment, of a certificate from the local authority 
attesting that the material imported is actually destined for 
the installation or repair of tramways. 


BRITISH ELECTRICAL PATENTS APPLIED 
FOR OR COMMUNICATED BY 
RESIDENTS IN GERMANY, AUSTRIA 
OR HUNGARY. 


The foliowing list of British Patents, applied for or communicated by resi- 
dents in Germany, Austria, and Hungary will be found of interest to manufac- 
turers or others desiring to avail themselves of the provisions for Compulsory 
Licence under the new Patents Act. Intending licensees should, however, not 
assume without further enquiry that any patent in the list is not already 
assigned or licensed, or that the applicant is an ‘ enemy subject.” 

The list is specially compiled for the ELECTRICAL Review by Messrs. W. P. 
Тномрзом & Co., 285, High Holborn, W.C., and 6, Lord Street, Liverpool. 


A905. 


No. 8,168.—H. Usener, Kiel. Electric signalling. 
No. 8,975.—B. Kugelmann, Bad Kissengen, Bav. Telephone systems. 
No. 9,443.—A Clemm, Mannheim. Electrolysis. 


19086. 


No. 3024.—Siemens Bros. & Co. (communicated by Siemens-Schuckertwerke 
Ges., Berlin). Measuring electricity. 

No. 2,707.—Siemens Bros. & Co. (communicated by Siemens-Schuckertwerke 
Ges., Berlin.) Distributing: electricity. 

No. 2,911.—E. Heyber. Gymnich, near Breslau. Spark-arresters. 

No. 4,813.—Siemens & Halske A.G., Berlin. Telegraphs controlling electric 
generators, etc. 

No. 5,153.—Elektrizitats A.G. Vorm., W. Lahmeyer & Co., Frankfurt / Main. 
Electric motors, 

No. 5.250.—Allgemeine Elcktrizitats Ges., Berlin. Electric distribution. 

No. 8,026.—Elektrizitats A.G. Vorm, W. Lahmever & Co. Frankfurt/Main, 
Dynamo electric machines. 

No. 10.457.— R. Hopfelt, Berlin. Electric conductors. 

Jo. 10.778. Siemens & Halske A. G., Berlin. Railway signals and points. 

No. 11.181. — Siemens Bros. & Co., London (communicated by Siemens & Halske 
A. G., Berlin). Electric switches. 

No 11,498.—L. Trunkhahn, Vienna. Electro-deposition. 

No 12.153.—H. Kuzel, near Vienna. Electric lamps. 

Nc. 12,329.—H. Rochling & W. Rodenhauser, Volklingen / Saar. 
furnaces. 

No. 13,693.—F. Kuhlo, Berlin. Electric conductors. 

No. 14,616.—A. Reimann, Prague, Weinberge. Non-conducting coverings. 

No 14.901.— Deutsche Gasgluhlicht A.G. (Auerges), Berlin. Electric lamps. 

No. 14.935. — Allgemeine Elektrizitats Ges., Berlin. Dvnamo-electric machines. 

No. 14,945.—Siemens Bros. Dynamo Works (communicated by Siemens & 

І Halske A.G., Berlin). Dynamo-electric machines. 

No. 15,021.—Consortium für Electro Chemische Industrie Ges., Nuremberg. 
Electric lamps. 

No. 15.231.—Sicmens Bros. & Ca., London (communicated by Siemens-Schuckert- 
werke Ges., Berlin). Electric distribution. 

Ne. 16,087.— A, Scherbius, Frankfurt/Main. Electric motors. 

No. 16,323.—H, Junkers, Aachen. Thermostats. 


Electric 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Compiled expressly for this journal bv Messrs, W. P. TuowrsoN & Co., 
Electrical Patent Agents, 265, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


3,657. Electric switches." E. G. K. AwspERSON. March 8th. (Convention 
date, March 7th, 1914, United States.) (Complete.) 


3.660. Electric condensers.” W. H. WILSON. March 8th. 


3.668. “ Method and means for protecting apparatus on alternating-current 
systems.“ А. G. CoLtis March 8th. 

3.672, Electric cigar or cigarette lighters.” G. А. VANDERVELL. (Com- 
plete.) 

3,676. ''Synchronisers." G. J. van Swaay & H. I. Keus. 
(Convention date, March 12th, 1914, Holland.) (Complete.) 

3,688. ''Control apparatus for searchlights and the like.“ 
Suaw & F. L. Martineau, March 8th, 

3.690. „ Electric igniting apparatus for gas burners." SoutH METROPOLITAN 
Gas Co. & W. J. Воскьтт. March 8th. (Complete.) 

3.710. '' Frames or racks for use in charging secondary electric batteries.” 
J. G. Patterson, March Bth. 


3.723. Process for the clectro-deposition of lead." S. O. CowPBR-COLES. 
Morch 9th. 


March 8th. 
H. S. HELE- 


3.724. Process for coating or plating metal sheets with other metals by 
electro- deposition.“ S. O. CowPER-CoLES. March th. 

3.728. '' Method and means of rencwing the wearing parts of trolley wheels 
of electric tramcars, omnibuses, and the like." L. Louxes & W. J. Номтак. 
Merch Yth. 

3,733. " Electrical switches." A. C. WNNE. March 9th. 

3,700. ''Incandescent electric lamps.“ A. A. Canton. March 9th. 

3,762. '' Connections for clectrical conduit fittings." G. A. Eon. March 
о. 

3.763. '''' Electrical fuse-boards or the like." J. Н. Tucker & J. A. Cram 
TREE. March 9tn, Complete.) 

3,774. Electric signalling apparatus." Е. WaLkER. March 9th. 

3,7906. Collector pear for overhead trolleys.” T. G. PooLe. March 16th. 


3,805. ''Process for forming the driving-bands on projectiles.” S. O. 
CowrkR-CoLES. March 10th. 
3,837. '' Electro-mapnetic switches."  IcRANIC ELECTRIC Co., Lro. March 


101. (Cutler-Hammer Manufacturing Co., United States.) (Complete.) 

3,810. ''Apparatus for igniting miners' safety lamps." R. LAMBOURNE. 
March 10th. 

3.841. " Step-by-step signalling apparatus.“ STERLING TELEPHONE & ELBCTRIC 
Co., Ltb., F. G. Bern & Н. W. Barctay. March 10th. 

3,855. Electric heating and cooking apparatus." Lanpis & Gyr Акт. СЕЗ. 
March 1th. (Convention date, March 18th, 1914, Germany.) (Complete.) 

3,856. Method of and means for measuring electric current." LANDIS 
& Gyr Акт. Ges. March 10th. (Convention date, March 10th, 1914, Ger- 
many.) (Complete,) 

3.560. Electric fire alarm contacts." R. G. Histor. March IIch. 

3,580. ‘ Means fov operating bells by electricity." C. HERRDE. March llth. 

3,583. “ Magncetos," G. A. Lister, E. A. Watson & M.-L. Macnsto 
SYNDICATE, Lro. March 11th. . 

3.891. Electric apparatus for therapeutic and like purposes. G. VERNON- 
Warp. March 11th. 

3,910. “ Magnetic clutches, brakes, or the like." | CowPAGNIB on Fives- 
Lirik. March llth. (Convention date, May Ist, 1914, France.) (Complete.) 

3.912. * Incandescent electric lamps and the like." G. Ноокнам. March 
llth. 

3,914. “ Light-reducing device for motor-vehicle electric lamps." W. Hort. 
March 12th. . . 

3.918. *'' Electrical high-tension  fusc-boxes." D. T. Н. Murs and A. 
LawRENCE. March 12th. 

3.925. Electric heating vaporiser or system of electric heating for vaporis- 
ing purposes in connection with internal-combustion engines." A. MOA, Fyri. 
March 12th, 

3,927. * Incandescent electric lamps.“ 
12th. 

3.928. Bonding devices for clectrical conduit systems." D. L. J. Broap- 
BENT. March 12th. 

3,932. '' Method of and apparatus for winding the armatures of electric 
machines.“ G. сносит. March 12th. (Convention date, March 13th, 1914, 
Hungary.) (Complete.) 

3,949. “Incandescent electric lamps." C. A. Harrison. March 18th. 

3,950. '' Wireless receiving systems." L. pe Forest & C. V. Locwoop. 
March 12th. (Convention date, March 12th, 1914, United States.) (Complete.) 

3,953. Electric furnaces." E. K. Scott & Е. Howes. March 18th. 

3,954. '' Wireless telegraphy or telephony." | NAAMLOOZE VENNOOTSCHUAP DE 
NEDERLANDSCHE “THERMO-TELEPHOON MAATSCHAPPIJ. March 12th. (Convention 
date, February 5th, 1915, Germany.) (Complete.) 

3,975. Manufacture of dynamos and electric motors.” Rorce, Lgo., and 
W. C. M. MaTTERSON, March 13th. 

3,984. “' Controlling systems." A. F. Dixon. 


E. Booru & N. К. Воотн. March 


March 13th. (Convention 


date, March 16th, 1914, United States.) (Complete.) 


3.985. Synchronising system for multiplex ielegraphy." P. M. Rainey. 
March 13th. (Convention date, March 26th, 1914, United States.) (Complete.) 

3.986. Line indicators." A. F. Dixon. March 13th. (Convention date, 
March 16th, 1914, United States.) (Complete.) 

3.987. Printing-telegraph receivers." A. F. Dixon, March 13th. (Con- 
vention date, March 19th, 1914, United States.) (Complete.) 

3,993. *'' Process for coating metallic surfaces with lead.“ S. O. Cowrgr- 
Corts. March 3th 

3,997. Electrically-driven radial-arm drilling and the like revoluble-head 
machines," II. Wilkinson. March 13th. 

4,006. '' Attachments or fittings for telephone mouthpieces and earpieces.“ 
A. M. VaRGas. March 13th. | 

4,012. Apparatus for cut-out switches of the push or pull type." I. 
Rozzxrri. March 13th. (Convention date, March 14th, 1914, Italy.)  (Com- 


4.017. '' Devices for wireless кгр and telephony." A. U. SARNMARK. 
Mirch ]3th. (Convention date, March 13th, 1914, Sweden.) (Complete.) 


4,026. Morse key." W. Lamont & К. Craic. March 13th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be Stained 
of Mrssks. W. P. Тномрѕом & Co., 285, High Holborn, W.C., aad at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1914. 

4,292. AUTOMATIC RECORDING AND ALARM APPARATUS FOR MEASURING IN n- 
N. STS. J. Harger. February 19th. 

4,472. “VHERMO-ELECTRIC REGULATORS. 
ruary 20th. (General Electric Co.) 

4.554. ELECTRIC MOTOR-CONTROL SYSTEMS. 
(Gereral Electric Co.). February 21st. 

4.562. IGNITION MAGNETO GENERATORS. 
Fetruary 21st. 

4,618. TukRMAL Switcu. С. А. James. February 23rd. 

4,655. ELTCTEIO LicuT Lamps ror MoTor-pRIVEN Powrr ano Motor 
Vemic Les. A. Christmas. February 23rd. 

4.747. Diapnrkacm Horns. E. V. Gratze. February 24th. 

4,798. ‘TIMING AND STOP MECHANISM FOR ILLUMINATED ADVERTISING DavioRs. 
W. К. Scott. February 24th. 

4,934. [INCANDESCENT ELECTRIC LAMPS AND CONNECTORS THEREFOR. 
Regnart. February 25th, ` 

4.943. ELTCTRICAL Heatinc Apparatus. M. A. V. London. February th. 

4,964. Locking DEVICES FOR THE BULBS оғ INCANDESCENT ELscTRC Lamps. 
J. A. Vice. February 26th. 

5,038. Acoustic INsTkUMENTS. Н. W. Hess. February 26th. | 

5,069. ELrFcTRiC Switcnes. St. Helens Cable & Rubber Co., aad J. C. 
White. February 27th. 

5.115. METERING SySTEMS РОВ MacnNkE SwitciinGc TELEPHONE ExOHANCHM. 
Western Electric Co. (F. T. Woodward, acting for Western Electric Co.). 
February 27th. 

R359. ExnxcrricaL Fuse Вохкз. P. Rosling, W. H. Nichols & W. T. Hen- 
ley's Telegraph Works Co. March And. 


British Thomson-Houston Ce. Feb- 
British Thomson-Houstea Co. 


Н. C. Mueller. (July IT, 1913.) 
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which occurred on the Great Eastern Railway at 
Ilford, on the first day of the year, has now been 
issued, and, as was, perhaps, to be expected from the 
evidence given at the inquest and from the character 
of the signalling apparatus in use, the Colonel comes 
to the conclusion that there can be no doubt the 
driver did not exercise sufficient care in noting the 
positions of his signals when approaching Ilford, 
and ''that it is entirely to this want of care on his 
part that this collision must be attributed." There 
are, however, some points arising from the report 
which are of very considerable interest. 

In dealing with the lay-out of the station and 
signal-boxes at Ilford, Colonel von Donop gives the 
distance between the East and West boxes as just 
over 250 yards. This being the case, it would have 
been thought that passenger trains would have been 
dealt with under the 400 yards rule," as laid down 
in the third paragraph of Rule 4 of the Regulations 
for Train Signalling by Block Telegraph on Double 
Lines of Railway. This paragraph reads as follows : — 
When the home signal at the signal-box in advance 
is less than 400 yards ahead, permission for a train 
to approach must not be given to the signal-box in 
the rear until permission for the train to proceed has 
been received from the signal-box in advance, except 
in the case of a train not conveying passengers, 
which may be accepted under Regulation 5, wheu 
the advance section is not occupied by a train con- 
veying passengers.” 

In his evidence, the signalman on duty at the East 
box at the time said: ''I remember being offered 
the Clacton train from Ilford carriage-sidings signal- 
box (from which the Clacton train was approaching) 
at about 8.37 a.m. I accepted it at once. At the 
same time I also offered it to the West signal-box. 
He did not accept it." The procedure seems to 
have been in this case exactly the reverse of that 
laid down by the rule quoted. Had the rule been 
carried out, the signals at the Ilford carriage-sidings 
signal-box would have been kept against the train, 
and an additional check against over-running at the 
critical point would have been interposed. It does 
not necessarily follow that the driver would have 
run past the latter signals: from his evidence it 
appears that he had noticed other signals at danger, 
since he said in giving his evidence: ‘‘ after leaving 
Shenfield we were just checked at Brentwood." A 
driver is entitled to the protection of all the signals 
which a due observance of the rules of signalling 
afford him. In this case it would seem that full pro- 
tection has hardly been given. 
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The signalman at the East box made no mention 
in his evidence on January 5th of having received 
from the West box the blocking-back signal, which 
the signalman at the latter box said he had sent, but 
when further examined on February 2nd he remem- 
bered the circumstance. What was the object of 
ziving this signal, or what gave rise to the necessity, 
is mot made apparent. That such a signal should 
be given seems very strange, since it was inapplicable 
to the conditions and the place. The rule for block- 
ing back says: Trains or engines approaching a 
junction on a line converging to a fouling point, or 
when leaving an independent line, or a siding, to at 
once proceed on their journey, or crossing directly 
over another running line are exempted from the 
operation of blocking back, and must be dealt with 
under Regulation 4." The blocking-back signal re 
quires permission from the man receiving it before it 
can be acted upon, and such permission could not 
be given by the man at the East box, since he had 
already accepted the Clacton train, and the necessarv 
distance of half a mile between his home signal and 
that of the box from which the signal was receive: 
did not exist. The quotation from the blocking-back 


regulations shows that that signal was inapplicable 


to the conditions existing, since the Gidea Park train 
was merely crossing from the local to the main line 
and was intending to continue its journey at once. 
The 400 yards rule is obviously intended to prevent 
the chance of over-running of signals in precisely the 
circumstances obtaining in the Ilford accident. The 
inspector summarises the evidence of the two signal- 
men in question, together with other evidence sub. 
mitted, but makes no comment with regard to the 
apparent non-observance of the 400 yards rule 
quoted, or the effects that might have followed from 
carrying it out; nor does he remark upon the use of 
the blocking-back signal by.the West box signalman 
when offered the Clacton train from the East box, 
or the apparent want of reason for the usc of that 
signal. 

Another point brought out by the report is that jy: 
advancing from the east towards Ilford Station a 
train passes first the Ilford East box up-distant 
signal, and afterwards the up-advance of the box in 
the rear, i.e., of Ilford carriage-sidings signal-box. 
Similar arrangements might be found on other lines 
besides the Great Eastern, and there may be good 
reasons for them from the traffic-working point of 
view, but there are none from the point of view of 
signalling. A driver, when he has passed the distant 
signal for any section, has the right to consider that 
all stop signals he meets subsequentlv will refer to 
the section covered by the distant, and not to the 
section behind it. The signalman at Ilford carriage- 
sidings signal-box said that all his signals, including 
the advance in question, were off for the Clacton 
train; and the question arises whether this was not 
the signal which the driver“ sighted ” as the Fast 
box distant and '' took it to be off: it was not in a 
doubtful position." It must not be forgotten that 
the Ilford East box up-distant was not“ repeated“ 
under the Ilford carriage-sidings box advance; that 
the only difference between the two arms would be 


notwithstanding 


the slot in the end of the distant arm; aud that the 
two signals each occupied the. other's position on the 
line under the usual conditions of erection. Nor 
must it be forgotten that drivers are acquainted with 
the rules guiding the signalmen, not, perhaps, to the 
full extent, but sufficiently to recognise the genera! 
conditions applicable to such a case as this, and sufh- 
ciently to lead the driver to infer from such knowledge 
that if all the signals were off for the Ilford carriage- 
sidings box, as was the case, the working of the 400 
yards rule would ensure the line being clear to the 
Aldersbrook box west of Ilford West box. Itis not 
sought by these remarks to minimise the driver's 
responsibility for the accident. It was undoubtedly 
his duty to observe and obey the signals, and his own 
evidence and that of others shows that in the words 
of the report “the morning on which the accident 
occurred was a clear one." Nevertheless, as the 
report shows on examination, there were other cir- 
cumstances in connection with the occurrence which 
might well have been the subject of explanation. 
The concluding paragraph of the report deserves 
special attention. Colonel von Donop draws atten- 
tion to the desirability of providing an unmistak-- 
able warning ” as to the position of a distant when 
being passed: to the fact that several railway com- 
panies have made trials of devices for the purpose, 
and that on some lines such devices are in use to a 
limited extent; that the Great Eastern does not come 
into the category of the lines alluded to, although 
it has: provided around London a large number 


of emergency detonator machines at its home sig- 


nals; that it is at the distant signal that the warning 
is specially needed; and, finally, in the face of this 
accident," the company’s attention is called to ‘‘ the 
desirability of this provision.” 

The paragraph seems to lack that directness of 
statement that one looks for in such reports. One 
is led to infer from the opening sentences that Col. 
von Donop refers to cab-signalling as providing 
something in the way of ‘‘an unmistakable warn- 
ing," and probably it is so, but it is not so stated. 
The paragraph then refers to the detonator machines 
at the home signals; states that it is at the drstant 
that the warning is especially needed, and calls the 
attention of the company to the desirability of this 
provision. Which? Cab-signals or detonators? It 
is possible to argue that only cab-signals giving both 
on and off indications can be meant, for the reason 
that detonators only indicate one position, and would 
not, therefore, meet the conditions, and give a warn- 
ing showing the (actual) position when being passed, 
but it should not be necessary to have to revert te 
such reasoning. 


THERE has been a pretty steady tone im 
the market for crude rubber during the 
past few weeks, and price movements have been of bat 
small importance though the tendency has been quite 
satisfactory from the point of view of producers, and this, 
the rather more subdued demand 
experienced from home trade manufacturers. There has 
been considerable apprehension entertained in connection 
with the difficulty of shipping ma'erial from Singapore, 
owing to the exceedingly limited freight facilities (which, 
by the way, look like being rendered more restricted still), 
and this may have a by no means unimportant bearing upom 
the position in a few months’ time. Not only so, but there 
has been very slow progress made with the discharging 
of steamers arriving at London, and this has necessarily 
much hampered operations, whilst restricting the supply 
of parcels available for early delivery. "There is no doubt 
that the demand which was experienced for parcels readily 
available, contributed su^:tantially to the firmness of the 
market until towards the middle of the month, but latterly 
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labour conditions at the docks have been slightly improved, 
the working of the vessels proceeding rather more smoothly, 
and there seems now to be a more ready supply of spot and 
ready parcels available for the satisfaction of current needs. 
This, however, has not had much influence upon the 
tendency of the market generally. The clearances which 
have been made for the United States have been well below 
requirements, but it is hoped that the execution of out- 


standing orders will make more headway in future, and that 


at the same time United States demands will undergo an 
expansion within the next few weeks. Meantime the 
prospects as regards home consumption during the spring 
months are regarded as very encouraging, the demands 
for tires and other material of first-rate importance 
in the successful pursuit of the war on the Con- 
tinent being such as to keep all working forces avail- 
able employed at the utmost limit of productive capacity. 
The efforts which have been made so consistently for two 
or three yeara in the direction of bringing down the 
cost of production of plantation rubber are now beginning 
to tell, and some of the reports of producing companies 
issued lately reveal the extent of the progress which has 
been made in this direction. It is significant, too, that these 


costs have been reduced, notwithstanding the very great . 


difficulties which had to be faced in connection with the 
outbreak of war. The reduction in cost per lb. is rather 
startling in some cases. The Dikam concern, for instance, 
has dropped its all-in cost 5d. a lb. Selaba is 40d. to the 
good, Golden Hope 3}d., and Pataling 23d. а lb. on the 
right side compared with 1913, the cost of the last-named 
company being now actually below. 10d. per 1b., and these 
costs also include war risk insurance. The improvement 
does not arise entirely, moreover, from increased. production, 
but is largely due to more efficient management of estates 
and the determined adoption of more economic conditions. 

According to official figures issued, the exports of plan- 
tation rubber from the Straits Settlements during February 
amounted to 2,741 tons, as compared with 2,576 tons in 
January, and 1,703 tons in the corresponding month last 
year. The following table gives the comparison month by 
month for three veara :— 


1913. 1914. 1915. 
January . 481 1,181 2,576 tons 
February ... .. 743 1,703 2,741 „ 
Total ... 1,527 2,884 5,317 „ 


These figures include transhipments of rubber from various 
places in the neighbourhood of the Straits Settlements, such 
as Borneo, Java, Sumatra, and the non-Federated Malay 
States, as well аз rubber exported actually from the colony, 
but they do not include rubber exports from the Federated 
Malay States. 


Ir cannot be denied that in this indus- 
trial age the artistic development of 
lighting fixtures has frequently fallen far 
behind their development in efficiency, but even in indus- 
trial concerns where economy is rightly given first consider- 
ation, it is becoming realised that colour and effect may 
compensate for some difference in actual cost. Industrially, 
this applies chiefly to the light itself, but in domestic and 
public interiors, and in exterior lighting, fixtures play, or 
should play, an important part in the decorative scheme. 
There is an artistic as well as a practical aspect of artificial 
lighting, and now that such efficient luminous sources are 
available, we can afford to pay attention to effect as well as 
efficiency. 

Antique and medieval lighting fittings were evolved to 
utilise the crude lighting agencies then available. Though 
at first as crude as the sources themselves, these fittings 
were gradually brought to a very high art level, and with 
the universal adoption of electric lighting, which can be 
adapted easily and safely to any form of fitting, there is a 
pronounced tendency to revert to Renaissance styles, 
Flemish models, and the styles of the seventeenth and 


Artistic Lighting 
Fixtures. 


eighteenth century French periods. Is it wise to follow these 
traditional styles, or ought we to create new and distinctive 
styles? In a paper before the Illuminating Engineering 
Society, Mr. F. W. Thorpe showed recently the very pro- 
nounced effect of even the earliest lighting devices on 
modern fixture design, and maintained that in interiors 
where it is sought to reproduce the atmosphere and spirit cf 
the past, lighting fixtures should be as true to style as the 
other details of furniture. The inherent characteristics of 
electric lighting make this possible without risk and without 
incongruity. 

On the other hand, the fittings of the past, particularly 
candelabra with their wide-spread, lo w-reaching arms, were 
evolved to suit dim and feeble sources of light, and attempts 
to reproduce them for artistic reasons are not facilitated by 
the relatively, high domestic supply pressures and high- 
efficiency lamps now employed. Art is certainly not a pro- 
duct of modern civilisation, and there is no reason to suppose 
that in these days it can be carried to a higher level than was 
attained by the craftsmen of the past. Reproductions of 
their work, adapted with rigorous conservatism to modern 
requirements, often make up by their importance in the deco- 
rative scheme of an interior for what they lack in efficiency. 
The latter deficiency can frequently be made good by incon- 
spicuous high- efficiency lighting to which the artistic fittings 
are supplementary as regards lighting, but predominant in 
æsthetic effect. 

For modern interiors, however, where rigid purity of 
style is not required, advantage can be taken of the charm 
of contrast, and there is, no doubt, room for distinctive 
twentieth-century styles, if these can be evolved Ай a reason- 
able compromise between beauty and efficiency. Many 
modern fittings—particularly those of foreign origin— bear 
painful witness to the influence of cheap production on art. 
At the other extreme—in the production of art fixtures 
more or less regardless of cost—fittings manufacturers com- 
plain that unless they follow rigidly one or other of the 
fashionable traditional styles in vogue among architects, 
they can find no market for their products. Co-operation 
between architect, fittings manufacturer, and illuminating 
engineer is desirable and practicable. There is no reason 
why one of these should dictate to, or restrict the initiative 
or spoil the work of, either of the others. А flagrant 
example of neglected opportunity is to be found in almost 
every new building erected for commercial purposes or as a 
place of entertainment. It is known from the first that 
electric signs will be erected, but no place is left for. them 
іа the architect's scheme. As а result, the sign loses in 
its own beauty and effect, and only too often constitutes an 
eyesore by day. ' 

In interiors there is room for individuality in the selec- 
tion of fixtures, and the owner alone is credited with good 
or bad taste. Public lighting is, however, credited—or 
more usually debited—to national taste, though it is rarely 
representative thereof, even in the case of buildings erected 
by public authorities. There seems to be a tendency to 
think about lighting at the last moment, when either oppor- 
tunity or funds available do not permit the provision of illu- 
mination worthy of and harmonising with the architectural 
Scheme. As many public buildings are used more by 
artificial light than by day, this policy is the more 
inexplicable. 

The lighting of streets should, at any rate in times of 
peace, be first of all efficient. At the same time, there is 
no reason why the considerable annual expenditure on new 
lamp-posts should not produce rather more acceptable 
standards than are generally to be found in our streets. 
Except in special cases, very ornate and costly designs would 
be out of place, and it does not seem generally necessary to 
make special arrangementa for the lamp-post to be seen in all 
its details by night —with many existing designs, darkness 
is certainly merciful. True art may be quite simple ; in- 
deed, many of the lamp-posts now in use would be far more 
artistic, as well as cheaper, were their “decorations ” 
omitted. Without emulating the extraordinary and often 
hideous fixtures which provide “display ” lighting in the 
White Ways of the States, there is no reason why we should 
not use, at the same or less cost than at present, street 
standards which are effective by night, and, at least, not 
offensive excrescences by day. 
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ELECTRIC TOWING SYSTEM FOR THE 
PANAMA CANAL LOCKS. 


Тнк towing system described below was designed and 
patented by Mr. Edward Schildhauer, electrical and 
,mechanical engineer of the Isthmian Canal Commission ; 
and the 40 towing locomotives and all the electrical appa- 
ratus for operating the locks were built by the General 
Electric Co., of Schenectady, US.A. Some particulars of 
the system have already appeared in our pages. 

In passing throngh the Canal from the Atlantic to the 
Pacific, a vessel will enter the approach channel in Limon 
Bay, which extends to Gatun, a distance of about 7 miles. 
At Gatun it will enter a series of three locks in flight and 
be raised 85 ft. to the level of Gatun Lake. It may then 
steam at full speed through the channel in this lake, for a 
distance of 24 miles, to Bas Obispo, where it will enter the 
Culebra Cnt. It will pass through this cut, which has a 
length of 9 miles, and reach Pedro Miguel, where it will 
enter a lock and be lowered 30 ft. Then it will pass 
through Miraflores Lake for a distance of 14 miles until it 
reaches Miraflores, where it will be lowered 55 ft. through 
two locks to the sea level, after which it passes out into the 
Pacific through an 8}-mile channel. 

The main features of all the lock sites are identical, and 


Fic. 1.—'Towinqg LOCOMOTIVES’ FIRST TRIAL RUN WITH BARGE THROUGH 


GATUN Locks, 


the Gatun Locks may be taken as a typical example. There 
are two ship channels, one for traffic in each direction, 
separated by a centre wall, the total length of which is 
6,830 ft. There are two systems of tracks, one for towing 
and the other for the locomotive returning idle. The 
towing tracks are placed next to the channel, and the 
system of towing utilises normally not fewer than four loco- 
motives running along the lock walls.. Two of them are 
opposite each other in advance of the 
vessel, and two run opposite each other 
following the vessel, as seen in fig. 1. 
The number of locomotives is, however, 
increased when the tonnage of the ship 
demands it. 

Cables extend from the forward loco- 
motives and connect with the port and 
starboard sides respectively of the vessel 
near the bow, and other cables connect 
the rear locomotives with the port and 
starboard quarters of the vessel. The 
lengths of the various cables are adjusted 
by special winding drums on the loco- 
motives to place the veasel substantially 
in mid-channel. When the leading loco- 
motives are started, towing the vessel, 
the trailing locomotives follow and keep 
all the cables taut. By changing the 
lengths of the rear cables, the vessel can 
be guided ; and to stop the vessel, all the locomotives are 
slowed down and stopped, thus bringing the rear locomotives 
iuto action to retard the ship. In this way the vessel is 
always under complete control quite independently of its 


Fig, 2.—8. 8. ASCON" ENTERING UPPER LOCK, TOWED BY 
ELECTRIC LOCOMOTIVES, 


own power, and the danger of injury to the lock walls and 
gates is very greatly lessened. 

Fig. 1 shows how effectively the four locomotives keep 
the vessel under control and in the centre of the channel, 
while figs. 2 and 4 give a general idea 
of the method of handling vessels of 
various s zes. They also show general 
views of the lock walls, towing tracks 
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FIC. 3.— APPROACH SECTION OF Rack RAIL. 


and the inclines, the steepness of the 
latter being especially noticeable. —— 
The towing tracks have a specially 
designed rack rail extending the entire 
length of the track and located centrally 
with respect to the running rails. It is 
through this that the locomotive exerts the traction 
necessary for propelling large ships and climbing the steep 
inclines. 3 p 
À rack rail (4, fig. 3) is also provided on short portions 
of the return track so asto lower the locomotives safely 
from one level to the next. The steepest slope is 26°, or 
44 per cent, hence the need will be seen for rack rail 
even on the return track, it being noted that any traction 


Fia. 4.— U.S. TENDER "SEVERN" AND FIVE *SUBMARINES PASSING THROUGH 
GATUN LOCKS, 


locomotive with the usual wheel drive, even with the brakes 
set, would begin to slide on a 16 per cent. grade, and 
therefore could not be controlled. | 

A small portion, в, at the end of the rack rail is hinged at 
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C, So that it can be depressed on the approach of the rack 
pinion of the locomotive ; the teeth of this approach section 
are under size and shaped off at the extreme end, so that the 
teeth of the pinion will mesh properly and prevent excessive 
strain on the pinion and the axle. A spring, D, restores 
the approach to the proper position after the locomotive 
has passed over. The rack rail is of the shrouded type, 
and each tooth space has a drain hole cast in the bottom. 

The rack rail also has projecting edges, which permit, 
thrust wheels attached to the locomotive to run along the 
under side and prevent overturning of the locomotive, in 
case gome unforeseen operating condition should: produce an 


" 
— 


4 
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a substantial horizontal platform to support the driving 
motor, and its outer end is supported at each corner by two 
springs, placed’ above and below a stationary angle iron, 
and connected to the bracket by a bolt, so as toafford a 
yielding support in both upward and downward movements 
of the bracket. MEM 

The motor is of the three-phase, enclosed slip-ring type, 
geared by a pinion and spur gear to the countershaft, 
which carries a pinion meshing with a spur gear, keyed to 
the jack shaft. On the outer side of the spur gear are 
formed clutch teeth, which co-operate with similar teeth on 
the adjacent side of a gear which is sleeved upon the jack 
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Ета. 5.—ELECTRIC LOCOMOTIVE, WITH COVEES AND ONE CAB REMOVED, SHOWING CONTROLLERS, XC, 


$ 
excessive pull on the towline. These thrust wheels serve 
to counteract the lateral component of the towline pull, 
and the flanges act for emergency only, as the weight of the 
locomotive is sufficient to prevent overturning with a norma] 
pull of 25,000:1Ь. on the towline. | Е 

Three-phase, .25-cycle, 220-volt alternating current is 
used for operating the locomotives, and the current is 
supplied to them tbrongh an underground conduit adjacent 
to the running rail on the side remote from the lock ; two 
T-rails form two legs of the three-phase circuit, and the 
third leg is formed by the main track rails. А specially- 
designed contact plough slides between the two conductors 
and collects the current from the rails. 

The working parta of the locomotive are supported by two 
longitudinal upright side frames of cast-steel, connected by 
transverse beams; these frames are in effect deep rigid 
trusses, having upper and lower members connected by posts 
and diagonal braces. The pedestals for the wheel axles 


FIid. 6.—ARRANGEMENT OF MOTOR, GEABING AND 
SPRING SUSPENSION. 


are of the usual locomotive type, having vertical parallel 
jaws between which the journal slides. Springs are inter- 
posed between the tops of the journal boxes and the tops of 
the pedestals, and the locomotive is thus mounted upon four 
wheels, the wheel-base being 12 ft., and the overall length 
of the lacomotive over 32 ft. 

Each axle is driven by its own motor, independently of the 
other. A cast-steel suspension bracket is hinged at one end 
on the axle (fig. 6). The bracket is provided with bearings for 
a transverse jack shaft, parallel to the axle; and it has pillow 
blocks for a countershaft, also parallel to the axle. It has 


shaft, and can be slid lengthwise thereon to engage and dis- 
engage the clutch teeth. A pinion keyed to the main axle 
is wide enough to mesh always with the gear, so that when 
the clutch teeth are engaged, the motor will -propel the 
locomotive by the adhesion between the wheels and the 
rails of the track. The gearing is shown in fig. 7. 

When the locomotive reaches one of the inclines between 
the locks, or when it is towing a ship, the cog rail system is. 
utilised to enable the locomotive to climb the grade and 
exert the traction necessary. The cog or rack rail is laid 
between the track rails, and the locomotive is provided 
with a rack pinion secured to a sleeve which rotates freely 
on the axle. 

A gear wheel secured to this sleeve meshes with a 


Ете. 7.—FRONT VIEW OF TRACTION MOTOR UNIT, 
CLUTCHES AND BRAKE-GEAR, 


gear turning loosely on the jack shaft. Clutch teeth on 
this gear can be engaged by the teeth on a clutch which 
is splined to the jack shaft. A lever, pivoted to a collar 
riding in a groove in the clutch, is connected by a laminated 
flat steel spring with a handle in the cab of the locomotive, 
and is also pivoted to a rod which throws out the former 
clutch when the latter is thrown in, and vice versd. 

The jaw clutches in most cases do not mesh when thrown, 
but the operating handle is thrown fall stroke and locked. 
This puts the springs under heavy tension. The loco- 
motive is then started slowly, and when-the clutches are 
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in alignment the springs throw them without any attention 
by the operator." 

The two traction motors are controlled by suitable con- 
trollers installed in the cabs at the ends of the locomotives ; 
the circuits are such that both motors can be controlled 
from either cab, and they can be operated singly or in 
parallel, as desired. 

Each motor, with all its gearing and clutches, is mounted 
independently of the frame of the locomotive, to which it is 
connected only by springs, which give an elastic support for 
the outer end of the bracket, on which the mechanism is 
carried, as shown in fig. 6. 

In connection with each motor a powerful brake is in- 
stalled ; and as during operation the motors are at all times 
geared either to the axles or to the cog wheels, the truck 
wheels are not provided with any brake rigging. On the 
motor shaft is keyed a brake drum, and to opposite sides 
thereof are applied the brake shoes, carried by levers pivoted 
on a stationary bar. The movable core of a solenoid is 
pivoted to the long arm of a lever, which, with the brake 
levers, constitutes a sort of toggle. When the core of the 
solenoid drops, it actuates the mechanism in such а manner 
as to apply the brake shoes to the drum. The winding of 
the solenoid is in circuit with the controller of the motors, 
so that when the current is turned on to energise the motor 
windings, the solenoid will lift its core and thereby release 
the brakes. The first point of the controller raises the 
brakes without applying power to the motors, thereby 
providing a coasting point. But should the motor 
curreat be shut off, either intentionally or accidentally, the 


I | 


Fig, 8.—Part SECTION OF CABLE GUIDES, DRUM AND 
FRICTION CLUTCH, 


core will instantly drop by gravity, and its weight will exert 
a powerful leverage upon the brake levers to stop the motor 
and the locomotive. In addition to this automatic brake, 
means are provided for applying the brakes manually, in 
order to supplement the action of the automatic feature, if 
necessary, when descending a grade or where approaching 
a rack rail. | 

The drum on which the cable is wound is located mid- 
way between the ends of the locomotive and above the 
upper member of the side frames, so that the cable can be 
led off on either side of the machine and through a wide 
range of angles to the line of travel. The hub of the drum 
is pivoted to the hub of a spider, which, in turn, rotates 
upon the upper portion of & massive tubular vertical column 
rising from a pedestal secured to the baseplate, which is 
supported on the lower members of the side frames. As shown 
in section in fig. 8, the spider supports a circular rim with 
a horizontal upper surface, to which is applied a powerful 
friction clutch connecting the spider and the drum. 

Inside the flanged rim of the spider is secured a large 
internal gear, with which mesh two driving pinions, secured 
respectively to two upright shafte. 

A wormgear is clutched to one of the shafts, and is driven 
by a worm on the shaft of an electric motor bolted to the 
base of the locomotive. 

A bevel gear is keyed to the other shaft, and meshes 
with a bevel pinion on the shaft of an electric motor 
fastened to the base. The latter is used for driving the 
drum at a high speed when coiling the cable that has been 
cast off, and it remains permanently in gear. The other 


motor, with wormgear drive, is used for taking in the cable 


when it is under load, and the drum operates as a windlass 
or capstan. The wormgear drive is disconnected from the 
drum when not in use, by means of a clutch. The first 
point of the controller which operates ће bevel-geared 
motor raises the clutch by means of а solenoid, and 
on the second point the motor starts. 

The guide which directs the cable, as it pays out or winds 
up, is mounted so as to revolve on the axis of the drum. 
One portion of it is a circular bell which serves as a cover 
for the winding drum ; the hub of the bell is journalled on 
the upper end of the column, being stepped on a shoulder 
thereon (fig. 8). At one side the housing is cut away to 
admit the cable to the drum, and on each side of this opening 
is bolted one end of a frame carrying two upright guide 
rolls, which have cylindrical faces. 

The other guide member is a radial casting turning freely 
on the hub of the cover, and carrying at the outer end two 
grooved sheaves on horizontal axes. The edges of thee 
sheaves are in close contact, so that their grooves form an 
opening through which the cable passes, approximately in 
line with the middle of the guide rollers. The drum is in the 
form of a deeply grooved wheel, the groove being U-shaped. 

The cable guard or cover is a steel casting having a thick- 
ness of only 2 in.; the diameter is 4 ft. 6 in. and the 


Бо, 9.—WINDLASS AND BASE ASSEMBLED COMPLETE, 
WITH MOTORS. 


circular flange is 17 in. deep. This casting was pronounced 
to be beyond the possibilities of the ordinary open-hearth 
furnace by a number of steel foundries. The castings were 
eventually produced in the contractor's electric furnace, 
where it is possible to intensify the heat so as to make the 
metal flow more rapidly. | 

One of the most important parts of the locomotive is the 
“ glip-friction ” device, consisting of two special bronze rings 
mounted on the spider, as has been previously mentioned. 
Between these rings a steel disk is fastened to the rope 
drum ; the amount of tension on the towline is adjusted by 
the pressure between these three disks, which is obtained by 
tightening spiral springs on the clamping ring (figs. 8 and 3). 
In order to make the slipping tension of the towline pro- 
portional to the pressure between the friction disks, à 
rubbing surface having a constant coefficient of friction was 
essential. In order to find such a metal, experiments were 
made, and it was found that a certain alloy possessed the 
required properties with a friction coefficient of 0'1. This 
metal also showed but very little difference in coefficient 
between starting and running. The results of the special 
tests were amply verified by the final test of the friction 
disks of each machine under the full rated towline pull of 
25,000 lb. by means of a dynamometer testing outfit ; all 
40 machines were given this slip test 25 times from each 
cab, and all passed the Government requirement not to 
exceed a variation of 5 per cent. above or below the 
normal of 25,000 lb. | 

The winding motor is a 20-н.р. (one-hour rating), three- 
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phase, squirrel-cage induction motor, and has ample power 
to take care of any sudden pull on the towline up to 
40,000 lb., which is well above the normal requirement. 
The speed of winding is at the average rate of 12 ft. per 
minute. 

The rapid-coiling motor is permanently geared to the 
drum, and is of the same type, size and capacity as the 
winding motor. It is subjected to its maximum load when 
accelerating the heavy drum to the high speed required for 
coiling or paying out the rope, this being 16 times the slow 
winding speed at fall load, or about 200 ft. per minute. 

The slow-winding and the rapid-coiling motors are 


operated by similar controllers, and the circuits are electri- : 


cally interlocked 80 as to prevent the application of power to 
either motor unless the controller of the other motor is in 
the “off ” position. | | 

Each of the two main traction motors has a rating of 
75 H.P., and is of the slip-ring induction type, operated by 
а system of contactors with master controller in each cab. 
The motors, by means of the change in gearing from straight 
traction to rack-rail towing previously described, drive the 
locomotive at a speed of 2 miles per hour when towing and 
5 miles per hour when returning idle. 
as induction generators ruuning above synchronous speed 
when the locomotive is passing down the steep inclines, and 
thereby exert a retarding brake effect to keep the speed 
uniform. 

The locomotives, which weigh 38} tons each, have fully 
demonstrated in actual operation that the requirements 
contemplated by the engineers of the Isthmian Canal 
Commission have been successfully met. 

We are indebted for the foregoing particulars and illus- 
trations to the General Electric Co., U.S.A., through the 
British Thomson-Houston Co., Ltd., Rugby. 


BATTERY-CHARGING FOR ELECTRIC 
VEHICLES. 


By FRANK BROADBENT. ; 


THE increasing popularity of the electric vehicle again 
raises the important question of battery charging. The 
method of charging a petrol car—viz, the pouring of a 
quantity of petrol into.a tank—is simplicity itself, oom- 
. pared with the charging of an electric vehicle, which, besides 
being a relatively complicated process, takes about as many 
hours as the petrol car takes minutes. The introduction of 
the Edison battery, and the claim made for it, that it can 
be charged at a rapid rate without detriment, has reopened 
the question of constant potential charging for lead batteries. 
Although it has been recognised for many years that when 
fully exhausted a lead battery may with safety be charged 
at rates far in excess of what are called the normal rates, 
the common practice has been to charge at a practically 
constant current with a rising voltage until the battery 
gases freely. By this method a battery ordinarily requires 
charging for seven or eight hours to raise it from a fully 
exhausted to a fully charged state. 
In ordinary practice with stationary batteries, it is not 
usual to exhaust a battery entirely. Thus on an isolated 
installation, such as that of a country house, the attendant 
charges two or three times a week, depending upon the 
season. He adjusts his voltage for the normal charging 
rate, and charges until the battery gases freely, the dynamo 
volts rising automatically as the current tends to decrease, 
due to the back E. v. r. of the cells. Gassing is not only 
detrimental, but wasteful, as the current consumed in con- 
verting the electrolyte into gas serves no useful storage 
purpose. | 

Хо long as a good modern battery on charge is not 
gassing or heating, it is usefully absorbing the current, so 
that if, when exhausted, the charging cnrrent is adjusted to 
a value just below the gassing point, it should take no 
harm. Under these conditions, it will be found that the 
initial current may be as much as three to five times what 
is commonly reckoned as the normal current, the permissible 
excess depending upon the make of battery. Generally 


These motors act | 


speaking, if the applied voltage be approximately (but not 
exceeding) 2°3 volts per cell, the battery will take the 
current it can safely absorb, and as its back k. M. r. rises 
the current will automatically fall off. | 

For country-house work or other isolated battery installa- 
tions, the constant- potential method of charging would neces- 
sitate a considerably larger generating plant than is ordinarily 
supplied. For instance, if we have a 54-cell battery whose 
normal charging rate is 50 amperes, the dynamo would be 
rated to give, say, 50 amperes at 100 to 140 volts or 7 Kw., 
whereas if arranged for the constant-potential method, the 
output would need to be about 150 amperes, with a voltage 
not exceeding 125, or over 18 Kw. Although the dynamo 
might be calculated on the basis of a 1-hour rating, and 
would therefore not be as large and expensive as the output 
suggests, the engine cannot be treated in the same way. 
The generating plant, therefore, unless used for other pur- 
poses than charging, would be much more costly. Where 
charging is done from public supply mains through a motor- 
generator, both the motor and generator armatures might be 
rated on the 1-hour basis at the maximum current. 

This question of plant capacity has, no doubt, perpetuated 
the approximately constant current method of charging for 
isolated installations, and as in many cases a quick rate of 
charge offers little or no advantage, this method is, all things 
considered, probably the most suitable. Moreover, we have to 
bear in mind that in fully charging a battery on the constant- 
potential method we do not save much time, because the 
rate of charge tapers down nearly to the vanishing point 
after а few hours, Its great advantages are that we can put 
back such a large proportion of the discharge during the 
first hour, and that if left on for the full time we can 
obtain a greater ampere-hour capacity than by the constant- 
current method; and that it is better for the battery. 
There appears to he no reason, however, why in ordinary in- 
stallations we should not start with a current very much 
in excess of the normal, and then, if we have voltage 
enough, we can keep the current up to the normal when it 
falls to this level. In this way the charging time can be 
materially shortened. M 

But the chief advantage of the high initial charge which 
the modern battery will stand is in connection with the 
electric vehicle. A brochure issued by the Chloride Elec- 
trical - Storage Co., on “ Boosting Charges for Exide’ 
Vehicle Batteries," states the case very clearly. It isshown 
that when a battery is fully discharged a 30-minutes’ boost 
at a pressure of 2'3 volts per cell gives us back 30 per cent. 
of the original capacity, and a 1-hour’s charge puts back 
50 per cent. This means that if we have a battery vehicle 
which will run for 40 miles on one complete charge, an 
hour’s boost at the end of the run will carry us another 20 
miles, that is, 60 miles in all. If, say, only 75 per cent. 
of the battery capacity has been used, corresponding to a 
run of 30 miles, an hour's boost will put back 42 per cent. 
of the original capacity, which, added to the unused 25 per 
cent., gives us a capacity equivalent to an additional 27 
miles, or a total run of 57 miles. The advantages of this 
method, more particularly for commercial vehicles, which 
can return to beadquarters at mid-day for an hour's boost, 
are very great. It means that a vehicle rated at 40 miles 
per complete charge can do 30 miles in the morning, and 
after an hour's mid-day boost is good for almost the 
same distance in the afternoon. A full charge would 
then be given during the night. lence a 40-mile-u-day 
vehicle is converted into one having a range of almost 
60 miles by taking a mid-day “ pick-me-up.” | 

Some useful experience has been recently gained in Holly- 
wood garage in Chicago, equipped on the constant-poten- 
tial system. It is found that if a battery is only 75 per 
cent. discharged, it can be recharged up to х5 per cent. of 
its rated capacity in two hours, and up to 90 per cent. in 
three hours. It is not stated how long it takes to charge 
up to 100 per cent., but obviously the last 10 per cent. 
will take longer than two hours as the current is continu- . 
ally diminishing. As the average duration of charge is 
given as 34 hours, either the batteries are not discharged 
75 per cent. on the average, or the charging rate is accele- 
rated towards the end. 

According to the description in the Electrical Review 
and Western Electrician, the method is not absolutely 
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a constant-potential method, as the initial current is 
limited to 60 amperes by means of a rheostat—apparently 
regardless of the size of the battery—the rheostat 
being gradually cut out during the first 10 minutes 
until the battery is directly across the line, after which the 
charge proceeds without further attention. It is not clear 
from the description what is the charging voltage per cell, 
but it may be assumed that after the first 10 minutes it ів 
higher than would be desirable at first, and it is, no doubt, 
due to this that the charging period is found to be con- 
siderably less than on the old method. 

This garage deals principally with pas:enger cars, of 
which many are run till midnight, so that they do not 
reach the garage till about 1 a m.; and as they have to be 
delivered fully charged to the owners by 7.30 a.m., it is 
affirmed that the old method of charging would render this 
almost impossible. | 

Energy is taken from the Commonwealth Edison Co. 
under a restricted-hour contract, no charging being per- 
mitted until 9 p.m.; the rate is approximately 1:74. per 
unit delivered to the A.C. converters. 

All cara are garaged at a flat rate of $40 per month (say 
£8) for 40 to 42-cell cars, the cost covering charging, 
washing and polishing, adjustments, cire of battery, and 
delivery to and from the garage. Smaller cars are garaged 
for $35 (say £7) per month. : 

The popularity of the commercial electric vehicle is 
growing so rapidly in England that there is a danger 
of its outstripping the growth of charging facilities. 
In a place like London, where electricity generating 
Stations are so numerous, this might appear a somewhat 
remote possibility, but it is very doubtful if public 
generating stations are the best places for the purpose. 
Many of them are alternating-current stations, but, even 
80, they are not much worse adapted for charging pur- 
poses than those supplying direct current. In both cases, 
in order to do the business economically, motor-generators 
are necessary for obtaining the necessary charging voltage. 
True, it is possible to charge several batteries in series, but 
this is a very unsatisfactory method at the best, even if 
several batteries were available simultaneously ; they would 
need careful watching to see that each received its proper 
charge, and that it was taken off at the right time and во 
on. It would, in fact, be such a nuisance that it would not 
pay any supply company to bother with the business on these 
lines. The constant-potential method, on the other hand, is 
simplicity itself. The battery is simply plugged in and the 
voltage does the rest. Nothing can go wrong, assuming the 
battery itself to be all right. But even under the best condi- 
tions battery charging is hardly the sort of thing for which a 
central generating station is laid out. To do it properly, a 
charging garage should be erected and treated as a separate 
department. It should be put on the same basis as a bulk 
consumer and allowed to make its own terms with customers 
so as to show a profit on the business done. The depart- 
ment would, it is true, be in competition with outside 
garages, taking current from the same station. But it 
would be a fairer form of competition than if no separate 
department existed and batteries were charged in a 
haphazard sort of way (under the supervision of someone 
who had really no time to give to it) at rates sufficient only 
to cover generating costs. Under the charging-garage 
system it is quite possible that an outside garage would be 
able to compete in price with a generating-station garage, 
because the rates paid to the station would depend upon 
the amount of business done. and this might very easily be 
in favour of the independently run garage, which would be 
erected in a convenient locality, and would be run by people 
who would lay themselves out to attract customers and to 
make the business pay. 


STRESSES IN CONVEX DISHED ENDS. 


SERIOUS &coidents have occurred owing to the failure of the dished 
ends of steam drums, one some few years ago at a London electricity 
station having lamentable results. In Power the strength of these 
ends has b3en mathematically investigated by Mr. F. G. Gasche, of 
the Illinois Steel Co., who has noted the frequency with which 


failures have happened in the curve or bending of the flange, and 
to this special point attention is directed. Unfortunately, the 
author finds it neoeseary to say for the sake of simplicity in the 
aualysis it is necessary to assume a perfectly rigid cylindrical 
drum as & basis for establishing & numerical value for a certain 
reaction.” These assumptions of things which do not exist always 
raise fears that the whole investigation is unreliable. However, 
the oonolusion of three pages of very elaborate figures is that 
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PRESSU BES, PRESSURES. 


PROPOSED FLANGE CONNECTIONS FOR LARGE DRUMS WITH 
CoNVEX HEADS. 


large spherical heads should not depend on large-radius flange 
fillets, but that the radius should be as small ae poesible even for 
moderate diameters of drum, and the two illustrations, fige. 1 and 2, 
show the connections suggested by the author to take the place 
of the simple flanged dish. Figs. 3 and 4 show the ordinary 
form of head, fig. 3 being the form condemned, and fig. 4 the 
form recommended with a very small radius between the curva- 
ture of the end and the flange. The dished end to a preseure 
vessel which has a radius greater than the radius of the cylindrical 
drum of which it forms the end is wrong in principle, for there 
must be a bending stress at the oorner of the flange, and 
no amount of ingenuity of structural form can get over 
this. A head that is flatter than hemispherical wil always 
be striving when under pressure to pull inwards the end of the 
drum to a smaller diameter, thus making of the drum end a 
frustum of a oone, though very slightly, of course. Still, the 
stress will be enough to cause grooving round the most strained 


locus if exposed to water in the slightest degree corrosive, and 


wherever grooving is set up under water it may be taken for 
granted that there is ехоеввіте fibre stress. The dished ends of 
steam drums and the flat ends of Lancashire boilers, with their 
gussets and, formerly, bar stays are all concessions to appearance, 
and to the difficulties of forming hemispheres of plate. The 
Lancashire boiler head is now also a shallow dished end, and is 
exposed to the undesirable stresses noted above. Formule proposed 
for calculating dished ends are given in the article referred to. 
Comparisons between calculations for convex boiler heads based 


on various rules used in the U.S.A. are not very reassuring, for the 


allowable pressures found by three formula are in the ratio of 3, 
2 and 1, the lowest value being that arrived at by the author, Mr. 
Gasche. 

In boiler work there can be no really reliable formula for any 
part exposed to secondary stresses. There may be а life of such 


parts that will endure until the boiler is sold second-hand, to fail 


in its new position from a sufficient number of millions of stress 
applications, But for high.preesure work all dishing carries in 
it the elements of its own self-destruction. 


Fie. 4.—FoRM PREFERRED 
BY Mr. GASCHE. 


FIG. 3.—ORDIN ART 
DESIGN, 


Convex DISHED ENDS. 


As regards fig. 3, it always has appeared to the writer of this 
note that this form was based on an attempt to make a dished end 
look as though its stresses were all primary. But one cannot 
juggle with stress forms. Fig. 4, the new suggested form, may be 
better than fig. 3, but there is more risk in pressing out these small 
corners. 

Mr. Gasche is forced by his investigation to the forma, figs. 1 
and 2, which do but tell us that the dished end is inherently 
bad. Lx to fig. 2, more particularly we suggest grooving stresses 
at 7—B, А 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


G.E.C. Exploslon-proof Switchgear. 


The latest development in the range of G E.C. explosion-proof 
switchgear for fiery mines is a 20-ampere, 500-volt, double-pole 
explosion-proof switch with fuses. It oonsists of a standard 
double-pole " Twinbreak" switch actuated by an external handle 
working through an explosion-proof gland. The interlock between 
the switch and the lid gives the device all the usual G.E.C. mistake- 
proof characteristics. The fuses, which are of the standard bobbin 
type, are contained in a separate fire-proof com ent; arcing 
shields and thorough fire protection are provided throughout. If 
desired the switch oan be had without the fuses.  . 

The j int between the lid and case is made by well-machined 
flanges giving a close metal-to-metal joint; special attention has 
been paid to the part where the switch spindle enters the case, 


Fic, 1.—G.E.C. 20-AMPERE ExPLosioN.PRoor DOUBLE-POLE 
SWITCH WITH FUSES, 


and a special flame-proof gland is provided. The switch is 
designed to take the standard G.E.O. flame-proof cable glands, 
which also afford a ready method of attaching the armouring of 
the cable to complete the earth connection. 

Farther additions to the range of mining gear are explosion- 
proof fuses; these are contained in flame-proof cast-iron cases, 
which, as will be seen from the accompanying illustration, are 
of substantial design. As in the switches, particular attention 


Fic. 2.—G.E.0. EXPLosion-PRoor MINING Fuse. - 


has been paid to the flame-proof flanges, which effectively cool 
the products of any explosion inside the case. The fuse holders 
are of the G.E.C. Home Office bobbin type, and thoroughly protect 
the hand against dangers of shock, or from the effects of a blowing 
fuse. The cases are designed to take the standard G.E.C. flame- 
proof cable glands. 

The switches and fases are made by the GENERAL ELECTRIC 
Co., LTD., of Witton, Birmingham. 


Kasenoid. 


Мв. A. W. KANIS, of 66, Aldersgate Street, E C., has brought to 
our notice the material called " Kasenoid," which has been 
developed to fill the place hitherto occupied by Galalith; it can 
also be used instead of ebonite and xylonite for many purposes. 
We have inspected a number of samples of this very interesting 
substance, which is of purely British origin and manufacture, and 
strongly recommend our readers who use this kind of material to 
look into it. The properties of Kasenoid are quite similar to 
those of Galalith ; it is tough, resilient, easy to machine, non- 
inflammable, a good insulator, capable of being moulded to a cer- 
tain extent, and is made in a variety of colours, either as sheet (up 
to 8 mm.) or rod (up to 12 mm. in diameter), 


It oan be turned and polished, and takes an excellent thread. 
Large quantities are being made for use in non-electrical indus- 
tries also, and we understand that it is meeting with a very favour- 
able reception, 


The Dictograph. 


THE GENERAL ACOUSTIC AND DicToGRAPH Co, LTD., of 7, 
Southwark Street, S.E., have recently introduced a modified pattern 
of their loud-spesking telephones for single lines, as illustrated in 
figs. 3 and 4. Simplicity of operation is one of the chief features 
of the system ; the caller simply lifts the receiver, fig. 8, and talks 
tothe box in an ordinary tone, while the voioe is received, or 
delivered, in & loud and clear tone at the telephone shown in fig. 4 ; 
the person at the latter station replies in the same way, but with- 
out using а recsiver or mouthpieoe— neither being provided. If 


Fig. 3,—HEAD ‘STATION. F1G.:4.—8TATION CALLED. 


desired, the instrument shown in fig. 4 can be fitted with a push- 
button to call No. 1. The complete Tarner-Dictograph system 
provides for any number of stations connected with a master 
station, such as that shown in fig. 5; this is fitted with a 
loud-speaking receiver and a Turner transmitter, and the user 
can sit at his desk or walk about the room while he talks 
to his subordinates. The receiver shown is used when it 
is desired that the replies shall not be heard by any 
other person in the room; the act of lifting it from the hook 
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Fra. 5.— MASTER STATION. 


cuts out the loud speaking receiver. Each department is provided 
with a Turner station like that shown in fig. 6, which, it will be 
seen, has not a loud-speaking receiver. To call any station, the 
user presses the corresponding key. When the master station is 
called, a buzzer sounds and a shutter drops; the master station 
depresses the corresponding key, and is then conneoted direct with 
the caller, no one else being able to cut in on the line. The master 
station can also converse with any number of departments at onoe 
by throwing the various keys. | 


Fig. 6.—ТОВМЕВ TELEPHONE. 


We have had an opportunity of testing the sensitiveness of the 
instruments, and can vouch for the ease and convenience with 
which one can both speak and hear at a distance of many feet from 
them, and without elevating the voice—indeed, a whieper can be 
heerd plainly. The fatigue of holding a receiver to the ear is 
avoided, and for such purposes as dictating to a typist, for example, 
the system is admirably adapted, 
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LEGAL. 
BRITISH INSULATED & HELSBY CABLES, LTD., v. CRITTALL 


MANUFACTURING Co. 


Mr. Murr MACKENZIE, one of the High Court Official Referees, 
on March 22nd gave judgment in this action, in which the plain- 
tiffs sought, to recover from the defendants the price of an eleotrio 
welding machine for making steel casement frames, and material 
in connection therewith. | ` 

The REFEREE, in giving judgment, said that the case was one 
which presented features of considerable difficulty, and it had 
been the practice of the Appellate Courts to require that the Judge 
who tried the case should give his reasons for the decision at 
which he arrived, and he had therefore thought it right to put 
his conclusions into writing. The action was commenced in Feb- 
ruary, 1914, and was originally brought to recover £104 2a. 2d., 
which was made up of two items, as to one of which, £47 16e., the 
defendants admitted liability and paid that &mount into Court. 
As to the balance in dispute, the defendants said that the goods 
were supplied in connection with tests of an electric welding 
machine which did not prove satisfactory, and that they were, 
therefore, entitled to refuse payment. The plaintiffs said that the 
goods supplied were kept by the defendants and used by them for 
the machine which was delivered, and that they therefore could 
not refuse to pay. The plaintiffs claimed a further sum of £444, 
the price of the welding machine, together with a copper coil to 
be used in testing. The defendants contended that the machine 
did not-conform to the conditions to which by the contract it was 
to conform, and that they were therefore entitled to reject it. They 
counterclaimed for damages by reason of the failure. The first 
question to be decided was what was the contract between the 
parties. The defendants were makers of iron casement frames for 
windows, and before the negotiations with the plaintiffs they used 
gas for welding. They desired to adopt the more economical and 
more rapid process of welding by electricity. The two features of 
the plaintiffa’ machine were, first, the generation of heat by elec- 


tricity, and, secondly, the application of pressure to the 
ends of the bars where they were to be welded. 
Negotiations between the parties commenced in 1911, and 


continued duriog 1912, when the contract was made with the 
plaintiffs to supply a machine, and in the course of the negotia- 
tions specimens of the defendants’ steel bars, which they wanted the 
machine to weld, were sent to the plaintiffs, so that they knew 
the work their machine would be required to do. The plaintiffs 
decided that they could make & machine as required, and an order 
was sccordingly given to them. One speciality of the contract was 
that the machine should be capable of welding to an acouracy 
of 4555 inch, that it should be able to produce 12 frames in 
au hour, and that it should be able to make frames of from 1 ft. to 
10ft. equare. The order was given conditionally upon the work 
being submitted to the defendants for approval before the machine 
was putin hand, The work was to be of the best quality, and the 
electric conductors were to be of sufficient area to admit of con- 
tinual working without undue heating. Part of the machine 
consisted of clamps made of copper which were to fitclorely to the 
bars, and it was, therefore, neceseary for the makers to have the 
proper dimensions of the bars. The defendants took steps for 
gupplying the electricity for working the machine and for laying 
down the foundations for fixing it. The alternator was obtained 
and fixed by September 12th, 1912. Although the plaintiffs pro- 
ceeded with the manufacture of the machine it was not ready 
within the time specified by the contract. In October the 
machine was ready, but the necessary clamps were not made, 
because the material had not been sent. The machine was sent 
by arrangement to the defendants’ works at Braintree, and they 
arranged to re-design the clamps and test it. The test was made 
in the presence of representatives of the plaintiffs ; but the results 
were not satisfactory, and the opinion was that the cause of 
failure was that with the clamps, as then made, their bars could 
not be properly welded. Subsequently the machine was tried 
again with uusatisfactory resulta, and the plaintiffs raised the 
point that the cause of the failure was the variation in the 
dimensions of the bara, The defendants, however, said that the 
welder was not fit for the work, and it was arranged that it 
should be sent back to plaintiffs to make alterations in order to 
overcome the difficulty occasioned by the variation in the 
dimensions ‘of the bars, The plaintiffs declined to accept 
responsibility for the expense to which the defendants had 
been pnt, and difficulties arose in consequence, and when the 
plaintiffs began to press for the price of another electric 
welder, defendants objected to pay, on the ground that they 
had suffered a loss of between £400 and £500 by the failure to 
make the machine according to contract. Differences having 
become acute, a meeting of the representatives of both sides was 
arranged for June lith, 1913, when a certain settlement was 
arrived at. It was part of the terms of that settlement that the 
machine was to be made so that it could be demonstrated, by test 
with material to be supplied by the defendants, that it was com- 
mercially valuable. By September, 1913, the plaintiffa having 
made alterations in the design of the clamps, they invited defen- 
dante to send representatives to see the machine at the plaintiffs’ 
works; but it was found that the work was not good. Further 
tests were made afterwards, but it was not shown that the machine 
could weld the bara satisfactorily, and the defendants, therefore, 
refused to accept it. He found that the obligation of the plaintiffs 
under the settlement of June was to make the machine so that by 
test and demonstration it would reasonably satisfy the defendants 


that it was fit for their requirements, The plaintiffs failed to do 
that, and he therefore found that the defendants were not bound 
to accept the machine. As regards the claim for goods supplied 
(£56 163,), they were delivered for trials of the machine; and as 
the machine failed, the defendants were not bound to keep the 
goods. That claim of the plaintiffs failed also. As to the counter- 
claim, the defendants alleged that plaintiffs failed to make and 
deliver the machine according to contract, and they claimed for 
the price of the alternator, the cost of the foundation for the 
alternator, the expenses connected with the work, the expenses 
of their representatives in attending the tests, and some other 
small incidental expenses. His opinion was that the plaintiffs 
were made sufficiently aware of the nature of the materials defen- 
dants used for their casement frames, and that the plaintiffs’ con- 
tention that the contract was not broken because the material 
varied, was ill-founded. The defendants were entitled to reject 
the machine, because it was not in accordance with the contract. 
As to the machine not being up to the requirements, the plaintiffs 
said that it was put to work which it was not designed to do. 
Although the contention of the plaintiffs was erroneous, it was one 
which they were entitled to use. The arrangement which was 
come to disposed of the counterclaim for damages up to that date, 
and the olaim of the defendants to recover such damages failed. 
Their claim for expenses in relation to the teste was very much 
exaggerated. He directed that judgment in the action should be 
entered for the defendants, with costs of the action, and that 
judgment on the counterolaim should be entered for the plaintiffs, 
with the costs of the counterclaim. As he had decided against 
both of the parties, he would stay proceedings under the judgment 
for ten days, and if both or either of the parties entered an appeal 
within that time the stay would continne until the appeal, which 
in the present state of the lists, would only be a short time. 
Judgment was entered accordingly. 


EXTRACTION OF WATER FROM PEAT BY ELECTRICITY. 


. For several days last week the Court of Appeal, composed of the 


Master of the Rolls and Lord Justice Phillimore and Mr. Justice 
Joyce, was engaged in hearing an appeal by Witcarbonising, Ltd., 
from a judgment of Mr. Justice Warrington, in the Chancery- 
Division, dismissing their petition for revocation of Letters Patent, 
No. 10,370 of 1911, granted to John Eustice Jameson, Oliver 
Harris Valpy and Edmund Arthur Buckle for improvements in 
the treatment of pest and the like. One of the claims was as 
follows :—‘‘ In the process of extraction of water from peat and 
like substances, passing an electric current through the pulp of the 
eame heated to a temperature of at least 100° C., under a pressure 
such that no steam is produced, substantially as described." 

The petitioners (the appellants) applied for revocation of the 
patent upon the ground that it was invalid for want of utility 
and insufficiency of directions. It was proved that the water in 
peat was partly free and partly combined in the form of hydro- 
cellulose," and that the combined water could not be got rid of 
by pressure as the free water could. Prior to the patent it 
had been suggested that the water could be removed by the use of 
a comparatively high temperature and pressure. The patentees (the 
respondents upon the appeal) alleged that the result could be at- 
tained by the use of an electric current at a lower temperature. 
The petitioners contended that the only result obtained by the use 
of the current was due to its heating effect. 

MR. JUSTICE WARRINGTON, in the Court below, held that the 
specification described a process in which the electric current was 
used to effect the decomposition of the hydrocellulose without 
recourse for that purpose to heat, while the earlier process 
depended on the effect of heat alone ; that the process was useful ; 
and that the directions were not insufficient. His Lordship 
accordingly dismissed the petition with costs, and granted the 
respondents a certificate of validity. Hence the present appeal of 
the petitioners. 

Mr. Walter, K.C., Mr. Colefax, K.C.. and Mr. Frost appeared in 
support of the appeal ; and Mr. Bousfield, K.C., and Mr. J. Hunter 
Gray for the respondente. 

The hearing was concluded on March 26th, when their Lordships 
reserved judgment. 


LIGHTING REGULATIONS, 


AT the Hull Police Court on March 23rd, Mr. Frank Garnett 
Jones, manager for Messrs. Ostler, was summoned for failing to 
comply with the Order of the General Officer Commanding the 
Humber Defences, in regard to the reduction of shop lighting. 

It was stated by the police that the defendant had had lights 
in the shop which were so strong that they illuminated the whole 
Btreet, There were 13 electric lighta, and it was believed that half 
of these would have been all that were necessary under the present 
circumstances for the conduct of the business. 

The DEFENDANT said he had forgotten about the regulation, but 

INSPECTOR GALL stated that he had spoken to the defendant on 
five previous occasions about the matter. 

The Bench imposed a fine of £10, including costs, and ordered 
the defendant to pay £2 2s. solicitor's fee, with an alternative of 
two months' impriaonment, 


LONDON TRAMWAY ASSESSMENT APPEAL. 


IN the House of Lords, on March 26tb, the Lord Chancellor and other 
Lords dealing with the matter gave their reasons for having recently 
allowed the appeal of the L.C.C, in their tramways litigation with 
the Borough of Islington, We shall refer to the matter later. 
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MABOONI AGREEMENT DISPUTE, 


AFTER a hearing extending over 15 days, Mr. Justice Avery and a 
special jury in the King’s Bench Division, concluded the hearing 
of the action brought by Mr. John William Hamilton, civil 
engineer, and & former agent of the Marconi Co. in Australis, 
against the Marconi Wirelees Telegraph Co., Ltd., claiming damages 
for alleged wrongful dismissal. He also claimed commission alleged 
to be due under an agreement under which he acted as the com- 
pany's agent in Australia. The defendants pleaded that they were 
justified in their action and counterclaimed against the defendant 
in respect of alleged breach of duty. 

Bir Edward Carson, K.C, M.P. and Mr. Eustace Hills were 
counsel for the plaintiff, and defendants were represented by 
Mr. Dake, K C., M.P., and Mr. Stuart Bevan. 

Вів EDWARD CARSON, in opening the case, said that with regard 
to the commission certain sums were admitted, and on that part 
of the olaim a question of construction arose which would be for his 
Lordship’s decision. The.jary would not be troubled with amounts as 
it had been agreed that that should be held over until the question of 
construction had been determined; the main claim for the jury would 
be for breach of agreement owing to thealleged wrongful dismissal 
under circumstances which, whether right or wrong, had brought 
about a loss of many years in the Colony in which the plaintiff 
was a man of influence and with long business connections. In 


` 1410 it was agreed that the plaintiff should act as sales agent for 


the company in all the British Colonies situated within oertain 
limits, The agreement was for three years, and would not terminate 
until May, 1913, but the company dismissed him in January, 1913, 
The plaintiff was to receive 5 per cent. of the gross value of salen 
in his territory, and if satisfactory the agreement was to continue 
for a further three years. In July, 1912, the plaintiff hed an 
unfortunate dispute with Mr. Godfrey I-aace. That was not put 
forward as a reason for determining the agreement, bat from that 
time he was not allowed to do basiness for the company, and was 
refused all information as to what was going on. The reason 
given was that the Amalgamated Wireless Оо. was to represent the 
defendant company in Australia. | 

A great mass of correspondence was read, and several witnesses 
were called on both sides, Mr. Godfrey Isaacs being amongst those 
who gave testimony for the company. 

His Lordship concluded his adjourned summing-up оп 
Wednesday, March 24th, and the jury, after an absence of four 
hours, returned to Court with a verdict for the plaintiff on all 
questions submitted to them. | 

Legal arguments on the questions of law raised in the case were 
adjourned uatil the following day. 

On March 26th, after hearing argumenta by counsel on the 
finding of the jury, Мв. JusTIOR Avory entered judgment for 
the plaintiff. Judgment, he said, must bs entered for the plaintiff 
for £300 and £2,340 which had been awarded by the jury, and 
also on the counterclaim. There would also be judgment for the 

tiff for the gums admitted to be due—namely, 235 15s. td. 
and 482 2s. 9d. Farther, he would direct an account as to com- 
mission on a 5 per cent. basis, and judgment for the plaintiff for 
the amount found due. In ascertaining the commission, the prices 
must be taken to mean the oontract price for the apparatus sup- 
plied for the installations carried out by the defendant company, 
where it was clear under the agreement he was himself to effect 
the contract for supplying the apparatus and installations. 

Stay of execution was granted pending an appeal. 
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AN ABERDEEN CLAIM. 


THE record has been closed in the Sheriff Court in an action at the 
instance of a local watchmaker againet James Pirrie, electrical 
engineer, 4, Н ;sefield Place, Aberdeen, for payment to the pursuer 
of damages iaid at £700. The claim is in respect of bodily inj uries 
caused to the pureuer through the alleged negligence of the 
defender, who, while driving a motor cycle and side-car along 
Cornhill Road, turned it on to the pavement and knocked down 
purauer. Dafender pleads that the accident was not due to any 
fault of his, but he has offered £140 in settlement of all claims 
against him by pursuer, which offer has been refused. 


WAR ITEMS. 


German Electrical Companies in War Time.—The Elektro- 
technische Fabrik Rheydt (Max Schorch & Co.), of Rheydt, 
proposes to pay a dividend of 12 per cent. for 1914, as com- 
pared with 8 per cent. in the preceding year. 

The gross profits of the Elektrochemische Werke, of Ber- 
lin and Bitterfeld, arising from the working community with 
the Griesheim-Elektron Chemical Works, and from manu- 
facturing and investments, amounted to £86,000 in 1914, as 
compared with .£84,000 in 1913. After defraying general 
expenses and providing for depreciation, the accounts show 
net profits of .£62,000 as against .£61,000 in the previous 

- year, permitting of the payment of a dividend of 10 per cent. 
us in 1913. Under the company’s agreement with the Gries- 
heim-Elektron Works, which was concluded in 1889 for a 
period of 30 years, the former leased most of the works plant 
to the latter for the manufacture of chloride products and 
alkalies, carbide, sodium and magnesium. 


The gross profits amounted to £107,000. 


The directors of the А.С. Mix und Genest, of Berlin, Tele- 
phone and e Works, state that the development of 
the works in 1914 was such that it was only possible to 
meet the requirements by a rapid accommodation of working 
methods to the new problems raised by the war. In addition 
to the usual business a considerable turnover was also 
effected by the execution of war orders, although the profits 
realised by the inland branches were less than in the pre- 
ceding year in consequence of the war. On the other hand, 
the oversea business had been almost at a complete stand- 
still since the outbreak of hostilities. -It was proposed to 
liquidate the subsidiary company in Italy, but this would 
not result in any loss as compared with the balance sheet.’ 
-After meeting 
general expenses and setting aside £18,000 for depreciation, 
the net profits are £60,000, as against £14,000, and a divi- 
dend of 12 per cent. is in contemplation, as contrasted with 
4 cent. in 1913. ; 

he report of the Kabelwerk Duisburg, of Duisburg, - 
characterises the past year as having yielded pratifying re- 
sults, which are attributed, in addition to the great activity 


in the first half of 1914, to the favourable purchase of raw 
, materials. 


After appropriating £23,000 for depreciation, as 
against £35,000 in 1913, the net profits are returned at 
£56,000, as compared with £46,000. The reduction in the 
amount set aside for depreciation is explained by the fact 
that a sum of £20,000 for special depreciation was allocated 
in 1913, thus bringing the book value of the machinery: 
account down to one shilling. It is proposed to pay a divi- 
dend of 18 per cent. for 1914, as contrasted with 16 per cent. 
in the preceding year, and to place £12,600 to the guarantee 
fund for foreign debt risks and 412,500 to the contingency 
fund, leaving £1,800 to be carried forward. The ed gid 
states that the extensions of the works were interrup by 
the outbreak of war, but it is hoped to complete them by the 
end of June. i A 

Power Transmission and the War.—How the activity of 
a company can be adversely affected by the prevalence of 
war when a portion of its area of supply is situated within. 
one part of the war zone is strikingly illustrated by the 
experience of the well-known Rheinfelden Power Trans- 
mission Co., of Rheinfelden, déwn.to the end of last year. 
During the first seven months of the year, the company's 
report states, a further development in the utilisation of 
the hydro-electric works at Rheinfelden and Wyhlen took 
place, the increase in consumption having almost entirely 
absorbed the output of the works. ' On the outbreak of war, 
however, the first effect on the works was the withdrawal 
of the German workmen; and secondly, the large bulk con- 
sumer represented by the Upper Rhenish Power Works Co., 
of Mulhausen, was compelled almost entirely to suspend the 
supply from August 8th, after the transmission lines and 
various installations in Alsace had been severely damaged by 
incidents of the war. In addition, the Wiesenthal railway, 
which receives electrical enerey from the Wyhlen Works, 
was also compelled to stop the electrical service of trains. 
The result of these unfavourable developments was that the 
total delivery of energy, which amounted to a load of approxi- 
mately 23, kw. at the end of January, 1914, ed to 
4,000 kw. by the middle of August, which was almost uni- 
formly divided between the Rheinfelden and Wyhlen works. 
It was, however, possible, in connection with the Upper 
Rhenish Power Co., to repair the transmission lines in 
Alsace in the first week of September, and the normal de- 
livery of energy to Mulhausen was then resumed. The 
installations of most other consumers were also brought into 
operation gradually, so that the total load was increased to 
about 17,000 kw. in the last three months of 1914, but a 
reduced consumption prevailed down to the end of the year. 
in the case of the Wiesenthal railway, an electro-chemical 
works, and the Zell Electricity Supply Co. 

Lampmakers and the War.—We learn that the employés. 
of the Osram and Robertson Lamp Works have collected 
by weekly subscriptions, up to March 24th, a total of £349 
towards the Prince of Wales's War Relief Fund. The Lamp 
Works have 78 men who have joined Н.М. Forces, and in- 
formation has been received of four of the men being 
wounded. Fortunately, so far, no fatal case has been 
reported. Ne ere | | 

New Zealand.—4An Auckland firm is prepared to take up 
agencies for United Kingdom manufacturers of cast-iron 
pipes and fittings, steel girders and channels, wrought-iron 
and overhead cables and electric wires, motor-car accessories 
and tires. A firm of electrical engineers and contractors in 
Invercargill desires to represent United Kingdom manufac- 
turers of all classes of electrical machinery, appliances and 
fittings. The names may be ascertained at the Board of 
Trade Commercial Intelligence Branch, London, but com- 
munications should be sent to H.M. Trade Commissioner 
for New Zealand, P.O. Box 369, Wellington’ 

Australia.—Representation for a British firm of electric 
crane-makers is wanted by an agent in Melbourne, whose 
name may be ascertained at the Board of Trade Commercial 
Intelligence Branch in London. Communications to H.M. 
155 Commissioner for Australia, Commerce House, Mel- 

ourne. 

War Bonus Protest.—The Executive Committee of the 
Manchester Ratepayers’ Association has organised a strong 
protest against any proposals to grant municipal employés 
a war bonus. | | Е 
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Russia.—It is. announced thet a meeting of prominent 
British and Russian merchants was held in London (at ], 
Charing Cross Road, ‘S.W.) last week, at which it was 
resolved to form the Russian Chamber of Commerce in 
London "' for the purpose of facilitating the promotion and 
extension of trade between the two countries. 

Italy.—The British Chamber of Commerce is forming a 
branch at Rome. — | 

Board of Trade Assistance.— The Board of Trade Com- 
mercial Intelligence Branch has issued list No. 18 (for the 
week ending March 20th) giving particulars of further in- 
quiries received for sources of supply of goods. 

Roll of Honour.—The ‘‘ City Press states that Private 
W. W. Pullen, Engineers’ Section of the Royal Naval Divi- 
sion, who died on March 12th at the R.N. Hospital, Malta, 
was assistant engineer at the Leatherhead Power Station. 
He was a student under Prof. S. P. Thompson, at Finsbury. 
In.the early months of the war he responded to the circular 


issued by the President of the Institution of Electrical 


Engineers. | 
rivate Jas. Henry Gardner, of the King's Own Rifles, 

formerly a motorman in the Ор) of the Blackburn Cor- 
poration Tramways Department, died last week at Man- 
. chester, after the amputation of a foot. He was 30 years 
of age, and was, wounded in France. He was buried with 
military honours, and the funeral was attended by about 
forty tramwaymen. 

Personal.— London Gazette announcement:—Terri. 
torial Force: Electric Lights Company, Renfrewshire 
ао Engineers; Cadet William MacNicol Adam, from 
nns of Court Officers Training Corps, to be Second Lieu- 
tenant. March 27th... : | | 
. The Ilford Urban Council:has declined to grant leave of 
absence to Mr. A. Glazier, engineer-in-charge for the Elec- 


tricity Works, who has been offered a. post as electrician in 


Service Corps for the duration of 


the Mechanical Trans 
is already short-handed, 20 having 


the war, as the sta 
joined the forces. | | 

Mr. Thos. Cooke, electrician, Cambridge, and Mr. John 
Herbert Merry, electrician, Cherryton, have joined Kitch- 
ener's second army, being recruited at Cambridge. 


‘CORRESPONDENCE. 
Letters received by'us.after 5 P.M. ON TUESDAY cannot appear until 


the following week, Correspondents should forward their communi- 


cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


| Power and Lighting Bates. 

I think it will certainly interest many of your readers to 
have the following information on the subject of electricity 
charges for photo-printing purposes, and I agree to your 
Waking what use you desire of such information. 

The Ilkeston Town Council at ite last meeting, held on 
March 2nd, passed the following resolution :— 

Resolved that the Town Clerk be, and he is hereby, in- 
etructed to prepare a case for the opinion of counsel as to the 
power of the Corporation to supply electricity to photographers 
for photo-printing purposes at power rates; and that such 
case be submitted to Mr. W. E. Tyldesley Jones, the editor of 
Will on Electric Lighting, Power and Traction,’ for his 
opinion." , | DP 

Mr..W. E. Tyldesley Jones's opinion is not yet to hand, hut 
the circumstances relating to the position at Ilkeston have also 
been laid before the Local Government Board. | 

I might explain that I was Chairman of the Ilkeston Cor- 
poration’ Electricity Committee, and the following five ques- 
tions of mme were put to the Board:. 

1. "Is it illegal to supply current for photo-printing at 
power rates? MY og 

2. If we supply at power rates are we liable to be sur- 
charged? ” 

3. Can you quote any test cases bearing on the point? 

4. Oan you give me the names of a few towns where they 
have L.G.B. auditors? ” 

5. Can you tell me where I can get a complete list of the 
towns who have L.G.B. auditors? ” 

The last paragraph of the letter to the Board was a request 
that instructions be given to the auditors that no surcharge 
be made in cases where power rates were being charged for 
photo-printing purposes. | 

The following is a copy of the Local Government Board's 


reply :— 
[Сору.] 
Locau GOVERNMENT BOARD, 

| WHITEBALL, S.W. 
Sir, | 
Photo Printing and Auditors, etc. | 

I am directed by the Local Government Board to advert to 
vour letter 5 the cost of electrical energy supplied 
for the purpose of photographic printing. 

In reply to the questions numbered 4 and 6 in your letter, 


+ 


I am directed to forward to you the accompanying list of eoun- 
cila of municipal boroughs whose accounts are audited by ` 
district auditors, and to state that the accounte of all urban 
in and rural district councils also are subject to such 
audit. | 

In reply to the questions numbered 1 and 2, I am to state 
that these matters seem to depend upon the terms of the 
special Act or Provisional Order under which the supply is 
given. The Board are not aware of any provision in the 
general law upon the subject. 

In further reply to these questions and to question 3, I am 
to state that the Board are not aware of any decision of the 
Courts upon the point, and that they do not find that it has 
arisen on an appeal made to them from a decision of a district 
auditor. Apart from such an appeal they would have no power 
to decide the point. 

The Board are not empowered to give any such instructions 
as are suggested in the last paragraph of your letter. 

I am, Sir, 
Your obedient servant, 
| (Signed) D. Dotton, 
Assistant Secretary. 


I think the above sentence which reads ‘‘ The Board are not 
aware of any provision in the general law upon the subject 


is very significant. | 
(Coun.) William Smith. 
Ilkeston, March 27th, 1915. 


BUSINESS NOTES. 


Bankruptcy Proceedings.— GEORGE DRIVER & Son, 
electrical and mechanical engineers, Hythe Road, Willes en 
Junction.— The first meeting of oreditors was held on March 23rd 
at the London Bankruptcy Court. Mr. E. Leadam Hough, Senior 
Official Receiver, reported that the business was commenced in. 
1891 by Mr. G. H. Driver at Euston Buildinge, Euston Road, and 
two years later that gentleman was joined in partnership by 
Mr. E. W. Fladgate. In 1895 the present debtor, James Proctor - 
Kyd Clark, became a partner, and put in £500 for a third share of 
the business, which was removed to Hythe Road in 1899. Mir. 
Fladgate retired during the ensuing year, under terms that he was 
to receive 5 per cent. per annum on his capital of £1,500 which he 
left in the business. It was further arranged that he was to 
receive that interest during his life, with succession to his sister. 
The business was continued by the debtor and Mr. Driver under 
the old style as equal partners until 1903, when the latter died, and 
the debtor arranged to pay out his late partner's capital of £1,600 
to his executors by instalments. He subsequently continued the 
business alone, and at that time arranged to pay Mr. Fladgate £750 
of his capital by instalments, and of that he had paid £250. The 
business was solvent at that time, and was continued by the debtor 
till last September, when he agreed to sell the goodwill and all . 
the properties connected with the business for £200 to a Mr. W. J. 
Thomas, who also agreed to take over the trade debts and the 
liability to Mr. Fladgate. He obtained the £200 in October, and 
had used the money for living expenses, In 1901 the debtor and 
Mr. Driver formed the Driver Automatic Weighers, Ltd., to take 
over from the firm the goodwill of a patent weighing machine 
business. The capital of the company was £10,000, in 2,000 pre- 
ference and 5,000 ordinary shares of £1 each. (а 1905, in conse- 
quence of competition, it was decided to realise the bulk of the 
assets of the company, and from the proceeds of sale the claims of 
the oreditors and preference shareholders were discharged. No 
statement of sífairs had been lodged, but the debtor roughly 
estimated his liabilities at £1,850, of which £1,700 was due to 
the petitioning creditor in respect of a disputed claim, and he had 
no assets of any kind. It was a question, added the chairman, 
whether the debtor intended by the sale of his business to Mr. 
Thomas to defeat the claim of the petitioning creditor. In the 
absence of any offer the case was left in the hands of the Official 
Receiver, to be wound up in the ordinary course of bankruptcy. 


Catalogues and Lists.— Messrs. J. Н. HOLMES & Co., 
Newoastle-on-Tyne.— Illustrated and priced leaflet (No. 60) desorib- 
ing their liquid starting switches for polyphase slip-ring motors. 

MESSRS. GILLESPIE & BEALES, Norfolk Street, Strand, London. 
Illustrated descriptive list relating to the “Nilfisk” electric 
suction cleaner; also a leaflet giving special pointe for the trade 
concerning it. ; i | 

THE CouNTY OF LONDON ELEcTRIC SUPPLY Co., LTD., has 
issued a wall telephone card for the use of ita consumers, 

Messrs. ARNOLD, GOODWIN & Son, LTD., Sumner Street, 
Southwark, London.—List No. 160 containing tabulated particulars 
and illustrations of the firm’s belt-driven air compressors. 

Messes. ExcoLe, MARELLI X Co., of Milan.—Eight-page illus- 
trated list describing in Italian their small electric motors, trans- 
formers, pumps, electric fans, &c. 

THE “Lowa” ELECTBIOAL Co., 86 90, Chancery Lane, London, 
W.C.—Circulars giving particulars of the Lowa dimming switch 
and the Grip shade carrier. 


Book Notice. — Motor Cycles.” 
London: Oassell & Co, Prioe is, net, 


By B. E. Jones. 
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. Private nta, — Tas Darm Prox- 


THEUS Co., LTD., Salop Street, Highgate, Birmingham, Warwick, 


In pursuance of Seo. 188 of the Companies’ (Consolidation) Act, 
1908, a meeting of the creditors interested herein was held on 
March 25th at the offices of Meesra. Poppleton & Appleby, char- 
tered accountants, 26, Corporation Street, Birmingham, when an 
approximate statement of affairs was presented showing the posi- 
tion as at January 23rd last. According to this the liabilities totalled 
£1,590, of which £1,490 was due to the trade, the balance being 
in respect of a liability under lease as to repairs. The assets were 
estimated to produce £9,164, and comprised stock in trade 


£3,832; patent rights, 2300; book debte, £1.700; plant 
and machinery, £1,286; tools and patterns 2211; office 
furniture, £250; and cash in bank, £1,585. After allowing 


£6,918 for the claims of the preferential creditors and debentures, 
the net assets were reduced to £2,221, the estate showing an 
apparent surplus of £631. It was stated that the company had 
been adversely affected by the war. The accumulated losses 
between 1902 and 1914 had amounted to £5.700, while £9,200 had 
been written off the assets, The loss from Jaly 14th last to date 
was £1,800. Tae matter was left in the hands of Mr. C. T. 
Appleby, as liquidator, with a committee consisting of Messrs. E. 
Pagh & Co., Mr. Eobert Rigby and Mr. Cripwell representing 
creditors. 


Sydney Contracts, Тһе Sydney Municipal Council has 
adopted the following motion, viz, “That in view of slight 
informalities in tenders having caused lowest tenders to be 
rejected, entailing loss to the citizens, it is desirable that a clause 
in conditions of tender iag ba inserted to admit of such infor- 
malities being waived and the tender being considered, provided the 
Council is satisfied that such informality is bond "fide and not 
prejadicial to the true interest and meaning of the specification 
and conditions as to teadering."— Tenders, 


Composition.—G. Brav ik, 8, Lambeth Hill, E.O.— 
Mr. G. E. Vorfield, the trustee, reports that the business under his 
supervision has been continued upon a satisfactory basis, He has 
now declared the fourth and final instalment of 23. 6d. in the £, 
making 102. in all. In regard to new goods which have been or 
may be ordered in future, Mr. Braulik will take all responsibility. 


Trade Announcements.—Mr. T. J. Reap, electrical 
engineer, of 94, Victoria В заа, Swindon, announces that owing to 
his departure from the town he is giving up the business. 

Мв. FRED EDMONDS, electrical engineer, has commenoed busi- 
ness at High worth, Swindon, 

O wing to heavy demands which have been made upon them for 
cables and flexible cords since Garman supplies were cut off, 
Messrs. Cave & HiGGIN, LTD., have removed to larger premises 
at 19 Hardman Street, Manchester. They will forward particulars 
on application. 


LIGHTING and POWER NOTES. 


Aberdeen.— During February 1,118,630 units were 
generated at the municipal power station, an increase over the 
corresponding month last year of 104,750 units. 


Australia.—The Launceston (Tas.) City Council has 
decided to ack the Government to sabmit terms anc conditions for 
a supply of energy from the Great Lake plant. It ie estimated 
that, at a cost of £60,000 for transmission, 10,000 H P. could be 
brooght to Launceston. Unless satisfactory terms can be obtained, 
an auziliary steam plant will have to be installed. 


The Maldon (Vio) Shire Council has, owing to the proepeot of an | 


increased prize for gas, decided to obtain particulars from other 
municipalities as to the cost of electric lighting. 

The Dalby (Q.) Council has been granted an order authorising 
the installation of the electric light within the municipality. 

The Table Bay (Tss) Municipal Council is ooneidering the 
3 of borrowing £6,000 for the Wynyard electrio lighting 
scheme, 


Toe North Illawarra (N. S. W.) Council has decided to light the 
municipality by electricity, the work to be carcicd out when funds 


are avyilable. It was also resolved that the various townships 
should be lighted on a ratepsying basis. — Tenders. 


Aylesbury. — PUBLIO Licutine, &c.—The U. D. C. has 
decided to apply for a luan of £400 for street lighting by elec- 
tricity. It is proposed to provide 62 new lamps and convert 31 ex- 
isting gas lamps. А contract has been made with Mesars. Hz ll, 
Wateon & Viney, who have guaranteed to take not less than £200 
worth of energy per annum. A loan of £250 is also to be applied for 
to cover the cost of wiring the Town Hall and adjoining premises ; 
current for power will be available by the end of April. 


Ballymena.— The B. of G. was recently informed by the 
LGB. that the provision made by Parliament for local loans was 
fully allocated, but if the Guaraians were unable to obtain the 
£3,500 required for heating and electrically lighting the Workhouse 
snd new hospital, they might renew their application to the L. G. B. 
ina month's time. 

Barhing.—Prorosep Loan.—The U. D. C. has applied to 
the L.G B. for a loan of £13,000 for extensions and additional plant 
at the electricity works. 

Barnet.—WorkKHOUsE LicuTina.—The B. of G. has 
decided to-defer the acceptance of a tender for the electrical in- 
atallation at the Workhouse for the present, those reoeived being 


: three-phase feeders at 8,000 volte. 


so much above the estimate The North. 


Metropolitan Elentrical 
Supply Oo. is to be asked to quote terma for а supply of current 


for lighting and power for seven or ten years. 


Blackpool.— The output of the electricity works for 
February showed an increase of 27,985 uniteon February last year ; 
this advance has been made despite the falling-of in the supply of 
16,908 units for public arc lamps, and 8,700 unite to the tramways, 
For the 11 months the total increase has been 853,356 units, 
although the public arc lamps show a decreased supply of 40,041 


unita. 
Bolton.—PusnL:ic LiounriNG.—The В. of T. has 


sanctioned the erection of overhead wires for the lighting of Long . 
Lane, Breightmet, by eleotricity. 


Boston.—L.G.B. Inquiry.—At an inquiry held on 
Marob 21th into the application of the Т.О. for a loan of 3,600 
for a refuse destructor, the inspeotor (Mr. R. H. Bicknell), inti- 
mated that the Council would not bs able to get the money, because 
the Local Loans Commissioners would not grant it, and it would 
be very difficult to get it elsewhere until the Treasury had with- 
drawn its circular. 

U.D.C. has 


Broadstairs.—Pusiic Ілентімо.—Тһе 
asked the Thanet Tramway and E.L. Co. to install a sample electrio 
ae in connection with ite offer for public lighting where the 
mains run. 


Easebourne.—PoBLIO LIGHTINd.— The P.C. has re- 
ceived an offer from the Midhurst and District E. L. Oo. to light 
the streeta by eleotrioity. 


Eecles.— The terms on which the Manchester Ship Oanal 
Co. is prepared to allow the Corporation to take water from the 
Bridgewater Canal for condensing purposes have bsen before the 
Public Lighting and Electricity Supply Committee, and the latter 
has decided to intimate that it cannot agree to the terms. 


Finchley, — Солт, v. Om Furst. — Messrs. Blackmore 
and Oo., the District Council's contractors for the supply of coal 
to the electricity department, have intimated that they are unable 
to comply with the. terms of their contract. 

The electrical engineer reports that the deliveries of oll fuel 
were being satisfaotoriiy maintained, and that this, together with 
the oil engine, was of the greatest assistance in the present 


situation. 
 Haslingden.—LoaN  PnoPosaLs.—The L. G. B. has 


notified the Corporation, in reply to an application for sanction to 

a loan of £12,000 for electricity extensione, that only work abso- 
lately necessary should be proceeded with, and that capital expen-. 
diture should be limited as much as possible. The Eleo- 
tricity Committee has agreed to act in accordance with the 
communication. 


Heston and Isleworth. —The Electricity Committee 
has decided to charge for current supplied to rifls ranges oa the. 
same basis as that fixed for power sapply. 


Hull.—Pr4NT ExTENSION8.—In connection with the 
prope extensions of the eleotricity works, we understand from 

r. Magoris, deputy city electrical engineer, that the E.L. Com- 
mittee was recommended to install the 5,000. Kw. turbine set, one 
boiler and feed pump, and to defer for the present, & seoond boiler, 
cooling plant, coal-haodling gear, Ko. This modifies the infor- 
mation contained in our note published last week, whioh was 
derived from local sources. 


Ilford.—The Electricity Committee has given instruc- 
tions for all agreements in respect of wiring, fittings and apparatus 
on hire, agreements for maintenance, &o, to be terminated. In 
view of the great increase in the cost of ооа], the electrical 
engineer recommends fitting two dry-back boilers with mechanical 
atokere. 


India.—CavvEBY FALLs.—The chairman of the Nandy- - 
droog Co., Ltd., speaking at the annual meeting in London last 
week, referred to the slight increase in costs, which was attribat- 
able to a protracted drought oooasioning a shortage of water in the 
Cauvery River during March, April, May and June, necessitating. 
the use of steam power in place of electricity. Years ago, when 
they firet discussed the question of introducing eleotrio power, 
they told shareholders that the steam plant would bs kept in repair, 
properly cleaned, го as to be used in any emergency. They, there- 
fore, fell back upon it for several months, The Mysore Government 
was now constructing а large storage reservoir, which in due time 
would ensure a constant supply of power under the Cauvery scheme. 
It might not be entirely completed this year, but it would afford 
some additional protection, and under ordinary circumstances they 
need not look forward to a stoppage again on account of shortage · 
of water. 

A licence has been granted to Mezars, Crompton & Оо. to supply 
electricity to the town of Agra. 


Ipswich, — TEHREE- PHASE ExTENSIONS. — Extensions. 
have reo оцу been completed and put into operation whereby the 
whole of the eastern district of the town, which is lergely resi- 
dential, has been provided with an electric eupply from four-wire,. 
three-phase low-tension maine, the pressure being 400 volts between 
phases and 230 volte from any phase to neutral; 5'2 miles of moin 
have already been laid. The district is supplied from two brick - 
built static transformer sub-stations, which are fed from duplicate. 
On their way to the eastern- 
district the duplicate feeders, which are each 2°75 miles long, are 
looped into a rotary converter sub-station in the foundry district, 


\ 
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designed to supplement the existing continuous current supply to 
the consumers in that neighbourhood. The three-phase supply at 
the power station is at present provided by a rotary converter, 
running inverted on the D.C. supply, and having a normal alternat- 
ing-current output of 312 K.v.4. Ав a stand-by for this there is 


а 800-K.V.A. three-phase alternator connected to one of the original 


Reavell tandem compound three-crank engines running at 
375 R P.M. Automatic voltage regulation is provided for on both 
the rotary and alternator by means of a Taylor-Scotson regulator, 
this being the third of that make of regulator installed at Ipswich. 
The two rotary converters in the foundry district sub-stations are 
arranged for a normal output of 250 kW, The whole of the 
generating and converting plant has been supplied by the British 
Westinghouse Co., and the main switchboards have been supplied 
by the Switchgear Construction Co. The transformers in the 
statio sub-stations have been supplied by Messrs. Ferranti, 


Keighley.—The R.D.C. has given permission to the 
Corporation to lay a cable to the Keighley Joint Hospital, on 
а understanding that no supply is given to the East Morton 

ard, 


Kingston.—INcREASED PRIOES.— In accordance with 
the recent resolution of the Council, raising the prices of electricity 
for lighting, the E.L. Committee has increased the flat rate to 
534, per unit, the m.d. rate to 74d. and 34d. per unit, the tariff 
to churches to 5d. per unit, and for public lighting by 10 per cent. 


Leeds.— Permission has been granted by the Morley 
Corporation to the Leeds City Tramways Committee to lay cables 
giving a temporary supply of electricity to Mesars. A. Marshall and 
Sons, of Perseverance Mills, the newer portion of which are elec- 
trically equipped. 

Leyton.—Proposep  LoANS.—The Electricity Com- 
- mittee of the U.D.C. recommends an application to the L.G.B. for 


sanction to loans of £17,158 for additional plant at the power 
station and £1;000 for servicer. 


Llandudno.— NEW PrANT.—The U. D. C. has decided, 
in view of the L.G.B.’s refusal to sanction a loan of £2,000 for ex- 
tending the generating plant at the electricity works, to pay for 
the plant out of the reserve fund. 


London. — The directors of the London Electricity 
Supply Companies have decided to raise the price of energy as 
from April 1st. 

À new lightiog order has been issued by the Commissioner of 
Police for the City, which amends the hours during which the 
inside lighting of shop fronts must be reduced, to from 7 p.m. till 
sunrise during. the month of March, from 7.30 p.m. till sunrise 
during the month of April, from 8.30 p.m. till sunrise during the 
month of May, from 9 p.m. till sunrise during the month of June, 
and until further orders, This order, which came into force on 
March 22nd, does not affect the time fixed for the carrying of a 
red rear light by vehicles. 


PorLAB.— The Electricity Committee has had under considera- 
tion the question of the disposal of the surplus profits of the 
electricity undertaking, and also a profit-sharing scheme, 
and recommends that from April Ist the charge for private 
lighting shall be reduced from Ба, and 4d. to a flat rate of 3d. per 
unit, and for long-hour consumers from 24d. to 2d. per unit 
net; domestic consumers’ charge from 121 per cent. on instal- 
lation expenditure to 84 per cent., and from £4 per Kw. to 
£3 per Kw. standing charge for general lighting purposes; also 
that a limited number of fans and radiators of standard type shall 
be loaned to consumers free of charge, in order to develop this 
class of supply. The Committee als» reports that a reduction in 
the price of power can be effected in the near future if the policy 
of writing down capital in respect of obsolete plant is continued, 
so as to reduce the outstanding capital per KW. installed below 
#25. The Committee recommends, as a definite system of disposal 
of future profits, that after providing for all usual maintenance 
charges, and writing down service and instrument loane, the floating 
balance of the undertaking as set out in the balance-sheet of the 
annual report shall be at least equal to 10 per cent. of the total 
income in any year. Of the remaining balance, 40 per cent. shall 
be devoted to the relief of the rates, 40 per cent. be placed 
to the oredit of machinery capital account to provide for 
obsolescence of plant, and 20 per cent. be dividend amongst the 
workmen and staff of the undertaking up to £1,200 and on further 
amounts the bonus be reduced one-half. It is proposed to appro- 
priate an amount equal to a 1d. rate from the electricity fund for 
the relief of rates. 

L.C.C.—The Treasury has drawn attention to the action of the 
Hackney B.C. in obtaining a loan of £10,000 from ite bankers, 
which the Treasury had declined to allow it to borrow from the 
L.C.C. ; although Treasury approval is not necessary in all circum- 
stances before sums are borrowed by B.C.'s from their bankers, it 
should be understood that if & Council insists upon incurring 
capital expenditure against the wishes of the Treasury, which is 
acting with a view to the general interests of the nation in exist-, 
ing circumstances, sanction will not be given by the Treasury or 
the L.G.B. in the case of any further application for approval of 
borrowing for any purpose whatever. 

The L.C.C. Finance Committee recommends the Council to sanc- 
tion the borrowing of £4,000 by the Stoke Newington B.C. for 
mains and meters, providing the Council undertakes not to incur 
further capital expenditure which is not really necessary. 

STEPNEY.—The B. of T. has approved the snpplementary agree- 
ment with the Shoreditch B.C. for & limited bulk supply. 


Mountain Ash.—Prorosep Loan.—The U.D.C. has 
decided to meet the cost (about £550) for the provision of a sub- 
station in connection with the electric supply at Abar. у пср, out of 
the rates, and to apply to the L.G B. fora loan of 42,650 for carry- 
ing out the other portion of the scheme. 


Penzance.—The Penzance and District Electric Supply 
Co. announees that it is extending the mains in the town, particu- 
larly in the Leecad Jack dietriot, and is wiring premises on the 
instalment syatem. 


Perth.— NEW Puant.—The Electricity Committee 
recommends the purchase of certain generating plant at Lough- 
borough, for £1,835; a deputation recently inepected the plant 
with a view to purchasing it, and thus avoiding further borrowing. 


Portaferry.—E.L. SchEME.— The L.G.B. has granted 
the application of the Downpatrick В.Ю С. for powers to carry out 
a lighting scheme for Portaferry. The area embraces the three 
townlands of Ballymurphy, Ballyphilip and Tul) yboard. 


Shipley.— Owing to the high price of copper, and the 
high rate of interest on loans, the Electricity Committee has 
deferred the carrying out of certain extensions for the present. 


Upper Beeding.—Proprosep E.L.—At a meeting of 
the P.C. on March 23rd, a letter was received from Mr. С.В. 
Oxley, of Steyning, cffering to supply electricity for public light- 
ing at ls. per week per lamp, and also for private consumption. 
The Council decided to discuss the matter with Mr. Oxley at the 
next meeting. 


TRAMWAY and RAILWAY NOTES. 


Black pool.—The total tramway receipts from April 1st 
€ year to March 18th this year amounted to £74,393, a decrease 
of £8,724. 


Chester.— VEAR'S WoRKING.—It is estimated that the 
gross profits from the tramways for the year just closing will be 
£5,087, as against £25,045 last year. 


Colwyn Bay.—-Tramway EXTENSTLON.— The electric 
tramway line from Colwyn Bay to Old Colwyn has now been com- 
pleted and fully equipped. The extension is nearly 2 miles in 
length, and will serve a considerable population on the route as 
well as the residential and industrial population at Old Colwyn 
and Llysfaen. 


Continental.—ITALy.— The Communal Authorities 
of Rome have been authorised to construct and work, by 
electric traction, an extension of the Piazza Colonna—Piszza 
Santa Croce tramway, and also an extension of the line from the 
Via Po to the Zoological Gardens. The Società Elettrica Sarda 
has also been authorised to construct and work an electric tramway 
system in the town of Cagliari. 


Edinburgh.—TRamway INQUIRY.—Àn inquiry has been 
held under the Private Legislation Procedure (Sootland) Act, into 
the prov. order promoted by the Corporation. A proposed tram- 
way branch to Colinton Village and Redford Barracks was opposed 
by the Colinton Tramways Co. and the County Counoil. Mr. 
Cooper, K.C., explained the Corporation proposal to use self-pro- 
pelled cars, and Mr. A. H. Campbell, the burgh engineer, gave 
evidence in support of the scheme. Mr. Stephen Sellon said he did 
not think the Corporation scheme would affect the company’s 
scheme very much, but it would be better for the sharehoiders if 
the latter scheme disappeared. Mr. J. B. Hamilton and Mr. Bber- 
herd (Edinburgh Tramways Co.) also gave evidenoe, while the 
County Council opposed on account of the narrow roada, and for 
the company it was pointed out that they hoped to commence oon- 
struction before February, 1916. 

Mr. Macmillan, K.O., for the Colinton Tramways Co., said the 
company had been authorised by Parliament to construct the line 
in the full knowledge that it was to be used ав а track for the 
conveyance of material till the population came. 

Mr. Cooper, K.C., for the Corporation, said that the T.C. might 
have been led to consider the purchase of the Colinton Tram ways 
Co.'s undertaking, but it was resolved that under no circumstanoes 
would it take over the Colinton tramways along with the com- 
pany’s obligations to the War Office at this time. 

The Court eventually decided that the Corporation be granted 
power to construct a line in the Corstorphine district and in the 
Colinton area, by Firhill, by circular route to the Braid Hills. 

In regard to the portion of the route from Oraiglockhart to 
Colinton, an offer was made by the Colinton Tramways Co. that 
the Corporation should purchase the rights there at £9,000, but 
this offer was refused by the Corportion, and that part of the route 
was withdrawn. 


Glasgow,—FEMALE CoNDUCTORS.—As an experiment, 
and in view of the shortage of men, women conductors are being 
tried on the Corporation tramways. 


Hull.—The T.C. is applying for powers to construct 
two additional lines of tramway in the city., | 
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Ilford. — The U. D. C., last week, had a long discussion. 


on a motion to the effect that, in view of the financial condition 
of the tramway undertaking, the best available expert advice be 
called in to sssist the Conncil in formulating a scheme by which 
the undertaking can be plac:d upon a sound commercial basis. 
Owing to the lateness of the hour, the discussion was adjourned 
until the next meeting. 


Lancashire.— In our issue of March 19th we stated 
that owing to recruiting, the number of men oarried on the South 
Lancashire Tramway Co.'s system in the early morning and after- 
noon was showing a material shrinkage. We understand from 
Mr. E. H. Edwardes, the manager, that this is incorrect. Asa matter 
Of fact, the workmen's receipts happen to be above the average. 


London.—The Finance Committee of Ње L. C. C. has 
received an iatimation from the Treasury that consent will not be 
given to any municipal expenditure which is not actually necessary 
in the national intereste. The Treasury is not able to approve of 
the Council's tramway scheme, involving a capital expenditure of 


4250,000, and suggests the slowing down of any municipal works 


now in progress. 


Oldham.—The Tramways Committee has agreed to a 
proposal of the manager that Spencer air brakes should be pur- 
chased in subetitution for the air brakes now in use. The change 
was recommended on account of the lessened cost of maintenance 
in the case of the Spencer 


Salford.— FEMALE CONDUCTORS.— Consideration has 
been given by the Tramways Committee to the question of employ- 
ing women as car conductors, but it is felt that the scarcity of male 
labour ія not yet so pronounced as to make the change necessary. 
Alderman G. T. Jackson, general secretary of the Amalgamated 
Aseociation of Tramway and Vehicle Workers, has stated that his 
union will not object to the employment of women during the 
war only, but will insist that they shall be paid the same rates 
as the men whom they replace. 


TELEGRAPH and TELEPHONE NOTES. 


Japan.—The Japanese Government has been inquiring 
into the submarine cables laid by Germany in the Far East, which 
amount to a length of about 4,000 miles. The main cable extends 
from Kiaochau to Yap, Celebes and Guam ria Shanghai. From 
Shanghai the lines are worked by the German-Dutch Telegraph 
Co., and cannot be confiscated by Japan. The line between 
Tsingtao and Chefoo, which extends for about 400 miles, and was 
operated by the German Government, was seized by Japan as a 
trophy of war on the fall of Tsingtao, and is now being used for 
official communications. The Japanese Government is oon- 
sidering the question of connecting the line with the newly-laid 
line between Shanghai and Nagasaki. with the view of facilitating 
telegraphic communication between Japan and China. 

New telephone exchanges are being established by the Japanese 
Post and Telegraph Departments in the towns of Kitaku, Osaka, 
Rosokucho, Kanda and Tokio. 


Wireless. Telegraphists Wanted.— Wireless tele- 
graphists between the ages of eighteen and thirty are wanted for 
the Royal Naval Air Service. Pay ranges from 4s. to 6з, a day, 
with all found. Applications should be made to the Recruiting 
Officer, Royal Naval Air Service, London Aerodrome, Hendon. 


CONTRACTS OPEN and CLOSEO. 


OPEN. | 


Aberdare.—April 6th. U. D. C.  Motor-generators or 


converters, one H.T. switchboard and L.T. panels, and one H.T. 
feeder pillar. See “Official Notices March 19th. 


Aldershot.—April 20th. U. D. C. One 400-Kw. p.c. 
turbine set, complete with surface condenser and circulating 
pumps, &o. One water-tube boiler with chain-grate stoker. See 
„Official Notices " Maroh 26th. 

May 4th. Steam and other pipework. Water-softening plant. 
See Official Notices” March 26th. 


Australia.—MELBOURNE.—April 19th. 13.560 yards 
of lead-covered cable, for the City Council. See Official Notices " 
March 26th. 

April 19th. 13 tons of bare hard-drawn copper cable for the 
City Council. See "Official Notices” March 26th. 

May 19th. Electric signals and spare parts (Contract 28,591), 
track transformers (Contract 28,359), electric train stops (Contract 
28,590), all for a period of five years. Particulars at Contractors’ 
Room, Spencer Street. 

June 2nd. Electric lighting material for cars (Contract 28,187). 
Tender box, Railway Offices, Melbourne. Particulars at Con- 
vin dd Room, Spenoer Btreet. Deposit 4 per cent. of amount of 

er. 


June 15th. Four mechanically-fired boilers, for the City Council. 
Specifications (£1 1s.) from the City Electrical Engineer. 


QUEENSLAND.—June Ist (instead of March 16th)  P.M.G. 


Switchboard for Warwick, See " Official Notices March 26th. 


Batley.—April 6th. Electric light installation at Batley 
Carr Wesleyan Sunday School. Mr. E. P. Lobley, Jesmond Dene, 
Birkdale, Dewsbury. . | 

April 7th. Twelve months’ supply of stores for the electricity 
works. Mr. D. Jones, Manager. 

Bray.—April 6th. U.D.C. Stores for electric light 
works. See “ Official Notices ” March 19th. 


Bridgend.—April 8th. . U.D.C. 400-kw. steam alter- 
nator, See "Official Notices" Maroh 19th. 

Brighton.—April 12th. Corporation. 
denser. See "Official Notices" March 26th. — 

Bristol.—April 14th. Incandescent electric lamps (from 
local firms or from firms in a position to supply from local stocks), 


for the Docks Committee of the T.O., from May let to August Sist. . 
Mr. T. A. Peace, Engineer. 


London.—SovuTHwABK.—April 14th. Cable and meters, 
for the Borough Council. Вее “ Official Notices " to-day. 


Manchester.—April 14th. Corporation. Three 1,250- 
k. v. A. static transformers. See “ Official Notices" to-day. 


Rhondda.—April 17th. U.D.C. Installation, 88 wiring 
pointe, 88 lighting points, at the Council Offices, Pentre. See 
' Official Notices " to-day. | 

Sheffield.—April 12th. Supply of motor-van l or 
electric) to carry one ton, for the Corporation. Specification (10s.) 
from the Cleansing Superintendent, Town Hall. 

Whalley.—April 5th. Lathes, vices, electrical instru- 
ments, &o., for County Asylum. See “Official Notices " March 26th, 


Surface con- 


OLOSED. 
Australia.—The following contracte have been placed :— 


Melbourne City Council.— 
6,000. Kw. turbo-alternator, £15,111; spare parts, £1,015.—British Westing. 
house E. & M. Co., Ltd. 
Prahran and Malvern Tramway Trust (Victoria).— 
Booster and switchgear, £990.—Noyes Bros. Pty., Ltd. 
Shire of Nunawading (Victoria). — 
El- otrie light potes, £379.—M. W. Clements. 
Meters, £164.—Edison & Swen U. B. L. Co., Ltd. 
Fuses.— W. T. Henley’s Telegraph Works Oo., Ltd. 


Munfcipal Council of Sydney; annual pul dana = 
Wires and cables, schedu!e rates.— Henley's Telegraph Works Co., Ltd. 
Fuse-boxes and fuses, £654.—Leurence & Hanson. 

— Aust. Mining Standard, 


Bolton.—The Electricity Committee has accepted con- 
tracts for 12 months’ supplies as follows :— 


Casings and covers.—F. J. Webster. 
Jointing material and rings. —N. Isherwood. 
Trough covers.—Bolton Brick Co. 


Brighton.—The B. of G. has accepted the tender of 
Mr. H. J. Galliers, of Brighton, for electrical fittings, at 427. 


Canterbury.—The B. of G. has accepted the tender of 
Mr. Terry for electrical work for the ensuing half-year. | 


Croydon.—The tender of Messrs. Callender’s Cable and 
Construction Co., Ltd., has been accepted by the B C. for the supply 
of electric cables to March 3 Ist. 1916. This is subject to a contract 
providing for payment on a sliding scale based upon the market 
price of copper (reported to be about £70 рег ton). 


IIford.—The following tenders have been accepted for 
annual supplies to the Electricity Department :— 
Cables. —W. T. Henley's Telegraph Works Co., Ltd. 
House-service fuse boxes.— J. H. Tucker & Co. ; W. Lucy & Co., Ltd. 
Joint boxes.—W. Lucy & Co., Ltd. i 
Incandescent шр алоо, Ltd.; Electrical Manufacturing and 
Supplies; London and Rugby Engineering Co., Ltd. 
Meters.—Ferranti, Ltd.; British Thomson-Houston Co., Ltd.; Electrical 
Apparatus Co., Ltd. 
It has been decided not to enter into any oontraot for network 
boxes, but to order the boxes as required. | 


London.—Messrs. Napier & Kimber, Ltd., have obtained 
the contract for an electric lighting installation at the First Sea 
Lord's residenoe, for H.M. Office of Works. 

L.C.C.—The Highways Committee recommends that the chair- 
man and the vice-chairman of that Committee be severally autho- 
rised during the Easter recess to open any tenders that may be 
received in connection with the supply of cables required for the 
extension of the Woolwich sub-station, and to accept the most 
favourable tender or tenders, 

STEPNEY.—The B.C. Electricity Committee reports the purchase 
of 4,500 tons of ooal for the electricity undertaking in various 
lots, at prices varying from 18s. 5d. to 27s. 6d. per ton; and also 
recommends that a further offer of 2,500 tons of Barnsley Bed 
Тор hard 1ł-in. nutty slack, at 194. 6d. per ton, be accepted. 

WooLWICH.—-The Electricity Committee of the Borough Council 
has accepted the offer of Messrs. Babeock & Wilcox, Ltd., to supply 
the additional shafts and uptakes for the two additional steam 
units, a6 4990. 


Manchester.—Messrs. Chamberlain & Hookham, Ltd., 
have received & oontract for tramoar meters for one year from the 
Corporation. . 


—T'enders. 


t 
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FORTHCOMING: EVENTS. 


Greenock Electrical Society.—Friday, Apri] må. At745 p.m. At 21, West 
Stewart N' reer, Greenock.  S^oíal! meeting. 

Salford Technical and Engineering Association.—Saturday, April 8rd. 
At 7pm. At Royal Technical Institute, Peel Park. Paper on Lifting 
Machinery,” by Mr. D. Riley. 


Institution of Marine Endineers.—Tuesday. 
"Towar НО. Minortes. Ю.С. Е орев ов Sold 
Commercial StanA point," by Mr. A. E. Battle. 


North of England Institute of Mining and Mechanical Engineers.— 
Saturday, April 10th. At 9 p.m. At Newoastle. General Meeting. 


Association of Engineers-in-Charge.—Saturdsy, Apri] 104. Sooclal and 
ance, 


April 6th. At 8 p.m. At 
Fael, frcm a Тесһпіса! and 


0 


NOTES. 


Geneva Water Supply.—Drinking water is raised to 
the city of Geneva by pumps installed in the Coulouvren‘ére power 
station on the Rhone below the city. The water is carried to these 
pumps by а condait 4 ft. in diameter and 4 000 yards long terminating 

‘in Lake Geneva at a depth of nearly 50 ft. This conduit which ів 

completely submerged, follows at first the bed of the Rhone, crosses 
the harbour and ends at the intake strainer, 2,200 vardr from the 
jetty. At first water flowed into the conduit in sufficient quantity 
by gravity alone, but recent increases in the city's water con- 
sumption have mada it necessary to supplement gravitational 
intake, at any rate during hot weather when the lake islow. Since 
suction applied to the delivery end of the conduit would have 
involved more or less in leakage of impure Rhone water or even 
mud, it was decided to force water into the conduit by a pump 
installed in the lake. 

For this purpose an electrical!y-driven oentrifngal pump was 
erected 50 ft. away from the conduit at a point 1.700 yards from 
the strainer intake, and where the 1ske is about 13.ft. deep. The 
pump suction and delivery pipes are connected in shunt to the 
conduit at points about 8 ft. apart between which js a valve closing 
automatically unless there is pressure on ita up-stream face, When 
the pump is working this valve is closed ; otherwise, the valve is 
open and water flowa through the conduit by gravity alone. The 
vertical spindle .centrifugal pump is direct coupled to an 
asynchronous motor above it, the whole being inside a sheet metal 
caisson 23 ft. in diameter at the base and composed of two truncated 
conical sections snrmounted by a cylindrical section 8 ft. in 
diameter, which alone emerges at times of high water. 

manholes are provided in the cover, and a signal light indicates 
the position of the caisson by night. The caisson was assembled 
on the shores of the lake, towed about 2,000 ft. from the jetty, 
sunk by cement ballast and anchored by a ring of screw piles. 

Ranning at 200 R. P. u. the pump discharges 14,600 gallons per 
minute against 10-ft. head. The squirrel-oage asynchronous motor 
mounted above it, in a carcass common to the two machines, 
develops 65 H.P., and is supplied at 2 000 volte, 40-cycles, from a 
special alternator in the Ooulouvreniére station. This alternator 
generates at 2,100 volte, at 600 в.р M.. and is direct-coupled to a 
105-н.р. Pelton wheel fed from the Geneva high-pressure water 
mains; a 5-H.P. exciter is driven in the same manner. With this 
arrangement operation is as simple as possible. the exciter being 
first started and the alternator and pump motor running up to 
speed together as the turbine valve is opened. Supply to the 
pump motor is through a three-phase cable, partly submarine ; and 
automatic lubrication is ensured by a gear-driven pump. 


Electricity in U.S. Steel Works.— Prior to 1914 the 
largest induction furnace ured ‘in the States had a capacity of only 
2 tons, but last year two 20-ton furnaces were installed for steel 
refining, and these are the largest of any type now used in America 
for this purpose. The furnaces are of the two-ring type, and use 
single-phase current at the exceptionally low frequency of 5 cycles 
per second. The motor-generator employed has 4 000 Е v. A. output 
at 5,000 volte, and is direct driven by а three-phase 25-oyole 2,300- 
volt synchronous motor. The core and coils for each furnase 
weigh 60 tons, and the refining process, after charging with molten 
metal, occupies 60 to 90 minutes. The automatic control provided 
in the latest types of arc furnaces is particularly interesting to 
practical operators in that, except during a short period after 
starting the furnace, constant power input is maintained at any 
predetermined amount. Resistance furnaces utilising heat gener- 
ated by the passage of current through a resistor of foundry coke, 
with auxiliary heating from & carborundum arch throwing heat 
downwards on to the charge, are also provided with relay control, 
maintaining constant temperature automatically at anything from 
1,200 to 2,400 F. 

Many modern rolling mills use electric motors exclusively for 
power purposes. Thus in the new works of the Bethlehem Steel 
Oo., gas-driven alternators supply three-phase 29-oycle 6,600-volt 
induction motors, ranging from 350 to 3,000 H.P., and aggregating 
12,000 E. T. The variable load of rolling mill machinery has 
proved a difficulty in the past, bat the latest speed regulating 
equipment gives to induction motors the speed characteristics of 
D.O. shunt-wound machines, permitting them to carry variable 
load at constent speed, while retaining the mechanical strength 
and simplicity of the induction motor. Dae to the availability of 
lerge jo of power gas in iron aud steel works, gas engine 
drive for electrio generators is а specially tempting proposition, 


but one subject to well-known difficulties. Three 1,400 K.v.A. 


Four 


~ 


2,300-volt 60-cycle units running at 116 R.P M. were installed last 
year, and are helievad to be the largest 60.cycle generatora designed 
for gas engine drive. though 8,200 Kk. v. A. 25-oyole seta were pre- 
viously installed at Bethlehem. The practicability of the large 
60-nycle unite is due to imprcved regulation and paralleling 
charanteristica, 


Miniature Rifle Ranges.—Few people. other than 
those who are actually members of Miniature Rifle Clubs, realise 
the enormous number of these oluba that exist in thie country. 
In practically every village, town and city one or more ranges were 
to ba found before war broke out, particularly in the Midland and 
Northern Counties, and since then nnmberless other ranges have 
sprung into being. That practice on these ranges is of great valna 
when the marksmen take up the more serious work of service rifle 
shooting bas been proved times without number; chiefly it ia of 
value in acoustoming the marksman to the handling of the rifle 
and to taking aim. 

The new armies in process of formation have been largely 
trained on the ranges built by the War Office and en private 
ranges. One of the Manchester Pals Battalions (the 18th Man. 
chester Service Battalion) has been through a complete couree of 


WESTINGHOUSE RIFLE RANGE. 


musketry on the range built by the British Westingheuse Co. in 
their works grounds at Trafford Park, Manchester. For many 
years a small range at the Westinghouse Club House bas been in 
operation and well patronised by the members of that organisation, 
and this no doubt led, when war broke out, to the building of the 
more ambitious range, the firing point of which ie shown in the 
accompanying illustration. No fewer than 86 men can shoot at 
one time on this range—10 at 25 yards and 26 at 50 yards. The 
cost of it, together with that of the rifles, telescopea, &c., was 
largely covered by the voluntary subscriptions of the employ és, and 
& oonsiderable part was built by them. The Westinghouse Co. 
gave considerable financial assistance and lent the grounds. In 
order to prevent any interference with recruiting, passes to shoot 
on this range were given only to those men who, for one reason 
or another, were ineligible to join His Majesty's Foroes. 


Legal.—Partners’ LiaBILITY.—In the City of London 
‘Court, on March 26th, before His Honour Judge Atherley-Jones, 
K C., a claim was made by Messrs. Rose Bros., 38, Beech Street, 
E.C., against Mr. Kohlhausen, tha Hare and Hounds Hotel, Eat 
Sheen, to recover the sum of £8 188. 4d. for electrical appliances 
supplied to him. Me. Clements appeared for the plaintiffs, and 
Mr. Coupland for the defendant. Mr. Clemente eaid that the 
plaintiffs were manufacturers of electrical appliances of various 
kinds, and the defendant owned the Hare and Hounds Hotel at 
East Sheen. In 1912 defendant com'iaed that occupation with 
that of an electrical business proprietor. He bought the East 
Sheen Electrical Co., and plaintiffa supplied all kinds of electrical 
appliances to him. He told plaintiffs he was the proprietor of 
the business and gave them bankers’ references. They took 
them up, and they had supplied him with goods for which he had 
paid. Defendant was known ав the East Sheen Electrical Oo., and 
he paid hia accounts from time to time with his own cheque, In 
1914 the goods now sued for were supplied to the order of the 
East Sheen Electrical Co. Applications for payment were made, 
and now defendant said he had ceased to be the company at the 
time the goods were ordered, and the plaintiffs muet look to 
the present proprietors. Mr. Coupland stated that the defendant 
had never had the goods sued for. He was not now the East 
Sheen Electrical Co. Mr. Clements urged that that did not matter. 
Mr. Coupland said that the defendant was in partnership with one 
Woodruff. At the outeet terms of credit were arranged, эрі 
plaintiffs should not have supplied the goods now sued for. Mr. 
Clements added that the orders were given by someone in the ser- 
vioe of the East Sheen Electrical Co. Defendant had held himself 
out as proprietor of the company and war, theréfore, liable by 
estoppel Judge Atherley-Jones: You say that if а man dispoees 
of his business he must let his customers know that he is no longer 
controlling it? Mr. Clements said that was so. Mr. S. J. Leaver, 
plaintiffs’ manager, said he did not know even now that the 
defendant had ceased to be the East Sheen Electrical Co. Their 
traveller bad gone to the war. Judge Atherley-Jones: Your 
traveller may have had notice of the change. Mr. Clements. 
Notice must be sent to the firm. Witness said he never knew thst 
the defendant and Woodruff were in partnership. Defendant 
brought Woodruff with him, bat defendant never said that all 
orders must be signed by himself. Defendant said he was not an 
electrician and he took Woodruff into partnership with him 
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because of his expert electrical knowledge. They took over 
the East Sheen Electrical Оо. together, and he carefully 
told the plaintiffs when he called upon them with Woodruff 
that his (defendant's) signatnre was absolutely essential 
when orders were given for any electrical goods. He did that to 
safeguard himself. Ia September, 1913, he sold the business 
to one Satchwell, and Woodruff had been kept on as manager. 
He paid all his accounts that were ontatanding. The goods sued 
for were suoplied after he left. He did not advertise the diasolu- 
tion of partnership with Woodruff in the London Gazette. Judge 
Atherley-Jones said it was an unfortunate case in which one of 
two innocent parties must suffer, and the burden was to be borne 
by the person who was guilty of the greater negligence. Defen- 


dant was a partner with another person, and was an exploiter of 


electrical goods. Under a trade name he dealt with the plaintiffs, 
He gava his name as the owner of the business, and therefore 
plaintiffs must look to him for payment although it might be he 
had not had the goods. The law was quite clear. Defendant had 
hald himself out as liable, and must pay the plaintiffs, Defendant 
could easilv have relieved himself from liability by intimating to 
the plaintiffs: I have ceased to be a member of this firm, and you 
must not look to me any longer.” That was the ordinary course 
followed by business people, bat not by the defendant. He was 
relnotant to do so, but he must fiad for the plaintiffs. The 
affirmative was stronger than the negative. Judgment for the 
plaintiffs, with costs, : 


Russia and Municipalisation of Electricity.—Mr. 
K. Y. Zagorsky, in a report presented to the Imperial T-chnical 
Society on the prop^sed acquisition by the town of Petrograd of the 
electrio concerns now in operation there on the basis of concessione, 
said that the chief mativ- for proposing to munioipalise electrical 
euergy was the numerous infringements of the concaasions on the 
part of those now holding them ; snch aa, for examole, concluding 
mononpolistio agreements with honse owners. the limitation of the 
use of power of other on mpahies, the rare app'ication of the whole- 
sale tariffa, and the failure to return disoounts—and many other 
delínquenoies, These and other considerations forced the town to 
consider the propriety of buying up the private electrical com- 
panies so as to centralise them, and thus safeguard the interests 
of the consumers, whilst at the same time securing an important 


sonroe of revenue to the town. Не held that the electrical busi- 


nese, like water and gas distribution, &o., stood apart from such 
businesses as might be the object of oom mon industrial competition, 
which, in the cases mentioned, necessarily involved colossal out- 
lays of capital to little useful purposes when competition was 
allowed ; whilst, on the other hand, the interests of the consumers 
were never consulted on their merits, He maintained that muni- 
ofpslisation meant cheaper current for subscribers and satisfactory 
finanoial returns to the town; and he believed that the existing 
tariffs to consumers could be reduced by 40 or 50 per cent., and 
the returns to the town be double those received from the oom- 
panies now holding concessions, His report was directed ohiefly 
to combatting the idea that the “ 1886 company " might be bought 
up, and the other companies allowed to operate independently ; 
for, he said, these would b3come irritating competitors with the 
town. 


L.C.C. Tramway Employés.—The Chief Industrial 
Commissioner on 17th ult. expressed the opinion that, in view of the 


` terms of the Cour cil's standing order, and of the facta of the case, the 


rate of pay for wiremen was correctly stated in the Council's list 
of rates of wages and hours of labour; aleo that the employés in 
the rolling-stock section, who were employed in workshops or the 
wiring of cars, were not entitled, under the Council's list of wages 
and hours, to the rate of 10311. an hour. It was reported at Tueeday's 
Council meeting that the employós' representatives on the Con- 
oiliation Board had decided to abide by the Commissioner's award. 


Educational.—Univrersity COLLEGE, LoxpoN.—The 
annual report of the University College Committee was received 
by the University Senate at their веғзіоп on Wednesday last. The 
total number of students for the session 1918-14 was 2,206, in- 
cluding in the Faculty of Engineering, 134. For the current session, 
1914-15, owing to the war, there has been a decline in the total 
namber of 335 ; there has been an increase in the number of part- 
time and special students, the decline in full-time students ap to 
the present date being 462. This decline is due to the large 
number of students who are taking an active part in the war. The 
Faculty of Engineering has been moet affected, nearly all the 
second and third-year men having either taken commissions or 
enlisted. The fall in numbers will involve a decrease in fees of 
not less than £10,000, The report contains a summary of the 
work of last session, and also some particulars of the war activities 
of the College. The Pro Patria List already issued contains 
665 names. A largenumber of Belgian Refugee Students has been 
received at the College, each student paying a merely nominal fee. 
The college staff, with the help of ita friends, has provided hospi- 
tality, either partial or complete, for about 48 persons, and has 
raised a eum of nearly £300 to aid the students by providing 
money for their general expences. All football has been suspended, 
and the Union Society's Athletic Ground at Perivale has been 
given over entirely to the purposes of a training camp, at which 
both studente and members of the staff can receive military train- 
ing. One former student, Capt. Martin Leake, who gained the 
Victoria Cross in the Boer War, has gained the Cross a second time 
for most conspicuous bravery and devotion to duty throughout 
the campaign.” Another student, Lieut. L. T. Deepicht, has 
received the Military Cross "'for conspicuous gallantry at 
Givencby." The revenue of the College in 1913-14 was £71,667, 
and the expenditure £71,260. Members of the Oollege have 


already indicated their willingnese to assist in meeting the deficit 
created by the war. The completion of the new bufldings hes 
been delayed by the war. А speoial effort on the part of the 
Equipment and Endowment Fand Committee, of which H.B.H. 
Prince Arthur of Connaught is president, is to be made to raise 
the remainder of the sum necessary for the completion of the 
chemical laboratories. The sum still needed for this purpose is 
213 650, the greater part of which (£10 000) is required for the 
special equipment of a physical and electrical chemistry laboratory. 
Tho national need of improved facilities for chemical education 
emphasises the desirability of completing the equipment of these 
new laboratories. 


Institation and Lecture Notes.—Sheffield Elec- 
trical Social Union.—A new society of those engaged in the 
electrical trade in Sheffield has been formed with the above title. 
Its objects will be educational as well as social, and it will be open 
to electrical manufacturers and contractors, members of their 
staffs, Corporation and works engineers and assistante. Mr. B. E. 
Nicholson is secretary, and Mr. A. W. Gadsby, treasurer. 

Diesel Eagine Users’ Assoctation.—At the March meeting 
the question of the insurance of Diesel engines againet breakdown, 
and the rates charged for this claes of rink, was discussed. Parti- 
oulars obtained in connection with a large number of Diesel engine 
plants showed that in many cases no insurance had been effected 
in consequence of the high rates charged by the inrurance offices, 
The proportion of the amount insured to the total value of the 
plant concerned varied from about 18 per cent. to 66 per cent., the 
average being 35 per cent. of the total value of the engine. The 
ratio of the annaal premium paid to the total valne of the engine 
inenred varied from about 1 per cent. to 3 per cent., and the ratio 
of the annual preminm to the actual amount insured varied from 
about 8 per cent. to 74 per cent. А acheme of insurance against 
breakdown was outlined under which members of the Aesociation 
wonli be able to obtain advantageous terms, with a probability of 
a farther redu^tion in the ineurance rates later on after some 
experience had been obtained of the working of the scheme. One 
important advantage mentioned in conuection with this proposal 
waa that arrangemente would be made for periodical inepeotions 
of the plant and for advice and reporte by a fully qualified Diesel 
engine rt. At the present time the inspectors rent to make 
éxaininatione by insurance companies. though thoroughly qualified 
as steam ergineers, were usually not acquainted with the peculiarities 
of Diesel engines. After some discussion the proposal was referred to 
the Committee of the Association for farther consideration. It 
was understood that a standard Diesel engine policy would be sub- 
mitted, as well as more definite partioulars as to the rates whioh 
it was proposed to charge. The next meeting of the Association 
is to be held on Wednesday, April 21st, when a discussion will take 
place on the lubrication of Diesel engines. Information and parti- 
oulars concerning the Association can be obtained from ‘the acting 
hon. secretary, Mr. Peroy Still, at 19, Cadogan Gardens, S.W. 

Royal Institution.—The day lectures after Easter include Prof. 
Fredrick Soddy, two lectures: Advances in the Study of Radio- 
active Bodies." Prof. J. O. Arnold, two lectures: The Evolution 
of Steel: Influence on Oivilisation.” Dr. A. W. Porter, two 
lectures: " Advances in General Physics.” Prof. J. A. Fleming, 
two lectures: “ Photo-Eleotricity (The Tyndall Leotures). 

Institution of Electrical Engineers.—The following are the 
Counoii's nominations for election to the Council for the year com- 
menoing Ootober 1st, 1915 :— 


President (one vacancy).—O. P. Sparks. 
Vice-Presidents (two vacanoies).— 

Dr. A. Russell. Б. T. Smith. 
Honorary Treasurer (one vacancy).— R. Hammond. 
Ordinary Members of Council.— Members (five vacancies).— 


W. A. Chamen. Н. Е. Prootor. 
Н. Dickinson. 9. 8. Bam. 
Н. W. Firth. W. Slingo. 
Prof. T. Mather, F.R.8. A. H. Walton. 


Associates (one vacancy).—J. Hunter Gray. 
The following members remain in office :— - 
Vice- Presidents — 
J. 8. Highfield. О. Н. Wordingham, 
Ordinary Members of Council— i 


F. B. Berry. A. W. Martin. 
В. A. Chattock. А. M. Ogilvie, O. B. 
J. Christie. G. W. Partridge. 


E. Russell Clarke. W. H. Patchell. 
Major E. O. Henrici, R. E. В. J. Wallis-Jones. 


Prof. B. Hopkinson, F. R. S. W. B. Woodhouse. 


It was the unanimous desire of the Council to nominate the 
President, Sir John Snell, for a second year of office; but the 
President, while thanking the Oounoil for the honour, expressed 
his regret that for reasons of health, and on acoount of the olaims 
of his professional work, he would be unable to accept nomination 


Electrical Heating and Cooking Apparatus.—In a 
paper which Mr. Stanley M. Hille, A. MI. E. E., is reading before 
the Junior Institution of Engineers on Monday, April 12th, he pro- 
poses to give a description of the various radiators, convectors, 
&o., the heating of rooms and offices, hotplates, grills, ovens, energy 
consumption of a cooker, utensils, and running costs. Tickets can 
be bad from Mr, A. Clifford Swales, secretary, 39, Victoria Street 
Westminster, TM 
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Delays and Discounts.—At Church Police Court 


(Lancs.) last week, James Olayton, landlord of the Queen's Hotel, 
Church, was summoned by the Accrington electricity department. 
for non-payment of an acoount for electricity. It was stated 
that the amount in question was 138. 93. the balance of an 
account for electricity, for the quarter ending September last. 
Defendant had deducted this amount for discount to which he was 
not entitled. The last date for discount was November 23rd, and the 
cheque was received on the afternoon of November 24th, and 
plaintiffs contended that it was evident that the cheque had 
not been posted until the morning of the 24th. Defendant 
admitted that he could not prove that he posted the cheque on the 
23rd. An order for payment was made, with costa. 


Municipal Competition.—Mr. R. C. Walsham, speak- 
ing as president of the National Chamber of Trade at Lancaster, 
said the sale of electrical fittings by municipalities was interfering 
with the rights of private traders. 


1st London Engineers.—New Field and Signal Com- 
panies (212 and 240 men respectively) are again being raised by 
the 1st London Divisional Engineers (T.F.), as three of their units 
have.already gone abroad on active service. Smart intelligent 
men are wanted—for the field companies, men connected with the 


building and constructional iron trades, all-round electricians, . 


&o. and for the signal oom pan iss, young men of good education, 
especially telegraphiste, electricians, instrument makers and tele- 
phone operators, all of whom are taught toride. The work is very 
interesting, and the pay is considerably higher than in most other 
arms of the service. Application should be made to the head- 
quarters, 10, Victoria Park Square, Bethnal Green, or to the branch 
recruiting office, Labour Exchange, Edgware Road.— Standard. 


A Siemens Social.—The Siemens Dalston Miniature 
Rifle Ciub has been well supported during the past four years, and 
the present season's membership forms the record since its incep- 
tion. Some 23 past members of the Club are now serving with the 
Богоев, which makés the present membership of the Club all the 
more satisfactory., A Social Evening was held at Mozart House 
on Fridsy, March 26th, under the auspices of the Club, and a 
party of about 150 club members and their friends experienced a 
very enjoyable evening. Mr. A. B. Holmes distributed the 
medals and spoons won during the current half-season. Vocal and 
instrumental items were interlarded with dancing, and an 
extremely long programme was put through between 7.30 and 
19 p.m. The arrangements were in the hands of the Club Com- 
mittee, and Mr. F. 8. Dennison acted as hon. M.O. 


Private Arrangement.—W. A. Borssier, electrical 
engineer, East Street, Derby.—The creditors interested herein 
were called together recently, when a statement of affairs was 
presented showing liabilities of £1,956, of which 4751 was 
due to the trade, and £1,205 to cash oreditors. The assets were 
estimated to realise £456, from which had to be deducted £6 5s. 
for preferential claims, leaving net sesets of £450, or a deficiency 
of £1,506. The debtor, who was only 24 years old, commenced 
business in April 1910. He had little or no capital of his own, 
but his father-in-law advanced him various amounts, The debtor 
had prepared rough trading acoounts at various dates, and they 
showed that a profit was made in the business An offer was made 
of a cash composition of 6s. 8d. in the 8. An increased offer was 
pressed for, and eventually 7s. 6d. in the £ was offered, and was 
accepted by the creditors. 


Appointments Vacant. — Electrician (ENO +), for 
Clonmel District Lunatic Asylum; switohboard attendant (27s. 6d.), 
for Borough of Lanoaster. Particulars are given in our advertise- 
ment pages to-day. 

The I. M. E. A. Development Committee, — At the 
meeting of this Committee held on Maroh 12th, reports were re- 
ceived from the several Sub-Committees, whose operations have 
to a considerable extent been interfered with by the difficult con- 
ditions existing at the present time. The question of the produc- 
tion of printed publicity matter received attention. 

The possibilities and limitations under which municipal 
electric supply undertakings work to-day were dealt with 
at some length for the benefit of the considerable number 
of co-opted members who were present, and who offered suggestions 
and assistance which were much appreciated. 

It is anticipated that some more or less workable schema for 
carrying on pnblicity work by means of printed matter, Press 
advertisements, &c.; will shortly be brought before the full 
Committee. MEE i 


Mr. H. C. Palmer (of the General Electric Co.) and Mr. L. G. 


Tate were co-opted members of the Publicity Sub-Committee. 
Further discussion arose around the work of the Sub-Commit- 


tees on "Domestic Appliances” and "Electrical Installations” 


(Hon. Secs. Messrs. Roles and Allen); and proposals from these 
gentlemen were considered. 

It was understood that these and other similar Sub-Committees 
would probably be able to carry on a very considerable amount of 
valuable work of a definite character in the direction of col- 
lating and analysing the mass of information at present existing 
amongst engineers and manufacturers on the subjects dealt with 
by the Committees, and that the results of such investiga- 
tions would be available to the full Committee, and aleo would 
form useful matter for the guidance of the operations 
of the Pablicity Committee. A further question of making such 
information generally available for manufacturers and the 


electricity-using publio received consideration, and will be referred 


to again later. 


\ 


A Question of Means.—In Croydon Police Court оп 
Monday the question of the means of Norman D. Froat, a canvasser 
in the employment of a London electrical supply company, was 
being discussed so as to enable the Bench to arrive at a sum to be 
allowed his wife ander a separation order, he being the defendant. 
He said he received 22 28. weekly and travelling expenses, the 
maximum being ба. weekly. There was no commission. His duty 
was to advise people about electric light installations. Com- 
plainant’s solicitor: Have you borrowed money from electriciaus ? 
Defendant: Yes. Thesolicitor: And you have never paid it back ! 
Defendant: No, because I have not been requested to. The 
solicitor: But you know perfeotly well this money is lent? De- 
fendant: Yes, but they never ask it back. Pressed farther, de 
fendant said the last sum of the kind received was about £2. He 
coald not give the exact date of the transaction; it was 
sometime before Christmas, The clerk: Did yon give an 
LO.U. for it? Defendant: I gave nothing for it. The 
solicitor: How much a year did you get in loans of 
this sort? Defendant: At the outside, taking the year right 
through, I should вау £6; that is the best I have done. Defen- 
dant admitted having borrowed from other tradesmen not eleo- 
tricians, but denied that it was within his power to give them 
work. The Solicitor: Do you say, Go to Mr. So-and-So for your 
work; he is the finest electrician in the town? and then go your- 
self to Mr. So-and-So and say, Lend mea fiver?” Defendant : 
I do nothing of the kind. The Solicitor: Is it a fact that you are 
able to put work in the way of electricians? Defendant: If I 
cared I could put work in the way of a great many people. Defen- 
dant was ordered to pay his wife 15s. a week, and the solicitor 
hoped his employers would come to hear of his statementa. 


Fatality. —LaANGLEY.—On March 24th, at the works of 
Mesers. Albright & Wilson, at Langley, James Wilcox (19), who 
was engaged on a railway siding whioh runs into the works, was 
found lying on the floor and olutohing a live electric wire 
which passed over the spot into an adjoining factory. Dr. 
Broughton was summoned, and attempts were made to restore 
animation, but without success. Another man who released 
deceased from the wire experienced a shock, but quickly recovered. 
It is surmised that while deceased was throwing a cover over the 
truck on which he was standing he slipped, and in falling clutched 
the wire to save himself. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with tke 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. , 


Central Station Officials.— The York Corporation 
has granted increases of salary to the following employés in the 
electricity department :— Мв. S. 8роғғовтн, Мв. PETEBKIN 
(draughtsman), Mr. E. M. PEARSON (mains superintendent). 

Mr. E. W. MARTIN, assistant distribution engineer in the 
Woolwich electricity department, has been promoted to the seoond 
class of the engineering staff in that department, and his salary 


has been increased to the maximum of such class, viz., £150 per 


annum. 

The Ilford Council has been recommended to increase the salaries 
of Mr. R. F. WINDETT, meter superintendent, and Mg. E. W. 
FOWERAKEB, fourth charge engineer. 

Mr. WILLIAM CHAMBEBLAIN, mains superintendent engineer in 
the Oldham Corporation electricity department, was married last 
week to Miss Lilian Hood, daughter of the late Ald. Hood, a former 
Mayor of the borough. 

Mr Е. Spink, Works Superintendént of the Worksop Electricity 
Worke, has recently resigned his appointment, and has entered the 
Navy, as an Electrical Artificer, for the period of hostilities. 


Tramway Officials, —Mn. DUGDALE, the general 
manager of the Oldham Corporation tramways, who has been ill 
for some time, is now very much improved in health. 

Dover Tramways Committee has appointed Мв. Вохр, of the 
Colchester tramway staff, as depot foreman. 


General.—The marriage took place at St. Bartholo- 
mew's Church, Ruswarp, on March 22nd, of Мв. WILLIAM HENRY 
ATKIN, electrical engineer, of South Bank, and Miss Edith Porritt 
youngest daughter of Mr. William Porritt, of Ruswarp. | 

The Special Committee of the L.C.C. on London Electricity Com- 
mittee recommends that MR. G. M. GILLETT, MR. Н. H. GORDON 
and the Hon. GILBERT JOHNSTONE be appointed members of that 
Committee. 

- Obituary,—We regret to learn that MR. MATTHEW 
THOMAS MED WAY, founder and head of the Medway's Safe! y Lift 
Co.. D-ptford, S.E., died at Brockley on March 22nd.. He was 65 
years of age. 

Pror. HENRY Roninson.—We regret to learn that Prof. Henry 
Robinson, M. Inst G. E., Emeritus Professor of Civil Engineering at 
King'a College, London, passed away in London on March 24th. 
In the earlier days of electricity supply the late Professor was pro- 
minently associated with the design and installation of a number 
of undertakings in London and the provinces. | | 

Wills.—The late DR. ANTHONY TraAtLL, Provost of 
Trinity College, Dublin. left £6 779. 

The late Мв. J. F. ALBRIGHT left £32,601 net and 833,854 
gross personalty. 


* 
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NEW OOMPANIES REGISTERED. 


Hubert D. Carter, Ltd. (189,784) bis company was 
registered on March rd, with a capital of £5,000 in £1 shares (2, 7 
cent. cum. pref.) to carry on the business of gas, electrical, motor and hot 
water engineers and fitters, lighting contractors, plumbers, manufacturers of 
‘ wire, screws, nails, rivets, nuts, bolts and electrical equipment of all kinds, etc., 
to acquire the business carried on by H. D. Carter at Colwyn Bay. The sub- 
scribers (with one share each) are: H. D. Carter, Crosley House, Colwyn Bay, 
electrical engineer; C. L. Williams, Bolton Villa, Colwyn Bay, secretary; 
W. E. Buckley, Beech House, Colwya Bay, gent. Private company. The 
number of directors is not to be less than two or more than буе; the first are 
H. D. Carter (permanent managing director, special qualification 500 shares 
&nd others to be appointed by the subscribers. alification of directors 1 
shares. Remuneration of managing director, £1 per annum and a n- 
tage of the profits. Solicitor, E. A. Crabbe, Cronhaulog Chambers, Abergele 
Road, Colwyn К. Secretary, Н. D. Carter. Registered Office: Sea View 
Terrace, Colwyn Bay. 


Cark and District Electric Supply Co., Ltd. (139,728) .— 
This company was registered on March 33rd, with a capital of £2,000 in £1 
shares (1,500 6 per cent. cum. pref.), to carry on at Cark, Flookburgh, Allith- 
waite and adjoining district the business of an electric light supply company in 
all its branches. e subscribers (with one share each) are PE. H. Best. 72, 
Market Street, Bradford, incorporated accountant; G ickinson, Cark Mills, 
Cark-in-Cartmel, corn merchant; F. Wilkinson, Bankfield, Allithwaite, colliery 
agent. Private company. The number of directors is not to be less than 
three or more than five; the subscribers are to appoint the first. When there 
are only three directors, two shall be holders of ordinary and one the holder 
of 5 shares; when there are five, three shall be holders of ordinary 
and two the holders of preference shares. оо 625. Remuneration 


ав fixed by the company. Solicitor, Е. W. Poole, Ulverston, Lancs. 


Roto Engineering Co. (Bradford), Ltd. (139,737) .—This 
company was registered on March 28rd, with a capital of £1,000 in £1 shares, 
to carry on the business of electrical, mechanical and ventilating engineers, 
merchants, manufacturers of rotary pumps, oil cabinets rs and other 
appliances, steam, hydraulic, pneumatic or other engine: . The subscribers 
(with one share each) аге: H. Hornby, 3, Clarend .ireet, Bradford, iron 
merchant; F. Laycock, 89, h ‚ Ltdget Green, Bradford, managing 
clerk. Private company. The number of directors is not to be less than two 
or more than 5; the subscribers are to appoint the first. Qualification, 50 
shares. Remuneration as fixed by the company. Solicitor, A. V. Hammond, 
Dale Street Chambers, Bradford. Registered office : Borough Mills, Bradford. 


OFFICIAL RETURNS OF ELE RIOAL 


OOMPANIES. 


Rhondda Tramways Co., Ltd.—Particulars of £250,000 
debentures, created by resolutions of March 13th, 1911, November 8th, 1912, 
and February éth, 1915, and secured by trust deeds dated March $4th, 1911, 
November 13th, 1912, and March llth, 1915, filed pursuant to Section 98 (3) 
of the Companies’ (Consolidation) Act, 1908, the amount of the present issue 
being £10,000. Property charged: The company’s undertaking and p ty, 
present and future, including uncalled capital and tramways and right of user 
or same, and lands with generating station and other premises thereon, together 
with fg oat of tramways, and all 1 moneys to be received from 
iRhondda Urban District Council, ес. Trustees: Law Debenture Corporation, 
.Ltd., 41, Threadneedle Street, E.C. 


Corona Lamp Works, Ltd.—Issue on 27th February, 
ms 155 £4,350 debentures, part of a series of which particuiars have already 
n à 


Newcastle-upon-Tyne Electric Supply Co., Ltd.—Charge, 
as substituted security, dated March 4th, 1915 (supplemental to trust deed dated 
October 16th, 1913, and acknowledgment of indebtedness dated November 
10th, 1914, s en 0500.000 deb. stock). Property charged: All shares in 
capital of Carville Site and Power Co., Ltd., which may during the continu- 
ance of the security constituted by the trust deed be acquired by the company. 
Trustees: Law Debenture Corporation, Ltd., 41, Threadneedle Street, Е.С. 


Naylorgraph, Ltd.—Two debentures, dated 18th March, 
1915, to secure £576 and £100 epe ex charged on the company's under- 
taking and property, present and future, including uncalled capital, if any, 
subject to prior debs. Holders: J. M. Hunt, Fairlawn, Park Road, South- 
borough, and J. P. Navlor, 57, Croxted Road, Dulwich, S.E. 


CITY NOTES. 


North Metropolitan Electric Power Supply Co., Ltd.. 


Мв. Е. GARCKE presided on March 25th over the annual meet- 
ing, held at Electrical Federation Offices, Kingsway. He said 
that last year they sold 36,800,000 units of electricity, an in- 
crease of 2,400,000, or about 7 per cent. The increase would 
have been much larger but for the outbreak of war, for in the 
first half of the year the increase was 2,800,000 units, but in 
the second half there was a diminution of over 400,000 units, 
and that notwithstanding that the second half of the year was 
usually better for the electricity supply business than the first 
half, especially where current was supplied for working tram- 
ways. The North Metropolitan Electric Tramways, for which 
they supplied current, ran fewer car miles and consequently 
consumed less energy, and the various power users in the 
district also reduced their consumption. though the increase 
in the volume of business was lees than the normal increase 
in previous years, they had obtained a revenue of £173,000 
eampered with £164,000 for 1913, and had made over £3,000 
more profit, He thought that, having regard to all the cir- 


4 
‘ 


cumstances, the result of the year’s working must be con- 
sidered satisfactory, especially as several items of expenditure 
had increased owing to rises in 8 They had had to spand 
over £50,000 on coal, compared with about £47,000 in 1913. 
The balance to net revenue was £92,791. After providing for 
mortgage, loan and debenture interest and transferring £2,000 
to the reserve to secure the redemption of the debentures, and 
placing £1,624 to the saa het т account—raising it to` 
£100,000, writing off the whole of the preliminary expenses, 
amounting to £14,941, there was sufficient to pay the 6 per 
cent. cumulative preference dividend for the year, the same 
dividend on the ordinary shares as a year ago, leaving £4,676 
to be carried forward, compared with only £1,054 brought in 
from the ике уеаг. ey had thought it wise to write 
off the whole of the preliminary expenses instead of further 
increasing the depreciation reserve, seeing that the deprecia- 
tion fund now amounted to £100,000, which they considered 
an adequate reserve for the time. They had also thought it 
wise to carry forward a larger-amount of undivided profit in 
view of the general uncertainty as regarded the profit which 
might be earned during the current year. The dividend on 
the preference shares had abeorbed £5,000 more than in 1913, 
which arose in consequence of their having issued £100,000 
additional preference share capital during the past year in 
order to provide for capital expenditure rendered necessary by 
the extension of their power houses and the laying of a main 
trunk cable from their Willesden power house, through 
Wembley and Pinner, where they wore now supplying electricity 
in bulk for lighting purposes. The capital expenditure during 
the year had amounted to £83,295. The shareholders would he 
interested to know that the company’s busmess continued to 
develop satisfactorily. They had recently made several con- 
tracts with new power users, and the general manager wae 
in communication with several other factories for the supply 
of electricity. The electricity distribution business of their 
subsidiary company- was also progressing satisfactorily, and 
they had received dividends of 6 per cent. for the year upon 
their investments therein. At the last meeting he referred 
to the subject of the London electricity supply situation and 
stated that fortunately they were outside that controversy, 
and that therefore it was not necessary for them to discuss it. 
Soon afterwards, however, a Bill was pedem by the L.C.C. 
which proposed to déal not only with the situation in London, 
but which also proposed to take powers to enter the area 
which they now eerved outside London. The Bill was not 
proceeded with owing to the Council being unable to obtain 
the necessary approval required by the Borough Funds Acte. 
They were assured, however, that if the Bill had been pro- 
ceeded with there was no reason to anticipate that they would 
have failed to obtain a clause fully protecting their interests; 
and, considering that they were working under statutory 
powers, which placed them under heavy obligations, and that 
they were serving the public satisfactorily, the directors felt 
that the company was not only entitled, but was bound to 
be prepared, to take all necessary steps for the safeguarding 
of its righte and interests. Having referred to the retirement 
of Mr. George Richardson, who had been a director of the 
company since 1903, the Chairman said that the directors and 
shareholders were indebted to the staff for the admirable way 
in which they had performed their duties during the very 
trying neriod since the outbreak of the war. 23 per cent. of 


. the staff of their own company and of its subsidiary company 


—the North Metropolitan Electrical Power Distribution Co.— 


were now serving in either the Army or the Navy, and in- 


cluded among the officers was Mr. Boyes, their secretary. 
Those remaining at home were subscribing to a joint fund 
which the associated tube and tramway companies had in- 
augurated for the purpose of providing assistance for the 
dependents of those emplovés who had joined the Colours. 
The company had also joined in the contributions made to the 
various war funds by the British Electrical Federation. 

Sir Ernest SPENCER seconded the resolution and the report 
was adopted. 


— —— —— aa — 22 — 


London and Suburban Traction Co., Ltd. 


Tue Rr. Hon. C. B. Sruart WonrLEY, K.C., M.P., presided 
on Friday last over the annual meeting held at the Holborn 
Restaurant. The CHAIRMAN said that in the case of the tram- 
way and omnibus companies in which they were interested, 
their total traffic receipts amounted to £1,303,900 odd, against 
£1,152,494 in 1913. The assengers carried were 246,800,000, 
against 218,900,000. The electricity supply companies in which 
they were interested sold a total of 39,510,000 units in 1914, 
as compared with 36,904,000 in 1913. Their total income from 
their holdings in the various subsidiary companies was 
£107,884, plus £10,593 for interest on money which they had 
lent to the companies. That compared with £98,825 and 
£5,309 respectively in the previous year. Including sundry 
receipts the total revenue was £118,579, against £105,370 in 
1913. On the other hand, the administrative and general ex- 
„Ses had amounted „ against £1,980. They had 
ad to find for interest %h debenture stocks, original and new, 
£15,695, against £5,094; and for interest and other moneya 
borrowed £5,555, against £7,018. Including the item of 
£6,200 put aside as a sinking fund for the redemption of the 
5 per cent. debenture stock, the total expenses for 1914 


-amothtéd to £91,059, agämst £17,018 for 1919. The result 
Was that they had been able to pay the full dividend on the 
ividend on the ordinary shares for the first half 


? 


of the year at thè rate of 1 per cent. per annum, and carrying 


forward £2,886, against £8,597 last year. Тһе shareholders 
would see that in the first half ef 1914 they had a fair pros- 
pect of realising the hopeful anticipations in which he indulged 
at the last meeting. It was in the early days of July and 
before the outbreak of war that they declared the interim divi- 
dend. ‘The final results for the year showed that though the 
effect of war on the various ie companies had un- 
‘doubtedly been adverse, it might well have been worse than 
it was. It had éertamly removed from the streets a large 
number of omnibũses which ‘competed with the tramways of 
1 their subsidiary companies, and to that extent it 
had helped them. It was, of course, impossible to say what 
thbeir experiences would be during the remainder of the war, 
but he thought they were justified in hoping that a return to 
‘ace conditioris would mean for them а return to the modest 
nd of prosperity- which the first half of 1914 seemed to pro- 
mise. Out of 4,186 employéa in the associated companies no 
less fhan 1.110 had joined the Forces, which was 24 per cent. 
of thé whole. "The compdny was throwing in ‘its lot with the 
T.O:T. Mutual Aid Fund; which was looking after the depen- 
dente not only of the underground railway and tramway men 
büt'óf the men in power houses as well who had joined the 
Oblomm. ^^ tome E ARMEN D 
Mr. E. Савске séconded the motion. 


- Replying to a shareholder, the CBAIRMAN said he was given 


to’ ünderskand that the chairmen of bubsidiary companies 
were satisfied that a sufficient amount had been set aside for 
. denreciation in regard to each concern. . | е ' 
The report was adopted. © ... — 
We! з QE ug a Mao ue “зуу Че» 


MEC EU M EN буе ant | а 8. XS. 
^. .. Liverpool District. Lighting Co,, Ltd. 
THE annual meeting was held оп March 24th, Mr. W. A. 
Cooxson presiding. The Secretary read a statement from Mr. 
Charles McLaren (the Chairman, who was indisposed) which 
said that the war had rétarded business during the second 
half of. the yéar, and instead of an estimated increase of 
90,000 units sold- they had increased the sale by only 31,279 
units, whieh, ‘considering’ all things, was a very creditable 
result, The profits, which had increased by £744, amounted 
to. £5,422, which, after deducting the interest paid on bank 
overdraft, was exactly equal to 8 per cent. of the ordinary 
capital. They had had to pay a higher rate of interest, more 
income tax, and they had also paid the wages of their em- 


ployés who had joined the Colours, who numbered one-third · 


of the staff. They did not anticipate any serious capital ex- 
penditure during the present year. By an agreement with 
the Hightown Gas & Electricity Co, they were now supplying 
them in bulk for distribution and sale in their own district 
of Hightown, and in this way they were supplying a large 
military camp ät Sniggery Woods, and also the battery at 
Hightown. They were орик by arrangement elec- 
tricity to another, camp situated at Thornton, about 220 yds. 
beyond their boundary. That would make up for the economies 
practised by their existing. consumers, but they could not look 
forward to any substantial increase of business during 1915. 
They bad always been handicapped by want of coal storage 
bunkers capable of holding 500 or 600 tons, and consequently 
were apt to be hit by strikes of workmen, and now by the 
war. Their engibeer was preparing a report and plans suit- 
able for coal storage bunkers, and if they found it was in any 
way possible to erect them at a reaeonable cost they intended 
to make themselves independent of the fluctuations in the coal 
trade. Doubtless many shareholders would think that having 
made profits.eanal to 8 per cent. of the capital a dividend of 
5 per cent. might be paid, but the directors after due con- 
ideration decided that this time of national crisis was not the 
time to increase dividends. -~--~ ~ 


Cleveland and Durham Electric Power, Ltd.— 
The directors report that during 1914 the capital expendituré on 


works was £14,915. The gross profita, which have been adversely ` 


affected by the war, amounted to £36,839. After providing for 
debenture interest the net.-profit is £16,826, plus £8,799, brought 
forward. The directora propose a dividend of 4 per cent. on the 
preference shares, transferring to depreciation and renewals 
account 88.000, rednoing expenses of issue of debentures by £1,000, 
and carrying forward £ 8 277. 


'. Wm. Beardmore & Co., Ltd.—The Times states that 
the profit for 1914 amounted to £219,142 (against £164 236), and 
£156,917 was brought forward. The directors place £50,000 to 


special preference dividend reserve, and, after paving the year's. 


dividend on the preference. shares, recommend a.5 per cent. divi- 
dend on the ordinary shares, leaving £193,089 to oarry forward. 
For the preceding year the dividend was the same, : 


|. Vickers, Ltd.—In consequence of the great pressure due 
to the war, it has been found impossible to complete the yearly 
accounts for presentation at the usual date. In the meantime, the 
final dividend of. 5 per gent. on the preferred. 5 per cent. stock and 
on the 5 per cent. preference shares have been paid. 


cumulative үер Shares amounting to £80,110, as well as 
= 
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Altrincham Electric Supply, Ltd.—We have now 


 recetved a copy of the report which was adopted at the annual 


meeting held last week. There were 88 new installations connected 
to the maina during 1914. The accounts showed a profit of £5,349. 
Iocluding £2,776 brought forward the amount available for dis- 
-tribation was £9,612, Balance of preferred dividend required 
1.059, there was put to general reserve £500, and to depreciation 
of. machinery account £1,500, leaviag £5,503, out of which a divi- 
dend of 104. per share upon the deferred shares. Mr. Е. О. Arnold 
has been elected a director. We understand that the progress of 
the company was arrested by the war. For the first month or во 
of war the power loads showed a diminution owing to short 
time in the factories, and when Government work was freely Riven 
out towards the end of the year there was а lack of men іп the 


workshops, and tbis fact then and still prevented the company 


from reaping the benefit that would have eneued from overtime. 
The actual output was lees than in 19130wing to consumers’ house- 
hold economies and the shorter hours on power loads. Working 
expenses were, however, reduced in spite of an increase of 

11 per cent. in price of 004]. It ів interesting to learn from Mr. 
G. H. Fawous, the engineer and manager, that he has one large 

farm on the mains for both power and lighting, and one more at 
least is coming on within the next few weeks. 


. Newmarket Electric Light Co., Ltd.—The annual 
meeting was held recently, Mr. F. E. Gripper presiding. The 
directors’ report stated that during 1914 the equivalent of 1,015 
33-watt lamps had been connected, making the total 30,714 lampe. 
"The profit on. the. year’s working, with £116 brought forward, 
amounted to £2,464, and after deducting £733, debenture and 


other interest, £1,731 remained available. The directors recom- 


mended a dividend of 34 per cent., £650 being carried to reserve 
‘for renewal of plant, leaving £151 to be oarried forward. Mr. 
‘Gripper said that the dividend recommended was j per cent. lees 
‘than last year. But for the war they would have had a record 
year. Receipts from sales of current had fallen off ; also receipts 
from wiring account by £115. Expenditure had increased by £40, 
this beiog mainly due to rates and taxes. The balance available 
for distribution was less by £228 than last year. The report was 
adopted. 


American Telephone and Telegraph Со, — Тһе 
report states that the net earnings were $40,557,977, or approxi- 
mately the same as in: the previous year. The interest charges 
were $8 223,163 and the dividends at the regular rate of 3 per 
cent. per annum were $27,572,674. Of the resulting balance there 
was carried to reserves $2,500,000 and to surplus $2,262,139. At 
the end of the year the number of stations which constituted the 
‘system in the United States was 8,648,993, an increase of 515,976, 
including 168,177 connecting stations; 2,885,985 of these were 
operated by local, co-operative and rural independent companies or 
associations having sub-licence or connection contracts, so-called 
connecting companies. The Bell telephone toll linesof the United 
States now reach 70,000 places, from substantially all of which 
messages can be telephoned to the nearest telegraph office.— 
Financial Times. 


Companies Strack Off the Register.—The following 
companies have been struck off the Register, and are accordingly 
diesolved :— | 

British Tungsten Metals Syndicate. 
Electrical Regulators and Economisers. | 
k suter & Co. H 
Do Wird Oo, Aluminium Fabrik Woilar (Rhon) Aktiengesellschaft. 
Indestructible Accumulators 
Indioaung Fase and General Manufacturing Co. 
International Klectric Transport and Enterprise Co., of Alsace 
Lorraine. . 
Kellogg Manufacturing Co. (Europe). 
Leeds and Bradford District Electric Railways, . 
Reis О Fuel, Gas Producer and Burner. 
Scientifiv Illumination. 
Telephone Disinfeoting Co. 


Clyde Valley Electrical Power Co.— The report for 
the half-year ended December 31st last states that the profit 
amounts to £37,662, plus £37,662 brought forward. After pay- 
ment of the dividends on preference shares to October 81st, 1914, 
amounting to £9,000, and after adjustiag interest and transferring 
£12,500 to odntingency fund for depreciation, &o., there remains 
£33,826. The directors recommend that £3,29( be transferred to 

Special reserve, £10,000 applied in writing down cost of Acts, 
1901, 1904 and 1912, and £9,000 provided for the dividend on pre- 
ference shares to April 30th, 1915, leaving £11,535 to be carried 
forward. | 


Gateshead and District Tramways Co., Ltd.—A 
dividend at the rate of 6 per cent. per annum, and a bonus of 
63, per share (together 12а, per share), on the ordinary shares, 
making 9 p2r cent. for the year, are announced. 


Stock Exchange Notice, —The Treasury has aüthorised 
dealings in the following securities :— 

Bombay Electrio Supply and Tramways Co., Ltd.—12,000 “ new ” ordinary 
shares of £10 each. | , . 


Howard & Bullough, Ltd.—An interim dividend at 


the rate of 10 per cent, per annum, less income-tax, on the ordinary 
shares is announced for the past quarter. 


Company Meetings.—The annual meetings of the 
British Westinghouse Electric and Manufacturing Ov., Ltd, and 
the Brush Electrical Engineering Co.,Ltd., were held on Monday in 
London. We shall report the proceedings in our next issue. 
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Un. W. M. Acworth presided, ор Fridny last, over the annual 


meeting held at Electrical Federation Offices, Kingsway. . he | 


CHAIRMAN said that the shareholders outside the London a 
Suburban Traction Co. only held. about 3 per cent. of the 
stóck. 'The work of the reconstruction of the Hammersmith 
lines had been completed. bringing up the exnenditnre to 
262.00 Pending the completion and eale of those mno te 
the T, G. O., they were paying interest and sinking fond charaes 
unan the amonnt advanced for the reconstruction, 219.500 had 
been anpronrinted to reserve for reconstruction. and renewols 
out of nrofits, while 229.000 had heen charged against that 
fund. That amdnnt was almost wholly represented by the 
reconstrictinn of the tine frm Brentford to Hounslow, which 
was originally opened in 1901. After-allawing for that annm- 
Uriatinn thera rerhained a halarice of 29.1492, of which £6.250 
had been distribnted in navment of a dividend at the rate of 
per ‘cent. on: the nreferenre shfves last Jnlv. The traffic 
fecbinta с amounting ty NG. H. showed л decrenne of ver 
211.700: the éar mileage vnn war поте 410.000 то Теа lena than 
the ‘nreviona vear. and: the, receinta per car mile showed -& 
decresne of NRA.: In tha Arat seven mentha of the vear the 
pansenger receinta were £2942 m excess of thare for the епттеяе 
ponding nerind, and the receints per car mile showed an in. 
crease of- 17d. At the end of the year, however. thot increase 
fn receints had been turned into & decrease of £11.798. At 
the commencement of Азот ‘thev were compelled to reduce 
their servicer verv considerably wing to the nnmber of motor. 
men and canductora who were called wm as Rerervists: Over 
9f ner cent. of ‘the staff were wow serving withthe Army or 
Nevvy. In wddition. a considerable number: had since the war 
enlisted m fhe пех forces. and. eithonah new men had been 
taken on, they were“ still considerably: below their normal 
rumber. Oricina}iv ‘they had 835 motormen and conductors; 
Row thev onlv hod BRR Anart from ‘the redneed servicer, the 
receints de-reared owing to the елет closing of the’ nnhlic- 
hanas and the decrensed street lichting. He naid list wear 
that he thonght: their affairs had touched bottom, and their 
traffics for the first half of 1914 showed that but for the, war 
the vent wonld hove compared favanreohlv with J913. Unfore 
tupatelv. the working expenses in 1914 did. not decrense ii 
pronortion to the сат mileage, With the excention af the item 
of running expenses. the working. exnenses remained more or 
Jess constant. althángh the ear. mileage bad. considerahly de- 
creased, Tha company had. joined in the Т.О T. Mutual. Aid 
Found for.the потрояе of. giving heln fo Ње denendenta of. those 
of the staff who had. joined the.Colours.. They. bad done what 
they could tò encourage increased traffic by. issuing. cheap 
fares. for. children, and they bad. obtained powers to.rup шет 
cars and carry passengers in excess. of the authorised number 
at times when there was a rush. of traffic. | Ж 

rd KNUTSFORD seconded the motion and the report was 
adopted 


re ae ie, ote ee Te E 0.0 Y. 


+. . 7 Metropolitan Electric Tramways, Ltd. 

M. E. Garcxe presided on Friday last week over the annual 
meeting, held at Electrical Federation Offices; Kingsway. -The 
CHAIRMAN said that in the early part of last year they had 
teason to hope that the results óf ‘the year’s working would 
be materially better than was shown by the accounts. “Up to 
the Ist of August the traffic receipts were £7,000 greater than 
those for the corresponding period of 1913, and the receipts 
per car mile showed, an increase of 224. Ву the end of 1914, 
however, this increase in the receipts had been turned into a 
decrease of £8,500. At the commencement of August the com- 
pany was compelled to reduce the services very considerably, 
owing to the number of motormen and conductors who, as 
Reservists, were recalled to the Colours, and 25 per cent. of 
the total staff were now serving with the Army and Navy. 
Apart from the reduced services, the receipts decreased owing 
to the earlier closing of shops, and bécatise of the restricted 
street lighting. There was now but little traffic after about 
10 o'clock at_night in the districts served by the company’s 
tramways. Unfortunately, the working expenses did not 
decrease in direct proportion to the reduction of the receipts, 
for, with the exception of the expenditure on electrical power 
and on wages account, the item of working exnenses remained 
more or less constant irrespective of the car mileage, and even 
the wages hill had not heen reduced in proportion to the re- 
duced services. because during the past year еу conceded the 
men an increase in the rate of рау. A matter of some interest 
to the public in connection with the traffic arrangements of 
the company was the extension of through services between 
the tramways operated by the companv and the tramways of 
the London County Council. Since September last through 
Bervices of cars had been operated between Barnet and Eucton 
and Moorgate Street via the Archwav Road. ` Passengers on the 
Barnet line could also now book through to Charing Cross 
from North Finchley via the Highgate Tuhe Railway. АЁ 
Stamford Hill the company and the L.C.C. had agreed to 
irstie Id. transfer tickets between each other's systems. 
Through booking arrangements were also about to he estab- 
lished at Golders Green between the company's Finchlev Road 
line and the Hamnstead Tube Railway ar far as Charing Cross, 
and at Serubbs Tane between the company's line from Harles- 
den and the L. C. C. tramwaya ae far ag Hammersmith. Cheap 
tickets were now issued to children under fourteen years of 


age on week-days between fhe -houre.of 8.30.:a.m. and 5.80 
p.m. It afforded the directors much satisfaction. to be ab 
to give the public these improved travelling facilities, althougt 
that comnany did not derive птосћ- pecuniary benefit from 
them. The accounts did not call for much explanation. ‘They 
had expended, on capital ‘account during the year. £19.263. 
Ther had bad to increase the suspenee account Бу. abou 

£2.00 in respect of interest and. expenses in connection wit 

the Watford and Bushey undertaking. which had not been 
proceeded’ with, because they decided. that the district could 
be better serve by omnibuses. They had increased the recon, 
struction and renewals fund investment bv about.£30.000, an 

a full list of the investments in which the fund of £188.8 

was invested was now appended to the report. It was тегу 
nearly eleven years since the first of their lines wae.onened 
for electrical. working. During that period they. had built up 
large reserves for. the. purpose of providing for the .renewal 
of the lines, ae they were worn ouf. and it was a very satis- 
factory fenture that the tines had all been maintained: in excel- 
lent condition, so. far. almost entirely out af revenue, and that 
the large fund. which еу. had aceumulated was available- to 
meet anv abnormally heavv. exnenditure on track А: 
which might he necessary in fnture, About 95 per cent. о 
the whole of the share canital of this comnany was now held 
bv the London and Suburban Traction Co.. Ltd.. and only 
about 8 per cent. of the preference and abant 2 ner cent. of 
the ordinary shares were in the hends of other shareholders. 
The policy of the company was. therefore, now directed hy 
the board of the London and Suhurhen Trnetion Oo., 13а. On 
former occasions he had explained thut since the 'rontral of 
thia comnanv had passed over to the Tandan and Suburban 
Co. efforts had been made to minimise fhe enmnetitinn between 
the omnibngea and the tramways, and considerable progress 
had heen made in that direction. hnt a complete elimination 
of comnetition woe not nossible. and thev conid not hone to do 
тоте thon ertoblish meh co-ordinated working arrencements 
as would secure ta ech camnanv its fair «ате of: the cama 
bined revennes, nnd further negatiationa were nroceeding wit 

a view to adinsting the diverrent interests an that basin, Th 

сстатотуу and. the staff eontribnted ta a fund formed bv. the 
allied London traction undertakings far the pnrnose' of порі. . 
ing the derendenfs of those emnlavés who hed joined thé 
Colonrg, and he asked the shareholders to aanction the oontri- 
butions which the company was making to that and other 
wor relief fundas. |. TET ge as 
. M M С. TecETMEiER seconded the motion, which was 
carried. | | T MEE: | 


+ 
Pd 


., South Metropolitan Electric Tramways aid 
a OS Lighting Co, Ltde. 
Tu annual meeting was held on Friday tastat Electrical 
Federation Offices, Kingsway.: Mr. G. G: TEC DER, who 
presided, said that the workm: account of the traction sec- 
tion showed a balance of £22,385, or an increase of 81.1129. The 
traffic receipts from the-tramways were adverbely affected by 
war conditions. and m place оѓ: л very considerable’ ihcreasé 
which was indicated during the first «even monthe of the yeat 
there was э decrease at the end of £374. On the ether hand 
the net profit on the working of their motor ‘buses was 61.852 
more. owing to their having hnd the benefit of their running 
for the whole of the year, instead of for only five months 
during the previous year: The electricity supply section of thé 
business wae still more adversely affected by the war condi- 
tions than the traction section. Although there was an in- 
crease of 271 in the number of consumers eonnected, which 
was a lárger increase than they had ever had previously in 
any one year, the reveme from tbe sale of current to private 
consumers was only £654 more than in the preceding vear. 
That comparatively small increase was attributable solelv to 
the restrictions upon lighting imposed by the ‘authorities 
since the outbreak of war, and‘ the fact that they were able 
to show even a small increase under the conditions that had 
prevailed must be rehirded ав satisfactory evidence of. the 
progressive character of the business. With a return to normal 
conditions there could be little doubt ав to its continuous and 
profitable development. The canital expenditure during the 
year amounted to £4.960, practically the whole of -which was 
spent upon the lighting undertaking, £3 047 being expended 
on the extension of the mains. Expenditure of that nature 
became necessary пв the districts comprised within their large 
nrea of supply became settled, and it was Hkely to be increas- 
incly remnnerative. The net profit for the year. after setting 
aside £3.00 to the renewals fund. the same яв in the previous 
year, amounted: tn £15.966. With the amount brenght: for- 
ward they had £16.791 available for: distribution. : They pro- 
posed to place £4.5 to the reserve fund. to pav a dividend on 
the 6 рет cent. preference shares m respect of the year 1913, 
and an instalment ^f 1 ner cent. in resnect of the year 1914, 
That would leave £851 to be carried forward. 90 per cent. 
of the comnanv’s staff—in: fact nearly the whale of those 
eligible—had joined the Forces. and the whole of the present 
staff were contributing to the frnd which had heen orcanised 
by the companies with’ whom they were gin ted. for the 
assistance. af the denendents of those of their emplovés’ who 
had enlisted, The comnanies themeelvés^subscribed an equal 
amonnt to that contributed by the men. 
' Mr; E. Савске ssconded' the resolution,’ which was carried 
unanimously. ^" Setel FSR Fe ee „5 
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: Guildford Electricity Supply Co., Ltd. 


Durme 1914 the company made satisfactory progress, the 


gross receipts being £12,356, showing an increased revenue of 
£571. There was a balance on the revenue account of £3,947 
(after crediting depreciation fund account with £1,000) as 
compared with £4,044 for 1913. After making provision for 
debenture interest, dividend on preference shares, etc., and 
placing £250 to the credit of reserve fund account, they had 
£1,149 available for distribution, out of which they recom- 
mended the payment of a dividend at the rate of 5 per cent., 
less tax, on the таш shares, absorbing £760, thereby leav- 
0 


ing £39) to be carried forward. 
Year. Connections. Tota! Revenue. Total Costs. Gross Profit. 
191222 969 10,069 ...... 45.114 ...... 64,955 
190191 са 1.000 011.786 ...... 6.4939 5.294 
19111 1195 ...... C12, 358 01,409 ...... 4,947 


This company, in common with most companies of a like 
nature, has suffered during the latter portion of last year by 
the diminution in the sale of electricity, and also in the 
increased cost of production of same, in consequence of the 
war. Mr. J. A. C. Younger resigned his position as a director 
of the company in September, and Mr. E. E. Pullman; who 
had previously acted as a director, was elected to the vacancy. 


| 1914 1913 
Units sold —Lighting т aue .. 389.8111 370,125 
Power and Heating .. 696,660 ...... 672,475 
| . Totals 1,086,471 . 1,042,600 
H.P. of Motors Connected ET me 899 | 810 


Total Number of Connections ... 1.195 : 1,090 


South London Electric Supply Corporation, Ltd. 


THE annual meeting was held on March 28rd, at the Cannon 
Street Hotel, E.C. Mr. J. ATHERTON, who presided, said that 
during the first half of the year excellent results had 
been obtained in respect to additional lamps connected, 
revenue obtained, and gross profit earned. The increase in 
units sold was 431,567, or 161 per cent. for the half-year, and 
they had every reason to hope that this rate of progress would 
have been continued in the second half-year, but the outbreak 
of war had the immediate effect of reducing their output, 
which, however, was gradually recovering to normal in Sep- 
tember, when in the latter part of that month the regulations 
in respect to the disuse of outside lighting were put into force, 
thus instantaneously rane down their output for lighting 
purposes. They had especia ly felt this, as the shopping dis- 
tricts in-their area of supply depended largely upon electricity 
for outside illumination. These restrictions still remained in 
force, but, notwithstanding, the total units sold during the 
year amounted: to 6,153,241, and showed an increase over the 
revious year of 412,015, or 7.2 per cent. for the full year. 
e extended use of electricity for power purposes had largely 
contributed to this satisfactory result, for during the year 98 


motors of 933 н.р. had been connected to the mains, making a 


total of 6,304 н.р. on consumers’ premises. Further, the addi- 
tional connections amounted to 1,355 Kw., or the equivalent 
of 38,742 35-watt lamps, and nearly 10,000 in excess of any pre- 
vious year. This constituted a record for any one year since 
the commencement of their operations. The gross revenue 
had increased by £3,385, and the working costs from £23,475 
to £95,431. The profit had thus increased £1,429, which was 
satisfactory, as the period under review included five months 
of war; and notwithstanding increased casts for labour, coal, 
and in fact for all commodities used in their business, the total 
cost per unit sold worked out at the satisfactory figure of .99d. 
per unit sold. as compared with .98d. in 1913. The capital 
expenditure during the year amounted to £11,487, of which 
£1,081 was for buildings, machinery and plant; £1,331 for 
coal elevating and mechanical stoker plant; mains £5,382, 
and transformers and meters £1,946, and on special items, 
including construction of show-rooms and for plant on hire, 
etc., £1.493 net, after writing off £978 for depreciation. They 
were satisfied that the expenditure incurred on the show-rooms 
would well repay them. After referring to the withdrawal of 
the London electric supply Bills, the Chairman said that at 
the last meetħg еу took powers to create £50,000 new 
capital, divided into 10.000 6 per cent, cumulative preference 


shares of £5 each, and of these 6.000 were offered for sub-, 


scription to the existing shareholders and debenture stock- 
holders of the company and were fully subscribed. In view 
of the momentous events which had taken place since the 
date of issue, he thought they might congratulate themselves 
upon having made the issue when they did, thus providing 
the company with funds во that it might actively prosecute 
its business. During the latter part of the year they co-opted 
as directors Mr. J. B. Braithwaite and Mr. H. B. Renwick, of 
the County of London Electric Supply Co., Ltd., that com- 
pany having acquired а considerable financial interest in the 
company with a view to their closer relationship and for mutual 
assistance, their areas of supply being contiguous. Теу were 
fortunate in securing the assistance of these two gentlemen, 
whose presence on the board would add considerable strength 
to the directorate. 'They had had unrivalled experience in 
dealing with electric supply problems, particularly in connec- 
tion with the development of electric supply in London, and 
this should prove of great benefit to the company, not only in 
developing their own business, but also in dealing with the 


broader question of the London electric supply problem and 
the many troublesome and complicated pointe arising from it. 
About 25 per cent. of their normal establishment havin 

joined the Colours, this representing nearly 60 per cent. of 
the eligible men in the company’s employ, a point had now 
been reached making it inadvisable for any more employés 
to leave the company’s service for the Colours, as the prin- 
cipal departments would then become under-manned, a condi- 
tion of affairs which would be serious in view of the public 


service which was being given, and of the fact that a large 


number of factories in Lambeth were working directly or 
indirectly on Government work and depended ost wholly 
upon their supply for driving their machinery and lighting 


their premises. Much as they congratulated those men who 
had left to serve their King and country, it must not be for- 
gotten that those who were compelled to remain behind on 
this public work and its maintenance carried serious responsi- 
bility, much of which could only. be entrusted to specially- 
trained men possessing the necessary skill and experience. 
They were making money allowances to all those who had 
enlisted, and шшен this would be a heavy burden, the board 
felt sure they would think it only right that their dependents 
and others should be well looked after in the breadwinner's 
absence; and to those men who were still in the company’s 
service, war bonuses on a graduated scale were being given 
to assist them in the extra cost of living. There had been, 
and were still, many difficulties to contend with in the proper 
maintenance of their supply, and coal bulked largely. At 
times there had been serious difficulty in obtaining adequate 
supplies, principally owing to congestion on the railways due 
to the movement of troops and military stores, and to the 
great shortage of railway wagons, and to the lessened output 
from the collieries owing to во many of the miners having 
enlisted. They were having to pay coneiderably in excess of 
their contract prices for sorhe of their coal, and although they 
raised their charge for supply to some of their consumers early 
last year, it might again be necessary to further increase the 


rates to compensate them for the considerably greater expenses 


to which they were committed under the prevailing condi- 
tions. The available balance was sufficient to pay a dividend 


of 51 per cent. on the ordinary shares, as in 1913, and still 


leave sufficient to pay a further 1 per cent. on the ordinary 
share capital, but having regard to the unknown conditions 
through which they might have to pass during the present 
year, they considered that the interests of all concerned would 
be better served Бу paying a dividend of 5 per cent. for the past 
year, which would enable them to strengthen their cash re- 
sources by carrying forward £2,898, ngainet £727, thus making 
it possible, if circumstances were. favourable, to initiate the 
payment of interim dividends on the ordinary shares. 

Mr. A. Mapa? (a shareholder) seconded the motion, which 
was adopted without discussion. | 


British Insulated: and Helsby Cables, Ltd. 


Dr. E. К. MvsPRaTT presided at the annual meeting. held at 
Liverpool, on March 22nd. He said the profit for 1914 wae 
£277,428, an increase of £30.077. The results were very satie- 
factory considering that the profits were greater than the 
company had made in anv previous year, and that for about 
half the year the working had been under war conditions. The 
extra profits were not due to orders for war supplies. Work 
had heen done both for the War Office and the Admiralty, 
but the total was not large enough to materially affect the 
enrnings as a whole. The war had affected business with many 
of the company's best customers, such as municipal corpora- 
tions and large electric light and power companies, who had 
ordered less than they would have done in normal times. On 
the other hand, the comnany had done a much larger business 
than before the war with neutral conntries. No consignment 
of manufactures on the prohibited list had been despatched 
tío any neutral country without the knowledge and consent 
of the British Government or without care to prevent 
them reaching an alien enemy. "The general result had been 
that the company's factories had been very busy throughout 
the whole of the vear, and the unexecnted orders in hand at 
the nresent time were more than ever before. A considerable 
number of the companv’s staff had joined the forces. and both 
they and their dependente had been liberally dealt with by 
the board. The staff and workneople had also on their part. 
һу voluntary weekly enhecription, contributed to relief funds 
to the extent of over £1.000 The companv was now paving a 
war bonus to its employés to meet the erhanced cost of living. 
Having regard to the good results of the vear’s trading the 
directors had felt justified in setting aside £25.00 towards the 
formation of a pension fund. which had been nnder considera- 
tion for several vears past. They felt they could hardly expect 
to retain in their service the very best men without eome 
such provision, and they felt that the formation of such & 
fund was in the hest interests of the companv and the share- 
holders. and that in making it thev were following the examnle 
of the Government and manv large and successful comnanies. 
The extinguishing of the item of natenta and goodwill had 
much strencthened the halance sheet. Alluding to the invest- 
ments of the comnanv, the Chairman said еу now stood at 
0531.493. as compared with £525.828 in the previous year: a 
valuation of the investments had been made, with the rerult 
that the figure came out at some thousands more than the 


* 
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ашаа appearing in the balenes sheet. The two companies, 
namely, the Midland Electric Corporation for Power Distribu- 
ton, Ltd., and the Electric Supply Co. of Victoria, Ltd., in 
which the British Insulated held considerable interests, were 
making satisfactory progress, and the Automatic Telephone 
Mfg. Co., Ltd., in which the British Insulated also had a 
large shareholding, was now for the first time paying a divi- 
dent of 3 per cent. on its ordinary shares, the profits having 
risen from £24,166 to £38,263, an increase of £14,097. The 
cash resources of the British Insulated Co. now amounted to 
no less а sum than £270,862, and the directors considered 
especially under present war conditions, that this atrengthened 
the position of the company very much indeed and brought 
many contracts which it would otherwise be impossible to deal 
with. One such contract at present in hand was for the Aus- 
Government, amounting to about £600,000. | 
The report was adopted. | 


Automatic Telephone Manufacturing. Co., Ltd. 4 . 


AT the third annual meeting, held in Liverpool on March 
22nd, Mr. JAMES TATLOR (Chairman) said the profit for the 
year amounted to £38,248, an increase of £14,081, which indi- 
cated satisfactory progress. In recommending a 8 per cent. 
dividend they felt that in present times, if able to pay a small 
dividend they should do во, as investors had so many calls on 
their incomes, which were already in many cases reduced. 
There had been a substantial increase in the company’s turn- 
over during the year, and this increase was chiefly due to the 
fact that a good etart had been made in executing the orders 
for automatic exchanges referred to in his report of last year. 
The present position of the automatic section of the business 
was as follows:—The four exchanges at Epsom, the General 
Post Office, Simla in India, and Cordoba in Argentina, con- 
tinted to work well, and to the satisfaction of the purchasers. 
The traffic on these exchanges had increased at a greater rate 
than was usual with exchanges worked on the manual system, 
and in consequence extensions of the plant had already been 
called for. The exchange at Rosario referred to last year had 
been completed, and was working satisfactorily. Quite re- 
cently the automatic exchange at Accrington had successfully 
been brought into service. The company had also in hand 
exchanges for Leeds, Newport, Blackburn, Chepstow, Paisley 
and Portsmouth, on all of which good progress had been made, 
and all of which the company was prepared to complete this 
year, but some delay might arise in bringing them into use on 
account of circumstances beyond ће control of the company. 
From the reports of those working, both here and abroad, they 
felt every confidence in the future of automatic telephones. 
During the year the company had continued to receive assist- 
arce from the Automatic Electric Co. of Chicago, but it was 
eatisfactory to know that they were now able to manufacture 
in this country all except a small percentage of the equipment 
of an automatic exchange. The general business of the com- 
pany during the year in ordinary telephone and tele ph in- 
etrumente had been satisfactory, and at considerable incon- 
venience they hed undertaken work for the Admiralty and the 
War Office. | 

The report was adopted. 


A. 


8 — Madras Electric Tramways (1904), Ltd. 


Tar annual meeting was held on March 28rd at Dashwood 
House, E.C., Mr. A. M. QUILL presiding. 

In proposing the adoptior of the report, the CHAIRMAN said 
the accounts for 1914 showed a balance from running account 
of 221,856 as compared with £20,975, an increase of £381, or, 
вау, 12 per cent. The gross receipts amounted to Re. 6,66,633. 
compared with Rs. 6,44,201 in 1913. An increase of 8.7 -pet 
cent. was shown for the first seven months of 1914, but after 
war was declared business in Madras suffered in common with 
that of all other places, and during the last five months of the 
year the traffic receipts steadily fell. The increase for the whole 
year, therefore, was only 3.5 per cent. They were still suffer- 
ing from the depression, the receipte this year to the middle 
of March being 2.2 per cent. less than the correspondin 
period of 1914, but perhaps they had reason to be thankfu 
that things were no worse. The number of passengers carried 
in 1914 was 17,622,219, an increase of 5.22 per cent. The cost 
of running had shown an increase, due chiefly to repairs ren- 
dered necessary by the monsoon (which was unusually severe 
last year), and the net increase from running was accordingly 


only 12 per cent. At the last meeting he informed them that . 


Government had suggested a scheme of road widening in 
Chintadripet, which would have enabled another line of rails 
to be laid in that district. As these negotiations had been 

ing for some years the board decided that Mr. Gray 
should visit Madras and endeavour to effect a settlement, be- 
cause until a diversion of the line was made it was im 
to proceed with any extensions, or, indeed, to develop the 
existing lines further. As neither the Corporation of Madras 
nor the company could contribute towards the cost of street 
widening, another route had to be coneidered, and the diver- 


ssible . 


* 


sion which they had all along advocated, viz., along Mount 
d. over Government House Bridge and along Guard 
Road to the Central Station, had now been sanctioned by the 


Corporation. This route would necessitate the widening of 


Government House Bridge and Penitentiary Bridge, and plans 
had been submitted for the approval of Government, He 
trusted that- these would be passed without undue delay and 
so permit the development of the undertaking to proceed. A 
scheme for providing accommodation for the natives in the 
suburbs of Madras was now being considered by Government 
and the Corporation, and he was glad to say that the routes 
for extensions which they themseives had in contemplation 
coincided in a large Measure with those recommended by the 
authorities, but the distance which these extensions were to 
be carried would require further consideration. Meantime, 
they had indicated their willingness to proceed with the exten- 
sions gradually as soon as the diversion along Mount Road had 
been completed. Ihe arrangements made for the joint manage- 
ment of the Madras Electric Supply Corporation, Ltd., 
this company had proved satisfactory, and would effect sav- 
ings in the management of both companies. He thought it 
right to mention that the company had а contingent liability 
in respect hits bank loan to the Madras Electric Supply Cor- 
poration, Ltd. | a 
Mr. JAMES GRAY, in seconding the motion, referred to his 
recent visit to Madras, and said he fully concurred in the 
opinion of the company's representatives there that the diver- 
sion of the lines should be via Mount Road and Body Guard 
Road, as that was the direct route between the northern and 
the southern parts of the city. The new route would consti- 
tute, really, & trunk line, enabling them to provide a more 


rapid through service, ahd it would also permit of extensions 


to various parts of the city which they did not at present 
touch. Speaking generally, he was pleased with the condi- 
tion of the undertaking. The permanent way, with the excep- 
tion of two small sections, had now been laid with 90-lb, rails, 
which were in very good condition. The buildings were of a 
substantial character and the workshops were equipped with 
all the tools necessary for building tramcar les and for 
executing repaire to the rolling stock. A petition wae pre- 
sented to him praying for an increase in the rates of wages 
and the creation of & provident fund. As a regular system 
of advancement was already, in operation, it was not 
to grant the former, but the creation of & contributory provi- 
dent fund would, he thought, be a good thing for the com- 

any. and the matter was now under the consideration of the 

oard. 

The report was adopted. 
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A French Investment Co. 


THE report for 1914 of the Société Centrale pour l'Industrie 
Electrique, of Paris, whose board includes representatives of 
various large banks in Paris and leading experts in the elec- 
trical industry, records on a paid-up capital of £800,000 net 
profits of £43,000, which sum has been placed to a special 
reserve fund in consequence of the effects of the war, whilst 
the balance of £5,200 from 1913 has again been carried for- 
ward. It appear that the war effects were perceptible in the 
working of the Compagnie Centrale d'Energió Electrique in 
Algiers, Oran, Rouen and Chateauroux, and a reaction is 
apprehended in the receipts of the Société des Tramways et 
Electricité, of Constantinople. The capital increase of the 
Compagnies Réunies Gazet Electricité, of Lisbon, was carried 
out, and the year 1913-14 yielded a dividend of 71 per cent., a8 
in 1912-13. e report refers hopefully to the capacity of 
development of this particular company. In addition, a fur- 
ther example—the Société Force Electrique, of Baku—paid for 
1913 a dividend of 9 per cent. on the preference shares and 
6 per cent. on the ordinary capital, and although working in 
1914 was interrupted owing to & 1 strike movement, 
the gross profits materially increased. It is added that despite 
the situation of war, the petroleum industry in the region of 
Baku seems to be in full activity. í 


Italian Supply Companies, 


NOTWITHSTANDING the mobilisation of the Italian Armies 
which has been proceeding for several months past, the course 
of the war has not detrimentally affected any of the supply 
companies if we may judge from the accounts which have eo 
far been published for 1914, although when we speak of 
Italian supply concerns it has to be remembered that various 
German and Swiss companies hold large interests in many of 
them,. and these may be mentioned in parenthesis. The 
Società Adriatica di Elettricità (Zurich Bank for Electrical 
Enterprises), of Venice, for instance, has decided to pay 7 per 
cent. for 1914 on capital of £800,000, as compared with the. 
same rate on less capital in 1913; the Società Idroelettrica | 
Ligure, of Milan (Zurich Bank), 8 per cent. on £360,000, as 


against the same rate in 1913 on less capital; the Società per 


le Forze Idrauliche dell' Alto Po, of Milan (Zurich Bank), 84 


per. cent. on. £184,000, as contrasted with 8 per cent; the 
i 


età Elettrica Riviera di Ponente Ing. R. Negri, of Milan 


- (Zurich Bank and Swiss Electrical Industry Co.), 6 per cent., 


ав in 1918, on £800,000; and the Società Lombarda per Distri- 
buziona di Energia Elettrica, of Milan, 9 per cent. on 
£750,000, as compared with 10 per cent., the reduction being 
due to the necessity for writing down paper securities. In 
addition to these instances the German Schuckert grou 
trols five subsidiary companies in Itely; four of which are 


con- 
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: distributing the aame. rates for 1914 as for tie preceding 
These: ate the Società .Sicula per Imprese Elettric 

Palermo, 8 ред cent. on capital of £320,000; the Società 
саћа. per Imprese. Elettriche, of Florence, 10 per cent. on 
£400,000; the Società Bergomasca per Distribuzione di 
Energia. Elettrica, of Bergamo, 4 рег cent, on £161,000; and 
the Società Torinese di Tramways e.Ferrovie. nomiche, of 
Turin, à per cent. an £240,000, On the other hand, the fifth 


company—the Società Industriale. Elettro-chimica di Pont St. 


Martin--hae been compelled to refrain from paying any divi- 
dend for 1914, this result comparing with 6 per 
£140,000 in 1918. The explanation is to be found in the fact 
that the company's Bard power station was put out of service 
last, July in consequence 01 damages ened ру high water, 


and, it was only possible to proceed with repair. works.on low- 


water congitions which prevailed in February of the current 
year.. The examples given show the fair. degree of prosperity 
which applies to-@ number of supply works in, Italy, but they 
by no means exhaust the list of undertakings, includmg manu- 


facturing, in which foreign. capital ів largely interested, and 
which have greatly contributed towards the industrial develop- 


ment of Italy 
Кз зз бе . wes E 

. 5. s. British Aluminium Co., Ltd. | 
Mr. A. W. Tarr (Chaitman) presided on Friday, at Winchester 
House, E.C., over the annual meeting. He said that trading 
profit and other income for the year was £272,256, as com- 
pared with £268,720, or an increase of £3,535. ‘Lhese results 
showed some 


company was originally incorporated in. the year 1894. In 
last year’s report, and in his remarks at the annual meeting, 


he mentioned that, although the resulte were good, no pro-: 
gress could be made jn an absolutely straight ling, and, in 


March last, in common with other industries, there was & 


temporary. set-back in the demand. This set-back continued 


for several. months, but about the middle of the year there 
was & gradual improvement in the position. The prospects 
were, however, considerably upset on the outbreak of the war. 
When this occurred, there was naturally & period of consider- 
able anxiety, because the company sold its production practi- 
cally all over the world, and a large portion of that. produc- 
tion had usually been sold in Germany, which had been the 
largest user of aluminiug in Europe. The war, therefore, 
involved the cancellation Of a considerable number of orders 
and contracts which were upon the company's books; but he 
was pleased to say that, so far as the year under review was 
concerned, this had been offset by the increased demand of 
the British Government and its Allies and contractors working 
for them. The result of the year had, therefore, been that the 
output and sales showed an increase over the previous year, 
and the prices realised were approximately on the eame level 
ав the previous year. The costs of production were, however, 
aſfected— specially in the closing months of the year—by the 
increased prices of certain materiale, freight, insurance, and 
other expenses. He thought, therefore, considering the slack- 
ness in the demand at the beginning of the year and the 
abnormal conditions suddenly created by the war, the results 
were on the whole satisfactory. With regard to the demand 
for aluminium, this, in their opinion, still continued to in- 
crease, although it was a little difficult to forecast what the 


position would: be after the war. There was, however, ample . 


scope for development in the various uses of Ше metal. At 
the present time, there was a good demand for the. metal for 
war material, equipment and stores; but how far this excep- 
tional and unusual demand would be taken up by general 


commercial development afterwards it was somewhat diffi- 


cult to forecast. ere was every reason to believe, however, 
that as regarded the year 1915 the company would be able 
to market the larger part, if not the whole. of its production 
at reasonable prices. The question of the company's produc- 
tion for the current year was dependent very largely on two 
factors, viz., (1) labour, (2) ability to obtain and maintain 
the necessary stocks of raw materia] and coal. Owing. to the 
‘penis response which had beeu made by the young men of 
this country to the call for service to the Empire, and owing 
to the Government call on the labour that remained being a 
paramount one, it was extremely difficult for other employers 
of labour to maintain adequate forces. So far as their com- 
pany was concerned, the response to the country's call had 

een extraordinanly good. ‘The number of members of the 


st: and employés who had joined the Colours was about 550, 


which was approximately 22 per cent. of their total forces. 
Two of their directors were serving also, namelv, Captain 
Polen and Captain Cooper. In accordance with the general 
custom which had been adopted by the various manufacturers 
in this eountry, they had made provision for the denendents 
of the members of their staff and the families of their em- 
ployés who had joined the forces. Their industry, which war 
very largely a specialised one; required a considerable period 
of training on the part of the men before thev were able to 
give efficient labour. and, for seme time past. it had been 
increasingly difficult to sunnlv the gradual wastage which had 
occurred due to enuses which he had mentioned. They were 
employing & certain number of Belgians, but the supply of 


those who were capable and willing to work was verv far 


helow the demand of the Jabour market at the present time. 


Their staff and men, however, bad been working in an excel: · 


of responded 
Toe. 


per cent. on - 


ight improvement over the previous year, 
which up to that time was the best result obtained since the 


 exeecdingly well to the addi- 
tional strain put upon them, and they hoped that they might 
be able to keep the whole of their works going during the 
year nearly up to thei full capacity. With regard to the 
second difhculty, namely, that of obtaining and inaintaining 
the necessary supplies of raw material and coal at the various 
works, their chief difficulty was with regard to their principal, 
raw material—bauxite. Ibis was obtained from their mines 
and from stocks in the South of France. Immediately after 
the outbreak of war, the French Government declured bauxite 
contraband and placed an absolute bar upon its exportation. 
They were able, icr with the help of the Foreign Office, 
to convince the French Government of the absolute necessity 
for this raw material to enable the company to supply Govern- 
ment contracts, and a special permit was given for export, 
although it was still necessary to obtain a special permit for 
each cargo, which very often involved delay and demurrage. 
Apart from that, it waa becoming increasingly difficult to ob- 
tain the necessary freighting facilities to their works. In order 
that, the shareholders: might appreciate to what ,extent this 
disturbance and increase in prices affected the company's costs 
of production, he might. mention that, in the-course. of & year, 
they had to deal with approximately. 200,000 tons of .вев- 
borne freight.. The. market for coal had also been affected, 
and there was also a heavy burden in connection -with insur- 
ance to cover marine and -war risks on raw. materials. and 
metal. It was not possible in any considerable measure to: 
raise the price of the metal to compensate for these increases 
jn expenditure, as a large quantity was contracted for. before 
these troubles became manifest, and it had also been the.desire 
to prevent any great fluctuation in prices in order to protect 
and encourage the users of the metal. In a business of this 
magnitude, a certain amount of capital expenditure must 
always be going on. The preliminary. work for the erection: 
of the new alumina works.at Burntisland was in progress, 
but, owing. to difficulties: in obtaining labour and material, 
it was not expected that these works could be in operation 
until next year. The power plant required for the rolling 
mills at Warrington had been completed. and these mills were 
now operating satisfactorily. to their full capacity. The final 
balance of the purchase price for the acquisition of the works 
at Vigelands, Norway, from the Anglo-Norwegian Aluminium 
Co., was completed in June last. This purchase was an advan- 
tageous one for the company, and had largely increased their 
productive capacity. The acquisition of those works necessi- 
tated the increases in their carbon-electrode works at Kin-. 
lochleven and the erection of the new alumina works at 
Burntisland in order to supply adequately their increased 
requirements of those materials. They hoped and expected 
that the whole programme would be completed in the course 
of next year, and, ae all the capital necessary for the acquisi- 
tion of those works and for the extensions at other works which 
he had mentioned, together with the necessary working capital 
for their operation, had been found out of the resources of 
the company, the shareholders were to be congratulated on 
the increased capacity which had been obtained without the 
necessity of an increase in capital, and they would agree that 
the building up of reserves, which had been the policy of the. 
board since the incorporation of the new company, had been 
more than justified. The company's rolling mills at Milton 
and Warrington had been kept employed up to their full сара- 
city during the year, and the demand for manufactured alumi- 
nium continued to grow in a satisfactory manner. With regard 
to their interests in Switzerland, there had been no change 
since the position was last reported. The Martigny-Orsiéres 
Railway continued in operation for general traffic, and the 
Orsières poner scheme was being properly maintained and 
supervised, but no new work was being carried out. In the 
balance sheet the etocks of metal, raw materials and stores, 
amounted to £187,266, or an increase of, approximately, 
£14,000, as compared with the previous year. ie increase 
was largely to be accounted for by the increase in the work- 
ing stocks at their various factories. Sundry debtors and bills 
receivable stood at £119.561, as compared with £91,400, ог ар 
increase of approximately £28,000. This amount was after 
making provision for all bad and doubtful debts, and in this 
connection he might mention that all debts due by parties in 
Germany, which he was pleased to say were not of very large 
amount at the outbreak of the war, had been written down 
to a nominal sum. Cash in hand and at bankers stood at 
5168.308. as compared with £140.092, ог an increase of npproxi- 
mately 423.200 over the previous year. It was necessary for 
a company of their magnitude to keep a large cash reserve, 
and more particularly so in the present times. The allocations 
to reserve account for the last two vears, amounting. to 
£100.000, had not been invested in securities ontside the com- 
nany's business owing to the necessity of making provision 
for e»pital expenditure. The dividend recommended bv the 
board on the ordinary share capital was at the same rate ав 
the previous vear, and. in view of the difficulties which Һе 
had mentioned, the board considered it was prudent that the 
dividend on the ordinarv shares of the company should not be 
increased. Thev felt that in these somewhat uncertain and 
difheult times the interests of the shareholders would be best 
served hv maintaining the dividend on the ordinary share 
capital for the vear 1914 at the eame rate as the previous 
year. It was evident from Press cuttings that there had been 
an idea in the minds of several persons that the company 
had benefited largely by the war, but this was not the case. , 
In the minds of others, there seemed to be an extraordinary 
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of the company's manufactures, because in ane paper 


namens } 
it was quoted with all eeriousneas that the company was doing 


extraordinarily well, working night and day for the Govern. . 


ment in the manufacture of aeroplane engines. The company 
were producers of aluminium in crude and manufactured form 
but they did not undertake complicated questions of mechanical 


engineering such as those which had been attributed to them. - 


Mr. J. TAYLOR seconded the motion. 

Mr. C. HackiNG asked what were the prospects.of the cam- 
pany recovering its trade with Germany after the war? 

The CHAIRMAN said that Germany had been the largest users 
of aluminium in Europe, and it was difficult to forecast what 
would happen. Germany manufactured a very small amount 
of aluminium and must come into the markets of the world 
to purchase. | . 
rn dank difficulty in doing trade with Germany if they deeired 
to do it. 5 | | 

The motion was carried, as was also a resolution of thanks 
to the board and staff. | | 
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Marconi's Wireless Telegraph Co., Ltd. 


Tur directors have declared а dividend of 7 per cent., less 
income tax, upon the 250, 000 7 per cent. cum. раклы 
pref. shares in respect of the year 1914, payable on A 
19th. In making this announcement the directors say that 
the company has continued since the outbreak of war in full 
control of its business, but its stations have: been largely 
devoted to Government work. For this reason the new direct 
public service with New York, which it had been contemplated 
would have beer. opened in the summer of last year, has had 
to be postponed. In other гарем the company's business 
has been necessarily disturbed, 

which was pending in many foreign countries has been delayed 
ot deferred. This, however, has been substantially compen- 
sated for by Government and other business directly resulting 
from the war; the works and all the company’s staff have been 
working under the highest pressure tl:oughout the whole 
period. A number of matters, including the question of com- 
pensation and payment for services, being still in abeyance, 
the directors are as yet unable to estimate with sufficient 


reliability the results of the business of last year to warrant . 


them at this moment in declaring an interim dividend upon 
the ordinary shares. They are, however, of opinion that there 
is no reason for deferring the dividend upon the preference 
shares. The directors say that they contemplated being in a 
position to give shareholders information with regard to other 
matters of importance coneerning the company’s business, but 
as these still remain under negotiation, it has been resolved 
not to delay further this announcement and the payment of 
the dividend. di 


STOCKS AND SHARES. 


TUESDAY EVENING. 


At this season of the year, the coming of the Easter Holi- 
days always necessitates earlier preparation of matter, as well 
as advertisements, for the ELECTRICAL KEVIEW, and this is the 
reason why the financial section has to be made up earlier than 
usual. The approach of Easter in the ordinary way is а 
signal for Stock Exchange business to elack off, but in this 
year of surprises it is not so astonishing to find that the House 


is developing a good deal of activity. . Possibly this may be 


because most people are compelled, for one reason or another, 
to curtail their Easter holidays. Some are too busy to go away ; 
others are too idle. The position may be illustrated by the 
traditional Stock Exchange complaint that when members are 
making a lot of money, they have no time to spend it; and 
when they have plenty of time to spend money, it means that 
they are not making any. The withdrawal of the usual rail- 
way facilities, which presses so hardly upon thousands of the 
workers in the Metropolis, offers another excuse for staying in 
town by those to whom a holiday flight to golfing grounds or 
the seaside has been in previous years a matter of course. 
As was foreshadowed here last week, the pricé of electricity 
is to be put up; and this will come as no eurprise to those who 
bave any acquaintance with the conditions under which con- 
cerns connected with the industry, or with gas, are labouring 
at the present time. When gas companies raise the price of 
their product they are obliged to lower their dividends. Elec- 
tric lighting companies, however, are not confined by any 
such eliding scale as that which operates in the case of the gas 
companies; but it would be too much to expect that the 
former will maintain their dividends if the raising of the 
rice of current has any pronounced effect upon consumption. 
ese are, however, too early days to discuss the matter with 
any degree of certainty; and it is mentioned merely as a hint 
to shareholders that they may be called upon to make some 
further sacrifice, in addition to whatever disabilities they have 
&lready suffered in consequence of the war. | 
The leading article in last week's issue dealt with the serious 
aspect presented to many electricity undertakers through the 


Treasury limitations of capital expenditure. The subject is. 
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Не did not anticipate that there would be the . 


for new capital issues—that the 


South Londons are up to 3 xd. 


and considerable business . 
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ties, and it bes been already discussed earnestly in 
board-rooms. Fortunately, the: charge of extravagance in 
capital expenditure is one that has been rarely levelled at elec- 
tricity supply companies—at any rate, within the past half- 
decade; and this has been due largely to the fact that the 
continual discussion of schemes for taking over the com 


ев, 
with а view to the constitution of one central authority for 


the supply of London as a whole, hae been ever-present to 


the minds of those charged with the control of the business. 

So it comes about that the spending departments have lived 
in an atmosphere of wholesome economy; and that further 
capital expenditure may be prohibited by the Treasury is а 
threat which will probably convey less terror to directors in 
the electrical world than to most other branches of domestic 


industry. Still, those companies which are well buttressed: — 


with reserves have additional cause for congratulation at this 
time. It is understood in the Stock Exchange—to whose Com- 
mittee are forwarded copies of applications made by companies 
Treasury interprets its prohibi- 
tory powers with a reasonable amount of elasticity, and that, 
where definite cause of national interest can be shown, the 
applicant for permission to raise more money can reckon upon 
his proposals meeting with at least favourable consideration. 
is week a large number of ex-dividend markings have 
been made, and already in some cases deductions have been 
recovered, either wholly or in. part. County ordinary, for 
instance, at 118 have regained the full amount of the dividend. 
The fall in Weatminsters 
has been checked, the price recovering i to 74, Cities at 144 
are ex their dividend, and in several of the leading shares this 
re-arrangement of pricee has resulted in investment purchases. 
The rumour linking. the South London and the South Metro- 
litan Companies with the County of London Electric Supply 
Co. has gained ground since we referred to it—with intentional 
vagueness.’ On the face of it, there is a good deal to make one 
hesitate about атри as even probable; and so we men- 
tion it for what it may be worth, South Metropolitan ordinary 
shares have been wanted just lately, some. people 
аз. much as IIS., although a month or so ago the nominal 


quotation was about half ag much as thie. South Londons. 


have been a good market for some time past; therefore it can 


scarcely be inferred from their present strength that develop- 
ments must have taken place quite recently to account for 


the way in which the shares have been sought after. 
We append our ‘usual list of representative stocks and shares 


in the markets connected with electricity:— . 
` Home Exzornicrry Coma ms. | 
Mean price. March 27, Rise or fall 
| July 27, 1914. 1916. this week. 
Brompton Ordinary .. |. 8S V ee ха. — i. 
oni do. Мы an сопа Pres teu. ^ ж» | d" per ` 
aring ross nary oe es ee ; — . 
do. 0. do. Pref. ‚ өө- | = 
до. до. City Pre ee ee 4 . -— yt. 
do. . • 9 == d у 
Chelsea ee ee oo * е 48 xd ша 
А до. 43 Deb, * wo: — р 
City of London oe ee ee ee 16 » 1 хё — A 
do. do. 6 регоеп}і. Prof... .. IA xå — | 
do. do. 6 Deb. eec ee ee Е 113 — ` 
do. do. 4} Deb... b ^ wd . 98 — c 
County of London ..  .. 11g xd * ; 
do. do. 6 per cent. Pref. 19 llà xd + 
do. do. ise Deb.. e 100 x 4 1 ' 
K E ап 2nd Deb. CAJ oe 1 7 Е " — i 
епа т Bary oe oe ee | ‘i ЖЖ ys . - ie 
London Eleotrio .. .. ^... à i - 19 . + а 
do. do. 6 een Pref... 4 — 
do. do. 4 oe oe . $ co Ў 
e oe ee t Pi е t "ge oe 8 xd m A 
0. r oeni. Prell or S stad Е 
do. Beb. "M ee ee oa: * o е Є 
до. Р Deb... oe эзе oe 88 80 == а 
Bt. James’ Pali Mall .. vs „ H " L+. 
do. do. do. 7 per oent. Pret, 1 | — 
do. do. do. Deb. eo oo . 80 : ы ux 
South London ree ‘ee ee (бә °С »" 8 xd ` `+ fe 
South Metropoliten Prof. ee ee c фе | "s — ИШ, 
Westminster Ordinary se ee „ Ge 1 . + i | 
do. 4$ Pref... oo ee ee E + . 
 TELNGRAPES AND TELEPHONBS, А 
Anglo-Am. Tel. ff. .. 108 | Су 
до. | Def. ee ee oe 28 i 9) | + i 
Ohile Telephon ee | өө: | e чи ee 7 — : 
Caba Sub. Ord. ae ee oe oe — 
do. Pt. ee oe oe ea 1 15 — 
Eastern Extension eo ов oe 0 0 1 ; 19$ — 
do. 4 Deb. oe - өө oe o : 92 — 
. Tel, On Pt ee ee oe 77 Е — 
о. e — 
do. 4 Deb. 880 б =l 4 P 
Globe Tel. and T. Ord, 11 11 — 
do. Pf... . 1 12 . Ф 
Gt. Northern Tel. 29 — 
Indo-Buropean A - T .. 09 51 — 
Marconi.. ee oe ee ee en 1H 13 — № 
New York Tel. 4$ ee ee ee ee 101 98 41 
Oriental Telephone Ord. ee ee ae 24 9 = 
до. Pt. oe ee oe lay 1 — 
Tel. Bg t Deb. ee ee oe [E J 98 | 2 
United . Piate Tel. oe ee eo ee 6 — 
do. Pf. . о ce её b — 
West India and Pan. re. Em. Фе 1 lja K 
Western Telegraph АС ee ee ee 1 еә : 
do. 4 Deb, ee ee on 98 : ~l 
Hous Rar. | 
Central London, Ord. Assented .. . 88 163 + ё 
Metropolitan ee ee ee os ° 8t 29 —1 
PS d рисо ee [27 ee 31 b. — $ 
erground Eleotrio Ordinary . i — 
do. ` « A " ee ee 8 6 - 


ap Well as loaal autbori- 


having given 


= — 
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—— — — el 


D Forgion Trams, ас. 


Mean price. - March 97, Rise or fall 

Angio-Arg. Trams, Firat Pf. oe — 

do. $nd Pt. eo ео 4 8 — 

do. $a Deb : 951 91 zi 
е e . . = 

do. 5 Deb. 96 88 — 

Brasil Tractions — .. © ce see 6 59 — } 

Bombay Electric Pf.. e ee oe ae 11$ 1 — 

do. 4$ Deb. ee oe 96 91 — 

Mexico Trams.. ee eo ` ee ee 70. 80 — 5 

до. b percent. Bonde .. 84 45 — 

ENT ae: à 6 per 97 8 Bonds "n r^ = i 

elaid- Вор, 6 per cent. Pf. à 
do, y b Deb. ee ee ee 104 108 - 
' ManurFACTURING Comp . 

British Westinghouse Pref. "P ! 3 +2 
do. 4 Deb. ee ee oe 7 72 — 
do. ` 6 p. lien ee ee 99 — 

Callenders 5s oe vs " ll 13 +3 
do. b Pret. ee e e 4 — 
do. 4 Deb. ee . 98 — 

Castner- Kellner Eo d я 40 — 

w ** E^ Zi 

Oc А y è = 
do, do. 4 Deb. . 5 68 —2 
B ` до. do. 6 % Deb. * 60 т 

Electric Construction ee è à 18/9 4 8d. 
do. do. Pt. . 1 — 

Gen. Elec. Pt. . . . 1 10 jt 

Henleys .. à . 16 ut + 3 

до. 4 Deb. 0 5 4 — è 
do. е e 1004 9? — 

India-Rubber . 9 9 +3 

Telegraph Con, е 0 883 87 — $ ғ 


Marconi shares have gone back a little to 35s. sellers—not 
because the company has just lost am action for damages in 
which a comparatively small sum was involved, but because 
the directors announce that they eannot declare an interim 
dividend upon the ordinary shares at the moment. A number 
of matters, they say, including the question of compensation 
and payment for services being still in abeyance, they are as 
yet unable to estimate with sufficient reliability the results 
of the business of last year, but they are of opinion that there 
is no reason for deferring the dividend upon the preference 
shares. Matters of importance concerning the company’s busi- 
ness are still under negotiation, but the directors state that 
some of the disturbance caused by the war has been suffi- 
ciently compensated; and they add that the works and all the 
company’s staff have been working under the highest pressure 
throughout the whole period covered by the war. The prefer- 
ence are steady at 33s., and, in the subsidiaries, small falls 
lowered American Marconis to 9s. 3d., and Canadians to 5s. 3d. 

The outstanding feature in the telegraph market is the 
strength of Easterns, the stock having risen 24 to 1313, thus 
passing its end July, 1914, level. China“ shares now stand 
the same as they did at that time, and Easterns at 134 are 
but 7s. 6d. lower. "The market shows decided strength, but, 
oddly enough, a few of the prior-charge stocks are on offer, 
for which the reason probably must be sought in the fact that 
new gilt-edged issues are being made at prices so tempting that 
they encourage holders of existing stocks to sell these, and to 
apply for the newcomers. 

Mexico Trams are 5 points lower. Brazil Tractions, on a 
decline in the Rio rate of exchange to 13 7/32d., continued to 
droop. The Anglo-Argentine Tramways division is fairl 
steady, and likely to improve, since the suspicion with whic 
most Argentine things have been regarded is now wearing off; 
end. Bae railway .market especially exhibits new signs of 
vitality. Ф 

Callenders, Henleys, and India-Rubber shares are all better. 
British Insulateds have hardened to 11, ex the dividend 
of lls. Electric Constructions rose a few pence. Telegraph 
Constructions are 10s. easier, heavy shares such as these bein 
vulnerable to the offering of any small amount. Edison an 
Swan have eased off a little, and the first debenture is 2 points 
lower at 63. Armament shares rallied a little, and the rubber 
market is one of the best in the Stock Exchange. Renewed 
attention has been called to the excellent position of most of 
the well-managed concerns; and since proprietors are in no 
mood for selling, the demand which has sprung up from in- 
vestors has had a bracing effect upon the market, although at 
the same time it has been difficult to satisfy. 


Midland Electric Corporation for Power Distri- 
bution, Ltd.—The report states that the revenue wan adversely 
affected daring the first two months of the war, but, apart from 
the supply of energy for light. hae since improved. The balance 
to the credit of the net revenue &cconn*, after payment of deben- 
ture interest, is £17 859, plus £3572 brought forward, making 
£21,431, of which the directors have appropriated to depreciation 
of plant and machinerv, £8582; depreciation of stores, £500; 
writing off af commission and ¢xpenses of issues of debentures and 
eharer, and exo naen during «onstruct:on, £4275; payment of a 
dividend of 6 per cent. on 13,079 preference sharen, £3,923 ; 
transfer to а debe: ture mum redemption account, £500; 
carrying ‘orward £3 65 .— Financier, 


Lancashire Dynamo and Motor Co., ‘td, The 
Times states that the ordinary share dividend is 8 per oent. for 
the year, free of tax. 


MARKET QUOTATIONS. 


Ir should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary acoording to quantities and other circumstances. 


Monday, March 29th. 


CHEMICALS, do. Peise. s. ot Deo. 
a Acid, E haga ad ве ee per ows, 4 oe 
& = N trio eo ee ee ee 9 1 J- ee 
а „ Oxalic eo ee ee рег lb. 1%. 
а n Sulphuric ee ee e. por owt, 5/- 
а Ammoniac ee ee өө и £49 
a Ammonia, Muriate (large crystal) per ton £49 . 
a Bleac pow ee eo ee и £9 ee 
„а phi e of Carbon ее ee м pe 
E€.. ee oo ee ee м ° 
a Sulphate ee eo ее « 2 #28 10 е 
а Nitrate ve ee ee и 485 е 
а и W hite ee ee " _ @e ee 
a " Pero ee oe ee м ee ee 
e Methylated е ee e per L] э»: ө: * 
a um, Bichromate, in casks per lb. 6d. . 
а Potash, Caustic (88/90 % . per ton 415 to £80 
e и orate ee oe өө per lb, 1/6 
e м Perchlorate ee ee »" 1/6 
a Pom) Cyanide (96/100 Pp id » Nom, 
e Bhellac ee eo ee oo per cwt, 65/- е 
A Bulphate оі Magnesia os e». рег ton £5 10 . 
а Sulphur, blimed Flowers eo в 411 10 » 
a n Recovered ee oe m £8 ee 
а n Lam oo ee oe м 48 1 e 
a Boda, Caustic hito 30/032 90) .. " 410 3 6 
a 90 (рон ee ee ee per ib: rim 
a ее oe ee per n = 
a Scham Bichromate, совке — .. Der lb. ма. 
METALS, дс, 
Aluminium Topor, in ton lots .. per ton £90 р i 
Wire, in ton lots 
ME. (юу б)  » pid e. 
b Sheet, in ton lote .. A150 
p Babbitt’s metal ingots .. — .. — 450 to £221 
c Brass (rolled metal 2* to 19" basis) per Id. 91d. 
C n be (brazed) os ee " lid, 
€ „ solid drawn) es % a d. 
с , е oo ee n 
с Copper Tubes (brased) .. .. " 1/- 
c „ om A(solid arawn) æ. и 1. 
8 Ld sel e» per ton £90 : 
з "и Bh oe eo ee [^] £90 
8 " Rod .. oe oe өө m £v0 
d „ (Electrolytic) Bars T и £77 
d » [.] Sheete ee [.] #95 
d 0 м Rods өө [.] £288 
є „ " Н.О, Wire per Ib. 10j4. 
f Ebonite Rod oe eo ee и 8/- [4 
7 РА Sheet ee ее ee и 2/6 
п German Bilver Wire " 18 T 
b Gatta-percha, fine.. oe ee м’ 6/10 oe 
h India-rubber, Para fins " 2 oe 
i Iron ze Apta Ne warrants) .. pet ton 68 2/7 ino. 
i. W m No. 8, P.O. qual, " £18 a3 
g Lead, Eng а EE ee ee и . £24 ee 
@ Manganin Wire о. 98 ee ee per lb, oe 
g Meroury T ee perbot | 412 5 to £12 10 
e Mioa (in original cases) small .. per lb, Ad. to 
0 n „ и 20 " wo 6) 
e и ее »" 6/8 to 10/6 & up. А 
o Nickel, sheet, wire, ‘ko, ee eo " Nom. 
э Phosphor Bronse " 1/1 to 1/8» 
9 „ „ roledberr&rods —, 1/9 to 1/84 
ә at strip & sheet и 1/3% to 1/64 
o Platinum ee - oe oe per 08, 125 / 
d Biliciam Bronse Wire ee per lb, 1 T 
Р ew in bare e. per ton £T) 
g Tin, Bloc (unguem) oe ee м £174 
| | b 08. 1 to 16 ee ee per lb. 9/6 
White Anti-friction Metals — .. рег ton £59 to £194 
Ё Zinc, Sb's (Vieille Montagne bnd.) “ Nom. 


a G. Boor & Co. i 
b The British Aluminiam Co., Ltd. k Morris Ashby, Ltd. 
1 


с Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co. 
e F. Wiggins & Bons. 
f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Lid. 
James & Sha à | 
атага ТШ & Оо, 


Richard Johnson & Nephew, Ltd. 
m W. T. Glover & Co., Ltd. 
n P. Ormiston & Sons. 
o Johnson, Matthey & Oo., Ltd. 


ow. F. Dennis & Co. 


P. R. Jackson & Co., Ltd.—The Financial Times 
states that for 1914 the gross profit was £13,475, and after pay- 
ment of interest on debentures, depreciation, &., there is a balance 
of 28 918. The directors recommend a dividend of 6 per cent. on 
the ordinary shares writing off goodwill aqcount £2,000 and 
leaviog to be carried forward £1,756. 


Winnipeg Electric Railway Co.— For 1914 the net 
earnings amounted to $1,685,093, and after providing for fixed 
charges and four quarterly dividends of 3 per cent. each, a credit to 
profit and loss of $901,697 brought forward was reduced to $816.309. 
A dividend of 24 per cent. has been declared for the quarter ending 
March 3lat.—f nancial Times. 


Huelva Gas and Electricity Co., Ltd.—The net 
report fo- 1914 was £2 051, plus E245 orought forward. Deduot- 
ing the d vidend on the preference shares, the directors reoom mend 
that £1,400 be written off for depreciation of gas and electric plant, 
leaving £574 to be carried forward. p 


E 


e., — 
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ELECTRICITY IN MINES. 


(Tue Report оғ Н.М. ELECTRICAL INSPECTOR 
or MINEs. | 


Тнк report for the year 1913 cf Mr. Nelson, H.M. Elec- 
trical Inspector of Mines, is included in the General Report 
of the Chief Inspector of Mines, which has just recently 
been issued. 

The report deals first with the growth of the use of 
electricity in mines, the following being a summary of the 
returns received on January 21st, 1913 :— 


Sarface Underground Total 

H.P. H.P. H.P. 

Scotland . 26 211! 93,361 119,640 

Northern... 64 837 79,422 144,259 

York, and North Midland... 55,954 51,245 104,200 
Lancashire, North Wales 

aud Ireland 2 9,881 20,863 30,747 

South Wales 90,581 91,937 181,815 

Midland and Southern 9,141 35,291 44 434 

Totals 256,676 371,492 628.098 

Total for year 1912 194,088}  316,6671 510,756 


These figures show an increase of 32:24 per cent. in the 
electrical н.р. ios'alled for the surface; 17:29 for under- 
ground; and a net total increase of 22:97, which is very 
satisfactory indeed on a year's working. 

À further estimate of the growth of the use of electricity 
in the different divisions may be made by comparing the 
number of tons of mineral raised per electrical horse-power 
employed with the . figure for the year 1912, 


as shown i in the following table : 
T ons of minera! per 


'Tons of electrical н.р. employed. 
mineral Above and О‹тгев- 
raised below ground ponding 
in Oa Below together flgure 
Division. 1013. s Ur face. ground. 1913. for 1902. 
Scotland 47 434,287 1,805 508 395 449 
Northern T 65,263,291 1.007 822 453 538 
York. & North Midland 73,449,759 1314 1,434 686 744 
Lincathire and North 
Wales . e. 2R 480,739 2,881 1,365 926 1,028 
South Wales ... 57,009,050 629 625 314 336 
Midland and Bouthern 29.924227 3274 848 673 118 
United Kingdom... 301,611,353 1,175 812 480 3t 


In regard to coal-cutting, the number of electrically- 
driven machines in 1918 was 1,307, being an increase of 
173 over.the number in use at the end of 1912. 


FATAL ACCIDENTS. 
There were during the year 1913 15 fatal accidents 


definitely due to electricity, and cawing in all 16 deaths. 


In addition, a serious fire at the Big Pit of the Blaenavon 
Iron and Steel Co., at Blaenavon, Monmouth, on April 7tb, 
which resulted ultimately in the loss of three lives, was 
held by most investigators to have been duc to the failure 
of an electric cable, and the disaster at Senghenydd Colliery 
on October 14th was held by the Commissioner appointed 
to investigate the cause to have been possibly, but not cer- 
tainly, due to sparks from electric signalling wires. The 
two latter accidents apart, the figures for the year 1912, 
comparable with those given above for 1913, were 12 
accidents causing 14 deaths. In 1913 there was therefore 
an increase of three accidents aud two deaths over the 
figures for 1912. 

The whole of the 15 accidents which occurred in 
1913 were electric-shock accidents. Of these, three 
took place on the surface and 12 below ground. ‘The two 
classes of accident will be separately considered, so that any 
conclusions it may be possible to draw shall bave applica- 
tion to surface conditions and to underground conditions 
respectively. The tigure for electric-shock accidents below 
ground, which had begun to show a downward tendency, 
lias risen again, as will be seen below :— 

1907 1908 1909 1910 1911 1912 1913 
Jumber of persons killed 

by electric shock below | 

ground іп coal mines. 10 12 13 15 9 7 13 

The figure for 1913 is disappointing in comparison with 
1912, although the hors2-power of electric plant in use 
below ground increased by 17 per cent. during the year. 


For the first time it is possible, from the data available, to 
determine the rate of increase of the horse- power of electric 
plant in use below ground. On the assumption that that 
rate of increase is normal, and not exceptional (and there is 
no reason to think that it is other than normal), the horse- 
power of electric plant in use below ground has increased by 
95 per cent. since the end of the year 1909, whereas the 
number of persons killed by electric shock, as will be seen, 
was the same in 1909 as in 1913. It is also of interest to 
note that of the 79 persons killed by electric shock below 
ground, in seven years between January Ist, 1907, and 
January Ist, 1914, 45 were killed in the first half of that 
period, and 34 in the second half ; figures which, taken in 
conjunction with the increase of electrical horse- -power in 
the second half period over the first half period, seem to 
show that the risk of fatal electric shock below ground is 
decidedly a diminishing risk. It is, on the other band, unsatis- 
factory to note that of the 12 fatal electric-shock accidents 
that occurred below ground in 1913 (one of the accidents 
was responsible for the deaths of two persons), at least nine 
might have been avoided by greater care in the maintenance 
of apparatus and stricter regard to the regulations. 
` Surface Accidents.—Of the three electric-shock accidents, 
one occurred on a high-pressure alternating-current system, 
one on a medium-pressure alternating-current system, and 
one on a low-pressure alt2rnating-current system. In the 
case first mentioned the victim of the accident touched some 
part of the winding of a three-phase motor supplied with 
current at 3,000 volts. Though the insulation appeared 
externally to be perfect, it was, in fact, insufficient, and a 
fatal electric shock followed. The accident on a medium- 
pressure system was of an unusual character. А derrick- 
pole wes being erected by means of steel wire guy ropes. 
when one of the latter made contact with an unprotected 
fuse in the neighbourhood belonging to a 5-H.P. motor 
supplied with three-phase current at 400 volts. The ground 
was wet, and the man who had hold of the guy rope 
that made contact with the fuse was killed. The fuse which 
caused the accident should clearly have been protected. The 
accident on the low-pressure system was the result of an 
act by the victim himself (a boy of 13), and his death may 
fairly be classed a3 a misadventure. The evidence given at 
the inquest showed that the boy who was killed challenged 
one of his mates to climb a railing, and from this position 
to touch some electric wires which would then be within bis 
reach. His mate refused, so the victim himself climbed the 
railing and touched the wires. He was killed instantly, 
though the pressure was not high (220 volts alternating). 
Underground Accidents. — Out of the 12 underground 
electri¢ shock accidents, nine occurred on medium-pressure 
three-phase alternating-current systems, two on medium- 
pressure continuous-current systeins, and one on a low- , 
pressure two-phase alternating-current system. The cir- 
cumstances of each of these accidents have been considered, 
with the result given by the following table :— 


Due to — Accidents, Deaths, 
1. Faults as regards the earthing of metallic 
` outer coverings of apparatus: — 
(4) Total absence of any connection to earth 1 1 
(2) Break in continuity of earth connection 2 3 
(c) Outer covering earthed but connection 
with earth inefficient... wnt 3 3 
2. Contact, direct or indirect. with live parta of 
cables :— 
(а) Direct contact with a live cable exposed 
through abrasion of the insulation 3 . 8 


(^) Contact with a conductor (a girder) made 
live by its contact with a live cable ex- 


posed through abrasion of the insulation 1 1 

3. Accidental contact with uninsulated live 
parts of apparatus we ida vis 2 2 
| 12 13 

The above table may be summarised thus :— 
JAecidenfs, Deaths, 

l. Contact with outer coverings of apparatus 

live through the absence of, or an 
inefficient. earth connection А 907 6 7 
2. Defective insulation of cable systems es 1 1 
3. Contact with unineulated live parta Sox 2 2 
12 13 


For the period betwcen January 1st, 1905, and December 
21st, 1913, that is to say, in nine years, electric shock below 


ee... 
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ground has been responsible for 83 recorded. accidents and 
86 deaths. Mr. Nelson has carefully considered the avail- 
able information in regard to all of these accidents (a large 
portion were personally investigated by him), and they may, 
he thinks, justly be analysed as follows :— 

| | Accidents, Deatha. 


1. Contact with outer coverings of apparatus 
live through the absence of an efficient 


earth connection s.» eus bis 40 

. 2. Dofective insulation of cible systems — 32 82 
9. Contact with insulated live parts — 12 12 
4. O:her causes (misadventure) wae iss 2 2 

| 88 86 


D -fective earthing has, therefore, been responsible for very 


nearly 50 per cent. of the deaths due to electric shock 
below ground. Imperfect insulation of cables has been 
responsible for 37 per cent, of such deaths. 


SUMMARY OF FATAL ELECTRIC SHOCK ACCIDENTS IN 1913. 
Surface Accidents : — 


(2) Oa three-phase systems : — Accidents, Deaths, 


Low pressure vis 285 888 1 1 
Medium pressure ... ee sis wae 1 1 
High preesure sige Р 1 1 
(0). Oa continuous-current ey stems: 
Low pressare ecc — — 
Medium pressure — — 
Underground Aocidents :— 
(a) On three-phase systems :— 
Low pressure T eee T . 1 1 
Medium pressure s sis NA 9 10 
High pressure ees pe e" e = — 
(0) On continuous-current systems: 
Low pressure wee з T — — 
Medium pressure 2 2 
15 16 


Ok the accidents on the three-phase systems, 13 in all, 10 
were on completely insulated systems and 8 on systems 
with the neutral point connected to earth. 

Of the 16 persons killed by electric shock in 1918, 3 
were coal-cutter attendants, 2 were surface labourers, 2 
were underground road repairers, 2 were motor attendants, 
1 was a haulage hand, 1 a pony driver, 1 a foreman, 1 a 
coal conveyor attendant, 1 a drawer, 1 a surface screen 
boy, and 1 a trained electrician. 


NoN-FATAL ACCIDENTS. 


During the year 1913, 53 separate non-fatal accidents, or 
dangerous occurrences, were reported. There were no non- 
fatal ignitions of firedamp reported as having been due to 
electricity, as against 1 in 1912. There were, however, 3 
underground fires as against 2, and 50 electric shock acci- 
dents causing injury to 51 persons, against 36 accidents 
causing injury to 36 persons in 1912. All the electric-shock 
accidents were in mines under the Coal Mines Act, as also 
were all the underground fires. 

Underground Fires Caused by Electricity —Three under- 
ground fires were reported as having been due definitely to 
electricity in 1918. 

The first occurred on January 16th at Leven Colliery, 
Fife, Scotland. It was caused by the breakdown of two 
cables which were carried through the woodwork of a trap- 
door, and in contact therewith without effective insulation, 
and without armouring. The fire burnt for about an hour, 
and the woodwork of the door and some props were destroyed. 
No one was injured. 

The second fire occurred in a haulage motor house at the 
Duffryn Rhondda Colliery, Port Talbot, South Wales, on 
March 11th. In order to shield the motor-man from the 
cold intake-air, a piece of brattice cloth was hung behind 
him, and in the neighbourhood of the cables running from 
the motor-controller to the resistances. The fire was 
caused by a short circuit in the base of the controller, 
which set fire to the cables referred to. The fire travelled 
via their outer coverings to the brattice cloth, which, іа 
turn, caught fire, and some of the neighbouring props were 
scorched, but help was close at hand and the fire was quickly 
extinguished. 

The last was the least serious of the three. It occurred 
in a pump room at Markham Colliery, Hollybush, near 
Newport, Mon., on May 2nd. A short-circuit due to a 


breakdown of insulation at a cable dividing box caused an 
arc, which ignited the rubber insulation of some neighbour- 
ing cables. The fire spread to a rubber mat on the floor of 
tie pump room, but it was readily extinguished by the 
application of a little sand. 

Electric Shock | Accidents.— Of the 50 electric shock 
&ccidents causing injury to 51 persons which were reported 
during 1913, 30, causing injury to 80 persons, took place 
below ground, and 20, causing injury to 21 persons, took 
place at the surface. Of the 51 persons injured, 43 were 
disabled for more than seven days. In three cases the 
victim was unconscious for some time, artificial respiration 
being successfully applied in each case. In four other cases 
the victims were very seriously injared by burns. 

The first of these four cases occurred in the generating 
station at the surface of Silverwood Colliery, Rotherham, 
Yorkshire, on February 9th. Two men were working 
behind a live 500-volt alternating-current switchboard, 
when one of them dropped a spanner across some live parts. 
The short-circuit caused an arc, which badly burned both 
men about the head and face. It is said that the men 
were working with current on, in disobedience to 
instructions. 

The second of the accidents above referred to occurred in 
the generating station at Littleburn Colliery, Durham, on May 
29th. The victim, a contractor’s foreman, was explaining 
to a member of his firm how he intended to fix some con- 


ductors which were about to be erected behind the switch- 


board. He had a pair of pliers in his hand, and with these 
he made accidental contact with some live metal. The 
shock caused him to fall against three bare conductors 
carrying 2,750-volt alternating current. He was very 
seriously burnt, losing his left arm. After the accident the 
bare conductors were effectively protected. 

The third accident occurred at Greenrigg Colliery, Fauld- 
house, Linlithgow, Scotland, on August 19th, and resulted 
in severe burns to the victim’s left arm and hand due to the 
failure of the insulation of а trailing cable- which he was 
handling. The system in this case was continuous current 
and the pressure 500 volts. 

The fourth accident occurred at Bargoed Colliery, Mon- 
mouthshire, on December 29th. In this case the victim 
was a switchboard attendant, and he committed the error of 
attempting to examine a switch which was live at the time, 
and which he knew to be live. He short-circuited the con- 
ductors in the neighbourhood of the switch, which was 
carrying 3,300-volt alternating current, and was badly burnt 
on the left hand, face, and neck as a result. 

Unclassified Non-Fatal Accidents—An accident of an 
unusual character occurred at the Prince of Wales (Haigh 
Moor) Colliery, near Pontefract, Yorkshire, on Angust 25th. 
The glass forming the peephole on a coal-cutter frame was 


. blown out with such force that it caused incised wounds in 


the back of the attendant, who was at the time 10 yards 
from his machine. As the result of investigation and 
experiment it was agreed that there had been an explosion 
in the coal-cutter frame caused by the volatilisation of some 
insulating varnish, unduly heated by a sbort circuit in the 
motor armature. This short circuit also ignited the gas 
which formed inside the frame of the coal-cutter, and which 
proved to be explosive. 

The chief point to be noticed in the report is the import- 
ance of having an efficient earth, and as we have on several 
occasions pointed out, shortcoming in this respect, in our 
opinion, is due not so much to neglect on the part of the 
management as to incompetence of the electricians in charge. 
It is sometimes difficult to get a really efficient earth ” in 
a mine, and unless the electrician in charge has a little morc 
knowledge than a merely practical one, it is very possible he 
does not clearly uuderstand how to obtain, much less 


maintain, an efficient earth” as defined in the Special 


Rules regulating the use of electricity in mines. 

It is also a little disconcerting to have three fires re- 
ported due to electricity, and shows how much care is neces- 
sary in installing and maintaining electrical cable and plant 
in mines. If the colliery company cannot afford the ser- 
vices of a really competent engineer, then at least it would 
pay them to have a monthly or quarterly report made by an 
outside engineer. Accidents are expensive, and prevention 
is much better than cure. 
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Samuel F. B. Morse: His Lellers and Journals. Two 
volumes. Ву Е. L. Morse. London : Constable and 
Co. Price 818. 6d. net. 


In these two volumes, which are written by his son for 
the purpose of giving to the world “through characteristic 
letters and contemporary opinions an ac»urate portrait of the 
man and a succinct history of his life and labours,” we have 
the story of Morse the artist and inventor. With the 
artist part of the biography we do not propose to con- 
cern ourselves here, interesting though it be, and teeming 
with material that enables us to appreciate the man from 
many different aspects. Here we shall confine ourselves 
to the period beginning with the dinner-table conversation 
on board the вв. Sully in 1832, and terminating with 
Morse's death 40 years later—a period of stress and trial, 
of buoyant hopes and crushing disappointments, ending at 
last in success and world-wide celebrity. | 


Daring the dinner-table conversation just alluded to the 


subject of electromagnetism was discussed, and Morse rose 
from the table with the idea that there was no reason why 
intelligence might not be transmitted instantaneously by 
electricity,” quite ignorant of the fact that the same thought 
had occurred to the minds of others long before his day. 
That Morse first conceived the idea, or was the inventor, 
of the telegraph, no one to-day who kuows anything of the 
subject would seriously maintain. The distinction of 
having first published the idea of applying electricity to 
the telegraph belongs to the historic Scotsman, “ C. M.,” 
who enunciated his views in the Scot’s Magazine in 1753, 
and the invention attained its practical realisation in the 
hands of Le Sage, of Geneva, in 1774. Hence the need for 
the reader to gaard himself against the acceptance of such 
expressions as the inventor of the telegraph,” which аге 
sprinkled freely throughout the book in reference to Morse. 


In our desire to do justice to Morse we must not allow 


ourselves to forget the work of those who had laboured at the 
problem before him, as well as those who were contemporary 
with him. 

Forty-two years after the invention of Le Sage, and 16 
years before Morse embarked on the Sully, our own conntry- 
man, Ronalds, of Hammersmith, had telegraphed over eight 
miles of wire, with such success that he presumed to suggest 

‚ its adoption by the British Admiralty for coast communica- 
tion purposes, only to meet with a refusal on the ground 
that the existing system of telegraphing (semaphore) was 
. sufficient for their purpose. 

In 1820 Ampere constructed a telegraph, using a 
magnetic needle, wires and a battery; in 1828 Dyer 
erected a telegraph line on poles, with glass insulators, on 
Long Island, New York, and produced signals on prepared 

per by means of electricity, and in 1830, in Dublin, 
Booth showed how electromagnetism could be used to tele- 
graph to a distance and cause marks to be made by the fall 
of the armature of a magnet when the current was 
broken. Now these were all antecedent to the year 1832, 
when Morse claimed to have had his inspiration. They 
not only embodied the idea of a telegraph, but actually were 
practical methods of telegraphing, although crude ones. 
Morse's ignorance of what had already been done—an 
ignorance admitted by his biographer—need hardly be 
wondered at when we find two Judges, who tried one of the 
cases in which he was involved, riving it as their opinion 
that Mr. Morse was the first to devise and practise the 
art of recording language at telegraphic distances by the 
dynamic force of the electromagnet, or, indeed, by any 
agency whatever” (the italics are ours). 

That Morse did not continue in this state of ignorance 
is shown by the following significant interrogatories and 
answers, which appear in the records of a litigation with 
Bain, the inventor of the electrochemical recorder :— 

“ Nineteenth interrogatory. Do you mean to say that 
you were the first to discover that when an electromagnet is 
connected with, and forms a part of, such circuit the magnet 
becomes attractive and non-attractive, as the current flows 
or ceases to flow? Answer: I do not. 

„Twentieth. Do you mean to say that you were the first 


inventor of the combining an electromagnet and an arma- 


‘ture in a circuit of electric or galvanic conductors ? 


Answer: No, not generally in the abstract; but I do claim 
to be the firat inventor of combining an electromagnet and 
an armature, as described in my letlers patent, and of 
combining this combination with a circuit of electric or 
galvanic conductors." 

S» much for Morse being the inventor of ‘he telegraph. 
Lt us now see if he can lay claim to having invented the 
first practical telegraph. In the year 1837 his apparatas, 
on his own admission, was in such an unfinished etate that 
he was unwilling for it to be seen. In the same year Cooke 
and Wheatstone, in England, patented the first practical 


(needle) telegraph—practical in the sense of being a com- 


mercial undertaking. On June 10th, 1840, the first 
American patent for an electric telegraph was granted to 
these two inventors, and ten days later, on the 20th of 
the same month, Morse was granted his /irs/ patent for “a 
new and usefal improvement in the mode of communicating 
information by signals by the application of e'ectro- 
magnetiem." 7 | 

These facts speak for themselves, and need no comment. 

Again, in order to show that Morse was not ignorant of 
electrical principles when he conceived the idea of a tele- 
graph, it is contended by his biographer that he (Morse) 
“ was familiar with much that had been discovered with 
regard to that mysterious force (electricity) through his 
studies under Profs. Day and Silliman, of Yale, and through 
the lectures and conversations of Profs. Dana and Renwick 
in New York, so that the charge which was brought sgainst 
him that he knew absolutely nothing of the subject, can be 
dismissed as proving the ignorance of his critics" (vol. 2, 
page 3). In a deposition made in Marcb, 1850, Prof. 
Henry (the man after whom we name our practical unit of 
inductance) said of Morse :—“ He appeared to be an un- 
assuming and prepossess ing gentleman with very little know- 
ledge of the general principles of electricity, magnetism, or 
electromagnetism, &c."; and again, in giving evidence in 
the Bain case already referred to, the same high authority 
stated :—'* I am not aware that Mr. Morse has ever made а 


single original discovery in electricity, magnetism, or electro- 


magnetism applicable to the invention of the telegraph. I 
have considered his merit to consist in combining and 


applying the discoveries of others in the invention of a 


particular instrument and process for telegraphic purposes.” 
When reading through these pages, if we are to prevent 
our judgment from becoming obscured by the admiration 
which this fine tribute of a son to the memory of his 
father evokes within us, we must bear the facts 
in mind; for there is much, apart from the 
vexed question of priority, that we should like to dwell 
upon in this story of a man who voluntarily relinquished 
a remunerative profession, in which he had attained to a 
place of high distinction, to tread the rough and thorny 
path of the inventor, wherein he was to suffer penury and 
want, obloquy and insult, and be looked upon as an eccentric 
and a visionary. 
. We do not admit his claims, which in this book are 
reaffirmed, because in the truer perspective, with which the 
lapse of years has furnished us, we are enabled to estimate 
his position and work more dispassionately and impartially 
than was possible for his contemporaries ; but in doing 80, 
we recognise his right to a conspicuous place amongst the 
many workers who have contributed to the progress of 


electromagnetic telegraphy. 


Much has been achieved since the days of Morse; and 
the advent of fast-speed printing telegraphs and multiplex 
telegraphs is threatening to displace whatever remains of the 
more modern form of his recorder in the shape of the 
Wheatstone receiver. But when we contemplate the long 
evolutionary process which has resulted in the marvellous 
systems at our disposal to-day, and try to single out any one 
name as that of the “inventor of the telegraph,” we the 
more consciously recognise the truth of Sabine's remark that 
the arrogance of any individual claim to the title cannot be 
recognised ; and those men who deserve the most credit 
happen to be those who advance the least claim to it.* 
—A. Е. 


*“ Telegraph History and Progress." by Robert Sabine, С.Е. 
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Dinamo and Electric Motor Building. By A. Н. AVERY. 
London : Cassell & Co., Ltd. Price 1s. net. 


In this volume the author has done justice to his long 
experience in the art of building small dynamo-electric 
machines, by providing at a purely nominal price a fully 
illustrated and thoroughly practical treatment of the alter- 
native constructions available, and the materials and methods 
of construction and assembly best suited to the needs of the 
amateur with limited resources. Chapter I presents a 
simple and clear explanation of the fundamental principles 
of dynamo-electric current generation, and is followed by an 
equally clear explanation of the function of the commutator, 
the effect of brush width, angular lead, and auxiliary poles. 
The author is to be complimented on dealing with these 
topics without introducing theoretical matter so tempting 
to the expert and so confusing to the amateur ; the explana- 
tions given are clear, simple, and quite concordant with the 
practical nature of the work. 

The general requirements and materials of field magnets 
are outlined in Chapter III, and the relutive merits of 
different types of field systems are discussed briefly. The 
desirability of laminating armature cores is explained in the 
next chapter and the practical merits of different forms of 
stampings are discussed; means for ventilating the core 
might be described a little more fully and the use of 
wedging strips instead of binding wires deserves men- 
tion. In dealing with commutator construction the author 
becomes rather general in his remarks; more definite and 
practical information is here required by amateurs. Brushesand 
brush gear are dealt with in considerable detail ; the relative 
merits of various brush materials and the reasons for and 
applicability of different mounting methods are discussed, 
but here again a little more definite practical information 
might be included. Next follow three chapters on insulation 
and windings to which the author rightly attaches great 
importance, for defects in the material or arrangement of field 
and armature windings are responsible for most troubles in 
home-built machines. The instructions and illustrations here 
presented are admirable and should meet all requirements. 
Both hand and former wound armature coils are considered. 

Chapter IX presents full working instructions for the 

building of a 120-watt motor-dynamo converter, it being 
assumed that the reader buys the main castings ready made. 
The principle of working of the converter is first explained, 
then follow detailed and fully-illustrated instructions as to 
the sequence and manner in which machining and erecting are 
to be performed. This chapter is beyond criticism, and the 
notes concerning commutator and brush gear construction 
rectify the slight deficiencies noted in the chapters relating 
specifically to these topics. Chapter X includes general 
notes, and outline working instructions for the building of 
a number of small dynamos and motors, besides giving more 
detailed treatment of the construction of a 1-H.P. motor. 
The working drawings are clear and to scale, and include 
only essential dimensions. Suitable winding quantities 
and speeds are merely stated, and one wonders whether a 
simple explanation could not be given of means of calculating, 
at least approximately, the relation between winding, size 
_ and weight, horse-power and speed. The average amateur 
is, perforce, content to adopt instructions given by the 
makers of the castings, or advised in the query columns of 
journals devoted to model building ; or else to depend on 
chance. If he could be shown how to design his windings, 
the interest and value of building and testing the machine 
would be much increased. 

A few tables showing the weight of various sizes of wire 
accommodated in various spaces, the number of laminations 
of various thicknesses per inch, and so on, would be a 
valuable addition. Chapter XI, dealing with motor-starters, 
is cursory: the author explains how to calculate the total 
starting resistance, but then recommends that it be divided 
into equal sections ; personally, we should not consider this 
advisable in a 2-H. p. starter, and, іп any case, the advantage 
and method of proper grading should be explained. The 
final chapter on testing dynamos and motors for faults is 
thoroughly good. The book is well indexed, well produced, 
and to be recommended as an excellent investment to all 
readers, whether amateur or professional, interested in 
building small dynamo-electric machines. 


Clock Repairing and Making. Ву F. J. GARRARD. 
London: Crosby Lockwood & Son. Price 48. 6d. net. 


As a thoroughly practical treatise, of value to the amateur 
as well as to those in the trade, this book deserves high 
praise. Difficulties which are likely to be met with in the 
repair of clocks of various kinds are clearly pointed out, and 
the methods of overcoming the same are equally clearly 
explained. The writer is one who has had practical experi- 
ence of the whole subject he deals with, and the numerous 
* wrinkles" which are so useful in mechanical work of the 
kind are freely given. Неге and there, however, there are 
indications that the writer accepts common practices with- 
out questioning their correctness. On page 2, for example, 
he states that the bob of a pendulum is lens-shaped for the 
purpose of enabling it to cut the air easily. That this is 
the intention is doubtless true, but that that particular 
shape actually accomplishes the desired result is, we think, 
rather doubtful; probably no one has thought it worth 
while to question the correctness of the supposition, which, 
after all, is of negligible importance. | 

On page 126 the statement is made, in reference to turre 
clocks, that “ steel lines if put on wooden barrels cut the 
wood to pieces." To this statement we can, from practical 
experience, give an unqualified denial, for the lines merely dig 
slightly into the wood and form a spiral groove; such a 
practice is, it is true, not one to be recommended, but it 
certainly is not a disastrous one. 

In regard to the dissertation on page 3 in reference to 
* Pallets and Crutch,” it is much to be desired that the 
most unsatisfactory arrangement of providing practically no 
adjustment for setting the pallets in the position to give a 
correct beat has not been got rid of; a few better-class 
clocks have two adjusting screws (page 149), but in the 
great majority of cases the crutch (of springy wire) has 
either to be bent by means of a pair of pliers, or the pallets 
twisted round on their axle, to which they are secured 
spring tight, or rather spring loose, in many cases. Again, 
anything more absurd than the way in which clock cases are 
made it is difficult to imagine; they seem to be designed 
with the express purpose of making it impossible to get at any 
part of the works for cleaning or adjustment. Clock makers 
or clock repairers seem to have resigned themselves to the 
stereotyped designs, or rather want of design, and in ex- 
plaining how to take a clock apart and put it together again, 
point out difficulties which will be met witb, but do not 
state that these difficulties arise from absurdities in the con- 
s'ruction of the clocks. Mr. Garrard treats of clocks ав 
they are, and anyone reading through Chapter II, which deals 
with cleaning a skeleton clock,” cannot but be struck with 
the completeness with which. he treats the subject. 
Chapter III, on “Clock repairing,” is full of useful in- 
formation. In Chapter IV, in referring to “drills,” Mr. 
Garrard states that “ а drill is not a difficult thing to make," 
but such information as he gives as to how this is to be 
accomplished is most incomplete, and anyone desiring definite 
information is hardly likely to be satisfied with being told 


that the drill“ may then be filed up to the correct shape,” 


no information whatever being given as to what thiss hape 
shall be. The statement on page 127 that turret clocks 
should be boxed in free from damp” is entirely wrong; 
what is wanted is the freest possible circulation of air 
through louvres, and no “ boxing in": this was pointed 
out by Lord Grimthorpe many years ago. We are pleased 
to note that Mr. Garrard considera that electric clocks have 
a large future before them, though he does not go into the 
subject at any length, this being beyond the scope of the 
book. In spite of the occasional incompleteness of inform- 
ation, the work, as a whole, is one strongly to be recom- 
mended to all those who are interested in clock making and 
repairing ; it may be studied with very great profit, especially 
by country clockmakers, whose knowledge of their trade is, 
in a multitude of cases, deplorably incomplete, to say the 
least, —H. R. K. 


Dinner.—The employés in the switch works of 
Messrs, FERRANTI, LTD., of Holliawood, have just held their first 
annual dinner at the Star Hotel, Failsworth. Mr. Torrance, works 
manager, presided, 


^ 
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- ELECTRICITY APPLIED TO MINING. 


[The following discussions took place on the paper read by 


Mr. C. P. Sparks before the INSTITUTION OF ELECTRICAL 
ENGINEERS; see page 454.] 


DISCUSSION AT NEWCASTLE. 


Mr. J. LEGOAT said that even where local collieries had their 
own generating plant it very frequently paid them to arrange for 
a stand-by supply from the local supply companies, and they 
were thus able to dispose of surplus energy if they produced 
any. He assumed that the Ilgner seta were installed on 
account of the comparatively small size of the generating 
plant, and that had the generating plant been of much larger 
capacity, ordinary induction motors would have been used, 
either ke direct to the winding drums or geared. 

r. W. M. THORNTON said that he noticed that the disposal 
of the small coal was given as the reason for installing gas 
engines, and he would be glad to know if the Bettington 
boiler had been considered, as this was giving wonderful re- 
sults elsewhere. Не regretted that no costs were given in 
the paper, ae the inclusion of these would have strengthened 
the case for electrical driving very considerably. He had come 
across several cases of protective devices acting without any 
fault pene discoverable on the cable, and assumed that faults 
occasionally sealed themselves up. The duration of such faults 
was comparable with the duration of surges. For earth plates, 
he suggested a design consisting of an inverted hollow cone, 
as shown in the accompanying sketch; if provision were made 
to run water into this cone it would provide a continuous 
source of moisture for the surrounding coke. Due attention 
had not been paid to the effects of the comparatively large 
inductance of the ordinary mining electric bell. With the 
amount of inductance due to an electric bell in the circuit, the 
ordinary currents in use could undoubtedly cause explosions. 
He did not consider the figures at the end of the paper accu- 
rate enough to be put forward as authoritative. re was 
no doubt whatever that mixtures of pit gas could be ignited 
when using present-day voltages. With alternating currents, 
a higher percon se of gas was necessary to obtain the maxi- 
mum explosive effect. The only way out of the difficulty was 
to shunt the actual coil of the bell T means of a high non- 
inductive resistance. This could be added to any bell cheaply, 
and ony increased the ringing current by about 10 per cent. 

Mr. W. Baxter said that even if the coste had not been 
stated in pounds, shillings and pence, it would have been 
interesting to have comparative figures for the gas and steam 
stations. In order to reduce the width of single-reduction 
haulages, he suggested the introduction of an idle wheel be- 
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tween the motor pinion and the spur-wheel on the haulage; 
this would lengthen the bed-plate somewhat, but would 
obviate the somewhat unmechanical extension bed-plate for 
the motor where it had to be placed alongside of 
the haulage. Turning to the generating plant, he noted 
that the nine turbo-generators were made by no fewer than 
four firms, the alternators by four firms, and there were six 
different combinations of complete sets. Reading between the 
lines, it appeared that the gas engines had not been much of 
a success, and he asked why it was that these large gas 
engines were so successful abroad, and so unsuccessful, as a 
rule, in this country. He considered that a weak point in the 
Coal Mines Act, 1911 (General Regulations of July, 1913) was 
in insisting upon a surface earthplate without at the same 
time insisting upon earthplates at each level, as it had been 
shown conclusively by Mr. W. W. Wood that very dangerous 
conditions might arise with a surface earthplate only, due to 
insulating strata intervening between the surface and the 
various levels. Mr. Sparks’s recommendation to earth the 
neutral point in every case was decidedly too sweeping ; colliery 
managers and electricians held that an earthed neutral was 
not necessarily better than an insulated neutral. It was highly 
dangerous to make it possible for an automatic protective 
device to plunge a whole pit into darkness, and where separate 
lighting cables were installed, to be consistent, these should 
also have automatic leakage protection, with possibly disas- 
trous results in the event of an earth occurring. With regard 
to underground lighting, he did not consider that rubber- 
insulated cables run in screwed tubing made a satisfactory 
job. He suggested the use of cab tire-sheathed cable for 
this work. With regard to the cost of running miners’ electric 
lamps, the cost of lamp bulbs averaged 0.12d. per lamp per 
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shift, whereas no lead cell on the market could be run for 
much less than .3d. per lamp per shift. It was, however, a 
fact that when using alkaline cells the cost of battery main- 
tenance just equalled the cost of lamp-bulb maintenance. 
Mr. Н. W. CLorHIER thought that it was better to eliminate 
lightning arresters altogether. With regard to the objection 
that automatic leakage protective devices might cause danger 
by plunging a pit into darkness, he suggested the use of a 
number of these devices at different parts of the system, so 
graded as to cut out the defective part only. He suggested 
that relays might be used in connection with signalling sys- 
tems, as these could be made to work with very minute cur- 
rents; in one case he had in mind the power required 
did not exceed 0.08 volt-ampere. He did not agree with Dr. 
Thornton that the figures given at the end of the paper were 
unsatisfactory, because they formed a faithful record of some- 
thing which was not known before. 

Mr. P. V. Hunte said that in considering the results of a 
colliery electrification one could generally state whether or 
not the advice had been good by noting the power factor, and 
from the excellent results shown in the paper it was apparent 
that the Powell Duffryn scheme wae & well-designed one, with 
motors properly proportioned for their work. He quite agreed: 
that for the installation under consideration fifty cycles was 
much better than twenty-five cycles. He joined issue with 
Mr. Sparks on the question of burying the earth plates at a 
great depth; a much better arrangement would be to have a 
multiplicity of earth plates. To provide an efficient earth for 
static sub-stations it had been found necessary to provide no 
fewer than eight plates placed 40 ft. apart and carefully 
bonded together. | i 

Мт. С. P. Sparks, in reply, said that the special ventilating 
arrangement shown in connection with the Elliot Pit pumping 
station had been found necessary owing to the high tempera- 
tures attained by the atmosphere in the pump-room and to 
guard against accumulations of coal dust. He took exception 
to Dr. Thornton’s remarks that the tests on ignition by sig- 
nalling wire were not scientific, as an elaborate series of tests 
had been very carefully made. The gas engine installation 
had not been a failure, and the company were increasing the 
number of gas engines. The variety of types of machinery 
was accounted for by their trying to eliminate faults dis- 
covered in existing plants. 


DISCUSSION AT BIRMINGHAM. 


Mr. R, A. CHATTOCK said that it was interesting to find that 
the gas-driven generators required 18 B.TH.U, per watt-hour 
against 36.5 for the live steam turbines. This difference was 
largely accounted for by the difference in the load factor 
governing each type of келып punt the gas plant having 
а load factor of 72 per cent., whilst the steam only had 47 
per cent. Even better figures than those given should have 
been obtained with such load factors. It was certainly very 
necessary to keep the load factor on the gas-driven plant at 
the highest possible point, and it was interesting to see that in 
mining work 1t wag possible to adjust the load by carrying out 
the pumping during the night time and supplying the general 
colliery demands during the day, and thus to obtain an annual 
load factor of 72 per cent. Some years ago he went into the 
question of using gas plant compared with steam turbines 
for ordinary electric power supply from a central station, and 
he was satisfied that an annual load factor of at least 35 
per cent. would be required before the gas plant could com- 
pete with the steam turbine. The ordinary central station, 
working on light, power and traction load, had only a load 
factor of about 25 per cent., and the adoption of gas-driven 
plant was therefore not justified. These conclusions were 
based not only on the actual cost of generation by the two 
methods, but also on the capital cost of the plant and build- 
ings required; in addition, he considered that turbine-driven 
plant was more reliable than large gas engines, experience 
with which had not, up to the present, been entirely satis- 
factory. 

Mr. N. SHUTTLEWORTH said that the Ilgner motor-generator 
sets described in the paper were probably the second largest 
in the Kingdom. As with all other sets of a similar kind, it 
was necessary to arrange for a considerable drop in speed 
between no load and full load on the induction motor, so 
that excessive demands made on the C.C. generators could be 
provided by the Hywheel at the expense of its stored energy. 
The methods in use for enabling this speed drop to take place 
as the load increased were ae uneconomical as it was possible 
to imagine. In the present instance a resistance was inserted 
in the secondary circuit of the induction motor which ab- 
sorbed at maximum slip or minimum speed some 15 per cent. 
of the total input to the motor. The average slip in the 
absence of further particulars might be assumed as 8 per 
cent., which meant that 8 per cent. of the continuous input 
to the induction motor was wasted. The liquid slip regulators 
which consumed this energy required considerable attention 
and were expensive to keep in good repair. He would euggest 
the use of & rotary slip regulator, which took the form of a 
commutator motor inserted in the slip-ring circuit of the in- 
duction motor to be regulated. Making allowances for the 
losses in the rotary regulator, some 7.5 per cent. of the pre- 
eent input to the induction motor would be saved. Moreover 
the power factor of the induction motor would be improved 
at the same time practically to unity, so that on the whole 
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the supply current would show a reduction of approximately 
2U per cent. Incidentally this also improved the etticiency of 
the system because the colliery plant was fed by transmission 
lines of considerable length in which the losses inclusive of 
step-up and step-down transformers would not be less than 
7 per cent., and by reducing the line current by 20 per cent. 
the transmission losses were reduced to 4.5 per cent. Ihe 
rotary regulator could, therefore, be said to save no less than 
10 per cent. of the present input and at the saine time increase 
the carrying capacity of the transmission system. On the 
basis of cost of power of one penny per ton of coal raised to 
the surface, the saving for both winders amounted to 6s. per 
working hour, or probably £5 per day. It would seem, there- 
fore, that the direct benefits to be obtained from the use of a 
rotary type regulator amply justified. further capital expendi- 
ture in this directicn. | | 

Мт. С. Jones gave particulars of electrical apparatus which 
he had installed at Cannock Chase Colliery, and emphasised 
the large field which was open to electrical engineers for elec- 
tric haulage to perform the work now done by pit ponies. 

Dr. C. C. GARRARD, in speaking of flame-tigcht boxes for 
electrical apparatus, pointed out the advisability of always 
carrying out the tests with coal gas, as this was a more highly 
explosive gas than the gas found in mines, and consequently 
if the boxes were safe with coal gas they could be relied upon 
to give complete protection in service under mining conditions. 


Discussion AT MANCHESTER. \ 

Mr. Seaton stated that Lancashire would very shortly pos- 
sess a thoroughly up-to-date colliery electrically equipped 
throughout and with steam turbines as prine movers. 

Mr. W. T. ANDERSON said it was remarkable that all fatal 
accidents in connection with electricity below ground were 
due, not to unearthed systems, but invariably to high resist- 
ance in the earth circuit. It Was most dithcult to convince 
colliery managers and engineers of the Importance of earthing, 
Generally speaking, earthing consisted of putting an 15 in. 
earth plate into the ground, and if a bell rang through it all 
was considered well. Heavy earth plates buried yn made 
ground were invariably used, and in his opinion were a source 
of considerable danger. He described a system of earthing 
adopted at the Clifton and Kearsley coal mines in which cast- 
iron pipes 9 ft. long by 9 in. diameter, were buried vertically 
in а pit Which was constantly supplied. with water. Recent 
tests showed a resistance of 3.5 ohins between duplicate sets 
of pipes and 1.43 ohms between pipes and sets in parallel. 
The 50 per cent. conductivity in metallic sheathing demanded 
by the Rules was, in his experience, almost impossible with 
joints. Earthing of neutrals was very necessary. 

Mr. G. M. Brown said that the Powell Duffryn property 
was ideal for complete electrification. The greatest drawback 
was the low average power fuctor, due largely to the enforced 
use of low-speed motors of great overload capacity. In the 
case of the Aberdare Valley the average was between .7 and 
85, probably nearer .7 in cost cases. This was inevitable in 
colliery work, owing to the necessity of having haulage motors 
of ainple capacity for their work. ‘These motors usually repre- 
sented a large proportion of the total load. Statie condensers 
could be used in the case of small motors to keep the power 
factor at its maximum value at practically all loads and speeds, 
and in the case of large motors running under very steady 
lead, the phase advancer could be used. The disadvantages 
of the phase advancer were that it could not be kept in circuit 
on starting or reversing, and that the amount of leading watt- 
less current was unduly large in proportion to the motor load. 
These disadvantages effectually barred its use in connection 
with haulage motors, and the best method appeared to be the 
installation of a synchronous condenser. А simple calculation 
would show’ that the so-called) wattless load of the Powell 
Duffryn Co. represented a capital value of several thousand 
pounds, and if to this was added the probable cost of generator 
and transformer capacity to deal with this load, the total 
would be astounding and would demonstrate the fact that an 
Investment in. plant for improving the power factor on trans- 
ission lines would be а sound financial proposition. 

Mr. Н. W. EDMONDSON said, referring to portable lamps, 
that half-watt lamps would probably be used, but not in the 
near future. The exact voltage conditions under which port- 
able lamps would be used should be ascertained in order to 
ensure efficient working. 

Mr. S. J Watson said that as far as electrification of col- 
lieries in Lancashire was concerned, practically the whole 
field had got to be attacked. Gas engines were а thoroughly 
good proposition at а centre where coke ovens were installed. 
It ome T Et ^ у Why on a transmission line 
oniv nine miles long, it ha een necessary to ste 

10.000 to 20.0% volts. иаи 

Dr. G. W. WORRALL referred to earth resistance tests which 
he had. superintended at a large group of collieries. The 
conductivity of the carth return varied from about 1 to 24 
times the conductivity of the cable. The result depended upon 
the size of cable, and also took acconnt of joint boxes and 
switchgear which were installed. Regarding the resistance 
of earth plates, some tests carried out by him using two 
auxiliary earth plates showed a resistance slightly under one 
ay aN Managers seemed to think that when installing 

T. haulage motor, it was simply necessary to cut 


a hole in the eide of the shaft and put the motor there. Open 
fuses and switchgear which did not conform to Home Otice 
regulutions were frequently met. ‘lhe engineer of a very 
large group of collieries advocated the abolition of all starting 
gear underground; specially designed motors of about 40 H. k. 
were switched direct on the mains, and the results were stated 
to be very satisfactory. He suggested that miners’ lamps 
should be fitted with reflectors instead of leaving the lamps 
open; this would enable anyone following the bearer of the 
lamp to see ahead much better. Leather thongs for sus- 
pending cables were usually eaten away by rats and had to 
be repluced by zinc thongs. 

Mr. C. Day said the utilisation of exhaust steam had grown 
enormously, one company having supplied over one hundred 
plants for this purpose. ‘The problem of condensing plant in 
collieries was а ditncult one; corrosion and sediment problems 
were common, and it seemed quite the thing that jet con- 
densing plant rather than surface plant with tubes should 
prevail, Taking 100 cases in his experience, only one-fourth 
were surface condensing, the remainder being of the jet 
type. Corrosion was more prevalent with the very high 
speeds of rotation than with the lower speeds; it was a dis- 
tinct fact that a centrifugal pump run at 3,000 revs. would 
be more likely to show corrosion than if run at 1,000 revs. 
Therefore, if small steam turbines were used for driving these 
puinps it would seem better to drive through gears and keep 
the speed of the pump down. 

Mr. NELSON considered the question of colliery staff very 
important. Colliery plant was installed and when running 
all right was handed over to à inan. who, in view of the small 
size of the colliery, could not be adequately paid and there- 
fore could not have the experience to deal with such a valu- 
able collection of inachinery. This point alone warranted the 
supply being taken from a company. Regarding motors, he 
advocated the specification of a certain air gap, as in many 
cases very high efficiencies and high power factors were 
demanded necessitating small air gaps, with consequent 
trouble due to slight wear of bearings. There was consider- 
able room for improvement in the arrangements for easily 
and speedily removing connecting cables from portable haul- 
age motors and the operating gear. . 

Mr. E. C, McKInnon said regarding positive battery plates it 
Was stated that the original lead type lasted about nine months; 
assuming six charges per week this would work out at about 
200-250 charges. The life of the plate was affected by too 
much charging, but the deterioration could be decreased by 
the use of celluloid separators between plates. Care of the 
positive plate would give at least 600 charges instead of the 
present maximum of 250. 

Mr. W. Cramp said it was difficult to realise how it would 
pay a colliery to buy its current unless the colliery were very 
small. Comparative figures would be interesting, even if 
actual figures were withheld. The author had stated that 
trouble had arisen due to pre-ignition, and for that reason 
the powers of the gas engines were reduced; there appeared tc 
be other means of overcoming this trouble. The compression 
could be reduced, which would enable the gas engine to 
work again up to its full power. Another arrangement was 
to draw in with the air a certain amount of the exhaust gases 
ejected from the cylinder, which reduced the richness of the 
mixture and prevented pre-ignition. It had always been a 
puzzle to know why for 1,000 K. v. A. units the low-speed engine 
was adopted at all. The cost per kw. was particularly greater 
than that of the high-speed vertical engine; in fact two vertical 
sets could almost be bought for the price of one horizontal 
set. Besides the engine cost, there was the enormous cost 
of low-speed generators compared with the small cost of 
direct-driven high-speed generators. A third and not alto- 
gether negligible factor was that the high-speed vertical ehgine 
was а home product and could be built and repaired here. 
l'or the air filter a pressure of 4 in. or 6 in. of water produced 
by the fan was quite unnecessary; an inch at most should 
be sufficient. 

Mr, Sparks said that one point in the paper was unani- 
mously approved in London and at the Tocal Sections, viz., 
the earthing of the neutral. Mr. Anderson had shown how 
by careful desian and good construction earth resistances of 


C58 and 1.45 ohins could be obtained. Не desired to impress 


upon all members the fact that this earthing matter could 
not be dealt with haphazard, because, after all, the earth 
connection was intended to be the main safety point. The 
sheathing could not be relied upon, and in the paper an 
actual conductor was advocated. The author advised a num- 
her of smaller collieries not во favourably situated as Powell 
Duffryn, and it appeared simpler for them to purchase from 
power companies the moderate amount of energy they required. 
Ho did not know of a power company which could aupply such 
an undertaking as the Powell Duffryn. Mr. Edmondson’s 
remarks regarding lamp voltage embodied an exceedingly 
valuable suggestion; it was often overlooked that what 
appeared in itself a small variation in voltage was a large 
percentage when dealing with a 2-volt lamp. They had started 
with a surface condenser, but owing to the large amount of 
en ete.. coming from the winding engine, and through the 
low-pressure svstem into the condenser. the difficulty of main- 
taining a good head with surface condensing was very great, 
and in the latest adaptation a jet condenser had been used. 
Mr. "рее recommendation of the jet condenser was abeo. 
lutely right, as surface condensing waa too difficult a problem 
to keep up. When the winder-house was put up it was in- 
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tended to put in one electric crane, but as i$ was required to 
erect the plant quickly, it was arranged to build the workshop 
exactly the same width ae the winder-house, as it only meant 
altering the building by a foot or two. The original two 
cranes were therefore available for the winder-house 1 
erection, and subsequently one of the cranes was transferre 
to the pump-house. The scheme saved an enormous amount 
of time and money. For many years he had always demanded 
in specifications to have the air gap dimensions of the motor. 
There was a reason why vertical gas engines had been ignored. 
It was desired at the start to go in for a unit of about 1,500 
KW., and at that time, eight years ago, it was quite incredible 
that a firm should consider a high-speed unit delivering any- 
thing like 1,500 Kw., and although there was some approval 
of the proposal, no bids could be obtained for a unit of this 
size. This was the reason for the low speeds. Improvement 
in power factor was attained by working at a fixed pressure. 
tors designed to give good results at 3,000 volts would have 
a good power factor at 3 000 volts, but if the voltage was 2,900 
or appreciably over 3,000, the power factor would be bad. 


— 


IMPORTS OF HOLLAND. 


t 


THE following figures showing the imports of electrical and 
similar goods, for consumption, into Holland during the year 
1913, are taken from the recently-issued official trade statistics; 
the figures for 1912 are added for purposes of comparison, and 
notes of any increases or decreases are given. 


1912. 1913. Inc. or dec. 
a Gulden. Gulden. Gulden. 

Machinery, steam, industrial and agricultural.— 

From Belgium .. 8,342,000 3,690,000 + 348,000 
„ Great Britain .. 8,195,000 11,062,000 + 9,867,000. 
» Hamburg | 176,000 236,000 + 60,000 
» Germany .. 24,334,000 29,036,000 + 4,702,000 
„ United States 3,653,000 4,758,000 + 1,105,000 
„ Other countries 466,000 798,000 + 332,000 

. Total . 40,166,000 49,580,000 + 9,414,000 

Gutta-percha, raw.— | 

From France = 132,000 333,000 + 201, 000 
„ Great Britain 163,006 174,000 + 11,000 
„ Dutch Guiana 885.000 1,959,000 + 1,074,000 
„ Java, ete. ... .. 4, 772.000 1,650,000 — 3,122,000 
„ Other countries 230,000 237,000 + 7, 

Total . 6,182,000 4,353,000 — 1,829,000 

Gutta-percha manufactures.— 

From Belgium 379,000 578,000 + 199,000 
» Great Britain 2 92,000 156,000 — ,000 
„ Germany 372,000 402,000 + 30,000 
„ Other countries 21,000 1,000 - 20,000 

Total . 974,000 1,187,000 + 163,000 

Iron wire.— . | 

From Belgium 3,921,000 3,785,000 + 194,000 
„ Great Britain : 35,000 21,000 — 4,000 
» Germany 28,313,000 86,486,000 + 58,173,000 
„ Sweden m 234,000 546,000 + 252,000 
„ Other countries . 15,000 23,000 + 8,000 

Total 32,238,000 90,861,000 + 58,623,000 

Instruments, physical, chemical, etc.— 

From Belgium 711,000 810,000 + 99,000 
„ Great Britain 607,000 547,000 — 60,000 
„ Hamburg 53.000 401,000 + 348, 000 
„ Germany ..  .. 6, 425,000 1,639,000 + 1,214,000 
„ Other countries ... 219,000 149,000 — 70,000 

Total 8,015,000 9,546,000 + 1,531,000 

Copper wire.— 

From Belgium  ... . 166,000 211,000 + 45,000 
„ Great Britain . 107,000 152,000 + 45,000 
» Hamburg 205,000 6,000 — 199,000 
„ Germany .. . .. 2,995,000 4,038,000 + 1,043,000 
„ Other countries 64,000 | + 16,000 

Total 3,537,000 4,487,000 + 950,000 

Steel wire.— 

From Belgium 474,000 866,000 + 392,000 
„ Great Britai 801,000 909,000 + 108,000 
„ Germany ..  .. 867,000 5,283,000 + 4,416,000 
» Other countries ... 43,000 118,000 + 75,000 

Total  ..  .. 2,185,000 7,176,000 + 4,991,000. 
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1912. 1913. Inc. or dec. 
Gulden. Gulden. Gulden. 
- India rubber manufactures.— 

From Belgium 1,780,000 2,343,000 + 563,000 
„ Great Britain .. 2,139,000 8,548,000 + 3,321,000 
„ Java ..  .. 5, 239,000 2,917,000 + 778, 000 
„ Germany ..  .. 55,000 5,000. + 60,000 
„ Russia a is 634,000 1,273,000 + 639,000 
„ United States 117,000 000 — 26,000 
„ Other countries. 804, 000 791,000 — 13,000 

Total 10,756,000 16,078,000 + 5,322,000 

Glass manufactures.— 

From Belgium  ... zh 327,000 330,000 + 3,000 
„ Great Britain . 115,000 141,000 + 26,000 
„ Germany .. .. 9,131,000 2,303,000 + 172,000 
„ Other countries ... : 18,000 — 

Total - 2,591,000 2,792,000 + 201,000 

Porcelain.— | 5 

From Belgium 188,000 224,000 + 36,000 
„ Great Britain 107, 000 94,000 — 13,000 
„ Germany .. .. 1,888,000 1,577,000 + 189,000 
» Other countries ... 82,000 112,000 + 30,000 

Total 1,765,000 2,007,000 + 242,000 


Notre.—Gulden = 18, 8d. 


UTILISATION OF WATER-POWER. 


IN a paper read recently by MR. ARTHUR SURVEYER, before the 
CANADIAN SOOIETY OF CIVIL ENGINEERS, the author dealt with the- 
question of making Oanadian water-powers valuable, and inci- 
dentally touched on electrochemical and metallurgical develo;,- 
ments in connection with hydro-electric power. A brief abstract 


of his paper is as follows :— 


The followiog table has been compiled from various European 
sources, from the reporta of the United States Geological Survey 
and from the report of the Canadian Commision of Conservation. 
It shows the total available and deve'oped water-powers in the 
different oountries of Europe, in the United States, and in the 
various Provinces of Canada; it alo indicates the percentage of 
utilisation for each country and the horse-power per sq. nile. 


TABLE I. 


Hydraulic power 
avaliable on tur- 
e shafts. 


| Available. | Developed. 


Thousand | Thousand 
H.P, H.P. 


EUROPE 
Great Britain өөө 963 80 
Germanys... ... 1,425 445 
Switzerland ... РА 1,500 380 
eve eee | 5,000 | 300 
Italy 2 0 бое ТҮ) 5,500 565 
Franoe c. у. us 5 857 650 
- Austria-Hungary... 6 460 515 
Sweden - ees — 6,760 550 
Norway 908 is 7,500 920 . 
40,955 4,405 106 654 
NORTH AMERICA | | | 
United States 26,736 4,016 15:0 749 
САХАРА > | | 
Ra*katchewan ees 20 — 02 19 
Alberta n 2 71 7 9'8 '69 
Nova Sootia ... en 83 . B 180 8 93 
New Brunswick ... 280 10 86 10 03 
Manitoba ... | 410 | 48 117 637 
British Columbia 1,100 101 1011 | 2:81 
Ontario bo гай 3.400 504 14˙8 15°41 
Qaebec nee ai 5,600 328 5 8 16°88 
North West Territories | 6,900 | — 0'0 8 19 
17,764 | 1,013 8:3 | 6 55 


im. 


The data oontained in this table refer to conditions in the 
year 1911, and the provincial areas used to caloulate the figures of 
the last column are taken from the Canadian Atlas of 1906. 

It would have been more interesting if complete figures for 
1914 had been available. Unfortunately, nothing authentic could 
be obtained except in a few instances. The inclusion of the new 
Shawinigan development, the Cansdian Light & Power Oo.'s 
plant, and the large development at Cedars would raise the figures 
for the Province of Quebec to over 500,000 developed horse-power, 
Switzerland's present figures are about 550,000 H.P., Norway's over 
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1,000,000 H.P., and those of the United States between 5,500,000 and 
6,000,000 H.P. 

It is probable that the data concerning Europe and the United 
States are fairly accurate, whilst the Canadian figures are based on 
doubtful information. The Conservation Commission of Canada 
in its report of 1911 did not "consider advisable to make an 
estimate of the total water-power in Canada,” adding, ' one 
estimate places it at nearly 17,020,000 H.P.; but it does not, and 
caunot, rest upon any basia of reliable information." 

Table II and Table III refer more closely to the subject of this 
paper and supplemsnt to a great extent the information given in 


Tavle I. 
TABLE II 
| mE С Bub-division of developed power. 
, Developed | „ 
Provinces. , power. Electrical Pulp aud Various 
‚ | energy. paper. Industries. 
Н.Р. H.). НР. H.P. 
Ontario .. | 501,000 394,000 46.000 61.000 
Quebec ave .... 328,000 198,000 880CO 42,000 
| | à 


| 


Table II has been compiled from the report of the Canadian 
Commission of Conservation, and details the uses made of the 
developed water-powers іп Oatario and Quebec. It should be noted 
that 74,000 electrical H.P. are exported from Ontario to the United 
States at Niagara Falls, aud this amount is, therefore, not included 
in Table III. | 

Table III indicates the uses made of the hydrv-electric energy 
generated in Ontario, in Quebec, in France, ia Sweden, and in 
Norway. The data for the Provinces of Ontario and (Jaebec were 
taken from a paper by Mr. Watson Bain on the Electrochemical 
Industries in Canada.” The figures for the other countries refer 
to conditions previous to 1910, and have been compiled from 
different statistics. The conclusions resulting from the examina- 
tion of Table III are that up to the present we have only pro- 
gressed in the more simple applications of electricity, and that we 
have practically neglected its utilisation as an electrolytic agent 
and asa heat generating agent in electrochemistry and electro- 


metallurgy. 
TABLE III. 
| | Sub- division of developed power. 
Бетеірев ORDER сае 
Countries. HOO: E:eciro-chemist Motive power. 
electric ап и Traction апа 
power. | electro-metallargy. | lighting. 
ote. —— Чы i5 Eee | a Se Sa ы — шь 
Н.Р. | Н.Р, "n | Н.Р, © 
France 592,000 | 291,000 49:1 301,000 | 509 
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250,000 , 676 
295,000 | 922 


Sweden ... 370,000 120,000 32 4 
Ontario ... 320.000 , 25.000 78 


Norway ... | 543,600 | 275,000 506 268,000 
Quebec ... | 198,000 | 28,000 1471 | 


170,000 | 859 


It is self-evident that the consumption of electricity for lighting 
or for traction depends on population. Neglecting the Montreal 
market, which is exceptional, the consumption of electricity per 
capita either for lighting or for traction is too small to be con- 
sidered as an inducement to the extensive development of our 
waterfalls, A Western statistician gives the consumption of elec- 
tricity in small towns as, roughly, one-tenth of a horse-power per 
inhabitant, so that a plant of 1,000 H.P. would, on this basis, be 
sufficient to supply the requirements Of a town of 10,000 popula- 
tion. Оа the other hand, the smallest electrochemical or electro- 
metallurgical industry consumes more than 1,000 H.P. Plants of 
10,000 H.P. are numerous, and thoee of over 30,000 H.P. are by no 
means exceptional. 

The pulp and paper industries are also great users of power, but 
we in Canada are not so very far behind in this phase of develop- 
ment, although Sweden utilises over 120,000 H.P. 

An improvement in the situation might be brought about by 
attracting to Canada more electrochemical and electro-metallur- 
gical industries, thereby causing а notable increase in the develop- 
ment of our water-powers, It has been thought advantageous to 
briefly review some of the industries which, either on account of 
the abundanoe of the necessary raw materiale, or because of the 
large neighbouring markets, might be likely to prosper in Canada. 


ELECTROCHEMISTRY, 


Calcium Carbide,.—The calcium carbide industry was started 
in 1895, with Mr. Wilson, of Ottawa, as one of the pioneers. There 
are now over 70 plants situated all over the world capable of 
absorbing 360,000 н.р. in their operation. The world's production 
for 1910 was 250,000 tons; it was 800,000 tons in 1912, and in- 
creased to 310,000 tons in 1913. 

One special feature of the carbide industry is that many of the 
producirg countries are not users of the product, and that the 
centres of consumption are located in places where it is impossible 
for want of waterfalls to manufacture carbide. 

Germany, England, Auetralia, and the South American Repub- 
lics are the importing countries ; the consumption of Germany has 
increased five-fold in the last 14 yeara, having risen from 11,000 
to 55,000 tons annually. The exporting countries are Sweden, 
Norway, Switzerland and the United States. The production of 
the United States in 1913 was 70,000 tons, with an export frade of 


15,000 tons. The American exports go to South and Central 
America, where the demand for acetylene for house lighting is 
rapidly increasing. | 

Nitrate of soda, or Chile saltpetre, is the best known of the 
imported fertilisers ; it is found in its natural state in immense 
deposits situated in Chile, Pera and Bolivis. The curve gives an 
idea of the phenomenal increase in the world’s consumption. 

Nitrate of Lime.—Nitrate of lime was not at first received with 
favour by the farmers on account of its hygroscopic properties 
which demand the immediate use of the whole contenta of a 
barrel once it has been opened. However, outside of this incon- 
venience, nitrate of lime has been proved entirely superior to the 
Chilian nitrate of soda, and its consumption as a fertil'ser has 
increased rapidly. | 

The manufacture of synthetic nitrate of lime has only been 
carried out 80 far in Norway by the Norwegian Nitrogen Co., and 
ite subsidiary companiee, grantees of the Birkeland and Eyde and 
S:;honnherr patents. 

The chemical fertilisers manufactured at Notodden are nitrates 
of lime, of potash, of ammonia, of phosphate of ammonia, and of 
biphosphate of lime; this industry produces also nitric acid and 
nitrite of soda. The production of nitrate of lime was 9,500 tons 
in 1909, and it is estimated that the production in 1915 will be 
about 160,000 tons. 

The Norwegian Nitrogen Co. and its subsidiary companies bave 
undertaken, solely for the needs of this industry, the construction 


of a number of hydrc-eleotric plante, the total capacity of which 


will reach the enormous figure of 540,000 н.р. There are at 
present four plants of approximately 180,000 H.P. in operation, 
with two others totalling 160,000 H.P. in course of construction. 
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PRODUCTION, CONSUMPTION AND AVERAGE PRICE OF 
ALUMINIUM, 


The world's yearly consumption of nitrate of soda is approri- 
mately 2,500,000 tons; but the Chilian saltpetre is not utilised 
solely as a fertiliser, it is also employed in the manufacture of 
powder and nitric acid. It is generally acknowledged that indus- 
try does not absorb more than } or | of the total production of 
nitrate of soda. 

Mr. E. F. Cote, a well-known French economist and engineer, 
after having analysed the progress of the different Norwegian 
industries in 1912, expressed the following opinion concerning the 
future of the manufacture of nitrate of lime: 

Four hundred thousand horse-power with the efficiency men- 
tioned above would probably produce 250,000 tons of nitrate. But 
what is this? Chile exports every year 2,000,000 tons of natural 
nitrate to Europe ; in 10 or 15 years the Norwegian nitrate planta 
will have attained their full development ; but their production 
then will not be sufficient to take care even of the increased con- 
sumption. It is certain, on the other hand, that the Chilian beds 
will not be able to indefinitely supply the rapid and continuous 
increase of the demand, and it will be necessary for industry to 
develop its own means of production in order to satisfy the urgent 
need for nitrogen of the bread-eating nations. This means that 
the market for nitrogenised fertilisers ia practically unlimited and 
that is why the capitalists have given their. backing to the eleotro- 
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synthetic processes with а spontaneousness which has only been 
equalled by their boldness.” | 

Limestone is the only raw material required in the manufacture 
of nitrate of lime, the economical production of which is entirely 
dependent on the cost of the electrical energy. Ia Norway, the 
cost of production of nitrate of lime is very much below the selling 
price of Chile saltpetre, 

Nitric Acid.—Sgnthetio nitrio acid is chiefly obtained by the 
Pauling process, which is similar in principle to the Birkeland and 
Byde, and S shonnherr processes. 

The Pauling farnaces are used in Austria-Hungary, at Patsch, 
near Innsbruck: there are 21 furnaces absorbing 15,000 Н.Р. 
Another plant of 8,000 HP. operates the Pauling procees in 
the north of I‘aly, whilst in France, the Roche-de-Rame works 
near Briançon, have utilised 8,000 Н.Р. since 1908, and will ulti- 
mately use 20,000 H.P. 

Nitric acid manufactured synthetically ie very pure, and is free 
from nitrous products, and from chlorine and sulphuric acid. 

Tne worli's production of nitric acid is from 200,000 to 250,000 
tons per year, Germany producing about 100,000 tons, and the 
U sited States 70 000 tons per year. The margin between the sell- 
ing price of ordinary nitrio acid and the cost of synthetic az tio 
anid is large and indicates that this industry can afford to pay 
more for ite electrical energy than the nitrate plants. 

Calcium Cyanamide, —This is an artifirial fertiliser containing 
carbon, nitrogen and calcium. 

Electrical energy is used chiefly in the production of calcium 
cyanamide, which is the raw material, and which is transformed 
chemically into an az tised compound. 

Calcium cyanamide is manufactuted in 15 different plants 
located in France, Switz:rland, Norway, Italy, Austria-Hungary 
and Japan. Ia addition, the American Cyanamide Co. has im- 
portant works in the State of Alabama, and a plant a! Niagara 
Falls on the Canadian side. 

The world's production in 1911 was 110,000 tons, in 1912 was 
153.000 tons aud in 1913 reached 226,000 ton». 

The Canadian plant began operation in January, 1910, with a 


©.300,000 ttt ttt tt S Lt 


re ere бф фт = „ ъ= р > ө = „„ ә р „% „ рр „% „% „ р р р р › T 


PRODUCTION OF NITRATBS IN CHILE AND NORWAY. 


yearly capacity of 10,00) tons ; in March, 1913, the production of 
the plant had been increase 1 to 24,000 tons per узаг. 

Ai«minium.—This is manufactured by electrolysing alumina dis- 
solved in a molten bath of cryolite, these materials being placed in 
an iron trough lined with carbon, and connected to the negative 
pole of a dynamo, while a carbon anode immersed in the charge is 
connected to the positive pole. 

Alumina is obtained by refining baurite ; this ore is Gomposed of 
impure hydrated alumina, and contains besides ferric oxide, silioon 
and titanium oxide. France and the United States are the countries 
rich in bauxite. Ia 1910 the world's production of banx'te was 
271,000 tons, and of this total France had supplied 128,000 tons 
and the United States 129,000 tons. | 

In 1912 the U sited States produced 165 000 tons of bauxite, and 
imported 27,000 tons from France. They exported in the same 
year to Canada 10,000 tons of alumina or concentrated bauxite. 

The oryolite employed in the metallurgy of aluminium is a 
double flaoride of aluminiam and of s dium. The only known 
deposit is situated ia Greenland, and Бе] ngs to the Danish С vern- 
ment. Th expor, of this natural cryolite had reached 8,000 tons 
in the year 1911. However, the dou ‘le 81 ride of aluminium and 
sodium is now prepared artificially ia France and in Austria; the 
raw material used in this manufacture is the fl ioride of calcium 
called fluorspar, and the synthetic oryolite is considered a much 
better prodact than the natural cryolite of Greenland. 

Since 1886 the increase іп the world's consumption of aluminium 
has been phenomenal. The chart shown indicates this rapid rise, 


and also shows the corresponding drop in the selliog price of 
the metal. 

The manufacture of aluminium was towards 1890 in the hands 
of five companies, who raised the production of aluminium from 
175 tons per year to 7,300 tons during the period from 1870 to 
1890, In 80 years the average price of aluminium decreased from 
$1 a Ib. to $0.22 a Ib. in 1900. | 

The price of $).22 per 1b. did not leave а very great margin of 
profit, so that in 1900 the five companies amalgamated into an in- 
ternational syndisate to regulate the production and the selling 
price of aluminium. 

This combine caused an immediate rise in the quotations, but in 
1907, the patents for the manufactare of aluminium having 
become public property and the price of copper having fallen very 
low, the production of aluminium became much larger than the 
demand for it. This was followed by a crisis, which brought about 
the dissolution of the aluminium syndicate in 1908. 

Ia April, 1911, & new alliance was formed between the different 
manufacturers of aluminium. The obj ct of this combine was to 
regulate the selling price, to put a stop to the cut-throat compe- 
tition which bad existed since 1908, and to work for the oonstant 
enlargement of the market for aluminium. 

The extraordinarily low prices of aluminium have resulted in 
the popularieing of the use of the metal and the increase in its 
consumption in a remarkable manner, so that a return to normal 
conditions will leave the manafacturers who have been able to face 
the orísis with a market for their product definitely enlarged and 
continually inoreasing. 

In 1912 the United S:ates produced 18 000 tons of aluminium, 
France 13,000 tons and Canada 9,000 tons. 

Zinc.—T he production of zinc by the electro-thermic process has 
been undertaken chiefly in Sweden and Norway. At Trollhattan 
in 1912 11 farnaces produced 3,228 tons; the plant is to be 
enlarged: to 17 furnaces of 1,000 H P. each and eight of 500 H.P. 
each, giving a total installed capacity of 21,000 H.P. 

Two Norwegian plante produced 8,900 tons in 1912; and at 
Vancouver the Canada Z no Co. is supposed to be operating several 
Snyder furnaces for the electro-thermic treatment of zinc. 


Nickel and Copper.—Dre. Haanel and Héroult have experimented 
at Sault Ste. Marie, and think it would be possible to obtain com- 
mercial ferro-nickel p'g by the electro-reducing process. 

In 1910 the total power used by alaminium works was over 
320,000 H.P., of which 140,000 H.P. was developed in France. 

The actual capacity of the plants of the Aluminium Oo., of 
America, is 90,000 н.р, and this company has signed a contract 
for the purchase of 60,000 H.P, for use at its Messena Works on 
the St. Lawrence. 

Toe Shawinigan Falls plant of the Northern Alaminium Oo. has 
a capacity of 20,000 H.P. A French oompany, the Southern 
Aluminium Co., has started at Whitney, N.O., the construction of a 
70,000 H P. hydro-elec'ric plant, with furnaces, &c., which was to 
be in operation early this year. 

The Governm 2nt of Ohile has also been making extensive experi- 
mente in France on the industrial production of copper, and hopes 
to be able to effect a reduction of 75 per cent. in the cost of ite 
production by means of the electric furnace. 


Production of Pig-Iron by the Electric Furnace.—In 1906, the 
Canadian Government authorised Dr. Haanel to experiment on 
the reduction of оге in the electric furnaces known at the time. 
The experiments were followed by experiments in Sweden extend- 
ing over several years. A‘ Domnarfvet, the tests took place 
between 1907 and 1909, and were made with several small furnaces 
which had been invent«d by three Swedish engineers. | 

The Swedish Association of Iron Masters considered tbat the 

results of the operation of the Gronwall furnace were good enough 
to warrant the construction in 1910 of a complete experimental 
plant at Trollhattan near the Government's hydro-electric plant. 
The Trollhattan experiments were oontinued until September, 
1911, and were made in a furnace of 3.000 H.P. The new electric 
blast-furnace of Domnarfvet is of 12,000 H.P. and should produc3 
100 tons of pig-iron per day. 
Iron ores are smelted by the electro-thermic process in Cali- 
fornia, in I:aly, in Norway and at many places in Sweden. The 
prodaction of eleotrio pig-iron in this last oountry was 122 tons in 
1900 against 17,600 tons in 1912. The world's production in 1912 
was approximately 25,000 tons. 

The № ble Electric Steel Co., of California, has in operation three 
furnaces of a total capacity of 8,000 н.р, There are in S.andinavia 
20 furnaoes absorbing over 36,000 H.P. | 

Ferros.—The name "' ferro" is used to designate special varieties 
of p'g-iron which are used as a final adjunct in the metallurgy 
of steel. These are ferro-manganese, ferro-silioon, ferro-chrome, 
ferro-molybdenum, ferro-tungsten and ferro-titanium. The pigs 
produced in the electric furnace are expensive products of high 
quality. Ia 1910, according to the statistics of l'Industrie 
Miné ale the average value of ferros produced in the electric 
blast furnace was $21.00 per ton, whilst the ferros of the ordinary 
blast- furna ze was sold at $2.00 per ton. 

Ferro-Silicon —Ferro-silicon is used in the converting of pig- 
iron for the production of steel. The world's production is over 
100,000 tons of ferro-silioon per year. Two Canadian companies 
manufacture this product : The Lake Superior Power Co., at Sault 
Ste. Marie, with an electric furnace of 250 H.P., and the Electrio 
Metals Co. at Welland, operating four furnaces of a total capacity 
of 5,000 H.P. 

Ferro-Titanium.—The . manufacture of ferro-titanium in the 
electric furnace is particularly interesting on account of the large 
deposits of titanium ore in the Province of Quebec. The United 
States’ prodaction of ferro-titanium for the year 1912 has been 
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estimated at 3,763 tons and nearly 600,000 tons of titanium-treated 
steel have been manufactured, as against 400,009 tons in 1911. 

Production of Stce! in the Electric Furnace.—The electrio fur- 
nace used for the production of high and medium grade steel has 
во many advantages over the other furnaces that its general use 
appears absolutely certain in the very near future. 

There are already more than 120 furnaces in operation in the 
world, and the production of electric furnace steel has risen from 
33,000 tons in 1908 to 175,000 tons in 1912. Garmany has tripled 
her production since 1910, and in 1913 had in operation 15 plants 
producing about 102,000 tons a year, placing her in the lead of the 
other countries, The United States, after having manufactured, 
in 1910, 52,000 tons, including a large quantity of electric furnace 
steel rails, is now awaiting the results of the use of these rails and 
is only turning ont in the electric furnace special high-grade steels 
to the amount of 18,000 tons annually. 

The electric furnace is also extensively used for melting steel 
for castinge. 

Conclusivns.—The different industries which have been enume- 
rated absorb approximately 14 million hydro-electric horse-power, 


and Canada’s contribution to this enormous utilisation of power is 


just about 3'5 per cent. of the total. 

This paper can only be considered as a very brief survey of a 
very large field, and it would be rash to attempt to draw from it 
any definite conclusions. It is .evident that all the industries 
mentioned above would not be sure of succes: in Canada, and that 
every particular case should be atudied with the utmoat care before 
trying to attract the investing public. 

The great advantage of the water-powers of Sweden and Norway 
is the remarkable height of their falla and the consequent smaller 
volume of water required for the same power, 

It would be possible on our navigab!e rivers to sub.divide the 
oost of development between navigation and industry. This would 
во reduce the cost of the industrial part of development that the 
unit cost of these low-head hydro-electric p'ants might compare 
with the figures of the Scandinavian developments. This Govern- 
ment help has been given to several plants in Europe and America 
and explains in a measure the apparently low cost of some of their 
enterprises, 

There is no getting away from the fact, however, that the criti- 
cism of foreign éngineers is partly correct. We are io a measure 
handicapped, and there are numerous obstacles, economical, edu- 
cational and physical which interfere with the rapid development 
of our water-powers. 

It is significant to note that the countries which have given the 
greatest number of years to the technical study of their water- 
powers have the highest percentage of utilisation: Germany, the 
Scandinavian countries, France and Switzerland, for example, were 
the firet.countries of Europe to undertake the systematic study of 
their rivers and falls, and these nations are now getting a greater 
return from their natural forces than the other countries. 

It is only recently that such studies have been undertaken here, 
At present, the Canadian Public Works Department, the Dapart- 
ment of the Interior, the Quebec Streams Commission, the Hydro- 
Electric Power Commission of Oatario, and the Province of British 
Columbia, have undertaken the scientific discharge measurementa 
of some of our rivera, and have established gauges all over the 
country. 

It is safe to say to-day, that through the lack of surveys, of 
discharge measurements and of gauge readings there are very few 
of our waterfalls which could be offered to oversea bankers, 

The development of our water-powers has also been greatly 
handicapped by the difficulty in obtaining a. clear title of owner- 
ship, and by the uncommerciality of some of the clauses contained 
in Government leases, 


NEW PATENTS APPLIED FOR, 1915. 
| (NOT YET PUBLISHED). 


Compiled expressly for this journal by Messrs. W. P. TuowPsoN & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. | 


4,045. Electrical switches." А. P. Lunoperc, G. C. LuwpBERG, P. A. 
LuNDBEKG and G. PCC. March 15th. 


4,046. Electrical switches." A. P. LuxNpBERC, G. S. LCNSOBERC. P. A. 
LuwpBERG and G. Pecce. March 15th. 

4,054. Electrical turning-gear for starting internal-combustion engines.“ 
F. Н. Коуск & RoLLs-Roxce, Lro. March 15th. (Complete,) 

4.076. Storage- battery separators and process of making same.“ T. A. 
WILLARD. March 15th. (Complete.) 

4.079. Means for collectively actuating and controlling alternating-current 
motors." J. L. Rocrin. March 15th. (Addition to 735/13.) (Complete.) 

4,083. ‘ Electric clocks." F. O. Reap & E. G. Titompson. March 15th. 

4,087. '' Means for regulating the voltage of dynamos." S. Е. TYLER & 
W. J. E. BxE«&, March 15th. 
4,090. ''Carburettors," | ELECTRO-GENFRATEUR. GAMMA SOC. ANON. 
15th. (Convention date, March 16th, 1914, Belgium.) (Complete.) 
4.097. Production of Rontgen rays.” E. LirieNrFIELD. 
(Convention date, November 15th, 1913, Germany.)  (Complete.) 
4,110. „Means for connecting electrical conduits to their fittings." F. L 
BRoucuTON. March 16th. 

4,130. ''Interchangeable gas and electric light fittings.” 
& E. A. Snort. March 16th. 

4,138. “ Electric conductors, cables, and the like." II. 
Lrp., & C. Terry. March 16th. 

4.144. Oil circuit-breakcrs." F. B. Нот & H. Switn. March 16th, 
4,172. Associated internal-combustion engines and electric motors used 
in connection with the propulsion of watcr-craft." — WoLsELEY Motors, LTD., 
& A. A. Reaincton. March 17th. 


March 


March 15th. 


A. C. EBERHARDT 


TERRY & Sons, 


4.190. Thermostatically-controlled valve mechanism for steam traps, 
calorifiers, and the like." Котів, Lrp., J. J. Котів & G. E. Коув. March 
17th, 

4,203. ''Controlling-mechanism for electrie vehicles." Britis Тномвох- 
Houston Co., LTD. March 17th. (General Electric Co., United States.) 

4,206. '' X-ray plate-holder for absorbing secondary rays." A. O. FORDER. 
March 17th. 

4,209. ''Rheostats." ICRANIC Etrctric Co., Lrp. March 17th. 
Hammer Manufacturing Co., United States.) (Complete.) 

4211. ''Sparking-plugs for internal-combustion engines.” 
March 17th. 

4,229. '' Electrical coils and methods of winding the same." 
March 17. (J. R. Leeson, United States.) (Complete.) 


(Cutler- 
A. CHRISTMAS. 


Н. Марк. 


4.230. Winding-machines for winding electrical coils." H. Wane. March 
17th. (J. R. Leeson, United States.) (Complete.) 

4,239. ''Synchronisation of phonograph and kinetograph." С. H. VERITY. 
March 18th. - 

4,253. Electric visual and audible signalling-appliances." Н. GREEN & 


W. pe MANOEL LANDON. March 18th. 


4.263. Air-cooled tanks for electrical apparatus." Вавсоск & WIL@ox. 
Lro. March 18th. (Babcock & Wilcox Co., United States.) (Complete.) 


4,271. ** Aero-electric combined marine and aerial torpedo." R. P. Wil- 
LiAMS. March 18th. 


4.285. Automatic telephone exchange systems." С. A. W. Нома. 
March 18th. (Convention date, March 18th, 1914, Sweden.) (Complete.) 


4,331. Motor control," D. Murray. March 19th. 
4,332. ''Phonic wheel motor for distributors of electric telegraphs.” D. 


Murray. March 19th. (Addition to 3,436/14.) 
4,348. ‘‘ Telegraphy." EASTERN TELEGRAPH Co., LTD., & A. C. GARDINER. 
March 19th. | 


4.353. Thermic tclephones." ELEKTROTECHNISCHE SPEZIALKONSTRUKTIONBS. 
5 March 19th, (Convention date, March 24th, 1914, Germany.) (Com- 
plete. 

4.378. Telegraphic printing apparatus." М. DALSERA. 

4,401. '' Rotary converters," М. Waker, March 20th. 

4,411. ''Vibrating reed and like apparatus for signalling, indicating, ane 
other purposes.“ F. W. Lancurster. March 20th. 

4,42. ''Tclephone and like apparatus." Е. W. LANCHESTER. March 8th. 

4,432. “Protective devices for  alternating-current systems.“ Вкїтївї 
Tuomson-Hovston Co., Ltp., & E. B. ND MORE. March 20th. 


March 20th. 


PUBLISHED SPECIFICATIONS. 


Ссрієѕ of any of the Specifications in the following list may be ebtained 
of Messrs. W. F. Тномгрѕох & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post. free, 9d. (in stamps). 


2913. 
26,929., METHOD AND MEANS FOR COMPARING AND/OR MEASURING ELAC Ie 
Quantities. C. G. E. Milne, Н. T. George, P. M. Levy and J. Tucker. 
November 22nd. 


1914. 

2.089. ELECTRIC Swircurs. British Thomson-Houston Co. Januar) #6. 
(General Electric Co.) (Cognate application, 11,943/14.) 

4,470. Cases ок HOLDERS ESPECIALLY INTENDED FOR CARRYING ELECTRICAL. 
BATTERIES UPON MorTor-cycLes. А. S. West. February 20th. 

4,627. ELECTRIC LAMPHOLDEKS AND REFLECTORS. M. Chalier. 
(March 22nd, 1913.) 

5,351. ELECTRICAL TRAIN-CONTROLLING SySTEMS FOR RaiLkOoADS. H. J. War- 
then. March 2nd. 

5,354. ELECTRICALLY-CONTROLLED Locks. L. Cadenel. March 2nd. 

5.455. PROTECTIVE DEVICES. FOR ALTERNATING-CURRENT ELECTRIC. GBNBRATORS. 
British Thomson-Houston Co. & E. B. Wedmore. March 3rd. 


February 83:4. 


5,511. Evectric Сомросмо TRANSFORMERS. B. Holm-Hansen. March Ach. 
(March 5th, 1913.) 
5,513. ELECTRO-MACNETIC BRAKES, CLUTCHES AND THE LIKE. J. Р. Hall & 


Co. and A. Nicld. March 4th. 

5.588. METHOD OF Makine ELECTROSTATIC CONDENSERS. С. D. Burnside and 
Wallace. March 5th. 

5,016. Make AND Break SWITCHES. 
5th. 

5.890. DEVICES FoR INTERMITTENTLY MAKING AND BREAKING ELECTRIC CIRCUITS. 
К. G. Fyson. March. 9th. 

5.903. COMMUNICATING with Trains. H. A. Thompson. March 9th. 

6.668. MEANS FOR TRANSMITTING AND RECEIVING MESSAGES AND EXHIBITING 
SIGNALS ELECTRICALLY. T. D. Smith. March 16th, 

6.739. METHODS OF AND MEANS FOR EFFECTING THB COMBINATION OF GABES. 
British Thomson-Houston Co. March 17th. (General Electric Со.) 

6,853. INCANDESCENT ELECTRIC Lamps. W. J. Owen and C. Damry. March 
18th. 

6.867. COMBINED MECHANICAL SUPPORT AND ELECTRICAL CONNECTION FOR ELac- 
тис Fans. J. H. Collie. March 18th. 

7.274. ELECTROSTATIC SEPARATORS FOR SORTING Ост THE ConsTITURNT Parts 
OF COMMODITIES ACCORDING TO THEIR ELECTRIC Capacity. A. Bibolini and D. 
Riboni, March 23rd. 

8,695. ELECTRICAL CONNECTIONS. 
April 6th. 

10.733. ELECTRIC Licht SWITCHES SHINING IN THE Dank. 
della Cerda. May Ist. June Sth, 1914.) 

11,404. ELECTRICAL CONDENSERS AND THE MANUFACTURE Turrror. G. Giles. 
May 8th. (July 3rd, 1913. Addition to 10,895/14.) 


R. Hacking and C. H. Hamley. March 


Soc. Anon, le Carbone. (April 7th, 1918.) 


С. Santostelano 


11,881. MacNkric Compasses. М. B. Field. May 14th. 
12,746. Evectric Licnt Pexpants. W. O. Teasdale. Мау 23rd. 
14.548. ELECTRIC Switcnes. J. H. Tucker. (Divided application en 


10.388713. February 27th. Cognate application 16,045/14.) June 17th. 

14,558. SPARKING PLUGS FOR INTERNAL-COMBUSTION ENcINES. S. К. Jackaman. 
June 17th. 

14.595. MECHANICAL SELECTOR FOR ELECTROMAGNETIC WAVES TO WIRELESS 
TeLrcrapnic RECEIVING APPARATUS. R. B. Goldschmidt. June 17th. (Decem- 
ber 29th, 1913.) 

14.884. Spark GAPS FOR RADIO-TELEGRAPIIY, 
(June 23rd, 1913.) June 20th, 


E. Girardeau & J. Bethenod. 


15,798. Liguio Resistance Apparatus. Н. Herapath & М. J. Railing. 
July 1st. 

19,122. Execrric Switcurs ror Switcnspoaros. С. Н. Worsnop. August 
27th. 

19.944. Execrric RAILWAY AND LIKE SYSTEMS. T. Е. Mullancy. September 
18th. 


20.248. ELFCTRICAL RFSISTANCE THERMOMETER, 
ment Со. & W. Н. Apthorpe. September 26th. 

22270. CONSTRUCTION AND ARRANGEMENT ОР SELF-INDUCTION COILS FOR usa 
IN DUPLEX TELEPHONE SYSTEMS OPERATING ON THB " Pupin " Principi. A. Н. 
Olsson and H. B. M. Pleijel. November 9th. (November Ilth, 1913.) 


Cambridge Scientific. Instru- 
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the Mansion House, at which the theme discussed was the 
need for co-operation between science and industry. One 
of these was held between nine and ten years ago— it was the 
inaugural meeting of the British Science Guild, at which 
the Right Hon. R. B. Haldane was elected first President. 
Interesting speeches’ were delivered by men of unquestioned 
eminence —e Bishop, sn Admiral, engineering leaders such 
as Sir Wm. Mather and Sir J. Wolfe Barry, the respected 
chief in the world of textiles (then Mr. Macara) and others. 
The proceedings were well attended and even enthusiastic. 


Ik ve recollect one feature more vividly than any other it 


is the speech in which Mr. Haldane, as he then was, 
extolled the German system in respect of its appreciation 
of the value of science and scientific principles, and in 
its method of dealing with the workman who would not 
work, | 

Much water has flowed under the bridges since that date; 
Governments have changed, and the turn of fortune's 
wheel has brought into power one in which the first President 
of the British Science Guild forms one of ita most distin- 
guished members—now Lord Haldane of Cloan—than whom, 
we supposed, few knew, or thought that they knew, the soul 
of Germany better. Within the intervening decade we have 
witnessed the immense development of Teutonic industries 
consequent largely upon their fall appreciation of the value 
of scientific production and organisation and financial co- 
operation, assisted though, as everybody sees now, by 
unscrupulous machination. The British Science Guild is. 
entitled to credit for all that it may have done to change 
the attitude of Governments, manufacturers, and the 
general public towards science, scientific education, and 
scientific principles, and Lord Haldane is equally entitled 
to our sympathy if to-day he has to deplore the fact that 
obsession with the manifold important duties devolving 
upon a Cabinet Minister, in a decade marked by very 
democratic tendencies, has prevented him from іп- 
ducing the British nation to avail itself more thoroughly 
of the object lessons that he had been privileged to observe 
in Germany. 

The second of the Mansion House Conferences, of which 
а report appears on another page, was not convened by the 
same Guild. Yet the speeches of 1915 had very much in 
common with those of 1905. The hall, the stage, the 
theme—were the same; there were other actors, but the 
need for & more general utilisation of science in industry 
was shown to be still one of the most urgent of all our 
needs, indeed the urgency of the question was emphasised 
by the added experience of these 10 years of German 
industrial advance. Bat the fact that we are now at 
death-grips with the people whose system Lord Haldane once 
extolled, should bring home to the national mind most forcibly 
the seriousness of the whole question in relation to our future 
trading abilities. We have ventured to hope that all the 
industrial lessons that we have been learning or re-learning 
since last July have persuaded Ministers, manufacturers, 
and others in authority, that this is no purely academic 
question, but one in which we are all vitally concerned. 
Yet, if we were to judge from the proceedings and attend- 
ance at this second conference, we should feel that we 
had yet a long way to go before the real facta bad been 
properly brought home to the public mind. We 
were permitted to listen to the reading of a chapter 
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from a book already published, which stated very con- 
vincingly once again how science has contributed to Ger- 
manj's success in economical and competitive production. 
The audience was very small, but we should judge that those 
who were present knew the argument full well. There was 
а brief discussion, in which Sir Philip Magnus very reason- 
ably asked what it was proposed to do to bring about the 
alteration that seems to be so essential, but it cannot 
be said that those who asked for bread got anything 
better than a stone. One of the most telling speeches was 
that in which Col. Cassel made an indictment of the 
Government itself—in which Lord Haldane sits upon the 
Woolsack—for advertising for chemists with high quali- 
fications, for service at Woolwich,.at two pounds no shillings 
and six pence per week! Of what avail is it to agitate for 
raising the scientific status if the Government itself values 
the services of scientifically-trained men in so niggardly a 
fashion, and when it excludes from the Board of British 
Dyes, Ltd., expert chemists of unquestionable eminence? The 
first President of the British Science Guild, if he still holds 
the views of his earlier years, should surely make his voice 
heard in the councils of his party in these momentous days. 
How can we expect to raise- the status of science if we 
keep the monetary reward of the scientist below that of the 
artisan or labourer? The second conference seemed to 
agree that the matter was not one to tackle in a hurry— 
no cut and dried scheme could be propounded. How far that 
attitude differs from the one adopted by the conference of 
10 years earlier the few who were present on both occasions 
may be left to judge. Others who were present last month 
and care to tarn to their ELxcTRICAL Review for 
November 3rd, 1905, may feel that there is much in 
common between the two reviews of the position and of the 
need for educating the race from top to bottom in regard to the 
value of scientific principles and their application in every 
department of life **to the problems which modern life pre- 
sents in peace or war." Really from the gtandpoint of con- 
ference we do not appear to be any forrader — we are 
as conservative as ever in some things. The resolution 
passed last month stated that it was desirable, **in order 
to improve the working conditions in which British 
industry at present operates, that there should be closer 
co-operation between industry, science, and finance." In 
our opinion it does not require discussion to secure 
approval for that view from such an audience at this 
late date. What is required is that something should be 
done, otherwise we may see the end of this war, and talk on 
for another 10 years, perhaps losing ground all the while. 
Since the conference we have received a communication 
from the Institute of Industry and Science, which convened 
it, stating that something will not be disclosed until the 
dinner which is to be given in about a month's time to 
leading industrialists, scientists, and bankers.” We will 
endeavour to rest our souls in patience, waiting for something 
tangible. Publicity galore, advertisement and talk are not 
a very satisfying diet for hungry men. 


е THERE has been an uninterruptedly 
рр firm tone about the copper market for 
weeks past, and all the more cautious expressions of opinion 
which have been met with are now being thrown to the 
winds, as it becomes more and more probable that there 
is a big and concerted plan of manipulation at work to rig 
the market. American producers, stiffened by the conbra- 
band policy of the British Government, and backed as all 
the world knows by important German interests, are engaged 
in rushing up the price of their product, regardless of the 
fact that while they have been restraining output, thus 
keeping labour out of employment, they are also inveighing 
against the action of the Allied Powers in “ stopping their 
trade." That it is sheer nonsense, does not appear a factor 
in the eyes of the German coppermongers, who are coining 
money while Europe bleeds. "l'here is undoubtedly a large 
consumption of copper, and the full benefit of it falls into 
he coffers of the American copper producers, who, indeed, 


are reaping a golden harvest, and who seem able to push 
up prices much higher still Their argument that the 
British Government can afford to pay even £100 a ton is, no 
doubt, all right, for wars for national existence have to be 
fought out to the end, regardless of cost, and the German- 
Americans are no doubt quite wise in their generation in 
preferring to sit snugly at home in New York or Boston, 
and coin dollars, rather than put their manhood to the test 
in Flanders or in the desolation of West Russia. It 
must be kept ever in mind that half-bred German interests 
are pretty powerful in America, and when these are linked 
up in an endeavour to rig the market in conjunction with 
what are frankly American manipulators, the result can 
only be higber prices. Output is being kept down as closely 
as may be to consumption, though the former has 
undoubtedly increased to a considerable extent lately. It is 
improbable in the extreme that the copper magnates will permit 
it to expand to a degree sufficient to permit of a decline 


in prices, and some of them are boasting now that the policy 


of small output and big profit has come to stay, as against 
big output and small profit. This can only foreshadow a 
period of manipulation, until possibly the American copper 
trade is again threatened with a Government inquiry 

upon anti-trust lines. Something of this is being held over 
the heads of the American spelter industry now, and may 
have a restraining effect upon the cupidity of the leaders of 
the trade. The responsible head of the United States із, 
however, hardly the man to show stiffness of attitude in any 
matter requiring the display of virile qualities or statesman- 
ship. There is an additional factor, too, to be considered 
just. now in the copper position, and that is, that the 
scarcity of vessels is becoming so great that it is a ques- 
tion whether shipments can be made from the United 
States to Europe on anything approaching the scale neces- 
sary to enable goods to be exported. For weeks past metals 
have been waiting shipment on the quay at New York, and 
they seem likely to wait there for weeks more. Shipping is 
not to be had, and this is the plain fact about the matter. 
Notices have already been given to certain large consumers. 
here that it will not be possible to ship copper bought by them 
till July, and turn where one will, the same tale is told. 
Under these circumstances and in view of the manipulation 
at work, it is impossible to hold very bearish opinions as to 


the future. America can put prices higher if it is con- 


sidered desirable, and there is no doubt that the times are 
regarded as very auspicious for a gampaign of squeezing 
Europe, such as has been initiated, and the early phases of 
which are now with us. 


WE have recently had occasion to call 


5 attention to the activity which is being 
Activity. displayed by the U.S. Government and 


American firms generally to take advant- 
age of existing circumstances to improve their position in 
the world’s markets. A further evidence of this activity 
has now come to our notice, this time with particular refer- 
ence to the extension of trade with France. The American 
Consul-General in Paris, it appears, has arranged to publish 
a weekly bulletin of offers received from the United States 
giving names and addresses of the firms making the offers 
and the nature of the goods for sale. These bulletins will 
be distributed to all the trade organisations in Paris, by 
whom they will be affixed to notice boards, and they will also 
be given wide publicity in the monthly journals issued by these 
organisations. Accompanying each bulletin is an invitation 
to French firms interested in the offers to call at the office of the 
American Consul-General to examine letters, catalogues and 
samples. It is hoped that by giving this wide publicity 
to the desire of American firms to increase their trade 
with France, satisfactory business connections will be made 
directly between French importers and American manufac- 
turers. We cannot approve all the methods adopted by 
American Consuls in their work, but we can at least give 
them credit for their energy. This particular enterprise 
would appear to offer excellent opportunities for good, and 
now that British Consuls are displaying greater enthusiasm. 
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than ever before, we may hope efforts to similar ends for 
British trade may be more numerous than they have hitherto 
been. Another evidence of American activity appears in a 
cable which has recently been received by the American 
Government from the Commercial Attaché in Madrid, in 
which he states that the American Ambassador and he 
recently had an interview with the King of Spain, in which 
the latter expressed the opinion that the present moment 
offered an excellent opportunity for American interests, par- 
ticularly in the mining and metallurgical industries. 


As an off-set to the above, it is interesting to note that. 


the American Consul at Buenos Ayres recently reported that 
a man of great experience in South America had told 
him that American firms were making a big mistake 
in refusing to send travellers to that market. He states 
that English firms have now five travellers to every three 
they had a year ago, soliciting orders for any kind of future 
delivery, as they are determined not to let the market slip 
away from them. Не also says that even some German 
firms are keeping their South American men active, 


although no one can tell when they will be able to fill 
ordera. 


In our last issue we published a com- 
munication from Councillor William 
Smith, late chairman of the Ilkeston 
Electricity Committee, on the subject of tariffs for elec- 
trical energy, which calls for comment. It will be remem- 
bered that Mr. Smith resigned his position in order to 
champion the cause of a photographer who had been 
charged for electrical energy at lighting rates, although 
the photographic lamps of another member of his profession 
were supplied at the power rate; this case is not on all fours 
with that brought forward by Mr. H. Faraday Proctor some 
time ago, che question in the latter case being whether it 
was lawful to supply such apparatus at the power rate, 
whereas the former was apparently a true case of preferential 
charging, which is clearly contrary to the law. 

The point to which we wish to call attention is the 
uncertainty which appeara to prevail in some municipal 
quarters with regard to the powers of the supply authority 
to formulate special tariffs, as exemplified in the first three 
questions submitted by the Ilkeston Corporation to the 
Loca! Government Board: The reply of the Board is, as 
Mr. Smith remarks, very significant, but it could have been 
anticipated by anyone who took the trouble to study the 
terms of the Electric Lighting Acts, which make it. 
perfectly clear that, provided that the maximum charge 
specified in the authority's Special Act or Prov. Order is 
not exceeded, and provided that no undue preference as 
between consumers of the same class is exhibited, the 
authority is entirely at liberty to lay dowa a separate tariff 
for any and every class of consumer. We need only cite in sup- 
port of this contention the fact that churches, offices, private 
residences, public-houses, factories, shops, basements, and other 
classes of consumer, have been and are differentially treated 
by various supply undertakers, although they all use the 
energy supplied for lighting. If energy {is supplied for 
motive power at 1d. per unit, and if it is supplied for 
photographic purposes at 14. per unit also, it is a mere 
coincidence or & matter of convenience that the two 
rates are identical—they really have nothing to do with 
one another. Parliament has not laid down any rule that 
power and lighting shall be charged for at different rates, 
nor has it specifed that they shall be charged for at the 
same rate; the question is left quite open to electricity 
supply authorities—provided that no unfair preference is 
shown as between consumers of the same description. 
The Electric Lighting (Clauses) Act, 1899, Schedule, 
Sec. 38, states clearly that “ the undertakers may make any 
agreement with a consumer as to the price to be charged 


Preferential 
Rates. 


for energy, and the mode in which those charges are to be 
ascertained, and may charge accordingly. In a word, 
preferential rates are forbidden, but differential rates are 


‘permitted. 
THE report of the Comptroller-General 
P od ш of Patents for 1914 naturally differs very 


| materially from those of previous years. 
The state of war has had various consequences upon both in- 
ventors and their inventions, and the all-absorbing subject of 
war has encouraged inventive ingenuity in military and naval 
matters, while our relations with other countries led to the 
passage of special Patent legislation. The statistics are, of 
course, affected, as the following figures for two years 
show :— 


1918. 1914. 
Patent applications ... · 30,077 24 820 
Completed specifications 19309 ` ^ 16,443 
Sealed specifications ... А 16,599 15,036 
Income... sv ; . £346,324 £322,829 
Expenditure ... ^"... . £194,423 £194,767 
Surplus... А . £161,901 £128, 062 


In the course of the usual review of the trend of inven- 
tion, it is stated that the electrical industry, as a whole, is 
very prominent, although there are few outstanding features 
that are considered to call for comment. Continued progress 
in automatic and semi-automatic telephone systems is noted, 
and attention has been given to receiving arrange- 
ments for cable telegraphy, and to ionised gas relays. for 
use in telephony and wireless receivers. The subject of 
locomotion in general still maintains its pre-eminence, and 
the flow of applications was equal to that of the previous - 
year, until the outbreak of war, when a considerable falling- 
off set in. Applications in connection with motor-vehicles 
and internal-combustion engines are still very numerous, 
but there is & notable falling-off in the total. "Tractors for 
agricultural and military purposes, and signals for indicating 
to a following vehicle &n intention to turn or stop, are 
mentioned as noteworthy features. The interest in visual 
signal-indicators for mines has been well maintained. 
There is à well mainteined interest in railway signalling, 


without any marked departure from known types of 


apparatus. | 

Among the war features in the year's record is the 
stimulus given to aerial warfare and submarine mining. 
Methods for detecting submarines and torpedoes, and for 
protecting ships therefrom, are also specially noted. The 
disaster to the submarine A7 directed attention to the 
problem of locating wrecked submarines and signalling to, 
and rescning, their occupants. 

As to the future effects of the war upon invention, we 
cannot possibly foresee these, but it is certain that we can- 
not expect to avoid the consequences of wholesale carnage. 
Among the millions of lives that are being sacrificed are 
some of Europe’s best. Potential genius, germs of inven- 
tive greatness, which might have benefited coming genera- 
tions, are squandered at the bidding of Kultur-cum-Mili- 
tarism. The world generally is being robbed of its heritage. 
But there may be compensations as usual. Hundreds of 
thousands of men will never return to their former occupations, 
but may be compelled to subsist in calmer spheres where 
the inventive faculty may have a freer scope. The experi- 
ences of the period of war have turned thousands of minds in 
directions that they might never have followed in continued 

The new and vast constructive operations that will 
ensue when the destroyer's hand has been stayed will be 
sure to give & stimulus to innovation and invention, and 
the lessons learned from the applications of science in con- 
nection with German achievement may lead most countries 
to desire to spend larger sums upon research and investi- 
gation. It may be that, after accounts have been settled, 
German industrial concerns will have less money to devote 
in such directions, but though the financial stress and strain 
may be severe there will be a great unwillingness to cut 
down such items of expenditure, and inventive advance may 
contribute largely to the solving of coming problems, for is 
not necessity still the mother of invention? C 
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THE ELECTRIC VEHICLE. 


ELWELL-PARKER BATTERY TRUCKS. 


WE are glad to note that an up-to-date method of handling 
passengers’ baggage, &с., on and about station plat- 
forms has recently been introduced by the London and 
North-Western Railway at Euston. Two Elwell-Parker 
battery tracks are now in use for conveying passengers’ 
baggage and general platform freight. These were supplied 
by Mr. J. D. Gillespie, of the Railway Track Supply Co., 
who are sole agents for the Elwell-Parker Co. This class 
of truck is now being used in England for many purposes, 
chiefly amongst the railway companies. The Great Western, 
Midland, Lancs. and Yorks., and Great Central Railways 


ELECTRIC BAGGAGE TRUCK SUPPLIED TO THE L. & N.W. RAILWAY Co. 


have one or more Elwell-Parker trucks in use. At 
the Great Western Company's locomotive works at Swindon 
14 Elwell-Parker trucks are employed for conveying works 
materials from one point to another; the trucks are easy 
to operate, and can be turned in a short radius. The cost 
of maintenance is exceedingly low, and the energy con- 
sumed very little. The L. & N.W. is the first English 
railway company to employ 
these electric trucks generally 


The latter is divided in halves, interlocked respectively 
with the control and brakes, so that when the driver gets off 
one side an automatic circuit-breaker in the main circuit 
opens, and when he leaves the other the brakes are applied. 
An upward movement of the controller handle causes for- 
ward motion, and a downward movement the reverse. 
Trucks are supplied with driving platforms at each end, the 
controls being interlocked. The speed of the truck loaded is 
5 or 6 miles an hour: the turning radius of the outside 
wheels 12 ft. and it measures 12 ft. 5 in. x 3 ft. 9 in. 


over the body, weighing 2,780 lb. empty. 


G.V. ELECTRIC Motor VANS. 


For some months Messrs. Hay's Wharf Cartage Co., Ltd., 
have been using 2-ton G.V. electric motor vans for delivering 
meat from Smithfield Market to various 
firms in the London area and outlying dis- 
tricts, including Redhill, Kingston, Harrow, 
Enfield, Dartford, &c. It will be noticed 
that the vans, of which six are now in use, 
are regularly running on hilly country roads 
—the utility of the electric on well paved 
city streets is beyond question—and giving 
every satisfaction, во much so that a third 
repeat order has been given to the General 
Vehicle Co., who supplied the original vans, 
Messrs. Hay’s Wharf Cartage Co. having 
satisfied themselves that, compared with 
horse vans. the saving to be effected in two 
years will be sufficient to pay for the first 
cust. . 

The vans frequently run 70 miles a day, 

as upon their return, after having ran some 
10 miles (the normal distance on one charge 
of the battery) they reeive a boosting 
charge, and then run another 30 miles. 


The drivers, who were previously employed. 


in driving horse vane, have quickly become 
accustomed to their new work. 

The particular vehicles referred to have 
a sheet-covered van body with а driver's canopy, and are 
mounted on a standard G.V. chassis, fitted with rubber-tired 
wheels and roller bearings. There are two separated foot- 
operated brakes. 


A single totally-enclosed traction-type ball-bearing motor . 


is fitted, capable of taking 300 per cent. overload for 20 
minutes; this drives through Morse chain on to a diffe- 


| ZU e TEE Toe QE Шы. = 
for platform use, although | (a Ce CoA Ў кору. 
other railways have experi- 9 M S CRANN S 
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every case the results have | | . 
been successful. In the United ИЕ 
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Parker make. 
- The truck which we illas- 
trate is of 2 tons carrying 
capacity ; its special features 
are the automatic control, 
automatic braking and four- 
wheel steering. It is fitted 
with an Edison battery, carried 
in a spring suspended cradle 
arranged for easy removal of 
the battery for replacement, 
and a special motor operating 
at 24 volta pressure, and 
capable of running the loaded 
truck up a 15 per cent. 
gradient. i 

The motor and driving gear are enclosed in an aluminium 
dust-proof case ; the motor pinion drives a differential on a 
countershaft, the pinions on the end of which engage with 
internal rim gears on the driving wheels. 

The driver operates the steering lever with his right, and 
the controller handle with his left hand, while standing on 
a projecting platform. | | 
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G.V. 2-Ton ELECTRIC Tnavck8 USED by HaAv's WHARF CARTAGE Co. 


1 countershaft and thence by roller chains to each road 
wheel. 

A 44-cell Tronclad-Exide battery is carried below the 
chassis, and the controller is placed under the driver's seat 
and operated by a handle at the side; there are four for- 
ward speeds and two reverse speeds, A three-way running 
switch is provided having neutral, running and charging 
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positions ; the driver can remove the handle in the neutral 
position, in which and the charging position the controller 
is inoperative. 

An ampere-hour meter is fitted which automatically trips 
the circuit breaker when the battery is fully charged; the 
meter also tells the driver the state of his battery. 

We gather that the acceleration of these vehicles is 
excellent, and that on London roads they are ranning loaded 
at speeds of 15 to 16 miles an hour, alchough rated at опу 
12 miles an hour on the level. 


INDUSTRY, SCIENCE AND FINANCE. 


THE announcement that a Conference of the Leaders of 
Industry and Science would be held аё the Mansion House 
on March 25th, to consider the mobilisation of industry and 
science and the working conditions in which British industry 
at present operates, and to suggest a new basis at the 
conclusion of the war may have raised hopes that this 
vitally important matter was at last to receive adequate 
treatment. Such was not the case. With all due defer- 
ence to the positions and qualifications of those. gentlemen 
who attended the Conference, we feel sure that they would 
be the last to maintain that the gathering was traly repre- 
sentative or worthy of the vast importance of the subject 
under discu-sion. The attendance muy have been affected 
adversely by the fact that the Royal Society and the Chemical 
Society had meetings on the same afternoon, and it is 
peculiarly ironical that an Institute preaching efficient 
organisation should be the victim of clashing engage- 
ments. 

One seeks in vain in the afternoon’s proceedings for any. 
vigorous and definite proposal of policy, and the resolution 
carried by the Conference . . . that it is desirable, in 
order to improve the working conditions in which British 
Industry at present operates, that there should be closer 
co-operation between [ndustry, Science, and Finance," is, at 
this late date, unu'terably feeble. Of course it is desirable 
that there should be closer co-operation. That has been 
obvious for years past, and has formed the text, of innumerable 
sensational but barren articles and treatises during the last 
eight months. The whole point is first to determine how 
sach co-operation may be secured, and then to secure it. 
From this point of view, the Mansion House meeting was 
sterile. It is, as Sir Philip Magnus remarked, too much to 
expect a complete constructive policy to emerge from a 
single afternoon’s discussion, but any institute essaying to 
increase co-operation between industry, science, and finance, 
by generatising on the subject, is simply wasting the time 
of its members. Precise schemes are needed, and, while we 
bear no ill-will against the Institute of Industry and Science, 
or any other body organised to deal with this important 
matter, we feel that the whole problem of co-operation 
is one demanding immediate attention by individual 
parties. 

Individual manufacturers must realise that properly 
trained scientific men are good investments and, as such, 
are entitled to adequate remuneration and proper encourage- 
ment to invent and improve machinery and processes. 
Individual scientists must realise that their work must con- 
form to the requirements and conditions of- industrial 
practice or be handed over, at the earliest opportunity, to 
men able, by their training and experience, so to adapt and 
apply it. Individual bankers must realise that Messrs. A. 
and B.’s new works, new machine or new process is, subject 
to the judgment of a commercial scientist, whose mind does 
not live in a test-tube, a fit and proper security on which 
to advance capital for ita development. It is no use talking 
_ about the matter as a general proposition. It is a subject 
for immediate action. Messrs. A. and B. can afford to pay 
salaries such as will bring them men with scientific qualifi- 
cations and commercial and industrial experience fitting 
them to develop processes and plant on which Messrs, C., 
the bankers, can safely advance capital. But Messrs. A. 
and B. must not regard their scientific men as interesting 
freaks, commercially lunatic, to be snubbed as often as 


possible and placed entirely under the control of a commercial 
board of directors. | А 

With Sir Philip Magnus, we agree that our output of 
science, our standard of technical education and our industry 
and inventive genius are as great as those of the world in 
general and of Germany in particular. With Colonel C. E. 
Cassel, we agree that the present position of scientists in 
industrial concerns in this conntry is ineffective and degrad- 
ing. We must imitate Germany to the extent of securing 
the best scientific advice obtainable and giving it proper 
weight and influence ёп our industrial councils. Faults in 
the past and present composition and working of individual 
firms must be fearlessly laid bare and ruthlessly uprooted. 

The reason for these urgent words and drastic proposals 
is not far to seek. During the war, we have industrially a 
breathing space—so far as concerns German competition. 
Great and urgent as are our industrial problems in other 
directions, we must find time now to frame individually— 
since it seems hopeless to expect any adequate general solu- 
tion—the measures by which we are to conduct the coming 
industrial war. Once the sword is sheathed, the industrial 
ability and organisation of Germany will be directed to 
underselling in every market. The indemnity imposed 
by the Allies will compel great wage reductions in Germany, 
and tbe over-extended factories of that country will 
literally flood the world with cheap German goods. ~ Nor 
shall we be immune from severe competition by our allies and 
by neutrala—chief among them America. To meet the 
unprecedented conditions which must surely arise and to 
avert what can only be lasting industrial ruin, we must 
cheapen production. As Lord Portsmouth took care to 
emphasise, this cannot be done in the United Kingdom by 
wage reductions. We shall have to increase our efficiency 
of production, which means utilising existing and new 
scientific methods to the greatest possible advantage—again 
a matter for immediate and sustained individual effort in 
individual cases. Organisation of sales and commercial 
methods in general is a closely allied but still distinct 
problem. 
. During the past century the development of science has 
exerted an ever-increasing influence on political economy, 
but, though we agree with Mr. J. Taylor Peddie that this 
has rendered unsound many of the theories formerly held by 
political economists and has practically given any and every 
industry to that country which prosecutes its development 
most scientifically, though we agree that the direct and 
reflex influences of inventions and improved methods and 
equipment are far-reaching, and have done more to further 
the progress of human development than any political 
measure, yet we feel that Mr. Peddie underrates the value 
of *he assistance which can be given to science and industry, 
separately and conjoined, by judicious legislation and State 
finance. Extraordinary as the organisation of German 
firms has been, technologically and commercially, German 
industry could never have reached its present development 
without the diplomatic, legislative and financial assistance 
accorded to it by the German State. In these directions, 
we feel that it is up to our own Government to do many 
things which it has failed to do in the past, but the necessary 
machinery will take long to construct and bring up to 
speed. Meanwhile, the problem must be tackled and largely 
overcome by individual private effort. Until such effort 
has been made extensively and effectively, pressure can 
hardly be exerted on the Government, and definite schemes 
and policies can hardly be formulated ‘with advantage by 
private associations. 


Electrically-Driven Barges.—Our contemporary, the 
Motor Ship and Motor Boat, recently described a type of eleotrio- 
ally propelled barge, of which about 100 are in service in one part 
of Germany, engaged in bricks and limestone into Berlin. 
They are long shallow craft, built of steel, having a displacement 
of 250 tons and a draught under 5 ft. Their length is about 123 ft., 
beam 14 ft. 6 in., and depth 6 ft. A battery of 80 cells, with a 
capacity of 700 ampere-hours, each cell weighing 120 kg., is in- 
stalled in a ventilated lead-lined chamber 10 ft. x 14 ft. x 5 ft., 
near the stern, and supplies energy to an 8.H.P. motor driving the 
propeller direct at speeds of 120 to 150 R.P.M. The speed of the 
barges is very low, not exoeeding 3 miles an hour; they run trips 
in normal operation of about 70 miles, and are stated to have given 
satisfactory results, 
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THE CARDIFF ACCIDENT. 


Іх our issue of March 26th last, p. 434, we referred briefly to 
the extraordinary accident which occurred on Sunday, March 
21st, at the Roath electric power station of the Cardiff Cor- 
poration, and resulted in damage estimated at some £20,000, 
as wel as the shutting down of the tramway service and 
dislocation of electricity supply in the city. We are now 
able to publish some views taken in the station after the 
accident, which will convey a better impression to our 
central station readers of the state of affairs then existing, 
than any amount of description. Some idea of the position, 
however, was conveyed in the report of Mr. Arthur Ellis, 
the city electrical engineer, at an emergency meeting of his 


Committee, held soon after the accident, when he is reported . 


to have stated, amongst other things, that: — 


removed by that evening, after which the new circulating pipes 
would be put in and the new plant in the power station could then 
be put in commission. 

Whilst the accident itself was extraordinary, the escape from loss 
of life was more extraordinary still. One could see pieces of metal, 
weighing as much as 30 owt., all over the place. 

The cause of the accident was now quite unascertainable, and he 
did not think they would ever know the reason for it. 


AERIAL WIRE ROPEWAY FOR AUTOMATIC 
DISPOSAL OF ASHES. 
SoME years ago we published particulars of an aerial wire 


ropeway at the Neepsend electricity works of the Sheffield 
Corporation, installed by Messrs. R. White & Sons, of 


SECTION OF STATOR WHICH FELL INTO SWITCHROOM, 


TAE DAMAGED ENGINE ROOM. 


ACCIDENT AT CARDIFF POWER STATION, 


The most urgent ncei of the moment was to give temporary 
cover to the machinery, which was now exposed to the weather. 
The position was that 
one of the large en- 
gines had been entirely 
wrecked, and in his 
opinion it would not 
psy the Committee to 
re-erector re- construct 
it, because, nowadays, 
with a modern type of 
plant, they would prob 
ably get & turbine at 
considerably lesa cost 
than they would have 
to pay for the re- 
erection of the wrecked 
engine, He had never 
heard or known of 
anything of the kind 
happening in any elec- 
tric power station in 
the country before. 
He had no doubt in 
his mind that the 
engine accelerated to 
enormous speed, and 
the flywheel, of a 
deadweight of over 70 
tons, with an electric 
generatorof about the 
same weight coupled 
to it, buret and simply 
shattered the end wall 
and demolisk ed most 
of the roof It also 


FLYWHEEL Boss AND REMAINS OF 
ROTOR, 


damaged the engine immediately opposite to it, but the damage 


to that was not so extensive. The greatest difficulty had been 
with the large 20-in. water pipes serving the new machinery. 
These had been broken, and the water rushing down the centre 
of the engine-room, together with the force of the barsting 
of the flywheel, had affected the fcundations of the engine 
very seriously. Large masses of concrete had been loosened and 
broken up. It was found that the waterworks department had 
new pipes in stock. He was hoping that the concrete would have 
been removed in order to put the new pipes io, but there were 
many tons of solid concrete to be dealt with, and the task had been 
greater than anticipated. It was possible that it would be all 


Widnes, for the automatic disposal of ashes from the boiler 
house. It will be remembered that the ropeway in this case 
served a dual pur- 
pose. In the first 
place, it automatic- 
ally disposed of the 
ashes, and secondly, 
these ashes were used 
to fill up part of a 
ravine, and make it 
level with the rail- 
way line on the top 
side of the works, 
and so provide extra 
coal storage space, 

and room for extra 
railway sidings. 
This work has now 

been completed, and 

in order to find 

further tipping 

ground it has been 

necessary to erect a 

fresh ropeway across 

the railway line, and 

to tip the ashes on 

some waste land on 

the east side of the 

railway. This in- 

volved the raising of the ashes to a sufficient height to allow 

the ropeway to be carried well over the railway, and leave 
room for a protective bridge over the railway itself. 

The level of the boiler floor at this point is about 
50 ft. below the level of the line, and it was therefore 
necessary to provide two electric hoists with a total lifting 
height of 110 ft., allowing ample head room. 

The ashes are loaded directly from the boiler furnaces into 
the tipping wagons, each wagon holding 2 cb. yard, and 


DAMAGED BUILDING CONTAINING 
Н.Т. SWITCHGEAR. 
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are then run by hand 
to the foot of the 
electric hoist. The 
man in charge turns 
an electric switch, and 
the wagon with its 
contents is at once 
raised to the top. At 
this point the wagon 
engages a bar fixed in 
such a way that the 
hoist not only stops 
automatically, but the 
wagon at the same 
time is automatically 
tipped into a storage 
hopper immediately 
below it, shown, in the 
adjoining view. The 
man at the bottom 
then turns the switch 
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which has just been 


loaded with ashes from 
the hopper. 

It will be noticed 
in the views that the 
ropeway makes two 
vertical angles en 
roule, and one hori- 
zontal angle. In order 
to comply with the 
railway company’s re- 
was 
necessary to run the 
line of the carrying 
rope horizontally, so 
as to keep the carriers, 
both loaded and empty, 
well within the sides of 


the protective bridge 


already mentioned. .Aa 
soon as the ropeway 
leaves ‘the railway it 
at once rises up a 
gradient of 1 in 5; 
until it arrives at the 
angle standard, which 
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t 
again, and the empty | 
wagon descends with | VGN 
the hoist. It will be di — . 
noticed that the whole у 4 i 
of this arrangement i; DS 
automatic, and it is LC LN 
not necessary for the p ай 
attendant to travel A — 
with the loaded wagon. 


The hoist is supplied 
in duplicate, and is : a 
driven by electric " H 
motors, with counter- — si 
balance weights in the 

usual way. 


top is capable of hold- 
ing 10 tons of these 
ashes, and when it is 
full the man in charge proceeds to empty it by the use of 
the aerial ropeway. Fig. 2 shows one of the carrier boxes 


\ 


Fic, 2.—LoAD'NG A CARRIER BOX FROM THE STORAGE 
HOPPER. 
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is 60 ft. high from the 
gronnd level. with an 
angle of 145°, as shown 
in figs. 3 and 4, in 
order to provide plenty 
of tipping height. The 
carriers, whether 
loaded or empty, pass 
through this angle 
station quite auto- 
matically, both on the 


Fig, 1.—81DE VIEW OF LOADING, DBIVIN d AND TENSION TERMINAL OF ROPEWAY,' forward and return 
WITH ELECTRIC HOISTS, STORAGE HOPPER AND STEEL STAGING. , | 


journey. 
| From here, the 
carriers proceed directly over the tipping ground, where 
they are discharged automatically in the manner shown in 
fig. 3. Proceeding onwards, they are conveyed to the far 
end of the line, where there is an automatic return 


Ета, 3.— RETURN TERMINAL OF ROPEWAY, AND CARRIER 
DISCHARGING ASHES, 
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terminal fixed at a total height of 50 ft. above the ground 
level, as shown in fig. 3. 

The ropeway is erected on the side of a ravine, and 
in addition to the very high tipping space provided by the 
standards themselves, there is room for a very large quantity 
of material, due to the peculiar formation of the ground at 
. this point, and it is estimated that the ropeway in its present 
position, although only 600 ft. long overall, will provide 
 tipping space ifor about 53,000 cb. yards of ashes. By 
means of Messrs. White's special arrangement of dummy 
Standards this space can eventually be increased to about 
200,000 cb. yards. 

It is understood of course, that the tipping, as in 
the previous installation, is | 


done entirely automatically, TTT 


as is clearly shown in fig. 3, 
and the carriera not only 
go round the return ter- 
minal automatically, but 
also through the angle 
station, so that as a matter 
of fact the carriers are 
not touched by hand from 
the time they leave the 
loading berth until they 
arrive there again on the 
opposite side of the rope- 
way, where they are auto- 
matically released from the 
hauling rope and stand on 
the fixed run rail ready to 
load again. 

The ropeway is designed | 
for carrying 10 tons per | 
hour, but this can be 
inoreased . if necessary by 
merely adding extra buckets. 
It is driven by a motor of 
6 B.H.P., of the protected 
type, fed with ‘two-phase 
alternating current at 200 
volts, 50 periods, and pro- 
videl with an auto-trans- 
former starter. The electric 


WHITE. WIDNES 


The Defendant said there was one line, amounting to Is. 74d., 
deliveréd in 1912. The rest of the goods returned were delivered 
in January, 1914, and were returned in July. 3 

The Plaintiffs’ representative said their agreement was that no 
goods could be returned after six months. | 

The Defendant «ма the plaintiffs had always changed goods 
previously, and had never stipulated that it should be done in tix 
months, 

The Registrar intimated that if the defendants ordered goods of 
the plaintiffs upon ordinary sale or return terms, kept the goods 
for six months, and then returned them, in his (the Registrar's) 
opinion, that was a great deal too long to keep them, unless it was 
shown that there wasa contract between the parties to that effect, or 
that it was well known in the trade that goods could be kept for 
six or seven months before returning them. 

The Defendant said he could only prove his arrangement by pre- 


eee —— 


< — 


. 


\ р 


E. 


Gy 


E C CL 
x 24у 


4 


hoists are driven by means - Fig, 4.— BRIDGE OVER RAILWAY, AND AUTOMATIC ANGLE STANDARD. 


of similar electric motors of 


12 B. H.P. each, with wound rotors, and controllers of the 


reversible type. 

Messrs. Gilbert Heathcote & Co., of London, provided 
the bridge over the railway ; the whole of the remainder 
of the installation, including the electric hoists, was pro- 
vided by Messrs. R. White & Sons, of Widnes. | 
^ The installation is a very interesting piece of work, and 
we congratulate Mr. Fedden, manager of the electricity 
department, on the satisfactory results attained. 


LEGAL. 


THE RETURN OF ELECTRICAL Goops. 


In the City of London Court on Friday, March 26th, before Mr. 
Registrar Wild, a claim was made by Otto Bohndel (sole proprietor 
of Schoen Bros.), 29,Cock Lane, against the Wirthy Incandescent 
Light Co., electricians, 200, Portobello Road, Notting Hill, for the 
balance of account for electrical goods supplied in the way of 
trade. 

The PLAINTIFFS’ representative said that the claim arose from 
the fact that the defendants had returned goods which the plain- 
tifs could not accept. The goods were delivered in June, 1912, 
and the defendants returned them in July, 1914. Of course the 
plaintiffs could not accept back goods which had been kept for 
over two years. 

The DEFENDANT said the statement was not true. The arrange- 
ment made with the plaintiffs’ traveller was that all faulty goods 
should be returned, and that was what had been returned, As, 
however, the defendants .had stopped dealing with the plaintiffs, 
they. had refused to change the last lot of goods. 

The REGISTRAR: It is said that the goods returned were 
delivered in 1912, 

The Defendant: No; they were not. 

The Plaintiffs’ Representative : I can prove it, 


vious transactions, and he had not brought the necessary papers 
with him to do that. | 

The Registrar suggested that the defendants’ point might be 
brought out by questions asked of the plaintiffs’ witness, but the 
plaintiffs’ representative said they would not exchange any goods 
after six months, 

Continuing. the Witness said when the defendant returned the 
goods plaintiffs went through them carefully and exchanged part 
of them, Others they could not accept, having been too long 
delivered. 

The Defendant said the arrangement made with the plaintiffs’ 
traveller was that they could exchange batteries and lamps after 
six months. 

Plaintiffs’ representative said no such agreement was ever made 
with the defendants. They could not do it. 

The Defendant stated that his dealings with the plaintiffs were 


through their traveller, who had said the firm was very fair in 


its dealings. 

In answer to the Registrar, it was stated that the goods in 
question were of German make, and the Plaintiffs’ representative 
remarked “about the best ever supplied in the trade." 

The Defendant: We thought we could not get a British article 
better than the German. We did not know it until now. 

The Registrar pointed out that a part of the case that seemed to 
Btrike him was that some of the goods might have become faulty 
while in the defendant's posseseion. 

The Defendant: That was the reason for the guarantee being 
given. Further, he said he had kept batteries in stock for 12 
months and the plaintiffs had exchanged them and had said 
nothing against it until now. 

The Registrar said if the defendant could prove that the plain- 
tiffs had accepted back goods under circumstances such as he 
alleged, there might be something in his case. It was denied by 
the plaintiffa, and the defendant's contention seemed unreasonable 
to him (the Registrar). 

The Defendant, in answer to questions by the Registrar, said 
there was nothing to prevent him testing batteries. He did not 
send back one or two batteries at & time, but at the suggestion of 
the traveller had kept them until he had a number of faulty 
articles to return. 

The Registrar thought there was something in the defendant's 
suggestion as to keeping some of the goods over time, while wait- 
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ing to return others in time, and ordered the case to be adjourned 
for the plaintiffs’ traveller to attend. The Defendant should also 
bring his documents to prove that he had returned goods to the 
plaintiffe as he alleged. 

On Tuesday, March 30th, the defendant produced two credit 
notes in respect of goods which he had returned and which he 
said had been kept as long as the returned goods over which the 
dispute now arose. | 

he REGISTRAR said he should require to see the invoices under 
which the goods, in respect of which the credit notes were given, 
were supplied. Without seeing snoh documents he (the Rogistrar) 
could not judge whether the goods had been returned within a 
reasonable time or not. "5 

The Defendant said he did not think about bringing the invoices 
within him. | 

The Registrar said he saw that the credit notes were dated 
September 18th, 1912, and February, 1913, but the goods might 
have been invoiced the day before. The defendant wanted to prove 
that notwithstanding that a period of six months had elapsed it 
was a custom in the trade in his dealings with the plaintiff that he 
would accept the return of goods after such a period, The 
adjournment had been given for the defendant to prove bis 
assertion. He (the Registrar) was afraid he could not help the 
defendant. | | 

The Defendant said he thought the credit notes would be 
sufficient for his purpose. 

The Registrar said the credit notes were only evidence that 
goods were returned upon oertain dates, but they did not state how 
long the goods had been kept, and the plaintiffs complained that 
the defendants had kept the goods far too long. 

The Defendant said he had kept back some batteries which were 
faulty, at the express request of the plaintiffs’ traveller. 

The plaintiffs’ traveller, Ames, denied that he had requested the 
defendant to keep back batteries (dry cells); they were to be sent 
back immediately. | 

The Defendant ssid that that was a perfect lie. 

The Registrar said that the defendant did not give him an 
opportunity of judging whether there had been such a customary 
dealing as he alleged. Therefore the case came back to the 
question whether it was reasonable for the defendant to have kept 
the goods as long as he had. The goods now in question had been 
kept at least seven months. The defendant had not proved his 
custom, and the plaintiff would have judgment for the amount 
claimed, without costs. 


THE PBIZE CoURT.—SEIZURE OF ELECTRICAL FANS. 


IN the Prize Court on March 30th the President, Sir Samuel Evans, 
had. before him a suit by the Crown asking for the condemnation 
as enemy property of five cases of electric fane, seized on board the 
P. & О. steamship Poona, in London on October 17th, The goods 
were claimed by Isaria, Ltd., а company duly incorporated in 
England. 

Мв. J. B. ASPINALL, for the Crown, said that the fans were sent 
to Germany at some time before the outbreak of war by Isaria 
Zahlerwerke, of Munich. The outer wooden case in which the 
goods were packed bore labels printed in Germany, and also had 
the words “made in Germany " stenoilled upon them, and each of 
the fans was wrapped in paper bearing printed German labels. 
They were forwarded to Australia by the steamship Rheinland, but 
were afterwards sent back to this country to Isaria, Ltd., a com- 
pany duly incorporated in England. 

The PRESIDENT: When did they reach Australia ? 

Mr. ASPINALL: Before the outbreak of war. They were sent 
back to this country on the ss. Poona, consigned by Mesers. 
Laecelles, Parrington & Brasthe, of Melbourne, "to order," 
London. 

The PRESIDENT : How did the firm in Melbourne get possession 
of the goods? 

Mr. A8PINALL : They were handed over to them by one Brandl, 
who is alleged to be the Australian traveller of the English com. 
pany, but who I shall ask your Lordship to say wasthe Australian 
traveller of the German company. I submit that these goods were 
во tinged with German interest that they ought to be condemned. 
The contention on the other side is that the goods are the property 
of the English registered company. Counsel quoted the following 
passage from the judgment of his Lordship in case of “The 
Tommi and Rothersand," with reference to the question of an 
Fnglish company consisting entirely of aliens. These techni- 
calities have not been allowed to bind decisions in the Prize Court, 
They have been treated rather as gossamer to be brushed aside, 
апа the Prize Court rather regarde the essential qualities of any 
transaction and tries to arrive at the realities of the ease. 
It no doubt is the case that a company registered in this country 
under the Companies’ Acta is a separate entity, and such a company 
oan own a ship. Whether a company consisting entirely of aliens 
can own a British ship is a question which probably has never 
arisen, and has never, therefore, been decided. I am not sitting 
here dealing with maritime law, and, therefore, I am not 
called upon to decide that question, but I do not want it to be 
assumed that the Prize Court could not say, looking at the realities 
of this thing, that even if the transfer has been completed, and if 
the shareholders in the British company became the purchasers, 
this vessel ought to be regarded as & German ship." 

The PRESIDENT : That was before the decision of the Court of 
Appeal in the Continental Tire and Rubber Co.'s case. 

MR. ASPINALL agreed. In that case it was held, Lord Justice 
Buckley dissenting, that an action of debt was maintainable by an 
English company of which all the directors and shareholders were 


alien enemies. Lord Justice Buckley's dissenting judgment, how- 
ever, was of very great force and strength, and Lord Lindley, in a 
letter to the Times, agreed with him. | "n 

Mr. ASPINALL oalled attention to an affidavit by Mr. Frank 
Morton, manager of Isaria, Ltd., of 208, Tower Bridge Road, from 
which it appeared that the company were merchants, and dealt in 
electrical appliances, including electrical fans. The great majority 
of the shares were held by the German company. Four directors 
of that oompany and another person, all resident in Germany, held 
one share each, while another share was held by a Frenchman. 

In reply to the President, | 

Мк. ASPINALL said that looking at the reality of the transaction 
his case was that the goods were probably the property of the 
German company. But even if they were not, but were the pro- 
perty of the English company, then he contended for the purpose 
of prize, that that oompany was so German that if the goods 
belonged to them they ought still to be condemned. He asked his 
Lordship to follow up what he eaid in “The Tommi and 
Rothersand css3” and look at the "realities of the thing." Не 
submitted that apart from the decision of the Court of Appeal his 
Lordship sitting in prize with a discretion and with an ability to 
look through the transaction, would do justice to the British 
Crown, He invited the President to oonsider very seriously 
whether looking through the fog of the class of affidavit put 
forward in this case, he oould not see the light and the real truth 
of the matter, and to use his Lordship's own expression brush aside 
the gossamer. 

THE PRESIDENT: Perhaps that expression was a little too 
strong, 

“Mr. ASPINALL: I think it was an expression extremely apt for 
the purpose of that case, and very suitable for my argument. 

Mr. ELKIN, for the claimants, said his submission was that 
where the goods were shipped and seized in a British ship trading 
between two British porte, the onus was on the Crown to prove 
that the goods were of an enemy character. 

The President : No. | 

Mr, ELKIN said that then he submifted that the goods were 
clearly the property of the English company, and as such were not 
oonfiscable. The transaction was a simple one. The goods were 
ordered from the Munich company by the British company, and 
were sent direct to Brandl, the British company's Australian 
traveller, and he handed them over to the British company’s 
Australian agente, Messrs. Lascelles, Parrington & Brasche, on bale 
or return terme. The goods proved not to be suitable for the 
Australian market, and the agents shipped them back to London. 
At the time of seizure they were the property of the English 
company. | 

Mr. FRANK MoRTON, the English company’s manager since August 
3rd, gave evidence to the effect that the goods were bought out- 
right by the English company from the German company, and had 
been paid for by runnirfy account. | 

In a letter which Mesers. Lascelles, Parrington & Brasche wrote 
in September, when forwarding the bill of lading in respect of 
the goods to the English company, this e occurred :—' There 
has been some delay in connection with the matter owing to the 
war, as it was Mr. Brandl's intention to attend to the business, 
but he has been naturally very unsettled, and as the bill of lading 
is no good to ue, the best thing to do is to let you have it, and 
trust that you will be able to obtain possession of the goods.” 

79 75 hearing was adjourned till Tuesday, April 13th, for further 
evidence. 


— — 


CosrELLOE r. UNIVERSAL RADIO SYNDICATE, LTD. 


AT Listowel (County Kerry) Quarter Sessions last week, before 
County Court Judge Dromgoole, John Costelloe, formerly an em- 
ployé at the wireless telegraph station at Ballybunnion, County 
Cork, sued the Universal Radio Syndicate, Ltd., in liquidation, for 
damages for injuries sustained whilst in their employment. 

The PLAINTIFF, in his evidence, stated that for about 10 months 


he had been employed at Ballybunnion wireless station, owned 


by the syndicate, On January 18th last he received notification 
from the manager tothe effect that his services would not be required 
after Saturday, January 23rd. In accordanoe with the usual 
custom, he was paid, with the other employés, about noon on 
January 23rd, but was not to leave work until 5 o'clock that even- 
ing. Hecame back from dinner at 1 o'clock, and together with 
four oth:r employés went, at about 2.30 o'clock, up the pole or 
tower of the wireless station, which is about 490 ft. high. They 
went up from the inside for the purpose of fixing steps. Their 
directions were that whenever the weather permitted they were to 
ascend the tower and fix on- the steps. The morning of January 
23rd last had been very wild, and when the weather cleared up at 
2.30 o'clock, they ascended in accordance with the instructions 
received. At about 4.15 o'clock, after fixing on about 18 stepe, 
they decided to go down again as the evening was getting dark, 
and when at a distance of about 40 ft. from the ground plaintiff 
lost his hold and fell to the ground—a concrete foundation. He 
received injuries to the head, neck, legs and sides, and, as a result, 
was under the treatment of Dr. J. Costello for about eight or ten 
days. Although no bones were broken plaintiff still felt very sore, 
and was unable to work. 

The evidence was corroborated by the other men who were 
working with the plaintiff. . 

Mr. C. T. ELWELL, manager for the syndicate for the defence, 
said the men had no authority to aecend the tower on that 
occasion. 

His Нокоов held that the plaintiff was in the employment of 
the syndicate at the time of the accident, and granted plaintiff a 
decree for £5 and costs, 
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HERBERT Моввтѕ, LTD., v. SAXELBY. 


THE Court of Appeal, composed of the Master of the Rolls, Lord 
Justice Phillimore, and Mr. Justice Joyoe, on March 81st, delivered 
judgment in this case upon the plaintiffs’ appeal from a judgment 
of Mr. Jastice Sargant. 

The proceedings in the lower Courts have already been fully 
reported in our pages. 

The MASTER OF THE RoLLs held that the covenant was 
unreasonable and was an unusual one in the engineering trade. 
He could not, he said, think it was reasonable to require the 
defendant to put aside all the skill and experience he had acquired 
during 10 years, and to practically begin life afresh. There was 
no suggestion that the defendant had Leen guilty of any breach of 
confidence or that he had disclosed, or threatened to disclose, any 
secrete of the plaintiff company. He thought the decision of Mr. 
Justice Sargant was correct. 

LORD JUSTICE PHILLIMOBE diesented, being of opinion that the 
covenant in the modified form, to which the plaintiffa sgreed, was 
not too wide. He thought, therefore, that the appeal ought to be 
allowed. 

MB. JUSTICE JOYCE agreed with the judgment of the Master of 
the Rolls, and the appeal, therefore, by the majority of the Court, 
was dismissed, with costa. 


LIGHTING SUMMONSES, 


AT the Manchester Police Court on Thursday last week the Stipen- 
diary Magistrate fined two shopkeepers trading in a main thorough- 
fare £1 apiece for haviog too brilliant a light in their shop 
windows after having being cautioned. These were stated to be 
the first oases in Manchester under the Defence of the Realm Act 
lighting restriction order. 


4 


ELECTRICAL SUPPLY TRADE IN SOUTH 
AMERICA. 


Tre following are extracts from certain reports which have been 
received by the American Government from its Consular representa- 
tives in South America as a result of the general inquiry referred 
to in а leaderette in a recent issue of the ELECTRICAL REVIEW, 
as having been made in oversea countries with a view to the 
possible expansion of American trade in electrical goods; the 


reports are not being published in full, but are being reserved for 


inspection by American manufacturers. 


ARGENTINA (BOSARIO).—Argentina offers a growing market 
for electrical supplies of all kinds. The total importe of such 
increased steadily from about £643,000 in 1908 to about 
881,951,000 in 1913 ; and while tbe figures for 1914 will undoubtedly 
show a falling off, this can be ascribed to temporary causes— 
financial depression, in the first place, and the interruption of 
trade with Continental Europe. 

Electricity is extensively used in all the leading centres of popu- 
lation and is gradually entering the smaller country towns, many 
of which are already electrically lighted. The industrial census 
of 1910 showed that in that year, or somewhat earlier, 21,790 
electrical horse-power were used in Argentine industrial establish- 
ments, and the census taken last June will undoubtedly reveal a 
great inorease in this direction. Opportunities for the utilisation 
of water power in the Andes and other mountain regions, as well 
as the current of the Uruguay River between Hervidero and Santo 
Tome, will give an additional impulse to the use of electricity for 
light and power. It is safe to say that the demand for electrical 
supplies will inorease steadily in Argentina: on the other hand, 
it will b» a long time before foreign firms will have to meet serious 
home competition in this field. 

Offisial statistics of importa give to Germany the leading posi- 
tion for practically all kinde of electrical supplies. The United 
Kingdom is the chief source of a few lines, particularly certain 
grades of wire, commutators, vulcanised fibre, telephone and tele- 
graph supplies (imported largely by British companies operating 
in Argentina), batteries, &c, The United States led in 1912 (the 
latest year for which detailed figures are available) in only two 


lines, namely, small motors (called " motoroitos ), of the type used 


for driving electric fana, &c., and wall sockets, 

The failure of American manufacturers to obtain a larger share 
of the trade in electrical goods is generally attributed to the fact 
that German producta are lower in price and German firms more 
liberal in the matter of terms. Another factor is undoubtedly to 
be found in the absence of large consumers of electrical supplies 
operating with American capital and interested in the extension of 
American trade. European concerns controlling Argentine rail- 
ways, tramways, power plante, electric-light companies, telephones, 
&c. are in some instances directly interested in the manufacture 
and sale of electrical supplies. The importance of this will be 
seen when it is stated that in 1912 electrical supplies, valued at 
about £225,000, were entered free of duty; that ie, by railways 
and other public utilities enjoyinz the privilege of free entry. 

Several leading European and American manufacturers of elec- 
trical materials are represented at Buenos Ayres either by agents or 
by branches. The present tendency appears to be to establish 
branches. Ав regards Rosario, one of the large German factories 
has a branch here, and an electrical concern with factories in 
several countries is represented by the Rosario branch of its 
Buenos Ayrea agents. (-her concerns represented at Buenos Ayres 


are in close touch with the Rosario market, most of them selling 
to local dealers without distinction. | 

Some of the large general importers of hardware and machinery 
at Rosario maintain an electrical section, import electrical supplies, 
and install lighting systems, small power planta, ko. There does 
not seem to be much inclination on the part of these large hard- 
ware and machinery jobbers to extend this branch of their 
business; in fact, it appears from information obtained recently 
that some of these firms intend to give up their electrical sections, 
аз the active competition of a host of small electricians, largely 
Italian, has reduced profits on electrical work toa minimum. The 
tendency is rather for the leading manufacturers to establish 
branches at Buenos Ayres, which will presumably be followed 
later by supplies at Rosario, which deal direct with the electricians 
and dealers. This does not, of course, mean that some of the Rosario 
jobbers, importing direct or buying from Buenos Ayres branches, 
do not continue to do an important business. It is evident that 
with leading manufacturers represented at Buenos Ayres it is 
dificult for firms, without good connections in Argentina, to get 


‘any important share of the trade. As already stated, difference in 


price and readiness to grant credit have thus far given German 
manufacturers & considerable advantsge. As long as the war 
lasts Germany will experienoe difficulty in supplying the local 


‘market, but American manufacturers are reminded that the 


United Kingdom already does a much larger busines in 
electrical supplies with Argentina than does the United 
States, and that Italy is only a short distanoe behind. The 
Sociedad de Electricidad de Rosario (light and power plant), in 
an effort to inorease the consumption of current at Rosario, par- 
tioularly during those hours when consumption is ordinarily 
smallest, has rented a large store on one of the principal business 
streets, and -has there installed electric fans, drying apparatus, 
toasters, irons, table and cooking utensils, stoves, motors for sewing 
machines, Ko. While the company does not seek to sell apparatus 
or appliances, it may eventually carry a small stock of articles that 
local firms do not handle. When business ріске up again the 
activities of the Sociedad de Electricidad may be expected to lead 
to an increased demand for electrio appliances and supplies at 
Rosario. 

BRAZIL (PERNAMBUCO).—Considering ita population of some 
250,000, Pernambuoo’s present demand for electrical supplies is 
small, but as soon as the plant now nearing completion is ready 


- to furnish current to the city—which will be about May 1st—an 


opportunity will be presented for the introduction of electrical 
materials of all kinds. Manufacturers and exporters of such goods 
are advised to begin immediately to study the conditions on the 


market and to make satisfactory business connections with a view 


to extending their trade later in this district, inasmuch as Per- 
nambuco is the distributing point for many small cities, some of 
which already have electric lighting and power etations, and others 
are now arranging for the installation of such plante. Olinda, a 
suburb of Pernambuco, but having a separate municipal Govern- 
ment, has its own lighting plant. It has been reported that 
a concession for an electric lighting and power plant at Goganna, 
a city of about 15,000 inhabitants, some 50 miles north of Pernam- 
buco, has been granted to a Brazilian company, which contem- 
plates erecting a 200-kw. station and also a 100-Kw. auxiliary 
hydroelectric plant. Maceio, the capital of the adjoining state of 
Alagoas, Parahyba, the capital of the State of the same name north 
of Pernambuco, and Natal, the capital of Rio Grand do Norte, have 
electric lighting and street railway systems. 


COLUMBIA (CARTAGENA).—Electric stoves have not come 
into use as yet in the Cartagena Consular district. The old- 
fashioned Spanish clay stove, burning charooal, still holds first 
place. Electric stoves would prove far too expensive for the vast 
majority of families in this section. Further, the electric light 
and power company furnishes current during the night only ; a 
uniform charge of $1.50 per month for опе 16-С. Р. light is 
made. There is no meter system. There has been some dis- 
cussion regarding the installation of a larger and more modern 
plant, but no definite steps have been taken, and it is probable 
that nothing can be done until commeroial conditions improve 
considerably. 


VENEZUELA (MARACAIBO).—Electricity for lighting pur- 
poses is now in general use throughout the larger towns of the 
Maracaibo district, but the fact that power is supplied only at 
night effectively eliminates a trade in electrical household articles, 
such as irons, stoves, vacuum cleanere, and washers. Beauty in 
lighting is not striven for; there is scarcely any attempt to con- 
ceal the wiring, and the call for electroliers is slight. Eleotrical 
signs and advertisements are unknown here, Wire and wiring 
materials are imported direct by the companies supplying the 
power; hardware firms handle a small number of portable lights, 
electroliers, telephones, &o. 


Electrical Trades Benevolent Institation.—At the 
annual general meeting that ie. as already announced, to be held at 
the Institution of Electrical Engineers, Victoria Embankment, 
W.C., on Monday, April 19:h, at 6.30 p.m., the report and accounts 
for 1914 will be submitted, and the following members of the 
Committee of Management, who retire by rotation, will be eligible 
for re-election :— Меввтв. E. J. Clark, Guy Burney, Н. Bevis, H. Н. 
Berry, Lt.-Col. Н. M. Leaf, Lord Vaux of Harrowden, F. J. Walker, 
R. J. Wallis-Jones, and S. D. White. 
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WAR ITEMS. 


Trade with Italy.— The present war will no doubt be the 
cause of a considerable set-back to German trade in Italy, 
but it will only be temporary unless United Kingdom firms 
awake to the tact that more practical and up-to-date methods 
must be adopted for cultivating the Italian market. Since the 
last years of the nineteenth century, German trade with Italy 
has increased proporuonally by leaps and bounds. This is 
the result of perseverance and adaptation, not of chance, and 
British firms interested in the Italian market should bear in 
mind the following poims to which German export com- 
merce owes a great deal of its success, viz.:— 

Representation. —The German trader cultivates his market 
either by personal visits or else by means of well-trained 
commercial travellers speaking fluent Italian, whereby per- 
sonal contact with customers is established. On the other 
hand many British traders conduct their business in Italy 
by correspondence with agents they have never seen. 

Quotations.—The German trader invariably quotes in 
Itatian currency or in French gold, and in metric weights 
and measures, preparing his catalogues апа price-lists ac- 
cordingly, whereas his British competitor usually seriously 
handicaps himself by quoting in E s. d. and. in British 
weights and measures, so that calculation and comparison 
are extremely difficult for the Italian buyer. | 

Delivery.—Most German traders will deliver franco 
domicile," thus saving customers the trouble of calculating 
freight, duty, carriage, etc. Or his quotations are at least 
given c.i.f. port of disembarkation, whereas British offers 
are still often merely made f.o.b. British port. 

Credit.—lhanks to his system of personal contact with 
customers, the German trader is in a position to judge what 
credit may safely be granted, and is thus generally able to 
give much easier terms of payment than his British com- 
petitor. In spite of the long credits often conceded, it is 
said that the Germans very seldom made bad debts. 

Trade Grouping.—The system in vogue m Germany of 
grouping several large firms together to work in conjunction, 
no doubt had the effect of assisting German penetration. 
lf an extensive and complicated industrial plant is required, 
it is difficult to find a British firm to supply all the different 
parts, and still more difficult to find that the various units 
combine in such a way as to make a perfect whole. Most 
British firms are specialists, and in order to favour British 
contractors, it is necessary to subdivide contracts, giving 
rise to difficulties, besides the trouble the customer has in 
treating with several contractors. 

The majority of solid people in Italy would prefer to do 
business with the United Kingdom if only things were made 
easier for them. ‘The British manufacturer should therefore 
be much more painstaking as regards the Italian market, 
and advantage should be immediately taken of the present 
conjuncture to establish a firm fooiing, for otherwise it is to 
be feared that, after the war, Germany will rapidly make 
good the ground she now seems to be losing. Discourage- 
ment should not be felt if profitable business does not 


Immediately ensue; close quotations. reasonable credit terms,- 


perseverance and adaptability, will be required, and with 
regard to the language, if it is not possible to use Italian, 
French will be found very useful. Representatives of British 
firms travelling Italv will be afforded assistance at the vari- 
ous offices of this Chamber, especially with regard to suitable 
agents, likely buvers, interpreters, etc. The Chamber is 
prepared to receive and exhibit in its Genoa offices, free of 
charge, any small samples or catalogues of British mer- 
chandise that may be sent to it; catalogues should be sent 
by book-post, small samples as ‘‘ samples, no value," but 
registered.—'' Bulletin of the British Chamber of Com- 
merce for Italy." 

Science in Industry.—Sir Wiliiam Lever, presiding re- 
cently at the annual meeting of the London Commercial 
Travellers’ Association, said that they heard a good deal 
about capturing German trade. А reported in the 
* Financial Times," Sir William Lever said that when thev 
talked in a narrow way of antagonism with the enemies of 
their country they must not let the war obscure their view 
of the fact that countries were dependent upon each other 
in regard to commerce. We had in this country the finest 
material and all the attributes which made for leadership 
and for maintaining the initiative, but we had allowed them 
to slip behind. The technical training which our vouths 
required to fit them for the highest positions in the scientific 
conduct of business had been neglected. If we were to cap- 
ture German trade, it could only be done on the basis of the 
application of greater scientific training in general. Thev 
must have a better article to show. If we concentrated on 
more scientific attainments and found our business outlook 
enlarged, that would be one of the manv useful lessons of 
this war. 

A Melbourne Contract.—According to a report in the 
“ Melbourne Age," for Februarv 10th, at a meeting of the 
Citv Council Coun. Cabena, chairman of the Electric Supply 
Committee, submitted a report on the tenders which had 
been received for the supplv of a 5,000 kw. turbo alternator 


for the citv power house. He stated that about sixty tenders 


had been received, the most favourable being that from the 
British Westinghouse Electrical and Manufacturing Co., of 
£15,111 for the plant, and £1,015 for spare parts. In ac- 
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cordance with a previous resolution of the Council, the 
Finance Committee had asked for à statement from tho 
company as to whether any German or Ausirian material, 
manufacture, or capital, would be employed in supplying the 
plant. The Committee had received a sworn afhdavit from 
the Melbourne manager of the firm stating that out of 
2,432 shareholders in the company, representing a capital of 
£1,150,000, there were only five persons whose names ap- 
peared to be German or Austrian,'and these only held shares 
to the amount of a little over £2,000.: 1 believe, said 
Coun. Cabena, { that it would be practically impossible to 
get any large concern that is nearer to being an all-British 
company." Coun. Davey said ne agreed with the remark 
of Coun. Cabena that it was very difficult to get any large 
company without a small amount of German capital. But 
were they going to discriminate between a small amount 
and a large amount? He did not think the case was any 
worse or better than the case of Siemens Brothers. As they 
did not exclude consideration of Siemens Brothers! tender, 
he certainly supported the recommendation, which was 
unanimously adopted. 

Sydney Contracts.—It is reported in the“ Sydney Morning 
Herald that on February 9th, at the City Council meeting, 
a letter was rcad from the British Trade Commissioner (Mr. 
G T. ne pointing out that, if the recommendation of 
the Works Committee, that no contract be entered into with 
a British firm unless all the shareholders were British, was 
carried, the interests of a number of bonà-fide British con- 
cerns would be gravely prejudiced. Under the conditions of 
modern industrial finance, and owing to the international 
character of Stock Exchange operations, some of the shares 
of a company strictly British in character might be held by 
foreigners without in any degree modifying the company's 
essential character. Its capital might be wholly employed 
in the United Kingdom in the manufacture of goods wholly 
made by British workmen, and so long as the majority of 
the shares were held by British subjects the company should 
be regarded as British, not only because of its being regis- 
tered in the United Kingdom, but actually. If at the out- 
break of hostilities some of the shares happened to be held 
bv, sav, German subjects, this in no way affected the British 
character of the concern, so long as the number so held 
represented a minor portion of the capital. If the Council 
adopted the recommendation of the Works Committee it 
would, in his opinion, defeat the patriotic purpose and in- 
tention embodied in its previous resolution regarding British 
preference, and would also aid neutrals, and by doing so 
divert money from Imperial channels. | 

British Trade with Russia: A Suggestion from Petrograd. 
—In a letter received by us in reply to a communication 
addressed to the Russo-British Chamber of Commerce, 4, 
Gorochovaia, Petrograd, the Secretary savs:—'* In Russia 
there is a great desire to deal with British firms of high 
standing, and we ask you to kindly make known to your 
readers that any firms desirous of exporting their goods to 
Russia, or of appointing: agents or opening branches here, 
can applv to this Chamber, giving references, and also send 
their catalogues for the Special Collection of Catalogues of 
the Chamber." We are sure that British manufacturers 
will not be slow to take advantage of this invitation. 

British Trade with China.—Reuter’s correspondent at 
Hong Kong reports that the local Hong Kong Press displays 
a good deal of anxiety concerning the outcome of the nego- 
tiations between papan and China, and reflects feelings 
strongly held by British merchants in expressing a strong 
hope that an official announcement will shortly be forthcom- 
ing from the British Government demonstrating that no 
trade monopolies imperilling British commerce are to be 
apprehended. 

Manufacturers and Electricity Works Extensions.—The 
Emplovers’ Parliamentary Association, at a meeting held in 
Manchester recently under the presidency of Sir Charles 
Macara, adopted the following resolution: That this 
meeting is of opinion that permission should be accorded to 
the Manchester Corporation, and to other Corporations 
similarly situated, by His Majestv's Treasury, to raise fresh 
loans for the purpose of the extension of any electricity 
undertakings, as anv refusal to secure permission would 
hamper to a very considerable extent those firms engaged 
on Government contracts who are dependent upon the Cor- 
poration for their supplies of motive power, and this Com- 
mittee is emphatically of opinion that where it can be shown 
by anv Corporation that the extension of electricity plant is 
necessary for an adequate supplv of motive power on account 
of the additional requirements of firms engaged on Govern- 
ment contract work, on application by the Corporation con- 
cerned, permission to undertake such extensions ought to be 
granted with all possible expedition.” 

Board of Trade Assistance.—The Commercial Intelligence 
Branch of the Board of Trade has issued list No. 14 of 
articles which enquirers desire to purchase. This list is of 
inquiries received during the week ended March 27th, anil 
contains the following:—Bakelite; electrical apparatus and 
accessories— bells, black vitrite for lamp caps, caps for elec- 
tric incandescent lamps, electric light fittings, ignition de- 
vices and accessories, insulators (moulded and porcelain), 
metal cases for pocket lamps, white flame carbons (18 m.m. 
cored) for lamps for photographic purposes; galalith mate- 
пар lighting plant; searchlights; vibrators and electric mas- 
sage machines; tungsten. 
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Munitions of War: Additional Labour.—With reference 
to the appointment of a Committee to take the necessury 
steps to provide additional labour for ensuring a sufficient 
supply of munitions of war, Mr. Herbert G. Riddle, Secre- 
tury, Society of Model and Experimental Engineers, writes 
to the Standard " as follows:—'* In view of the expressed 
opinions of the leaders of the Government as to the difficul— 
ties of manufacturing munitions of war and the acknow- 
- ledged shortage of labour, the Society of Model and Experi- 
mental Engineers desires to call attention to the existence 
in this country of the considerable amount of mechanical 
ability and experience possessed by people who are not 
professionally occupied in engineering. No doubt many of 
these would be willing to offer themselves for service in 
Government workshops if suitable conditions of employ- 
ment could be arranged. Тһе society suggests that the 
Government consider the formation of an industrial branch 
of the Royal Engineers, in which such men might enlist 
without having to conform to the existing military standards. 
The proposal might also attract trained workers whose ser- 
vices are not at present being utilised for Government work.” 

Anglo- Russian Trade.—At the meeting of the Hull 
Chamber in March, Mr. Bernard Barton presiding, a letter 
was read from Mr. A. Bournasheff, Russian Consul at Hull, 
stating that the success of German imports into Russia was 
due to (1) the adjustment of the manufacturers to the de- 
mands of the Russian markets; (2) the extensive credit 
given to Russian buyers; and (3) sending goods on com- 
mission, thus keeping stocks in Russia and avoiding the 
necessity of ordering the same every time from abroad. He 
suggested further that the success of British imports would 
depend upon the willingness of the English manufacturers 
to send their goods on credit and also on commission to 
Russia, and he gave the name of Mr. Tcheremicinoff as the 
agency from whom reliable information as to credit of 
Russian firms could be obtained.—'* Chamber of Commerce 
Journal.” 

London Electrical Engineers (T.R.E.).— On Friday, 
March 26th, a dinner and smoking concert was held at the 
Feathers Hotel, Westminster, by No. 15 Squad of this Corps. 
An excellent programme made the time at their disposal 
pass very quickly, and a notable item of the evening 
was the presentation of a framed photograph of the members 
of the Squad to the Chairman and Instructor, Sergt. W. 
Robinson, who responded with an appropriate speech. -The 
members were fortunate in being honoured by the presence, 
as guests, of the senior N.C.O.'s of the regiment, each of 
whom contributed a few well-chosen remarks. The proceed- 
ings closed with a vote of thanks to the Chairman, Auld 
Lang Syne, and the National Anthem. 

International Metal- Workers.—The ‘‘ Times ” states that 
it is now proposed to change the headquarters of the Inter- 
national Metal Workers’ Federation from Berlin to London. 
The membership, according to an official statement just 
issued, numbers 912,707. Germanv is represenied by 544,000, 
and Great Britain by 115,000. "The new president of the 
British section is Mr. J. T. Brownlie, of the Amalgamated 
Society of Engineers. 

No Obstacle to Recruiting.—The Bolton Tramways Com- 
mittee has authorised the manager to grant, without con- 
dition, permission to any employé who may wish to join the 
colours, notwithstanding that men so leaving will necessitate 
a reduction in service. 

Personal.—The ‘‘ Times " states that the Headquarters 
of the Mechanical Transport Column of the City of London 
National Guard Volunteer Corps are now at the offices of 
the Commercial Motor Users’ Association, 83, Pall Mall, 
5.W., and that Colonel R. E. Crompion, C.B., has been 
appointed Hon. Commandant. 

Mr. J. J. McMahon, electrical engineer in the overhead 
equipment department of the Manchester Corporation Tram- 
ways undertaking, was a passenger on the ill-fated 
'" Aguila," which was recently torpedoed, but a message 
received in Manchester last weck stated that he was one 
of a party who got safely awav in a boat, and was rescued. 
He was taken on board the *' Lady Plymouth,” which pro- 
ceeded to Madeira. Mr. McMahon has not been well 
recently, and, being one of the important Officials in the 
service of the Manchester Corporation who had to forego 
his holiday last year, he decided to make a trip to the 
Canary Islands. 

Mr. A. W. Mulliner, of the Eccles Corporation electricity 
department, has been gazetted a lieutenant in the King’s 
West Surrey Regiment. 

Mr. John Hodgson, until recently an accounts clerk at 
the Anchor Cable Works, Leigh, who enlisted as a private 
in the Army Service Corps in September last, has worked 
his w^- up until now he holds the position of warrant officer, 
although he is only 20 vears of age. It is suggested that 
he is possibly the youngest warrant officer serving in H.M. 
Forces. 

In a lengthy list of Aliens, to whom certificates of natural- 
ization were granted during March, there appears the name 
of Morten Dahl Roer (Norway), electrical engineer, Leith. 

Roll of Honour.—Private J. H. Caine, of the 1st Loval 
North Lancashire Regiment, formerly emploved at the Dar- 
wen electricity works, has been killed in action. He was 40 
years of age, and has left a widow and two children. 

Private J. Barrett (single), aged 30, formerly а Man- 
chester Corporation car driver, has been killed in action. 


r 


Private Frederick Harkness, Ist Battalion Grenadier 
Guards, a former employé at the Manchester Corporation 
Electricity Station, Dickinson Street, was killed in action 
on March 10th. He served through the Boer War, and re- 
enlisted in his ald regiment when the present war broke out. 
He teaves a widow and five children. 

Mr. Albert Gav, borough electrical engineer, of Islington, 
has sent us a photograph of a Roll of Honour of the em- 
ployés from the works—26 in number—who have joined the 
Colours. The roll, which is artistically designed, is the work 
of Mr. W. E. Bradshaw, the mains superintendent; the 
original is executed in colours. 


TELEPHONE TROUBLES IN THE TROPICS. 
By W. LLEWELLYN PREECE, M.LE.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, on March 25th, 1915.) 


THE climatic and other consequent troubles experienced give 
the engineer who is responsible for the maintenance of a 
telephone system: in a tropical country more worry and 
anxiety in one week than his colleagues elsewhere experience 
in а year. The main troubles are due to the damp, and to the 
апу natural effects caused by damp heat. In many places 
the humidity of the atmosphere varies between 50 and 90 per 
cent., and this damp heat produces a marvellous groth of 
vegetation, while insect life is as prolific as the vegetation, 
and sometimes even more trying. 

Lightning has a virulence unknown here. The electrical 
state of the atmosphere has an effect on the human nerves 
Which seriously disturbs one’s temper. Even wild animals do 
their best in spme places to increase the engineer’s labours. 
Гог instance, in some parts it 1s not unusual to have a mile 
or two of lines wrecked by giraffes, elephants, or monkeys. 
The giraffes roaming over the wilds of East Africa come up 
against a telegraph or telephone line; they have not the sense 
to draw back and duck their heads under the line, but they 
push on and on, carrying wires and sometimes the poles with 
them. As similar troubles are experienced not only in tele- 
graph systems, but also in heavy electrical installations, 
especially where overhead transmission lines are employed, the 
author hopes that this paper may be of some interest to all 
branches of the electrical engineering profession. 

Instruments.—So far as white ants are concerned, we find 
that the use of teak practically prevents their ravages. A 
swarm of bee-like insects of Nigeria took a great fancy to use 
an instrument as а hive. Their entrance was the slot of the 
switeh-hook, and the comb formed in the interior was cleared 
out many times, but each time it was re-formed by the 
insects, until in despair the engineer had the whole apparatus 
removed. The spider is а real pest all over the tropics; 1t 
builds for itself a nest in the telephone case, so that 1t is no 
uncommon experience to find instruments entirely hors de 
combat from the work of this insect. 

To circumvent the insect plague it is essential that these 
telephone cases should be sealed up as closely as possible. The 
switch-hook should carry a brass plate which keeps the slot 
in which the arm works entirely covered. It is also desirable 
to have no terminals above the instrument, but to take the 
conductors through holes into the case and seal up these holes. 
Besides this, the internal wiring should be made as simple as 
possible; the wires must not be bunched together, but well 
stapled to the body of the instrument in separate ways. It is 
generally found that enamel insulation with a silk covering 
is very suitable, though enamel insulation does not always 
give satisfaction. 

In a tropical climate the ebonjte sheath of a receiver may 
become soft and pliable; this is easily remedied by using 
blocked brass sheaths covered with enamel. In a tropical 
country а lot of trouble was caused by the insulating block 
which carried the contact springs in a capsule transmitter of 
a micro-telephone being warped by the damp heat, so that 
both springs touched the metal case of the capsule and short- 
circuited the microphone. 

In most of the tropics the faults in the subscribers’ instru- | 
ments caused by lightning are very few. and so long as the 
engineer takes the precaution to fix the lightning protector at 
the point where the wires enter the house little trouble need 
be feared. Where the casual eustoin of. fixing them near the 
instrument 1s followed it is not uncommon for the building to 
be set on fire. Until the protectors were fitted to the eaves 
of the roofs outside the building walls, the telegraph ofhees 
of Northern Nigeria were repeatedly burned down through 
lightning. | 

The only other trouble likely to be experienced with the 
subscriber's instrninent is that due to maltreatment bv the 
subscriber himself. The tropical climate is not conducive to 
an equable temper. Even in this country the vagaries of the 
telephone cause occasional outbursts; there it is far worse. 
The owner of a large rubber estate complained bitterly time 
after time of Ins instrument: finally the engineer discovered 
that this subseriber was in the habit of using the mouthpiece 
of his micro-telephone, which hung from a wall-instrument by 
his desk, as a cigarette ash tray. 


— — — 
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Г:геһћапде Switchboard.—Until lately the craving of the 
tropical engineer was to have the up-to-date central-battery 
system. There is, however, one obstacle in the way; the 
luuintenance of really satisfactory insulation on overhead lines 
is alinost impossible in the tropics, and if a pressure of 24 or 
40 volts was applied to the line, even inoderately fair working 
of the system would be extremely doubtful. The author has 
therefore set himself strongly against the central-battery 
board, unless a Government is prepared to place the whole 
system underground—which is usually prohibitive in cost see- 
ing that some of the subscribers’ premises are perhaps 20 
miles or more froin the exchange. ; 

If this is the case with a central battery, what chance is 
there of satisfactorily maintaining an automatic system? Not 
only are we to expect insulation troubles with the high pres- 
sure on the lines, but there are also the intricate eelectors and 
pre-selectors and other apparatus which would have to work 
in а climate capable of causing trouble even in a simple 
magneto system. 

At present the author is entirely in favour of a magneto 
system, using either mechanically-restored indicators or in- 
candescent lamps controlled by relays. 

Experience of enamelled wire has shown that in the tropics 
it is not altogether satisfactory, especially for small-gauge 
windings of coils. 'Two colonies had boards equipped with 
enamel-insulated wires throughout, but in a very short time 
various relays failed. On tnaking inspection it was discovered 
that there were disconnections in their windings. On unwind- 
ing the coils, tiny green spots were seen, apparently caused by 
the damp acting on the copper. This could only be accounted 
for by assuming that these very fine wires do not, when pass- 
ing through an enamel bath, pick up the enamel evenly, and 
either there was at various points a very thin coating of 
enamel, or else no coating at all. As soon as these coils 
reached a tropical climate, the damp atmosphere, often laden 
with salt from the sea, soaked into the coil and acting upon 
the copper at these weak points ate it through. The only 
conclusion we can come to is that simple enamel insulation 
is not suitable for very fine gauge wires, but for all other 
purposes it certainly seems to give entire satisfaction. We 
are now in search of something more satisfactory for these 
coils, which cannot be said to be the case with either silk, 
cotton, or wool. These faulty coils are at present being re- 
placed by others insulated with silk, the whole coil being then 
dried in а vacuum, and placed, whilst there, in a bath of 
'* Voltalac," so that this insulating varnish may work its way 
right into the heart of the coil. It may possibly be sufficient 
to treat enamel-insulated coils with this Voltalac," in which 
case there would still be the advantage of having the coils 
small. This will be tested shortly. The one drawback to the 
use of an insulating varnish is that, should any fault occur in 
it. the complete coil must be scrapped, as unwinding and re- 
winding on the spot is out of the question. On the other 
hand, faults in such a coil should be extremely rare, even in 
the tropics. 

Certain types of the mechanically-restored indicators have 
also given some trouble, especially the eyeball” type. This 
is sometimes owing to dust and damp clinging to the eveball 
and preventing it rotating. One board of this type which was 
sent to the tropics had the eyeballs mounted on steel pins; 
in a very short time these pins rusted badly and “ seized." 
For tropical climates, wherever it is essential to use iron or 
steel the metal must be galvanised, ''coslettized," or coated 
with some other non-rusting material. The plain metal rusts 
most rapidly and invariably leads to breakdown. Where 
phosphor bronze or gunmetal can be used, they are far 
superior to steel. Even the steel tips on the plugs, though 
used daily, will have a complete coating of rust in the morn- 
ing after the night's rest. 

The question of operators causes the traffic department con- 
siderable worry. In the majority of tropical places it is 
impossible to employ European operators; for such work the 
Governments have to rely on half-caste girls or native men, 
neither of whom, with rare exceptions, have mental equip- 
ments comparable with those of European women. With the 
only available operators, 60 lines to a position is all that can 
be managed in some places, and 80 lines per position is 
generally quite as much as can be handled. 

One other most trying and frequent worry in an exchange 
is the objection that subscribers have to "ringing off” after 
a conversation. To avoid this source of annoyance and the 
consequent delays in freeing cord circuits, an automatic clear- 
ing signal has been fitted to all the boards in the Malay States, 
even to those for 50 subscribers. 

Line.—The normal type of overhead construction now em- 
ployed in most tropical countries is fairly well standardised. 
The poles used are either wrought-iron taper tubes with cast- 
Iron bases, or are built up of tubes of riveted sheet steel. In 
most parts it is hopeless to use wood poles, owing to the 
prevalence of white ants, which in a very few vears demolish 
the whole of the interior of such poles. The arms, on the 
other hand, are fairly often of this material, for the white ant 
will not work its way up 15 or more feet of iron tube to 
reach these arms, and in some countries most excellent. hard 
wood is obtainable locally. . 

Where hard wood is not obtainable, tubular iron arms are 
employed. These arms carry 6. 8, or 12 Cordeaux porcelain 
insulators, mounted on iron stalks. The very best practice is 
followed as regards workmanship and finish, yet the average 


insulation of these lines is very low. The atmosphere, with 
a humidity of 8U or 9U per cent., naturally has considerable 
effect in reducing the insulation resistance. 

A more troublesome factor, however, is the vegetation ; more 
trcublesome in that, whilst the clearing-away of these trees 
would be of very great assistancc in keeping up the insulation 
resistance, the high cost of doing this in most places, and the 
reluctance of the Government and the public to allow this 
work to be carried out, hamper the engineer. 

In the towns and suburbs underground cables would obviate 
the trouble; outside the towns, however, the roads run through 
dense jungles or thick plantations of rubber trees or coco-nut 
palus. The normal clearing for roads is 60 ft., but in prac- 
tice such a clearance is often not maintained; and with even 
60 ft. clearings the line must be within 20 ft. of the trees at 
the best, and is actnally often less than 10 ft. Unless a further 
dU ft. clearance 1s made on the side of the line away from the 
road, and properly maintained, contacts and breakages due to 
falling trees must remain alinost a daily experience. The 
expense of keeping down the undergrowth is also a consider- 
able annual charge. 

Another line trouble that the tropical engineer is bound to 
experience is caused by insects, some of which delight in 
making their homes between the petticoats of insulators. The 
author has seen an insulator so covered with a spider's nest 
as to be itself invisible, the base of the nest being on the arin 
and the apex above the insulator. Constant attention on the 
part of the line men is necessary to prevent the insects getting 
such a hold on the insulators. It is quite usual to find, 
formed in a single night, webs glistening with dew and 
ecnnecting the wire to the insulator stalk, the insulation resist- 
ance of the line being reduced as a result to a few ohms. Oil 
insulators are useless. Mr. Guthrie Spain, the telegraph engi- 
neer of British Guiana, first brought to the author’s notice 
the fact that insects will not enter glass insulators. The 
author is told that glass insulators are used in Cuba for this 
reason, Apparently these insects prefer a dark place for 
their home, which obviously is not the case when the insu- 
lators are made of glass. The author is inclined to think that 
if oil insulators of glass could be easily obtained, considerable 
iuprovement in the insulation should result. бо, 

Another widespread source of line trouble in the tropice is 
lightning. In many places thunderstorms are of almost daily 
occurrence throughout the greater part of the year. In certain 
towns a single storm will often result in 50 per cent. or more 
of the subscribers’ telephone lines being earthed at the pole 
boxes, this being caused by the strong discharges through the 
protectors to earth, which carry so much carbon dust across 
the gan as to place the two carbon blocks in contact; so that 
practically after every storm a number of line men had to be 
sent to all those boxes to clean the protectors. 

This trouble can, however, be cured to a great extent by 
using the vacuum type of protector, in which the two carbon 
blocks are inserted in an exhausted glass tube, the opposite 
surfaces being serrated and fixed about 1/16 inch apart. 
These protectors are now used to a considerable extent by Mr. 
Cadman in the Malay States, and are, the author believes, 
found to be quite satisfactory. Occasionally an extra heavy 
discharge will burst the tube, but they are very easily replaced. 
This possibility, however, makes it essential that fuses shall 
also be inserted, for if a discharge were so heavy as to burst 
the protector, the line would be no longer protected and a 
subsequent discharge might damage the cable seriously. 

The one disadvantage of these protectors was their size, 
which involved the use of a very large pole box, even for 25 
lines; but a new type of box designed early this year has 
practically solved this difficulty. An earthed iron wire stapled 
to the tops of the poles, and also connected to their earth-wires, 
has been found most effective in guarding the lines from 
lightning. 

For underground work in the tropics the usual practice is 
to use armoured lead-covered air-space cables terminating in 
boxes on distribution poles, and hitherto the engineers have 
fcllawed the British Post Office practice of making the joints 
so that dry air can be periodically puniped through. The 
author is inclined to think that the American solid joint would 
give much less trouble. If the cable were well sealed with 
parafin wax immediately it was opened for jointing, the damp 
could not enter it unless the lead covering was damaged. If 
such an aceident did happen, the length would have to be 
replaced. Exactly the same result must, however, occur if 
the practice 15 to employ open joints and dry air pumping. 
Once the damp has the chance of entering a cable in the 
tropics, no amount of pumping will drive it out completely, 
and the length must be replaced without much delay. 

Anuoured lead-coloured cables are normally very free from 
faults, except those due to damage caused bv men working on 
the roads. There is in Shanghai a curious fiving insect which 
is able to bore holes in which to lav its eggs in the lead cover- 
ing of overhead cables, but the author knows of no case in a 
tropical country. Where an insect. has damaged an armoured 
lead-covered cable, or where the damp has caused faults if the 
joints are securely protected. In low-lying water-logged soil 
it has been found desirable to lay the cables in troughs filled 
with bitumen, but otherwise armoured lead-covered cable 
gives extremely little trouble. 

Stuff.—The last trouble peculiar to the tropics to which the 
author wishes to refer concerns the local staff. It would 
obviously be far too expensive to obtain from England not 
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only engineers, but inspectors, foremen, and line men. Speak- 
ing generally, no white man can live in the tropies—with any 
pretension to comfort—on less than £250 per annum; and in 
countries where the men have to pay for their voyages home 
and back when leave is granted, they should receive about 
£300 per annum if there is to be any chance of keeping them 
contented. As such salaries are prohibitive, native labour is 
essential for the lower grades on the technical staff. Unfortu- 
nately, whilst these natives can be trained by the engineers, 
they must, unless a complete white superintending staff is 
provided, be left very largely to look after themselves in 
carrying out Their duties. Most natives have not the smallest 
conception of responsibility, nor have those who are made 
inspectors any power of command. Thus the engineering 
department is largely dependent for the maintenance of lines 
on native linemen, who are very much inclined to neglect 
their work, and on native inspectors who have no power of 
controlling these linemen. and who are equally ready to 
slack; whilst in the majority of the tropical colonies the chief 
engineer is kept too short of technical assistants to allow of 
proper supervision of this native staff. 


This is largely due to the somewhat unfortunate but: 


universal practice of making the telegraph and telephone 
department a branch of the Post Office. For as the engineer 
is a subordinate officer in the postal department, he naturally 
ranks with postal subordinate officers, although the whole 
responsibility of the maintenance and extension of the tele- 
phone and telegraph systems of the colony rests on his 
shoulders. In consequence of this practice, the engineer's 
salary is in every case lower than it should be. Further, as 
his superior officer and the heads of the Government are very 
rarely technical men, they are unable, in many cases, to 
appreciate the desirability of the engineer's proposals, nor do 
they realise the importance of allowing the chief engineer a 
sufficient number of trained assistants, or, often, of granting 
reasonable salaries. 

As it is now, the technical appointments in all tropical 
colonies are too few, and as even these are not made sufti- 
ciently attractive, it 1& difficult to fill them. 

The tropical engineer, taking things all round, richly 
deserves our sympathy and also the esteem af the profession 
for the way in which he steadily tackles this trying work. 
оша almost invariably under-rated, under-paid, and over- 
worked. 


OUR LEGAL QUERY COLUMN. 


“ LAW-LESsS °” writes:—'' Can you inform me if a municipal 
authority which possesses no special powers with regard to 
wiring, hiring, show-rooms, etc., is legally justified in opening 
show-rooms for the display of fittings, apparatus, ete., pro- 
vided that no articles are disposed of, inquirers being referred 
to contractors or manufacturers? 

In the recent case of the Ilford Gas Co. v. Ilford Council, 
judgment was given against the defendants on various points, 
one being that of their show-room, which was ordered to be 
closed. 

In a note in one of your contemporaries of the 18th inst., 
it is stated that when the Doncaster and Dewsbury Bills were 
recently before the House of Lords Committee, a representa- 
tive of the Board of Trade stated there was no need to include 
the clause relating to show-rooms, as all authorities already 
had these powers under the General Act. Is this so and, if so, 
where may these powers be found as I cannot trace them?“ 


*.«* It is difficult to understand why the contention referred 
to in the last paragraph of this query was allowed to prevail 
before a. Committee of the House of Lords, because there is no 
public Act of Parliament known to this writer which confers 
any such rights on local authorities supplying electricity. In 
his notes to 5.25 of the Electric Lighting Act, 1882, the learned 
editor of Will's Law of Electric Lighting" writes:—'' In 
the ahsence of statutory authority. undertakers who are a 
local authority cannot provide lamps, fittings, motors, or 
apparatus other than meters which are provided for by Ss. 
52, бә, and 56 of the Schedule to the Electric Lighting (Clauses) 
Act, 1800. . . It is now quite common to find in the special 
Acts of local authorities a clause enabling them to sell, let. 
hire, ete., but not to manufacture lamps, meters, electric 
fittings, apparatus, etc." He cites, as illustrations, the Acts 
obtained by the following towns: Nottingham, Manchester, 
Halifax, and Leith. In London, of course. the borough councils 
are authorised to supply fittings by the London County 
Council (General Powers) Act, 1906 (6 Edw., 7c. cl.). 

As to the first question, if a local authority may not expend 
the ratepayers’ money in the business of selling fittings, it 
seems reasonable to suppose that no expense must be incurred 
on things ancillary to such a business. 


Prices Advance, — Tue British THouson-Houston 
Co., LTD., announce that from April 7th there will be a 10 per cent. 
advance on the price of their electrical fittings. 


: for the department. 


BUSINESS NOTES. 


Catalogues and Lists.— MxSSRS. J. Н. TUCKER & Co., 
King’s Road, Hay Mills, Birmingham. — Illustrated and priced 
folder relating to their new pattern ironclad switches, 

Messrs. BERGTHEIL & Young, LTD., Finsbury Court, London, 
E.C. — Booklet containing illustrations and brief particulars of 
Bandy patent single-phase motors. The pictures all represent 
photographs of actual installations, the motors being used for 
crane driving, pumps, lifte, traneporters, printing presses, Xo. 

THE COVENTRY CHAIN Co., LTD., Spon End Works, Coventry. 
—Pamphlet emphasising the silence of the “Coventry” chain 
drives. Also a 72-page catalogue (Engineering Section), very fally 
illustrated, describing the Noiseless" chain and its principle and 
the methods of guiding it on the wheels. Many pages are occu- 
pied with tabdlated data relating to wheel sizes, chain lengths, 
teeth, hints to users, and so forth. 

Messrs, P. E. CHAPPUIS & Co., 85, Fleet Street, London, Е.С. 
—8-page illustrated and descriptive price list of Chappuis's trough 
reflectors for Striplite,“ tubular and ordinary tungsten lamps: 
also ‘‘ Conoid " rilvered refleotorr. 

Messrs. W. N. BRUNTON & Son, Wire Mille, Musselburgh.— 
40-page pocket catalogue giving tabulated particulars and prices 
of their silver steel, drill rod steel, high speed steel rods, aud steel 
wires for hardening and tempering. Copies will be sent to any 
interested reader on application, 

Messre. HIdds Bros., Sherbourne Road, Balsall Heath, Birming- 
ham.—20-page catalogue containing illustrations of their motor- 
generators and booster sete, brushgear, "C" type sb unt and series 
motors, from yy to 25 Н.Р, "C" type shunt generators, controlling 
gear, starting switches, &c. A special copyrighted system of list- 
ing dynamos is adopted. Prices and dimensional and shipping par- 
ticulars are tabulated. ; 

TEMPLE PRESS, LTD., 7-15, Rosebery Avenue, W.C.—New oata- 
logue of technical manuals, touring handbooks, &o.: 

BRITISH THOMSON-Hovuston Co, LTD., Rugby.—lIlllustrated 
price list No, 7,100B, giving particulars of B.T.H. fan motors and 
exhaust fans. 


Staff Supper.—About 30 members of the headquarters 
(Manchester) supply department staff of the British Westinghouse 
Electric and Manufacturing Co., Ltd., sat down to an excellent 
hot-pot supper at the Exchange Hotel on Monday evening, 
March 29th. Afterwards there was a smoking concert, 
at which Mr. J. Gibson (manager of the supply department) 
presided, 50 members of the supply staff and a few specially invited 
gueate being present. During the evening the chairman said that 
во far as the turnover of the department was concerned they had 
been successful to the extent of an inorease of about 30 per cent. - 
He felt sure they missed several old faces, particularly that of his 
chief assistant, Mr. G. Ellam. As they all knew Mr. Ellam had 
been away many months in Russia, and he was doing good work 
Before sitting down he asked them to drink 
silently to the memory of those who owing to the war would never 
return. During the evening the following toasts were enthusi- 
slastically honoured :—“ The King," proposed by Mr. J. Gibson; 
His Majesty's Foroes,” by Mr. L. E. Wilson; The Westing- 
house Co.," by Mr. W. S. Robson, this toast being responded to by 
Mr. W. J. Hollick ; "Our Visitors," by Mr. A. Pougher, responded 
to by Mr. L. E. Wilson; Our Chairman,” by Mr. H. H. Bent, 
responded to by Mr. J. Gibson. The following artistes contributed | 
to the entertainment of the company :—Messra. A. Pougher and 
T. Jackson as pianists, Mr. A. Pougher (flautist), Mr. Т. E. Kenyon 
(humorist), Mr. T. Clough (elocutionist), Mr. O. C. Oakley 
(baritone), Mr. W. S. Robson (violinist), Mr. McColl (humorist), 
Mr. F. Freeman (elocutionist), Mr. D. E. Elliott. (Newcastle dialect 
recitation), and the Inharmonius Four," who caused great merri- 
ment by their vocal efforts. The proceedings terminated with 
the singing of Auld Lang Syne ” and God Save the King." 


Charge of Stealing. — SENTENCE. — Before Judge 
Rentoul, at the Central Criminal Court, on Tuesday, Rioul de 
Redon, 32, electrician, pleaded guilty to counts of an indictment 
charging him with stealing one eleotric battery, and one X-ray 
tube, the goods of the Governors of the London Homo»pathic 
Hospital, one X-ray tube and one milliamperemeter, from the West 
London Hospital, one X-ray tube from the Royal Free Hospital, 
and similar articles from Hampstead General Hospital, and Guy's 
Hospital. Counsel for the prosecution said that, for some time 
past various articles had been missed from the surgical depart- 
menta of London Hospitals, and, information being given to the 
police, inquiries were made, which resulted in the arrest of the 
accused, who, it was alleged, had been found dealing with the 
stolen articles, soon after the thefts, for sums of money considerably 
below their cost price. It was stated that the hospital authorities 
had been put to the greatest trouble and inconvenience in oon- 
sequence of the theft of X-ray apparatus and other surgical 
appliances, Judge Rentoul sentenced the prisoner to three months 
imprisonment in the second division. 


Liquidations. — Oris ELEvaron Co, LTD. — This 
company is winding up voluntarily, with Mr. R. P. Sellon as 
liquidator. A meeting of creditors is called for April 14th. 

SPANISH NATIONAL SUBMARINE TELEGRAPH Co., Ltp.—This 
company is winding up voluntarily, with Mr. J. Jeffery, of 106, 


Cannon Street, E.C., as liquidator. A meeting of creditors is called 
for April 12th, 
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Bankruptcy Proceedings.—Grorce I. T. PARFITT, 
11, Priory Road, Keynsham, near Bristol, Somerset, consulting 
electrical engineer.—The receiving order in this matter was made 
on the petition of a oreditor, the act of bankruptcy being the 
failure of the debtor to comply with the requirements of a bank- 
ruptcy notice served upon him. According to the statement of 
affairs the liabilities amount to £2,024, to meet which there are no 
assets, It appears that until 1888 debtor was employed as an elec- 
trical engineer, but at that date he and his brother-in-law took 
over the book debts and liabilities of an electrical engineering 
business carried on at 9, Denmark Street, Bristol. They paid £320 
for the goodwill and stock-in-trade, and continued the business 
under the style of Parfitt, Webber & Co. Debtor introduced a 
capital of about £300 on commencing, and has since put in further 
capital, amounting to about £1,700, while his partner has from 
time to time introduced capital of about £600. In 1912 the 
partnership was dissolved, the partner going to South Africa, but 
no formal dissolution took place, and the business was contiaued 
by the debtor. The partner returned from South Africa about the 
end of 1913, and on January 20th, 1914, they transferred the 


business to the Colston Electrical Works, Ltd., in consideration of 


31.650, payable in £1 ordinary shares, of which 450 were allotted 
to Mr. Webber (the partner), 450 to the debtor, and 450 to his sister, 
in consideration of moneys advanced to the firm, 200 to the manager 
of the business for wages and money advanced, and 100 to Mr. 
E. Brock for services rendered to the firm prior to and on the 
formation of the company. The company took over the whole of 
the aesets and liabilities, with the exception of £420 owing to 
seven trade creditors and the overdraft at the bank, which 
amounted to about £750. Certain payments have since been made 
to these trade creditors on account of their claims. Debtor has 
undertaken several contracts for the supply of electrical plant and 
fittings. A full set of books was kept prior to the sale of the 
business to the company, but no books of account have been kept 
since that time. The failure is due to losses for goods supplied to, 
and through guarantees given for, a certain firm, which went into 
liquidation, and loss of business occasioned by the war, and debtor 
admits knowledge of his financial position last Ootober. The 
following are the creditors :— 


Crompton & Co. ee ee ee ee ee ee ee £20 
Edison- Swan Oo., Ltd. oe ee oe ee ee oe 119 A 
General Electric Co. Meo жє ee, „2 
Higgins & Bons, Ltd. es ees ae ee ee ee 29 
Fletcher & Co. es c c» ж o]. 05 84 
Siemens Bros. & Co. ee ee ‚ өө ee ee ees 64 
Willey & Оо. es oe ee se 71 


Н. J. GODFREY, electrical engineer, 188, Balham High Road.— 
Last day for proofs for dividend April 16th. Trustee, Hon. 
W.J. H. Boyle, Official Receiver, 132, York Road, В.Е. 


Private Arrangements.—THE BRITISH PROMBTHEUS 
Co., LTD., Salop Street, Highgate, Birmingham, Warwick.—The 
following are among the creditors : — 


Attwater & Sons .. £21 Jaroslaw, D. s ss £56 
Bridgwater, W., & 35 Meakin & Parkes, Ltd. 88 
Clane Manufacturing Co. 19 Pugh, E., & Co. "s 179 
Doulton & Co., Ltd 125 Prometheus G. M. B. H. 73 
Diamond Foundry Co. 43 Restall, Round & Gloster 84 
Electrical Press, Ltd. 46 Rigby, Robt. ds 8 78 
ELECTRICAL REVIEW 62 Von Schwartz, J. oe .. 20 
Electrical Times, Ltd. ar 88 Riemens Bros. Dynamo Works Co. 24 
Edison & Swan, Ltd. ats 50 — Voight. & Haeffner England, Ltd. 26 
Blectrical Printing Co., Ltd. .. 16 Wacker & Doerr ee .. 4 
Forman, T., & Sons sa > 15 Haselwood & Dent 20 

20 


Hoskins & Sewell, Ltd. .. |. 17 Indis-Rubber & Gutta-Percha Co. 


Book Notices.— Journal of the Institution of Elec- 
trical Eogineere.” Vol. LIII, No. 245, April let, 1915.— This 
issue contains papers on Electric Cooking, mainly from the Con- 
sumers' Point of View," by W. R. Cooper ; " Registering Trains of 
Electricity Supply Meters" by 8. Evershed; "Dimensions of 
Transformers" by A. R. Low; "Relation Between Fiux and 
Magnetising-Ourrent Waves at High Flux Densities,” by A. L. 
Tackley ; " Distribution and Rise of Temperature in Field Coils,” 
by Prof. M. Maclean, D. J. MacKellar and R. S. Begg; and 
‘Electric Furnaoes, by T. D. Robertson. London: E. & F. Spon. 
Prioe 8s. 6d. 

"Bubmarines, Torpedoes and Mines." By W. E. Dommett. 
London: Whittaker & Co. Price 1s. net. 

" Proceedings of the American Institute of Electrical Engineers. 
Pu XXXIV, No. 3. March, 1915. New York: The Institute. 

91. 

“Scientific Papers of the Bureau of Standards.“ No. 239, 
A Vibration Electrometer.” No. 234, “Insulating Properties of 
Solid Dielectrice.” Washington: Government Printing Office, 


Trade Announcements.—Mrssns. PARMITER, HOPE 
AND SUGDEN, of Manchester, have opened a London office at Queen 
Anne's Chambers, Westminster, under the direction of Messrs. 
Nathan & Allen. Samples of the new Fluvent fuse system may be 
seen there. 

MxssBS. NEWTON BROS, electrical and mechanical engineers, of 
Derby, have converted their business into a limited com 
(Newton Bros. (Derby), Ltd.). All debts and liabilities of the firm 
are undertaken by, and all debta due to the firm are to be paid to, 
thecompany. The directors are Mr. C. A. Newton, Mr. R. Newton 
and Mr. H. Newton, and the constitution and control of the busi- 
ness will be precisely as heretofore, the alteration not in any way 
interfering with the management or scope of the undertaking. 

Lerger premises at 329, Lord Street, Southport, have been opened 
by Messrs. T. WAINWRIGHT & Sons, LTD., electricians. 


Italy.—An agent in Milan desires to represent United 
Kingdom manufacturers of parts of electrical and mechanical plant, 
Inquiries should be addressed to the British Consulate, Milan, 


LIGHTING and POWER NOTES. 


Australia.—According to the Sydney Evening News, 
an agreement was practically reached between the North Sydney 
Council and Sydney City Council, for the latter to carry out the 
electric lighting in North Sydney. 

The proposal for the Sydney Council to purchase a coal mine 
bas now been abandoned. 

Singleton (N.&.W.) is oonsidering the question of an E.L. 


installation, and two estimates have been obtained. 


Barking.—New Puant.—The Electricity and Tram- 
ways Oommittee has adopted the recommendation of the acting 
electrical engineer for the installation of a 1,000-kw. Ljungstrom 
turbine set at the electricity works, 


Barrow.—Loan Sanction.—The L. G. B. has sanctioned 
the borrowing of £12,500 for the electricity undertaking. The 
Council approved of £124 being distributed amongst the staff of 
the eleotricity works as remuneration for the extra work thrown 
upon it in connection with the extensions carried out during 
the past 18 months. 


Blackburn.—The Т.О. bas decided to apply to the 
B. of T. for consent to the construction of a generating station on 
land at Whitebirk recently leased by the Corporation. 


Boston.—E.L. SogEwE.—The R. D. O. has, on the 
invitation of the B. of T., decided to send representatives to confer 
with 8 5 interested parties on the proposed E. L. scheme for 
the district. : 


Cahir (Co. Tipperary).— Рворовер E.L.—A public 
meeting has considered proposed increases in the prices of gas, and 
decided to form a company for the introduction of electric lighting. 
A committee was appointed to deal with the matter. 


Chelmsford.—Restrictep LiGHTING.—The Electric 
Supply Oorporation, Ltd., has offered a rebate of £112 in respect 
of the public lighting account for the quarter ending December 
81st, on account of the restricted lighting. 


Colne.—A Sub-Committee of the T.O. is considering 


- the question of adopting an optional system of charging for elec- 


tricity on the rateable value basis, with a secondary charge of, say, 
id. per unit for current consumed through one meter for all 


purposes. 


Croyden.—The charge for electrical energy for lighting 
on the flat rate has been increased by 3d. to 4d. per unit as from 
March 25th. It was stated that the increased cost of coal was 
equivalent to an increase of £9,000 per annum ; the extra charge 
would bring in £8,000 to £3,500, The Committee is going into 
the question of inoreasing the charge to the tramways, which 
it is believed, with- one exception only, is the lowest in the 
kingdom. 


Darlington.—PROPOSED Loan.—A loan of £3,400, to 
cover the cost of additional plant required for the proposed supply 
to py North-Eastern Railway Oo. has been applied for by 
the Т.С, 


Dublin.—E.ecrriciry REPoRT.—In compliance with 
the resolution of the T.C., the city treasurer and city accountant 
have issued a report on the financial side of the Corporation elec- 
tricity undertaking for the seven years ended March 31st, 1914. 
This contains a great many figures, from which we abstract the 
following :—Total capital borrowed, £790,717; indebtedness, 
£592,844, Deficits since 1907-8 total £16,270 and surpluses 
£30,814. The amount paid by levy from the rates was £4,147, 
and paid by the undertaking in relief of rates, £5,500. The con- 
sumers increased from 1,687 in 1908 to 6,372 in 1914, and the 
unita sold from 2,720,226 to 7,091,729 in 1914. 

Daring the seven years to March, 1914, £299,811 was expended 
on capital account. The total amount levied upon the rates sinoe 
the inception of the undertaking in 1891 was £52,174, the net 
amount standing at £46,674 for 23) years. In the last 10 years 
no charge has been made on the rates, and some £1,363 has been 
paid in relief of them. In the five years to 1913-14 the revenue 
from consumers rose from £38,354 to £87,810; for the Im 
1914-15 to March 18th receipts from private consumers (excluding 
Corporation departments) amounted to £85,738, an increase of 
£10,813 on the corresponding figure of the previous year. 

While power and heating supplies increased to over 43 per 
cent. of the private supply in 1913-14, the load factor only 
increased from 1347 to 13°99 during seven years, and the reporters 
suggest consideration of the regulation of the proportion of the 
power and heating supply, and the possibility of some differentiation 
in power rates to ensure that current shall be sold at an economical 
figure. They also agree with the proposed temporary increase in 
price put forward by the Electricity Committee. | 


Gillingham (Kent),—O wing to the increased cost of 
fuel, Ko., the T.C. has, from April lst, increased all rates for ocur- 
rent for lighting by 14. per unit. 

Mesers. E. J. & W. Goldsmith have asked for an estimate for 
the cost of oonnecting the Rainham Cement Works with the 
mains, 
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Elland, — The Council has advanced the price of 
current for lighting purposes, and the prices for power supply will 
probably have to be increased. 


Hereford.—Proposep Loans.—The T.C. has been 
informed that the application for a loan of £1,000 for services, 
cannot at the present time be sanctioned, and in consequence no 
connections will be made until the end of the war to premises where 
mains do not already exist. A further loan of £8,000 for plant 
extensions was about to be asked for, but has been abandoned. 


Heywood.—Loan SANcTION.—The L. G. B. has sanc- 
tioned the borrowing of £6,440 for electricity purposes. 


Holmfirth.—E.L. ScHEME.— The U.D.O. has defined 
the compulsory area on which work should be commenced under 
the electric lighting order, and has also decided that the building 
of the generating station should be let by tender in one contract. 


Irish Water Power Schemes.—A private company 
haa been formed to carry out extensive electric supply schemes at 
Belleek in the north, where the waters of Lough Erne would be 
used, and at Limerick, in the south, where it is proposed to utilise 
the River Shannon. | 


Japan.—The Japanese Department of Communications 
has just issued a revised series of regulations in connection with 
electrical undertakings in Japan, particularly those connected with 
the generation and distribution of electrical energy for power 
purposes. Among the new regulations are conditions with regard 
to standard periodicities and distribution pressure, provision for the 
transmission of current from one system to another in case of 
breakdown, simpler formalities for the conveyance of power plants 
in accordance with the Factory Mortgage Law, and the stricter 
enforcement of the official inspection of private companies, power 
distribution, and supply terms and procedure. 


Keighley.—The T.C. has decided, in response to the 
L.G.B. circular endorsing the requirements of the Committee of 
Imperial Defence for more army recruite, to permit those of ita 
servants who arenotabsolutely indispensable to enlist or enter urgent 
Government services, and that no men of military age, unless they 
have been rejected in respeot of army servioe within a month 
previous to the application, should be accepted for employment in 
the Council's works departments. 

The Electricity, Gas and Water Committees have been instructed 
to confer as to the best means of avoiding a danger arising out of 
the possibility of the fusing of gas mains which are leid near 
electricity cables; it was reported that reoently an 18-in. trunk 
кав main had been fused near a large works in the town. 


Kingstown. — ELECTRIC SUPPLY ARBITRATION. — 
Last week Mr. Justioe Barton, in the Chanoery Division of the 
Irish High Court, granted an application by the Dublin Southern 
District Electric Supply Co., Ltd., making an arbitrator's award as 
to the payment of £3,608, as the price to be given by the Kings- 
town Urban Council for the electric lighting undertaking a rule of 
Court. The solicitors for the Dublin Southern District Electric 
Supply Co., writing to the Dublin Press, point out that the Arbi- 
trator by his award decided that the Kingstown Council should 


pay £3,608 for the undertaking ; the Arbitrator's fees, amount- 


ing to £183; and the costs of, and incidental to, the arbitration 
proceedings and the award. Further, it was pointed out that the 
Kingstown Oouncil, notwithstanding the fact that a letter had 
been written to its solicitors that the deed of transfer would be 
returned approved of immediately the order was obtained, filed an 


affidavit to prevent the obtaining of an order, thereby compelling 


the oompany to bring the motion which had been decided by Mr. 
Justice Barton. The costs against the Council, and their own 
coats, will amount to £30. 


Leyton.— NEW PLant.—Application is to be made to 
the L. G. B. for sanction to borrow £1,000 in respect of new ser- 
vioes. The Electric Lighting Sub-Committee has had under con- 
sideration a report of the electrical engineer in regard to the 
necessity of providing additional plant at the generating station, 
at a cost of £17,158, and in connection therewith an offer of the 
Hackney B.C. to give & bulk supply.. The Counoil has decided on 
the provision of additional plant aa recommended by the engineer. 


London .—Woo.Lwicu.—The B.C. has received a letter 
from the L.C.C. with regard to the application for the balance of 
thelosns required in connection with Globe Lane works extension. 
In this letter the County Council's Finance Sub-Committee states 
that it is now іп a position to deal with the Borough Council's 
application for £35,000, but that the balance (£13,000) will have 
to stand over until a more detailed statement ie supplied by the 
Borough Council, showing how the total estimated cost of these 
extensions, which amounts to no less than £77,000, is arrived at. 
From a statement of the loans to be dealt with, it appears that 
the total amount of loans granted for 42 and 39 years for plant 
and machinery is £014,732, and the condition proposed to be 
attached to the Council's loan sanction is that the amount out- 
standing at April lst, 1920, in respect of this sum be repaid within 
one-half of the periods then unexpired of the loans in which the 
amount in question is included. Subject to this condition, the 
Bub-Committee has agreed to recommend sanction to the borrow- 
ing of £35,000, as follows :—Buildings, £9,000, 30 years; plant and 
machinery, £26.000, 15 years. The Finance Committee of the B.C. 
recommends the Council to accept the conditions attached to the 


County Council's sanction to the £35,000, it being understood that 
no further conditions will be imposed when the further balance of 
£19,000 yet required is dealt with. Ata meeting of the B.C. this 
recommendation was agreed to. Н М. Office of Works has given 
the B.C. permission to wire some 200 houses, forming a portion of 
the Government housing scheme at Eltham, and to provide the 
necessary fittings, including lamps. Application is to be made to 
the L.C.C. for sanction to borrow £2,172, the cost of carrying out 
the work, In addition, it will cost £443 to provide the necessary 
transformer, kiosk and services. 

KENSINGTON.—The General Purposes Committee of the B.C. has 
considered a letter from the Notting Hill Electric Lighting Co. 
relative to a proposal to increasé the price of current from 5d. to 
51d. per unit, and suggesta that this should be assented to by the 
Counoi]. 


Maidstone.—IncREASED CHARGES, — The Т.С. has 
decided owing to the extra cost of coal, to inorease the price 
of current for lighting and heating by id. per unit from April let, 
and by d. for power as from January Ist. 


Manchester. — A letter has been received from the 
L G. B. stating that the sanction issued on August 15th, 1908, 
authorising the borrowing of £1,000 for the purposes of the 
electricity undertaking, has been canoelled. 


Richmond-on-Thames.—The Electric Supply Co. has 
informed the B. of G. that the price of current has been increased 
by 10 per cent. 


Salford.—Great dissatisfaction is felt by the inhabitants 
in connection with the lighting of the streets of the borough, and 
the attention of the Military Authorities has been called to the 
state of affairs. 

The Electricity Committee has given instructions that no further 
extensions of mains and services be carried out during the war 
except in those cases where, in the opinion of the electrical 
engineer, they are absolutely necessary. 


Sheffield. —L.G.B. INqUIRY.—AÀn inquiry was held on 
the 31st ult. relative to the Corporation’s application for sanction 
to borrow £164,373 for extensions to the electricity works and 
plant, to enable it to supply much needed assistance to the large 
armament works which are now engaged at top pressure on 
Government orders. 


South Africa.—A ratepayers’ meeting has been called 


kor April 23rd to adopt a resolution to borrow £15,000 for providing 


for the oost of the hydro-electric scheme at Worcester, Cape 
Province, 

The East London (Cape Provinoe) T.C. proposes to spend £20,034 
on, the electricity supply undertaking for extensions and additions 
at the power station and to the distribution system. 

The Wellington (Cape Province) Municipality proposes to borrow 
the sum of £1,500 for extensions to the electric light works and the 
purchase of fittings and accessories. 


Southampton.—YEkaRB's ESTIMATES.— The estimates of 
the Electricity Committee show that it is expected to receive 
£53,860 from the sale of energy, meter rents, and miscellaneous 
receipts during the ensuing year. This represents an increase of 
£758, as compared with the actual amount received during 1914- 
15, and a decrease of £3,614 as compared with the estimate for that 
year. Expenditure during the next 12 months is estimated at 
£36,408, leaving a gross profit of £17,452, as against £19,940 for 
1914-15, and for which the estimate was £21,201. . From this 
amount has to be deducted £16,254 in respeot of interest and re- 
demption charges, and £1,100 for special expenditure, leaving £98 
available for appropriation. This figure compares with £230 
during 1914-15, and £1,948 the estimate for that period. The Elec- 
tricity Committee is considering the question of extinguishing 
street lamps at midnight between March and September. 


Stockton-on-Tees.— L. G. B. INQUIRY.—An inquiry was 
held on March 30th into the application by the Т.О. for sanction 
to a loan of £10,100 for mains, services, and rotary converters, &c. 
There was no opposition, and it was explained that current was 
being largely supplied to shipyards and works engaged on Govern- 
ment work, and that the extension of plant was urgent. 


Swansea.—An official inspection has been held of the 
new three-phase plant at the electricity works, estimated to have 
cost in all some £40,000. The Mayor started up a new Curtis 
turbine set. 


Torpoint.—E.L. SCHEME INAUGURATED.—The public 
lighting scheme of the Torpoint Electrical Supply Co. having been 
completed, the new generating station was opened by Lady Beatrice 
Pole-Carew on the 31st ult. The constructional work was carried 
out by Messrs. Brooking & Co., of Exeter, and about 90 public lamps 
are to be lighted. 


Upper Greetland.—The Yorkshire Е.Р. Co. has 


applied to the B. of T. for consent to the erection of overhead lines 
in the district for the supply of current at a pressure of 400 volts. 


Venezuela.—La Compania Electro-Industrial de Bar- 
quisemeto is the name of a new undertaking that has lately been 
organised, with a capital of £20,000, to establish an electric ligh t- 
ing station and ice-making plant in the town of Barquisemeto, 


„„ A (C ——————————— IT даза 


Vol. 76, No. 1,950, APRIL 9, 1915.) 


THE ELECTRICAL REVIEW. - 


518 


Worthing.—PusL.:c Liautme, &0.—The Electricity 
Committee of the T.C. has been considering the question of revising 
the chargea for electricity supplied for public lighting. The 
Highways Oommittee has agreed to a new arrangement for paying 
the actual capital and maintenance charges on so much of the 
plantas is provided for public lighting purposes plus the actual 
running cost of producing the current supplied. Had this system 
of charging been in operating during the whole of the past 
financial year it would have meant a saving of £212, as 
compared with the system of charging a flat rate. The expen- 
diture on the electric light account during the past year 
totalled £11,497, the income amounted to £11,453; an estimated 
surplus of £617 became an actual. deficiency of £44. In the 
financial year ending March, 1914, the undertaking oontribnted 
220 с its surplus to the district fund for the reduction of 

e rate. 7 


Worcester.—L.G.B. INQuIRY.—Mr. Н. R. Hooper 
resumed the inquiry last week into the application of the City 
Council for sanction to borrow £5,250, £1,973 and £800 for pur- 
poses of the eleotricity undertaking. The inquiry was adjourned 


for the preparation of particulars of the expenditure on loans 


previously granted. The inspector stated that the Treasury would 
not sanction loans for auy extension of the undertaking unless it 
was necessary for war purposes, and pointed out there was an 
excess expenditure on loans of £1,959, which was as far as they 
could deal with the application ; the other part must stand over. 


TRAMWAY and RAILWAY NOTES. 


Australia,—Twenty-six municipalities in the Melbourne 
area have held a oonference to discuss the question of damage to 
roads by motor traffic, and the provision of means to regulate 
such traffic. A committee strongly recommended some form of 
special taxation of motor- buses, which are the worst offenders, 
to be based, it was suggested, on mileage ran. 


Boltou.— Wak Bonvuses.—A scale of war bonuses has 
been prepared to apply to adult or married workmen in the various 
Corporation departments whose wages in any week do not exceed 
30s. The bonuses range from За. down to 6d., and their payment 
will involve an annual expenditure of £3,700. 

The Tramways Committee has under consideration a letter from 
the Electrical Trades Union making application on behalf of those 
members who are employed in the tramway department for an 
increase of Бе. a week in wages. 


Brazil.—According to the Financier, the Pernambuco 
Tramways and Power Oo. has at length succeeded in running cars 
in the more central parte of the town. Some considerable time 
must elapse before the electric tramway system reaches the suburbs 


where it is much needed, as the existing system, which has been 


bought by the company, is quite inadequate. An arrangement for 
lighting the city, made with the same concern, has now been in 
operation for nearly a year, with satisfactory results. 


Bristol,.—TBRAMWAYS PURCHASE.—We understand that 


in addition to the gentlemen named in our issue of March 26th, 
Mr. H. Faraday Proctor, the city electrical engineer, was also 
nominated by Sir John Snell to take pert in the joint valuation of 
the sections of the Bristol tramways which are purchasable by th 
Corporation. | 


Dunfermline. — Tramway INQUIRY. — Under the 
Private Legislation Procedure Act an inquiry has been held in 
Edinburgh in connection with the Dunfermline and District Tram- 
ways (Extension) order. Power was sought to construct a tram- 
way from Dunfermline to Rosyth by what was known as the 
Queensferry Road route. The Burgh of Dunfermline and the 
Earl of Elgin objected to the scheme on the ground that a tram- 
way linking up the same districts by the Grange Road route had 
already been authorised. It was stated tbat in the event of the 
Grange Road route not being constructed the Dunfermline town 
planning scheme could not be carried out. 

After Counsels’ addresses, Lord Wemyss announced that subject 
to the adjustment of clauses and to a promised addition to Clause 4, 
the Commissionérs unanimously found the preamble proved. The 
effect of the addition to the clause is that the company will con- 
struct, within 18 months from the commencement of the order, 
but subject to limitations imposed by war conditions, the tram- 
way from the dockyard gates to the new station and along the 
Qaeensferry Road up to the High Street of Dunfermline. 


Edinburgh.—4According to the burgh engineer, there 
ате in the city 64 double-decked cars out of 200. With regard to 
the question of increasing the number, it was reported that a diffi- 
culty existed in respect to the low roofing of the existing tramway 
sheds, and that a considerable expense would be involved in raising 
the roofs to admit of any considerable additions to the number of 
double-decked cars, There was also a difficulty as regards haulage, 


experimen 
the part self-propell 


the present power being unequal to the strain of carrying on the 
various routes of the city a very large proportion of double-decked 
cars. From inquiry it appeared that 20 to 25 of these сагв 
could be added to the existing number with very little difficulty, 
and the Tramway Committee of the T.C. is to suggest to the com- 
pany that another 25 such cars be put on the various routes. 

The Tramway Committee is endeavouring to get a self-propelled 
car for imental purposes, and is to father information as to 

ed traction might play in the city. 


Halifax.—Yerar’s Workinc.—The income of the Cor- 
poration tramways for the year ended Maroh 31st was £112,792, as 
compared with £109,650 in the preceding year. Thisis the largest 
figure since the system was opened. The profits amount to £17,539, 
or nearly £3,000 more than last year. The number of passengers 
carried was 30,707,071. 

The Tramways Committee has decided to allow Belgian refugees · 


to travel free of charge on the tramways, and special passes are 


being issued to these people. 


Manchester.—The Special Corporation Committee 
appointed to deal with the question of the congested traffic in 
Manchester has held its first meeting and elected Ald. J. R. Wilson 
(chairman of the Improvements Committee) as chairman, and 
Ald. T. C. Abbott, deputy-chairman, It is understood that of the 
three voluminous reports prepared on the subject of traffic oon- 
gestion by the Improvements, the Watch and the Tramways 
Committees, the report of the Tramways Oommittee will be 
first considered. The first business meeting of the new Committee 
will be held on April 13th. 

A resolution is to come before the City Council that the Tram- 
ways Committee be recommended to allow special constables free 
rides on the tramcars when going to or returning from duty. 

It is understood that some of the members of the Tramways 
Workers’ Union are seeking permission to take a ballot on the 
question of the withdrawal of labour in consequence of the City 


` Council's refusal to grant the increases in wages of 4s. 6d. and 


3s. 6d. for carters and carriers and labourers. 


Newcastle-upon-Tyne.—RzsERvE FUND.—Àt a meet- 
ing of the Oity Council on March 31st, it was stated that the 
reserve and renewals fund at March 3 let, 1914, stood at £94,337, 
the estimated surplus on the year's working to March 31st, 1915, 
was £25,350, making a total of £119,687, from whioh is to be 
deducted expenditure sanctioned by the Council, leaving in the 
reserve and renewals fund on March 31st, 1915, the sum of £75,018, 
The estimated surplus for the year ending March 81st, 1916, was 
£31,400, but since the last report was issued the following addi- 
tional estimated expenditure had had to be considered :—Army 
allowance for dependants (additional), £1,516 ; war bonus, £8,320 ; 
relief of rates, £18,000; additional cost of fuel, £5,000; reduced 
interest on investments, £1,000. There was, therefore, an 
estimated deficit of £2,436 on the year's working. Further, it 
would be necessary to expend from the reserve fund a minimum of 
£18,000 to keep the undertaking in a working condition, and with 
these deductions the reserve fund at the close of the year would 
only stand at £54,577. It would be impossible permanently to 
reduce the iture on renewals in future years below 


expend 
‚ au average of about £25,000 to £80,000 a year until the completion 


of the repayment of the loans. The Committee was of the opinion 
that the reduction of the reserve fund to s0 low a sum as £54,000 
was unsafe, and that the contributions to the rates should be re- 
duoed in future years until the reserve fund was again built up to 
not lees than £100,000. Alderman Rodgers, chairman of the Com- 
mittee, in moving the adoption of the report, said the Committee 

must be allowed to aconmulate an adequate reserve fund. He sug- 
gested that the allowances to dependants and the war bonus to 
employés should be deducted from the £18,000 which it had been 
proposed to allow towards the rates. After discussion the report 


was adopted. 
Portsmouth.—The Tramways Committee has decided 


against an application of the motormen and conductors for an 
immediate permanent rise of 5s. per week in wages. 


Salford.—It is estimated that the profits of the depart- 
ment will be lees by nearly £20,000 this year as compared with 
last. 

Destination numbers on the cars have not proved satisfactory, 
and the Tramways Committee has decided to recommend that the 
previous method of indicating on the cars both the route and 
the destination be reverted to. 


Venezuela.—A company has lately been formed to 
construct and work an electric tramway in the town of Valencia, 
The work of constructing the line is well in hand, while the 
necessary current will be supplied from the plant of the existing 
electric light undertaking. 


Wigan.—The Home Office communicated with the 
Corporation last week with reference to a proposal not to run the 
cars on Good Friday, and pointed out that the colliers had decided, 
at Lord Kitchener's request, to restrict their usual holiday and to 
work on the Friday,and that they would be seriously incon- 
venienced if the cars did not run. At a special meeting of the T.C. 
it was stated that the arrangements were made without knowing 
what the collieries intended to do, and it was decided to provide & 
service of cars, | 
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TELEGRAPH and TELEPHONE NOTES. 


Greece,—Direct communication has been established 
between Greece and Bulgaria and between Greece and Servia.— 
Journal Télégraphique, ' 


High-Speed Cable-Cutting.—Speaking at Bristol on 
March 29th, the Postmaster-General said that within four hours of 
the outbreak of war we had severed every German cable that ran 
from Germany westwards or eastwards under the sea. 


Japan.— Direct telegraphic traffic has been inaugurated 
between Russia and Japan, by way of the Korean port of Chonjia 
and Viadivostock.—Journal Telegraphique. 


Postal Telegraphs and Telephones. — An account. 
recently iesued by the Post Office shows that the gross revenue of 
the British telegraph and telephone services for the year ended 
March 31st, 1914, was £10,468,399; the amount paid to cable 
companies, foreign countries, £o., was £878,316; telegram moneys 
refunded were £3,383; and the amount received in respect of 
royalties from the National Telephone Co., Ltd., and other licensees 


was £47,786 ; while services rendered to other public departments 


without remuneration were valued at £119,458. The total ехреп- 
diture, including £1,000,000 for interest and part repayment of 
capital in respect of the purchase of the National Telephone Co.'s 
plant, was £9,821,978, leaving a debit balance of £68,034. 

The amounts raised for telephone purposes to date made a total 
of £17,390,000, leaving a balance of £9,910,000 authorised but not. 
raised, The exceas of expenditure and interest on telegraph stock 
over telegraph and telephone revenue for the year was £339,725. 
The capital expended on the trunk telephone system amounted to 
£7,049,963 ; on the exchange system and private wiree, including 
£10,709,249 paid to the National Telephone Oo., to £20,096,117 ; 


and on stores not allocated to £500,000, making a total of 


£28,146,080. 

The expenditure for the year on the telegraphs was £3,509,010, 
exceeding the income by £390,794 ; including the interest on the 
purchase price of the telegraphe, the estimated pension liability, 
and provision for depreciation, the deficiency of revenue for the 
year was £1,211,742. 

The expenditure on the telephone service was £3,385 796, and 
the revenue 36, 175,372, leaving a balance of £2,789,576; after 
deducting interest on loans, pension liability, provision for depre- 
ciation, &c., the net surplus was £239,111. The working of the 
exchange system showed a net profit of £395,664, and of the trunk 
system a net loses of £156,553. The deficiency on the telegraphs 
in 1912-13 was £1,175,347, and the surplus on the telephones in 
that year was £303, 343. 


Submarine Telephones.—A demonstration was given 
in London last week of a submarine telephone by Captain Louis 
Sorcho, an American inventor. The device enables a diver to 
maintain communication with the surface in spite of the noise in 
his helmet due to the roaring of the air supply and the pulsations 
of the pumps. 


Telegrams in Code.—The Postmaster-General has 


given permission for the use of the authorised codes for telegrams 
to Brazil and French Guiana ; the only South American country 
atill excluded is Datch Guiana. | 


Tarkey.—It is reported that all English and French 
telephone employés in Constantinople have been replaced by 
Hungarians. The telephone service has been placed in the charge 
of an Austrian, and the telegraph service have been taken over by a 
Hungarian, 


CONTRACTS OPEN and CLOSEO. 


OPEN. 
Aldershot.—^April. 20th. U.D.C. One 400-Kw. D.C. 


turbine set, complete wich surface condenser and circulating 
pumps, &c. One water-tube boiler with chain-grate stoker. See 
Official Notices March 26th, . 


May 4th. Steam and other pipework. Water-softening plant. 


See " Official Notices " March 26th. 


Australia.—MkrBovRNE.—April 19th. 13,560 yards 
of lead-covered cable, and 13 tous of bare hard-drawn copper cable, 
for the City Council. See Official Notioes March 26th. 

April 21st. 1.027,900 arc lamp carbons, for the Melbourne City 
Council. See Official Notices” to-day. 

May 19th. Electric signals and spare parts (Contract 28,591), 
track transformers (Contract 28,359), electric train stops (Contract 
28,590), all for a period of five years. Particulars at Contractors’ 
Room, Spencer Street." 

May 19th.—Machine tools and equipment, and sprinkler, for the 
Melbourne, Brunswick and Coburg Tramways Trust. Specifications, 
&c, #2 23, each, from the Engineer's office, Sydney Road, Coburg. 


June 2nd. Electric lighting material for cars (Contract 28,187). 
Tender box, Railway Offices, Melbourne. Particulars at Con- 
tractors’ Room, Spencer Street." Deposit J per cent. of amount of 
tender. 

June 3nd. Bogie trucks, wheels and axles for 10 cars of the 
St. Kilda-Brighton electrio street railway (No. 28,621) for the 
Victorian Railway Commissioners." 

June 15th. Four mechanically-fired boilers, for the City Council. 
Specifications (£1 18.) from the City Electrical Eogineer. 

QUEENSLAND.—June let (instead of March 16th). P. M. d. 
Switchboard for Warwick. See "Official Notices March 26th. 

SyDNEY.—May 31st. Three electric battery locomotives for new 
public abattoirs, Homebush, for the Pablic Works Department. 

Specifications for the items marked * can be seen at the B. of T. 
Commercial Intelligence Branch in London. 


. Basingstoke, — April 19th. Corporation. Diesel 
engine generating set, motor-generator, balancer, underground 
cables. See ‘' Official Notices to-day. 


Bradford.—April 17th. (4) 100 tramcar trucks, (B) 
200 motore, 200 controllere, 200 automatic circuit breakers, for the 
Tramway Department. Specifications (4 and B) one guinea each, 
from Tramway Offices, 7, Hall Inga. 


Brighton.—April 12th. Corporation. Surface con- 
denser. See “ Official Notices " March 26th, 


Bristol.—April 14th. Incandescent electric lamps (from 
local firms or from firme in a position to supply from local stocks), 
for the Docks Committee of the T.C., from May 1st to August 3 lat, 
Mr. T. A. Peace, Engineer. 


Darlington.— April 20th. Corporation. 25-ton over- 
head traveller and economiser. See Official Notioes " to-day. 


Dundee, — April 28th. Corporation. Centrifugal 
circulating pumps, and 750 ft. of 42-in. and 30-in. cast-iron pipes, 
See “Official Notices ” to-day. 


Edinburgh.—Offers are wanted for upholding house 
telephone and electric bell installations throughout the city 
properties, Superintendent of Works, City Chambers. 

Offers are aleo wanted to supply electrical material for interior 
wiring and jointing, and insulating material for electricity supply 
cables. Resident Electrical Engineer, Dewar Place. 


Glasgow.—April 16th. Corporation. Cables, meters, 
carbons. See "Official Notices to-day. 

April 18ch. Corporation. Six or twelve months’ supply of 
V.I.R. cables, for the Tramways Department. Specifications from 
Mr, J. Dalrymple, General Manager, 46, Bath Street. 


Londou.—SovTHWARK.—April 14th. Cable and meters, 
for the Borough Council. See “ Official Notices" April 2nd. 


Mountain Ash.— April 26th. U.D.C. Sub-station 
building, k. H. . underground cables, L.T. overhead lines and public 
lighting, E.H.T. switchgear, L.T. switchgear and transformers, for 
Abercynon. See Official Notices” to-day. | 

Manchester.—April 14th. Corporation. Three 1,250- 
K. v. A. static transformers. See Official Notioes April 2nd. 


Rhondda.—April 17th. U.D.C. Installation, 83 wiring 
points, 88 lighting points, at the Council Offices, Pentre, See 
' Official Notices April 2nd. 

Sheffield.—April 12th. Supply of motor-van (petrol or 
electric) to carry one ton, for the Corporation. Specification (10s.) 
from the Cleansing Superintendent, Town Hall, 


CLOSED. - 


Australia.—The Prahran and Malvern Tramways Trust 
has accepted the following contracts :— 


Contract No. 61 ibozster and switch gear), Measre. Noyes Bros. Pty., Lid., 
Melbourne, £920. 
Contract No. 64 (battery), Messrs. Elder, Smith & Co., Ltd., £2,817. 


Batley.—The Corporation has accepted the following 
tenders :— ( 


Brush Electrical Engineering Co., Ltd. Trans foriners. 
Britizh Thomson-Houston Co., Lti.— Switchgear, 


Burton-on-Trent, — Two stokers and self-cleaning 
compressed - air furnaces have been ordered from Messrs, Ei. Bennia 
and Co., Ltd., for the Corporation electricity ‘station. This is a 
repeat order. 


Сгоубоп. — Тһе tender of Messrs. Callender’s Cable and 
Construotioa Co. has been accepted by the Council for 12 months 
supply of cables, The contract will provide for payment on a 
sliding scale based upon the market price of copper, 
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Dudley.—The Lighting Committee has accepted the 
tender of the Earl of Dadley, fora 13 months’ supply of steam 
coal, at 17s. 64. per ton. 


Gillingham (Kent).—The T.C. has accepted the tender 
of Messrs. Spencer, Whatley, Ltd., for 300 tons of Nottingham 


slack (through about 2-in. screens), for the electricity works, at 


£1 За, per ton; and if the whole of this cannot be supplied, to 
obtain the remainder from Messrs. Myere, Rose & Co., at £1 3s. 6d. 


per ton. 


Glasgow.—The Electricity Committee has recommended 
for acceptance the offer of Mesare. John Bennie, Ltd., at £823, for 
the erection of an electric hoist in the premises of Messre. Burton, 
Son & Sanders, Ltd., Kinning Park. 


Grimsby.—The Public Lighting Committee of the 
Town Ooancil has aooepted the tender of Mesers. Johnson and 
Phillipe, Ltd., at £296 103., for a supply of cable. 


Halifax.—The B. of G. has accepted the tender of the 
Gath Eleotrical Engineering Oo. for electrical fittings. 


Huddersfield.—An order has been placed with Messrs. 
Edward Bennis & Co., Ltd., for four pairs of chain-grate stokers, 
each grate 4 ft. 3 in. by 12 kt. 42 in. ce xtrea, for S:irling water -· tube 
boilers, for the Corporation eleotrioi- y work. 


II ford.—The U. D.C. has made a contract with the 
British Thomson - Houston Co., Ltd., for 12 months’ supply of their 
electricity meters. 


Leyton.— The Education Committee has accepted the 
tender of Messrs. E. H. Grimshaw & Sons and Mr. H. H. Taylor 
for carrying out electric light repairs to the various schools in the 
district during the ensuing 12 months. 


Liverpool.—The Electricity Committee proposes to 
accept the tender of Messrs, Baboock & Wilcox, Ltd., for three 
water-tube а and accessories, with ооз! and ash-handling 
plant, &c., for the Lister Drive power station; also the tender of 
Messrs. E Green & Son, Ltd., for three economisers and accessories. 
The Committee also prop »ses to accept the following tenders for 
annual supplies to the Tramways Department :— 

Lubricating oils aad greases.—Vacuam Oil Ço. Ltd.; Matthew, Wells 

aod Co., Ltd. 

And the following for similar supplies to the Electricity 
Department :— 

Lubricating oils.—Vacuum Oil Co., Ltd. ; Henry Wells Oi! Co., Ltd. 

E.eotric fistiogs and sunuries. —Bykes å Sugden, Ltd., 10 items; B.I. an 

Helsby Cables, Ltd., seven items; British E.eccric Calibrated Fuse 
Co., one item; Simplex Conduits, Ltd., 11 items. 

The tender of the Staveley Coal and Iron Co., Ltd., has been 
accepted for the supply of cast-iron circulating water pipes to 
the Lister Drive power station. 


London.—War Orrice —A contract for one 300-B. H P. 
Hick-Diesal engine has been placed with Messrs, Hick- Diesel Oil 
Engines, Ltd. 

L.C.0.—The Elacation Committee has ac»epted the tender of the 


Lancashire Dynamo & Motor Co., L‘d., at £36 10s, foe a 5-H.P.- 


electric motor for driving the various machines at the Shoreditch 
Technical Institute. 


Manchester.—The Education Committee has accepted 
the tender of Messrs. R. Saddon & Sons for electric lighting at the 
Alice Briggs Home. 

The following tenders have been accepted by the Electricity 
Committee :— 

Six superheaters.—Heenan & Froude, Ltd. 

Two low-pressure circulating water pumps.—Gwynnes, Ltd. 
Three reactance coils.—Siemens Bros, Dynamo Works, Ltd. 
Cable.—Siemens Bros. & Co., Ltd. 


The Sanitary Committee has accepted the tender of M car: 
Maitiand & Co. for the electric lighting at the new ward pavilions 
at Moneali Hospital. 


Meter Contraets.—Messrs. Ferranti, Ltd., have recently 
obtained contracta as follows for meters, the contract in each case 
being for the year ending March, 1916 :— 


Bristol Corporation, c.c. meters. 
Croydon Corporation, c.c. and a.c. prepayment meters. 
Hammersmith Borough Council, д.с. prepsyment meters. 
Ilford District Council, o.c. meters. 
T iesus Corporation, с.о. meters. 
Eun Corporation, А.С. meters. 
haven Corporation, c.c. meters. 


Nuneaton.—The tender of Mr. George Smith has been 
accepted by the Council for the supply, ducing the ensuing 12 


months, of 2,000 tons Ausley Hall Smudge coal, at 6s. 9d. per ton, 
to the electricity works. 


Richmond-on-Thames.—The Richmond, Heston and 


Isleworth Joint Hospital Board has accepted the tender of Mr. D. J. 
MacDonald, of Hounslow, for maintenance of the electrical 
installation at the hospital. 


Salford.—Messra. Siemens Bros. Dynamo Works, Ltd., 
have again scoured the contract for the annual supply of Wotan, 


tantalam, and oarbon- flament lampe to the Corporation Tramways 


Department, 


The following tenders have been accepted for the purchase or 
scrap metal at the electricity station :— , 


В. Opeushaw.—Old aro lamps, a: approx. value of contract, £81. 
J. H. E uH .— Heavy cast-icon, light wrought-iron and heavy wrought 
stee 

J. Livesey. —Copper, lead and light brass, £867 7s. 6d. 

J. E. Peach & Sons. Heavy bra, burnt cast-iron aod rubber, £48 10s. 

T Mitchell & Soas, Ltd.—Motor-driven boiler fesd pump, £40. 

8. Openshaw.—Steam feed-water heater, £5. 

A. wearoyd. -Batte ‘у of acoumulators, about 80 tons disused accumulator 
lates, connecting bars, &c , wood stillages, glass and porcelain insu- 

ors, batt sry booster and swisebgear, and two balancers and switch. 


gear, gear, £706. 
T. Mitchell & Sons.—Seven old electric motors, £49. 


The following tenders have also been accepted : — 


Pendleton Ironworks Co.—Steel work for car depót extension, £1,480. 
Hadfleld's, L:d.— Axles, wheel tires and wheel centres, £1,188, 


Walthamstow.—The U.D.O. has renewed its contract 
for the next 12 months for S.P. and D.P. 5 and 10-amp. tumbler 
switohes, with Меватв. J. Н. Tacker & Co. 


Walton-on-Thames,— Messrs. R. Langston-Jones & Co. 
have secured the contract for the lighting and equipment for the 
new cinema for the Walton-on-Thames Cinema Оо., Ltd., at £251. 


Watford.—The Electrical Apparatus Co. have withdrawn 
their previous tender for 200 meters, and the electrical engineer 
has been authorised to purchasa the same number from the firm at 
the schedaled prices, to be taken when required during a period of 
two years. The tender of the British Westinghouse Co. has been 
accepted for the supply of 850 larger size meters at scheduled 
prices, to be supplied over a period of two years also. 

The Electricity Committee has refused to grant а request from 
Messrs. Cory & Son, Ltd., for an increase in the price of coal under 
contract. 


FORTHCOMING EVENTS. 


Association of Engineers-in-Charge.—Saturday, April 10th. Social and 
mx April 14th. At 7.8) p.m. At St. B ide's Institute, Bride 
Lane, B. O. Papec on ''Autogenous Welding," by Mr. L. M. Fox. 


North of England Institute, of "ur and Mechanieal Engineers.— 
Saturday, Apri 10th. A« 3 p.m. oud Memorial Hall, Newcastle. 


Discussion on various papers. 
Royal Institution of Great Britain, Monday, April 19th. At 5p.m. At 
Aloemarie Street, W. General Meeting. 


Institution of Civil Engineers.—Tuesday, April 18th. At 8p m. AtGreat 
George Street, 8. W. Paper on Impact Coefficients for Railway Girders,“ 


by Mr. О W. Anderson. 

Institution of Electrical Engineers.—Thursday, April 15th. At 8 p.m. 
At Victoria Kmbankment, М.С. Paper on The Power Supply of the 
Central Mining—Rand Mizes Group," by Mr. J. H. Rider. 

(Manchester Local Section).—Tuesday, April 13h. At 780 p.m. 
At Engineers’ Оа, 17, Albert equare. Mr. Rider's paper as above. 

(Scottish Local Section).—Tueeday, April 18th. At 8 p.m. At 
907, Bash street, Glasgow. annual General Meeting. Paper on Power 
Plans Testiog," by Mc. W. M. Belvey. 


(Students' Section’).—Wednesday, April 14th. At 7.80 p.m. At 
Victoria Smbankmen’, W.O. Paper on The кесе Drive of Rolling 
Mills," by Mr. J. M. Heslop. 


(Birmingham Local Section).— Wednesday, April 14th, At'780 p m. 
At Universi.y, Edmund Street. Paper оп The Power Bupp y of the 
Central Miniog—Rand Mines Group," by Ме, J. Н. Rider. 


(Yorkshire Local Section).— Wednesday, А Мы Гуе At 7pm. At 
the Philosopnical Hall, Leeds. Paper o Lightia S en and its 
Immediate ects from tho Hoonomio Nandpolnt, dy Mr. V. E. 
Mackinney, 


Institution of Mechanical Engineers.—Friday, April 16th. At8 pm. At 
Beorey’s date, З.У. Ocdinacy Ucnoral Meeting. 


———— 
NOTES. 


Inquiries, — We are asked for information regarding the 
heating of veneer plates by the se-called Hot Press System," for an 
important Canadian authority. Makers of the "Omnimeter " 
slide rule are aeked for. 4 ; 


For 8ale.—Messrs. P. Huddleston & Co. are instructed 
to sell by auotion the cable, wire and fittings used for lighting the 
Liverpool Exhibition. Particulars are given in our advertisement 


pages to-day. 


An Echo of the Building Strike.—In October, 1913, 
the London Education Commiltee accepted the tender of Messrs, 
Arthur Newman, Ltd., at £460, for installing electric light at the 
Middle Row School, Kensington. The school is being rebuilt in 
sections, and the first portion of the electzical work is now finished, 
the value being £213. Messrs. Newman have asked the Com- 
mittee for an allowance in reepect of the time which elapsed 
between the signing of the contract and the commencement of the 
work, The delay was oaused owing to the strike in the building 
trade last year, The responsible Sub - Committee is of opinion that 
а payment of 46 9s, would bea fair and reasonable settlement of 
the olaim, and has recommended the Committee accordingly. i 
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The I. E. E. Benevolent Fund: An Appeal.—We 
commend to the sympathetic interest and generous support of our 
readers the appeal that has been issued by Sir John Snell, the 
President, on behalf of the Institutions Benevolent Fand. 
Sir John says :— | f 

“ The Committee of Management have before them three urgent 
cases which it is felt should be dealt with by the brother members 
of those whose families are in need of help. 

“There is one case of a member who died recently while on 
his way abroad to take up a very good position, whose widow 
and two children must be assisted by some charitable organisa- 
tion. Another case isthat of a member who was injured in an 
accident and is now mentally incapable of earning any livelihood, 
and whose wife and four children are penniless. And there is 
yet к third case of three maiden ladies, the daughters of a deceased 
distinguished member, whose age and health make them incapable 
of earning anything towards their subsistence. 

In all these cases there are no relatives able to assist. The Com- 
mittee, therefore, feel that each of these cases properly falls 
within the scope of the Benevolent Fund, There are in addition 
other cases of members and of families of members who are 
iu receipt of assistance from the Fund, and it is anticipated 
that further deserving oases will in the near future come 
before the Committee. For an Institution of the size and 
importance of ours a Benevolent Fand, which has been in 
existence for some 25 years ought to have a larger 
acoumulated capital than £4,640, and a larger income from 
investments than £175 per annum. During the year 1914 the 
annual eubsoriptions from members amounted to £57 only, and 
donations of single sums amounted to £93, that is, a total of 
£180, which is considerably less than could fairly be expected 
from an Institution of over 7,000 members. Daring this period 
of war, the positions and incomes of the majority of the members 
of the Institution have been only very slightly affected ; and I 
venture to hope that a ready response will be made to my appeal 
to increase the resources of the Benevolent Fund, in order to 
enable the Committee to relieve the distressed and to assist the 
dependents of those of our members who have fallen by the way, 
as the amount at the disposal of the Committee is at present 
d insufficient to meet adequately the demands made 
upon іё," 


Fatality.—LaANGLEY.—At the inquest on the death of 
a labourer named Wilcox, aged 17 years, referred to in our last 
issue, evidence was given by Mr. John Legge, chief engineer of the 
Shropshire, Worcestershire and Staffordshire Electric Power Co., 
Ltd., to whom the wires belonged. He said that the War Office 
requested the company a fortnight ago to start immediately to get 
a supply of electricity to the site of the new Government works at 
Langley, which is near Albright & Wilson's works, to enable the 
men to work night and day. The nearest point from which they 
could get a supply wae at Messrs. Albright & Wilson's works, and 
the firm permitted them to connect up from their transformer to 
the new works. The wires were carried on the top of a wall, the 
lowest wire being 10} ft. from the ground, aud they were con- 
sidered to be perfectly eafe. It was only a temporary arrangement, 
and, as soon as the underground cable was laid, the existing wires 
would be done away with. The voltage of one wire was 270, but 
if Wiloox caught hold of both wires he would probably receive & 
shook of about 500 volts, The jury returned a verdict of “ Acci- 
dental death," aud added the opinion that the wires were in & 
dangerous position. Though the wires were only there temporarily, 
they thought they should have been in some way protected. 


Institution and Lecture Notes.—Royal Institution. 
—The following arrangements are announced :— 
Friday, May 7th, at 9 p.m., Prof. O. W. Richardson, Electrons 
and Heat (experimental). 
5 „ 28th, at 9 p.m., Sir John Jackson, Engineering 
Problems of Mesopotamia and Euphrates Valley." 
„ June 4th, at 9 p.m., Prof. Sir E. Rutherford, Radiations 
. from Exploding Atoms.” 
Afternoon meetings (3 o'clook) :— 
Saturday, May 15th, and Tuesday, May 18th. Prof. Fredk. Soddy, 
“ Advances in the Study of Radio-active Bodies." 
Tuesdays, June Ist and 8th, Prof. J. O. Arnold, The Evolution 
of Steel : Influence on Civilisation.” 
Thursdays, April 29th and May 6th, Prof. A. W. Porter, Advances 
in General Physics.“ 


Saturdays, May let and sth, Prof. J. A. Fleming, Photo- 


Electricity " (experimental). 

Institution of Electrical Engineers.—<At the meeting of the 
BIRMINGHAM LOCAL SECTION on Wednesday last a paper was read 
by Mr. W. C. Acfield on “Development of Main-Line Signalling 
on Railways," and a discussion followed. | 

Greenock Electrical Society.—At the last meeting a paper 
was read by Mr. L. Hogg on Mains.“ 

The following office-bearers were elected for next session :— 
Hon, president, Mr. Frank H. Whysall; president, Mr. W. B. 
Smith; vice-presidents, Messrs. Duncan Angus and Samuel James; 
secretary, Mr. H. G, Wright ; treasurer, Mr. Wm. M'Gibbon. 


Appointments Vacant,— Engine driver-stoker (308.), 
two switchboard attendants (203.), jointer, meter fixer and reader 
(35a.), for Ilkley U.D.C. ; car-shed superintendent (£ 200), for Bolton 
Tramways Department; switchboard attendant (25s.), for 
Kingston-upon-Hull Corporation ; working permanent-way fore- 
man (428. 6d.), for Burton and Ashby’ Light Railways, Particulars 
are'given in our advertisement pages, 


How to Sell.—The Sales Managers’ Association has 
arranged for to-night, Friday, at 7.30 p.m., & meeting to which 
"every British Business Man " isinvited. There will bean addrese 
by Mr.C. Hamilton Wickes, H.M. Trade Commissioner in Canada, on 
" How to Market British Goods Abroad." Mr. Wickes holds that 
it is not in the quality of the goods thet England is at a dis- 
advantage in the industrial race for the world's marketa, but in 
the methoda adopted for making sales. We have no doubt that the 
meeting will prove a profitable one to all of our readers who can 
attend at this short notice. The announcement was only issued to 
us under date April Ist, and, of course, was not received by us until 
after the holidays, It is regrettable that an Association which 
aims at the improvement of our methods should not have issued 
a little longer notice of its arrangements—the eve of Good Friday 
was a particularly unfortunate date to choose for its circulation. 
We hope, however, that this reference to the matter will make an 
added impression upon the minds of our busy commercial readers, 
and will ensure a good sprinkling of electrical men among the 
audienoe at the King's Hall, Holborn Restaurant, to-night. 


Fire at Dunston,—A fire occurred on April 5th at the 
Dunston electric power station of the Newoasatle-on-Tyne Electric 
Supply Co., Ltd. An extension of the premises has recently been 
completed, and some new turbo-generators have been installed, 
and it was in this section of the works that the outbreak occurred. 
For some time there were. apprehensions of the fire seriously 
extending, but the work of the employés, aided by the military 
on duty in the neighbourhood, proved sufficient to limit the 
trouble. The damage done was said to be considerable, but 
fortunately the supply was not affected by the accident. One of 
the employés was rather seriously burned. 


Engineer Volunteer Training Corps.—It has been 
suggested to the President of the Institution of Electrical Engi- 
neers, Sir John Snell, by General Sir O'Moore Creagh, V.C., Military 
Adviser to the Central Association of Volunteer Training Corps, that 
an Engineer Volunteer Corps should be raised from members of the 
engineering profession who are either above military age, or who, 
being of military age, are prevented by some good reason from 
serving in the Regular or Territorial Foroes. 

The objects of the corps would be to train men of military age 
to make them useful Royal Engineers recruits if and when they are 
able to enlist, and to furnish engineer units to assist in the com- 
pletion of the volunteer organisation. The units would be so con- 
stituted as to ensure that the maximum advantage would be taken 
of the specialised akill of their members. | 

Instruction and training will be given in military engineering, 
with special reference to field and fortress work (inoluding tele- 
graphs, telephones, searchlights, \>.), in addition to drill, mueketry 
and other military operations proper to an engineer unit. Drills 
will be arranged so that each unit will receive instruction for at 
least two hours per week in the evening and on Saturday after- 
noons or Sundays. 

The corps will be affiliated to the Cantral Association, and all 
the conditions contained in the War Office letter to Lord Desborough 
dated November 19th, 1914, will be observed. Members joining 
will be required to provide their own uniforms, and probably some 
part of the equipment. 

The Institution has addressed a circular on these lines in the 
first instance to members residing in the London area. The 
question of forming similar corps for members residing outeide 
this area will be considered at a later date, 


Copper.—The European visible supply at the end of 
March was 29,056 tons, a decrease of 5,319 tons during the month. 
From Messrs. Н. R. Merton's tabulated statistics we find that 
English supplies diminished by 698 tons during the same period. 
In dealing with the former figure (European supplies), however, 
it will be noted that the figure given for French stocks at the end- 
of February was based on tho stock before the war, while that now 
issued is in accordance with official figures. The figures for enemy 
stocks are still, of course, conjectural. Figures of supplies from 
various sources show American arrivals in Europe largely in excess 
of any month since last July. The quantity reoeived by England 
and France from Spain and Portugal during March, 1915, was well 
over the pre-war average, and the figure for supply from “ other 
countries ' was 7,178 tons, nearly half as much again as the pre- 
war average. Chile shipments were 10 per cent. under the pre-war 
average, and Australian about + below. Total supplies very ооп. ' 
siderably exceed those for any month since the war started, and 
are 4,358 tons above the supplies for January, 1914. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the comniercial xide of the profession and industry, 
also electric tramway and railway officials, to heen readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials —The Wimbledon T.C. has 
been recommended to appoint Мв. H. OSWALD as an engineer-in- 
charge at the electricity works at a salary of £104 а year, rising to 
£156 by annual incremente of £13. 

The marriage took place at Oldham on March 24th of MB. Wu. 
CHAMBERLAIN, one of the joint managers of the Oldham Corpora- 
tion electricity department, and Miss Lilian Hood, daughter of the 
late Alderman John Hood, J.P., a former Mayor of Oldham, 
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Мв. H. A. HisTED, of Croydon, has been appointed meter 
inepector at the Watford electricity works. Mr. T. W. Turner, 
assistant mains superintendent, has resigned his appointment. 

Mr. W. L. CHUBB, chief assistant at the Horsham electricity 
brisa has resigned, having been appointed to a similar post at 

ord. 


Tramway Officials, — M&. FREDERICK TAYLOR, car- 
@hed superintendent at Bolton, has resigned, and applications are 
to be invited for the vacancy, the salary offered being £200 per 
annum. 


General.—The staff of the offices of the British 
Insulated & Helsby Cables, Ltd. Helsby, have presented & case 
of cutlery, suitably inscribed, to Мв. ERNEST BABKEB, of Runcorn, 
а member of the office staff, upon the occasion of his marri ge. 
The presentation was made by Mr. G. Seddon, the cashier. 

Мв. Oscar C. WAvaoop, of the transformer department of the 
British Westinghouse Works at Trafford Park, was married at 
Levenshulme Congregational Chnrch at Easter, to Miss Lily M теге, 
only daughter of Mr. and Mrs. W. H. Linton, Victoria Park, 
Manchester. 

MB. Н. О. WALKER, chairman and joint managing director of 
Waygood-Otis, Ltd., lift and crane makers, on completing half-a- 
oentury's connection with the company, has been presented by 
the staff aud employés with a grandfather clock and a morocco 
bound album, containing the signatures of 600 employés, and the 
names of 250 members of the staff who have joíned the services, 


Mz. JAMES G. LORRAIN has chavged his address to 9, John 


Street, Adelphi, London, W.C. 


Obituary.—Ds. Н. Lewis JoNEs.—We deeply regret to 
learn of the death, which occurred on Sunday last at his residence 
in Harley Street, of Dr, Henry Lewis Jones, M.A., M.D. Camb., 


F.R.C.P., London. For many years Dr. Lewis Jones had been one 


of onr foremoet authorities on medical eleotricity, indeed as long 
ago as February, 1893, he appeared among other experte on the 
side of the ELECTRICAL REVIEW iu the litigation which followed 
upon its attacks on a certain extensive electric belt business. The 
very responsible position which he occupied at St. Bartholomew's 
Hospital afforded him ample воорз for the exercise of his 
specialised knowledge and experience, and gave him exceptional 
opportunity for adding thereto. For a lengthy period he was 
medical officer in charge of the electrical department at that 
Hospital, and we believe that he was responsible for the electrical 
equipment there being so efficient and complete. Daring the last 
year or two he had been connected with the same department in a 
less active capacity, as consulting medical officer. His position as 
a recognised authority on electro-therapeutical aud electro-medical 
subjects brought him into prominence as an author in a depert- 
ment which has too few authoritative exponente, and he ocoupied 
the presidential chair of the British Electro-Therapeutio Society 
in 1903 and 1904. Не was an Associate of the Iustitution of 
Eleotrical Engineers, and in 1900 read & paper before that body 
" On the Applications of Electricity in Medical and Surgical Prac- 
tice.” Other writings of his within our recollection dealt with 
“ Lethal Effects of Electrical Currents” (British Medical Journal, 
1895); “ Eleotrical Treatment of Infantile Paralysis” (Medical 
Society of London, 1891); and ' The Duration of Discharges of 
Induction Coils.“ He was also the author of a well-known work 
on “Medical Electricity," based on the original work by the late 
Dr. Steavenson, of St. Bartholomew's, which went through many 
editions. Dr. H. Lewis Jones, who has passed away at the com- 
paratively early age of 58, was а gentleman with whom it was a 
pleasure to have relations and one who could not be known 
without being esteemed ; his passing leaves a blank in an important 
department of Science, and he was an authority whom we could ill 
'afford to lose. | 
Зв J. C. LAME.—We regret to record that Sir John Cameron 
Lamb, formerly Second Secretary to the Post Office, died on March 
30th at his residence at Hampstead. In the course of a lengthy 
account of his career appearing in the Times, it is stated that Sir 
John, who was born in 1815, entered the Post Office in 1864, aud 
he retired in 1905, after more than 10 years’ service. He at first 
served in the Receiver and Aocoountant.General's Department, but 
in 1870 he was selected with others to assist in negotiations for the 
acquisition of the inland telegraphs, which up to that date had 
been entirely in the hands of private companies. Mr. Lamb took 
а prominent part in the organisation of the acquired telegraph 
and their extension to meet the growing requirements of 
the public. In 1888 he carried out moet of the arrangements in 
conneetion with the introduction of 6d. telegrams. A rapid deve- 
lopment in the international telegraph system has taken place 
since 1870, and many questions affecting the control of the cables 
laid by British companies and the relations with foreign telegraph 
administrations were continually arising for settlement, and Mr. 
Lamb took a large part in the arrangement of these matters. In 
1586 he was one of three delegates appointed by the Seoretary of 


I 


State for Foreign Affairs to attend an international conference in - 


Paris on the protection of submarine cables, and he subsequently 
eerved as a member of the Commission appointed to examine the 
laws of the various countries bearing on the subject, In 1884 and 
again in 1888 Mr. Lamb attended conferences with the officials of 
various telegraph administrations, and negotiated agreements for 
the joint acquisition and working of the Continental cables. These 
arrangements, which were carried into effect in 1889, resulted in 
the purchase of the cables from the Submarine Telegraph Co. Mr. 
Lamb took part in three international telegraph conferences—in 
1890 in Paris, in 1896 at Buda-Peeth, and in 1903 in London. At the 
Paris and Buda-Pest conferences he was the senior British delegate, 


and at the London conference was elected dent. In 1903 he 
was the senior British del at the first International Conference 
on Wireless Telegraphy held in Berlin. In 1895 Mr. Lamb 
negotiated the purchase of the telephone trunk lines connecting 
the various centres, and organised a State system extending to the 
principa, towns in England, Scotland and Ireland. and also to 

aris. Mr. Lamb was appointed third secretary of the Post Office 
in 1896, and in the following year became second secretary. He 
took a leading part in discussions upon the policy which should 
govern the relations of the Post Office to the National Telephone 
Co. and the municipalities in connection with the telephone ser- 
vice, and gave evidence before a Select Committee of the House of 
Commons in 1898. From 1892 to 1897 he served as a member of 
the Royal Commission appointed to consider the establishment of 
electrical communication with lighthouses and light.shipe He 
received the C.M.G. in 1890, the С.В, in 1895, and a knighthood on 
his retirement. 3 

Мв. R. Токе, —Тће death oocurred on April 4th, at the age of 
57 years, of Mr. Richard Take, Chief Superintendent of Telegraphs 
at the Leeds Post Office. He joined the telegraph service in Leeds 
in 1873, and passed through all the successive grades to the post of 
chief superintendent, to which position he was appointed only last. 
year, His death was quite unexpected, for he attended to his duties 
as recently as March 27th. 


CITY NOTES. 


Cork Electric Tramways and Lighting Co., Ltd. 


THE directors’ report for 1914 states that the revenue was 
£61,604, and the expenses were £37,958. Including £1,352 
brought forward, there remains £24,998, less interest on- deben- 
tures £4,600, leaving a balance of £20,398. Of this amount 
dividends on the 5 per cent. cum. pref. shares absorbed £6,163, 
£6,500 had been added to. reserve for depreciation and 
renewals, £1,804 had been written off several items, a 3 per 
cent, dividend on the ordinary shares requires £3,450, and 
£2,480 is to be carried forward. The lighting and power busi- 
ness again shows satisfactory progress, agreements for 161 
connections being concluded during the year. The additional 
connections represent a total gain of 467 Kw. as against 212 
KW. in 1913. e revenue amounted to £61,604, an increase 
of £1,469. The lighting and power revenue was £1,509 in 
excess of the previous year and the traction revenue £140 less, 
the decrease being mainly due to the war. The other revenue 
items show an increase of £100. The expenses amounted to 
£37,958, as compared with £37,524 for the previous year. 
There was a reduction of £1,315 in traction and lighting ex- 
penses, mainly due to lower maintenance charges for perma- 
nent way and cables. Power expenses, on the other hand, 
were increased to the extent of £1,700, due partly to the 
increased output and partly to heavier maintenance charges for 
the plant. The general expenses show a small reduction. The 
capital expenditure during the year. amounting to £2,500, has 
been mainly for house services aud additional plant for the 
power station. To meet the increasing demand for lighting 
and power the directors have ordered a 1,000 xw. direct-current 
geared Curtis turbine. In view of the substantial increase in 
the cost of coal and other materials, also wages, dues to the 
war, the directors may have to consider the question of increas- 
ing the charges for electricity. 
The annual meeting was held yesterday. 


— ——Traction. Lighting and power.— 

8-c Р. amps 
Miles Passengers Average Car- No.of No. of (equiv.) 

Year. open, carried fare. mileage. oars. customers. connected, 
1919 .. 9:89 5.605, 106 1°06d, 896,158 85. 2,5 168,774 
1913 . 9:80 5,864,899 1:054, 898,594 85 9,865 170,998 
1914 969 5,858,904 1 064, 870,004 85 2,826 188,471 


Clyde Valley Electrical Power Co.— The report 

states (says the Financier) that, after payment of the preference 
share dividend and adjusting interest and transferring £12,500 to 
contingency fund for depreciation, &o, there remains £983,826. 
The directors recommend that £3,290 be transferred to special 
reserve, £10000 applied in writing down cost of accounts, and 
£9,000 provided for the dividend on the preference shares to April 
30th, leaving £11,535 to be carried forward. | 


Lymington Electric Light and Power Co., Ltd.— 
The result of trading during 1914, including £769 brought forward, 
shows a profit to the credit of the net revenue acoount of £2,668, 
and after psying interest on debentures, amounting to £450, there 
is a balance of £2,218; £1,000 ie to be placed to reserve account, 
and a dividend at the rate of 5 per cent, per annnm paid on 
the preference shares, amounting to £321, leaving £897 to be 
carried forward. During the year the company have invested 
£1,000 in Colonial Government Stocks. 


Oriental Telephone and Electric Co., Ltd, —Subject 
to audit, the directors recommend the following dividends :—At 
the rate of 6 per cent, per annum on the - preference shares for the 
half-year ended December 318% last, less inoome-tax ; a final divi- 
dend of 6 per oent. on the ordinary shares issued, free of income- 
tax, making a total of 10 per cent. for the year. The share transfer 
books will be closed from April 15th to 28th. 
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Brush Electrical Engineering Co., Ltd. 


THE annual meeting was held at 1, Kingsway, W.C., on March 
29th. Mr. E. GaRckE, who presided, congratulated the share- 
holders on the improved position of the company. The im- 
provement which he was able to report at the last general 
ineeting was fully maintained during the past year, notwith- 
standing the diflieulties and the dislocation of business caused 
by the war, and the accounts showed that the company was 
again getting into a thoroughly sound position, Now that’ 
they had turned the corner and were making profits, he was 
able to confess that there were times during the last five or 
six years when the directors were very nearly despairing of 
being able to pull the company out of its difficulties, but there 
. were two factors which sustained them, and which explained 
the success they had achieved. In the first place, they appre- 
ciated very much the patience shown by the stockholders and 
the confidence which ihe 

place the extraordinary effurts made by the managing director 
and the whole of the staff in their struggle against adversitv, 
were such as inspired everyone with confidence in their ulti- 
mate success. During the past year they had completed the 
re-organisation of the share capital account, and the balance 
sheet was now free from all items of doubtful validity, und 
showed a balance of undivided profits which was not only 
substantial but real. They would be perfectly justified in 
declaring a moderate dividend on the ordinary stock, but 
although the directors would have derived much pleasure in 
paying a dividend, they thought and felt that war time was not 
a time for a company which had just emerged from a long 
period of depression to begin the payment of dividends. After 
the experience they had gained, therefore, they considered 
that, when the company resumed payment of dividends, it 
must be with the conviction that in the absence of altogether 
unforeseeable calamities they would be able to pay dividends 
regularly later. The uncertainty of war conditions did not 
provide a reliable basis for any such conviction, and, therefore, 
they must reluctantly ask the holders of the ordinary stock 
to exercise a little longer that high quality of patience which 
they had practised so long with such beneficent effects upon 
the fortunes of the comnany. They paid. of course, for the 
past vear, as they had always done, the full interest upon the 
whole of the dehenture stocks, and they also paid a further 
4 ner cent. for the vear on-the 6 per cent. second prior lien 
debenture stock, making 10 per cent. for the vear. After deal- 
ing with the accounts, the Chairman said that with regard 
to their operations generally, they had naturally suffered hy 
the falling away of orders during the latter part of the year 
under review, and they had also been, and were still, handi- 
capped by the shortage of Jabour and the difficulty of getting 
raw materials. The latter were adverse factors which. he was 
afraid, were likely to continue during the war, and might 
even increase. On the declaration of war everyone's first in- 
stinct was to at once begin husbanding resources, and their 
order sheets for the first two or three months immediately 
following the declaration of war did not make satisfactory 
reading. However, as confidence was re-established, an im- 
provement took place. and this was assisted by the Govern- 
ment orders which the companv was able to secure. This 
improvement had continued. and thev had no cause to com- 
plain of the volume of business obtained since the heginning 
of the current vear. They took early steps to put their manu— 
facturing facilities at the disposal of the Government, and at 
the present time a larce proportion of their output was for 
material for Government service. Thev were building not only 
turbo-generating plant and other engineering and electrical 
machinery for this dutv, but had also undertaken the con- 
struction of aeronlanes to standard and improved desians, and 
thev honed shortly to have the snecial department thev had 
organised for this work in full swing In eommon with other 
engineering firms. thev had granted a substantial all-ronnd 
increase of waces to their workmen, and thev were now faced 
with a demand for a special war bonus. Thev folly recognised 
that the cost of living had gone un, and that the men were 
entitled to more when more was beins earned, but these con- 
tinued advances of wages were liahle to hit the firms encaged 
in the heavy section of the electrical engineering ndustry 
verv much, because their contracts were of a nature that often 
extended over many months. and as thev had fo engage to 
deliver their products at a fixed price, ЈЕ was pot posible to 
ohtain relief in resnect of higher wages naid as regarded worl: 
already in hand. He honed the men's renresentotives wonld 
admit that these advances could not he permanant, for in the 
nature of thines the nresent conditions could net be ner- 
manant. At their meeting laet venar he tel] them of the sneress 
of the new «team turbine thev had token un. We referred 
to the Liunestrom turbine. Ho wag glad fo report that tha 
exnerience ther had since mained in verw wav mst fed their 
actinon dm securing mannfactnrine richts for this invention, 
Tt bed fully re^ sod their exnectatinng, and was naow firmlv 
pctoblished ас the most eeonamical turhine on the market. 
while at the ao tine its тоет in aneration der severe 
ceonditions had heen eamnletely confirmed, The remarkable 
rosulte ohtained in the wav of steam economy A 
ctrangly ta all awners of eloctrie newer nndevtalinee in cttn. 
ations weh aro fu?! wag оос. and tha пак 1 han? ond 1" 
procneet had ecamnellad the dirartare ta face the nroblem of 
providing means for turning ont the turbme. with its anvibarv 
eaninment of generators, condensera and тпс, on q larger 
ec^le, and with Iahour-enving high-speed tools. Machine toola of 
this class were already on order, and some of them would 


ey gave the directors, and in the second 


pax as the case might be. 


have been installed before now if it were not for the fact that 
the tool makers were all very busy in turning out machinery 
for inunitions of war. The progress made in exploiting the 
Ljungstrom turbine, satisfactory though it was, would have 
been still more marked in more normal times, ae шапу muni- 
cipalities, who were their principal customers for this class 
of plant, were holding up projected extensions in their power- 
houses in consequence of the present difficulty of obtaining 
the necessary Government sanction for expenditure. At this 
moment they had a considerable amount of business held up 
on this account, and he looked for a large demand for the tur- 
bine as soon as the existing restrictions were removed. On 
their rolling stock side the shops had, on the whole, been kept 
well employed. They were building a large number of cars 
for the L. C. C. tramways, and were finishing a line of steel 
carriages embodying many special and improved features for 
the Central London Railway. They were adapting and ex- 
tending some of the workshops for the manufacture of aero- 
planes, for which they had already important orders in hand. 
To meet the capital expenditure necessitated by these develop- 
ments, they proposed, as soon as they required the money, 
and subject, of course, to the approval of the Treasury, to 
issue the balance of their pnor lien participating second deben- 
ture stock. The exact amount of this stock available was 
£48,899, and it carried fixed interest at the rate of 6 per cent. 
per annum, and was entitled to a further 4 per cent. 
out of the net profits of the company available for dividend: in 
any year. The Chairinan added that over 20 per cent. of the 
company's inen, including officers, had joined the Army and 
Navy, and the directors had joined in a scheme which had 
been propounded by the British Electrical Federation for 
assisting the dependents of the men. 

Mr. B. S. BROADHURST seconded the motion. 

An amendment that the meeting should stand adjourned 
for the purpose of enabling the directors to reconsider the 
accounts with a view to the payment of а small dividend on 
the ordinary shares was not seconded, and the motion for the 
adoption of the report was agreed to unanimously. 


British Westinghouse Electric and | Manufacturing 
Co., Ltd. 


THE 15th annual general meeting was held on March 29th at 
Hamilton House, Victoria Embankment, Mr. J. ANNAN BRYCE, 
M.P., presiding. In moving the adoption of the report, the Chair- 
man, after referring at some length to the balance sheet, said 
that the net profit was about £45,000 more than that of 1913. 
That excellent result was caused mainly by increased efficiency. 
They possessed a very able management and a first-rate staff. 
built up during vears by the managing director, and actuated 
from top to bottom by a spint of devotion to its work. While 
he congratulated them on the result of the year's working, he 
must utter a word of caution. In some of the newspaper 
comments on the accounts it was said that they seemed to 
have benefited bv the war because they had earned a much 
larger profit. Although five months of war came within the 
period covered by the accounts, any such deduction was 
entirely wide of the truth. The profit of the vear was almost 
entirely. 1f not entirely. derived from contracts entered. into 
hefore the war: mast of it. indeed, on contracts made in 1913. 
As а matter of fact, they had already suffered, and were likely" 
to suffer still more, from the war, though its iniurious effects 
were not apparent in the accounts of 1914, The net profit 
was Just sufficient, if thev had divided right up to the hilt, to 
have allowed a distribution of 15 per cent. on the preference 
capital. But in the opinion of the board it was much wiser. 
with the present uncertain outlook, to continue the policy of 
strengthening their resources bv building up reserves. They 
had, accordingly, added £50,000 to general reserves, written 
£25,000 off good will, and carried forward a rather larger sum 
than last year. When thev met last vear he told thein that 
un till that date the orders taken during the first three months 
of the vear were about the same as for the corresponding period 
of 1913, but that there were signs of a slackening in trade. 
During the succeeding four months, the slackening became 
marked, and by the end of July their fresh orders for the vear 
were 27 per cent. behind those during the first seven months 
of 1913. The comparison, however, was not quite fair to 1914, 
as in that period of 1913 thev had taken a verv large electrifi- 
cation order from the London & South Western Railway Co. The 
sudden outbreak of war in the beginning of August perturbed 
their industry, as it did all others. Happily, they were in a 
strong financial position. and had no anxieties on that score. 
but trade being for the time paralysed it appeared. necessary 
to shorten sail. Two alternatives presented themselves: either 
to reduce the staff. or to ask it to accept short time or reduced 
The former course they were reluc- 
tant to adopt, not only for their staff's sake. but for their own. 
They had a splendid personnel which had taken years to build 
un, and once dispersed it would have been difficult to recon- 
struct, so they took the other course, The staff without a 
marmur at once most Јоха agreed. The clerical «taff 
accepted reduced pay but continued. to work full time, while 
the manual labour accepted. short time. Things having 
settled down, a return to normal conditions of work and pav 
was made in a few weeks. As the autumn went on. the 
stonpage of business with Germany began to make itself felt 
and orders were given to them in replacement of cancelled 
German contracts. At the same time the War Office and 
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Admiralty, to whom they had offered their services at the 
outbreak of war, placed with them orders for various goods, 
and they also took eub-contracts from other firms to assist 
their deliveries. Owing to those causes the voluine of orders, 
which at the end of July had been 27 per cent. behind, 
finished up at December 3lst only 17 per cent. behind that of 
1913. So far, therefore, as mere volume of business was con- 
cerned, the war had rather improved their position. 
шеге volume of orders taken in any year, or their character, 
did not affect in any considerable degree the profite of that 
vear, but had an important effect on subsequent periods. The 
diminution of 17 per cent. in the orders of 1914 was there- 
fore in itself serious, and had a still more serious aspect when 
they came to consider the conditions under which they were 
being executed. In this connection the effects of the war 
would be found to be very injurious indeed. The active 
recruiting of the autumn, and the increasing demand for war 
supplies of every kind, rapidly caused a shortage of labour, 
especially of skilled labour, which towards the end of the 
year became acute. Lancashire responded nobly to the call 
of patriotisin, and their staff did not lag behind. By the 
end of 1914 about one-third of their men had joined the 
Colours, and they replaced them with great difficulty. But 
the labour difficulty was not the only evil effect due to the 
war. The Government work which, for various reasons, they 
thought it wise to take, was not in itself profitable, the 
material being furnished to them and their remuneration 
being based in most cases merely upon a amall percentage 
on wages. There had been a rise of 10 to 12 per cent. in the 
cost of every material they used, while the enormous rise in 
freights had seriously affected the results of their contracts 
for foreign and export work, as well as making further busi- 
ness far more difficult. They would, of course, endeavour to 
meet present conditions, not only by increasing prices where 
possible, but by increased efficiency, and, apart from war 
conditions, he thought their prospects were favourable. Even 
now there was a fair amount of business offering, and when 
the war was over there ought to be a chance of securing a 
good proportion of the business heretofore done in Germany, 
as there was likely for some time after the war to be in 
many countries а prejudice against her, even if her industry 
was not so disorganised as to interfere with her supplving her 
former proportion of the trade. The report alluded to their 
acquisition of their American friends’ interests in the French 
and Italian Westinghouse companies. He should explain 
that their interest in the Italian company was an indirect 
one through the French company, which held a large majority 
of the shares of the Italian company. Their friends, after the 
experience of a number of years, during which neither of 
those companies had paid a dividend, had come to the con- 
clusion that it was impossible to exercise a proper supervision 
from the other side of the Atlantic, and in pursuance of this 
policy they had already transferred their interests in Russia 
to a local company. They expressed to this company their 
"willingness to cede to it their French interests. They offered 
what appeared to be favourable terms, trusting from what 
they had seen of this company's operations that it would be 
able to inake the business both in France and Italy profitable, 
in which case they would get & return through their large 
holding in the British company. The French company had a 
capital of 2560.000, divided into 10,000,000 francs cumu- 
lative preference shares, of which the American interesta 
owned 8,745,000, and 4,000,000. francs ordinary shares, of 
which they owned 2,876,700, these holdings in both classes 
amounting to 83 per cent. of the whole. The Italian company 
had a capital of £160,000, of which the French company 
owned 73 per cent. Their American friends had sold them 
their interest in the French company in exchange for their 
holdings in the Clyde Valley Electrical Power Co. and the 
Traction & Power Securities Co., Ltd., at the prices at which 
thev stood on their books on December 31st, 1914, viz., 
£160,127. The transaction thus amounted to their buying the 
American interests in the preference shares above at about 
half their face value and getting their ordinary shares thrown 
in for nothing. They considered that the bargain was a good 
one for them. They had of late years had ample opportunity 
of seeing the working both of the French and Italian com- 
panies, and formed the opinion that their want of success 
hitherto had been due to conditions which thev and their 
American friends were confident that they would be able to 
improve. By bringing the work of the two companies' engi- 
neering and selling establishments into co-ordination with 
their own, they would be able to avoid over-lapping in both 
departments, thus saving heavy expenses in development and 
other work. Both companies had factoriea well adapted for 
certain work, and by concentrating at Manchester other work 
which they had been attempting to do they would be able to 
ald to the volume of their own standard manufactures. At 
the present moment ordinary electrical manufacture was com- 
pletely suspended in France, and the works there were 
ertirely taken un with Government contracts for munitions of 
war, which yielded a fair return; but when the war was over 
they would have a good chance of securing, in addition to 
their previous business, a portion of the large amount of 
electrical work hitherto supplied to France from Germany. 
The Italian comnany was busy with contracts for electric 
locomotives for the Italian Government, a class of business 
for which 16 had obtained an excellent reputation, .and in 
Italy, too, there should be good prospects of obtaining a con- 
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siderable share of the- business hitherto done with Germany 
in. ordinary electrical work. Both companies were financially 
scund, though the Italian company suffered from an in- 
adequate working capital, a deficiency which they believed 
could be supplied at the close of the war by the French com- 
pany froin its own resources without making any demands 
upon this company. This company’s control of the French 
company would give an important advantage in another way. 
Through it this company would obtain an entry into Switzer- 


land, Belgium, Spain, Portugal and their respective colonies, | 


business in which the French company had not developed. 
With regard to prospects of business generally after the war, 


‘they would not expect him to prophesy. As they knew, it 
was expected by most people that a great depression in trade 
The expenditure of the 


$6 


would follow the close of the war. 
present belligerents alone cannot, if the war lasts only 
eighteen months, fall much short of 5,000 inillions of pounds. 
Add to this the expenditures by neutrals due to the war, say, 
another 100 millions; the destruction of property certainly 
at least another 1,000 millions; the loss by. non-creation of 
wealth from. the labour of at least 12 millions of fighting men 
for eighteen months, at the low estimate of £50 per man, 
arother 600 millions; and the permanent loss by non-creation 
of wealth, say, for four years from the death or disablement 
of, say, four millions of fighting men, another 1,000 millions, 
you get the appalling total of capital loss of, say, 8,000 mil- 
lions of pounds. And this vast sum does not include anything 
for the diminished production of wealth caused by the diver- 
sion of immense bodies of labour, not only in the belligerent 
but in many neutral countries, from the production of wealth 
to the production of unproductive war supplies, or for the 
consequent disorganisation of industry. Nor does it include 
anything for the incalculable diminution in production which 
must follow from the death or enfeeblement by famine and 
disease of huge numbers of human beings in the war areas." 
15 would oertainly take the world a generation to recover 
from the effects of the war, and its purchasing power must 
b^ vastly lessened in the immediate future. But it did not 
follow that all industries would be equally affected. Those 
which were, like their own, concerned wit 
more economical means of production and transport might 
even benefit, especially considering that so extensive a destruc- 
tion of the older types of mechanical production might furnish 
an opportunity of reconstruction on modern lines. Up to the 
end of 1914, 1,366, or about one-third, of their etaff in Man- 
chester had joined the Army, and the number had risen on 
March 8th to about 1.500. Men had also joined from their 
Lendon and district offices, and from their Russian and South 
African offices. Many of them were already at the front and 
had suffered wounds and death. All honour to the gallant 
fellows who were braving for their country's sake the horrors 
of winter warfare in the trenches. And their gratitude was 
due not only to those with the Colours, but to those who had 
remained behind to perform the no less honourable task of 
maintaining the country's industries. The fight is not 
at the. front alone." At the beginning of September 
a fund was formed to provide relief for the depen- 
dents of men joining the Army. To this fund the com- 
pany contributed £100 weekly, and to it the staff had up till 
March 6th contributed £3,550. A system of regular daily 


-instruction for apprentices had been started in a lecture-room 


fitted up for the purpose. Lectures were given by members 
of the staff, some of them foremen. Tutorial work by fore- 
men broadened the instructor's own view and tended to 
create in him a greater interest in the progress and welfare of 
the boys. The school was open on the average 7} hours every 
day, and 271 apprentices had received instruction. He waa 
sure they would agree that this school was performing a most 
valuable work, and the thanks of the company were due to 
those who so unselfishly carried it on. 

Mr. E. A. Сосіріхо, M.P., seconded the motion. 

Мг. Н. W. Birks said that he thought the shareholders 
looked forward to the future with even greater confidence 
than the Chairman would «eem to by the tone of his speech. 
The board had done so well in former years that he thought 
the report encouraged them to hope that their prosperity 
would continue in the future. He thought something might 
be done in the way of legislation by which companies like 
their own should not have to compete with foreigners when 
local authorities and the Government were giving out their 
contracts. 

The CHAIRMAN, in reply, said he did not take a pessimistic 
view of the future for, as he had said, he thought that many 
companies were likely to be a great deal worse off than them- 
selves. He thought, however, they must not expect that the 
accounts for the current year, and probably those for 1916, 
would be as good as those now before them. The labour 
diffculty was a very serious one, and he thought thev had a 
great deal to thank the trade nnion leaders for in the wav in 
which they had managed affairs during this trying time. 
With regard to legislation on the subject of contracts going 
abroad, there Mr. Birks raised the whole question of Free 
Trade or Protection, and he felt sure there was very little 
likelihood of any legislation on the point at the moment. He 
must say that since the war, owing to the dishonourable pre- 
tensions of Germany, he took quite a different view on that 
pe question to that which he previously beld—not that 

e thought we ought to have Protection; but he would expect 
that the attitude of persons in this country towards Germans 
would be different from what it was before the war. He 


the provision of 
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detested the Prussians, but it must not be forgotten that the 
reason they had been so successful in capturing trade both in 
this country and in our Colonies was because they were will- 
ing to provide what the people wanted, whereas English 
manufacturers were in many instances too slow to adapt 
themselves to new conditions. Generally speaking, Govern- 
ment departments had given a preference to English contracte 
where possible, and he believed. that when the war was over 
that attitude would be very much accentuated here, and 
especially in France and Russia. 
The report was adopted. 


Urban Electric Supply Co., Ltd. 


MR. P. D. Tucketr (Chairman) presided on March 3lst, at 
Salisbury House, E.C., at the annual meeting. In moving the 
adoption of the report, the CHAIRMAN said ‘that having regard 
іо the. exceptional conditions under which the business was 
conducted during the latter half of the year they might con- 
gratulate themselves on being able to present so satisfactory a 
report. Their profits were larger by some £4,000, out of which 
they were able to pay an additional 1 per cent. dividend on the 
preference shares, after meeting the increased Interest and 


redemption charges, and after appropriating £10,904 to reserve 


for depreciation. A year ago the corresponding appropriation 
was £12,000, so’ that superficially they appeared to be now 
making a smaller reserve provision, but this was not really 
the case. The Cornwall company earned in respect of the 
past year a profit of £17,325, of which only £12,162 was brought 
into their profit and loss account. For 1912 and 1913 a por- 
tion of the reserve provision made in their accounts was ear- 
marked to the Cornwall company, whereas on this occasion 
that company had made an independent reserve provision for 
the year of £4,000, so that if they added this £4,000 to the 
£10,904, which they proposed to set aside, the total provision 
made for depreciation this year was nearly £15,000, as com- 
pared with £12,000 a year ago. The capital expenditure for 
the year was £35,000, and this was met by the sale of £24,524 
debenture stock and by utilising the reserve provision appro- 
priated from revenue, the amount due to contractors being 
reduced by about £1,300. During the current year capital 
expenditure was likely to show a further reduction compared 
with recent years, although they might still have to spend 
something not far short of £30,000, for, in spite of the war, 
it was neither desirable nor possible entirely to shut off all 
capital expenditure. They were proposing shortly to make 
an issue of debenture stock of the Cornwall Power Co. It 
would be a 5 per cent. stock, of a particularly well secured 
character, inasmuch as a statutory company could only issue 
debenture stock to the extent of one-third of its paid-up 
capital, i.e., to the extent of one-fourth of its capital assets. 
The company was doing remarkably well, having already in 
ite third year of working earned a return in excess of 8 per 
cent. on its entire capital, or sufficient to cover the debenture 
interest more than five times over, and there was every promise 
of its continuing to make equally satisfactory progress as the 
business further developed. The proceeds of the issue would 
be applied in part to repaying the Urban company a. portion 
of the advance which it had made to the Cornwall Co. The 
issue would probably require the Treasury’s approval, and 
they had not yet secured this, but they did not anticipate that 
they would have any difficulty in doing so. Reverting to the 
balanee sheet, the various revenue reserves, which amounted 
to less than 410.000 in 1911, when they reduced their capital, 
now stood at £73,445, before crediting the provision of £10,904, 
which they proposed to set aside in respect of the past year, 
and without taking into account £8,000 standing to the credit 
of the Cornwall company’s reserve for depreciation. On the 
other hand, the capital reserve had been reduced by a further 


£9,394 in the process of giving effect to the object for which, 


it was created. and following the same procedure as in previous 
vears. They had connected during the year the equivalent of 
76.200 33-watt lamps, or rather less than in the previous two 
vears. Still, i£ was a most substantial and satisfactory addi- 
tion of 10 per cent., and it was entirely owing to the war that 
the previous records were not exceeded, for the connections for 
the first half-vear were considerably larger than those for the 
corresponding period of the previous vear. As it was, the 
power connections exceeded those for 1913 by the equivalent 
of 3.704 lamps, the reduction being in the lighting connections, 
which were less by the equivalent of 10:328 lamps. The light- 
ing connections represented an increase of 5 per cent., and the 
power connections an increase of 16 per cent. on the previous 
resnective totals. The output for the past vear increased bv 
2.060.571 units. from 22.034.983 to 24,095.554, an increase of 
rather more than 9 per cent., the lighting units having 
jnereased 6 per cent.. and the power units 10 ner cent. Of 
this ontout, the Cornwall company's proportion. exceeded 
16.000.000 units; and was sold at an average profit of 253d.. 
ov a tviflle over a farthing per unit, whilst the remainder 
realised an average profit of 11014. per unit. It was interest- 
ing to compare these rates of profit with the estimated profit 
of Ad. per unit on which the original prospectus figures were 
based in 1901. They could not have a better illustration. of 
the enormous changes which had taken place in the character 
and conditions of the business. owing to the introduction of 
the incandescent gas mantle, the creation of a henting load. 
and the enormous and altogether nnforeseen development of 


the power load, for it war to these. developments and До the 
Increased etliciency of the plant rather than to any inarked 
inadequacy of price that the difference in the figures were 
attributable. In illustration of the profitable character of 
power load at even so comparatively small a profit as a 
farthing per unit, where the conditions were favourable and 
the business was conducted with care and judgment, he might 
cal] their attention to the yield of over 8 per cent, on the 
entire capital invested in the Cornwall undertaking, whereas, 
of their other undertakings, after 10 or 12 years’ working, 
Hawick and Grantham were the only two showing a yield of 
as much as 6 per cent., and in the case of Hawick the greater 
part of the load was power. Although none of these figures 
which he had given were unsatisfactory, there was, he thought, 
no doubt that they would have been still more satisfactory but 
for the war, for although they had derived some direct benefit 
from the war in the case of Hawick where, during the latter 
art of the year, the milla had been abnormally busy with 
arge Government orders, and in the case of Grantham, where 
one of the large military camps had been established and was 
being supplied by them, the majority of their undertakings 
had, on the other hand, in varying degreés distinctly suffered 
from the various adverse influences resulting from the war, 
and he was very much afraid that some of these influences 
might be accentuated as the war proceeded, and even more 
markedly perhaps after the war, if it was unduly protracted. 
The Chairman dealt with the effects of the war on the towns 
of Dartmouth, Penzance, Berwick, Stanford, Godalming, 
Glossop and Camborne, where there were undertakings in 
which the company was interested, and also touched on the 
rise in the price of coal and other materials and the rise in 
wages for labour. Lastly, he said, not the least serious losa 
they had sustained had been in the inevitable disorganisation 
of their staff consequent upon a number of their men joining 
the Colours. Altogether they had lost rather more than 100 
men, a number they could ill afford to spare from their by no 
means over adequately staffed stations, for theirs was a skilled 
business and this was no easy time to replace skilled men 
trained in their service. They were making good to the depen- 
dents of those who had gone any diminution in the pay they 
Were previously receiving. Although they were bound to suffer 
to some extent, he saw no occasion for unnecessary depression. 
In spite of the war they had reached the stage when they were 
able to recommend the payment of the full preference divi- 
dend, and he did not anticipate that they would be unable to 
maintain it, but he did think that it might be somewhat longer 
than he had hoped before they would be in a position to 
resume the payment of an ordinary dividend. But, whatever 
effect the war might have on the immediate prospects of the 
business, it would not, he felt sure. affect its permanent pros- 
perity or deprive them in due course of the fruits for which 
thev had so long ага so patientlv laboured. 

Sir DotGLas OWEN seconded the motion. 

In reply to questions, the CHAIRMAN said he did not think it 
wise to state the price at present at which they hoped to make 
the Cornwall company’s debenture issue. 

The motion was carried. 


Cleveland and Durham Electric Power, Ltd. 


Tur annual meeting was held at Newcaetle-on-Tyne on March 
20th, Mr. James FarcoNER (Chairman), M.P., presiding. The 
CHAIRMAN said the gress profits for the year amounted to 
430,848, and in considering that amount it was necessary to 
tike into account the exceptional circumstances under which 
the business of the year had been carried out owing to the 
fact that a war was going on, and that many businesses had 
been upset by it during the latter part of the year. It had 
alfected that company adversely. With regard to existing 
customers, in a good many cases there was a considerable 
diminution in the volume of their business, and not only 
that, there was not a steady diminution, for they had 
to keep themselves in a position to supply the full demands, 
although to a considerable extent their demands did not reach 
anything like the normal. The cost of production was, there- 
fore, increased. In the coal and ironstone area, which they 
largely supplied, the volume of business had been very 
seriously affected by the diminution of the number of men 
available for the work. They had also increased cost of coal, 
and that to a substantial extent affected their business. An- 
other additional cost was due to the delay of making connec- 
tions which had heen already contracted for; in some cases 
plant which ought to have been supplied. from abroad, and 
other from engineering shops at home, could not be delivered 
because the shops had had to devote their attention to pro- 
ducing articles urgently needed for the war. For this and 
other reasons it was not possible to draw reliable comparisons 
between the state of their business for 1914 and the preceding 
corresponding periods. Ender all the cireumstanees, he 
thought the gross profits were not unsatisfactory compared 
with what the directors, at least, thought might be their posi- 
tion when the war broke upon them. After providing for 
debenture interest, there was a net profit of £176,826. which, 
with the sum of £8.798 brought forward from the last account. 
gave them an available balance of 425.624. The directors had 
come to the conclusion that it was the right thing to pav a 
dividend of 4 per cent. on the preference shares amounting 
to £13,348, to transfer to depreciation and renewals £3,000, as 


A 


to getting the best possible out of their present plant. 
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against 42.0% for the preceding year, and to apply £1,000 
towards the reduction of the expenses of the issue of deben- 
tures, carrying forward £38,276. Referring to the work of the 
year, he said they had completed and connected up 3 very 
large supply to the Horden Colliery, and the plant was a com- 
plete success, demonstrating that electrical working could be 


established on a large basis in all departments of colliery 


working. As to future business, they had at the moment 
contracted for further connections to the extent of 9,000 E. p., 
and that included contracts with the Middlesbrough and 
Stockton Corporations. The company were making allowances 
to the men who had joined the Colours. 

Mr. №. R. ARMSTRONG seconded the report. 

Mr. A. GEMMELL sald he was ready to admit that the directors 
had had difficulties to deul with, and he believed the directors 
to be honourable men, but honourable men were sometimes 
so ill-advised as.to accept a wrong policy and had not always 
the courage to change their course. The Board of Trade 
auditor had said that he could not check certain figures. 
Although the Cleveland group consisted of three companies 1t 
comprised one business ; but there was no audit of the business 
as a whole and inter-company transactions on a large scale 
could not be properly checked. When the control of Parlia- 
mentary undertakings could be acquired, as it had been by 
that company, without Parliamentary sanction, by buying 
shares in companies invested with Parliamentary powers, and 
when that control was exercised against the interests of con- 
sumers and of shareholders, the case was a strong one for 
drastic remedy. 

Mr. CHIPCHASE asked how much the company got for supply- 
ing current, and what was their income from investments. 


He was very doubtful whether they ought to pay a preference | 


dividend this year. There were too inany deferred charges 
or liabilities against the company, including the issue of the 
debentures. He referred to the question of depreciation and 
was doubtful whether they were writing off sufficient for 
this purpose. It seemed to him that the financial position of 
the company was not vet sound. During the past year the 
"directors had spent £48,030 on capital charges, and it seemed 
that they would be faced with a further capital expenditure 
this year, although the directors were silent on that point. To 
what further expenditure were they committed? Did they 
think the financial position justified them in making further 
capital expenditure? Ought not their energies to be с 

е 
thought their expenses were much more than they ought to 
be. Unless the directors could assure them that they were 
strongly of opinion that the dividend could safely be paid, 
he moved that it be not paid at all. 

The CHAIRMAN said there was no point for him to reply to 
in Mr. Gemmell's speech. In reply to Mr .Chipchase, he said 
he was not quite sure that he could give all the details asked 
for from memory, but they had all been carefully considered 
һу the directors. They had always refrained from giving 
figures with regard to their Income from the supply of cur- 
rent, for the obvious reasons that they did not think it was 
the practice of companies like theirs to give figures that would 
show the prize at which they were supplying the current to 
different consumers, or even the average price. His own view 
of the company was that he thought that the time had arrived 
when it was desirable, and he thought they were fairly 
entitled, to accept а somewhat higher price than in the past 
for current supplied. In regard to the question of dividend, 
he thought that when the preferred shareholders had agreed to 
accept a dividend which was not cumulative the fair way in 
which to approach the question. of paying a dividend to pre- 
ferred shareholders was to see what was the profit of апу par- 
ticular year, after making proper allowances. Every legitimate 
consideration had been taken into account by the direc- 
tors, and they had come to the conclusion’ that the right 
course Was to make a payment of 4 per cent., recognising their 
responsibility in making it. As to further capital commit- 
ments, the directors had had in view for some time the import- 
ance of limiting so far as possible the capital commitments. 
There had been no avoidable expense incurred in the way of 
looking out for new busineas. 

The report and statement of accounts was adopted. 

The CHAIRMAN moved the payment of the preference divi- 
dend and the Hon. RonpEnT JAMES seconded. 

Mr. CHIPCHASE proposed that no dividend be paid this year. 
and Mr. GEMMELL seconded, but the amendment was lost, and 
the motion was agreed to. 


Launceston and District Electric Supply Co., Ltd. 


THE annual meeting was held on March 20th, Mr. R. B. 
ROGERS presiding. The report showed that the business had 
grown satisfactorily, and that the number of customers at the 
end of the year was 188. and Lenps 5.020. Тһе revenue 
receipts amounted to £17,150, and the working expenses to 
£655, leaving a gross profit of £415. The number of units 
distributed during the year was 50,929. The CHAIRMAN said 
the company were appealing against the assessment ав to 
rates, and еу believed they would get it reduced. As to the 
business, while it was proceeding satisfactorily, he would like 
to see an increase in the supply of small motors. Mr. W. H. 
Symons (Vice-Chairman), in seconding the motion, referred 
to the decrease in working expenses. The town lighting had 
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been approved һу. е Corporation, and the question of extend- 
ing the mains was under consideration, He paid a tribute to 
the Engineer (Mr. Oxenham) for his tact and careful manage- 
ment. Ihe report was adopted and a dividend of 21 per cent. 
agreed to. | | 

A vote of thunks was accorded to the directors and staff, 
special mention being made of the services of the Secretary 
(Mr. Е. Benoy). 


Woking Electric Supply Co., Ltd. 


THE report for 1914, which was adopted at the annual meeting 
held on March 20th, states that the revenue was £19,292, and 
the expenses for generation, distribution and management 
were £10,415, leaving £8,876, plus £622 brought forward and 
£132 for income tax accumulations. Interest on debenture 
stock absorbed £2,471, interest on temporary loans £369, divi- 
dend on the 6 per cent. cum. pref. shares £2,846, leaving 
£2,945, out of which £1,500 is placed to depreciation and 
renewals fund, £500 to reserve, 5 per cent. i8 paid on the 
ordinary shares, and £653 is carried forward. 


No. of. Lamps 
consumers. connected. Revenue. 
1912 1.761 79,717 £15,668 
1913 55 T "T 9 .. 1.901 ..... 8, 1413 17,584 
1914 E "X xx OUS мш, 95,809 ...... 418,878 


During the year the directors issued £850 4 per cent. deben- 
ture stock, £5,379 6 per cent. cum. pref. shares, and £350 
ordinary shares. Owing to the continuous growth of the busi- 
ness of the company the directors are still looking towards 
issuing further debenture stock, and ordinary shares. The 
expenditure on capital account on December 3lst, 1914, 
amounted to £138,955. During 1914, over three miles of new. 
distribution cables have been laid. 


1913. 1914. 
Units generated 1.125,040 ...... 1,237,901 - 
Sold i m ves se 854,016  ...... 939,700 
Used in warks, offices, etc. 28.555 35,085 
Total accounted for a T š 82.5711 974.785 
Energy dissipated in transformers, etc. 243,069 ))) 261.116 
Maximum supply demanded 645 Kw. . 643 KW 


The depreciation and renewals fund account now stands at 
£14,395, and the reserve account at £550. | 


Bromley (Kent) Electric Light and Power Co., 
Ltd.—The directors report that daring 1914 the connections have 
increased from 3,850 to 4,089 KW., but the effect of the war, 
especially during the last quarter, has been to seriously reduce the 
current sold. The result of the year's trading, inclucing £1,805 
brought forward, shows a profit of £13,884, and after payment of 
debenture interest and trustees’ fees, &c, amounting to £3,013, 
there is a balance of £10,871. An interim dividend at the rate of 
4 per cent. per annum was paid for the half-year in October, and 
the directors recommend the payment of a farther dividend for 
the second half-year at the rate of 10 per cent. per annum, making 
a total dividend of 7 per cent. for the year, that £4,000 be placed 
general reserve account, leaving a balance of £1,621 to be carried 

orward. 


Telephone Co. of Egypt, Ltd.—After providing for 
debanture interest, &c., the accounts for 1914 show a profit of 
£198,281, inclusive of £134,646 brought forward ; further dividend 
of 6 per cent. on both the preferred and deferred shares, making 
the usual distribution of 10 per cent. for the year are to be 
paid, carrying forward £171,550.— Financial News, 


STOCKS AND SHARES. 


Tuespay EVENING. 


Stock Exchange markets returned after Easter to their 
accustomed haunts, invigorated and refreshed by the change. 
Members of the National Guard who went to Brighton were 
amongst the few dissatisfied people, the weather having played 
them false for the greater part of the time. The signalling 
section, Which was to have had tests in Morse reading, etc., 
was disappointed of its hopes; but, speaking generally, the old 
Stock Exchange joke was fairly applicable thick the principal 
features of the markets after the holiday were sunburnt—and 
cheerfulness dominated most sections.. 

There is still brisk demand for investment securities of all 
kinds, and the difficulty is to get suflicient stock to fill the 
buyers’ requirements. | Gilt-edged issues are being eagerly 
snapped up, and the prospect of another big War Loan fails 
to subdue the appetite of those who are content with 4X1 per 
cent. on their money, combined with as much security as can 
be expected while European war rages. Jobbers in the tele- 
graph department retort with bitterness that they are not 
certificate manufacturers, when they. are charged with having 
neither enterprise nor stock. conspicuous amongst more 
speculative markets is the strength of rubber shares, where 
the activity 1s such that, anomalous as it may appear, some of 
the firms connected with the market put in two or three days’ 
work in their offices during the Easter holidays. 

The rumour as to fusion between the County of London, the 
South London and the South Metropolitan companies is 
obtaining publicity, but it 18 pointed out that this probably 
started through the Chairman of the County of London stating 
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at the recent meeting that the company had acquired a block 
of South London shares and that a working agreement between 
the two concerns was not improbable. As regards the South 
Metropolitan Co., the report has been sufficient to maintain 
the price of the ordinary shares at about 12s. 6d. 

City of London shares are good at 144, and County 
preference at lli are } higher. T he rises in the rest of the 
list are well maintained, and there is little floating supply of 
shares—still less of debenture stocks. The coming rise in the 
price of the current has had no etfect upon quotations of elec- 
tricity supply shares, so that those who expected a similar 
result in this department to that amongst gas securities, which 
fell upon the announcement of increased prices, had no cause 
for their apprehensions. 'The reason, of course, as we pointed 
out before, lies in the fact that whereas the gas companies 
are regulated by the sliding scale, those of the electricity supply 
undertakings are not subject to any such restriction. 

We append our usual list of representative stocks and shares 
in the markets connected with the industry :— 


Homes ELEOTRIOTY COMPANIES. 


Mean price. Apri! 6, Ríse or fail 
July 27, 1914, 1916. this week. 

Brompton Ordinary ee oe eo oe B - 
do. 7 pir os Pref. ee ee 1 — 

Charing Croes nary ee ee О — 
do. do. do. Pref. oe ee 4 om: 

4 до. до. City Pre e 9 oe ee 4 4 — 
о. 4 Deb. ee ee ee 0 0 91 90 == 

Chelsea ae өө ee ee oe ee 46 == 
до. 43 Deb. ee ee ee oe 92 -— 

City of London e. æ c5 e 16 135 + } 
do, do. 6 ner cent. Pre. 194 xd — 
do. do. 5 D »b. oe ee . 11 113 — 
do. do. 44 Deb. oe ee oe 1 == 

Coanty of London T . . 18 19 xå — 
do. do. c per oent. Pref, .. 13 1 +4 
do. do. les Deb. ee ee ee 1 100 — 

Kk с. ME Deb. ee ee 1 7 9] — 

ens ngton E oe ee ee = 

London Electric o 1 1 — 

do. do. 6 6 per cent. Pret... Е oe 44% — 
do. do. е = 

Metropolitan .. ae 8 — 

do. Bob cent. Pref, .. T 4 — 
do. b. ee oe eo oe 97. 96 „= 
do. Deb.. ee oe ee 68 80 == 

Bt. James’ Pall Mall ce eo ee 98 B 8А — 
do. do. do. Tpercent. Pref. 7 6 — 

do. do. do. Deb. ee ee 80 — 

Routh London oe ee ее 8 — 

South Metropoliten Pref, ee eo ce — 

Westminster Стаса 0 0 ee ee 7 — 

' о. 4 Pref Ir ee eo ee тт 
TELEGRAPHS AND TELEPHONES. 
Anglo- Am. Tel. Pf. eo oe ee ee 108} 1 — 
do. Def. ee oe ee 28 31 + i 

Chile Telephone oe oe oe oe 7 ; — 

Ouda Sub. Ord. ee ee ee о 6 ed * i 

do. е oe ve ee ee 1 15 — 

Eastern Extension T ee o d.d 18 +2 

do. 4 Deb. е ee ee 97 92 — 

Dastern Tel. Ога .. .. .. 11 182 41 

do. Pf. oe ee . 7 784 те, 
до. 4 Deb. е ee ee 96 98 -— 

Globe Tel, and T. Ord. А га . п 113 + i 

0. e.. ee ee ee 19 19 = 

ү! Коше Tel. ee ec oe ee "m 99 — 
o- 1 és га ee we 51 — 

Marconi . е6 еә шв ач 138 14 + 4 

New York Tel. d} .. . 101 891 + 

Orienta гъвіервове О Ord. ve X d. 2% : А — 

Tel. E Sp Deb. ee ee ee [E ge" gel — 

Une . Plate Tet: ee ee oa : Бә 

West India and Pan, ee T m ] 14 — 

Western Telegraph .. vs ЖА ws 981 18 + d 
do. 4 Deb. ee ee oe 98 ка 

Ном Bars. 

Central London, Ord. Assented... .. 83 77 + 

Metropolitan ee oe ee ee ee 87 29 == 
do. District oe ee ee 21 17 — i 

Underground Electric Ordinary e 1H = 

0» " 0 [EJ [E 7 5/6 — 
Income oe ee ee 1 — 
Бовк:ви Trams, &0. 

Anglo-Arg. Trams, First Pf. 14 T 4 — 
do. and Pf. ee ee ec 4 — 
do. 4 Deb. ee oe ee 91 Bt — 
do, 44 Deb. oe oe ee 984 90 = 1 
do. 6 Deb. oe ee ee 96 88 — 

Brasil Tractions ee ee ee ee 66 ba ка 1 

Bombay Electric Pf.. os . ng 10 — 
do. 43 Deb. oe oe oe 96 9! — 

Mexico Trams. e oe ee 70 BO — 
do. b per cent. Bonds . 84 45 — 
do. 6 per cent, Bonds .. 76 80 — 

Adelaide Bup. 6 percent. Рі, .. e bi 54 — 
do. 6 Deb. ee ee ee 104 108 — 

MANUFACTURING COMPANIES, 

British Westin spouse рте, oe oe 13 9 — 
do. 4 Deb e. eo eo 74 72 етэ 
до. 6 р. lien ee ee ee 103 99 xd — 

Callenders - T oe we ox, H 12 — 
до, 5 Pref. ee ee ee @e 5 4i — 
do. 4 Deb. ee ae ee 9 98 “sa 

Castner-Kelloer ii $3 Ys is 9 РА — 

Edison & Bwen, £8 pd. T" ix dù 14/6 — 
do. do. fully paid oe ee 13 % — 
do. do. 4 Deb. oe ее 59 63 — 
do. do. 5 o Deb. ee Ll 60 mcd 

Eleotrio Construction - ` à 13,9 = 
do. do. Pf. 0 ee 1 — 

Gen. Elec. Pt. ee ee ee "y 10 A a 

Henleys .. А " . .. 15 1: — 1 

do. 1 Pref. ee е е ee b 4 — 

do. 4 Deb. ee oe oe е 1004 T 
Ind ia Rubber s А x 9 93 +} 
Telegraph Con, ©“ X es e 83 B7 = 


Marconi shares have risen to 14, a gain of 2s. 6d., so that 
the company’s recent circular, intimating that there would 
be no dividend at present on the ordinary shares, has had tbe 
anomalous effect of causing the price to ‘harden. Expectation 
looks for the previous dividend to be maintained when the 
board consider it advisable to make a distribution. American 
Marconis have risen to 105., on account of the prosperity Which 
is said to have recently visited the United States, and which 
is reflected in very substantial rises amongst American rail- 
road shares of all classes, from investment to rubbish. It 
would appear that the unfavourable effects of the war upon 
the States are already wearing off, and that the country is 
beginning to feel the benefit of the deinand from the belli- 
gerent countries for those things which the Americans are so 
well able to supply. Canadian Marconis are better at 55, 6d. 

In the Home Railway market, Central London Assented 
ordinary improved to 77, and a buyer this week had to pay 
75 for stock, the preferred ordinary changing hands at the 
same price. Districts, however, are dull at 17. Howe Rail- 
Ways us 2 group are stagnant, with a tendency to depression ; 
and this market has received none of the attention which the 
public are bestowing upon other investment parts of the 
House. The prior charge stocks, however, are firm, the dis- 
position in their case being much better than that governing 
the Ordinary issues. 

New York Telephone bonds are 14 up at 991. Anglo- 
American Telegrap. deferred is better, and there are notice- 
able rises in Cuba ordinary, China” shares, Eastern ordinary 


stock, and Western Telegraphs. Тһе last-named are 8 
up at 133, with very few shares about. The manufacturing 


division finds it difficult to supply the demand from investors. 
Henlev's are a shade easier at 143; but India Rubbers gained 1 
and British Insulated are good at 113. British Мили 
shares have fallen back to 20s. 6d., the recent report falling 
short of bullish anticipations, and this price is still Gum. the 
dividend of 1з, per share. 

Mexican matters look a little less black; and although prices 
amongst the utility companies are no better than they were a 
week ago, the pressure to sell is somewhat relaxed. If we 
were giving tips, we would venture to suggest that the specu- 
lator might find in this department useful scope for his peculiar 
talents. Brazil Tractions are a point higher at 534, most things 
connected with the Republic having improved within the past 
few days. 

Armainent shares are mending again, Vickers and Arm- 
strongs both being slightly better. The rubber market, how- 
ever, is the most active section amongst industrials. While 
the price of rubber itself keeps steady, the attractions of the 
well-managed producing concerns have suddenly attained 
public recognition in a highly practical manner; so that those 
whose business lies along rubber paths find they ‘have as much 
as they can do to cope with the work flung upon their 
shoulders. Probably the animation and excitement will prove 
transitory. Speculation being eliminated, people have to pav 
for what they buy; and, after all, there ia not such a lot of 
money about that rubber shares can be bought for an indefinite 
period. So the market will no doubt fall upon quiet times 
again; but, meanwhile, orders are pouring in from all parts of 
the country. The wise man, of course, is he who sells when 
others are buying, though, in applying this axiom to rubber 
shares, it deserves to be remembered that, even at their 
advanced prices, the majority return. handsome yields, and 
are likely to pay more in the near future. 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Month | Receipts for |5 5 
Looality. ended the c 5 Total to date. 
(4 wks.) month. лв 
a a a 2 
Bath. Mar 10 | 2,508 — 42210 6,331 — 7277 
Blackpool-Fleetw'd April 3 1,25 , 61 18| 4.144 18 В |... 
Bristo 84,997 74,071 | 13 | 179,702 11.280 30:6 | .. 
Chatham and Dist. Mar. 18; 8,948 |+ 689 11 | 10,541 |+ 1,612 1698 .. 
Cork . x April 1 | 1,906 |— 40 138 5,6539 — 216 | 54°35) .. 
Dublin T .. | Маг. 26 | 22,303 | + 806 | 19 | 66,916 „ 8,451 | 9°89. .. 
Hastings  .. „ 253.098 - 83 || .. d + 78 198 
Lancashire United „ 81| 6.088 — 18 1 19,550 — 214 | 42 Е 
Llandudno-Col. Бау „ 26 830 |+ 151 | 16 2.924 „% 499 | 6:6 А 
Tyneside... „ 21 2,052 „ O 12 5,965 |+ 279 11 А 


Anglo-Argentine .. April 1 :296,972 | 20,416 19 610,673 — 74.571 6 
Auckland. .. | Mar. 19 19 907 | —3,495 | £6 | 183,935 |+ 4 513 25 42| 1°08 


Calcutta — .. „ 27 1 17,019 — 819 — 8494 | .. | .. 
Ka!go rlie, W.A. Jan. 2,472 os 4 9,112 ix a “a 
Madras vie Mar 15 9.427 — 65 10 9.03 |— 203 ae 
Moutevideo Feb 


30,007 -571 | 8 | 118,136 |—19,765 | .. | .. 
4327 58 |18 1,555 |+ 88| 7 


Dublin-Lucan Rly, April 2 


Stock Exchange Notice, —A pplication has been made 
to the Committee to allow the following securities to be quoted in 
the Official List :— 


Newcastle-upon-Tyne Electrio Supply Co., Ltd.—Farther issue of 60,179 
ordinary shares of £1 each, fully paid, Nos. 737.501 to 797.679, and 221,832 6 per 
cent. preference shares of £1 eash, fully paid, Nos, 687,501 to 912,332, 
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London Electrical Workers: Threatened Strike.— 
In the Times of April let it was stated that the electrical workers 
employed on repair work on ehipping in the Port of London bad 
decided at a mass meeting to strike on April 14th, unless their 
demanda were conceded. The men are mainly employed on fitting 
up ships taken over by the Government. They are asking for a 
regular hourly wage of Is. and a 48-hour week. The same paper 
states that the engineera and mechanics employed on the tube 
railwaya of London have decided to cease work on April 10th 
unless certain wages concessions are granted by the T. O. T. com- 
bine by that date. Several hundred men who are engaged in the 
repair and maintenance work of the railways are affected. 


TEMPERATURE MEASUREMENT IN A 
MODERN POWER HOUSE. 


By OHAS. S. JEFFREY, A. M. I. E. E., A. Amer. I. E. E. 


Іт should be the aim of every engineer, in order to secure 
maximum efficiency, to run his plant as nearly as possible 
under test conditions; in other words, he should make 
accurate measurements at sbort intervals of all the factors 
affecting its efficiency. Of these factors, the measurement 
of temperature receives least attention in most power houses, 
although having regard both to economy and to the safety 
of the plant it is of very great importance. 

Various modern types of temperature- measuring instru- 
menta were described by Mr. Robert S. Whipple in the Pro- 
ceedings of the Institution of Mechanical Engineers, No. 3, 
July, 1918. The types of instruments best adapted for 
power-house work are the mercurial glass thermometer, the 
indicating or recording mercurial thermometers of the 
Bourdon gauge pattern, and the electrical resistance thermo- 
meter. 

Excluding the temperature of the furnace, the highest 
temperatures that have to be measured are those of the 
boiler flues and of the live steam, which seldom exceed 
650° F. ; and the lowest, that of the atmosphere. | 

In a complete electrical installation the following pointe 
should be fitted with thermometer elements and connected 
up to the temperature switchboard :— 


1. Boiler feed-water storage tank. 

2. Boiler feed-water inlet and outlet of economiser. 
3. Exit flue gases inlet and outlet of economiser. 

4. Boiler steam header. 

5. Main stop valve of prime mover. 
6. Generator stator. 

7. Generator inlet and outlet of ventilating duct. 
8. Generator bearing oil pipes. 

9. Exhaust steam to condenser. 
10. Condenser cooling-water suction and discharge. 
11. Hot well. | 

12. Coal bunkers. | : 


Boiler Furnace Temperature.— In the foregoing list the 
temperatures of the boiler furnaces have been omitted 
because the temperature-measuring instruments suitable for 
the other sections of the plant in a power house cannot be 
used for this purpose. The most suitable instrument for 
measuring furnace temperature is the optical, or radiation, 
pyrometer, but such instruments can hardly be entrusted to 
а fireman or a meter reader. 

A knowledge of the temperature of the furnace in a steam 
boiler may, however, be of great value. 

It is now generally recognised that the efficiency of com- 


 bustion in a boiler furnace varies with the size and com- 


position of the fuel, and that, for example, a furnace which 
may be well suited for burning anthracite is uneconomical 
when fired with bituminous coal. In burning anthracite 
combustion takes place almost entirely on the fire-bars, 
owing to the very high percentage of fixed carbon, but with 
bituminous coal much of the heat is obtained from the 
combustion of the volatile gases after they have been dis- 
tilled from the coal. High temperature is necessary for 
the complete combustion of these gases, and for this reason 
it is necessary to use some form of reverberatory furnace to 
prevent them coming prematurely in contact with the boiler 
tubes and being cooled below the temperature necessary for 
complete combustion. 

Although pyrometers for indicating furnace temperature 
are unnecessary under ordinary working conditions in a 
power house, they might well be more frequently used in 
boiler testing, as an assistance tothe engineer in determining 
which is the best size and quality of fuel to use in a par- 
ticular style of furnace, or, conversely, the best form of 
furpace for the combustion of a particular class of fuel. 
The degree of combustion that has been attained is given 
by analysis of the flae gases. The use of pyrometers in the 
furnace is suggested to locate the cause of imperfect com- 
bustion as shown by the flue-gas analysis. 

If high-temperature pyrometers were more commonly 
used, improvements in the design of boiler furnaces would 
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assuredly result. Station engineers, more particularly those 
domiciled abroad, are often faced with the problem of 
adapting their furnaces for the combustion of fuel of an 
entirely different quality from that for which they were 
originally designed. 

A simple method of estimating approximately the tem- 
perature of a boiler furnace is by the analysis of the flames 
by means of violet glass. The greater the intensity of the 
action in the boiler furnace the greater will be the actinism 
of the rays emanating from it; or, in other words, the 
more perfect the combustion the greater will be the propor- 
tion of violet rays emitted by the flames. By means of the 
violet glass all the rays less active than violet are cut off. 
In a well-designed furnace, working under good conditions, 
the whole of the internal surface will be incandescent, and 
will appear luminous when viewed through the violet glass. 
If the temperature of the gases is low, then dark patches 
will appear where the rays are less active than violet, indi- 
cating tbat at those parts of the furnace complete combustion 
of the volatile gases may not take place. 

Boiler Flue Gases and Economiser Temperatures.— 
Measurement of the temperature of the exit gases from the 
boiler flues is à matter of no difficulty, and can be effected 
by means of electrical distance thermometers or by mercurial 
thermometers of the Bourdon type. Mercurial pyrometers 
are accurate and reliable, but, if readings are to be taken 
frequently, it is necessary to have one in the flue of each 
working boiler, because the time taken for the pointer to 
reach the true temperature reading is considerable. Flue- 
gas pyrometers of the Bourdon pattern are more expensive 
instruments, and are more liable to derangement. than the 
resistance element of the electrical thermometer. It is true 
that the indicating instrument of the latter is much too 
delicate to be installed in a dirty. boiler-house in the open, 
but proximity to the test points is not of great importance. 
With electrical thermometers it may be considered neces- 
sary in a large station to have more th»n one switchboard, 
but, in the opinion of the writer, the advantage lies rather 
in being able to take all the readings at one point. 

Usually it is not advisable to admit the feed water to the 
economiser at a temperature of less than 100 Е. on account 
of the condensation of the corrosive gases from the flues 
which takes place against the cold tubes of the economiser. 
Very rapid deterioration of the economiser may take place 
from this cause. If no exhaust steam is available for the 
preliminary heating of the feed water up to about 100 F., 
some engineers feel justified on this account alone in using 
а live-steam heater. Where feed heaters and economisers 
are used, temperature readings are the only means available 
of determining the efficiency of their operation. If these 
readings are taken regularly, any falling-off in the perform- 
ance of the economiser or feed-water heater through dirty 
or scaled tubes can be detected. All economisers should 
be fitted with thermometers at the inlet and outlet of the 


flue gases and at the inlet and outlet of the boiler feed - 


water. 

Where means are available for determining the evapora- 
tion of each boiler, the temperature of the flue gases gives an 
indication of the condition of the fire-brick battles. Low 
evaporation with high flue temperature will indicate that 
the gases are leaking past the battles without giving up their 
heat to the boiler. 

When the boilers are known to be in good order, the 
shift engineers can readily tell by means of the flue tem- 
perature readings whether the furnaces are being fired so 
that each boiler hears its proper share of the load. 

Steam Temperature.—When the steam is not super- 
heated a thermometer is not necessary in the boiler header, 
as the temperature of the steam has a fixed value cor- 
responding to every value of the pressure. Accurate pres- 
sure gauges are required by law, and from them the 
temperature can be deduced. The use of superheated steam 
in electrical generating stations is now almost universal, 
however, as the efficiency of the steam turbine increases 
with increase of superheat. From the standpoint of 
efliciency it is quite as important accurately to maintain the 
steam temperature as it is to maintain the steam pressure, 
yet in most stations a recording pressure gauge is considered 
a necessity, while the steam temperature readings are taken 
most casually. The efficiency of a boiler is the ratio of the 


= 


. operated. 


heat units imparted to the steam to the heat unita taken 
from the fuel. Unless a means of measuring the tempera- 
ture of the steam is available the efficiency of the boiler 
cannot be determined. 

Generator Windings.—Temperature readings of great 
importance, more particularly with reference to the safety 
of the plant, are those of the windings and cores of genera- 
tors and transformers. It is impracticable to take tempera- 
ture readings of the rotor of a loaded generator, but those 
of the stator can always be determined. It is fortunate 
that in turbo-alternators the rotor is seldom subjected to 
& pressure exceeding 100 volts, and carries a current 
fluctuating within comparatively narrow limits, so that the 
danger of an excessive rise in temperature is negligible, if 
the ventilating arrangements are in order. Some interesting 
comparisons of different methods of measuring stator · 
temperatures were given in а paper presented under the 


‘auspices of the Standards Committee of the American 


Institute of Electrical Engineers, and were recorded in the 
Proceedings of that Institute for February, 1918. "The 
method recommended is the insertion of exploring coils in 
the hottest part of the machine. The authors found that 
the temperature rise at the hottest part might be as much 
as 60 per cent. greater than was indicated by mercurial 
thermometers placed against the core or in the ventilating 
slots. If suitable provision is made in designing the 
generator, an exploring coil in the form of a distance 
thermometer element can be placed in any part of the core. 
Without this provision the electrical thermometer will still 
give higher readings than can be obtained by mercurial 
thermometers, because it is not subject to the restriction 
that it must be placed where it is easily accessible, "The 
mortality caused among mercurial chemical thermometers by 
poking them into ventilating slots is very high, and if they 
are left in the machine after it is shut down they will 
inevitably be broken by the cleaners. 

In & modern turbine it is of great importance that an 
adequate supply of air for ventilating the generator should 
be maintained. Should a thermometer not be provided in 
the core of the machine itself, the temperature of the inlet 
and outlet air should be taken. Although this does not 
give the trne temperature of the machine, an increase in the 
difference of temperature between the inlet and outlet air 
will indicate that the temperature of the generator has in- 
creased, or that the supply of air has been interrupted. It 
is the temperature rise that limits the load capacity of the 
machine, and manufacturers’ rating of load capacity may be 
largely discounted by the conditions under which it, is 
For example, in some parts of India there is а 
difference of 50^ between the minimum and maximum shade 
temperatures. It is obvious that a machine can be run at 
an overload for a much longer time when the atmospheric 
temperature is 40° than when it is 90°. 

Tbe writer has been struck by the diversity of opinion 
among the shift engineers of his acquaintance as to when 
a machine is sufficiently loaded; and he would suggest that 
after the maximum permissible temperature has been care- 
fully determined, shift engineers should be guided by the 
thermometer as much as by the ammeter. The thermometer 
gives a steady reading, whereas the ammeter, particularly on 
traction generators, often varies so much as to make it a 
matter of some difficulty to determine what the load actually 
is. It is desirable that the thermometers sliould be placed 
in the centre of the air trunk, where the wind velocity is 
highest. The ventilating trunks are very often dilticult of 
access, and to take the readings with mercurial thermometers 
it is often necessary that the attendant should go into them 
bodily. The advantage of distance thermometers in this 
section of the plant is obvious. 


Bearings and Oil. Supply.—In a steam turbine the tem- 
perature of the oil gives an indication of the temperature 


* The use of wet air filters reduces the temperature variation 
of the air available for cooling very much, because with this type 
of filter the air is delivered to the machine at the temperature 
indicated bv the wet-bulb thermometer. The variation of the drv- 
bulb thermometer is always much greater than that of the wet- 
bulb thermometer, The wet-bulb reading seldom exceeds 50? Е. 
in any part of the world, while the dry-bulb reading may reach 
120° F., or even higher. 80° F. ів a very high wet-bulb reading, 
and only in very humid tropical districts is that figure approached 


e 
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of the bearings, provided, of course, that the rate of flow. 


of the oil is clearly visible. However reliable distance 
thermometers may be, it is not suggested that they can dis- 
placé or reduce appreciably the amount of attendance that 
is required on an important piece of plant like a steam tur- 
bine, and it would be unwise to put distance thermometers 
where close personal attention is required, but where very 
accurate determination of the temperature is not necessary. 
f the bearings are not readily accessible, as in a vertical 
steam turbine, then separate resistance elements might be 
placed in each of them, but ordinarily, in the opinion of the 
writer, it is sufficient to know the temperature of the suction 
and discharge pipes to the oi] tanks. The oil suction tem- 
perature reading enables the supply of cooling water to the 
coils in tbe tanks to be controlled so as to maintaia the 
desired temperature of the oil supplied to the bearings. 
Condensers. —Temperature readings at the condensers are 
economically of great value, particularly when the cooling 
water is discharged to cooling towers. For every value of 
the vacuum, saturated steam has a corresponding tempera- 
ture, and the injection water and condensate discharge 
should as nearly as possible approach the steam temperature. 
It is the function of the condenser to take only the latent 
heat from the steam, and if the condensate or injection 
water discharge temperature is below the temperature cor- 
responding to the vacuum (or more correctly the absolute 
pressure), it means that unnecessary work is being done in 
the condenser. With jet condensers it is practicable to 
keep the water discharge within 3° or 4° F., and with 


surface condensers within 8 F., of the temperature of the 


exhaust steam. The advantages of maintaining high-water 
temperatures are :—(1) Less water is circulated through the 
condenser and the power consumpt of the circulating pumps 
i3 thereby reduced ; (2) if the condensate is used for boiler 
feed water there is an obvious economy of fuel in keeping 
the temperature high; (3) if the water is discharged to 
cooling towers the latent heat of the steam taken up by the 
injection water is much more readily dissipated when it 
entera the tower at a high temperature. 

Four thermometers should be fitted to each surface con- 
denser, namely, in the exhaust steam pipe, the condensate 
discharge, the injection water suction, and the injection 
water discharge. In a jet condenser, of course, the con- 
densate discharge thermometer is not required, as the 
condensate is carried off with the injection discharge 
water. 

In the opinion of the writer, the advantages of the elec- 
trical distance thermometers in this connection are very 
marked. The time that is required to take condenser tem- 
peratures with mercurial thermometers is too great to 
permit of their being taken very frequently, and as the 


conditions in the condenser change with every variation of . 


load it is essential that they should be taken frequently. 

Coal Bunkers.—With certain classes of bituminous coal 
there is considerable danger of spontaneous combustion, 
particularly if the coal has been stored when wet. Coal in 
a finely-divided state, such as slack or dross, is more liable 
to ignite spontaneously than large coal. It is possible for 
combustion to go on for a long time with very little 
emission of smoke, and often it is not observed until the 
fire has a good hold. А case is on record in an Indian 
colliery where the first indication that a large stack was on 
fire was the total disappearance of two coolies who attempted 
to cross over it. The weight of the men broke through the 
upper crust of the stack and plunged them into & burning 
crater, in which no trace of them was ever found. The 
danger of spontaneous combustion is well known to marine 
engineers, and the law demands that the temperature of a 
steamship's bunkers must be recorded in the daily log. 

Various methods have been suggested for preventing 
Spontaneous combustion: and some diversity of opinion 
exists as to the efficiency of the common practice of venti- 
lating the interior of the coal stacks. Storage in an atmo- 
sphere which does not support combustion, carbon dioxide, 
for example, has been suggested, but there are few elec- 
tricity supply stations where the danger is sufliciently great 
to justify the expenditure which would be necessary with 
such an arrangement. In most cases it will be sufficient if 
means are available for locating and extinguishing an out- 
break as soon as it occurs. 


A crude form of thermometer which is sometimes used for 
this purpose is simply an iron rod thrust into the centre of 
the stack. Any increase of temperature in the body of the 
coal will be readily conducted along the rod and become 
apparent to the touch. The method commonly used on 
board ship is to have an iron pipe built into the bunker and 
opening on to the deck, down which a maximum 
thermometer can be lowered and the temperature at the 
centre of the coal registered. This method can be used in a 
supply station, although the bunkers are usually more 
inaccessible than on board ship. A valuable application of 
the electrical distance thermometer is to indicate the 
presence of spontaneous combustion. Readings can be 
taken with far, greater frequency than is possible with any 
other form of thermometer, and the elements, completely 
enclosed ‘in an iron pipe, can be placed without risk of 
damage in the most inaccessible part of the coal heap or 
bunker. | 

In the opinion of the writer, to make it practicable to 
take frequent readings in a large power house, it is nece:sary 
to install a system of electrical distance thermometers, 
particularly if it is situated in a country where subordinate 
employés who have a sense of responsibility are difficult to 
find. Many of the points at which observations must be 
made are of necessity awkwardly situated, and if the observer 
is required to visit each in turn it requires some strength of 
character to debar him from supplying many of the readings 
from his imagination. ö 

A 30-point distance thermometer can be installed for 
approximately £150, or including depreciation and main- 
tenance, an annual charge of about £20. Fora similar 
installation using ordinary glass thermometers, with careless 
handling the annual bill for renewals may approach or 
even surpass this figure. The advantage of the electrical 


‘thermometer is more apparent on a large installation, how- 


ever, and for fewer than 10 points might hardly justify the 
expenditure under ordinary circumstances. 

In a power-house electrical thermometer installation it is 
desirable that the switchgear should be mechanically strong, 
and that the switch contacts should be large. Variations 


in the resistance of the circuits from other causes than 


variations of temperature at the thermometer elements are 
fatal to accuracy, therefore the necessity for good connections 
cannot be over-emphasised. 

The writer has experienced a good deal of trouble with a 
well-known make of distance thermometer on account of the 
lightness of the switchgear. The design gives a wonder- 
fully neat appearance, and, provided the contacts are all 
tight, is perfectly satisfactory in operation. However, 
with careless handling, the instrament and switches are 
easily deranged, and they are so delicately constructed that 
considerable skill is required for their readjustment. 


REVIEWS. 


Boilers, Economisers and Superheaters; their Healing 
Power and Efficiency. By Ковевт H. Smita. London: 
Crosby Lockwood & Co. Price 78. 6d. net. 


This book, like the earlier works of its author, fills us 
with mixed feelings, in this instance we are glad to say 
somewhat different from those of previous occasions. 

We marvel at the author's indefatigable industry, at his 
mathematical genius and bis determined application of 
mathematics to problems of engineering which, we think, 
have never been really suitable for such treatment. 

But to begin witb, is not the author wrong in supposing 
that steam engineering writers have not perceived, or have 
neglected, the fact that the radiation from the hot fuel on 
the grate is far more effective than any other part of the 
boiler A Lancashire boiler gives, say, an evaporation of 
6 lb. of water per sq. ft. of surface per hour, but it is always 
understood that the work over the fire grate is several times 
this average, and in water-tube boilers has not radiation 
from the fire always been credited with the bulk of the 
abnormal evaporation of the first bundle of tubes ? 


* 
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The author, indeed, admits this ; his quarrel is with text- 
books, presumably with those rules which are based on the 
mean effect of heating surface. If we remember rightly, 
many years ago such rules did estimate fire-box surface 
separately from tube surface or other surface. 

This book aims to correct the omission by reducing the 
complex laws of heat transmission to diagram form ; such 
diagrams, if enough are asked for, will be supplied in full 
size, their photographed reproductions being too small for 
drawing office use. In reading the author’s remarks we 
exclaim: Is Saul also among the prophets?” for 


the author has endeavoured to treat of an engineering. 


subject on what he calls simple lines, avoiding pedantic 
exactitude never justified by the degree of closeness with 
which the data of boiler practice are known. We feel that 
this distinct break from the author’s former methods will 
greatly enhance the value of his present work, and as a 
sample let us cite what he says on the calculation of calorific 
capacity of coals. 

The author takes the percentage of carbon in coal as 
actually fired on the grate, be it dry or wet, that is to say, 
not the percentage of carbon as obtained in the laboratory 
for really dry coal, but the percentage of carbon in the 
more or less watered coal actually fired. Then he multi- 
plies this percentage by 17,200, and the product is the 
calorific capacity of that pound of coal, including its 
hydrogen effect and its water effect. 
coals, for the rule is only given for British coals, viz , Welsh, 
Newcastle, Lancashire, Derbyshire and Scotch, the following 


figures are found : — 

Welsh. УС. Lane. Derby. Scotch. 
Calculated heat of | | 
14,070 13,840 


combustion 13,030 13,020 13,120 

Рег cent. of C. x 
17,200 14,120 13,710 13,000 13,290 12,970 
Diff. +50 — 130 —30 + 270 — 150 


The results are certainly creditably close. 


Bat whose figures are 4,320 and 14,400 for the calorific 
capacity of carbon burned to its two familiar oxides ? 
Berthelot's figures are 4,415 and 14,647, while Thomsen 
gives or accepts 4,350 and 14,544, which are the figures of 
Fabre and Silbermann. It is a pity that engineers cannot 
agree on the calorific capacity of both carbon and hydrogen. 
Why not accept Berthelot's values until there appears good 
reason to revise them ? 

Anyhow, the author's very simple formula will be welcome 
if we can rely upon the calculated heat of combustion as 
found from the constituents of the coal being really com- 
parable with possible resulta. 

For oil fuel the author deduces a formula 22,200 x % С., 
and for samples of various oils prints the following com- 
parisons :— | 

Amer, Russia. Burma, Borneo Texas, 
19,600 19,400 18,800 18,800 19,200 
18,800 19,200 19,200 19,500 19,000 


Difference ... — 800 


Actual bomb values 
95 C. x 22,200 


The weight of gaseous products per pcund of fuel is 
13:45 с + 1 where c is the percentage of carbon. This 
is the actual chemical requirement. 

If the air used is » times the chemieal amount the 
equation become 13:45 € n +1, omitting any steam from 
fuel wetness or from steam blowers. And tothe value of л 
is found to be n = 27:3 x % of CO, — 01, and is to be 
used when the percentage of CO; has been found by, sav, an 
automatic recorder. 

The author next takes up the question of the specific 
heat of the flue gases, or the value of Л = heat given up by a 
fall of 1° of temperature. He finds A = 03 + 32 Cn 
for both British and metric measnres. Тһе subject is 
further developed, and the author applies his formula to the 
same five British coals. The various other problems of a 
boiler are similarly treated. 

We note that in his studies for this book the author has 
met with efficiencies greater than unity, in no fewer than 

our official tests: in one case as much as 15 per cent. 


Taking five British 


This book is extremely interesting; the best we have 
seen from the author's pen, and one which gives one much 
to think about. But we wish the author would eliminate 
firstly and nextly from his vocabulary. Neither word is 
English, and the author in the past has employed a 
sufficient stock of long words without adding syllables that 
do not belong to these English monosyllables. 


Drawing for Electrical Engineers. Ву С. W. WORBRALL. 
London : G. Routledge & Sons, Ltd. Price 2s. net. 


À book of this type describing the mechanical construction 
of electrical machines has long been sadly needed. In many 
electrical designs produced to-day lack of knowledge of 
mechanical details on the part of the designer is apparent. 
Methods of electrical design are now more or less 
standardised and uniform ; it is the mechanical construction 
which distinguishes the products of one manufacturer from 
those of another. It is, therefore, surprising how little 
attention has been paid in text-books to the subject of 
mechanical design. An average second orthird-year student 
in a technical college may be fairly well acquainted with 


electrical design as well as with engineering theory, but ask 


him to design a motor end bracket with details of bearing and 
shaft journal—the result is generally distressing. 


Electrical text-books have given the subject most super- 
ficial and often worthless treatment. Those professing to 
deal with mechanical construction have been treatises on 
engineering theory, throwing very little light on modern 
methods of construction. 


The advent of this book setting forth features of modern 
construction will, therefore, probably be very welcome, both 
to technical students and to draughtemen and engineers. 
The author admittedly does not attempt to deal with the 


general principles of engineering construction and drawing, 


but only to impart to the “young electrical engineer” an 
“ elementary knowledge of the construction and proportions 
of the chief types of electrical machinery.” He should at 
least succeed in doing this, and probably not a few “old” 
electrical engineers will glean some of this elementary 
knowledge. 

The book is essentially a collection of some 70 working 
drawings, most of them fairly recent, by the leading manu- 
facturers in this country, with a simple description of the 
principles involved in each. Bearings, shafts, А.С. апар с. 
rotors and stators, and collector and brush gear. constitute 
the list of subjects discussed. It is rather a pity that the 
important subject of windings is conspicnous by its absence. 
(ne or two of the drawings shown are somewhat out of date, 
and the original sketches at the beginning of the book are 
hardly representative of modern practice. There is a con- 
trast, too, between the detailed description of brush gear 
and the scanty treatment in the last chapter of slip rings. 
The book would probably have been of greater value had 
the drawings been reproduced to a much larger scale. 


On the whole, however, the drawings are good and well 
described, and the book is well worth its low price. 


Principles of Electrival Measurements, 
NMITH. London: Hill Publishing Co. 
net. 


By ARTHUR W. 
Price 8s. 4d. 


Scrictly speaking, this is a laboratory text-book, and it 
bears the marks of careful preparation by one who has met 
and appreciated the many difficulties encountered by 
students in the early stages of experimental electrical engin- 
eering. It is similar in many respecta to the books pro- 
duced for similar purposes and under like conditions on this 
side of the Atlantic ; itis certainly no better and, perhars, no 
worse than the usual type of texc-book in common use in 
the electrical laboratories of our English Technical Colleges 
and Universities. But it has some important features that 
are well worth consideration, and even emulation, in this 
country. 
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An introductory chapter deals with units and definitions, 
and incidentally startles us with the following unusual de- 
finition : —“ Unit resistance is that resistance in which one 
erg of heat is produced each second by the passage of unit 
current.” Although unusual, this definition ig, of course, 
exactly equivalent to the one commonly derived from the 
statement that “ опе erg of work is done when unit electro- 
magnetic quantity of electricity falls through unit of poten- 
tial difference." ^ The specifications of the international 
ohm, ampere and volt are also included in this chapter, 
together with notes on the use of Weston cells, current 
balances and standard coils for standardisation purposes. 

The author does well by beginning with the use of 
ammeters and voltmeters in the measurement of current, 
E.M.F., resistance and power. He also does well to use a 
paragraph to explain the application of Ohm's law to the 
simple circuit, and the difference between available E.M.F. 
and the potential difference over the whole circuit. Dr. 
Smith is also a humorist, for he follows up a neat and 
sound treatment of the gubject of useful power from a cell 
by this problem :—“ How much power is expended in an 
ammeter of 0:01 ohm resistance if it is connected to a stor- 
age battery of 10 volte and 0:01 ohm internal resistance ? 
Why is it best not to try this actual experiment in the 
laboratory ? "' 

The second subject treated is ballistic galvanometer and 
condenser methods, and all the usual experiments on E.M.F.’s 
and capacities are fully dealt with here and in Chapter IX. 
The current galvanometer is considered in the third chapter, 
and this naturally leads up to Wheatstone’s bridge and 
po:eutiometer methods, to both of which snbjects admirable 
chapters are devoted. The calibration and use of the 
simple slide-wire bridge are first described, then the 
“decade " bridge box (which is the American form of our 
Post Office box), and its use in the location of faults, and 
finally the. Kohlrausch bridge for resistance of electrolytes 
and Oarey-Foster's bridge for comparison of nearly equal 
resistances. The lack of any reference to the P.O. box ів, 
of course, a regrettable feature from an English standpoint. 


Chapter VI, on the Measurement of Current, gives some 


account of hot-wire, moving-coil and electrolytic methods, 
as well as of the Kelvin balance and electrodynamometer, 
while Chapter VIII deals with the application of the latter 
instrument to the measurement of power. 

Considerable space is devoted to magnetic measurements, 
and a whole chapter to the theoretical considerations of the 
magnetic circuit. The various standard methods for obtain- 

ing B-H curves and hysteresis loops by Hopkinson's bar and 
yoke, double bar and yoke and step-by-step methods are 
described, but a curious omission is made in that there is 
no reference to the magnetometric method. 
I There are two chapters on Self and Mutual Induction, 
and the multitadinous methods of measuring them, and then 
a final chapter, mainly of a theoretical description, on 
_ alternating currente. ; i 

An interesting point is tbat the author uses the calculus 
quite freely throughout the book. He also misuses the word 
* data throughout the book, but otherwise there are very 
few errors either fundamental or incidental. As we have 
said, this book is not unique in any respect, but it can, 
perhaps, claim some merits, and perhaps a few defects that 
are not possessed by similar books already in use in this 
country. 


COMMISSIONS. 


[COMMUNICATED. ] 


e 


THIS does not treat. of matters military; it is a brief 
discussion of the pros and cons of & commercial custom 
. Which has prevailed, with variations, practically ever gince 
England boasted a commercial system. 

In encyclopedic language, we are told that a commission 
is а pecuniary consideration, given by a principal to an 
agent, or to an employé, in respect of business secured by 
the said agent or employé, for and on behalf of the said 

principal. Assuming that such business proves unprofitable 


to the principal and the agent or employé in no way com- 
promises or jeopardises the negotiations, the commission 
cannot be withheld. This form of remuneration is founded 
upon an a gm or implied contract between the parties con- 
cerned, and such a contract may be implied from trade 
custom or usage. | ` 

Leaving the encyclopædic for the commercial aspect, we 
find that, not only in the engineering world, but in almost 
all fields of commercial activity, the commission problem is 
one of more than ordinary interest ; it is, furthermore, one 
in which it is essential to have at the outset a clear and 
amicable understanding between the parties most intimately 
concerned, for it is easy to conceive that friction is likely 
to be caused by any misunderstanding arising in the absence 
of a definite agreement. 

It is possible that this fear of petty friction is to an 
extent responsible for a certain chariness exhibited by some 
employers in regard to the wisdom of embarking upon a 


commission system with their salesmen. 


It is sometimes argued that if one salesman is paid a fair 
salary without commission, and another is working partially 
or wholly upon commission, the individual results of the 
two men, other things being equal, wil be approximately 
similar. This may be very plausible in theory, but it does 
not take into consideration that very natural faculty— 
the human element. I do not maintain that the practice is 
at all common, but surely there are occasions when the non- 
commission man has an easy after a good spell of busi- 
Dess ; 80, of course, will the commission man upon occasion, 
but there is an incentive here which tends to make such a 
relaxation of effort more infrequent. 

Again, the commission system does not appear to be so 
prevalent in this, our engineering industry, as in others. 
Why this should be so is a little difficult to imagine, but in 
part it may be due to the more complex and varied nature 
of the lines" the engineer sulesman has to sell, in contra- 
distinction to the relatively confined scope of the commercial 
traveller selling tea, &c. And for this reason, that, whereas 
the commercial in the grocery or “soft goods” business is 
very frequently in the happy position of having a large pro- 

rtion of his turnover provided by a more or less standard- 
ised clientéle, this rarely holds, and even then to a far less 
proportion, in the case of the engineer. Moreover, in any 
given town, the former can visit many times as many 
grocers and drapers, as the engineering establishments that 
the latter can visit, while the former has also the decided 
advantage of being engaged in a business where it is an 
old-established trade custom for orders to be given to the 
traveller upon the occasion of his periodical visit. 

Per contra, the engineer salesman is very seldom во for- 
tunately situated; if engaged solely upon the smaller 
specialities of the industry, such as lamps, in which there is a 


certain element of “ bread-and-butter trade, he may do so, 


but more often the aim of the true engineer salesman i8 to 
perform some spade-work in the discussion of alternative 
propositions, or sometimes, it may be said, his labours are 
of an educational and missionary character. 

But, given the essential features of a sound working 
system, one which will overcome the difficulties indicated, 
there is no doubt that the commission system possesses 
advantages not to be lightly ignored. A cynic once said 
that “ ар open mind is but a polite definition of ignorance” ; 
without going as far as this, I think it is frequently true 
that an open mind signifies indifference. On this subject of 
commissions, however, any man in a commercial position, 
even if connected with an establishment where commis- 
sions are not in vogue, is bound to discard, sooner or later, 
whatever feelings of indifference he may have had, and is 
forced to come off the fence, on one side or the other. This 
necessarily means that he examines the situation with a 
view to seeing how the commission system affects the first 
person singular. | 

A man in employment may be paid :— 

(a) A fixed salary. — 

(5) A fixed salary plus commission. 

(c) Commission only. | 

Some brief comments on these, and certain of th 
attendant pitfalls to be avoided, may be of interest. 

The first (а) needs little further comment here other 
than that which has already been made, but must not be 
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dismissed without mention of the cansolation of the assured 
salary to a traveller who is prevented from obtaining busi- 
ness through external causes entirely beyond his control, 
and in no way reflecting upon his salesmanship and ability. 
Such external causes will readily occur to everyone. 

In regard to (^) and (c), commissions are almost invari- 
ably paid as a percentage in one or two forms, viz., on turn- 
over or on profits, whilst further considerations are whether 
a certain initial volume of business be exempt from carrying 
commission, and how travelling and similar out-of-pocket 
expenses are to be borne. Settlement of these questions 
must be left to individual judgment in each case, and it 
should not be difficult to evolve an equitable solution. 

If the commission is paid upon profits, the first question 
which arises is: What are profits? Profits may for 
this purpose be variously termed profits upon factory cost, 
with, or without, establishment charges ; or they may be said 
to exist in the abstract, but not in the concrete, as in the 
case where normal profits are shown, upon the balance-sheet, 
but dividends are conspicuous by their absence. A more 
satisfactory method is to ignore profits. То some this may 
seem suspiciously like heresy, but the suggestion is to adjust 
the commission scheme upon some other basis than any which 
employs the elastic term profits. This may be done by 
fixing a fair market price for a product, and giving the sales- 
man discretionary powers to reduce the price within what- 
ever limits may be arranged, but inserting а proviso that such 
reduced quotation beara no commission ; here, again, it will 
be obvious that much hinges upon the fair market price," 
and that, once more, is essentially a matter for amicable 
agreement. 

Mention is made above (see Par. 2) of an employé possibly 
jeopardising negotiations, a possibility which indicates 
the necessity for a safeguard against some such condi- 
tion of affaira as ia suggested by the following :—Through 
bad engineering upon the part of one of the technical sales- 
men, a manufacturing establishment may find later that 
it is put to some "considerable additional expense to 
complete а job in a sound and workmanlike manner, or 
less tangibly, for reputation's sake, a position which may 
be peculiarly exasperating, and even intolerable, if a commis- 
sion to the erring salesman is also involved. 

Proczeding to other aspects worthy of discussion, a 
common practice is to parcel out the country amongst 
various agents or salesmen, which is likely to cause 
dissension, unless the difficulties are foreseen and pro- 
vided against. In the first place, it may be suggested that 
a salesman should reap the benefit of any and every order 
received from clients in his district ; as it stands, this may 
be too one-sided, for it is readily conceivable that many 
orders may be received which are the result of some purely 
external forces, such as a trade journal reference, or а 
recommendation from another source. Should the salesman 
benefit ? 
but a reasonable suggestion is that the salesman should be 
entitled to benefit or otherwise, according to the con- 
dition of his report book, which should contain а con- 
stantly up-to-date record of visits made, concisely tabulated 
and indexed. 

The last problem suggests another, one very similar and 
possibly more difficult of solution. This is the case of a 
subsidiary establishment in the provinces, doing its own 
preliminary buying, but, for internal reasons, placing the 
final instructions through its head office in London. At 
first glance, it will be remarked that the provincial salesman 
should benefit, and this seems to be reasonable, assuming 
that the London salesman is never called upon to spend any of 
his time on the job. But if, perchance, the London repre- 
sentative were obliged to render assistance, a Solomon could 
not always administer justice. 

In conclusion, the writer would say that the foregoing 
remarks are in no way intended to comprise a survey of the 
whole of the points involved, from either aspect. Such a 
survey would be impossible in the space available, but if 
interest is aroused, he feels sure that an investigation, no 
matter what the result, will prove of more than ordinary 
interest and value, and, finally, repeats his opinion that, if 
only for the above-mentioned “ human element," the com- 
mission system has much to commend it, notwithstanding 
the difficulties and problems with which it bristles. 


This is one of the most difficult problems of all,: 


* 


ELECTRIC COOKING. 


Мв. W. R. Cooper's paper on “Electric Cooking," was discussed 
by the BIRMINGHAM LOCAL SECTION OF THE INSTITUTION OF 
ELECTRICAL ENGINEERS, on March 17th. An abstract of the 
paper appeared in our issue of March 19th. 

Mr. F. S. G@RoGAN maintained that the figures published were 
those of a special case, and were not at all representative of the 
general results obtained. As to hot water, he admitted that for 
large quantities it was much cheaper to install a coke boiler, and 
only in a few special cases would it be advisable to put in an 
electric boiler. If an electric boiler was installed for convenience, 
then a 6 to 10-Kw. boiler should be used, with thermostatic oon- 
trol attached to the hot storage tank. As to the annual consump- 
tion for cooking, 3,500 should be the average result as against the 
author's case of 5,000 odd units. He could quote an actual case of 
eight in a family where they consumed 65 units per week aguinst 
110 quoted by the author. This showed that the author could 
not deduce general results from his special case. The outlay of 
£23 15s, 6d. was very high, and included 30s, for nickel plating, 
708. for switchboard, 35s, for connections, and 10s. 6d. for thermo- 
meter. Although the switchboard was included, the author paid 
£9 odd extra for wiring ; this was а ridiculous price. The outfit 
was further inflated with £10 6s. 4d. for a coke boiler, which 
muet haveincluded £1 over list price to cover piping and erection. 
Why add this to the already much too high figure for the electric 
cooking stove when it must be granted that an infinitely better 
supply of hot water had been obtained than ever before 
from a coal fire? This boiler with its increased economy 
would pay for itself in а very few months’ use. Over 
30 authorities and companies were already hiring out 
cookers to their consumers; this had enoouraged the class of 
consumer who appreciated the benefits of electric cooking, 
viz, that class where the lady herself either oooked or 
closely superintended the cooking. The author admitted a 
saving of 10 per cent. for electric cooking of meat against 
coal cooking, but he did not state whether the original weight 
included the weight of bone, which for this joint represented 
20 per cent. of the whole weight. If the weight of the bone was 
not inoluded, the percentage figures under the loss column were 
all too high for comparison with other publio results. Also had 
he followed instructions instead of cooking at between 250° F. and 
300° F., he would have had a less percentage loss in the electric 
oven. ‘Let him coneult an elementary cooking book, and he would 
find that after sealing the meat at a temperature of 250° F. or 
over for a short period, meat should be cooked|at about 200° F. to 
get the best resulta. The proper place for a thermometer was in 


. the teat room, and instructions should be given to control the heat 


based upon the manufacturers’ tests. Central-station engineers 
took care to see that cookers were earthed. His experience with 
various tariffs showed that the fixed charge plus low running costs 
was most useful to encourage cooking loadsa, but let the low 
running charge be high enough to allow a part of the revenue to 
be set aside to meet deficits in the charges for hiring apparatus. 
The latter charge must be a low one to meet competition. 

Мв. T. SsirTH said that if the paper had not been a mischievous 
one he would have considered it somewhat amusing. The author 
had taken a very unfair, he might say artificial, case, and it looked 
almost as if he allowed himself to be misled into believing that 
the results he had obtained were representative of the resulte 
obtained with electric cooking generally. He purchased a £38 
outfit, when apparently the joints to be cooked were only about 
5 lb. in weight. He must have been aware that he could purchase 
several outfits which would have met his requirements for less 
than half this amount—-e.g., the Carron and the Jackson. Also 
utensils to the value of £2 os. were given ; an absurd figure even 
for good aluminium utensils. The information given as to the 
loss of weight of meat in the process of cooking was certainly in 
favour of the electric cooker, although the author wished them to 
believe that it was not worth considering. The surprising part 
was, with such small jointe and the heavy consumption of energy, 
that any saving at all was shown. The teste had been taken 
with ribs of beef only ; if mutton, veal and pork had been included 
the results would have shown more in favour of electric cooking. A 
good cook could easily make the loss 10 per cent. on all-round cooking. 
The question of plugs was an important one, but the trouble would 
be overcome when a reliable interlocked switch and and plug 
was brought out, The design shown would aggravate the 
trouble which it was supposed to remedy. For flexible cords, no 
doubt the " cab tire” type was the beat at present on the market. 
He considered that the rateable value method, with ita n 
modification in special circumstances, was the best tariff that 
could be offered at the present stage of our development. That it 
was notcquitable was true; no system of charging for any oom- 
modity was. The author referred to the impossible load factor of 
over 100 per cent.; in practice it was possible for a consumer to 
have a load factor which was better than 100 per cent. from the 
generating station point of view. He considered the author had 
ignored the good points of electric cooking, but had pointed out 
and exaggerated all its defects. Not being satisfied with the 
defects which became apparent to the consumer, he had gone into 
technical details, even outside the scope of cooking, to find defects. 
In his experience nothing more damning to electric cooking than 
this paper had been put forward, and he could confidently expect 
to be put up against quotation from it for some years to come. 

Mer. E. P. HOLLIS said he thought that every oven should be 
provided with some form of temperature indicator, preferably, a 
cheap pyrometer. Domestic cooking and wholesale cooking, by 
which he meant cooking in restaurants, hotels and so forth, were 
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in totally different categories. At an hotel on the South Coast 
the hotel manager said that he paid for the whole of his electricity 
used in cooking by the extra money he received for his dripping. 
Bakers’ ovens were affected by a number of factors which did not 
enter with the domestio oven. A large firm in Oxford Street, 
wishing to inorease their output, found this impossible with the 


ordinary oven; they were pursuaded to replace the old ovens by 


electric ovens, with the result that four times the output could 


be obtained from the same space. Previously, owing to the fact . 


that certain forms of pastry, which were cooked after bread had 
been baked and removed, required particular temperatures for 
their cooking, the firm were not always able to decide exactly 
which pastry should be made until a short time previons to the 
taking of the bread out of the oven. With the electric oven 
and its easily controllable temperature all such difficulties were 
removed. 

Мв. J. H. C. Ввоокіха said that information received by him 
from oentral-station engineers all over the country showed that the 
flexible cables appeared to be the weakest point in connection 
with portable heating appliances. The well-known C. T. S. type 
-was well ahead of the other types mentioned as a protection 
irra the three chief troubles of kinking, abrasion and oorrodi- 
bility. 


Mr. С. 8, CATTELL sgaid that from the paper it would appear . 


that the author used a cooker to cook for nine people, which was 
probably capable of cooking for a larger number, possibly 15. 
On this account the consumptiom per pereon per day came out 
much higher than had bsen found to be the average amount 
reqaired. It would surely be possible to provide a complete equip- 
ment to do all the work required at a cost under half the amount 
shown. Switches for the heating elements were much better if 
double pole, and this particularly applied to griller switches if the 
heating element was exposed. A thermometer might give some 
indication of the time when the oven was hot enough to commence 
cooking, but failed entirely if it was desired to assist the operator 
when requiring to change the temperature of the oven. An 
intelligent cook would rapidly become sufficiently well acquainted 
with what the oven would do, so that a thermometer in any case 
was not of lasting value. The question of earthing was one 
whioh could not receive too much attention, and in this direction 
he would endorse all of the author's remarks. So far as the 
general design of cookers was concerned, manufacturers at present 
were working under a great disadvantage, inasmuch as the opinions 
of the engineers, who were the principal purchasers, differed widely. 
If domestic cookers could be reduced to fewer types as a result 
of agreement between engineers as to what was best, not only 
would they arrive at something more nearly approaching the 
ideal, they would also be able to manufacture under such 
conditions that the price to the ultimate use? could materially 
diminish. | 

Мв. С. О. SILVERS (communication) said that during the last 
15 months he had had an opportunity of watching very closely 
an electric cooking and heating installation in a commercial hotel 
in the Midlands, which for many years had had a great reputation 
for good cooking. Electricity replaced gas in this case with the 
following results :— 

Up to the end of 1913 electricity for lighting was paid for at 
the rate of 24d. per unit (flat rate). The price of gas was 2s. 6d. 
` per 1,000 cb, ft. With the installation of electric cooking the 

tariff was readjusted as follows: — 65d. per unit used, and a fixed 
charge based upon £8 per Kw. demand with a diversity factor for 
1 олы lights, heating and cooking. The apparatus consisted 
of :— | 

1 double oven of the Bright unlagged type 3,200 watte 
3 300-watt hot-plates ... 200. sue . 2,400 „ 


E 


1 double grill eee see 3,000 [I] 
1 fish fryer aii ses А 2,000 „ 
4 2,000-watt electric firea de .. 8,000 „ 
11 light pointe eee eee | ecc ete eco 350 57 

18,950 „ 


BA er apparatus replaced gas, but the following new plant was 


1 hot cupboard and carving table ... 3,000 watts. 

2 hot water urns : sus eee e. 1,600 „ 

1 electric fire ... ave е 8 e. 2,000 „, 

14 light pointe... eee eee @ee eee 450 4 
7,050 „ 


The ac‘ual cost of electricity, coal and gas for the two years pre- 
ceding the cooking and heating installation and for the first year 
of electric co. king and heating was as follows :— 


1912. 1913. 1914. 
Coal £35 10 2 £2616 1 £35 5 0 
das. 47 12 2 53 010 13 0 2 
Electricity 27 15 2 32 02 6613 8 

Total. £11017 6 2111 17 1 £114 18 5 


The above figures included no capital charges, but the elec- 
tricity charges for 1914 included £7 2s. for the hire of apparatus. 
It must also be remembered that the 1914 figures included addi- 
tional heating facilities, amounting to at least 2,000 unite per 
annum. On the other hand, they had the installation of an up-to- 
date coal range for heating water, boiling vegetables and heating 
platea, &c. The 1912 and 1913 figures were obtained from meter 
readings taken before December 3let, во that the actual costa 
were greater than the figures shown, The electricity unite 


for 1914 were taken from January lst to December 31, 
and he might add that the amount of food oooked in 1914 was 
greater than in either of the preceding years. In his opinion aU 
heating and cooking apparatus—in fact, all apparatus whioh was 
in any way handled—should be properly earthed, whether in the 
kitchen or anywhere else, He might say, as a consumer, that the 
resulta obtained during a- year's working, in which 21,391 units 
were used at an average cost of 673d. per unit, were eminently 
satisfactory from a commercial standpoint. The only capital ex- 
penditure that had been necessary for these results was that to 
cover the wiring of a few flat-bottomed pots and pans. 


— 


DISCUSSION AT MANCHESTER. 


Мв. WELBOUBN said that as the result of about three years 
experienoe of electric cooking he agreed with many of the author's 
recommendations. Regarding energy consumption, 1} to 2 xw.- 
hours per person per day according to season was thé average. It 
was very desirable to mount control switches on the wall, and if 
the supply was from a three-phase A.C. system a double-pole switch 
should always be used to isolate the apparatus entirely. Not only 
cooking apparatus, but every power circuit such as for radiators, 
&5, should be so arranged that the appliance itself could be 
earthed. Не had used flexibles of various types domestically for 
about eight years, and had discarded rubber-insulated flexibles 
entirely and adopted flexibles insulated with asbestos and bound 
with thread ; these were entirely satisfactory after 18 months’ use, 
and withstood heat and ill-usage much better than rubber flexibles. 
Accurate accounts of the heat bill for a family of eight were kept 
for two years, whioh showed a total difference of 25s, between 
the electric cooking year and the coal year. Electrical energy waa 
supplied at ld. per unit fiat rate with 24 per cent. discount, and 
coal cost 17s, 6d. per ton average. The apparatus installed by the 
author appeared much larger than actually required hy the house- 
hold and would probably acoommodate 60 per cent. more persons, 
The speaker's apparatus had a maximum demand of 4 KW., whereas 
the author's maximum demand was apparently about 74 kw. The 
cost per meal served was heavy when the apparatus was larger 
than was required. Ia his opinion the time was near when 
domestic consumers wonld be charged on the contract basis 
involving maximum demand. 

Me. W. CRAMP could not understand why electrio ovens should: 


not be mounted ata reasonable height, The plan of putting a 
thermometer on the oven door seemed useless ; the proper place 


was inside. The author seemed very optimistic regarding the 
question of earthing, when he stated that possibly in those towns 
where the supply undertaking had a wiring department this pert 
of the work received proper attention. The speaker's experience 
showed that it did reoeive proper attention by the wiring depart- 
ment if it was oontractors’ wiring, but if the wiring department 
carried out the work, anything would do. А case was recently dis- 
covered where a circuit carrying 500 amperes was earthed by Cor- 
poration workmen. A No. 18 wire was twisted round a loose nut 
on one of the switches, and then soldered to the end of a lead water 
pipe which was.hanging loose from a roof. Three contractors 
were engaged on this installation besides the Corporation, and 
ol the former put in enolosed fuses, the latter installed bare 
wire. ; 

Mr. ALDERMAN WALKER thought the electric cooking load was 
one to be sought after. About a year ago Manchester adopted a new 
tariff in order to attract the cooking load, viz, 123 per cent. on the 
rateable value, plus 1d. per unit metered. It was also stipulated that 
houses under £30 rental should install 2 KW.; £30 to £50 houses 
3 KW.; and over 350 4 kw. The response to the tariff was very 
poor, and after considerable investigation the cause was found to 
be the inadequate wiring of the houses originally. A prospective 
user of cooking plant would not entertain the idea of rewiring his 
house, involving the destruction of plaster and fittings. A note 
had been prepared by the department for circulation amongst 
architecte, builders and house owners requesting steps to be taken 
to ensure sufficient copper being put into new premises to admit 
of radiator and cooking loads. The capital cost given by the author 
for the family mentioned seemed excessive, | 

Рвоє. E. W. MARCHANT said the best cooks were the most stupid 
and he did not believe thermometers to be of any service to such 
persons, Regarding small electrical applianoes, the wesk spot was 
certainly the flexible. The time taken for repairs waa usually 
much too long, and easily replaceable elementa were to be advo- 
cated.- The secondary charge should be kept down in order to 
induce consumers to use energy. It seemed grossly unfair that the 
primary charge should have any bearing upon the amount of 
garden attached to a house : a charge based upon the cubical con- 
tents or floor space of the house would surely be more reasonable, 
The cooking consumer was evidently a very desirable one for the 
electricil engineer. | 

Mr, HOLLINGSWORTH said that at St. Helens with a rateable 
value system and а secondary rate of id. per unit they had been 
fairly successful. The initial outlay on apparatus and wiring was 
the chief drawback, together with the competition of gas cookers 
with gas at 2s. рег 1,000 cb. ft. There would be no difficulty in 
meeting the gas competition successfully were it not for the cost 
of installing and unreliability of large cookers. A large works 
employed electricity for cooking for 18 months with every sucoess 
excepting in the matter of reliability. In the hands of experienoed 
cooks the results were far more satisfactory with thermometers 
than without. The author did not say too much about the пеоев- 
sity of earthing cooking apparatus. The three-pin plug was a 
very satisfactory device, and it was hardly possible for a negligent 
wireman improperly to earth apparatus fitted with such plugs, 
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He advised engineers who had not yet adopted a rateable value 
or double-charge system to do so, as the half-watt lamp would 
doubtless arrive and place them in a worse position than when the 
metallio-filament lamp was introduced. | 
Mn. W. EOCOLES gave details of equipment and costs in the case 
of his own house, assessed at £30, and usually accommodating 
three adults. The equipment was as follows :— 
Electrical—Lighting on a generous scale throughout. 

Oooking by means of a cooker comprising oven, grill, 
hot closet and four boiling plates, also a number of 
self-contained utensils. | 

Heating by means of portable radiators. 

Power for washing, vacuum cleaning, fans, &c. 


Gas— For washing boiler and hot water for house supply 
when kitchen fire was unavailable. 
Coal — During winter only for kitchen and one room fire. 


Electricity cost 3d. per unit plus 124 per cent. of rateable value. 
Gas „ 28. раг 1,000 cb. ft. 
Coal „ 18. 054. per owt, approximately. 

The accounts were :— 


Quarter ending— Sept., 1914. Dec., 1914. March, 1915. 
Electricity £216 7 £212 1 £3 4 51 
Gas У she 016 8 0 6 21 0 4 0 
Coal m" s 0 1 9 1 1 9 2.0 7 
£3 15 0 £4 0 OF 25 9 Ol 


which represented about £17 128. per annum. There had been a 
saving in laundry, carpet cleaning, baking and charwomen of 
about £13 per annum. The aivantages derived were— 

1, Less of the drudgery of housework and increased cleanliness, 

2. Comparative independence of maids. 

8. Comforts and luxuries otherwise unattainable at any price. 
The author's case, whilst baing devoid of the aforesaid advantages, 
except perhaps a little extra cleanliness in cooking, showed a loss 
of £8 183. 9d. This loss was reduced to 21 128. 6d. if the cost of 
electricity was adjusted to the speaker's rate. Further, coal at 
£13 10a. per annum for eight or nine persons was very economical, 
and probably much below the average. On the whole, the author's 
apparent results were likely to be discouraging to prospective con- 
sumers, as the average layman would not trouble about explana- 
.tions. It appeared that the maker of electrical ovens followed 

gas-oven practice by constructing tall, narrow ovens, which was quite 
undesirable, The fact that the lower 6 in. or 8 іп, of agas oven was 
only utilised fur distributing the heat from the burners seemed to 
be quite overlooked. An electrical oven should never be less than 
16 in, x 16 in. plan area, with a height varying from 12 in, up- 
wards, acoording to the capacity required. The electric grill was 
practically perfect, but efficient reliable plate warmers and boiling 
plates were still lacking. 
Мв. H. Н. RATCLIFF thought electric water heating was an 
expensive luxury at id. per unit, and only became worthy of con- 
sideration on tHe score of convenience and cleanliness; zd. per 
unit was a reasonable financial proposition. The most efficient 
heaters were, undoubtedly, those of the geyser type, in which water 
flowed through the heater as required, but there were serious 
objections, one of which was the enormous Kw. demand for a few 
minutes which would not permit of a reasonable tariff. A further 
disadvantage was the necessity of reducing seriously the rate of 
flow in order to obtain high temperatures. Tests carried out on a 
model heater of this type showed a water inlet temperature of 
60° F. outlet temperature 110° F., flow 71 gallone per minute, 
efficiency 98'1 per cent, The load on the meter was 7 Kw. The 


efficiency fell as the temperature was increased, and eventually. 


when a temperature of 200° F. was reached the flow became very 
unstable and slow, about { gallon per minute, and the efficiency 
dropped to 94 per cent. The solution of the problem was, un- 
doubtedly the thermal-storage system. Regarding electric cookers, 
there was not much likelihood of progress so long as the consumer 
had to purchase his own apparatus. | 

MB. ALCOCK considered it a very difficult matter to interest 
the ordinary householder in electric cooking so long as the hot 
water problem was unsolved. Houses at £30 to £50 a year rental 
had a fire in the kitchen for hot-water supply, and the cooking was 
done on the fire as a by-product. Regarding the design of cookers, 
hot-plates, &c., the efficiency of the apparatus was largely 
dependent upon the intimacy of contact between the vessel and 
heat elements, and in many types of apparatus the surface of the 
vessel was ground in an attempt to obtain the desired intimate 
contact. The gas cooker flame impinged on the vessel to be heated, 
and this was a good lead for the electrical engineer to aim at in 
getting the heat element in direct contact with the vessel to be 
heated. Some such arrangement was being exploited, using 
heating elements laid in troughs of heat-resisting material, the 
elements almost touching the vessel. 

Mr. A. G. COOPER said that cooking vessels, especially those 
made of aluminium, were liable to warp after а time, Regarding 
rateable value, he found the most equitable charge to be 
124 per cent. оп £15, 15 per cent. on from £15 to £30, and 20 per 
cent. for anything over £30 rental. 

Me W. R Cooper, in reply, eaid with regard to the size of the 
apparatus, that one must consider not merely the eize of one's 
family in normal times, but the possibility of having people in to 
dinner and so on. He thought the high price of cooking apparatus 
was largely a question of establishment charges and experimental 
costs, which no doubt would come down enormously if the 
quantity could be increased. The idea of giving notice to 
builders was an excellent one and ought to do a great deal of 
good, because the wiring was undoubtedly the difficulty. 
liis cook was very stupid, but he had had no difficulty in getting 


her to take on the thermometer, Though she does not speak much 


| about degrees, I believes she does not mind talking about 250 in 


the least. Не had been taxed on several occasions with having а 
high charge for wiring. He thought it was high himself, but 
the supply undertaking said it was quite normal, The supply 
undertakings should take this in hand very carefully and decide 
how cheaply and satisfactorily wiring could be done; it was а very 
important point. 


Mr. George Wilkinson, electrical engineer to the Borough of 
Harrogate, has found it necessary to address the following letter 
to the Editor of the Journal of Gas Lighting :— 


“ Dear Sir,—In perusing your Eleotrioity Supply Memoranda’ 
in your issue of the 30th, I find that the writer grossly misrepre- 
sents my statement as to water heating made during the dis- 
cussion on Mr. Cooper's paper at the Institution of Electrical 
Engineers. Moreover, your writer caste aspersions upon the clean- 
liness of myself and members of my family which appear to me to 
be in very bad taste. . 

„What I actually said was that the electric heater has a cubical 
capacity equal to 12 gallons, but it is equal to an outpat of over 
60 gallons of water per day at 100° F., which, I think, you will 
agree is a fair supply for a small household; it is found sufficient 
for two or three baths per day in addition to the ordinary kitchen 
requirements. 

"I have facilities for the production of ten times this amount 
of hot water if necessary, but the output of the electric heater is 
found ample for ordinary every-dey demande. 

“T hope you will do me the justice to have this matter put right 


in your next isaue. 
" Yours faithfully, 


" (Signed) Око. WILKINSON.” 


NEW ELECTRICAL DEVICES, 
AND PLANT. 


Glassware to Give Sunlight Colour Value. 


In response to a number of inquiries for glassware which will 
ensure artificial light of daylight value, the BRITISH THOMSON- 
Houston Co., LTD., of Mazda House, 77, Upper Thames Street, 
E.C., are putting on the market a complete range of colour match- 
ing pendants and globes. The name ‘Trutint” has been given 
to this glassware, and it is available in various compositions to 
ensure different sunlight values. 

In Group I, the composition of the glass is such as to ensure 
accurate matehing in colour comparison work; this particular 
unit is not intended for general room lighting, and is only avail- 
able as а pendant reflector unit, without cabinet, for use where 
there is little extraneous light to interfere with colour matching. 
Group II is for general illumination, and gives a light of “noon " 
sunlight value; it is particularly suitable for lighting in peint 
shops, lithographic plants, art galleries, kc. The watts per candle 
efficienoy of Mazda half-watt lamps when fitted with this par- 
ticular type of globe is practically equivalent to that of standard 
Mazda lamps in a white opal globe. 

Group III is also for general illumination, and gives a light of 
" afternoon " sunlight value. The purpose of the Trutint globes 
in this case is to furnish a light that is slightly more efficient in 
watts per candle than Group II, and necessarily somewhat yellower, 
as is the case with afternoon sunlight. The Trutint globes in this 
group, therefore, compromise between colour and efficiency, and 
their field will be found in the general lighting of dry goods and 
clothing shops, or in other positions where daylight quality of 
light is desired. They are made of Trutint gla:s cased over by a 
light opal, or a very light opal body in which Trutint has been 
mixed, and are known respectively as Trutint Cased” and "Tru. 
tint Opal.” The cased glass appears white when unlighted, while 
the other units appear bluish. When possible complete installations 
of Trutint glass should be obtained, so that the yellow light of 
other lamps may not be present. 

Trutint glassware is not made for use with ordinary Mazda 
lamps; it has been specially compounded for Mazda half-watt 
lamps, which, owing to their high intrinsic brilliancy, are more 
like sunlight in colour than previous incandescent lampe. 


A Parsons Parafin Motor. 


THE Parsons MOTOR Co., LTD., of Southampton, have recently 
built a number of 90-H.P. six-cylinder paraffin engines, both for 
commercial and Government orders, 

The type of engine ів à regular pattern 90-H.P. six-eylinder set, 
having cylinders 61-in. bore and 8-in. stroke, and running at 
550 R. P. Ma. 

The leading features of the design are that the pistons and con- 
necting rods are removable through crank chamber doors, without 
detaching the cylinders or separating the crank chamber. There 
is a complete system of pump lubrication, combining an oil cooler 
on the engine, and including the usual relief valve, pressure valve 
and level gauge, and in order to keep down heat from the external 
surfaces of the vaporisers they are water cooled, and are arranged 
for starting by blow lamp or petrol. The engine has its own 
pumps for circulating the water through the cylinder jackets, &c., 
and these jackets are carried right down to the base, keeping the 
engine very cool; a centrifugal high-speed governor is mounted at 
one end, and controls the speed within cloge limits, 


FITTINGS 


| 
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These engines are supplied with or without compressed-air start- 
ing, and it will be seen that there is a chain turning-over gear at 
one end; in the example shown there is a separate air com- 
pressor driven by a friction clutch, which can be disengaged by a 
foot lever. | 

At the fly-wheel end of the engine there is a distributing valve 
which admits pressure air to all six cylinders in turn, thus ensur- 
ing a quick start, the cylinders, of course, being fitted with non- 
return valves. 


Fic, 1—PARSONS 90-H. P. PARAFFIN ENGINE WITH COMPRESSED-AIR STARTING, 


A good point about these engines is that any fumes venting 
from the crank chamber are not allowed to pass into the engine 
room, but are drawn through and consumed, 

Several of these engines have recently been put down for 
the generating stations at various military camps throughout the 
6 uatry, aud a number аге in use aleo by the Admiralty in different 
types of craft. 

The weight of the engine shown approaches a couple of tons, 


PRIVATE ‘GENERATING PLANT. 


Ок taking the chair as the first President of the ASSOCIATION 
OF SUPERVISING ELECTRICIANS, Мв. A. H. DYKES delivered an 
address on "Private Generating Planta,” of which the following 
is an abstract :— 

The voltage of supply, and therefore the number of cells, depends 
on the length of main to the light farthest from the battery 
room. In а case where an installation on completion did not give 
satisfaction, I found that the battery was a 50-volt one, and that 
owing to the house being a long, straggling one, at the far end. 
there was a blink in the lights every time other lights were 
turned on or off. The remedy was obvious, especially as the 
battery was small for the work—it was to double che number of 
cells and raise the voltage to 100. 

In several cases where the lights were spread over a large 
area, and the dynamos were situated a considerable distance from 
the cell room, I have wired the premises on the three-wire system, 
with two batteries of 100 volta each, the two batteries being 
charged in series at 200/260 volte, with a change-over switch, so 
that the cells are changed over each day from one side of the 
system to the other, in order to ensure that each half of the 
battery gets approximately the same amount of use. This plan 
enables one to use small candle-power 100.volt lampe, whilst 
obtaining the economy in the mains and sub-mains due to 
200-volt distribution. 

Experience tells me that the owner of a house never oom- 
plains that his cells are too large, but does very frequently 
blame somebody because his cells were not put in large enough 
in the first place. A safe rule to follow is to decide the 
maximum number of ampere-hours likely to be taken from 
the battery on the longest winters day, and then make 
the capacity of the battery double this, thus enabling the 
supply to be given from, say, Saturday morning till Monday 
morning, without having to run the engine. In summer time it 
will only be necessary to charge once or twice a week. 

By capacity I mean not the capacity of a new battery, but the 
capacity the makers will guarantee under a maintenance policy, 
which with some makers is only 80 per cent, of the listed rating 
of the cell. 

Sinoe the introduction of the metal-filament lamp the capacity 
of the cells required for lighting has been very greatly reduced, 
but, on the other hand, the use of small motors and heating 
appliances is becoming much more general, and a few radiators 
used for some hours every night need a considerably augmented 
battery power. l 

Wherever poesible I prefer to have the cell room as near as 
possible to the house, putting the engine and dynamo in a separate 
house far enough away to avoid annoyance from smell or noise. 
If the battery and engine room are together, it generally means 
that they are some distance from the house, and as the maximum 
current of the battery is generally in excess of the dynamo cur- 
rent, the mains from the engine room t5 the house have to be 
larger, and consequently more costly, than they need be. 


: ofany intelligent gardener. 


To give good regulation also, the drop from the cells to the end 
light must be small, which again means increasing the cable 
to the house, 

By putting the batteries up at the house, the size of the mains 
from the engine room can be kept down merely to the size neces- 
sary to carry the charging current of the battery, and, if necessary, 
quite a considerable drop in voltage may be allowed in them. 

A battery regulating switch, suitably enclosed, with merely a 
regulating handle projecting, can be fixed in the wall of the 
battery room looking into 
a passage, and any one of 
the indoor servants can be 
told off to move the handle 
one way or the other, во as 
to keep the pointer of the 
voltmeter fixed over it at 
a definite point. 

I generally fix the size 
of the engine to give the 
specified charging current 
at about 2'2 volts per cell, 
which means that at the 
end of the charge, when the 
voltage has risen to, вау, 
2'6—2'7 volte, the current 
falla off, thus giving an 
economical rate of charge. 

In only a very few cases 
in this country is there 
water power of practical 
use available ; and in most 
cases some form of heat 
engine is employed. In 
certain special cases where 
steam is required for heating, and the exhaust steam, after passing 
through the engine, can be utilised, the steam engine is the most 
economical source of power, but such cases generally arise only 
in works or business premises where little or no light is used in 
the summer, but only in the winter, when steam is wanted for 
heating as weil. 

Where town gas is available, a gas engine, with belt-driven 
dynamo, makes a good combination, especially as the engine can be 
always run at its moet economical load when charging the battery. 
Taking an average figure of 35 cb. ft. per unit generated by the 
dynamo, with gas at, say, 3s. 6d. per 1,000 ob. ft., the cost of fuel 
per unit generated is 1°46d. | i 

Not more than 60 per cent. of the total energy generated by 
the dynamo can be obtained from the battery, and thus the 
= per unit actually used in the lamps will be 2°43d. for fuel 

one, 

Where town gas is not available, a suction gaa producer is fre- 
quently used, consuming anthracite, or, in some cases, coke. The 
actual consumption per unit generated during last year of such a 
plant put in to our specification at a large country house was 
2˙2 Ib. of anthracite at 26s. = 0'31d. Such plants are simple and 
easy to work, but like the steam boiler, are not so economical 
when worked only intermittently as when they are in regular use 
all day long. This difficulty is overcome by the different forms 
of oil engines, none of which consume any fuel except when they 
are actually at work. 

The engines which are most generally used are horizontal single- 
oylinder oil engines burning paraffin. They are very simple, quite 
reliable, easily started to work, and can be safely left in the hands 
The consumption of paraffin is about. 
1 иш du unit generated, which, at 7d. per gallon, costs 0'8754, | 
peru 

The petrol engine, direct-coupled to its dynamo, has been largely 
used for country house lighting. It makes a very neat, compact 
set, and is easily understood by the chauffeur, who is mostly to be 
found on large estates. The consumption of petrol per unit 
generated is about 14 pints, which, at ‘ls. 9d. a gallon, ccsts nearly 
4d., so that as regards fuel oosts these веѓа do not compare favour- 
ably with paraffin engines. There is more risk of fire, due 
to the use of the inflammable petrol instead of the heavier 
paraffin oil, and the electris ignition certainly gives more 
trouble than the hot-bulb ignition. Whereas one of the hori- 
zontal paraffin engines can, and will, run for years with nothing 
more than ordinary cleaning and attention by a more or less 
reps attendant, the petrol engine must have constant super- 

оп, 

The Diesel engine burns the cheapest of oil fuel—the crude or 
residue oil of about the consistency of treaole. 

The consumption of crude oil is only about 0°7 lb. per unit 
generated. At an average price of 60s. per ton, the fuel cost per 
unit generated works out at 0°225d., but the first cost of the Diesel 
engine is very high, and very skilled attendanoe is necessary, so 
that exoept in special cases, where the plant is worked very long 
hours and the cost of fael is therefore very important, it is not 
suitable for private lighting plante. i : 

Questions on various points were dealt with by the author. 
With many reservations, he thought the average life of & battery 
was probably seven years, but he could point to cases where bat- 
teries were in existence after 15 years of working, and they were . 
at the present moment up to full guaranteed capacity ; that was 
because a maintenance contract had been entered into with the 
makers, and the plates renewed by them from time to time as 


' necessary. The extra cost of petrol over paraffin in very small 


sizes was negligible, and direct-coupled petrol sete were very satis- 
factory for small power generators if not run at too high speed. 
In practice it was generally found that automatic plant required 
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frequent skilled attention. A maintenance contract with the 
makers of a battery relieved the owner of a great deal of reepon- 
sibility ; and the amount paid for upkeep was really depreciation 


as well, as the makers would guarantee to keep the battery up to 
its full capacity. 


BRITISH ELECTRICAL PATENTS APPLIED 
FOR OR COMMUNICATED BY 
RESIDENTS IN GERMANY, AUSTRIA 
OR HUNGARY. 


The follcwing list of British patents, applied for or communicated by resi- 
dents in Germany, Austria and Hungary will be found of interest to manufac- 
turers сг others desiring to avail themselves of the provisions for Compulsory 
l. icenct under the new Patents Act. Intending licensees should, however, not 
assume without further enquiry that any patent in the list is not already 
assigned or licensed or that the applicant is an“ enemy subject.” 

The list is specially compiled for the ELECTRICAL REVIEW by Messrs. W. P. 
TuowPSON & Co., 285, High Holborn, W.C., and 6, Lord Street, Liverpool. 


2906. 
14,320.—Siemens Schuckertwerke Ges., Berlin. 
16.292.—М. Kallmann, Berlin. Electric motors. 
16,300.—Siemens Brus. & Co., London (communicated by Siemens Schuckert- 

werke Ges., Berlin). Dynamo-electric machines. 
18.264.—W. & II. Heraeus, Hanan/Main. Electric lamps. 
19, 138.—Allgemei 1e _Elektricitats Gesellschaft, Berlin. 
macnines, 
1),379.—Devtsche Gasgluhlicht A.G. (Auer. Ges.), Berlin. Electric lamps. 
25,147.—Elcktrizitáts А.С. vorm. W. Lahmeyer & Co., Frankfurt/Main. 
К Dynamo electric machine. 
25,393.—Elektrizitats A.G. vorm. W. Lahmeyer & Co., Frankfurt/Main. 
Electric motors. 
26,094.— Allgemeine Elektrizitats Ges., Berlin. 
27, 251.— '. Mulle-, Friedenau. Electric lamps. 


Electric motors. 


Dynamo-clectric 


Dvnamo-electric machines. 


1906- 
10,818.—Allgemcine Elektricitats Ges,, Berlin. 
18,456.—Allgemcine Elektricitats Ges., Berlin. 
19,239.—Allvemeine Elektricitats Ges., Bertin, Dynamo-electric machines. 
20,508.—Allpemeine Elelktricitats Ges., Berlin. Dynamo-clectric machines. 
21,348.—H.P.R.L. Porscke, Hamburg. Galvanic batteries. 
21,585.—Siemens & Co., Geb., Charlottenburg. Electric conductors. 
22,323.—F. Münz, Stuttgart. ‘Magneto clectric machines. 

22 Dynaino-clectric machines. 


Measuring electricity. 
Electric switches. 


22,605.—Siemens Schuckertwerke Ges., berlin. 
23,209.—1. B. Birnbaum (communicated by Telephon Fabrik A.G., vorm., J. 
Berliner, Hanover). Telephone systems, 
24,973.—4. Lederer, Vienna. Electric lamps. 
25,306.—Sicinens Bros. & Co., London, and W. 
Siemens & Halske A.G., Berlin). 
27,318.—K. Schafller & D. Weiss, Vienna. 
27,3184.—K. Schafer & D. Weiss, Vienna. 
27,318в.—К. Schaffler & D. Weiss, Vienna. Dynamo- electric machines. 
27,499.—Sicmens & Co., Geb., Berlin. Dynamo brushes, electric contacts. 
28,563.—F. Krupp A.G., Essen. Dynamo-clectric machines. 
28,775.—Deutsche Gasglühlicht A.G., Berlin. Electric lainps. 
29,647.—Е. Merk, Berlin. Telephone systems. 


Dieselhorst (communicated by 
Electrice conductors, 

Dynamo-electric machines. 
Dynamo-electric machines. 


2907- 
633.—Allyemcine Elektricitats Ges., Berlin. 
1,242.—Siemens Schuckertwerke Ges., Berlin. Electric motors. 
1,267.—G. Stubgen & J. Stübgen, Erfurt. Lamps. 
1,662.—Allgemeine Elektricitats Ges., Berlin. Dynamo. electric machines. 
2,499.— Siemens Bros. & Co., London (communicated by Siemens & Halske 
A.G., Berlin). Telephone systems. 
3,174.—Sicmens & Halske A.G., Berlin. Tungsten filaments (reg.). 
3,938.—Consortium fur Electrochemische Industrie Ges., Nurnberg. 
lamps, bending metals (reg.). 
„527. — Allgemeine Elektricitats Ges., Berlin. Measuring electricity. 
„715.— Siemens Bros. Dynamo Works, London (communicated by Siemens- 
Schuckertwerke Ges., Berlin). Dynamo-clectric. machines. 
6.929.— Siemens & Halske A. G., Berlin. — Electric telegraphs. 
?,320.—Salpetersaure-Industrie Ges., Gelsenkirchen. Electric furnaces. 
8,364.—Ges. Fur Drahtlose Telegraphie, Berlin. Wireless telegraphy. 
8,63.— Deutsche Gasglühlicht А.С. (Auerges), Berlin, Electric lamps. 
9,499.— Deutsche Beckbogen-lampen Ges., Frankfurt/Main. Electric lamps 


Dynamo-clectric machines. 


Electric 


rcg.). 
10,024.—Farhwerke vorm. Meister Lucius Bruning, Hoechst/Main. E 
endosmose, 
10,356.—W. G. Schmidt, Dortmund. Dynamo-clectric machines, 
10,492.—Allgemeine Elektricitats Ges., Bertin. Electric traction. 
10,972.— Porzellenfabrik Kahla Filiale Hermsdorf- Kloster Lausnitz, Hermsdorf, 
Sachsen-Altenburg. Electric insulation. 
11,549.—Allpgemceine Elektricitats Ges., Berlin. Electrice motors. 
11.5944.—Allgemeine Elektricitats Ges., Berlin. Electric motors. 
11,716.—5iemens & Halske A.G., Berlin. Electric lamps; tungsten compounds. 
12,090.— Allgemeine Elektricitats Ges., Berlin. Dynamo-electric machines. 
13,071,.—Siemens & Co., Geb. Charlottenburg. Electric lamps. 
14,440.—Allgemeine Elektricitats Ges., Berlin. Electric switches. 
14,020.—Siemens Bros. Dynamo Works, London (communicated by Siemens 
Schuckertwerke Ges.). Regulating electric currents. 
15.020.—С. Thamer, Danziglangfuhr. Dynamo meters. 
15,510.—Deutsche Gasgluglicht А.С. (Auerjes), Berlin. 
16.489.— Siemens & Halske A.G., Berlin. Tungstates. 
16.503.—Doeuts he Gasgluhlicht A.G. (Aucrges), Berlin. Electric lamps. 
16,529.—Allgemeine Elcktrivitàts Ges., Berlin. Electric motors. 
16.567.—H. Sussmann, Berlin. Lamps. 
15,043, —11. Schmidt. Coleone, Electro-deposition metallic hollow ware. 
18,163.—Sicmens Bros. & Co., London (communicated by Sicmens & Halske 
A.G., Berlin). Telephone systems. 
18,480.—H. Schmidt. Cologne-on-the-Rhine. Electrolysis. 
19,562.—Deutsche Gasgluhlicht A.G. (Auergesi, Berlin. Electric lamps. 
19,672.—Gvs. fur Verwertung Chemischer Produkte, Berlin. — Electric lamps. 
20,229.— Allgemeine Elektricitats Ges., Berlin. Electric switches. 
20.300.—4Aligemeine Elektricitäts Ges., Berlin. Electric traction. 
20,372.—V. Scholz, near Berlin. Electric lamps. 

20,807.— Allgemeine Elektricitats Ges., Berlin. Dynamo-clectric machines. 
21,460.—Siemens Bros. Dynamo Works, London, C. Altmann, Stafford & 
W. Lan, Nurnberg. | Dvnamo-clectric machines. 
21,860.—Sicmens Bros. Dynamo Works, London (Siemens Schuckertwerke Ges., 

Berlin). Electric insulation. 
23,448.—Allgemcine Elektricitàts Ges., Berlin. Dvnamo-electric machines. 
24.028.—Wolfram Lampen A.G., Augsberg. Electric lamps. 
241.135.— Allgemeine Elektricitats Ges., Berlin. Dvniuno-clectric. machines. 
25,744.—Felten & Guilleaume-Lahmeyerwerke A. Ges., Frankfurt-Main. Elec- 
tric distribution. 
26.084.—W. Meyerling, Charlottenburg. Measuring electricity. 
26.436.—R. Bosch, Stuttgart. Sparking plugs. 
25,530.— Ges. fur Drahtlose Telegraphie, Berlin. 


lectric 


Electric lamps. 


Wireless. telephony. 


NEW PATENTS APPLIED FOR, 1915. 
(МОТ YET PUBLISHED). 


Compiled expressly for this journal by MzassS. W. Р. THOMPSON & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


4,483. ''High-tension protective device." F. B. Deus. March nd. 
(Schweitzer & Conrad, United States.) (Complete.) 

4.524. Electric candle lamps." С. DAukx. March 28rd. 

4.560. Dynamo-clectric machines." BRITISH WESTINGHOUSE ELECTRIC. AND 
MANUFACTURING Co., IL. ro. March 23га. (Convention date, March 23rd, 1914, 
Urited States.) (Complete.) 

4,561. “ Electric switches." — IcRANIC ELECTRIC Co., Lrp. 
(Cutier-Hammer Manufacturing Co., United States.) (Complete.) 

4.564. Electric motors." F. Нокхву, March 24th. 

4.575. Electrolytic process for the production of iron tubes, sheets, and 
the like, with an in.orrodible surface." S. О. CowPEk-COLES. March 24th. 

4,576. Process for the electro-dcposition of lead.“ S. О, CowPaRg-COLES. 
March 24th. 

4,977. “ Process for the electro-deposition of iron." S. O. CowPzR-COLES. 
March 24th. 

4.582. Telephone systems.” A. B. Ѕміти. March 24th. (Convention date, 
March 25th, 1914, United States.) (Complete.) 

4.585. Protection of electric cables.“ J. Н. Bowoxx & Н. F. J. Тномр- 
зом. March in. 

4,588. '' Rheostats," L. KaAMM. March 24th. 


4.595. Protection of alternating-current electric systems. British THOM- 
SoN-HousTON Co., I. D., & E. B. WEDMOKE. March 24th. 

4.600. Electric heating clement for kindling.” R. К. Hearn. March 2th. 

4,604. '' Receiving instrument for wireless telegraphy." F. L. Ер, C. L. 
Fortescve & B. S. GOSSLIN . Maren 24th. | 

4,606. ''Imitation candle lamps." W. J. Owen, C. M. Escarg & P. Е. 
ЕзсАКЕ, March 24th. 

4,615. “ Purification of tungsten and tungsten compounds.“ 
and G. Sesti, March 24th. 

4,625. '' Production of zinc by clectrolysis." М. PERKEUR-LLOYD. 
24th. (Convention date, May 28th, 1914, France.) (Complete.) 

4.658. Electrolytes for the electro-deposition of zinc," S. O. CowPER- 
Соз. March 25th. 

4,663 * Electric torches and other forms of electric hand lamps." A. H. 
Rost & T. X. Rose. March 25th. 

4.664. Maytneto-electric machines.“ Britisn THomsox-Houston Co., LTD., 
and A. P. Younc. March 25th. | 

4.675. Mine and other signalling systems.“ STERLING TELEPHONB AND 
ErrcTiuc Co., Ltv., & Н. W. BAkcLay, March 25th. 

4,081, “ Apparatus for the electrolytic production of metals." М. PERREUR 
LIorb. March 25th, (Convention date, May 28th, 1914, France.) (Complete.) 

4,696. '' Sparking-plugs [or internal-combustion engines." A. E. LAMKIN. 
March 25th. . 

4,697. "' Testing means for sparking-plugs.'' A. E. Lamkin. March 25th. 

4,706. ** Process for coating metallic articles with lead." S. О. CowePER- 
Corts. March 20th. 

4.719. Magnetic clutches.’ 

: th. 

"um m Electric arc lamps." A. Коихѕох & J. G. Witsox. March 26th. 

4.738. Protection of alternating-current electric systems.“ BRITISH 
Tnomsox-Houston Co., LTD., & E. Basit WTD MOR Ek. March 26th. 

4.247. '' Electric motor, controllers." ІокАМІС ELECTRIC Co., LTD. 
26th. (Cutler-Hammer Manufacturing Co., United States.) (Complete.) 

4.718. Circuit controllers." G. R. RAULE V. March 26th. (Convention 
date, March 30th, 1914, United States.) Complete.) 

4,761. Improvements in electrical cables, specially applicable to cables 
having a protective sheathing of rubber." Вкітізн INSULATED. & Наву 
CABLES, Lrp., and J. BRoTuEKRTON. March 27th. (Complete.) 

4.706. Electric switches," ELECTRIC & ORDNANCE ACCESSORIES Co., LTD., 
and J. ETCHELLS. March 27th. m 

4776 © Manufacture of filaments, rods, and other bodies consisting of, or 
containing, graphite-like carbon," SIEMENS & Haske Акт. Ges. March 27th. 
(Convention date, March 28th, 1914, Germany.) Complete.) 

4,795. Phase advancers for dynamo-electric machines," G. КАРР. March 
27th. 


March rd. 


P. PzRRINO 


March 


M. WALKER and Smita & Coventry, Lro. 


March 


PUBLISHED SPECIFICATIONS. 


Ccpi ( any of the Specifications in the following list may be obtained 
Eo Mise W. P. Тномрьох & Co., 255, High Holborn, W.C., aad at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1913. 
28.277. Link og Winrirss ‘TELEGRAPH Systems. W. Н. Shephard & A. E. 
MeKechnie, December 8th. 
28,278. LINE OR WIRELESS TELEGRAPH SYSTEMS. W. 
MecKechnie, December Sth. 


H. Shephard & A. E. 


1914. 

3,1*1. EL TKO-CHEMICAL TREATMENT OF Liguivs. C. P. Landreth. February 
6th. February 21st, 1913.) 

3,321. RAILWAY SIGNALLING APPARATUS. J. F. Wolff. 

5,039. At ToMATIC ELECTRIC REGULATORS, 
(General Electric Co.). March àth. 

5.062. SUSPENSION OF ELECTRIC AND OTHER LAMPS AND OTHER ARTICLES. G. А. 
Hughes. March oth. 

6.070, ELECTRIC SWITCHES OR CrkCUIT BREAKERS. F. B. Holt. March 10th. 

6,077. METHOD OF SYNCHKONISING 4 Movina PrettUke MACHINE WITH A TALK- 
ING. MACHINE OR WITH Music, AND A FILM 10 BE USED THEREWITH. E. S. Donis- 
thorpe. March Д. 


6.162. Errcrkic SwiTCHES. Western Electric Со. (Е. T. Woodward acting 
for Western Electric Co.). March 11th. 

6,173. Errcrkic LicuT REFLECTORS. G. A. Allom. March 1И1һ. 

6.150. ELECTRIC SWITCH APPARATUS FOR USE IN CONNECTION WITH THE ELECTRIC 
LichtTinG AND HEATING EQUIPMENTS OF RAILWAY AND OTHER VEHICLES. Electric 
and Ordnance Accessories Co. & J Etchells. March 11th. 

6,209. ELECTRICAL [IMPULSE TRANSMITIEKS AND THE LIKE. 
matic Telephone Co. & W. Aitken. March 11th. 

6.575. LEYDEN |4RS AND LIKE CONDENSERS. E. Rousseau. March 16th. 

7,900. CONTROLLING SwiTCuES FoR Exectric Circuits. V. E. Joyce and 
Spugnoletti, Lid. March 28th. 

5.0532. RECORDING MECHANISM FOR USE мїн ELECTRIC Mrascring INSTRU- 
wists. ] S Withers (Sander). March 30th. 

v. 286. Sarrty Devicrk3s ror ELECTRICAL. WIN DING Mecuasisu. Н. Wauchope 
and Stothert & Pitt, Ltd. April Ist. 

10.89 % EIFOTKRICAL CONDENSERS AND THE MANUFACTURE THEREOF. C. Giles. 
May 2nd. (May 2uth, 1913.) 


March 2nd. (Fielding.) 
British Thomson-Houston Co. 
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above-named—a subject of perennial interest, which is well 
worthy of the attention which is к у drawn to it both 
in America and in this country. 

The paper read by Dr. E. W. Rice, jan, КООП of 
the American General Electric Со., is reproduced in the 
current issue of the General Electric Ieview, together with 
an excellent editorial on the matter under discussion. 

The author of the latter draws а striking contrast be- 
tween the ship-of-the-line of 1515 and the “ super- 
dreadnought of to-day, pointing out that ih the former 
there was hardly а single mechanical appliarce, except the 
pumps and the capstan, whereas the modern batt'eship 
is equipped with engines of 60,000 нр. and upwards, 
and is a gigantic aggregate of engineering devices —“ a 
most highly developed organism with man-made organs." 
He might have added that the very latest type, the U. S. &. 
California, is to be propelled and operated by electrical 
power ; but for the purpose of his argument the definition 
of engineering is framed in the broad.st sense, embracing 
not only the various branches of engineering as commonly 
understood, but also all scientific work ia which educated 
men are engaged. At once this fundamental fact stands out 
—that whereas the admiral of old was himself well versed in 
every technicality of seamanship, the modern commander is 
absolutely dependent upon his engineers in the handling 
of his ship, the feeding, training, and firing of his guns, 
the discharge of his torpedoes, and every other major opera- 
tion that takes place upon the ghip in peace or war. Yet 
the admiral now, as then, is in supreme command, and it 
is only in recent years that the engineer has been accorded 
the rank of an officer — indeed, in the British Navy he has 
only been given full executive rank since the outbreak of 
the great war in which he is p'aying so essential a 
part. | 

The same general condition, the author continues, exists 
in all our industries ; inception, development and successful 
operation are due to the engineer, who is the one indispen- 
sable factor without which progress would cease. ‘ Yet 
he neither contruls them nor dictates the policies of the 
thing of his own creation, and what is of more importance, 
he apparently is constantly szeing others reap the harvest 
for which he has so diligently sown.” What is the cause 
of this phenomenon ? 

By way of explanation, the author suggests that when 
the engineer is really success‘ul in the material sense, 
besides doing engineering work he becomes active in 
organising the work of others, and thus in time becomes a 
successful manager or business man, with greater financial 
rewards, and is lost sight of as the engineer. Again, in 
many fields his work has been so well done that other 
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leas skilful can carry on the routine that he has laid down, 
and “the engineer has displaced himself by the product 
ef his own brains. Indeed, in the field of operating 
engineers this is particularly noticeable, where the per- 
fection of mechanical and electrical devices has been 
brought to such a state that the engineer holds much the 
game position as a lifebelt—for the greater part of the 
time he is not wanted, but when he is wanted his services 
are imperative if a disaster is to be avoided." Thus many 
men of good engineering training have to perform work 
which those with a less costly preparation could perform 
almost as well, and the result is necessarily diseatisfaction, 
not because the work is not congenial, but because the 
material reward falls so far short of that which corresponds 
to the expensive education and self-sacrificing labour of 
their younger days. | 

The author sees in this a danger for the future; if the 
feeling prevails that it is not worth a young man’s while to 
enter the engineering profession, we are not going to pro- 
gress in the future as in the past. ‘‘ The engineering pro- 
fession is giving more to the world than any other profession, 
and it is essential that it should- be attractive to the young 
man of the future." 


On the other hand, it is pointed out that there is another 
side to the question : in one sense the rewards in the engi- 
neering profession are far above those in most other pro- 
fessions. The engineer has the immeasurable joy of 
achievement. “It is the intense interest in striving for 
accomplishment that makes the engineering professions 
what they are, and has made the engineer the man of 
courage and resourcefulness, of patience and determination, 
of self-sacrifice and unending work.“ The engineer must 
often have the idea that he is being exploited by others 
because of this very loyal devotion to work rather than to 
self-interest, and undoubtedly this has been the case in many 
instances,” but the author sees hope for the future in the 
very fact that the engineer has changed the world to such 
an extent that nowadays commercial men have to know 
more of the engineer and his work, and this should lead to 

& more perfect understanding and a better material reward 
` for the engineer. Any factor in our great scheme of 
life that is so absolutely indispensable t» our future 
progress mus; surely hold an enviable position in years to 
come." 

Undoubtedly there is much truth in this analysis of 
the position of the engineer in the world's activities. That 
his merits are now beginning to be recognised by the public, 
we think, is as certain as it is that he is developing a divine 
discontent with h's present position, and a healthy disposi- 
tion to claim more adequate recognition of his rights. Both 
these tendencies are salutary and worthy of encouragement. 
The upper value of a man in the world’s eye is usually 
limited by the value that he places upon himself ; on the 
other hand, he must live up to or beyond’ his standard of 
value, if he wishes t» maintain it. In the past, the 
engineer, as a class, has done the la‘ter whilst meekly 
accepting the valuation placed upon him by the layman, 
who, being a business man, has not hesitated to take full 
advantage of his opportunities. It is for the engineer to 
remedy this state of things, and to assert his claim to an 
honoured position in the ranks of modern civilisation. 


THE MARKETING OF BRITISH 
GOODS ABROAD. 


THE question of how to market British goods abroad formed 
the subject of an address which was delivered at the 
Holborn Restaurant on April 9th by Mr. O. Hamilton 
Wickes, H M. Trade Commissioner in Canada, who is Home 
on another of his welcome and profitable visita to this country, 
at a meeting of the Sales Managers’ Association. 

Mr. Wickes stated that British trade to-day was largely 
permeated with the leisurely ideas which prevailed in the 
eighteenth or nineteenth century, and these conditions were 
affecting the trade and commerce of this country at present. 
Changes had taken place in the meantime, but we had only 
recently recognised the necessity for reorganisation, without 
having, however, a clear conception of what we wished 
to reorganise and what we desired to effect by reorgan- 
isation. It was impossible for us to see ourselves as 
others saw us, because we spent the greater part of our 
commercial life in these small islands, whereas, in order to 
obtain a true conception of our shortcomings, we ought to 
pass more time in overseas markets, studying how our goods 
were selected in competition with foreign merchandise of 
the same character. It was essential to approach the 


problem with open minds, and prepare to discard our precon- 


ceived notions, and to start anew. As tothe criticiam passed 
on British manufacturers that they did not make articles to 
the particular design, stamp, or pattern required in a par- 
ticular market, he mentioned that the last thing the 
Americans would do was to alter their patterns to suit any- 
body. But in the case of many articles made in the United 
States, it was found that they were also adapted to 
the requirements of other countries. The speaker had 
experienced great difficulty in getting information from 
those who complained of British firms not producing accord- 
ing to particular patterns ; but where he had been successful 
in doing so, it turned out that the order had been offered 
either to a manufacturer who was months behind with his 
deliveries, or to one who was already working at full output. 
If the people who complained were a-ked why they did not 
approach other firms, they gave various reasone, including 
the assertion that other firms did not know the conditions 
in the Canadian market, and that they did not wish to 
approach an export agent. The reports of some of the 
United States Trade Commissioners attributed a great deal 
of the success of British trade to the credit which was 
extendel to customers, but that applied to the merchants 
and not to the manufacturers. 

Proceeding to consider the problem of the transportation 
gervice, the Commissioner asked whether it was not a fact that 
prior to the war Continental shipping companies could enter 
British porta and obtain as mach cargo as they could carry, 
provided the rate was 6d. per ton less thun the British rates. 
If a British company went to a Continental port could it 
get cargo on the same terms and conditions and have the 
game facilities for securing wharfage space ? Perhaps that 
was one of the reasons why our shippiag companies made 
arrangements with their Continental competitors to keep to 
the carriage of their goods so long as they did not come into 
British ports to transport British goods to foreiga ports. 
The system of production in Great Britain was labouring 
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under many artificial restrictions. For instance, Australian 
buyers obtained a quotation f.o.b. from a British firm from 
a British port and a quotation from a Continental firm 
from a Continental port, but they wanted to know the cost 
laid down in Australia. Could they go to a British steam- 
ship company and ascertain the freight rate to Australia 7 
They could go to any German firm and get a quotation 
for any commodity at once. Why did not the railway com- 
panies and the ocean steamship companies publish their 
rales? Why were German freight rates used in this 
country from German ports to oversea ports? The quota- 
tion for freight from Antwerp to Melbourne on a certain 
commodity by a German shipping line would be more or 
less approximately the same as from an English port to 
Australia. After referring to the control by foreigners of 
raw materials in our Colonies, as, for example, thorium, 
lead ores in Australia by Germans, and nickel deposits in 
Canada by Americans, Mr. Wickes suggested that it would 
be of advantage if a reform were made by the disclosure 
of the real names of the importers and exporters of goods 
where trade was entered in the names of agents, this being 
a measure of protection, as also was our system of weights 
and measures, against foreign competition in the home market, 
tariff or no tariff. It would also be of advantage if 
foreigners who commenced business here were registered 
as well as those who acted as agents or branches of foreign 
manufacturers. | | 

If they proceeded from business done through retailers 


and dealt with articles which required demonstration, they ` 


entered upon a class of commodity which needed expert 
selling. If they took the view that there were no manu- 
facturers who could compete with the British in quality, the 
- necessity for expert salesmanship became more apparent. 
Approximately 70 per cent. of the goods exported from the 
United Kingdom passed through the hands of merchants ; 
from 1to 2 per cent. was distributed in foreign marketa 
from the offices of British firms in this country, whilst the 
balance devolved upon oversea representatives. The 
merchante did not cover all the markets in the world; 
where they had no connection our foreign competitors— 
the Americans and the Germans —had had it all their own 
way. Where the merchant connection was small our trade 
dwindled or barely held its own, whilst that of foreign rivals 
rose to an astonishing extent. The conclusions arrived at 
were—(1) British goods reached a certain volume and value 
in а certain limited number of markets overseas by the help 
of the merchants; (2) the other markets were very slightly 
worked where there was not a connection, and few British 
goods reached them ; (3) the larger volume of trade done in 
the markets with which merchants traded, obscured our 
weakness in relation to other markets ; and (4) the merchant 
system had operated to enfeeble and atrophy the British 
manufacturer's power to sell. 

The speaker proceeded to remark that unless British 
manufacturers sent out representatives to other countries 
they could not acquire the necessary knowledge of invoicing, 
freighting, packing, exchange, &c. They were in about 
the same position as foreign manufacturers held in the 
eighties of the past century when they started to undertake 
an export business. The question was, how they could 
get the information which their rivals secured and upon 
which they had since built up their businesses. If no attempt 
was made to travel, how could they get salesmen travellers ? 
Perhaps the Americans were most advanced in that 
direction. The technical students in Canada were welcomed 
by the works over the border, where, after two years, they 
were transferred to the sales departments, and when they 
left the works they went away with the idea that no other 
firm could touch the manufactures of the works concerned. 


-The Canadians said that if the British wanted their business 


they must go to them; if they did not go over the 
Canadians presumed that the British did not wish fer their 
trade. If the volume of business transacted by one British 
firm was insufficient to warrant a representative proceeding 
to Canada, several firms should co-operate in appointing a 
joint agent to justify his devoting his whole time and atten- 
tion to the business. That, again, presented difficulties from 
the standpoint of how the overhead expenses of running - 
the office were to be paid by the firms using the agent, and 
a further obstacle existed where the agent was dealing 
with machinery and equipment, a business which ran into 
а considerable sum of money. The agent might be a good 
one who could secure a fair namber of orders, but a 


limited capital of £15,000 or £20,000 only covered a few 


transactions in machinery. 

Mr. Wickes, in conclusion, referred in detail to the 
suggested establishment in London of a general commercial 
stafi—a Ministry of Commerce—and he suggested that the 
Admiralty, the War Office, the India office, the Crown 
Agents for the Colonies, &c., should come to some arrange- 
ment whereby periodical meetings could be held at which 
the Board of Trade might offer its experience, and at which 
an interchange of views might teke place in regard to the 
purchases of materials and stores by these departments, the 
requirements in which were enormous. The proceedings 
concluded with a resolution urging on the Government and 
the Board of Trade the desirability of increasing the number 
of Trade Commissioners and pointing ont the advantage to 
British trade to be derived from the frequent interchange of 
views between these representatives and business men in 
this country. Е 

We trust that this expression of opinion will receive 
attention in the proper quarter. It seems to us that in any 
effort that the Government and the Board of Trade make 
to modernise and increase the efficiency of their relations to 
the trade of this country, they have at hand a particularly 
strong man in Mr. Hamilton Wickes. | 


Feud: UNTIL the beginning of this week the 
Lead Market had held up pretty well, 
although the best point reached in the latter portion of 
last month had not been fully sustained. There had been 
а pretty fair inquiry which, in conjunction with the com- 
paratively restricted offerings, partly owing to the stiff 
attitude of American holdera, and to the shortage of tonnage 
available for moving lead from Spain to centres of demand, 
contributed to prevent much of a relapse in prices on the 
London market, but this has given place to a reluctant 
attitude on the part of buyers, and as soon as sellers showed 
a determination to dispose of & portion of their holdings 
there was a very rapid relapse. "There had been a consider- 
able amount of lead held by speculators, and this has been 
rather forced for sale, while the decline was accentuated on 
Monday, when English desilverisers came into the market. 
Although these interests did nothing in the way of pushing 
things unduly, they found it impossible to find buyers 
except at a very sharp reduction, and the decline compared 
with the previous trading was not far short of £? a ton. 
It would appear that the English refiners had been receiving 
larger quantities of silver-lead from abroad, and that buyers 
seized the opportunity of standing out from the market in 
order to establish a considerably lower level of prices. 
Under these circumstances the present tendency of the 
market is one of some uncertainty, and with hardly any- 
thing doing for export the tendency will probably remain 
doubtful until some fresh feature develops. Meantime, 
however, the price has steadied and a fair upward reaction 
has been seen, while the feeling is more confident again. 
It is a matter of considerable. gratification that the 
absurd premium which was latterly established upon near 
C 
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deliveries should have been cut down to such an extent as 

has been the case. The reduction in the premium was un- 
questionably due in part to the refusal of the Government 
to issue export permits. As soon as it became known that there 
were instances in which shipping permits had been refused, 
the market took on an easier tendency, and there can be no 
doubt that in any further upward manipulation the prime 
movers will have to reckon upon possible Government action 
tending to bring abont, as far as possible, normal conditions. 
` High premiums on early deliveries are against the best 
interests of the trade, and this is so in all cases. The frank 
recognition by the authorities of the pusition in this respect 
should act as a strict deterrent upon undue manipulation, 
and should have salutary effect in directions other than 
the lead market. It is expected that further heavy buying 
on Russian account cannot be long deferred, but the relative 
sluggishness experienced in this direction for some weeks 
past has been the cause of no little disappointment. . 


Restraint of 


Trade. attention to what is known as the 


“covenant in restraint of trade " which 
is to be found inso many contracts of service. For his own 
protection, the employer is often compelled to demand that 
those who enter into his service, and incidentally learn the 
secrets of his business, shall, for a time after leaving his 
employment, refrain from carrying on a similar business, or 
` from entering the service of those who do so. Primd facie, 
all such covenants are void as being in restraint of trade, 
and therefore contrary to public policy ; but a long series 
of decisions in the Courts has modified the law so as to 
render enforceable, covenants which are reasonably necessary 
for the protection of the employer and not unduly harsh to 
the employ’. An example of the class of case which often 
comes before the Courts is to be found in Herbert Morris 
r. Saxelby, which has been reported during its several 
stages in our pages, and was fully given in the Times 
of April 1st. 

The plaintiffs were engaged in the manufacture of very 
special forms of machinery, including pulley-blocks, run- 
ways, and travelling cranes. Their business was a leading 
one in the United Kingdom in this class of machinery and 
extended over a large part of the United Kingdom. In 
March, 1911, the defendant entered into an agreement under 
which his salary was £3 17s. Gd. a week, and his engage- 
ment for two years certain. By Clause 7 of the agreement 
he covenanted with the plaintiffs that he would not — 

At any time during a period of seven years from the date of his 
ceasing to be employed by the company, whether under this 
agreement or otherwise howsoever, either in the United Kingdom 
of Great Britain or (sic) Ireland, catry on, either as principal, 
agent, servant, or otherwise, alone or jointly, or in connection with 
any other person, firm, or company, or be concerned or assist, 
directly or indirect!y. whether for reward or otherwise, in the sale 
.or manufacture of pulley-blocks, hand overhead runways, eleotric 
overhead runways, hand overhead travelling cranes, or any part 
thereof, or be concerned or assist as aforesaid in any busineas con- 
nected with such sale or manufacture. 

On leaving the plaintiffs'employment the defendant at once 
went into the employment of Messrs. Derome, the French 
agents of the plaintiffs, but in March, 1914, he entered 
the service of Messrs. Vaughan & Son, Ltd., Manchester, 
who were the principal competitors of the plaintiffs in the 
manufacture of some of the articles mentioned in the above 
Clause 7. Thereupon the plaintiffs brought these proceed- 
ings, claiming an injunction against the defendant sub- 
stantially in the terms of this clause. 

In these circumstances, Mr. Justice Sargant held that 
while the covenant was not unreasonable from the plaintiffs’ 
point of view inasmuch as it was necessary for the purposes 
of their business, it would be wrong to enforce it against 
the defendant, as it would deprive him and the public of 
the benefit of the skill and experience which he had acquired 
while in the plaintiffs! employment, and prevent him using 
his knowledge. By a majority the Court of Appeal upheld 
this decision. The Master of the Rolls pointed out that 
restrictive covenants are usual in three cases :— (i) Where 
a trade secret requires protection; (ii) where the goodwill 
of a business is sold ; (iii) where the liberty of a former 
employe is to be restricted. While they must be construed 


WE have upon. several occasions called 


very strictly in (1) and possibly also in (11) a greater free- 
dom is to be exercised in (ii). In applying the older 
decisions to the facts of the present case, the Court was 
animated by the desire to prevent the defendant being 
deprived of the advantage of all his previously-acquired 
knowledge, and to relieve him from having to start the 
world afresh. The case emphasises the importance of con- 
sulting a lawyer before any document containing a restrictive 
covenant is signed. 


THE present incapacity of the German 
wire-drawing firms to continue their ship- 
lieve | ments to the British Colonies and the 
pe "dean South American States has, in the majority 
Overseas Trade, Of instances, diverted the inquiries of 
| these countries from German firms to 
British manufacturing houses, thus accounting in a large 
measure for the extreme pressure at present existing among 
wire manufacturers, &c., in this country, particularly in the 
copper section. 

The neglect of the overseas trade in the past, and the 
great possibilities of development in this section, which the 
war has been the means of demonstrating, will doubtless 
result in a far wider outlook being taken by British 
wire manufacturers in the near future than has hitherto 
been the case. Until recently, no attention seems to have 
been paid to the development of the overseas trade, partly 
through the continued steadiness of home demands, bat 
more particularly through the failure to appreciate to the 
full extent the enormous possibilities of the foreign 
markets. 

It is interesting to note that of recent years great 
developments have taken place in the variety of the 
commodities shipped from the two great hardware 
shipping centres, Mancbester and Birmingham. Until a 
few years ago the average Manchester shipping house con- 
cerned its-lf with little else but the shipment of cotton 
goods. Nowadays, practically every shipping house in the 
city has a hardware department, from which is shipped 
every description of hardware goods. This expansion of 
trade interests has been materially stimulated by the enter- 
prise of the manufactarers themselves, who, in adopting the 
most up-to-date methods before placing their propositions 
before the shipping houses, have succeeded not only in in- 
spiring the buyera to place the new commodity on their 
selling lista, but in encouraging them personally to supervise 
also the sending out to agents and travellers abroad the 
catalogues and samples submitted by the manufacturers. 
The catalogues, which become indispensable to the shipping 
house buyer by reason of the enormous amount of time and 
labour they save him, are usually printed in three languages, 
English, French and Spanish, and they bear no manufacturers’ 
name; but the brand or trade mark, by which only the 
native mind identifies the goods, is a feature of great im- 
portance. The more distinctive and picturesque the brand 
or trade mark for goods sent, say, to the Sonth American 
States, India, and most of the British Colonies, the better 
the prospect of the commodity being distinguished from all 
others by the native buyers, and consequently enjoying a 
greater preference. | 

If the manufacturer can stimulate the interest of the 
shipper, as he is almost certain to do, to send out his samples 
and catalogues to the agents and travellers abroad, he has 
accomplished what 99 competitors out of the 100 who do 
not supply these catalogues, &c., fail to do, without which 
enterprise no steady overseas trade can be expected to 
accrue. 

In shipping to countries like Brazil, Mexico, and other 
such distant markets, it has been found, even by the largest 
manufacturers, that it is most beneficial to trade with these 
countries through a local shipper, who has his own agents 
on the spot to safeguard his interests, whereas the manu- 
facturer, in the majority of cases, instead of receiving a 
3 per cent. prompt cash settlement from the shipper, has to 
wait as long as 8 to 12 months for settlement, and very fre- 
quently, after having incurred heavy expenses, never gets 
his money at all. | 


Wire Manu- 
facturers and 
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THE CASE FOR THE ELECTRIFICATION 
OF PORTLAND CEMENT WORKS. 


By ERNEST P. HOLLIS. 


PORTLAND cement is consumed in increasing quan- 
tities every year, and the rapid increase in consump- 
tion has induced considerable enterprise into the 
cement manufacturing world. New cement works 
are being laid down on every hand, and old ones are 
being modernised. The prospects for electrification 
schemes are therefore of the brightest, but the elec- 
trical engineer charged with the duty of approaching 
cement manufacturers with electrihcation proposals 
is often severely handicapped by a lack of acquaint- 
ance with the conditions obtaining in cement works, 
and especially the technical processes and termino- 
logy of cement manufacture. To the electrical engi- 
neer such terms as kominor,’’ '' cylpebs, '' silos,” 
"slurry" and “dynamics” come as Greek, and a con- 
versation with a cement works engineer in the 
vernacular of cement technology would be largely 
unintelligible to an uninitiated electrical engineer. 
It goes without saying that, if a cement manufac- 
turer is to be approached on the electrification ques- 
tion, that electrical engineer will be the more likely 
to succeed who can converse with him m his own 
technical language, can understand his processes, and 
be able to convince the cement engineer that he (the 
electrical engineer) possesses an inside knowledge of 
the electrical requirements of a cement works. 

Such a knowledge is difficult.to gain. Even those 
electrical engineers who have occasion to visit cement 
works frequently on business bent gain very little 
insight into the technicalities of the process. Particu- 
larly is this so because the arcana of the cement world 
are usually guarded. 

Cement Manufacture. The primary ingredients of 
cement made by the wet process are clay, chalk and 
water, a mixture of which is thoroughly ground, 
then burnt in a kiln, and finally mixed with gypsum 
and ground again. Although the process wears a 


(0 Н.Р. PIPE-VENTILATED MOTOR DRIVING COAL-CRUSHING PLANT. 


superficial air of simplicity, the technicalities are 
complicated, and there are very great differences in 
the qualities of the cements produced bv various 
makers. 

There 15 also a dry process, largely used abroad, 
which is not dealt with here. 

Viewing the process more in detail, it can be 
divided up for a typical modern cement works into 


four main stages in which the materials are 
treated : — 
2 The wet or raw mill. (b) The mixing pits. 
(c) The kiln. (d) The dry or crushing mill. 


In the electrified mill it is possible to make the 


process completely automatic, 1.e., from the time the 


ingredients of the cement enter the works to the 
time the fina] product leaves it, no occasion arises 
for manual labour. The functions of the employés 
resolve themselves simply into supervision and main- 


15 H.P. PIPE-VENTILATED MOTOR DRIVING BAND ELEVATOR FROM 
` SILO ТО KOMINORS. | 


tenance and no direct labour needs to be applied to 
the cement throughóut the whole course of its manu- 
facture. 

That large savings in wages and improvements in 
the quality of the cement accrue from automatic 
operation goes without saying, and the elimination 

of the human element assures a 

constancy in quality with the same 

ingredients that enables very deli- . 

cate adjustments to be made to im- 

prove the operation of the plant. 

The Wet or Raw Mill.—The 
four stages can now be discussed 
more fully for a typical тї. 
Naturally the details will vary in 
particular instances, but the fol- 
lowing remarks apply to a large 
modern works. 

The chalk is tipped from a rail- 
way-siding—after the consignment 
has passed the scrutiny of the 
chemical laboratory—into a chalk 
intake or hopper, where it 15 met 
by a band or bucket elevator’ and 
lifted to the top of the building. 
This building is a strong, well-built 
brick construction, and has-three 

"stories. Arrived at the top of the 
building, the chalk is dropped into 
a “silo” or bunker. А word 
with regard to these silos may be 

EE opportune here. 

In many stages in the cement-making process the 
silos are met, and their function is purely one of 
storage. The cement process is a continuous one, 
and a machine is never shut down except under com- 
pulsion. Compelling circumstances, however, arise; 
the mills need to be ‘‘ topped up with the grinding 
stones or boulders every week; the lining of the 
rotary kiln needs to be repaired; and so forth. Were 
there no storage available the stoppage of a single 
item of the plant would mean the shutting down of 
the complete unit. To preclude such a happening, 
arrangements are made for the storage of the mate- 
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rial at a number of points. If the wet mills are shut 
down, the kiln has a stock of slurry to draw upon; 
if the kiln be cut out of operation, the wet mills can 
still feed into the slurry storage pits, and the dry 
crushers can still draw upon the silos for clinkers. 

Reverting to the silos, these have at their bottom 
an outlet which may be closed by a slide. From here 
the chalk is conveyed by a band conveyor, and, to- 
gether with a mixture of clay and water, which has 
been previously mixed in a separate clav mill, it is 
discharged into the first of the rolling mills. At this 
stage the mixture is designated raw slurry." 

The mills usually employed are three in num- 
ber, (a) the kominor, (5) the tube mill, and (с) 
the cylpebs. There are other types, but the three 
mentioned are mostly met in modern practice. The 
mills are usually installed in pairs, the raw slurry 
passing through them in the order named. A close 
understanding of the operation of these mills is im- 
portant, for no matter what be the material to be 
ground—slurry, dry cement or coal—it usually goes 
through exactly the same process for crushing. 
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LIPE-VENTILATED MOTORS OF 250, 175 AND 60 H.P. DRIVING THE WEL MILL. 


The kominor mill takes the form of a large drum, 
and contains heavy steel balls about 6in. in diameter. 
From the kominor the slurry passes on to the tube 
mill by gravity. The tube mill consists of a long 
tube some r15ít. long, 4 or sft. in diameter, and con- 
tains pebbles and boulders. Again by gravity the 
slurry passes on to the cylpebs wherein the grinding 
process is finished. These cylpebs are drums some 
12ft. in diameter, and containing about 12 tons of 
short lengths of iron bar about šin. diameter. After 
leaving the cylpebs the slurry is kept continually 
stirred in pits, from which it is drawn by the aid of 
slurry pumps up to the set of pits in which the mixing 
process proper is conducted. 

Mixing Pits.—On emerging from the wet mill, the 
slurry, prior to its burning, undergoes a thorougli 
mixing in order to secure a uniformity of consistency 
that is beyond suspicion. It is not sent into the main 
mixing pits, but goes first into the ‘‘ correction 
basin '" or“ doctor pits." These pits derive their 
appellation from the fact that at this point the works 
chemist takes a livelv interest in the composition of 
the slurry. His analvsis lays bare any discrepancy 
in the constituents, which is remedied immediately in 
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on to the kiln which gears with the wheels. 


the wet mill. The next lot of slurry that comes along 
contains a preponderance of that constituent which 
is missing in the one under analysis, and the mixing 
of the two remedies the defect. 

A mixing pit consists of a number of large con- 
crete basins containing stirrers. Each stirrer is com- 
posed of a number of long arms radiating horizon- 
tally from a central rotating spindle, which rotates 
at a slow speed. Between the several pits 
is an intricate system of locks and sluices, so 
that any defective batch of slurry contained at that 
moment in the correction basin can be passed into 
one of the mixing pits and held up there until what 
may be called an antidote batch arrives. Between 
the correction ‘basin and the main pits the slurry is 
transported by means of inclined screws revolving 
in concrete troughs. By these the slurry is screweil 
from one point to another. The mixing process is 
rather a long one, so that the pits have to have a 
comparatively large capacity. On the completion of 
the mixing process the slurry is pumped up and dis- 
charged into the rotary kiln. 

Rotary Kiln.—The introduction 
of the rotarv kiln, in addition to 
effecting an immense saving of 
time over the older burning 
methods, has opened a further 
held for the application of elec- 
trical power in a cement works. 
„The kiln consists of a long tube. 
which may be 220ft. in length in 
the largest size and about 12ft. in 
diameter at the burning end. The 
smaller kilns are usually about 
half this length. It is slightly in- 
clined so that the slurry enteriny 
at the top can descend by gravity. 
while the hot gases originating 
froin the fire at the lower end pass 
upwards, and ultimately emerge 
into the atmosphere through a tall 
brick stack. The slurry and gases 
therefore pass in opposite direc- 
tions. The rotating motion of the 
kiln ensures that every opportunitv 
is given to the slurry to come in 
contact with the gases. The pro- 
duct of the kiln is a hard substance 
in fairly small pieces termed 
'" clinker.” | 

One cannot do other than admire 
the rotary kiln as an example of 
engineering construction. The 
stresses induced by the great 
length must be large, but added to 

` this are the torsional stresses due to 
driving, to say nothing of those of expansion and 
contraction due to heating. It is agreeable to find 
that the design of these kilns has reached such a 
pitch that no trouble at all is experienced with them. 

The kilns are only driven at one point; in the 
larger kilns this point is at the centre. The speed 
of rotation is not more than I R.P.M., the kiln being 
driven through belting and gearing, which is often 
capable of giving two speeds. uu 

For the purpose of driving, a toothed rim 15 d 

atu- 
rally the latter must have very wide teeth in order 
to engage with those of the kiln-wheel when running 
at any temperature, the expansion and contraction 
being, of course, considerable. 

After leaving the kiln, the clinker is passed on to 
a cooler which works in conjunction with the kiln. 
It consists of a miniature kiln with the exception 
that, instead of a fire, a current of cold fan-propelled 
air is passed through it for cooling the clinker. 

As has been said, the kiln is fired by pulverised 
coal. This coal is blown into the kiln with a blast 
of air and gives a very high temperature, often 
attaining 3,000 degrees F. The coal is usually pul- 
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verised by a grinding plant exactly similar in nature 
to that used for the grinding of the cement. "There 
are kominors, tube mills and cylpebs which grind the 
coal down to a very fine state. 

A kiln of the large size described has an output of 
about 7.5 tons of clinker per hour, and rather less 
than one ton of coal is burnt per ton of clinker. , 


Dry or Cement Mills.—Leaving the rotary kiln and 
its cooler. the clinker, after being sprayed with water 
to "kill" any remaining uncombined line, next 


proceeds to the dry or cement mills, the most note- 


worthy characteristic of which is the immense amount 
of fine dust with which the atmosphere is laden and 
the floors covered. The transportation of the clinker 
from the cooler to the silos is done by a conveying 
plant. 

In the ordinary way the clinker is drawn from the 
bottom of the silo into the crushing mills, which are 
an exact replica of the wet mills. Sometimes a kind 
of mill working on very much the same prin- 
ciple as the pug mills for mortar, which are com- 
monplace to all building operations, takes the place 
of the kominor. Before passing into the kominor 
the clinker is mixed with gypsum, and the two are 
ground together. The final product passes on to the 
sacking machines which fill the sacks with cement. 
These sacks, by the way, have to be dried before 
being filled with cement, and for this purpose are 
dried by a current of warm air propelled by small 
electrically-driven fans. : 


Economy of Electric Drive.—The design of the 
modern works, scattered as it 1s over a large area 
with numerous points at which power needs to be 
applied. makes electrification eminently desirable. 
The introduction of the rotarv kiln has done a great 
deal towards making electrification inevitable, for 
with its arrival the process could be made completely 
automatic. Generally speaking. the steam drive from 
a central point would be so inefficient as to make 
modern cement works operated on this principle com- 
mercially impossible. Even when steam is generated 
at a central point and distributed in an efficient man- 
ner to the various mills, the large number of small 
steam engines, which cannot remain unattended, in- 
volve a heavy prime cost and running charges, and 
raise the operating figures to a far higher point than 
those of an electrically-driven mill. 

In addition to economies in the cost of power 
which are to be expected for the usual reasons from 
the installation of electrical plant. electricity offers 
in addition an easy method of determining the effi- 
ciencv of the many mills, the power consumption of 
which up to the present has been shrouded in mys- 
tery. Taking as an example the tube mills, it has 
been found that one of these which had been taking 
160 н.р. prior to electrification could have its power 


consumption, with the same quality of slurrv, re-. 


duced to 112 н.р. by experimenting with differen: 
heights of pebbles in the mill. With steam plant :t 
was impossible to obtain any accurate measurement 
which could be taken as an authoritative criterion of 
the power required by the mill! Naturally, in a 
cement works where dust is so prevalent, line shaft- 
ing, which is inevitable in great lengths with steam 
plant, is to be avoided at all costs, and the individual 
electric drive permits considerable economy in thts 
direction. 

A great manv of the operations in the cement 
works involve the transport of material from one 
point to another by belt conveyers, screws, and other 
methods. For this class of driving, the electric motor 
is invaluable, as it can be installed in out af the wav 
places in which it would be extremely difficult to 
utilise a mechanical drive. A large number of elec- 
trically-driven cement works are now in operation, 
and satisfactory testimonials can be obtained from 
these works which will convince any cement works 
engineer in doubt as to the efficiency and conveni- 
ence of the electric drive. 


WIRELESS CONTROL OF PUBLIC CLOCKS. 


By ALFRED E. BALL. 


. RADIOGRAPHIC waves have proved of great service 


in the distribution of time over extensive areas, and 
will doubtless be pressed into the service of the horo- 
logist in many other ways; one of the most useful 
will, in the writer’s opinion, be the wireless control, 
or rather supervision, of public clocks. 

The scheme advocated, which has been put їо a 
practical test by the writer, consists briefly in fitting 
each of the main public clocks in a town with a small 
wireless transmitting set, which would be operated 
periodically by the clock at definite times, and the 
installing of an official wireless receiving station, at 
which the various clocks would be checked daily. By 
means of this system each public clock would report 
its time-keeping, and in the case of any clock having 
an error greater than a certain small pre-determined 
value, steps could be taken at once to have it cor- 
rected. | 

The working of the scheme would be as follows: — 

It is assumed that eight of the principal clocks of 
a town have been fitted with the automatic transmit- 
ting@apparatus, which will be described later. 

At the sound of an '' attention ” bell (arranged to 
ring shortly before 10 a.m.), the person deputed to 
listen in' at the wireless receiving station (which 
we will assume, is installed at the Town Hall) 
receives the Paris time signal, from which he checks 
a standard clock, which should be provided with a 
seconds hand. : 

The error of the standard clock is duly noted in 
the clock rate book. He then moves the tuning 
slides of his receiving instrument to a position suit- 
able for the reception of a 50-теіге wave length 
which is marked on the coil, and listens for clock . 
No. r, which has been arranged to send its signal at 
IO.I a.m. As soon as he has moved his slides to the 


Fig. 1. 
required position, he hears clock No. 1 sending a 


series of short buzzes,” which continue for, ap- 
proximately, a minute, and terminate precisely when 
that clock shows 10 hours I minute a.m. By keeping 
his eye on the seconds hand of his standard clock 
while listening, he is able to note the error of clock 
No. 1 to a second, and this error is duly noted in the 
rate book in a space provided against the number ol 
the clock. 

No. 2 clock does not commence sending its signal 
until 10 hours 1 minute 40 seconds. The longer 
time has been given to clock No. 1 to give the opera- 
tor ample time to tune in sharply and so get good 
signals. At 10 hours 2 minutes by No. 2 clock it 
signals its time by its last '' buzz,” and its error is 
also noted in the rate book. 
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Similarly the remaining буе clocks are checked, 
the entire process occupying eight minutes, or, in- 
cluding the taking of the Paris time-signal, eleven 
minutes. 

Means would be provided to enable the different 
clocks to be identified. The intervals of 40 seconds 
between the signals should be sufficient to prevent 
overlapping, as no public clock should have such an 
error. The signals can be repeated by the clocks at, 


say, 3 p.m., so that supervision may be exercised 


twice daily. 

The wnter has proved that, for the purpose in view. 
the wireless aerial may be quite unobtrusive, the 
apparatus simple and inexpensive, and the power 
small. | 

Fig. т is a photograph of the transmitting appara- 
tus employed by the writer. This is a simple affair, 
contained in а box measuring 20 in. x 12 in. x 8 in., 
and is operated by a small 4-volt ignition accumu- 
lator which would last one month or longer with 
one charge. | 

Each turret clock to be supervised would require 
the following : — 

(a) A transmitting apparatus as shown in fig. 1. 

(b) Contacts fitted to the clock movement to brea” 
contact at a certain definite pre-arranged time. , 

(c) An aerial, which may be of an unobtrusive 
pattern. | | | : 

(d) An earth“ connection, which may be the 
lightning conductor or a water pipe. 

The connections of the apparatus to the contacts 
mentioned and to the aerial and earth ” are shown 
diagrammatically in fig. 2; incidentally, the move- 
ment shown is an electric“ waiting-train " turret 
movement—now largely used for turret clocks—of 


which the writer is co-patentee with the makers.“ 


CO. 


Pia. 2. 


Messrs. Gent & Co., Ltd., of Leicester. The aerial 
in practice need only be a single wire; the one used 
by the writer in his experiments passed unnoticed up 
to the time of its removal on the outbreak of the war, 
and its length was 40ft. approximately. The separate 
buzzes are obtained by means of a contact 
operated by the pendulum at each swing. and the 
sudden cessation of the '' buzzes is produced by а 
contact in series therewith which is broken bv falling 
off a cam fixed to, say, the centre wheel. In the case 
of a ''waiting-train " movement, the spring which 
makes contact with the pendulum тау be a fixed опе. 
and may contact idly when not in operation, because 
the interference could not affect the timekeeping, 
but in the case of a mechanical movement this spring 
may be lifted out of the way by a cam when not in 
use, or brought into action by an electro-magnet only 
when required. | 

In the case of a striking turret clock the lifting 
cams (or pins), or the lifting lever, could be utilised 
for making the necessary contacts, the Jast “ buzz " 


in this instance indicating the last blow of the hour 
struck. In checking the time of such a clock from 
the last blow, allowance would be made for its strik- 
ing rate; thus—if the intervals were 3 seconds, the 
clock's actual time would be 27 seconds in advance 


of the last buzz.“ This method of '' contacting ” 


assures that the striking is in order, as well as that 
the clock is to time. A town which desires to be 
'" well-timed ’’ should decide that, should any of its 
supervised clocks signal an error of more than 10 
seconds, its custodian should be instructed to correct 
it forthwith. 

The transmitting set shown in fig. I would be, in 
practice, completelv enclosed in a dust-tight box, and 
as the onlv moving part would be the contact-breaker 
of the coil, little or no attention would be needed. 
In the event of the contact-breaker being out of 
adjustment, this would be indicated at the receiving 
station. 

The writer has designed and made an instrument 
to enable a system of impulse clocks to signal its 
time-keeping to the receiving station, and therefore 
be supervised. This instrument consists essentially 
of a short and light pendulum, which is arranged to 
operate after the manner of a slow-ringing electri« 
bell. One dry cell operates it, and its circuit is closed 
at pre-arranged times bv contacts fitted to one of the 
impulse clocks in the circuit. The clock. employed 
by the writer for the purpose was one made by his 
firm for ringing bells in a factory for the starting and 
stopping of work. The contact is closed for half a 
minute, and, in vibrating, the pendulum runs full tilt 
into contact with a spring at the end of each swing. 
thereby closing the circuit of the induction coil and 
producing a series of timed“ buzzes ” at the receiv- 
ing station. By using pendulums of varying periodi- 
cities, different clock installations could be readily 
identified. | 

Fig. 3 shows diagrammaticall the connections. 
employed, which are self-explanatory. The relay 
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shown at R is necessary to break the primary circuit 
of the induction coil precisely at the end of the half- 
minute, and so terminate the '' buzzes,’’ because the 
pendulum, by its inertia, continues to swing and so 
touch the contact spring after the clock contact is 
broken. | 

Identification of individual turret clocks could be 
secured in mány ways. First, the varying penduluin 
lengths could be taken advantage of when pendulum 
contacts are used, turret clock pendulums varving 
from г seconds beat up to 2 seconds or more in 
steps of 1 second, and so the frequency of the 
© buzzes heard would enable the clock to be ident: 
беа, should it be considerably out of position on the 
schedule. Also, in the case of striking contacts. 
the frequency of the '' blows," or rather '' buzzes," 
would be a means of identification. Coupled with the 
foregoing features, a variation in the character of 


ic. 3. 
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the note can be employed by variations in the design 
of the spark-gap and contact- breaker. 

The object of advocating the employment of the 
short wave length of 50 metres and small aerials is 
to ensure that the large commercial stations be not 
interfered with. Interruption or “ jamming would 
be possible from local amateurs with untuned ap- 
paratus, but, as amateurs usually only display their 
activity at night, trouble would not be experienced 
on this score. : | | 

Fig. 4 shows the receiving station used by the 
writer. | . | | 

Before wireless supervisjon could be adopted, it 
would be necessarv to get a licence from the Post- 
master-General, who would specify the maximum 


Fia. 4. 


wave length which would be permitted, and also the 
maximum power to be employed. The requirements 
of this scheme are below the limits usually stipu- 
lated for. 

An argument against the adoption of the scheme 
would be that, in the event of another European war, 
the scheme would be put out of operation by the 
suspension of the licence during hostilities. The 
writer ventures to assert that it will be a '' long, long 
time " before Europe will again be brought under 
the spell of war. | . 


NOTES FROM CANADA. 


[FROM OUR SPECIAL CORRESPONDENT. ]. 


In Kamloops, B.C., power to spend $80,000 for hydro- 
electric work is being sought. Yorkton, Saskatchewan, is 
noteworthy for the fact that some four years ago the first 
generator set driven by a Diesel engine in Canada was in- 
stalled there; a second set, of 500 B.H.P., has recently been put 
into operation, the first one being only of 150 B.H.P.; provi- 
sion has been made for three additional 500 B.H.P. sets. In 
isolated spots out in the West, Diesel oil engines would seem 
to be very suitable, as coal is very expensive, and under such 
conditions the advantage of having no stand-by losses for 
fuel is plain. 

Prince Albert, Saskatchewan, has just put into operation 
recently an automatic telephone system, and in Crystal City, 
Manitoba, a new telephone company with a capital of $20,000 
has been formed. 

In Winnipeg, Mr. Leonard Andrews read a paper on“ Auto- 
matic Electric Lighting Plants before the Electrical Section 
of the Canadian Society of Civil Engineers а few weeks apo. 
This city has alinost 40,000 н.р. installed in generating 
plant and another 5.000 Kw. machine is being erected now. 
The station output is still growing, in spite of war conditions. 

The last two completed turbines (water) were tested a little 
while ago after a dax continuous run. The makers had 
guaranteed 6,800 н.” with a net head of 45 ft.; actually it is 
possible to obtain 7.200 H. . with 80 per cent. gate opening 
under a head of 46 ft. 

Several fresh places in Ontario have passed by-laws in 
favour of obtaining power from the Hydro Electric Power 
Commission of Ontario. and the farmers in various districts 
are becoming keenly interested. in the possibilities of elec- 
tricity on the farm as already applied by the Commission in 
a number of cases. 

The agitation in favour of the so-called hydro radials” 
(electric railways to be owned by the people. built and run by 
the H. E. P. C.) seems to be as strong as ever. & deputation 
representing many municipalities went to Ottawa a few days 
ago to ask for a Government subsidy, but owing to the war 
it was found impossible to get anything from the Dominion 


Governinent; an attempt is, however, to be made very soon 
to obtain a grant from the Provincial Government. In view 
of the enormous benefit to the cornmunity at large which, it 
is practically certain, would result from the construction of 
Such lines, it is to be hoped that the deputation will meet with 
better success from the latter Government, particularly as it 
is more directly concerned than is the Government of Canada. 
The Provincial Government hae just given the Commission 
powers enabling them to take over any electric railway in, 
the Province. Tenders will probably be called soon for thc 
installation of cables in certain streets in Montreal, where 
underground conduit has been laid, and an appropriation of 
$550,000 has been, voted for additional conduit work. 

That there are sometimes other causes operating to militate 
against & continuous supply of energy being given from a 
station driven by water power, besides transmission line 
troubles during sleet and other storms, is evident from the 
experience of the Ottawa Light, Heat and Power Co., which 
had last year to spend an additional $50,000 on coal owing to 
a period of exceptionally low water in the Ottawa River. A 
sleet and wind storm gave the Bell Telephone Co.. the Quebec 
Railway, Light, Heat and Power Co., and the Dorchester 
Electric Co. a good deal of trouble a short time ago, when 
wires were brought to the ground and Montreal was without 
power or electric light for several days. | 

In spite of the war, the incorporation of new companies, 
particularly electrical ones, seems to go on much as usual. At 
the present time most engineering concerns appear to be 
taking up the manufacture of shells. large orders for which 
have been placed by the Government with very many firms; 
this is a good thing, as in many cases there is little or no 
other work in hand. : 

There are not many large steam generating stations in the 
nortion of Ontario surrounding Niagara Falls, but the 
Dominion Power and Transmission Co., of Hamilton, is build- 
ing a station designed for an ultimate capacity of 75.000 kw. 
Although one of the primary reasons for constructing this 
nlant is to ensure continuitv of supply, it is noteworthy that 
the steam plant is designed for continuous operation with a 
high fuel economy, conditione which add very considerably to 
the cost of a plant designed merely for stand-by purposes. 

According to a statement emanating from the Department 
of Inland Revenue at Ottawa. Canada exports practically as 
much electrical energy as she makes use of herself; the figures 
for exported power and that used in the Dominion are :— 

Export. Pes Home use. 
772,597,049 к.н. ... ... ... .... 770,867 048 Kw. H. 


These figures are for the fiscal year ending March 31st, 1914. 
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INDIAN NOTES. 


[FROM OUR SPECIAL CORRESPONDENT. ] 


Bombay Mint.—The plant in the Mint is to be ehortly con- 
verted to electric drive and Captain Willis, R.E., is returning 
to Bombay to deal specially with this. He has been in 
control of the Calcutta Mint for some time back, where electric 
drive has been very successfully in operation for several years. 
The plant was provided by the С.Е. Co., through their 
Indian agents, Messrs. Octavius Steele & Co., and has given 
extreme satisfaction. 

Calcutta Pórt -Trust.—The installation of Excello are lamps 
in and around the docks and jetties of the Trust is one of the 
finest in India; but for the supply of carbons for the ensuing 
year—about 130,000 pairs—the Commissioners are 1n a quan- 
dary. As usual, tenders were invited carly in January, 1915. 
but no satisfactory estimates were put forward; no firm would 
bind itself by the very strict conditions of supply required, 
and prices put forward were about double those of the 
previous years. It is believed, however, that a compromise 
has been effected and a tender has been accepted without 
binding penalties. If a satisfactory supply of carbons cannot 
be ensured the only alternative will be to substitute half-watt 
lamps of high candle-power later on. 

Electrical Engineer Volunteers. Probably 90 per cent. of 
the European electrical men in India are volunteers of onc 
sort or another, although there are very few, if any, on active 
service. The Electrical Company of the Calcutta Port Defence 
Volunteers have been doing good work for months back under 
the able direction of Captain Stovold, of the B. I. S. N. Co., by 
way of manning the searchlights in the forts on the Hugh. 
Their work has slacked off considerably, however, since tbe 
Emden got her quietus; but while this aggressive little gun- 
boat was roving about Indian waters the engineere, electrical 
and others, in charge of port and coast searchlights had a 
particularly anxious and trying time. Madras was without & 
port searchlight when the city was shelled bv the Emden. 

The Secretary of the Institution of Electrical Engineers sent 
out post-card inquiries some time ago asking for names of 
members on military service. Some misapprehension exists 
as to whether volunteers in active training are considered on, 
active service or not. The majority of men interested favour 
the idea that the names of men only actively engaged on 
military operations either in Africa or Favpt or the Persian 
Gulf and elsewhere were required, 
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Ban Kipore.—Thie new capital of the recently constituted 
rovince of Behar and Orissa is growing rapidly in size and 
Importance. Messrs. Gifkins & Co. are said to have got the 
concession for the electric lighting of the city and canton- 
ments. Government House has already got its own installa- 
tion, and the High Court and Post Office are both being 
installed with electric lights, fans, and lifte. Contractors are 
asking one another how it 1s that no tenders were called for 
before it was decided to give the work to a firm of Calcutta 
builders who аге managing agents for a well-known electrical 
heme firm. Such, however, is the way things are often done 
in India, and this very reprehensible practice is one which is 
growing, and one which should have the attention of the 
higher P.W.D. authorities. The amount of the contract in 
this particular case which was given away without asking for 
competitive tenders was approximately £5,000. 

War Effects. From the point of view of electrical engineer- 
ing business, the war has made but slight difference up to the 
present. Contractors have their hands fairly full and there 
have been very few instances of firms diminishing their etaff 
or Workinen because of shortness of work. In fact electrical 
{билив may be said to be more busy this year than for some 
time, and inquiries from Government P.W.D. and from mili- 
tary works departments have been very brisk indeed. Prob- 
ably, however, a period of slackness may set in from April, 
1915, as Government budgets run from April to the following 
March, and it is usual to expect a rush of inquiries and orders 
so that amounts previously budgetted mav not lapse. As the 
current budget was passed in pre-war days and was fairly 
liberal, P. W. D. engineers are able to put through anticipated 
works. In the face of things at present, the coming Indian 
financial year is almost sure to be barren of important elec- 
trical or other works which are not an absolute necessity, and 
hence contractors who depend much on Government contracts 
can searcely look forward to the year 1915-1916 as one with a 
rosy outlook, 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Electric Yehicles. 


A propos of your recent article on this subject, and of all current 
discussion, I failed to observe any suggestions and remarks regard- 
ing the application to that unostentatious vehicle known as the 
„Steam Roller." It would be interesting to hear of any investi- 
gation, municipal or otherwise, in this direction, and the oonolu- 
sions derived therefrom. 

Running and initial cost, also low radius of operation, may be 
points of discussion, but I think we can safely anticipate lower 
depreciation charges, and here at last is an instanoe in which the 
weight of the modern lead battery would stand as a decided ad- 
vantage to the designer, 

L. G. Toplis. 


Glasgow, April 12th, 1918, 


Eleetric Cooking. 


In а leaderette in your issue of March 19th you refer to my 
remarks at the I.E.E. on Mr. Cooper's paper, and I think your 
observations call for a reply from me. In stating that the matter 
goes beyond the scope of the Sub-Committee of the Engineeriag 
Standards Committee, of which I am chairman, you are, I think, 
unaware of the constitution of the particular Sub-Committee or 
"panel" dealing with this matter. Oa this panel are representa- 
tives of the I.M.E.A., Public Supply Companies, the B. E. A. M. A., 
the Electrical Contractors’ Association, and the fire offices, so that 
it is difficult to see how it can well be more representative. I 
altogether fail to grasp on what grounds you apparently advocate 
the eetting up of the I.M E.A. as the proper authority to deal with 
the question ; I should think that the supply companies, among 
which are to be found some of the most active workers in connection 
with electrical cooking, would have something to вау on this 
matter. You are quite mistaken in supposing that the panel аге in 
the least degree inclined to let the matter rest ; on the contrary, 
they are actively at work on it, and they have the cordial со-орега- 
tion of each one of the Associations which I have enumerated 
above. 

Like most questions of standardisation, that of electric cooking 
apparatus lends iteelf to light and airy generalisations ; but it is 
only those who have applied themselves to the actual work of 
evolving definite standards who apppreciate the real difficulties 


encountered. 
C. H. Wordingham. 
London. April БЛ, 1915, 


We think it can scarcely be denied that, as the result of its 
extensive experience, and the fact that the great majority of our 
eiectricity supply undertakings are under municipal control, the 
I. M. E. A. is the most competent body to evolve a scheme which will 
enable consumers generally to obtain electric cooking apparatus 
on reasonable terms. 

We fully appreciate the efforts that are being made by the 
Standards Sub-Committee, of which Mr, Wordingham is the chair- 


man, and if they result in the consumer obtaining standardised 
and cheaper apparatus, so much the better. But it will be remem- 
bered that Mr. Wordingham, in discussing Mr. Cooper's paper, said 
with regard to the Sub-Committee that there seemed to be a great 
diversity of opinion as to the desirability of any standardisation 
whatever in connection with electrio cooking apparatus, and that 
the manufacturers were not very eager for standardisation, from 
siia we may justifiably assume that progress will not be very 
rapid. 

Оа the other hand, Mr. Wordingham said he was strongly of 
opinion that there were oertein things which might well be 
etandardised, and in this we cordially agree with him. 

Whether a representative Sub-Committee of the Engineering 
Standards Committee ora single-minded Committee of the I.M.E.A. 
brings about the desired result is immaterial, so long as that 
result is attained.— Eps. ELEC. REV. | 


Preferential Rates. 


Referring to your leading article in the current issue of the 
ELECTRICAL REVIEW re “ Preferential Rates," I should like it to 
be distinctly understood that it is not I, as the acting engineer 
and manager, that will not accept photographic work at the 
lowest possible price. Iam out for all the day load I can get, at 
the lowest remunerative price, and what is more, I am getting it, 
for, as & matter of fact, our output for the past four weeks has 
been greater than for the corresponding four weeks in any year 
since the commencement of the undertaking, notwithstanding the 
fact that the Shop Hours Act has recently been put into force here, 
and the licensed premises are closed at 9 p.m. instead of 11 p.m. as 
formerly. Moreover, Ilkeston is not a town which is being blessed 
with war orders. 

G. H. Browne, 


Acting Engineer and Manager, 
Ilkeston Tramways and Electricity Department, 
April 10th, 1915. 


[ We hope we did not convey the impression that the engineer 
was in any way responsible for the trouble at Ilkeston; our pre- 
vious report indicated that the Committee was divided on the 
point. We congratulate Mr. -Browne on his progressive policy, 
with which we are heartily in sympathy.—Eps. ELEC. Rev. | 


Water Heating by Electricity. 


In view of the publication in your columns last week of a 
letter from Mr. George Wilkinson, in which he says that the 
Journal of Gas Lighting “ grossly misrepresented’ his recent state- 
ments on the subject of electric water heating, I shall be glad if 
you will kindly publish ín your next issue the editorial note which 
was attached to Mr. Wilkinson's letter when it appeared in our 


columns. 
The Editor, 


Journal of Gas Lighting. 
London, E.C., April 9th, 1915. . 


In the note referred to, Mr. Wilkinson is described as “ uncharit- 


able and thin-skinned,” and the reports of his remarks in the 


electrical Press are quoted in support of our contemporary's 
criticism. We do not consider the matter of sufficient interest 
to reproduce the lengthy note in full.—Eps. ELEC, REV. | 


ELECTRICITY EXTENSIONS AT CARLISLE. 


THE municipal supply of electricity in Carlisle dates from 1899, 
when the original scheme, costing some £30,000, which was 
installed under the direction of Prof. Kennedy, was opened. 

From time to time extensions have been carried out on the 
direct-current system, but within the last year or two, owing to 
the extended distribution in prospect and the growth of the power 
load, and the fact that the next plant required would be of the 
high-speed turbine type, it was decided to introduce three-phase 
alternating-current supply, and to meet immediate requirements 
by installing two motor-generators to supply beyond the econo- 
mical limits of the original direct-current system. This initial 
scheme was followed by a more comprehensive one, involving loat s 
of £23,910 for plant and £060,000 for mains, and necessitating the 
extension of the engine room and provision of а 1, 250. Kw. turbo- 
alternator, with surface condenser and wet air filter, two 600-Kw. 
rotary converters, H. T. and L.T. switchgear, circulating water p ping, 
&c,, a new boiler, and additions to the lighting battery. All the 
available building space has now been covered, and space is provided 
for two additional 1,250-kw. turbine sets, while foundations have 
been laid down for & fourth water-tube boiler. 

The station now affords accommodation for generating plant 
sufficient for some years to come, and the boiler power can be 
increased by substituting water.tube boilers for the older Lanc - 
shire boilers; the only difficulty appears to be a pogsible shortare 
of cooling water for condensing in the summer, when the adjacent 
River Caldew is very low. 

In 1911 the Council was empowered to supply any place within 
two miles from the centre of the city, and in 1914 a further epecial 
order was made allowing supply to certain houses in the Scotby 
district ; the Stanwix area has been changed over from direct to 
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alternating supply, and all new large power consumers are to be 
supplied on this system. 

The principal features of the new plant are as follows :— 

The turbo-alternator was supplied by the Oerlikon Co.. and is 
of the Rateau type, running at 3,000 R.P.M., and of 1,250 KW. 
capacity, for supplying three-phase 50-cyole 3,000/3,300-volt cur- 
rent. А steam-driven stand-by oil pump is provided for lubrica- 
tion purposes at starting, the ordinary pump for this and for 
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PLAN OF THE EXTENDED CARLISLE ELECTRICITY WORKS. 


supplying the oil-controlled relay governor being direct-driven 
from the turbine shaft, 

A separate exciter is direct-coupled to the alternator shaft, and 
an Oerlikon automatic pressure regulator is mounted on the 
switchboard. 

The wet air filter for the alternator is of the Heenan and 
Froade type, while the main condenser is of Worthington 
rectangular pattern; no isolating valve is fitted between it 
and the turbine, bat arrangements have been made for 
flooding the condenser so as to permit of temporary ex- 


hausting to the atmosphere. Motor driven circulating and 
rotary air pumps are provided, driven from the р.с. bus-bars 
and arranged for automatic change-over to the battery in case 
of emergency. m 
The two 600-Kw. rotary converters were supplied by the British 
Westinghouse Oo., and are of the six - phase type running at 750 B.P M. 
The converters are arranged for dtfrect-ourrent starting only, and 
are available for giving either direot-current lighting or traction 
supply or for running inverted from there 
— supplies and delivering three- phase ourrent. 

A exciter and a synchronous 
booster are mounted on the shaft of each 
machine, and each of the latter is supplied 
through a 660-K.v.A. British Westinghouse 
oil-insulated self-cooled transformer. 

The new switchgear, which has been 
supplied by the same firm, is situated on a 
gallery in a recess on one side of the 
extended engine room. 

The recess backs on to the street, and the 
H. T. feeder cables are brought direct into 
the switch cubicles, 

The switohgear consists of an operating 
board with panels for two rotaries, two 
turbines and two feeders, and spare panels 

2 for an additional rotary and turbine set ; 
behind are the moulded stone cubicles 
containing the  bus-bars oil-switches, 
instrument transformers, &o., the cells 

being arranged back to back. 

The direct-current board for the rotaries 
is connected to the old switchboard by bare 
copper strip, and access to the old switch 
gallery is also provided. | 

The cost of the original plant at Carlisle, 
some £30,000 for 370 Kw., was, roughly, 
£81 per KW. ; the completion of the present 
extension, giving & plant capacity of 8,920 
KW., brings the flgure down to $33 per KW., 
and with th.: further additions provided for, 
with some 6,420 kw. installed, a further 
drop to £234 per Kw. will occur. 

During the year 1913-14 the undertaking 
generated 3,759,646 unite and sold 3,140,457, 
of which some 2,860,000 were for power 
and heating suppliees—the latter to over 

3.000 H.P. of motors and about 114 Kw. of heating and cooking 
lant. 

Р There were some 760 consumers, with 55,000 30-watt lamps, con- 
nected tothe mains; aleo 57 public arc lamps, and some 290,000 
unite were supplied for traction purposes. 

Ever sinoe the Corporation supply of electricity commenced the 
revenue has steadily grown, and prior to 1918-14, when there was 
a small deficit on the working, considerable net profits were earned 
for many years, It may be noted, however, that during the years 
1912-13 and 1913-14 over £5,000 was expended out of revenue on 
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plant and alterations, and the resulta must be judged accordingly. 
In oonolusion, we are indebted to Mr. F. W. Parse, the City 
Electrical Engineer, for the particulars here given. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Vacuum Tubes for Telephone Line Protection. 


Carbon lightning arresters protect against voltages above 3,000, 
To protect telegraph and telephone lines against lower voltages, 
vacuum tubes are used and are of excellent service for protection 
against voltages above 300. In the Z. T. Z., F. Schroeter 
describes a new form of vacuum tube which 
is effective down to 130 volts. The construc- 
tion is shown in fig. 1. The anode « is an 
aluminium pin surrounded by a protective 
tube b, The lower end of the anode a is at 
a distance of a few millimetres from the 
cathode c, which is a fused alloy of 
potassium or sodium. Current is supplied 
throngh platinum wires 4 and e. The 
tube is filled with helium, neon, argon, ora 
mixture of these gases at a pressure of from 
1 mm. to 3 mm. The life of the tubes is 
practically unlimited. А tube will withstand 
thousands of breakdowns without change of 
its critical voltage. This vacuum tube may be 
used with the connections of either fig. 2 or 
fig. 8. In the firat case, the fuee c (operating 
at about 0.5 amp.) is inserted between the 
telephone transmission line A and the ex- 
change line B. The vacuum tube D is inserted 
in an earth connection as shown. If the 
telephone transmission line should by accident 
get into contact with an energy-transmission 
cable charged to more than 130 volts, or if 
voltages of this amount should be produced 
by induction in the telephone line, ап aro is formed in р and the 
fuse C melts, whereby the exchange line B is separated from the 
transmission line. In the second arrangement (fig. 3) the telephone 
transmission line A is separated from the exchange line B by a 
relay consisting of three parte, E, F, о. The winding E has a high 


Ётав. 2 AND 3.—WIBING CONNECTIONS 
IN VACUUM-TUBE PROTECTIVE SYSTEM. 


Fic. 1.—VACUUM 
TUBE, 


resistance, say, 8,000 ohms to 15,000 ohms. When a dangerous 
voltage occurs, a brush discharge takes place in the vacuum tube 
D (because the high resistance of E prevents the currents reaching 
an intensity sufficiently high for the evaporation of the cathode 
which would produce an аго). The current passing throngh Е 
excites the relay and attacks the armature F, so that the contact 
between A and B is broken. The interruption laste as long as the 
dangerous voltage in A, and stops automatically when the dangerous 
voltage disappears. By artiflcial means it is possible to devise 
vacuum tubes which will operate below 110 volta. For instance, 
if a is used as the cathode, the surface being covered with a layer 
of potassium, and a distance of 5 mm. is employed between a and c 
with a gas mixture of two-thirds neon and one-third helium at a 
total pressure of 2 mm., the break-down E. M. F. is 104 volts, A 
variation in the width of the vacuum tube has an effect on the 
critical voltage.— Elec. World, a 


Higgs Motors. 


In а new list Messrs. Hicas BROS., of Sherbourne Road, 
Balsall Heath, Birmingham, describe a range of standard D.C. 
motors and generators which they are building. We illustrate the 
component parts of one of these in fig. 4. The machines are of 
the protected type, with armature cores of Stalloy, and former- 
wound ooils. The brush-holders are of the sliding-box type, of 
neat and compact design, and Hoffmann ball-bearings are used 
throughout. The machines are designed to carry 25 per cent. 
overload for one hour, and to have a high efficiency ; they range 
in size from 18 H.P. to 25 н.р, An ingenious system of listing 


shunt generators is employed, whioh enables a purchaser to select 
a machine to suit his requirements exactly, the output of a given 
frame being ascertained by multiplying the desired speed by a 
constant. 

The firm has been established about three years, during which 
time it has turned out upwards of 3,200 motors, and it is now 
building them at the rate of 2,500 per annum ; the very first 
machines made are interchangeable with those it is supplying 
to-day in every respect. We understand that the firm has had 
very few complaints indeed, while the actual number of rejections 
has been only three, Owing to their using & special material in the 


um 


— 


FIG. 4.—- COMPONENT PARTS OF Hices Motor. 


manufacture of commutators, the makers have never had a single 
complaint as regards the mica giving trouble; they have never 
had & bearing complaint, and have not yet replaced a single bear- 
ing, although some of the machines have run as fast as 7,000 B.P.M. 
They now fit terminal blocks on all their machines, a feature 
which is not mentioned in the list They regularly have in stock 
or progress 300 to 400 motors. 

The firm has already had to extend its premises twice, making 
them three times the original size, and further large extensions 
are anticipated in the near future. 


High-Power, High-Pressure Water Rheostat. 


In testing modern generating sete, it is frequently desirable to 
provide a large artificial load, conveniently regulable over a wide 
range and, particularly when it is desired to test prime mover, 
generator and transformer as a oomplete unit, suitable for use in 
high · pressure circuits. Where pressures of 10,000-20,000 volts or 


. higher are concerned, special care in design is required to secure a 


reasonably compact rheostat, safe to handle while in use and 
offering sufficient resistance to provide 1,000-2,000 Kw. or greater 
load. Water rheostats offer the best solution to the problem, long 
water channels of small section being used to provide resisters of 
sufficient resistance and current-carrying capacity. Electrodes 
placed at the points of a triangle in a cooling pond do not form a 
convenient equipment, and, moreover, the water constitutes almost 
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& short circuit, unless it be exceptionally pure or the electrodes are 
very far apart and the pond is shallow. The accompanying illustra- 
tions, reproduced from the Electrical World, show the construction 
of a water rheostat found suitable for 260 to 2,500 Kw. three- 
phase load at 20,000 volts, using water of exceptionally low specific 
resistance, viz, 100 to 200 ohms per inch cube. By modifying the 
proportions of the water channels, adhering to the same general 
design, wide load variation can be provided at almost any voltage. 
As shown by fig. 6, this rheostat consists electrically of two 
Y-connected water circuits, with earthed neutrals at N N and 
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high potential phase points at A, в, с. Each leg of the rheostat is 
supplied with water through 50 ft. of two-inch cotton fire hosing, 
discharging into a steeply inclined open launder as shown in fig. 5. 
The pipe header supplying the cotton hoses is fed at each end by 
a two-inch service pipe, and is provided with a separate valve on 
each outlet. This header is earthed, and the water resistance 
between it and each of the points A, B, C is about 8,000 ohms, even 


using water of only 200 ohms per inch cube specific resistance. 


The converging rheostat troughs are 21 ft. by 18 in. square, ample 
depth being provided to prevent water boiling over and thus estab- 
lishing an earth fault. Since the water boils or nearly boils in 
service, the troughing must be of fairly heavy timber and firmly 
strapped together. For the same reason, evaporation and oonse- 
quently changes in density and specific resistance are apt to be 
high, hence the water supply valves in the pipe header should be 
kept open as far as possible and load balancing effeeted by adjust- 
ing these valves, and thus the water density and resistance in 
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each rheostat channel individually. The load as a whole is varied 


by means of the oord and hinged gate in the discharge weir from the 
neutral electrode box (see fig. 5). In the rheostat as illustrated, 


provision is made for load balancing by adjusting the positions of/ 


the electrodes A, B, C, but control by regulating the water supply id 
preferable and perfectly satisfactory. The water hose and flume 
are insulated; the whole rheostat is carried on 33,000-volt, pin- 
type insulators, and the only two points needing to be handled 
during operation (víz, the water valves and discharge gate) are 


permanently earthed. A cord can be oarried from the discharge 


gate to the meter house test bench, and the water control valves 
can be located at the same epot. Only a limited supply of water 
is required ; it may be rich in salta and therefore of low specific 
resistance, and can be used again and again with only the loss due 
to evaporation. Knowing the resistance of the water, the circuit 
voltage and the required load, it is easy to calculate the necessary 
rheostat trough and supply pipe dimensions to meet other condi- 
tions than those to which apply the data given in the above illus- 
trations. 


LEGAL. 


NOISE AND VIBRATION CAUSED BY ELECTRIC PLANT. 


In the Chancery Division, on Tuesday, before Mr. Justice Eve, the 
Worksop and Retford Brewery Co., Ltd., moved for an injanction 
restraining the Worksop Palace, Ltd., from creating a nuisance by 
the noise and vibration caused by the electric plant on their 
premises, Mr. Jessel, K.C., said the plaintiffs were the owners of 
licensed premises ddjoining the defendants’ property. He under- 
stood the motion was now assented to by the defendants, and he 
asked that it should be treated as the trial of the action and a 
perpetual injanction granted. Mr. Dighton Pollock, for the 
defendants, agreed. His Lordship granted a perpetual injunction 


against the defendante. 


CUNNINGHAM, LTD. 


In the Companies’ Winding-up Court, on Tuesday, Mr. Justice 
Astbury heard the petition of W. T. Henley's Telegraph Works, 


Ltd., for a compulsory order to wind up Cunningham, Ltd., 


electricians and electrisal engineers. Oounsel stated that creditors 
for considerably over £2,000 had agreed to an arrangement in the 
matter, but oreditors for an amount of about £100 were now 
standing ont. It was possible that they might also agree to the 
arrangement, and he therefore asked that the petition be allowed 
to stand over for another week. 

Counsel for the opposing creditors consented to the adjournment, 
and his Lordship direoted the petition to stand over for a week. 


War Maps.—Messres. W. T. HENLEY'S TELEGRAPH 
Worgs Co., LTD., of Blomfield Street, London Wall, E.C., have 
issued a pooket war map booklet illustrating the various war areas 
in Europe, Copies will be sent to electrical readers on application. 


. Libau, and Mittau.. Most of the people are of 


WAR ITEMS. 


U.S. Electrical Exports in January.— The following datá 
on the electrical exports of the United States for January 
are published by the American *' Electrical Review and 
Western Electrician " from the government report on the 
foreign commerce of that month issued by the Bureau of 
Foreign and Domestic Commerce. The total value of elec- 
trical shipments in January was the highest since last May, 
but was nearly 10 per cent. below the total of the corres- 
ponding month a year ago. In the four classes for which 
numbers of articles exported are given, there were shipped 
in January: electric fans, 1,278; arc lamps, 35; carbon-fila- 
ment lamps, 51,825; metal-filament lamps, 189,848. In the 
following table are given the detailed figures for the various 
classes reported. Corresponding figures are given for Jast 
January and for January, 1914:— 

\ Jan. 1915. Jan. 1914. 


Bateee aN $ 100,946 $ 43,899 
Dynamos or generators 309,868 199,046 
|o MMC P MEHR SR 17,921 43,936 
Insulated wire and cable ..................... „728 174, 321 


| ХОМС) оганот, 104 46,452 

Lamps— 
АТС ð 759 9,204 
Carbon- filament . 6,802 13,910 
Metal-filam ent VI 98,504 21,840 
Meters and other measuring instruments, 40,558 — 
HOES: садово овоне оа вао 205,140 346,782 
Static transformers  ...... MMC ME 57,122 198,788 

Telegraph instruments (including wire- 

less apparatus) ......................... 17,326 12,788 
Telephones ....................... c .. 184,556 70,265 
Aol. 8 640,306 837,122 
Toa! e 81,773,988 $1,947,646 


An Austrian Company and the War.— The report for 1914 
of the Felten & Guilleaume A. G., of Vienna, states that 
the working results were unfavourably influenced by the 
consequences of the war, although sales considerably de- 
clined in the first half of the year owing to the restriction 
to a minimum of the orders placed both by the government 
and municipal authorities as well as by industrial under- 
takings. After the war broke out a complete stoppage, 
except for orders for army purposes, took place in the cable 
department, but in the further course of time a demand was 
again manifested, the Vienna Municipal Council in particu- 
Jar having given large orders. The difficulties in the way 
of procuring raw materials, and the dearness of these, 
largely increased the cost of production and diminished the 
earnings. On the other hand, the iron and steel works in 
Styria found ample compensation in the great requirements 
of the Army authorities for the deficiency in the normal 
class of business. The accounts show gross profits of 
£106,000, as contrasted with £144,000 in 1913, and net pro- 
fits of £57,000, as against £92,000. It is proposed to pay 
a dividend of 10 per cent. on the ordinary share capital. of 
£354,000, as compared with 15 per cent. in the previous year. 
The directors state that, although no definite opinion can 
be formed as to the business prospects for the current year, 
they believe that after the termination of the war exception- 
ally large requirements will be experienced for the re-estab- 
lishment of destroyed values and the replacement of stocks 
which have been entirely exhausted. | 


Opportunities for Manufacturers in Russia.—A corres- 
pondent.of the Electrical World ’’ states that the oppor- 
tunities for electrical trade are great in Russia, but it is 
not a simple matter to secure and develop the trade. The 
most densely populated parts of Russia, starting from the 
Gulf of Finland, are the cities of Revel, Riga, Windau, 

. and 
Scandinavian descent, and prefer to talk German rather 
than Russian. The people living between Mittau and War- 
saw are of Lithuanian and Polish descent, and do not like 
to talk Russian at all, because they hate Russians and the 
Russian language, so that one must use German if he 
wishes to transact business with them. Most of the ap- 
paratus in service is operated at 110 volts or 220 volts direct 
current, except the street railways, which are 600-volt 
systems. A small part of the apparatus is of English make. 
American goods are considered superior, but the people know 
very little about them. For American manufacturers wish- 
ing to open offices for consulting engineering or sales work 
in Russia the best location is Riga or Petrograd. The office 
should be put in charge of a Russian-American who 19. 
familiar with Russia and her people and with American 
advertising. 


Rifle Shooting.—Like most other districts, Merrie Isling- 
ton has its Civic Guards, and a site for their rifle practice 
has been offered, free of charge, by Messrs. A. P. Lundberg 
& Sons, adjacent to their works, which are practically in the 
centre of the borough. 

Board of Trade Assistance.—The Commercial Intelligence 
Branch of the Board of Trade has issued its weekly list, to 
April 3rd (No. 15), of inquiries for sources of supply of 
goods. ZEE. | 
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Munitions of War.—The following are the terms of a 
resolution, passed by the undernoted societies on Sunday last, 
with respect to the production of munitions of war:—'* We, 
representing the trade unions in the shipbuilding and 
engineering trades of the North-East Coast, welcome most 
heartily the establishment of a committee on which the 
working men, the employers, and the Government depart- 
ments are represented. We do not want any more speeches 
about the failings of the workers, the employers, or the 
Government; we want to pull together and get on with it. 
You may tell Lord Kitchener that we shall delwer the goods. 
The working man of the North-East Coast will do his bit.” 
The societies concerned are: Associated Blacksmiths, 
Boilermakers and Iron.and Steel Shipbuilders, United Brass 
Founders and Finishers, Amalgamated Cabinetmakers, 
General Union of Carpenters and Joiners, Northern Engine- 
men's Association, Amalgamated Society of Engineers, 
Electrical Trades Union, Gas Workers? and General 
Labourers’ Union, National Amalgamated Union of Labour, 
United Machine Workers, National Amalgamated Union of 
Painters and Decorators, United Patternmakers, United 
Operative Plumbers, Ship Construction and Shipwrights’ 
Association, Sheet Iron Workers’ and Light Platers’ Society. 
United Kingdom Society. of Smiths and Strikers, Amalga- 
mated Society of Woodcutting Machinists, Ironfounders’ 
Association, Steel Smelters, and Amalgamated Society of 
Carpenters and Joiners. 

Municipal Workmen for Armament Factories.—The 
appeal of Lord Kitchener for the Birmingham Corporation 
to release as many men as possible from its services, in 
order that they may be employed by the Government in the 
manufacture of munitions and other war requirements, has 
received full consideration, as a result of which the Lord 
Mavor of Birmingham has issued a statement in which 
he shows that, while speedy compliance is not easy, secing 
that a large number of the Corporation’s employés are 
already serving with the Colours, it can, by the exercise of 
care and the re-organisation of duties, spare 1,062 men, 
taken from the following departments:—Public works, 233; 
gas, 200; water, 57; electric supply, 5; lighting, stables and 
refuse disposal, 165; parks, 48; public health, 20; estates, 9; 
asylums, 1; tramways, 311; education, 13. Of the large 
number already serving with the Colours (2,615 out of 
15,267, or 17 per cent.) 155 (out of a total of 701, or 22 per 
cent.) are from the electric supply department, and 895 (out 
of a total of 3,430, or 26 per cent.) are from the tramways 
department. | 

Germans at Shanghai.—The “Times " correspondent at 
Shanghai states that British shareholders there are making 
a determined effort to unseat all German directors of British 
companies. The feeling is strong that in order to uphold 
British prestige the Government should definitely declare 
trading with enemy subjects in China illegal." ^ 

Enemy Goods for Australia.—4An Australian paper just to 
hand states that about the middle of February a large 
70 8 of machinery, addressed to the Sydney Municipal 

ouncil, was detained by the Customs authorities on 
the ground that it was enemy goods. The machinery was 
taken to Sydney in the Annam ” from Copenhagen. 

Roll of Honour.—Private Geo. Riley, of the 4th Liverpool 
Regiment, who has died from wounds received at Neuve 
Chapelle, was formerly employed by the National Telephone 
Co., at Stockport. He was 19 years of ave. 

Intelligence has reached St. Albans of the death at the 
front of Mr. Frederick Vicary Smith, who was an electrical 
engineer at the North Metropolitan E.P. Supply Có. at Camp 
Field, St. Albans. Deceased, who was in his 23rd year, 
went to France on Christmas Eve with the Herts. Regiment. 
He was buried in the town cemetery of Bethune. 

Personal.— Mr. W. E. Miller, one of the representatives of 
the electrical cooking and heating department, of Carron 
Company, has been granted a commission in the 16th Bat- 
talion Highland Light Infantrv. Since the war commenced, 
about 60 per cent. of the staff of this department have 
, enlisted. 


BUSINESS NOTES. 


Catalogues and Lists, —Messns. Iranie ELECTRIC 
Co., LTD., 147, Queen Victoria Street, London, Е C.— Pamphlet 
No. 623 (reprint), describing the firm's new push-button system of 
contro] for printing machinery, 

Mk. G. BRAULIK, 8, Lambeth Hill, Queen Victoria Street, London, 
E.C.—Leafiet describing the Express electric lamp fixer for 
changing metal-filament lamps from 10 to 100 с.р. s in their sockets 
by a patent grip, which works in conjunction with a special wooden 
support. : 

THE BRITISH Тномѕох-Ногхтох Co., Ltp., Rugby.—Descrip- 
tive list No. 2.213 on B.T.H. type D.H. continuous-current 
generators uo to 150 Kw. 

Mrssus. HOLLINGS & Quest, LTD, Thimble Mill Lane, 
Birmingham,—i0-page catalogue containing brief descriptive 
notes concerning, and illustrations of, their hydraulic presses, 
pumps, accumulators, valves, «^., for all purposes. 

Messrs, J, Н. HOLMES & Co., Neweastle-on-Tyne.— Illustrated 
leaflet No. 124 gives particulars of paraffin-electrio welding planta. 


An Australian Exhibition.—A scheme is on foot for 
holding an Empire Trade Exhibition in Sydney next September. 


Bankruptcy Proceedings.—^A. WHITELEY, electrical 
and me>hanical engineer, Llandudno.—Last day for proofs for 
dividend April 28th. Trustee, Mr. L. Hugh-Jones, Official Receiver, 
Orypt Chambers, Chester. 


Liquidations,—PREMIER LIGHTING AND ENGINEERING 
Co. Ltp.—A meeting will be held on May 14th, at 4, Charter- 
house Square, E.C., to hear an account of the winding up from the 
joint liquidators, Меватв. J. P. W. Goodwin and E. Н. Hawkins. 

METAIATE, LTD.—4À meeting will be held on May 20th at 9/10, 
Panoras Lane, E.C., to hear an account of the winding up from the 
liquidator, Mr. G. S. Clarke. 

PURE LUBRIOATING OIL Co., LTD.—A meeting will be held on 
May 15th, at 125, High Holborn, W.C., to hear an account of the 
winding up from the liquidators. 


Book Notices .— The Universal Electrical Direc- 
tory (J. A. Berly's). 1915. London: H.. Alabaster, Gatehouse 
and Co. Price, complete "B,'215.; “A” (British and Colonial 
only) 12=. — The electrical trade has come to regard the 
Red Book of the electrical industry as one of the most essential 
parts of its office equipment. Though the work of checking and 
revision of names and addresses on so large a scale in all parte of 
the world has been exceptionally difficult owing to the war, the 
contents have been rendered as complete and accurate as could 
well be expected. The entries in directories, likè everything else 
British, European and Colonial, must inevitably be affected by 
present international occurrences, seeing that many electrical men 
in many countries are still young and of military sge, and that 
colossal death-rolla and changes of occupation will yet ensue 
before hostilities come to an end. These unfortunate circum- 
stances, however, in no way lessen the need for this publication ; 
indeed, it may be said that the Colonial and foreign trade aspects 
of the position render it more necessary than ever, for British 
electrical manufacturers and traders are particularly anxicus to 
secure information respecting undertakings in other countries 
which, under the anti-German and anti-Austrian sentiment of the 
times, want to secure British machinery and apparatus. The book 
itself is so well known, now that it has reached ite 34th year of 
publication, that it is needless to detail its contents. It is a 
directory pure and simple, of electrical and allied men, companies, 
and eyatems, and is divided up into suitable sections covering 
respectively British, Colonial and foreign countries, Continental 
countries, and the United States. The alphabetical sections in 
each case are followed by classified trade sections, and, as usual, 
there is the well-tried British geographical section which 
travellers and others во highly value. The information regarding 
systems of supply at home and abroad is another department in 


` which the Red Book has thoroughly established its reputation for 


usefulness. For the convenience of those who require only the 
British and Colonial sections these are published separately as 
Vol. A. 

British Standard Specification for Portland Cement. A new 
elition of the British Standard Specification for Portland Cement 
(No. 12), one of the most widely adopted of the Reports issued by 
the Engineering Standards Committee, has just appeared. 
Increased fineness of grinding of cement has been legislated for, 
and the minimum tensile strength at seven days of both neat cement 
and cement and sand has been raised. The clauses dealing with 
the preparation of the briquettes have been amplified, the pro- 
cedure being described in greater detail than has previously been 
done. In the case of both neat cement briquettes and cement 
and sand briquettes, ramming or hammering is expressly pro- 
hibited. The growth of tensile strength at 28 days, both for neat 
cement and for cement and sand, is now given in the form of a for- 
mula in place of the fixed percentages which have been specified 
hitherto. Ail the plates have been entirely re-drawn,and two new 
plates have been added to the specification, which can be obtained 
from the Committee at 28, Victoria Street, S.W., price бв. net. 

The Telephone Review of the New York Telephone Co. has 
brought out a '' Triumph of Science Edition " to commemorate the 
completion of the Trans-Continental telephone line on January 25th ; 
the issue is worthy of the great occasion, and contains a number 
of interesting illustrations and articles bearing. upon the work 
which first enabled the human voice to be conveyed over a distance 
of 4,500 miles. We extend our congratulations to the company 
both on the achievement itself and on the memorial which it has 
published. 

Journal of the Institution of Mechanical Engineers." 
April, 1915. London: The lastitution. 

“Journal of the Röntgen Society." No. 43, Vol. XI. April, 1915. 
London: Smith & Ebbs. Price ts. net. 

"Transactions of the North-East Coast Institution of Engineera 
and Shipbuilders.” Vol. XXX. Part 7. March, 1915. Newcastle- 


No. 4, 


on-Tyne: The Institution. Price 5s, 

"Electrical Eagineering." Vol. І. By T. C. Baillie. London: 
Cambridge University Press, Price 5s, net. 

“ Circular of the Bureau of Standards.” No. XXXVII. Electric 


Wire and Cable Terminology. Washington: Government Printing 
Office. 

Bulletin de la Société Internationale des Electriciens.“ Vol. V, 
3rd series. No. XL. March, 1915. Paris: Gauthier-Villars. 
Price 3 fr. К 

“The Post Office Electrical Engineers’ Journal.’ Vol. VIII, 
Part I. April, 1915. London: H. Alabaster, Gatehouse & Co. 
Price ls, net. 
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Our Trade with Australia.—In the course of an inter- 


view printed in a Sydney newspaper, Mr. G. T. Milne, British 
Trade Commissioner in Australia, after condemning rash gene- 
ralisations respecting the conservatiem of the British manufac- 
turer, and showing that United Kingdom trade was in a 
stronger position than ever before, stated :—'' The whole problem 
of how to get trade is changed from the days when orders 
to a very large extent filtered through the hands of the London 
merchant, and it was not necessary for the manufacturer to per- 
sonally engage in the hunt for markets. Nowadaye, the latter 
method must be praotised, or the manufacturer will be left at the 
post. This is the point up to which, the English makers must be 
brought—the systematic and persistent seeking of markets, and I 
hope to see English firms establish responsible representatives in 
Australia, so that the most satisfactory amount of trade may be 
done between this Dominion and the Old Country. Small firms 
could combine to be jointly represented here. It is in this matter 
of being thoroughly represented on the spot that the English 
manufacturer can hurry up with advantage, and, where it is found 
that the tariff makes it advisable, branch factories could be estab- 
lished in order to cope with the trade that has been secured by 
nursing the local market and studying its requirements,” 


Trade F CHISWELL & Co. 
announce that their offices are at Imperial House, Kingsway, 
London, W.C., and all communications should be addressed there: 4 
‚ THE HARPER ELEOTBIO PIANO (1910) Co., LTD., has changed 
its title to the Harper Piano Co., Ltd., as, while it will still oon- 
tinue the electrical side of its businese, it will do a bigger business 
than formerly in ordinary pianos. 


LIGHTING and POWER NOTES. 


Australia.—The Sydney (N.S.W.) city electrical engineer 
has submitted a report of the probable expenditure by the electric 
lighting department for three years ending December, 1917, beyond 

_what has already been approved by the Sydney Municipal Council ; 
this includes for the power house £200,000; new sub-station and 
showroom, £90,000; mains and alternating-current sub-stations, 
£300,000; new buildings for stores and testrooms, £25,000; 
making a total of £615,000.— Tenders. 


Bacup.—Marker Rates.—The T.C. has adopted a flat 
rate of 131, per light for electricity supplied to ocoupiers of shops 
and stalls in the market on market days, and a farther charge of 
jd. per light per hour on other nighte. 


Belfast.—Lanck DriESEL-ELECTRIC PLanr.—What is 
stated to be the largest Diesel engine so far constructed has 
recently been installed at the shipbuilding yard of Messrs. Harland 
and Wolff. The engine, which was built by Messrs. Sulzer, is em- 
ployed for the generation of electrical energy for lighting and 
power purposes in the shops; it is of the single-acting two-cycle 
type, and comprises six cylinders, 29°5 in. bore x 39°4-in. stroke, 
and has been designed to develop 3,750 H.P. at a speed of 112 B.P.M. 


Zurton - on-Trent.— RATE RELIEFT.— The T.C. is now 
recommended to appropriate 2 5, 000, instead of £4,000, from the 
gas and electricity departments іп aid of the rates for the ensuing 
year. 

Canada.—The Ontario Hydro-Electric Commission is 
now supplying current in bulk to three townships, 102 munici- 
palities, and over 800 rural industrial enterprises. It was antici- 
pated that by March over 100,000 H.P. would be distributed. 
The Chairman of the Commission recently stated that, apart from 
the benefit of cheap power to industries, the Province of Ontario 
would soon have 1,000 miles of publicly-owned electric railroads, 
and those would pay from the day they started operations. 
Already, in eome districts, electric power was being applied to 
farm work, Farmers were cutting their ensilage and filling their 
silos by electricity, and were commencing to use electrically- 
driven threshing machines, The farmhouses, barns and stables 
were also lit by electricity, and power was used for domestic 
purposes, such as washing and ironing, 

The Ontario Hydro-Electric Commission proposes to place all 
municipal electric plants under the management of local com- 
missions; & Bill to this end is now before the Ontario House. 
In Ottawa and Toronto, which cities both have municipal electric 
plants, the Commission will be composed of the Mayor ez-officio, 
one member appointed by the City Council, and one member by 
the Hydro-Electric Commission—a Board of three. At present 
the municipal plant is managed by the four members of the Board 
of Control and the Mayor. 


Carnarvon.—Proposep Loan.—The T.C. has applied 
for a loan of £500 for contemplated main extensions. The National 
Electric Construction Co. haa written, suggesting that if, as was 
anticipated, the L.G.B. refused to sanction loans for further 
extensions, the Council should agree to the works being transferred 
to it or to a subsidiary company, on terms to be arranged. It 
wae decided on April 6th to reply that the suggested transfer waa 
ultra vires, 


Continental Notes.—Norway.—The Odda Electrical 
Co. was started in 1913, with a capital of £500, to develop a small 
water-power, and up to the present its working shows a total 
surplus of no less than £800, or 145 per cent. of the capital. 
Electrical energy has been supplied for technical uses at such low 
prices as £8 рег H.P..year. Among the consumers are several 
farmers, who are using the energy for agricultural purposes, and 
as soon as the proposed extension of the station is completed, this 
example will be followed by pretty well all the farmers in the 


neighbourhood. 


The Municipality of Ovre Eker, near Drammen, has under erec- 
tion a new electrical works, which will derive their power from a 
waterfall at Hangsund. The station will be completed in the 
course of the summer, and the energy is partly to be used for 
industrial purposes. 
© It is reported from Notodden that the building operations at 
Rjakan II have been making good progrees, and it ів expected that 
the electrical station and the nitrate factories will be completed 
sometime in the course of the autumn. 

The nitrate works at Notodden are to be extended, and four 
large acid towers provided in addition to those already in use. 

The Jarge works for the manufacture of ammonia have been 
completed, and are now in full use. This product was previously 
imported, but now the company not only meets ite own require- 
ments, but also disposes of a good deal for export. 

The new electrical works at Skien have been taken over by the 
municipal authorities; energy is derived from a waterfall, which 
is located in a distance of 54 miles from the town. The сові of 
the new works amounted to £34,000, and there are now subscribers 
to a total amount of 1,200 Н.Р. of which 600 н.р, are {о be 
employed for lighting purposes. The revenue from this is eati- 
mated at £7,000, and the total expenses at £6,300. 

SPAIN.—A concession has been granted for the establishment of 
a plant to utilise the water-power of the River Molins, near 
Tobera (Province of Burgos), in the generation of electrical energy 
for lighting and power purposes in the district. . 

A further concession authorises the use of the waters of the Rio 
Mundo, in the Province of Albacete, for the production of electric 
power.—J2.of T. Journal, 

HOLLAND.—A Special Commission, which was appointed some. 
three years ago in order to investigate the question of the national 
supply and use of electric current, has recently completed its 
report. The consumption of electric current for lighting is ex- 
pected within the next few years to amount for the whole country 
to 84,787,000 Kw.-hours per annum, 

The result of the investigation shows that the larger industry 
should not pay more than 0°4d. to 0'6d. per Kw.-hour (and at this 
price some of the large stations are already able to supply current), 
whilst the smaller industries probably would use electric energy 
even at a price of 1°6d. to 2d. per Kw.-hour, The annual consump- 
tion to be expected is calculated at 170,858,000 Kw.-hours for the 
larger industries, and 12,151,000 Kw.-hours for the smaller 
industries, 

The amount of electrical energy likely to be wanted for agrioul- 
tural purposes is estimated at 3,690,000 Kw.-hours, but a consider- 
ably larger aniount is calculated for the many pumping stations, 
locks, &c., peculiar to Holland. These installations require a con- 
siderable amount of power, which is at present supplied by wind- 
mills, steam engines, motors and several electric stations, The 
former represent an aggregate capacity of 6,700 KW.; the steam 
engines, &c., of 18,740 Kw.; and the likely annual requirement 
of electric energy is calculated at 13,500,000 Kw.-hours. This 
figure would be more than trebled should electric power also be 
used for the contemplated laying dry ofthe Zuyder-Zee, inasmuch 
as this is expected to demand an annual aggregate of energy of 
about 34,000,000 Kw.-hours, At present there is electric traction 
on the Hague-Rotterdam Railway and on eight tramways, but 
there is a question of electrifying, perhape, half-a-dozen other lines 
where steam traction is used at present. 


Crewe.—The Electric Lighting Committee has deferred 
consideration of an application from the Crewe Tradesmen's 
Association for electricity meter rente to be dispensed with until 
after the war, 


Dartford.—O wing to the increased cost of coal and to 
the fact that the new plant is not yet in working order, the 
Electricity Committee anticipates a deficiency of £1,072 in the 
working of the undertaking during the six months ending 
September 30th next. 


Dewsbury.—PusLic LiaHTING.— The Electricity and 
Tramways Committee has approved of the eleotrical engineer's 
estimate, amounting to £3,460, for lighting the streets in Ravens- 
thorpe by electricity. 


Dover.—L.G.B. Їхоттвү.—Ап inquiry was held on 
April 14th into the Corporation's application for a loan of £6,000 
for new plant at the electricity works. The electrical engineer 
states that if the loan is refused other steps can be taken at the 
works, 


Dunfermline.—The contractors for the new reservoir 
at Glenderon, Messrs. P. & W. Anderson, Ltd., propose to lay down 
a complete electrical installation for the driving of all the plant 
required in the constructional work. 


Eton.—On account of reduced lighting, the electricity 
company has allowed а reduction of 45 bs, from the lighting 
account of the V. D. C. 5 2 E 
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East Grinstead.—B. or T. Ixqur&v.—On April 7th 
an inquiry was held regarding the application of the U.D.C. for a 
prov. order for electric supply. It was stated that there was a 
demand for electricity, and that at the present time there were 29 
private electric light plants in the town. A private company wae- 
registered 19 or 20 years ago for the purpose of providing elec- 
tricity, and the gas and water company in 1892 obtained power to 
apply for an order, but nothing had been done in the matter. It 
was proposed to run the works in connection with the refuse de- 
structor, and the estimated oost was about £10,000. A hurried 
canvass taken at the request of the B. of T. showed 103 applica- 
tions in the compulsory area and 74 outside, with only seven 
refusals. The estimates showed a losa of £182 on the first year's 
working and £68 on the second, and a profit of £102 on the third. 
Only seven persons objected to the scheme, and they resided within 
300 yards’ radius of the proposed site, which had been approved by 
the L.G.B. for the destructor. 


Hale.—PROOSED E.L.—The Aldershot U.D.C. has 
empowered the chairman of the Lighting Committee, the electrical 
engineer and the clerk to discuss with the Farnham U.D.C. the 
question of electric light at Hale. The parish is within the area 
of supply for electricity of the Farnham Gas Co. ; and writing to 
the Aldershot Council on the matter, the chairman of the Farnham 
U.D.C. says that ít appears to his Lighting Committee that it 
should not be within the gas company's power to sterilise that part 
of the urban district in regard to the provision of electrio eupply, 
s that it may not be impossible to secure the desired supply by 
0 means, 


Hendon.—The specifications of work in connection with 
the installation of electric light, Ko., prepared by Mr. H. S. 
Brackenley, have been adopted by the Guardians, 


Holme (Yorks.),—V1LLAGE LianTING.—AÀn electricity 
scheme has been promoted locally. It was decided to work it with 
800. £1 shares, and the villagers quickly applied for 1,110 shares, 
and there had to be a process of selection. The company has 
acquired an old mill with water power, by which it is proposed to 
generate the current. During the Easter holidays the young men 
of the village gave their services in making oertain desired altera- 
tions to the premises. A dynamo is to be purchased. The contract 
for the wiring has already been let to Messrs. Graham & Co., of 
Huddersfield. Public and private lighting will be undertaken. 
For house lighting it is proposed to charge & minimum of 308. per 
year for three lighte, with an extra charge of 4s. per year for addi- 
tional lampe. ы . 


India.— The electrification of the Bombay Mint will be 
taken in hand shortly, and Captain Willis, R.E., is returning to 
Bombay for the purpose.—7ndian Engineering. 


Irish E.L, Schemes.—A Tipperary journal mentions 
that electric lighting is steadily coming into more general use in 
the towns of that extensive county. Fethard was the first to try 
the system ; Rosorea is now lighted by an electric plant established 
at the local bacon factory; Clogheen has replaced oil lamps by 
electricity for public lighting, and Cahir has taken steps to form a 
company to supply electricity ; Enniscorthy, in Oounty Wrexford, 
has taken steps, through its Urban Council, to obtain a prov. 
order to carry out a scheme. ` 


Leigh.—Proposep Loan.—Application for sanction to 
the borrowing of £2,813 for extension of plant at the electricity 
works is to be spught by the T.C. 


Lincoln.—Rate RELIET.—The Electricity and Tram- 
ways Committee has decided to recommend that out of the current 
years profits the sum of £1,500 be applied in the relief of rates 
for the year ending March 31st, 1916, and that, if necessary, a 
further sum of £500 be available. 


London,—5T. MARYLERONE.—AÀ statement as to the 
December quarter's working shows that the gross profit was 
£39,797, as against £45,143 in 1913, the decrease being due to 
reduction in income amounting to £6,378, while expenditure fell 
by £1,032. Some 1,614.501 units were sold, as against 5,391,954 
in the same period of 1913. Taking the nine months to December, 
the gross profit was some £3,74 lesa than for the same period of 1913. 
As regards the estimates for the year 1915-16, special charges due 
to the war figure at £12,000, while capital charges are about 
£800 higher, and taking all into account a net credit balance of 
£2,626 is expected. 


Loughrea, Co. Galway.—Mr. John Murphy, who has 
been for some years in charge of the electrio lighting plant at 
Clonmel Asylum, has been appointed manager of the new electric 
lighting works at Loughrea. 


Middleton.— MILL SurPLy. — The T.C. has made 
arrangements with the Manchester Corporation for a supply of 
electricity for Neva Mills, and- the laying of the cable will cost 
Middleton about £3,000. The cable will be big enough to bring 
electricity to the mill and to supply the borough generally if 
necessary, and the town will thus havea sort of stand-by. The 
arrangement with the mill is for 20 years, but may be terminated 
at the option of the mill company at 7, 10 or 15 years. 


Newport (Mon.).—Priczk IN CREASE.—Owing to the 
increased cost of coal, materials, and labour, the Electricity Com- 
mittee of the T.C. has decided to raise the price of current after 
June by 20 per cent, | 


Oulton Broad. — RrsrRiCTED — LiGHTING. — The 
Electricity Oo., having been applied to for an abatement off the 
public lighting acoount for the quarter just closed, owing to 
restricted lighting, has offered 10 per cent. e U.D.C. has replied 
that it is of opinion that it is entitled to a much larger abatement, 
if not total exemption. f 

Portstewart, — Е... SCHEME.—A system of electric 
lighting was introduced last week and has proved a sucoess, The 
current is produced at Millbank, where a power station has been 
fitted up. 


Queensbury.—The U.D.C., after considering amend- 
ments to the Bill of the Yorkshire E.P. Co., has decided to 
support the Bill. 


Runcorn.—The Mersey Power Co., Ltd., announces 
that in spite of the present abnormal price of coal, ite charges for 
current are not being increased. 


Shanklin. — Restricrep  LiGHTING. — The Isle of 
Wight E.L. Co., having offered a deduction of £37 10s. from the 
lighting account for the March quarter on account of restricted 
lighting, the U.D.C. has asked for a farther reduction, as only 17 
of the 222 lamps are in use. 


Shelf.—The U.D.C. has decided to support the York- 
shire Electric Power Co.'s application for lighting powers. 


St. Annes-on-Sea, —The electrical engineer reports that 
lately there has been a gratifying increase in the output of current, 
the demand for heating purposes being especially notable. The 
consumers number 1,622. 


Stafford,— After having received reports from the gas 
and electrical engineers and considered the matter, & special Com- 
mittee recommended to the T.C. on Tuesday that— (а) The con- 
trolof the ga3 and electricity works continue under one Committee 
as at present; (^) that no change be made in the management of 
the gasworks; (с) that Mr. W. H. Robins be appointei engineer 
and manager of the electricity works, presenting his reports direct 


to the Committee ; (4) that Mr. W. M. Valon be appointed secretary 


for the electricity works, and oountersign all orders exceeding £10 
in value. 
A proposal was made for plaeing the two concerns under 


separate control but was defeated, and thé Committee's recom- . 


mendations carried. 


Swansea.—tThe electrical engineer has forwarded to the 


L.G.B. s list of employés who could be spared from his department 
for work on the manufacture of munitions of war. 


Sheffield.—The Establishment Committee has approved 


of the Electric Supply Committee appointing an assistant mains 
engineer. The Electric Supply Committee has received an appli- 
cation from the military authorities for a supply of current to the 
South Yorkshire Asylum, Wadsley, outside the area of supply ; it 
is proposed to make application to the B. of T. for sanction to the 
supply being given. 

Тогдпау.—Ркороѕер Loan.—The L. G. B. has refused 
to sanction a loan of £1,800 for the purchase of property required 
for offices and stores in connection with the alterations at the 
generating station. The Electric Lighting Committee has asked 
the town clerk to make such financial and other arrangements as 
may be required to meet the case, and to communicate with the 
Board expressing the hope that the application would be con- 
sidered at a future date. Ж 


Tunbridge Wells.—Arising out of the recent L.G.B. 
inquiry into the application of the T.0. to borrow £8,137 for 
electric lighting purposes, the Lighting Committee has reeolved to 
instruct the engineer to report on the provision of steel headers to 
two boilers in place of the existing cast-iron headers, and on the 


running non-condensing of the plant, &c., during the proposed 


rebuilding of the existing oooling tower; also to instruct the 
clerk to complete the contract with Witting & Partners for dis- 
mantling the existing cooling tower and building the new tower. 
The Committee has adjourned consideration of the report on the 
extension of mains until after the extension order has been 
granted by the B. of T. Application is to be made to the Board 
for consent to the supply of energy to Rusthall and Southborough, 
outside the area of supply. 


Turton (Lancs.).—4A number of applications have been 
received for electricity at Edgworth, but the D.C. has deferred 
consideration of them until after the war in consequence of the 
деатпевв of materials and labour. | с 


Walsall.—Loan Sanctiox.—The L. G. B. have sanc- 
tioned the borrowing of £16,700 for the purposes of the electricity 
undertaking, viz., £13,000 for mains, £500 for services, and £2,900 
for transformers. In view of the representations made by the 
Board in favour of reducing capital expenditure, the Committee 
has decided that any further extensions which are not required 
by manufacturers for war purposes will, for the present, 
be only carried out on the applicant providing the cost of the 
service. The electrical engineer has been given instructions to 
negotiate for a site in the Bescot district for a sub-station. 


Warrington.— The Electricity and Tramways Committee 
has decided that the rent charged to tradesmen for the hire of 
outside arc lamps be reduced by one-half owing to the reduced 
lighting regulations, 


- 
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Wigan.—Prorosep LoAx.— Application is to be made 
to the L. G. B. for sanction to borrow £6,000, the estimated cost of 
two boilers for the eleotricity works. 


Willesden.—In the course of his speech as to the year's 
working, Mr. G. H. Hisoocks, referring to the electricity depart- 
ment, (said that the 12 months started well in advance of all 
previous years, and up to the outbreak of war the purchase of 
energy from the Power Oo. showed an increase of 20 per cent, 
This state of affairs, however, could not continue in view of the 
large reduction in public lighting since that date, but much new 
business had been secured, and the probable result of the year's 
working will be that the purchase from the Power Co. will be 
about 5 per cent. higher than in the preceding 12 months, while 
з number of important developments are being put in hand by 
various firms which, it is hoped, will subatantially and permanently 


| increase the revenue of the department. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—The Corporation Tramways Committee has 
instructed the manager to report as to the cost of altering the 
stairs on the cars recently operated on the P.A.Y.E. system, to the 
ordinary arrangement, | 


-Bolton.—RxrsrRicTED SERVIOES.— In consequence of 
enlistments—25 men from the department enlisted during the 
week-end—the Tramways Committee has this week curtailed the 
oar services on five routes, and further curtailments on other 
routes will be made as and when necessary. 


Canada.—The equipment of the Montreal Tramways 
Co. at Hochelaga power station has been extended by a 2,000-Kw., 
1,800 в.р.м. turbo-alternator set, to be used for peak loads and as 
stand-by, and capable of withstanding 25 per cent. overload for 
24 hours, and 50 per cent. overload for two hours, The turbine is 
by Belliss & Могоот, and its moderate speed is claimed as а 
special feature. The guaranteed steam consumption is 9'8 lb. per 
H.P.-hour, using steam at 200 lb., 570° Е. and with 28 in. vacuum. 
The blading is of the impulse type, the disk stage comprising two 
rows of Curtis steel blades compounded for velocity and the drum 
stage, phosphor-bronze blading compounded for pressure. A Michell 
main thrust bearing is used with a ball thrust coming into action 
only if the main thrust fails. Main and emergency governors act 
through an oil relay system, and a multi-jet ejector oondenser is 
used. The alternator is a standard Swedish G.E.C. machine with 
35-K w., 575-KW. engine-driven exciter. 


Edinburgh.—The Tramway Committee is experiencing 
diffüioulty in getting & self-propelled car for the purpose of experi- 
menting, and at last week's meeting it was suggested that as an 
alternative, one of the present cars be converted. ` 

A report by the Tramway Committee as to the cost to the city 
had Colinton tramwaya been purchased (as suggested by the Com- 
missioners at the recent provisional order inquiry) shows that for 
the prics which the Corporation was asked to pay (£9,000), it 
would receive nothing of any value to it. The Corporation would 
have been liable for a sum of probably £12,290. The Tramway 
Committee has unanimously approved of the action of the Sub- 
Committee in declining to accept the conditions laid down by the 
Commissioners. 


Manchester,—The Tramways Committee has decided 


to recommend that steps be taken with a view to an application 


being made in Parliament in the Session of 1916 for an extension 


of time for the construction of the Northenden Road (Sale) 


tram ways. 

At the meeting of the Tramways Committee, on Tuesday, a 
statement was issued showing that the number of eligible men in 
the service of the tramways at August Ist, 1914, was 2,895, but 
since then no less than 56'31 per cent. have joined the Colours. 
This number includes 376 married and 753 single men, total 1,629. 
Two hundred trolley boys have joined the Army. The total 
liability of the Committee for dependents is £1,113 per week, and 
since the outbreak of the war £26,924 has been paid. 


- Oldham.—A report by the general manager that there 
was not a satisfactory weather-screen device for tramway drivers 
on the market, was criticised at a meeting of the T.C. on April 7th ; 
it was stated that 70 per cent. of corporations and companies used 
screens of one sort or another, and that further inquires were 
being made. | 


Rochdale.—YeEar’s WonkiNG.—The gross tramway 
receipte for the year ended March 318 (excluding Heywood's pro- 
portion) amounted to £78,771, or £226 more than in the pre- 
ceding year. The undertaking is said to be the only one in 
Lancashire, save Preston, which reports increased takings last 
year. 


South Shields, — Yrar’s Workixc.— The tramway 
receipts for the year ended March 31st last totalled 439,627, com- 
pared with £38,260 in the previous year, an increase of £1,376, 
The miles run were 927,727, an increase of 29,712, and the 
passengers carried numbered 10,179,121, as compared with 
10,005,164, an increase of 474,257, 


U.S.A.—ELEcrric Cass.—Some trials are being made 
in New York with an electric taxicab in connection with a proposal , 
to start a service of such vehicles at the principal railway termini. 
The vehicle is covering a distance of 70 miles per day on a single 
charge of the battery, plus an hour’s boost at mid-day.  . 


Walsall.—The tramway manager has been instructed 
to proceed with the relaying of a portion of the Walsall Wood 
tramway extension as soon as the work in connection with the 
new road from Ablewell Street to Birmingham Road has been 
completed. 

YEAR'S WORKING.—The net profit of the Corporation tram- 
ways for the past year amounted to £2,479, of which it is 
proposed to devote £32,000 to the relief of the rates. It was 
pointed out that the passenger receipta amounted to £34,310, and 
they had carried free 81,000 soldiers and 2.000 refugees. In con- 
nection with an application by the employés for increased wages, 
а proposed Corporation bonus of 2s. to 28. 6d. per week is not 
cipis as satisfactory, and something in the nature of a deadlock 

arisen. 


 TELEGRAPH and TELEPHONE NOTES. 


Post Office Tube Flooded.—4A sudden inundation 
of the Post Office tube, which imperilled the lives of a gang of men 
working on ite construction, oocurred about midnight on April 8th. 
The tube, after leaving the Post Office at Mount Pleasant, runs 
westwards under the centre of Calthorpe Street at a depth of 
between 40 ft. and 60 ft. Ten meh were working in the head 
shield, cutting their way through the earth, when the water began 
to ooze through uponthem. At first they tried to keep it out with 
boarding, but the percolating water gradually gained in volume, 
and at length the men had to run for their lives, The last man 
had scarcely got to a place of safety when there was a tremendous 
rush of water. In a very short time the tube was full. Many days 
must elapse before work on the tube can be resumed. Shortly 
after the inundation there was a sudden subsidence of the road- 
way in Calthorpe Street, leaving a cavity 20 ft. deep.—77e 
Times, : 


Secret Wireless on Board Ship.— Recently the 
Dutch wireless stations intercepted a message from Zeebrugge in 
code, which was found to refer to the movements of shipping, 
and suspicion was aroused that it was addressed to a large German 
ship called the Main, which was lying in the harbour at Flushing. 
On examination it was found that a secret wireless installation in 
full working order existed on the vessel, the serial wires being 
coiled round the mast and rigging. The incident was regarded 
as з grave breach of Dutch neutrality, and orders were given to 
prevent the further use of the installation. 


The Telephone Service.—Hitherto it has been the 
practice to employ only male operators for night duty in the 
London telephone service, but it has now been decided to call up 
women operators for this purpose, owing to the large number of 
men who have enlisted for war service. They will be called upon, for 
four nights a week, to take up their duties at 8 p.m. and finish at 
8 a.m., іп conformity with the official schedule of 48 hours a week, 
Three hours out of the 12 are to be given for rest. й 

The necessity for the innovation is apparent when it ів con- 
sidered that out of the male staff of 1,500 as many as 440 haye 
gone on active service, All these are paid their full salaries, leas 
Army allowances, and guaranteed their positions when they 
return. 

Ten of the staff have been killed in the war, and in accordance 
with the arrangements made their dependents have received a 
year's salary.— Daily News, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aldershot.— April 20th. U.D.C. One 400-Kw. D.C. 
turbine set, complete with surface condenser and circulating 
pumps, Ko. One water-tube boiler with chain-grate stoker. See 
" Official Notices " March 26th. | 

May 4th. Steam and other pipework. Water-softening plant. 
See “ Official Notices " March 26th. 


Australia.—M ELBoURNE.—April 19th. 13, 560 yards 
of lead-covered cable, and 13 tons of bare hard-drawn copper cable, 
for the City Council. See “ Official Notices" March 26th. 

April 21st. 1.027,900 arc lamp carbons, for the Melbourne City 
Oouncil. See “Offcial Notices” April 9th. 

June 2nd. Electric lighting material for care (Contract 28,187). 
Tender box, Railway Offices, Melbourne. Particulars at Con- 
tractors’ Room, Spencer Street. Deposit j per cent. of amount of 
tender. | 
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June 2nd. Bogie trucks, wheels and axles for 10 cars of the 
St, Kilda-Brighton electric street railway (No. 28,621) for the 
Victorian Railway Commissioners." 

June 15th. Four mechanically-fired boilers, for the City Council. 
Specifications (£1 1s.) from the City Electrical Engineer. 

June 15th. City Council. One turbine-driven boiler-feed pump, 
two fuel economisers, circulating water pumps. City Electrical 
Eogineer. Specifications for each item, 5a. 

QUEENSLAND.—June Ist (instead of March 16th) P. M. d. 
Switchboard for Warwick. See "Official Notices’ March 26th. 

SvpNEY.—May 31st.. Three electric battery locomotives for 
Public Abattoirs, Homebush, for the Department of Public Works. 
ао K., 5s., from the Accountant, Public Works Depart- 
men 

The City Council will shortly invite tenders for 2,000 insulators, 
disconnecting switohes and fuses, incandescent lamps, and nitro- 
incandescent lamps. 


Specifications for the items marked * can be seen at the B. of T. 
Commercial Intelligence Branch in London. 


Basingstoke, — April 19th. Corporation. Diesel 
engine generating set, motor-generator, balancer, underground 
cables. See Official Notices " April 9th. 


Bradford.—April 17th. (a) 100 tramcar trucks, (B) 
200 motors, 200 controllers, 200 automatic circuit breakers, for the 
Tramway Department. Specifications (A and B) one guinea each, 
from Tramway Offices, 7, Hall Ings. ; i 


Darlington.—April 20th. Corporation. 25-ton over- 
head traveller and economiser, See ''O.ficial Notices” April 9th. 


Dundee, — April 28th. Corporation. Centrifugal 
ciroulating pumps, and 750 ft. of 42-in. and 30-in. cast-iron pipes. 
See " Official Notices " April 9th, 


France.— Electric traversers, D. C. electric railway motors, 
multiple unit control equipments, cables and wiring for traction, 
heating and lighting, for the Administration des Chemins de fer 
de l'Etat à Parir. Particulars can be obtained in the Bureaux du 


Service Electrique (3rd div.), 72, Rue de Rome, Paris, between 


3 and 5 p.m. on Tussdays and Fridays, up to April 30th. 


Glasgow.—April 16th. Corporation. Cables, meters, 
carbons. Se “Official Notices April 9th. 


Hull.—The Corporation Property Committee has decided 
that three e!octris'lifts be obtained, for the City Treasurer's Depart- 
ment, the City Accountant's Department, and the Rates Depart- 
ment. 


Italy.—NaPLEs.—April 50th. Tenders are invited for 
the supply aud erection of a transmission line, with metallic posts, 
from the hydroelectric generating station at Volturno (Campo- 
basso) to the *--eiving station at Naples. The estimated cost of 
the work is 1,131,955 lire, and a guarantee of 30,000 lire is required 
of the successful tenderer. Profile drawings, models of posts. &oc., 
with other particulars, may be obtained from the Consiglio- 
Generale dell'Azienda per l'Ente, Volturno, and tenders must be 
submitted by April 30th. 


Lincoln.—Tramway uniforms, for the T.C. The 


Electricity Works, Brayford Side North. 


| Manchester.— April 20th. Steel girder tramway rails 


and fish-plates. Mr. J. M. McElroy, General Manager (2 1 1s., 
returnable). 


April 14th. Corporation, Three 1,250 Kk. v. A. static transformers, 


See “ Official Notices" April 2nd. 
Mountain Ash,— April 26th. U. D. C. 


building, E. H T. underground cables, L.T. overhead lines and public 
lighting, E. H. T. switchgear, LT. switchgear and transformers, for 
Abercynon. See Official Notices” to-day. 


Rhondda.—April 17th. U.D.C. Installation, 88 wiring 


pointe, 88 lighting points, at the Council Offices, Pentre. See 
' Official Notices April 2nd. | 


Spain.— The municipal authorities of Valverde de 
Leganes (Province of Badajoz) have just invited tenders for the 
concession for the electric lighting of the town during a period of 
five years. 


Wallingford.—April 19th. Telephone installation, in- 


firmary to workhouse, with electric bell, for the B. of G. Mr. G. F. 
Slade, Wallingford. 


CLOSED. 


BRasingstoke.—The D.C. has accepted the tender of the 


Fleotrical Apparatus Co., Ltd., for the supply of three and five- 
amp. meters for a period of 12 months, 


Sub-station 


Australia.— The following tenders have been accepted :— 


Sydney City Council.— . 
Vehicle-charging apparatus.—Australian General Electrio Oo., £1,711. 
Centrifugal pumps (motor-driven) for power house.—Falkiner, Ltd., 2165, 
Travelling cranes for sub-stations Nos. 71 and 72.—Loke Muras, £ 
O.I. valves and mild steel chutes. —William Elder & Co., £110 158. 
Copper-olad steel cable.— Western Cable Co., £874. 


. Water Board.— 


No. 1 pumping station, Ultimo.—Centrifugal pumps and electric motors for 
Third Avenue low-level pumping station.— Zollner, Ltd. (a), £1,060 
(recommended); (b), £957; (c), 2941: (dì, 2778 ; (е), £989. 

Oentrifogal pumps and electric motors for Elliott Atreet low-level pumping 
station, Balmain. —Zollner, Ltd., (a) 41,014 (recommended); (5), 
£951; (с). £041; (d), £713. (e) £934. 

Commonwealth —Postmaster-General’s Department.— 

Telegraph Office, Deniliquin, 880 accumulators; Pritchetts & Gold celis, 
копоти! 877a, item 1.—4203, Wm. Adams & Co. (accepted), 175, Clarence 

reet. ЕЁ 

Erection of telephone line between Boree Creek and Greenvale.—#£33, 
M‘Donald Bros. 

жасо of telephone line between Myrtle Creek and Rappville.—4107, 

. Lancaster. 
Ereotion of telephone trunk line between Cootamundra and Junee,— 8,467, 
M Donald Bros. 
Queensland. f 
7,500 fuses in fibre tube, schedule 298, item 6.—£281, Western Electric Co. 
2,000 telephones.—James Paton & Co. 


The Richmond Council received the following tenders for a 
refuse destructor and auxiliary plant :— 


Horsfall& Co. ... - . £9,860 
Stirling Destructor "T . 9,280 
Heenan & Froude.. .. (accepted) 10,217 
Meldrum .. ýs ot Us .. 10,360 


The consideration of the tenders turned largely on the question 
whether a British or Australian engine should be required, and 
eventually it was resolved that the successful tenderer indicated 
&bove be asked to installa Kelly & Lewis engine and feed pumps 
of Australian manufacture instead of the English-made engine 
specified by them. As notice of motion for rescinding the reso- 
lution was subsequently given, the matter was st the date of our 
information (Februsry 17th) likely to be re-opened. 


Belfast.—Messrs. Venner Time Switches, Ltd., have 
again secured the contract for time switches for the ensuing 
12 months. Messrs. Chamberlain & Hookham, Ltd., have received 
a contract for meters. | 


Bolton.—The Corporation has placed a contract for the 
12 months’ supply of motor starting switches with the Electrical 
Apparatus Co., Ltd. ы 

The managers of St. Matthew's School have accepted the tender 
of Mr. J. Morris for installing electric lighting. 


Bradford.—The following tenders have been accepted . 


by the Committees interested :— 


John Brown & Co., Ltd.—200 steel tires, £437. 

Н. Summersgill.- Iron castings. 

Collinson Bros.—Wiring the East Ward Branch Library, £196. 
Smith & Croft.—Cable extensions, at Technical College, £80. 


Canterbury.—The T.C. has accepted the tender of Mr. 


8. Terry, of Canterbury, for an electric motor and fittings for the 
sludge-mixing apparatus at the irrigation works, at £58. 


. Clacton-on-Sea,—The U.D.C. has accepted the tender 
of Mesers. Fitch for an outlet for the Diesel engine cooler, at 
£13 4e. 


Croydon.— Messrs. Siemens Bros. Dynamo Works, Ltd., 
have secured the contract for the annual supply of Wotan, 
Tantalum, and carbon-filament lamps to the Corporation tramways. 


· Dartford.— The U.D.C. has accepted the tender of 
Messrs. J. Waddell & Sons for 350 tons of Kirkby rough slack for 
the electricity works, at £1 Is. per ton, and 150 tons of South 
Leicester nuts, at £1 2s. per ton. 


Dewsbury.— The Electricity and Tramways Committee 
has accepted the tender of the Mackintosh Cable Co., at £164, for 
a mile of cable, 


" Glasgow.— The Tramways Committee recommends 
acceptance of the following offers :— 

Switchboard, Govan Depôt.— Ferguson, Pailin & Co. 

Roller shutters, Langeide Shelter.—A. L. Gibson & Со, 


Adhesive tape.—L. Andrew & Co, 
Trolley wire.—J. Halley Craig. 


Hove.—The electrical engineer has reported upon the 
tenders received for the supply of a turbo-generator and a set of 
battery accumulators. He finds that the best suited for the 
Council's requirements are a turbine connected with two gene- 
rators in tandem. For this type of machine five tenders were 
received. When instructions were given to obtain tenders, it was 
contemplated that delivery could be obtained so that the new 
plant could be working in time for the next winter's load, but 
the engineer's opinion is that, owing to the war, the plant could 
not possibly be got to work before the middle of next December. 
The engineer points out that the prices are higher by 20 per 
vent, than they were three months ago, but that, in his opinion, 
the advantage to be gained in economy in working, and the 
savings to be effected in coal costa, outweigh the disadvantages of 
the increased first oost of the plant, and that had it not been for 
the Government's request to defer expenditure at the present time, 
he would have unhesitatingly advised the aoceptanoe of a tender. 


— —— — — HM Hl 
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The Lighting Committee, reporting upon the engineer's remarks, 
states that it has resolved to postpone the installation of the addi- 
tional turbo-generator plant, and to inform the tenderers 
accordingly. Nine tenders were received for the battery of 
accumulators, and the engineer recommends the acceptance 
of the Tudor Accumulator Co.'s tender, at £701, in respect 
of which the company aleo offers to maintain the same for a 


period of 10 years at а charge of £47 per annum. In оорјапо-. 


tion with this battery, the Committee reports that it will 
also be necessary to have the two sets of battery boosters referred 
to in the engineer's report of December last. The engineer sug- 
geste that separate prices for the dynamos and motors and switch- 
gear should be obtained, which would bring the cost of each unit 
below £100, and would enable the battery to be ready for work in 
12 weeke after the date of the order being given. The engineer 
strongly advises that the new battery should be got to work as 
soon as possible, as it would enable the Council to give a better 
distribution of electrical pressure and also effect a good economy 
in working. The Committee has therefore come to the conclusion 
that, notwithstanding the recommendations of the Government to 
curtail expenditure, the installation of the battery is of safficient 
importance to warrant the expenditure, and has resolved to re- 
` commend to the Council to accept the tender of the Tudor Acou- 
mulator Co. and its offer to maintain the batteries. The Council 
is also recommended to authorise the Committee to obtain and 
Install the two seta of boosters, &c. 


Hull.—At a meeting of the Corporation Telephone Com- 
mittee, it was decided that either of the two lowest tenders should 
be accepted for the supply of cablee, viz. : 2 


W. T. Henleg'a Telegraph Works Oo., Ltd.— 78. 
Union Oable Go., Lti 1517. i 


London.—BETHNAL GREEN.—The Electricity Com- 
mittee has acoepted the tender of Messrs. Mell. wes & Co., Ltd., at 
£52, for patent roof glazing with wired glaas at the new sub- 
statione. 

HAMMERSMITH —The Electricity Committee recommends the 
B.C. to accept the tender of the Electrica] Apparatus Oo., Ltd., for 
the supply of ordinary meters for a period of tbree years, on the 
understanding that the price of brass rod in March, 1916, is not 
above 9d. per lb. Should this price increase the company's price 
to the Council would be advanced 5 per cent. Also tenders for 
insulating box filling compound, Limmer te Paving Co., and 
for the purchase of scrap metal at the eleotricity works, Messrs. 
W. & Н. Cooper. 

Manchester.—Among tbe tenders acoepted for general 


etores required in the Tramways Department for the ensuing 
12 months are the following :— 

Connolly Bros.—Oable (power and lighting), bell wire, 

Till & Whitehead, Ltd.—Sh -et copper and brass wire rod and strip. 

F. Smith & Co., Ltd.—Steel wire for armature banding. 

Richard Johnson & Nephew, Ltd.—Galvanised-steel cable, &c. 

John Ash'on & Sons, Ltd. — Leather belting, &c. 

D. Moseley & Sons, Ltd.— Canvas and fire-hose. 

British Thomson-Houston Co., Ltd.—Motor and controller parta (B.T.H. 
equipment), motor cases (B.T.H. equipment), brush holders and spare 
p ( H. equipment), balf-watt incandescent lamps (tungsten 

rawn-wire fllaments). 

D. C. Bate.—Circuit-breaker handles (B. T.H. equipment), prersed asbestos 
division plates (B. W. equipm nt) (portion), fibre dust riags. 

Dick, Kerr & Co., Ltd.—Motor and controller parts (D.K. equipment), 
motor cases (D.K. equipment), armature and field coils (D.K. equip- 
ment), controller fingers (D.K. equipment: 

British Westinghouse Electric & Mfg. Co., Ltd.—Motor and controller 
parts (B.W. equipment), armature and fleld coils (B.W. equipment) 
spare parte for brush holders (B.W. equipment), traction lightning 
arresters. 

8. Gratrix, jun., & Bros., Lt '.— Hinge pins, aro lamp globes, &c. 

L. Andrew & Co.—Fullerboard and mica tubes, fibre, &0., insulation tape, 
Chatterton oompound, &c. | 

.Electro-Mechanical B.ake Co., Ltd.—Resistances (grid type) and spare 


ris. t 

H. Wallwork & Co., Ltd.—Grids for resistances. 

P. R. Jackson & Co., Ltd.— Assembled commutator segments (B.T.H., D.K. 
and B.W. equipments), armature and fi-ld coils (B. T.H. equipment). 

Kay & Co.—Brush holders and spare parts (D.K. and B.W. equipments), 

Electrical Supplies Co., Ltd.—Controller fingers (B. T. H. and B.W. equip- 
ments) (portion). 

Dyer A Young.—Controller fingers (B. T. H. and B.W. equipments) (portion). 

Equipment & Engineering Co., Ltd. —Trolley poles, trolley heads, &c. 

рик & Gorham, Ltd.—Incandescent lamps, traction type (drawn-wire 

ament). 

General Electric Co., Ltd.—Incandescent lamps (carbon filaments and 
200 volt drawn-wire filaments), switches, belis, lighting material, 
telephones, &c. 

Stella Conduit Co.—Steel conduit tubing, &o. 

G. Schultz & Co.—Mica segments for commutator bars, &o. 

A. Bates & Co., Ltd.—Asbestos. — 

Pinchin, Johnson & Co.—Insulation varnish and insulating compound. 

Morgan Crucible Co., Ltd. —Carbon brushes for traction motors, cracib!es, 
fi-eclay material, £c., for tilting furnaces. 

Alfred Wiseman, Ltd.- Overhead equipment insulating material. 

Estler Bros.—Canopy trolley bases, &c. 

Fleming, Biekby & Goodall, Ltd.—Trolley-wheel bushes and spindles. 

M. Cummins.—Auto-sanding devices. : 

John Taylor. - Tubulat sanding dcvices. 

Hadfields, Ltd.—Steel tie-bars. 

Ibbotson Bros. & Co., Ltd.— Steel fish bolts and nuts. 

W. J. Ritchie & Co., Ltd. — Ball-1aces for trolley standards, 

West Brom wich Spring Co., Ltd.—Truck springs. 

Gammell, Laird & Co., Ltd.—Car axles, car-wheel tires (portion). 

J. Brown & Co., Ltd.—Car-wheel tires (portion). 

Е. W. Rowlands & Co.— Car-wheel oentres, gear and pinion wheels (portion). 

British EPIO Suen. Patent Clutch Co., Ltd.-Gear and pinion wheels 

Е (portion). 

J. Marsden & Co., Ltd.—Ordinary grey iron castings, chilled iron brake- 
blook castings (portion). 

National Rail and Tramway Appliances Co., Ltd.—Chilled iron brake-block 
castings. 

J. A. Panton & Co. ‘representing Interchangeable Brake Block Co., Ltd.). 
— Chilled iron brake. block castings. 

Armstrong Oiler Co., Ltd.—Lubrioant pads for axle boxes. 

J. Carr ё Sons, Ltd.— Trolley oord. 

' Chamberlain 4 Hookham, Ltd.—Tramoar type ampere-hour meters, 

Thermit, Ltd.—Welding portions, 


Maidenhead, — Тһе Т.О. has received the following 


tenders for fuel oil for the electricity works :— 


British Petroleum Co., Ltd. - .. £418 0 per ton. 
Anglo-American Oil Co., Ltd. .. a .. 817 "n 
Anglo. Mexican Petroleum Products Co. .. 8 B 0 i ` 


The electrical engineer has been instructed to make teste with 
the ofl of the Anglo-Mexican Co., and if these are considered 
satisfactory, arrangements will be made with them for a supply. 
The last three contracts for fuel oil were placed at £2 3s., £2 78. 
and £3 8». per ton respectively. 


Meter Contracts,—Messrs. Chamberlain & Hookham, 
Ltd., have received the contract from Holyhead for the supply of 
meters for 12 months, Their tenders for meters for 12 months to 
Walthamstow and Mansfield have also been accepted. 


Rotherham.—The Electric Light and Tramways Com- 
mittee has accepted the tender of the British Niclausse Go., for 
two water-tube boilers, at $8,400. 


Salford.—The tender of the Pendleton Ironworks Co., 
Pendleton, for the ereotion of the steelwork in connection with the 
central car depót extension (£1,480) has been accepted. 


Sheffield.—The City Council is recommended to accept 


the tenders of the General Electric Oo., at £81, for spares required 
for the electric light and power plant at the Ewden Valley Water- 
works, and for cables, lampe and fittings. The tender of Messrs. 
A. Reyrolle & Co., Ltd., is also recommended for acceptance, at 
£236, for one three-phase B. H. T. oil switch and four sets of meter- 


ing gear. 
Sunderland, — The Т.С. has accepted the following 


tenders on behalf of the Electricity and Lighting Committee :— 
В.І. and Helsby Cables, Ltd.—Cable, bifurcating boxes. 
` Ferranti, Ltd.—x.H.T. switchgear cabinet ; two E.H.T. switch panels, 
I.-R., G.-P. and Telegraph Works Co.—Cable. 
Sanders, Rehders & Со. О.О. two recorders. 
General Electric Co., Ltd. —Metal-filament lampe. 
Brunner, Mond & Co.—Supply of alka'i. | 
General Electric Oo , Ltd.—p.o. switchboard, 


Tunbridge Wells.—The Lighting Committee of the 
T.C. has accepted the contract of the British Thomson-Houston 
Co., Ltd., for a 300-kw. steam alternator and condensing plant, at 
£3,132 instead of at £3,181, authorised on May 18th last. 


Wimbledon.—The following tenders have been accepted 
for annual supplies to the Electricity Department :— aa 
EmNGINK-ROOM STORES, 
ke & Palmer.—General stores (255 items). 
B. Peace & Sons, Ltd.—Files (84 items), chisel and too] steel, and shafting 
(four items). r | 

James Harvey. —Destructor tools (five items). 
CABLES дир CONDUITS. 

Western Electric Co., Ltd.—Cables, 

C. Macintosh & Oo., Ltd.—Oabie. 

В.І. & Helsby Cables, Ltd.—Flexible cables. 

Jorwr Boxes AND JOINTING MATERIAL.. 

Dussek Bitumen Co. —Compounds (two items). 

W. Lucy & Co., Ltd.—Service and other boxes. 

Sykes & Sugden, Ltd.—House fuse-b»xes. 

Callender's Cable & Construction Co.— Frames and covers (three items). 

British &lectric Transformer Co., Ltd.—Transformers. 

Ferranti, Ltd.—Meters. * 

- A. Duckbam & Oo., Ltd.—Oils. 
Wolverhampton.—The Electricity Committee recom- 


mends the City Council to accept the tender of Messrs. Моввау and 
Co., at £630, for a 24-ton Orwell electric vehicle and equipment. 


LI 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers. Pride? April 16th. At 8 p.m. At 
Beorey's Gate, S. W. Ordinary General Meeting. 
Friday, April 28rd. At 8 p.m. At Btorey's Gate, B. W. General Meeting. 
Institution of Electrical Engineers (Newcastle Local Section'.—Monday, 
Aprii 19th As 7.80 p.m. At «he Miniag Instituts. Lectuce on '' Illumina- 
tion," by Mr. V. Н. Meckinney. 
rs.—Monday, April 19th. 


Institution of Post Office Electrical Enginee 
At ö p. m. At In, titu ion of Elecerival Engineers, Victoria Embankment, 


W. O. Annual General Meeting. 

Electrical Trades Benevolent Institution.— Monday. April 19th. At 
6.30 p.m. At эпе Iostitutiun of E ectcical Engineers, Victoria Embank- 
ment, W. O. Annual general meeting. 

Ront£ea Society. Tuesday, April 90tb. At 8.15 p.m. At Institution of 
E.ectricat Ea zineers, Viotorta Embankment, W. C. Papers on Late 
Radium and X-Ray Burns, by Dr. N. B. Finzi, and A New Alpha Ray 
Effect, by Mr. Е. Н. Glew. 

Wireless Society of London.—Tuesday, April 20th. At 8 p.m. At Insti. 
tion of Electrical Hagineers, Victoria Embankment, W.O. Lecture on 
“Ме сав of Measurement of the Strength of Wiceless Signals, by Dr. 


E. W. Marchant. 3 
tion of Electrical Engineers (West of Scotland Branch).— 
Wednesday, April 2186. At 6.30 pm. At Royal Technical College, Glas. 
ow. Рарес on “Bearings of Electrical Machinery," by Mr. A. Baxter. 
cussion on paper on Some Experiences in the Handling of Elec- 

——tricity,” by Mr. M. A. Smellie, 

Chemical Society.—Thureday, April 23nd. At 8.30 p.m. At Burlington 
House. Piccadi.ly, W. Paper on Blectromotive Force: in alcohol. 
Part VI. Absolute Potentials by the Capillary Eleotrometer,’’ by Mr. E. 
Newbery. 

Junior Institution of Engineers.—Friday, April 28rd. At 8 p.m. At 89, 
Victoria Street, 8. W. Paper on The Developments of the Navy,” by 
Me. Е. W.Hobbs. . І . , . irt. 

Physical Society of London.—Fridsy, April 28rd. At5 p.m. At the Imperial 
College of Science, South Kensington. Paper on Тһе Belf-Induotion of 
Solenoids of Appreciable Winding Depth," by Mr. 8. Butterworth. 

National Association of Colliery Managers and Association of Mining 
Electrical Engineers.—Satu.day, april tù. At University Oollege, 
Nottiogham. Joint meeting, Paper on Protective Devices against 
Lightning and Surges,’ by Жебеге, E. Kilburn Boott and L. F. Fogarty, 
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NOTES. 


Smoke Nuisance.—At the Manchester Police Court on 
April 7th, Messrs. Connolly Bros, Ltd., electrical cable manu- 
facturers, Blackley, were summoned for permitting black smoke to 
issue from one of their chimneys for 61 minutes on February 27th. 
The offence was admitted, but in extenuation of the offence Mr. 
Connolly (one of the direotors) pointed out that the firm were 
completely in the hands of the collieries with regard to coal 
supplies, and it was utterly impossible at present to secure the 
right kind of coal for the boilers. They were also handicapped 
by the scarcity of firemen, and could not get good men even at 
high wages. Healso pointed out that the firm had spent over £600 
during the last few months in installing electrical apparatus to 
combat the black smoke nuisance, and were even now engaged in 
fitting up additional electric driving plant to take the place of 
steam. He protested against the action of the Corporation in 
summoning them at a time when every firm was doing its utmost 
to keep up Government supplies for all kinds of material. The 
Stipendiary said the firm were old offenders, and must pay 30s. on 
this occasion. They had been frequently let off on promising to 
make alterations which would effectually deal with the black smoke 


m but at present that happy state of affairs seemed a long 
way off. | 


An Electrical Bridge Over the Blue Nile.—In the 
course of an interesting article in the Engineer for March 19th on 
the development of the Soudan, reference is made to the new roll- 
ing lift bridge across the Blue Nile at Khartoum, which provides 
direct railway communication with Khartoum, and has made pos- 
sible the extension southward of the Soudan Government Railway 
system. This br'dge, which has a length between abutments of 
1,834 ft, ranks as the longest and most important bridge in 
Tropical Africa. Ia addition to two approach spans, there are 
seven more spans, each of 218 ft. 6 in, and a rolling-lift span 
giving a clear opening of 100 ft. The rolling spen is electrically- 
operated and fully locked and signalled. The lighting of the 
bridge is effected by 36 70-volt Osram drawn-wire lamps, ran two 
in series off the three-phase mains.  Carrent is taken from the 
Khartoum town supply, and is delivered at the signal cabin at 
3,000 volte three-phase, where it is transformed down to 140 volts. 
Electricity was used as far as.possible for all power and lighting 
during the construction. 


Russian Copper Production in 1914,—The pro- 
duction of metallio copper in Russia in 1914 amounted to 
1,949,720 poods, against 2,096,288 poode in 1913. The difference, 
145,568 poods is about 7 per cent. against 1914. The following 
table shows the production per district, the largest diminution 
being shown in the Caucasus, due, no doubt, to the military 
operations there :— · 


1918. 1914. 
Ural... ... . . 1,055122 poods 1, 028, C55 poods 
Caucasus s 610.661 „ 495,388 „ 
Riberia... осе е.ә eee 345,273 49 342,879 1? 
Chemical works and refineries 84,232 „ 86,398 „ 
" 2,095,288 [I] 1,949,720 [T] 


Power from Sawdust.—Some time ago we mentioned 
an installation in Sweden of considerable size, in which electrical 
energy was generated from sawdust; by the courtesy of Mr. Е. 
von Echermany, general manager of the Ljusne-Woxna Oo., Ltd., 
of Ljusne, where the plant is installed, our Norwegian corres- 
pondent has been enabled to provide us with the following addi- 
tional particulars. 

The plant is designed for a maximum output of 4,200 H.P., but 
the first instalment provides for only 2,200 H.. The fuel consists 
of a mixture of 80-90 per cent. sawdust and 20-10 per cent. chips, 
which, as taken from the mill, contains about 50 per cent. water ; 
the mixture will be charged into gas-producers, and provision is 
made for the recovery of the tar, wood naphtha and acetic 
acid from the gae As the result of teste of long duration, 
it has been found that the consumption of fuel is 1'8 kg. per H.P.- 
пош the fuel costa 1s. рег ton at the mill, and contains 50 per cent. 


water. 

It is estimated that the oost of production with a plant of 
2,200 H.P., including capital charges, and depreciation at the rate 
of 10 per cent. per annum, will be 042 öre per KW.-hour (0°055d.). 
Water-power in Sweden cannot be obtained for less than 1 öre per 
KW.-hour, and this only in a very few cases, the average oost of 
electrical energy generated from water-power being 2 óre per KW.- 
hour (0'26d.) It is expected that with wood-waste plant of 4,200 
H.P. the oost per unit will be reduced to less than 0 046d. 

The installation is being built by the Gasmotoren-Fabrik Deutz, 
of Cóln-Deutz, which, by means of a special experimental plant 
erected at Cöln, has solved the technical difficulties met with in 
the utilisation of wood-waste, The order for the plant was placed 
in December last, and the first of the two large gas engines was 
tested at Cöln in February; the whole plant is due for delivery, 
and it is expected that it will be running in July. 

It is caleulated that the amount of . power available from wood- 
waste in Sweden, after providing for the driving of the saw-mills, 
is from 70,000 to 100.000 H.P., varying with the output of sawn 
timber. The Ljusne-Woxna Co. owns waterfalls near the worka 
of 40,000 H. P., but has found it more economical to make use of 
the sawdust in the first place than to develop the water-power, 


Inquiries.—Makers of cases for pocket electric lamps 
are inquired for by a Continental firm. 


Appointments Vacant.—Junior assistant electrical engi- 
neers, over 19 (168.), for Newcastle-on-Tyne Electric Supply Co.: 
draughteman and general technical assistant (£120), for Newport 
Electricity and Tramways Department ; switchboard attendant 
(30a.) for Torquay Electricity Department. Particulars are given 
in our advertisement pages. 


A Too-enterprising Rat.—The accompanying illustra- 
tion, for which we are indebted to Mr. C. A. Baker, electrical 
engineer to the London County Council, shows how an unfortunate 
rat met with an untimely end. 5 

The view shows the back of a sub- distribution board which 
controls a portion of the lighting of the Rotherhithe Tunnel. At 
а recent periodical teet it was found that the І.В. both to earth 
and between poles of one of the paper-insulated cables feeding this 
sub-board had fallen from 100 megohms, which was the usual 


resistance obtaining, to between 5 and l'O megohm. There was 
no apparent cause for the fall, but after examination it was traced 
to the back of the sub-board, which was then disconnected and 
taken out of the cast-iron case in which it was mounted ; the 
illustration shows that the rat when olimbing up one of the bare 
copper strip connections got its back in contact with the 
opposite pole, between which there is a difference of pressure of 
100 volte A.C., and was electrocuted. 


Municipal Stores : The Need for Organised Buying. 
—The Southport Corporation recently formed a special Stores 
Committee to organise and oontrol the purchasing of stores 
common to the various departments, The Committee is com- 
posed of the chairmen of various other committees—including 
the Electricity and Tramways Committees—and it is expected that 
a great saving will be effected by combined baying. A list showing 
the varying prices paid for similar articles purchased by different 
committees gives the following interesting comparisons (among 
others): For hacksaw blades, the electricity department pays 
348. 9d. per gross for 12 іп. х fin. blades, and the tramway 
department pays 30a. per gross; the prices for block tin range 
from 1s. to 28. 6d. per lb.; the Highways Committee pays 27s. 6d. 
and the electricity department 37s. 4d. per owt. for white lead ; 
for putty the same committees pay 7s. and 9s. 4d. respectively; 
boiled linseed oil costa 28. 2d. per gallon to the Highways Com- 
mittee, and 28. 6d. per gallon to the Tramways; petrol prices 
range from 18. 2d. (less rebate) paid by the Tramways Committee 
to la 8d. paid by the Highways Committee; scrubbing brushes 
cost 14s. per dozen to one Committee, and range down to 78, per 
dozen, the Electricity Committee paying 88. ; for soft soap, the 
prices range from 35s. per owt. in the case of the Watch Com- 
mittee to 14s., the Tramways Committee paying 15s. 9d., and the 
Electricity Committee 14e. 2d. per cwt. Schedules of goods 
common to the various departments are to be issued to contractors, 
and tenders invited for complete supplies. 


The Batti-Wallahs.— The Batti-Wallahs’ Journal for 
January-March contains portraits of the executive, chief of whom 
is the new president, Mr. Haydn T. Harrison, and reports of con- 
oerte, the annual dinner, and the annual general meeting. The 
report of the hon. secretary, Mr. F. Pooley, showed that the 
membership numbered 261. i 

On March 31st an informal evening was held under the chair- 
manship of Mr. Wm. Wyld, and was exoeptionally well attended ; 
an excellent entertainment was provided. 


Patents and Alien Enemies.—Licences have been 
granted to Messrs. Pintsch's Patent Lighting Co., Ltd.. in respect of 
patents Nos. 7,049/07 granted to Imray, and 14,950/10, 26.192/10, 
19.369/11, 19,870/11, 3,561/13, 8,585/13, and 8,586/13 granted to 
Julius Pintsch Akt.-Ges. . 


The I. E. E. Benevolent Fund.—With reference to the 
appeal on behalf of this Fand, which was published in our last 
issue, Mr. P. Е. Rowell, Hon. Seo. of the Fund, asks us to state 
that the annual contribution of even the smallest amounts would 
be greatly appreciated by the Committee of Management, 


— 
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` Russian Architects and Electricity.—At a meeting Molybdenum from Australia, — The Tinias cortes- 


of the Society of Architects held on March 15th, says з Petrograd 
paper, M. N. Ph. Savelieff delivered an address on the proceedings 
of the recent Congress of the Technical Society, which treated of 
the economic situation of Russis. Deploring, like other Russian 
authorities, the predominance of Germany in the Russian industrial 
and mercantile field, he states that French and English products have 
not much vogue in Russia; and the only branches of the electrical 
industry that may be said to be in a satidfactury condition in the 
country include the production of cables and wire, and some eleo- 
trical machines. Hitherto such have been imported only in small 
quantities. But the position is a bad one for fittings, such as the 
accessories that are required for the installation of telephone and 
telegraph wires and eleotric light. An examination on the pre- 
mises of the Technical Society of samples of fittings of German 
production showed that these do not give full satisfaction in 


A special Committee of the 
Society has prepared an album of the most practical electrical 
fittings. Most of these are of English production. It is much 
to be desired, he continues, that the makers of fittings now be- 
coming established in Russia should follow closely the models 
recommended by the Committee referred to. Е 

А great problem for Russian electricity at the moment ів fuel. 
‘In most Russian central electric stations coal-fuelled steam engines 


Russian) coal, some of the varieties of which resemble the English 
mineral. But putting aside the transport difficulties, there is the 
fact that the Donetz coalmasters are not equipped for supplying 
coal to the Northern area ; nor are they disposed to accommodate 
themselves to this new demand from a market that may revert to 
the English when the war is over. Some of the audience 
recommended the use of peat, which is во abundant in Rassia. 
But it appears that at the moment Russia is badly equipped for 


the preparation of peat. | 


Professional Charges of Civil Engineers.—The 
Council of the Institution of Civil Engineers has issued a statement 
to the members with regard to professional charges, with a view 
to uniformity in the basis upon which suoh fees are fixed. 
Engineers with larger experience command fees on a higher scale 
than younger and less experienced engineers, but the customary 
remuneration for ordinary professional engineering services, as 
distinct from remuneration by salary, for the design and superin» 
tendence of the construction of works in the United Kingdom is a 
commission of 5 per cent. upon their cost, which commission, how- 
ever, is liable to be varied in accordance with the nature and mag- 
nitude of works and the character of the services rendered. 

The preparation of bills of quantities, payments to resident 
engineers and inspectors, and also personal travelling expenses, 
are matters for arrangement depending upon the nature of the 
work and the circumstances under which it is oarried out. Where 
the works are designed in sufficient detail to enable a contract for 
their execution to be made or to enable the Lagal Government 
Board to hold an inquiry into the propriety of allowing an 


authority to borrow money for the purposes of the works, but 


where the carrying out of such works is deferred indefinitely or 
abandoned, the fee for services up to this stage is one-half of the 
ordinary commission. | 

The Council is advised that plans and specifications prepared by 
an engineer belong, as chattels, to the client, after payment of the 
agreed fees, but the copyright in all original matter contained in 
such plans and specifications remains vested in the engineer. 
Neither the client nor any other person is entitled to multiply 
copies of plans and specifications so far as the original matter 
therein contained is concerned; and, further, if such original 
matter has "an artistic character or design," the plans can only 
be used for the purpose of the particular structure fer which they 
were prepared by the engineer, or for such other purpose as he may 
authorise. 


The Concentric Wiring Question in the U.S.A.— 
At New York, on March 23rd, was held the first meeting of & 
Committee elected by the manufacturers of electrical supplies and 
materials entering into eleotrical construction, under the following 
resolution :— 

“ Resolved, that a representative Committee of business and 
technical experts be appointed to investigate the all-insulated 

of building wiring as used at present in this country, and 
coincidently investigate grounded return systems together with 
concentric wiring. 

“ First—To determine the relative efficiencies of the two systems 
(a) as to safety of persons, () as to protection against fire, (c) as 
to the possible provision of methods of wiring at low cost, com- 
bined with ease of installation and sufficiently attractive appear- 
anoe to obtain popular approval. 

"Second— To present to the entire industry the resulta of its 
investigations in the form of concrete recommendations, including 
standard systems, standard devioes and standard applianoee." 

In view of the widespread effect of so radical a change in 
American wiring systems as would result from the complete adop- 
tion of grounded returns, the Committee decided to begin ita in- 
vestigations at once by thoroughly sifting the theoretical advant- 
ages of that system, and in so far as possible obtaining authentic 
data of the results obtained in England and Oontinental Europe, 
where grounded returns have been used more or less. 

Those interested in this subject are invited to address communi- 


oations to the Committee, care of Mr. Le Roy Clark, chairman, | 


114, Liberty Street, New York.— Electrical World, 


pondent at Sydney cables that works for treating molybdenite ores 
have been established in Sydney, and it is expected that over 100 
tons will be dispstohed to Eagland before the end of Jane from 
New South Wales and Qaeensland. | 


Electromagnets in War Surgery.—It seems likely 
(writes a correspondent) that. when the story of war surgery comes 
to be written, the electromagnet will be found te have played во 
inconsiderable rôle. Hitherto in civil practice magnets have been 
used for extracting foreign bodies only from the eyeball, but the . 
present war, at least eo far as French surgery is concerned, has 
revealed their wider uses, Already two communications have been 
made on this subject to the Académie des Sciences of Paris, in both. 
cases by French medical men actually engaged in the field, and 
the results appear to have been strikingly sucoessful. Not all the 
projectiles employed in the war, of- course, are of a magnetisable 
nature, and the French oopper-sheathed bullets and the French 
and German lead shrapnel bullets have to be dismissed from the 
reckoning. It is otherwise, however, with splinters of cast shell, 
and also with the German bullets which are coated with an 
envelope of fetro-nickel. One of the French doctors, M. Rollet, 
states that he employs a giant electromagnet capable of support- 
ing a weight of at least 1,150 kilograms (more than 32 cwt.), 
and taking 23 amperes at 110 volts It attracts imme- 
diately the German bullet, weighing 10 grammes, at a 
distance of 11 centimetres, and splinters of shell at a 
electromagnet is placed over 


In а later communication to the Académie, Prof. J. Bergonié, of 
Bordeaux, states that he has also used an electromagnet with 
success in many oases. The instrument he employs weighs 40 kilo- 
grams (88 Ib.), and has a magnetic oore of special steel 60 mm. in 
diameter. The magnetising coil takes 3°5 amperes at 110 volta. 
This has been employed successfully where ordiaary surgical pro- 
cedure was dangerous. The purely surgical details would scarcely 
interest the readers of an electrical journal. Suffice it to say, that 
the electromagnet is kept over the part for 15 minutes or so every 
day, until after a number of such daily applications, in one case as 
many as 24, the projectile is brought so near the skin as to cause 8 
cone-shaped raising of the surface at each application of the 
magnet. When this has happened, extraction by means of the 
knife is an easy matter. An important point while using the 
electromagnet is to keep opening and closing the magnetising 
circuit during the whole of the sitting, and the influence on the 
foreign body, granted, of course, that it has a magnetisable nature, 
becomes noticeable on X-ray examination, and ultimately by the 
sensations of the patient and the raising of the skin. 


A Canadian Electric Bakery.—A prominent bakery 
in Toronto recently installed a Hughes electric oven, which is 
proving more economical than the furnace type oven which it 
replaced. Thus, the eleotrio oven with a capacity of 180 1˙8-1b. 
loaves, turned out 15 batches or 2,700 loaves in ten hours, while 
the brick oven with a capacity of 450 1˙5· Ib. loaves, turned out five 
batches or 2,250 loaves, or 450 lees than the electric oven. The 
electric oven occupies 32 sq. ft. of floor space, as against 256 sq. ft. 
for the brick oven. NE. = 

The cost of electricity, eays the Electrical Review and Western 
Electrician, when used in the “off peak” period at Toronto, 
which is at night, is 5 cent per Kw.-hour. The maximum energy 
consumption of the electric. oven was 26 Kw.-hours, and would cost 
13 oente per hour used continuously, or $1°3 for 10 hours’ use, 
during which time 2,700 loaves were baked. Pro rata, this is 
equivalent to 48 cents fuel oost per 1,000 loaves, and this figure 
shows a saving in fuel over the brick oven of 41 cents per 1,000 
loaves. The labour cost with the electric oven was leas, the saving 
per 1,000 loaves being estimated at 22 cents. . 

We gather that the bread baked electrically has з better colour 
and will last longer as it is not dried out as in а brick oven; 
moreover, the cooking conditions are greatly improved and cleaner. 
The electric oven is ready to bake in 35 minutes after being 
switched on; by ite use a considerable saving in first cost of a new 


- bakery is ensured. 


Foreign Trade, — THE Marco Ficures. — The 
following are the electrical and machinery figures given in the 


offivial returns for March :— 
IMPORTS. 

Electrical goods Month Ino. Three Ine. 
and apparatus, of or months, or 
excluding ma- March, dec. 1915. dec, 
chinery and un- & £ & >œ & 
insulated wire 67.626 — 80,392 193,569 — 236,160 

Machinery ee 582,088 — 142,859 1,774,035 — 194,190 

EXPORTS. 

Electrical - goods 
and apparatus, 
excluding ma- 
chinery and un- : 
insulated wire 276,970 + 25,400 720,733 — 42,776 

Machinery e. 1,590,131 1,978,168 4,539,784 — 5,450,161. 


і 
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A Lesson to Photographers.—At the Newcastle-on- 
Tyne Police Court on Tuesday, Lancelot Edmund Hendry, charge- 
man electrician, was charged under the Defence of the Realm Act 
with having taken a photograph in the electric shop ‘at the 
Armstrong Elswick Works, without permission. Evidence for the 
prosecution was to the effect that on Saturday last accused was 
observed climbing down some pipes which cross the turbine shop, 
and when questioned said he had taken a photograph. Не was told 
that he might get six months if caught, and replied : “ Well, per- 
haps,” as he walked away. Shortly afterwards һе was placed under 
. arrest aud the negatives were developed. Chief Superintendent 

Bestwick said prisoner had not received permission to take the 
photographs. Не was a native of Stockton and served his time 
With the Stockton Corporation as an electrician, afterwards 
going to the Sunderland Corporation. He was married and 
resided in Sunderland, where witness had examined his house. 
He appeared to be an amateur photographer, and photographs of 
machinery in whioh he was interested were found. The evidence, 
as & whole, was of a negative charaoter. Defendant admitted he 
had done a foolish act. Photography was his hobby, and he had 
tried to keep & reoord of the places he had worked in. Apart from 
that he had no interest in the matter. The chairman said the 
case was а most serious one at a time like the present. Defendant 
had given no proper explanation of his action, and therefore the 
least the Bench could do waa to impose a fine of £20, or 51 days’ 
imprisonment. They had taken into consideration the defendant's 


statement that he had no evil intention ; but having regard to the. 


evidence, the fine would have to be paid forthwith. 


Static Electricity on a long Transmission Line.— 
Writing to the Electrical World, Mr. C. O. Poole, chief engineer of 
the Southern Sierra Power Co., says with regard to the цве of 
inductive reactance connected on lines to ground for bleeding off 
the accumulation of static electricity :— 

Several months ago, and before I knew anything of this 
practice, we had a very bad case of static on a 55,000-volt trane- 
mission line that we constructed in connection with the Coachella 
Valley Ice and Electric Co. in the Imperial Valley. This line was built 
on wooden poles, the conductor being of 3/0 7-strand aluminium. 
We used No. 351 Locke insulators, the wires being spaced on an 
equilateral triangle, 72-in. centres, and the length of the line 
being 166 miles. 

We connected this 55,000-volt line at the terminus of a 238-mile 
transmission system from Inyo County—connection being made 
at San Bernardino sub-station, this making a total transmission 
system from our power house at Bishop, Cal., of 404 miles. 

The Imperial Valley line is operated delta at 55,000 volta. 
Shortly after the system was put into operation trouble was 
experienced by two or three of the pole tops burning off and 
causing short-circuits on the syetem. I made a trip over the line 
at night in the Imperial Valley and found a great number of 
insulators leaking static badly, which resulted in charring the 
pole and eross-arms, and I realised that something must be done 
at once to relieve the condition. I conceived the idea of bleeding 
the static off to ground, and recommended that the Holten Power 
Co., at El Centro, the end of the line, install four 15-Kw. trans- 
formers we had in stock and connect them directly between the 
line and ground. 


These 15-K W. transformers were wound on the primary side for 


33,000 volts and on the secondary side for 2,200 volts. Three of 
these transformers were connected in star on insulated platforms, 
and the fourth transformer was connected between the star of the 
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ABBANGEMENT OF BLEEDING TRANSFORMERS. 


three transformers and ground on the primary side, the secondary 
2,200-volt windings being left open. The object of using the 
fourth transformer was to protect the 33,000-volt circuit from 
over-voltage in the event of ground appearing on the 55,000-volt 
circuit. 

The effect of this installation was immediately to overcome all 
the difficulty with the leaking static, and the line now is as quiet 
and free from static as could be desired. The sketch herewith 
shows the arrangement of these bleeding transformers as connected 
to the system. À 


Edison to Make Benzol.—It is announced in the 
Е!всі. Rev, and Western Electrician that Thomas A. Edison has 
opened a factory in Johnstown, Pa., for the manufacture of benzol 
from coal gas, a process never before developed in the United 
States, Sinco the war began there has been a great shortage of 
this product, . 


Institution and Lecture Notes.—Royal Society 
of Arts.—In the list of arrangements for meetings during April 
and May the following appear :— 
Wednesday, April 14th, at 8 p.m. T, Thorne Baker, The Industrial 
Uses of Radium.” 

Wednesday, April28thy 8 p.m. A. B. E. Ackermann, The Utilisation of 
Solar Energy.“ 2 

Wednesday, May 5th, 8 p.m. Dr. A. Vernon Harcourt, F.R.S., on The 
Measurement of the Efficiency of Domestic Fires, and on a Simple 
and Smokeless Grate.” 

М орек Мау 12th, 8 p.m. Charles R. Darling, Recent Progress in 

Thursday. May 18th, 4.80 p.m. (Indian Section.) Sir Charles H. Armstrong. 

„Indian Trade and War.“ . 
The paper by Mr. A. 8. E. Ackermánn will supplement that given 
before the Society of Engineers in April, 1914, by dealing with the 
experiments of other workers in the field. 


Illuminating Engineering Society, U.S.A.— The ninth 
annual Convention of this Society will be held at the New Willard 
Hotel, Washington, D.C., September 20th-23rd inclusive. Mr. E.8. 
Marlow, of the Potomac Electric Power Oo., Washington, D.C., is 
chairman of the Convention Committee. 

Institution of Electrical Engineers.—At the meeting of the 
MANCHESTER LOCAL SECTION,on Tuesday last, a paper was read 
by Mr. J. H. Rider on " The Power Supply of the Central Mining- 
Rand Mines Group.” The same paper was read at Birmingham 
on Wednesday and in London last night. 

At the annual business meeting of the SCOTTISH LOCAL SECTION 
held in Glasgow, on Tuesday last, the following office bearers were 
elected for the ensuing year :—Chairman, Mr. David A. Starr; 
vice-chairman, Mr. J. К. Stothert ; chairman of Students’ Section, 
Mr. Archibald Page; ordinary members of Committee, Mesare. 
J. S. Nicholson, E. T. Goslin, G. Stevenson, J. E. Sayers, А. S. 
Hampton, Prof. J. D. Cormack, *Messrs, F. Н. Whysall, W. W. 
Lackie, Prof. Magnus Maclean, A. Lindsay, A. Wilson ; hon. 
secretary and treasurer, Mr. Joseph Taylor; assistant hon. 
secretary, Mr. Wm. F. Mitchell. *New members of Committee. 
The annual report showed that the membership was 370, a reduc- 
tion of 5 per cent, on the previous year, while the attendance at 
the ordinary meetings averaged 47, about the same as last year. 

At the ordinary meeting which followed, Mr. W. M. Selvey read 
his paper on " Power Plant Testing." 


OUR PERSONAL COLUMN.. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—Tbhe Redditch T.C. has 
appointed, out of 106 applicants, MR, VALENTINE F. Вовн, of 
West Ham, as adsistant engineer at the electricity works, at £170 
per annum, | 

Мв. Н. C. ASHTON has been appointed assistant engineer at the 
Hammersmith electricity works, at a salary of £175 per annum. 

Mr. J. Devoy, mains superintendent at the Tunbridge Wells 
electricity works, has resigned his appointment, The Committee 
has resolved to grant Мв. J. E. POWNALL, chief assistant electrical 
engineer, a gratuity of £10 for extra work done since the com- 
menoement of the war. 

Мв, J. CHISNALL, foreman fitter at the Blackpool electricity 
works, on leaving to take up an appointment with Mesara, Vickers, 
at Barrow, was presented with & Gladstone bag, a wallet, and other 
gifts from the staff and workmen. Mr, W. W. Parkinson made the 
presentation. . 

Mr. Е. Youna, electrician on the Dover Corporation tramways 
staff, who has resigned, has been presented by his colleagues with 
a silver rose bowl. 

Mr. W. W. LACKIE, City electrical engineer, is nominated for 
the Presidency of the Institution of Engineers and Shipbuilders in 
Scotland. 

Mx. J. C. WILLIAMS, chief assistant and deputy engineer at the 
Rotherham Corporation tram ways and electric lightdepartment, who 
is leaving to become electrical engineer and manager at Erith, has 
been presented by the staff and employés with a gold watch, and 
by the Executive Committee of the Rotherham Municipal Officers’ 
Guild with a set of solid silver entrée dishes. 


Tramway Officials —Mr. J. ELLison has been 
appointed chief inspector to the Darwen Corporation Tramways. 
Through the war it has been decided not to fill the vacancy caused 
by the death of Mr. Moses Stokes, superintendent of the line. 
Mr, Ellison will officiate in the management as deputy to Mr. 
Hoskens. 

Mr. DUGDALE, the Oldham Tramways manager, who has been 
ill for some time, has now resumed his duties. 


General.—The vacancy in the chairmanship of the 
Crewe Corporation Electrio Lighting Committee, caused through 
the deeth of Mr. Councillor Chapman, has been filled by the 
appointment of ALD. J. H. KETTELL. 

The Chairman of the Council of the Society of Arta, Col. Sir 
Thos. Holdioh, on Monday afternoon presented the Society's 
Albert Medal to SENATOR GUGLIELMO Marconi, G. O. V. O., LL.D., 
D.Sc., "for his services in the development and practical applica- 
tion of wireless telegraphy," 
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BaILigs SMITH and HANNAY, along with MR. WM. LACKIE, the 
chief electrical engineer, are to represent Glasgow T.C. at the 
twentieth annual convention of the Incorporated Municipal 
Eleotrical Association, to be held in London in June next. 

Mr. W. E. Port, late general manager of Meere. Krupka and 
Jacoby, Ltd., and British Graetzin Light, Ltd., of Westminster, has 
been appointed manager ої the Electric Novelty Department for 
Messrs. J. S. Hind & Oo., of 6, Eldon Street, E.C., representing the 
Interstate Electric Novelty Co., of America. 


Obituary.—Masor S. FLoop Pacr.—The death occurred 
an April 7th, at Iaverness Court Hotel, London, at the age of 
82 yeare, of Major Samuel Flood Page, whose connection with 
electrical undertakings in London on the commercial and financial 
side dates back over а lengthy period. From the records in our 
own pages, it appears that the gallant Major entered the electrical 
arena in the year 1882, when, in the capacity of manager of the 
Crystal Palace, he organised the Electrical Exhibition held there. 
Presumably his connection with that event gave him that com- 
mercial interest in electrical affairs which extended over so many 
years for it was in the year of the Exhibition that he became 
general manager of Edison's Indian and Colonial Elec- 


trical Co. He left in September, 1883, for a tour abroad 
to prosecute the company's business. in  Iadia, Ceylon, 
Sonth Africa and the Australian Colonies. In some of 


these Colonies companies were started. In 1882 gas was 12s. 6d. 
to lis. рег 1,000 ob. ft. at the Cape of Good Hope, and very dear 
in India and the Colonies, and it was considered that if electricity 
could compete with gas at 3s. per 1,000 here it would do far better 
in the Colonies, &o. In this belief the Edison lighting schemes 
with which he was identified were launched. The Marquess of 
Tweeddale described Major Flood Page asa "gentleman of great 
energy," which he undoubtedly. was in all his concerns whether 
we remember his later association in different capacities with the 
Edieon & Swan United Electric Light Co., Ltd., with the London 
Etectric Omnibus Co., Ltd., or with the London Chamber of Com- 
meroe, The London Electric Omnibus Co., Ltd., was formed in 
1896, with a quarter of a million capital. What happened to that 
unfortunate concern is now more or less a matter of history—we 
fear forgotten, or even never known, by шару men who are to-day 
interested in electrical vehicle matters. Briefly, it may be described 
as а concern born in advance of the times by over-sabguine men, 
and as one of those companies which make promises with reckless 
prodigality, but find themselves incapable of carrying those promises 
out to the stage of performance, In recent years, Major Flood 
Page had not appeared so prominently as formerly in electrical 
affaire, owing to his advancing years, but he had for з long time 
been on the board of three of the Marconi Wireless Companies, 
and was so at the date of his death. At different times in the 
conrse of his manifold activities he was described by others as 
sanguine. enthusiastic aud full of energy, and by himself as a 
* practical business man.“ 

Pror. W. G. ADAM8.—We regret to hear of the death, which 
occurred at Broadstone, Somerset, on 10th inst., of Mr William 
Grylls Adame, F.R.S., Е.С S., Emeritue Professor of Natural Philo- 
sophy and Astronomy at King's College, London. He retired from 
that office about nine years ago. The deceased gentleman, who 
had reached the ripe age of 79 years, was a past president of the 
Institution, he having delivered his presidential address before the 
Society of Telegraph Engineers and Electricians in January, 1884. 
In following years he was also the author of numerous papers on 
electrical, magnetic and other scientific matters, Prof. Adams had 
oocupied the presidential chair of the. Physical Bociety, and he 
attained considerable eminence as a mathematician and an 
astronomer, 

Heer M. HILLER, a director. of the Landsberg Kabelfabrik 
Gesellschaft, of Landsberg, Westphalia, is among the German 
officers killed in the war. 

Мв. L. U. VIGNOLES.—We regret to learn of the death, which 
took place on April 6th in Argentina, at the early age of 34 years, 
of Leonhard U. la H. Vignoles (commonly known as Toby). No 
details are yet to hand, but he was extremely ill some eight years 
асо, and was believed to have а foreign body in one of his lungs. 
He then made a marvellous recovery, but was subsequently liable 
to chronic pneumonia, to which it isto be feared that his early 
death is due. He leaves a widow and two baby children. Mr. 
Vignoles served in the South African War, and at different stages 
in his career was with Mesers. Crompton, the British Westinghouse 
Co., and Messrs. J. G. White & Co. 

M. JEAN ANNIBAL LEGE. — We regret to learn from a 
correspondent (Mr. Н. L, Joly, A. M. I. E. E.) of the death, at the 
age of 74, of M. Jean Annibal Lézé, а French engineer. М. 
Légé was associated with the electrical industry in the early days 
in the shops of Breguet and of Mildé, in Parie. "'' Later, in 1568," 
ввув Our correspondent, "he came over to London and started 
where Mr. W. Mackie's works were, in a yard on the east side of 
Farringdon Road. There he constructed the first tide-predicting 
machine for the late Lord Kelvin. There also, I believe, he was 
associated with the earlier types of arc lampes, the Pilsen and 
Mr. H. F. Joel will, doubtless, regret to hear of hie death. 
For many years he was the maker of electric signalling lamps, of 
'universal dotters, targets, &c., designed in collaboration with 
Admiral Sir Percy Scott ; in fact, only recently he was working on 
some electrically-controlled apparatus for the Admiralty. His 
inventions range from horological mechanism, somewhat lightly 
mentioned by Lord Grimthorpe in his book, to a dragged torpedo 
which anticipated the Brennan, and to petrol motors: hie name is 
attached to a goodly array of patente. I may add that in his 
earlier days—45 odd years ago—he was in contact with Karl 
Marx and the Internationalists, and that his works have proved 


. appoint the first. 


& haven of refuge, a stepping-stone to many а man of ability, 
either Briton or foreigner, just landed in London. From some 18 
years of personal contact, I can vouch that no works could be found 
where & greater harmony reigned between principal and worker." 
Мв. DAVID SMITH.—We have to announce with much regret 
the death, on the 10th inst., at the age of 50, of Mr. David Smith. 
managing director of the United River Plate Telephone Co., Ltd., and 
also a diréotor of the Constantinople Telephone Co., L*d. Coming to 
London from Scotland some 20 years ago, Mr. Smith entered the 
service of the Electric Construction Co., and later the Electrical 
Power Storage Co. The late Sir Irving Courtenay, then chairman, 
impressed by his business capacity, selected him to fill the vacant 
secretaryship of the United River Piate Telephone Ca. in Novem- 
ber, 1914. Не was subsequently appointed managing director. 
For some time past his health had caused some anxiety to his 
friends, though, until quite recently perhaps, none was prepared 
for a fatal termination. Highly esteemed by his colleagues, he 
was much respected by all who were brought into business rela- 
tions with him, and those who were privileged to enjoy his friend- 
ship will mourn the loss of a helpful and cheerful companion, 
whose actions were invariably governed by high principles. Much 
sympathy will be felt for the widow and two young children. 


NEW COMPANIES REGISTERED. 


Elbron Metallising Co. (1915), Ltd. (139,823) .—This com- 
pany was registered on March, 30th, with a capital of 4,100 in £1 shares, to 
take over the business carried on by L. G. Lewis at 42, Berners Street, W., 
as the '' Elbron Metallising Co.," and to carry on the business effecting the 
electrolytic deposit of metals on non-metallic substances, engineers, machinists, 
coppersmiths, metallurgists, eic. The subscribers (with one share each) are: 
A C. Crowl, 15, Harringay Gardens, Green Lanes, N., clerk; 5. Е. Hewett, 
33, Stavurdale Road, Highbury, N., clerk. Private company. The number of 
directors is not to be less than two or more than five; the first are L. С, 
Lewis (permanent director and chairman) and M. Dodds. Registered office: 
42, Berners Street, Oxford Street, W. 


Radio Electric Lamp Co., Ltd., (139,781).— This company 
Was registered on March 26th, with a capital of £200 in £1 shares, to carry 
on the business of manufacturers of and dealers in electric lamps and all 
kinds of devioes for lighting or heating by electricity, electricians, clectrical 
contractors and engineers, ete. The subscribers (with one share each) are: 
C. M. Holmquist, 69, Leighton Road, West Ealing, W., electrical engineer; 
P. Adair, 163, Denmark Hill, S.E., electrical engineer. Private company. 
The directors are to number net less than two or more than five. C. M. 
Holmquist signs documents as director, Registered office: 27, Kingly Street, 
Regent. Street, 


Newcastle West and District Electric Light and Power 
Co., Ltd. (4,227).—This company was registered in Dublin on March 30th, with 
a capital of £3,000 in 41 shares (2.000 pref.), to carry on the business of 
clectricians, mechanical engineers, manufacturers and contractors, etc. The 
subscribers are:—W. Phelan, Newcastle West, merchant, 25 shares; W. A. 
Phelan, Galbally, Co. Limerick, merchant and farmer, 25 shares; M. Phelan, 
Walshestown, Co. Limerick, farmer, 1 share; J. Phelan, Newcastle West, Co. 
Limerick, manager, 1 share; Mrs. B. Phelan, Newcastle West, Co. Limerick, 
25 shares; Mrs. M. Phelan, Newcastle West, Co. Limerick, 25 shares; J. 
Phelan, Newcastle West, Co, Limerick, shop keeper, 1 share. The first 
directors are W. Phelan, W. A. Phelan and Mrs. B. Phelan. ошен опе 
share. Registered office: South Quay, Newcastle West, Co. Limerick. 


. Fallolite, Ltd. (139,852).—This company was registered 
on April Ist, with a capital of 455,000 in 4,850 pref. shares of £1 each and 
3.000 ordinary shares of Is. cach, to carry on business as a lighting and heating 
company, to manufacture and deal in lamps and stoves and any kind of light- 
ing or heating apparatus and plant, ete. The subscribers. (with one share 
each) are: E. Tucker, 5, Noel Road, North Acton, W., clerk; L. P. Potter, 
Broad Street House, E.C., solicitor. Private company, The number of 
directors is not to be less than two or more than five; the subscribers are to 
Solicitor; C. К. Enever, Broad Street House, Е.С. 


Salsbury Co., Ltd. (139,910).— This Company was regis- 
tered on April 9th, with a capital of £100 in 15. shares, to take over the 
business carried on at 11, Long Acre, W.C., as Salsbury Lamps, Ltd., and 
to carry on the business of manufacturers of and dealers in lamps, electricity, 
gas, oil and other illuminants, cycle and motors cars, aeroplanes, and hydro- 
lares, engineers, founders, etc. The subscribers (with one share each) are: 
V D. Berry, Maxwell House, Arundel Street, Strand, W.C., clerk; Amy А. 
Dalton, Maxwell House, Arundel Street, Strand. W.C., clerk. Private com- 
pany. The first directors (to number not less than two or more than seven) are 
to be appointed by the subscribers, Registered office: 11, Long Acre, W.C. 


` OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Sevenoaks and District Electricity Co., Ltd.—Particulars 
of £15,000 debentures, created November 25th. 1914, filed pursuant to Section 
93 (3) of the Companies (Consolidation) Act, 1908, the whole amount being now | 
issued. Property charged: The company's undertaking and property, present 
and future, including uncalled capital. No trustees. 


G. H. Turner and Co., Ltd.—Particulars of £500 2nd 

debentures, created March 17th, 1915, filed pursuant to Section 93 (3) of the 
Companies (Consolidation) Act, 1908, the amount of the present issue being 
£260. Property charged: The company's undertaking and property, present 
and future, including uncaled capital, subject to £350 Ist debentures. No 
trustees. 
Derby Lamp Works, Ltd.—Debenture, dated 24th March, 
1915, to secure £66,000, charged on the company's undertaking and property, 
present and future, including uncalled and unpaid capital. Holders: F. W. 
Greaves, Derby, and J. Rae, 4, Bartholomew Lane, E.C. 


Flather and Co., Ltd. (74,602).—Capital .£3.000 in £l 
shares. Return dated December 18th, 1914. 1.910 shares taken ир: Zl per 
share called up on 410 shares; C410 paid: £1,500 considered as paid on the 
remainder, Mortgages and charges: 451,000. 

Coast Development Corporation, Ltd.—Eight mortgages, 
dated March 24th. 1915 (supplemental and pursuant to mortgage dated June 
94th, 1903, securing an amount not exceeding 420.000. of which £16,650 is 
now outstanding), charged on various properties in Felixstowe and Southwold. 
Holders: F. P. Matthews, Hearn Street, Curtain Road, E. C., and E. J. 
Bellord, 8, Waterloo Place, Pall Mall, S.W. : 
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Montreal Tramways and Power Co., Ltd.—Particulers of 
41,861,005 170. 9d. (67,500,000) gold notes created March 10th, and secured 
by trust deed dated April lst, 1915, filed pursuant to Section 98 (3) of the 
Companies (Consolidation) Act, 1908, the amount of the present issue being 
41,438,356 Ss. Sd. ($7,000,000). Property charged: $6,000.000 5 per cent. 
mortgage debenture stock of Montreal Tramways and Power Co., Ltd., 
16,000 shares of common stock of $100 each in Montreal Tramways Co., 59,000 
shares of common stock of $100 each and $1,800,000 principal amount of the 
first mortgage 5 per cent. bonds of the Canadian Light and Power Co., and 
1,950 shares capital stock of $100 each in the Montreal Public Service Corpora- 
tion. Trustees: Bankers’ Trust Co. (New York). 


London Electric Supply Corporation, Ltd. (24,957).— 

Capital, 1,300,000 in 200,000 ord. shares of £3 each, 90,000 pref. shares of 
C5 each, and £250,000 unclassified shares. Return dated March llth, 1915. 
111,000 ord. and 89,840 pref. shares taken up; pone share called up on the 
ord. and £5 per share on the pref. shares; £782,360 paid, including £160 
paid on 160 shares forfeited. Mortgages and charges, £487,355. 


Pernambuco Tramways and Power Co., Ltd.—Issue on 
March 9th, 1915, of £25,000 debentures, part of a series of which particulars 
have already been filed. ^ 


Carville Site and Power Co., Ltd.—Issue on March 29th, 
1915, of £10,000 debentures, part of a series of which particulars have already 
been filed. 

Telegraph Construction and Maintenance Co., Ltd. 
(1,147c).—Capital, £448,200 in £12 shares. Return dated March 18th, 1915. 
All shares taken up; £448,200 paid. Mortgages and charges: Nil. 


Lamp Manufacturing Co., Ltd. (76.151).—Capital £10,000 
in £1 shares. Return dated February 4th, 1915. 5,400 shares taken up; 
£5,400 paid. Mortgages and charges: £2,500 debenturcs. 


H. Е. Foster and Co., Ltd.—Issue on March 31st, 1915, 
of £550 debentures, part of a serics of which particulars have already been 
filed. 


CITY NOTES. 


Swiss Electrical Companies. 


The Société Franco-Suisse pour lIndustrie Electrique, of 
Geneva, which is closely connected with the group of the 
Banque de Paris, recently announced that although the elec- 
trical undertakings in which the company is interested are 
developing satisfactorily, some of them had not paid any 
interest on the loans for 1914. This statement is confirmed 
‘by the directors’ report for 1914, which records gross receipte 
from interest, dividends, etc., amounting only to £46,000 as 
contrasted with £110,000 in 1913. After providing for depre- 
ciation and interest on loans of £916,000, the net profits are 
returned at £4,000, which eum has been carried forward, as 
compared with £63,000 in 1913, when a distribution at the 
rate of 51 per cent. on the ordinary capital was made. 

The Sweiz. Gesellschaft fur Elektrische Industrie, of Basle, 
which is & Swiss investment company whose sphere of 
activity extends to several countries, and which is associated 
with the group of the Siemens & Halske Co., of Berlin, reports 
that the company participated in 1914 in the increases in 
capital made by the Italian Moncenisio Hydraulic Power Co., 
the Petrograd Electric Lighting Co., and the Siemens Elek- 
trische Betriebe. In addition, an augmentation took place in 
underwriting holdings by subscribing to new shares in various 
Italian and Russian companies, whilst a reduction was effected 
in the case of the Baku Power Co. The gross profits amounted 
to £193,000, as compared with £180,000 in 1913, and the net 
profits were £69,300, as against £69,600. A dividend of 7 per 
cent. has been declared on the share capital of £800,000 as 
in the Da preceding year, the total loan capital reaching 
£2,400,000. n 
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German Electrical Companies. 


The Ges. fur Elektrische Hoch und Untergrundbahnen, of 
Berlin, proposes to pay a dividend of 44 per cent. for 1914 on 
the ordinary fully-paid shares of £2,500,000, as against 6 per 
cent. in the preceding year, and the eame rate on shares of 
£500,000 upon which 25 per cent. has been paid. 

The accounts of the Norddeutsche Seckabelwerke, of Norden- 
ham, after setting aside £9,100 for depreciation in 1914, as 
compared with £24,000 in the previous year, are reported to 
show a loss of £11,000, as contrasted with profits of £37,000 
in 1918, on a share capital of £300,000. A year ago the divi- 
dend paid was at the rate of 5 per cent. 

The Elektrotechuische Fabrik Maz Schorch & Co., whose 
dividend of 12 per cenf. for 1914, as against 8 per cent. in 
1918, has already been announced, reports that working was 
fully maintained on the outbreak of the war in so far as work- 
men were not called up. The company had provided itself 
with an abundance of raw materials, and was therefore still 
able to carry out orders at comparatively favourable prices at 
the end of the year. The net profits amounted to £15,000, as 
contrasted with £11,000 in 1913. The methods of manufac- 
turing bad been accommodated to the prevailing conditions, 
and at the present time a larger number of workmen is em- 
ployed than at any otber period. . 

The report of the Deutsche Kabelwerke A.G., of Berlin-Lich- 
tenberg, states that the undertaking was well employed during 
1914 and earned larger profits than in the preceding vear, 
these amounting to £98,000, as compared with £89,000. After 
deducting general expenses, taxes and interest charges and 
placing £14,000 to depreciation, as contrasted with 219.000, 
there remain net profits of £41,000, as against £34,000 in 1913. 


It is proposed to set aside for additional depreciation the sum 
of £11,000 for the machinery account, which will represent 
the final writing-down to one shilling of all the capia expen- 
diture, except for sites and buildings. The sum of £4,000 has 
been allocated to the special reserve fund and £3,700 to a war 
risks’ reserve fund, and the balance permits of the payment 
118 dividend of 6 per cent., as compared with 8 per cent. for 
The directors of the Sachsenwerk, Licht und Kraft A.G., of 
Dresden, state that production and turnover of the work- 
shops, which at the beginning of the war materially exceeded 
those which prevailed in the corresponding period in 1913, 
Were not very considerably less at the close of 1914 than in 
the previous twelve months. As gross profits the accounts 
show the sum of £66,000, as against £55,000 in 1913, and of 
the former the amount of £19,000 has been applied to depre- 
ciation, as compared with £12,500, and £15,000 ben pla io 
the reserve fund, as compared with £18,000. The balance 
allows of the distribution of a dividend of 8 per cent. as 
against 7 per cent. in 1913. It is added that the prospects for 
the current year do not appear unfavourable, as orders for 
electrical machinery and apparatus are arriving very satis- 
factorily, whilst the large Army orders render it possible to 
maintain working in the shops without any restrictions. 


Indian Electric Supply and Traction Co., Ltd.— 
The directors’ report for 1914 shows that the surplus on the year's 
working in Cawnpore, including £187 for interest accrued, was 
£12,724 (against £10.145 in 1913), and including further interest 
in England and transfer fees, the credit side of net revenue account 
shows a total of £12,758 ; London expenditure was £1,537 (against 
£1,335 in 1913), and after providing £3,856 for debenture interest 
a net profit of £7,365 is shown. The amount brought in 
from last year being £940, [there remains £8,305, of which the 
directors have placed £3,000 to reserve and £687 against the 
expenses of the debenture issue. They recommend the payment 
of a dividend of 5 per cent. for the year, which will absorb £3,901, 
and that the balance of £717 be carried forward. In February, 
1914, a further amount of £5,000 of the 6 per cent. debentures was 
issued, making the total outetanding £65,000, and leaving £10,000 
available for future requirements. The increase in London expen: 
diture arises from payment of the directors’ commission on the 
1913 dividend, and from the low rates of exchange which have 
ruled during the war. The increase in debenture interest is due to 
the fresh isene previously referred to. Мг. D. Cruickshank, who 
has been a director since the formation of the company, has retired 
owing to ill-health, and the board have appointed in his stead Sir 
George Henry Sutherland. 

Annual meeting: April 22nd. 


Guildford Electricity Supply Co., Ltd.—Mr. H. P. 


Smallpeice presided at the annual meeting held recently. He said 


that the gross receipts showed an increase of £571. The 
exceptional circumstances of the latter part of 1914 had, to some 
extent, mod.fied the profits which they had hoped to make. After 
referring to the increases which had occurred in oil, waste, water 
and engine-room stores (£537, ав against £279), wages at gene- 
rating station (£885, as against £680), rates and taxes (£575, as 
against £405), salaries of engineer, secretary and clerks (£781, as 
against £519), he said that the result of their appeal against the 
inoreased assessment was eminently satisfactory, a considerable 
reduction having been made. Considering all the circumstances 
they must congratulate themselves upon being able to write off 
£1,000 in respect of depreciation, put £250 to reserve, and pay 
5 per cent. ordinary dividend, a rate which they had been able to 
pay for the last five years. In reply to questions, the chairman 
said that it was unlikely that they would require any additional 
machinery for the next two or three years. Reference was made 
to the devotion to their work of the engineer (Mr. H. L. Alderton) 
and the secretary (Mr. R. H. Piper). Mr. Alderton, in responding, 
said that the past three months had been exceptionally difficult 
oe d the shortage of coal, but they had managed to get 
rough. . 


Winnipeg Electric Railway Co.—The report for 
1914 states that the gross earnings amounted to $4,101,302, in 
comparison with $1,078,694 for the previous year. The expenses 
of operation, including maintenance, repairs and renewals, 
amounted to $2,416,209, against $2,252,607. The net earnings 
from operation therefore amounted to $1,685,093. Of this amount 
the fixed charges, including 5 per cent. on gross earnings payable 
to the city of Winnipeg. interest on the funded debt, and other 
fixed charges, absorbed $690,482, leaving a surplus for the year of 
$994,611 to be added to the balance brought forward from the 
previous yeaf of $901,698, making together $1,896,309. The usual 
quarterly dividends, at the rate of 12 per cent. per annum, were 
paid, amounting to $1,080 000, leaving a balance at the oredit of 
profit and loss account of $816,309.— Times. 


Great Northern Telegraph Co., Ltd., of Denmark. 
—At the general meeting, which will be held at Copenhagen on 
May 8th, the board will propose to pay a total dividend and bonus 
of 22 per cent. for the year 1914, including the 5 per cent. already 
paid, and to transfer to the reserve and pension funds the follow- 
ing amounts, namely, £111,111 and £11,111 respectively. 


Sao Paulo Tramway, Light and Power Co., Ltd.— 


The directors have declared a dividend of 24 per oent, on the 
capital stock. | 
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Minehead Electric Supply Co., Ltd. — Mr. Н. D. 
Leather presided at the recent annual meeting. He said that the 
year was, on the whole, satisfactory. Receipts had increased, but 
the M prioe per unit was a little down, owing to increased 
sales for hesting and cooking, &o. . The works costs showed & 
saving, and their cost per unit was decidedly less than that of any 
other works of similar size. They had added £1,000 to deprecia- 
tion and reserve, and he hoped that as years went by they would 
be able to build up a strong reserve fand. He would not prophesy 
as to the future, but the first quarter of the year showed an im- 
provement on last year. The thanks of the meeting were given to 
Mr. Swarbrick (the secretary) and the staff. . 


Provineial Cinematograph Theatres, Ltd.—For the 
year ended January 3186, 1915, the net trading profit was £67,587, 
or £6,637 better than last year. The total distribution on the 
ordinary shares is 15 per cent., as against 20 per cent, for the 
previous year, and £9,416 is carried forward as compared with 
£1,131 brought in. Although the profits are larger and the 
theatres continue to do excellent business, a smaller dividend is 
declared, as a conservative policy during the continuation of the war 
is desirable. Two of the direotors and 120 employés have joined 
Н.М. Foroes. All appointments are being kept open, and allowances 
made to dependents. 


Canadian General Electric, Ltd.—The report for 
the past year states, says the Financier, that the profit amounted 
to $914,527 (against $2,029,899 ia nace and, after deductiog in- 
terest on borrowed capital, $190,957, the net profit before 
providing for depreciation amounted to $723,571. Dividends 
paid abeorbed $596,741, leaving a surplus for the year of $26 830, 
to whioh is added $913,932 undivided poss at December 318, 
1913, and reserve #2 700,000, making the surplus in the belance- 
sheet $3,610,762. Dividends for the year on the Common stock 
amounted to 7 per cant., against 7 per cent. and a bonus of 1 per 
cent. in 1913. 


Paignton Electric Light Co., Ltd.—At the annual 
meeting on Monday it was reported that the net profit on the 
year was £720. The directors had written off £491, the remaining 
balance on net revenue account, and were carrying forward £229, 
Forty-two new consumers had been connected during the year, 
and the whole of the machinery and plant was reported as working 
very satisfactorily. The Chairman (Mr. W. J. Ham) said there 
was every prospect of a dividend next year. 


Official Notices re Companies,—The following com- 
panies will be struck off the register at the expiration of three 
months, unless cause is shown to the contrary :— 


Automatic Telephone Co. 
Globe Code Co. 
Illuminated Signs. 
New Imperial Electric Lamp Co. 
*Budd Fuel (Suddite) (registered September 4th, 1911). 
* West India and Panama Telegraph Co. (registered July 30th, 1869), 
*Other companies with these names still exist. 


Indo-European Telegraph Co., Ltd.—The directors 


recommend s dividend for the six months ended December 31st, 
1914, of 178. 6d. per share (making, with the interim dividend 
already paid, 6 per cent. for the year) and a bonus of 20s. per share, 
both free of income-tax ; also a special distribution of 15a, per 


share, free of income-tax, out of interest accrued during the year 


upon certain investments and advance accounts. 


Western Union Telegraph.—The report for 1914 
shows gross revenue and income $17,287,388, from which must be 
deducted operating expenses, including rent for leased plant, taxes, 
Ko., $40,578,750, leaving a net income of $6,708,638, Interest on 
bonds has absorbed $1,337,243, leaving a balance of $5,371,395.— 
Financial Times. 

New Issue.— Tue London Electric Supply Corporation, 
Lid, is inviting ite shareholders to subscribe for £100,000 4 per 
cent. first mortgage debenture stock st 85 per cent., to meet over- 
drafts in connection with the L B. and S.C. Railway power eon- 
tracts and the general advance in demand for industrial supply. 


Vickers, Ltd.—The directors have decided to place 
£250,000 to general reserve and to recommend a final dividend of 
ls. 61. per share (free of income-tax) on the ordinary shares, 

2a, 6d. per share, or 124 per cent. for the year. £228,876 
is carried forward. 


Direct United States Cable Co., Ltd.—Final 
dividend of 2s., less income-tax at 2s. ld. in the £, payable 30th 
inst, making, with the three interim dividends already paid, a 
total distribution of 4 per cent. for the year ended March, 1915. 


Monte-Video Telephone Co., Ltd.— Interim dividend 
for the half-year ended January 31st last at the rate of 6 per 
cent, per annum on the ordinary shares. | 


Kalgoorlie Electric Power and Lighting Corpo- 
ration, Ltd.— The directors have declared a dividend on the pre- 
ference shares at the rate of 4 per cent. per annum for the six 
months ended March 31st, 1914. 


Brazilian Traction, Light and Power Co., Ltd.— 
The directors have declared a dividend of 14 per cent. on the issued 
ordinary capital stock, 


STOCES AND SHARES. 


— eee eee 


Torspay Eventna. ` 


While a trifle erratic, the course of the Stock Exchange 
markets during the pest few business days has been upward 
on the whole. In certain sections, more especially that for 
rubber shares, business is active and prices are buoyant. In 
American Rails, too, has occurred.such a boomlet as the Stock 
Exchange has not seen for a year or two. As regarde these 
last, most of the shares now changing hands are being bought 
by the neutrals on the other side of. the Atlantic; and the 
quaint position will arise of no American shares being good 
delivery on this side before very long, except euch as have been 
held in physical possession within the United Kingdom for six 
months past. 

Various new issues are being made by companies able to 
&how good cause for raising money at the present time. In 
the electric lighting market, for instance, a debenture issue 
has been sanctioned by the Treasury in favour of the London 
Electric Supply Co. 'The money is needed in order to cope 
with the demand from the Brighton Railway for power on the 
electrified portion of ite systein, and at 85, this 4 per cent. 
debenture stock is attractive largely because it is redeemable 
definitely at par, in 1931, instead of being redeemable at the 
option of the company, as in eo many other cases. 

There is a continuance of the demand for first-class telegraph 
stocks and shares, and the amount of high-grade debenture 
stocks, for example, which is available to purchasers is almost 
absurdly small. One indirect result of the Treasury's refusal 
to sanction new issues ad lib. is to force up the quotations of 
existing securities, because the investor is of such a nature as 
а rule that he insists upon having з certain stock and no 
other, and will pay several points more for his particular fancy 
than for some other stock, equally sound, about which he has 
less knowledge. The which i¢ natural enough, though it leads 
occasionally to such anomalies in quotations as the newspapers 
love to discover and proclaim. p 
. The Home Railway market is still one of the most stagnant 
in the House. Labour demands remain the chief bugbear of 
investors who might otherwise be disposed to look with a 
favourable eye upon the low prices to which most of the 
erstwhile popular stocks have descended. So far as the elec- 
trical issues are concerned, there is next to nothing going on; 
but within the past few days something like a free market has 
sprung up in London Electric ordinary shares, which are 
changing hands pretty freely on the basis of 31s. middle. There 
are inquiries, too, for the Company's debenture and prefer- 
ence stocks; but the other members of the electric railway 
group are neglected. 

Brazilian Tractions have benefitted substantially from the 
declaration of another quarterly dividend at the usual rate of 
11 per cent. on the common shares. The price rose 5} to 59 
last Saturday, came back a dollar or two in consequence of the 
poussent shrinkage in the Rio exchange, and again recovered. 

ven at the present price, the yield on the shares works out 


to about 101 per cent. on the money; and it is not a little 


curious that the sharp rise which has occurred within the past 
few weeks should have had the result of tempting so few sales 
of the profit-taking order. 

Brazilian Tractions have benefited substantially from the 
Jand. Sales on behalf of Dutch proprietors are prohibited, 
under the Treasury regulations; while with respect to the un- 
happy Belgians, only such realisations are permitted as are 
certified to be for account of refugees requiring comparatively 
small sums of money with which to maintain the absolute 
necessities of life. With these sources of supply of shares thus 
cut off, and with the market now in strong hands, it may be 
easily seen how a little demand from fresh buyers has the 
effect of advancing the price rapidly. 

Mexico Tramways Fives are 9 points better, and in spite of 
apparently discouraging news from the country, most Mexican 
securities have advanced this week, several of the railway 
stocks securing big rises. - 

In view of the more settled conditions of Stock Exchange 
markets, it has been decided to resume in a limited degree the 
particulars which used to be given here, before war broke out, 
in regard to the yields obtainable from securities quoted in 
our lists. The argument against such a course is that many 
quotations are still somewhat nominal, and that yields worked 
out upon nominal prices might here and there be deemed 
misleading. In a way, of course, this argument applied even 
before the war, for in those days not all the stocks were 
to be sold, while certain others could not be bought. and this 
condition of affairs varied from week to week. Weighing pros 
and cons, however, the present seems to be opportune for re- 
establishment of tables of yields, and we accordingly add these 
figures to our lists of prices. For correction of what error 
may have crept into the figures we shall be grateful—which 
invitation, by the way, is not so much a confession of care- 
lessness in compilation as an acknowledgment that the most 
painstaking efforts are not infallible in their results. 

With which apologia in advance, we set out the usual list 
of representative securities; from these are eliminated the end- 
July prices, which seem to have less practical interest than 
the yields obtainable at current levele. At the same time, it 
niay be added that, should any reader wish to know the pre- 
war price of any electrical issue, а post-card inquiry will be 
answered with pleasure ;— 


- 


—————————————— ——— —————————— 
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Номв ELECTRICITY Companies, 


Dividend, April 18, Rise or fall Yield 
1914. 1915. this week. p. o. 


Brompton Ordinary ee oe ee 10 — £6 1 8 
do. 7 per cent. Pref. oe oe 7 1 — 4 10 4 
Charing Croes Ordinary es we. w^ — 5 11 1 
do. do. do. Pref. ee 44 == 9 1 
da do. Ону Рте 0 ee ee 43 4 — b 12 6 
do. eb. ee ee oe ee 4 90 == 4 9 0 

Chelsea  .. К sé .. 5 48 — 5 8 1 
do. 4$ De © ee es ee ee 44 93 MN 41" 10 

City of London ae ee ee ee 9 144 — 8 4 9 
do. do. 6 per cent. Pref, .. 6 194 xd — 416 0 
do. do. 5 eb. ee ee ee 5 119 — 4 9 8 
do. do. 43 Deb. wo ee 44% 98 == 4 il 19 

County of London TE E | ul xd — 6 8 1 

o. do. ò per oent, Pref... 6 11 +4 5 5 6 
о, до. t d. ee ee 4 100 — 4 10 0 
do. do. 2nd Deb. 4 9] — 412 9 

Kensington Ordinary .. .. 9 7 — 6 8 7 

London Electric ee ee se ee 4 13 — 6 18 0 
do. do. 6 pe cent. Pref, .. 6 5 — 6 0 0 
do. do, 4 о ee ec ee 4 87 — 4 12 0 

Metropolitan ee ee oe oe 8 -— b 16 8 

^. åo. r cent. Pret. oe 4 == 612 6 
do. b. oe ee ee 94 —3 4 16 9 
do. Deb. ae ee ee 80 — 4 7 6 

Bt. James' and Pall Mall ss .. 10 8 — $ 650 
do. do, do. 7 percent. Pref. 1 62 — 5 9 10 
do. do. do. 8 b. oe ee Bb B0 == 4 7 6 

Bouth London ee oe ee ee 6 8 6 18 4 

South Metropolitan Pref. .. .. 7 — 6 4 5 

Westminster Ordinary ee eo ee 9 7 S 6 0 0 
do. 4$ Pref, oe oe ee 4) = 412 4 

TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. .. .. .. 6 1041 + } 515 0 
do. Il. d 92 + 16 16 4 

Chile Telephone ee oe ee ee 8 — 6 0 9 

Ouba Sab. Ord. ee oe ee ee 5a -— 6 5 9 
до. Pref. "e ee ee ee 10 15 — 6 18 4 

Eastern Extension T e 575 7 13 — 5 7 8 

е 4 b. : ee ee 4 93 — 4 1 0 

Bastern Tel. Ord... << ve s 7 184 +2 6 4 6 
do. B) Pref. oe ee oe f 8b 78h — 4 15 B 
do. 4 Deb. ae ee ee 4 98 — 4 7 0 

Globe Tel. and T. Ord. .. «s T 6 11$ +} 644 

о. Pref. ee oe ee 6 13 — 6 0 0 

Ge. Northern Tel. se ee ee 90 99 = 6 18 0 

Indo-Buropean .. ee ee .. 66/- 61 — 6 7 6 

Maroon ee oe ео ee eo eo li mem 10 18 4 

New York Tel. 44. б ee [E ce 44 99} EE 4 10 8 

Oriental Telephone Ord. oe . 10 2 — воо 

do. Pref. ee ee 6 881 — b 1 1 

Tel. t Deb. ee ee ee oe 44 — b 1 8 

United R. Piate Ten. 8 64 +4 680 

Ў do. Pre 0 eo . 90 6 b — 5 0 0 
West India and fen. H 11 +f 500 
Western Telegraph  .. КА ов 7 188 — 5 4 8 
о, ќ De е ев ее 4 98 = 4 6 0 
Home Калпа, 
oe London, Ord. Assented... - НА — А я { 0 
e tan LJ ee - а ee + 
do. District .. . Ni 17 t i Nil 
Uadere-cond Eleotric Ordinary . Nil 1 — Nil 
o. do. "A" ,, ee Nil 6/6 — Nil 
Forren Trans, &0. 
Anglo-Arg. Trams, First Pref. өө б — 6 9 5 
do. and Pret. oe oe 64 sf — 1 2 0 
do. 4 Deb. oe eo 4 84 — 4 15 3 
do. 4à Deb. es eo 44 90 — 6 0 0 
do. 5 Deb. e" oe 5 89 41 512 4 
Brazil Tractions .. T oe Q6 59 +5} 10 3 4 
Bombay Electric Pref. .. T es 6 103 — 5 16 10 
do. 44 [] . ee 4 å 9t — 4 19 0 
Mexico Trams ee ee ee ec Ni 80 — Nil 
| do. Spercent. Bonds .. Nil 60 46 Nil 
do. 6 per cent. Bonds .. Nil 80 — Nil 

Adelaide Sup. 6 per cent. Pref. .. . 6. 5} — 5 14 8 

do. 5 De 0 ee ee ee 5 108 ы 4 17 1 
МлистАСТОВІМе COMPANIES, 

British Westinghouse Pref, .. .. 7 a — 710 0 
do. 4 Deb. ee ee ее oe 4 72 — 5 11 1 
do. | 6 p. lien oe ee ee 6 99 xd — 6 1 8 

Callenders we ee eo ee ee 16 12 — 8 6 8 
do. 5 Pref... ee ee ee 6 44 TR b 9 1 
do. 4 Deb. oe ee ee 44 98 — 4 13 4 

Castner-Kelloer .. gs #6 . 16 8 1 = 414 1 

Edison & Swan, £8 pd. .. `.. ,. Nil 14/6 — Nil 
do. do. fully pai Р .. Nil 2$ — Nil 

do. do. 4 Deb. se ee ee 4 63 е» 6 1 0 
do. do. 6% Deb. os oe 6 60 — 8 8 8 
Eleotric Construction .. s vs 6 18/6 —8d. 756 
do. do. Pref. .. e» 1 1 — 7 VU 6 
Gen. Elec. Pret. eo ee ee ° о 6 10 — 6 0 0 
Henleys ee ee ee ee ee 20 - 144 — 6 18 0 
do. 1 Pref. se ee ee ee 44 4$ — á 12 4 
do. 4 Deb. ee oe ee ee 44 97 — 4 14 Y 
India-Rubber » i ©» s D 94 — i 5 9 7 

Telegraph Con. .. s: as .. 20 87 — 5 8 6 


This week's dividend declarations in the Telegraph market 
have had no effect upon prices, but it is satisfactory to find 
the Direct United States Company paying. the usual 4 per 
cent. on its ordinary shares, while the Indo-European declares 
the regular 6 per cent. dividend, 20s. bonus, and 17s. 6d. 
special distribution, bringing the whole amount up to the 
usual payment. Prices are firm, and there are improvements 
in half-a-dozen of the leading shares. Marconis went back to 
1 13/16, recovering, however, to 13 buyers; American Marconis 
have svimpathised with the strength of the American railroad 
market, and are up to half-a-guinea, though Canadians lag 
behind at just half this price. 

The Manufacturing group is steadv, with a good deal of 
business doing without alteration of prices. The Potteries 
Electric Traction Со. has declared a dividend of 2} per cent. 
on its ordinary shares. The rubber market is still very active, 
although the rush of last week has subsided to a slight extent. 
Stock Exchange men engaged in this market find their hands 
full of work—inuch of it unremunerative, in consequence of 
the low prices of shares and the trifling brokerage chargeable, 


though the umount of work involved is actually more than 
would be the case in higher-priced stocks. Prices on the whole 
are керш extremely firm; and with America a more ready 
buyer of rubber, there is nothing unreasonable in the assump- 
tion that the produce may further improve in price. The 
Armainent group has been favourably affected by the declara- 
tion of a dividend on Vickers, making 124 per cent. for the 
year, the same as that in the previous twelvemonth. At the 
present price, Vickers pay 74 per cent. on the money. 

The Stock Exchange has issued its own report within the 
past few days, showing a decrease in receipts of £25,000, an 
Increase of expenses mnounting to £9,800, with a cut in the 
final dividend from £6 to £3 per share. Electric power, work- 
ing expenses and maintenance are charged in the accounts at 
£1,656, a decrease of £330 as compared with the previous year. 


It has been mentioned here before that the Stock Exchange | 


has an electric light plant of its own, so it may be well 
imagined that the recent coal crisis gave the managers some 
anxious moments. 


MARKET QUOTATIONS. 


It ehould be remembered, in making use of the figures appearing 
in the following list, that in some os ses the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday, April 14th. 


CHEMICALS, &o. Puce Ge, ot Dee, 
a Acid, hlorie oo ^. per oi. 4/6 es 
€ ^. ee өө өө өө м 19/- ee 
ee ее рег Ib. ee е 
а „ Bulpburio .. ee ee per от, oe ee 
2 Ammonia, Манак (large crypia! £40 у 
а te arge ) per ton ee 
a Bleac powder ee ее oe s £9 к е 
а Bisulphi of Oarbon ee ee м 12 ee 
a ee ео ee ee м ee 
а Sulphate ee oe eo x £29 ° 
а УЖ” ee өө oe » #85 eo 
a м White ee ee '" oe ee 
Peroxide .. .. oe ^" s v 
e Methylated $.. ae „ per gal, T 
a Potassium, Bichromate, in casks per ib. 6d. ee 
& Potash, ustio (88/90 %) ee per ton ee 
@ [7] lorate ee ee ec per lb. 1/6 ee 
а „ erchlorate А m 1/6 " 
a Potaeasium, Cyanide (98/100 90) .. " Nom. ie 
(for mining pa 
a Shellac ee eo ee ee per owt, 65J- ee 
в Sulphate of Magnesia... ee per ton s ais 
а Bulphur, Sublimed Flowers 1 £11 10 $ 
a Ы a Recovered ee ee м ее 
а м Lum ee өе ее м £8 10 bú 
a Boda, Caustic ым толад) .. " £1020 ET 
& м orate ee ee C ee per 1b, 103d. wie 
a оти T ee „ рег ton 45]- 8 
a Bodium chromate, casks ee per lb. B4d. oe 
METALS, &o, 
Aluminium da, in ton lote .. per ton £90 T 
(1 to 14 8.W.G.) " е 
b Sheet, in ton lots .. " A150 s 
p Bebbitt's metal ingots .. — .. „ 250 to £221 zi 
. c Brass (rolled metal 2° to I basis) per ib, 10a, d. inc. 
с н Tube ое). * oe м i023 14. 196 
с » BO wn eo м е . inc, 
с м Wire, asis ec ee ee » 104. 3а. inc 
c Copper Tubes (brased) ) T н 101 H inc. 
€ „ м (solid drawn) M 1 . inc. 
„ Bare (best selected) .. per ton £94 £4 inc. 
g [7] Sheet ee ee e? " £94 A21 inc 
g » Bod .. ec ee ее [7] £14 £4 inc. 
d. 4 (Blectrolytic) Bars „ и £80 £3 inc 
.d „ m Sheets " £98 £8 ino 
d x » Rods ee й £86 £3 inc 
d „ ái Н.О. Wire per ib. 104d. zd. inc. 
f Ebonite Rod ee oe ee . | ^ ee 
. f Bheet ee ee oo ` » 2/6 ee 
а German Silver Wire " 1,8 PN 
b Gutta-percha, fne.. өө - s 6/10 we . 
b India-rubber, fine .. T м art 13d. inc. 
Iron (Cleveland warrante) .. per ton 677 8/5 inc. 
L » wW galv. No, 8, Р.О. qual, " £18 ee ` 
g Lead, Eng oe ee ee м £31 15 £2 5 dec. 
. m Manganin Wire No. 38 .. ee per ib. ee oe 
g Mercury ee ec ee ee per bot, 219 to £19 b os 
e Mica (in original cases) small .. per lb, 44. to 2/6 ae 
e я м м medium 80 6/6 p 4 ee 
0 e Uo» н ee u es 
o : lokel, aye wire, &o. .. ea : Po Nem. 2 Я 
э Pocspbor Bronee, pisin 1/1 to 1/ 
5 „ rolled bare aro Ы 1/2 01 85 
9 „ rolled strip & sheet й“ 1/84 to 1/6 v 
0 Platínum ae * es eo per os, 185/. p 
d Silicium Bronse Wire. per lb, 14d. ad 
Steel, Magnet, in bars... .. per ton 470 m 
g Tin, Blook (English) ee “ee » £171 £1 dec. 
а Wire, Nos. 1 10 16 ee per lb. 2/8 9d. inc. 
hite Anti-friction Metals .. per ton £62 to £194 , 
k Zinc, Bh'$ (Vieille Montagne bud.) N R 


Quotations supplied by— 


4 Bolling & Lowe. 

k Morris Ashby, Ltd, 

4 Richard Johnson & Nephew, Lid. 
m W.T. Glover & Co., Lid. 

n P. Ormiston & Sons. 

o Johnson, Matthey & Co., Lai, 


ч W. F, Dennis & Со, 


a G. Boor & Co, 

b The British Aluminium Co., Ltd, 

c Thos. Bolton & Sons, Ltd. 

d Frederick кті & Co. 

e F. Wiggins & Sons, 

India- Rubber, Gutta Percha and 
Telegraph Works Co., Ltd, 

g James 4 Shakspeare, 

b Батага Till & Oo, 
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THE FRENCH ELECTRICAL ENGINEERING 
INDUSTRY AND ITS FUTURE. 


AT a recent meeting of the Société d'Encouragement de 
l'Industrie Nationale, held in Paris, an instructive address 
was given by M. Hillairet, on the capability of France to 
meet the demand for electrical machinery and material. 
The paper was accompanied by a number of statistical tables, 
some of which are reproduced herewith. 

Dealing first with that relating to the importation of 
electrical material into France, it may be noted that, 
although less than in 1912, France still makes relatively 
large purchases of carbons; these have hitherto mainly 
come from Germany and Austria, and are chiefly intended 
for arc lamps; the decline that has taken place in the 
importation is principally due to the increasing popularity 
of metal-filament lamps. Great Britain and even America 
have, it was pointed out, also hitherto procured part of their 
requirements in arc-lamp carbons from Germany, largely 
owing to the fact that they have been obtainable at lower 
figures than those demanded for the home-produced goods. 
M. Hillairet considers that, as regards arc lamp carbons, 
the four or five French works producing them could not 
only meet the German competition but even overcome it, 
were they to organise their establishments on а truly 
industrial and economic basis. 


FRENCH IMPORTS OF ELECTRICAL MATERIAL, 


1918. 1912. 1911. 
Carbons for electrical purposes... £42640 246,080 £20,360 
Incandesoent lampe—carbon fila- - 
ments. 2,000 5,000 16,960 
„  Metal-filaments... nee 87,440 135,760 180,920 
»  Unmounted filaments ... 14,280 240 240 
Dynamos. . 382,330 — 353,320 370,720 
Electrical and  electro-technical 
machinery and apparatus 700,200 677,600 573,380 
Dynamo parts in si 410. 2,360 5,720 
Insulated wires and cables eae 65,200 24,010 23,120 
Armatures and detached parts of 
same ЯР Pus "e Vs 184,480 150,080 122,210 
Arc lamps and parts of same 3,200 5,000 7,820 
Magnets ... эз TT m 13,120 8,160 6,680 
Acoumulators and parts of rame 7,160 10,600 9.140 
Dry batteries sis ЗРЯ РА 5,689 32,160 1,120 


As will be seen, there was а falling-off in the importation 
of incandescent lamps in 1918. This was due to the 
fact that several works bad been established in France 
capable of turning out 100,000 tungsten lamps per day, 
which gave rise, in M. Hillairet's mind, to the hope that 
by concentrated effort. French manufacturers would soon 
succeed not only in meeting the requirements of the home 
market but also in building ор а foreign trade. 

The increase in the importation of armatures and magnets 
in 1913 is explained by the development of the French 
automobile industry which is. a large user of such parts in 
connection with the ignition mechanism on petrol cars. As 
for dry batteries, Germany has inundated the shops, both 
large and small, throughout France with these in con- 
junction with small pocket electric lamps. | 

Passing to the exports of electrical material froin France, 
these for the years 1913, 1912 and 1911 are shown 


below :— 
FRENCH EXPORTS OF ELECTRICAL MATERIAL. 
1913. 1912. 1911. 

Carbons for electrical and in- 

dustrial uses re eee 2428200 £311,140 £210,646 
Incandescent lamps 71.520 64.760 68 400 
Dynamoe and transformers 164,600 119,520 186,720 
Electrical apparatus 583,480 122,960 369,250 
Dynamo parts ... ues v 40 120 280 
Armatures and component parts 98,400 131,560 110,880 
Insulated wires and cables 136,610 118,200 142,200 
Arc lamps T 11,920 43,480 123,010 
Magnets ... 595 vis die 160 40 10 
Accumulators aud parta of same 20,929 23 560 16,760 


Resulting, no doubt, from the growing demand for elec- - 


trodes for electrotechnical purposes, the exports of carbons 
from France have shown a steadily expanding tendency. In 
the case of the insulated wire and cable industry, the trade 
showed an improvement over 1912, although the export 


total recorded in 1911 was not reached. The decrease in 
arc lamp shipments finds its explanation in the increasing 
favour that is being shown towards high-intensity low- 
consumption metal-filament lamps. It is unnecessary to 
consider the tables further, as, after all, figures relating to 
imports and exports have only a relative value. M. 
Hillairet endeavoured to supplement them by an estimate, 
or rather an under-estimate, as he termed it, of the annual 
production of the French electrical industry, his figures 
being as follows :— 


Dynamos, transformers, &c. ... " 82,664,000 
Electric lamps and fittings ... nee < 2,680,000 
Eleotrio wires, cables and materiale for mains 1,600,000 
Telegraph, telephone and electrical measur- | 
ing instrumenta ... m з dis 1,010,000 
Accumulators, primary batteries, insulators 
and miscellaneous material ios 856,000 
28,840, 000 


In M. Hillairet's opinion these figures show that, with a 
full determination, combined with suitable action, some form 
of common objective between manufacturers, a wide view of 
commercial opportunities, a desire to meet the wishes and 
requirements of consumers, and with suitable endeavours to 
educate and instruct the latter in modern applications of 
electricity, French electrical material would not only be more 
widely used at home, but would find its way into foreign 
markets, both those near at hand and distant. In the 
lecturer's opinion France is already in possession of all the 
elements necessary for such an industrial development. 
Thirty years ago, at the outset of important applications of 
electricity, the position was vastly different — skilled labour 
was not available; raw material was not readily forthcom- 
ing ; dynamo castings and armatures were made of cast-iron ; 
the correct conditions of their use were not known; and 
the available steels varied greatly in their carbon content. 
To-day, thanks, to a large extent, to the Robert process, 
the progress in steel manufacture at the Oreusot and 
Chatillon-Commentry and other works has been such that 
it is possible to obtain steel plates and sheets of a definite 


‚апа exactly regular thickness, and precise composition and 


quality. The losses due to Foucault currents and hysteresis 
can be accurately determined and verified by actual tests. 
Wire mills and cable works are able to turn out material that 
will meet the most stringent specifications. Ina word, elec- 
trical engineers now work in a well-explored field that leaves 
little or no scope for unexpected happenings. | 

France, indeed, the author claimed, now possesses every- 
thing necessary to permit of the extension and development 
of the electrical engineering industry in the country. He 
even anticipated the statement which is usually advanced,. 
that the cost of skilled labour in France is higher than 
in other countries, by pointing out that this was not so 
serious as it was usually represented, it being only, com- 
paring one of the largest works in France with the labour 
cost in Germany, the difference between the pfennig and 
the centime. 

To make this clear, it may be stated that 1 pfennig is 
equal to, approximately, 1:2 centime, and that our shilling — 
is equal to about 104 pfennigs or 125 centimes. | 

According to M. Hillairet, this difference can be dis- 
regarded, as, in his opinion, the cost of labour is the least 
important of the elementa that, constitute cost of production, 
his estimate of this being :— Labour, 20 per cent., raw 
material, from 50 to 60 per cent., and general expenses, 
from 20 to 30 per ceni. 

What the lecturer considered а much more important 
matter was the impetus that the improvement in technical 
methods was giving to practical applications of electricity. 
Originally, electrical engineering work was carried on very 
much in an empirical rule-of-thumb fashion, which has been 
largely overcome, and M. Hillairet looks forward, in the not 
far distant future, to seeing technical education included in 
the curriculum of French Universities. 

The first electro-technical institute on French lines was 
that which, thanks to the liberality of M. Montefiore Lévy, 
was established in Liege (Belgium), and at the head of 
which is M. Eric Gerard, whose teaching has had very 
valuable and far-reaching results, his students coming 
from all countries. The Liére Institute has, as a matter 
of fact, served as the model for those that have since been 
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started in France:—The Ecole Centrale, the electro- 
technical schools at Grenoble, Lille and Nancy, the Labo- 
ratory and the Ecole Supérieure d’Electricité, of Paris, and 
the Ecole de Physique et de Chimie. It is from these 
schools that the French electrical engineering industry is 
receiving а constant stream of professional recruits. 

Capital, raw material, skilled workmen and managers, and 
commercial leaders—France is now well supplied in all 
these sections of the problem. The concentration of each 
of these elements in a common effort should, he considers, 
give the French electrical engineering industry a prominent 
position in the world’s markets. 

Commenting on M. Hillairet’s address, M. Dieudonné, in 
La Lumiere Electrique, draws attention to some points in 
connection with which France is not on a level with 
Germany, which country has hitherto proved the principal 
competitor in this industry. The support given to new 
undertakings by the banks in Germany is superior to that 
in France ; the German patent laws, too, are better, while, 
from the point of view of commercialism and salesmanship, 
the Germans have shown that they have nothing to learn 
from other countries, butin this department set an example 
which could be advantageously followed in France. The 
success of German electrical engineering concerns, in M. 
Dieudonne’s opinion, is due more to active commercial 
enterprise than to superior technical knowledge and skill. 
Indeed, he does not consider that the latter is up to the 
French level ; it may be more sectionised and specialised in 
Germany, but while he is not an advocate of too wide a 
course of training, he holds the view that too much 
Specialising in one branch will eventually lead to a 
drying-up of the springs of reasoning and observation, and 
so hinder technical progress. 

Turning to another aspect of the subject, M. Dieudonné 
points out that on the termination of the war, French 
electrical engineers will have an excellent opportunity of 
demonstrating that they are in а position to cope with the 
demands that are sure to be made upon them to replace 
the central stations and other electrical installations that 
have been damaged or destroyed during the hostilities with 
model plants, constructed in accordance with carefully- 
prepared designs and plans, and equipped with the most 
up-to-date machinery. 


— —— HÀ 
REVIEWS. 


The Electron Theory of Matter. By Pror. О. W. 
RICHARDSON. Cambridge: University Press. Price 
18s. net. 


There are two kinds of pbysicists, practical and theo- 
retical, but there is, or should be, only one kind of engineer, 
the practical. That is to say, the practical and theoretical 
are not distinct, as they may be in physics. So that the 
engineer is always on the look-out when he reads a book 
such as this one, which deals chiefly with the theory of its 


subject, carefully to pick out and lay to one side what he. 


considers the more or less hypothetical portions, and to take 
a firm grip of thoze parts which promise help or advantages 
in actual application. What the future may bring forth to 
the practical man out of the mysteries of atomic astronomy 
is problematical, but this much can be said with certainty, 
that there are vast reservoirs of latent energy locked up in 
atomic structures, and these structures also hold secrets 
concerning the origin of electricity, gravitation and matter. 
And it seems impossible, in view of such certainties, that 
the engineer of to-day can afford to pass by, without trying 
to sieve all that is worth having from the labours of those 
engaged in this department of knowledge and other allied 
branches of pure science. | | 

Therefore this important work by Prof. Richardson, 
while it contains too much of the hypothetical and theoretical 
for most practical men, yet also contains much that is of 
interest to him. 

It is based upon a course of lectures delivered to graduate 
students at Princeton University. It is, therefore, not an 
clementary book, and is thus of little use to those whose 


knowledge of the facts of radioactivity is of a more or less 
rudimentary nature. Nor is it experimental in character, 
for it endeavours to deal with known quantities and to 
amplify and extend them by the tools of mathematics. The 
writer in general tries to indicate the extent to which the 
fandamental facts of physical science may be co-ordinated 
by means of the conception of the electron and the làws of 
electrodynamics ; and with this purpose in view, in con- 
sideration of the immense field covered by the subject, he 
has chosen for the topics to be discussed those which seem 
of most importance and interest at the present time. 
References to scientific papers and other works are given 
wherever necessary. 

À considerable portion of the book is occupied by a treat- 
ment of the more elementary matters, this treatment, 
however, being mathematical throughout. It opens with 
a chapter on the origin of the electron theory, and then 
goes on to consider electric intensity and potential, dielectric 
media, magnetism, electromagnetism, electromagnetic waves, 
dispersion, absorption and seiective reflection. 

In Chapter IX the fundamental eqnations of the electron 
theory are taken in hand. Then there is an important 
chapter on the ther, in which the question whether 
the «ether is at rest in the neighbourhood of moving bodies 
is disc 1¢s2d, the Michelson and Morley experiment being 
described with its negative result and the speculative 
hypotheses to explain this result. The author mentions 
that there is no experimental evidence of any optical effects 
arising from the motion of matter relative to æther or to 
space, and he is therefore tempted to inquire whether it is 
really necessary to postulate an ether for the propagation of 
electrical and optical effects. He discusses at length the 
principle of relativity, and reviews the bearing of the principle 
on the question of the existence of a luminiferous ether. 
He arrives at the conclusion that it furnishes no evidence 
for or against the existence of an æther, and it denies the 
possibility of determining the motion of such a fluid, 
supposing it to exist. | | | | 

The chapter on “ Radiation and Temperature” is very 
complete, and goes well into the mathematics of the subject, 
including dissertations on Stefan’s Law, Wien’s Law, the 
formula of Rayleigh and Jeans, Planck’s Law, and so on. 

Perhaps one of the most important parts of the book 
deals with the equilibrium theory of electronic conductors. 
This subject is brimful of interest and latent possibilities. 


` Much experimental work has been done upon it, but a vast 


amount more remains to be done. The author takes the 
few laws which experiment shows to be true, and, assuming 
that the emission of electrons from elementary and com- 
pound substances is & purely thermal effect, sets out to dis- 
cover what laws such a phenomenon should be expected to 
obey. - 

Chapter XXI on the structure of the atom reviews most 
of what is known about the matter up to date, and it specially 
deals with the stability of electronic systems under various 
hypotheses regarding the unknown positive element. 

A chapter on “Gravitation,” that most elusive of the 
mysteries of matter, closes the book. The author traly says 
that, paradoxical though it may seem, it is quite likely 
that one of the chief difficulties in the way of a physical 
theory of gravitation lies in the extreme simplicity of known 
laws of gravitational action, and that any addition to our 
knowledge of it by experiment is scarcely to be hoped for 
on account of the smallness of the forces concerned ; these 
are large enough when we deal with the enormous aggrega- 
tions of matter familiar to astronomy, but they are exceed- 
ingly small with masses which can be controlled in the 
laboratory.—W. J. C. 


The Underwar. By A. Gowans WHITE and T. C. 
. ELDER. London: The Electrical Press, Ltd. Price 18. 
net. 


This is “a reasoned statement of the true strategy in- 
volved in the ‘War upon Germany's Trade, " and is in- 
tended to show, without political or party motive, what 
measures are necessary in order to organise victory in the 
commercial campaign as, we hope and believe, it is being 
organised in the military struggle, That success can never 


Vol 76. No. 1,951, APRIL 16, 1915.] 


THE ELECTRICAL REVIEW. 


561 


be attained by merely proclaiming, and again proclaiming, 
commercial warfare is a fact to which we have repeatedly 
called attention in these pages, and the authors drive it home 
with forcefal argument and literary skill. The keynote of 
the book is unity of purpose—we had almost said co-opera- 
tion—but it is something more than is conveyed by that 
expression ; energetic action on the part of the Government 
in support of the manufacturing industries, with a view to 
providiag security for capital invested in new industries and 
extensions of existing undertakings, statutory provision to 
ensure that all public money raised in Great Britain shall be 
spent in Great Britain, improved methods of salesmanship, 
and the practical support of the workers and their repre- 
sentatives, are the principal features of the authors’ plan of 
campaign. While their proposals are not new in principle, 
having been advocated in our own columns, for example, 
for years, their book provides an admirable review of the 
present situation and of the requirements of the future, 
bringing together in a handy form the powerful arguments 
which have hitherto fallen on deaf ears, and concentrating 
their collective weight upon the mind of the reader. The 
question of a protective tariff inevitably crops up in the 
course of the work, but is dismissed as being at present 
hopelessly entangled with party politics ; there are not want- 
ing signs, however, that even strong upholders of Free Trade 
are willing, in view of the unprecedented circumstances, 
to modify their views, and to accept the principle of a 
special tariff designed to prevent the flooding of our market 
with German goods at knock-out prices when peace is 
restored. The fact that the Board of Trade at an early 
stage vigorously (if inexpertly) embarked upon the com- 
mercial war is welcomed as an indication that the policy of 
laissez fuire with regard to British manufactures has been 
abandoned, and we may add that the decision of the 
Government to provide capital for the establishment of dye 
manufactories in this country marks a new era in this 
respect. We hope the book* will be widely read, and will 
" stimulate its readers to be up and doing—not merely 
* killing Kruger " with their mouths. 


N 7 
Electrical Practice in Collieries. By Dante Burns, 
M.Inst.M.E. London: Chas. Griffin & Co., Ltd. Price 
78. 6d. net. 


That there is a demand for a practical treatise dealing 
with the very importent question of electrical engineering 
in mines is evidenced by the fact that this book, first pub- 
lished in 1903, is now in its fourth edition, and we quite 
agree with the author that “the application of electricity 
to mining operations extends with such rapidity that it is 
no easy task to keep a text-book in line with growing prac- 
tice.” The work is divided into ten chapters, dealing re- 


spectively with units of measurement, &c.; theory of the 


dynamo; the dynamo; motors; lighting; pumping ; 
haulage ; coal cutting; underground conveyors; and mis- 
cellaneous matters. 

In our review of the last edition we suggested that the 
electrical portion of the work might with advantage be 
improved, and we are sorry to note that the suggestion has 
.not been acted upon; im the present edition there are 
several illustrations of machines of a bygone age which 


we should like to see replaced by more up-to-date. 


illustrations of representative machines. We think also, 
in view of the very great importance of the subject, that 
the question of “earthing” might be more thoroughly 
dealt with. We can quite imagine a colliery manager 
or colliery engineer searching for illumination on 
this point, and not being much wiser after a search 
in the present work, and we are convinced that few 
colliery managers or engineers thoroughly understand 
“ earthing.” The author himself admits that the“ whole 
question of earthing is a most important one, and 
must be so regarded by the responsible person, and ‘an 
efficient earth is not во easily obtained in a colliery as many 
persons imagine: with this we thoroughly agree, and. 
therefore, we question very much whether the author goes 
far enough when he says short of a connection to a line 
of water pipes or a copper plate of considerable area sub- 
merged in water, it is difficult to obtain an absolutely 


e 


the three-phase machine is dismissed 


pages. 
“consequent” pole type might be better named, and 


. now in fashion at modern collieries. 


reliable and satisfactory set of conditions.” We know that 
both water pipes and submerged copper plates have been 
used as “earth” in mines, and in either case witb 
disastrous results. The whole subject of earthing should 
be thoroughly ventilated, especially in a book of this nature. 
Again, we should hesitate to recommend any colliery 
manager to install the “lightning arrester” shown in 
fig. 6, on any overhead system of wiring. The greater 
part of Chapter III is devoted to the D.C. dynamo, and 
in about two 
The illustration on page 56 described as a 


we would point out that “Parsons turbine 
should be spelt Parsons; in connection with steam 
turbines the test “ by Prof. Ewing, of Cambridge (which) 
gave a steam consumption of 21:2 lb. per electrical horse- 
power-hour" is rather ancient history, and we question 
whether even a colliery manager would be satisfied with this 
consumption. 'The chapter on motors is also weak, very 
little attention being given to three-phase machines or 
switchgear. Generally speaking, the work is weak and more 
or less out of date from an electrical point of view, and deals 
more with the mechanical application of electricity ; on the 
whole, here it is good, especially in the parts dealing with 
pumping, haulage, coal-cutting and underground conveyors. 
Bat is this what the colliery manager or engineer wants ? 
We venture to think he is im search of a little more 
insight into constructive details, and the elacidation of 
the mysteries of three-phase machines, seeing that these are 
To the student it 
undoubtedly forms a valuable text-book, and the several 
worked-out numerical examples and the questions at the end 
of each chapter lend an added interest. There is room for 
the work —it is, in fact, badly wanted —the plan of the book 
is good and very mu h th it is contained in it is good, but 
we do think that the electrical portion might with advantage 
be „ revised and rewritten before a further edition 
18 issued. _ 


TELEPHONE TROUBLES IN THE 
TROPICS. 


THE following discussion took place at the INSTITUTION OF 
ELECTRICAL ENGINEERS on Mr. Llewellyn Preece’s paper on the 
above subject, an abstract of which appeared in our issue of 
April 9th, page 508. 

SIR JOHN GAVEY said he had had some experience of trouble 
ір 30° or 40° South latitude, where there were heavy storms, which 
fortunately only had 1-mile front and swept away everything in 
front of them. Then there was trouble with a bird which built 
its nest between the cross-arms, and the nest being soaked with 
moisture caused short-circuits. To overcome this trouble an 
arrangement of vertical wires was introduced between the arms 
which obstructed the entrance to the nest. Spiders were also 
troublesome ; there were innumerable small spiders whose webs 
swept across the wires from pole to pole and caused short-oircuite. 
It had been suggested that they should be swept off, but the mile- 
age ran into thousands. Five species of beetle in the Argentine 
perforated the lead covering of cables to lay eggs, but.did not go 
into the paper. The author favoured filling joints with compound, 
which was common in the States, but not in England or South 
4 пегіса : it was almost impossible to get an insulating material 
co expand in unison with the lead, and there was the danger of 
moisture entering. As regarded staff, the loquacity of the South 
American, who would exchange compliments with the operators, 
eeriously delayed the services. 

Mr. W. Cook said it was difficult to discuss the relative merita 
of apparatus unlees the conditions were specified. He could not 
understand the author's attitude to the common-battery system— 
no satisfactory service could be given when the insulation was 
во low that the common-battery syttem could not be ured; the 
author was also not quite right ia regard to Mahommedan women 
operatore, as these were employed in Constantinople, the only con- 
ce:sion to them being a head covering. He was glad to see the 
remarks in regard to filled j inte, as money was often lost by pump- 
inz air into the cable, &c.; poles made from discarded steel rails gave 
a .tisfactory resulta, and he had used concrete poles costing half 
as much as Hamilton polea. The first coat of covered work was 
often more than compensated for by decreased maintenance. As 
regarded humidity, some Scarborough records appeared to be almost 
as bad as those mentioned ; at Falmouth 90 per cent. was recorded 
regularly in the early mornings of Jaly and August, 

Mr. W. SLINGO, referring to the author’s remarks on the magneto 
system, said the central-battery system had proved its reliability 
and utility in service, and if difficulties arose steps should be taken 
to overcome them. The automatic system seemed the most appro- 
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priate in a place where there was language difficulty, and it was 
not more diffioult to maintain than the common-battery system. 
Euamelled coils were being tried by the G.P.O., after being 
subjected to rigorous tests. An automatic telephone for 700 lines 
had been installed at Simla, and found more popular and rapid 
in service than the old system, and this was to be extended. 

Мв. J. E. KINGSBURY said he had thought that experience with 
enamelled wire would have enabled some troubles to be got 
over; as an instance, he cited the case of wool-covering of a 
multiple switchboard cable, which was attacked by moths. He 
agreed with the author's remarks on solid joints; air drying - ou“ 
was something of a luxury. Trouble arose at the joints, and the 
solid joint appeared to get over the difficulty. The author appeared 
to be taking the risk of allowing primitive man to put up with 
primitive appliances. 

Мв, WEIGHTMAN said troubles due to heat and humidity were 
most felt when such conditions were practically constant through- 
out the year. Red fibre, leather and uralite used in home practice 
were quite unsuitable in the tropics, although there were areas in 
the tropics which were infinitely better from the insulation point 
of view than the temperate zone. 

Мв. LAIDLAW remarked that the paper covered two-thirds of the 
globe. Did the author mean that the type of equipment men- 
tioned would be suitable for all localities ? Possibly teak was the 
best wood for use in the tropics. If wires were run through trees, 
it was possible that the common-battery would not work at all, 
but even with poor insulation some sort of service could be 
obtained with a mageto system ; each case must be decided on its 
merits. The author did not prove that enamelled wire was 
wrong, and probably in moist places the coils could be sealed up 
aud во protected. 

Мв. A. J. StuBBS had always been impressed with, the difficulty 
of getting an accurate idea of the troubles of engineers in the 
Colonies and tropics. If they would carefully report their diff- 
culties, engineers at home could probably assist them. He believed 
it was usual in the States to have special mayneto extensions for 
long distances ; they did not attempt to use the common-battery 
system for that purpose. 

Mr. McALPINE said lines which followed tropical coasts, subject 
to monsoons, were encrusted with salt all the time. Iron had to 
be replaced by teak, and owing to the rapid corrosion of iron wire 
400-lb. copper-wire was used. Copper-clad steel wire had been 
tried, but ita life was less than three months. Washing was the 
best way to get rid of the salt; oiling seemed to increase the 
trouble. In a hill country other extremes were met; it was very 
dry, but owing to the contour of the land long spans were neces- 
sary, eight poles to the mile, and a wire spacing of 21 in. vertic- 
ally. Transportation facilities affected the type of pole used; 
he had used Hamilton steel poles, and found old railway rail poles 
cheaper locally than any others. One difficulty in the introduction 
of new things in native country was the local jealousy ; if a new 
iastrument was installed for а subscriber all the other instruments 
developed mysterious faults and would have to be replaced. He 
had tried many varieties of enamelled wire, and in every case it 
broke down in a few weeks. f 

Mr. H. Laws Wess said it was idle to discuss the type of 
central office equipment if they did not know the number of sub- 
scribers and probable growth of the system. Troubles were due 
to the climate, to neglect of standard practice, and to the sub- 
ordinate position of the telephone, owing to its being under 
Government control. Mauy difficulties would be overcome by 
using aerial cable, and this was nearly as cheap in the case of 
several wires as open lines. Steel cased int truments might be used. 
He asked whether the author had noted rough usage of the 
apparatus, and suggested that ignorance of the subscribers was due 
to neglect in not educating them. In Constantinople they were 
rather surprised to find that Mahommedan girls had offered to b> 
operators. He believed that glass insulators were largely used in 
the States. 

Мв. С. Н. Nasu thought that every engineer in the tropics 
formed his own opinion because there was no central point of 
information. There were hundreds of questions involved in 
design, to which answers were required by the manufacturers. 

Мв. WALKER considered that microphones should be damp- proof 
in all cases, as the diaphragms got damp and dull. Aerial cable 
was eminently suitable for long-distance work, and almost as 
cheap as opin circuits. Oil in insulators got coated with dust, and 
oil insulators were no better than double-petticoated insulators in 
India. , 

Mr. H. HARRISON said they were getting over the difficulty of 
evenly coating enamelled wire, and such wire, silk-coated and 
impregnated, was being used in telephone instruments with 
success. 

Мв. SEM RV said he believed in metal casing for instruments, 
but care had to be used to avoid rust. Fibre, ebonite and hard 
rubber insulation gave trouble in the tropics ; the receiver should 
have a metal cap; aud all pole pieces should be lacquered to 
prevent rust from touching the diaphragm. 

The author, in replying, said the paper referred to really tropical 
countries, such as Uganda, the Malay States, X., which were 
forest regions. In no case were the switchboards really compar- 
able in 8/z» with English boards; the largest would be for 1,500 
lines, and the usual size—say, 500 ог 600 lines, This made all the 
difference in the choice of system, and perhaps this condition had 
not been made clear. Mr. Alexander Siemens eaid that for the 
Indo-European telegraph lines iron poles were used, and to protect 
them from wandering camels a trench was dug round the base of 
the pole and the excavated material heaped up in conical form 
round the pole in the centre; this practice was also followed in 
the Soudan. 


* 
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CORRECTING ERRORS IN POWER 


MEASUREMENT BY THE TWO-WATTMETER 


METHOD. 


THE ertensive and ever-extending use of three.phase current 
rendera its correct measurement by commercial instrumenta a 
matter of great importance. Improvements in wattmeter and 
watt-hour meter construction and testing have been such that 
errors of instrument-law and calibration are easily kept within 
narrow limits prescribed by statute and the neede of practice. 
Where, as is usually the case, a two-element meter is used to 
measure three-phase power by the two-wattmeter method, incorrect 
connections are frequently made, aud these, if undetected, introduce 
errors far in excess of those dependent on inherent defects in the 
instrument itself. The increasing energy demand of industrial 
consumers and the extending use of high-tension distribution 
combine to increase the risk of mistaken connections, for both 
current and pressure transformers are used between high-tension, 
heavy current networks and three-phase meters, and in a circuit, 
as shown in fig. 1, there are no fewer than 27 possible permutations 
of meter connections, only one of which yields accurate readings 
under all conditions. As shown by the subjoined table and the 
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curves in fig. 3, there are 10 permutations which yield correct 
meter readings at one particular power factor, and the danger is 
that а wireman who makes some mistake in connections, evident 
by the faulty running of the meter, may then commence to inter- 


acm А . e << 
D a Phd т a 
1 ' Current b 


change leads (instead of tracing all leads back to the mains), and 
thus hit on a permutation which gives approximately or even 
absolutely correct readings (within the limits of instrument error) 
at the particular power factor of the load tested, while leading to 
very erroneous readings at other power factors. The connections 
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shown in fig. 1, and these alone, are correct for а double-element 
three-phase meter using current and pressure transformers. With 
correct pressure connections, and with each of the five incorrect 
permutations of pressure connections shown in fig. 2 (II—VI), 
there are four possible arrangements of the current connections, 
viz.: Correct; phase a reversed ; phase b reversed; both a and b 
reversed. In the table and fig. 2, those three cases are also taken 
into consideration in which, the pressure connections being correct, 
each pressure phase in turn is broken. 

With correct meter connections, and assuming (what is sensibly 
the case in practice) that load and pressure are balanced between 
phases, the meter reading is proportional to the product vV 3 I E оов ¢ 
—where I and E = effective current and pressure per phase and 
cos ф = power factor of demand. The ratio в of the actual 


Ес. 2. 


reading to the true reading iu each of the 27 permutations specified 
above, is shown in the foregoing table.* In columns 2, 3 and 4 are 
shown which pressure phases are actually connected to the 
terminals which should carry phases a, ö, o. 

Columns 5 and 6 indicate the direction of current flow in current 
соп, phase а and 5, + denoting éorreot and — denoting reversed 

ow. | 

Values of В for various values of cos ф are shown by the curves 
in fig. 3, the key numerals attached to which correspond to those in 
the above table. If the meter reading is at all times zero (as in 
permutation II, III, IV, cases 1 and 1), or if the reading is at all 
times negative (as in cases I—2, 4; II—2; III—3; V—1; and 
VI—3), the fact that the meter connections are wrong is at once 
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obvious, but there remain 14 permutations under which the 
meter runs in the correct direction but at incorrect speed. In the 
four cases 1—5, 1—7, V—3 and VI—4, the reading is incorrect at 
all power factors, hence the mistake is at once disclosed by com- 


* See also Schweiz, Elek, Verein Bulletin, 
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paring the meter reading with that of a standard instrument, In 
the 10 remaining cases, however, R = 1 at a certain power factor 
which is: 0'2 in case V—2 ; 0°28 in case IV—2; 0 5 in cases 1—3, 
6; VI—1, 2; 076 in case II—3; 0:87 in case V—1; and 1°0 in 
cases III—2 and IV—3. At all other power factors the reading 
differs from that of the standard meter, hence, by testing at say 
1˙0 and 0'5 power factor, mistaken connections will inevitably be 
deteoted. 

When the load power factor is approximately known, the curves 
in fig. 3 enable at least approximate correction to be made in the 
actual reading of a meter found to be connected incorrectly after 
it has been in service for some time. At least the incorrect in- 
dication can be made a basis for payment by agreement. In many 
cases the value of в, during comparison with a standard meter, 
gives a clue to the mistake made in the connections, but in all 
cases of doubt the latter must be traced and checked throughout. 
Mere trials of various interpositions of leads may yield fortuitous 
and misleading accuracy over a restricted range of power faotore. 


RUSSIAN CUSTOMS DUTIES ON ELECTRO- 
TECHNICAL PRODUCTS 
AND ON THEIR RAW MATERIALS. 


4 


UNTIL now, says an article in the Russian Government Gazette, 
the Russian electrotechnical industry has mostly used foreign 
machines, apparatus and. materials, Germany has been the 
principal furnisher of these to Russia owing to her (Germany's) 
highly developed and intensely specialised industry. For the 
moment the importation movement from Germany is stopped, and 
Russia is experiencing a great shortage in many articles to which 
the country has become accustomed, but the production of which 
was not effected at all in the country, or was only in the primitive 
stages. There is a widely spread idea that many of the products 
of the electrotechnical industry are not produced in Russia 
because of the existing Customs tariff. Consequently it will be 
interesting to explain in what degree the action of the existing 
tariff which was introduced on February 16-29th, 1906, has 
bean effective, whether on the importation of foreign: products, 
‘chiefly from Germany, or on the corresponding production of such 
products in Russia. 

Taking the electrotechnical industry comprehensively, it must 
be admitted that some of its branches are firmly established in 
Russia, and quite satisfactorily supply the demand, whilst others, 
if established, only partially supply the market, and the balance 
wanted is made good by a more of less important importation. 
Of the goods the production of which is firmly established Russian 
industry, we have— 

1. Iron and copper wire, conductors and cables. 

2. Electric accumulators. | 

3. Telephone and telegraph aoparatus. 

4. Insulating materials, &c.—largely porcelain goods. 

Without dwelling on the production of iron wire which is 
usually employed only for telegraph and telephone lines, and is 
made exclusively in Russia, it is not without interest to observe 
the relative extent of the importation and of the inland production 


of the goods named. . Per cent. 
Duty. of 

Imported. Made in Russia. Roubles daty to 

Poods. Roubles. Poods.  Roubles. ^ per pocd. value. 


19,200 339,000 158,000 1,707,000 7 r. 35 9. 4 
11 r. 85 c. 


Conductors, various 6, 800 318,000 142,000 3,460,000 16 r. 20 =} 45 
17 r. 70 c. * 

Electrico cables 9,500 101,000 427,000 4,960,000 бт, 700, 
Electric accumu- 

lators .. 1,600 46,000 193,000 1,673,000 9 ғ, 
Telegraph and 

telephone 5,900 178,000 — 4,367,000 9 r. 

apparatus 


The prinoipal materials used in the produotion of the goods 
named in the above table are copper, lead, and brass. The duty on 
oopper bars is 5 roubles per pood, and the average price abroad in 
1912 was 11 roubles per pood, i.e, 45 per cent. The duty on 
lead is 70 copecks per pood. The average price of lead 
abroad was 2 roubles 90 oopecks per pood, ie, the duty equals 
25 per cent. of the cost, The duty on brass depends on the com- 
position of its manufacture, and ranges between 5 roubles and 
7 roubles 10 copecks per pood ; and it works out at about 45 per 
cent. of the cost, like the copper duty. The following tables show 
the duty on the raw material to be about the same as on the 
finished article per pood :— 


Duty on Per cent. Duty on finished Per cent. 
material. of cost. product. of cost. 
Copper wire... 5 roubles 45 7 т. 35 с.—11 r. 85 с, 48 
Oonductors, 
various ... 5 si 45 16 r. 20 0.—17 r. 70 c. 45 
Eleotric cables : | 
Oopper... 65 i 45 6 roubles 70 copecks 503 
Lead ... 70 copecks 25 — | — 
Electrio accu- 
muletors ... 70 T 25 9 roubles 30'6 
Telegraph and 
telephone 
apparatus... 5т.—7т.10о. 45 9 roubles 26:8 


50°3 
30°6 
25°8 
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. How the furnishers of goods adjust their prices to the cost of 
corresponding imported goods is shown with regard to copper. 
The average price of electrolytic copper abroad was 11 roubles per 
pood. In Russia the price of Russian produced electrolytio copper 
was 16 roubles per pood: the duty is 5 roubles per pood. Brass 
again, which is sold only in rode or bars and sheets, is usually 
dearer than pure copper. Thus, the price of average brass in 1912 
was 17 roublea 36 copecks per pood, which, with a duty of 6 roubles 
per pood, gives us the cost of brass as 11 ronbles 36 copecks per 


It is obvious that foreign factories have their copper and brass 
much cheaper than the Russian factories have them, the difference 
being just the amount of the Customs duty. The conclusion 
naturally is that we should reduce the duty on the raw material 
and increase the duty on the finished product in order to encourage 
home industry. 

The foregoing shows the producers of the crude and the finished 
products to have opposing interests. A high tariff means high 
prices; but in any case it stimulates the production. Eforte must 
be directed to establishing a home industry built on raw material 
of home production. The working of the tariff is shown in con- 
nection with copper as follows :— 

By the tariff of 1891 copper paid 3 roubles 75 copecks per pood. 
Whilst the tariff endured—till 1903—the production of copper in 
Russia increased when the price of copper reached 12 roubles 
95 copecks per pood, and decreased as soon as the cost of copper 
in Russia had to be reducei below this level as а result of reduced 
prices abroad. A 

Data on existing Russian copper deposits showed that the pro- 
duction of copper would grow with the price of the metal no 
lower than that named. The progress of the copper-producing 
industry in Russia after the introduction of the tariff of 5 roubles 
per pood in 1906 is seen in the following table :— 


Year. Poode. Year, Poods. 

1903 ee 564,000 1908 is 1,033,000 
1904 n 600,000 1909 vs 1,334 000 
1905 eos 519,000 1910 s 1,378,000 
1906 992 571,000 1911 s 1,564,000 


1907 875, 000 1912 ; 2,017,000 


The quantity of copper imported is much lower than that of the 
national production; thus in 1911, the copper imported amounted 
to 447,000 роодв, and in 1912 to 429,000 poods. 

As to lead, whether for cables or accumulators, it paid 37:5 
copecka per pood by the 1591 tariff; but by the 1906 tariff, now 
in force, it pays 70 copecks per pood. But neither tariff has 
seriously stimulated the home production of lead. When the tariff 
was 37˙5 copecks per pood the importation of lead rose from 1,880,000 
poods in 1900 to 2,899,000 poods in 1903, and fell back to 2,468,000 
poods, and гове to 2,879, 000 poods, in 1904 and 1905 respectively. 
Under the 70 copecks per pood duty the importation rose from 
1,304,000 pood level, to which it had fallen in 1906, to 3,099,000 
poods in 1910, fell to 2,537,000 poods in 1911, rising again to 
2,722,000 poods in 1912. , 

If we remember that in 1912 Russia produced only 82,121 poods 
of lead, notwithstanding the abundant deposits of lead and silver- 
lead orein the country, the ineffectiveners of the duties imposed 
becomes obvious. It is proposed to raise the import duty to 
1 rouble 10 copecks per pood. Further, the Customs duty does not 


sufficiently protect the finer wires and conductors; во, bearing in . 


` mind the prices of raw materials, we arrive at the following Table 


of duties : — 


Existing duty Proposed duty 


per pood. рег pood. 

Copper-wire from 12 mm. 

to the smallest gauge 7 r. 35 c.— 11 r. 85 c. 8 r.—14 r. 
Conductors, various . 16 r. 20 c.— 17 r. 70 с. 16r. 20 0.— 20 r. 
Electric cables. T 6 r. 70 c. 7 r. 10 c. 
Electric accumulators ... 9 roubles 14 roubles 
Telegraph and telephon 

apparatus id. быз 9 roubles 30 roubles — 


The consumers’ interests in the matter of reduction in price 
must be found in competition inside the country. The article 
holds out little hope of lower values for raw materials. But it is 
different with finished producte. such as, for example, cables and accu- 
mulators. Theexisting cable works in Russia are syndicated under 
the name of “ Elektroprovod," the leading house being the Russian 
United Cable Factories, which is the largest cable and conductor- 
producing concern in Russia. Unfortunately with the lion's share 
of the business, it cannot be called Russian. It exists on German 
capital, The production of accumulators is similarly circum- 
stanced. It has been monopolised recently by the Russian Tudor 
Accumulator Factories—a German concern that dictates the prices 
of accumulators on the Russian market. Therefore every new 
accumulator factory ix welcomed -such asthe Morgulius, of Odessa. 
and the Recks, of Petrograd. Government orders should be given 
in preference to Russian—and certainly to non-German—houses, 

Another series of electrotechnical goods, the production of 
which has not been sufficiently established in the country, is listed 
in the following table. These used to be imported, mostly from 


Germany, either complete or in parts, to be assembled in Russian 


factories, founded on German capital. 

Reepecting dynamo machines, electro-motors and transformers 
made in Russia, classified particulars have not been received, and in 
the sum of 12,000.000 roubles are included parts of the respective 
items and discharge mechanisms. The term “none,” in the table, 
means hardly any, if any at all. It has been difficult to estimate an 
average per cent. of duty for raw materials and finished products. 
Copper averages 9 per cent. to 16 per cent. in all machines ; in 
transformers it is 20 per cent. to 30 per cent, In view of the 


numerous other constituenta, it beoomes almost impossible to esti- 
mate the part played by each. 


1919. , 
Average 
per 
Imported. Made in Russia. Duty per cent. on 


Poods. Roubles. Poods. Roubles. pood. value. 
Dynamo machines | 
and eleotro- 


motors of all | 
8 r. 50 с. 82:9 


kinds 25 217,000 6, 888,000) 
Bleotric trans- ч 
formers .. M 95,000 493,000 S r. 60c. 38-5 
Б 8 272,000 6,376,000 | 
arts o amo 
machines, elec- Г 950,000 12,000,00 
tro motors and md 
transformers, Jon, |. 
armatures, com- бо: 
mutators, frames, wae & 
& 0. ИЕ ч 18,000 860,000) 2859 | 36:6 
E 8 84 
FEFE 
82 5 
Sose 
i-um 
Electric switches, 
fuee», rheostats, 
bells, s8'zoal fir- 
tings, &c. | 140,000 8,860,000 none none 9r. 307 
Bleotrical measur- | 
ing apparatus .. 96,000 1,189,000 none none 9r. 97 
Dleotrical incan- carbon— | 
desc nt lamps 50.000 — 189088 835, 000 30 r. 80 
i metal— 
Uaits 15,500,000 3,£60,000 525.000 192,000 65 r.) 


Therefore, the most correct measure of duty is obtained by а 
comparison of the cost of these goods with that of correspond- 
iog foreign, and especially German-made, manufactures. This 
shows that the existing duty of S roubles 50 copecks per pood is 
sufficient protection for the production of high-power dynamo 
machines and electromotors, in which cast-iron, iron and steel are 
largely used, but scarcely protects at all the production of small 
(20 pood) dynamo machines, electromotors, and transformers ; 
therefore, the duty on these should be increased, 

The production of electric switches, keys, fuses, sockets, 
rheostate, bells, Ko., it has proved impossible hitherto to 
establish in Rassia. The duty of 9 roubles per pood is not high 
enough. 

ee production there is of electrical measuring apparatus in 
Russia ів on а very small scale in Petrograd and Warsaw. It is 
calculated that the cost of production of the simplest types of 
measuring inetruments is about 180 roubles per pood against 
150 roubles in Germany ; therefore, an import duty of 30 roubles 
per pood is required on these goods. 

There are now two duties on electric incandezcent lamps, 
30 roubles per pood with carbon filaments, and 65 roubles per pood 
with metallic filaments. These rates are sufficient, making 
6 copecks each on carbon-filament lamps and 13 on metallic. 

The writer of the article, Prof. A. Kuzuetzoff, here furnishes a 
table of the before-mentioned goods, ehowing the importation or 
protective duty at present levied on them respectively, and the 
duty that should be levied in order to ensure efficient protection. 


Existing tariff Proposed tariff 
per p»od. per pgod. 

Dynamo machines and elec- 
` tric motors—all kinds :— 

Less than 20 poods weight 12 roubles 

Over o у »" 8 r. 506 8 r. 50 c. 
Electric transformers 12 roubles 
Parts of dynamo machines, 

electric motors and trans- 

formers, armatures 17 r. 70 c. 17 r. 70 c. 
Armaturesandcommutators 12 r. 76 с. 12 r. 75 c. 
Frames, partly copper :— 

Leex than 20 poods weight | 8 r. 50с 12 roubles 

O ver Tm » » | | ° 8 г. 50 c. 
Switches, keys, fuses, light. 

ning conductors, dis- 

chargers, sockets, 

rheostats, insulators, 

heating apparatus, arc 

Jud id TA бе» 9 roubles 15 roubles 
Electric measuring instru- 

ments — vis У 9 roubles 30 roubles 

30 у. with саве 30 roubles 


Electric incandescent ааа i 
with carbon filaments 60 r. without case 60 roubles 


Electric incandescent B EE 65 r. with case 
with metallic filaments 90 r. without case 


The writer concludes his article with the observation that 
higher duties slone will not necessarily create the desired 
industries in Russia. If not accompanied by a series of practical 
measures, which he enumerates, the result, he says, may simply be 
to make the products dearer in Russia, 


Prices Advance, — THE STERLING TELEPHONE AND 
ELECTRIC Co., LTD., of 210-212, Tottenham Court Road, London, 
W., announce an advance of 10 per cent. in most of the prices 
given in the ninth edition of their catalogue and in current 
publications, 
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 MAIN-LINE SIGNALLING ON RAILWAYS. 


By W. C. ACFIELD. 


(Abstract of paper read before THE INSTITUTION OF ELECTRICAL 
ENGINEERS at Birmingham, March 31st, 1915.) | 


Tue object of the system of block telegraph signalling is to 
prevent more than one train being in the section between two 
block signal-boxes on the saine line at the same time, thus 
providing an adequate interval of space between following 
trains. А 

Prior to 1875 the block telegraph system ‘and interlockmg 
of points and signal appliances were worked independently of 
one another, but a combined lock and block system was intro- 
duced which rendered it impossible for a signalman to accept 
` а second train until an electric treadle, operated by the pass- 

ing of а train. over the railway, unlocked the block instru- 
n;ent in the train-on-line position. Ms | 

There are certain limitations to its adoption, as sufficient 
elasticity cannot be obtained in cases where passenger, goods, 
and mineral traffic are concerned. In goods and mineral 
working it is not necessary to have so large a margin between 
trains as in passenger-train working. | 

To enable closer working to be carried out a mechanical 
arrangement is provided, viz., the cancel key, in the use of 
which there is unfortunately no check upon the signalman. 
By injudicious use of this key several serious collisions have 
occurred. This is the weak spot in a lock and block system. 

The treadles in use to-day are of the mercury type, which 
are far preferable to the old form of rubbing contact. The 
mercury is contained in a box or chamber, and is set in motion 
by the deflection of the rail to which the treadle is attached. 

The interlocking block is a form of lock and block in use to 
a large extent on the Midland Railway (which railway 16 is 
the author's privilege to serve), and furnishes the necessary 
elasticity for passenger and goods traffic. The instrument used 
is known as the rotary block; the handle stands normally 
vertical in the ''blocked position," and to give the ''line 
clear“ and “train on line" indications is moved in a clock- 
wise direction. There is a ratchet movement in the instru- 
ment to prevent the handle being turned in a reverse direc- 
tion, and this prevents a signal being given a second time 
unless the handle has been rotated to both the “line clear 
and train on line positions. 

“Line clear" being given removes the electric lock on the 
starting signal in the rear section, and train on line“ being 
given drops the said lock ready to fall into position again 
when the starting-signal lever in the rear is placed to danger. 
After line clear has been given by the first movement, the 
handle is then turned to the “train on line” position and 
becomes locked, in that position so that it cannot be moved 
either forward or backward until a releasing treadle, fixed on 
the railway inside the home signal, has been operated by the 
accepted train, after which the handle is free to be turned to 
its normal and vertieal position. 

To prevent the possibility of ''line clear" being given for 
a train to approach from the rear section whilst the home 
signal is at clear.“ a lock is provided in the block instru- 
ment, and a switch on the home-signal lever, which ensures 
the home signal being at danger before the handle of the 
instrument can be turned from the blocked or normal position. 
With this in combination with rotation mechanical locking 
on the home and starting, or shunting signals, the signahnan 
is compelled to go through the operations necessary for pass- 
ing a train through the section, thereby making certain that 
the starting signal 1f once lowered must be returned to the 
danger position before the home signal can be used a second 
thine. | 


signal pulled over and replaced becomes locked until the start- 
ing or shunting signals, where the latter exist, have been 
pulled over and replaced; and upon the completion of this 
operation the starting signal is once more automatically elec- 
trically locked by the advance section, and is only released by 
“line clear being given from the advance section as before 
described. | 

Ав it is necessary to provide means whereby the signalman 
can wipe out one or other of the block indications, press- 
buttons are provided on the instruments in the advance sec- 
tion and the rear section; and it is only by the co-operation 
of the two eignalmen pressing their respective buttons simul- 
taneously that ''line clear” can be cancelled. The action of 
the two &gnalmen lifts out the ratchet lock, and enables the 
handle to be turned in а backward direction to“ line blocked." 
Even this operation cannot be performed unless the starting 
signal in the rear is at danger, and it thus affords additional 
safety in working. B 

The cancelling of '' train on line," which may be necessary 
owing to an on-coming train unexpectedly 
shunted in the rear section, after permission has been given for 
it to leave that section, or on account of the treadle having 
failed to release the block instrument, is quite а different 
problem. To prevent the cancel being used without a record 
being made, it is masked by a glass, which has to be broken 
before the cancel button can be used. 

It is the practice now to provide electric repeaters more 
generally to distant signals, irrespective of the facility with 


, 


The rotation locking referred to provides that the home - 


aving to be . 


which the latter can be seen, in order to give the signalman 
an indication of the working of tbe signal. Home, starting, 
and other signals are also electrically repeated where they are 
out of sight of the signalman. These electric repeaters ate 
preferably of the 3-position type, showing on, off,“ and 
"fault." Where signal lights cannot be seen by the signal- 
man at night-time hght indicators, electrically operated on the 
Pyrometer system by the expansion bar placed over the flame 
of a signal lamp, are also provided in signal-boxes, but are 
not at the present time generally adopted. 

Mr. A. T. Blackall has mentioned a device for interlocking 
the distant signal with the block telegraph system by making 
use of the electric repeater circuit; this ensures that the distant 
signal must have gone to the danger position after the passing 
of one train and before the acceptance of another. 

Train stops for emergency purposes have been suggested 
by the Board of Trade as a means of arresting trains running 
past signals at danger. It is comparatively easy to provide 
them on electrified railways where the speed does not exceed 
40 miles per hour, but in the case of steam railways, or even 
electrified railways where the speed may be anything from 40 
to 80 miles per hour, it becomes increasingly difficult to design 
any appliance of this type that will stand the shock of impact, 
and at the same time meet with the requirements of express 
traffic working. No known automatic train-control apparatus 
of the mechanical type can be considered to be 86 40 

The author suggests that a cab-signalling device is the solu- 

tion of the problem; but it is considered undesirable for any 
indication beyond an audible signal to be given to the driver. 
Probably one of the most important appliances introduced 
into railway signalling in the past few years is the system of 
track-circuiting the lines of railways, the use of which has 
enabled innumerable difficulties and problems to be solved, 
and gives very adequate protection to traffic working generally. 
? is used not only in automatic and power signalling, but 
also with very great advantage in manual systems of inter- 
locking. by which it is possible not only to utilise the running 
lines to perform the indication of the presence of trains and 
vehicles, but to safeguard such trains by operating electric 
locking on signals, and also to operate electrically signals in 
automatic and semi-automatic systems on such sections of 
railways over which track circuit extends. 

The essential feature is a section of track insnlated at each 
end from adjoining sections of the track, each rail in the 
section. being connected together by bond wires for the pur- 
pose of making a continuous conductor from one end of the 
section to the other. At one end of the insulated track section 
a battery is provided, the positive terminal being connected 
to one rail and the negative terminal to the other. At the 
entering end of the section a relay is connected to the rails in 
a similar manner; thus a path is given from the battery along 
the rails on one side, through the relay and back through the 
rails on the opposite side to the battery, and by such connec- 
tion the relay is continuously energised so long as the track is 
unoccupied. The presence of a pair of wheels or a train in 
the section short-circuits the battery, causing the relay arma- 
ture to drop. А broken rail will open the circuit and 
de-energise the relav, and the fact that the track circuit 
operates оп the closed-circuit principle renders it very reliable, 
as any failure is on the side of safety. The relay armature is 
attracted on the passage of the weak current (necessary only 
for its operation) of the track circuit, which operates an indi- 
cator or electric lock, or controls the motor for working a 
signal. The armature carries a number of contacts which can 
be made to close as many different local circuits as desired. 
The relay. as constructed to-day, consists of very few parts 
that can get out of order, is easy of adjustment, and although 
placed in a case at the side of. or between, running lines of 
railway, is not influenced by the vibration caused by passing 
trains. 

The type of insulated joint used on the Midland Railway is 
shown in fig. 1. The insulating material on each side of the 
fish-plates, between the rails, and in the bushes around the 
bolts, is compressed fibre, and standard-pattern fish-plates 
and bolts are used, so that it is possible for any platelayer to 
replace the insulation without any difficulty. ES 
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Fic. 1.—MIDLAND RAILWAY INSULATED JOINT. 


Owing to the difficulty of applying continuous-current track- 
circuiting to meet all requirements, alternating-current track- 
circuiting has made rapid progress of late years, and now 
appears likely to supplant the continuous-current system in 
this country. The А.С. track-circuiting can be rendered abso- 
lutely immune from the effects of stray currents, even from 
an А.С. power supply, and in some cases is cheaper to install 
than continuous-current track-circuiting; moreover, it is said 
to be easier to maintain, especially on electrified railways. 

On electrified railways the track circuits are sanctioned by 
the Board of Trade to supersede the locking bars on facing 
points, and the track circuit electrically locks the facing points 


- 
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in whichever position they are set for the trains to pass over, 
the signal lever governing the route being electrically back- 
locked until the train has passed the overlap of the section, so 
that as long as the track circuit is occupied the points cannot 
be moved until the train has cleared the track. 

The adoption of track-circuiting has necessitated greater 
co-operation between the permanent way and signalling stalls 
in maintenance work. "The action of changing crossing and 
ordinary rails becomes equivalent to the disconnection of 
.signalling arrangements, and the rules for permanent-way 
operations and disconnection, although practically distinct 
from one another in the past, now become so closely alhed that 
one depends on the other if safety is to be maintained. 

Platelayers' lorries require special attention where a track 
circuit exists, and before they are placed upon or run over any 
portion of a line that is track-circuited the permission of the 
signalman to whose siznal-box the track circuit is connected 
must be obtained, owing to the fact that lorries cannot be 
relied upon, particularly if unloaded, to short-circuit the track 
so that signals are set at ‘‘ danger," or to operate the electric 
locking on the signals. 

The problems before all railway companies to-day for the 
prevention of accidents may be put down under the following 
tivo headings :— 

(a) Protection of trains detained at home or starting signals. 
(b) Prevention of drivers running past signals at danger. 

The author suggests that they can be met by appliances 
such as are now being installed on the Midland Railway. 


Protection of trains detained at home signals.—A_ rotary. 


interlocking block is provided between the bome signal of one 
section and the starting signal in the rear, the latter signal 
being electrically released. by the pegging of “line clear." 
After train. on line has been pegged, the block instrument 
remains locked in the train-on-line position until the train 
accepted has passed the horne signal and has operated an 
electric treadle abead of such signal, the operation of which 
by the train frees the block instrument, as described earher 
in this paper in lock and block systems. This appliance 1% 
used on the most important lines, but in cases of less 
important lines a “train waiting’ arrangement is used, их 
described later. | ' 

Another arrangement is used where trains are detained at 
heme signals out of sight of the signalman. In this case a 
short length of track circuit is provided, outside the home 
sigual, which indicates the presence of a train and holds the 
block indicator (for the section thus occupied) in a train-on- 
line position until the train has passed off the track-circuited 
line. 

Protection of trains detained at starting signals.—The whole 
length of the line between the home and starting signals is 
track-circuited, and when occupied not only gives а visual 
indication of the condition of the line to the signalman, but 
also electrically locks the home signal or signals leading on to 
that line, thus preventing the signal being used again until 
the track is clear. The problem of track circuits for this 
function becomes more complex where junctions occur. For 
every junction or additional Junction between home and start- 
ing signals, the running lines must be subdivided into separate 
track circuits in order to give the necessary freedom in tratte 
working without overlocking the signals for parallel routes. 
According to the subdivisions of the tracks the various signals 
are locked by one or more track circuits; in some cases a 
signal being locked by as many as three and four tracks. 

Cases of less important lines are met by providing a treadle 
ahead of the starting signal and an electric lock on the home 
signal, so that after the home signal has been lowered and 
replaced to danger it becomes locked in its normal position 
until the treadle ahead of the starting signal has been operated. 
Special mechanical locking is provided on the levers working 
these signals eo that it is necessary for the home signal to be 
restored to danger before the starting signal is replaced; and 
similarly the starting signal has to be replaced to danger before 
the home signal can be used again. This arrangement, in com 
junction with the interlocking rotary block, ensures the signa 
being at danger before another train can be accepted on the 
block instruinent. 

Train-waiting arrangement.—This 1з an audible and visual 
system, and enables a fireman to inform the signalman that 
his train 1s waiting at a signal. A plunger and an electric 
horn are fixed on a cast-iron column near the signal, and, on 
the arrival of a train at the signal, the fireman alights, presses 
the plunger, and in so doing operates an audible buzzer in 
the signal-box and causes an indicator to show ‘ train wait- 
ing." In addition, the block instruments are locked, and the 
needle turned to the train-on-line position, no matter what 
indication was there before. The electric horn at the signal 
denotes to the fireman that these operations have been carried 
out. The signalman cannot remove the train-on-line indication 
from his or the rear-box block instrument until he has pegged 
his instrument to '' train on line" and then pulled over and 
replaced the home signal to danger. Some companies provide 
illuminated lamps where such apparatus is installed, but from 
experience these have not been found necessary. 

With the introduction of appliances for the protection of 
trains detained at signals, it has been found necessary to 
provide some distinctive indication on home and starting 
signals at which the carrying out of Rule 55 is dispensed with. 
A diamond-shaped sign indicates that the train standing at 
the signal is protected by interlocking rotary block, track- 
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circuit, or treadle arrangement. A D-shaped sign indicates 
that means are provided for trainmen to protect the train by 
pressing the plunger of the train-waiting appliance fixed on 
the ground at the signal at which the train is detained. | 

-About 1,200 signals on the Midland Railway are provided 
with these signs. Other companies are adopting them, and 
it ig hoped that the practice will become universal. 

Prevention of drivers running past signals at danyer.—-Some 
of the most serious accidents in recent years have been brought 
about by drivers disregarding signals, even in perfectly clear 
weather. 

Detonator-placing machines are now used to a very con- 
siderable extent to enable the signalman to place detonators 
on the line to which the signals apply. About 600 of these 
appliances are in use on the Midland Railway and have been 
the means of effectively arresting runaway trains. The times, 
however, call for a more effective and permanent appliance 
that will be in operation at all times and for all trains. 

There are serious obstacles to be overcome, the first of these 
being the general adoption by all railways of а uniform mean» 
of warning drivers that they are approaching the danger zone. 
From practical experience it haa been found impossible t. 
obtain satisfactory resulta from any apparatus that relies on 


R 
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i Ramp; T, Telegraph wire; 8, Switch (operated by lever working signa! ; 
B, Battery. 
NoTE.—Battery connected t» ramp only when signal is off.“ 


Ес. 2.— LINE CIRCUIT, 


the operation of its parts by impact. 1t is not considered 
desirable to give any visual indication to drivers. The author 
suggests that of all appliances yet introduced, automatic train 
control and an audible signal go nearest to meeting the before- 
mentioned requirements. 

Automatic train control and audible signal.—The primary 
object of this systein (figs. 2 and 3) is to give an audible warn- 
ing on the engine when the train is approaching a distant 
signal which is at danger, and, in the event of this warning 
being disregarded by the driver, automatically to apply the 
brakes eo as to ensure the train being pulled up before it 
reaches the home signal. Another distinctive audible signa! 
is also given on the engine when the distant signal is in th- 
clear position. The value of the latter audible signal is that 
it facilitates the running of trains when the semaphore signal: 
cannot be seen during fogs or snowstorms. The audible signals 
given are the sounding of a siren indicating stop, and the 
ringing of a bell indicating proceed. The póint at which the 
audible signals are given is usually about 400 yards before the 
distint signal is reached. 

This apparatus involves a metal ramp, about 60 ft. in 
length, fixed in the centre of the 4-ft. way of the raflway, and 
a contact shoe on the engine, which engages with the ramp to 
operate the audible signals. The rainp is slightly staggered in 
order to reduce wear-and-tear on the shoe, and is at the highest 
point 4 in. about rail-level: The contact shoe is fixed in the 
centre line of the engine and hangs down to within 23 in. 
ahove rail-level. It is capable of being raised vertically to the 
extent of 14 inches whenever a ramp is passed over, which 
opens a switch attached to the contact shoe. The ramp із 


. R, Bell; E, Electromagnet controlling brake valve and whistle; Y, Brake 
valve and whistle; C, Contact Sboe; 5^,Bwitch attached to contaet Shoe: 
B?, Battery (engine); H, Restoring handle, 
Norg.— Local circuit closed. Electromagnet energized, brake valve and 
whistle closed, 


Ес. 3.— LOCAL ENGINE CiRCUIT. 


connected electrically with the einal-box by means of a switch 
on the lever operating the distant signal, and the signalman 
can, When the signal is '' off," connect it with a battery, a0 
that the ramp is electrically alive; otherwise it is dead with 
the signal at danger. The switch on the shoe is connected 
with the electrically-controlled brake valve and the siren in 
such а way that whenever it is opened air is admitted through 
the siren and brake valve to the train pipe, thereby eounding 
the siren and applying the brakes on the train if the ramp 
is not electrified. Should the ramp be electrified by the signal 
being ''off," when the train passes over it the brake valve is 
not released, bnt a bell on the engine rings instead, owing to 
a current picked up from the electrified ramp, the effect of 
Which is to cut out or render inoperative the switch attached 
to the shoe, so that although the switch is opened it does net 


Vol 76. No. 1,951, APRIL 16, 1915.] 


THE ELECTRICAL REVIEW. 


567 


release the valve admitting air through the siren to the train 
pipe. If there is any failure to pick up the current when the 
ramp is over, the effect on the engine is the same a8 
though the ramp was not electrified, the brakes being applied. 

‘This apparatus distinguishes distant signals both by day and 
night, gives distant signals to engine-drivers in the cabs of 
engines, and dispenses with fog-men at such signals. 

Another advantage of this system is that ramps may be 
placed in any position regardless of distance at curves, bridges, 
tunnels, etc., and can be used on single lines in connection 
ma electric train staff and tablet systems by certain modifi- 
cations. 

The problem of cab-signalling on electrified railways requires 
much consideration, owing to the fact that the negative rail 
is placed in the centre of the 4-ft. way, and consequently the 
ramps would have to be fixed between the negative rail and 
one of the running rails, There is every reason to sup- 
pose that the shoes would have to be duplicated so as to suit 
the reverse running of trains, both on single and double lines. 
The possibility of such an apparatus being affected by extra- 
neous currents is another point that would call for special 
consideration. " 

Nailophone.— This system. an invention of Mr. H. von 
Kramer, as applied for giving an sutomatic warning in the 
ergine cab of the vitinity and indication of a signal, is un- 
doubtedly designed on right lines, and may be said to mark 
the latest phase of electrical operation. It is primarily intended 
for use in connection with distant signals, with the object of 
giving the desired warning of the position of the Ча] arm 
and causing the train brakes to be applied automatically when 
occasion requires should a train overrun a signal. 

Unlike the automatic train control previously mentioned, this 
system has no physical connection or contact with either the 
relling stock or the permanent way, but is operated entirely 
on the wireless inductive principle, the transmission of elec- 
trical energy being between a fixed circuit on the ground and 
з cifcuit placed on the moving train.“ 

An experimental installation has been tested on the Mid- 


land Railway, but so far it has not been considered desirable 


to publish any results. It may. however, be interesting to 
note that a driver on approaching a distant signal receives 
three short warnings in quick succession by means of a com- 
pressed-air whistle fitted in the engine cab, quite irrespective 
of whether the signal is at danger or clear. Should the signal 
indicate danger, the three warning signals are followed by 
a fourth prolonged signal, and the brakes are automatically 
applied, but it is so arranged that the fourth signal and the 
application of the brakes take place only if a driver fails to 
apply the brakes in the ordinary way after the three warning 
signals have been received. Should the signal be in the clear 
position the train is allowed to proceed without interruption, 
but the driver is aware that he is passing a signal by the three 
warning signals given on the whistle. 


(To ba continued. 


ELECTRIC COOKING. 


Говіме the discussion upon Mr. W. R. Cooper's paper on 
* Electric Oooking, mainly from the Consumer's Point of 
View," which was abstracted in our issue of March 19th, 
at the last meeting of the YORKSHIRE LocaL SECTION OF 
THE INSTITUTION OF ELECTRICAL ENGINEERS, Mr. CAMPION said 
that in regard to heating water at one farthing per unit, on 
the assumption that the cooking load was supplied at a half- 
penny per unit there was & good case for it. He was, how- 
ever, of the орак that the central station engineers had 
tuken a very liberal and broad view in cutting down these 
rates and had done their part; it was now time that the people 
who were making the apparatus came forward and helped. 
In Dewsbury the people who had cooking apparatus used 
about 250 unite per month. They had the assessment prin- 
ciple in vogue, and the local authorities stipulated that when 
a consumer accepted this tariff he must, according to his rate- 
able value, install a certain amount of heating or cooking 
apparatus; in eleven cases out of twelve the consumer in- 
stalled Beane apparatus. The question of outlay was a very 
big one indeed. In Dewsbury there were some fairly wealthy 
шеп, but they would not install apparatus at half the price 
suggested by Mr. Cooper in his paper. They would not mind 
hiring it, but they were averse to risking £12 10s. Od. He 
endorsed the author's remarks about the earthing of his 
apparatus. With reference to the flexibles, he believed they 
had all found—and most of the cable manufacturers were 
coming to it now—that a steel wire inserted in the flexible 
gave a good deal more mechanical strength, and he was 
surprised that it did not come out better on the test. In 
induetrial towns he believed it was being found that the big 
loads occurred between 10 and 11 in the morning, and they 
would certainly get a big cooking load when they got a good 
number of houses upon the mains where mid-day meals were 
the rule. He knew of a case where a consumer obtained the 
following contract with the makers in regard to the mainten- 
ance of a cooker which he had purchased :—First year's main- 


* А full description appeared in the ELECTRICAL REVIEW of 
July 5th and October 11th, 1912. 


tenance free; second year, 8s. 6d. per quarter; third, fourth 
and fifth years, 17s. 6d. This arrangement was satisfactory 
to the consumer, because he knew about what the mainten- 
ance was going to be. 

Mr. WnIGHT said he believed that although lighting and 
power connections were rising at a satisfactory rate, heatin 
and cooking connections were rising at & more accelera 
rate. The question of electric lighting might be taken as 
settled for all new houses within reach of tenants of a rental 
value of, say, 78. or 8s. рег week; the houses were now wired 
as a matter of course, because the owners realised that a 
house wired for electric light had & better chance of letting. 
It was different, however, with electric cooking, and it rested 
with the station. engineers and electrical manufacturers of 
cooking plant to supply electric cooking on the same plane as 
electric lighting. They must not suppose that because electric 
cooking was progressing the gas cooking was n y 
stationary. Between 1908 and 1912 the number of gas cookers 
added to the mains of seventeen selected towns in England 
rose from 811,000 to over 1,000,000, and he had no doubt that 
since then the total number had risen considerably. The 
initial cost of electric cooking apparatus very mu handi- 
capped the more extensive adoption of that apparatus, and the 
novelty of electric cookers was reckoned as an experiment. 
From the station engineer's point of view the coo load 
was well worth cultivating, as it would give him a better 
annual load factor and improve his diversity factor at the 
same time, though it would not, he thought, increase his 
load. The advantages of cleanlihess, regulation of tempera- 
ture, reduction of waste, etc., in electric cookers were bound 
io ap strongly in their favour, but the present difficulty 
was the great difference in first cost of the apparatus as com- 
pared with gas or coal cooking. Ав soon as ihese became 
comparable he thought electric cookin would come much 
more extensively into domestic use and а reduction of the 
cost of current and maintenance would automatically follow. 

Mr. WALLIS said he felt that electric cooking was one of the 
coming things, but great difficulties of manufacture had to 
be overcome. It was by attention to little details that perfec- 
tion would be attained. 

Mr. INNES said he believed the ideal place for electric cooking 
was in flats. He did not think they could get many people to 
go in for heating water even at one farthing per unit. ln his 
own experience the boiling of water—even tea water and for 
similar requiremente—consumed a great deal of the total 
energy consumed in the house. The actual cooking was only 
3 small proportion of the total load. Keeping food warm took 
a good deal of current; and if there wae an Ideal boiler in- 
etalled which served as a hot plate, as mentioned by the author, 
it did away with a good deal of the cost of current. He totally 
disagreed with the author's suggestion that the makers or 
corporations—if they were hiring-out apparatus—might go so 
far as to repair the apparatus free of cost, because contractors 
naturally looked to the maintenance to bring some return to 
them for their expenditure on apparatus. He doubted whether 
they could get the ordinary cook to keep her eye on the 
thermometer. He suggested the addition of an indicating 
lamp on every element and not simply on the main switch, 
because that was rather misleading. In regard to flexibles, he 
did not think they got nearly the trouble now that they used 
to get. | | 

Mr. Lanc said that apparently the author had not differ- 
entiated between wires insulated with double pure rubber and 
those insulated with pure rubber and vulcanised rubber. Pure 
rubber insulation was absolutely of no use at all in damp 
pice or in positions where heat was likely to affect the 
rubbers. 

Mr. CoLLINSON said that as а contractor his difficulty was 
in selling the apparatus. The cost of an electric cooker was 
at least three times the cost of a gas cooker, and to hire-out 
apparatus for a house rented at from £20 to £25 he would 
have to make a charge of £3 per annum, whereas the Brad- 
ford Corporation would hire-out the eame cooker at 108. per 
annum. The whole trouble seemed to be the high initial cost. 
Electric cookers were not worth the money the electrical manu- 
facturers were charging for them, but they must agree that 
the manufacturers had not yet been in a position to manufac- 
ture them at competitive prices. 

Mr. BURNAND said there was no doubt that in a good many 
cases earthing was deficient, and insulation was preferable to 
earthing in a kitchen if it could be arranged. 

Mr. Moss said that if earthing the portable apparatus was 
carried out to its uttermost limit, instead of cheapening the 
cost of the apparatus it would cripple the sales. As a con- 
tractor, he maintained that во long as people sent repairs the 
contractors should have a fair margin of profit on the cost. 

The CHAIRM AN (Mr. T. Roves) said that the heating of 
domestic water could be done successfully by using a large. 
amount of electricity for heating the water ae it flowed from 
the tap. That might be looked upon by central-station engi- 
neers as a rather drastic proposal, but he did not think it 
would affect the pressure on the electric supply mains as much 
as was generally anticipated, provided fairly large maine were 
laid. His experience was that screwed steel tubing, if pro- 
perly carried out, formed a very good earth. There wae little 
doubt that there was a great saving of meat by the use of 
electricity as compared with either coal or gas ovens. 

The Астнов briefly replied to the points raised in the dis- 
cussion. 
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FOREIGN AND COLONIAL TARIFFS ON 


ELECTRICAL GOODS. 


PANAMA.—H.M. Minister at Panama has recently drawn 
attention to the publication in the Gaceta Oficial of a law 
regulating. amongst other things, ship's manifests, invoices, and 
fees chargeable by Consular officers. "This Act provides that 
wll persons wishing to ship merchandise to a port in Panama 
open to commerce must present to the Consul of Panama at 
the port of shipment six copies of an invoice giving the follow- 
ing particulars, viz.: The name of the shipper; the place of 
origin; the name of the consignee; the name of the ship and 
port of destination; the mark, nunibering class and. weight of 
each package; together with exact details of the goods and 
their original prices. 
copies of the invoice is 0.9 per cent. of the total net value of 
the invoice payable in the currency in which the invoice is 
made out with a minimum charge of one gold dollar. In 
addition to Consular fees for certifying invoices, three dollars 
is charged for certifying each set of bills of lading dealing 
with invoices of a greater value than 100 dollars, and six 
dollars for certifying four copies of ship's manifests for every 
100) packages, and 1.20 dollars for every additional 100 or 
fraction thereof. The fee for a ships manifest covering 
articles of iron, steel, copper. zinc, wood, tiles and similar 
goods, is six dollars, however large the amount of shipment. 
Consular officers can only certify to invoices when they refer 
to packages with one mark, from one shipper, consigned to 
one individual or company, and for one place. If invoices 
are not accurate or do not comply with the requirements, 5 
per cent. of the value of the invoice is collected in addition to 
the duties; when the inaccuracies or omissions, however, are 
not of a general character, but refer to one or more iteins, 
only the fine is imposed on the value of the articles which have 
not been properly declared. The full text of the law and a trans- 
lation may be seen at the Commercial Intelligence Branch, 
Board of Trade, 73, Basinghall Street, London, E.C. 


NEW Z HEALAND.— The New Zealand Customs Authorities 
have decided that Kelvin composite balances defined as electric 
testing apparatus may be imported free of duty. 

RUSSIA.—With reference to а notice regarding a proposed 
revision of the Russian tariff which appeared in a recent issue 


of the Evectrican Review, the Board of Trade have now 


received telegraphic information from H.M. Ambassador at 
Petrograd to the effect that an Imperial Decree which was 
promulgated on March 25th and came into force on the same 
day repeals the Decree of the 16th August, 1914, by which the 
Russian conventional“ rates of duty (i.e., lower rates the 
result of Treaties) provided for in the Commercial Treaties 
between Russia on the one hand and Germany and Austria 
on the other, were temporarily maintained in force in so far 
ах they were applicable to goods imported froin Allied and 
neutral States. Jn addition. certain goods are subject to 
special augmented. rates, and the General Tariff rates of duty 
in certain other goods are increased by 10 per cent. The 
General Tariff. rates for machinery of all kinds falling under 
Section 167 of the Tariff are not modified. With this excep- 
tion the effect of the new legislation would appear to be as 
set out in our previous notice. Н.М. Ambassador is forward- 
ing a translation of the Decree, and as soon as possible after its 
receipt the Board of Trade propose to issue a Parliamentary 
Return showing in detail the effect of the amendinents now 
introduced in the Tariff. 


SWEDEN.—The Swedish Government kave recently pro- 
hibited the exportation of the following amongst other goods : 
Electromagnetic igniting apparatus for the ignition of motors: 
lend ore; scrap of pig-iron and malleable iron; unmanufac- 
tured tin, also serap tin: manufactured tin—pipes and parts 
of pipes, sheets and wire, also rods. 
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NEW PATENTS APPLIED FOR. 1915 
(NOT YET PUBLISHED). 


Compiled expressly. for this journal by Missus, W. P. Titomeson & Co. 
Кессе Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


4.008. 8 Sparking plugs and manufacture of the same.“ T. CROSDFE & 
Soss, Lro., and W. J. Sprer. Mareh 29th. 

4,812. „ Rhectrically-beated kettles and analogbus vessels.” W. W. SOLITER. 
March 29th. 

4.820. Dielectric filling, insulating, or grouting composition.” к. С. 
SHARP. M гей 29th. (Complete.) 

4.835. '' Magneto-gencerator-operated telephone bell signals." S. P. Woop. 
Merch 29th. І 

1.8109. Apparatus. for electrically detecting vibrations." F. 
March 29th. (Complete) 

1.585. Means for connecting electrical conduits to their fittings." F. L, 
Boccentox, March 30th. 

$895. ‘Combined electric fighting and starting apparatus for 
хеке.” I.. Pica, E. Natoma, C. MassavELLI, & L. BELLowNE. 
Complete.) 


GOTISCIHALK. 


motar 


March 30th. 
£896. "t Eletrie switches as applied to stup-motions on textile machinery.” 
Г. Snake. March 30th. 


4.911. Elegtro-maitnetie Witches.“ Bertisn Tuosson-Houston Co., тр. 
Alarch 30th. Tea wera Electric Co., United States.) 


The charge for certification of the six 


4,912. Transmission of sound waves.“ E. M. C, Ticersrsopr. 
30th. (Convention date, March 30th, 1914, Germany.)  (Complete.) 
4.953. Sound-magnifying appliances fcr telephonic and telegraphonic pur- 
poses." Н. Smitu. March 31st. (Convention date, April 18th, 1914, United 
States.) (Complete.) 


4.955. '' Apparatus for obtaining unidirectional electric currents from 
sources of alternating electric currents," E. F. Cuark. March 31. 

4,967. ‘‘ Emergency electric lighting system." W. Dobie. March $lst. 

4.978. Pipes and electrical conduit fittings." Н. F. Јон, SEN. March $lez. 


4.987. Hot-wire alternating-current limiters." P. WESSEL., March 3lsr. 
(Complete.) 


4,999. '' Electrical welding." W. M. Morpeyr. March 315. 


5,001. '' Electric motor controllers." Іскаміс ELegcyRic Co., Lep. 
314. (Cutler-Hammer Manufacturing Co., United States.) 


5,002. Means for regulating electrical circuits.” 
Lro. March ЗІМ. 
(Complcte.) 

5.007. ''Spring arrangement, especially for use in electric contact devices.” 


Laspis & Gyr Акт. Ges. March 31st. (Convention date, April 2nd, 1914, 
Germany.)  (Complete.) 


5.055. Electric resistances.” W. Е. Jones. April Ist. 

5,061. ‘ Electrical circuit fittings." J. I. Hatt. April Ist. 

5,076. Electric signalling systems for use on railways.” J. Воот & W. E. 
SCOURFIELD. April Ist. 

5,079. Dynamo-electric machines.” R. Вох. April lst. (Complete.) 

5,088. '' Metering in telephone systems." E. Ѕивко. April Ist. 

5.089. Telegraph key." STERLING. TrrtErHoNE & ELkcTRIC Co., LTo., aad 
T. D. Wakp-MirLER. April 1st. (Complete.) | * 

5,104. '' Electric motor controllers." ІскАМІС ELECTRIC Co., Lto. April Let. 
(Cutler-Hammer Manufacturing Co., United States.) (Complete.) 


5,106. '' Electric heaters." А. Моко. April Ist. (Soc. Anon. Electrocalor, 
Switzerland.) 


5. 120. Blowing devices."  MipLAND ETTCTHIC Rotary Browinc Co., Lt», 
and J. Pace. April 3rd. 


March 


March 
(Complete.) 


| Іскаміс ErzcTRiC Co. 
(Cutler-Hammer Manufacturing Co., United States.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications. in the following list may be obtained 
of Missis, M'. Р. Our & Co. 253. High Holborn, W.C., and at 
Liverpool and Bradford; price, post tree, 9d. (in stamps). 


14914. 
6,179. RAILWAY SIGNALLING SWS TIM. M. II. Collins. March IIth. 
6,421. MEANS O« APPARATUS FOR ENDICATING WHEN THE FLOW OF CURREN® IN 
AN ELECTRIC CIRCUIT 18 INTERRUPTED OK Variep. A. F. Berry. March 13th. 
6.428. TELEPHONE Systems. Automatic Telephone Manufacturing Co. Auto- 
matie Electric Co.). March 13th. 
6.059. TELEPHONE Systems, T. б. Martin. (March 17th, 1913). March 16:Ь. 


6.918. ELECTRICAL GENERATING AND CONTROL SYSTEMS. Н. J. Read. March 
18th. 


6.970. SILENT AND BALANCED ELECTRO-MAGNETIC STEP-BY-STEP DRIVING OR 
SytCHRONISING — MECHANISM, PARTICULARLY APPLICABLE TO THE CONTROL OF А 
SYSTEM oF TIiME-NDICATING Units, E. E. Craig. March 19th. 

7,023. CARRIERS FOR LAMP SPADES. А. R. Craddock & W. Scott. (August 
12th, 1913.) March 19th. 

7.913. TELEPHONE SWITCHES. 
and 13.281, 14.) March 25th. 

8,010. ELECTRIC Switcurs. G. Chebrou & А. Lemp. March 30th. 

8.413. SIGNALEING IN THE SHAFTS OF MINES, TUNNELS AND THE LIKE, 


T Green. (Cognate applications, 10.906,14 


J. w. 


Land. April 3rd. 

11.229. CONSTRUCTION OF TELEPHONE INDEX OR DikECTORY НОЕН. H. R. 
Hazard. Mav 6th. 

12,804. ErLrcTuicAs Eco TrsTERS. F. du Bois. March 25th. 

12,976. ELECTRICAL. Switches. II. W. Cox. May 27th. 

13.348. ELkcTRICALLY-MEATED. — VULCANISING — Apparatus, W. T. dHleulcy's 


Telegraph Works Co. & II. Savage. Мау 30th. 

13,523. TELEPHONE EXCHANGE SYSTEMS. Western Electric Co. (F. T. Woud- 
ward, acting for Western. Electric Co.). June 3rd. à : 

13.960. ELrcTRIC. Wire Connection M. E. 
June 9th. 

14.192. PROCESS AND ELECTRIC FURNACE PERMITTING THE EXTRACTION IN A STATE 
or PURITY OF ZINC TROM ITS Ores. E. F. Coté & P. R. Pierron. June 12th. 
(November 19th, 1913.) 

16.318. ELECTRIC CIRCUIT INTERRUPTORS, J. 
(August llth, 1913.) С 

18,747. AUTOMATIC CURRENT CUT-OFF FoR ELECTRICAL APPLIANCES. U. S 


. 


Holdaway & B. J. Anderson. 


N. Mahoney. july Sth. 


Smith. August ГИМ. 
18.8509. Poeser ELT CTI Frasi Licnts. W.. J. Mellersh-Jackson (Posen). 
August ТЕ. 
19.878. MATERIAL Ton THE ÎNSUILATION OF ELECTRICAL. CONDUCTORS. W. 
Тет, and London Electric Wire Co. & Smith's, Ltd. September 17th. 
20,239. LErCTHI C RrcuLaTiNo. КнғоѕтАТЅ, L. Boothman. September 26th. 
20.494. MEANS FoR COMMUNICATING ON TRAINS. J. Rafferty. October 3rd. 


22,133. SELF-INDUCTION. COILS Fok CSE IN DUPLEX OR MULTIPLEX TELEPHONE 
SysTENS. . Н. Olsson. & H. B. M. Pleijel November 6th. (November 
ath, 1913.) 

22.732. MEANS FOR REGULATING THE SPIED OF Evectrie Motors. Alfmanna 
Svenska Elektriska Akti bolaget. November 18th. (January oth, 1914. 


1915. 
2060. MEANS FoR AND METHODS OF CHANGING THE FREQUENCY OF ALTERNATING 
Бакты Ckgeksrs. A. M. Тамог. February 9th. (Divided application o: 
15,729, 13, February 9th, 1914.) 


Electric Baggage Tracks. — With reference to our 
description of the Etwell- Parket battery trucks supplied to the 
Nortn- Western Rulway Co., appearing on page 500 in our last 
issue, we are informed that the turning radius of these trucks is 
only 6 ft. 6 in. ; they measure 7 ft. by 3 ft. 10 ir., and weigh 1,900 lb. 
empty, b-ing of a smaller type thun those for which similar data 
(supplied by the agentr) was given in our article. We also gather 
that these particular trucks are fitted with a worm drive on the 
back axles. ; 
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ELECTRIC POWER ON THE RAND. 


Ir will be generally admitted that the paper which Mr. 
J. H. Rider presented to the Institution of Electrical 
Engineers last week was one of the most interesting and 
informative essays that have been delivered in recent years. 
The subject was one of exceptional scope and variety, as 
may be inferred from the fact that the electric motors in 
operation have an aggregate of 142,300 H.P.—a colossal 
system—and the demand for compressed air, which is 
mainly used for working rock-drills, amounts to no less 
than 87,900 kw. Plant installed on so large a scale, and 
80 constantly in operation that the load factor of the elec- 
trical system is 75 per cent., entails a heavy load of respon- 
sibility on the engineer, and affords unique opportunities for 
the acquisition of experience of the most varied character. 


Electrical engineers may therefore be grateful to the 
author for drawing so freely upon his knowledge as he has 
done in this paper. While there are many pointe which 
invite comment, we wish to direct our readers’ attention 
especially to the subject of main winding gear, which is of 
constantly increasing importance in connection with British 
colliery installations. It is not long since engineers in this 
country were discussing at great length, and with many 
detailed calculations, the question whether electrical winding 
could possibly compete with steam winding; that stage, 
through which so many of the applications of electricity have 
had to pass —for the British electrical engineer is slow to 
grasp the possibilities of new openings for his talente—bas 
been safely travereed, and now the question is whether three- 
phase or direct-current motors offer che greater advantages 
for the purpose. - 

As in the case of so many other problems, the solution of 
this one depends upon circumstances, and it is impossible 
to arrive at а decision applicable to all cases. Where power 
is derived from the mains of a 'arge power company, the 
conditions are in favour of the three-phase motor; where a 
private station of moderate dimensions supplies the power, 
the use of the Ward-Leonard system of ooutrol with a fiy- 
wheel motor-generator set may be obligatory. Again, the 
size of the winder exerts an important influence on the de- 
cision ; for a small winder the objectio"s to the three-phase 
motor lose much of their force, and the advantages of the 
Ward-Leonard system are diminished. 16 will b+ remem- 
bered that Mr. О. P. Sparks in his recent paper showed that 
he employed both types of motor, and the same thing is found 
on the Rand. 

Mr. Rider states that of 69 electric winders, only 9 are 
of the Ward-Leonard type. Most of the three-phase motors, 
however, were applied to winders converted from steam 
drive—47 in number—leaving only 14 wholly new three- 
phase windera, as compared with eight new DC. winders, 
Mr. Rider also quotes Mr. Heather as st ting that the 
Saving in capital outlay due to using induction motors 
was probably £50,000. But the working cost mast also be 
taken into consideration, and the author expresses no decided 
opinion on this point. Moreover, the addition of an eddy- 
current brake to the three-phase winder, with the accom- 
panying motor-generator, &., brings up the capital cost 
practically to that of the Ward-Leonard system, which is 
certainly far more handy to control, and probably possesses 
a much higher degree of safety in operation than the A.C. 
system. With the eddy-current brake retardation is 
effected with 45 Kw. applied to the magnet system, whereas 
braking by reverse current on the windiog motor requires an 
input of 1,600 KW., во that the advantage of u- ing the brake 
is obvious. On the other hand, while several eddy-current 
brakes have been installed, it is quite clear that the 
majority of the three-phase winders used by the group of 
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mines are working satisfactorily without their aid. There 
i3 also a siguificant paragraph in which the author points 
out that three-phase motors running at comparatively high 
speeds and driving through gearing can be advantayeon ly 
employed, whereas with the Ward-Leonard system the 
motor is preferably direct-coupled. | 

So impartially does Mr. Rider weigh the pros and cons, 
that it is difficult to detect in his paper any decided leaning 
towards either system ; but, on the whole, while he says 
that each case must be considered on its merits, we think 
that where the arguments on either side appeared to be of 
equal weight, he would prefer to install the Ward-Leonard 
control. 

Nor the least interesting and valuable feature of the 
paper is the s»ction dealing with the ** troubles " that the 
author has met with, due mainly to faults in desiga and 
manufacture. These call for the earnest attention of our 
manufacturing firms, with a view to their avoidance in the 
fature. Some of the examples cited of bad workmanship 
and material were absolutely disgraceful, and there is little 
consolacion to be derived from Mr. Rider’s statement, ia his 
reply to the dis:ussion, that they were fairly equally divided 
between British, American and German products. For 
faults in design, the author finds some excuse in the limited 
experience of the des'gner with regard to the work a machine 
may have to do; but this is really an explanation rather than 
an excuse. We fear that, only too often, designs for new 
types of machines are entrusted to men who have seen little 
or nothing of the processes for which the machines are 
required, and who cannot make good their deficiencies by & 
harried search through the text-books available ; though it 
may be flattering to the D.O. to be credited with the ability 
to design any mortal thing that may be called for, from 
its inner consciousness, sooner or later disaster is bound to 
come. It would be well worth while to dispatch a capable 
designer to the Rand, as well as to other importaut industrial 
centres, to find out exactly what is required and what 
unsuspected conditions exist that must be provided against. 

Sach p:pera as that of Mr. Rider afford immense assist- 
ance to those who have to supply the plant, and we trust 
that B'itish manufacturers will profit by the information 
now at their disposal, so that full advantage may be taken 
of the opportunities that will be open to them after the war. 
An abstract of the paper will appear in our later issues. 


THE more we read concerning the 
The Russian Russian Electric Lighting Co. of 1886, 
Government and f Petrograd, the expropriation of which 


German | | 
Interests in. 18 proposed by the Russian Government, 


Supply Works. the more does it appear that the latter 

are in possession of better information 
than is revealed by the German and German-S viss news- 
papers of the actual situation of affairs, or the liquidation 
of the company would not be contemplated even at the 
present time. The company was formed in 1886 as a 
Russian company on the basis of statutes which were sanc- 
tioned by the Russ an Government. Lighting conc-ssions 
were obtained from the City Councils of Petrograd and 
Moscow under definite agreements which provide, among 
other matters, that the former city possesses the rivht of 
acquiring the loc il undertaking for the first time in 1918, 
according to definite terms specified in the concession, 
whilst Moscow is similarly situated in regard to the pur- 
chase of the city undertaking in 1920. An extenson of 
the company’s scope was subsequently made to Lodz and 
other Russian towns, but the chief business was concen- 
trated іа the capital and in Moscow. Unfavourable early 
years, the loss of capital. the reorganisation undertaken in 
the nineties of the past centary with the assistance of 
German and Swiss capital, the impossibility. as is said, of 
procuring further Russian capital, and the aid, sought for 
and obtained, of further German and Swiss capital —all these 
causes contributed towards the disposal of the greatest 
portion of the shares in Germany and Switzerland, a small 
portion only being in Russian and French possession. 
Iadeel, it is stated that it was impossible to awnken 
interest in the shares to a greater extent in Petro- 


grad, notwithstanding the efforts put forth in this direc- 
tion. Gradually, however, the shares are declared to have 
been increasingly transferred to Switzerland ; ordinary shares 
for 41,000,000 roubles and preference shares for 9,000,000 
roubles were recently in Swiss ownership. 

Now the Government must be in the position to know 
exactly from the company's records when those transfers 
took place, and to what persons or bauks or otber institutions 
in Switzerland the shares were diverted, and the question or 
origin of partly German banks or other partly German 
financial institutions in Switzerland, and their relations with 
German banks or other financial institutions or electrical 
firms in Germany, should probably also be kaown. If the 
Russian Government, however, are not in possession of 
details which prove that the company is merely a German 
uadertakiug: under a Russian title, it is difficult to under- 
stand the drastic Bill which the Swiss Neue Zurcher 
Zeitung states, as a result of inquiries, the Government has 
prepared for the liquidation of the company. The Bill 
provides that the Government will appoint a commission 
to ascertain the value of the undertaking іп full operation, 
aud to consult the cities and third persons. After the 
price has been determined by the five representatives of 
the Government and the two cities, the cities of Petrograd 
and Moscow may acquire the undertakings in question 
daring one month, at the fixed price. If the cities refuse, 
the right will pass to the Government, and if the State also 
declines to exercise the right, a public auction is to take 
place. Daring the period of the liquidation the manage- 
ment will be entrasted to a second commission of seven 
members, of whom three will be appointed by the Govern- 
ment, two by the two cities, and two from the existing 
board of directors. 

The Russian Government would scarcely proceed with 
a Bill of this nature unless c:rtain: that the undertaking 
was almost entirely German. Russia has been so greatly 
indebted to foreign capital, and will be so to a still greater 
extent afver the war, for the development of her enormous 
resources, that it is unlikely that steps likely to shake the 
confidence of foreign investors wou:d be taken without 
excellent reason. If Swiss ownership has really prepon- 
derated in the company for several vears past, the holders 
are assured of the support of the Federal Government in 
protecting their financial interests. 


Фф == — ÀQ 


THE rubber market has had a pretty 


Rubber. firm appearance lately, and there have 


been times when the trade demand showed signs of 


developiug upon a fairly satisfactory scale, while prices 
showed some improvement. The moderate quautities 
actually available were recently absorbed more freely than 
had been the case for some little time, and there ree.ned to 
be a little apprehension among consumers lest the filling of 
the extra requirements usually met with at this, the most active 
p?riod of the year, in the manufacturing trades, shoald, 
combined with belated landings, lead to a temporary 
scarcity. There is a poss bility, too, of shipments from the 
East being delayed owing to freight difficulties. — Prospects 
аз to consumption in Europe and America are quite 
encouraging, because war requirements are licking up such 
enormous quantities of material that the closing of the 
Germano market is hardly felt. Suipmonts to America should 
continue on a pretty gool scale over the spring, provided 
matters proceed normally as regard ship nents. The deliveries 
of plunta ion grades have been better Шап fur some weeks past. 
The total oucgoings in London during las; month were 
6,363 tons, or nearly 400 tons in excess of th» arrivals. А 
very large portion has been absurbed by clearances for 
America. When allowance is male, however, for the 
increased stock of Para grades in Liverpool there seems little 
alceration in the total stocks here, which amounted on 
April lst, to 8.980 tons against 6,609 tous la-t year. and 
5,967 tons in 1913. It is generally acknowledged, however, 
that the London stocks us indicated above ure misleading, 
because they include considerable quantities which have 
been actually sold, but have not been delivered, owing to 
transport and other difficulties. The enormously large 
Contracts now in course of execution by manufacturers point 
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to the continuance of an active consumption, and holders 
appear to be quite hopeful as to the course of the market 
during the next few months. The Brazilian export trade 
returns have been officially returned for 1914 as 32,526 
tons against 35,304 tons in 1913. | 

Acoording to a telegram from the Government to the 
Malay States Information Agency, the reports of rubber 
from the Federated States for the month of March 
amounted to 3,418 tons, compared with 3,411 tons last 
month, and 2,418 tons in the corresponding month last year. 
Appended are the comparative statistics : — 


1913. 1914. 1915. 
January . 2181 2,542 8,473 tons. 
February 1,757 2,364 8,411 „ 
March 1737 2,418 8,18 ,, 
Total .. 5,625 7,324 10,302 „ 
Tue Electrical Trades Benevolent In- 
Those who 


stitution has been in existence eight years, 
and ite accumulated funds amount to less 
than £8,000—a total still unworthy of 
the electrical indastry and utterly inadequate to meet ita 
needs. He that has no charity deserves no mercy," 
and charity certainly cannot bə expected to come to us 
from outside if we of the electrical industry have not a 
faculty for it within. Further, it cannot be expected that 
employers and shareholders should make systematic contri- 
bution to electrical benevolence unless those who one day 
may wish to claim that benevolence, support it when they 
are on the upper spokes of Fortune’s wheel. It is true that 
the income of the Benevolent Institution was nearly three 
times as great lust year as in 1918, but very special causes 
contributed to that end, and, with war in progress, and every 
probability of increased demands for assistance in the near 
future, wholesale additions must be made to the sources of 
revenue. Оп the basis of the past two or three years’ 
figures, it would be 60 years before one could enjoy the 
rospect of being accommodated in the Institution's alms- 
9 and at least two generations before the child of 
any worker in the electrical industry could be offered the 
shelter of an orphanage. Sach a state of affairs is 
neither creditable to the electrical industry nor fuir 
to the Benevolent Institution. The funds collected are 
administered faithfully and well, but they are totally 
inadequate. Expenses cannot be reduced, for they are 
already low for the range and amount of work done. It is 
income which must be increased, and as canital may not be 
spent, funds must be raised to provide sufficient dividends 
and interest to alleviate every genuine care of distress in 
that large and ever-increasing middle-class stratum of the 
electrical industry which has no other organised benevolence 
lo rest upon. The primary object of the Institution is to 
render financial and other assistance such as will lead to 
permanent benefit, and in the past about 75 per cent. of the 
recipients of grants have been assisted to permanent employ- 
ment. Later, as available funds increase, the activities of 
the Iastitutio can be extended, but the first essential is to 
provide aa ample and secured income. 

If each of the five or six thousand electrical firms in the 
country subscribed five guineas, or even one gainea, per 
annum, and if each of the tens of thousands of employés 
wh» stand to benefit by the aims of the Institution con- 
tributed 103. or even 58. per annum, there would rapidly 
accumulate funds permitting relief to be given to every- 
one in distress in the electrica] industry. А collection 
after every electrical staff dinner or public banquet would 
amount to a respectable total in the course of a year. 
There are many other pressing claims, but the electrical 
industry can and onght to establish a really adequate bene- 
volent tund. As Mr. Garcke said on Monday in presenting 
the annual report of the Institution, the problem is not what 


Fall by 
the Way. 


is the right thing for each оре of us to do, but what steps 


can be taken to awaken us to our duty and peruade us to 
perform it. **All mankind’s concern is charity," and we 
issue а sincere and urgent appeal to the large number of 
persons engaged in the electrical industry who have not yet 
identified themselves with the excellent work and ambitions 
of the Electrical Trades Benevolent Institution. 


THE BECK SEARCHLIGHT PROJECTOR. 


In the course of a discussion before the Society of Illa- 
minatiog Engineers recently, some particulars were given 
of a new searchlight arc invented by Mr. Heinrich Beck, 
and were published in our report of the meeting. Farther 
information on this subject was given in a paper read 
before the American Institute of Electrical Engineers in 
February last, by Mr. O. S. McDowell, the gist of which is 
given below. | ‚ 

The author states that the lamp mechariism of a search- 
light should keep the crater of the positive carbon at the 
focus of the mirror, should keep the arc length that which 
is desired, should carry the current of the carbons, should 
contain mechanism for rotating at least the positive car- 
bon, should be sufficiently rigid to keep the carbons in 
proper alignment, and should require little care and 
adjustment. 

An illustration of the Beck lamp mechanism is shown in 
fig. 1. Both carbons are rotated for the purpose of keeping 
their surfaces bathed in the inert gas and to keep the arc 
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Fie. 1.—BECK SEARCHLIGHT LAMP. 


central, and thus promote evenness of burniog. The posi- 
tive holder is fixed, the carbon being fed through it at such 
a rate that the crater is always maiatained at the focus of 
the mirror; the rate of feed is controlled automatically, & 
small mirror being placed in the drum, whicb, when the 
carbon feeds too slowly, reflects a small beam on a thermo- 
couple, and clo-es a relay circuit, whicb, by means of a 
solenoid, quickens the feed. When the carbon is back in 
focus, the small beam of light is off the thermocouple and 
the feed is slowed down. In addition, the feed may be 
controlled by hand. The negative carbon is fed through 
the negative holder in a similar manner, except that the 
control is by hand. The negative holder is also fixed, 
except when striking the arc, when it is moved up by a 
striking motor. 

During tests recently conducted on searchlights, the Beck 
lamp mechanism fanctioned very satisfactorily ; variation of 
the crater of the positive carbon froin the focus was about 
1 mm. (hardly noticeable), and the arc length was kept 
practically constant. No trouble in maintaining the arc 
was experienced while rotating both carbons, the crater of 
th» positive carbon remained even, aud there was no notice- 
able hissing or jumping of the arc. ' 

The desired searchlight arc should excel in the following 
particulars : — 

1. Small positive carbons with high current densities 
and thus high crater temperature throughout the crater area, 
which gives high intrinsic brilliancy. 

2. Sall negative carbons. 

8. Long arc length, that is, distance between positive 
crater and negative point. | 

4. Uniform mixture of carbon so as to help the evenness 
of burning. 

The Beck searchlight may be considered as being especially 


[E 


512. 


THE ELECTRICAL REVIEW. 


[Vel 76, No. 1,952, APRIL 23, 1915. 


designed to meet the above requirements, and therein lies 
its marked superiority over the searchlights now in use. 

In a searchlight the angle of dispersion is directly de- 
pendent on the diameter of the source of illumination, 
provided the focal length is constant, and if the diameter 
of the source can be decreased one-half while the candle- 
power remains constant, the intensity of light on the target will 
be quadrupled. Actually in the Beck searchlight, the positive 
carbon is reduced one half,and at the same time the candle- 
power is increased, so thas greater efficiencies are obtained. 

To decrease the angle of shadow it is necessary to increase 
the arc length or decrease the diameter of the negative 
carbon. The arc length is restricted to the stability point 
of burning. Whilst complying with this requirement, 
the arc length of the Beck lamp is maintained constant at 
about 2 in. as compared with about § in. obtained at 60 volts 
in the standard 36-in. lamp. | 

. Carbon is the most refractory of all known materials, 
boiling at about 4.000? О, but it uufortunately commences 
to evaporate at а much lower temperature (about 1,800" C.), 
80 that in an ordinary arc very little of the total area of the 
end of the positive carbon is at the melting temperature, a 
small wandering spot being the real efficient part of the 
carbon, and the rest of the end of the carbon is consumed at 
a much lower temperatare, giving off less intense rays and a 
longer wave length. This may be readily seem in a comparison 
of the Beck and ordinary arcs by the colour of the arc. 

In the Beck are the ends of the positive and negative 
carbons are enveloped in hydrocarbon vapour, which prevents 
the consumption of the carbons at & lower temperature, by 
keeping oxygen from them ; in addition it cools the outer 
shell of the carbons, the gas being at a temperature of about 
1,000? C., and thus concentrates the current ia the centre of 
the carbons, Thus a current density greater than 0°75 
ampere per sq. mm. is obtained, and the whole crater of 
the positive carbon reaches a very high temperature. The 
current is brought to both carbons near the ends by roller 
contacts, so that the only part having this high current 
density is the part protected by the indifferent gas. The 
positive carbon is cored with a rare earth having a melting 
point of about 8,500° C. The positive develops a deep 
crater, about 12 mm. deep, filled with incandescent gas. 
The sides of this crater reflect the light radiation to the 
focus of the crater, and, in aldition, the light from the 
negative is refl-cted, so it is believed that nearly true black- 
body radiation is obtained ; and by adjasting the focus of the 
crater to the focal point of the mirror the high peak in the 
luminosity curve of the beam is thus produced. 


FiG8. 2 AND 3.—Beck SEARCHLIGHT ARCS. 


The area of the Beck positive carbon is 201 sq. mm.; the 
area of the ordinary 36-in. searchlight positive carbon is 805 
вд. mm. In the Beck light the maximum intrinsic brilliancy is 
greater than 438 C.P. рег sq. mm. The intrinsic brilliancy 
of an ordinary carbon arc varies from 120 c.P. per sq. mm. 
to 160 C.P. per sq. mm. 

In addition to the black body radiation obtained from the 
crater, there is evidently a large amount of light radiated 
from the incandescent gas in the crater, of a selective nature. 
It would probably at first be theught that this gas would 
follow Kirchheff's laws and absorb the liues which it natur- 
ally radiated, giving the Fraunhofer lines seen in the sun's 


FOOT . CANDLES ` 


spectrum ; but in this case the incandescent gas is at a 
higher temperature than the crater, and the spectrum shows 
positive lines apparently superimposed on the regular tem- 
perature radiation. 

The temperature of the incandescent gas within the 
positive crater is estimated to be between 5,000° and 
5,500? C. Two views of the Beck carbons burning with 
normal current densities are shown in the illustrations, 
figs. 2 and 3. dE 

It is very hard to compare two searchlights by the eye, but 
during a test both searchlights were lighted (the Beck and the 
U.S. Navy 36-in.), and first one and then the other was 
turned on the same object, with the result that objects not 
distinguishable, except in a hazy way, with the Navy 36-in. 
were plainly outlined by the Beck light. It is apparent to 
the eye that the Beck light is more of a bluish-white light 
than the standard; the ordinary searchlight beam looks 
yellow in comparison. The aggregate quantity of blue 
and violet rays in the Beck beam is about 23 per cent. At 
low intensities of illumination the maximum sensation to 
the eye for the same strengths of illamination shifts towards 
the blue end of the spectrum, while at higher intensities of 
illamination the maximum sensation for the same strengths is 
towards the yellow part of the spectrum. This shifting of 
the relative sensations for different intensities of illamination 
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Fig, 4.—FooT.CANDLr-PowER- 
DISTANCE CURVE OF THE Beck 
41-IN. SEARCHLIGHT TAKEN AT 
A DISTANCE OF 2.850 FT. LAMP 
BURNING NORMALLY. 


i8 the well-known phenomenon called the Purkinje effect. 
It is thus seen that the Beck light is particularly good for 
picking up distant objects where the illuminative intensity 
would be small. 

It is aleo a well-known fact that a coloured body reflects 
the colours from the rays falling on it which the body itself 
contains, and absorbs the rays which it does not contain: 
the Beck light being strong in the short waves of light 
would thus be particularly effective in picking up objects of 
а bluish colour, such as the various classes of ships painted 
bluish grey. 

Comparative night illumination tests were conducted 
between standard 36-in. and 60-in. searchlights and the 
44-in. Beck searchlight. The beam given by the latter was à 
more concentrated beam than that obtained from either of 
э standard lamps, and the colour of the Beck beam was 
whiter. 

With the carbons burning in a normal condition and 
placed in the proper focal centres of their respective 
mirrors, foot-candle-power readings at intervals of 24 ft. 
were taken across the beam at a distance of 2,850 ft. from 
the searchlights. Figs. 4 and 5 show the illumination 
across the beam of the. Beck searchlight compared with 
that of the 60-in. standard searchlight. From these curves 
it can be feen that the maximum illumination obtained from 
the Beck light is approximately two and a-half times as great 
as that, obtained from the standard 60-in. projector. In the 
Beck searchlight beam the illumination is very high at the 
centre and falla off very rapidly at the edge of the beam. 

The maximum candle-power obtained with the present 
US. Navy standard carbons is 45,000 C.P., as against 
88,000 c.P. obtained with the Beck lamp. | 
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From the Electrical World we reproduce fig. 6, showing 


the complete projector, with the spirit tank mounted on the 


side of the barrel. The vapour is generated from methy- 
lated spirit in a cylindrical chamber filled with wire gauze, 
and heated by a small electric resistance heater, the spirit 
being admitted at a uniform rate into the vaporiser, where it 
is volatilised on the hot metal parts, escaping in the form of 
gas through nozzles under the electrodes. The spirit is fed 
automatically, when the arc is struck, by an electromagnetic- 
ally-controlled valve. 

The diameter of the negative electrode for 150 amperes is 
only 11 mm., and. owing to the protective effect of the 
vapour, the rate of consumption is only 50 to 60 mm. per 


Sicc For 


Fid. 6.—EXTEBIOR OF PROJECTOR. 


hour ; for the positive electrode a rate of 200-250 mm. per 
hour is allowed. The positive electrode can be renewed in 
а hot projector in a few seconds, and whereas the ordinary 
projector arc burns unsteadily until the carbons have settled 
down to shape, the Beck arc is ready for work within a few 
seconds. 

The positive electrode is 16 mm. in diameter, as compared 
with.the ordinary carbons, 38 mm. in diameter, for the 
same current (150 amperes). The positive is not reduced 
to а point, but, maintains its full diameter up to the crater. 


Ld 


SWANSEA ELECTRICITY EXTENSIONS. 


WE referred in a recent issue to the three-phase plant which has 
been brought into upe by the Swansea Corporation electricity 
department. 

This consists of two 1,876-K.v.A. turbo-alternators, with rotary 
converters and the necessary H.T. switchgear at the power station, 
where also now boiler plant has been installed ; H.T. trunk feeders, 
and sub-stations, only one of which, at Uplande, is ready for 
running at the moment. 

The turbine plant is of the horizontal Curtis type supplied by 
the Briti-h Fhomson-Houston Co., giving its rated output at 
3.000 R P.M. and supplying energy at 6,600 volta and 50 periods. 
О гет1оайв of 25 per cent. for two hours and 50 per cent. for 10 
minutes are provided for, with normal steam pressure (150 10.) and 
85 per cent. vacuum. Centrifugal and emergency governors are 
fitted and the governing can be electrically adjusted from the 
switoh gallery. The air for ventilating the turbo-alternators is 
supplied through ducts from dry air filters fixed outside the 
building. 

The turbines exhaust into Cole, Marchant & Morley condensers, 
in connection with which are Edwards air pumps and circulating 
pumps, the pumps for each condenser being driven by a single 
motor. 

Eich condenser is designed to maintain а 28-in. vacgum when 
dealing with 27,000 Ib. of steam per hour, with cooling water at 
65? F. and a 30-in. barometer. 


The three-phase H.T. switchgear was supplied by the British | 


Westinghouse Co., and is of the remote controlled type; the L.T. 
control switches and instruments are mounted on a bench board, 
provided with red and green lamp indicators. 

The bue-bars oil switches, &5, are enclosed in moulded stone 
cubicles. This switchgear controls the two turbo-alternators, also 
two rotary converters and four three-core `1 sq. in. outgoing 
feeders. Two direct-current panels have also been supplied for the 


rotaries, arranged for either lighting or traction supply. The two 
rotary converters are of 500 KW. capacity each, of the six-phase 
type running at 750 B.P.M., and were also supplied by the British 
Westinghouse Co. DN 

They are 8-pole horizontally divided machines, each with an 
alternating-current booster and squirrel-cage starting motor 
mounted on the same shaft, and supply either lighting or traction 
voltage; the main transformers are each of 550 k. v. A. capacity, 
of the oil-insulated self-c ойо type. | 
' The boosters allow of complete and independent control of the 
power factor on the А С. side and of the D c. voltage 

The new plant in the boiler house consists of two Stirling 
water-tube boilers fitted with  superheaters and a 


. mechanical stokers. 


O 1e boiler has a heating surface of 5,157 sq. ft. and a grate area 
of 91 sq. ft., апі will evaporate 26 000 Ib. of water per hour; in 
the case of the other boiler with 5719 sq. ft. heating surface, and 
93 eq. ft. grate area, the evaporation is 29.000 lb. Lo de 

The superheat»rs, made by Superheater Unite, Ltd., consists of 
four ича units of 88 tubes giving a total heating surface of 
580 eq. ft. | 2 

The stokers were supplied by the Underfeed Stoker Co., L*d., and 
are of the push-plate ѓур». ` 


В.Т.Н.-Совт!в TURBO-GENERATOR, AS INSTALLED AT SWANSEA, 


The Uplands sub-station plant consists of two 500-KW. rotary 
converters, together with the necessary transformers and ewitch- 


The cost of this extension, for the particulars of which we are 
indebted £o Mr. J. W. Barr, the borough electrical engineer, ha 
been some £40,000. | 


CORRESPONDENCE. 


Letters received by us after 5 P M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


The Capturing of German Trade. 


Now that the time for the electrical industry is here, in all 
seriousness—and has been for some time past, as a matter of fact 
—to arouse itself and concentrate on the prime factors which will 
enab!e it to capture and hold that large volume of trade which has 
been hitherto secured by our present enemier, the Germans, not only 
in these islands. but in all parte of our Empire, and also in the 
markets of our Allies, does it not behove the industry st once to 
set about what is one of the most essential primary movements to 
ensure this end ? 

It seems to me that the industry ел bloc should immediately take 
those steps which will not only ensure the inception, but also the 
continuity, of the propaganda campaign, viz., by the preparation 
aud publication of catalogues ir, say. French, Russian, Spanish, 
and even in Japanese and Chinese, and, in fact, in the languages 
of all those countries with which we have every hope our mutual 
interests will be linked up and advanced in the future. We might 
leave the German language alone altogether, as, in any case, for 
some considerable time after peace is declared, it is highly 
improbab!e that we shall do much business with the Germans, at 
any rate, as sellera; as their customers we have had enough of 
them in the past, and should do all in our power not to 
give them the benefit of good British gold any more than we can 
possibly help, until euch time as they can give us some evidenoe 
that they can to some degree b» trusted. "Therefore. for the time, 
blot their language out of our trade literature. The languages 
mentioned at the commencement of this letter will suffice for alk 
international trading. 

Perhaps one or two of the bigger and more important firms may 
be able to afford their own publicity and translation steffs, and 
will individually take up the raoning on the above lines, but there 
must be a large number of firme with not overflowing financial 
resouroes who would find it difficult, if not actually impossible, to 
employ their own translators capable of efficiently producing well- 
finished technical catalogues and propaganda. 
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Might I suzgest that the present moment appears to be a par- 
ticularly opportune one to institute a central organisation on 
behalf of the electrical industry (this might be undertaken under 
the auspices of the LE.E.or the B.E.A.M.A.), where catalogue 
and propaganda matter might be efficiently dealt with by a оош. 
petent body of linguists who have engineering training and capa- 
bilities. At this time, when there must be resident in this country 
а goodly number of electrical and mechanical engineers of French, 
Russian, and Belgian nationality, too old to join the fighting forces, 
or perhaps already incapacitated from farther fighting, who would 
be only too. glad to avail themselves of an opportunity to do some- 
thing not only remunerative but also patriotic on behalf of their 
own particular country's future interests, such a central organisa- 
tion could ba established almost at once, I feel sure, given the 
necessary iaitiatory spirit. 

There would be nothing to prevent the electrical firms from 
sending their copy to this institution, and paying for translations 
at a scheduled rate to be decided upon by the promoters and 
executive of the organisation. The particular style of cataloguing 
and printing could still be dealt with as at present by the firm's 
own printer or publisher. The writer has spoken to several 
representatives of publishing houses, and feels sure that there 
would be no hesitation in these firms quickly adapting themselves 
to the demand by the provision of the necessary type of printing— 

kor instance, Russi en type is somewhat outside the ordinary, like- 
wise Japanese and Chinese—2:, once having started, the trade for 
them in this direction would undoubtedly be a remunerative one. 

Again, surely we have now had enough of the suspicion of each 
other among our home manufacturers. No doubt the German 
element in our midst was greatly responsible for this, but with 
that element eliminated, and the experiences which the war has 
taught us, undoubtedly there will bs a return to the good old 

' British axiom, so prevalent in the days of our trading forefathers, 
of “Let ue trust each other." 

Exch firm's specialities are nowadays so defined, and it is—and 
always has been—such an easy thing for any firm to get hold of its 
rival's catalogue, that there should no longer be any distrust or 
hesitation in deciding upon some course which will work out, not 


only effectively but comparatively economically, in the common | 


cause of the industry. 

The writer hopea that the idea put forward may receive the 
serious consideration of the electrical trade, but the principal 
point is—not to adopt the laissez faire policy, but that of Do 
it now!” 

The principle might be extended to the establishment of a 
central school of languages for the teaching and training lin- 
guistically of commercial and engineering travellera, who will 
eventually be required to follow up the propaganda in foreign 
countries—i.e., if we have learned anything or are likely to learn 
anything as the outcome of this terrible world upheaval, 
aud wo are to ensure that never again will В:ібаір be caught 
napping. 

The average monolinguistio Englishman has for many years been 
almost the laughing-stock of his German rival, because he could 
not speak several languages, but the writer fancies this will be 
another instance where “those laugh best who laugh last," and, as 
in the matter of fighting, the Eoglishman will prove himself also 
not wanting in the matter of linguistic achievements, when he 
recognises the necersity of grappling with the issue. 

Suggestive. 

London, April 19th, 1915. 


e — — — 


Electric Road Rollers. 


The letter re Eleotrio Rad Rollers“ from your correspondent, 
Me. Topliss is particularly interesting, as the next issue of the 
Blectric Vehicle will deal largely with electric battery traction 
for municipal purposes, and the question of elccir;^ road rollers 
will be dealt with in an Editorial. 

I have sent the draft to & well-Enown maker in order that any 
possible bloomers” may be eliminated, as I am поё an expert іп 
this type of machine, bat, from a common-sense point of view, it 
does seem to me that electricity applied to road rollera ought to 
change for the better the whole aspect of this branch of mun'cipal 
work. Тһе present steam roller ів an unmitigated nuisance on 
ascount of its noise, smoke and dirt. 

The necesary weight can easily be obtained ia the form of the 
battery, and there ia no question whatever that the cost of upkeep 
(repairs, maintenance and power), must be cons derably less than 
with the steam or petrol-driven machine. I believe if one or two 
enterprising makers took the matter up—it would result in advan- 
taze to them, and to the central-station engineer, who would tap a 
big source of revenue. 

The journal does not go to press until the end cf May, and in 
the meantime any information on the subject that your readers 
can gend me will ba very welcome and help along the movement. 


A. Hugh Seabrook, 
Поп. Editor, The Electric Vehicle, 


London, W., April 17th, 1915. 


Ball-Bearing Extensions.—THE HOFFMANN Mawv- 
TAOTURING CO., LTD., of Chelmsford, are still further considerably 
extending their already large works, Their ball-bearing hanger 
for line shafting has been in great demend during the past year, 
the total supplied being sufficient to carry 42,000 ft. of line 
shafting at normal pitch. 


LEGAL. 


TAUNTON r. HARKNESS BROS. 


THE Electric Appliances Co. were on April 15th defendante in an 
action heard in the King's Bench Division, before Mr. Justice 
Low and a common jary, in which Mr. Thorn Lionel Taunton, a 
traveller in electrical fittings, &o. residing at Ealing, olaimed 
commission and compensation for wrongful dismissal. 

Aécording to the opening statement of Мв. MAYER, К.О, who 
appeared for the plaint ff, an agreement was entered into verbally 
between plaintiff and Messrs. Harkness Bros. for him to travel in 
vacuum cleaners on commission and £1 а week for travelling 
expenses, The engagement dated from May, 1911, and the 
plaintiff's operations were confined to London. Subsequently 
Messre. Н агкпевв'в business was turned into a company, and 
plaintiff continued his duties under the original agreement. In 
1913 he was asked to give demonstrations with the vacuum 
cleaner upon the understanding that his commission should con- 
tinue while he was so engaged, and that his intereste, which would be 
looked after by others meanwhile, would not be affected. The defen- 
dants then asked him to part with half of his commission to those 
who looked after his business, but this he declined to do. Subec - 
quently differences arose over the plaintiff's lette s from customers 
being opened at the office and acted upon by other travellers, and 
plaintiff wrote,stating that letters from his clients addressed to 
him personally must" remain unopened and left for him to deal with 
personally. To this communication the defendants took exoe ption, 
characterising it as impertinent, and demanding a written apology 
within 24 hours, failing which he would be given & week's notice. 
The plaintiff told the defendaüte' directors that he was sorry they 
should have regarded the word must as offensive, and arsured 
them that it was not so intended. They, nevertheless, gave him 
the week's notice, and he had to leave. | 

The PLAINTIFF was called, and in the course of his croas- 
examination his LOBDSHIP said there was no justification for 
saying that he (plaintiff) had been guilty of misconduct, as was 
alleged as the reason for his dismissal at a week's notice instead of 
six months, claimed to be the custom where travellers were paid by 
commission only. It was absurd to say that the word " must," as 
used by the plaintiff, was offensive, and his neglect to send a 
written apology could not be construed into a refusal to obey 
reasonable orders, It was clear that there had been no miscon- 
duct, and it was а serious matter to make such a charge against a 
man where there was no foundation for it, He suggested that the 
parties, under the circumstances, might come to some arrange- 
ment, | 

After consultation between counsel, it was agreed that judgment 
should be entered for the plaintiff for an agreed amount, with 
costs, and that the £26 3:, 7d. paid into Court by the defendanta 
should be paid out to the plaintiff's.solicitors. 

Judgment was acoordingly entered for plaintiff for an agreed 
amount, endorsed on counsel's briefe, with costa. 


PRIZE CoURT.—SEIZURE OF ELECTRIC FANS. 


SIR SAMUEL EVANS, presiding over the Prize Court, again had 
before him a few days ago the case in which the Crown asked for 
condemnation of five cases of electric fans se‘zed on board the 
P. & О. steamship Poona in London on October 17th. The goods 
were claimed by I-aria, Ltd., of 208, Tower Bridge Road, a com- 
pany duly incorporated in England on May 30th, 1912. The matter 
was adjourned from last term for further evidence to be produced 
by the claimants, 

Mr. A W. ELKIN, on their behalf, said he now produced certain 
documents which were asked for on the last occasior. The first 
was a duplicate of the agreement made between claimants and 
Mesare. Lascelles, Parrington & Braeche, of Melbourne, appointing 
the latter their agents in Australia, The original was in Mel. 
bourne. That proved beyond doubt, he submitted, that Mesar». 
Lascelles, Parrington & Brasche were claimants’ agents. The next 
documents consisted of a bundle of reporta from Mr. Charles 
Brandt, claimants’ traveller in Australia, and a number of ccm- 
mission notes b-tween claimants and their agents, 

The PRESIDENT faid it rather looked from these documenta as if 
the goods belonged to the claimant company, and that Me-ara. 
Lascelles, Parrington & Brasche were only the agents for sale, and 
Mr. Brandt was the traveller. He would like to see the share 
register of the company. 

Мв J. B ASPINALL (for the Crown) said he bad a list of the 
shareholders, dated July 18th, 1914. There seemed to be seven 
shareholders, all German. He gathered that hia Lordship was 
sa‘isfied that these goods were the property of the Isar ia Оо. 

The PRESIDENT said he would like to have rome further 
evidence from Mr. Moreton, the manager of the company. 

Мв. FRANK MoBETON, recalled, stated that the document 
appointing him manager was signed by Mr. Ludwig Schoenmanp, 
the engineer and secretary, and by Mr. Carl Seifer, the commercial 
manager, on August 3га, 

The PRESIDENT: What became of them after they appointed 
you? 

WITNESS: They left the country on the night of August 3rd, to 
the best of my knowledge. I think they went to Germany rid 
Copenhagen. А 

Have you had any communication with any of the directora 
since you were appointed /—No; I account to no one but the 
Board of Trade Supervisor. 

Replying to Мв, ELKIN, WITNESS said that the Board of Trade 
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were quite satisfied with his mode of carrying on the business, aud 
they coontersigned all the cheques drawn by him on the company’s 
account. 

Oross-examined by MB. ASPINALL, WITNESS said he did not 
know what authority the two gentlemen who appointed him 
manager had so to do. He assumed they had authority from the 
‘directors, 

Mr. ELKIN submitted that Mr. Morton was properly appointed, 
and that having regard to the fact that the olaimants were a duly 
incorporated company in this country they were entitled to the 
release of these goods, on the authority of the decision of the Court 
S Appeal, in the case of the Continental Tyre and Rubber Oo. v. 

The PRESIDENT : Supposing this company constituted as it is 
wanted to bnv shipe, could it own them ? 

Мв, ELKIN raid that had not been decided. 

The PRESIDENT remarked that it would be very odd if the 
company was the owner of the ship and also the cargo, and was 
entitled to the cargo and not to the ship. 

Mr, ELKIN said he relied very strongly on the decision of the 
Gourt of Appeal. 

Tbe PRESIDENT said be was willing to pay all deference to that 
decision, but it did not bind him ín that Court. He might after 
careful consideration come to the conolusiun that he might be able 
to agree with Lord Justice Backley’s dissenting jadgment. 

Vitimately, his Lordship reserved judgment. 


— — 


TRADING WITH THE ENEMY. 
in the City of London Court, on April 19tb, a considered judgment 


was delivered by Judge Atherley-Jones, K.C., in a case of much: 


trade interest and importance, in which Bruno Ullmann, tucceseor 
to Bechmann & Ullmann, 21, Moor Lane, E.C., sued Mr. 8. Nyman, 
80, Westnourne Greve, Bayswater, for £11 5s. for trade goods sup- 
plied. The defence was that the plaintiff could not recover because 
of the Trading with the Enemy Act, although the defendant was 
quite prepared to pay if so ordered. Plaintiff, it set med, was a 
German by birth, and was naturalised in 1899. In 1901 he said 
he went into partnerhip with Bechmann, а G@:rman. Bechmann 
died and the business passed to Ullmann. The goods sued for were 
ordered ano delivered in March of last year, Plaintiff ranked as a 
British subject and was entitled to all the assets of the concern 
including the debt due from the defendant. There could be no 
question there of trading with the enemy. Plaintiff had c m- 
munieated with the Board of Trade, the Treasury, and the Con- 
troller of Companies, and they had no objection to him recovering. 
Of course he would not part with the money or верб it to Germany. 
The business here was a London branch. The headquarters were 
in Hrfurth. The business here was a distinct entity. The goods 
supplied to the defendant were invoiced from І, ndon and Germany. 
Defendant said unfortunately his business was with foreign houses, 
and during the last two months there bad been awful trouble 
through people paying money. Не had already got into trouble 
with the authorities for paying in another case. 


JUDGE ATHERLEY JONES, KO., said that as the point raised 


was а поте! one and bad never been before any Court, and as it was 
of great importance to every trader in this country, he had tsken 
time to consider his decision. He had come to the conclueion that 
plaintiff could not reccver as he was eati: fied that tbe bue ir ees of 
Ullmann & Bechmann was a German house. Ач for the corres- 
pondence with the Board of Trade, &o, it was immateria), as 
Courts of Law did not found their jadg ments on the oj ioions of 
Government offi sials. Plaintiff's business in London was only an 
agency. Jadgment for the defendant with costs, but he gave 
leave to the plaintiff to appeal, as he thought it qnite likely that 
the Divisional Court might take another view. It was certainly a 
very important case. . 


NATIONAL FREEHOLD LAND AND BUILDING SOCIETY f. 
MAURICE FREEMAN, 


AN alleged nuisance by motor-driven machinery gave rise to this 
action, which came before Mr. Justioe Sargant on April 19th, the 
plaintiff 8 ciety and their tenant, Battista Barz dia, claiming an 
injanction in respect of an alleged breach of agreement, and the 
defendant, aleo a tenant of the Society, counterclaiming for 
damages for alleged breach of warranty. 


Мв. STROUD, in opening the case on behalf of the plaintiff, 


said he ala med an injunction to restrain the defendant from using 
or permitting to be used on his premises, the first floor of Зэ and 
40, Mitre Street. Aldgate, any machinery во as to cause a nuirance 
either to the plaintiffs or the other occupiers of the premises, The 
plaintiff Society were the landlords, and the plaintiff Barzslia was 
а tenant. of theirs who carried on a restaurant business there, 
The defendant became the occupier of the firet floor of the pre- 
mis under an agreement dated January 15th last year, and he 
alleged that before entering into the agreement the Society, 
through its sgents, had warranted the premi-es to be adapted for 
motive power. That gave rice to the counterclaim, the defendant con- 
tending that in the event of the seoond plaintiff recovering any dam- 
ager, or an injunction being granted, he was entitled to claim against 
the society for breach of warranty. Prior to January 12th the 
defendant entered into negotiations with Mersre. F. Hilbury & Co., 
house and estate agents, of 140. Leadenhsll Street, for premise» svit- 
able for his business of a buttonhole maker. Inan interview with Mr, 
Hilbury the defendant explained that he required the premieres for 
his business of a buttonhole manufacturer, and alro mentioned 
that he would be using machines, but it was not suggested or 
brought to the knowledge of Mr. Hilbury in any way that there 
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was any intention of introducing eleotrio or other power on the 
premises. Ina letter written before the tenancy agreement was 
entered into the defendant said he had ascertained that there was 
no eleotrio light installed on the premises, but no reference what- 
ever wae made to electric power. Mr. Johnstone, the secretary of 
the plaintiff society, and Mr. Hawkins, a rent collector in their 
employ, had interviews with the defendant prior to the rignipg of 
the agreement, and both would tell the Court that though the 
defendant said that he would put machines on the premises they 
understood him to mean treadle or hand machines. Nothing 

whatever wae ssid about power-driven machines. The defendant 
asked Hawkins whether there was eleotric light on the premises, 
and Hawkins by mistake said that there was, bot nothing would 
turn upon that as the defendant afterwards had a l tter stating the 
contrary. When the agreement was completed at Mearre. Hilbury's 
office, again nothiog was said about power-driven machines. The 
agreement was for a tenancy of the whole of the firat floor of 
39 and 40, Mitre Street, and the clause upon which the plaintiffs 
relied was that the tenant covenanted to do notbing that might 
cause nuisance or annoyance to the ocoupiers of adjoining pro- 
perty, nor carry on any trade or business except that of a button- 
hole maker. 

Мв. Justice SARGANT : That would imply that he was not to 
use the premises for the business of a button-hole maker so as to 
be а nuisance, unless the nuisance was abeolutely esential to the 
carrying on of a button-hole maker's business. The defendant 
would have to show that it was quite impossible to carry on his 
business without causing a nuieanoce. 

COUNSEL, continuing, said that the defendant was let into posses- 
sion, and he proceeded to make arrangements with an electrio 
lighting company to install electric power without consulting the 
plaintiff society in way. 

Мв. Justice SARGANT asked whether the installation was for 
both light aud power. ` 

COUNSEL eaid he did not know. 

Hi» LoRDSHIP said he asked because there must have been a 
separate installation for power, as power was charged for at a 
different rate. 

CoONsSEL said he did not think it mattered, as there was no 
question that the defendant was working his machines by electric 
power. Mr. Hawkins visited the premises about rome repairs and 
saw an electrician at wurk there, but thought it had mer ly to do 
with electric lighting. Bar zalia wrote to the plaintiff society com- 
plaining of the nuisance and loss of custom in cons: quence, and 
after some correspondence, in which it wrs suggested that the 
nuisance might be obviated by more firmly fixing the machines, the 
present action was commenced. 

Both sides agreed that if the Court should hold that the question 
was one of damages the amount should be fixed by his Lordship, to 
save the expense of an irquiry. 

It was admitted, added counsel, that the defendsnt had installed 
on the premises a 2-H P, electrically-driven machine. 

Evidence was given in support of counsel's opening statement, 

Called for the defence, and examined by MR. FoR1UNE, MAURICE 
FREEMAN said that he had been in business in Old Street, and 
had used power-driven machines. It was perfeotly understood 
wheü he took the premises in question that he would be using 
machines in his businerr, and tbe electrically-driven machines 
made little or no more noise than would hand or treadle machinee. 
The machines he was now ueing stood on а bed about 3 ft. high,- 
and were the best machines that could be got for his trade. There 
was no better method known in the trade of carrying on his 
dusicess than the one he had adopted. Asa buttonhole maker, he 
did not think his business could be carried on with lees noise. All 
the large firms used these machines, He was now Lu: y on Govern- 
ment work, ard worked on a Sunday. 

Cros:-examined, WITNESS said that when he asked whether 
electricity was laid on on the premises, he did not lead Mr. Hilbury 
to suppese that his inquiry referred only to electric light. He 
asked whether there were electric wires on the premires, and he 
did not suppore that anyone could suppose his inquiry was confined 
to wires for electric lighting. 

Re-examined, WITNESS said that he made it clear to both Mr. 
Hilbury and Mr. Hawkins that he would bs using motor-driven 
machines. 

Other evidence was given for the defence to the «ffect that there 
was very heavy machinery in the neighbourhocd, the working of 
which could be heard in the street, and that the defendant's 
electrically-driven machines would make less noise than treadle 
machinep. 

Мк. FORTUNE. in summirg up the defendant's care, admitted 
that there wus undoubtedly some noise caused by these machines, 
but people could not live in a city withcut having to endure some 
ncise, and he submitted that the noise in question fell very far 
short of a common-law nuisance, | 

His LORDSHIP, in giving judgment, eaid that there had not been 
the slightest evidence put before him that the. negotiations for 
the agreement of tenancy proceeded on the footing that the 
defendant was to be entitled to use power-driven machinery on the 
premises, and he was eaticfied that the plaintiffs’ agents never had 
it brought before them that it was the intention to nse such 
machinery. The onus of sbowing that his businers ooculd not be 
carried on without causing a nuisance was on the defendant, and 
he had not only not established that proposition, but had not - 
attempted to do so. He had come to the conclusion that the work- 
ing of these machines was a nuisance, though he thought it was 
jast on the border line of what was a common-law nuisance, and 
he accordingly granted an inj anction to restrain the defendant 
from so working his machines as to cause a nuisance, and awarded 
the plaintiff Barzalia £15 by way of damages 
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The defendant was ordered to pay the costs of the action, but 
the injunction was suspended for four weeks to enable the defendant 
to get out of the premiser. 

The defendant's counterclaim was dismissed, with coste. 


— 


* X 
CUNNINGHAM, LTD. 


THE petition of W. T. Henley's Telegraph Works, Ltd., for a com- 
puleory order tə wind up Cunningham, Ltd, electricians, again 
came before Mr. Jastice Astbury, in the Companies’ Winding-Up 
Oourt, on Tuesday. Counsel reminded his Lordship that at the 
previous hearing he stated that a few creditors had not come into 
the arrangement that had been proposed. He was now able to 


state that the whole of the creditors had come ia, and the only 


thing to do now was to dismiss the petition by consent, without 
costa, 

Мв Н. E WRIGHT said he appeared for a large number of 
oreditors opposing the petition and he assented. 

His Lordship dismi :sed the petition, without costs. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


parlable Speed A.C. Commutator Motors. 


Messrs. F. PARK IN SON & Co., of Wells Works, Guiseley, near 
Leeds, have recently issued a new catalogue and price list of their 
AC. commutator motors, an installation of which at the Govern- 
ment Stamp Printing Works, Hayes, Middlesex, was described in 
the ELECTRICAL REVIEW, of November. 21st, 1913. The makers 
claim that these are the only British-made motora in which the 
following features are obtainable: (v) A large speed variation, up 
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to a ratio of three to one, with a shunt speed characteristic through. 
out the range ; (5) this is obtained without the use of any resist- 
ancen ; (с) efficiency practically constant at any speed, and com- 
parable with that of a D.C. motor of equal size. The motors have 
fixed brushes and no mechanical governor or short-circuiting 
device of any description is employed 

The motors are provided with exceptionally robust shafts, 
bearings and commutators, which ensure great reliability in 
service, and have been designed in five types, covering practically 
tke whole field of. the application of alternating-current motor 


driving for industrial purposes. We illustrate in fig. 1 a variable- | 


speed single-phase motor driving a printing prese, The »peed 
controller consists of a small oil-immersed transformer which is 
shown in the illustration. These machines are built under the 
Panga and Creedy patente. 

A serious objection to alternating-current commutator motora in 
the pact bas been the difficulty of obtaining satisfactory commuta- 
tion. This fe«ture haa received very careful consideration in the 
design of the Parkinson motors, and the makers can guarantee the 
commutation to be equal to that of the best modern direct-carrent 
practioe. These motors fill a long-felt want in the application of 
alternating current for industrial purposes. 

The firm bave recently completed a large extension of their 
works in order to meet the increasing demand» for their manufac- 
tures, and the whole of their works is devoted to the manufacture 
of alternating-current commutator motore. 


Fig, 1. —VABIABLE-3PEED AC. CoMMUTATOR Мотов DRIVING PRINTING PRESS, 


The Firadanac Mining Switchgear. 


MESSRS. BERRY, SKINNER & Co, of 78, Upper Thames Street. 
London, E.O , have brought to our notica a new type of explosion- 
proof switchgear, consisting of a very compact form of combined 
fuse-switoh specially constructed for nse in those regions of the 
ooal mine where the Home Office Regulations require the apparatus 
to be explosion-proof, and preferably. fool-proof. 

It is conceded by experts that an apparatus which has its кош: 
ponent parts in one chamber is better and safer than an apparatus 
which separates its switches and fuses into different compartments 
connected by small inlets ; moreover, a combined apparatus of the 
fose-awitch type is obviously more compact, and for a given out- 
put has a less cubical content for the retention of explosive gases. 
It is claimed that the present invention contains a number of 
points, all important, but never hitherto combined in one piece of 
apparatus. 

The following are the features of the Firadanac explosion-proof, 
interlocked combiaed fuse switch with air-break, to which atten- 
tion is directed : — 

Great mechanical strength ; exc sptionally small size for a given 
outpat; wide mechine-faced surfaces in comparison with the 
cubical contents of the cabinet; every current-carrying contact 
is renewable from the front; by an ingenious mechanical device 
the movable switch contacts сап be revolved to present an entirely 
clean switch contact after damage; every switch is arranged so 
that the current is broken upon each pole, upon two contacts in 
series, and with a parallel action. This is better than a knife- 
switch with one, or even two, contacts where the current is broken 
at а point; it is impossib'e to tamper with the contacts by mischief 
or accident ; the switch has positive quick make-and-break action : 
азсевз to the explosion-proof cabinet is impossible until the 
moving switch contacts and fuses have been made dead ; the deeign 
is arranged so that the mains may enter at either the top or bottom 
of the cabinet, aud without having to turn the switch “ upeide 
down"; the apparatus is fitted with Berry's patent magnetie 
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Fic, 2.— FI BAD AN AC 
SWITCH-FUSE, Box OPEN 
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blow-out fuses. Without a screw-driver or any other tool, these 
can be re-fused with ordinary copper wire in a few seconds, There 
is no possibility of accidental shcck during replacement. 

The switchgear was examined and tested by the Underwriters’ 
Laboratories, Inc., of Chicago, U S.A., in December last. A sample 
20-ampere 200- volt switch was operated 12 times by band, closing 
and opening a circuit in which a continuous current of 30 amperes 
at a pressure of 315 volts was passing, first with the switch cabinet 
earthed, and afterwards with the generator alternately earthed on 
the positive and negative side. Stripe of copper were placed in 
parallel with the fuses to prevent the latter from blowing. The 
contacts were only slightly burned. 

The insulation resistance was measured with a 500-volt Evershed 
Megger, and the result was :—Positive to negative, 20 megohms ; 
positive to negative to earth, seven megohme. The two poles of 
the same switch were connected to the terminals of a transformer, 
and starting at 800 volta the pressure was gradually raised to 
2,C00 volta and maintained for one minute. The test was repeated 
with the transformer terminala connected to the switch contacte 
and metal case respectively. The insulation satisfactorily with- 
stood this test. The illustration (fig. 2) shows an ironclad fuse- 
switch cabinet with the cover open ; this cabinet is provided with 
a I4· in. machined flange D, with similar provision on the hinged 
cover. When the cover is closed and the metal surfaces are 
together, they are clamped by four equally-spaced тш nuts as 
at В, 
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The cover having been olosed, the lever d can now be operated 
by means of the spindle and rock shaft F to throw the rapid- 
acting toggle joint carrying the magnetio blow-out fuse carriers 
к into their respective base contacts at A. This operation of 
closing the switch automatically locks the cabinet by means of the 
engagement of a male bolt in the centre of the base with the 
female projecting tube H. It is impossible to open the cover 
until the bolt is withdrawn by moving the switch to its "off 
position.” 

Shrouding of the cable connections in the base to meet the 
Home Office requiremente is provided by the insulating screens as 
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Ета, 3.—FIRADANAC SWITCH-FUSE, CLOSED. 


atc. To rewire a blown fuse, the magnetio blow-out fuse carriers 
E сап be out-sprung іп one second, re-fused and in-sprung into 
position in under 30 seconds for the complete operation. The 
apperatus is low ín price and simple in constraction. Every part 
is interchangeable ; it is made like a gun. 


Electrically Heated Grip for Steering Wheel. 


Eleotrically heated leather-covered grips for use on steering 
wheels of automobiles have been developed by the INTERSTATE 
ELECTRIC Co, New Orleans, La. The grips are attached to 
the wheel, as shown in the accompanying illustration, and are 
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FIG. 4. —ELEOTRICALLY HEATED GRIP. 


provided with laces for making them tight. Energy may be 
obtained from the storage battery of the car, or, if the magneto's 
rating is high enough, from the magneto. 


Shop Window Reflectors. 


A complete series of seven shop window reflectors has been 
brought out by the GENERAL ELECT RIO Oo., LTD., of Queen Victoria 
Street, EO, which includes the following types: Shell, fluted 
scoop, plain scoop, hemispherical, horizontal parabolic, vertical 
parabolic, conic, all of which (except the hemispherical) аге made 
in two sizes,the smaller designed for up to the 30-watt Osram 
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Hemispherical. Vertical parabolic. 
Fia. 5.—G.E.C. SHop WINDOW REFLECTOBS. 


lamp віле, and the larger for lamps up to the 60-watt size, thus 
ensuring any pear-shaped Osram lamp of the usual sizes having its 
correct reflector. All these reflectors have scientific contours, and 
effectively screen the light from the eyes of persons looking in the 
shop window. 

Special care has been taken to see that the shade carrier ring, 
which holds the reflector in position, is easily accessible, and a 


special feature in the oase of the deep conic and vertical parabolic 
patterns is the provision for the necessary ventilation. The high- 
class nickel plating finish assures the maximum amount of refleo- 
tion being obtained. 

A neat folder, No. F. 1,902, gives particulars of these reflectors, 
some of which are shown in fig. 5, in tabulated form. 
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ELECTRICAL TRADES BENEVOLENT 
INSTITUTION. 


THE report of the Comunittee of the above Institution for the 
year ended December 3lst, 1914, was adopted at the annual 
ineeting, held at the Institution of Electrical Engineers, on 
Monday evening. Dealing first with financial matters, the 
Committee says that for the second year in succession the 
principle of having the head of a large firm as President of the 
Annual Festival resulted in a most satisfactory addition to the 
funds. The total income from contributions for 1914 was 
£3,139. This, added to the receipts from dividends and other 
sources, produced a total income of £3,380, as compared with 
£1,363 in 1913. The subscriptions from members and the, 
number of members have again increased. The result of the 
year's work has been а net income of £3,127. The following 
investments have been made out of this sum :—£404 Canada . 
4 per cent. registered stock, £407 38 per cent. Metropolitan 
Water Board stock, £925 New Zealand 33 per cent. inscribed 
stock, £1,071 Bombay, Baroda and Central Indian Railway 
capital stock, = £2,807, bringing the total of the invested 
funds to £7,727. . . 

For the sixth year in succession a donation has been received 
from the Electrical Engineers’ Mention is made of the 
financial and other support received from the electrical Press, 
and this year for the first time from the general Press. 

The working рез have naturally, in view of the large 
amount collected, been heavier, but it is a matter of satisfac- 
tion that the percentage of the expenses to the amount col- 
lected is very much less than in previous years. 

The total amount paid out for temporary relief during the 
year was £253, as compared with £154 in the previous year, 
the number of grants dealt with bei -Every person 
who has applied and who was qualified for assistance received 
the same. | 

Employment was found for many of the applicants. The 
committee has always endeavoured to find work if possible 
for those who apply for assistance, and in this way the 


amounts expended on temporary relief are much smaller than 


they otherwise would be, with the result that the invested 
funde can be increased more rapidly than otherwise would be 
the case. 

- The committee feels that it cannot too strongly imprees upon 
all those connected with the electrical industry how desirable 
it is that the members of the staffs of firms should join the 
Inetitution as members, and it therefore again points out in 
the report the advantages of membership. It is hoped that 
the heads of electrical businesses will bring this matter before 
the members of their staff, 

Mr. Hugo Hirst was elected President of the Annual Festival, 
1914, and owing to his untiring energies preceding the festival 
he was able to announce at.the dinner that a total sum of 
over Yu had been collected. The chairman's list amounted 


The Chairman in his appeal at the dinner was ably sup- 
йо by Sir David Salomons, Mr. Wordingham (Vice-Presi- 

ent of the Festival), and Mr. Godfrey Isaacs, and as the 
result, the total amount collected in connection with the 
festival, exclusive of the subscriptions of new members who 
then joined, was £2,741. ! | 

The benefit which has resulted to the Institution by the 
system of collectors’ books is demonstrated by the list in the 
year-book. The committee trusts that those gentlemen whose 
names appear in the list, and who devoted во much timé and 
energy during the year 1914 to assist the collection of funds 
of this Institution, will continue their much appreciated efforts 
in the year 1915. | 

The Institution of Electrica] Engineers is thanked for the 
use of its premises, and the electrical Press for ite assistance 
in the matter of publicity. 

The balance sheet shows that the fund now has 47, 727 
invested, and £199 at the bank, with £22 standing as sundry 
debtors, = £7,948. The income of the year from all sources, 
including dividends on investments (£225), subscriptions. 
donations, and sale of tickets, etc., for the Annual Festival 
Dinner, was £3,470. The expenditure was as follows :—Print- 
ing, postages, stamps and stationery, £64; secretary's salary 
and commission and office expenses, £179; 28 grants paid 
(ranging in value from £1 10s. to £20), £253; cost of Annual 
Festival Dinner. £100, making the balance carried to the 
balance sheet £2,875. 


Among those present at the meeting were Messrs. E. Garcke 
(in the chair), Justus Eck, F. B. O. Hawes, H. Bevis, F. H. 
Nalder, H. Oppenheimer, A. A. Campbell Swinton, and L. G. 
Tate. The total income for the past year amounted to £3,470, 
compared with £1,362 for 19138, and 28 grants, totalling £252, 
were made, us against 14 grants costing £153. The total out- 
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goings were 4590 (4400), and the surplus earried to the bal- 
ance sheet 42,874 (£962). The total capital of the Inatitution 
on December 31st last was £7,871, against £4,996. At present 
there are about 170 members. Messrs. Sugden and Hextall 
were re-elected hon. solicitors, and Messrs. Price, Waterhouse 
and Co. hon. auditors. Lord Vaux of Harrowden, Lt.-Col. 
Н. M. Leaf, and Messrs. Guy Burney, Н. Bevis, Н. Н. Berry, 
F. J. Walker, R. J. Wallis-Jones, and S. D. White were re- 
elected to the committee of management, and it waa resolved 
that special effort be made to induce Mr. E. J. Clark to with- 
draw his resignation, owing to the valuable eervices he had 
rendered in the past. It is desired to fill vacancies on the 
committee by representatives of electrical firma. 


WAR ITEMS. 


. Carlisle Supply Men.—The following is a complete list of 
employés of the Carlisle electricity department now serving with 
the Colours; these form 35 рег cent. of the total. Those still 
employed are provided with a badge indicating that they are 
engaged on public service. 

Baynham, Н. P., station superin- 


tendent, Royal Engineers. 
Hay, J. H., chief clerk, 4th East 


Baxter, R., stoker, Ind Batt. Border 
Regiment. 
Berry, M., coal trimmer, 4th Batt. 


Lancs. Howitzer Brigade Cumber- 
land R. F. A. 

Fraser, W., storekeeper, "th Bast. 
Border Regiment. 

Stephens, G., assistant storekeeper, 
Border Depdt. 

Thompson, W. V., consumers’ assist- 
ant, Army Service Corps. 

Ballantyne, Н. 8, switchboard 
attendant, 4th Batt. Border Regi- 
ment. 

Fairclough, F., meter reader, 4th 
Batt. Border Regiment. 

Mannion, J., jointer, 4th East Lancs. 


Border Regiment. 


Wright, A., coal trimmer, Royal 
Engineers, 

Clark, W. H., porter, 4th Batt. 
Border Regiment. 

Sanderson, R. H., engine room 
attendant, 4th East Lancs. 


Howitzer 
F.A 


E Brigade Cumberland 
Simpson, J., apprentice, 4th East 


- Lanos. Howitzer Brigade Cumber- 


land R. F. A. 

Todd. G, apprentice, 4th East 
Lancs. Howitzer Brigade Cumber- 
land R. F. A. 


Howitser Brigade Cumberland 
R. F. A. 


Gem, R., apprentice, Royal Engin- 
` А Sers. 

Germans and Russian Cables. — According to the Дого 
Vremya, the subscription of the house of Bogau & Co., of Moscow, 
of 300,000 roubles for war charities, has brought the question of 
the nationality of the house under discussion. It is undoubtedly 
considered to be German, and two members of the board, M. Ph. 
and G. M. Mark, only became naturalised Russians after the war 
began, Further, after the outbreak of the war, a syndicate was 
formed in Petrograd called the United Cable Factories Co., in 
which the chief part is played by the house of Bogan, along with 
the German house—Felten & Guilleaume, of Mannheim. This syn- 
dicate, says the journal quoted, now dictates the prices of copper 
and copper products in Rassia, being part owner of the Bieloretzk, 
Kolchugin and other factories which control practically all the 
copper goods produced, Controlling also rich copper mines of thé 
Caucasus and the Urals, Bogaus dispose of immense stocks of copper, 
and if the syndicate has raised the price of copper by about 50 per 
cent., and of copper goods by 75 per cent., the lion's share of the 
profit is passing into the pockets of Messrs. Bogau & Co. 


A Hungarian Company and the War.—The report for 1914 
of the Hunyarian Felten & Guilleaume states that after a short 
period of stagnation the industrial and economic life of the country 
assumed a regular course with the exception of a few branches. 
Instead of a dearth of work a scarcity Of workers had arisen, and 
the difficulties resulting therefrom, as well as from the limitation 
in the production of coal and the increased cost of manufacturing, 
brought about a diminution in the profits. The gross profits 
amounted to £37,000, as compared with £41,000, and the net 
profits were £17,000, as against £28,000 in 1913, the dividend 
being 10 per cent, as contrasted with a rate of 15 per cent. in the 
previous year, At present the company is still engaged directly 
and indirectly on the execution of war orders and would be able 
to keep the works in full operation were it not for the lack of 
copper owing to the requisition of this material by the Govern- 
ment. 

English Capital in Germany.—The chairman of the Mix and 
Genest Telephone and Telegraph Co., of Berlin, was asked at the 
recent general meeting why the company had registered a proposal 
for the liquidation of the Lampson Co., in which the former ia 
financially concerned. In reply it was mentioned that the tele- 
phone company was at present unable to work with an under- 
taking in which Englishmen were interested, which was now 
everywhere exciting attack, and was excluded from official orders. 
After the removal of the Eaglish participation it was added that 
the Lampson Co. would presumably resume business activity, and 


the hope was expressed that favourable results would then be 
obtained. 


More Electrical Men Wanted.—The 204th Field Company R.E. 
and 40th Divisional Signal Company R E. are now being formed 
and training at Norbury, SW. Major Minshall, К.Е, M. I. E. E., ia 
in command of the 201th Field Company. There are vacancies in 
both of these companies for electricians, wiremen, telegraphists 
and mechanics. Applications for particulare or for enliatment 
should be made to the Norbury Golf Club House, Norbury, S.W. 


Board of Trade Assistance.—List No. 16 (week ending 


April 10th) has been issued giving particulars of inquiries received 
for sources of gooda by the Commercial Intelligence Branch of the 
Board of Trade, 


Municipal Repair Shops.—The Manchester civic authorities 
are making every effort to at zist the Government in increasing 
the output of war munitions, and on Friday a special sub-Com- 
mittee of the Corporation Electricity Committee offered the War 
Office the use of the repair shops at the Stuart Street generating 
station, This is а large building, containing lathes and other im- 
portant machinery. The War Office representatives in the city 
have expressed the opinion that the building is most suitable for 


the work. 


The Liverpool Tramways, Electrio Power and Lighting Com- 
mittee has passed a resolution that the Committee desires to 
do everything possible to assist the Government in the production 
of munitions of war, and that the Corporation workshops at 
Lambeth Road be placed at the disposal of the Government for 


this or for any other purpose, such as repairs to motor transport 
vehicles, &0. 


Contravening Lighting Orders.— The first prosecution in 
Leeds for contravention of the Military lighting restriction orders, 
under the Defence of the Realm Act, oocurred last week, when a 
tradesman was fined £10, with the alternative of eight weeks 
imprisonment. When the defendant said he would pay in a week 
the Stipendiary Magistrate said he must pay that day or go to 
prison. The defendant had defied the police, 


Personal.—Mr. J. H. Thomas, A. M. I. E. E., who has recently 
returned to England from the Far East has been granted a com- 
mission in the Royal Engineers, and is attached to the 204th Field 
Company now training at Norbury. 

Mr. E. A. Shaw, formerly assistant engineer to the Burton:on- 
Trent and Ashby-de-la-Zouch Light Railway Co., has been gazstted 
Lieutenant in the Royal Garrieon Artillery. | 

By wirelese from Berlin comes the information that the Iron 
Cross has been conferred upon Prof. Roentgen in acknowledgment 
of his eminent services to surgery. The professor was decorated 
on his 70th birthday. 

The London Gazette, on Tuesday, contained the following 


-announcements :— 


TERRITORIAL FORCE. к 


No. 2 Electric Lights Companiee.—Neville L. Phipps (temporary) 
Cyril R. Norman (temporary ). 

No. 3 Electric Lights Companies.—Percy H. Bartlett (tem- 
porary), Cuthbert L. Fox (temporary). 

- No, 4 Electric Lights Company.—George Frederick Bale to be 

Second Lieutenant, Dated April 21st, 1915. 

London Electrical Engineers.—Second Lieutenant Hubert F. G. 
Roose is seconded. Dated April 10th, 1915. 


Roll of Honour.—Information has reached Liverpool that two 
more tramway men employed by the Corporation have been killed 
at the front. The roll of honour of the tramway staff is now 
17 killed and 40 wounded out of 1,000 men. 

Information has reached Ecoles of the death of Private Е. Ashton. 
of the 2nd Batallion Lancashire Fasiliers, who was shot though 
the head by a German sniper. He was a single man, and for 
17 years had been employed in the electricity department of the 
Eccles Corporation. 

Sergt. Fred Helm, who was employed in the shipping department 
of Messrs. Dick, Kerr & Co., Strand Road, Preston, has been killed 
in action. The deceased, who was 29 years of age, has left a wife 
and three children. He was recently awarded the D.C.M., and 
Averitt sergeant. He had seen service in India and South 
Africa. 

Corporal А. E. Irving, of Burnley, a local tramway conductor, 
has been awarded the D.C.M. for his work in the Neuve Chapelle 
fighting. He ia 27 years of age. 

Private С. J. Husband, aged 20 years, Pendleton, formerly 
employed by the British Westinghouse Co., has been invalided 
home, suffering from the effects of rheumatic fever, which he сор. 
tracted through exposure in the trenches. 

Private Thos, Herbert Hilton, 3rd Border Regiment, of Oldham. 
has been killed in action. He was 24 yeara of age, and was 
formerly employed as & conductor on the Oldham Corporation 
Tramways. He was killed on April 10th, as hie Quartermaster 
reports—" while doing his duty bravely and nobly.” Private Foster 
Irving, Ist Mauchester Regiment, who was also a tramway con- 
ductor at Oldham, was shot in the head aud killed while going to 
the trenches on April 7th. He had been through the battle of 
Neuve Chapelle. | 

Second-Lieut, Sidney Gudgeon, of the Manchester Regiment. 
recently reported as having been wounded in France, was for 
three years & student in the Manchester School of Technology 
(Faculty of Technology of the University), where, in 1912, he 
was awarded the Certificate of the University in Electrical 
Engineering. 


^ Noise and Vibration caused by Electrice Plant." 
—With reference to the case reported under this heading in our 
" Legal” section last week (page 545), a correspondent informe us 
that the nuisance really arose from the noise created by the 
exhaust from a gas engine driving the electric lighting plant at 
the picture palace. The writer is anxious that electrical piant 


should not carry a burden of blame which properly belongs to 
ças, ' 
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THE CASE. FOR TRE ELEOTRIFIOATION 
‘OF ENGINEERING WORKS. _ 


By ERNEST P. HOLLIS, A.M.LE.E, A.Amer.LEE, 
| 7 M.Aseoc.Min.B.E. . | 


For very many years the opponents of the electrification of 
engineering works have sought to make out their case on 
the ground of low power costs. It will be within recol- 
lection that some years ago almost every railway station in 
the country was placarded with announcements by firms of 
gas-engine makers containing the legend 10 B. H. P. for 1d. 
an hour." Possibly under exceptional circumstances such a 
claim could be justified ; indeed, if it came to be a question 
of low power costs, the writer could point toa case in which, 
by the introduction of electrification, a large works is obtain- 
ing the whole of its power at a cost of minus £1 а week. 
For some time electrical engineers found it difficult. to make 
headway against these assertions, and then only by forcing 
upon the owners of engineering works a realisation of the 
large losses incurred in line shafting. Before the intro- 
duction of the electric motor little care had been bestowed 
on line shafting, but, electrical engineers soon showed that 
there were exceptional cases in which 60 per cent. of the 
total power generated by the engine was wasted in the shaft- 
ing, and 30 per cent. was a common figure. This appre- 
ciation of heavy line-shafting losses led to a number of 
conversions to electric drive. 

Later on, when factories grew larger, a further dis- 
advantage of a drive from long lengtbs of shafting demon- 
strated itself. The engineer could not say: * I will put my 
machine here because it is the best place for it," but bad to 
say: I cannot put my machine here, although I would like 
to, because it would be too costly to bring up the line 
shafting ; therefore, I must go near to the line shafting." 

With increasing competition and the necessity for an 
intelligent arrangement of the machinery so that work went 
orderly through the shops and never had to retrace its steps, 
the engineer began to chafe at the restrictions imposed upon 
his arrangements by the line shafting, and to look more 
favourably upon the electric drive, even though its 
opponents had asserted that it cost slightly more per B.H.P.- 
hour than other methods of drive. In consequence, he first 
of all electrified a few outlying machine tools without 
committing himself to the larger scheme of electrification 
advocated by electrical engineers, and he experimented with 
these tools. He found that, contrary to what he had been 
told, they needed no experts to work them, and that the 
operations involved in the control of the motor were so 
simple that they could be safely entrusted to the machine 
operator. 
tions of the small electric tools which were pressed upon 
him, and found, no doubt to his surprise, that an extremely 
large namber of operations which had hitherto involved 
great labour and inconvenience could be performed by 
handy little electric drills, grinders and similar machines. 
He experienced for the first time what a convenience it was 
in the case of heavy work to be able to take the tool to 
the work instead of the work to the tool. Probably he was 
still unconvinced that he had not done all that he could 
do towards the improvement of the driving of his factory. 
He was still under the impression that as long as he did not 
press the extension of the line shafting too far he was not 
incurring undue losses; at any rate, he was not incurring 
losses greater than manufacturers of the gas, steam or oil 
engine told him would be incurred in the transformation of 
the energy in the steam, gas ог oil to electricity and trans- 
mitting 1& and subsequently converting it to mechanical 
power. But sooner or later he was persuaded by the elec- 
trical engineer to test the power taken by the shafting run- 
ning light and under other conditions, and to compare it 
with an iadividual drive. How was he to do it? Obviously, 
responded the electrical engineer, by installing temporarily 
an electric motor and measuring the power taken by the motor. 
The experiment showed that the electrical manufacturers 
were right. The line shafting often took an excessive amount 
of power to drive it, even on light load, and there was a great 
waste of power in keeping the whole of the shafting going 
when, perhaps, only one machine was required to be run. A few 


At the same time he succumbed to the tempta- - 


further tests demonstrated thet the aggregate power required 
by individual electric motors was less than had to be applied 
at the central point for driving through a line of shafting. 

Bat this experiment brought home to him something about 
the electric drive that he had not appreciated before. For 
the first time he could conveniently measure the power 
taken by a machine. For the first time he .could say 
whether that machine was taking more power than the 
manufacturers, bad asserted. | For the first time he was 
able to make adjustments in the running of the machine, 
and able to tell whether those adjustments resulted in an 
increase or decrease in the amount of power consumed.. 

With the introduction of the new steels with high cutting 
speeds, he found that his existing power arrangements were 
inadequate to run the machines under their new conditions. 
He experienced difficulties in the cutting of metals of 
varyipg degrees of hardness due to the slipping of 
the belts and the poor speed regulation. It was then not 
long before the advantages of the electric drive in respect of 
speed control were brought home to him. | 

Of course, one of the best canvassers for electrification in 
engineering works has been the electric crane. Every 
engineering works of any size employs electric cranes which 
have often been installed before the conversion of the main 
drive to electricity. | 

The foregoing remarks have outlined the different steps 
involved in the education of the factory owner to the advan- 
tages of the electric drive, and up to the present only the 
main benefits accruing from electrification have been dis- 
cussed. These are now fairly widely appreciated amongat 
factory owners, and it is practically only in those few cases 
where the owner himself is interested in the manufacture 
of prime-movers suitable for driving from a central point, 
that the consumers’ engineer will find any antagonism to the 
electric drive. There are, however, numerous points which 
can be brought home with advantage to assist a consumers’ 
engineer in the securing of new consumers, and an endea- 
vour has been made below to set out briefly telling points 
which can beneficially be put before potential consumers. 

Elimination of Line Shafting Losses.—The elimination 
of line shafting losses has already been discussed. А con- 
sumers' engineer haa, of course, to. make sure of the extent 
of line shafting in the works before he can use this argu- 
ment. In very small works it is sometimes the case that a 
central drive would not be greatly inconvenient, and in these 
instances the argument of the elimination of line shafting 
losses carries no weight. о 

Tools Worked to their Maximum Output.—The factors 
which enable an individually-driven tool to be worked to ita 
maximum output are :— | | 

(а) The overload capacity of the motor. I 

(6) Better speed regulation, permitting metals of varying 
degrees of hardness being treated at different cutting speeds. 

(c) The absence of slipping belta. 

(d) The ability to make rapid 
reversals. 

(e) The ease of control from convenient pointa. 

(f) Independence of auxiliary details. 

Free Arrangement of Tools.—]t ів of great importance 
in а modern engineering shop that there shall be the fullest 
freedom in the arrangement of the tools, not only to enable 
the work to be carried through the shops in the best 
Sequence of operation, but to permit the changing of the 
machine tools for larger or different ones. : 

Provision of Facilities for Adding New Tools.—It often 
happens in laying out an engineering shop that it is not 
possible to foresee the extent or the direction of the develop- 
menta of the work. А new class of work comes along; a 
greater demand for a particular class is experienced than 
had been anticipated ; or the demand for certain articles 
has not realised expectations. In any of these contingencies 
it may be desirable to introduce new tools or to transport 
older ones, thrown into desuetude through lack of work, to 
another part of the shop. When tools are tied to the line 
shafting, the rearrangement or the introduction of new 
tools is a matter of difficulty, and the convenience of being 
able to put down & tool where one likes without any con- 
sideration of line shafting is a matter of great moment. 

Ability to Measure Power.—One of the greatest advant- 
ages introduced by electrification is the great ease witli 


starts, stops and 
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which power oan be measured. Not only can the power 
taken by the machine on full load be ascertained and adjust- 
ments made which permit a reduction in the amount of 
power without any effect upon the quality or quantity of the 
work, but the light load readinga can be taken, which offer 
a reliable criterion of the mechanical efficiency of the tool, 
and any deterioration in the gears or other defects can be 
instantly detected. 

Fucilities for Overtime and Week-end, Work.—In many 
industries repairs and maintenance work is carried on during 
the week-end ; indeed, in textile mills and in several other 
works the writer has visited, special engines have been in- 
stalled to save the main engine being run during the week- 
end. "The disadvantages of having to keep an engine-room 
and boiler house staff in attendance either during overtime 
or at the week-end in order that one or two small machines 
can be run for repair work are so obvious as to make it not 
worth while to-pursue them farther. 

Elimination of Belis.—Probably in very few engineering 
works would it be possible or economical entirely to eliminate 


belts ; but by electrification the number can be considerably ' 


teduced. Some belts are advantageous in the respect that 
they form an admirable friction clutch, but they have their 
many disadvantages, which are well known; while, in addi- 
tion, there is the cost of maintenance. 

In a big engineering works, belt-driven from long lengths 
of shafting, the handling of work is made considerably more 
difficult. | 

No Restrictions upon Head Room.—Electrically-driven 
cranes are a sine gud non in all engineering works of any 
magnitude, and anything which interferes with rapid and 
efficient transport of work about the shops is a decided dis- 
advantage. Line shafting and belts often interfere with 
the transportation of work. 

Increased Safety to Operators.—An individual motor 
drive affords the fallest protection to the operator; he has 
only to move a switch. An individually driven machine is 
in no danger of being started up unexpectedly by the creep- 
ing of belts from loose to tight pulleys, the sticking of 
clutches, and the starting up of line shafting. The tool 
setter is protected against the inadvertent. starting of a 
machine, and by taking out the motor fuses, assurance can 
be made that no unauthorised person can start up the 
machine. Lastly, the operation of belt changing, which has 
been a source of many accidents, is eliminated. 

Non-Obsiructed Lighting.—The output of a modern 
factory is considerably influenced by the lighting conditions. 
Consciously or unconsciously a workman works much betier 
in а properly-arranged light. That light must not be too 
strong and not too weak, and the moving shadows which 
are thrown by belts are a source of great annoyance. Ав 
illuminating engineers will know, a works full of belts and 
shafting offers some trying problems in illumination. 

Improvement in Environment.—The elimination of noisy 
belts and shafting brings about an appreciable improve- 
ment in the surroundings. Distracting noises due to belts 
and shafting are absent, and the workman can concentrate 
more fully on his work. The incessant din of belts and 
shafting is not conducive to good workmanship, and with 
the electric drive the workman does not stand in the midst 
of & mass of overhead revolving pulleys, moving belts and 
noisy transmission, permeating the atmosphere with oil 
spray and dust. Many manual operations, such as belt 
changing and replacement, are entirely eliminated, and these, 
in conjunction with other advantages, materially add to the 
improvement of the lot of the workman. 

The foregoing discussion of the merits of the electric 
drive covers engineering works in general, and there must 
be in each case special advantages peculiar to the industry 
itself. Ag an example of these, the writer was recently 
visiting a works in which steam haulage had been employed. 
The steam engine had been replaced by an electric motor. 
On examining the setting of the relays of the motor, the 
writer noticed with surprise that although the motor was of 
150 Hr., the relays were actually set for 100 Hp. On 
making inquiries us to the reason for this, he was told 
that the tnbs had to be drawn round a number of difficult 
curves, and with the steam haulage when the tubs came off, 
ав they frequently did, the track was badly damaged. But 
with the elecsric haulage the power they required had not 


been so great as had been anticipated, and they set the 
relays to such a low point that the slightest disarrangement 
in the trucks .tripped the relays. Inm this way the relays 
which normally are introduced to protect the motor, were 
utilised to protect the mechanical side of the transportation 
scheme; and the electrical engineer said that this one 
advantage alone decided him in favour of electric haulage 
in all circumstances. 

In conclusion, the writer would warn consumers’ 
engineers, if they need any such warning, of the diffi- 
culties of dealing with the very small consumer. The 
man who has a small works driven from a small town 
gas-engine is very hard to convince. It is of no use 
attempting to show that for small consumers with power at 
1d. per K w.-hour and gas at Js. per thousand cb. ft., the elec- 
tricity bill will be smaller than the gas bill. Possibly it 
will not. Such & consumer counts for nothing the time lost 
in starting the gas-engine in its recalcitrant moments; he 
takes no account of the labour involved in its cleaning, 
or of the time he has to keep it going to run, say, a small 
lathe after the whole of the other tools in the shop have 
been shut down, or of the space taken up in his shop by the 
gas engine plant. It is bad business to convince such a 
man against his will and thén for him to find that 
electrification is costing him more. Rather is it advisable 
to deal frankly with him and tell him that under the circum- 
stances electricity cannot compete with the gas ; but, never- 
theless, there are & number of uses to which electricity could 
be put in his shop, such as driving portable drills, and во 
forth. With these he càn take advantage at least of 
some of the benefits accruing from electrification, and 
when the time comes for an extension of his works his past 
experience with electricity will incline him towards it, even 
if he is aware that his electricity bill will be slightly larger than 
a gas bill. 


BUSINESS’ NOTES. 


Osram Atmos Lamps. — THE GENERAL ELxc- 
TBRIC Co., LTD., announce that owing to continued progress in 
the manufacture of Osram gas-filled lamps, a name has been regis- 
tered for this class of lamp. Іа futare all Osram half-watt 
lamps will ba marked "Made in England. Osram Atmos type, 
Patent G.E.O." Ы 


Stoker Contracts.—Messrs. E. Bexnis & Co., LTD., 
report that the ordinary commercial demand for their machine- 
stokers, coal elevating and conveying plant has been thoroughly 
well maintained. A list of contracts recently received covers a 
very wide range of industries, Corporation electricity stations 
coming an easy first, We select the following typical examples :— 

Nobel's Explosives, Ltd., Powder Factory, South Wales (per Messrs. Yates 
and Thom. —Thirty-two coking stokers and furnaces for 8-ft. diameter 
Lancashice boilers. 

Manchester Corporation Electricity Department, Bloom Stre et St:ti^n.— 
Relinking two pairs of chain-grates of another make with the Bennis 
patent long-life- link. (Repeat order.) 

Ditto, Stuart Street Btation.—Relinking four chain-grates of another make 
with the Beonis patent long-life links, (Repeat order.) 

Huddersfield Corporation Electricity Station.— Four pairs of chain-grate 
stokers for Stirling boilers, 

Burton-on-Trent Corporation Electricity Station.—Two sprinkler stokers 
self-cleaning compcessed-air furnaces. (Repeat order.) 

Coventry Corporatiun Electricity Station.—Eight chain-grate stokers for 
B. & W. boilers. (Repeat order.) 

A railway company's power station. Two sprinkler stokers and compressed 
air furaaces. (Repsatorder.) 

Pritchetts & Gold, Dagenham, Romford (per Stirling Boiler Co.).—Two 
ohain-grate stokers for Stirling № ilers. 

Blackpool Corp ration Electricity Statioa.—Bucket elavator with cast-iron 
receiving hopper and discharge shoot. This plaat consists of a bucket 
elevator to raise lo tons of coal per hour and deliver it in an overhead 
bunker with a capacity of 170 tons of cosl. As the coal passes from the 
bunker it will be weighed in ап automatic weighing machine and deli- 
vered into the mechanical stoker hoppers. The bunker ie to be built 
out of reinforced brickwork aad concrete. 

The Dowson & Mason Gas Co.. Ltd., Alma Works, Levenzhulma, Man- 
chester.—Coal and ash-handling plant for India. This plant coniists 
of a Bennis bucket elevator and U-link chain conveyor for receiving the 
coal from the ground level and delivering it into hoppers for a range of 
квз producers at the rate of 10 toas per hour. Tne asnes are withdrawn 
from underneath the producora, and trimmed by hand into an ash 
elevator, which raises them into an overhead ash storage bunker, from 
which they fall by gravity into railway tru зк. 


The Consolidated Diesel Works, — The Financial 
Times understands officially that a sale has been completed of the 
Ipswich works of the Consolidated Diesel Engine Manufacturers, 
Ltd., for the winding up of which an order was made on July ‘th 
last. The purchasers are Messrs, Vickers, the well-known armament 
and engineering company. : 


For Sale. — Тһе Manchester Guardians have for disposal 
one 36-I.H.P. vertical Marshall & Sons steam engine, driving by 
belts ; one 20-K W., D.C. generator at 205 v.: and one :-kw. 
booster at 75 v. Tenders by May tth. Particulars are given in 
our advertisement pages to-day. 
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Book Notices.—Key to the Londen Telephone Directory. 
Vol IL, No. 1. London: Stone & Colquhoun. Price 2s. net.— 
Knowing a person's telephone number, but not his name, the 
difficulty of finding out who he was without ringing him up and 
putting the question to him was practically insuperable until this 
useful "Key " was published ; for who would essay the stupendous 
task of hunting through the pages of the Telephone Directory 
for the number referred to? However, nowadays it is a simple 
matter. With the aid of this key, one not only finds at once the 
whole of the numbers at each exohange brought together in con- 
secutive order, but also, in this new edition, besides the page, the 
column in which each number will be found is indicated, Where 
more than one use the same telephone number, each has a separate 
entry, A new edition will be published immediately after each 
official Telephone Directory. This is emphatically a case of a 
want well filled. A buyers’ guide forms an appendix to the Key. 

Submarines, Torpedoes and Mines, By W.E. Dommett. London: 
Whittaker & Co. Price 1s, net.—This is an excellent little book 
for the general reader who wants to know something about the 
construction and operation of the " submarine vessels " referred to 
in the title. It is not so technical as to present difficulties to the 
layman, and, on the other hand, it is sufficiently technical to 
appeal to the engineer. It does not contain much matter relating 
to the electrical equipment, though this is indispensable to the 
operation of submarines, which present a notable example of the 
uae of storage batteries for the production of large powers, and are 
equipped with gyro compasses and other motor-driven appliances, 
and electric cooking apparatus, as well as wireless telegraph 
installations in some instances. We can recommend the book as 
both timely and interesting. 

"101 Sucoessful Selling Suggestions is the title of a little 
brochure issued free to its 1,283 members by the Society for Elec- 
trical Development, of New York; it is claimed to be entirely 
different from anything ever published before, and to contain ideas 
which have been selected from 750 that were offered (and paid for 
at the rate of $1 each). The oost of production has exceeded 
$1,000. The items cover a wide range of subjects, and in many 
cases naturally the proposals are not adapted for use in this 
country; but there is no doubt that many useful hints can be 
picked up from the booklet, and that where they are not direotl 
applicable to our conditions they contain food for thought, which 
may lead to profitable resulte. 

Annuaire pour Г Ап 1915. Paris: Gauthier-Villars & Cie. Price 
1 fr. 50 net.—The Annuaire of the Bareau des Longitudes for this 
year contains a mass of tables relating to geography, metrology, 
astronomy, &o., physical and chemical data being reserved for next 
year. A special article by M. G. Bigourdan deals with the methods 
of testing mirrors and lenses exhaustively. 


Liquidations — THE CHINNERY ENGINEERING Co., 
LTD. (late the Chinnery Signs (1909), Ltd.).—A meeting will be 
held on May 18th, at Essex Wharf, Dorward Street, Whitechapel, 
E, to hear an account of the winding up from the liquidator, Мг, 
H. D. Sheldrake. | 

SPANISH NATIONAL SUBMABINE TELEGRAPH Co, [тр.— 
Particulars of claims must be forwarded by Mey.31st to the 
liquidator, Mr. J. Jeffery, at 106, Cannon Street, E.O. 

THE CONSOLIDATED DIESEL ENGINE MANUFACTUBERS, LTD., 
Aldwych, WC.—Last day for proofs for dividend, May 4th. 
Liquidator, Sir W. B. Peat, 11, Ironmonger Lane, Е.О. 


Catalogues and Lists.— ELECTRICAL ALLOY Со, 
Morristown, New Jersey.—Leaflets relating to Calido and 
other resistance materials for electrically-heated devices, instru- 
menta, &o. 

Messrs. FERRANTI, LTD, Hollinwood.—Binder containing 
eight new liste describing and giving prices, code-words and 
weighte, for their various types of С.С. ampere-hour meters for 
house service. 

THE ELECTRIC SUCTION CLEANBE Co, 56, Viotoria Street, 
London, 8.W.—Folder giving particulars and prices of the Frant 
„Premier ” electric suction cleaner. 

MR. G. BRAULIK, 8, Lambeth Hill, London, E.C.—Three cata- 
logues of specialities made by Ing. Luigi Magrini, of Bergame, for 
low and high tension overhead construction, also switches and 
circuit-breakers. Mr. Braulik has secured the sole selling rights 
„ for these manufactures, and will be pleased to eend copies of the 
catalogues, all of which are fully detailed in the French language 
and illustrated, to parties interested. 

Messrs. REAVELL & Co. LTD., Ranelagh Works, Ipswich.— 
Leaflets Nos, 69 and 70. The former illustrates and describes a 
small air compreesor, which was originally designed for starting 
gas and oil engines, and the latter a type of machine for much 
higher pressures (1,000 to 1,200 Ib. per aq. in.) for filling the 
receivers for starting Diesel engines, We understand that there is 
a demand for these machines in other fields; for instance, the 
No. 69 is serving well in public or private garages for pumping up 
motor-oar tires, and is also used for many other purposes where 
small quantities of air up to pressures of 250 lb. per aq. in. 
are required. Both of these types of machine are constructed to be 
independently driven by an electric motor or by a paraffin or petrol 
engine. 

We have just received from the GENERAL ELEcTRIC Co., LTD., 
a useful piece of topical advertising literature, which takes the 
form of a tough paper folder measuring only 5 in. х 34! in. 
when closed, and having the whole of the interior (10 in, x 63 in.) 
devoted to illustrations and desoriptions of German and British 
aircraft. The letterpress іе confined to the question of dis- 
tinguishing diferent machines. Copies of the folder can be 
obteinad og application bo the company's publication department, 


67, Queen Victoria Street, Е.О. Two of the illustrations show 
respectively a fleet of aircraft dropping bombe, and the other a 
" Freezor" electrio fan providing a refreshing breeze. The words 
applying to the latter are ‘Keep cool in case of a heat wave," 
and to the former Keep cool in case of an air raid." 

Messrs, CREDENDA Сохроттв Co., LTD., Chester Street, Aston, 
Birmingham.— Deecriptive circular detailing the Oredenda 
system of electric heating and ventilating as installed at the 
jorge et the company's London agents, 219, Tottenham Court 

rad, W. O. 

Messrs, BAGSHAWE & Oo., LTD., Dunstable Works, Danstable.— 
Illustrated circular relating to their B. B.“ chain, and showing 
views of the works. 


Prices Advance.—THE WALSALL ELECTRICAL Co., 
LTD., announce that owing to the increase in cost of production 
they have withdrawn all outstanding quotations as from April 21st 
for small meters, and that their prices will be increased by 20 per 
cent. from that date. ‚ 


Bankruptcy Proceedings.— W. WALKER (D. Smith 
and Oo.), dealer in electric lampe, formerly of 2 and 3, Red Lion 
Court, Fleet Street, E.O., but whose present business address cannot 
be ascertained.— Trustee, Mr. E. 8. Grey (Official Reoeiver, Carey 
Street, W.C.), released March 25th, 1916. ) 

С. Wray, mechanical and electrical engineer, Bradford.—Last 
day for proofs for dividend May 1st. Trustee, Mr. W. Durrance, 
Official Reoeiver, 12, Duke Street, Bradford. 

G. J. T. J. PaRFITT.—At the Bristol Bankruptoy Court on Friday 
last, bankrupt, an electrical engineer, examined by the Official 
Reoeiver, stated that he had filed an amended statement of affairs, 
showing gross liabilities, 24,973 ; deficiency, £2,616 ; assete, £1. He 
commenced business in Denmark Street in 1888 with his brother, as 
Parfitt, Webber & Co. They paid £320 for the business, and sub- 
sequently he and his partner put into the business further capital 
to the amount of about £2,600. In 1912 his partner went to South 
Africa, and the business was made over to the Colston Electrical 
Worke. In consideration he received £1,650 in £1 ordinary shares. 
The primary reason for selling the business was to compensate his 
sister in respect of a guarantee to the bank for £300 which she 
had been asked to pay off. He entered into a contract to supply 
electrical fittings, plant, and buildings to the Bristol International 
Exhibition for the pageant. He made a net loss of £25 in 
respect of the contract, and he owed £95 for goods in respect 
of it. He did not supply goods to the Exhibition, 
but his loss was for work done as consulting engineer. ‘Che main 
cause for his failure was the failure of the exhibition company, of 
which he was a director without fees or salary. He had charge of 
the electrical installation, and all exhibitors had to take current 
from him, . He expected to make £1,000 profit. He held £750 
first debentures, £710 second debentures, and £271 ordinary shares. 
A judgment for £651 was obtained against him in respect of 
guarantees. Since the war began his trade had been cut off, and 
he estimated that he had lost orders to the amount of £2,500. 
The examination was adjourned until May 14th. 

J. W. and T. W. TATTEBSALL (Tattersall & Tattersall, electrical 
engineers, Willesden, N.W.).—An application for debtors’ discharge 
will be heard on May 11th at Carey Street, W.C. 


Rnssia.—A large Russian technical agenoy office in 
Moscow, which hae hitherto dealt exclusively with Germany, 
desires to represent United Kingdom manufacturers of centrifugal 
pumps, electric motors, &o. Inquiries should be addressed to the 
British Consulate- General at Moscow. 


Trade Announcements, — Mr. L. H. PARKER, 
formerly with the General Electric Oo., of Amerioa, and for the 
last 10 years with the Stone & Webster Engineering Corporation, 
has been appointed President of the Spray Engineering Co., of 
Boston, U.S.A., which company has sent us bulletins dealing with 
its equipment for cooling condensing water and air washers for 
turbine generators. | ` 

Premises at Beehive Corner, Cranbrook Road, Ilford, have been 
opened by Messrs. BowEs & Co., electricians. 


The Argentine Republic.—There was а very heavy 
decline last year in the importation of electrical goods into the 
Argentine Republic, the official returns lately to hand showing a 
total of only £1,405,000, as contrasted with £2,022,000 in 1918. 


LIGHTING and POWER NOTES. 


Barking.— Price INcREASE.—The U. D. C. has decided 
upon a temporary increase of 10 per cent. in the charges for cur- 
rent, except in the сазе of power users consuming over 8,000 unita 
per month, when the increase is to be at the rate of 5 per cent. 


Barnsley,— PROPOSED Extensions. — The borough 
electrical engineer has prepared a scheme of proposed extensions 
at the electricity works. 


Bolton,—L.G.B. Ixotrry.—An inquiry Was to be held 
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Arbroath.—Pusuic Lieurixnc, &c.—The T.C. is to 
experiment with gas and electricity for street lighting. Recently 
the Lighting Committee reeolved to aek the Gas Works Committee 
to state at what figure it could supply gas lighting if necessary, 
and if thought advisable, to take the plaoe of the present electric 
lighting of the streets, and the Council has decided to test the two 
systems. а 

A Sub-Committee із to meet representatives of the Arbroath 
Electric Light and Power Co. in regard to the assessments on the 
electric mains; the company holds. that the assessment should 
only be charged on one-fourth of the valuation instead of the full 
rates being charged, and points out that there is a charge of £13 
for water assessment on the mains while the company paid direct 
for all water oonsumed by it. If the Council will strike out 
the assessment of £48, the company is prepared to settle rather 
than have.any further dispute over the matter. 


Bedford.—PowknR SuPPLv.—The T.C. has decided that 
current for power and lighting combined supplied to manu- 
faoturers taking 300,000 units and above per annum, shall be 
charged ld. per unit, subject to a scale of discounts for prompt 
payment of accounts, varying from a deduotion of 2 per cent. for a 
load factor of 12 per cent. or over, to 20 per cent, for a load factor 
of 20 per cent. | 


Boston.—E.L. ScuEME.—The R.D.C. has consented to 
the application of Mr. R. A. Smith for а prov. order for electric 
light at Skirbeck, Fishtoft, Freiston, Skirbeck Quarter, Wyberton, 
Frampton and Kirton, but the order, by arrangement with the 
B. of T.,; is not to take effect until after the war, to prevent capital 
being locked up in private enterprise. 


Carlisle.—Civic OPENING oF ExTENSIONSs.—Àt the 
ceremonial opening of the electricity works extensions by the Mayor, 
Mr. F. P. Dixon, which took place recently, the visitors, under the 
guidance of Mr. Fredk. W. Purse,the city electrical engineer, made a 
general inspection of the works, visiting the new buildings, where 
the recently installed plant was set in motion by the Mayor. His 
Worship also. formally unveiled a brass tablet commemorating the 
occasion. Afterwards the company adjourned to the showroom, 
where Mr. Gibbings, who presided, said it was interesting to know 
that the output in units in 1913-14 was 31 millions, and this year 
they hoped to record four millions. As an indication of the greater 
efficiency of modern plant and machinery, the engineer told them 
when the extension scheme was fully completed they would have 
17 times the original capacity, at only five times the cost; he con- 
cluded by proposing a vote of thanks to the Mayor and Mayoress 
for their attendanoe, and by presenting the Mayor, on, behalf of 
Messrs. J. Laing & Son, the building contractors, with a handsome 
silver table lamp. | 

Mr. J. W. Nicholson, deputy-chairman of the Electricity Сош- 
mittee, seconded the vote of thanks, which was supported by Mr. 
J. W. Laing, and Mr. P. N. Rand of the British Westinghouse Co. 

Sir Benjamin Scott presented Mr. Gibbings with a gold bracelet. 
watch for Mrs. Gibbings on behalf of the British Westinghouse Co. 
He did not think the public had realised the value of the elec- 
tricity works, or that by the establishment of this undertaking the 
Council had appropriated to itself the whole of the motive power 
of the city. | 

Mr. J. C. Dove, the first chairman of the original Electrio 
Lighting Committoe, seconded the motion, which was supported 
by Mr. James Morton, one of the leading manufacturers of the 
city, and Dr. Overton, an ex- chairman of the Electricity 
Committee, 


Castlewellan,—SrREET LIGRHTING.— The Belfast News 
Letter says a further conference in regard to publie eleotric 
lighting has been held, when a proposal by Mesers. Curran Bros. to 
supply and light 30 street lamps at £1 each per annum, provided 
the local people subscribe £500 in 6 per cent. preference shares was 
favourably received, and arrangements are to be made to give the 
necessary security. А generating station is to be erected. 


China.—The China papers state, according to Eastern 

Engineering, that the Chefoo Electric Lighting Co. has commenced 
supplying current to consumers in Chefoo, The plant consists of 
two complete seta of 100-Kw. alternators, consisting of two three- 
phase, 60-cycle, 3,300-volt alternators; two Belliss compound 
engines: three Babcock-Wiloox boilers; two Belliss jet condensers 
and pumps; two boiler-feed pumps, purifier and heater combined, 
and the necessary switchboard. 


Clifden (Co. Galway).—PROv. OnpER.—The В. of T. 


has issued a provisional order, to be included in a confirmation 
Bill authorising the Council to supply electrical energy in its 
administrative area. 


Continental Note.—GERMANY.—4Às was expected, the 
Berlin City Oouncil has resolved by & large majority to munioi- 
palise the works of the Berlin Electricity Works Co. on October 1st 
of this year, and has sanctioned a loan of £6,500,C00 for this pur- 
pose. А scheme for the organisation of this department is to be 
submitted at an early date. 


Cuba.—The following persons have been granted per- 
mission to install electric power and lighting plant in Cuba :— 
Senor Francisco Arredondo у Bentancourt. at Jobabo, in the muni- 
cipal district of Victoria de las Tunas ; Senor Dorindo Vazquez, in 
the town of Florida, province of Camaguey ; and also Senor Per- 
fecto Rodriguez, in the town of Florida. The Gacetas. which 
contain particulars regarding the inetallations to be carried out, 
ке be consulted at the Commercial Intelligence Branch of the 

of T. | | 


Dublin.—CoxxrrrTEE. or INQUIRY.—The Corporation 
has appointed & Special Committee to inquire into, aud report upon, 
the administration of the electricity undertaking, the prioes 
charged for light and power, the number of engineers and work- 
men employed, salaries and wages question and conditions, pro- 
cedure in purchaeiog coal, and charge for interest on and repey 
ment of moneys borrowed. 


Dundee.— Тһе electricity department is running the risk 
of being seriously hampered on account of the large number of 
enlistments from the staff. Up to date there. have been 72 enlist- 
ments, and other men are on the point of joining the Army. 
It was stated that Lochee sub-station has already been shut, and 
if more men go away further curtailment will be necessary. It is 
pointed ont that the department may be unable to supply the 
foundries and jute establishments engaged in pressing Government 
work. The Committee has decided to ask the Government for an 
exemption for the staff still at work. 


Edinburgh.—Co4rn CoNTRACT.—A local paper states 
that the electricity department's coal contracts for the coming year 
have been settled, including some 25.500 tons for McDonald Road 
station, and 15,000 tons for Dewar Place station, bought at prices 
which represent an increased cost of £10,000 on the previous year. 


Featherstone. — The U.D.O. has withdrawn its 
objections to the Bill of the Yorkshire Electric Power Co., and, in 
consequence, the district will be retained in the company's 
schedule. 


Glasgow.—SHowroom PRoPOsALS.—With reference to 
the proposal to open a permanent showroom for electrical 
appliances, to be equipped and managed entirely by the Corpora- 
tion, on the lines mentioned in our issue of Maroh 26th, page 159, 
agreement has now been reached, and the proposals submitted to 
the T.C. for approval. The original clauses in the proposal have 
been elightly modified, and the fourth paragraph now reads :— 
"That all fittings, accessories, lamps, and apparatus Bold from the 
showroom shall be at the usual trade selling prices, such prices to 
be the usual current prices of the firms supplying goods to the 
showroom (originally list prices were mentioned), The fifth 
paragraph, which stated that, as far as possible, sales initiated in 
the showroom should be completed through the contractor, &oc., 
has been deleted, and the seventh paragraph now states that the 
hiring of apparatus shall not bs undertaken from the showroom 
ч in the meantime,” &c., the latter words having been inserted. 


Haworth.—Prov. ORDER.—AÀ prov. order for E.L. has 
been granted to the U.D.C. 


Heywood, — PLANT Extensions. — The Т.С. has 
approved of revised estimates, submitted by the electrical engineer 
for extensions as follows :—Buildings and plant, &o., £4,135 ; over- ` 
head mains and auxiliary plant, 22,600; total, 4 6,735. 


-- Irlam.—PRov. ORbER.—The B. of T. has issued a 
prov. order authorising the Council to supply electricity for light- 
ing and motive power purposes, 


Itchen.—The U.D.C. has passed a resolution consenting 
to the prov. order for E L. being applied for by the Southampton 
T.C. in respect of the psrish of Bitterne, for which the laying of 
mains in a portion of Itchen is necessary, on condition that the 
mains to be laid will not affect in any way any of the rights of the 
U.D.C. under the E.L. order of 1913, 


Ringstown,—The U.D.C. has appointed Mr. J. P. 
Tierney, of Dublin, as consulting engineer in connection with the 
electric lighting scheme for the district, at a fee of 5 per oent.— 
Freeman's Journal. 


Llantarnam.—Proposep E.L.—The Highways Com- 
mittee has had the question of E L. referred to it, as the result of 
an offer from the South Wales E.L. and P. Co. to give a bulk 
supply. | 

London.—Sr. Pancras.—Lire or HALF-WATT LAups. 
The Electricity Committee recommends that the electrical engi- 
neer be authorised to carry out the scheme submitted by him for 
the substitution of half-watt lamps for 172 open-type aro lamps. 
The Committee reports that an experimental circuit of 14 half. 
watt lamps has been in operation for the past 10 months in George 
Street and Gower Street, and has proved successful. These lamps 
have burned for nearly 3,500 hours without a breakage, although 
only guaranteed for 800 hoars. Taking as an estimate 2,000 hours’ 
burning, the engineer estimates a saving of £132 per annum in 
maintenance charges ; the estimated cost of the proposal is 2500. 


Loughborough.—The Corporation has, says the Sanitary 
Record, installed at its gas works a De Brouwer eleotric stoking 
plant and an electric coke conveying telpher. 


Newcastle-under-Lyme,—The T.C. has been informed 
by the L.G.B. that the loan of £1,250 applied for for mains 
extensions cannot be granted. The Council had accepted the tender 
of Meeare, Callender, at £1.240, for the mains, and it was 
stated at a meeting on April J4th that the firm was prepared to 
adhere to this price, and to carry out the work when the war was 
Over. 


Newport,—4A South Wales paper says that the proposal 


of the E.L. and Tramways Committee to ínorease the price of 
energy on account of increasing costs was adopted by the T.C. 
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Normanton.—Prov. Orper.—The B. of T. has granted 
а prov. order authorising the Council to supply electrical energy 
for public and private purposes. 


Oldham.—MirL Drivixc.— The Highfield Mill Co., 


North Moor, has decided to install electricity for driving purposes 
in substitation for steam driving. 


Rochdale.—A Curious CourLAIN T. Among those 
who complained to the Rochdale polioe in respect of the cutting 
off of the electricity supplies last Saturday was one gentleman who 
had a curious grievance. Atthe time the current was cut off, he 
explained, he had a large number of eggs in an incubator, and the 
shutting off of the warmth led to ше eggs going cold and becoming 
spoiled. 


Rochester.— RRrusn DESTRUCTOR. — The Т.С. has 
decided to inform the Chatham T.C. that it does not see ite way 
to fallin with a suggestion that it should join in a scheme for 
the provision of a joint refuse destructor for the two boroughs. 


Stanley (Yorkshire).—Pnov. ORpER.—The B. of T. 
has granted a prov. order to the Electrical Distribution of York- 
shire, Ltd., authorising the latter to supoly electrical energy for 
public and private purposes within the urban district, 


Stockton Heath.—The P.C. has agreed to the terms of 
the Warrington Corporation relative to the proposed area of 
electricity supply, and to support the application provided certain 
clauses are included in the proposed Order. 


Stone. — Gas AND ELECTRICITY PURCHASE. — The 
U.D.O. is, acoording to the Journal of Gas Lighting, oonsidering 
the purchase of the local gas company's undertaking, which also 
embraces electricity supply, and has offered £35,000. 


Sunderland.—War Bonuses.—At the T.C. on April 
15th, several Committees proposed that a bonus be paid, the total 
involving £9,000 a year. In the case of the Electricity Committee, 
it was agreed that the bonus should be 3s. with wages up to 50s. a 
week, and in the case of the tramways 2s. up to 50a, 


Swinton and Pendlebury, —STREET LIGHTING, &c.— 
The U.D.O. hae decided that from April 1st the price to be 
charged for electricity for street lighting be reduced from IId. to 
IId. per unit. 

Daring the past year the amount of energy generated at the 
electricity works was 351,116 unite, an increase of 93,471 on last 
year. 


Truro. — E.L. Scueme. — The T.C. having asked 


whether, in view of the refusal of a loan for carrying out the 


E.L. scheme, it is tied by the stipulation that the compulsory 


works should be carried out within two years from the issue of 
the order, which period expires next August, the В, of T. has 
replied that it has no power to extend the time embodied in the 
order, which will remain in force notwithstanding any default in 
respect of compulsory works until it is revoked by it, 


Tynemouth.—The Electricity Committee proposes to 
charge those consumers whose accounts are on a net basia 5 per 
cent. extra for current supplied, and to return such additional 
5 per cent, as discount, provided the account is paid with the 
ordinary period allowed for discount. 


Waterford.—L.G.B. IxoviRv.—TThe date fixed for the 
inquiry into the Corporation's application for a loan of 230,000 
for its electric lighting project is April 27th. 


Wells (Somerset).—E. L. ScHEME.—Àt the monthly 
meeting of the City Council, a letter waa read from the solicitors 
of the oompany which proposed to supply electricity to the city, 
stating that it had been decided, in view of the preeent national 
crisis, to withdraw the city of Wells from the proposed order. 


West Hartlepool.—Proprosep Loax.—Application is 
to be made for eanction to cover the necessary expenditure for 
extensions of mains and services for the use of customers, and for 
the purchase of a water softening apparatus. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen,—4A demand for an increase in wages of 1d. per 
hour for emplojés earning 64d. per hour and under, and of 
4d. per hour for those in receipt of 7d. and over. has been made by 
the Aberdeen tramway men. The T.C. has cffered a war bonus 
of 28. to all with lees than 30s. per week, the wages with bonus 
not to exceed 303. per week. 


Barnes.—The L.G.B. has notified the Council that, in 
view of the desire of the Treasury to restrict expenditure, it would 
not be able to authorise the loan for the purchase of electrically- 
propelled dust vans at the present time, 


Birkenhead. — RATE RELIEF.— The Tramways Com- 
mittee has decided to apply the sum of £1,260 to the relief of the 
rates. In previous years the available surplus has been transferred 
to the renewals fund, which at the close of the year amounted to 
£21,955. The Electricity Committee does not anticipate being 
able to afford avy balanoe. to the district rate. 


Glasgow.— FR AALE Coxpvcrons.—Everything points 
to an ех zension of the experiment with women as car conductors, . 
to fill vacancies caused through shortage of male labour on the 
tramway system. The general . manager, after reporting on 
the earlier observations made in the limited experiment with two 
women conductors, received sanction to extend the scope of the 
experiment for further information, and on Tuesday (April 18th) a 
special tuition-car was run over representative routes of the city 
and district system. The only passengers carried were eight 
women aspirants for the posts of conductors and an inspector, who 
initiated the ladies into the actual work of car conducting, including 
the selling and punching of tickets. According to the Telegraph, 
the manager has been instructed to engage as many additional 
women as conductors as may be required ; the number is under- 
stood to be nearly 400, and a wage of 278. a week, with uniform, 
is offered. 

On Saturday the services of the eight women conductors enabled 
the departm ant to run as many extra cars—the women conductors 
being left with the sole responsibility. 

The Tramways Committee has remitted to the general manager 
for consideration and report, a letter on behalf of the Paisley Dis- 
trict Tramways Co., intimating in connection with the renewal of 
the agreement for the running of the Glasgow Corporation cars 
from Hawkhead Road to Paisley Огове, that it could not agree to 
an allowance of 15 per cent. on the present rate par mile to meet 
working charges, and suggesting 10 per cent. as a sufficient 
allowance. 


Heywood.—YxAn's WorKING.—Subject to audit it is 
reported that the loss on the working of the Oorporation tram- 
ways for the 12 months will amount to about £1,042, as compared 
with a profit a year ago of £85. The war is largely responsible 
for this adverse result. 


Hull.—Evecrric 'Bus.—According to a Yorkshire 
paper, Ald. Meyer recently stated in the T.C. that an electric 'bus 
would be put on the Leeman Road for experimental purposes. 

The question of the Hull Road tramways is under disoussion in 
view of a letter from the L G.B. in regard to prospective expenditure. 

The Corporation has had under consideration the situation 


. created by shortage of men on the tramways. The drivers and 


conductors voluntarily agreed to work overtime to the extent of 
12 hours & week if necessary, for the period of the war. They 
were willing also to work for double pay in lieu of taking their 


week's boliday. 


Ilford.—The U.D.C., at a meeting last week, continued 
the debate on the motion of Councillor Bailey, that in view of the 
financial condition of the tramway undertaking, the best available 
expert advice be called in to assist the Council in formulating a 
scheme by which the undertaking can be placed upon a sound 
commercial basis. Replying to various criticisms, Councillor 
Bailey said that the Council bad not accepted the manager's advice, 
and was aoparently taking upon itself the responsibilities of 
experts. Had not the payment of £2,500 out of the reserve in 
relief of the rates been made some years ago, the reserve to-day 
would have been quite £10,000. After discussion an amendment 
Was carried instructing the Tramways Committee to consider the 
advisability of obtaining expert advice to assist the Council. 


Leeds.—YeEar’s Workinc.—The annual accounts of 
the tramways department for the year ended March 31st last, 
showed total receipte £433 939, as sgainst £427,455 in the previous 
year, After deducting £115,601 for traffic expenses, £40.347 for 
general expenees, £43,609 for repairs and maintenance and £28,577 
for power, the gross surplue to carry forward to net revenue 
account is £205,805, which compares with £201,073 for the pre- 
vious year. The net surplus available for the relief of rates is 
£31,567, as compared with £70,004 last year. 


London.— Sr. Pancras.—The L.O.C. has informed the 
B.C. that it is not prepared to accept its offer at the present time 
to supply energy to the Council's tramway department for the 
ensuing six summer months, 


Manchester.—W АВ Boxuses.—At a conference of tram- 
way men on the lith inst, the decision of the City Council to 
grant a war bonus of 2s. to all employés earning 80s. a week and 
under was discussed. It was decided to send a resolation to the 
Council, regretting that the recommendation of the employing 
Committee was not given a more favourable consideration, The 
recommendation of the Committee was that all employés earning 
up to 40s. should receive the bonus. 

RATE RELIEF.—At a meeting of the Manchester Tramwa 
Committee, on Tuesday, it was agreed to give £100,000 in aid of 
the relief of the rates for the eneuing year. Prior to tbis result 
being announced, some doubt had existed as to whether the 
department would be able to keep up ite contribution at last year’s 
rate of £100,000—a figure to which it is pledged fora further year. 


Musselburgh.—The T.C. bas decided to insist upon the 
Musselburgh Electric Tramway Co, putting its track in better 
order, the burgh surveyor having reported that the track between 
Leretto and Levenhall was in a serious state of disrepair, 
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Neweastle.—The B. of T. having called upon the Cor- 
poration Tramways Committee to release as many men as possible 
in order that they may be employed on the manufacture of muni- 

_tions of war, the situation was considered by the employés at a 
meeting on Sunday. It was decided to raise no objection, provid- 
ing that the men who leave and go into the factories shall be 
guaranteed reinstatement at the end of the war, and that their 
work in the factorits shall count as tramway service. The intro- 

duction of women to fill their placea was not objected to, provided 
that the women join the Union and are not underpaid. 

At a meeting of the T.C. on April 14th a deputation attended 
from the tramwaymen and informed the Council that the ballot 
of the men had resulted in an almost unanimous rejection of the 
Council's war bonus offered at the last meeting. The Tramway 
Committee is to report on the matter. 


Radeliffe, —During the past year the Radcliffe tramways 
sustained a loss of £820. 


Reading.— WAR BoNUSES.—AÀt the recommendation of 
the Tramways Committee, the T.C. has agreed that all employés 
of the tramways department, other than motormen and conductors, 
shall receive a war bonus of 3s. per week, or such part thereof as 
shall bring their wages to 348.; motormen and conductors to 
reoeive & bonus of 6d. in addition to their increase of 2s. 6d. 


Wigan.— WAR Bonuses.—As 25 per cent. of the men 
employed by the Tramways Committee of the Corporation would 
not benefit by the Council's war bonus scheme, apolication is being 
made by the local officials of the Tramway and Vehiole Workers' 
Association for a reconsideration of the claim of increased wages. 
Failing this, the men ask for a war bonus of 2s. a week, for all 
employés over 21 years of age, and 1s. per week for those under 
the age. 


TELEGRAPH and TELEPHONE NOTES. 


Canada.—The annual report of the Marconi Wireless 
Telegraph Co. of Canada states that the company now operates, in 
all, 40 stations in the Dominion, in Newfoundland, and in 
Labrador. Ninety-three steamers of Canadian register are equipped 
with the Marconi system. With the completion of the duplex 
aystem the Louisberg trans-Atlantic receiving station has been 
brought into operation, in addition to the installation of high- 
speed transmission at Glace Bay. 


Telephone Progress.—The Telegraph and Telephone 
Journal for April points out that while in Germany the number of 
telephone subecribers has greatly decreased, in this country the 
number increased by nearly 5,000 during the latter half of 1914, 
in spite of the disconnection of lines rented by alien enemies. In 
addition some 4,000 military and naval stations were connected, 
which are not included in the table given below :— 


TELEPHONE CANVASSING RESULTS FOR THE SIX MONTHS ENDED 
JANUARY 318T, 1915 AND 1914. 


New stations. Cessations. 
1915, 1914. 1915. 1914. 


Net additions. 
1915. 1914. 


London 11,809 15.700 12,305 8,111 496 (дес) 7,589 
Provinces . . 19,830 27,815 14,459 13,242 5,371 14,573 
United | 

Kingdom... 31,639 43,515 26,764 21,353 4,875 22.162 


United States.—The accumulated traffic at the Tuckerton, 
N.J., wireless station has been cleared up, and messages for Germany 
and Austria-Hungary are being accepted, subject to the former 
restrictions, including liability to considerable delay. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia, —MELBOURNE.—June 2nd. Electric lighting 
material for cars (Contract 28.187). Tender box, Railway Offices, 
Melbourne. Particulars at Contractors’ Room, Spencer Street.* 
Deposit J per cent. of amount of tender. 

June lat.—Deputy P.M.G. Eight miles of paper-insulated lead- 
covered cable. (Schedule No. 1,184.)* 

June 2nd. Bogie trucks, wheels and axles for 10 cars of the 
St. Kilda-Brighton electric street railway (No. 28,621) for the 
Victorian Railway Commissioners. * 

June 15th. City Council. Four mechanically-fired boilers, one 
turbine-driven boiler-feed pump, two fuel economisers, circulating 
water pumps. City Electrical Engineer. Specifications from 
Messrs. Mellwraith. McEacharn & Co., Ltd., London, Е.С. 

QUEENSLAND.—June lst (instead of March 16th) P. M. G. 
Switchboard for Warwick. See Official Notices " March 26th. 

SyDNEY.—May 31st. Three electric battery locomotives for 
Public Abattoirs, Homebush, for the Department of Public Works, 
Specifications, &c., 58., from the Accountant, Public Works Depart- 
ment. 

June 16th,—Deput: P.M.G. 400 Morse soundere, American pony 
pattern. (Sshedule No, 119.)" 

Specifications for the Items marked * oan Ba saan at tha R. of T, 
Commercial Intelligence Прапор in London. 


Pad 


Aldershot, — May 4th. Steam and other pipework ; 
water-softening plant. See "Official Notices March 26th. 


Dundee, — April 28th. Corporation. Centrifugal 
circulating pumps, and 750 ft. of 42-in. and 30-in. cast-iron pipes. 
See “ Official Notices " April 9th. 


Hendon.—The Guardians are inviting tenders for an 
electrio lighting installation for the workhouse, 


London.—WaNpswonTH.—April 28th. Three months’ 
supply of electrical fittings, &c, for the B. of G. Forms of tender 
from Mr. Е. J. Curtie, Clerk, Union Offices, St. John's Hill, S.W. 


Mountain Ash.— April 26th. U. D. C.  Sub-station 
building, E.H.T. underground cables, L T. overhead lines and public 
lighting, E.H.T. switchgear, L Т. switchgear and transformers, for 
Abercynon. See “Official Notices" April 16th. 

New Zealand.—WELLINGTON.—Extension of date to 
May 21st. Public Works Office. А three-unit exciter set 
(Section 49) and a 1,500.Kw. generator (Section 50), for Lake 
Coleridge power scheme. Specifications and forms of tender may 
be consulted at the office of the High Commissioner in London for 
New Zealand, 13, Victoria Street, S.W., and at the Board of Trade 
Commercial Int-lligence Branch in London. 


South Africa.—JoHANNESBURG.—June Ist. Municipal 
Council 24 double-pole, automatio, oil-immersed circuit breakers 
of a continuous carrying capacity of 200 amperes (Contract 
No. 971). · Specifications, &o, from the Controller of Stores, 
Municipal Offices, Plein Square, Johannesburg. Tenders to Town 
Clerk.— Board of Trade Journal. 


Spain.— Tenders have lately been invited by the municipal 
authorities of Noble jas (Province of Toledo) for the concession for 
the electric lighting of the town during a period of five years. 

The municipal authorities of Zshinos (Province of Badajoz) 
have lately invited tenders for the concession for the electric 
lighting of the town during a period of five years. 

Sub-station 


Tasmania.— Launceston.— July 26th. 
equipment. Section I, Converter machine, switchgear, &o. ; Section 
II., Underground feeder cable. Specification (21s.) from the City 
Electrical Engineer, Town Hall. 


CLOSED. 


Government Contracts.—The following tenders have 
been accepted during the past month by the Government Depart- 


ments named 
Wark OFFICE, 

Electric fittings.—Foot & Milne; A. V. Gifkins & Co. 

Galvanometers —General Electric Co., Ltd.; W.G. Pye & Co.; Reid Bros. 
and Co., Ltd. 

Telephone board.—Siemens Bros. & Co., Ltd. 

Telepbones.—Automatio Telephone Manufacturing Oo., Ltd.; Gent and 
eh The New Phonopore Telephone Co., Ltd.; Siemens Bros. & Oo., 


Wire, steel.—British Insulated & Helsby Cables, Ltd.; Connolly Bros., 
Ltd.; London Electric Wire Co. and Smiths, Ltd. ; Siemens Bros, & Co., 


t . 
Electric light installation, Northolt.—O. Cooper & Co. 

РА " Уз Ripon.—8. Dixon & Sons, Ltd. 
Electric lighting huts, Woolwich.—W. G. Tackley & Co., Ltd. 
Electric cranes at Deptford.—B«othert & Pitt, 

Electric lifts, Whallev.— W. J. Furse & Co. 
Generating station, Ripon.—Btott & Alcock. 


Crown AGENTS FOR THE COLONIES. 


Telegraph poles.—8iemevs Bros. & Co. 
Copper wire.—Shropshire Iron Co., Ltd. 


Inpia OFFICE, Втовк DEPARTMENT, 


Carbons.—General Electric Оо. 

Cells.—8iemens Bros. & Co. 

Ingulators.—bullers, Ltd. 

Platinom.—Jobns:n, Matthey & Co. 

Searchlights.—India- Rubber, Gutta-Percha and Telegraph Works Co., 144. 
Wire.—Callender's Cable Co.; Shropshire Iron Co.; T. Bolton & Bons. 


Post OFFICE. 


Telephonie apparatus.—Automatic Telephone Manufacturing Co, Ltd.: 
British І.М, Ericsson Manufacturing Co., Ltd.; British Insulated 
and Helsby Cables, Ltd.; London Blectric Wire Co. and Smiths, Ltd. ; 
128 Telephone and Electric Works, Ltd.; Western Electric Co., 

td. 


Testing apparatus.—General Electric Co., Ltd. 

Battery boxes.—Standard Woodwork Manufacturing Co., Ltd. 

Electric light cable.—W. T. Henley's Telegraph Works Co., Ltd. 

Submarine cable.—Sicmens Bros. & Co., Ltd. 

‘Telephone cable.—British Insulated & Helsby Cables, Ltd.: W. T. Henley's 
Telegraph Works Co., Ltd.; Johnson & Phillips, Led.; Western 
Electric Co., Ltd. 

Compound (chalk, tar and pitch).—Dussek Bros. & Co. 

Jointing sleeves (brass).— C. M. Powell Bros. | 

Insulator spindles.—Bullers, Ltd. 

Bronze wire.— British Insulated & Helsby Cables, Ltd.: Shropshire Iron 
Co., Ltd.; F. Smith & Co., incorporated in the London Blectrio Wire 
Co. and Smiths, Led. 

Ditto (insulated).—Connolly Bros., Ltd. 

Vlameprootf wire.—C. Macintosh & Co., Ltd. 

Ditto (ensmelled).— J. C. Fuller & Son, Ltd. 

Laying ducts. —Belshill, Motherwell; Siemens Bros. & Oo., Ltd. 

Laying ducts and pipes.— Jamestown, T. Spence. , 

Telephone exchange equipment  extensions.—Lee Green: Western 
Electric Co., Ltd. Sydenham ; Western Electric Co., Ltd. Willesden ; 
Peel-Conner Telephone Werks, Ltd. 

Telephone exchange equipment, Wishaw 
Telephone Works, Ltd. 

Provision of a set of accumulators.—Leeds Automatio Telephone Мапу. 
facturing Co., Ltd. 

Н.М. Orrice or Wonks. 

Renewal of elestrio cables of Houses of Parliament.—The Western 

Electric Co., Ltd. 


(Glasgow).—Peel-Conner 


Mitcellaneous:;:--Edinburgh elactrio bell-hangers’ work, Pratt Bros. 
Fleotric cable ani wice, The Unicn Cable Co., Ltd. ; (T, Renlev's 
Telegraph Worke Co, be Glasgow eleotfic bell. папкеге, "ога, 


u. nett & Rutherford: 
(Conttavad ^ page §89,) 
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THE POWER SUPPLY OF THE CENTRAL MINING-RAND MINES GROUP. 


AFTER briefly outlining the contents of his paper on the 
above-named subject at tke INSTITUTION OF ELECTRICAL 
ENGINEERS on Thursday last week, Мв. J. Н. RIDER, 
M.I.E.E., described the sequence of operations in the gold 
mining industry with the aid of a number of lantern slides, 
most of whicb, thanks to his courtesy, we are enabled to 
reproduce herewith. The group of mines with which the 
author has been associated as consulting electrical and 
mechanical engineer for the past four years crush abont 
84 million tons of ore per 

annum, and produce about  . 
36 per cent. of the total gold 
output of the Transvaal, or 
one-seventh of the total gold 
output of the world. "When 
it was decided, in 1908, that 
the whole of the power 
requirements of these mines 
should be taken from an ont- 
side source, a separate supply 
company, called the Rand 
Mines Power Supply Co., 
Ltd., was formed for that 
purpose. This power com- 
pany owns the  Rosher- 
ville and Vereeniging power 
stations, and the air-com- 
pressing station at Robinson 
Central Deep (a section of Crown Mines, Ltd.).* Daring 
recent years electrical power has been adopted for almost all 
the mechanical operations except rock-drilling, which is 
done with compressed air mainly supplied from central 
etations, and, in some cases, the air is compressed by elcc- 
trically-driven plant; thus the horse-power of the 1,500 
motors employed amounts to 142,300 H.P., and the annual 


Еа. 1.—City Deep Mines : GENERAL VIEW. 


air system is 37,900 Kw., and the load factor 34 per cent. ; 
the consumption is 103 million “air uaits" per annum, 
the air unit representing 0:641 of the energy in one electrical 
unit. 

The most important service is that of winding, as not 
only is the output of the mines entirely dependent upon it, 
but also the safety of thousands of men (both white and 
coloured) who descend and ascend the sbafts daily. There 
are at the present time 38 shafts in use on the mines of the 
group, many of which have 
underground winders for the 
| lower depths, in addition to 
| surface winders. Оле of the 
largest of the latter is illas- 
trated in fig. 2. 

Fig. 3 shows the headgear 
of the City Deep Mine, with 
three hoists ; the rock exca- 
vated at a depth of over 
8,000 ft., when raised to the 
surface, is tipped into bins 
over the ''grizglies " seen in 
the foreground, and is then 
fed upon broad rubber travel- 
ling sorting belts. The func- 
tion of the grizzlies is to 
permit the small staff to fall 
through, while the large 
lamps roll over the bars, thus roughly sorting the material 
in tbe first instance. Some cf the sorting belts are seen in 
fiz. 4; they travel very slowly, and Kaffir “ boys” standing 
alongside pick out the useless rock, which is easily 
distingaished from gold-bearing ore. The latter passes on 
to the crushers, which redace it to pieces not exceeding 
14 in. in diameter. The crushers, shown in fig. 5, are 


—————H M . 
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FId. 2,—WINDER DRIVEN BY TWO 2,000-H.P, D.C. MOTORS, AT SOUTH RAND SHAFT, Crows MINES, LTD, 


consumption of electrical energy to 310 million unite, the 
maximum demand being 47,300 kw. and the load factor 
75 per cent. The maximum demand upon the compressed- 


For a ceacription of theze station: see ELECTRICAL REVIEW, 
Ma-ch 28!b, 1918, 


driven directly by electric motors, and owing to their heavy 
duty give rise to severe vibration ; for this reason, as will 
be seen in the view, their axes are placed at right angles, to 
distribute the vibration over the whole building. The 
motors driving the crushera are shown in fig. 6. 

In the long run, the ore has to be reduced to an impalp- 
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able powder, ia order to enable the whole of the particles of 
gold to be extracted. The next process through which it 
passes for this purpose is illustrated in fig. 7, which shows 
the upper portion of a battery of stamp:. These are steel 
rods shod with stamps at the lower ends, weighing 1,200 
to 2,000 lb., and provided with tappets higher up, which, 
as shown, are lifted by cams moanted on a rotating 
shaft. The cams are double, so that each rod is lifted and 
droppel twice in a revolution, and they are arranged so 


bt PETS = f 


|. 


Fic. 3.—HEADGEAR AND GRIZZLIES: CITY DEEP. 


that the stamps operate consecutively. A very brief period 
elapses between the dropping of a stamp, which of course 
occ pies a constant interval under gravity, and its next 
lifting by the following сат; hence, as Mr. Rider pointed 


out, a slight increase in the frequency of the alternating- 


curcent supply to the driving motors involves a serious risk 
of “camming,” that is, receiving the blow of the stamp on 
the following cam, with. disastrous consequenees to the 
latter. Experience has shown that this danger exists at 
a speed greater than 98 drops per minute, and it increases 
with any increase in the speed of dropping. 

t- Having fixed the output of the stamp mill on the basis of 
98 drops por minute for each working stamp, while any 


FIA. 4.—SonrTING BELTS: City DEEP. 


increase in the speed is dangerous, any decrea:e will reduce 
the output of the mill in the same proportion. As 
the variation of frequency permitted by the contract 
with the supply company is 5 per cent. up or down, this 
has to be taken into account in settling the speed of the 
driving shaft. During the early period of the power supply 
considerable trouble was experienced from these causes, 
which aff-cted all the mills at the same time. As it was 
afterwards found that the supply was more generally given 
at or near the higher frequency, the drives were altered to 
suit, this being the lesser evil. 


At this Stage water is employed to wash the crushed rock 
through screens of small mesh, and the mixture passes on to 
tube mills (fig. 8), in which it is finally reduced to pulp. 
The tube mill is a cylindrical steel vessel, like a boiler shell, 
а common siz3 being about 22 ft. long x 5 ft. 6 in. 
diameter. It is carried upon hollow trunnions, and is 
rotated at a seed of about 28 R.P.M. The interior is 


lined eitber with hard segmental stone blocks or with con- 
crete in which steel pins are embedded. The crushed ore 
as it comes from the stamp mill in the form of a coarse pulp 
is fed through the trunnion at one end, together with a 
number of small selected pieces of ore, called pebbles, about 
3 in. cube, which act as grinders, and themselves gradually 
become reduced to powder. 


The finished product comes 


Fic, 5.—ORUSHERS: CITY DEEP. 


out of the trunnion at the other end, and is then realy for 
passing over the amalgam tables. 

In fig. 9 are shown motors driving tube mills directly 
through | Citroen spur gearing, with the controlling apparatus 
on the opposite side of the motor room. The gear ratio, 
however, was too great for single-reduction gearing to cope 
with satisfactorily, and in later practice the motors drive 
countershafts by belt, as shown in fig. 10. The tube mills 
have a certain amount of end play, so that the gearing 


should have straight teeth. 


The next process is the extraction of the gold, in which 


Fic. 6.—CRvsHER Motors: SovTH RAND. 


electricity plays but a small part. The pulp passes over a series 
of copper tables, shown on the left of fig. 1 1, the upper surface of 
which is amalgamated with mercury, and here the greater part 
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of the gold is trapped. Periodically the amalgam із scraped 
off, and the gold recovered by vaporising the mercury. 
The pulp, after passing over the mercury tables, is further 
treated by the cyanide process in the large tanks shown in 
fig. 1, to remove the remaining gold as far as possible. 
The cyanide solution is then carried to the boxes shown on 
th» right hand of fig. 11, where the resilue of the gold is 
precipitated on z nc shavings. The product is then smelted 
and the gold recovered. 

Winding from deep levels ‘on the mines of the group is 
effected mainly by three-phase induction motors, but in some 


FIG. 7.—SrAMP MILL: City DEEP. 


cases D C. motors аге п ed on the Ward-Leonard system. 
The former are controlled by variable rotor resistances, 
usually of the liquid type, as shown in fig. 183. "The elec- 
trodes are in the upper tank, and tbe electrolyte is pumped 
up by a centrifugal pump, which determines the rate of rise 
of level, and therefore the acceleration of the motor, 
independently of the driver. Various troubles have been 
met with, and successfully overcome, in the operation of 
these liquid resistances. More recently electrically-operated 


Ес. 8.—TuBe MILLS: CiTY DEEP. 


contactor switches lave been used in conjunction with 
m 2tallic resistances, and have given very satisfactory results. 

The p.c. motors are controlled by metallic resistances in 
the field circuit of the generator. Оле of the latter winders 
is illustrated in fig. 2, p. 585; this is th? largest electric 
жіп зг in South Africa, and is driven by two motors, each 
of 2,000 H.P. There are two cylindro-conical drums, each 
22 ft. in diameter, which run at 54 R.P.M. and wiad a net 


load of 16,000 lb. fron a depth of 3,540 ft. at a speed of 
3,500 ft. a minute. There are three of these winders at 
the South Rand shaft of Crown Mines, Ltd. The motor- 
generator for the set illustrated runs at 350 в.р.м., and has 


FIG. 9,—TvBE MILL Мотовѕ (SrNGLE-REDUCTION DRIVE): 
City DEEP. 


two generators, working at 500 volts, which are connected 
in series with one another and with the two winding motors. 
The current taking at starting is frequently 5,000 amperes. 
The electrical equipment was made by the General Electric 
Co., U.S A. 

While most of the compressed air is supplied by the power 


nne P` 


FIG 10.—TUBE MILL MOTORS (DRIVING THROUGH COUNTER- 
SHAFT): NOU8SE. 


company, four of the mines have their own compressing plant. 
Fig. 14 shows two vertical two-stage air compressors made 
by Messrs. Belliss & Morcom, Ltd., and driven by electric 
motors. In some cases existing steam-driven air-compressors 


FIG. 11.—ExTRACTOR House: City DEEP. 


have b2en converted, by grooving the fly-wheel rim for ropes 
and substituting a motor for the engine (fig. 16). 

A direct-coupled compressor at Bantjes is of the high- 
speel turbine type. lt compresses the air up to 7:5 lb. gauge 
pressure, at which pressure the horizontal rope-driven com- 
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pressors take it and complete the compression. It was made 
by Messrs. C. A. Parsons & Co., and has been most success- 
ful in operation. 

The driving is by three-phase constant-speed motors, and 


Ес. 12.—UNDERGROUND PUMP CHAMBER: D. ROODEPOORT DEEP. 


the governing is done by butterfly valves in the main suction 
pipes, which are controlled by the air 
pressure, and close as long as the pressure 
in the receiver is above the normal. As 
soon as the pressure falls the valves 
open and the compressors work normally. 

The system of pumping water from 
the mines with Cornish pumps in stages 
of about 500 ft. has been superseded 
with great advantage by the plan of 
allowing all the water to gravitate to 
the lowest level and pumping it to the 
surface in a single lift. For this pur- 
pose motor-driven geared ram pumps 
were used until 1912, when it was 
decided to use high-speed multi-stage 
centrifugal pumps, with direct-coupled 
motors, at-the South Rand shaft of the 
Crown Mines, Ltd., and at No. 1 shaft, 
Durban Roodepoort Deep, Ltd. The 
plant at both mines is identical, and 
each consists at present of two pumping 
units. 

One of the underground pump rooms 
is shown in fig. 12; each unit consists 
of a high and low-pressure Sulzer pump, 
with the motor between them, and 
lifts 375 gallons per minute to a 
height of 2,400 ft. The sets run at 1,470 n. P. M., and 
take about 500 B H.P. Sets of twice the size are being 
installed at Crown Mines. The saving in running cost 
was sufficient to wipe out the whole of the capital out- 
lay in two years. It is not that the centrifugal pump, 
by itself, has a higher efficiency than the ram pump, but the 


Fig, 18.—THREE-PHASE CONTROL TANK: CROWN MINE. 


FIG. 14.—AIR COMPRES‘ORS AND SWITCH- 
BOA4D: D.R. DEEP, 


use of the former renders concentration of large, high-power 
and high-speed pumping units possible in a minimum of 
space, with a minimum of attention and very low main- 
tenauce costs. 

The success of the centrifugal pumping system has been 
such that large similar schemes are now being considered for 
other mines of the group. 

The power company’s electric supply is given at normal 
pressures of 2,100 volts and 525 volts at the consumers’ 
terminals. Fig. 15 is a view of a switchboard in one of the 
switch-honses ; it is of the cubicle type, built of reinforced 
concrete, the high-pressure gear being on one side of the 
switch-house and the low-pressure on the other. Owing to 
troubles resulting from installing switches rated merely for 
the full load of the circuits, the author made a ru'e that all 
oil-switches in a switch-house should be of the same size, 
rated for a current of 800 amperes at 15,000 volts, whether 
used on 2,100-volt or 525-volt circuits, with the result 
that trouble in switch-houses has practically disappeared. 

Three-core, lead-covered and armoured cables, laid in 
trenches, are universally used between the main switch- 
house and the various sub-distribution points on each mine. 
The points are arranged to suit the local conditions, and 


FIG. 15.—SWITCHGEAR IN SWITCH- 
HOUSE: D.R. DEEP, 


are generally interconnected, so that the failure of any 
main cable does not stop the supply. Link cages, withous 
switches, are provided at the sub-points, so that the 
sub-circuits can be isolated at any time and the feeders 
interconnected as may be required. 


Fig. 16.—ROPL-DRIVEN CoMPRESSORS ; BANTJES, 


or 
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CONTRACTS CLOSED. 
(Continued from page 581.) 


Aberdeen.—Mr. Thomson has secured the contract for 
the electrical installation at the City Hospital extension. 


.  Belfast.—The Corporation Tramways Department has 
placed a contract with Messrs. Siemens Bros. Dynamo Works, 
Ltd., for carbon filament lamps for twelve months. 


Bristol.—Tbhe Т.О. Docks Committee has accepted the 
tender of Messrs. W. T. Henley's Telegraph Works Oo. for 47 coils 
‘of vulcanised I.R. cable, of various sizes. 


Colchester.— The Т.С. has accepted the following 
tenders for supplies to the eleotricity works :— 

Stamford & Co., Bagshaw.—Coal elevator, £89. 

Pope's Lamp Co.—Metallic-filament lamps. 

Joslins, Ltd.—Prepayment installations. 

Lucy & Го. —Fuse-boxes. 

Paisley Engineering Co.—Castings. 

Williams & Oo. —Electrioal accessories, oils, &c. 


Edinburgh. — The Corporation E.L. Committee has 
settled the coal contract for the coming year at about 4e. 6d. a ton 
more than was paid last year. The coal bill for next year is 
inoreased by £10,000. 


Halifax.—The Corporation Electricity Department has 
placed a contract for 10, 35, and 50-amp. р.р. ironclad awitches, 
required during the next 12 months, with Messrs. J. Н. Tucker 
and Oo. The Tramways Department has placed a contract for 
lampholders, switches, &o., for the same period, with the same firm. 


‘Hampton.—The U.D.C. has accepted the tender of 
Messrs, Stuart & Moore for fire alarms in Station Road, at £18 12s., 
with 30e. per annum for maintenance. 


IIford.— The following tenders have been accepted by 
the U. D. O. for annual supplies to the Tramways Department: 

Messrs. Wiseman.—Trolley heads and harps. 

‘British Westinghouse Co. —Armature coils. 

Le Carbone, Ltd.—Carbon brushes. 

Beholey а Co., Ltd., and British Thomson-Houston Co.—Pinions and gear 

wheels. 

John Brown & Co.—Tires, steel, aud steel. 

B. I. 4 Helsby Cables, Ltd. —P. & 8. substitute tape, and Para tape. 

L. Andrews & Oo.—Blackley tape. 

F. Ami ih.— Piano wire. 

Dussek Bros. & Oo.— Graphite grease. 

А. B. Gross & Co. — Motor grease. 

Joslins, Ltd. —Oil. 

R. Kearsley & Co.—Varnishes. 


Lichfield.—The T.C. has accepted the tender of Messrs. 
Clive & Co. for alterations to the telephone service in connection 
with the electric fire alarms, and the provision of poles, relay bell, 
insulators, lines, &0. 


London.— BERMONDSEY. — The undermentioned pur- 
chases of coal have been made by the Electricity Committee :— 
©. Tucker & Co., 10 tons wharf small, 22s, 3d. per ton; Charring- 
tons, 16 tons nutty slack, 25s.; W. Moore & Co., 10 tons wharf 
small, 218.; Thorpe, Head & Co., 20 tons wharf small, 204. ; Myere, 
Rose & Co. 100 tons Stanley slack, 15:. 9d.; Bradbury & Oo., 
30 tons nutty slack, 23s. 6d. ; Thorpe, Head & Co., 60 tons nutty 
slack, 20s. ; Dinham, Fawcus & Co., 100 tons West Hallam nuts, 
25s.; 100 tons, Sharlston pea slack, 25s.; 100 tons West Hallam 
nuts 35s The Committee recommends the Counoil to continue, 
for a further period of two months, to pay Bradbury, Son & Oo. 
Ltd., the increased charge of 1s. 6d. per ton on the coal contract. 


Meter Contracts, &e,—The Swindon and West Hartle- 
pool municipal authorities have acoepted tenders of the Bastian 
Meter Co, Ltd., for the supply of Bastian meters, of from 3 to 
10 amperes and 2} to 5 amperes respectively. 

The Electrical Apparatus Co., Ltd., has obtained a contract from 
. the Dandalk U.D.C. for the supply of house service meters for the 
year ending March 31st, 1916. 

Messrs. J. Н. Tucker & Co. have recently received contracte 
for annual supplies of service fuse-boxes from Ilford U.D. Council, 
Bolton and Blackburn Corporations; for lampholders from 
Swindon Corporation ; and for ironolad switches from Dan 
U.D. Council. 

Messrs. Chamberlain & Hookham, Ltd., have received contracte 
from the following towns for the supply of meters for 12 months :— 
Kirkcaldy, West Hartlepool, Swindon and Pontypridd. 

The British Westinghouse Electric and Manufacturing Co., Ltd., 
have recently received contracts from the following supply 
authorities for single-phase А.С. house service watt-hour meters :— 
Bath Corporation; Beckenham Urban District Council; Black- 
burn Corporation; Bristol Corporation; Croydon Corporation: 
Ecoles Corporation; Ipswich Corporation; Leeds Corporation: 
Rhondda Urban District Council ; Watford Urban District Council ; 
West Ham Corporation. 


Southampton,.—The Borough Insurance Committee has 
accepted the tender of Messrs, Н, О, Taplin & Bons for the Z. L. 
iastallation st the Committee's offices, 


Sunderland. —CorRreEction.—In last week's issue. 
" С.О. two recorders” was, of course, a printer's error for “СО, 
recorder," 

Thames Ditton.—The U.D.O. has accepted the tender 
of Meesre, Stuart & Moore for electric fire alarms at Olaygate, at 
£82 28. 

Windsor.—The T.C. has accepted the tender of the 
Windsor Electrical Installation Co., Ltd., for the electric light in- 
Btellation at the waterworks and house with 54 lights, ar £64, 
with £22 for an extre lighting main. 


FORTHCOMING EVENTS. 


eers.—Friday, April 98rd. At 8 pm. At S0, 


Junior Institution of 
V aper on The Developments of the Navy,“ by 


1c90tla Street, S. W. 
Mr. B. W. Hobbs. 


Physical Society of London. — Friday, April 38rd. At ö p.m. At the Imperial 
College of Science, south Kensington. Paper on “The Self-Induotion of 
Solenoids of Appreciable Winding Depth,” by Mr. 8. Butterworth. 

National Association of Colliery Managers and Association of Mining 
Electrical Engineers. Saturday, April 24th. At University Coll. ge, 
Nottiogham. Joint meeting. Paper n ‘ Protective Devices against 
Lightning and Surges,” by Messrs. . Kilburn Scott and L. F. Fogarty. 


. Association ої M Electrical Engineers ‘Lancashire, Cheshire, 


and попа Staffor шге рагын and P Hon маце Branch p the 

e anagers' Association. — „ Apri А du p.m. 

At Technical Colle ge, Stoke. Paper on Colliery Bleotrio Lighting,” by 
Мг. G. З. Corlett. 

Juuminating Engineering Society. Tuesday, April 27th. At 8 p.m. At 
the House ot the koyal Society of Arts, John Street, Adelphi. Discussion 
on Visibility: its Practical Aspects," opened by Messrs. C. О, Paterson 

and B. P. Dudding. 


Institution of Civil Engineers.—Tuesday, April 27th. At 8p.m. At Great 
George Street, 8. W. Annual General Meeting. 


sociation of Supervising Electricinns.—Tuesday, April 37th. At 
as 8pm. At н. Brie Institute, Bride Lane, Е.О. Paper on “ Lightning 


Oonduotors, by Mr. Н. О. Hands. 
Dynamicables.—Wednesday, April 28th. At Trocadero Restaurant, Anni- 
- vereary Meeting and Dinner. 
Royal Society of Arts.—Wednesday, April 28th. At 8 p.m. At John 
1 5 оі от W.O. Paper on “The Utilisation of Solar Energy,“ by 
Мг. А. 8. B. Ackermann. 

Institution of Electrical Engineers.—Thursday. April th. At Viotoria 
Embankment, W.O. Paper E dhe Bombay Hydro-Eléctrio Scheme, 
by Mr. A. Dickinson. 

(Manchester Local Section).— Tuesday, April 97th. At Engineers’ 
- Club, 17, Albert square. At 7 p.m. Annual General Meeting. At 7.30 p.m, 
Mr. Dickipson's paper, as above. . 
(Students' Section).—The Annual General Meeting has been post- 
poned from April 28th to May 5th. 

Royal Institution of Great Britain,—Saturday, May 1st. At 8 p.m. At 
Albemarle street, W. Lecture (1) on ** Photo-Electricity," by Prof. J. A. 
Fleming, F.R.S. At 5 p.m. Annual Meeting. 


NOTES. 


Institution and Lecture Notes.—Iron and Steel 
Institute, —The annual meeting will be held at the Institution of 
Civil Engineers at Westminster, on May 13th and 14th, In the 
event of Mr. Greiner being unable to attend, Mr. Arthur Cooper, 
LL.D. (immediate past- president), will preside. The Bessemer 
Gold Medal for 1915, which has been awarded to Mr. Pierre Martin 
(formerly of Sireuil, near Paris), will be received on his behalf by 
his Excellency M. Paul Cambon, the French Ambassador, who has 
consented to attend. Prof. Hubert (Liége University) is to deliver 
an afternoon lecture on " Large Gas Engines." In the programme 
of expected papers there is one by Messrs, A. M. Portevin and E. L. 
Dupay, on Thermo-Electric Properties of Special Steels.” On 
account of the war the annual dinner will not be held. It is pro- 
visionally settled that the autumn meeting will be held in London 
during the week ending f'eptember 25th. | 

Institution of Electrical Engineers.—The annual general 
meeting of the STUDENTS’ SECTION has been postponed from 
April 28th to May 5th, at 7.45 p.m., when Sir John Snell will give 
an address. 

Royal Society of Arts.—On Wednesday last week, Mr. T. 
Tborne Baker read a paper on The Industrial Uses of Radium," 
dealing mainly with the application of the residues of radiam 
factories to agricultural purposes. Не stated that the a-rays pro- 
duoed inoreased vitality and quicker germination of seeds, and that 
radium emanation accelerated the growth of plants. Salts con- 
taining exceedingly small quantities of radium had been used for 
the treatment of rheumatism with highly satisfactory resulte, and 
radium could be used to clot milk in place of rennet. The use of 
radium Ag render watch hands luminons in the dark was also 
described. 


The Government and War Munitions.—From a 
notice which appears in our advertising pages to-day, it will be 
seen that firms engaged on the manufacture of armament and 
munitions of war and requiring additional machinery, are requested 
to communicate with Mr, George M. Booth, Room 367, War Office, 
Whitehal), S. W., giving particulars. 


Educational Note,—Onyatat Patnacez School, or 
Oran ENGINEBRING.-The new course will commence on 
ednesdey, April 28th, Gee our advertisement pages to-day, 
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Large D.C. Generator.— Four large direct-current 
generators are now being installed in the Detroit plant of the Ford 
Motor Co, by the Crocker-Wheeler Co, Ampere, N.J. Esch of 
these machines will be directly connected to а two-oylinder tandem 
gas engine and a compound condensing steam engine. 

The maximum diameter of the generator shaft is 34 іп, ; it is 
26 ft. long, and weighs approximately -35 tone. The greatest 
diameter of the armature is 15 ft. 10 in., and ite total weight is 
425 tone. The armature spider ів of cast-iron, and is cast in two 
parte, each part weighing about 9 tons. Eight bolts are used to 
hold the spider halves together, each bolt weighing 500 lb., and 
each flated nut, of which there are 16, weighing 90 1b. In order 
to obtain the proper tension on the bolts, each bolt was heated 
before being placed in position, so that on oooling after the nuts 
had been tightened the bolt contracted and drew the two halves 
of thè spider together with great force. The laminated соге con- 
sista of 26,000 separate parte, each part having to be handled 
separately during the procees of assembling. There are 10,000 


FRAME OF DIBECT-CURRENT GENERATOR FOR FoRD PLANT. 


core laminations and 5,600 core ventilators. The commutator is 
made up of 630 copper bars insulated from each other and 
assembled on a cast-iron spider frame. This spider frame is also 
made in two parte, each weighing 5,000 lb. The diameter of the 
commutator over the bars is 9 ft. 2 in., and its total weight is 
10 tons, of which 4 tons is copper. The completed armature 
mounted on the shaft is supported en two bearings, each being 
33 in. in diameter and 5 ft. long. 

The magnet frame is of cast-iron and has a section resembling 
an enlarged T-rail section. Like the other large castings, it was 
east in two parte, each weighing 20 tons. The outside diameter of 
the frame is 22 ft. 2 in., and the distance across the base 25 ft. 8 in. 
Thirty main poles and 30 interpoles were bolted to the inside of 
the frame afterthe field coils were in place. The rocker ring to 
which the brush-holders are fastened is supported by brackets cast 
on the side of the magnet frame. The rocker ring is of cast-iron, 
and has an outside diameter of 20 ft. It weighs 4 tons. The 
machine is equipped with 240 brushes. 

The total weight of the generator, including the shaft, is about 
135 tons, of which 13 tons is copper. At 250 volts the generator is 
rated at 15,000 amperes. The normal rating of the mach ine is 3,750 
KW., and the maximum rating is 4,500 Kw. The generator operates 
at a speed of 80 R. P M., which gives a peripheral velocity of the 
armature of about a mile a minute. It was переввагу to split the 
large castings in order to meet railroad-tunnel clearances.— 
Electrical World. ы 


Electricity їп the Roumanian Petroleum Indus- 
try.—Important modifications have recently been iatroduced in 
the rules governing the use of electricity in the Roumanian petro- 
leum industry. А résumé of the revised regulations follows, and 
deserves the notice of manufacturers concerned, since Roumania is 
one of the fields in which advantage may be taken of German 
paralysis to extend our own trade. Squirrel cege motors are ill 
adapted, by reason of their high and invariable speed. to the require- 
ments of the petroleum industry, henoe the rule prescribing the 
use of these machines has been considerably broadened. Step-down 
transformer stations fed at 1,002 volts, or higher pressure, and all 
generating stations must be at least as far from any boring as the 
distances prescribed for boilers and forges in collieries. Where 
there are no spouting wells transformers in gas-tight chambers аге 
excepted from this rule. Transformers working at 1,000 volts or 
lower pressure, and supplying lighting current, are permissible 
near the well if they and their fuses and switchgear are oil. 


immersed. Iu the immediate neighbourhood of the well, one and 


the same cable must be used for lighting and power. Special 
awitches and fases for the lighting and motor branches must 


be located in ‘the motor room and. accessible only to. suthorised 


persons, Lighting generators or transformers at the well-head 
must bein fireproof buildings, accessible only to authorised per- 
sons. In no case is more than 1,000 volte P.D. permissible between 
conductors іп a sinking. High-pressure circuit-breakers isolating 
sinkings may be mounted on the poles, if oil-immersed ; other 
switches or fuses may not be so mounted. Lightning conductors 
with spark gape are forbidden. An oil-immersed isolating switch 
must be provided in each well network, for use in case of fire. 


Single-pole switches are forbidden; multipole switches must be. 


mechanically coupled. Telegraph, telephone and signalling appa- 
ratus must produce no open sparking, and must incorporate 
devices safeguardiog possible contact of their wires with high- 
pressure leade. Only hermetically-sealed glow lamps with 
armoured protecting globes are permitted in the workings, and in 
the latter the use of direct-current motors is forbidden. Short - 
circuited induction motors of the squirrel-cage type should be used 
whenever possible in the workings,  Sljp.ri^g motors are per- 
missible so long as all sparking parts are enclosed in a chamber 
which is sealed automatically and hermetically. An cfficial 
certificate is required as to the eafety of the motor in a gas-filled 
space and as to the maximum temperature rise of the controlling 
resistances. Switchgear or other apparatus capable of producing a 
spark in the motor room must be oil-immersed, unless the casing 
is hermetically sealed, and excepting lighting fuses up to 
10 amperes capacity. Owners are bound to employ at lea⸗t one 
qualified electrician certificated by the authorities ; this electrician 
and the works manager are responsible for the proper erection and 
operation of the installation. Only equipment sanctioned by the 
Minister of Commerce and Industry may be inetalled, hence care 
should be taken that all necessary formalities are concluded before 
delivery is made or special expenditure iacurred. Full particulars, 
plans and specifications of proposed equipment should be laid 
before the authorities, who will advise what alterations or sub- 
stitutions are required in the event of the first proposals being 
unsatisfactory.— Moniteur du Pétrole Rumain. 


Telephony and Telegraphy in the Field of War. 


—A graphic account of fi-ld telegraph and telephone work haa 
been contributed to a Frankfort newspaper by a correspondent who, 
on the occasion of his presence with the army commanded by the 
Crown Prince of Bavaria, had an opportunity of inspecting the 
entire telegraph and telephone system of this particular army in 
the western area of operations, The exchange for the whole of 
the traffic was located in a large private house; it was equipped 
within three weeks, had 95 direct lines and eatablished about 5,000 
connections daily. In order to carry out the work, which com- 
prised lines of a total length of 740 miles, 300 men of the First 
Bavarian Telegraph Battalion were available, and theee were able 
to lay 54 lines in a single day immediately after the exchange was 
finished. The difficulty of executing the works was increased by 
the circumstance that French apparatus was employed for ће 
greater part, and this had to be altered to correspond with German 
requirements and oustom, the apparatus being found in French 
Post Offices. It was also possible to use the French network to 
some extent, although it was largely destroyed. Notwithstand- 
ing all the difficulties the exchange was soon completed, and a 
network of communication was provided which had direct lines 
right down to the divisions and rendered possible direct communi- 
cation with the grand army headquarters and the neighbouring 
armies, 

Each Army corps can be reached by means of five different lines, 
and from these the divisions can each be called by at least two 
different lines. Lines from the divisions then lead to the brigades 
and regiments, and the terminal line proceeds to the trenches, 
from which every battalion, and, in many cases, every company 
has a connection to the rear. To these means of communication 
are added the numerous lines necessary for the artillery, artillery 
observers іп the trenches, &о, 

‚ Communication with neighbouring armies is effected by means 
of two direct lines in each case, whilst two similar lines maintain 
connection with the grand headquarters. In addition each army 
corps is connected by direct lines with its neighbouring corps, and 
each division with ite adjoining division. It has frequently been 
necessary to carry out repairs necessitated by storme, and besides there 
has to be taken into consideration the much endangered situation 
of the telephone stations iu places where they must be maintained 
for military reasons, and where they lie within the range of hostile 
artillery fire. Stations indeed exist which are continuously fired 


‘at, and security has to be sought in deep cellars which are made 


bomb-proof as far as possible. Many lines are shot down, and the 
placea of interruption have to be discovered and the necessary repairs 
promptly made to maintain communication. The telegraph traffic 
is effected in this army as at the grand headquarters by the use of 
the French Hughes apperatus, and the daily work ranges from 
900 to 1,000 service telegrams, thus almost, if not entirely, ex- 
cluding any private messages. 

A number of portable stations for wireless telegraphy are also 
associated with the army. These stations, which are partly hauled 
by horses and partly by motor cars, have a quiet period in times 
of fighting for positions, but a great strain is imposed upon them 
when movements are taking place. The range of the stations is 
a few hundred kilometres. The lines of the army chief command 


are connected to the rear with those of the service corps, which are 


worked by the telegraph service corps, and are then joined further 
to the rear with those of the general government, which are 
operated by the Imperial telegraph department. 

A central depót has also been provided for meeting the require. 
menta in telephone and telegraph material of the cavalry, infantry, 
pioneers, and telegraph troops. The manager of the depót always 
has in stock a quantity of the necessary materials, The reserve is 
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kept in trucks on rails, and each box is at once accessible and bears 
an indication of ite contente. The deliveries: from the depó* to the 
troops are effected partly direct by rail and partly by means of 
heavy motor lorries, which frequently have to bs driven almost to 
the trenches, whilst special depó:s are provided for furnishing 
telephone materials to the artillery. . . 


Buffer Batteries for Alternating-Current Systems. 
—An illustrated account of experience with buffer batteries on 
alternating. current systems is given by L. Schroeder in the Z. T. Z., 
the fundamental idea being shown in fig. 1. G is the three-phase 
generator which supplies energy to the three-phase bus- bars B с, 
while N is the network; MD is a motor generator, M being the 
three-phase motor and D a direot-ourrent generator. The latter 
acts in co-operation with the storage battery A. Іа the bus-bars a 
series transformer is provided, the secondary current of which is 
rectified by means of the synchronous converter В. The direct 
current which comes from the synchronous converter is approxi- 
mately proportional to the current in the network, and is used to 
regulate the booster z. For this purpose the direot-ourrent from 


R is passed through the magnetising winding ab of the booster. 
This booster has alao a second excitation winding cd, which is 
fed from the battery A. The two excitation windings a b and od 
act in opposition, and are so dimensioned that at the average load 
in the network the actions of the two windings counterbalance 
each other, so that the booster is unexcited and the battery is 


* 


Ес. 1.—WiBING ARRANGEMENT FOR BUFFEB BATTERY. 


neither charged nor discharged. If the load in the network in- 
creases, the action of the winding a b is greater than that of cd, 
and the booster is now excited in such a way that the storage 
battery is being discharged. The battery, therefore, drives the 
direct-ourrent generator p, and the three-phase alternator M now 
becomes a generator and supplies energy to the network. On the 
other hand, if the load in the network decreases below the average 
value, the storage battery 4 is charged, For the regulating gener- 
ator R use is not made of an ordinary synchronous converter, but 
of a Danielson converter, with the modification due to Woodbridge. 
This arrangement was used in tests in which the normal load of 


| 


| | 


| 
| 
| 
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FIG. 2.—RESULTS Or TESTS. 


the network was 85 Kw. The battery consisted of 106 cells, with 
& discharge current of 259 amperes for one hour, The resulta of 
the tests are given in fig.2, in which Curve 1 representa the load of 
the network in kilowatte, Curve 2 representa the load of the 
dynamo in kilowatts, while Curve 3 represente the voltage in the 
network. The abscisse represent minutes. It will be seen that 
even though the load in the network was increased to 108 kw.— 
that is, more than three times the normal load—the buffer b 
arrangement acted quite satisfactorily. If the generator suddenly 
stops work and the battery is forced to eupply the whole current, 
the voltage in the network drops, but can be brought up to ite 
normal value quickly by а simple change of connections.— Elec- 
trical World, ° 


. Shortage of Switchboard Attendants,—Our contem- 
porary, Hisctrical Engineering, has prepared a scheme for enrolling 
in Eteotrical Emergency Service as volunteer switchboard atten- 
dante for part time, electrical men who are ineligible for active 
service and are willing to assist in cases of emergency. Particu- 
lars may be obtained on application to our contemporary at 
203, Temple Chambers, London, E.C. "n 


- Parliamentary.—DswssuRY CORPORATION ^ BILL.— 
The Omnibus Bill of the Dewsbury Corporation, after being before 
Мг. W. Middlebrook’s: Select Committee of the House of Commons 
on various dates during the past month, was ordered on Friday to 
be reported to the House for third reading. Mr. Vesey Knox, who 
represented the Corporation, explained that an agreement had 
been arrived at with regard to the tramways portion of the Bill 
The Corporation were asking for powers to construct additional 
tramways and for further powers over the existing tramway and 
electricity undertakings. The Corporation desired to link up the 
whole system in the borough and secure running powers over the 
whole of the lines either of themselves or of those with whom 
they might make them lessees or licensees when {ће present agree- 
ments came to an end in 1933.—Mr. Counoillor J. E. Kitburn 
(chairman of the Tramways Committee) stated that the Corpora» 
tion were satisfied with the agreement which had been made by 
the parties concerned. i ` 

SHEFFIELD AND ROTHERHAM TRAMWAYS.—The Seleot Com- 
mittee of the House of Lords, presided over by the Dake of 
Wellington, considered the Bills promoted by the Sheffield and 
Rotherham Corporations together. Mr. Vesey Knox, K. C., and Mr. 
Gee appeared for the Rotherham Corporation, and Mr. H. Lloyd, 
K. O., and Mr. Tyldesley Jones for the Sheffield Corporation. The 
Rotherham Bill dealt with various matters, and included powers 
for doubling a portion of the existing track, the laying of a single 
track in the direction of Maltby, and for making arrangement for 
through running between Sheffield and Rotherham. The Sheffield 
Bill contained powers for the construction of new tramways, and 
for the purchase of the tramway in that part of Tinsley now taken 
into the city, which belongs to the Rotherham Corporation. Mr. 
Vesey Knox explained that the only opposed part of the Bill of the 
Rotherham Corporation was with regard to what was to become 
of the Tinsley tramway. The Sheffield Corporation proposed in 
their Bill to purchase this tramway, which was the property of 
Rotherham until 1926. The two places were competing in 
tramways, and the Tinsley line was the link between the two 
larger systems. There had been throngh running up to September, 
but in consequenoe of differences of opinion about halfpenny 
fares, the through service had been suspended. The Sheffield 
Corporation threatened to run motor-omnibuaes to compete on the 
route and the Rotherham Corporation promoted the Bill to 
prevent this being done. This was followed by the Sheffield 
Corporation promoting their Bill to compulsorily acquire the 
Tinsley tramways. After several unsuccessful consultations 
between the parties to arrive at an agreement, the Committee 
passed Clause 14 of the Rotherham Bill, which provided for 
through running, with the addition that nothing in the Act shonld 
interfere with the running of motor-‘buees by the Sheffield 
Corporation until such time as the Board of Trade should be able 
to decide the question. The parties subsequently oame to terms 
as to the wording of the olause, and also as to the principal clauses 
in the Sheffield Bill, which was referred to the Chairmen of Gom- 
mittees for final adjustment. 


“Sole Agents.“ —“ One of Several Sole Agents ” writes 
as follows :—'' Some time ago a very plausible person called on us, 
with what he described as telephone shields for attaching to téle- 
phone transmitters to prevent contagion. Не laid great stress on 
the fact that they hai been passed by H.M. Postmaster-General 
on a date stated, and also that if we purchased a small stock we were 
to have the sole agency, ko. It was а cash transaction, and goods 
were left, but we afterwards discovered at least three sole agente 
existed in one small town, and efforts to get in touch with his 
firm resulted in numerous addresses being reported ‘Gone away, 
no address. We strongly advise electrical clients and stores to 


think twice before taking up the ‘Sole agency’ until they have | 


tried the goods. A ‘Sale or return ' arrangement would be much 
better." 


A Business Club for London.—O wing to the lack in 
London of a Commercial Club of national or imperial scope, steps 
are being taken to meet the want, which is described as a great 
inconvenience to the manufacturers, merchants, shippers and 
business men of the British Isles, and is, above all, keenly felt by 
commercial visitors from our Colonies and foreign buyers visiting 
the metropolis for business purposes. The Council of the British 
Empire Industrial League have given serious consideration to this 
matter, and are making arrangements to found in London the 
British Empire Commercial Club on such a basis ae will supply 
what cannot be otherwise regarded than as a metropolitan, 
national and imperial requirement, It is hoped that the Olub. will 
receive the hearty aud generous support of our manufacturers, 
exporters and wholesale and retail merchante, and other leading 
men connected with business, 


War Office Contracts and Workers" Badges.—In 
the House of Commons, on Tuesday, Mr. Baker stated that arrange- 
meuts were complete for the issue of badges to workmen engaged 
on War Office contracta, but it had been decided to limit them to 
skilled workmen engaged in the manufacture of munitions of war. 


Mr. Terrell asked if ‘' munitions of war " included electrical equip-: | 


ment in the field, and Mr. Baker replied that he thought the 
answer would be in the negative. 


Fatality.—John Sterling, who was employed at the 
ooal-cutting machine at Derryloanhead Pit, Derry, was found 
dead in the mine on Monday morning, ha 


killed through coming in contact with an electric cable 


ee 
е D 


spparently beep 
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Electrical Prosperity Week.—The Society for Elec- 
trical Development, U.8.A , has, as already stated, decided to bold 
ап“ Electrical Prosperity Week during the first week in December 
next, and has appointed a strong Committee to conduct the pre- 
paratory campaign, Mr. H. W. Alexander having charge of the 
publicity work, and Mr. J. M. Wakeman being the general manager. 
Local agents have bcen appointed to handle the campaign in 50 
centres, and every known device will be employed to ensure its 
euocess. , It is stated that “this big movement will unquestionably 
be the greatest educational and sales campaign ever carried on in 
the history of the industry.” ` 

The scale upon which the Society is preparing for its great 
campaign is evidenced by the fact that £10,000 has been 
allocated to special expenditure for advertising purposes, in addi- 
tion to а still larger outlay on other items, The money will be 
provided out of the regular subecriptions of the Society's members. 
Leading electrical manufacturers and dealera have also declared 
their intention of spending large sums on national publicity. 
The week will date from November 29th to December 4th, 1915. 
Advisory Committees have been appointed on general publicity, 
advertising, exhibitions and lectures, and on local displays, and 
local Committees will also be formed. It is anticipated that fully 
£100,000 will be spent on this, "the greatest campaign in trade 
history, before its close. 


Copper.—Mid-monthly returns, as tabulated im Messrs. 
H.R. Merton's statistical circular, show an increase in European 
visible supplies of 315 tons. English supplies, sinoe March 31st, 
show a decrease of 210 tons. From the figures relating to 
detailed supplies, it appears that European arrivsls from North 
America appear to be slightly lower than for last month, though 
very considerably higher than the quantity for November, 1914, or 
February, 1915, in fact they promise to exceed the supplies for any 
month of the last eight, except March. Supplies from Spain and 
Portugal to England and France for the fortnight are at a rate 
of double the pre-war average, but it is probable that this rate 
will not be kept up, shipments from these countries always vary- 
ing considerably from month to month. Chile shipments are con- 
siderably above pre-war average; Australian, however, are below. 
Total deliveries are not at such a high rate as last month but at 
a higher rate than auy other month since July. 


. Appointment Vacant,—Switehboard attendant (30s.) 


for Piymouth electricity works. 
advertisement pages. 


The Coal Supply.—Last month a deputation represent- 
ing the industries which are large consumers of coal waited upon 
the Board of Trade, and drew attention to the abnormally high 
price of coal, with a view to obtaining the intervention of the 
Government, and, if possible, the fixing of fair prices. Up to the 
present but little benefit has been derived from this action, 
though a Committee appointed by the Board of Trade has pub- 
lished a report which bears out the statements made by the deputa- 
tion, Ata meeting of the Manchester District Inetitution of Gas 
Engineers on Tuesday last week, reported in the Journal of 
Gas Lighting, the question was discussed, and it was avreed that 
inflaence ought to be brought to bear upon members of Parliament 
with a view to urging the Government to take immediate action in 
the direction of restricting the export of coal, facilitating trans- 
port by rail, and preventing unnenessary increases in the price of 
coal for next year's requirements. | 

The meeting aleo recommended that a conference of gas and 
electrical undertakings throughout the country should be called as 
вооп as possible, 

Commenting on this subject, our contemporary laments the 
inaction of the Board of Trade, and regards the outlook as very 
serious, particularly in view of the apparent inability of the autho- 
rities to appreciate the importance of the question. The demand 
of the miners for a 20 per cent. war bonus incresses the gravity 
of the situation, and the Journal rightly condemns the self-seeking 
tendency which is so manifest, ata time when every man should 
put his shoulcer to the wheel. The attitude of the coal-owners 
ів especially reprobated, as it ів stated that they are endeavouring 
to make exorbitant profits, beyond all reason. 

The Journal supports the proposal that the gas and electricity 
industries should join forces, and suggests that the central 
organisations of the two industries shouuld take immediate action 
towards this end. 

We cordially welcome the suegestion, and trust that it may be 
quickly carried into effect. Recent articles in our columns have 
indicated the difficulties that are being met with by electricity 
works, and unless strong action is taken there is every likelihood 
that these difficulties will become more acute, very much to the 
detriment of the industry. 

It resta with the Council of the Inetitution of Electrical 
Engineers to take the firat step towards holding a National Con- 
ference, and station managers who derire relief from the present 
burden, and safeguards against additional burdens, ought to lose 
no time in pressing their views upon that body by letter and by 
personal representations to its members, 


Electric Vehicle Committee.—The question of in- 
creasing the sales of the Journal was considered at the meeting 
held on April 15th, the Committee feeling that electricity supply 
undertakings might do much more in the way of utilising the 
Jonrnai for distribution among prospective users in their districts, 

It wee, reported that many undertakings were restricting their 
azpenditure on publicity material during the war, owing to the 
segulation of the Government prohibiting further capita) expendi: 


Particulare are given in our 


ture on ordinary mains extensions, and also limiting expenditure 
generally. It was resolved to point out to the undertakings that 
the adoption of electric vehicles did not necessarily entail any 
extension of the maine or plant. The supply was entirely an “ off- 
peak load, and undertakings on that acoount should, at the 
present time, use every endeavour to make known the advantages 
of electric vehicles. Undertakings are to ое asked to make use of 
the publicity mail cards prepared by the Committee, the demand 
for which has been very small indeed, and confined to a very few 
undertakings up to the present. 

Those undertakings in the Metropolitan area that charge more 
than 1d. per unit for electric supply to vehicles have been asked to 
come into line with the Committee'$ recommended tariff of 1d. per 
unit, but no satisfactory reply has been received from any under- 
taking to which the letter has been addressed. 

It was reported that certain undertakings had found it necessary 
to advance prioes all round owing to the increased cost of coal, Кс. 
It was decided that where such advance in price was only of a tem- 
porary nature, the undertaking concerned should stiil have ita name 
а the e in which it at present stands on the tariff sheet of the 

ournal, 

As there are vehicles not fitted with the standard receptacle 
which come to certain stations for charging, the Committee decided 
to insert a paragraph in the next issue of the Journal, advising 
electric supply undertakings to do what they can to persuade the 
owners of such cars to have the standard receptacle fitted. 

The secretary was also instructed to get into touch with the 
American manufacturers of elestric vehicles, pointing out the 
necessity of fitting the standard receptacle. 

Another meeting had taken place between representatives of the 
Tungsten Lamp Association and the E.V.0. Technical Sub-Com- 
mittee regarding the standardisation of metal-filament lamps for use 
on electrio vehicles. It wasdecided to adhere to the recommendation 
that the lampe used should be for a pressure of 12 volte, and in 
&ccordance with the requirements of the British Engineering 
Standards Specification No. 69. 

Further progress has been made with the preperation of the 
report upon battery charging equipments and methods of charging, 
and it is hoped shortly to have it ready for issue. 

The next meeting of the Committee has been fixed for May 11th. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—An interesting presenta- 
tion took place at Biackpool electricity works on April 15th, when 
a token of friendship in the shape of a kit bag was given to Mr. 
E. HARDMAN, who ів leaving the staff to take up a position with a 
Yorkshire electrical car company. Mr. Parkinson made the 
presentation. 

Мв. J. Н. SrARROW, Southsea, has been appointed switchboard 
attendant at the Bermondsey electricity works. There were six 
applications for the post. 

Mr. Francis D. LARCOMBE has resigned his position as control 
engineer for the Yorkehire Electric Power Co. after ten years' 
service to take up a position on the commercial organisation of the 
British Westinghouse Co., Manchester. 

Мв. Fow tes, of Erith, bas been appointed chief assistant elec- 
trical engineer to Aylesbury U.D.C. There were 42 applicants, 

Мв. Н. M. THEAKER, shift engineer of Manors Power Station, 
Newcastle on-Tyne Corporation Tramways, was married to Mis: 
Maud Robinson, of Mossley, nr. Manchester, at Soouthead, Oldham, 
on April 14th. 


Tramway Officials, — The Southampton Tramways 
Committee has unanimously resolved to sppoint Мв. W. T. 
Ronson, A. M. I. E. E., of South Shields, as tramways manager, at a 
salary of £100 per annum. 

Mr. J. J. McMauoy, electrical engineer in the overhead depart- 
ment of the Manchester Corporation tramways, who, as reported in 


. our columns recently, was a passenger on the Aguila, which was 


torpedoed by a German submarine, reached Manchester safely last 
week, and was welcomed back by a small party of Oounoillors and 
tramway officials, Mr. McMahon was picked up by the ss, Lady 
Plymouth, bound for Madeira, and, when the vessel reached that 
port, he felt so shaken by his experience, that he decided to return 
at ance. 


General.—Mn. G. Jackson, of the technical staff of the 
British Insulated and Helsby Cables, Ltd., Helsby, has been pre. 
sented by his colleagues with a handsome set of carvers upon the 
occasion of his marriage. The presentation was made by Mr. A, E. 
Bayles, chief of the technical staff, 

Mr. Јонх Е. SKINNER, Mitchelstown, has been appointed elec- 
trician at the Clonmel Lunatic Asylum. 

Mr, M. BanniNGTO* BAKER. A. M. I. E. E., has completed hia 
contract for the Crown Agents in Zansibar, and is now proceeding 
to Hong Kong ae ohief asnistant engireat to the China Light and 
Power Co., Lid, ; 


— Se OES nd ——Ó——— n Àsu — a 


Vol 76. No, 1,952, APRIL 23, 1915.) THE ELECTRICAL REVIEW. 


598 


Obituary.—E. J. LruNGsERG.—We regret to read in 
the 7ronmonger of the death which occurred on April 5th, in 
Stockholm, of Mr. E J. Ljangberg, managing direotor of Stora 
Kopparberg Co., of Falun, aged 73. The company with which the 
deceased was connected was one of the oldest and largest trading 
Corporations in Scandinavia. ‘Mr. Ljungberg thoroughly 
mastered the working of the various departments, both from the 
technical and the commercial point of view, and was responsible 
for many schemes and improvements for increasing the productive 
capacity of the company's exteneive properties. He it was who 
firat installed the plant for the manufacture of pig-iron by elec- 
tricity. Не was one of the abiest men his country has ever pro- 
duced, and has justly been described as the ‘grand old man’ of 
Swedish industry and trade." 

Mr. J. A. MACLELLAN.—The death occurred on April 14th, at 
Newton Abbot, of Mr. John Alexander MacLellan (of Messrs. 
Alley & MacLellan, Ltd., of Glasgow), at the age of 61 years. 

The Ti s reporte the death, at the age of 83 years, of Мв. H. M. 
MaTTHEWS, M. I. O. E., who was selected to examine and report on 
the lighthouses of the coast in 1878. : 

The death has taken place, at the age of 62 years, of Mr. WM. 
FRANKLIN, who had for many years been connected with theelectrical 
- department of Messrs. W. T. Н snley's CO., Ltd., at Wool wich. 

By a printer's error in our last iesue, we stated that the late Мв. 
DAVID SMITH became seoretary of the United River Plate Telephone 
C». ia November, 1914, This should, of course, have read 19014. 


NEW COMPANIES REGISTERED. 


Crombie’s Patents, Ltd. (139,979).—This company was 
registered on April 16th, with а capital of £4,000 in £1 shares (2,000 10 
per cent. non-cum. participating prelerred), to acquire and turn to account a 
certain invention relating to improvements in apparatus and processes for the 
purification of liquids and the recovery of solids contained therein, to carry 
on the business of electricians, electrical engineers, suppliers of electric 
apparatus, etc., and to adopt an agreement with L. H. Raw. The subscribers 
(with one preference share each) are: W. С. Smith, “Montague,” Durley Road, 
Bournemouth West, gentleman; L. H. Raw, Blomfield House, London Wall, 
E.C., engineer. Private company. The number of directors is not to be less 
than two or more than five; the subscribers are to Appoint the first. Soli- 
citors: Francis & Johnson, 19, Great Winchester Street, E.C. 


H. L. V. Pearn and Co., Ltd. (139,951).—This company 
was registered оп April 14th, with a capital of £1,000 in £1 shares, to 
acquire from A. E. Lamkin, of 86, Sptingfield Road, Brighton, electrical 
engineer, the benefit of certain inventions, to develop and turn to account 
the same, to carry on the business of electricians, mechanical engineers, 
suppliers of electricity, etc., and to adopt an agrcement with the said A. E 
Lamkin, Hadow, and H. L. V. Pearn. The subscribers (with one share 
each) are: A. E. Lamkin, 86, Springfield Road, Brighton, electrical engineer; 
H. L. V. Pearn, 134, Queen's Park Road, Brighton, gentleman; Е. Н. Hadow, 
15, Harrington Gardens, S.W., gentleman. Private company. The number 
of directors is not to be less than two or more than five; the first are A. Е. 
Lamkin, H. L. V. Pearn, and F. H. Hadow (chairman). Qualification, £100. 
Secretary, б. O. Gilland. Registered office: 3-7, Southampton Street, Strand, 
W.C. 


Pearson's Electric Miners’ Lamp Co., Ltd. (139,974).-— 
This company was registered on April 15th, with a capital of £5,250 in 
5.000 participating pref. shares of ‚000 each and 5,000 B“ shares of Is. 
each, to carry on the business of manufacturers of and dealers in electric 
miners’ safety lamps, accumulators, batteries, switchboards, charging boards 
and stands, electric light bulbs and fittings, lamps, radiators, condensers, and 
all other electrical appliances, etc. The subscribers (with one participating 

ref. share each) аге: С. J. В. Porter, 2, Wardrobe Place, Doctors’ Commons, 
. C., solicitor; Н. A. Р (?) 7, St. Kilda's Road, Stoke Newington, N., 
secretary; W. H. J. Welch, Namona, 349, Wanstead Park Road, Ilford, 
factory manager; J. Baker, 77, Lyndhurst Avenue, Streatham Hill, S.W., 
clerk; W. J. White, 2, Melrose Avenue, Mitcham, traveller; E. Mills, 48, 
Arodene Road, Brixton Hill, clerk; F. W. Godwin, 34, Madeira Road, 
Streatham, S.W., clerk. The first directors (to number not less than two or 
more than seven) are G. J. B. Porter, E. F. Hilton, B. R. Beale, G. Pearson, 
and I.. R. Pearson. Qualification, 100 shares. Solicitors: Farrar, Porter and 
Co., 2, Wardrobe Place, Doctors’ Commons, E.C. 


OFFICIAL RETURNS OF ELECTRIOAL 
COMPANIES. 


Electric Reduction Co., Ltd.—Particulars of £25,000 
debentures, created February 9th, 1915, filed pursuant to Section 93 (3) of the 
Ccmpanics (Consolidation) Act, 1908, the whole amount being now issued, 
charged on the company’s undertaking and property, present and future, 
ircluding uncalled capital. No trustees. 


Midget Lamp Co., Ltd.—Particulars of £800 debentures, 
created April 8th, 1915. filed pursuant to Section 93 (3) of the Companies 
(Consolidation) Act, 1908, the amount of the present issue being £500. Pro- 
perty charged, the company's property, present and future, including uncalled 
capital. No trustees А memorandum of satisfaction in full on April 8th, 
1915. of debenture dated December 30th, 1911, securing £100, has also been 
notified. 


— . ——— à 
CITY NOTES. 
Evered & Co., Ltd. 


THE directors report, after providing for debenture interest 
£1,390, and income tax £555, a net profit of £7,639, plus £2,116 
brought forward. They recommend a dividend of 4 per cent. 
free of income tax (£6,830), writing off plant £1.000, and 
carrying forward £1,925. The death is recorded of Mr. J. D. 
Davenport, who had been a director since 1886. The directors 
regard the result of the year’s trading as on the whole not 
unsatisfactory, bearing in mind the exceptional conditions 


that obtained after the outbreak of war. Up to the end of 
July, the course of business had been much upon the lines 
anticipated in the last report; and while uncertainty as to the 
duration and effect of the war renders it impossible to form 
any trustworthy estimate for the present year, shareholders 
wil be interested to know that the company has in hand 
large contracts for war material, that will a set-off against 
the direct and indirect losses to be expected in the company’s 
normal trade. The company's debentures fell due for pay- 
ment on April Ist, 1915, and, although not affecting the 
figures for the year under review, it may not be out of place 
to mention here that the sum of £20,600 has been renewed 
for five years by agreement, and the balance, £9,350, paid off. 
The directors have elected Mr. Edward T. Read to a seat on 
the board. Plant and premises have been maintained in good 
and etficient condition, and stocks taken at or below cost. 
Annual meeting: April 28th. 


Johnson & Phillips, Ltd. 
THE profit on trading accounts, etc., for 1914, after pro- 
viding for bad and doubtful debts, and after charging to 
revenue more than £7,000 for maintenance of buildings, plant, 
etc., is £37,119, plus £12,755 brought forward. There fall to 
be deducted: Directors' and other remuneration, £1,862; 
interest on debenture stock, £6,085; debenture sinking fund 
reserve, £6,823; interest on second debentures, £2,500; depre- 
ciation on machinery and plant, etc., £8,158; interest on 
loan, £150. A dividend of 5 per cent. on the ordinary shares 
will absorb £8,750, leaving £15,546 to be carried forward. 
Annual meeting: April 29th. 


Babcock & Wilcox, Ltd. 


THE directors report that the net profit during the year 
amounts to £402,947, plus £73,835 brought forward, making 
£476,782. After deducting the interim dividends of 3 per 
cent. on the preference shares, 24 per cent. on the second 
preference shares, and of 5 per cent, on the ordinary shares, 
amounting to £90,431, there is a balance of £386,351, from 
which the directors recommend that the following dividends 
be paid for the half-year ending December 31st, 1914, viz. :— 
3 per cent. on the preference shares £3,000, 24 per cent. on 
the second preference shares (from both of which income tax 
is to be deducted) £4,459, 9*per cent. on the ordinary shares 
(free of income tax) £149,400, placing to the reserve fund 
£150.000, granting to the staff pension fund £10,000, and 
leaving a balance to be carried forward of £69,492. The busi- 
ness followed its usual course in 1914 until the war broke out. 
After this, the volume of new orders for stationary boilers 
decreased. The company has been able to manufacture some 
war material, required by the Government, at its Renfrew 
works. and having suitable buildings available at ite tube 
works at Dumbarton, has equipped these with tools and appli- 
arces for machining shells, which are forged at the Когай 
works. Regular operation of this equipment has now com- 
menced. The works at Renfrew have been well maintained, 
and plant and machinery have been added there to provide 
increased output of Government orders. The activity of the 
works and administrative organisations is unremittingly and 
preferentially devoted to Government requirements. About 
500 of the stuff and workmen have joined the Forces, and the 
board contributed to the maintenance of their dependents, and 
to the various war charities, upwards of £7,000 to the end of 
1914. In common with other engineering firms, the com- 
pany's output has been interrupted by strikes and other 
labour restrictions, and it has been hampered likewise by the 
ecarcity of skilled men owing to so many joining the Forces. 
Apart from affecting the cost of Government work, these 
labour troubles affect the cost of the company's other con- 
tracts, particularly those entered into some time before the 
outbreak of war, which are now in course of being carried 
through. 

Annual meeting: April 28th. ve 


— ———— — — — 


Anglo-Portuguese Telephone Co., Ltd. 


THE directors’ report for the year ended December 31st, 1914, 
states that the assets and liabilities in Portugal have been 
made up at the exchange ruling on that date. Provision has, 
as usual, been made to safeguard the company from any 
serious consequences arising from fluctuations in exchange 
during the current year. The profit and loss account shows 
a gross revenue of £71,339, of which operating, management 
and general expenses absorbed £42,651, and royalties to the 


. Portuguese Government £2,024, leaving a gross profit of 


£20,004. After providing for debenture interest £2,046 and 
sinking fund £1,554, the amount available for disposal, includ- 
ing £6,870 brought forward, is 429.934. Of this it is proposed 
to place 42.500 to exchange fluctuation account and to apply 
£10,000 to the formation of a renewals fund. In October last 
the directors paid an interim dividend of 3 percent. less income 
tax amounting to 44.462. They now recommend the shareholders 
to declare a further dividend of 5 per cent., less tax, making a 
total distribution of 8 per cent. for the year 1914. This will 
absorb £7,500 and leave a balance of £5,472 to be carried for- 
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wart, The direetars have destded to appropriate 490,000 of 
the reserve fund to the reduction of the capital expenditure 
account. Further depreciation is adequately covered by the 
unappropriated reserve fund and the renewals fund. The 
managing director, Мг. F. W. Kerr, visited Lisbon in January 
for the purpose of inaugurating the company's new North 
Exchange, the successful opening of which was attended by 
representatives of the Government and local authorities and 
the British Minister. Mr. Gill, the-company's consulting engi- 
neer, on а recent visit to Lisbon, reported that he was pleased 
with the condition of the North, Central, and Trunk Ex- 
changes at Lisbon. | 

Annual meeting: April 281d. 


* р « " ‘ . ‘ 
Oriental Telephone & Electric Co., Ltd. 

Tue directors report that for the year ended December 3let 
last, including £43,221 brought forward, and after deducting 
the interim dividends paid on the preference and ordinary 
sbares, and making the necessary provision for redemption of 
the debenture stock and other charges as shown in the net 
revenue account, the amount to be dealt with is £78,128. The 
directors recommend a final dividend of 3 per cent. (less income 
tax) for the year on the preference shares, absorbing £1,500, a 
final dividend of 6 per cent. (free of income tax) on the 
ordinary shares issued, making 10 per cent. for the year, 
requiring £10,759, transferring to reserve account £5,000, to 
staff pension fund £2,009, and carrying forward £58,869. The 
tevenues and the number of new subscribers at the various 
exchanges belonging to this company have increased during 
the year in every instance, as is the case with the subsidiary 
companies. The Bombay Telephone Co., Ltd., has further 
ircreased its dividend to 16 per cent., whilst the Telephone 
Company of Egypt, Ltd:, the Bengal Telephone Co., Ltd., and 
the China and Japan Telephone and Electric Co., Ltd., have 
paid the same dividend as last year, viz., 10 per cent., 7 per 
cent., and 5 per cent. respectively. To meet the cost of further 
lurge extensions and improvements, the Bengal Telephone Co. 
during the year has increased its capital by an additional 
one half were issued. 
This company subscribed and paid for 2,209 of these shares 
at par, thus raising its holding in the Bengal Co. to 7,750 
shares. The new exchange premises of the company at Port 
Louis, Mauritius, were opened in May last. New subscribers 
continue to join, and a small sub-exchange has been opened at 
Moka. It will shortly become necessary to lay an under- 
ground cable from Port Louis to Curepipe in order to provide 
a thoroughly efficient trunk telephone service between these 
two places and other up-country exchanges. 

. Annual meeting: April 28th. 


Potteries Electrie Traction Co., Ltd. 


THE capital expenditure during 1914 amounted to £12,072. 
The revenue amounted to £129,855. Ihe traffic receipts, 
which amounted to £115,053, show an increase of £5,156. 
After deducting all expenses chargeable to revenue, including 
£11,303 for debenture and other interest, there remains 
£35,825, as compared with £38,529 for 1913. Adding £749 
brought forward, there is a balance available for distribution 
of £36,574. There is to be placed to reserve account £6,500, 
and to renewals account £10,000. A dividend at the rate of 
5 per cent. per annum on the preference shares absorbs 
£12,250, a dividend at the rate of 24 per cent. per annum on 
the ordinary shares will absorb £6,125, and there is to be 
carried forward £1,699. The reserve account will then stand 
at £29,500, and there will be a credit balance on the renewals 
account of £26,520. l | 

Negotiations were commenced during the усаг and are proceeding with the 
Stoke-on-Trent Corporation, with the object of securing the postponement by 
the Corporation of their right to purchase certain portions of the company’s 
urdertaking in the vears 1917 and 1918. The omnibus service commenced in 1914 
was extended during the vear to other outlying towns and villages. The receipts 
from the omnibuses are included under the heading of ‘traffic receipts in the 
revenue account. Since the close of the period covered by this report the 
War Office have impressed six of the company's omnibuses, and owing to the 
difficulty in replacing them at the present time the services have had to be 
eurtailed. On the outbreak of war Mr. G. F. M. Cornwallis West, the late 
chairman, was recalled to the Colours, and has since rctired from the Board. 


Mr. R. J. Howley. one of the managers of the B.E.T. Co., Ltd., was elected 
a director and appointed chairman. Messrs Stephen Мсаг and Е. W. Chanter 


Miles open—Route miles eds xd "T 31.68 31.7 
І Single line eve s s gus 21.88 21.33 
Double line shs 525 ЕР 9.80 10.40 

Pa«senyers carried jux. uds . . 21,610.71 21.842.310 
Average receipts per passenger pe zs ).224. 1.264. 
Average working expenditure per passenger 70d. . 77d. 
Proportion of expenses to receipts ... L. 57 p.c. 6l p.c. 
"Cars in stock `... T" "i 880 110 110 


Clevedon, Portishead and District Electric 
Supply Co., Ltd. 


THE annual meeting was held on the 14th inst., Mr, Tromas 
RICHARDS presiding. The Chairman said that they were look- 
ing forward to an increase of business in the ensuing year. 
The directors had recently made a eontract with the Bristol 


Corporation for the supply of elestricsity in bulk, and an 
arrangement had already been made with the South Liberty 
Colliery Co., at Long Ashton, to supply them with electrica 
power upon mutually advantageous terms. The residents of 

ong Ashton being desirous of having an electric lighting 
supply for their village, the company hoped to arrange for this 
extension, as the colliery was in the immediate vicinity. Is 
was also proposed to extend the mains for the delivery of cur- 
rent from this source to Portishead, with the hope of being 
able to arrange with the Docks Committee for the supply of 
electricity for power and lighting at the Portishead Docks, 
negotiations for which were in progress. In any case, it was 
desirable that the cable should be extended to Portishead from 
Long Ashton, because this would afford facilities for the supply 
of electric light to the residential suburb of Leigh Woods, and 
the villages of Abbot's Leigh. Pill, and Portbury, adjacent to 
which the cable would be laid. These contemplated exten- 
sjons would require additional capital, and after consideration 
the directors thought that rather than issue debentures . at 
present, as intimated m the report, it would be better to offer 
preference shares of £1 each, bearing interest at 6 per cent. 
per annum. Financial arrangements had already been made 
to the extent of £9,000, and it was hoped shareholders and 
their friends would subscribe the remaining £3,000 to make up 
the total of £12,000, the approximate cost of the proposed 
extension, the sanction of the осш having been received 
for the issue of additional capital to this extent. 

Mr. NAPIER eaid in comparing the revenue of the present 
quarter with that of the corresponding quarter of last year, 
it would be seen that there was a 20 per cent. increase. 

Mr. FRANK CHRISTY reviewed the progress of the company, 
and referred to the negotiations for the contemplated exten- 
sion. With regard to the South Liberty Colliery, he felt they 
had made an agreement which was equitable to both sides, 
and they were daily expecting the confirmation of the neces 
sary Order from the Board of Trade for the work to be begun. 
It was anticipated that if no delays occurred this service would 
be installed early in the autumn. | 


Windsor Electrical Installation Со., Ltd. 


Sır W. SHIPLEY presided recently at the annual meeting. 
After referring to the death of Mr. Riley, who had been a 
director for nearly twenty years, he said that the war had, 
of course, adversely affected the financial position of the com- 
any, both in regard to receipts and working expenses. In 

"indsor they had suffered more severely than many towns 
owing to the Government lighting restrictions and the earlier 
closing of licensed houses, and by the Court not taking up 
its residence there as usual. Up to the war they had about 
3.000 additional 8-c.p. lamps either connected or waiting— 
which was a record for recent years—and the total connec- 
tions for the remainder of the year were about 900 lamps. 
Their revenue did not show an appreciable decline: while 
there had been a large increase in cheap power units sold, 
the revenue from the more profitable units had considerably 
declined. Receipts from the sale of current showed a good 
increase for the first half-year, but that was more than wipe 
out by decreases in the latter half, notwithstanding the 
benefit derived from the occupation of houses by the military 
authorities. The higher working costs were largely due to 
increaeed cost of fuel. Wages were higher, as nearly the 
whole of the station staff had joined some branch of the 
military service, and their places had been filled by others 
at wages ruling considerably higher than at the outbreak of 
war. They might have to consider the advisability of slightly 
increasing the price of current. In recommending a reduced 
dividend they had done what many companies had been com- 
pelled to do, but taking all the facts into consideration the 
result might be regarded as satisfactory. Their financial posi- 
tion was quite sound, and the increased business that they 
were now getting would show in the accounts directly the 
Government lighting restriction was removed, eo that they 
had cause to be hopeful that the improvement in the results 
would be resumed. | 

Mr. H. L. Prior seconded, and the report was adopted, 


Musselburgh and District Electric Light and 
Traction Co., Ltd. 


THe profit for the year 1914 was £7,547, and after deducting 
therefrom debenture interest, amount set aside for redemp- 
tion of debentures, allowance to dependents of employés on 
active service, and depreciation on furniture, fittings, plant 
and tools, there remains a balance of £2,447, plus £257 brouchi 
forward. There is to be put to reserve and renewals account 
—tramways £2,000, and lighting £500, leaving £204 to carry 
forward. 

Tramway Undertaking.—There is an increase of £673 in the 
profit as contpared with 1913, but the traffic receipts since the 
declaration of war were seriously affected, particularly during 
the holiday season. The motor omnibuses purchased in 19%. 
the value of which stood at £2,008, have been scrapped. a 
the cost charged to tramways reserve and renewals account, 
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‘Bat the amount whieh the directors recommend should be 
transferred to this account practicelly eounterbalances the 
umount taken out. 


1918. 1914. 

Total revenue .. „ш.  . ce „b. 0616, 16,004 
Traffic revenue. "S one vss ‚16,116 16,381 
Passengers carried 285 - К „440,770 2,507,681 
Car miles гип ... zi "T isi ees .. $11,302 400,322 
Average receipts per car mile... ^ ... 9.404. 9.824. 
Average receipts per passenger Wie 4 з 1580. 1.574. 
Cost of energy рег car mile ... ess a ar 1.99d. 2.01d. 

. Percentage of operating costs to traffic revenue ... 67.03 63 34 
Percentage of operating costs to total revenue ... 66. 62,50 


Lighting Undertaking.—There is а decrease of £180 in the 
profit as compared with 1913. The receipts showed an increase 
of £235, but there was an increase in the expenditure of £425, 
principally under the heading of repairs and maintenance. 
The directors, however, are satisfied that this expenditure has 
been justified by the state of the plant generally at the present 
time, and they are advised that there should be a decrease 
under this heading during the current year. During 1914, 
Dr. Loewenfeld resigned his seat on the board, and the 
vacancy was filled by the appointment of Mr. R. Watson, who 
for some time past has been the commercial manager of the 
company at Musselburgh, and formerly secretary of the com- 
pany. TE 


The annual шып WAS held on April 15th at 3, Laurence 
Pountney Hill, E.C., Mr. L. B. SCHLESINGER in the chair. The 
Chairman said that the tramway portion of the undertaking 
continued to show progress, but had it not been for the war 
that progress would have been much more marked. The 
traffic receipts from January lst to the beginning of August 
showed an increase of nearly £700 over those for the corres- 
ponding period of 1913, but from the date war was declared 
there was a decrease in the receipte, and at the end of the 
year the actual increase had fallen to £250. Owing to the 
war the daily average receipts showed a decrease. Had times 
been normal there was every reason to believe that the increase 
of £700 at the beginning of August would have been increased 
to certainly over £1,000 by the close of the year. The receipts 
this year up to date showed a decrease of £700 compared with 


the corresponding period of 1914. That decrease was due not . 


only to the effects of the war, but also to a strike of the com- 
ponve employés, which, he was glad to say, was now ended. 

ith regard to the electric lighting undertaking, it was satis- 
factory to note the increased revenue. Part of that increase 
was due to a temporary supply to some stores in Musselburgh 
owing to the breakdown of their plant. The supply was, 
however, still being given, and was likely to be taken for 
some weeks yet. There had also been a satisfactory increase 
in consumers for both lighting and power. Notwithstanding 
the increased revenue there was a decrease in the net profit 
of £180, due principally to expenditure on repairs and main- 
tenance subsequent to the appointment of the new engineer. 
The board were advised that there should be a decrease under 
this heading during the current year unless something unfore- 
seen happened. If the lighting undertaking did as well during 
the current year he thought they would have reason to be 
satisfied, eri to the increased price which they were now 
having to pay tor coal, oil, and materials of every description. 
They had a contract with the Musselburgh Town Council for 
street lighting, but the lighting had been considerably reduced 
in accordance with instructions received from the military 
authorities, and the questicn of a rebate to be allowed to the 
Council in regard to the reduced consumption was now being 
discussed. Proceeding to deal with the accounts, the Chair- 
man pointed out that in the balance sheet the cost of the omni- 
buses which were purchased in 1905 had been written off the 
reserve and renewals account. Those buses, he said. when 
originally purchased were not of the high standard of effici- 
ency reached to-day. They were absolutely out of date and 
practically worthless, and it was better to get them out of the 
accounts. They were, however, recommending the addition of 
£2,000 to the reserve and renewals account to replace that 
item. The lighting reserve and renewals account had been 
charged with the cost of installing a new traction battery, 
which was giving satisfactory results and which would mean 
a considerable saving to the company. The debenture capital 
outstanding was now £87,500 against £83,900, £700 having 
been redeemed during the vear. The directors had made 
allowances to dependents of the company’s employés on active 
service. К 

Мт. W. В. Cowntr seconded the motion, and the report was 
adopted. 


Richardsons. Westgarth & Co., Ltd.—The report 
for 1914 states that the accounts, after providing £19,015 for 
maintaining buildings and fixed and loose plant, show a profit of 
£66.170. ТЬе results are very satisfactory, considering the diff- 
culties encountered, and the fact that no assistance has been 
obtained from Government work during the period. The contracts 
booked before the war for delivery in 1915 ате on the moderate 
basis of profit then prevailing, and most of them have bad to be 
suspended owing to the cessation of mercantile work in the ship- 
yards. This will result in accumulated interest charges, while the 
contracts during ultimate completion will have to bear increased 
working charges, as well as the war bonus of 4s. per week on 
wages, thus rendering the present position one of considerable 
unoerteinty, 


- Direct United States Cable Co., Ltd.—The-directors’ 
report for the year ended March 81st, 1915, states that the reserve 
fuad account shows a balance of £476,996, as compared with 
£451,491, an increase of £25,496. This is due to the cost. of cable 
repairs having been exceptionally small during the past year, and 
while -tbe directors are pleased to report that the cables are now 
in geod working order, they believe, in view of past experience, it 
is in the -best interests of the company to continue the polioy of 
building up the reserve fund to such a figure as чі! provide for 
any contingency. Three quarteriy interim: dividends of 2s, eash 
per share (less inoome-tax), amountiag-to £33,643, have been 
declared and рай during the year, and a final dividend of Эв. per 


. share (less. tax) is now proposed, making a total distribution of 


4 per cent. for the year. e 
Annual meeting : April 37th.. 


Calcutta Tramways Co., Ltd.—The report for-1914 
states that the revenue, inctuding interest on investments and 
deposits, amounts to £109,035, plus £8,405 brought forward. A 
final dividend of 63. 6d. per share, making 9} per cent. for the year, 
is recommended, transferring to reserve for depreciation, &o, 
£15,000; to staff provident fund, £1,258; and carrying forward 
27.566. In view of the exceptional: taxation rendered necessary 
by the war, income-tax will in fature be deducted from: all 
dividends paid. =. * ar í 


Potteries Electric Traction Co., Ltd.—For 1914 the 
revenue amounted to £129,855. The traffic receipts at £115,082 
show an increase of £5,157. After deducting all expenses charge- 
able to revenue, including £11,303 for debenture and other intereat, 
there remains £36,824, as compared with £38,528. The directors 
recommend placing to reserve account 36.500, to renewals acoount 
210, 000, a dividend at the rate of 24 per cent. per annum on the 
ordinary shares, carrying forward £1,699, 


_ Anglo-American Telegraph Co., Ltd. — Interim 
dividends forthe quarter ended Marca 31st, 1915, 158. per cent, on the 
ordinary stock and £1 104, per cent, on the preferred stock, less 
inoome-tax at 23. Id. in the £, payable on May Ist. 


Montreal Light, Heat and. Power Co., Ltd.—The 
directors have declared a dividend of 21 per cent., being at the rate 
of 10 per cent. per annum, for the quarter ending April 80th. 


Kaministiquia Power Co., Ltd.—The directors: have 
declared a dividend of 1j per eent., or at the rate of 6 per cent. per 
annum, on the Common stock, for the quarter ending April 80th, 


t 04 


. STOCKS AND SHARES. 
: 2 TuesDay EvENING. 

Taken as а whole, the main feature of Stock Exchange 
markets during the past week has been one of steady improve- 
ment and better prices. To this it cannot be said that the 
news from the various fronts has contributed in any. great 
measure. Mystery overhangs the various operations, and the . 
man in the street chafes against the absence of information 
as much as he ie annoyed, rather than perturbed, by the 
various rumours afſoat. | mE 
Important relief to the financial situation has been afforded 
by further sensational rises in American Railroad shares. At 
first blush, there may seem to be no connection between these 
and such securities as electrical supply shares, for instance. 
Briefly put, however, the position is that the rises jn Ameri- 
cans have led to large sales of the shares by English holders, 
who have received the money and want to invest it in 
domestic issues. At the same time, the exchange between the 
two countries is assisted by the share-purchases of the United 
States, which help to offset the supplies ordered in this country 
from Brother Jonathan in connection with the war. This 
latter consideration, affecting, as it does, the rate of exchange, 
is of value to all those who have commercial transactions with 
the States. The recovery in the price of copper has stimulated 
husiness in copper shares; and the rubber market, after a 
shght set-back, has made another forward movement on & 
small quotable scale, but accompanied by a substantial amount 
of support. ser = | 

Mexican matters, too, are much less gloomy than they were 
—at least so far as the financial aspect of them is concerned. 
Lay readers of the news may be inclined to wonder where the 
beneficial change in the situation has occurred; but, whatever 
its cause, the fact remains that practically all securities con- 
nected with Mexico have advanced during the past few days. 
Mexico Tramways bonds of both classes are 5 points higher, 
and the Firsts are 10 up since the suggestion was thrown 
out herg to the 5 that this particular security offered 
tempting scope for his peculiar talent. Mexican Light and 
Power Common are firmer at 203, the preferred at 42, and the 
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bonds stand about 40 and 29 for Firsts and Seconds respec- 
tively. 

Canadian Industriala also are having their turn of better 
markets. Large orders for British munitions of war have been 
placed with some of the Canadian undertakings; and Stock 
Exchange expectation, at any rate, looks hopefully for a wide 
distribution of the orders already secured and to come. (Inci- 
dentally, it may be interpolated that the Edison & Swan Co. 
is said to be making & new kind of small projectile for use by 
the British Army.) Canadian General Electric Common 
shares have strengthened to 91, a gain of several points on 
the week, and the 7 per cent. preferred rose to 107. A little 
business is being done in British Columbia Electric Railway 
issues. | 

With Mexican and Canadian affairs shaping more cheerily, 
it is meet that the Brazilian companies should be advanc- 
ing in public favour. The dramatic rises which have occurred 
in Brazil Tractions since Easter were not repeated; but the 
market is a hard one, and as there were a great many selling 
orders at 60, the mere touching of this price enabled a 
good number of them to be executed, leaving the way clear for 
further advance when the buyers return to the attack. May- 
be it is not altogether outside the scope of our province to add 
that the market for nitrate shares has develope more strength 
than it has exhibited since the war started, this in its turn 
producing improvements in Chilean Government and commer- 
cial bonds and shares. | Mr 

The Home Railway market declines to be left behind in 
the quiet confidence which is acting as a stimulus to securities, 
investment and speculative alike. Some there are who regard 
the Government's concession to the railways as likely to turn 
gut of no great value, but that the investing public as a whole 
do not share this pessimisin is shown by the way in which 
prices of Home Railway stocks are quietly mounting. In this 
. advance Metropolitans have shared to the extent of a point, 
and Districts are 1 better; though, on the other hand, there 
are no changes worth mentioning in Central London or Under- 
ground Electric Railways descriptions. 

The Telegraph market is good all round. Indo-Europeans 
went up 4 points to 55. The sellers who had been worrying 
the market for some little time, pressing shares with a persist- 
ence worthy of a better cause, succeeded in getting rid of 
them; and as soon as these orders were finished, a sharp 
rebound took place. The Company's repetition of its previous 
dividend—making £3 5s. for the year—aided the rally. ‘Great 
Northern Telegraphs are £1 higher at 30, and the company 
has achieved the noteworthy performance of being able to 
increase its dividend from 20 to 22 per cent. Anglo-American 
Telegraph preferred and deferred are both substantially better, 
declaration of the usual quarterly dividends on.the first-named 
and of lós. on the ordinary stock having brought in further 
buyers. Eastern Telegraph rose a point. Western shares 
went up s., and an improvement of ls. or so in West India 
and Panama advanced the price of the shares to 26s. 3d. 
Globe preference hardened to 191, so that the yield on these 
shares is now reduced below 5 per cent. It is not a little sur- 
prising that, in the midst of a European war, securities such 
us those afforded by the telegraph industry should be main- 
tained at prices that yield on the pre-ordinary classes some- 
thing under 5 per cent. in the case of a good many. 

County of London preference again rose 4, while City pre- 
ference fell 4 to 121, and Metropolitan debenture executed one 
of its five-point movements, this time in a retrograde direc- 
tion, the price falling to 75. The Manufacturing group is a 
little easier, the principal feature being weakness in Edison 
and Swan ehares. The fully-paid are 78 6d. lower at 358., and 
the partly-paid fell a florin to 12s. 6d. British Westinghouse 
preference are also a trifle down. 

Babcock & Wilcox show reduced profits, which have led to 
the dividend being lowered to 14 per cent., against 16 per 
cent. в year ago. The price of the shares at 52s. shows com- 
paratively little change, and the report will re-assure holders 
of Babcock shares that they need have no fear as to the round- 
ness of their investment. The Vickers report is also out, and 
the price of the shares hardened a trifle to 37s. 3d. Armstrongs 
are expected to declare their dividend any day now; some 
expect 123 per cent., the same as a year ago; others think the 
company will increase the distribution to 15 per cent. 

Rubber shares have benefited from the expectation that 
there will be an early rise—to 28. 6d. at least—in the price of 
the product; while the December reports now making their 
appearance show that some of the companies, at any rate, 

ave a good chance of lowering their costs,to the neighbour- 
hood of 8d. per lb. The economist will doubtless point to the 
Improbability of an article capable of being placed on the 
market at 8d. a lb. selling, under normal conditions, at any- 
thing like three and a half times that figure: so that those whe 
look ahead have some reason for their faith that rubber will 
come down eventually. To the strength of the copper market 
reference has been made already, and most of the leading 
copper shares have responded to the week's advance in the 
price of the metal. 

Regret and sorrow have been expressed in the Stock Ex- 
change at the sad death of Baron Reuter. Many House firms 
used to subscribe to a epecial service of the Agency, and men 
with the latest Reuter were always centres of much atten- 
tion in exciting times. The price of Reuter's £10 ordinary 


ehares is nominally about 9, but they seldom change hands 
Dowadays. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Howz ELECTRICITY Companies. 


Dividend, April 20, Rise or fall Yield 
1914. · 1916. this week. p.c. 


Brompton Ordinary oe ee ев 10 = £6 1 8 
do. 7 percent. Pref, .. ss 7 91 — 410 4 
Charing Cross Ordinary re #4 5 4 — 5 11 1 
do. йо, do. 43 Pref. Р 4 4 — 9 1 

do. do. City Pret. i - 4 4 — 512 6 

do. 4 b, ee ее ee в 4 90 — 4 9 0 
Chelses . ^ 5 48 — 6 8 1 
0. 4$ е ee 44 99 - 4 17 10 

City of London ee ee oe 9 144 — 6 4 2 
do. do. 6 per cent. Pref, 6 124 — 1i 418 0 

до, do. 6 b. 0 ee 6 112 : — 4 9 8 

do. do. 4$ Deb. . 4 |. 98 — 4 11 10 
County of London = T s | 116 xd — 6 8 1 
do. do. брег oent. Pre. 6 111 + 6 46 

do, do, 188 Deb. ee ee d 100 = 4 10 0 

до. do. And Deb. es 9] тн» 4 19 9 
Kensington Ordinary .. .. .. 9 1 — 68 7 
London Hlectrio .. аз э 4 12 — 618 0 
do. do. 6 pe cent. Pref. 6 b — 6 00 

do. do. 4 b. ec oe е 4 87 — 4 13 0 
Metropolitan ә е ee ee ee 8 — 5 16 8 
do. Ber cent. Pref, sa 4 == 5 13 6 

do. eb. ee ee ee 94 — 4 18 9 

do. Deb. ee ee 15 —6 4 13 4 

Bt. James' and Pall Ма! ее СЕЈ 10 8 — 6 5 0 
do. do. do, 7 per сев «Pref. 7 6 — 5 9 10 

do. do. do. 84 b. oe еә 8) B0 - — 4 7 6 
South London ee ee ве ee 5 8 — 6 18 4 
South Metropolitan Pref. .. .. 7 1 — 6 4 5 
Westminster Ordinary... .. „ 9 7 — соо 
до. 4$ Pret. ee eo ae 44 — 4 13 4 


TRLEGRAPHS AND TELEPHONES, ` 
Anglo Am; Tel, poer = vs ә 106 


o. А 
Ohile Telephone. 


о 
ae 
ею 


2 
iz: 


ee 


+ 6 18 0 
+1 610 4 
8 E — 609 
Quba Bub, Ord. ee ee 64 * — 6 5 9 
do. Pref. .. w^ Uy. . 10 15 — 618 4 
Eastern Extension ae „ „ S 18 — 5 18 
do. 4 Deb. ee ee 4 93 = 4 7 0 
Байет Tel ом: И ix» A E^ 41 : M : 
0. Pre e ee ee ee -— 
do. 48 ee ee ee 4 98 -— 4 1 0 
Globe Tel, and T. Ord. .. А 6 113 = 564 4 
до. Pret. .. T є% 6 191 +2 6 17 8 
Gt. Northern Tel, s x .. 99 80 41 768 
Indo-Buropean ee ee eo ee 65/. 65 +4 6 0 0 
Marconi ..  .. . 90 14 — 1018 4 
New York Tel. 9. 43 994 +2 410 8 
Oriental Telephone Ord. sé „10 9 — 600 
T 1 i Deb Pret. ее ee A ex? — Ё l 1 
е Ф ур? е ee ee ee ae € 
United R. Plate Tel... 8 64 — 6 8 0 
do. e в еә ry) 5 6 — 5 0 0 
West India and Рап, .. .. 1 x + ў 6 0 0 
Western Telegraph .. .. . 1 18 + 5 2 8 
do. 4 Deb. ee ve 4 95 — 4 6 0 
Home Rass, 
Central London, Ord. Assented .. 4 17 — 6 4 0 
Metropolitan eo ee ee ее 1 904 Е + 1 4 9 0 
U dergron а e байыў 1 Nn 1 = Nil 
nde n ectric oe — 
0. do. “ А " ee ee Nil — Nil 
Fonzien Trams, 40, 
Anglo-A e. Trams, First Pref. ae — 6 9 6 
do. and Pref, .. Vs — 7 2 0 
do. 4 Deb. oe ee 4 884 — 4 4 16 9 
do. 43 Deb. ee ee 44 90 — b 0 0 
do. 5 Deb. - = 6 89 — 5 12 4 
Beasil Tractions .. ve - oe 6 59 — 10 8 4 
Bombay Electric Pref, .. is . 6 10 — 5 16 10 
do. [] oe ee 4 91 > — 4 19 0 
Mexico Trams... s an Ni B0 — N il 
do. 5 per cent. Bonds Nil Eb 46 Nu 
do, 6 per cent. Bonds Nil 85 +5 Nil 
Adelaide Sup. 6 per cent. Pref. — 6 ' bł — 6 14 
do. 6 Deb. ee ee ee 6 108 — 4 17 1 
: MANUFACTURING COMPANIRS. 
Babcock & Wilcox € 23 oe 14 62/- — 578 
Brush Westinghouse Pref, .. į. | 113 — yx 715 0 
do. 4 Deb... ee ee ee 4 72 еә 5 11 1 
d . 6 p lien oe . 6 99 — 6 1 8 
Callenders .. Р ie n 15 19 — 8 6 8 
о 5 Pref.. "T b ag — 62 1 
do. 4 Deb. ee 45 98 тт 4 13 4 
Castner-Kellner .. э» T — 16 — ‚414 1 
Edison & Swan, £8 pd. .. ey oe Nil 13 — 9J. Nil 
do, do, fully paid Nil 1 — Nil 
do. do. 4 Deb. "о и 4 68 = 6 ? 0 
Electrio Construction .. B 18/6 — 75 6 
do. do. Pref, 7 1 — 7 0 6 
Gen. Elec. Pret. ee ee eo 6 10 -— 6 0 0 
Henleys А 20 M — 618 0 
do. 4% Pref... $ 44 4 — 412 4 
do. 4 Deb. eo 44 97 — 4 12 9 
India-Rubber ©, 6 9i — 5.9 7 
Telegraph Con. es 20 87 — & 8 6 


Shropshire, Worcestershire and Staffordshire 
Electric Power Co. — At an extraordinary general meeting to 
be held on May 3rd. resolutions are to be submitted for the following 
purposes, says the Financial Times :— 


(1) Dividing each of the existing £5 shares {nto shares of £1 each, so that 
the sha-e capital will consist of 900 000 ordinary shares of £1 each. of which 
300 000 shares have been issued and fully-paid up: (2) converting 150.00) 
uníssued ordinary shares of £1 each into 150,000 preference shares of £1 each, 
entit'ed to a cumulative dividend cf 6 per oent, and to priority for capital 
without further participation : and (3) authorising the borrowing on mortgage 
of an amount not exceeding £100,000, | 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING MARCH, 1915. 
THe returns of electrical export and import business for March eeotions in particular show considerable increases, the lamp sections 


e 


show & eatisfactory state of affairs from the British manufacturers’ remaining practically stationary, and carbon exports showing & 
point of view. decline. 

Thns the exports for the month reached a total value of Machinery and lamp imports showed а considerable falling off, 
£391.850, as compared with £256,519 in the previous month, and while cable and telegraphic imports were higher. І uports of 
£364.562 in January. electrical material from the U aited States have been steadily falling 

The imports of electrical material, on the other’ hand, have off since January, and only reached £129,381 in value in the 
gradually fallen off since January, the March total being £203 759, month under review. Dutch imports—principaily lamps remained 


as against £217,500 in the previous month. The re- ex ports dropped at a high level, and French, Italian, and particularly Swiss: 
from 222.216 in February to only £8,297 in the month under review. importe, increased considerably in valae in Maroh. 

As regards exports from this country, the improvement in value . The most prominent purchasers of electrical material from this 
seems to have been general, but the telegraphic and machinery country were J арап, India, New South Wales and France, 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


675 
| am eee eee | 
Total, & |21 986 119.290 23. 893.10,608 | 892 14.914 [97,562 23.247ʃ22,056 Em 784 126,147/100,471/391,850 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
Russia, Norway, Sweden and Denmark... | 133 „ p 281 11 2,089 wee 18.458 546 | 1,021 |1,934 2,458 | 16,881 


;| Sea 3825 g 5 ae Fa NU a 
ЖАКЕН g4 , 5| e6 J 4 Я 
W country consigning 7 3 ЕЕЕ pit 2 5 222 ak f: ga $95 $3 2 235 8 2 5 * 
DIN £42 485 288 Ба Бач 8 2 23 FEE FE ге E 93 2 © 
з а $22 $38 о Sg" Б 2 ae 55 8 ki 5 2748 328 E 
© Сү BEE ote S ЫБ 3 Я H Б B E 235 88 2 
A E E i * — Ы а ES E. E 
E £ & & £ & & | & £ & | £ £ 
Russia, oS Norway and Denmark . . | 1,196 | 3,625 47| 153 | 285 | 1362 | 4,445 22 191 32 РА 3,636 | 15,645 
Netherlands, Java and Dutch Indies ese 486 | 2,381 883 11 12 28 224 1000 468 « 153 345 4,791 
Belgium Н T" iss ae one 20 р ӨР ёк заб ж see iis ue s M бы 20 
France ... * eee ove eee ое | 1,817 800 | 1,863] 175 36 2t | 1,668 | 1,066 846 69 | 9 629/17.298 | 34,691 
Portugal » 203 1,260 71} 105 651 | 537 M os ..| 181] 1,721 | 4,740 
Spain, Canary Isles and Spanish N Afrios.. E 187 176 269 1. 576 28 18 дед 4| 425 1,694 
Switzerland, Italy and Austria-Hungary ... | 1.182 12 $i 32 | 2,278 833 48 18 ea l4 uu 9.172 
Greece, Roumania, Turkey and Bulgaria ... | 4,!12 961 27.1. se - MS d 15 | see | oe [00:175 | 14,855 
Channel Isles, Gibraltar, Maltaand Cyprus... 137 119 661] 146 Я 199 193 T bi 26 en 88 | 1,513 
U.S.A., Philippines an? Cuba oes abe 892 59 87| .3 124 | 1,002 — 18 , 210 2,983 
Canada and Newfoundland .. - Боб 16 | 697} 1,399 166 | 1,910 160 958 i à 35 | 6.606 
British West Indies and British Guiana 19 eee 256 91 | sss | 745 oe 343 : 541| 1297 | 3,292 
Mexico and Central America eee - 44 19 105 SINT 27 30 13 77/21,000 | 21,394 
Chile ... - - - ove о 329 | 1,154 N 85731 4 e 500 1: 30 Pike 32 | 2,417 
Brazil. es © e S. 142 605 1,1680 447] 10 163 1.166 38) 116 „„ uu et 
Peru and Uruguay +e 885 bes зә one 400! ш 40 | *.:. * 37 us. сё .. | 5,005 | 5.488 
Argentina - oes 229 | 2.754 472} 251 | ... | 906 | 4,333 | 7,003) 904 1,84: 37 | 18,733 
Colombia, Venezuela, Ecuador ‘and Bolivia... 11 65 B WEST ur] x Ж AP "ou Tu o 589 | 1,399 
Egypt, Tunis and Morocco ... vee ove 387 539 97 6l | ... | 197 | 1.2986 9| 133 | ‚б 196| 748 | 3,663 
British West Africa ... "ut ec 73 | 3,631 2 61 | sa. 140 c 15] 178 | ES 161| 489 | 6,626 
Rhodesia, O.R.C. and Transvaal... өөө 2la | 1,005 | 279] 552 115 52 6299 63 hae 6- 2,963 
Cape of Good Hope ... - - - 292 654 837| 313 86 281 |2 25 4,668) 380 | 33 851 3.997 13.931 
Natal ... 468 | 3,367 244| 320 86 28 |2009 | 141 78 70 54 55 | 6920 
Zanzibar, Brit. E. Africa, Mauritius & Aden 133 30 40 95 19 4 a nS T EN 7 953 589 
Azores, Madeira and Portuguese Africa `... 85 | 81 | 105 67 49 | 873 | iss 515 50 100 1,928 
French African Colonies and Madagascar... e 4 | e T т | 31 | - 6d oe 31 
| | | 
Pereia ... ove T T ace 412 577 1.8255 55 | see 111,526 | 189 17 | TT 74 20 | 13615 
China and Siam ө» - - oe 961 | 1,338 | 2,253) 136 | ... 349 | 916 | 37| 486 14 | 1,256] 528 | 8,404 
Japan and Kore cse ove 532 2430 94 ... | 423 [10,072 95| 616 | 26 27,129,419 | 41,547 
India Q | 8,606 | 6,792 | 4,64+| 2,2250 | 65 | 2.553 13.369 | 2,743| 2,261 | 206 | 2,40;| 59 | 40,960 
Ceylon ... 198 69 ЭИ ... | 22 587 64| 1,066 | 36 | s 557 | 2,810 
Straits Settlements, Fed. Malay States and | | | | | 
Sarawak... эк. ага 983 | 199 941| 132] .. 570 | 4.094 | 51 386 67 l| 544 | 7,982 
Ban Bie ais “tc? o code o RE dd 534 i53 au | . |1101 10] 12 69| ssf . | 2,649 
West Australia ә si т di es | BOT | 9399 190 | e. | 1,085 | 1,822 14 | 401 | 8 173 | 4,491 
South Australia 905 аьа Че Нр 168 | 430 | 614 56 11 553 | 2.652 | 105 31 N 831! 383 | 5.864 
Victoria s enc зе . 886 | 6.154 1,077 712 | 12 | 1,083 | 9,564 947 | 1,009 | 71 | 835| 183 | 22533 
New South Wales. se шш э „| 318 | $467 | 1,082| 873 | 68 | 1,162 10237 029 | 9,967 | 23 1,084] 465 | 38.383 
Queensland ese s.. oes ees 146 443 88 145 | s. | 94 | 1,031 | 299 45 те 230] 239 | 2,960 
Tasmania пр age EE. NE gd 112 quy Mc 721 
New Zealand and Fiji Islands - 550 757 1 3.104 | 646 | 459 | 807| 1.066 | 10,121 


| 
1977 878 | 
eem 


Germany eve eee - eee - 500 - eee eee eee - eve ave - - 
Holland... eee ace T ecc өөө 265 — — 1; 394 525 lsi 478 | ... TDS | сэг 23 13,438 
Belgium eve eee eee sso eee [III eee eee eee eee eee eee eee eee 

France ... - vee vee - - 220 320 | 630 335 | 138 205 548 60 4 906 ,803 258 9 423. 
Switzerland  ... . -— - өө» 943 270 81 347 | 266 | 1,560 19,014 4 e. [1.306 eos 23 787 
Italy ... -— eee - T eve 80 | 8,664 |... eec 98 sen 116 | ... ove 114 eee 9,072 
Austria-Hungary... - vee - ae ve sss AN ove 805 - one - "ө 


United States eee vee .. | 6,098 | 2,977 |1 030 | 1,048 1.313 208 32,259 |73, 598 6.831 1,929 2 090 129.381 


Total, £ | 7,739 112.231 |1,972 [13,135 4.429 | 1.973 160,873 |74,204 113,511 17,086 4,829 201,982 


Additional R glow lamps, £16 ; carbone, £851 ; Canada, glow lampe, £20; arc lamps, £253 ; meters, £50; 
goods, £40 ; machinery, £517. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


Various countries, mainly as above... 1,795 62 | dis sa | 905 | 873 | 1,878 | see | 60 | 232 2,882 | 8,297 
TOTAL Exports: £391,850 TOTAL RE-ExPORTS : £8,297 TOTAL IMPORTS : £203,759 


NoTE.— The amounts appearing under the several headings are classified according to the Customs returns, The first and 
third column contains many amounts relating to "goods" otherwise unclassified, the latter, doubtlees, consisting of similar 
materials to those appearing in adjacent columns. Imports are | credited to the country whence consigned, which is not necessarily 
the country of origin. 
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REVIEWS. 


American Electrectuns’ Handbook: a Reference Book for 
Practical klectrical Workers. Compiled by TERRELL 
CROFT. London: Hill Publishing Co. Price 12s. 6d. net. 


The handtook now before vs is of what is known as 
pocket size, though few will be fcund to carry such bcoks 
with them ав a habit. It can be put into the pocket when 
it is desired to take the book on toa job, and we suppose 
that must be tbe meaning of tbe expression. 

It consists of six sectione, running into 709 pages, of 
which 19 double-column pages are devoted to the index. 
This is а good feature, as a complete index is one of the 
most important parts of a.work of reference, such as this 
book announces iteelf to be. There are 792 illustrations. 

The first section deals with fundamentals, and it is pos- 
sible that this part of the book is unnecessarily elaborate. 
Our readers will acquit us of any tendency to belittle Ие 
importance of theoretical knowledge to the practical elec- 
trical worker for whom the book is designed, but the 
exposition of scmewhat strained hydraulic analogies is of 
very little value. The inclusion of 86 pages on the properties 
and splicing of conductors under “ fundamentals” is surely an 
example of extreme latitude as to the meaning of the word. 

Some of the definitions given in this section of the bock 
do not fit in with what, in our time, was generally taught in 
English technical colleges. One example will suffice. Re- 
sistivity is the resistance of a centimetre cube of a metal, 
and is the same as specific resistance. Mr. Croft says that 
the resistance of a circular mil-foot is often called the resist- 
ivity. We do not think it advisable that authors should 
give meanings of their own to words already in use, although 
Humpty Dumpty did so in Alite in Wonderland.“ 

The spelling of “coulomb ” as columb " throughout is 
probably due to the author's patriotism. 

The second section deals with generators and motors, and 
will be of considerable use to practical men engaged in the 
installation or repair of this cluss of machinery. 

The third section discusses outside distribution, and the 
fourth, interior wirirg. Ав in most American booke, con- 
siderable space is devcted to overhead construction and pole 
lines, and many useful tables, illustrations and details are 
given of the apparatus and accessories required in this work. 
Underground mains also receive a fair share of attention, 
and it will be found that all the more generally used systems 
are discussed. In the interior wiring section we are given 
а liat of the standard symbols adoptd by the National Con- 
tractors’ Association and the American Institute of Archi- 
tects. These seem very useful, and are calculated to save time 
and to render diagrams and plans more easily understood. 
We think some »uch system of conventional signs might well 
be adopted in this country. 

We do not find any consideration of the earthing of 
metal conduit. It would be well if, in a future editicn, 
instructions were given as to how to make the conduit 
electrically continuous, and how to earth it, with reasons 
why, in certain cass, this course is advisable. The sugges- 
tion as to an emergency or burglar circuit on page 518 is 
interesting, being seldom if ever met with here. 

Referer ce is made on page 537 to bell-ringing trans- 
formers, aud the author says: A bellringing transformer 
meter, а роса ore, will last for ever." We are not quite 
sure wbat is meant by this. So far as we know there is 
only one alternating-current meter which combines a trans- 
former for bells with its normal functions. This is of a 
Continental type, and when introduced into Great Britain 
did not seem to fill any felt want. Further, it is scarcely 
in the bands of the consumer or his contractor to choose 
what meter shall be put in. That is the business of the 
supply authority. 

Transformers are dealt with in Sec. 5, and persons 
dealing with such apparatus will find much assistance 
from it. We may remark, in passing, that in fig. 48, page 
631, а sash-pot is shown. This should presumably be dash- 
pot. As in the earlier section on outside distribution, much 
attention is given to overhead work and the fixing of trans- 
formers on poles. 

The sixth and last section deals with illumination, but tells 
us nothing new. We are rather glad to see that the system 


of indirect lighting is not laboured so much as bas been the 
tendency in recent years. A little diffusion is very pleasant, 
but too much of it is very trying. 

The compilation of such a handbook is a matter of con- 
siderable labour, and, on the whole, the author has performed 
it well. . 
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American Handbook for Electrical Engineers. By HanRoLp 
PENDER, Editor-in-Chief. London: Chapman & Hal, 
Ltd. Price 21s. net. 


A handbook is presumably a cross between a pocket-book 
and an encyclopedia. At any rate, such is the impression 
one naturally receives at a first glance through the 
present work. It contains more than 2.000 pages of 
closely-printed matter, and, as a reference book for prac- 
tising engineers and students of engineering. exceeds, with 
regard to quantity of material, anytbing we have hitherto 
come across. Its editor-in-chief is Professor of Electrical 
Engineering at the University of Pennsylvania, and he has 
had associated with him 26 assistant and associate editors, 
all experts in the various branches of which they treat. 
Nor does the bork confine itself to electrical engineering 
only, for it includes a great mass of data on those 
mechanical and civil details which are in any way related to 
the electrical, and with which up-to-date electrical engineers 
would be expected to keep in touch. 

The work, in addition to being remarkable for the great 
quantity of matter it contains, has several novel features 
incorporated with it. As the book is primarily intended for 
the practising engineer, all theoretical discussions have been 
segregated into separate articles, and only sufficient theory 
is given in subjects dealing with practical matters to render 
the context plain. Numerous mathematical tebles and 
relations are given, among which may be mentioned articles 
on logarithms, trigonometric functions, hyperbolic functions, 
exponential functions, derivatives, integrals, indeterminate 
forms and equations. The matter is arranged in ercyclo- 
I dic farhion; that is, the articles are taken in alphabetical 
order, an arrar gement which appears to us eminently reason- 
able in consideration of the vast quantity of data presented. 
One plan of treatment has been followed wherever po:sible, 
the method especially applyirg to articles dealing with 


. apparatus and machinery, as follows :— (2) General descrip- 


tion and definitions; (b) brief statement of application; 
(c) principle of operation; (d) design; (e) testing; (/) 
performance; (g) specifications; (Л) installation; (7) 
operation; (у) dimensions, weights and costs; (д) biblio- 
graphy. 

Cost data have received much attention, and tbe editor 
very justly points out in this connection that students and 
recent technical graduates are sadly lacking in even the 
roughest idea ‘cf the price of spparatas and structures; 
it is chu fly to supply a rough idea of such costs that tke 
cost curves and figures are given wherever possible. For 
it is the hope of those who have compiled the volume that 
teachers in technical schools may find many of the articles 
suitable as bases for courses of lectures. We are inclined 
to think that this desire has been successfully achieved, 
more especially in the electrical than in the mechanical and 
civil departments, and that teachers will find the book of 
great help in preparing lessons which will contain the gist 
of the matter under consideration uninvolved by cloving 
masses of by-products. The bibliography at the end of 
each article is also very use ful, but it is only intended to 
direct the reader to more extended information in treatises 
and current periodicals and does not make any pretence to 
completeness. 

The preparation of the volume has occupied approximately 
three years, and none of the plates were cast until the 
summer of 1914. Before casting, all the galleys were 
revised, and in some instances large sections of the articles 
were re-written. 

Such a work, involving as it does a tremendous 
amount of labour and care, it were almost invidious to 
criticise. The perfect condensing down of subjects inter- 
connected like those of engineering, so that nothing 
essential is omitted and nothing superfluous admitted, is a 
task at which the superman might very reasonably quail. 
And it is going far to say that this condensing down has 
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been generally done, in the present case, with method and 
acumen. 

The brevities of the pocket-book and the verbosities of 
the text-book have both been evaded, and the result is some- 
thing that has real and lasting value. Perhaps under the 
title of Electron Theory a little more might have 
been given, as this particular subject appears to 
us, especially in view of its comparative newness 
and its undoubted importance for the future, to 
have been unduly condensed. Likewise, u:der the 
headings Steam and Thermodynamics, a little fuller explana- 
tion might have been supplied regarding entropy and its 
applications and the entropy chart in general, and perhaps 
a few typical problems might have heen briefly worked out. 
But these are details which detract little from the value of 
the work as a whole. The handbook is well worth its price, 
though the purchaser, of couree, bas to remember that it 
is written from the American point of view and agreeable 
to &he practice of that country.—W. J. C. 


Laberatory Course in Electrochemistry. By OLIVER P. 
Watts. 1914. London: Hill Publishing Co. Price 


48. 2d. net. 


This small volume of practical methods of ele ctrochemis- 
try forms a very u:eful addition to the ever-increasing bulk 
of this branch of Science. It is intended for students who 
have access to an up-to-date laboratory equipment, and for 
use as a supplement to explanatory text-books. The author 
opens with a short preface, in which he states that the 
manual has been designed primarily for his classes in 
the University of Wisconsin, but he hopes that it will 
also be of use elsewhere. The introduction contains a short 
account of the necessary laboratory equipment, based on the 
apparatus at the disposal of the author. This description, 
although interesting, is too brief to be of great utility. 
Many useful hints are contained in this section of 
ihe book, but its undoubted value is impaired by lack of 
detail. The author then continues with the usual stock 
instructions to students, wbich are admittedly beneficial 
when carried out. 

The experimental part of the book is introduced after this 
point. This section constitutes the chief feature of the 
manual, and contains 133 selected experiments. Each one 
is clearly and simply described, but no explanation of the 
expected result is given, although apposite questions are 
asked to test the student's comprehension of his subject. 
It is clear, therefore, that this manual is intended chiefly 
for students working under tuition, its main object being to 
induce a careful analysis of the resulte. 

The first experiments illustrate the phenomena accom- 
panying the electrolysis of aqueous solutions, which natur- 
ally include the resistivity of electrolytes and errors due to 
polarisation. Faraday's law is cleariy elucidated, and is 
followed by a demonstration of the use of coulombmeters. 

The next pages are dev ted to the measurement of elec- 


tromotive force, and in this section the author describes а. 


very simple und cheap form of potentiometer, which is well 
worth copyiag. Experiments illustrating: the phenomena 
of over-voltage and passivity are included here. 


The corrosion of metals is next dealt with, prec»ding а | 


description of the separation of metals from alloys and com- 
plex s lutions. There is also a very brief account of 
electrochemical methods of analysis, but this is intentionally 
incomplete. 

A considerable section of the bock is devoted to e'ectro- 
plating, and the electro^eposition of pure metals and alloys. 
There are also numerous recipes for the colouring of metals. 
These are without doubt of great interest, but scarcely come 
within the scope of a manual devoted to electrochemistry. 

The concluding experiments describe the preparation of a 
few inorganic compounds. The book closes with an appendix 
of tables and an index. The experiments are copiously 
illastrated with diagrams and curves. The treatment is 
simple but clear throughout, and the book undoubtedly 
forms a very usefal addition to our electrochemical literature, 
and may be гес mmended with confidence to all students 
desiring a general knowledge of practical electrochemistry. 


MAIN-LINE SIGNALLING ON RAILWAYS. 
By W. C. ACFIELD. 


(Abstract of paper read before the INSTITUTION OF ELECTBICAL 
ENGINEERS at Birmingham, March 3lst, 1915.) 


(Concluded from page 567.) 

Semi-automatic signalling. —This term denotes a manual 
eystem of control in combination with an automatic signalling 
system, by which signale placed beyond the limite of ordinary 
working are controlled partly from a signal-box and partl 
by track-circuited lines. It is ueed for splitting up long bloc 
sections, the control from the signal-box enabling the cus- 
tomary normal danger system to be maintained on steam- 
operated railways. The portion of the line between the etart- 
ing or advance signals of the rear and the home signal of the 
advance sections is divided up, and the semi-automatic stop 
and distant signals are placed in the most suitable positions to 
suit the gradients. There are two ways of dealing with the 
problem, viz. :— 

(a) By making the semi-automatic signal act as an advance 
signal to the rear section, in which case ordinary block work- 
ing 1s maintained. . 

(b) By making the semi-automatic signal act as an outer 
home signal to the advance section (see fig.4), in which case 
the ordinary block system between the rear and advance 
signal-boxes is dispensed with and the traffic is worked by bell 
code-signals. 

The latter system has certain advantages over the former, 
inasmuch as a train entering the semi-automatic area 1s more 
under control of the advance signalman, because, in the case 
of a train over-running signals, the advance signalman has 
the opportunity of stopping the train by placing detonators on 
the line in cases of emergency. Moreover, a bell code is more 
convenient than a block system. In either system the tr 
circuits are divided up, and in order to comply with the 
standard clearance regulation the usual overlap of a quarter 
of a mile is provided to all signals in the semi-automatic area, 
the signals being replaced to danger upon the train leaving 
a track-circuited section. ү 

It is not advisable to work semi-automatic signale a lóng 
distance from signal-boxes on account of the difficulty in 
regulating wires affected by temperature variations; the signals 
are therefore worked by motors, controlled by switches on the 
levers in the signal-boxes. | 

Fig. 5 shows the form of track indicators for semi-automatic 
signalling, as used on the Midland Railway. In semi-auto- 
matic signals such as those described, a difficulty must arise 
in foggy weather in getting fog-men to the distant signals, 
and in order to safeguard against euch conditions instructions 
are issued that semi-automatic signals must not be relied upon, 
but means are not generally used to enforce the instructions. 
The case can, however, be met, with small extra expense, by 
providing what is termed & fog lever in the signal-box in 
advance, which upon being pulled over links up the various 
track-circuited sections as one long section and renders it com- 
pulsory for the signalman to lower the semi-automatic signals 
before the starting signal in the rear can be lowered for a 
train to leave that section. 

The term semi-automatic is also applied to signals of auto- 
matic-signalling installations where there are crossover roads 
or connections with sidings worked manually or by power 
from a signal-box; but so long as the points are not used the 
signals continue to be operated by the passing of trains over 
the track-circuited lines. 

This arrangement is very flexible in working and can be 
adapted to manual interlocking frames of the ordinary pattern, 
the points being operated by rodding as usual and the signale 
electrically, the signal lever when reversed closing a contact 
in the signal circuit. The signal circuits are so arranged that 
when it is unnecessary to operate the points, the signal levers 
may be and are generally left in the reverse position; the 
signal control is then governed solely by the track-circuited 
lines to- which the signals apply and becomes entirely: auto- 
matic, thus enabling block or lock-and-block instruments to 
be dispensed with. This has the merit of enabling existing 
signal-boxes and locking frames to be retained, where neces- 
sity arises, when installing automatic signalling on steam or 
electrified lines, and very considerably reduces the cost of 
installation, as against ''serapping'' existing locking frames 
and providing power frames working points. It thus places 
the reconstruction of signalling systems within reasonable 
reach of railway companies at a comparatively lower cost. 

Automatic signalling.—The object to be attained by the use 
of automatic signals, unlike that of manual block signals, is 
to compel a signal being put to danger behind each train on a 
double line of railway, and cause it to remain in that position 
until the train has gone a certain distance beyond that signal. 
In the case of single lines the same object is attained, with the 
addition that at all times a signal governing movements in 
the direction opposite to that in which the train is moving 
must be displayed in the danger position some dietance ahead 
of the train. 

Automatic signalling is an admirable substitute for the 
block systern. the signal movements being governed by electric 
or pneumatic agency, controlled by the passage of a train 
into, through, and out of the block section to which the 
signals apply; this is effected by the action of the train alone 
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operating the track-circuited sections of the lines controlling 
such eignals, the ideal arrangement of automatic signals being 
such as to secure the maximum capacity for train movements 
over a given length of line, bearing in mind the effect of 
gradients and curves on the traffic. Two systems of auto- 
matic signalling are used, viz.:— 

(a) Normally danger. 

(b) Normally clear. 


The normally danger system, in which the signal etands 
onena at danger except when trains are required to pass 
along the line, agrees with the normal position of a mechanical 
or manual system, and complies with the standard practice 
of the block regulations as laid down for traffic working. 
After being placed to danger by the train entering the section, 
the signals remain in that position until they require lowering 
for the following train, this being done by the approaching 
train lowering the signals if the section ahead is not occupied 
for traffic in the same direction. This system necessitates 
greater complications in the electrical connections, as the 
track circuits have to be so arranged as to lower the signals in 
addition to replacing them to danger. 

In normally clear systems the entering of a train into the 
track-circuited section places the signal in the rear to danger, 
and the clearing of the block section, by the passage of the 
rear wheels of the train out of it, resets that signal to the 


Track circuit 
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Fic. 4.—SEMr-AUTOMATIC. SIGNALLING. 


clear position, ready for a following train in the same direction 
to approach. Those in favour of this system contend that the 
ele*rical connections are fewer and more simple, and from a 
maintenance point of view less costly. There is much to be 
said in favour of the normally clear system, because, after all, 
automatic signals differ considerably from mechanical or 
manual systeins, as they simply indicate to drivers that the 
section or sections ahead are clear and are an indication of 
the condition of the line ahead. 


In all automatic-signalling installations there is the risk of | 


trains being unduly delayed at signals in the event of failure 


of the apparatus, in which case the signal would remain at 


danger. То provide against such a contingency it is cus- 
tomary to allow drivers to pass the signal in the danger 
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There аге many advantages in power-working as against 
other methods, as several sets of points can, if necessary, һе 
operated by one lever, and more than one signal can be 
operated per lever by the aid of a selector arrangement, so 
that on the whole the total number of working levers can be 
very materially reduced. | 

There is a further advantage attained in relation to facing 
points, as the Board of Trade requirements in regard to the 
maximum distance for working the same by power have been 
relaxed, this distance being extended to 300 yards from the 
eignal-box, This concession alone is most helpful in the laying 
out and' planning of works, and thue recommends itself to 
railway engineers. 

The essential features of a power system are that the opera- 
tion of all points and signals, etc., must be ensured, and that 
ihe possibility of any movement not being completed must be 
guarded against. 

In power systems the locking in one direction must be 
counter-locked in the other direction. For instance, the fact 
of releasing a bolt lock on a ground frame does not prevent 
the lever effecting the release being replaced ; and therefore the 
lever in the ground frame thus released and working the points 
must in a like manner operate a back-lock on the lever in the 
signal-box. Detection of signals and points ie, however, easier 
and more elastic than in manual systems on account of the 
absence of the regulation of wire connections, and lends iteelf 
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Fig. 5.—Track CIRCUIT INDICATOR. 


to overcome many difficulties experienced in the manual 
system. 

A large number of signal-boxes have been installed in Eng- 
land, and the largest installation 1s stated to be that at the 
Glasgow Central Station of the Caledonian Railway. It con- 
sists of 338 working levers controlling 112 points and 245 
signals, and has proved its value. ‘he levers in the locking 
frame, after being moved sufficiently far to operate the points, 
cannot be moved completely over, owing to a stop termed a 
" check lock," which 1s electrically removed when the points 
have gone properly over, after which the lever is free to be 
moved over completely. The mechanical locking of the tappet 
{уре then allows the necessary eignal levers to be pulled over. 
If for some reason due to the points not working properly, ihe 
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position after coming to a stand and waiting a prescribed time, 
as laid down in the rules and regulations of working. After 
starting again the driver is allowed to proceed cautiously, 
being prepared to stop at or before reaching the next signal. 
If the next signal is at clear he may proceed at regular speed 
until reaching the next signal at danger. 

Fig. 6 shows an arrangement of automatic signals for one 
road on a double line of railway. Single lines of railway can 
be worked by means of automatic signalling instead of by 
train staff or tablet systeins, but up to the present the author 
is not aware that such an arrangement is in use in this 
country. | f 

Overlaps.—These consist of an extension of a track circuit 
from 100 to 410 yards ahead of a signal, such track circuit and 
its extension, when occupied, securing the signal in the rear 
at danger. 

Overlaps are used to guarantee that a space is provided 
between one train, standing at or passing a signal, and an- 
other train in the rear—instead of relying on the thickness of 
a signal post to give protection—and comply with the regula- 
tion that a second train must not be allowed to approach the 
rear signal until the preceding train has passed at least a 
quarter of a mile bevond the governing signal. Thus the 
track circuit between two signals extends ahead of the signal, 
from 100 yards to 440 yards, the length being regulated to 
suit the gradients, speeds. and curves of the railways, whether 
steam or electrified working 1s in operation. 

Power signalling.—This is a means of operating an inter- 
locking system of points and signals by some form of power 
other than manual, in which levers for moving points or 
signals bv levers, rods, and wires, are supplanted by levers or 
slides which close or open valves or electric circuits. The 
levers or slides are sinall and are placed close together, so that 
the length of locking frames and signal-boxes is at once 
reduced, and they can be placed in confined places, without 
disturbing the lay-out of the roads in large stations or yards. 
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point lever cannot be moved right over, the signals for the 
particular route cannot be lowered. А somewhat similar 
arrangement is provided on the points, and compels the signal 
being properly placed to danger before the signal lever can 
be restored completely to its normal position. Ihe signalman 
is thus advised of any failure due to the signal not going ts 
danger, and locks up the apparatus eo that further movements 
are impossible. 

The mechanism for operating the points is placed outside 
the 4-ft. way, and-consists of an escapement bell crank, the 
plain end being connected to the stretcher rod of the points. 
and the escapement end operated by means of a slide with а 
projection or roller connected to the piston rod. Air is 
admitted to the cylinder at one or the other end and gives 
the necessary movement to the slide operating the bell crank. 
which 25 also connected to the locking bar. The total move- 
ment of the slide produces three distinct movementa of the 
mechanism: first, the locking bar is lifted; secondly, the 
points are moved ; and thirdly, the locking bar is lowered. ]t 
therefore follows that if any wheels are on the locking bar 
the points cannot be moved. 

Electrical detectors are connected to the tongues of the 
points, thus ensuring that the points are completely set in 
one direction or the other, and they indicate to the signalman 
that the points are properly over, by the clearing of the step 
on the previously mentioned lever in the signal-box. Tbe 
operation of signals is somewhat on the same lines, air being 
admitted into one end of the working cylinder by means «f 
pin valves operated by electro-magnets. 

In electro-pneumatic installations where the lines are track- 
circuited, illuminated diagrams are installed instead of the 
signal-box diagrams usually provided. The roads, points, and 
signals are exhibited on glass which is opaque all over except 
the roads. Electric lamps аге placed behind the roads in the 
diagram, and are partitioned off in lengths to correspond with: 
the track-circuited sections, and are so controlled by the track- 
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circuit relays as to be always alight, except when the circuit is 
opened owing to the presence of a train in the eection. When 
the lights go out the signalman is advised, by the darkened 
portion of the roads, that the section is occupied. By this 
. means the signalmen in the signal-boxes from which the 
points (or signals in some cases) cannot be seen, are able to 
perform their duties, and are yet able to cope with the traffic 
although the latter is practically hidden from view. It also 


enables the signals and points to be manipulated with remark- 


able rapidity. . 

All- electric systems.—In view of the perfected electric motors 
now in use, and the fact that only one kind of power 15 
desirable, this system recommends itself to the signalling 
world generally. The point mechanism in all cases is 
operated by motors, and the signals by motore 1n some types 
and solenoids in others; but the general tendency is. to use 
inotors for all purposes. | 

There has been a great deal of discussion as to the use of 
*' check-lock-return-indication " versus constant-detection. 
The check-lock, as previously described, prevents the signal- 
man pulling the lever in the signal-box completely over, or 
restoring the same until the return-indication has.removed the 
lock on the lever, whereas in constant-detection the lever can 
be pulled completely over without having to wait for the 
return-indication. This alone must expedite the signalman's 
movements and enable the work to be done with greater 
rapidity. The constant-detection breaks down all signal 
circuits from the moment the lever in the signal-box is moved 
from one position to the other until the points have been 
properly operated, and should any points be moved or inter- 
fered with by accident or design, the signal circuits affected 
by the position of the points cause the signals to go to danger, 
if off, or to be held at danger as the case may be. 5 

А great advantage of the constant-detection principle, 
although the system is perhaps more costly in installation, is 
that it enables a failure of detectors to be easily located, and 
thus eaves much running about on the_part of the signal 
fitters and consequent loss of time. From experience of 
others it may be contended that this method is preferable, as 
most troubles can be located in the lever frame 1n the signal- 
box instead of havjng to be sought for on the ground. This 
perhaps will appeal generally as one of the vital points of 
power signalling. as electricity is doubtless the coming motive 
power for operating pointe and signals. a 

All-electric system with dynamic  indication.—This inter- 
locking system is & somewhat novel departure from other 
systems of power-worked installations as regards the means of 
detecting in the locking frame the normal and reversed posi- 
tions of the points, in order to make certain that the move- 


ment of the points corresponds with the position of the lever 


in the signal-box. >` 

The stroke of the lever is divided into two movements. The 
first movement locks all conflicting levers and operates the 
point mechanism; but in the second and final movement the 
stroke of the lever can only be completed when the point 
mechanism has done ite work in operating the points. This 
final movement can be made after, and only after, the dynamic 
indication has been received certifying that the operated 
function haa assumed a position corresponding with that of 
the lever in the signal-box. 

When the points are to be operated the first movement of 
the stroke of the lever in the eignal-box permits current to 
flow to the motor, thereby causing the mechanism to move 
the points to the opposite position and lock them in that 
position. When this movement has been completed, the circuit 
through the switch motor is automatically changed, the motor 
being disconnected from the battery and connected in a closed 
circuit including the indication magnet. At the same time 
the armature terminals are reversed for indication purposes, 
this leaving the motor connections in the proper position for 
the next operation. The motor now becomes a dynamo, and 
with the momentum acquired during the operation of the 
point movement generates a momentary current which 
energises the indication magnet, this permitting the final 
movement of the lever in the signal-box to be completed, 
releasing such levers hitherto locked. 'The movement of the 
points can be reversed at any portion of the travel by the 
operator at will, and the lever movement completed upon the 
points assuming a position corresponding with that of the 
lever, irrespective of the direction of the first movement 
made by the lever. | 

The complete point operation, and the final movement of 
the lever, can be accomplished in from 2 to 21 seconds, the 
indication being practically instantaneous with the completion 
of the point oneration. N 

The indication that the points have moved correctly is given 
by a current generated bv the momentum of the motor, and 
can therefore be obtained onlv after the actual operation of 
the point mechanism. no additional power being required for 
the indication that the points are properly set to allow of the 
required signals being lowered to give permission for a train 
to proeeed. | 


DISCUSSION. 


Mr. А. Horst (President of the Institution of Signal Engi- 
neers), in opening the discussion, explained a fundamental 
difficulty of desiening signal apparatus which was due to the 
necessitv of making it comnlv with conflicting conditions. 
When high and low speed traffic passed over the eame rails, 


- 


the signalling must be suited to the requiremente of the high- 
speed traffic, and this was not always the most suitable for 
low-speed traffic. Ideally, two distinct systems of signalling 
were required to suit the two cases, but this was not practical, 
and in consequence the design of signal systems resolved itself 
into finding the best compromise. With regard to electrical 
apparatus, the engineer must not think that because his 
apparatus worked well in the laboratory it would also work 
well on the road, because disturbing factors were often found 
in practice which were not suspected until failure was 
experienced under actual working conditions. As.an instanco 
of this kind of thing, he mentioned that if the engineer in 
repairing а line put in а new length of rail, the electric 
signalling apparatus ceased to operate until the ekin of the 
ral had been removed. mE | 

Mr. А. F. BouND mentioned that in all-electric signalling 
one unit of energy would operate from 500 to 600 signals. 

Dr. Kapp demonstrated a model of the Railophone method of 
signalling and explained the operation of the Kapp-Kramer 
relay. 

Mr. T. S. LascELLES (communicated) said that enthusiasts 
for power signalling schemes fell into the error of suppoeing 
that men could be reduced to a ише quantity and the 
speed of working vastly increased. e electro-mechanical sys- 
tem now being extensively adopted in the U.S.A. enable many 
of the advantages of power signalling to be obtained without 
the troubles of maintenance and operation that were liable to 
attach to power-worked points. | 

Mr. W. J. THoRRowcGooD (communicated) stated that the 
advantages of track circuits were obvious, and no doubt 
extensive use would be made of them in future. The weak 
spot was the fact that there were a number of vehicles fitted 
with Mansell wheels (i.6., wooden block wheels). Such 
wheels failed to operate the track circuit apparatus. The 
diffculty could be overcome by bonding the hub to the rim. 
The use of sand by drivers should be discouraged, as the 
accumulation of sand on the rail was likely to introduce con- 
siderable resistance between the rail and rim of the wheel 
and thus cause even a heavy engine to fail to operate a track 
circuit. 

Mr. A. E. TATTERSALL (communicated) stated that in his 
opinion the alternating-current system would eventually sup- 
plant the direct-current in track circuiting in this country, 
especially in large installations, for the following reasons: 
(1) It afforded an economical system of power transmission, 
and the main could be utilised for other purposes than sig- 
nalling, such as power and lighting; (2) the question of track 
insulation did not enter to nearly such a large extent as in 
direct-current systems; (3) extraneous currents could be fully 
guarded against by using suitable frequency relays or employ- 
ing some form of apparatus embodying the principle of 
resonance. 

Mr. WHysaLL (communicated), in referring to the author's 
statement as to the debatability of & signalman being able to 
attend to more roads under power systems than under manual 
signals, referred to the fact that during the rush hours on the 
District Railway 98 trains per hour were passed through Earl's 
Court Station. There were four roads through this etation. 
All these trains were signalled by one man operating a power 
frame. А signalman doing the same work wjth a manual 
frame would be exhausted towards the end of shift. 


TRADE STATISTICS OF SIAM. 


1912-13. 1913-14 Inc. or dec. 
Ticals. Ticals Ticals. 

Parts of lamps.— 

From Singapore 3,000 17.000 + 14,000 
„ Hong Kong .. Sits — 6.000 + 6.000 
„ United Kingdom . 32.000 22.000 — 10.000 
„ Germany . xs 18.000 21.000 + 3.000 
„ United States 7,000 5.000 — 2,000 
„ Other countries 13,000 14,000 + 1,000 

Total - e 78,000 | 85,000 + 12,000 

Lamps.— 

From Singapore 13,000 58.000 + 45,000 
» Hong Kong .. — 33,000 + 33.000 
„ United Kingdom 46.000 600 + 20.000 
„ Germany  .. T 67,000 50.00 — 17,000 
„ United States 2.000 3.000 ‘+ 1.000 
„ Japan .. 114,000 93,000 — 21,000 
„ Other countries 15.000 7,000 — 8,000 

Total. 257,000 310,000 + 53,000 
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1912-13. 1918-14, 
Ticals Ticals. 

Electrical goods and apparatus.— 

From United Kingdom 136,000 297,000 
» Germany  .. 412,000 575,000 
„ United States 37,000 155,000 
„ Singapore 2,000 24,000 
„ Sweden 6,000 2,000 
„ Italy 14,000 12,000 
„ Austria — 5,000 
„ Holland 2,000 1,000 
„ France 2,000 25, 000 
„ Japan 8,000 1,000 
» Other countries 4,000 27,000 

Total 618,000 1,124,000 

Scientific instruments and apparatus.— 

From United Kingdom 36,000 
» Germany ; Not 92,000 
„ Austria shown 11,000 
„ Other countries separately 39,000 

Total "E T — 178,000 

Manufactures of brass.— 

From Hong Kong on 10,000 469,000 
„ United Kingdom 76,000 58,000 
„ China Ses . 9317000 102,000 
» Germany  .. yes 44,000 176,000 
, Japan .. TUN 26,000 12,000 
i Other countries... 16,000 51,000 

Total 5 .. 489,000 768, 000 

Manufactures of copper.— 

From Hong Kong .. Dos 4,000 2,000 
„ United Kingdom ds 41,000 22,000 
„ China i 74,000 — 
„ Other countries 10,000 34,000 

Total 199,000 58,000 


Steam machinery other than milling 


From United Kingdom 877,000 
» Germany  .. 90,000 
„ United States — 

„ Other countries 26,000 
Total 993,000 

Machinery other than steam.— 

From United Kingdom 217,000 
» Germany M 60,000 
„ United States 46.000 
„ France е 6,000 
„ Other countries уз 66,000 

Total "T p 395,000 


Rail locomotives.— 


From United Kingdom . | 
» Germany bi 


Prime movers other than road | 
locos., marine, milling and | 
agricultural machinery. — 


From United Kingdom 
„ United States 
„ (Germany 
„ Other countries 


cluding detached parts, and 
not including textile or sew- 
ing machines.— 

From United Kingdom 
» Germany Т 
„ United States 
„ Other countries 


See above for old classification. 


Total 
Machinery unenumerated, in- 
j 


Total ТЕ -- g 
Machine belting.— 


From United Kingdom  ... 33,000 
„ Germany . „ 2000 
„ Other countries 3,000 

Total 58,000 

Iron and steel wire manufactures.— 

From United Kingdom 47.000 
„ Germany : 83,000 
» Belgium 108.00) 
» Other countries 20,000 

Total 258,000 


Inc. or dec. 
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and marine.— 
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147,000 


881,000 
121.000 
56,000 
33,000 


1,094,000 


59.000 
33,000 


H 


95,000 


49.000 
23 000 
17.000 
12,000 


101,000 


See below for new classification. 
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1912-19. 1913-14 Inc. or dec. 
Ticals. Ticals Ticals. 

Railway material.— 

From United Kingdom 848,000 336,000 — 512,000 
„ German 669,000 302,000 — ‚000 
„ Belgium "n xu 88,000 76,000 — 12,000 
„ United States 1.000 617,000 + 616,000 
„ Other countries 9,000 44,000 + 35.000 

Total 1.615, 000“ 1,375,000 — 90,000 


Included cars or trucks for railways or tramways. 


Cars or trucks for railways or tramways.— 
From Germany 


shown 14,000 
separately. 6,000 


107,000 
about 13 ticals. 


» Germany l 
„ Other countries 


„ United Kingdom under 44,000 = 
„ United States railway 8,000 — 
„ Other countries material. 3,000 — 
Total n ix — 220,000 — 
Caoutchouc manufactures, other than tires.— 
From Singapore 46,000 — 
„ United Kingdom Not 41,000 — 


Total "d Те — 
NoTE: £l = 


TRAIN DISPATCHING BY WIRELESS. 


IN a paper on '' Train Dispatching by Wireless," read at the 
New York Railroad Club, on February 19th, by Mr, L. B. 
Foley, superintendent of telegraph, telephone and wireless, 
Lackawanna Railroad, New York, the following statements 
were nade :— | 

‘The wireless apparatus aboard the train is of one kilowatt 
rating, and similar in principle and operation to that at the 
fixed stations. Ihe motor-generator on the train is operated on 
thirty volts direct current from the car-lighting generator, 
which ‘carries on its line a set of storage cells. is motor- 
generator draws about forty amperes, and provides 50U-cycle 
alternating current at 250 volts for the radio transmitter, in- 
cluding a ten- unit quenching gap, three glaes-jar condensers 
of .002 microfarad each, and the usual radio frequency trane- 
formers. Ihe antenna current is ubout thirty-five amperes. 

"We can communicate from a moving train to a fixed station 
a distance of 130 miles. Owing to the low antenna of the 
passenger cars, we have not as yet been able to transmit a 
greater distance from the train, but are able to receive mes- 
sages on the train from a fixed station at a distance of 200 
miles. On the train the aerial or antenna is formed of phos- 
phor-bronze wire arranged in four rectangles, one on the roof 
of each of the four forward cars length wise, with an additional 
wire lengthwise, and all parallel with the top of the car, each 
rectangle being carried on porcelain insulators at the corners 
and centre of each car, with wire link connections between the 
cars. The wires clear the top of the cars about eighteen inches, 
being low on account of bridges and overhead interferences ; 
therefore the radiating power is lunited. The lead із taken 
from the middle of the train antenna through the inside of 
the car, neur the roof, into a conipartment two by four feet, 
Which contains the wireless telegraph apparatus and the 
ope rator. 

The required IS was obtained from the train-lighting 
systein, and alter the first trip on Lhe train 16 was found that 
the operation of the train installation did not in any way inter- 
fere with the track signals. The speed of the train, or its 
change of direction while en route, does not have any effect 
on the transmiesion or reception of signals, and communication 
to and from the train is not retarded while the train is passing 
through tunnels. 

‘The train radio service has been used for various purposes. 
such as reporting the number of passengers on board destined 
to connecting lines, for providing additional cars, or cutting 
out cars at divisional points, or ordering an ambulance at next 
train stop for persons taken ill on the train. Commercial 
telegrams for passengers are handled. In one instance a tele- 
gram was filed by a passenger on the train for a resident in 
the city of Scranton, the message transmitted to destination, 
delivered, and the reply received by the sender in twenty 
minutes. 

The wireless telegraph can be depended on between fixed 
stations, and between moving trains and fixed stations. There 
are many uses for the wireless telegraph in railroad train 
operation. It enables the dispatcher to communicate direct 
with the train, and train orders can be tranemitted as accu- 
rately and reliably as by telegraph or telephone. The wireleae. 
together with a selective device, cun also be used for setting 
signals at distant points. 

The wireless telegraph serves as an auxiliary method cof 
communication, in addition to the telegraph and telephone, in 
the event of interruption to wire facilities, and hae alrendy 
proved its practicability and efficiency under such conditions, 
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not only between fixed stations, but also between a moving 
train and fixed stations, and the results obtained by the 
Lackawanna during the past year have been valuable in many 
ways. It is the company’s intention to extend the service over 
the entire system. | 

“ We have not found it necessary to go outside of our own 
organisation to obtain operators that can handle wireless 
equipment and wireless messages. Our wireless office at each 
divisional point is located within a few feet of the dispatcher's 
office; and i in the event of total wire failures on any part of 
the road, the wireless is immediately resorted to, operators at 
divisional headquarters being instructed. to listen for a period 
of five minutes, and if no one is calling, then to call the 
nearest wireless station for a period of five minutes. This 
results in the various statione getting into communication with 
each other in a very few moments. We no longer fear sleet 
storms, which are becoming more frequent, and which anni- 
hilate pole lines of the strongest construction. 

The fact that we are obliged to carry a telegraph operator 
on each train equipped with wireless telegraphy, or employ a 
trainman that is a telegrapher, led us to take up the develop- 
ment of the wireless telephone. We have obtained some 
favourable results, having talked from a fixed station to a 
moving train a distance of fifty-three miles. Telegraph and 
Telephone Age. 

[The Lackawanna installations were described in our issue 
of March 20+Ь, 1914.—Eps. Exec. Rev.] ` 


EUROPEAN MARKETS FOR ELECTRICAL 
SUPPLIES. 


Тнв following are extracts from certain reports which have 
recently been collected by the American Government from 
Consular Officers in various centres for the benefit of the 
electrical manufacturing firms in the United States. The main 


portions of these reports have not been published, but are 


being reserved for inspection by American firme. 

GREECE (SALONICA).—Recent political changes which 
have brought Macedonia under the control of a people imbued 
with progressive ideas constitute a factor favourable to the 
extension of trade in modern technical appliances of all kinds. 
Salonica, the commercial centre of Macedonia, is the only city 
in the Province which at present has an electrical plant. Cur- 
rent is generated by three crude oil engine sets, which have a 
current-producing capacity of 2,400 н.р. Ж 

A Belgian company operates the local power plant, as well 
as the tramway and municipal lighting systems. (The cars 
used on the tramway were built by a well-known American 
concern.) In the past nearly all of the company’s electrical 
supplies have been imported from Belgium. As the trade of 
that country is now paralysed, it would seem an opportune 
time for manufacturers to place themselves in commu- 
nication with this firm. In Salonica electricity is. used 
less than other agents for illuminating purposes, candles, 
petroleum, and gas predominating. There can be noticed, 
however, a steady increase in the employment of modern 
methods of hghting; shops, cafés, hotels, and some of the 
newer residences have electrical installations, and a slight 
gain is evident in the use of electric bells and private tele- 
phones. Salonica has no public telephone service; it is thought 
that if euch service is installed it will probably be undertaken 
either by the Government or under strict Government super- 
vision. The European war has brought all local construction 
work to a standstill, and until more normal conditions prevail 
there will be little opportunity for large sales of electrical 
materials in this district. This state of affairs, however, should 
not deter manufacturers from taking an immediate interest 
in this market and from bringing their products to the 
attention of the prospective buyers. Entering into considera- 
tion are telephones and all construction materials, wire and 
cable, arc lighte, electric lamps, ceiling, wall, and stand fix- 
tures of inexpensive material, wiring supplies, bell systems, 
annunciators, and novelties, constructed for a minimum of 
220 volte, direct current. Local dealers in electrical materials 
have imported in the past from Germany, Belgium, and 
Austria-Hungary, but are willing to purchase from America 
provided the terms offered are as favourable as thoee of Euro- 
pean manufacturers. No special electrical apparatus is in 
demand here, but some dealers have expressed a desire to 
place upon this market a line of electrical novelties, such as 
curling irons, toasters, hot plates, and sadirons, all of which 
are not well introduced as vet. A concession has been granted 
recently to a group of English capitalists to construct an 
electric plant capable of developing 60,000 candle-power at 
Cavalla, the Macedonian city, ranking next to Salonica in 
importance. The plant is to be owned and operated by the 
company. but the municipality reserves the right to purchase 
the installation at any time after ten years' operation. 

The religious community of Mount Athos, Macedonia, is 
contemplating giving a franchise to & Greek syndicate to install 
an electric light plant at that place. Still another town in 
Macedonia is considering the erection of an electric light and 
power plant. but the plans therefor have not yet matured. 
Hydro-electrie development has not yet been attempted in 
Macedonia. Several spinning and flour milla are operated on 
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а small scale by simple hydraulic power. It hae been estimated 
by engineers that watertulis in Macedonia are capable of pro- 
ducing a total hydraulic force of 20,000 H.P., while only 4,140 
H.P. are now being used. When economic and political condi- 
tions in the country are dennitely adjusted the hydraulic 
energy now going to waste will doubtless be directed into 
commercial channels. Most of the mill-owners are not now 
inclined to install electrical machinery, which, they claim, is 
unnecessary and expenaive. One or two millers, ойс, 


. have expressed the opinion that hydro-electric machinery coul 


be prontably employed. Firms seriously contemplating the 
introduction of electrical goods in this district could not do 
better than send thoroughly competent representatives, who 
speak French, to consider the situation at first-hand. The next 
best method of entering this market is through correspond- 
ence, descriptive literature, etc., in French. Importers prefer 
quotations c.i.f. Salonica. Under normal conditions terms 
would be part-cash with order—sufficient to cover freight and 
expenses—and the balance cash against documents on arrival 
of merchandise. 


SCOTLAND (GLASGOW).—There is at present an unusual 
opportunity for the sale of electrical scientific instruments in 
Glasgow, due to the fact that in the past nearly all such instru- 
ments were imported from the Continent. ‘he same may be 
suid of tungsten filament lamps which, prior to the war, came 
principally from Germany and Austria. The supply of tung- 
sten on hand is said to be all but exhausted. Another product 
that is affected by present conditions, and one. that offers 
American manufacturers an excellent opening, is the arc light 
carbon electrode. Owing to the elimination of Continental 
competition, the local selling price of carbons has risen 176 
per cent. There is only one firm manufacturing carbons in 
this country at present, and the Government has first claim 
on its output.. The carbon that had the largest sale before the 
war was the product of an Austro-German firm. This elec- 
trode was very popular for all purposes, and little other was 
used in this country owing to its low price. American carbons, 
it is said, have not been well regarded here. 
reported to be good and bad in parts, like an im 
80 that the arc lamp burns асои until а bad section of 
the electrode is encountered, when the light epluttere and goes 
out. . A satisfactory carbon at a fair price will always find a 
profitable market here. 


SPAIN (MADRID).—There is in Madrid a etrong demand 
for electrical goods, accessories and supplies of all kinds, and 


They are 
rfect pencil, 


`16 is believed that practically every article in this line can be 


sold here—but not on the terms usually asked by American 
exporters. The Spanish merchant bas been accustomed to at 
least 90 days, and he will not trade on any other basis. For 
example, a Madrid concern recently sent its representative 
to. the American Consulate relative to a transaction in 
electrical supplies that had been started by this office, 
and which involved a fairly large amount. The entire negotia- 
tion fell through becauee of the American exporter's insistence 
for cash against documents. The Madrid merchant stated to 
the Consul that he still had some German stock on hand; 
that he would use it until it was exhausted; and- that he 
would then close his shop until the war was over and Ger- 
many again entered the market. This attitude is general in 
the Madrid district. 


SPAIN (ALMERIA).—A canvass of the leading dealers in 
electric light accessories at Almeria discloses the fact that, 
although general stocks are in no way depleted as yet, such 
articles as bulbs, wires, wall switches, and lamp supports are 
not being supplied with any degree of promptness by Spanish 
dealers or by the foreign firms that heretofore have monopo- 
lised this trade. Almeria is a seaport of 50,000 inhabitants; it 
has good water communication with the other ports of Spain, 
but lacks direct service with the United States and some coun- 
tries of Europe. The local consumption of imported articles, 
excepting certain classes, is insufficient to warrant direct trade 
therein, it being more advantageous for local merchante to 
order foreign-made goods from importers located at Barcelona 
or Madrid, who offer much more attractive terms than 
American exporters, and are in position to quote prices c.i f. 
Almeria. The latter fact is an important consideration with 
the local dealere. In view of the present inability to draw all 
electrica] supplies from the usual sources, it is believed that 
there is now an opportunity here for placing American goods. 
For the reasons already set forth it is thought that the best 
plan to reach this trade might be to designate a general agent 
E 1 or Madrid, whose salesmen could cover this 

rict. 


Metropolitan Association of Electric Tramway 
Managers.—4A meeting of the members of this Acsociatinn was 
held on the 16th inst., at the Municipal and County Club. White. 
ball Court. Whitehall. N.W. when thera were present Menara, 
Ullmann (East Ham). chairman, Fell (L d..) Schofield (L- ytan), 
Moffet (West Ham) Наттее (Ilferd) Stokes (Bexley), M«ckinnon 
(L U.T., and Goodyer (Croydon), hon. secretarv. Letters and 
telegramas of regret at inahilitv ta attend wera received from 
Meesrs, Broce (L G. C. Mnrrav (Walthamatow ), Williama (Eri*h), 
Pott and Hammend (M KT.) Mason (S uth Met.) and Birkett 
(Southend-on-Sea), 
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INDIAN NOTES. 


[FROM our SPECIAL CORRESPONDENT.) 


The War and Electrical Contractors..-Whether due to the 
consequences of the war or other causes cannot be defined, 


but a good few small electrical contracting firms in Bombay 


and Calcutta, and elsewhere through India, have gone bank- 
rupt or disappeared within the last six months. Factors and 
commission agents at home take serious risks іп doing busi- 
ness direct with small firme and bazaar contractors, unless 
their bona-fides are established beyond doubt. Even doing 
such business through banks is not entirely satisfactory, as 
very often consigninents are refused and thrown back on the 
home buyer, who often has to dispose of his goods in India 
at a severe loss rather than have them returned. Now that 
‘German and Austrian goods are no longer procurable, manu- 
facturers at home may expect all sorts of inquiries from 
Indian ‘‘firms’’ of high-sounding name, but before doing 
any serious business it would be well to have payment in 
advance. These remarks apply only to comparatively small 
firms of short standing—there are many old-established firms 
whose integrity is beyond reproach, and whose business has 
‘been built up on a sound basis. 

Metal Lamps.—The very unwise game of ‘‘ beggar my neigh- 
bour” is being played just now by firms from whom one 
would expect better in connection with the sale of metal fila- 
ment lamps Three such firms have offered to deliver on rail 
900 miles from Bombay or Calcutta, 40-watt 220-volt lamps at 
one ru per lamp in quantities above one thousand. In the 
face of increased importing charges one wonders how it can 
be done, and if it pays. 

The Mails.—Mails to India now take, instead of the usual 
14 days to Bombay, about 21 days, or even more. This is not 
to be wondered at, nor do people complain; in fact, consider- 
ing the position in the Suez Canal and round the southern 
coast of England, it is surprising that we get our mails with 
the regularity that we do. A good many home firme make 
a habit of sending duplicate letters by following mails from 
home, which seems to be a sound practice. 

Fewer Catalogues with Fuller Details Recommended.— 
Firms in America are inundating India with business circulars 
and lists, and electrical firms especially are busy in this direc- 
tion. Both English and American firms make the same mis- 
take in common, namely, they do not give sufficient parti- 
culars as to prices, discounts and deliveries. It would save 
money in postage and printing if fewer catalogues and lists 
were sent out giving better selling particulars and lowest rates 
f.o.b. home ports, or c.i.f. India, to a select number of serious 
‘firms, whose names can be found in any universal directory. - 


The Dominions Royal Commission.—The fourth 
interim report of the Royal Commission on the natural resources, 
trade, &o, of the D minions was recently issued; the Commission 
had resched Newfoundland and Eastern Canada when war broke 
out, and the members were recalled, and the Commission desided 
-to suspend its sittings until peace was concluded. The report 
pointe out that British manufacturers make no organised bid for 
the trade of Newfoundland and the Maritime Provinces of Canada, 
which has been largely captured by the United S ates, but could 
probably be recovered. The importance of Newfoundland as a 
cable centre is emphasised, and the report suggests that when 
existing concessions for landing righta come to be renewed or new 
ones are sought, the Colony should consult with the Governments 
of Canada and Australasia, as well as with the Imperial Govern- 
ment, before a decision is reached. А cable and landlines oon- 
necting 55. John's with Canso belong to the Government of 
Newfoundland, and may form part of a future State-controlled 
route between the United Kingdom and Canada. Toe report states 
that the island enj ys excellent facilities for communication by 

-cable at cheap rates with Great Britain and Canada, though there 

are certain anomalies that need rectification. There is also a 
wireless service in operation between the United Kingdom and 
Nawfoundland, and several coastal stations have been erected. 


Liverpool and District Electrical Masters’ Asso- 
-ciation —4A very successful informal evening of this Association 
was held at headquarters on Wednesday, 14th inst. As a good 
number сї the members of the Association are with the Colours 
the attendance was not as heavy as usual, but the occasion gave 
the company an opportunity of expressing their appreciation of 
the patriotiam of the members. The principal toast was Absent 
Members at the War," and it was heartily received. Qaite a 
feature of the evening was a stirring *peech by Sergt. A. B. 
‘Gregson (Lanc. Fortress Royal Engineere) the chairman of the 
Association, 


Zeppelin Raid and Lighting.—As a result of the air- 
ship raid on the N.E. Coast last week, several cities were suddenly 
deprived of electric light for & time, and much inconvenience 
resulted. At Newcastle both electric lighting and tramway 
services were suapend»d ; at York the electric lighting supply was 
cut off for a time, and in Leeds and Hall similar precautions were 
rim but the tramways were apperently not seriously interfered 
with. i 


f 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Compiled expressly for this journal ky Messrs. W. P. THompson & Co, 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpoo! and Bradford. 


л 
5,168. “ Magneto ignition for internal-combustion engines of motor vehicles 


and the like engines." J. W. T. Cabrrr & C. Percy. April 6th. 


5,174. “ Microphone." Е. M. C. Tioxxsrror. April 6th. (Convention date. 
April 9th, 1914, Germany.) (Complete.) 

5,175. '' Magneto ignition for 3 engines of motor vehicles 
and the like engines.“ J. W. T. Caperr & C. Percy. April 6th. 

5.184. Electric-light systems more particularly adapted for vehicles.” 


R. Bosch (firm of). April 6th. (Convention date, June 8th, 1914, Germany.) 
(Complete.) 

5,200. Electro-magnetically- operated devices." Е. T. R. Murray & С. F. 
Sncrrer, April 6th. 

5,201. '' Circuit breakers, current limiters, excessive current indicators, and 
the like for electric circuits," E. T. К. Murray & С. F. Ѕноттвк. April och. 


5,224. '' Electrically-operated reversing-mechanism for planing machines and 
the like." R. McK. ROBERTSON & J. Lennox. April 7th 


5,260. Dynamo-electric machines." Britis THomson-Hovston Co., Lev.. 
N. SucTrTLEwORTH, & С. M. Brown. April 7th. 

5,261. '' Device for testing the actual available working current in electric 
batteries or cells.“ A. A. Lyon. April 7th. 

5.292. Cord grips for . holders or other electrical Gttings 
wherein grip cords are employed." R. WnHEELER. April 8th. 

5.307. Electro-magnetic switches." British Тномзон-Ноовтом Co., Lt». 
(April 8th.) (General Electric Co., United States.) 


5.319. Process of and apparatus for adjusting electricity meters." O. T. 
Bratuy. April 8th. (Convention date, April 9th, 1914, Germany.) (Complete.) 

5,323. '' Miners’ electric safety lamps.” J. С. PATTERSON. April Sth. 

5.342. Receiving arrangement for wireless telegraphy." Ges. rug ЮОвдит- 
LOSE TELEGRAPHIE M.B.H. April 9th. (Convention date, April 9th, 1914, Ger- 
many.) (Complete.) i i 

5,351. “ Electrically-heated hot-air syringe for dental or surgical use. 
J. M. Улсснах. April 9th. (Complete.) 

5.371. “ Manufacture of electrical condensers.” Мавсокг'а WinaLAss Tue- 
СКАРН Co., Lto., & C. MritCHELL. April 9th. 

5,373. '' Method of and means for amplifying electric potential variation. 
Britis THomMson-Hovuston Co., Lro. April 9th. (General Electric Co., Umited 
States.) 

5,385. ''Intercommunication telephone systems." INTERNATIONAL Ec 
Co., Lro., R. G. Ів Noir, & E. Funcius. April 9th. (Complete.) 

5.395. Electric batteries." Н. G. C. Tuorsuen. April 9th. (Complete.) 


5,419. '' Electric lamps and holders for the same." T. Sumu. April 10th. 
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PUBLISHED SPEOIFICATIONS. 


Copies of any of the Specifications in the following list may be ebtaise! 
of Messrs. W. P. Тномрзом & Co., 285, High Holborn, W.C., amd х 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1913. 


29,622. ELECTRICAL RESISTANCES. J. Collinson. December 33rd. (July 27th, 
1914.) 


1914. 

4,017. Evecrric Heaters. J. К. Quain. February 16th. 

4,131. Train ELECTRIC CONTROL Systems. В. Starie. February 17th. 

4,542. ELECTRICALLY-DRIVEN PENDULUM CONTACT-MAKERS AND BREAKERS POR 
THE CONTROL OF CURRENT FOR ELECTKO-MEDICAL PUKPOSAS. E. E. Greville 
February 21st. (Addition to 11,274/13.) . 

4,758. ELrcTRiC Lamp Srado. F. W. Golby (Wizard Electric Lamp Co.). 
February 24th. 

6.424. ELECTRICALLY-OPERATED. STEERING GEAR AND ANALOGOUS APPARATUS. 
W. H. Scott. March 13th. 

7,218. ELECTRICAL. IMPULSE. TRANSMITTERS AND THE LIKB. Betulander Auto- 
matic Telephone Co. & G. H. Bryant. March 21st. 

7311. MEANS FOR SUPPORTING ELECTRIC INCANDESCENT Lamps. G. Weissmann. 
March 23rd. (March 3151, 1913.) 

7,561. SHOCK-ABSORBERS FOR USE witi ELECTRIO Lames. М. Camillerapp. 
March 25th. (April Ist, 1913.) 

7,907. SYSTEM ОР OPERATING ELECTRIC CONTROL MECHANISMS Рой Province 
TELEGRAPHS AND THES LIKE, Western Electric Co. (Western Electric Co.i. 
March 28th. 

7,974, TELEPHONE TRANSMITTERS. С. Н. Pritchard. March Soth. 


8,526. ELECTRICAL INDICATING APPARATUS. Н. M. Harding. April 4th. 


9,065. METHOD AND MEANS FOR PROTECTING APPARATUS ON ALTERNATING-QUR- 
RENT SYSTEMS. A. G. Collis and Crompton & Co. April 9th. 

9,213. ELECTRIC Cooxinc Ovens, I. I. Negus & L. Negus. April 14%. 

10,516. ELECTRIC ЅАҒЕТҮ CONTROL APPARATUS FOR STEAM ENGINES AND OTHER 
PRIME MOVEKS. К, Campbell. April 28th. 

20,132. ELECTRIC Resistance CoNrROLLERS. A. H. Curtis, — Mackley, and 
Igranic Electric Co.. Ltd. September 24th. 

20,308. APPARATUS FoR CONVERTING ELECTRIC Currents. Ester & Co., Ltd., 
and A. P. Strohmenger. September 29th, 

23,495. Erfrcruc RESISTANCE Furnaces. G. Gmiir-Zchnder. December Эга. 


1915. 
767. Door Lock Амо Contact FOR ELECTRIC ELEVATORS. 
Jancary 18th. (January 23rd, 1914.) 
1,376. Егвсткіс Cookino Ovens. I. T. Negus & L. Negus. January th. 
(Divided application on 9,213/14, April 14th.) 
1.869. Vapour ELkcTRiC Devices. S. W. Farnsworth & О. Г. Schuster. 
February 5th. (February 5th, 1914.) 


Н. P. McColl. 
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GERMAN ELECTRICAL CONCESSIONS 
IN RUSSIA. 


As we have suggested already in discussing the future 
electrical position in Russia, a great deal may depend upon 
the attitude that the Russian Government assumes in regard 


to the German-owned electrical concessions and undertakings - 


that have been operating for some years to the financial 
benefit of Germany from an investment point of view, and 
to the commercial and engineering advantage of that, Empire 
by providing orders for electrical machinery, and apparatus. 
A number of yeara ago British commercial engineers and 
financiers spent no end of money and time upon negotia- 
tions to secure for this country concessions of first-rate im- 
portance in Russia, but for various reasons they were not 
successful. In those days it was not for want of trying 
that we failed to secure both concessions and contracts for 
British firms. There can be little doubt that one of the 
most potent of the adverse influences that were at work was 
that exercised by German electro-financial concerns, and as 
the Russian Government pursues its inquiries into the 
position of particular undertakings, it becomes more and 
more obvious how effectively that influence was employed. 
From what has lately appeared in our pages, it will have 


\ 


been observed that the Russian diplomatic world has been 


very much exercised respecting revelations that have been 
made, as the (‘overnment has, through the channels of a 
special Council, investigated the actual facts in regard to the 
character of the Petrograd Electric Lighting Co. of 1886, to 
which we referred last week. Ав we stated then, the Russian 
(Government would hardly proceed with the liquidation of 
the company unless fully convinced of the almost entirely 
German natare of the undertaking. How much interest is 
being taken in the matter in Russia may be gathered 
from the fact that a copy of the .Vovoie Vremya 
recently received devotes four pages of one issue (Daily 
Telegraph size of page) to the matter. It seems that when 
the company was formed nearly thirty years ago it had a 
capital of only a million roubles, and it was established to 
carry out a concession granted to a German engineer by the 
then Minister of Finance. The company wanted its statutes 
based on German laws, but the said Minister desired it to 
operate according to Russian statutes. It seems not to have 
occurred to him that a German company operating with 


German money, through head offices in Berlin, was not a 


Russian concern, simply because for its Russian operations 
it rested on statutes more or less adapted to Russian law. 
As the concern prospered, its operations and capital rapidly 
grew until, in the spring of last year, the latter reached 
40,000,000 roubles, and a fresh issue of 10,000,000 roubles 
was made in Berlin about that date, all of which reached 
tlie coffers of the Deutsche Bank, in accordance with orders 
given. two months before the war, by the Administration of 
the German Reichsbank, to detain foreign payments. 

The concern acquired new markets in Russia, operatinz 
in Petrograd, Moscow, Pietrokoff and lod, while it also 
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extended ita tentacles to embrace the utilisation of the famous 
Imatra Waterfalls of Finland. All of its endeavours appear 
to have been distinguished by that enterprise and confi- 
dence that came from its ability to count upon the powerful 


support of German diplomatic agents, and in this spirit, it 


appears from the JVovoie Vremya, the managers of the 
company discarded the requirements of the Russian statutes 
and neglected the interests of Russian electricity users, with 
the result that there was frequent friction between the 
management of the company and the town authorities. 
The Moscow town councillors were particularly energetic, 
and in consequence relations became strained, and whenever 
it was sought by the Council to smooth matters over, these 
efforts were unsuccessful because the representatives of the 
Moscow branch were always able to say that they were 
without instructions from Berlin. ` 

The situation eventually involved the intervention of the 
administrative powers, and in August, 1914, the Governor 
of Moscow appointed a special committee to examine the 
accounts and position of the said company and to maintain 
a watch over all its doings. This Committee submitted a 
comprehensive report to the Governor throwing light on 
the previously unobserved activity of German contractors in 
. general, and of the 1886 company in particular. It was 

found that the Moscow administration and the Petrograd 
‘board were, right down to the war, in direct communication 
with the 1886 Electric Lighting Company in Berlin 
(Gesellschaft fiir Elektrische Beleuchtung vom Jahre 1886, 
Berlin), to which thev applied for instructions. 

It was also decided that the Berlin company should 
control the construction of the new house of the Russian 
1886 company, in Moscow, for which purpose & German 
architect was sent to superintend the construction of the 
house, and, subsequently, the Berlin control extended to 
such small matters as the engagement of employés of the 
company. Financially, the report shows that the Deutsche 
Bank of Berlin was at the head of the concern, and kept 
the funds of the company ; further, when.the question arose 
of the issue of fresh capital, a consortium of German banks 
was convoked in Berlin, at which all details of the issue 
were settled. The Committee supposes that all the 
10,000,000 roubles resulting from the issue made in the 
spring of 1914 remained in the Deutsche Bank, in current 
account. A shortage of cash occurring, the Moscow branch 
applied at the beginning of July to the Petrograd house for 
money to pay its accounts; but it was informed that this 
could not be done, as the money that should have reached 
them out of the last operation was in the Deutsche Bank, 
Berlin, and that prudence should be observed in respect of 
expenditure. 

As to the nationality of the shareholders there can be 
no doubt that most of the shares are in German hands, 
and only an insignificant number in Russian hands. 
Some of the nominally Russian shareholders are actually 
German, and, in actual fact, Russian shareholders own 
about 100,000 roubles value only—that is, about one-third 
per cent. of the total capital. 

All the foregoing leads to the conclusion that the 1886 
company is practically only in name a Russian company ; 
both financially and administratively it is а German con- 
cern, and it is considered that the systematic evasion of 
any examination of the state of things in the Moscow 
branch, thanks to the special system of book-keeping, 
inspires no confidence that its further operations will not be 
prejudicial to Russia; and that therefore the 1886 com- 
pany should be pronounced inimical to Russian Imperial 
interests and should be liquidated. 

On the foregoing grounds the Government has been 
petitioned by the Town Council to arrest the activity of the 
company, but according to the Russian paper referred to, 
though the nature of the company has been fully exposed, 
and the members of the (iovernment and the Town 
‘‘ouncil have unanimously agreed on the need for the 
earliest possible liquidation, there is no evidence of steps 
having been taken to carry the decision into effect. 

british electrical firms are entertaining great hopes 
rezarding the future of electrical engineering in Russia, 
and in view of that fact it is of interest to know as much 
as possible regarding the actual character of the past 
German operations there, which had given them so strong 


time to come. 


& hold on the market, and also to observe the official atti- 
tude toward German-owned concerns, and to see whether, 
even now that the above report has been made, the liquida- 
tion recommendations will be actually carried into effect. 
It is hardly conceivable that the Russian powers in 
authority were in deep ignorance of the German 
character of the company, though they may not have known 
to what an extent the best interests of, Russia were sub- 
ordinated to those of the Germans concerned in the 
matter. No doubt the Russian authorities will see 
fit to assume control of the company, and include the 
matter when terms of settlement are under consideration at 
the end of the war. It may b» that Belgian, French and 
British parties will then have a better opportunity than they 
have hitherto had in connection with the exploitation and 
conduct of electrical concerns in Russia. 

Meanwhile, however, it is significant, as stated in our 
„War Items" to-day, that transfers of German-owned 
electrical undertakings in Russia are already being conducted 
in Belgium. It is reasonable to anticipate that such 
transactions will not be recognised by the Russian 
Government. 


C THE upward movement in the copper 

оррег. market seems to know по end, the rise 
sustained during the recent two or three weeks exceeding £10 
a ton, while the indications seem to suggest the strong pro- 
bability of a further advance in the near future. Far from 
showing any signs of a reaction, the tone remains as firm as 
ever, and producers in North America appear confident 
that the market will abate none of ite firmness for a long 
It is abundantly clear that all estimates 
which were formed last Autumn as to the probable effect 
of the war upon the metal markets were based upon a 
serious misconception, and the tendency at the present time 
is to look for a further advance in values in all directions. 
Certainly production has fallen below the necessities of the 
buying which has been going on, and it must not be forgotten 
that a considerable proportion of the copper utilised in 
ammunition does not usually come back in the form of 
old material at a later date. 

The prime consideration dominating the market at the 
present time is, of course, the large outlet which exists in 
connection with war requirementa, and there should be a con- 
siderable increase before Jong in the production of refined 
copper available for this purpose. There seems to be no 
limit to the capacity of consumption, however, and there 
can be not the least doubt that the stocks of refined material 
awaiting disposal have been very much rednced during 
the last few months. It is only a few weeks ago that 
prominent American copper interests were booming the 
wisdom of the policy of smali output and big price, but 
they seem to have been swept off their feet rather by the 
remarkable broadening in demands, and the tendency in all 
directions now involves a distinct increase in production. 
Very large quantities have been booked for export in the 
the United States within the last month or so, and the 
European demands show not the least signs of being reduced. 
Prices are reaching a very high level, and there has been a 
good deal of speculation initiated, but for all this the 
foundations cf the market appear to be quite sound. The 
last few dava have witnessed a good deal of new buving, 
both of retine! copper and of warrants, and while the 
speculative element is not liked, the fact cannot be concealed 
that part of it comes from influential American quarters— 
the significance of which it would be foolish to disregard. 

There has not been much passing in the general con- 
suming trades, for all the plant available is running on 
Government work. American opinion inclines strongly in 


. favour of record prices being attained, the opinion being 


based not onlv on the consumption for war pu both 
in America and Europe, but also upon the fact that the 
home trade demands in the United States have lately begun 
to improve considerably, and there can be little doubt that 
if domestic consumption across the Atlantic reverted to uny- 
thing like the average of the best months of last year, 
prices would receive a further sharp fillip. 
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THE ENGINEERING INDUSTRY AND 
THE WAR. 


TRE reassembling of Parliament has been followed 


by the inevitable opening of the floodgates of ora- 


tory. When the Houses were not in session we 
dared to hope that we should soon have some mea- 
sure of relief from rumours that were so prevalent and 
persistent in dertain circles. What the Censor, and 
the War Office behind that authority, did not see fit 
to divulge, might perchance escape the lips of some 
speaker in the Lords or Commons in some un- 
guarded moment. The newspapers which are con- 
tinuing to show irritation at having to suppress so 
much information that reaches them, are agin the 
Government " whenever they are able to detect an 
opportunity for criticism, and they have found occa- 
sion to exercise their privilege in connection with 
statements made by different Ministers on the sub ject 
of the output of munitions of war. Now the major- 
ity of us have had quite enough of oratory for the 
present—we want to attend to the very important 
business that we and our Allies have on hand. And 
unless our Parliamentarians can show tolerable 
agreement in their policy and attitude toward things 
that are of vital moment, it were better that they 
should cross to Flanders and leave the business 
to men of “ few words." Of critics and advisers all 
Governments that have attempted anything have had 
their share, and so many new problems have arisen 
during this European war period that the number 
could hardly be expected to decrease. The list of 
Special Committees that have been appointed from 
outside as the months have passed by, and the con- 
ferences that have taken place between members of 
the Government and authorities in financial and 
other walks of life, have shown the willingness of the 
Government to take advantage of the expert know- 
ledge that has been.lacking in its own immediate 
political circle. But we are bound to say that, if 
there have been too many critics, those who cast the 
blame therefor upon the Government—whoever that 
may mean—for keeping us in the dark, have our 
sympathy. It is not well in days such as these, when 
the issues involved are so enormous, that the people 


should have any want of confidence in those at the 


helm, and we profoundly trust that circumstances 
will speedily remove the grounds for grievance. To 
that end let us have no more speaking than is really 
essential, providing opportunities for untimely quib- 


bling or for efforts.to make the statements of those 


who are working together to find ways and means 
for bringing this gigantic struggle to a successful 
issue, appear to be irreconcilable. We are reminded 
that Carlyle (in the Latter Day Pamphlets ’’) asked 
his readers to consider a body of 658 miscellaneous 
persons set to consult about business“ with 27 
millions, mostly fools, assiduously listening to them 
and checking and criticising them. Was there ever 
since the world began—will there ever be till the 
world end—any ‘ business’ accomplished in these 
circumstances? The beginning of all business 
everywhere, as all practical persons testify, is de- 
cidedly this: That every man shut his mouth and 
do not open it again till his thinking and contriving 
faculty have elaborated something worth articulat- 
ing..... This 1s the prelimináry fundamental rule 
for business." 

We were told a short time ago on very excellent 
authority that “© shells—more shells!" were what we 
must have. Instead of every man who, by any 
stretch of the imagination, had anything whatsoever, 
direct or indirect, to do with the production of 
these, proceeding to increase his individual output, 
we found ourselves involved in discussions which 
certainly did not immediately assist matters. We 
revived all the old controversy about drink. Every 
manufacturer, we suppose, knew well enough, by 


more or less lengthy experience, that drink was a 
handicap both to worker and to employer in normal 
times. But it was the fact that the workers had 
many thousands of their own brothers and 
sons fighting in the trenches, and if they had been 
allowed to know the truth there would probably 
have been strong influences at work among them- 
selves to reduce drinking. We have never thought 
in normal times that the British workman would sub- 
mit to his individual liberty being interfered with in 
this connection, any more than we have regarded him 
as wiling to listen to reason concerning industrial 
quarrels, because his personal interests have always 
been paramount for him. But we have never lived 
in times like these béfore—may we never do so 
again !—and abnormal times call not only for excep- 
tional measures from the nation, but for abnormal 
effort on the part of each individual having even a 
remote part in fighting the most abominable foe of 
recent centuries. The reports regarding the effect 
of drinking upon output have varied very consider- 
ably. One deputation to Mr. Lloyd George showed 
that the weakness occasioned employers extreme 
concern. Other authorities say that they have had 
no adverse experience from drinking. Some say 
that better wages have enabled men to work only 
four days a week, and, self-satisfied, they have 
delayed the operations of Others by absenting 
themselves the rest. Some of the works owners 
have complained that if men will insist on having 
their Saturday half-holiday (which we think they 
surely should dispense with now that they know the 
facts of the situation) their machinery lies idle when 
it might be operating. Some authorities have 
affirmed that long hours and continuous work wear 
men out if they have no Sunday rest, so that they 
become more susceptible to the drinking and Saint 
Monday habit. And so, by these and many other 
expressions of opinion, have we been brought into a 
state of chaotic thought regarding a social problem. 
and a big economic one, too, that has exercised 
ministries, Parliaments, social reformers, and,. in- 
deed, all of us more or less, for many decades. It 
will.be a thousand pities if we spend our energies in 
time of war trying to find a quick solution for what 
the years have proved to be one of the most com- 
plex and involved of all our national problems. We 
are. confident in the assurance that powers are 
already in existence for dealing with the matter in 
time of emergency, and we believe that the firm hand 
of Lord Kitchener may be relied upon for dealing 


in an appropriate manner with the men who are 


traitors to their country and to their brothers on 
active service. We see difficulty in the way of a 
Government, which has given us the term: “not 
drunk in a police court sense," dealing with men 
who go back to work incompetent or inefficient be- 
cause of fuzziness, but the Minister for War may 
exercise means that Cabinets view in other times 
with disfavour, yet which in time of emergency would 
have the moral support of practically the entire 
nation. 

We are living in very heart-searching times, and 
we hope that this process of self-examination which 
the recruiting poster, the recruiting sergeant, the 
drum-beat of the highway, the message from the 
trenches, all induce, will bear fruit in the increased 
production of munitions as well as in the enlisting of 
fit men. The recruiting poster, the drum-beat of 
industry, and the call for“ Shells! More Shells! !” 
might do much to influence the mind of the industrial 
worker, and lead, in conjunction with suitably re- 
stricted hours for public houses, to a greater moral 


force being brought into the factory fight, a fight 


within the man himself in order that he may do his 
best. "Be nolongera Chaos... Produce! Produce! 
Were it but the pitifullest infinitesimal fraction of a 
product, produce it, in God's name. "Tis the utmost 
thou hast in thee: out with it, then. Up, up! What- 
soever thy hand findeth to do, do it with thy whole 
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might." Words of Carlyle these—in the '' Everlast- 
ing Yea!” chapter of the Sartor Resartus. 


Written in another connection it is true, but how 
fitted to the present emergency—they would almost 
do for an Industry Recruiting Poster! They are, 
of course, not in keeping with the tenets of Trade 
Unionism as we have all known it. Limitation of 

output!—part of the gospel of Trade Unionism— 
how does that sound in these days of war? It has 
done its work—nobody can deny the character under- 
mining effects of that damnable teaching. The 
British workman at his best is a fine fellow, and he 
can beat his class in other industrial nations, but 
you cannot have a work-limiting, suspicious, 
grudging policy or tendency controlling or influ- 
encing men for years without it leaving its after 
effects. Now is the time for the British workman 
to patriotically assist the land of his birth in her 
hour of trial by shaking himself as free as he can 
of those limitation shackles. Would that he would 
abandon them once and for all, and always do his 
utmost, then we should have little cause to fear the 
ruthless competition of the enemy in trade and 
manufacturing. At any rate, let us have freedom 
from these abominable self-imposed restrictive hand- 
cuffs when British blood is flowing out in Flanders. 
We are glad to learn from one of the daily papers 
that an agreement has been come to between the 
Federation of Engineering Employers and the Amal- 
gamated Society of Engineers for temporarily relax- 
ing such trade union rules as tend to restrict out- 
put."  Unquestionably trade unionism, like every 
other part of our national life, is passing through its 
trial, and though it may seem premature to utter it, 
we will indulge a hope that it may, in respect of this 
output restriction question and some other matters, 
come through the fire refined, an altogether more 
creditable part of British national life, fostering the 
‚ growth of a co-operation between employer and 
employé in manufacturing competitively and success- 
fully for the good of all, so that Britain may have 
its full share of trade despite all comers. 

The direction in which this output limitation has 


been leading has been witnessed at times in recent 


years in the intention which some workmen have 
expressed, without a trace of shamefacedness, to 
adopt à definite policy of doing as little as they can. 
An ingenious alternative to striking this—they would 
go in and take their money and simply do as little 
as they possibly could. To what depths of moral 
depravity we threaten to fall if this policy of com- 


mon dishonesty be permitted—we cannot conceive of. 


its being actually countenanced—by Trade Union 
organisations. We suppose that it would be con- 
sidered impolitic to pursue this very distasteful sub- 
ject at the present time, but it is useless shutting one's 
eyes to the facts, and, in our own opinion, if there 
has been shortcoming on the part of workers in pro- 
ducing manufactures, it has been in the case of a 
number of them the inevitable consequence of this 
output limitation policy, and its still more reprehen- 
sible offspring—the will to adopt deliberate slacking 
instead of striking. The strike habit, which for years 
past has been gaining a tighter hold upon industrial 
workers, has lately shown itself at its very worst. 
These men know what is right or wrong at a boxing 
match—would they not with one voice swear one 
unanimous oath if either were hit when he was 
down? Have they not shouted '' Foul!" at foot- 
ball? Is there not honour even among thieves? 
Yet when their brothers are engaged in deadly 
struggle, when the land of their birth is fighting for 
its very existence—they are willing to assist the most 
rapacious and dishonourable foe that ever planted 
iron-heel in European soil? Cartoons are more 
forceful than oratory or written words, and they have 
played a fine part in recent events. They might be 
used to get the truth and very necessary arguments 
into the heads of all who are “ producing muni- 
tions to-day. In one very effective cartoon a British 


khaki-clad hero, back from the front, is pictured in 
conversation with a discontented striking workman. 
What would you have said of us in the trenches 
if we had struck for better pay ?—but that's what 
you've been doing!" We are all of us having to carry 
sacrifices to-day—shall we justify Carlyle's descrip- 
tion and strike? The British workman, when he 
complains of the cost of living, knows well enough 
that his services are so necessary that he can work 
overtime, and seven days a week, if he will, and get 
a bulging purse which will more than pay the in- 
creased cost and leave him something over for any 
bad days that may follow later. 

We indeed hope, now that a little light has been 
poured upon the situation, and the pressing necessi- 
ties are becoming better appreciated, that the men 
will everywhere trample down their own weaknesses 
—drink, strike, ca’ canny and dishonesty—and *' de- 
liver the goods, carrying into immediate practice 
the Aye!" which, at Mr. Asquith's meeting on 
ao thundered out their resolution to do their 

est 

But not drink and labour disaffection alone are 
responsible for any apparent failure to '' deliver the 
goods " as quickly as they were required. That it 
was not dreamt that ammunition would be used at 
such a rate as, for instance, at Neuve Chapelle, is a 
factor that it would be uncharitable to overlook. It 
is easy to criticise the powers in authority for what 
they have not done, and that we may leave to others 
or to a more appropriate occasion.  Sufficient to 
say that actual requirements for the armies in the 
field have exceeded everybody's calculations. The 
figures given by Mr. Lloyd George go to show that 
we have increased our rate of output at a greater 
rate than any of us had reason to suppose, but still 
the mobilisation of our industries is necessary in 
order that we may, keep ourselves and our Allies 
supplied, and strong men and representative com- 
mittees have been appointed to see that the thing 
is done. Not only have the industries to be mobil- 


ised, but the workers have to be found to keep 


every available piece of productive machinery em- 
ployed. 

When the call to the Colours was issued, from 
the ranks of the skilled engineering workers, 
and the miners, men left their places by hundreds 
of thousands—it was not foreseen that for what has 
proved to be an engineers' war, all our engineering 
labour would be required. It is stated that 
recruiting for the Army took 30,000 men from 
the Tyneside engineering district, and the ques- 
tion of bringing back from camp and írom the 
Front some of these whose services are essential in 
the factories, has been under disctission; indeed, we 
believe that some have already been called back. Our 
own pages have borne evidence to the large drafts 
that have been made on the employés of engineering 
firms and companies in Manchester and other indus- 
trial districts, and we can only suppose that if it had 
been possible to foresee the engineering nature of 
this war, and the extent to which dependence would 
be placed upon us for the supplies of our Allies. 
many of these would have been dissuaded from 
going. Yet the recruiting sergeant is still active 
round our engineering shops! We are informed 
that Lord Kitchener sets no limit whatever upon our 
requirements, and it was stated in Parliament last 
week that that man was serving the cause most 
patriotically who was producing to the utmost of his 
power. Then why continue to draw them off 
from already hard-pressed factories where this 
producing is in progress? This mobilisation 
of works and workers has occasioned no little anxiety 
among the owners of small factories, who are fearful 
lest their men and machinery may be commandeered 
for service in bigger factories where it is more con- 
venient to manufacture what is needed. Ап appeal 
has been made to municipal authorities to release 
for factory service as many as possible of their 
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employés who аге now engaged on things that, 
comparatively speaking, do not matter. | 
' great municipal strike at Leeds took place it 
was found that it was possible to dispense with 
certain classes of labour, and the appeal now 
made promises to lead to the release of thou- 
sands of men from other cities for productive opera- 
tions in important manufacturing centres. These ex- 
periences may incidentally teach us some lessons 
regarding the more economical conduct of municipal 
affairs. 

We believe that on the whole it has been shown 
that manufacturers are prepared to do their utmost 
to hasten the coming of victory by placing their re- 
sources at the disposal of the Government. We be- 
lieve also that somesof the difficulties due to want of 
organisation. are rapidly disappearing, and if only 
the workers can be induced to '' do their bit " with 
the same energy, zeal and self-sacrifice as characterise 
the conduct of our Forces in the Field, there will be 
little further cause for complaint. But it requires 
little special knowledge to observe that, in the pre- 
sent condition of affairs, many of our undertakings 
are too busily engaged upon Government needs to 
be able to make any important headway with efforts 
to capture our enemies’ trade. Commercial and 
selling staffs which have an undesired measure of 
relief from their accustomed vocations are doubtless 
not neglecting that matter but are looking well 
ahead. 


D ——— 


THE FIGHT IN THE FACTORY. 
By " COMMERCIAL." 


A NOTICFABLE feature of many of the recent annual 
meetings of manufacturing firms has been the oft- 
repeated statement that Government orders were on 
hand, such orders occupying the attention of a con- 
siderable part of the works' plant and labour. 
Usually these requisitions are in the general run of 
the products of the firm in question: in other cases 
—and these are not a few—men and machinery are 
being utilised to make certain articles or parts which 
are quite out of the beaten track. A motor-car 
works turns to special ordnance; an engine works 
to aeroplane parts; a locomotive works makes 
armoured trains; and so on. The man in the street 
may, or may not, be aware of all this business topsy- 
turvydom. He may meet people who have laboured 
seven days a week for months on end, making ships, 
guns, shells, cables or cartridges. He may have seen 
the inspecting officers of H.M. Government sleeping 
on the test bed of some engine works, where engines 
are being tested for this or that battleship. The 
cumulative effect of war upon work in the factory 
is, however, much greater and more complex than 
some people seem to imagine, and many new prob- 
lems have arisen which are quite alien to the ordinary 
every-day perplexities of business. Of these, two are 
most important and most difficult of solution, the 
supply of labour and of material. Another which is, 
perhaps, only an aggravation of an old trouble 
rather than a new one, is the organisation of output 
in accordance with customers' requirements. 
Readers of the ELECTRICAL REVIEW were recently 
asked to bear in mind, when inquiring for delivery, 
that Government orders were obliged to have pre- 
ference in the factories, and that patience should be 
exercised in a more than usual degree when manu- 
facturers were tardy in delivery. This request was, 
as Euclid says, ''self-evident, and required no 
proof.” At the same time, for the information of 
some, it may be well to enlarge upon the three points 
already mentioned in this connection, to indicate 
generally the conditions under which factories are 
running to-day, and the troubles of the manufac- 
turer. Naturally, these three items form the same 


difficulties for factories generally, the only modifica- 


When the „ tions being that for different industries and localities, 


the most acute problem is not the same, but vanes 
according to circumstances. · | 

Labour was none too plentiful before August, 
1914, and Government requirements (in the case of 
which the writer has experience) necessitated both 
extra plant and a partial double shift. Machine 
hands, unlike poets, are not born but made, and the 
required number had to be trained in as short a time 
as might be. The arrival of new machinery and its 
installation saw the establishment of a night shift, 
with the inevitable division of the available men. 
This was only done at the expense of a stoppage of 
other machinery for periods of a few days, and no 
little ingenuity was wanted to make things ft. 
Eligible workers enlisted or were called up to join 
their Reserve or Territorial units, and older workers 
were absorbed from industries upon which the war 
bas fallen as a blight. The old business adage of 
modern rush, too old at forty," has gone by the 
board. The age limit for engaging workers, if it 
has not vanished in toto, is at least twice the figure 
of pre-war days, employers’ liability and other 
obstacles notwithstanding. The gaps in the ranks 
of men have so far as practicable been filled up 
by girls. A forty-eight hour week has, for the bulk 
of the machinery, mysteriously expanded into about 
two-and-a-half times its normal term. The works 
staff remains as before: yet the amount of super- 
vision is more than doubled. The percentage of sick 
has increased, and the cause is not drink. Long 
hours and night work have claimed their toll in the 
works “casualty '" list. The new order of things 
is now on trial, and time will show its efficiency. 
So far as labour is concerned, the emergency has 
been met and tackled, as engineers say, with a fair 
measure of success. The maximum output, if not 
now achieved, should be only a matter of a short 
time. Whether the new machinery will always be 
running 213 hours per day is another matter, de- 
pending upon a rather large number of problemati- 
cal “ifs.” That is our risk. 

The supply of raw material has been, and still is, 
an undertaking of somewhat precarious nature, as 
uncertain as the weather. One firm's raw material 
is another firm's finished article. Concurrently with 
the sudden jump in the demand there has come m 
some materials a serious check in the continuity of 
supply, and sometimes even in the quantity there 
has been a deficit. Copper and lead are obtainable 
in spasms, and the arrival of these metals again 
depends upon another series of '' ifs." Among these 
are: if the ship were not commandeered by the War 
Office or Admiralty en route; if it were not torpedoed 
by the enemy; if it could be unloaded when docked. 
Actually, one boat was so commandeered, and ran 
about the world with copper in her hold until she 
was released and able to come home and unload her 
cargo. Another was dry-docked with copper aboard 
which could not be unloaded owing to dock-labour 
trouble. Other goods were only to be bought in 
comparatively small quantities, and for delivery at 
such dates as would only allow a hand-to-mouth sort 
of existence in the shops where they are used. Mat- 
ters have certainly improved of late, and suppliers 
are working strenuously to cope with the abnormal 
demand, but even now assurance is lacking that one 
material or another will not suddenly run dry, and 
temporarily put out of commission this or that de- 
partment. Further, when one must earmark, for 
Government orders only, the whole supplies of a par- 
ticular commodity or some special size or class of 
raw material, it is not easy to see where the ordinary 
customer comes in. This has been done in certain 
sections of electrical engineering, and is still being 
done. Then the question of the apportioning of the 
output becomes a little more clear. The old story 
of the three essentials to success: First, audacity; 
second, audacity; and third, audacity; is adapted to 
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war requirements, and it is war urgency " every 
time. The other people are the regular old-standing 
customers, and new-comers, some of whom (whisper 
it) have always previously bought from Germany. 
There should be no doubt as to which of these ob- 
tains priority after His Majesty's orders are filled. 
The sum total, however, amounts to a deal of work, 
and even with overtime and double shifts it is not 
easy to arrange for anything even approaching strict 
rotation of manufacture. Especially is this the 
case with small orders and stock lines, which, in the 
ordinary course of events, are turned out promptly. 
Stocks run out, and in the general pressure are quite 
a time in their renewal. An extra quantity of sweet 
reasonableness is therefore needed on the part of 
buyers who cannot get their stuff delivered. Things 
аге bad no doubt, but the shop is open on this side 
of the English Channel, but what of the other side? 
There are many who do not complain overmuch, and 
there are the others. One gentleman writes: Work 
overtime 1f necessary," as though to offer us the 
open sesame for a quick dispatch of his require- 
ments. Another says: ''' This order was placed on 
a rush basis"'; he apparently forgets that there 
are others on the same basis for the battlefield or the 
submarine. However, these small touches add to 
the gaiety of nations. Other orders come in with a 
penalty clause attached, and some of these from our 
Colonial Governments. One wonders what would 
happen if one of these penalty lots were torpedoed 
on its way to the Antipodes. To penalise manufac- 
turers in peace-time 1s justifiable, but the war has 
lasted long enough for the penalty clause to have 
been jettisoned long before now, and it is question- 
able whether a penalty could be enforced at present, 
even though the order had been booked during the 
term of the war. | 

From this bald statement of the case one may, to 
some extent, appreciate the accumulation of troubles 
under which factories have been working for the 
past few months. Orders can be dealt with subject 
to the conditions indicated and to the limitations in- 
volved. Nobody can pretend to anticipate the ex- 
tent of Government requirements or the time of 
Government demands. It is on this account nearly 
impossible to promise with any degree of accuracy 
the time required to execute other orders, and bear- 
ing this in mind one will doubtless lend the toleration 
asked for in the Review article to which reference 
has already been made. 


GOOD LIGHTING AND ITS EFFECTS. 


By V. H. MACKINNEY. 


(Abstract of paper read before the YORKSHIRE LOCAL SECTION 
OF THE INSTITUTION OF ELECTRICAL ENGINEERS at 
Bradford, April 14th, 1916.) 


IT is somewhat singular, seeing that so much care is devoted to 
the natural lighting of buildings, that the provision of artificial 
lizht does not receive more care, Not infrequently when buildings 
are erected the artificial lighting is left to the very last, and the 
amount expended on it is quite out of proportion to its importance. 
Yet in the present aze artificial light plays an important part. 
Much of the labour of to-day is done by artificial light; most 
people find in the evenings their main opportunity for social enjoy- 
ment and recreation. During recent years educational authorities 
have been making special efforts to better the lighting of 
schools. 

Bad lighting, by adding to the strain of labour, causes fatigue 
and general deterioration in health, even when it does not directly 
affect the eyes; it is also directly reaponsible for a large number 
of accidents. Accidents are always a source of loss, not only 
because of the compensation paid to the injured, but also 
because of the disorganisation to which they give rise. It has 
been proved that unsatisfactory lighting is often a cause of spoiled 
work, and that it slows down the speed of operators and limits 
the output. In а eertain factory tests were recently made 
before and after an improvement in the lighting, and it 
was found that the output had been increased by 11 per 
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cent. The cost of lighting is almost always a minute fraction 
of the wages bill—in many industries less than 1 per cent. 
— 80 that етеп a small increase in output would more than repay 
the relatively small cost of putting the lighting on a satisfactory 
basis, The finer the quality of the work, and the more skilled the 
орегађоге, the more serious are the results of poor illumination. In 
the textile factories df the North the weavers migrate to those 
mills that are known to be well lighted, and desert those where 
the illumination is notoriously bad ; they know that they can earn 
more when the illumination is satisfactory. A clerk working in 
insufficient light is apt to make mistakes, and no one can foresee 
how serious the consequences of such a alip may be, Show-window 
lighting has become a fine art, and up-to-date merchsn's fully 
recognise the value of well-lighted windows as an advertisement. 

It is not such an easy matter to say exactly of what good lighting 
consiste; only long experience can show. exactly how much light 
is needed for different classes of work, and only the skill of the 
trained lighting expert can secure that in any installation this 
correot amount will be provided. Another fundamental rule is 
that the light should be directed where it is needed. Proper 
shading is one of the first requisites in successful illumination. 
The reflection of surroundings plays an important part in the 
resultant illumination, and it is quite poseible to obtain an increase! 
of as much as 80 per cent. over the calculated values due to reflec- 
tion from the walls and ceiling, if the room is within reasonable 
sizə and the surroundings are light in character. The following 
table indicates the amount of assistance one may expect from 
different surroundings :— 


Condition Condition Increace over calculated 
of ceiling. of walls. illumination. 

Very dark Very dark 0% 

Medium Very dark 15 * 

Medium Medium 40 % 

Very light Very dark 30 95 

Very light Medium 55 95 

Very light Very light 80 Ф 


The following average foot-candle intensities are recommended 
for the various classes of service indicated :— 


Art gallery (walle) 50 Museum ds 3°0 

Automobile showroom ... 60 Office (general) 40 

Bank (general) . 20 Power house с и 20 

Bath (public)— Railway carriage ... se. 
Dressing rooms ... .. ГО Reading (ordinary print)... 4:0 
Swimming bath . 2°0 Reading (fine print) 60 

Billiard room (general). ГО  Residences— 

Billiard table ‚.. 15°0 Porch  ... V . 06 

Courts— Hall (entrance) ... v 1°0 
Squash . 6'0 Drawing room ... $e 15 
Tennis e. 60 Sitting room us T95 

Church “% „ 80 Dining room (general)... 05 

Desk ses she 40 (Local on table) — 40 

Drawing office. .. 80 Kitchen ... T XE 0 

Drill hall 995 e. 90 Bedroom (genera!) .. 10 

Engraving ... : ... 10°0 Dressing table. e. 40 

Factory — Restaurant eos eee eee 3˙0 
General illumination only Rink (skating)  ... .. 30 

where additional spe- School— 
cial illumination of Class-room 285 s 30 
each machine or bench Corridor ... 8 ss. 075 
is provided .. ГБ Sewing wes e. 60 
Local bench illumination 40 Shop window— 
Complete (no local illumi- . Light goods ivi e. NO 
nation) i e. 470 Medium goods ... . . 160 

Garage T e. 2˙0 Dark goods T eee 200 

Gymnasium TU 2°5 Shops (interior) 

Hospital— Light goods  ... .. 50 
Corridors... — es (b Dark goods us * 1070 
Wards (with no local il- Station (railway) ... e. 270 

lamination supplied). 1°56 Street А 
Wards (with local Ша- Basiness (not including 

mination supplied) ... 0:5 light from shop win- 
Operating table... *. 12'0 dows, &0.)  ... e. 05 

Laundry або 10 Residence X asc 0i 
Ironing table ... 4°0 Country roads ... ... 0:05 

Library— Studio 4°0 
Stock room ii .. Ыб  Thestre— 

Reading room (with no . Lobby... T 3°0 
local illumination) ... 4'0 Auditorium ез 2:0 
Reading room (with Train shed. .. 10 
local illumination) ... 1˙0 Type-setting 9s .. 80 
Market T ... 30 Warehouse... vs .. 15 

Moving-picture theatre ... 2:0 Wharf T 805 .. 10 


The minimum illumination at any point should not be les than 
half the values stated above. To calculate the foot-cand le illa- 
mination one must have full partioulars as to the polar distribu- 
tion of the light source he is going to use, also the actual candle- 
power emitted by the source in the different zones. With the 
advent of different forms of filament winding and different 
efficiencies of lamps, the present rating is becoming in:ufficient. 
The most ideal method seems to be the rating of lamps in quantity 
of light emitted, i.e, lumens—a lumen being equal to 0:07:16 
spherical candles; but the most understandable rating would be 
іп mean spherical candle-power. The mean spherical cundle-power 
may then be considered as a measure of the total flux of light, 
M. S. C. P. X 4 = total lumens emitted, and thus one source would be 
directly comparable with another. The sourc? rarely gives exactly 


Vol. 76, No. 1,953, Aziz 30,1915.) THE ELECTRICAL REVIEW. 


. the distribution of light required for a specific problem, and it is 
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almost always necessary to uss it with a suitable reflector. 
[The lecturer showed polar curves which indicated how 
the bare lamp distribution could be altered, and how great were 
the advantages to be derived by using a suitable reficctor. | 
With white glass one can only obtain a general distribution ; with 
mirrored refisctors only concentrated distribution, and with pris- 
matic гей зобогв, properly designed, any distribution from extremely 
concentrating to extensive can be obtained. With enclosing glass- 
ware one has a very similar sat of conditions. A frosted globe, 
which has only diffcacting properties, leaves the distribution curve 
of the illuminant essentially unchanged, and merely smoothes it 
out by averaging the light flax overa narrow range of anglee. 
An opal or white glass globe, which is an excellent diff user, entirely 
changes the distribution ourve by substituting the diffasing globe 
as secondary radiator, and retains only for a small portion of the 
light the original distribution. A lamp in an opal globe, not too 
dense, is, therefore, clearly but faintly visible, surrounded by a 
brightly luminous globe, In the case of a frosted globs the lamp 
&ppears as a bright ball of light, while its outline is not visible ; 
the globe being non. luminous or but faintly luminous. With pris- 
matio g:obes it is possible to obtain both good diffusion and re- 
direction of the light rays. Clear glass with correctly designed 
prisms affords a means of controlling light to the greatest extent 
and redirecting it more -efficiently than any other known 
material. 

[The lecturer then showed a curve obtained from an enclosed 
prismatic unit in conjunction with a 400-C.P. half-wattlamp.] The 
unit is specialiy designed for street lighting and gives the maximum 
illumination—two and a-half times the rated candle-power of the 
lamp—at an angle of 15° from the horizontal, which is considered 
ideal for the purpose. The particular unit from which the curve 
was obtained is made up of two pieces of prismatic glassware, one 
fixed inside the other. The internal piece has a smooth interior 
and horizontal prisms on the exterior, and the external piece has 
а smooth exterior and vertical ribbings on the interior. Thie, 
when fixed together, offers both a smooth interior and exterior, 
which does away with the objection as a dirt collector of pris- 
matic glassware when uced in the open. 

The following simple rules for good lighting should be observed : 
—Don't work in a flickering light; don't expcse the eyes to 
unshaded lights in the direct range of vision; don't judge illumi- 
nation by the brightness of the lampe; avoid exc:ssive contrasts ; 
use the right type of globe, shade or reflactor; make sure that the 
illumination is saffisient ; keep lampe, globes and 1¢fl2ctors clean ; 
and make sure that the lamps are in the right positions. 


DISCUSSION, i 


Mr, WILSON HARTNELL said that in a theatre or ballroom over- 
head lighting was required, in order that people could see what 
was going on around them, whereas in dining-rooms and drawing 
offices persons did not want to look around them, but desired to 
have the light directed on to what they were doing. In a drawing - 
room also subdued light was very pleasant, especially if persons 
met simply for conversational’ purposes. They should always ack 
themselves when putting in a lighting installation: What result 
do you wish to obtain? and then act accordingly. 

Mr. BROWN said that several times he had tried to demonstrate 
to people that Holophane shades were the best for their purposes, 
but the cost of the shades killed any arguments that could be put 
forward in their favour. When they came to put the thing into 
actual practice it was not quite so easy as it appeared on paper or 
on a diagram—a great mar y of the apparent advantages would have 
to be discounted when one was trying to oonvert people in regard 
to lighting. 

Мв. Moss said he had had similar experience to Mr. Brown. He 
had gone to oonsiderable expense and trouble at times in 
demonstrating Holophane lightiog in mills as compered with 
lighting by ordinary sbades, and he had always run up against the 
one difficulty—cost. At the same time, he thought it was quite 
poesible to get very satisfactory results with a good glass or white 
opal shade. Shops to-day had to be attractive, and there was no 
doubt that lighting was one of the principal things a shopkeeper 
had to consider. 

Pror. G. Е. CHARNOCK said his experience of lighting in the 
drawing office or classroom was in favour of indirect lighting. 
He had laid down a sort of standard some time ago, that from the 
lighting in a drawing office one should be able to read one- 
hundredth of an inch on a steel rule. Unless the light was very 
good indeed he did not think many would be able to do that, but 
he found with indirect lighting that it was perfectly easy, although 
when they entered the room they would not be impressed with the 
abundance of light. Weil diffused lighting was wanted in a 
drawing office. If they used the deek-light standards they ran 
the riek of injaring the eyes, because one occasionally found it 
necessary to turn round for some reason or other, and the very 
great change from the bright light to the dark corners of the room 
was likely to prove objectionable. With regard to Holophane 
shades, if properly arranged they were well worth the extra cost. 
With some modern theories with regard to lighting buildings there 
was a tendency to run in the direction of too great economy, and 
rooms of buildings, halls and churches whioh were reputedly well 
lighted according to modern notions were, when one came to 
examine them closely, somewhat disappointing. If a man could 
not read his hymn book in church the lighting was not sufficient, 
and all the very beautiful effects on the ceiling and on the archer, 
and on the carving, and so on, were really of secondary importance. 
He would like to caution those present against taking too much 


notice of photographs, because, as an amateur photographer, he 
сопа assure them that with a little trickery in exposure and 
development they could get any result they desired. He did not 
regard the photographs which the lecturer had shown as satisfac- 
tory proof in regard to the installations concerned, and he thought 
it well to throw out a word of caution. | 

Мв. WRIGHT said the lecturer had told them nothing about 
overlighting. He kiew an arcade—lighted by gas he believed 
into which it was positively injarious to the eyes for a person to 
enter, Proper shading ought to be adop‘ed to di fuse the lighting. 
He agreed with Prof. Charnock with regard to the lighting of 
drawing offi:es. Не was sure that his eyesight had suffered in his 
drawing-office days through the necessity of using a strong and 
concentrated light, : 

Мв. COLLINSON said that the diagrams which they had seen 
with regard to the metal-filament lamps largely went to show that 
the present shape of lamp was not altogether satisfactory, and it 
would rather appear that in the next year or two that type of 
lamp would be gradually eliminated, and another lamp put on the 


market which would give a better downward distribution of light. 


He underetood the lecturer to hold the opinion that prismatic 
glass was the thing to use in connection with electric lighting. 
His own experience of prismatio glass was that when it was 
new and clean it was very good, but after it had been installed 
for a while and was covered with dust it seemed to lose a 
good deal of its efficiency, Dirty shades were ineffective, and 
although they could put on a good shade, unless they kept it clean 
they would not get the effecte they should have. 


The CHAIRMAN (Mr. T. Roles) said that personally he thought 
for dwelling houses shades of alabaster or special glacs were 
much more pleasing in appearance than Holophane shades, whereas 
for business premises Holophane shades were, as a rule, found to be 
excellent. He agreed with Prof. Cnarnock with regard to the 
injarious effeot of strong light on the eyes of draughtemen, clerks 
and others who worked at desks, and thought that in every room 
it was necessary that there should be a scheme of general illumi- 
nation so that one would not look from the strong light to practi- 
cally no light at all. In the Bradford Town Hall it had been 
suggested, and, he believed, carried out in the majority of the 
offices, that the lighting. should Ъз immediately over the desks. 
Ia the electricity cfficzs, however, he strongly opposed this form 
of illumination, and the draughtsmen and clerks eupported him 
they much preferred а diffased light which was practically shadow- 


' less. In regard to street lighting, and inde d, lighting generally, 


he believed it would take a number of years before they could con- 
vince the public that good lighting lay in good distribution rather 
than in having great flares of light in different parte. 

The lecturer brit fly replied to the points raised in the discussion. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Electrically-Operated Car: iage- Drive Gates. 


Tae ornamental value of handsome gates at the entrance to a 
carriage drive is often lost upon those who have occasion to pass 
through them, owing to *he neoessity for descending from the 
vehicle to open or close the gates in the absence of the lodge- 
keeper. The electrical way of surmounting this difficulty is 
exemplified at a country house in the North of England, where a 
fne pair of gates, with imposing pillar supports gracing the 
approach to the hall, ie electrically operated. The operating gear 
consists of a J- H.P. Witton motor, geared through а clutch to a 
mechanism for opening and closing the gater. The electric motor 
and mechanism are housed in a small tunnel underneath the gates, 
a amall manhole situated on one side giving access to tbem. Power 
is supplied from the house installation. The controlling switch, 
which is located in the garsge, is of the reversing type, so that 
putting the switch in one position closea the gates, and putting it 
in another position opens them. On completing the circuit the 
motor is started up, and a solenoid circuit energised, connecting the 
motor to the gate-opening mechanism through the clutch. 
The presence of this clutch, which is open when the motor 
is not at work, enables the gat«s to be opened or closed 
by hand when desired. Before leaving the garage the chauffeur 
opens the gates, and after driving through, he signals by means of 
the horn to anyone who happens to be in the garsge, should he 
desire the gates to be closed immediately. Oa the other band, 
when the gates are found closed on the return journey the sound 
of the horn gives the signal for the switch to be put to the opening 
position. It is estimated that the gatcs can be opened over 500 
times at a cost of Id. for energy. The scheme could be arranged 
80 that by means of a time switch the gates were closed some few 
minutes after the departure of the car from the garage ; moreover, 
they could be controlled by means of a puch button in the hall of 
the house, or by a mechanism completiag the electrical circuit due 
to the weight of the oar pressing on it as the car reached the 

tes. 
us gates were constructed by Messrs. Lockerbie & Wilkinson, 
Tipton, Staffs., and the operating mechanism by the Witton- 
Kramer Electric Tool and Hoist-Co., Witton, Birmingham, for 
whom the GENERAL ELECTRIC CO., LTD., of 67, Queen Yictoria 
Street, E.O., are the sole selling agenta. ; 
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Electrically-Driven Cloth Printing Machine. 


An interesting example of the electric drive as applied to the 
printing industry is shown in the accompanying illustration. The 
machine is а six-colour cloth printing machine arranged to print 
squares or rectangles, with side and cross borders іп any length 
from 1 yard to 10 yards, increasing by 1 in, and using rollers 
18 іп, in circumference. The machine is driven by a 25 Н.Р. 
three-phase Witton motor, the controller resistance being mounted 
on the bedplate of the machine. As will be observed, the 
motor is completely out of the way, and the illustration gives a 
good idea of the compactness of the electric drive. The electrical 
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Ега. 1.—SIX COLOUR CLOTH PRINTING MACHINE DRIVEN BY A WITTON MOTOR. 


equipment was supplied by the GENERAL ELECTRIC Co, LTD., of 
Witton, Birminzham, and 67, Queen Victoria Street, London, E.C. 


The Naylorgraph. 


х Last week a demonstration was held in London of a new type 
of electric sign, known as the “ Naylorgraph," which is being con- 
structed by Messrs. NAYLORGRAPH, LTD., of 240, High Holborn, 
London, under patents granted to Mr. J. P. Naylor. 

This sign differs from the numerous types of signs displaying 
words and set phrases, with which our readers are familiar, in that 
within its letter capacity it can be made to display any desired 
‘message, practically on the spur of the moment; moreover, its 
construction is such that the legend is visible by day or night. 

The High Holborn sign, fig. 4, which is situated in a position 
commanding a considerable length of this thoroughfare, has an area 
. of 400 rq. ft., measuring 33 ft. long by 12 ft. high ; it consists of 
52 monograms in four lines of 13; each monogram has 23 elements 
-or units which can be grouped to form a letter. 

The elements are of special design, consisting of a white disk- 
like member provided with two black metallic covera or eyelids, 
which are rotated by electro-magnetic means to uncover the disk ; 
behind each disk is a lamp for night illumination, also controlled 
in a similar manner. The 1,196 elements comprising the sign are 
coupled up to a single keyboard, which is selectively placed in 
relation with each monogram so as to cause the display of any 
letter upon any panel, an auxiliary board being provided to delete 
or cause non-display of any desired monogram. This keyboard 
was primarily designed for the display of news, and by its means 
an average of one change a minute can be obtained on the sign. 

The control devices are connected and operated in series, so that 
they can be connected directly to a 200-volt р с, supply. It may 
be pointed out that the elements are self-contained units provided 
with a short flexible and plug. which are easily replaceable. 

The sign was utilised for recruiting purposes during the week, 
with considerable success, and its versatility undoubtedly formed 
an attractive feature. 

Messrs, Naylorgraph have been granted patents in over thirty 
countries, and their letter design and monogram are registered ; 
we understand that they are prepared to negotiate for the exploita- 
tion of their foreign patents. 


B.T.H. Electric Fans. 


A recent list (No. 7,100-B) issued by the BRITISH THOMSON- 
Houston Co., LTD., of Rugby, gives particulars of a number of 
types of electric fans and fan motors made by the firm. Particular 
stress is laid on the desk and bracket types of fan, which are built 
for either direct or alternating-current working, with 12-in. or 
16-in. diameter fans, and are built in oscillating and non-oscillating 


designs, both having swivel and trunnion mounting, which 
permits the movement of the fan horizontally or vertically through 
a wide angle. The ease of conversion from bracket to desk type is 
an attractive feature. 


da т Fog 


7 


a 
2х 
= 

— 


| /hy; a à 


eus КИ! "t 


Fie. 3.—B.T.H. ExBavsr Fax, 


The oscillatory movement is provided by positive mechanism, 
and does not depend on air reaction. 

The motor and fan can be made to oscillate through a pre- 
determined angle. The list also shows ceiling type fans, one of 
which, a twin blower, we illustrate in fig. 2; we also illustrate an 
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Fic. 4.—THE NAXLORGRAPH DAY AND NIGHT SIGN, 


exhaust fan, fig. 3, these being built in 12.in. and 16-ір. s 28 for 
either direct or alternating-current working, and provided with a 
separate speed regulator. 
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Electric Lighting of Ambulance Trains in France. 


The electrio lighting of ambulance trains for use on the 
Continent has presented some features of special interest, the 
running conditions being particularly exacting. Trains consisting 
of pharmacy and ward coaches have been built in this country by 
the Great Eastern Railway, the Great Weetern Railway, the London 
and North-Western Railway, and the Londof, Brighton & South 
Coast Railway, while several coaches have, at the order of the 
Red Cross So"iety, been supplied by the Birmingham Railway 
Carriage ard Wagon Co. | 

These various units have been equipped throughout with Stone's 
system of electric train lighting, which has been adapted for 
service on o^sches working to no fixed time-table and subject to 
long periods of standing and slow running. To meet the 
exceptional requirements of the case, use has been made of special 
dynamos, which are capable of doing the requisite current gene- 
ration at a speed of but little more than 10 miles an hour. These 
machines are of the latest type, and are fitted with ball bearings. 
The supply is at 31 volte. 

The lamp circuits are divided into two sections, so that either 
half lights or full lights can be used at will; moreover, individual 
oontrolis provided on most of the lamps, Wall sockets also are 
тае іо several coacher, to facilitate the employment of portable 

ghta. 

The accumulators installed consist of double batteries of Stone's 
standard Tonum " cells, and these give a full lights. capacity 
of over 48 houre. It ie unlikely, however, that all the lampe will 
be used at one time, hence the available storage is very great. 
With batteries of so large a rating and dynamos generating current 
at so low a speed, the installations are capable of satisfactory 
working, even under the most trying conditions. 

The whole of the apparatus is of British manufacture, being 


supplied by Mxssns. J. STONE & Co., LTD., of Deptford, London. 


LEGAL. 


UNDERWOOD v, BRITISH UBALITE Co. 


THIS case was, on Thursday, April 2204, the subj e; of an appeal 
by the defendants to the Divisional Court of King's Bench, before 
Justices Bailhache and Shearman, from a verdict and judgment in 
the action of Underwood v. The British Uralite Co., heard in 
January last by Judge Rentoul, in the City of London Court, when 
a jury awarded the plaintiff £71 damages for breach of contract. 
The matter was fully reported in our issue of February 5th, page 
174. - 

COUNSEL for the appellants argued that the defendants had not 
entered into any contract with the plaintiff by which they were 
precluded from selling to Mesers. Kynock, and that there was no 
custom with regard to dealers which prevented them from dealing 
direct after the plaintiff had failed to purchase within the 
of the option, there being no concluded contract of sale between 
plaintiff and Martin or between Martin and Kynocks. 

MR JUSTICE BAILHACHE, after hearing lengthy argumenta on 
both sides. said he was of opinion that the work done by plaintiff 

was not for the defendants, but in order that he himself might 
effect a sale. There was no implied contract to pay for services 
eo rendered. What was done was done by the plaintiff because 
he was a pereon who had an option of purchase and was 
trying to find a purchaser from himself. He did not 
think the circumstances of the case eupported the arguments 
of the plaintiff. If it were so, the defendants could not 
dispose of their machinery without a liability to pay the dealer for 
services rendered. The Judge in the Court below bad wrongly 
directed the jary on that point. The other point put to the jury 
was that there was a custom that where a person had machinery 
to sell, and he went to a dealer and offered it to him for sale, and 
that dealer brought people to see it, the owner might not after- 
wards deal with the person whom the dealer had so brought. He 
did not agree with such a contention, and the evidence was not 
sufficient to support it or to establish the existence of a custom, 
The appeal must, therefore, be allowed. 

MR JusTICE SHEARMAN gave judgment to a similar effect, 
observing that Mesars. Kynock had not gone behind the dealer to 
make their purchase, and there were no circumstances put before 
the jury to show that there was any liability to pay plaintiff for 
services rendered. · 

The appeal was allowed, and judgment entered for the 
defendants, with costs. 

On the application of Mr. Doughty, appearing for the plaintiff, 
a stay of execution was granted with a view to appeal, 


OSRAM LAMP WORKS, LTD., r. SCEANDO LAMP Co., LTD. 


MR. WALTER, K.O., mentioned, on April 23rd, to Mr. Justice 
Younger in the Chancery Division, & motion in this action for an 
interim ip junction to restrain, until the trial, an alleged passing- 
off by the defendants. 

Evidence, he said, had been filed on both sides, and the confliot 
was such that be could not usefully ask his Lordship to deal with 
the matter upon affidavit evidence. He had agreed with the other 
side therefore that there should be no order on the motion except 
that the coets should be costa in the action. 

His LORDSHIP assented to that course being adopted. 


ALLEGED INFRINGEMENT OF A PATENT VACUUM CLEANER. 


IN the House of Lords on April 19th, 23rd and 26th, arguments 
were heard in an appeal by the British Vacuum Cleaner Cc., Ltd., 
against an order of the Court of Appeal in favour of the respon- 
dente, James Robertehaw & Sons, Ltd. 

The Н mse consisted of the Lord Chancellor and Lords Strath- 
clyde, Parker, Sumner, Parmoor and Wrenbury. 

The action was brought by the appellants to obtain an injunction 


.. to restrain the respondents from infringing the appellants’ letters 


patent No. 17.433 of 1901, granted to Hubert Cecil Booth for an 
invention entitled "Improvementa relating to the extraction of 
dust from carpets and other materials,” and for an inquiry as to 
damages and other relief. The specification stated that it was 
essential for practical success to drive by power the pump 
employed for producing a vacuum, and to main & 
vacuum of at least 5 lb. per sq. in. in the filter 
on the side of the filtering medium where the air and 
dust entered, when the apparatus was at work, and that 16 
was only to extractors working with a considerable vacuum 
that the claims related. The first claim was for the combination 
of an extracting implement connected with a power-driven suction 
pump and dust-collecting means interposed between the said 


implement and pump, substantially as and for the purpose speci- 


fied. The patent had been held by the House of Lords ina 
previous action to have subject matter and to be valid. The 
plaintiffa complained of threats and of actual infringement by the 
defendants’ machines, which had suction bellows instead of a 
cylinder pump. The defendants pleaded that the patent was 
invalid on the ground of the publication of two specifications of 
Harvey, Nos. 516 of 1893, and 4,545 of 1894, and the prior user 
of machines made under Harvey's patent, and they denied 
infringement on the grounds—(1) that the patent sued on did not 
cover suction bellows although worked by motor, and (3) that 
the machine complained of did not work at substantially 51b. 
vacuum. Mr. Justice Sargant decided in favour of the plaintiffs, 
but the Court of Appeal by a majority (the Master of the Rolls 
and Lord Justice Swinfen Eady— Lord Justice Phillimore dissenting) 
considered that the term "a power-driven pump" could not be 
applied to a power-driven bellows, and that the defendants had 
done no more than apply power to the old Harvey machine. Lord 
Justice Phillimore considered that the essence of the plaintiffs’ 
invention, as regarded the power-driven pump, was “the produc- 
tion by mechanical power of a suotion such as will produce a con- 
siderable vacuum sufficient to extract the dust from and through 
the carpet, the extractor being a close fit," Accordingly, by the 
majority judgment of the Court of Appeal, it was held, notwith- 
standing the prior user of the machine of Harvey, that the patent 
was, on the construction placed on the specification by the House 
of Lords, valid; but that the defendants had not infringed, and 
the appeal was allowed. The plaintiffs now appealed against that 
judgment, 

Mr. Thomas Terrell, K.C., Mr. Colefax, K.C., and Mr. Courtney 
Terrell appeared in support of the appeal; Mr. Walter, K.O., and 
Mr. Gray for the respondents, 

On the hearing of the appeal the respondents were not heard, 
and judgment was reserved. | 


жыз es ай. 


AEMORDUCT MANUFACTURING Co., LTD., t. ABMITAGE. 


In the City of London Court, on Mondsy, before his Honour Judge 
Rentoul, K. O., an action was brought by the plaintiffs against Mr. 
T. Armitage, electrical goods dealer, John Street, Huddersfield, for 
#921 balance of account for Sunbeam electric lamps supplied. 
Mr. F. Hinde appeared for the plaintiffs, and Mr. F. H. Bodvano 
for the defendant. 

Мв. HINDE eaid that the defendant admitted owing £8 15s., for 
which plaintiffs had obtained judgment. As to the balance, 
£12 5s., there was no dispute about the receipt or acceptance of 
the lampe. 

The matter was gone into in considerable detail, after which 
judgment was given for the plaintiffs for the amount claimed, 
with costs. 


New Zealand.—The New Zealand Customs authorities 
have recently given a decision to the effect that " Ieniters, 
electric (for gas or oil engines), are to be classified under No. 385 
of the Tariff, a duty of 20 per cent. being imposed on foreign 
manufactures, while British goods are to ba admitted free of 
duty." 

A Wellington firm of importers is inquiring for the names of 
British makers of metal-filament lamps. Application may be 
made to the Board of Trade C.I. Branch in London, 


Women’s Work Exhibition—At a “Women and 
Their Work" Exhibition, which is being organised by the Daily 
Express, and which opens to-morrow at the Royal Horticultural 
Hal), Westminster, for a period of one week, there will be daily 
demonstrations of electric cooking. On May 4tb, at 3.30 p.m., 
Miss Maud Lancaster will lecture on Electricity in the Service 
of the Home,” 
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PARLIAMENTARY. 


Halifax Corporation Bill. 


Lorp NEwTON's Select Committee of the House of Lords com- 
irenced the consideration of the Bill promoted by the Halifax 
Corporation on April 22nd. Under the Bill the Corporation 
sought powers to construct certain tramways and to provide 
and run trolley 'vehicles and motor omnibuses. | 

Mr. Luoyb, K.C., for the Corporation, explained that the 
principal tramway project was an extension to Elland, a mile 
and a half long, and this was opposed by the Huddersfield 
Corporation and the West Riding County Council. A second 
project was an extension of the tramway froin West Vale to 
Stainland, and this also was opposed by the County Council. 
The promoters also wanted power to run motor 'buses along 
any street in the borough, along two specified routes outside 
the borough, and on any route which the Board of Trade and 
the road authority might eventually agree to. "They were 
agreeable to contributing 3d. per 'bus mile to the expense of 
maintenance of the roads, which was the sum generally fixed 
in other cases. Under the Bill they asked for borrowing powers 
of £110,000 for construction of tramways, £14,000 for tram- 
way rolling stock, £5,100 for trolley vehicles, £26,300 for 
electrical equipment, £6,000 for an extension of the tramway 
depot, and £3,600 for motor omnibuses. 

Having heard the evidence the Committee rejected the 
proposal for the tramway to Elland, and also modified the 
clause which would have allowed the Corporation to make 
agreements postponing purchase by outside authorities. 
Clauses were also inserted to protect Huddersfield and Brig- 
house against competitive omnibus services from Halifax. 


South Shields Corporation Bill. 
A Select Committee of the House of Lords, presided over by 


Lord Hylton, after consideration of the South Shields Cor- ` 


poration Bill, has ordered it to be reported for third reading 
in a modified form. Amongst the proposals contained in the 
Bill were those for tramway extensions in the Mile End and 
Sunderland Roads, and for the running of motor ‘buses to 
Boldon Collieries. 

In the evidence it was stated that the Corporation had 

sade ап agreement with the Rural District Council with 
regard to the motor bus service and would contribute to the 
cost of the maintenance of the roads. 

No opposition was offered to the tramway proposals, and 
the only opposition to the motor bus service was in respect 
of the wear of the roads and bridges. 

The Committee rejected the motor 'bus proposal and 
allowed the tramway clauses. 


МАБ ITEMS. 


Board of Trade Assistance.—The Board of Trade Com- 
mercial Intelligence Branch has issued list No. 17 of inquiries 
To Sources of supply of goods, for the week ended April 

th. 

Manchester Car Collections.—More than £10,000 has been 
collected for various war relief funds by means of the collect- 
ing boxes which have been on all the Manchester tramcars 
since the commencement of the war. 

Glasgow University Engineers’ Offer.—At the meeting of 
the Court of the University of Glasgow, on April 23rd, 
Principal Sir Donald MacAlister intimated that the whole 
staff of the enm Ue department—lecturers, assistants, 
demonstrators, and workmen in the laboratory—had offered 
themselves in a body to the military. authorities in case their 
services might be of use in connection with the provision 
of munitions of war. He had had a letter from the Major- 
General of the Ordnance Department cordially acknow- 
ledging the value of the offer, and stating that in a very 
short time they would be able to indicate how the services 
of the staff might be best utilised. In the meantime the 
Admiralty had asked the University to do a service which 
they could do in connection with the actual work of pro- 
viding munitions of war in Glasgow—namely, that they 
should put their workmen and their testing machines at the 
disposal of the Admiralty for the purpose of testing speci- 
mens of steel used in shell-making in the district. He was 
quite sure that Professor Cormack would undertake the 
supervision of this matter so far as providing facilities for 
the Government was concerned, and he was sure that the 
Court Would cordially accede to the request. 

Once Bit, Twice Shy.—Our contemporary ** La Lumiére 
Electrique '! reproduces a letter which is being circulated 
by the Syndicate of Engineers, Boilermakers, and Foundrv- 
men of France to all firms engaged in the trades named. 
After offering official statements on the war in six lan- 
guages for circulation to foreign clients and agents the 
letter points out that the Germans and Austro-Hungarians 
who were resident in France before the war, whilst osten- 
sibly earning their living, were at the same time assiduously 
preparing for war, and urges its readers to guard against 
similar tactics in the future. To this end, all French con- 


* 


cerns are adjured never more to employ Germans or 
Austrians in any capacity whatever; never to accept the 
gratuitous services of young Germans or Austrians who 
may present themselves as ‘t volunteers ’’; and not to renew 
agencies for enemy firms after the war, but to deal in or 
purchase only apparatus, etc., of French manufacture, or, 
if not made in France, of Allied or neutral origin, the prin- 
ciple being to abstain rigidly, in view of the mentality that 
has been unmasked, from commercial transactions with the 
Germans. The Syndicate places its services at the disposal 
of readers, to furnish them with the names and addresses 
of French, British, American or other firms that make 
apparatus such as they have been accustomed to procure 
from Germany, ог, in the case of items hitherto manufac- 
tured only in Germany or Austria-Hungary, to assist in the 
establishment of such manufactures in France. No doubt 
a similar feeling will be cherished by the majority of our 
readers. We wonder how many British firms that accepted 
the services of young Germans ‘‘ desirous of learning: the 
language " at a nominal price have paid for their seeming 
economy with the loss of customers worth tens of thousands 
a year to them, on the return of their artless pupils to the 
Fatherland, loaded with detailed information regarding their 
trade and clientèle. Nevermore! 


German Capital in Russia.—Reuter’s agent at Petrograd 
states that the Department of the Ministry of the Interior. 
which is in charge of rural and municipal economic affairs. 
has opened an inquiry into the question as to how far mun- 
cipal economy in Russian towns is dependent upon German 
markets and German capital. 


Electricity Works Employés.—It having been represented 
that men, some married with families, had enlisted from 
the various Stoke Corporation electricity works, and that 
their places had been filled by single men of military age. 
Colonel Blizzard asked Mr. Yeaman, the electrical engineer, 
to make inquiries. The subject was brought before the 
Electricity Committee, and Mr. Yeaman was instructed to 
reply that the Electricity Department had sent a larger per- 
centage of men than any other department of the Corpor- 
ation—30 per cent. of its employés having enlisted, and 44 
per cent. from the office staff. The general allegation of 
taking on single men of military age was disputed, but it was 
stated that the greatest difficulty had been found in obtaining 
men, and that-a few more who would enlist were unable io 
do so because they could not be spared, particularly as the 
War Office, the Local Government Board, and local firms 
insisted upon an adequate supply of electricity being main- 
tained for the production of munitions, etc. Mr. Yeaman 
concludes:—‘‘ I think you will agree that everything pos- 
sible has been done by my committee to forward the interests 
which we fully recognize are national and not local, reserv- 
ing merely the irreducible minimum for our own pressing 


local needs."'—'* Stafford Advertiser. 


German Electrical Machinery Confiscated at Sydney.— 
An Ausiralian newspaper just to hand states that applica- 
tion was made to Sir William Cullen, President of the Prize 
Court, for the conliscation, of seven cases of machinery 
seized on board the steamer * Annam " by the Common- 
wealth Government. The application was made b» Mr. Н. E. 
Manning, who was instructed by the Commonwealth Crown 
Solicitor; Dr. Brissenden appeared for the Australian Metal 
Co., Ltd.; and Mr. P. Halse Rogers, for the Municipal 
Council of Sydney. Mr. Manning explained that in 1913 a 
contract was entered into between the Australian Metal Co.. 
Ltd., and a German firm for the supply of certain electrical 
machinery, to be ultimately used by the City Council. The 
original machinery was supplied and set up, but it was 
afterwards discovered that certain parts were defective. The 
Australian Metal Co. undertook to replace the defective 
parts, and in order to do that it was necessary to send to 
Germany. This was done in June, 1914, but it was not 
until September 29th, 1914, that the goods were shipped bv 
the German firm, via Copenhagen. The vessel arrived at 
Sydney long after the outbreak of war, the cargo was dis- 
charged, and the goods in question were seized by the 
Customs authorities. The Australian Metal Co. had no 
communication with the German firm after the outbreak of 
war. The object of the present application was to obtain 
an order from the Court confiscating the goods, which woul! 
be ultimately handed over to the City Council. The Presi- 
dent said it was proved that the goods were ordered prior to 
the outbreak of hostilities, and the Australian Metal Co.. 
who were merely carrying out the Council's order, were 
exempted entirely from any suggestion that they were trad- 
ing with thé enemy. The goods, however, having been 
dispatched from an enemy's country after a state of war 
existed, must be confiscated, and he made an order accord- 
ingly; no order as to costs. 


Trading with the Enemy.—The Australian Mining 
Standard " states that Colin Leigh Remington, trading in 
Elizabeth Street, Melbourne, under the name of McLean & 
Co., electrical engincers, was arrested in March and charged 
that during the continuance of the present state of war. 
on September 3rd, 1914, at Melbourne, he did unlawfully 
attempt and unlawfully endeavour to trade with the enems. 
to wit—C, & F. Schlothaner, Ruhla, Germany; M. Reiner 
& Co., Hamburg, Germany; Schumanns Elektrizitaiswerk. 
leipsi, Plagwitz, Germany." Having been released on 
£500 bail, he came before Mr. Goldsmith, P.M., at the 
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Melbourne City Court on March 12th, to answer the charge. 
Mr. H. I. Cohen, who prosecuted, explained that accused 
Was arrested because it was known that he was booked to 
leave for America on March 13th. Several letters to firms 
mentioned in the charge having been read, and Mr. Bryant 
having, in defence, argued that even after the proclamation 
prohibiting trading with the enemy, it was perfectly justi- 
fiable for a person in Australia or England to buy German 
manufactures from persons in neutral countries, provided 
the money in payment. did not go to Germany, and the 
accused having stated that whatever he had done against 
the law had been done in ignorance, the Police Magistrate 
stated that he had no doubt that defendant had offended 
against tne law. He could not understand how a business 
man could, within a few days of each other, have written 
such contradictory letters as two which had been read. If 
it was not attempting to trade with the enemy he did not 
know what was. He should say it was non-controversial. 
It was the sort of thing that could not go on. The thing 
that appeared to mitigate the offence was that it occurred 
on September 3rd. He (Mr. Goldsmith) did not regard the 
case as so grave as the matter that was before him some 
weeks ago, where an endeavour was made not only to 
obtain goods through a neutral country, but to have them 
branded as of other than German manufacture. In view 
of the circumstances, and the fact that the defendant had 
abstained later on from giving directions, the fine would 
be £200, with £6 Os. costs. r. Goldsmith added that in 
charges of this nature which might in future come before 
him, unless there were markedly mitigating circumstances 
in such cases, even though they were committed anterior 
to the first case he had heard, he would order imprison- 
ment. Those who traded with the enemy supplied them 
with munitions of war to destroy our soldiers. 

Reuter's agent at Melbourne telegraphs. according to the 
* Financial Times," that Theodore Zwicker, an importer, 
has been fined the maximum penalty of £500 for attempting 
to trade with the enemy. 

The German Cable Makers' Syndicate. —Shortly after the 
outbreak of war the agreement of the Syndicate of German 
Cable Makers, which was on the point of expiration, was 
provisionally prolonged until the end of March, 1915. "This 
temporary arrangement has now been extended to the close 
of the year. It is proposed to protract the combination 
definitely for a number of years after the conclusion of 
peace. The chairman of the Syndicate is Herr Berliner, 
general director of the Bergmann Electricity Works Co. 

Anglo-Russian Trade Relations.—One of the features of 
the Anglo-Russian commercial entente, initiated some eight 
or nine years ago, was the establishment, contemporane- 
ously, in London and Petrograd, of the Russian Section of 
the London Chamber of Commerce and the Russo-British 
Chamber, respectively. The latter has now branches in 
Warsaw, Odessa, and other leading Russian cities; the 
former includes in its membership practically all corpora- 
tions and firms, financial and commercial, of any standing 
and importance in London, whether British or Russian, 
who are interested in trade between the two countries. The 
work that has been accomplished in the iniervening years 
has placed the organisations in question in a position to 
meet the new situation brought about by the War in a man- 
ner that would obviously have been impossible without a 
lengthv period of preparation. The Russian Section of the 
London Chamber of Commerce has at its disposal not only 
the large resources of that institution but the services of the 
special Statistical and Information Department of the Cham- 
ber, with its extensive commercial library. This department 
has been putting Russian buyers and English sellers, or 
vice versa, into business relations for some years now, but 
naturally since the outbreak of war this work has been 
very greatly extended. The department affords full infor- 
mation as to the products obtainable in each country and 
the manufacturers and merchants dealing in the various 
articles; the statistical and other information, as well as 
the experience gained in the past, is now of great benefit. 
At the present moment the Chamber is busily engaged in 
applying its resources with the object of meeting the pre- 
sent demands arising both here and in Russia, and, no 
doubt, the coming of summer and the re-opening of the 
trade routes connecting the two countries will again in- 
crease the work. The work of the Section is not, however. 
confined to introducing buyer and seller; many other sub- 
jects are handled. For example, at the meeting held on 
23rd instant, a special committee was appointed to carrv 
on the work initiated by an emergency committee nominated 
immediately after the outbreak of war, which will watch, 
in the interests of Anglo-Russian trade, negotiations for 
commercial treaties which may be concluded by Russia 
with various countries when the war is over. The com- 
mittee, in addition, will consider all questions bearing on 
the general subject of the extension of trade between Great 
Britain and Russia which may arise in the interim.  Parti- 
culars of the new Russian Customs Tariff which, broadlv 
speaking, increases the duties on British goods by 10 per 
cent., and on those from Germany, Austria-Hungary, and 
Turkey bv 100 per cent., were announced. The result of 
correspondence with the Censor on the subject of trans- 

mitting telegrams in the Russian language was also com- 
municated. whilst among other subjects which were dis- 
cussed with a view to action was the effect of Clause 5 
of the Finance Act, 1914, upon Russian shareholders in 
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British companies operating in Russia, etc. А proposal 
for an exhibition of British goods in Russia was also dis- 
cussed and deferred for further details. 

Belgium's Hour of Need: An Appeal.—In common with 
the editors of other publications, we have this week received 
an appeal on behalt of the millions of people who are on 
the verge of starvation in Belgium. We wish that we had 
room to print it. It is eloquent, convincing, and heart-search- 
ing—we cannot attempt to summarise its arguments іп a 
few words. ‘True, great things have been done to enable 
those seven millions who remained behind in Belgium to 
keep body and soul together, but it is too horrible to con- 
template the suffering, mental and physical, and the pangs 
of hunger, that we are authoritatively informed these brave 
people have undergone, and which they must yet experience 
while in the German prip unless more generous help is sent. 
The German army of occupation refuses to feed them, and 
unless we get more assistance hundreds of thousands 
will actually starve.” We have opened our columns in these 
terrible war-days to many appeals not purely electrical, but 
we are sure that there is none that can with greater justice 
lay claim to our assistance. The appeal of the National 
Committee for Relief in Belgium is signed by representatives 
of varied interests, and the committee has among its mem- 
bers men and women from almost every conceivable walk 
in British life, and we have no hesitation in urging our 
readers—all of whom recognize the vast debt we owe to 
Belgium—to do their utmost for these millions who suffer 
because of the immortal bravery of our Ally in defending its 
own honour and obstructing the way to Pàris, to Calais, 
and, perhaps—to London. onations may be sent to Mr. 
A. Shirley Benn, the Hon. Treasurer, Trafalgar Buildings, 
Trafalgar Square, London, W.C 

Engineer Volunteer Training Corps.—The replies received 
to the circular recently issued by the Institution of Elec- 
trical Engineers to the members residing in the London dis- 
trict have been communicated to the Central Association of 
Volunteer Training Corps, whose Engineering Adviser is 
of opinion that the response received is sufficient for the 
matter to be proceeded with, and enrolment forms have 
accordingly been sent to all those who have expressed will- 
ingness (conditional or unconditional) to join the proposed 
Corps. Further enrolment forms for members whose 
residence or occupation is in the London district cam be 
obtained at the Institution of Electrical Engineers, Victoria 
Embankment, W.C. 

German-Russian Electric Finance cum Force Majeure.— 
According to the Utro Rossi," Moscow circles are credibiy 
informed that a lively business is being done in Brussels in 
the transfer of German concerns in Russia to Belgian share 
companies which have been established for the purpose. 
The acts of sale take place with the observance of all legal 
formalities, and are registered. at the Spanish Consulate, 
scrupulously fulfilling the obligations of the Russian Con- 
sulate. All this is done in the expectation of using the 
Belgian firms and preserving in German hands the power 
to contro] the concerns in Russia which according to the 
existing law they should lose. The Belgian Government 
has accurate information showing that up to now 38 such 
transactions have been registered, of which seven are related 
to the General Electricity Company-trust, which was inter- 
ested before the war in electrical undertakings in Riga, 
Кей, Bielostok, Radom, Chenstochoff, and Simferpol. 
Nearly all the shares in the Kieff Lighting Company 
have now been transferred, of course, fictitiously, to it. In 
exchange for them German shareholders will receive shares 
in the Belgian trust. Our Allies, continues the Russian 
journal, are obliged to execute the operations under German 
compulsion. After the war they will explain them, and 
they will be cancelled. But for the edification of the pre- 
sumptuous Germans, it would do no harm to put existing 
law into force on the liquidation of German businesses in 
Russia, with a clear intimation that the transfer of such 
businesses, effected no matter how, abroad, will be treated 
as null and void in Russia. 

Personal.—The following announcements appeared in the 
“ London Gazette?! on April 27th:—Territorial Force: 
Hampshire (Fortress) Engineers. The undermentioned to 
be Second Lieutenants. March 25th:—No. 4 Electric J ights 
Company—Sapper Harold Tom White. No. 6 Electric 
Lights Company—Norman Mansfield Radermacher. 

London Electrical Engineers: The undermentioned to be 
Second Lieutenants. Dated April 28th, 1915:—Corporal 
Thomas Hepburn Gotch, Lance-Corporal Gerald Fergus 
Wood, Private Alfred Blackie, from the 28th (County of 
London) Battalion, The London Regiment (Artists Rifles). 

Mr. A. К. Farrow, who has been gazetted Second-Lieu- 
tenant in the R.F.A. (2nd Home Counties’ Brigade), is 
the son of Mr. A. E. Farrow, manager of the Windsor 
Electric Light Works, and was a pupil in the Diesel Engi- 
neering Works at Manchester. 

Roli of Honour.—Private John Hoose, of Frodsham, who 
was emploved at the Helsby Cable Works before the war, 
has been killed in action. He was serving with the 2nd 
Welsh Regiment, and was shot in the head. Deceased, 
who had previously been wounded and had returned to the 
front, has left a widow and two children. 

Lance-Corporal Walter Hewett and Private Charles 
Webber, who were arc lamp attendants in the emplov of 


the Stepney B.C. electricity department, have been killed 
in action, 


E 
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BUSINESS NOTES. 


Consular Notes. —GERMANT.— The American Consul 
at Berlin reports that the merchants of the city of Berlin bave 
taken preliminary steps to quote hereafter, when normal times 
have arrived, independent prices for zinc, lead, aluminium, 
and antimony. This measure involves the further extension 
of the activities of the Berlin Metal Exchange, and its prime 
object is to create independence for the German metal trade 
from the quotations in London. The American Consul is of 
opinion that this proceeding is justified in view of actual conditions 
in the relative prodaction and consumption of metals in the various 
European countries. He considers it an anomaly in the metal 
trades that the price of zino, for instance, of which Germany is one 
of the foremost producers and consumers, is fixed in London. 

INDIA.—The American Coneul at Bombay reports that the 
Railway Board of India has iasuedtinstructions to install electric 
lighting in all carriages on State worked railway systems. The 
change will of necessity take time to carry out, but the general 
adoption of electric lightiog has now been decided on and will 
gradually be brought about as funds and time permit. 


Stoker Contracts.—The following is a list of recent 
sales of stokers by the UNDERFEED STOKER Co., LTD., to electrical 
undertakings :— 

Borough of Leigh Blectricity Department $ E. 

Lisbon @lectric Tramways  .. ea i EM . 1E. 

Derbyshire & Nottinghamshire Electric Power Co. .. 6 В.Б 

Blackpool Corporation Electricity Department.. .. 9 B. 
Other orders executed include those for Priestman Collieries, 
Newoastle-on-Tyne ; Davidson & Co., Belfast; Edward Sassoon 
Mille, Bombay; National Steam Car Co., Chelmsford; and the 
Delagoa Bay Development Corporation, 


Catalogues and Lists.— WESTMINSTER TOOL AND 
ELECTBRIO Co., Suffolk House, Laurence Pountney Hill, London, 
E.C.—Small illustrated and priced leaflets of lifting magnets, 
electric drills, and electric blowers. The company's telegraphic 
address has been changed from Aphasitic-Cannon-London, to 
" Westolelco-C annon- London.” 

THE EDISON & SwaAN UNITED ELECTRIC Liger Co., LTD., 
Pon?ers Ead.— Laaflet No. Н 3,097 gives prices and particulars of 
domestic fans for the coming summer season, Customers can have 
these overprinted in quantities of 250 up. Leati-t No. A 3,096 
(8 pages) gives details and reduced prices of " Eliswan " fool- 


proof, quick-make and quick-break ironclad switches and switch 


fases (250 and 600 volts) 


Mr. G. BRAULIK, 8, Lambeth Hill, London. E.C.—T welve-page 
illustrated catalogue giving fu ly tabulated details and prices of 
“Therma” electric cooking and heating apparatus—boilers, 
cooking plates, ranges, baking and roasting ovens, &c. 

CONTRAFLO CONDENSER AND KINETIC AIR Pump Co, LTD, 8, 
Central Buildings, Westminster, London, 8.W.—Thirty-two-page 
illustrated pamphlet, containing a very full description of the 
Contralü;-Kinetio system. The pictures show these condensing 
and air-pump equipments applied to power station plants in Buenos 
Aires, Japan, China, Rochdale, Lots Road, Dunston, Bolton, &c. A 
tabular list gives particulars of Kinetic plants supplied or on 
order, ranging from 500 to 25,000 Kw. 

Messrs. GEO. SCHULTZ & Co., LTD., 10, Bash Lane, London, Е.С. 
New catalogue (21 pp.) giving particulars and prices of various 
eleotrical insulation materials which they are now manu- 
facturing at Manchester. They have recently acquired additional 
premises, increasing their output facilities, and considerable 
stocks are carried of these and other manufactures, including 
enamel insulated wire, 

THE GENERAL Accessories Co, LTD., 70. Worship Street, 
London, E.C.— Eichty-six-page catalogue containing illustrations 
and prices of electrical accessoriet of British manufacture—lamp- 
holders, switches, bells and bell.pushes, fuse and distribution- 
boards, and so forth. 

Messrs. Donovan & Co., 47, Cornwall Street, Birmingham.— 
Illustrated priced leaflste relating to carbon-filament lamps and 
Barwick motor-startere. 

Messrs. A. P. LUNDBERG & Sons, 477 to 489, Liverpool Road, 
London, N.—Twelve-page illustrated list (S. 38) giving full par- 
ticulare, with diagrame, prices, &o,, of their Pivot single-way 
and two-way tumbler awitches. 

Messes. HERBERT Morris. LTD., Empress Worke, Lough- 
borough.—Iilustrated and priced pamphlet, No. 62, relating to their 
standard pulley-block, crane, runway and other manufactures, 

Missus, Rose Bros., 38 and 39, Beech Street, London, E.C.— 
Eight-page illustrated catalogue of electrical instruments made 
by the Compagnie ЕА С. Da and Dutilh, of Paris, for whom the 
firm are sole British agents. Pocket, switchboard, and motor-car 
and lamp-testing instruments are shown and priced, aleo accumu- 
lator charging boards, 

GENERAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
London, E.C.— Illustrated and descriptive price leaflet of the No- 
Cell " dynamo outfit for motor-cars, giving head-light illumination 
without accumulators, 

BRITISH Tuowsox.HovsTON Co., Lro., Rugby.—List No. 2,255 
(8 pp.), giving full deacription and tabulated dimensions of their 


a type D.Q. continuous-current motors, ranging from 016 to 
H.P, 


THE WESTINGHOUSE CooPER HEWITT Co., LTD, 80, York Road, 
King's Cross, N.—New list of mercury vapour converters for 
transforming alternating to direct current, which are made up to 
80 amperes at 250 volta, single and three-phase, and are guaranteed 
for stated period». . 


THE ELECTRIO AND GENERAL WORKS, LTD., 15, Victoria Street, 
London, S. W.—IIlustrated leaflet showing switches, circuit- 
breakers, motor control boxes, protective apparatus fuses, and 
other apparatus, of which they have & collection of samples on 
view at the above address. 


ELECTRICAL SUPPLIES Co., 53, Victoria Street, London, S. W.— 
Folder giving prices of electric bells, which are made in a London 
factory. 

Messzs. ALFRED HERBERT, LTD., Coventry.—The firm's 
Monthly Reriew of modern machine shop practice for April con- 
tains a good deal of useful information, and includes an article on 
electrical machinery, written from the standpoint of the man 
who has charge of &uch plant. 


Gears and Pinions.—Messrs. ScHoLEY & Co., LTD., 
have received a contract for tool steel gears and pinions from the 
Croydon Corporation Tramways Department. They have also 
recently received large orders from the following :— 

The Oerlikon Co. (D. & N.W. Railway electrification), 
L.B. & G. C. Railway. 

East Ham Corpur tion Tramways. 

Pretoria Munio pality. 

Colombo Electric Tramways & Lighting Co. 
Johannesburg Municipality. 

Auckland Electric Tramways Co. 


Private Arrangements, —HaanRY J. BOOKER, electrical 
engineer, 51, Tothill Street, Westminster, London, 8.W.—A meeting 
of the creditors of the above was held on Monday at the offices of 
Mr. James Mortimer, accountant and auditor, 3, Pancras Lane, 
Cheapside, EC. Mr. P. Houstoun, who represented several of the 
creditors, was elected to the chair. The atatement of affairs pre- 
sented by Mr. Mortimer showed liabilities of £1,043. The indebted- 
ness to the trade was £923, and the balance of £120 was dae to 
Mr. J. Grevener for cash advanced, The assets consisted of cash 
at bank, £55; stock-in-trade £19, expected to prodace £10; book 
debts £611, estimated to realise £580; and motor-car, £100. The 
asseta therefore totalled £746, or a deficiency of £298. Mr. 
Mortimer stated that the debtor was seriously ill, and was at 
present at Yarmouth. Up ќо а recent date he had been in a Sana- 
torium, and had been in ill-health for some months. Owing to 
pressure by acreditor he cousulted his solicitor, and it was then 
decided that an inveatigation should be made. The debtor gave 
instructions for the investigation, and said that if it was thought 
necessary the creditors should be called together. The debtor 
only started business in March of last year, and he then had a 
small capital, but he owed money to Mr. Grevener, and he prc- 
bably only had an excess of assets over liabilities of about £15. 
The books had not been properly kept, but as far as could be seen 
the purchases had amounted to £2,245, while the sales had been 
£2,590. In answer to questions, Mr. Mortimer said that the debtor 
would not make any offer. But for the war the present positicn 
would not have arisen. The debtor dealt chiefly with German 
manufacturers, and he had not been able to get hie supplies. 
Nevertheless, had it not been for his illness, the debtor would prc- 
bably have made the business a success. After a short discussion 
it was unanimously decided that the estate should be dealt with 
under a deed of assignment, with Mr. G. E. Corfield, of Mesars. 
Corfield & Cripwell, Balfour House, Finsbury Pavement, E.C., as 
trustee. The following are creditors :— 


Adnil Electric Co, 2 . £200 Barnes, F. J. 2 jab. wa 
Electr;o Power Eng. Co., British Westinghouse Co. .. 109 
à 1 


Btechford .. А By 26 Medwav's &afery Litt Co. 
Fa'k, *tadelmann & Co... Se 24 Midland Electric Co, .. "E 14 
General Cable Mfg. Co... " 80 Mon is, P. D, ка ба se 49 
Hogan & Ward op D T 40 Northe n Electrio Wire Co. .. 164 
Imperial United Lamp Co. .. 137 Watlington & Co. Se 11 


FARDON & CARPENTER, LTD., electrical engineers, 4, Maidenhead 
Court, London, E.C.—A meeting of the creditors of the above was 
held last Friday at the offices of Mesars, Corfield & Cripwell, 
Balfour House, Finsbury Pavement, E.O. Mr. G. E. Corfield, the 
liquidator of the company, presented a statement of affairs which 
showed liabilities of £621, of which £389 was due to the trade and 
£232 to “other creditors," The assets consisted of cash in hand 
£291, and book debts £105, estimated to realise £65. The assets 
thus totalled £356, or a deficiency as regarded the creditors of 
£265. It was reported that the company was registered on 
December 31st, 1913, with a nominal capital of £2,002, and that 
it took over the business of the Emerson Worke. The company 
had issued debentures for about £300. Last October the debenture- 
holder appointed Mr. Carpenter as receiver and manager, He had 
since sold all the assets, paid off the debenture, and after deducting 
the costs and expenses there was a balance remaining of £291, 
which he had handed over to the liquidator. The other 
creditors " referred to in the statement of sffairs were principally 
in respect of claims by the directors under agreements with the 
company. The creditors decided to confirm the voluntary liquids- 
tion of the company, with Mr. Corfield as liquidator. The latter 
stated that it was a simple liquidation. and that as soon as the book 
debts had been collected a dividend would be paid. 


Australia,—4A Brisbane firm desires to secure agencies 
of British makers of engineering specialities, electric cranes, and 
other machinery requiring expert handling. Application should 
be made to the Board of Trade Commercial Intelligence Branch, in 
London 
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Book Notices. First Principles of Production. By 
J.T. Peddie. London: Longmans, Green & Co. Price 53. net.—Herein 
the author essays а study of the first principles of production and 
the relation of science to industry and to evolve a basis for a new 
lmperialism-—truly a formidable task, but one which he performs 
with a considerable measure of success. We take is-ue, however, 
with the very first sentence of his introduction, and much regret 
that such an unfortunate sentiment should be given suoh promi- 
nence. “ At the conclusion of the great war," writes Mr. Peddie, it 
will be necessary for the leaders of British industry and science 
to take stock of their positione.” At the conclusion of the war 
it will be too late to do any such thing. The primary needs of the 
moment are well known, and they mast not be neglected in the 
least degree, but amid all the stress and strain of turning out 
munitions of war on an unprecedented scale, our leaders of industry 
and science must find time to mend their waya of peace and see 
that our new industrial and commercial policies are in. full 
working order on the first day of peace, wherever the war prevents 
their earlier application. The first day of peace will be the 
firat day of an industrial war for which we must be preparegd— 
for which we muat now prepare—and the outstanding omission 
from Mr. Peddie's book is neglect to insist sufficiently on the need 
for instant action by every industrial leader and manufacturer, each 
in his own field. With Mr. Peddie's eatimate of the evil effects on 
us of the reduoed standard of wagee and living in Germany after 
the war, we are in entire agreement. We suggest only that he 
over-estimates the advantage we have in the “ breathing space now 
afforded us.” In point of fact, we must rely on no period of grace. 

Matters in which it is easy to agree with the author аге thelneces- 
sity for giving greater pecuniary support and recognition to science 
and s ientists; the rank folly of splitting our industrial barque on 
the reefs of political interest and dogma ; and the desirability of im- 
proving our technical edacation facilities, particularly in respect of 
really efficient commercial training. The sbort paper which gives its 


title to this volume represents a sound, general survey of the . 


classes of our community and the factora going to make up cost 
of production; it is followed by a yet shorter paper (about 1,700 
words) on " The State and Opportunity in Industry." An essay on 
Tariffs, Free Trade and Industry ineists upon the indivisibility of 
tariff and free trade problems, and presents several fresh argu- 
ments on this hoary subject. Ла discussing the "Influence of 
Science on Political Economy,” the author's chief point is that 
political economy must be adapted to and judged by the period to 
which it applies. Weare given an interesting review of the past 
effeots of invention, scientific developments and tariff changes on 
industrial expansion, but we seek in vain for any definite practical 
suggestions for present action. A paper on "Finance and Indus- 
try" pointe out the advantages, limitations and dangers of 
German banking policy, and we agree that industry must show 
that it is prepared to operate on efficient and truly scientifis bases 
before it can receive satisfactory support from banks. This 
eseay is followed by a brief compilation, laying emphasis on the 
importance of science in industry and presenting several striking 
instances of German methods and achievements. The remainder of 
the volume is chiefly devoted to reprints. The work is not 
indexed, and, though well worth reading, it does not unfold any 
organised, continuous policy for immediate application. Though 
much may be done by co-operation and State action in the 
near future, the immediate necessity is for reform along well- 
known lines by individual firms in details and ramifications of 
‘their methods and activities, which are known only to themselves, 
and can be set in order only by effort from within. 


“ Bulletin No. 77. Bureau of Mines.” The E'ectric Furnace in 
Metallurgical Work." Fourth annual report of the Director of 
the Bureau of Mines,” for the year ended June 30th, 1914. 
Washington : Government Printing Office. | 

" Wiriag of Finished Buildings.“ Ву T. Croft, London: Hill 
Pablishing Co. Price 83. 4d. net. 

" Business Methods and the War." By L. В. Dicksee, London: 
Cambridge University Pres. Price 28. net. 


“ Proces tings of the American Institute of Electrical Engineers.” 


Vol. XXXIV. No. 4. April, 1915. New York: The Institute. 
Price Sl. 


“ Proceedings of the Physical Society of London." Part XXVII. 
Part 3. April löth, 1915. London: The Electrician Printing and 
Publishing Co. Prioe 48. net. 

Science Abstracts.“ Sections A and B. 
April 26th, 1915. London: E. & F. N. Spon. 
net. 

The Truth about the Sino-Japanese "Conversations," London: 
oi Chinese Stu dente Union 


Vol. XVIII, Part 4. 
Price 18. 6d. each 


Dissolutions and Liquidations.—Messrs. COOPER 
AND ROBERTS, electrical and engineering merchants, 8, Paul's 
Bakehouse Court, Godliman Street, London, E.C.—Meesrs, J. N. 
Cooper and E. Roberts have dissolved partnership, the latter 
having joined the Army. Mr. Cooper is continuing the business 
under the same style, and will attend to all debts. 

Hove ELEcTRIC LiGHTING Co., LtD.—A meeting will be held 
at Salisbury House, London Wall, E.C., on June 2ad, to hear an 
account of the winding up from the liquidator, Mr. F. R. Reeves. 

COLNE AND TBRAWDEN LIGHT RAILwA rs CO.—4À meeting will 
be held on May 24th, at Albion Wolks, Armley Road, Le: de, to 
hear an account of the winding up from the liquidator, Mr, G. 9. 
Davies, 

. THE ELECTROMOBILE Co., LTD.—A meeting will be held on 
May 31st, at Sardinia House, Kingaway, W.O., to hear an acoount 
et the winding up from the liquidator, Mr. 8, Cole, 


nd 


' (unsecured £222), and assets nil. 


An Italian View of the Russian Market.—The 
Italian Consul General at Moscow reports as under on the mode of 
cultivating the Russian market :—" If there is a desire in Italy to 
successfully prosecute Russian trade from Moscow it behoves our 
manufacturers to set about the business seriously. Under the 
special circumstances ruling here it is needful that the repre- 
sentative in Moscow should possess the following qualifications :— 
(a) At least an approcimate knowledge of Russian ; a foreizn 
tongue, even if it were French, would immediately be met with 
diffidence. Little sympathy is extended to a foreign tongue and 
its use can ouly eventuate in prejadicing a dealing. (+) The 
possession of ample funds for advertising and other expenses. 
(а) The possession not only of catalogues, but of a full range of 
samples, for the Muscovite merchant is averse to buying without 
the sight of samples. There are at Moscow a number of Italians 
and other foreigners who аге in a position to take up such repre- 
sentation. It would bean illusion to consider that the conquest of 
this market is an easy matter, for Japan, on one hand, and England on 
the other, have already been very active, with the eame object, 
since the outbreak of the war; and, moreover, are able to offer 
the following advantages :—(a) More easy and more direct trans- 
port: (b) greater credit facilities, for Eoglish and Japanese manu- 
Íacturers and exporters are in the habit, in this extraordinary 
period, of granting facilities for payment, whereas Italian merchants 
are always obdurate and diffident ; it should, however, be borne in 
mind that it is needful to ri-k something in the first transactions. 
Italian merchants should quote lower prices for orders from 
Russia than from other countries, as db both England and Japan. 
Italian manufacturers are certainly right in selling their producta 
to the highest bidder, bat the Muscovite is also right in refusing 
to buy from Italy an article at 10, which he can obtain from 
Japan and England at 9. While, therefore, continuing to sell to 
other countries at 10, our manufacturers should examine the 
question, and see if it is not worth while selling at Moscow at 9, 
bearing in mind that the Muscovite market, with its infinite and 
insatiable hinterland in Europe and in A-ia, and a yearly trade 
movement of 5 milliards of francs, will always continue to buy, 
even when the war is ended. This certainty is & subject worthy of 
our greatest attention.“ ` 


Bankruptcy Proceedings. — James Рвостов KYD: 
CLARK, lateiy trading as an electrical and mechanical engineer, at 
Hy che Road, Willesden Junction, N.W., under the style of George 
Deiver & Son.—Tne public examination was held last week before 
Mr. Registrar Hood, at the London Bankruptcy Court. The debtor 
applied to pass upon accounts showing total liabilities £2,167 
Replying to Mr. Daniel Williams, 
Official Receiver, the debtor stated that having previously been in 
employment, he, in 1895, became a partner with two other persons 
in the business of electrical and mechanical engineers carried on 
at Easton Road by Mr. G. H. Driver, an inventor. Witness put in 
£500 capital upon being admitted a partner. During 1900 Mr. 
Fladgate, one of the partners, retired from the businees, upon an 
undertaking that the remaining partners should pay him 5 per 
cent. interest on £1,500 capital which he had left in the firm. In 
the previous year the business had been removed to Willesden 
Junction. It was part of the arrangement with Mr. Fladgate that 
in the event of the interest falling three months in arrear the 
principal amount was to beoome recoverable, and that in the 
event of Mr. Fiadgate's death the interest should be paid to his 
sister during her lifetime. Mr. Driver, the other partner, died in 
November, 1903, his capital being then agreed at £1,600, which 
witness paid to the representatives of the deceased, giving them 
at the same time a release from any possible claim in respect 
of the Fladgate liability. Witnees further arranged with 
the latter gentleman to pay off one-half of the seid 
£1,500 by instalments, and to continue the payment of 
interest on the other half. He bad only paid, however, £250 off 
the principal &mount, but continued the business alone until 
November, 1914, when, owing to lack of capital and pressure by 
creditors, he transferred it, as from September 30.h, 1914, to his 
manager. Generally speaking, it had been a successful business, 
and the balance-sheet for the year ended March, 1914, showed a 

rofit of £1,400. It, however, suffered by the lapse of patents and 

eavy competition. The debtor was examined at considerable 
length with reference to the disposal of bis business, and was 
asked whether he did not get rid of it in order to defeat a jadg- 
ment creditor. He asserted that his chief reason was that he was 
anxious to get into the motor-boat service and go to sea, but he 
frankly admitted that the result of the transaction was to leave 
the jadgment creditor entirely out in the cold, The examination 
was concluded. 


The Prentice Lightning“ Соокег. —Тне Акмов- 
DUCT MANUFACTURING Co., LTD., ask us to state that owing to 
certain rearrangements which are being made at their Witton 
Worka, they have decided to relinquish the manufacture of Mr. 
Napier Prentice’s " Lightning" c oker, for which they held the 
sole licence, They state that other engagements prevent them 
from doing justice to Mr. Prentice's interests in the development 
of the cooker at present, and they understand that Mr. Prentice 
will be making arrangements for the manufacture of the cooker 
by some other firm. 


Denmark,—4A Copenhagen merchant wants agencies for 
British makers of electrical fittings and accessories, insulators, | 
meters, dynamos, small motore, fans, pumps, &o. Application 
should be made to the Board of Trade О.І, Branch in London. 
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Trade Announcements.—TuE BRITISH ELECTRIC 
TRANSFORMER Co., LTD., have now olosed their offices and show- 
rooms at Charing Oross House, 294, Charing Cross Road, London, 
W.C., and all further communications should be sent to them direct 
at Hayes, Middlesex. Telegraphic address: Transfundo, Hayes, 
Middlesex. Telephones: 226 Ealing; 101 Southall; 12 Hayes 
(local calls). 

THE CENTURY ELEcTRIC Co., of St. Louis, U.S.A., informs us 
that it has increased its capital stock (fally paid) to £200,000, to 
enable it to more readily care for the rapidly increasing demand 
for its products. 

THE EQUIPMENT AND ENGINEERING Co., of Westinghouse 
Bailding, Norfolk Street, Strand, W.C., announce that their new 
telephone number is “ City 1088 " (two lines). 

THE KINGOLITE Co., LTD., of Pyke House, Oxford Street, and 
Soho Square, W. (of which Mr. William J. Owen is managing 
director), have dieposed of their business in electrical accessories 
and silk shades to the Edison & Swan United Electric Light Co., 
Ltd. The Kingolite Co.'s Works, together with practically the 
whole staff, have been transferred to Ponder's End. while Mr. 
Owen, having accepted a position wich the Edison & Swan Co., 
continues to superintend the business he has been instrumental in 
establishing. 

Messrs. GARNISH, LEMON & Co, LTD., of 12, Pilton Street, 
Barnstaple, have taken over the baeiness of Mr. C. W. Cockram, 
electrical engineer, 112, Bontport S:reet, Barnstaple, and have 
appointed Mr. Cockram as manager. 


The B.E.A.M.4.—The following firms have recently 
been elected members of the B.E A.M.A. :—The Mirrlees Watson 
Co., Ltd.; John Musgrave & Sons (1913), Ltd.; Newton Bros., 
Derby; Isaac Storey & Sons, Ltd., Branch of United Brassfounders 
and Engineers, Ltd. 


LIGHTING and POWER NOTES. 


Aldershot.—Proposep LOANS.— The L.G.B. having 
*iatimated to the U. D.C., which had applied for a loan of £8,500 for 
electricity purposes, that no loans were being granted exoept in 
cases of pressing necessity, the Council has decided to point out 
that the work needed is pressing, as current is being supplied to 
firms engaged on army contracts. Tenders received for additional 
plant have been referred to the Lighting Committee. 


Argentina.—The Compania Italo-Argentina de Elec- 
tricidad recently inaugurated its No. 2 power house, situated in 
Calle Tres Sargentos, The new station now serves the important 
area comprised between Callao, Avenida de Mayo and Paseo de 
Julio. The Tres Sargentos power station is the largest of the 
numerous minor stations. It has а capacity of 8,000 to 10,000 E. p. 
The third station, situated at Calle Balcarce 647, will be opened 
to public service in a few weeks. There three statione, in 
conjanction with three others in conatruction and with the large 
central power station in the Boca, will enable this company to 
2 all demands in the central part of the city.—4Jieciew of Litter 
Plate, 


Black pool.—Yerar’s WorkiNc.—The total income of 
the electricity department for the year jast ended was £47,326, an 
increase of £2,330; and working expenses amounted to £24,066, 
while interest and sinking fund charges came to £14,761. The 
profit was £8,499, or over £1,000 more than a year ago. During 
the coming year it is expected to make a profit of about £5,000. 
There are 2,870 consumers, the new customers during the year 
numbering 409, 


Bolton.— L. G. B. INoviRY.—An inquiry was held on 
April 22nd into an application to borrow £45,032 for the electricity 
undertaking. The first part of the inquiry related to £23.032 
for converter and other plant, necessary in order that full 
benefit might be obtained from the new works at Back-o'-th'-Bank. 
It was explained that there were four systema of supply at Spa 
Road works, requiring different plant for each, and the cost of 
generating would be substantially reduced if the whole supply 
could be generated by one plant. The Committee proposed, there- 
fore, to transfer generation from Spa Road to Back- o'-th - Bank, 
and by altering the system of distribution the department would 
be saved £8,714 per annum. The Town Clerk intimated that the 
Corporation had suepended other works on capital and revenue 
account to the extent of something like £275,600, in order to 
comply with the requirements of the Board and the Treasury. 

The other part of the inquiry related to £5,000 for the equip- 
ment of eub-atations on consumers’ premises, and £17,000 for 
mains, There was no opposition. 


Buckhurst Hill, — Prov. ORDER. — The County of 
London Electric Supply Co. has informed the local authority that 
it has decided not to proceed with the application for a prov. 
order for E.L. at Buckhurst Hill, Woodford, Wanstead and 
Chigwell. 

Bury.—The Corporation Electricity Committee was 
informed last week that while excavations were being made for the 
foundation of the retaining wall in connection with the Chamber 
Hall electricity works extensions, a seam of coal had been dis- 
covered, and that some tons of coal had been obtained and used at 
the works, . 
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Cahireiveen.—E. L. ScHEME.—In connection with the 
electric lighting scheme, Mr. W. J. U. Sowter, of Bray, has been 
instructed to report on the plans and specifications submitted by 
the Ampere Electric Lighting Co. Application has been made to 
the Irish Congested District Board for permission to build tke 
power house and works; as soon as this is granted and the plana 
approved the work will be proceeded with. 


Castlewellan.—SrREET LIOHTING.— The Belfast Ners 
Letter of April 23rd states that at a meeting held on April 22nd it 


was decided to accept the proposal of the Irish Town Lighting Cc. 


to generate and supply electricity for 40 street lampe, at £10 per 
annum, 


Chile, —The electric light company of Santiago recently 
informed the municipality that unlees ite debt of $1,500,000 for 
electrio light was paid, the contract will be annulled.—Rreiew of 
the River Plate, 


Clacton-on-Sea.—L.G.B.: INQUIRY.— An inquiry wa: 
held last week into the application of the U.D.C. for a loan of 
£1,300 for a new battery at the electricity works. The engineer 
reported that to keep the old battery in its present condition 
would cost from £100 to £150 a year. The Council, it was stated, 
had contracted with the D.P. Battery Co. for a new battery at a 
cost of £1,690, with an estimated allowance of £429 for old 
material and the work had been commenced in anticipation of 
loan being sanctioned. There was no opposition. 


Continental,—Russ14.—The Russian journal La Caw: 
Municipale has recently made an inquiry into the electric 
installation schemes projected in the various Russian towns and 
cities. It appears that electric lighting installations are contem- 


‘plated in the following municipal areas :—Armiansk, Atchinek. 


Bobronysk. Borovitchi, Borzna, Chadrinsk, Gorodok, Jakobstad, 
Jamburg, Jaransk, Јепіввеувк, Kamychlov, Kinechma (concession), 
Krasnokoutsk, Kobelaki, Kolomna, Korotcha, Koustanai (conces- 
sion), Lenkoran, Neavige, Novgorod, Novo-Alexandrovek (ass, 
Ostrov, Penza, Poltava (new station), Pronsk, Soroki, Starobelsk, 
Sheslitamak, Szüajak, Taganrog, Тоірес, Zadonsk and Z lsnocha. 
Enlargement of central stations are contemplated in the follow. 
ing :—Balaclava, Lipetzx, Oskol, Sorimy, Tchernigov, Titi, 
Ariev (Government of Lifland), Viatka and Vologdu. 

Electric tramway installations are projeoted in the following 
places :—Bacov, Jalta, Conganek (concession), Kontais, Osmsk, 
Orenburg, Ouma», Penza, Poltava, Samarkand (concession), 
Tambov, Tomsk and Varonege. Lastly, extensions of electric 
tramway networks are under way at Odessa, Rostov on the Don, 
and Vladivostok. The redemption of an electric tramway and 
lighting installation in Smolensk has been decided upon, to be 
given effect to in the course of the current year. The redemption 
of the tramway alone is contemplated at Tifiis At Ivanovo- 
Voznessenek the building of a generating station has been began. 

The Pyatigorsk Echo says that the Lighting Committee of the 
town has signed a contract for the construction of an electric 
station, the work to begin this apring. 

ТЬз District Government of Viadikavkaz has asked for a portion 
of land to be set apart for the purpose of cons‘ructing an electric 
station, 


Coventry.— PLANT ExTENsIONS.— The Electricity Com- 
mittee recommends that a spare stator and spare motor be obtained 
for use in connection with the turbo-alternators at the electricity 
works, at an estimated cost of £1,658, and that certain property 
ia Stoneleigh Terrace he purchased for the purposes of a sub- 
station, at a cost of £200. Both amounts are to be paid out of 
revenue, — Midland Daily Telegraph. 


Dalkey.—Prorosep E.L.—The Urban Council has, | 
says the Freeman's Journal, been informed that the Kingstown 
Oouncil, under its Electric Lighting Order, would bein a position 
to supply electric light to the township, and has referred the 
matter to a Committee for report. 


Dover.— NEW PLant.—The town clerk has reported to 
the Electricity Committee that he believed that the L.G.B. wae 
satisfied with the Corporation's application for a loan of æ C. 000 
for new plant, and the engineer was instructed to obtain tenders 
as soon as the sanction was received. The estimated value 
(£1,000) of the sets to be superseded will have to be paid out of 
revenue, spread over three years. Public service" badges are to 
be provided for the staff at the works, 


Dublin.—The Electricity Supply Committee has pur- 
chased 20,060 pairs of carbons for the old type of city arc lampe, 
also supplies of various carbons for the flame arc lamps, which 
will keep the city lighting adequately maintained until the end of 
October next, 


East Grinstead,—Pnov. Order.—It is understood 
that the B. of T. will grant the application of the С.Ю C. for a 
prov. order for E.L., but.only for a date to ba fixed at the end of 
the war, i 


Falkirk,—On account of the extra expenditure on «al. 
&c., the Corporation has increased the charges for electric current 
by about 30 per cent. Reference was made at a meeting of the 
T.C. to the fine spirit shown by firms who had contracts with the 
electricity department, and who had agreed without demur to 
pay the increased charges when they might have interpreted the 
contracts in the strictest sense, | 
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Heywood.—Year's Workinc.—On the past year's 
working of the electricity undertaking there was a loss of £927, 
merainst 24,610 in the previous year. To cover this, and a loss 
Of £1,042 on the tramways, the department has decided to ask for 
з sum equal toa rate of 6d. in the £. 


Huddersfield. —WAcEs.—4At a meeting of the Electricity 
Committee consideration was given to an application by the 
Municipal Employes’ Association for an increase in wages of 2e. 
per week, and it was resolved that the Association be informed 
that a rise of 28. was given to employés in January last, and that 
the wages of the enginemen and firers be increased jd. per hour 
ms from the date of the meeting. The Committee, after con- 
sideration of the electrical engineer's report asto minimum charges 
for energy, decided that the minimum charge for energy supplied, 
including meter rent, should be 10s, per half year. The Committee 
also resolved that for the present no alteration ehonld be made in 
the charges for aro lamps. | 


Hall.—Loan SaNCTIOXJ.— The T.C. has received the 
sanction of the L.G.B. toa loan of £27,300 for the purchase of 
new generating plant already installed. The Electricity Com- 
mittee, owing to the stopping of capital expenditure, has decided 
to temporarily stop the biring ont of motors, but new services 
will still be connected, and the cost met out of revenue. 


India.— According to the Indian Terlile Journal, the 
equipment of the Karaohi Eleotric Supply Corporation's etation, 
which was recently opened, ooneists of а 100-H.P. and two 240-H. P. 
Mirrlees Diesel engines, coupled to Crompton dynamos, and work- 
ing in conjunction with a 276.cell Tudor battery, and Crompton 
boosters. For balancing, two C.M.B. balancers are installed. The 
supply ison the three-wire system at 110-220 volts, and is given 
by overhead mains of stranded oopper carried on steel poles, The 
mains work was carried out by Messrs, Henley. 


Keighley.—The Morton P.C. has passed a resolution 
deploring the action of the Keighley R.D.C. in granting the 
Keighley Corporation the privitege of supplying electricity to the 
Morton Banks portion of the rural district, believing that such 
action would result in Morton Banks being absorbed into the 
borough. It was stated that at Morton Banks 214 of the 310 
ratepayers, and in Morton 250 out of 330 ratepayers had signed a 
petition against the supply of electricity by the Corporation. 


Kingstown.—The U.D.C. has received a report from 
ite law agent to the effect that a deed of transfer had been executed 
of the Dublin and Southern District Electric Supply Co.'s rights 
and property in a prov. order for electric lighting, to the Kings- 
town U.D.C. The report stated that the company had received 
all moneys payable in connection therewith, except the amount 
claimed as arbitration costs, which would be paid when taxed.— 
Freeman's Journal. 


Leeds.— RESTRICTED  LiGHTING.— Further restrictions 
of lighting have been put into operation by theauthorities, Both 
gas and electric lighting in the streets are to be extinguished each 


night at 11.30, with the exception of Saturday, when the lights 


will be allowed to remain on until midnight. Should any hostile 
airships be reported as approaching the city, all lighting will be cut 
off, no matter what the hour may be. 


London.—L.C.C.— The Finance Committee reports that 
from information supplied by the Woolwich BC. with its applica- 
tion for sanction to the borrowing of £48,000 for its electricity 
undertaking, it transpires that the 650-Kw. plant at the Plumstead 
atation, of which the B.C. entered into an agreement to expedite 
the repayment of the outstancing debt, will be retained for use as 
stand-by plant. The general position appears to be that none of 
the older plant at the Woolwich and Plumstead stations can at 
present be regarded as obsolete, as the BC. is now making use of 
all ita plant, except certain plant at Plumstead, to the amount of 
450 KW., for which the boiler power is not available, and that all 
the older plant, both at Plumstead and Globe Lane, will more or 
lees be "etand-by " plant when all the new plant is in working 
order. This being 80, the Committee recommends tbat the accelera- 
tion of payments shall be annulled, and the original terms of 
repsyment revived on the understandeng that the outstanding debt 
on the plant in question shall be repaid ae soon as the plant becomes 
obsolete. 

The Highways Committee has approved agreements proposed to 
be entered into for a reciprocal supply of electricity between the 
Woolwich BC., the South Metropolitan Electric Light and Power 
Co., Ltd., and the West Kent Electric Co., Ltd. 

The number of electric pressure stations required by tbe 
Council to be established by supply authorities is 154, and 114 
are actually established. The whole of the County Council 
areas of supply, except the areas of the Cheleea Co. and St, 
Pancras B.C., where the Council's inspectors have no jurisdiction, 
have been dealt with. 

LEWISHAM.—Subject to legal approval of an agreement, the 
B. of G. has decided to allow the South Metropolitan E.L. and P. 
Co. to inorease ita charge for current by 10 per cent. on grounds 
arising out of the war, this to be without prejudice to the present 
oontract, With this inorease the Board will pay less than 21d. 
per unit for current for lighting, and for power less than 144. 

WOOLWICH.— The B.C. has decided, owing to the increased 
cost of coal, temporarily to increase the price of energy by id. 
per unit. 


SHORE DITCH.— The Electricity Committee reporta having received 
an offer from a company, which is interested in the supply of oil 
for fuel purposes, to carry ont experiments in the burning of 
oil fuel in one of the boilers at Whiston Street station, and to 
supply, free of charge, half the quantity of oil consumed, and 
also to supply the necessary apparatus. The Committee has 
accepted the offer. 


HORNSEY.— In view of the І, G.B.'s order curtailing the expendi- 
ture of local governing authorities, the T.C. has inquired of 
the contractors supplying machinery, cable, &., whether it is 
possible to stop further progress on works contracted for, and to 
postpone completion of the contracts for the present. 


 PoPLAR.—The report of the Electricity Committee, referred to 
on p. 474, recommending a reduction of electric lighting charges, 
and proposing a profit-sharing scheme, has been adopted by the 
B.C., with one amendment relating to the transfer of money to the 
borough fund. : 


Manchester.—Yerar’s WORKINd.—The gross income 
of the electricity department from all sources during the year 
just closed was £543,305, compared with £518,589 in the previous 
year. The net surplus, after meeting abnormal expenses of 
412.266, war allowances to 275 employés with the Colours 
£6,015, additional income-tax £3,287, and Parliamentary ex- 
penses re Local Act £2,964, was £35,850, against £36,006 
in the previous year; £380,000 is to be contributed to rate 
relief. In the year just commenced it is estimated that sales 
will increase by about 9 million units. Last year nearly 
10 million more units were sold, raising the total to nearly 128 
million units. In view of various factors the question of a slight 
revision of charges is to be considered. 


Mansfield.—CaxP Licutinc.—The L. G. B. has in- 
formed the T. O. with reference to the Council's application for 
sanction to a loan of 82,000 for the provision of transforming and 
converting plant in connection with the electricity undertaking, 
for the supply of energy to the Clipstone military camp, that, in 
the circumstances, it has no objection to orders for the necessary 
plant and cables being placed at once. 


Portuguese West Africa.—The British electric supply 
company in Angola is completing a hydro-electric plant on 
the Catumbella River. А 23-mile 20,000-volt transmision line 
will connect the new plant with the three largest towns. For 
current supplied to private parties the company charges 50 cents 
per 5 for light and 11 cents for power.— Indian Textila 

bur nal. 


Rigon.—Loan Nor SANCTIONED.—The Treasury has 
declined to approve the proposed raising of a loan of £12,000 by 
the Ripon Corporation for electricity works. 


Rochdale-—Yrar'’s WORKING. — The profit on the 
electricity undertaking for 1914 was £1,523, against a loss of £330 in 
the previous year. The total receipts amounted to £33,553, against 
£30,471, and the working expenses were £18,279, against £20,492, 
leaving a groes profitof £15,274. Interest and sinking fund charges 
amounted to £13,751, an increase of £3,441. Capital expenditure 
during the year was £50,749, bringing the capital account up to 
£208,951. The department is asked to contribute £1,500 for rate 
relief, 


MILL DRIVINd.— The new mills of the Tyre Yarns, Ltd., and 
Fabric Weavers, Ltd., are the first cotton mills in Rochdale in 
which electricity is used for motive power and light throughout. 
Electricity is obtained from the Corporation, two new mains 
having been laid to the mille. When fully working the milla will 
take about 2,000 H.P. though this msy be inoreased. The elec- 
tricity is received at 6,000 volta and tran:formed to 100 volte. 
‘There are 1,500 lampe in the mille. The electrical work has 
been carried out by Mr. G. L. Adameon, of Ohm Worke, 
Rochdale. 


Runcorn.—At a meeting of the R. D.C. last week, it 
was reported that a оспѓегепсе had taken place at the B. of T. 
offices in London respecting the proposed Warrington Electric 
Lighting Order. An official of the Board intimated that an 
extension must be made by Warrington towards the parish of 
Latchford Without, and, further, that the terms of eupply in the 
area of the R.D.C. should be the same as for consumers in the 
borough. 


Selby,—E.L. бснеМЕ.—Тће U. D. C. has accepted the 
offer of the Electrical Distribution of Yorkshire, Ltd., to give an 
option to purob ase as a going concern the proposed works in the 
urban district at the end of 21 years, or, failing this, at the end of 
25 or 35 years. 


Walthamstow.—Loan Sanction.—The U.D.O. has 
received sanction to borrow £6,986 for the installation of new 
plant at the electricity works, 


-Warwickshire.—In view of the increasing use of elec- 
tricity in coliieries, the Warwickshire Education Committee has 


. instructed the Mining Lecturer to report as to the probable cost 


of suitable electrical equipment for instruction at the Mining 
School, 


* 
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TRAMWAY and RAILWAY NOTES. 


Belfast.—YeAr’s Workinc.—The annual report on 
the financial working of the Council’s tramway system shows 
that the total revenue up to March 31st last was £270,237, and the 
working expenses £153,378, leaving a profit of £116,858. The 
net profit was £52,033, aa compared with £51,257 in the previous 
year. The declaration of war sexiously affected the receipts, the 
loss being estimated at about £21,000 since August last. The 
amount which was psid to war dependents was £3,058, and the 
number of men who had volunteered for the war was 150. 


Blackpoo]l.—Yrar’s Workinc.—The income of the 
Corporation tramways for the past year amounted to 276, 106, 
against 284.797 for the previous year. The total working expenses 
were £14,850, against £43,487 in 1913-14. Thus the gross balance 
was £31,255, as against the previous year's £11,310. The balance for 
disposal amounts to £13,737, sgainst the previous year's £24,552. 
Mr. Farness (the engineer) laid before his Committee figures 
showing the effect of the war upon municipal tramway under- 
takings in 18 towns. These showed Blackpool to have suffered 
more than any, the decrease in receipts being 13 per cent., com- 
pared with 8 per cent. at Accrington, 54 per cent. at Salford, 
4 per cent. at Blackburn, 34 per cent. at Birkenhead, 3 per cent. 
at Wigan, 2? per cent.-at Oldham and Hall, 24 per cent. at 
Warrington, 2 per cent. at Bournemouth, 4 per cent. at Brighton. 
&o. Three places showed inoreases—Newcastle-on-Tyne 12} per 
cent., Birmingham 1{ per cent., and Sheffield 3 per cent. 


Bradford.—The Tramways Committee has drawn the 
attention of the Street, Drainage and Works Committee to the 
dusty state of the streets and roads used for the railless 
service, and to the fact that unless the conditione could be improved 
there would be a suspension of the service. The latter Committee 
has replied that the work of improving the state of the thorough- 
fares concerned would be proceeded with in the ordinary way. 
The question which now remains is as to whether the “ordinary 
way of dealing with the streets and roads will satisfy the require- 
ments of the Tramways Committee, 


Bury.—Year'’s Мовкіхс.— Тһе tramways last year 
made a net profit of £8.172, to which should be added £897, paid 
in respect of men on active service. The same sum as last year— 
£5,000—will go to the relief of the borough rate. The profit on 
the Radoliffe section was £318, 


Canary Islands.— The concession for the electric 
tram way io San Cristobel de la Laguna has been awarded to the 
Sociedad de Tranvias Electricos de Teneriffe.— Board of Trade 
Journal, 


Cardiff.— FEMALE Conpuctors.— Several women started 
work as conductors of tramcars on Thursday last week. In two 
davs over 200 women offered to serve. 

Tae tramway men, at a meeting on Sunday, passed resolutions 
protesting against the employment of females as conductors, 
declaring that plenty of males ineligible for military service were 
available. 


Continental, — SWITZERLAND. — The Swiss Federal 
— Railways Administration has decided to construct а bydro- 
electric station at Massaboden, near Brigue, to supply current for 
the working of the Simplon line, The new station will replace 
the. provisional station built at the northern entrance of the 
tunnel. The equipment will comprise two 5,500. H. P Piccard and 
Picket turbines, running at 500 R.P.M., under a fall of 43 metres, 
with automatic regulators and other modern accessories. 


East Ham.—The engineer and manager of the Cor- 
poration tramway department has drawn up a report on the 
rolling stock at his disposal, showing the necessity for modern- 
ising the equipment of the existing cars, in order to reduce the 
present excessive maintenance, and the purchase of additional cars 
in order to cope with traffic requirements, The Tramways Com- 
mittee recommends that, as an experiment, one of the cars be fitted 
with a new type of equipment with 40-H.P. motors and new con- 
trollers, at a cost of £275. The question of the purchase of 
additional cars has been deferred. 


Glasgow.—The special Sub-Committee of the Tramways 
on depreciation has had before it an abstract statement of the 
revenue and expenditure for the year to May 31st, 1914, showing 
a surplus of £53,892, with estimated figures for the year to May 
3let, 191^, showing an estimated deficit of £31,017, and has agreed 
to recommend that allowances for depreciation be made in the 
eccounts for the current financial year, as undernoted e— 


Year to May 81st, Year to May 31st, 
1914. 1916. 


Permanent way £110 per mile £350 per mile 


Elec. equipment of line... Av., 4 3 p.c. Av.. 2'!! p.c. 
Buildings and fixtures ; 21 „ 21 „ 
Power plant... 882 gis Tl p ND ae 
Workshop plant 171 D. 
Cars ... vhs T aie Av., 93 „ Av., 8˙2 „ 
Elec. equipment of c^rs  ... 7 6 „ 
Other rolling stock... . Av., 164 „ Av., 164 „ 


Misc. equipment m "P n Uu 


The Sub-Committee on Finance has continued consideration of 
the report, as also a suggestion that а sum of £20,000 be taken 
from the reserve fund—whioh amounte to 4 38,069 — and paid over 


to the common good fuud of the city. The following information 
was alao submitted :—Capital expenditure as at May 3let, 1911, 
£3,675,317 Oa. 83. ; total amount at cedit of renewals and depre- 
ciation as at May 31st, 1914, £2,158,738 183. 6d. ; amount set aside 
to meet renewals and depreciation for year to May 3let, 1911. 
£212,612 3a. 81. ; amount proposed for renewals and depreciation 
for year to May 31st, 1915, at suggested rates, £172,282 16а. 3d. 
proposed reduction in renewals and depreciation for year to May 
31st, 1915, £10,359 78. 5d. 

WAR EXPENSES.—À return, showing the extra expenditure 
incurred by the tramway department up to April 10th as a resuit 
of the war, has been prepared by the general manager. The total 
expenditure was £35,381, apportioned as follows :—Allowances to 
dependants, £30,360; car tokens to military and special oonstables, 
£4,308; special car, 8241; pipe bands and drums for 15th High- 
land Light Infantry, £300; use of flare lamps &, £173. It is 
estimated that the total expenditure under the above headings to 
the end of the financial year on May 31st will amount to about 
£45,000. 

The tramway system was brought to a complete stoppage for 
a short time on Thursday last week, through a workman having 
driven his pick into a high-tension cable near Parketon power 
station. 


. Haddersfield.—The T.C. has decided that the time is 
not now opportune for consideration of the extension of the tram- 
way system to Lepton and Kirkheaton. The Committee has 
decided that a war bonus be paid in accordance with the resolu- 
tion of the Council, based on the men's actual earnings per week 
as taken from the wage book, and that time and a quarter be paid 
to the spare men after 5 p.m. on Saturdays after they have worked 
eight hours. 


Leeds.— Wark Bonuses.—The tramway men have con- 
sidered the offer of the authorities in respect of the payment of a 
war bonus, and have written expressing the view that the con- 
cessions offered are insufficient. The men state that the grant 
only amounts, in the majority of cases, to 1s. a week. 


London,—L.C.C. Tramway Recerpts. — The total 
traffic receipts for the year ended March 31st, 1915, were £2,323,053 
from lines worked by electric traction, and £10261 from lines 
worked by horse traction, a total of £2,333,314. The receipte for 
the previous year under the same heads were £2,181,344, £21,146 
and £2,202,490 respectively. The total car-miles run were 
52,224,529, and the number of passengers carried 534,793.32... 
During the year ended December 31st, 1913, the number of fatal 
accidents caused by the working of the electric tramways was 37. 
while the number during 1914 was 25; during last year Sanday 
was the day on which most fatal accidents occurred, the number 
on this day was 6, or nearly 25 per cent. of the total. 


The Highways Committee reporte that the London Electric 
Supply Corporation has intimated that owing to the considerable 
increase in the price of coal and labour it will be compeiled to 
raise its price for power supplied to the tramways. The Com- 
mittee has agreed that as from March 3rd, 1915, the rate to be 
paid by the Council shall be 4d a unit plus £3 а KW. per year 
for power supplied, but if only a stand-by supply is required, the 
charge is to be at the rate of £2 a Kw. a year. 


Manchester.—A meeting of the tramway workers has 
passed a resolution calling on the Tramway Committee to grant 
increased wages to all employés receiving up to 403. per week, 
instead of the present limit of under 30s. per week. 


Newcastle-on-Tyne.—EXxTENsionS DEFERRED.—The 
Longbenton U D C. has consented to the postponement of construc- 
tion of the tramway from the city boundary to Longbenton, 
authorised by the Corporatiun Act of 1911, as a result of repre- 
sentations by the D. of T. 

With reference to the differences between the T.C. and tramway- 
men in regard to wages, it ів understood that the matter may be 
referred to arbitration. 


Rawtenstall.— HALFPENNY Fares.—As an experi- 
ment halfpenny fares are to be charged on the Water section of the 
tramway from Monday to Friday in each week. The experiment 
will be tried for three months. 


Rochdale.—TEAR'S WonkiNG.—The working of the 
Corporation tramways Jast year, resulted in a net surplus of 
£4,284, which ів £4.205 less thun a year ago and £3,939 less than 
two years ago. The fallisdue mainly to extra repairs to permanent 
way and cars, increased wages, increased income-tax, current, and 
allowances to men on active service. Total tratfic revenue amounted 
to £83.401, and working expenses to £46,891. The Committee 
has asked that the surplus of £4,284 should go to reserve and 
renewals account in view of the heavy commitments that face the 
department. 


Salford, — The Manchester Evening News recently 
stated that, owing to the war, the Corporation tramway under- 
taking is being worked at a heavy loss, and that in order to inorease 
the revenue it is proposed to abolish workmen'a tickets and to 
withdraw concessions granted to the travelling publio а year ago 
—concersions in the shape of extensions of stages. 


South Africa.—ELectric VEurcrLES.—The State Rail- 
way authorities have lately taken delivery of a fleet of nine electric 
motor-lorriee, constructed by the General Vehicle Co., of New 
York ; the vehicles are being used in the Cape Town district, 
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Southport,—The number of men from the tramway 


department who have enlisted is 34 out of 88. One clerk, nine 
conductors and one motorman left to join the army on Saturday. 


Wigan.— War Вохсѕеѕ.—Ву a majority of nearly two 
to one, Wigan tramway men have declined to accept the Copora- 
tion's war bonus offer of 23. per head to men earning less than 358, 
& week, The result of the ballot will be communicated to the 
Tramways Committee. 


York.—The Special Committee that has been considering 
the works involving capital expenditure which could be held over 
till after the war, has decided that the Hull Road tramways 
extension and the extension of the electric mains to Strensall, 
Poppleton, and Naburn, and the provision of cooling-tanks at the 
electricity works, are eseential, and their abandonment would 
involve the city in heavy financial loss. | 


TELEGRAPH and TELEPHONE NOTES. 


Hong-Kong.—The American Consul reports that the 
expert from England who is to superintend the erection of the 
wireless installation arrived in Hong-Kong early this year. The 
proposed range has been increased to 500-700 miles by day and 
1,300 miles or more by night under normal conditions, and the 
plant is expected to be in operation within five months. The 
inauguration of this service has some additional importance in 
view of the fact that the large wireless stations of the Chinese 
Government at Canton and Woosurg, near Shanghai, are now 
working, and those &t Foochow and. Hankow will be completed by 
the time the Hong-Kong station is in working order. The service 
of the two Chinese stations now ready was commenced at the 
beginning of the year. They cover substantially the same radius 
as the Hong-Kong station, the plants thus being able to exchange 
messages with each other as well as with all ships in Chinese 
waters. À typhoon warning service was one of the first features 
adopted by the new system. 

All these coast stations are of the same construction. The 
oscillating power in the autenr is 5 Kw. The stations are 
manned by a Chinese staff trained by foreign experta in the 
Peking College of Communications, The Woosung station has 
been opened for day and night service, and the Oauton station is 
open from & a.m. to 10 p.m, The stations are supervised by managers 
with six to eight years’ practical experience in wireless work. The 
charges are bd. per word, with a minimum per telegram of 4s, 2d. 


Ilieit Wireless Apparatus, — William Thompson, 
described as & labourer, was charged with having in his possession 
wireless telegraph apparatus without the consent of the Postmaster- 
General at Blyth, on the 25th inst. A Post Office expert said that 
the apparatus could transmit messages over a radius of 5 miles 
under favourable circumstances, The defendant stated that he 
had made electrical experiments a hobby. He was not using the 
apparatus as a wireless telegraph instrument ; the major part was 
ased in developing the idea of steering ships at sea from the shore. 
He was experimenting on this subject with a model yacht on 
Ridley Park lake. A second charge of stealing 26 1b. of brass was 
also preferred against Thompson. The defendant had taken the 
brass to help him in his electrical experiments, The defendant 
was sent to prison for six months in the second division on the first 
charge and for one month on the second charge, also in the second 
division, the terms to run concarrently.— Morning Post, 


Libya.—The American Consul at Tripoli reports that 
under the Ottoman regime land telegraphs were consid-rably deve- 
loped in what is now the Italian Colony of Libya, 3,150 miles of 
wire being in existence at the end of 1910. During the war prac- 
tically the entire telegraph system was destroyed, but there is now a 
permanent system, extending along the coa-t for more than 370 
miles, and inland over a zone about 55 miles wide, with a total 
length of 870 miles of wire, with 24 telegraph and six telephone 
statione. Tripoli, the metropolis of the Colony, is still without 
telephonic commonivation for civil purposes. Some months ago 
several private firms applied to the Minister of the Colonies for a 
concession to install and operate a system, and on September 30th, 
1914, a Commission appointed from Rome was charged with 
examining the question, but no pronouncement as to its findings 
has been made public. A system is maintained for Government 
neede. Before the Italian advent there was no wireless equipment 
in this district, but after they landed 12 installations were set up to 
replace the dismantled telegraphs, The instruments are Marconi, 
and the type most used is the 1°5-kw. musical spark station, 
which, designed for car transport, has been adapted for carriage 
by camel. Eventually all the telegraph linea destroyed will be 
rebuilt and others provided, but, being State owned and entirely 
constructed by State engineers, snpplies will not be purchased 
locally but requisitioned through Rome. Firms interested in such 
articles who desire to enter this field should have agents in Italy 
in a position to interest officials charged with the purchase of tele- 
graphic materiale, 


Russia.— Since the opening of the war the number of 
applicants for fresh telephones in Petrograd has fallen away by 
50 per cent, and over 900 apparatus have been taken away from 
old subscribers, 

Telephone Repeaters.— Writing to the Electrical 
World, the President of the De Fore-t Radio Telephone and Tele- 
greph Co. states that the trane-Oontinental telephone system, 


New York—San Francisco, was made possible by the use of the 
De Forest Audion amplifier as a telephone relay. There are 
three audion repeater stations in the line. | 

The Telegraph and Telephone Age states that the De Forest Oo. 
has recently developed an audion amplifier or audiphone, which 
ie designed to relay or amplify minute pulsating or alternating 
electrical impulses from five times to 600 times their original 
intensity, without lag or distortion. It is stated that the wire 
telephone and telegraph richts have been acquired by the American 
Telephone and Telegraph Co. 


The Telegraph Service.—At a special Conference of 
the Telegraphs Section of the Postal and Telegraph Olerks' Associa- 
tion, at Birmingham, on the 23rd inst., to consider the possible 
effects of the introduction of machine telegraphy, a resolution was 
adopted declaring that the introduction of typists and other tele- 
graphically unskilled persons in any of the operations of 
telegraphic communication was an infringement of Trade Union 
principles. Another resolution was carried suggesting that it 


should be reported to the Parliamentary Committee of the Trade 


Union Congress that the Department was taking advantage of the 
war situation to employ typists at low wages on work hitherto 
done by telegraphista. 

The Government has declined to grant a war bonus to postal 
employés with salaries below £210 per annum, having decided 
that the rise in the cost of living is not by itself a suffivient 
reason, at the present time, for increasing the wages of the employ és. 


United States. NEW Yorx.—The New York Telephone 
Co. has accepted an order of the Publio Service Commíssion reducing 
the telephone tariff throughout the city ; the new rates will come 
into force on July 1st, and are estimated to save the public $2 700,000 
a year. The minimum charge for business and residence telephones 
will be 5 cents a call; and the cost of calls will depend upon the 
distance between the stations, the city being divided into 10 zones, 

It is reported that the Telefunken wireless station at Sayville, 
Long Island, is being increased in power from 35 to 100 KW., во 
that communication can be continually maintained with Nauen 
in Germany. 

San FRANCISCO EXPOSITION —When President Wilson opened 
the Panama-Pacifio Exposition by closing an electrio circuit 
at the White House on February 20th, the signal was carried over 
a telegraph wire to the radio station at Tuokerton, N.J.. which is 
operated by the United States Navy department. At Tuckerton 
the signal automatically operated a relay which set electric waves 
into action and the wireless signal was inetantly received at the 
Tower of Jewels on the fair grounds at San Francisco, causing 
another relay to operate. The latter relay closed circuits through- 
out the grounds, and on receipt of the signal the main door of 
the Machinery Hall was opened, and the “ Fountain of Energy " at 


once began to play. The wireless apparatus employed was that of 


the Federal Telegraph Co., of San Francisco, whioh uses the Poulsen 
system.— 7elegraph and Telephone Age. 


CONTRACTS OPEN and CLOSED. 
OPEN. © 
Aldershot.— May 4th. Steam and other pipework ; 
water-softening plant, See “ Official Notices " March 26th. 
Australia.— MeLBoURNE.—May 18th. Four 250-K. v. A. 


_three-phase transformers; 9.680 yards 05 eq. in., three- core, lead - 


covered cable, for the City Council. See "Official Notices to-day. 

May 19th. Victorian Railways. Meters, coasting recorders or 
other energy-checking devices for train operation on the multiple- 
unit system, D.C., 1.500 v. See " Official Notices to-day. 

June l5th. City Council, Four mechanically-fired boilers, one 
turbine-driven boiler-feed pump, two fuel economisers, circulating 
water pumps. City Eiectrics] Engineer. Specifications from 
Mesers. McIlwraith, McEacharn & Co, Ltd., London, E.C. 

SypNEY.—June 16th. Deputy PMG. 400 Morse sounders, 
American pony pattern. (Sohedule No. 449 )* 

July 19:h. Municipal Council. One or two 12,000. RW. turbo- 
alternators (Contract No. 363). “ A copy of the specification can 
be obtained from the City Electrical Engineer, Sydney. 

Specifications for the items marked * can be seen at the B. of T. 
Commercial Intelligence Branch in London. 


Halifax.— May 7th. Coal fora year, for the Corporation 
Electricity Works (10,000 tons of pea slack or screenings, 5,000 
tons of washed peas or washed smalls, 5,000 tons of small nuts), 
Mr. W. M. Rogerson, Borough Electrical Engineer (returnable 
deposit of £5). 


Leigh (Lanes.).—May 21st. One vertical tube boiler, 
one 250- KW. rotary converter or motor converter, one switch panel, 
for the Borough Electricity Committee, See Official Notices" to-day. 


London.— Мау 12th. L. C. C. Installation, about 210 
wiring and 250 lighting points, at Sebbon Street Elementary 
School, Islington, N. See '' Official Notices to-day. 


South Africa.—JoHanNEsBURG.—June Ist. Municipal 
Council. 24 double pole, automatic, oil-immersd circuit breakers 
of a continuous carrying capacity of 200 amperes (Contract 
No. 971). Specifications, &c., from the Controller of Stores, 
Municipal O fices, Plein Sqaare, Johannesburg, Tenders to Town 
Clerk,— Zoard of Trade Journal, 
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Spain.—The municipal authorities of Canizal (Province 
of Zamora) have lately invited tenders for the concession. for the 
electric lighting of the town during a period of 10 years. 

The time for submitting proposals for a railway, electrical or 
otherwise, from Madrid to Valencia has been extended to 18 
months from February 2186. 


Tasmania.— Launceston.— July 26th. Sub-station 
equipment. Section I, Converter machine, switchgear, “с. ; Section 
II, Underground feeder cable. Specification (21s.) from the City 
Electrical Engineer, Town Hall, 


Winchester.— May 11th. Corporation. Twelve months’ 


supply of steam ооа, for the Electricity Department. Sse 
" Official Notices " to-day. 


CLOSED. 
Croydon.—The Council, on Monday, accepted the tender 


of Messrs. Green & Son (£831) for a new economieer for the 
electricity works, with 384 tubes and damper gear. 


East Ham.— The tenders of Messrs. E. Broderick & Co., 
Ltd., Messrs. S. Pearl & Co. and the East Ham Rubber Co. have 
been accepted by the T.C. for a 12 months’ supply of uniforms to 
the tramways department; as have also the tenders of Messrs. 
Farmer & Co, Pryke & Palmer, Engineering Supplies, Ltd., 
Middleton Bros, M. G. Davis & Co. and Docker Bros. for supplies 
of engineers’ sundries to the electric lighting and tramways 
departments. ч 


. Glasgow.—Messrs. Woodward & Co. have secured the 
contract for the supply of six monthe' carbons to the Cleansing 
Committee of the T.C. 

The T.C.’s Tramways Committee has accepted the offer of the 
British Thomson-Houston Co., Ltd., for switohgear for Kinning 
Park sub-station. 


Huddersfield, —The Tramways Committee has accepted 
tenders for stores as follows :— 
Brake blocks and ocasting:.—Franoe & Brook, Slaithwaite, and Melton 
and Co., Halifax. 


Crbles.—W. T. Glo ver & Co. 
Bteel tramcar tires.—J. Brown & Co. 


London.—L.C.C.—The Stores and Contracts Committee 
has accepted the following tenders during the three months ended 
March 31st, 1915 :— 

Electric lamps, Schedule No. 17.—Edieon & Swan U.E.L. Co.—Items 8 to 

27 (metallic-filament lamps, drawn wire). 

Electric traction glow lamps for Tramways Department (Schedule No, 
17a).—Siemens Bros. Dynamo Works, Ltd.—Item 1 (standard Dutch 
type). 

The Highways Committee has received the following tenders 
for the supply of rails for the construction, reconstruction and 
maintenance of the Council's tramways :— 


Track Rails amd Fastenings. 


Walter Scott, Ltd. . js (свет £28,340 
Bolc&ow, Vaughaa & Co., Ltd. m - 24,675 
Chief Engineer's estimate A s © e" 420 EBU 


Conductor Raila, 
Frodingham Iron and Steel Co., ма. 
Chief It;ngiceer's estimate. 
The following tenders were vésilved for the provision of two 
8 000-K w. turbo-generators for the Greenwich generating station :— 
Cole, Marchant & Morley, Ltd. (incomplete) £15,318 


Brit. Thomson- Houston Co., Lid. (incomp'rte) 51,070 
J. Howden & Co., Ltd. (iacomplete) 65.161 
D 


.. (accepted) £17,150 
à 9 £15,650 


о. T =< 8 aoe 66,720 
Maschinenfabrik Oerlikon | we zi 57,600 
Fraser & Chalmers, Lid. P 58,012 

Do. (alternative) 69,709 


Brit. Westinghouse Elec. ам. Co., "Ltd. . (accepted) 62,003 
Fraser & chaimers, Lad, .. (alternative) 63,516 


Escher, Wyss & Co.. T S es ex .. 61.016 
Wilians & коршвов, Ltd.. - ИЯ a m эз 61,620 

ро. a ч (alternative) 65.019 
Escher, Wvss & Co. es T (&'ternative) 66,735 
Brush Elec, Eng. Co, Ltd. ЭР АР "à s Sa 67.64 

D». ds M еа) 67,442 
Dick, Kerr & Co. “ Ltd. m. 925 65,100 

Estimate of Chief Officer of Tramways . .. £54.582 


The Committee reports that the lowest кү tender was that 
submitted by Maschinenfabrik Oerlikon of Switzerland, but in 
view of the difficulties which would be likely to arise in the 
traneport of raw materials and of the completed work, and in the 
inspection of the machinery during manufacture, it was decided 
to pass over this tender. With regard to the tenders submitted by 
Fraser & Chalmers, Ltd., the Committee was advised by Sir A. B. W. 
Kennedy, the electrical engineer, retained by the Council to advise 
on the tenders, that, although they were a firm of the highest 
standing, they had not constructed any turbines of a larger capa- 
city than 3,000 KW. In view of the fact that the eariy delivery 
and amooth and speedy operation of these machines were of the 
utmost importance for the safe working of the undertaking, it 
was necessary to take into serious consideration the experience 
which the different firms tendering had had of machines of the 
type and siz3 in question. The next lowest tender was that of the 
British Westinghouse Co., who had supplied three of the five 
turbo- generators at the generating station, and had since com- 
pleted a further machine for the station, and acting on the advice 
of Sir A. Kennedy, the tender of the latter firm was accepted, 


The following tenders have been received for the supply and 
laying of cables required in connection with an additional supply 
of power up to 3,500 Kw., to be obtained from the London Electric 


Supply Corporation in connection with the working of the Council's 


tram ways, 
Western Electric Co., Ltd . (accepted) 26,214 
brituh Insulated & Helsby "Cables, Lid. à a 9 6.298 
W. T. Henley's Telegraph Wares: Ltd. Sie =» A 6,408 
Johnson & Phillips, Ltd... А Ré 22 pa ‚686 
W. T. Glover & Co., Ltd. .. i yu s dd " 6,743 
Siemens Bros. & Co., Ltd. id са 6.799 
Callender’s Cable and Construction Co., Ltd. e" "a 6 833 
Kstimate of Chief Officer of Tramways.. ке 6,214 


The undermentioned tenders were received for 20, 245 yards of 
trolley wire. The two lowest tenders were for goods made abroad, 
and in view of the transport difficulties were passed over. 

. Edward le Bas & Co. £62 10 per ton 
Fernand Espir .. : 66 » 
F. Smith & Co. (incorporated ‘in the London 
Electrio Wire Co. and Smiths, Ltd. i) (accepted) 65196 ,, 
B.I. & Helsby Cables, Ltd. 5 68 
Watlington & Co., Ltd. .. " 50 va - 68 0 
T. Bolton & Sons, Ltd. .. Ба i 68 6 as 


For 3,000 driving and 2,000 trailing wheel tires'for the Council's 
tramoars, or, alternatively, 6,000 driving and 4,000 trailing wheel 
tires, the following tenders were received per tire :— 


8,000 2,020 6,000 4,000 
ariving tratling driving trailing 
wheel wheel wheel wheel 

tires. tires. tires. tires. 

John Brown & Co., Ltd. асре £1 66 £1 6 6 £160 £1 6 0 
H. Bessemer & Co., Ltd. 110 6 150 110 6 18 0 
Cammell, Laird & Co., Lid. 118 0 111 0 — — 
Brown, Bayley’ 8 Steel Works, Led. 117 6 1100 1176 1100 
Steel, Peech & Tozer, Ltd.. 118 7 1 1111 — — 
Vickers. Lid. 2 0 0 1100 2 0 0 110 0 
Patent Shift and Axletree Co , Ltd. 118 0 115 0 118 0 116 0 
— — — p ^C — 


Baldwin Locomotive Nous darc 
dard Steel Works Co.). £12,134 £14.268 
(Plus cost of freightage from New York. 

The Committee recommends that, in view of the conditions 
that arise owing to the war, the operation of Standing Order 
No. 295 be suspended, and that payment be made to Mesars. Dick, 
Kerr & Co., Ltd., the contractors for the supply of rotary ocon- 
verters for tramway sub-stations, at the rate of 50 per cent. of the 
value of the work executed and completed, whether such work had 
been delivered or not. Also that the operation of the Order be 
suspended, in order that payment on scoount of £8,000 may be 
authorised to the British Westinghouse Electric and Manufacturing 
Co., Ltd., in respect of further work completed by the company 
under its contract for the provision of two 8.000- Kw. steam turbo- 
generators for the Greenwich generating station, but of which the 
Council is unable to accept delivery, the foundations not being 
ready. 

The undermentioned tenders were received for rolled steel bar 
for magnetic brake shoes :— 


500 tons 190 tons 
tor 254 for 964 
табоеи. magoets. 
Per ton. Per ton. 
Lilleshall Co., Ltd. T (accepted) £8 10 0 £8 10 0 
Frodingham Iron and Steel Co., Ltd. ; 816 8 816 8 
Earl of Dudley's Round Oak Works, Ltd. .. 817 6 910 0 
Н. Bessemer & Co., Ltd. .. - i 97 6 9 7 6 
Good win & Co. + 1410 0 1410 0 


The Committee has сера the offa ar ‘of the London Electric 
Wire Co. and Smiths, Ltd., for 2 tons of triple cotton-covered copper 
wire, in excess of the amount contracted for, at the price of £79 a 
ton (£4 a ton below the contract price). 

The undermentioned tenders for the supply, during 1915-16, of 
tramways equipment have been accepted :— 

Electrical Equipment (Motor Generator) Spares. 


British Westinghoure Co., items 1 to 17 inclusive and 23. 

Diok, Kerr & Co., Ltd., items 19 to 22 inclusive, and 25 to 29 inclusive. 
A. Clare & Co., items 18, 24 and 3l. 

Maochester Armature Repair Co., item 80. 


Electrical Equipment (Controller, Circuit Breaker and other Switch, €c., 
Details, and Magnetic Brake) Spares. 


British Westinghouse Co., items 1 to 21 inclusive, and 94 to 45 inclusive. 
Dick, Kerr & Co., Lid., items $2.and 23. 


Contact Finners and Parts, Seaments, Фе. 


Briti-h Westinghouse Co., items 1, 12, 19, 81, 82, 86 and 33. 

Dick, Kerr & Co., Ltd, item 47. 

Dyer & Young, items 21. 26, 27, 33, 84, 85, 45, 50 and 52. 

Е,. Bhoweli & Sons, Ltd., items 2, 6, 20, 22, 25, 99, 80, 87, 48, 46, 49 and 54. 

Tramway Supplies, Ltd., items 3, 4, 5 ‚Т, 8, 9, 19, 11, 13, 14, 15, 16, 17, 18, 
23, 24, 39, 40, 48, 51 and 53. 


Electric Cable, Fuse Wire and Cotton-Corered Copper Wire. 


В.І. & Helsby Cables, Ltd., item 3, 

Hooper's Teleg. and I. R. Rubber Works, Ltd., item 4. 
Liverpool Electric Cable Co., Ltd., item 2. 

Midland E'ectric Wire Co., Ltd., item 1. 

Faxonia Electrical Wire Co., item 5. 


Copper Bonds. 
B. I. 4 Helsby Cables, Ltd., items 1 (a) and (^). 
Moulded Insulators (other than Rubber), 
British Weatinghouse Co., items 4, 5, 7 and 10. 
Crystalate Mfg., Co., item 17. 
Ebonestos Mfg. Co., items 1, 2, 8, 21 to 2t inclusive. 
Litbolite, Ltd., items 6, 8, 9, LL to 16 inclusiv e, 18 10 20 inclusive, and 25, 
Mica and Micanite Articles, 
G. Schultz & Co., Ltd , item 1. 
Track Ineulators, 


Bullers, Ltd., items 1 and 2. 

Gaskell € Grocott, Lt I., item 8. 

Douiton & Co,. Ltd., item 4 (half the estimated quantity). 

Taylor, Tunnicliff & Co., Ltd., item 4 (balf the estimated quantity), 


Brake Shoea. 
Pease & Partners, Ltd., items 1 to 8 inolusive, 
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The Fire ‘Brigade Committee received the following tenders 
for the sapply of a motor-lorry for use by the Fire Brigade :— 


Dennis, Bros. (1918), Ltd. e e т $5 T .. £650 
Belsize Motors, Lid oe te, 


. London Motor Exchange .. vs ни is 675 
W. A. Stevens, Ltd. T Es M „ (accepted) 704 
Clayton & Co. \Huddersfie'd), Lud. ... 165 
Leyland Motors (1914), Led. T БЕ zu Ае 88 A 765 
Albion Motor-Car Co., Ltd. oe ee te oe ee eo 770 
The Daimler Co , Ltd. T zs ote a st we a 792 ! 
The McOurd Lorry Mfg. Со., Ltd. "s A 800 


Owing to the demands being made upon them by the military 
authorities, the two lowest tenderers were unable to specify the 
dates by which they would be in a pesition to effect delivery, and 
the Oommittee was advised that the lorry offered by the third 
lowest tenderers would not be suitable for the purposes of the 
brigade. Ia these circamstances the next lowest tender, amount. 
ing to £764, of W. A. Stevens, Ltd., which was for the supply of 
a lorry propelled on the petrol-eleotrio system, was accepted. 

The Committee has accepted the offer of the Crypto E'ectrical 
Со. of £58 for the supply of motor-generators and instruments 
for the electric charging apparatus at the Belsize, Bow and Red- 
cross Street stations. 

The Stores and Contract Cemmittee states, in continuation of 
the report of January 26th, 1915, that as the result of inquiry in 
a number of cases, it has decided to have no more dealings with 
eight further firms controlled wholly or largely by enemy aliens, 
and their names have been removed from any liste on whioh their 
names appear of firms to be invited to tender for the supply of 
stores, &o. 

For the reconstruction of portions of the electric goods lift at 
the Ray Street stores premises, the following tenders have been 
reoeived :— 


oletti, Ltd. (Park Royal Eogineerirg Works, Lt3.) .. £148 
Бравво. alternative .. (accertsd) 


А. W. Penrose & Co., Ltd., 109, Farringdon Road, E.C... 
Easton Lift Co., Ltd. ee oe ee oe ee oe oe 188 
Ditso alternatives 2d a E . . 170 & 196 

Waygood Otis, L ten. .. 196 
Chief eogineer's estimate, £105. 

STEPNEY.—The Electricity Committee of the B.C. reports the 
purchase of 1,410 tons of coal for the electricity undertaking in 
lota of 10 to 750 tons at prices ranging from 2 18. to 263, per ton. 


BATTERSEA.—The Electricity Committee recommends the 
acoeptanc3 of the following annual tenders :— 
Prices, Ltd.—Oils, with the exception of turbine oil, 


Pryke & Palmer.—Kogine-room stores, ironmongery, &0. 


Beldam & Co.—Packings. . | 
British Insulated Co., Ltd.—Consumers’ fuse boxes. | 
Dussek & Со.—Вох compound. 

Са!!епдег'в Cable & Construction Co., Ltd.—Troughing, briJges, bitumen, 


&o. 
f ri Co., Ltd. — El t ] ti meters. . 
British Thon Bouton Oo., Ltd.— Carbon lamps. | | 
PoPLAR.—The following tenders have been received by the 
Borough Council for the supply of two 1,000. Kw. converters to be 
erected at the main station and Glengall Road sub-station :— 


Siemens Bros. (Ferranti transformer, 760 в р.м.) .. sà .. £1,850 
Alternative (Brush transformer, 750 B.P.M.) .. Же . . . 1,898 
General Electric Co., Ltd. (Ferranti, £00 R...) се .. 1,900 
Alternative (Brush, 500 R P.M.) .. = as ae Vx . . 1,925 
British Thomson- Houston Co. (Brush, 500 R. P. 1) a .. 1,990 
First alternative (Brit. Electric, 500 R M.) re is . 2,117 
Second alternative (Westinghouse, £00 R. p. u.) ae as .. 9,192 
British Westinghouse Co. (Westinghouse, 500 R. p. 1.) .. 2018 
Bruce Peebles & Oo. (Westinghouse, А 375 в.г.м.) .. . . 2,965 
First alternative ( T O 975 R. M.) .. 2, 285 
Second alternative ( T G 418 в.Р.м.) .. .. 92180 
Third alternative ( " E 428 R. vp. u.) .. 2,150 


The engineer recommends the acoeptance of the tender of the 
Genera] Electric Co., for one rotary converter with Brush trans- 
former for £1,925. Ав regards the Glengall sub-station, the 
engineer pointa out that the building is not euitable for rotary 
machines, and that it is desirable to install a motor converter 
which will be in line with the existing machines. He recommends 
the installation of Messrs. Bruce Peebles & С›.'в type A, for £2,265. 
The Committee has adopted the engiaeer’s recommendations, 

The. followivg tenders have also been received, for renewing the 
electric lighting and heating cirouite at the Council Officer, and 
the substitution of five 1,000-c.P. half-watt lamps in the Council 
Chamber :— 


H. E. Keen & Co. .. T „ (accepted) 2195 
Duncan Watson & Оо. .. А "m T + tay i» 185 
Marler & Co... oe ce эе ° ante ee 618 


WoorwicH.—The tender of Messre. Babcock & Wilcox, Ltd., at 
£256, for steam piping, has been accepted by the Electricity Com- 
mittee. The tender of Messrs. Seagerr, Ltd., has been accepted, at 
£260. for a cast-iron rain-water tank required in connection with 
the Globe Lane extensions. 


Meter Contracts.—The Electrical Apparatus Co., Ltd., 
have secured the following contracts :— 
Cheltenham Corporation.— Single-phase meters, for 12 months. 
Bray U.D.0.—Bingle-phase meters, for 12 months. 
= Messrs, Chamberlain & Hookbam, Lit J., have received contracts 
for the supply of meters to Cardiff, Grimsby and Hornsey. 


Thanet.—The Joint Hospital Board has accepted the. 


tender of Mr. Pinto, of Ramsgate, for the maintenance of the 
electrico bells and private telephones at the hospital. 


Walthamstow. — The following tenders have been 
accepted by the District Council for annual supplies of electricity 
and tramway stores :— 

W. T. Henley's Telegraph Works Co.—Oables and pure rubber tape. 

General Electric Co. —8teel conduite and saddles. 

Edison & Swan United Electric Light Co.—Ceiling roses, lampho:ders, &. 
Chamberlain & Hookham.—Meters. 

General Electric Co. and Cryselo», Lta.—Carbon-filament lamps. 

Geo, Angus & Co.—Rubber insertion and packing, 


The following tenders are recommended for acceptance for the 
eupply of switchgear and cables :— 
British Thomson-Houston Co.—High-tension switchgear, 2591. 
General Electric Co. —Low-tension switchgear, £280. 
W. T. Henley's Telegraph Works Oo.—Oab/es. Price not mentioned. 
The Lighting Committee has purchased 200 tons of Shirebrook 
nutty slack outside contract from Hinoholiffe & Co., at 18s, 10d, 


per ton. 


FORTHCOMING EVENTS. 


North-East Coast Institution of Engineers and Shipbuilders.—Friday, 
April 80th. At780pm. At Bolbeo Hall. Newcastle-upon-Tyne. Leoture 
on The Modern Aeroplane,” by Dr. R. T. Glazebrook, F.R.8. 


е (Graduates' Section.)—Saturday, May 1st. At 7 16 p.m. Discussion 


on * The Makiog and Filing of Engineering Notes," opened by Mr. O. Ian 


Burrell. 


Royal Institution of Great Britaln.— Saturday. Mey 1st. At В p.m. At 
Albemarle Street, W. Lecture (1) on Photo- Hlectricity,“ by Prof. J. A. 


Fleming, Е.В.8. At6p m. Annual Meeting. 

Monday, May 8rd. At 6 p.m. Geueral meeting. 

Thursday, May 6th. At8p m. Leoture (II) on ‘ Advances in General 
Physics," by Dr. A. W. Porter, F. R. &. 

Friday, Mey 7th. At 9 p.m. Paper on “ Eleotrons and Heat," by 
Prof. О. W. Richardson, F.R.S. 

Saturday, May 8th. At8p.m. Lecture (II) on ‘Photo-Blectricity,’’ 
by Prof. J. A. Fleming, F.R.B. 


4 
Institution of Electrical Engineers (Students' Section).—Wedoesds y: 
May 6th. At 7. 0 p.m, At Victoria Dmbankment, W.C. Annual Genera! 
Meeting. 
(Newcastle Local Section).—Monday, Mey Brd. As 7.80 p.m. At 
the Miaing Instisuse. Paper on Phantom Circuits in Telephony," by 
Mr. A. W. Martin. 


Salford Technical and Engin 
Visit to Gresley Iron Woras, 


Junior Institution of Engineers.—Friday, May sh. At 8 p.m. At 80 
Victoria Street, B. W. Iaformai discussion. i p : 


Association of Mining Electrical Engineers (Notts. and Derbyshire 
Branch).—Joint Meeting with National Association of Col iery Ma agers. 
Basurday, May 8th. At 8.90 p.m. At Universi сове Nottingham. 
гаро on Protective Devices," by Messrs. E. burn Scott aud L. Е, 

ogatty, 


caring Association.—Wednesãay, May 5.h' 
Salfor Й . ә d 


NOTES. 


Institution and Lecture Notes.— Diesel Engine 
Users? Association.—At the April meeting of the Asocia- 
tion, a standard policy for insurance at Lloyd's against break - 
down, which had been considered at several meetings of the 
Committee, was approved and adopted. This insurance includes 
specially advantageous terms to members of the Aseociation, and 
arrangements have been made for periodic inspections of the plant, 
and for advice апа full reporte to be furnished by fully-qualified 
Diesel engine experts acting for the underwriters. Until this 
standard form was framed, no form of policy specially applicable 
to the Diesel engine had been in use, The forms and conditions 
generally used were those applicable to a gas engine, and conse- 
quently difficulties arore in the interpretation. It is hoped that 
the immediate offer of specially advantageous terms will lead to 


. insurance of this plant being more generally effected, and in that 


case the larger volume of business done should result in still more 
55 rates for insurance being obtainable within a short 
time. 

A discursion on the lubrication of Diesel engines was opened by 
Mr. H. L. Alderton, of Guildford, who dealt with the various 
methods of lubrication by means of ring lubricators, ordinary 
drip, or forced feed with pumps or centrifugal rings. Mr. Alderton 
emphasised the importance of carefully selecting the best oil for 
cylinder lubrication eo as to avoid troubles from carbonisation and 


 gumming. He said that apparently large engines required more 


oil in proportion to their output than the smaller engines. In 
the disoussion it was shown that in some cases one claes of oil was 
used throughout the engine, and in others different oils for the 
bearings, cylinders and compressors, The methods of filtration of 
oil, and the extent to which filtration was carried out, also showed 
a considerable amount of variation. It was decided to ask for 
returns from the various members of the Association giving infor- 
mation as to the methods of lubrication, with quantities and costa, 
in connection with their planta, with a view toa further dis- 
cussion on the subject. 

The next meeting ef the Association is to be held on Wednesday, 
May 19th. Information and particulars concerning the Associa- 
tion can be obtained from the acting hon. seoretary, Mr. Peroy 
Still, at 19, Cadogan Gardens, London, S. W. 

We understand that the special Diesel engine policy referred to 
in the above report has been drawn up by Messrs. Banke, Warner 


ee 
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and Co., of 11, Queen Victoria Street, E.C., who have retained as 


their inspecting engineers the well-known Diesel experts, Mr. 


Phillip N. Smith and L. W. Johnson. 


Institution of Electrical Engineers.—The fifteenth annual 
general meeting of the MANCHESTER LOCAL SECTION waa held 
on Tuesday evening, the 27th inst. The chairman (Mr. P. P. 
Wheelwright) preeided. The annual report was read and approved ; 
the memb:rship was 732, a considerable decrease on last year's 
figures. The voting for the officers and Committee resulted as 
follows, viz. :— 

Chairman—Mr. B. Welbourn. | 

Vioe Chairmen—Meesrr. C. J. Beaver and A. E. McKenzie, 

Hon. Seo, and Treasurer—Mr. Julius Frith. 

Committee— Prof. A. B. Field; Messrs. Н. Allcock, C. C. Atchi- 
son, A. P. M. Fleming, W. Cramp, S. L. Pearce, J. S. Peck, H. D. 
Symonds, Н. A. Ratoliff, J. A. Robertson, 8. J. Watson and Mr. 
Alderman Walker. 

Votes of thanks were accorded to the chairman and hon. secre- 
tary for their services during the year, also to the Committee of 
the Engineers’ Club for allowing the use of the room for holding 
the meetings, At the conclusion of the meeting, Mr. A. Dickin- 
воп'в paper on the Bombay hydrc-electric scheme was read by Mr. 
E. 8. W. Moore, in the unavoidable absence of Mr. Dickinson owing 
to indisposition. А 

Association of Electrical Station Engineers. -A meet- 
ing representative of the station and mains engineers of 
Greater London was held under the auspices of the A.ES E. 
London Brauch, on April 27th, at Stone’s Restaurant, LudPate 
Hill, Е.С. Two letters which had been received by the A.E S. E. 
Committee were brought forward for the consideration of the meet- 
ing: One from the Electrical Trades Union London District Com- 
mittee, inviting the A.E S.E. London Committee to a conference 
" To consider if steps can be taken to secure an advance of wages 


in view of the abnormal circumstances now prevailing"; the other 


from the Associated Municipal Electrical Engineers (Greater 
London), which акей for two or three dates when it would be 
convenient for the proposed conference. This conference was 
originally aeked for by the A.ES.E., on February 9th, 1914, but 
had not been held owing to a difficulty in finding convenient dates. 
After a lengthy discussion, the meeting unanimouely agreed 
that the London Committee should meet both organisations in con- 
ference with the ultimate object of an increase in wages. | 
Institution of Civil Engineers.—The Council has made the 
following awarda for papers read and discussed during the session 
1914-15 :—The Telford Gold Medal to Mr. A. L. Bell (Rosyth); 
Telford Premiums to Mr. О. W. Anderson (Chakradharpur, India) ; 
Sir Thomas Mason (Glasgow); Dr. H. F. Parshall (London); and 
Mr. H. E. Yerbury (Sheffield); and the Crampton Prize to Mr, 
Е. D. Evans (Kuala Lumpur, Е.М S.). The awards for papers to be 
Ac in the Proceedings without discussion will be announced 
ter. 


Electric-Light Switching Competition.—Those who 
are interested in the use of special tumbler switches for the control 
of glow-lamp and other consumption circuite, and who wish to 
improve and afterwards test their knowledgeof the subject, would 
be well advised to consult the issues of our contemporary Electricity 
during the monthof May. This journal is holding the next of the 
competitions organised by Mee:rs, A. P. Lundberg & Sons, which 
have now become a regular feature of theelectrical year; money 
and book prizes and certificates will be awarded to successful com- 
petitors. The subject of electric light switching is well worth 
investigation on the part of all who arein any way concerned with 
lighting installations, 


Wireless Control of Public Cloeks.— Writing on the 
subject of Mr. Ball's suggestion to check the performance of 
public clecka by wireless reports, in the Z7orological Journal for 
March, Mr. F. Hope-Jones questions whether the trouble and 
expense involved are worth the results achieved, and suggests that 
a simple receiving spparatus should be installed at each clock with 
which the caretaker could note the time signals from Paris, In 
this case no licence for tranrmitting signals would be required, 
and the ether would not be filled with untruthful time signals. 


Mathematical Notation.—Iu order to facilitate the 
compositor'a task in the settiog-up of articles in which vector 
symbols occur, especially in concrete expressions, where modulus 
and argument are both required, Mr. F. Jacob, M Inst.C.E., suggests 
the use of the dagger t inverted for positive, erect for negative 
arguments, between mcdnlus and argument. 

Thus, h = b40 for he“ or Ь|Ө for positive values, and hté@ for 
negative values of 0, А numerical example, 1°72)13° 36’ illustrates 
the advantage. 

The point of the dagger follows the usual convention for + and 
— direction. 

Mr. Jacob points out that we have a very apposite precedent in 
n', which, for the purpose above-mentioned, replaces the original 
factorial symbol |». 


Electrie Vehicle Tire Guarantees.—In view of the 
fact that the Rug of solid tire manufacturers has decided in 
future on!y to guarantee euch tires for & service of 10,000 miles 
within a period of 12 montha, Меваге, Edison Accumulators, Ltd., 
have decided to undertake full reaponsibility of guarantee of all 
tires sold by them with their electrically-prepelled vehicles, and 
all solid tiree coming within this category will be guaranteed for 
a service of 12.00) miles within a period of 15 months. This de- 
cision is based on their experience of the superior qualities of the 
electric vehicle, both in this country and the United States, in the 
matter of increarzd mileage on tires of such vehicles, 


Central Station Men and Recruiting. — In the 
Honse of Commons on Tuesday, Mr. Touche asked the Under 
Secretary for War whether he was aware that many men formerly 
employed in the electrical servioes in the metropolie had joined the 
Forces ; that others were desiring to join and, owing to the tech- 
nical and expert training required, their places could not readily 
be filled, and there was some risk of the power stations, the output 
of which was largely used for Government purposes, becoming 
insufficiently manned ; that representations had been made, st the 
instance of the general officer commanding the London district, of 
the importanoe of preserving the efficiency of electric and power 
services of the metropolis, but in the absence of some public service 


‚ or other badge authorised by the Government, which could not be 


forged, to protect the men from reproach for not enlisting, it was 
difficult to persuade them to remain; was he aware that proposals 
submitted by the Association of Municipaland Electrical Engineers 
of Greater London had not resulted in any satisfactory solution of 
the difficulty ; and would he ooneider the question of either autho- 
rising the issue of an officially recognised public works badge, or 
of enlisting the men employed in approved public utility services 
in a special volunteer body authorised to wear uniform, as in the 
case of the Civil Service Corps ? 

Mr. Tennant : Recruiting officers have instructions not to enlist 
skilled employ és of electrical services without the sanction of their 
employers. I am informed that several electrical companies, who 
have applied for War Office badges, have been offered such badges 
for i-sue to men of reoruitable age who would be willing to 
enlist if called upon.in the event of emergency, or of their ceasing 
to be urgently required in their present employment. 

Mr. Touche: Are these official badges what I call War Office 
badges '—Mr. Tennant: Yee, they have been offered these badges. 

Mr. Touche: Official badges? — Mr. Tennant: Yee. 

Mr. Terrell wanted to know how these badges would differ from 
those given to persons engaged upon munitions of war. 

Mr. Tennant pointed out that the badges for makers of muni- 
tions of war exempted the wearer from ail war service, inasmuch 
as he was helping to produce the munitions of war. The other 
badges would not in all cases exempt a man from military 
service, and in the case of emergenoy arising he would be called 
upon to serve, unless he were urgently required in his present 
employment. 

Mr. Terrell: Are two classes of badges issued, and to whom ia 
application to be made for these badges ' —Mr. Tennant : Whenthe 
hon. gentleman says there are two classes of badges, that is not so. 
This has been offered and has not been accepted. We ате prepared 
to issue it. Application should be made to the secretary to the 
War Office, : 

Mr. Touche: Is it a condition of the issue of the badge that the 
man who receives it shall give an undertaking to join the Colours 
if called upon to do во ?—Mr. Tennant: That is so. 

The matter then dropped. 


Australian Association of British Manufacturers. 
—The annual general meeting of this Association was held at the 
Commercial Travellers’ Club, Melbourne, on Friday, February 26th. 
The chairman, Mr. Geo. Shrimpton, submitted the annual report, 
which stated, amongst other matters, that the membership had 
now increased to 238, being 120 British manufacturers and 118 
representatives of British manufacturers. During the year a 
Sydney branch of the Association had been formed, and a Sydney 


" Council had recently been elected. The Executive Council were 


pleased to be able to report that under the new Tariff a greater 
measure of preference had been granted to goods of British origin. 
This matter had been strongly urged by the Association since its 
formation. A list of those items which received ап increased 
measure of preference, numbering 352, was printed with the 
annual report. The following members were elected as members 
of the Executive Council for the ensuing year :— 

President.—Mr. Geo. Shrimpton (Geo. Shrimpton & Sons). 

Vice- President,— Мт. C. W. U. Adameon (Baboock & Wilcox, 

Ltd.). 

Councillors, —Mr. F. A. Daniel (H. S. Ingamells & Co); Mr. 

- John D. Campbell (Alexander Fergusson Pty., Ltd.). 

Hardware Councillor.— Ме. W. H. MacLennan. 

Electrical Councillor.—Mr. G. L. Jast (Edison & Swan United 
Electric Light C »., Ltd.). 

Members urged that the Aesociation should take steps to guard 
against the possibilitv of any reduction of the increased preferenoe 
granted to goods of British origin, which might be suggested as a 
result of agitation on the part of importers of American and other 
foreign goods. The chairman assured members that the matter 
would receive the fullest attention of the Executive Council, and 
that any members wishing for assistance could rely on the fullest 
co-operation of the Association. Tae question of duty on catalogues 
was discussed, and keen disappointment was expressed that the 
Government had increased the rate of duty. The chairman advised 
members that the Association was still urging the reduction of 


this duty, and a letter on the subject, addre:sed to the Minister of 


Trade and Customs, was read and approved of by the meeting. 


For Sale.—The whole of the electrical apparatus used in 
lighting the Liverpool Exhibition is to be sold by auction by 
Messrs. P. Huddleston & Co, on May 12th, at the Exhibition 


Buildings. Particulars are given in our advertisement pages 
to-day. 


Sydney Electricians,—An Australian newspaper states 
that the labour market in Sydney is decidedly satisfactory, so far 
as electricians are concerned. Fittersand mechanics with a know- 
ledge of local requirements are in demand, perticularly at Garden 
Island and the Public Worke Department, 
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More Gas.—We notice in the pages of a provincial | 


contemporary, devoted to the gas interests, an advertisement which 
purports to illustrate the interior of the gas equipped kitchen of 
the Firet Eastern R.A.M.C. Hospital, at Cambridge. Everything 
appears to be spick and epan, including the chains and cocks of the 
gas lamps. However, it happens that the whole of the hospital is 
electrically lighted by the Cambridge Electrio Supply Co., whose 
wiring department supplied and fixed ali the wiring, together with 
electric sterilisers in the operating theatre and & motor-generator 
for X-ray apparatus, and by a regrettable oversight a tumbler 
switoh still remains on the illustration. The illustration bears the 
legend: So-and-So's gas-heated cooking apparatus installed at 
the First Eastern R.A.M.C. Hospital, Cambridge—the gas light- 
ing, which is not there, being apparently thrown in to avoid the 
injury to the feelings of the reader of the paper, which an elec- 
trically illuminated kitchen would no doubt cause. Ву a ooin- 
cidence, a letter appears on the facing page, headed Abuse of 
Advertisements 


Appointments Vacant.— Two assistant storekeepers, 
age 25-40 (8250) for Nigerian Government Posts and Telegraphs 
Department; engineers-in-charge( £120) for Newport Corporation; 
junior engineers, age about 21 (258, plus war allowance), for Cleve- 
land and Darham Electric Power, Ltd.; janior assistant electrical 
engineers for the Newcastle-upon-Tyne Electric Supply Co., Ltd. 
(158). Particulars are given in our advertisement pages. 


Inquiries.— Makers of the Cordless system of heating, 


^ used for irons," and of the Mitchell electric hair-drier, are asked 
or. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—Stafford T.C. has decided 
that Mr. W. Н. RoBINS shall be appointed engineer and manager of 
the СРЕ works; and Мв. W. M. VALON, as secretary for the 
werks. | 

The Aylesbury U.D.O. has appointed MR. H. Н. SUTOLIFFE, of 
Hempton Bridge, as assistant electrical engineer. 

Мв. О, CLARE ATOHISON, Rochdale borough electrical engineer, 
who has been on the sick list for some considerable time, has now 
resumed duty. 


Tramway Officials.—Ms. T. C. WINFIELD has been 
appointed works superintendent of the West Ham Corporation 
Tramway*. Mr. Winfield formerly held a similar position under 
the Metropolitan Electric Tramways Co. There were 127 appli- 
cants for the vacancy. 


General.—After serving as chairman of the Croydon 
Lighting and Electricity Committee since 1897, when it was 
formed, ALD. D. B. MILLER, J.P., has resigned, under medical 
advice. Ald. Miller was chairman of the General Purposes Com- 
mittee in 1890, when an application for & provisional order for 
electric lighting was decided проп. The Borough Council, on 
Monday, passed a resolution recording appreciation of the very 
valuable services of Ald. Miller, and the fact that he leaves the 
Council electricity undertaking in a atate of high efficiency. 

COUNCILLOR WHITESIDE and COUNCILLOR MARPLE have been 
appointed chairman and vice-chairman respectively of the Stret- 
ford Electricity and Tramways Committee. 

. It is announced in the Prees that SIR ALEXANDER KING, late 

secretary to the Post Office, has been elected a director of the 
West India and Panama Telegraph Co., Ltd., in place of the late 
Sir John Lamb. 


NEW COMPANIES REGISTERED. 


East Lancashire Electrical Co. (Accrington), Ltd. 
(140,029) —This company was registered on April 21st, with a capital of 
41.000) in £1 shares, to carry on the business of electric, silver or nickel 
platers and polishers, electric light and power engineers, makers of electric 
cooking and heating apparatus and machinery for electrical, mechanical and 
textile purposes, dealers and makers of all kinds of motors and motor-car 
appliances and accessories, etc. The subscribers (with one share each) are: 
G. W. Somerville, '' Roseneath," Owen Street, Accrington, electrical engi- 
neer; F. G. Clarke, 99, Stanhill, Oswaldtwistle, electro plater and polisher. 
The number of directors is not to be less than two or 


Ardee Electric Co., Ltd (4,235).—This company was regis: 
tercd in Dublin on April 22nd, with a capital of £5,000 in £1 shares, to 
acquire and carry on the business of an electric light, heat and power pro- 
ducer, generator and distributor, etc., carried on by J. W. McKeever, J.P., 
at Ardee, Co. Louth. The subscribers (with one share cach) are: J. W. 
McKeever, Aclare Lodge, Ardee, Co. Louth, farmer; T. W. Storey, Ardeevin, 


Bailev, Co. Dublin, A. I. E. E., С.Е. Private company. J. W. McKeever is 
the first director. Qualification, 50 charep. Куәт office: Arter, Co. 
Louth. 


Capital £400,000 in 40,000 pref. and 40,000 ord. shares of £5 each. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. ы 


Charing Cross, West End and City Electricity Supply Co., 
Ltd. (29.122).—Capital 2.100.000 in 130,000 pref., 130,000 ‘ord., 80,000 City 
Undertaking pref., and 80.000 City Undertaking ord. shares of £5 each. 
Return dated March 18th, 1915. 80,000 pref., 80.000 ord., 80,000 City Under- 
taking pref., and 70,000 Y Undertaking ord. shares taken up. 1,200,000 
paid on the pref. ord. City Undertaking pref.; £350,000 considered as paid on 
the City Undertaking ord. Mortgages and charges, 1,087,178. 


W. T. Henley's Telegraph Works Co., Ltd. (13,795).— 
Return 
dated April 2nd, 1915. АН shares taken up. 65 per share called up on 
39,880 pref. and 32,616 ord.; 362,480 paid; £37,520 considered as paid on 
120 pref. and 7,384 ord. Mortgages and charges, £150,000. 


Direct Spanish Telegraph Co., Ltd; (6,732).— Capital, 
£95,000 in 13,000 ord. and 6,000 pref. shares of £5 each. Return dated 
April Ist, 1915. 12,931 ord. and 6,000 pref. shares taken up; £94,655 paid. 

ortgages and charges, nil. 


Notting Hill Electric Lighting Co., Ltd, (25,921).— 
Capital £201,353 10s. in 17,002 non-cum. 6 per cent. pref. and 2,998 cum. 6 per 
cent. pref. shares of £10 each, and 27,050 ord. shares of 1s. cach. Return 
dated March 9th, 1915. 11,402 non-cum. pref., 2,998 cum. pref., and 27,050 
ord shares taken up; £145,352 10s. paid. Mortgages and charges, £64,000, 
and jointly with the Kensington and Knightsbridge Electric Lighting Co., 
Ltd., a further £231,500. 


Telephone Co. of Egypt, Ltd.—A memorandum of satis- 
faction to the extent of £41, on Арг! .14th, 1915, of deb. stock, covered by 
deeds dated from July 27th, 1904, to October 27th, 1909, securing £200,000 
has been filed. 


Waste Heat and Gas Electrical Generating Stations, Ltd. 


(91,738).—Capital £350,000 іп £1 shares. Return dated March 24th, 1915. 
$20,000 shares taken up; 4320, 000 paid. Mortgages and charges, nil. 


- CITY NOTES. 


Anglo-Portuguese Telephone Co., Ltd. 


Мв. HERBERT ALLEN presided at the London Chamber of Com- 
merce, on Friday, over the annual meeting. He said it was 
unnecessary to dilate at any length on the accounts, which, 
as regarded the profit and loss, presented no particular feature. 
There was what they had come to regard as the customary 
growth in gross income, but the increase in net profite was 
not quite commensurate with the increased revenue. A large 
additional staff was engaged last year for the company’s new 
exchange in the North of Lisbon, but the actual opening of 
the exchange did not take place until after the close of the 
year, so that they had the additional expense without a corres- 
ponding increase of income, and it might be said that about 
£20,000 of last year’s capital expenditure was only just begin- 
ning to be productive. It was partly in anticipation of this 
that he thought he ought last year to prepare them for a 
possible temporary set-back in their dividend, especially in 
view of the recent increase in the share capital; but, happily, 
the board had not felt it 5 to encroach upon the usual 
distribution of 8 per cent. On their new exchange this year 
they anticipated having a considerable accretion of business 
with but a moderate addition to their expenses. At ће same 
time, there was no gainsaying the ten cai not only with 
this company, but with most of the telephone enterprises, 
to have to lay out more money and do more work than for- 
merly for a given return. Mr. Gill, the company’s consultin 

engineer, had recently visited Lisbon and was well satisfiec 
with the condition of their three exchanges there. With 
regard to the balance sheet, the only item calling for atten- 
tion was the reduction of sundry creditors from £28,774 to 
the more normal level of £13,525. The completion of the 
North Exchange was the most important work of the year, 
and accounted for £19,542 of the total capital expenditure of 
£27,929. The switchboard of the new exchange was of the 
latest type, being known as the No. 1 relay common battery of 
the Western Electric Co. It was already fitted for 1, 800 sub- 


scribers, and had an ultimate capacity of 6,000, so that, 


although the district served by the new exchange was rapidly 
extending, its telephone needs for many years to come were 
amply provided for. They had partly carried out the pro- 


gramme foreshadowed at the last meeting with regard to the | 


question of depreciation. Instead of continuing to build up 
indefinitely what in the balance sheet was, perhaps, some- 
what misleadingly, called the reserve fund—which was liable 
at any time to be appropriated to a reduction of capital expen- 
diture or written off for depreciation—they were inclined in 
future to write off depreciation year by year. The 1913 
accounts closed with a reserve of £55,000, and £30,000 of this 
they had since appropriated to a reduction of capital expendi- 
ture, from £290,355 to £260,355. That left them with an 
unappropriated reserve of £25,000, and this eum added to the 
renewals fund they considered t io cover any further 
depreciation. Largely arising out of the political situation of 
Portugal, which was anything but satisfactory, there had 
been a further rise in the premium on gold. Fortunately, 
however, their remittances were protected by bills which 
they had bought ahead, and this was shown by the fact that 
although the exchange on London at the end of the year had 
declined to 36d., they were still remitting at 44d. per escudo. 
In order to protect themselves as far as possible against any 
further fall in exchange, they had recently bought bills 
enough to cover their remittances for the current ‘year, 
although at а price which 'compared unfavourably with wbat 
they got last year. Although political amd commercial endi- 
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tions in Portugal at the present time were so unsettled they 
were not reflected in the business of the company, which was 
continually expanding, and there was no falling off in the 
demand for telephone facilities. . But now that the North 
Exchange was completed and paid for they ought to be able 
to meet this demand for some time to come by a very moderate 
expenditure of capital: That being the case, and having 
successfully got through what he might perhaps call their 
financial transition of 1914, there seemed no reason why they 
should not be able to look for a continuation of what had come 
to be regarded as their normal 8 per cent. dividend. This, 
however, was largely a question of the course of exchange. 
Mr. Е. Kerr seconded the motion and it was carried. 


Willans & Robinson, Ltd. 


Tur. directors report that the accounts for 1914 show a net profit 
of £17,058, after payment of debenture interest, provision for 
depreciation of plant. machinery and stocks. and the proper 
upkeep of Queen's Ferry Works. These latter have been 
utilised by the Government in connection with war require- 
ments since August last. Warrants will be issued covering 
dividends on the “А” and “В” preference stocks, and in- 
terest on outstanding funding certificates. A dividend at the 
rate of 10 per cent. is recommended on the ordinary shares, 
leaving a balance of £9,108. Of this sum it is proposed to 
carry £7,431 to the reserve fund. which will thus exceed the 
minimum provided for by the Articles, and to distribute the bal- 
ance, £1,677, among the holders of В” preference stock and 
ordinary ehares in manner provided for in the Articles. In 
common with those engaged in engineering work similar to that 
of this company. the outbreak of war largely disturbed the com- 
pany's usual business, hut the directors are glad to report that 
they were able to be of early service to the Government, and 
are now largely engaged in that direction. This latter work. 
though partly undertaken towarde the end of 1914, is not 
reflected in the accounts now submitted. A large number of 
the comnanv's staff—both from works and offices—having 
joined FILM. Forces, arrangements were made for substantially 
assisting their dependents and for re-employment after the 
war. The number so far serving represents over 20 per cent. 
of the total male employés. During the vear the directors 
accepted, with regret, the resignation of Mr. Leslie Robertson, 
and subsequently appointed Major P. M. Peters to the vacancy 
thus created. As the former would have been the retiring direc- 
tor at this period, it falls to Maior Peters to retire. who, being 
eligible. offers himself for re-election. Mr. G. W. Anderson 
proposes to retire at the annual general mecting, and the 
shareholders will be asked to leave to the directors the ques- 
tion of anpointment to fill the vacancy. 
Annual meeting, May 6th. 


Indian Electric Supply and Traction Co., Ltd. 


THE annual meeting was hell on April 22nd at the offices, 
Orient House, New Broad Street, Е.С. Mr. J. G. B. STONE, 
who presided, said that the directors were glad in these times 
to be able to record further expansion of the company’s busi- 
ness. The net revenue had risen from £10,161 to £12,724, and 
the balance carried forward to the new year's working was 
£7,365, against £5,226 in 1918. Interest charges had risen 
from £3,600 to £3,855. The strect lighting contract alluded to 
at the last general meeting had augmented the income this 
vear and considerable extensions were now being put in hand. 
The past year had been a notable one, but ae far as could be 
ascertained the progress of the undertaking had not been 
materially affected. Where there had been апу set-back 
caused by the war, it had been offset by increased sales to 
customers to whom the war had brought increased business. 
There was no material change in the tramway position, and 
they could not hold out any immediate prospect of improve- 
ment; but as the supply side of the undertaking continued to 
grow, their interest in the tramway became of less import- 
and the amount received per unit was Y'S6d. The higher price 
ance. Generating costs had fallen from ld. to 83d. per unit, 
of coal had been more than offset by the increased efficiency 
of the plant, eo that although they paid 14 per cent. more for 
coal there was a fall in the coal cost from .58d. to .46d. per 
unit. The board sincerely regretted that Mr. Cruickshank 
should have found it necessary through ill-health to retire. In 
his place they had been fortunate in securing the assistance 
of his partner, Sir George Sutherland, who was well acquainted 
with Cawnpore and the business. He (the Chairman) had 
particular satisfaction, in these times, in asking them to 
approve the increased dividend which, one felt, indicated the 
progressive nature of a business of this character when once 
it was firmly established. 

Mr. К. А. Scorr Moncrieff, in seconding the motion, said 
that at the last meeting he ventured to forecast considerable 
improvement in their working costs, and the ficures for the 
vear showed that he was quite justified. The growth of the 
business made it difficult to compare one vear with another. 
as the output had been so largely increased. The actual 
result, however, might be explained in this wav—they had 
sold 33 per cent. more units last year. and to do that they 
spent only 6 per cent. more on coal, in epite of a rise of 1t 
per cent. in coal prices. The extra units sold had resulted in 
an increase in the revenue of £3,679—a 22 per cent. increase, 
while the increase in the total costs at Cawnpore was only 


8 per cent. The results of their increased operations in the 
field of power supply was that the average receipt per unit 
had fallen, but the average profit per unit wae practically 
stationary—1.03d. as against 1.054. in the previous year. The 
one feature in considering those results was that of the 
demand upon their plant. Last year they had used 12 per 
cent. more of the plant in order to sell 33 per cent. more cur- 
rent. There had been an increase of 14 per cent. in the con- 
nections during the year, very largely in the way of motors 
for power purposes; 13 motore, having an aggregate of 22 
H.P., had been added to the mains during the year. Ап- 
other feature of the year was that the street. lighting which 
they did under contract had been extended, and within the 
last few months further extensions had been arranged for. 
The additional lamps last year were 600, and they had in 
view some 1,300 or 1,400 more. He believed that they had a 
large field before them for the development of the industrial 
pewer supply of Cawnpore, and it was quite possible that the 
extension of the boundaries of the city might later on lead to 
a paying proposition for the extension of the tramways. They 
had no technical difficulties whatever; all they had to do was 
to keep their plant in order and extend the mains. They 
cculd see room for a reduction in working costs and a saving 
of losses in the mains which, without any increase of busi- 
ness, would give them some increase of profit in the current 
year. | 

The report was adopted. 


Eastern Extension, Australasia and China Tele- 
graph Co., Ltd.—A dividend for the quarter ended December 31st 
last of 28. 6d. per share is recommended, together with a bonus of 
4°, per share, payable, free of inoome-tax, on the 12th pror., 
makiug 7 per cent. for the year. 


Brisbane City Electric Light Co., Ltd.—The directors 
report for the year ended January 81st, 1915, states that, after 
making additions to the franchise and purchase sinking fund, aud 
renewals, replacements and contingencies account, and reserve 
fund, there remains a credit balance of £20,637, An interim 
dividend, with dividend duty in September last, amounted to 
£8,205, and a farther dividend of 3 per cent. on the preference 
shares and 7j per cent, on the fully-paid ordinary shares, and 7} per 
cent. on the contributing shares, together with the dividend aaty, 
will absorb £12,333, leaving £1,316 to be carried forward. 


Dudley and Stourbridge and District Electric 
Traction Co., Ltd.—The total revenue for 1914 was £50,780, 
compared with £52,843. It is proposed to pay 1 per oent, for the 
year on the ordinary shares, carrying forward £851. 


Wolverhampton District Electric Tramways Co., 
Ltd.—Tne revenue for 1914 was £28,359. The directors propose 


to pay a dividend of 1 per cent. per annum on ordinary shares, 
leaving to be carried forward £386. 


Southport Tramways Co., Ltd.—The report states 
that the total revenue, including £106 brought forward, amounted 
to £17,142. After deducting all expenees, including £5,573 pay- 
able to the Corporation under agreements, in addition to £1,053 
for maintenance and а provision of £500 for renewals, there is а 
balance of £650. The directors recommend (says the Financier) 
that £500 be placed to reserve, leaving £150 to be carried forward, 


Nairobi Electric Power and Lighting Co., Ltd.— 
Extraordinary meetings are to be held on May 5th and June 2nd, 
says a financial daily, to consider в resolution converting the pre- 
ference shares into ordinary shares as from June 30th, 1915, in 
consideration of a bonus of 12} per cent. being paid in fully-paid 
ordinary shares or cash at the option of the company. 


0. C. Hawkes, Ltd.—The net profits for 1914 amount 
to $7,714. The directors have paid 5 per cent. on preferenoe 
shares, carrying forward £1,702. . 


Mexborough and Rawmarsh Constraction Syndi- 
cate, Ltd.—The report states that the balance to credit of profit 
and loss account, including £119 brought forward, is £4,826. The 
directors recommend a dividend of 21 per cent. (free of income-tax), 
carrying forward £14.— Financial Zimes. 


West India and Panama Telegraph Со.. Ltd.— 
The directors recommend the following dividends :—6s, per share 
on the first preference and 63. per share on the second preferenoe 
for the last six months of 1914, and 9d. per share on the ordinary 
shares (free of income-tax). 


City of Buenos Ayres Tramways (1904), Ltd.— 


The directors have declared a dividend of 1s. 3d. per share, being 


at the rate of 5 per cent. per annum, less income-tar, for the three 
months ended March 31st. 


Colombo Electric Trams and Lighting Co., Ltd. 
—The directors bave declared a dividend of 10 per cent, free of tax, 
for the year 1911, carrying forward £8,010. £20,000 has been 
transferred to general reserve and renewals fund. 


Eastern Telegraph Co., Ltd.—The directors recom- 
mend a final dividend of £1 5a. per cent., and а bonus of 42 per 
cent., both free of income-tax, making a total of 7 per cent. on the 
ordinary stock for the year 1914. 
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La Plata Electric Tramways Co., Ltd. 


Tue directors’ report for 1914 states that the total length of 
single track constructed and in operation during the year was 
28.67 miles. The total receipts on revenue account amounted 
to £56,186, and the expenditure to £44,273, leaving a balance 
of £11,018. After providing for debenture stock and other 
interest (£5,629) there remains £6,284, plus £330 brought 
forward, leaving £6,614. "The directors regret the falling off 
in receipts, which is entirely due to the unprecedented depres- 
sion in Argentina. In view of the necessity of husbanding 
the company’s cash resources owing to the financial condi- 
tions caused by the European war, they recommend that the 
balance of £6,614 be carried forward. : 


Мг. W. Е. HAMILTox, K.C., presided, on Tuesday, at Win- 
ckester House, E.C., over the annual meeting. He said that 
the total receipts for the year amounted to £56,186, a decrease 
of £6,138. The total expenditure was £44,273, a decrease of 
£2,119. The net result was that, including the amount 
brought forward, there was a balance of £6,614, which the 
board recommended should be carried forward. The falling 
off in the receipts during the past year, and, he was also 
sorry to say, during the current year, so far as at present 
known, was very disap 
concern to the board. eir company, however, was not the 
only sufferer, as nearly all other companies Іп Argentina, 
especially tramway and railway companies, have shown great 
decreases. This was due to the severe financial crisis the 
country had been going through, which began in 1913, con- 
tinued through 1914, and had been accentuated since the war 
broke out. For the first seven months of the year, the 
decrease in traffics was 7.5 per cent., and for the last five 
months 12.9 per cent., the percentage for the whole year 
being 9.7. La Plata had additionally suffered through the 
financial difficulties of the Province of Buenos Aires, of which 
it was the capital. Arrangements had had to be made for 
funding for two years the interest and sinking funds of cer- 
tain of the external loans of the Province, and to reduce 
expenditure the salaries of State officials had -been reduced 
by 10 per cent. For years foreign capital had poured into the 
Argentine, and immigration had largely exceeded emigration. 
During the past year the influx of capital ceased, emigration 
exceeded immigration by more than 60,000, and there’ was 
considerable unemployment. These drawbacks were increased 
by deficient harvests and persistent bad weather. On the 
other hand, it was satisfactory to know that their manager 
had been successful in his untiring efforts to reduce expendi- 
ture. The working expenses for the year averaged only 
6.37d. per car mile run, as compared with 6.664. in 1913. 
He also deserved great credit for reducing the cost of motive 
power during the year by no less than £1,012, as compared 
with 19123, although 12,888 more car miles were run, and the 
contract price per unit was higher. Traffic charges were less 
by £925, notwithstanding the increased car mileage. The 
consumption of electric energy in watt-hours per car kilo- 
metre, which was reduced froin 777 to 671 in 1914, had been 
still further reduced this year to 547 for January and 556 for 
February. While their manager was in this country for a 
short holiday he devoted most of his time to the problem of 
reducing the cost of motive power, which now compared very 
favourably with other svstems. In the revenue account there 
was an itein of £606 for the expenses of the action against 
the late local auditors- Having regard to the coste which 
had been incurred and would be incurred, which were much 
heavier than was anticipated, and to threatened litigation in 
the Argentine, and to the state of circumstances brought 
about by the war, they thought it prudent, after giving the 
matter their most anxious and careful consideration, to settle 
the action upon the terms that the parties should pay their 
own costs and that an end should be put to all litigation 
between the parties. Referring to the balance sheet, the 
itein of sundry creditors was composed principally of the 
amount due under contract for motive power for December, 
the men's wages for the last fortnight of Deceniber, the 
directors’ fees for the last half-vear, which had not vet been 
paid, and an advance by Mr. Western of £500 to help the 
company's finances. On the other side of the balance sheet, 
the item payments under protest for paving including 
amounts embargoed " were pavinents made in respect of 
accounts rendered by the Municipality for paving on а basis 
which the company did not admit. The payments had been 
made under protest, in order to avoid law costs. But they 
were assured that the overcharges by the Municipality. would 
be refunded by the Government, or credited to the company 
in respect of amount properly chargeable to them for paving 
in accordance with their concession contract, and he wished 
to acknowledge the friendly attitude of the Government in 
dealing with this question. During the year the extension 
of their line along Calle 17 to the Meridiano Quinto Station, 
representing nearly 1,800 metres of single track, was com- 
pleted and was to be opened soon after the new year. "They 
also had in hand the construction of a short piece of, line 
gome 1.300 metres long on the embankinent along the canal 
at Ensenada, the cost of which would be small. This work 
was to be completed last month. They hoped that both 
these extensions would be profitable. 
available they would have liked to pay a amall dividend on 
the preference shares, but as their capital account was in- 


inting, and was a matter of grave . 


Out of the balance 


debted to revenue, they would require to borrow money to 
do so, and this would be a matter of extreme difficulty, if at 
all possible, just now. When he last addressed them he told 
them that they had under consideration the issue of some of 


their available debenture stock to recoup revenue and pay off 


their existing loan. In normal times they could have done 
so, but at present it was out of the question, so that they 
saw no alternative but to carry forward the balance of revenue 
account to next account. ere were indications of an im- 
provement in the state of affairs in Argentina, but he was 


. afraid they could not look forward to much improvement 


| If the business of the company improved and 
their cash position justified it, the board would be pleased to 
declare and pay an interim dividend out of the carry-over. 

Mr. W. T. WESTERN seconded the motion, and the report 
was adopted. 

In moving a vote of thanks to Mr. Brown, the manager, 
and the staff, the CHAIRMAN spoke in high terms of the work 
done by the manager, who, he said, had secured several con- 


that year. 


cessions for the company at no cost to them, which might be 


of value later on. 

Mr. Bovuteut, the local director of the company, remarked 
that he had never known such times before in the River 
Plate during the 42 years he had been there, but he was 
certain things would gradually improve and that the com- 
pany would benefit. : 


Direct United States Cable Co., Ltd. 


SIR JaMES PENDER, BT., presided over the annual meeting, 
held on Tuesday, at Winchester House, E.C. He said that 
they had received the rent stipulated in the lease from the 
Western Union Co., and they had been exceptionally fortu- 
nate during the year in regard to the coet of maintaining 
cables. In the year ending March 3lst, 1918, they had an 
үш in this connection of over £42,000, and in the 
following year of over £58,000, or a total for the two years of 
over £100,000. The effect of this heavy charge was a material 
increase of the capacity of the cable by the insertion of two lon 
lengths of cable of the latest type, and possibly this account 

for the freedom from interruption the cable enjoyed in the 
past year, when the cost of maintenance was less than £2,000, 
which he believed was less than they had expended on cable 
repairs in any year since the inception of the company. The 
result had been to increase the reserve fund from £451 490 
to £476,986, or an addition of £25,495. There might be a 
feeling in the minds of some of the shareholders that out of 
such a large surplus on the year’s receipts the directors might 
have paid a bonus. He felt, however, that they were best 
serving the interests of the shareholders by continuing the 
policy that had always been followed of building up reserves 
to such a figure that they provided for any contingencies 
which human foresight could foresee, and as the fund had 
been so largely depleted in the two previous years by the 
heavy charges to which he had referred, he was sure the 
shareholders would agree that they had acted wisely in 
deferring the payment of a bonus. They had had evidence 
on many occasions of the keen interest the shareholders took 
in the old staff of the company, who were now, of course, 
in the service of the Western Union Co., and it might be 
noticed that the contribution to the pension fund was 
slightly increased. That fund existed for the benefit of the 
late employés of the com m and under the conditions of 
the lease the position of the und required to be periodically 
reviewed, and the annual contribution by the Western Union 
Co. would thus from time to time be varied. The figure 
which appeared in the present accounts would remain in 
force for the next five years. The only other item on which 
he need remark was the cable on hand, which appeared in 
the balance sheet at £77,661. In view of the two deep sea 
interruptions which occurred in 1913 and 1914, the board 
came to the conclusion that it was necessary that they should 
keep a sufficient length of cable in hand to ensure the success- 
ful carrying through of any similar repair. The contract for 
its manufacture was very favourable from the company's 
point of view, and the present value of the cable was largely 
in excess of the figure at which it appeared in the accounts. 
In addition to that, they might congratulate themselves upon 
having laid in this necessary stock of cable at a time when 
they were able to realise investments to pay for it without 
incurring the great loss which would result from the sale of 
securities at the present time. Heavy depreciation in all 
classes of securities since the war had had the effect of reduc- 
ing the present value of the company’s investments to such 
a figure that the provision of £50,000 on account of market 
depreciation was insufficient. In the present unsettled condi- 
tion of affairs the directors thought it unnecessary to increase 
that sum, and they were hopeful that when the war was con- 
cluded, and business conditions resumed the normal, invest- 
ments would recover their original value, and until that time 
they hoped it would not be necessary to realise any of them. 


Their relations with the Western Union continued to be of 


the most friendly nature, and, notwithstanding the war, he 
believed that the cable trafic had been more than main- 
tuined. | р | MS. 

Mr. JOHN~VaRNEY seconded the motion, and the report, 


"which recommended a final dividend making 4 per cent. for 


the year, was adopted. 
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Potteries Electric: Traction Co., Ltd. 


Мв. R. J. Howey (Chairman) рос on Monday at Ње 
annual meeting at the Electrical Federation Otfices, Kings- 


way. He said that at the outbreak of war Mr. G. Е. M. Corn- © 


wallis West was recalled to the Colours, and later, for 
private reasons, intimated that he had decided to resign the 
chairmanship of the company.. Mr. West had for many 
years ably directed the fortunes of the company as chairman, 
and they all regretted his resignation and wished him a safe 
return. At the time Mr, West had to leave, the company 
was actively negotiating with the Stoke Corporation for an 
extension of the dates at which the tramways within the 
borough could be purchased, and as he had been associated 
with Mr. West in the negotiations he was asked to join the 
board. With regard to the accounts, a little explanation was 


recessary owing to the inclusion in the receipts and expenses : 


of. the omnibus services, which made a comparison with last 
year's accounts of little value. In the revenue account the 
traffic receipts had risen from £109,924 to £115,082, an in- 
crease of £5,158. The increased revenue brought in by the 
omnibus services amounted to £9,947, &o that the tramway 
section showed a decrease compared with last year of £4,789. 
This was most disappointing, and was wholly attributable to 
the war, as at the beginning of August the tramways were 
doing better than ever before, and showed an increase of 
some £2,000. Parcel receipts, which were this year shown in 
a different form, amounted to £1,325, and represented net 
receipts, which, as compared with last year, was an increase 
of £131. Advertising receipts showed a slight decrease, due 
to a rearrangement of the business with their contractors. On 
the other side of the accounts, power and running expenses 
showed an increase from £33,828 last year to £41,973 this 
year, and this was due to the inclusion of the cost of working 
the motor omnibuses. When the war broke out the directors 
took immediate steps to reduce the tramway expenditure, 
and to & large extent had been euccessful. He did not pro- 


pose to split up the various figures between the tramways ` 


and the omnibuses, as it was not, he thought, in the interests 
of the shareholders, but they might take it that between 
August and the end of the year the saving on the tramway 
side of the business was nearly £2,000. The 1 was really 
greater than it appeared, because earlier in the year an 
increase had been granted in wages to the employés, and this 
increase affected to some extent the saving made in the 
second half of the year. Administration and general expenses 
showed an increase from £10,232 to £11,009, to some extent 
accountable by the omnibus business, whilst the negotiations 
with the Stoke Corporation had necessarily increased the 
legal expenses. At the outbreak of the war the British Elec- 
trical Federation, of which they were members, took steps 
to care for the wives and dependents of the employés of the 
federated companies called up for service. A fund was estab- 
lished, called the British Electrical Mutual Aid Fund, to 
which the employés contributed weekly, and the amount so 
subscribed was doubled by the subscription of the company. 
The fund was distributed by a local committee of the men 
themselves working under a general cominittee in London, 
and it had been a complete success. The company also 
associated itself with the other companies in a joint contribu- 
tion of 21.500 to the Prince of Wales’ National Fund, £250 
to the Belgian Relief Fund, and £100 to the British Red Cross 
Fund. With regard to the capital account, the only point 
was the new expenditure during the year amounting to 
£12,072. Of this £8,608 was incurred in connection with the 
establishment of the motor omnibus branch of the business 
and the remainder on small works of iinprovement incidental 
to every undertaking. For the time being this expenditure 


and before Jong further capital must be raised, both for 
releasing the renewals fund and to provide for the doubling of 
portions of the line and the provision of new rolling’ stock 
Which would be necessary if the negotiations with the Stoke 
Corporation proved successful. Including £10,000 set aside 
for renewals, the fund available for distribution amounted to 
£36.571, as against £39,074 last year, a decrease of £2,501. 
In view of the prolongation of the war through the current 
year, and the necessity for the company to husband its 
resources, the directors thought it wise to reduce the divi- 
dend on the ordinary shares from 3 per cent. to 24 per cent., 
and to carry forward an increased amount. £10,000 was set 
aside for renewals, which amount set aside each year over a 
term of vears should be sufficient to keep the tramways going 
in an efficient condition. The amount allocated to general 
reserve had been increased, which was a prudent course in 
the present circumstances of the company. With regard to 
the negotiations with the Stoke Corporation, their under- 
taking was subject to the usual tramway terms, and became 
purehaseable in 1917-18. Naturally, towards the end of a 
term the undertakers were unwilling to incur fresh obliga- 
tions and carry out improvements, and he was glad to say 
the Corporation had recognised the difficultv. The points 
under disenssion were the postponement of the date of pur- 
chase to 1940, the expenditure of a maximum sum of £35,000 
on improvement, and the payment of £2.000 on wavleaves, 
and he hoped a satisfactory solution would be arrived at. The 
ccmpany had expended between 700.000 and 2500.000 on the 
undertaking for the public service with little profit to itself, 
and they were entitled to some consideration from the public 


* 


had been financed from the fund set aside for renewals and 
general reserve, but this arrangement was only temporary, 


af 


488,395, as against £91,441 for 1913, a decrease о 


authorities and the protection of their property from direct 
competition. During the year the motor ‘bus services had 
been: worked under greatidisadvantages. Owing to the difficulty 
of obtaining delivery the full fleet of 14 "buses was only com- 
рее in August, Just аз the war broke out, and new routes 
ad to be surveyed and services arranged. All this preliminary 
work took time, and it was not until the autumn that the 
service was established. The result of the working till the 
end of the year was little or no profit, but a considerable 
amount of experience had been gained, and the board were 
satisfied that 16 would in future prove a valuable adjunct of 
the business. 


Mr. S. MEAR seconded the motion, which was carried witb- 
out discussion. 


Indo-European Telegraph Co., Ltd. 


THE directors report that in consequence of the state of war 
between Great Britain and Germany, the German section of 
the company's lines has been interrupted since July 3156, 1914. 
The question of re-establishment of the company's through 
route at the earliest possible inoment is engaging the board's 
earnest attention. Owing to existing arrangements with other 
companies, the receipts derived from telegraphic traffic for 
the year have been maintained. The state of war has also 
put an end, for the time being, to practically all experimental 
work on wireless telegraphy, inl the development of the 
Galletti system previously referred to has been accordingly 
suspended. The company's revenue from message account 
and other sources amounts to £189,384, an increase of £16,852. 
The expenses are, on commercial and general account, £59,856, 
and on maintenance account 428, 540, UE a total of 

£3,046. The 
revenue account, therefore, shows a balance of £100,988, which 
is carried to profit and loss account, 1914, and after deduction 
of income tax paid is reduced to £91,631. Adding the balance 
brought forward of £6,461, there is a total of £98,092. Deduct- 
ing £25,000 provided for investment fluctuations, and the 
interim dividend of £10,625 already paid, there is available for 
distribution £62,467. The directors now recommend a divi- 
dend for the six months ending December 31st, 1914, of 17s. 6d. 
per share (making with the interim dividend already paid 
6 per cent. for the year) and a bonus of 20s. per share, both 
free of income tax. They also propose to provide £10,000 for 
wireless and other technical development work, CHE for- 
ward £20,592. They propose further to make a special distri- 
bution to the shareholders of £12,750, equivalent to 15s. per 
share, out of interest upon certain investments and advance 
accounts. This distribution also will be free of income tax. 
The names of Herr Koehler as German official director, and of 
Herr Carl Joerger, Berlin, have been removed from the 
directorate. The directors propose to alter the minimum and 
maximum numbers of directors, now fixed by the Articles at 
8 "ET respectively, to the more convenient numbers of 5 
and 10, 


The annual meeting was held yesterday. 


—— M oaeen 


Caleutta Tramways.Co., Ltd. 


THE annual meeting was held on Tuesday at the offices, 1, 
Queen Victoria Street, E.C., Sir HENRY KIMBER presiding. 
The CHAIRMAN said that the additions to the capital expendi- 
ture during the year had been £18,900 for additional rolling 
stock. On the other hand, capital had been credited with 
45,100, the cost of some Lancashire boilers which were pur- 


“а chased in 1910 and 1911, and which had now been superseded 


by far superior equipment. ‘The loss of £8,100 on the trans- 
action had been taken from depreciation account, which 
account, however, had been increased by their having taken 
£15,000 out of the past year's profits, which brought the fund 
up to £50,000 as against £65,000 at which it stood a year ago. 
They had expended about £44,000 more on capital account 
than they had recelved, but having their depreciation fund 
and sufficient cash resources, they felt that that was a very 
sinall sum to have overspent themselves by. With regard to 
the earnings, last year the Chairman told them that they 
had then earned £10,000 more than in the previous year, 
which was & record. For several years past their earnings 
had been on the up grade, but last year, owing to the war, 
the increase was only £1,032. Up to the time of the war 
they were still on the up grade, as they had made £9,000 
more gross profit than at the corresponding period of 1913, 
but the war turned the tide, with the result he had indicated. 
It was remarkable that the war should have had such a 
transcendent effect upon India, but there it was, and he 
thought they had great reason to be thankful that in the 


. end they had been able to beat the best previous year's 


earnings by £1,000. They were paying the same dividend as 
last vear—9} per cent., free of income tax. The down-grade, 
he was sorry to say, still continued, although not to such an 
extent as gave rise to any fear as to the result of the year. 
Up to the present their receipts were really magnificent— 
1.151,756 rupees, which was only 71,000 rupees less than at 
the corresponding period last year. 

Mr. J. G. B. STONE seconded the motion, and the report 
was adopted. 
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Cuba Submarine Telegraph Co., Ltd. 


Tun total receipts for the year ended December 31st last were 
£38,245, and the expenses were £16,702, leaving 421,542, plus 
£7,849 brought forward. £3,000 has been placed to the 
reserve against loss on investments, £2,500 to the pension 
fund, and £2,000 added to the general reserve fund, which now 
stands at £100,000. Interim dividends were paid on October 
22nd, viz., at the rate of 10 per cent. per annum, less income 
tax, on the preference shares, and at the rate of 5 per cent. 
per annum, free of income tax, on the ordinary shares. These 
interim dividends absorbed £7,000, and leave £14,891, out of 
which final dividends at the same rates, making total divi- 
dends for the year of 10 per cent. on the preference shares, 
less income tax, and 5 per cent. on the ordinary shares, free 
of income tax, are to be paid, the balance, £7,891, being car- 
ried forward. Mr. J. P. Hooper has been appointed a director 
in the е of the late Mr.: Robert Kaye Gray, whose death 
occurred on April 28th last year. 
Annual meeting: May 5th. | 


Berlin Elevated and Underground Railway Co. 


Tue report of the Gesellschaft für Elektrische Hoch und 
Untergrundbahnen, of Berlin, states that an increase in the 
Poe took place in 1914, in consequence of the inclusion 
for the whole of the year of the contributions made towards 
the working expenses of the new connecting lines operated by 
the company, as compared with a similar period of only three 
months in the previous year. Down to the occurrence of the 
war the traffic, especially on the new lines opened in 1913, 
developed in a satisfactory manner, but after the mobilisation 
changes in the traffic and working conditions were manifested. 
It was possible in general to maintain the services by 
securing substitutes for the men who were called to the 
Colours. The sum of £15,000 was appropriated from the fund 
for extraordinary expenditure for the purpose of granting war 
relief. The route length of railway in operation was 17 miles, 
being the same as in the previous year. The accounts show 
the following figures for the past two years :— 


| 1914. 1913. 
Ordinary shares (paid up) ... ... £2,625,000 £2,625,000 
Preference shares (5 per cent.) ... 1,000,000 — 
Loan capital E ds ,991,000 3, 992,000 
Gross profits 418,000 355,000 
Interest on loans ET Ms - 149,000 97,000 
Redemption and renewal funds ... 57,000 49,000 
Net profits and balance forward ... 190,000 184,000 
Reserve fund ... Ex 5 oy 7,200 7,300 
Dividend on ordinary capital ae rr 197,000 


Dividend on ordinary capital, p.c. 4 6 
Carried forward vi m M 31,000 31,000 


The number of train miles run amounted to 3,937,000 in 
1914, as compared with 3.666.000 miles in 1913; the passengers 
carried increased from 71,525,370 in 1918 to 77,027,513 last 
vear; and the average receipt per passenger was 1.54d., being 
the same as in the preceding year. It is added that the pre- 
paratory works in connection with the connecting line between 
the “triangle” and the Nollendorf Platz have been begun, 
and arrangements been concluded with the town of Schonberg 
in regard to the construction and operation on joint account 
of a two-storey underground section at the Nollendorf Platz. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


Something like a halt has been called to the steady upward 
progress of prices in the Stock Exchange markets, though it 
cannot be said that there has been a decided tendency one 
way or the other. The news of the week-end was construed 
by some as disappointing, although many took an optimistic 
view, arguing that such incidents as a German advance to- 
wards Ypres are amongst the natural events of such a cam- 
paign. But the buying movement received a check, and in 
somme of the markets prices showed a disposition to go back 
a little—which, after all, is by no ineans surprising, having 
regard to the rises of this month. The more reassuring com- 
inuniqué of Tuesday did much to revive confidence. 

Continued etrength characterises the market for Home Rail- 
way Stocks, more attention being paid to them than has been 
the case for the past four months. In view of the good yields 
still obtainable on the leading stocks, and still more by reason 
of the Government's slight concession in favour of the com- 
panies, the notice of investors has been drawn to this sec- 
tion. The Undergrounds have been little more than steady, 
this being due to the request for advanced wages on the 
part of Underground Electric Railways employés, which has 
been met by substantial concessions from the company. How 
far this is likely to be made up from one direction or another 
it is impossible to guess, so the stocks are hanging back in 
the general advance established by those of the steam lines. 

London Electric Railway ordinary shares are firin at 28s. 
9d.. this price comparing with the end-July level of 30s. Dis- 
tricts, it may be noted, are 4 points below their quotation at 


the time when war broke out; and Metropolitans are 7 points 
lower. The latter company’s 31 per cent. debenture stocks 
have been changing hands at about 83. District and London 
Electric Railways 4 per cent. rent charge was dealt in the 
other day at 89. District 6 per cent. debenture, by the way, 
now stands at 130, with dividends due in January and July, 
so that the return on the money at the present time is nearly 
42 per cent., and the security looks ample. Metropolitan 
Surplus Lands has been negotiated this week at 54}. 

It is satisfactory to notice that the London and North- 
Western Railway Co. are still making steady progress with 
the electrification of the local line (high level) between Willes- 
den and Broad Street, in spite of the double handicap of 
reduced staff through enlistment, and the extra demands 


-made upon the eystem by the military authorities. Work on 


the last section, that between Dalston Junction and Broad 
Street, is now well in hand, although several isolated portions 
farther down the line have yet to be linked up. Beyond 
Hampstead, however, the work is so far advanced that the 
wooden guard to the outside rail is now in position. The 
scheme is, apparently, some way from completion as yet, but 
there is no doubt that it will prove a serious competitor with 
um tubes and trams linking up North-West London with the 
ity. 

Most of the Colonial and foreign electrical issues remain in 
ublic favour. Mexico Trams 5 per cent. bonds have gained 
3 points at 58. There has been some nibbling at Mexican 
Light and Power lst and 2nd bonds, at 50 and 30 respec- 
tively. With the оа of these issues to public notice, we 
have included some of them in our lists of prices. Two or 
three stocks of the British Columbia Electric Railway Co. are 
regaining a little popular attention. With regard to the de- 
ferred stock, it is known that the 8 per cent. dividend will 
not be continued; there is, in fact, some doubt as to. whether 
the preferred ordinary will get the full 5 per cent. to which 
it is entitled. The price of the 5 per cent. cumulative prefer- 
ence stock has risen within the past few days from 75 to 80, 
and even now returns 6} per cent. on the money. The pre- 
ferred, which stood at 50 about ten days ago, has gained 10 

points since then. 

Brazilian Tractions have receded tô 58. There seem to be 
many sellers about at anything like 60, because the price has 
great difficulty in getting up to it. The 6 per cent. cumula- 
tive preference hardened to 95, and this is another security 
which gives 61 per cent. on an investment at the current 
price. Canadian Generals are firm at 90 and 107 for the 
common and preference stock respectively, with little busi- 
ness doing in either. Montreal Light and Power Capital stock 
at 237 is actually higher than it stood at the outbreak of war. 
Mississippi Power preferred have firmed up to 45, and Van- 
couver power debenture to 791. Pachuca bonds changed 
hands recently at 35, and Shawinigan Water Capital stock at 
1273. Victoria Falls preference are also amongst those which 
command a better price now than they did last July, the 
current quotation being 15s.: while the 5} per cent. second 
debentures at 884 compare with 83, which was the price when 
hostilities started. a" i 

The Electrical Supply market is generally firm, with another 
rise of à in County of London preference. Metropolitans 
hardened to 3, but City Lights at 143 are à lower. | 

Nearly all the movements in the Telegraph market are 1п 
the upward direction, and the substantial rises recorded last 
week have been maintained in addition. Globe ordinary went 
back 1, but otherwise the changes have all been to the good 
of holders. The trouble still is to obtain stock. New York 
Telephone 44 per cents. have now reached par. Business in 
the United States is reported as booming, more especially in 
such branches as those engaged, directly or indirectly, in the 
manufacture of munitions and war stores. Within the last 
day or two, however, some reaction has overtaken the bound- 
ing buoyancy of the share market; and the check adminis- 
tered to such bullishness has been slightly reflected in a few 
of the markets dealing with Home investments. Marconis 
went back to 1%, a fall of 4, apparently on sales by holders a 
little disappointed at the failure of the market to get about li, 
which seems to be the sticking point. Indo-Europeans have 
held the recovery of £4 which they enjoyed ten days ago. 

Amongst Manufacturing companies, eneral Electric pre- 
ference at 10} are the fraction harder, but Edison & Swan 
shares of both classes remain dull, although the partly-paid 
at 30s. are a few pence better on the week. British Insulated 
preference have risen to 6%, and the ordinary to 114. The rest 
of the list shows steadiness. The rubber market keeps good 
on the whole, in consequence of the orp of company 
reporte showing costs to have been reduced below 18. per lb. 
Most of the producing concerns have got their expenditure 
down to the neighbourhood of 114., and some as low as 9d., 

г lb.; while hopes are entertained that even the last-named 

gure will be reduced in respect of the current year. People 
are buying the lesser-known shares which pay at least 10 per 
cent. on the money. and with a fair prospect of higher rates 
to come. In the Armament group, the Armstrong Co. has 
declared a dividend making 124 per cent. for the year, the 
same rate as that paid by Vickers, but the shares of both 
undertakings are a little easier at 40s. and 36s, 6d. respec- 
tively, both prices including dividends of 1s. 6d. per share. 
The Projectile Co. is said to be contemplating pen of 
all its debentures by June Ist next, and the 1s. shares, after 
going as high as 168., retain a rise on the week at 158. 
National Explosives are also better. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


Home Exvzorricity COMPANIES. 


Dividend, April 27, Rise or fall Yield 
1914. 1916, this week. р.о. 


Brompton Ordinary ee . ` ee 10 тт 46 1 B 
do. 7 per cent. Pref. .. es 7 7 — 410 4 
Charing Oross Ordinary ix UB — 5 11 1 
do. do. Оњу Pre . ee ee 4 — 5 12 8 
do. eb. oe ee ee oe 4 * 90 — 4 9 0 
Chelsea oe oe oe 5 48 — b 8 1 
do. 44 Deb. . ee eo oe ee 44 93 — 4 17 10 
City of London ši 9 lig — 4 6 6 2 
do. do. 6 per cent, Pref, 6 12$ — 418 0 
County of London e | 118 xd — 6 8 1 
do. do. брег cent. Pref... 6 1 + 5 8 6 
do. do. Ist Deb. ee ee 4 100 — 4 10 0 
до, до. Ind Deb. oe oe 97 == 4 19 9 
London Electric . Vs ae — 4 12 — 618 0 
— do. до. 6 per cent. Pret. 6 5 — 6 0 0 
do. do. 4 eb. oe ee, ee 4 87 == 4 12 0 
Metropolitan X s "T oe 84 +3 612 & 
do. Beb. свз Pref, oe 4 == 6 12 6 
do. ae ee 04 — 4 15 9 
do. Deb. oe ee 15 — 4 18 4 
do. 75 do. 7 per cent. Pref. 9 62 — 5 9 10 
do. do. do. %1 e» ee ee 84 80 = 4 7 0 
South London ee ee oe 5 8 = 6 18 4 
estminster rdinary ee ee ee 7 Urs 0 0 
0. tà Pret. ee se ee 44 — 4 13 4 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel, Pref. .. .. .. 6 1064 + i 512 8 
до. 8 0 eo ee oe 13 £3 — 6 10 4 
Chile Telephone . ee ee ee — 6 0 9 
Cuba Bub. Ord. ee oe oe oe 6 8 — 6 6 9 
do. Pref. .. T T .. 10 15 * 3 6 9 0 
Eastern Extension 7 183 + 558 
do. 4 Deb. oe ee 4 92 — 4 1 0 
Eastern Tel. Oord. 7 186 +1 5 8 0 
бс. 4 Pref. .. ae 2B 74 +1 411 7 
4 Deb. ee ee ee 4 98 -— 4 1 0 
Globe Tel andT.Ord... .. .. 6 1! —} 588 
Pref, ee ee ео 6 19 — 4 17 9 
Gt. Northern Tel. os - S 22 80 — 768 
Indo-Muropean .. .. oe  .. 6b. bb — воо 
Marconi 0 0 ee oe 30 13 — 11 8 6 
New York Tel. 4.. ee 44 10) + 410 0 
Oriental Telephone Ord. oo а. 10 3 — 6 0 0 
do. Pref, : ee ee 6 1А — 6 1 1 
Tel. Egypt Deb. ee ee oe ea, 43 = b 1 В 
United R. Piate Tel. ee oo ee 8 6 — 6 8 0 
do. Pref. oe ee 5 6 — 5 0 0 
West India and Pan. oe ee oe 13 1 8 ud б 0 0 
Western Telegraph T "m e 7 18 — 6 2 8 
do, 4 Deb. ec oe 4 93 ж." om 4 0 0 
Номи Bars, 

Central London, Ord. 200002 — 4 77 + à 5 8 8 
Metropolitan oe s pe ео 1 80 — 4 2 0 

Underground Biel: Ordinary . Ni | Zł Nit 

erground Electric eo Ni — i 

do. do. "A" ee Nil bi + 3d. Ni 
do. do. Income ве 6 81 * 8 8 


Forgien Талма, &0, 


Anglo-Arg. oe E Pref. T of 42; + à 6 7 6 
do о. а Pref. oo ee 5 84 — 7 2 0 
do. "y Deb. oe ee 4 88 — 4 4 16 b 
do, 4 Deb, ee ee 43 90 та Б 0 0 
do. 5Deb .. .. 5 894 +3 511 9 
Brazil Tractions .. ee ae T 6 68 —1 10 6 10 
do. ' 4$ е oe oe "i 91 — 4 19 0 
Mexico Trams ee ee ee ee Ni BO — Nil 
do. b percent. Bonds .. — 68 +8 Nil 
do. 6 per cent. Bonds МО — 85 — Nil 
Mexican Light Common ae SQ Nil 20 — Nil 
ао, Pref. .. ee .. Nil 42 — Nil 
do. Ist Bonda ee oe — 50 48 -— 
Adelaide Sup. 6 per cent. Pref, ss 6 bi — 614 8 
do. 6 Deb. ee ee ee 6 108 -— á 11 
MANUFACTURING COMPANIES, 
Babcock & Wilcox 9 28 és cw li 52/- — 5 7 8 
British Aluminium Ord. 8 si 6 20/6 — 417 7 
do. Pref. ee oe 6 18/6 bri 6 9 9 
British Insulated Ord. .. VE . 15 11 + 610 6 
do. Pref. P oe 6 6 + i 6 0 0 
British Westinghouse Pret. oe oe 1% 1}3 — 715 0 
do. 4 De b.. oe oe 4 - 72 — b 11 1 
йо. 6 p. lien «s Ре a 6 99 — 6 1 8 
Callenders ee oe oe ee ee 16 19 емш 8 6 8 
о. 5 геї. ry se ee ee 6 4i — b 9 1 
до. 4 Deb, ee oe ee 4$ 98 — 4 13 4 
Castner-Kellner .. "^ . 15 ^ — 414 1 
Edison & Swan, 28 ра. . M SUONI 13/- 4 6d, Nil 
do. do. fully vaid ar es Nil 14 — Nil 
do. do. 4 Deb. eo ee 4 63 — 6 1 0 
do. do 6% Deb. aia "e b 60 — 8 8 8 
Eleotrio Construction .. èe os 5 13/6 — 1 5 6 
до. do. Pref, oe ee 7 1 — q 0 6 
Gen. Eleo. Pref. .. - - ee 6 104 + ё 5 18 6 
Henleys ae oe . 20 11 — 618 0 
do. 43 Pref. .. s aie we 44 4 — 412 4 
do. 4 Deb. ee ee ee ee 44 97 — 4 12 9 
India-Rubber ee ee ee ee 5 9i — Б 9 7 
Talegraph Con. oe ee ee ee 20 87 — b 8 6 


Alderley and Wilmslow Electric Supply Co., Ltd. 
—The profit. on the years working, according to the Financier, 
was £3,122, plas £631 brought forward. Debentare interest takes 
£1,711, The directors recommend that £1,000 be placad to the 
reserve fund and that £1,012 be carried forward. 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other ciroumstanoes, 


"Wednesday, April 28th. 


Latest Tortnight's 
CHEMICALS, 450. Price, (по, or рее, 
a gend n өө ee per сті, 4/6 
a Nitric .. oe өө өө м 19/- 
а EA oo ee eo per ш ee 0 
а ^» р е» eo es ee owt, ee 
a Ammoniac Bal £49 a 
& Ammonis, Murlate (large crystal) per "ton £40 T 
a Bleac powder. "I ec ee 10 £9 oe 
~ Bisul of Carbon ee ее м £21 
еса, dul 8 oe өө oe и с 
а т р eo ee э - N 
Lead, N Nitrate eo ee ee и £35 oo 
a 0 White Sugar ee oe м oe ee 
а Peroxide ee eo eo м ee 
6 Methylated 8 Spirit ee ee eo per gal, ЫРЫ ' өе 
a Potassium, Bichromate, in casks per ib. 6d. we 
а Potash, Caustio (88/90 д) ee per ton ee . 
= м Chlorate a ee ее per lb, 1/6 ee 
Perchlora И 1/6 ae 
1 Potassium, Cyanide (98/100 6600 we и Nom. ee 
(for mining parposes only) 
а Shellac oe oe ee ee per owt, 65/- ee 
в Sulphate of Magnesia ee per ton ds E 
a Bulpbur, Sublimed Flowers .. м #11 10 
а [.] ecovered ee ee L| 2510 oe 
ee 90 
z Boas, Kian SINT юлз 96) oo й £1026 
ee oe per ee PUN 
casks ee per - ee 
a С: ай ш ee per lb, Sad, ee 
METALS, &o, 
b . оа. ш юп оу per ton £90 ss 
b » Swa} 4120 
uà to M 8.W.G.) " ни 
b Sheet, in ton lots m A150 are 
ә Ba Bebblis metal ingots .. : 450 to £291 es 
cB abe ld ше “у 19* basis) per lb, Hn ца. ins. 
© эө өө м = ee 
c - 7 y ber, C 1/0} 134. inc. 
с м Wire, eo м 1/- | . ine. 
c Copper Tobes (solid drawn) T и 1/1 184. ino. 
g „n Bars н selected) .. рег ton #1 #8 ine. 
g м Bhee ee oe ee м £100 £6 ivo, 
g m Rod. ee м £100 £6 inc. 
d „ (Blectrolytic) Bars өө " £86 £6 inc. 
d и м Sheets ee п £104 £6 inc. 
d н м Rods ee м £91 £6 inc. 
d м 20 Н.О. Wire per lb, 1 lid. id. inc, 
f Ebonite Rod өө ee ee и . 8/. ee 
f Sheet ee ee ee м 2/6 ae 
a German Silver Wire ..  .. " 1,9 1d. ino. 
h Gutta-percha, fine.. ee өө м 6/10 os 
В India - rubber, Para fins " 2/6 14. dec. 
| Iron Pig (Cleveland warrants) .. pet ton 65/6 1/6 dec. 
1 Wire, m No. B, ts qual, м £20 £1 inc. 
8 Lead, English T " £31 to £23 ae 
m Manganin Wire 0.98 . 0 0 ee per Ib, oe ee 
g Mercury E ee ee рег bot, 213 
e Mice (in original ) small .. per lb, 44. to 9/60 s 
ө “ ‘a » medium " 8/- во 5j. s 
large .. " 6/6 to UM & up. : 
o Nickel, sheet, wire, do... „„ 
p Phosphor Bronse, plain " 114 to 1/34 
ew al Ма ba: А 1/2 to 1/84 
» rolled deri ier ©з 1/34 зо 1/64 
o P Platinum ee ee ee per Оа, 185/- ee 
d Silicium Bronse Wire .. ee per ib, 1034. Lo ө 
Steel, M et, in bars ee oe per ton oe 
: Tin, Bloc (English) 0 Фо 50 2165 to 4163 ee 
| Nos. 1 to 16 .. ee per lb. 2/8 ` 
p White Anti-triction Metals per ton £63 зо £194 P 
t Zino, Bb't (Vieille Montagne bnd.) m Nom. Vs 


Quotations supplied by— 


1 Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard КК & Nephew, Lid. 
mm W. T. Glover & Co., 

m P. Ormiston & Sons. 


b The British Aluminium Co., Ltd, 
c Thos. Bolton & Sons, Ltd. 

d Frederick smith & Co. 

e F. Wiggins & Bons, 


f India-Rubber, Gutta-Percha and o Johnson, Matthey & Oo., Ltd, 
Telegraph Works Co., Lid. м 
James & Shakspeare, г W. F. Dennis & Co. 


Euward Till & 


North of Scotland Electric Light and Power Co., 
Ltd.—The company made good progress daring the firat half of 
1914, but the war has occasioned a serious falling off daring the 
latter half. The lamp connections in Montrose have increased 


. from 80,192 to 33.750. equivalent 8.c.P. lamps; in Brechin from 


21,506 to 22,360, and in Inverness from 35,872 to 33,969, making a 
total of 95.079 connected in the three towns. Tae genes profit, 
in:sluding £1.859 brought forward, is £8,795, and after meeting 
interest on d-bentures and loans, amounting to £2,819, and 
writing off £57 from suspense account, there remains a net profit 
of £5,920. The directora recommend a dividead at the rate of 
3 per cent. for the year, absorbing £1,500, that £2,000 be placed 
to renewal reserve account, and that £2120 be carried forward. 
The annual meeting was held on April 21st. 


Kidderminster and District Electric Lighting and 
Traction Co., Ltd.—The report for 1914 recommends a dividend 
of 2} per cent., carrying forward £163, 
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RATIONAL RATING FOR FILAMENT LAMPS. 
| By S. M. POWELL. 


1т ів now some five years since the writer had the privilege 
of writing in these columns in favour of candle-power 
rather than wattage rating for filament lamps, and as this 
problem is still not definitely settled but rather, for reasons 
given below, seems likely to become a more contentious 
matter than ever in the near future, the following remarks 
may be of interest as giving a brief review of both 
sides of the question and, in particular, as dealing 
with arguments which have been advanced in favour of 
watt-rating. 

It may be, in fact it has been, contended that since watt- 
rating is used by 80 per cent. of metal lamp manufacturers 
it must be right, or it would never have been adopted so 
extensively. The writer does not support this view. Owing 
to patent complications and the economic necessity for manu- 
facturing on a large scale, the number of metal lamp manu- 
facturers is relatively very small, and manufacturers have 
been in a position to do practically what they liked in the 
rating matter. It is convenient from the manufacturing 
standpoint to adhere to a fixed watt-rating, and hence that 
rating has been adopted, but it is neither desirable nor con- 
venient from the user’s standpoint. How is it, then, that 
the public has not complained and compelled the adoption 
of candle-power rating? Simply, in the writer's opinion, 
because of the fact that watts and candle-power have been 
numerically equal during recent years (at first in claim, 
based on the Hefner candle-power, and more recently in fact, 
based on the British candle-power). This coincidence is, 
however, purely accidental and temporary. As lamp effici- 
encies improve further, the numerical value of candle-power 
will exceed that of watts, and the desirability of candle- 
power rating will be much increased. It is more than pro- 
bable. that consumers will demand a candle power rating, 
and though the position of lamp manufacturers is such 
that they need not accede to that demand, it would be 
against the best interests of the electrical industry as a whole 
not to fall in with consumers’ wishes. 

The ordinary householder is notoriously ignorant on all 
electrical matters, so that it is quite possible he will not be 
able to locate and express the cause of the confusion and 
dissatisfaction which he must feel if we persist in selling 
him lamps which are of constant wattage but steadily 
increasing candle-power. If we put ourselves in his place, 
we can only arrive at the conclusion that what he wants is 
a standard series of candle-powers, whether or not he has 
the perception to realize, and the ability to express, the fact. 

The user of any lamp sets out to buy light. Не is 
interested in what fuel or power expenditure is involved, 
because that determines what he has to pay for his light. 
The fact that во many lamps of such and such candle- 
power are charged for power on а wattage basis has nothing 
to do with the rating of the lamps, any more than a gas 
engine of so many horse-power is rated in cubic feet per 
hour, because the quarter's gas bill is based on cubic feet 
consumed. 

Admittedly, the candle-power rating of lamps has been 
abused, special filament shapes and reflectors being used to 
obtain polar carves giving very high candle-power values in 
certain directions, but wattage is equally subject to abuse, 
as can be particularly easily seen by comparison of any arc 
lamp lists. Asa matter of fact, wattage is only a guide to 
the illuminating power of a lamp when the type and distri- 
tion curve of the latter are known. From the user's point 
of view, to specify by watts is no more instructive, or less 
liable to abuse, than specification by candle-power. A 
candle-power figure does bear directly on what the user 
wants, viz., light, but if candle-power is not stated, watts 
and efficiency ($e, watts per candle-power, which again 
brings us back to candle-power) are both required to tell 
the user what sort of a light-producing unit he is getting. 
Moreover, the user has to make a calculation to arrive at 
the candle-power value in the second case. It is a devious 
and quite illogical course to expect a user to get in the way 
of thinking of lamp sizes by watts. Perhaps a 40-watt 
lamp meets his needs now, but when a more efficient lamp 


is produced а 30-watt unit will suffice—the man has to keep 
on changing his purchasing unit. 

The argument that a user purchases light by the candle- 
power is countered by the advocates of watt-rating saying 
they are prepared to mark lamps with candle-power as well 
as watts. This is а very insidious offer, and is not a solu- 
tion to the problem, since it does not permit the user to get 
year after year lamps of the particular candle-power which 
meets his needs. Suppose that standard watt-ratings be 
adopted, as in Table I. Using lamps of 1:2-watt efficiency, 


TABLE I.—CANDLE-POWERS AVAILABLE ON WATT-RATING АТ 
VARIOUS EFFICIENCIES. 


Cand!e-powers available. 
10 w. 0 8 w. 


| Constant 12 w. 05% 
watt rating. per с.р. per с.р per с.р, per с.р 

10 84 10 123 20 

15 124 15 19 30 

20 163 20 25 40 

30 25 30 374 60 

40 334 40 50 80 

60 50 60 75 120 

80 67 80 100 160 

100 83 1100 125 200 


— - —U— —— — 


a householder found that 30-watt lamps met his needs very 
well. Along came the 1-watt lamp, and the householder 
now gets 30 c.P. where he used to have 25 c.P. So far 
there i8 not much to grumble at (though if he had had the 
option he would doubtless have preferred to stick to 25 С.Р. 
and get 15-20 per cent. off his lighting bill). Soon, how- 
ever, the 0°8-watt/c.r. lamp will come along, and the house- 
holder has the option either of using 87}-0.P. lamps or of 
returning tq the original 25-c.p. size (now taking only 
20 watts). 

Neither alternative is satisfactory. Continuously increas- 
ing the candle-power of an installation is not only unneoes- 
sary, but is, after a time, objectionable and harmful, and 
reference to fig. 1 will show that the gaps in the candle- 


SHOWING CANDLE-POWERS AVAILABLE · 
ON CONSTANT WATT RATING AT 


VARIOUS EFFICIENCIES 


eed 
EFFICIENCY—WATTS CP. 


FId. 1. 


powers available become rapidly greater as efficiency rises, 
the watt series remaining constent. The fact that the 
consumer has to make fresh compromises with every increase 
in lamp efficiency —using a lamp either more or less power- 
ful than the one he wants (except for accidental coincidences) 
—leads inevitably to a certain amount of dissatisfaction, 
whereas, on a constant C.P. system of rating, there would be 
nothing but satisfaction caused by the higher efficiency, 
every consumer getting the same light as before at less 
cost. 
If this state of affairs is to be mitigated by introducing 
fresh values in the watt series as efficiency improves, why 
not do what will alone give the consumer full satisfaction— 
alter all the watt values to keep the standard candie-power 
values and increments, adding, of course, any higher or 
lower candle-powers made possible by improved construction 
or higher efficiency ? 

Table 1I shows that maintaining a constant range of 
candle-powers would necessitate finer wattage grading, as 
efficiencies increased. It is no doubt а` manufacturing con- 


—— 
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venience to build to a fixed scale of watts, but it is totaliy 
illogical to sell any energy-converting device of variable 
efficiency on the basis of its power input. Who would dream, 
for instance, of sizing tarbines or steam engines by the 
lb. of steam used per hour? Yet that would be a 
manufacturing convenience, for the design of turbine 
and engine starts from the flow of steam known to be 
necessary to produce the horse-power which the purchaser 
requires. Of course the steam consumption matters to the 
engine user just as the energy bill matters to the lamp user, 
but, in both cases, it is the output, the work-doing ability 


TABLE II.—Watt-GRADING NECESSARY FOR FIXED CANDLE- 
POWERS AT VARIOUS EFFICIENCIES, 


Constant | Watts. Consumed 
ca^dle-power | 1˙2 w. 10 w. U8 ж. 0°6 ж. 
rating. | рег сг. pec с.р рег с.р. pe с.р, 
8 | 93 8 | 64 4 
16 | 19 16 | 18 8 
32 383 33 2051 16 
64 77 64 | Б\ | 32 
100 | 120 100 80 50 
10 | 12 10 | 8 Б 
15 18 | 15 | 12 74 
20 | 24 2) 16 10 
3) | 36 30 | 24 i 15 
40 | 48 10 i 32 | 20 
60 12 60 48 30 
80 96 80 64 40 
100 | 120 100 80 50 


of the apparatus on which the latter must be sized. For 
another and closer analogy—does the manufacturer who 
had laid himself out to build quantities of 18 о, та. 4, and 
l-H.P motors change the rating of these to 0:012, 0:075, 
0:15 and 0:3 н.р, when, by some means, he secures 20 per 
cent. increase in efficiency? Certainly not, he alters the 
proportions of the machines and beats rivals because his 
machines do a certain amoünt of work for 20 per cent. less 
energy consumption. Electric lighting is not а costly luxury. 
Everyone already uses just as much electric light as he 
needs, and what he wishes for the future is to get that light 
at lower and lower prices as time goes on, and not to have the 
amount of light manipulated and his energy bill the same 
till development happens to reach such a stage that he can 
use a lamp of lower wattage than before. It is only in dealing 
with such a commodity as light, which cannot be easily 
measured by the purchaser, that such a totally illogical 
practice would ever be tolerated for a moment.. The thing 
to do is to keep on making half-pint and pint soup tablets, 
and not to expect the purchaser to drink stronger and stronger 
soup till suddenly he finds that what used to be a half-pint 
tablet will now make a pint of sonp. 

One of the chief advantages of electric lighting, viz., its 
constancy, is threatened by the constant-watts, variable- 
candle-power system of rating. It has been suggested that 
the greater constancy of watts, as compared with candle- 
power, is a cogent reason for rating by watts. Such an 
argument might apply to laboratory practice, but the user 
of electric light wants constant candle-power within, say, 
10 per cent., and he gets it in modern lamps. The fact 
that the watts vary only 5 per cent. or so is of no interest 
tohim; did they not vary at all that would not affect his 
primary interest in the candle-power. - 

The peculiar polar curve of many modern lamps and re- 
flectors has been made an objection to rating by candle- 
power. The objection does not apply at all if lamps be 
rated, as they should be rated, in mean spherical candle- 
power. By sodoing we preserve a logical basis of rating, 
and one on which the layman has quite reasonably accurate 
ideas. Mean spherical candle-power is a measure of total 
flux of light, and as such is a thoroughly suitable unit. It 
requires only a minimum of intelligence to see that the flux 
of light must be greater (i. e., lamps of higher candle-power 
must be used), if the light is to be distributed from an in- 
direct fitting, than if the same working illumination is 
required over a limited area which can be served by a con- 
centrating reflector. Any difficulty which exists is certainly 
aggravated if lamps be sized by watts. 


A 20-watt lamp may be insufficient for a medium-sized 
room, but amply sufficient for a motor-car headlight illumi- 


‘nating several hundred feet of road. The wattage gives no 


idea of illuminating value in the two cases, but candle- power 
rating does not require the type of lamp to be known. The 
mean spherical c.P. is the basis on which to rate the lamp 
for use in the room ; for the headlight projector the total 
flax of light in the beam is again what matters, and is 
expressed proportionately by the mean spherical c.P. of 
the lamp. To meet the competition of acetylene and other 
headlamps it is particularly desirable that the direct C.P. 
of the beam should also be specified; it has a definite 
significance and use. 

The specification and design of illumination schemes 
on a basis of watts per sq. foot of floor area is piling 
one absurdity on another. Already the use of half-watt 
lamps in indirect fittings has vitiated watt per sq. ft. tables 
compiled for ordinary tungsten lamps, and as time goes on, 
confusion will be worse confounded. Candle-power рег 
sq. ft., on the other hand, is a true constant for each system 
of lighting and class of interior. l 

The difficulty is not to find arguments against watt- 
rating, but to find any reasonable argument supporting it. 
Since wattage is related to useful effect only by the efficiency 
factor of the lamp, and since the latter varies with voltage, 
а 40-watt lamp, say, ів of distinctly different candle-power 
and lighting value acco:ding to the supply voltage— could 
anything be more confusing, absurd, and liable to cause dis- 
Satisfaction ? Admittedly it is easier to check watts than 
candle-power, but one is no further forward unless the 
efficiency also can be verified, and this again introduces 
candle-power. Any checking by the purchaser is unneces- 
sary in the case of standard makes of lamps, and surely & 
deliberate misstatement of caudle-power and efficiency by a 
second-rate maker is within the cognisance of the law. 

The argument generally used to give the coup de grace to 
the unbeliever in watt-rating is that this rating is used by 
most manufacturers, and has been justified by practice. The 
writer wishes flatly to contradict this statement. The watt- 
rating has been imposed on the public by consideration for 
the maker's convenience, and it has, so far, been tolerated 
because wattage rating is practically a candle-power rating 
on l-watt per C.P. tungsten lamps. Directly higher 
efficiency is reached in lamps for household use, the watt- 
rating must either break down, or cause endless confusion 
and no little dissatisfaction if it be persisted in. 

Undoubtedly lamps should be made now and always 
in а convenient range of mean spherical candle-powers. 
Marking with mean spherical candle-power and wattage will 
tell the ordinary user all he wishes to know. In addition, 
polar curves of caudle-power should be available to any 
person competent to tell therefrom how lamps should be 
placed. This point and the lamp candle-power required 
have to be decided only when the lighting installation 
is first erected. At that time the user has expert or 
at least intelligent assistance. Thereafter, the maintenance 
of efficient and satisfactory results requires simply the 
periodical replacement of lamps by others of equal candle- 
power. Without such constancy of candle-power, which 
cannot be maintained under a watt-rating system, permanent 
satisfaction is impossible. 

Both watts and mean spherical candle-power should be 
marked on lamps, but candle-power should be the basis of 
sizing. By all means let the manufacturer work if he likes 
on a watt basis in his factory, во long as he changes this 
basis when necessary to preserve acceptable candle-power 
values and increments. 


Australian Railway Seheme,—The plans for the 
Sydney railway, authorized by Parliament, have been modified by 
the Government with the object of reducing the expen- 
diture. The modification consista in raising the levels at 
terminal stations at Redfern and Circular Qaay, which will be 
open-air stations, the four other stations being underground. 
The raising of the levels at the two pointe will reduce the cost of 
construction by £1,000,000. Ол account of the easier grades 
there will be a saving in power for working the railway, also with 
the present proposal 42 trains per hour can be run on each track, as 
against 36 in the original proposal —Sydrey Morning Herald. 
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THE PREVENTION OF ELECTROLYSIS 
IN BOILERS. 


A GREAT many cases of corrosion in boilers which have 
occurred both in marine and land practice, have caused 
extended investigation to be made from time to time as to 
causes of such corrosion, and the best means of security 
against deterioration due to such causes. Such investiga- 
tions have been extended in many directions, and frequently 
the chemical and engineering treatment of tbe structural 
parts, and of the water used in the bo lere, has proved of 
great benefit. e 

It has, however, become increasingly recognised that elec- 
trochemical action is responsible for very much of the 
deterioration which occurs in connection with such metallic 
stractures a8 ships, boilers, condensers, pumps, and so on, 
with the result that for a long time past both private ex- 


perimenters and public institutions have directed their atten- - 


tion to the problems underlying electrolytic corrosion. 

In а recent report by the Corrosion Committee of the 
Institute of Metals, the abandonment of brass for condenser 
tubes was advocated. It was suggested at the same time 
that greater attention might be paid to electrolytic methods 
of combating corrosion. For many years auxilia:y plates of 
iron, zinc or aluminium have been used with some effect in 
minimising corrosion by forming a galvanic couple with the 
metal to be protected, and this process is still largely used. 
When new, the action оЁ such slabs is beneficial, because 
they are electrc-positive to the metals they protect. Unfor- 
tunately, however, they are quickly transformed iuto zinc 
sulphates and iron hydrates, which substances are electro- 
negative. Obviously, therefore, when this occura these sub- 
stances join the attacking forces, and are doing more harm 
than gooc. 

For this reason it may be of use to refer to an electrolytic 
process for the prevention of scale and corrosion develo 
by the Camberland Engineering Co., of London, which 
yielded interesting results. Mr. Cumberland’s success can 
be attributed to the fact that a stronger force than the one 
which it is desired to eliminate is brought to bear perma- 
nently by the introduction of electricity from an external 
source, this being distributed in the following manner :— 
Anodes suitably insulated are fitted in tLe vessel to be pro- 
t»cted and immersed in the water contained therein. A low- 


pressuré current is then supplied which is regulated by suit- . 


able resistances fixed on a switchboard. The current ig 
generally used at a pressure of from 6 to 10 volts, and by 
means of an ammeter fixed on the switchboard the 
operator is able by the aid of the resistance to adjust the 
amount of current supplied to any vesssel or parts ef it. 
The iron anode is connected through an insulated bolt to 
the positive side of the circuit, and the vessel which it is 
desired to protect is connected to the negative side, making 
it the cathode. 

When the current is supplied the elements of the water 
in the vessel become electrically charged, and by the laws 
of electrolysis the positive radicals or anions assemble at the 
anodes, and hence we find a film of hydrogen formed all 
over the immersed portion of the vessel, protecting it. The 
oxygen, acids and other destructive agents are attracted to 
the iron anode, which suffers from their attack, and, in 
course of time, becomes so reduced that it has to be renewed. 
Dy the use of this process the parts which used to suffer 
from deterioration through the corro:ive effecta of substances 
in the water are protected, the destructive action being 
transferred from the receptacle itself to the inserted anodes. 

Moreover, in addition to preventing corrosion, this meth: d 
removes all foreign matter from the immersed surfaces of 
the vessel. This is because the hydrogen is given cff in 
minute bubbles on the surface of the metal, but underneath 
any scale, grease or other adherent matter. The-e bubbles 
mechanically loosen such deposits, and when the surfaces of 
the ve:s-] are once clean the hydrogen given off prevents the 
settling of any solids. This cleaning effect will be seen to 
be most important, when one remembers that.,j'th of an 
inch of hard scale may cause a drop in fuel efficiency of 10 per 
cent. in a furnace. 

The cost of electricity and of anodes is extremely small 
when compared with the expense previous!y incurred for new 


tubes and for laying off plant for repairs ; therefore it is not 
surprising that owners and engineers of large undertakings 
are showing great interest in what is to many an entirely 
new system. It is also worth noticing that most of the 
leading shipping companies have installations on the boilers 
and condensers of their vessels, while numerous progressive 
firms in Great Britain bave also. adopted this system for 
land practice. For example, Messis. Marshall, Sons & Co., 
Ltd., of Gainsborough, applied the process to eight of ет 
boilers ard an economiser, with the result that the corrosion 
inside the boilers, which was previously very active, and 


- because of which the apparatus had been specially installed, 


entirely ceased to spread, while there hus been a consider- 
able improvement in the amount of deposit in the econo- 
miser; a great deal of tbe old scale in the boilers’ was 
skelled off, and there was lers new deporit than before the 
adoption «f this prccees. Many similar results could be 
quoted. Demonstrations of the working of the system can 
be seen at the company's head (ffice, together with some 
interesting ph: nomera associated with it. 
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THE POWER SUPPLY OF THE CENTRAL 
. MINING-RAND MINES GROUP. 


By J. H. RIDER, M.I.E.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
` ENGINEERS, April 15th, 1915.) 


THIS paper deals with the power (electricity and compressed 
air) supply given by the Rand Mines Power Supply Co., Ltd. 
t those gold-mining companies of the Central Mining-Rand 
Mines group which have contracted with the power company 
for the whole of their power requirements, and treats the 
subject from the consumers’ point of view. The paper 
entitled Power Supply on the Rand," * read by Mr. Hadley 
before the Institution on March 138th, 1913, dealt with the 
general power supply given on the Rand by the Victoria Falls 
and Transvaal Power Co., Ltd., and its associated company 
the Rand Mines Power Supply Co., Ltd., and treated the sub- 
ject from the power company’s point of view. 

The companies of the group crush at present about 8,500,000 
tons of ore per annum and produce about 36 per cent. of the 
total gold output of the Transvaal, or about 14.5 per cent. of 
the total gold output of the world. | 

The entire working and operation of the system of the 
Rand Mines Power Co. are under the technical control of the 
Victoria Falls Co. 

Each of the mining companies in the Central Mining-Rand 
Mines group has its own separate contract with the Rand 
Mines Power Co., under which it “agrees to take from the 
power company all the motive power needed by it, in the 
form of electricity and/or compressed air.“ 

The whole of the compressed-air supply (with the exceptions 
noted later) is given from the air mains of the Rand Mines 
Power Co., and only to the mines in the Central Mining-Rand 
Mines group. "The Victoria Falls Co. has, so far, no air- 
ccmpressing system. 

An interim electrical supply, without any liability for 
damages for stoppages, etc., had been given to certain mines, 
up to about 8,000 k. v. A., from the stations of the Victoria Falls 
Co. The permanént supply under the terms of the contract 
began on March Ist, 1911. 

The history of the first three years of the supply under the 
contract teaches one outstanding lesson, namely, that it is 
only courting failure to attempt to give a permanent and 
reliable supply without a proper reserve of generating and 
transforming plant. During 1911 and 1912 interruptions were 
frequent, both in the electrical and air supplies, and, as the 
fourth generator at Vereeniging was not put to work until 
October, 1913, a considerable amount of load (principally 
winders) was not changed over to electric drive until then, 
but was kept working on steam. It was not until August, 1914, 
that the power company was able to supply the whole of the 
compressed-air load, and up to that date a number of the old 
stcam compressors on the mines were still used. 

It is not for the author to explain the reasons for the fre- 
quent and sometimes lengthy breakdowns of the generating 
plant. He has little doubt, however, that some of them were 
caused by nothing else than continuous overloading, in an 
attempt to give as large a supply as possible from the existing 
plant, before the spare plant was ready. A reserve of 25 per 
cent. is not by any means too much, particularly with such 
large generating units as are used in the power company's 
stations, considering that the necessary periodical overhauls 


* Abstracted in the ELEC. Rev. March 28th, 1913. 
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must put a certain amount out of action almost all the time. 
Since the full amount (25 per cent.) of reserve plant has 
been available the supplies have been quite reliable, and any 
troubles have been generally local and of no long duration. 

At the end of March, 1911, the power company was notified 
by the Rand Mines, Ltd., that its companies would require a 
total of 70,000 k. v. A. of electricity supply, and 21,000 Ib. per 
minute of compressed-air supply at a gauge pressure of 100 Ib., 
these demands being the aggregate of the demands of the 
individual mines as measured at the points of delivery. 

Experience has shown that the maximum individual 
demands of the mines for electricity supply have a diversity 
factor of about 1.14, while the power factor averages about 
0.77, so that the above aggregate demand represents a maxi- 
mum demand upon the electrical system of about 47,300 Kw. 
The load factor of the electrical system is about 75 per cent., 
ane ie annual consumption at the rate of about 310,000,000 
unite. 

Considerable economies have been made in the use of com- 
pressed air since 1913, and the maximum aggregate air 
demands now vary in the neighbourhood of 18,000 lb. per 
minute. The diversity factor is also very variable, but aver- 
ages about 1.13, so that the maximum demand upon the 
coumpressed-air system is about 15,800 lb. per minute, or 37,900 
KW. The load factor is about 34 per cent., and, as an air unit 
represents 27.441 lb. at 100 lb. gauge pressure, the annual 
consumption ts about 103,000.000 air units. The energy value 
of the air unit represents 0.641 of the energy in one electrical 
unit, assuming isothermal conditions of air compression. 

_ A flat price is paid for the electric and air unit, and is sub- 
Ject to special rebates, depending on the working costs of the 
power company and the cost of railway carriage of coal, 

_ Owing to the great expense which would have been incurred 
in carrying air mains to the outlying mines, it was agreed 
that four mines should obtain their compressed-air supply 
from their own electrically-driven compressors erected on the 
mines. 

Mr. Hadley says in his paper that the electricity ‘‘ supply is 
furnished to all mining consumers at 2,100 volts and 525 
volts." Unfortunately the contract allows a variation of 10 
per cent. up and down from the mean pressures, or a total 
range of 20 per cent. before any damages become due from 
the power company. "That is, the higher pressure of supply 
can be anything between 2,310 volta and 1,890 volts, and the 
lower pressure anything between 577.5 volts and 472.5 volts. 
Such a range is much too great. 

Damages are only payable for preseure variations beyond 
the above limits which last for more than ten consecutive 
minutes. If, however, the pressure variations cause a stoppage 
of any of the pumping, mining, and metallurgical operations, 
the damages due for failure to supply are payable. 

The standard frequency of the electricity supply is 50 periods 
per second, but the contract allows a variation of 5 per cent. 
up and down from this, or a total range of 10 per cent., before 
any damages become due. 

The whole of the transforming and extra-high-tension control 
apparatus at each point of supply on the mine properties is 


ү by the power company. The transformer and switch : 


cuses, however, are provided by the consumer. The trans- 
former houses are brick or concrete structures, and including 
the switch-house section, cost about £450 per cubicle, to 
accommodate a 1,000 or 1,250 EK. v. A. 3phase transformer. 

There are altogether 23 transformer houses at the various 

ints of supply, and the ratings of the transformers installed 

1914) aggregate 125,750 k. v. A. About 6,000 K. v. A. additional 
rating is to be added in 1915. 

Metering the Supplies.—The arrangements for measuring 
the various supplies have been the subject of very careful con- 
sideration by both parties. The number of units of electricity 
supplied to the consumer 1s ascertained by three integrating 
watt-hour meters placed in series and connected in circuit at 
each point of delivery on the low-tension side of the trans- 
formers. One complete set of meters is installed for each 
pressure of supply. 

The first meter of each set is the property of and kept in 
repair by the power company; the second is the property of 
and kept in repair by the consumer; and the third is the 
property and kept in repair at the joint expense of the con- 
sumer and the power company. 

The consumer pays for the number of units represented by 
the mean of the readings of the three meters at each pressure 
of supply, together with an allowance for the actual losses in 
the transformers installed by the power company at each 
point of supply, which does not exceed 2 per cent. 

If the reading of each meter is within 3 per cent. of the 
mean of the reading of the three meters, each meter is con- 
sidered correct for the purposes of the accounts. If, however, 
the reading of any meter at any time shows a difference from 
the mean of more than 3 per cent., the accuracy coeflicient of 
each of the 1neters is, as soon as possible, re-determined by a 
test, and each meter having a boefficient which shows an error 
of more than 3 per cent. is re-adjusted. 

The power company's electric meter and the joint electric 
meter at present installed are both of the A.E.G. make, while 
the consumer's electric meter is of the General Electric Со. 'в 
(U.S.A.) make. 

The number of units of compressed air supplied to the con- 
sumer je ascertained by ар air meter or meters provided by 
and maintained at the expense of the power company, and 
connected in the air-pipe line at the point of delivery. The 


consumer may also provide and maintain at its own expense 
an air meter or meters at the pointe of delivery. 

The number of units of compressed air paid for by the 
consumer is the mean of the readings of the meters. If the 
reading of any air meter at any time shows a difference from 
the mean of the readings of all the meters of more. than 3 per 
cent. such meter is, as soon as possible, tceted and re-adjusted. 

In addition to the tests referred to above, routine tests on 
all electric and air meters are made periodically by the tech- 
nical staffs of both parties acting jointly. 

The air meter used by the power company is of the Venturi 
type, while that used by the consumer is of the swinging-gate 
type. The former was described in Mr. Hadley's paper. 

The gate type of air meter consists essentially of a weighted 
door or ' gate," swinging from the top on horizontal pivots 
within a section of the main air pipe. The motion of the 
gate, the angular position of which 1з a measure of the flow 
of air, is transmitted through bevel gearing to a vertical 
spindle which is connected to the external counter mechanism. 
This is similar to that used for the Venturi meter, and is 
described in Mr. Hadley's paper. It contains automatic tem- 
perature and pressure correcting cams, and the indications of 
the dials are given direct in air units. 

The gate meter has a much wider range than the Venturi 
meter, and will read with accuracy down to 2 per cent. of the 
full flow. The Venturi meter is not accurate below 10 per 
cent. of the full flow. Both the Venturi and the gate meters 
were designed by Mr, J. L. Hodgson, of Messrs. Geo. Kent, 
Ltd., and were first made for the Rand Mines Power Co., Ltd., 
and Rand Mines, Ltd. 

Electric meters are tested in situ where necessary by means 
of portable secondary standard meters, which have previously 
bcen tested against the primary standard instrumentis of the 
power company in its laboratory. 

Air meters are, where possible, tested in situ by means of 
portable secondary standard instruments, which have been 
previously tested against the primary standard instruments 
erected at Ferreira Deep, Ltd 

The large displacement air meter, belonging to Rand Mines, 
Ltd., which is used in the air-testing station at Ferreira Deep, 
Ltd., is described in Mr. Hadley’s paper. It is in constant 
use, and has proved itself to be a most reliable, accurate, and 
eflective apparatus. 

All the electric ineters at each point of supply are fixed in a 
special electric meter house adjoining the sub-station, and the 
connections to the various current and potential transformers 
are made through terminal panels, so that check meters and 
instruments can be readily inserted in the circuits. 

The air meters at each point of supply, together with the 
main control valves and the temperature and pressure 
recorders, are fixed in the main air-pipe line within a special 
air-meter house. 

The Use of Electrical Energy by the Mines.—The number 
of motors installed (1914) is about 1,500. They vary in size 
from 2 н.р. to 2,000 н.р. (R.M.s. rating), and the total horse- 
power is about 142,300, made up as follows :— 


Winders " e Ex E . . 57,340 B.P. 
Pumps 2 5 m at A . . 90,330 „„ 
Stamp mills 5s ix ЕЕ . . 13,890 „ 
Compressors m xs d . . 11,700 „„ 
Tube mills ... Bee 29s ios .. 10,170 „ 
Hauling and conveying ... m ue 1000905 ag 
Crushers x wie " ҮТ .. 5,350 „ 
Workshops 5s eT zn .. 2,110 „ 
Ventilating ... d ade E .. 1,370 „ 
Miscellaneous Is € Ие . . 4,750 „ 


Electric Winders.—The most important service is that of 
winding. There are at the present time 38 shafts in use on the 
mines of the group, many of which have underground winders. 
for the lower depths, in addition to surface winders. 

For the purpose of winding, shafts may be divided into 
three classes, viz. (a) incline shafts, which approximately 
follow the dip of the reef; (b) vertical shafts, which strike the 
reef at its lower depths; and (c) compound shafts, which 
descend vertically until the reef is struck and then follow on 
the incline. 

A few of the compound shafts are etill served by single- 
etage winders, the skip or cage first descending the vertical 
portion, then turning the corner, and finally descending the 
ircline; but the majority now use а separate winder for the 
incline portion. 

The deepest shaft of any mine in the group is No. 3 Shaft. 
Village Deep, Ltd., which is 4,144 ft. deep in the vertical. An 
incline shaft has already been sunk at the bottom of the 
vertical for a distance of about 1,200 ft., and will be con- 
tiuued for an additional 5,000 ft., which will make the total 
length of vertical and incline over 10,000 ft. The incline shaft 
is at an angle of about 35° to the horizontal, and will probably 
be served by two winders on different levels, in addition to 
the surface winder which deals with the vertical only. 

When the general electrification scheme was decided upon. 
it was resolved, for financial reasons, to use as many of the 
existing steam winders as possible, by removing the connect- 
ing rods and connecting up the motors to the drum shafts, 
either directly or through gearing. 

At the end of 1914 there were 69 electric winders in use or 
on order, as enumerated in the accompanying table. The 
figures do not include small winches, ete. 

Out of the total number of winding motors now in use 5t 
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of the 3-phase type and four of the Ward-Leonard type were 
ordered before the advent of the author on the Rand at the 
end of 1910, The policy which guided his predecessor in 
deciding to use 3-phase motors in such large numbers for 
winding was that of saving fresh capital outlay, as is indi- 
cated in a paper by Mr. H. J. S. Heather,* in which the 
theory of the control of such motors is investigated. 

Mr. Heather thought the saving effected could not be under 
450,000. Such a saving is certainly worth having, if there 
are no serious practical disadvantages from the operating point 
of view, and, generally speaking, it must be admitted that 
the three-phase winding motors on the Rand are working 
«quite satisfactonly. Whether their use is justified, however, 
under all conditions, and whether Ward Leonard sets would 
not have proved more economical in working in many cases, 
arc debatable points. 


New. Converted. 
— 
. Bi: ect- ireoct- 
coup:ed. Geared. coupled. Geared. Tota's. 
Ward Leonard ... 7 ] 1 — 9 
Three-phase ... 2 12 10 36 60 


А 3-phase winding motor per se is а much simpler machine 
than a continuous-current winding motor, with its necessary 
adjunct on a 3-phase system of supply, the motor-generator, 
but its control is not nearly so simple. | 

The control apparatus consists essentially of :— 

(a) Stator reversing switches, operated by the first motion 
in either direction of the driver's control lever. 

(0) A variable rotor resistance, controlled by the further 
motion in either direction of the lever. 

The rotor resistance usually comprises a tank in which are 
suspended metallic electrodes connected to the three slip- 
rings. One side of the tank is closed by a moving weir or 
shutter, so that the level ef the electrolyte, which is circulated 
by a small centrifugal pump, can be raised or lowered at will, 
which varies the resistance across the slip-rings accordingly. 
The rate of rising of the electrolyte, and therefore the accelera- 
tion of the winder, are independent- of the driver, being 
determined only by the rate of delivery of the pump, which is 
adjystable. This 1з much simpler than the complicated resist- 
ances, switches, and connections required by the Ward 
Leonard system. 
leonard winder is much the easier to control, and for the 
following reasons :— 

(a) The manual energy required to operate the control 
lever i8 inuch less. In the Ward Leonard system there is 
only a cylindrical or face-plate resistance switch to rotate, 
which has no appreciable weight or inertia to overcome. 

In the ordinary 3-phase control there is the heavy weight 
of the weir to move up and down, and, although it may be 
balanced by external or internal weights, all. the masses have 
to be put into motion and stopped by the driver every time. 
This is not only very tiring, but militates against accurate or 
fine adjustments of the position of the weir. 

(b) In the Ward Leonard system the winding inotor can be 
converted into a generator for braking, by bringing the control 
lever back just sufficient to lower the voltage of the generator 


(of the motor-generator set) below the back electromotive force 


of the motor. 

In the 3-phase system the control lever has to be brought 
back beyond the neutral point, before braking (by reverse cur- 
rent) is obtained. That is (1) the weir and electrolyte have to 
b^ lowered, (2) the stator switches opened, (3) the stator 
switches ad again for the reverse direction, and (4) the 
weir and electrolyte raised. | 

(c) It is much easier to move the skip or cage of a Ward 
Leonard winder for a few inches (as is frequently necessary 
when coming to the landing place or tip) than to do the same 
unt а phase winder, for the reasons given in (a) and (b) 
above. 

The above features. are obvious to anyone who hae ever 
id both types of winders, and appeal strongly to the 

rivers. | 

Attempts have been made to relieve the driver of the manual 
labour required to operate the control lever of a 3-phase winder, 
by using electricity or compressed air for opening and closing 
the stator switches, and coinpressed air for raising and lower- 
ing the weir. So far as the stator switches are concerned, 
both agents are quite successful. although electricity is to be 
preferred. from the author's experience, and is in common use 
on the Rand. For raising and lowering the weir, however, 
compressed air proved a failure. because it was found impos- 
sible to predetermine the exact position to which the weir 
would come, owing to the elasticity of the operating medium. 
Its trial showed conclusively that the driver must have direct 
mechanical control of the weir to work his winder properly. 
` There are other points which only affect the relative economy 
of working. In the Ward Leonard winder electrical braking 
requires no electrical energy froin the line, and will easily 
return energy by running the motor-generator slightly over 
synchronous speed. This is a material saving. as electrical 
braking with a 3-phase winder can practically only be obtained 
by using either reverse current or an auxiliary braking 
machine, such as an eddy-current brake, both of which make 
a direct call for energy from the line. | 
The eddy-current brake, of which several made by the 
British Westinghouse Co. are in use on 3-phase winders at 


: * Abetracted in the Ergc. Rev. June 2nd, 1911. 


In practical operation, however, the Ward 


City Deep, Ltd., and Village Deep. Ltd., conaiste of a rotatin 

field-magnet system, exactly similar to that of a low-spee 

alternator, fixed on the winder drum shaft, and revolving 
within a hollow cast-iron stator ring, with a smooth circular 
face opposite to the field pole-faces. Eddy currents are set up 
in the face of the ring when the magnet system is excited, 
which exert a very considerable and effective braking force 
without jerk or jar of any kind. Water is circulated through 
the hollow of the stator ring to carry off the heat which is 
generated. Fig. 1 shows the eddy-current brake on a winder 


- at Village Deep, Ltd. 


The energy for the magnet system is obtained from a motor- 
generator. As originally fixed it was intended that one motor- 
generator should serve the brakes on several winders, and, 
to this end, the regulating resistance was placed in the main 
circuit of the brake magnet-system. The final breaking of the 
field circuit at each operation proved very destructive to the 
switch contacts, besides setting up insulation strains, and the 
arrangement has.recently been altered by employing a separate 
motor-generator for each brake, with a rheostat in the field of 
the generator, so that the main circuit is never broken. This 
has proved very effective. 

Each eddt-current brake was guaranteed to lower a net un- 
balanced load of 7,200 lb. at a rope speed not exceeding 1,750 
ft. per minute, which is half the normal ruuning rope speed 
for the winders in question. In practice it has been found 
that the brake will do much more than this, as, with an 
unbalanced load of 9,000 lb., the rope speed can be brought 
down to 250 ft. per minute, with an expenditure of energy in 
the field magnet-system at the rate of about 45 Kw. The appli- 
cation of the mechanical brakes will then stop the winder in 
a few seconds. To obtain an equivalent result by applying 
reverse current to the winding motor required an expenditure 
of energy at the rate of about 1,600 Kw. 

The obstacle to the more general uee of the eddy-current 
brake for 3-phase winders is capital cost, which amounts (with 
the motor-generator, etc.) to nearly two-thirds of the cost of 
the winding motor, and, in the cases above mentioned, makes 
the cost of the equipment practically the same as for the 
Ward Leonard system. 


F10. 1.—Eppy-CURRENT BRAKE AT VILLAGE DEEP, LID. 


While general motor troubles are dealt with later, the two 
principal ones peculiar to 3-phase winding motors may be men- 
tioned here. e first relates to the stiffness of the stator 
frame. A frame which may be quite strong and stiff enough 
for a motor running always in one direction, and only started 

-and stopped say once per day or week, frequently is quite 
insufficient for a winding motor, which is not only started in 
opposite directione usually about once per minute, but has to 
stand the severe mechanical strains due to electrical braking 
just as frequently. | . ; 

Some makers do not pay nearly enough attention to this 
point, and have supplied 3-phase winding motors of which the 
frames distort visibly when current is switched on to the 
stator, so much so that the radial air-gap hae disappeared at 
certain points. In many cases the rotor core has had to be 
ground down, &nd radial stiffening arms made for the stator. 
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Deep frames of box section, with heavy external or internal 
stiffening rings, are absolutely essential. 

The second trouble relates to the rotor slip-rings and the 
control gear. If a 3-phase motor is running at full speed and 
reverse current at full pressure is applied to the stator, the 
induced open-circuit standstill rotor voltage is doubled. Many 
of the 3-phase winding motore on the Rand have an open- 
circuit standstill pressure of 750 volts, so that in such cases 
the application of reverse current at full speed, with the rotor 
on open circuit, would give a rotor pressure of 1,500 volts. 

To avoid working with an open rotor circuit at any time, a 
gill is arranged at the bottom of the weir opening in the control 
tank, so that the tips of the electrodes are always immersed, 
but even with this a high rotor voltage is always obtained. 

Manufacturers of 3-phase motors do not always provide suff- 
cient insulation between the rotor slip-rings, between the slip- 
rings and the shaft, and between the brush holders, even for 
the full open-circuit standstill rotor voltage, if kept on for any 
length of time. The idea apparently is that, as the motors are 
run with -the slip-rings short-circuited, the insulation is there- 
fore of no great importance. Unless the insulation of those 
parts of such motors is kept scrupulously clean, trouble is 
often experienced in starting up. 

With 3-phase winder motors this point is even more import- 
ant, not only because euch motors are started and reversed 
frequently for many hours together, but also because of the 
higher rotor voltage obtained when reverse current is applied. 

e rotor resistance tanks which were originally supplied 
with the large majority of the 3-phase winders gave coneider- 
able trouble, because they were too small for the required 
duty and the electrodes were arranged much too closely 
together, a spacing of about 1 inch between phases being 
common. 

During etraight winding operations no great difficulties were 
experienced, but flash-overs between the electrodes were fre- 
quent when reverse current was applied, and even when these 
did not occur the electrolyte soon reached too high a tempera- 
ture, as the retarding losses were then added to the accelerat- 
ing and winding losses. As soon as a flash-over takes place the 
automatic circuit-breaker opens and cuts the winding motor 
off the supply circuit, leaving only the mechanical brakes for 
stopping the winder. 

e capacities of a number of the tanks were afterwards 
increased and the disposition of the electrodes altered. This 
has been guite effective in removing the risks of flashing over, 
but the resistance at full load is somewhat high, which not 
мм wastes energy, but causes a comparatively bigh rotor 
[Ej 8 ip.“ 

Some experiments were then made to determine ‘the safe 
minimum distance apart between phases, so as to avoid anv 
chance of flashing over. At 3-in. spacing the flash-over voltage 
was 850-900 volts; at 24 in. it was 1,620 volts. 

It would be impracticable to arrange all the electrodes with 
no less distance than 3 inches between them, as the sizes of 
the electrodes and tanks would have to be very great in order 
to give a sufficiently low resistance at full load and speed. 
when the electrodes are fully immersed. Аз, however, the 
rotor voltage decreases to practically zero as the rotor attains 
full speed, and from twice the normal to less than normal as 
the winder and its load are gradually brought to rest by reverse 
current, it follows that the proper arrangement is to use elec- 
trodes of such varying shapes and lengths that the distances 
apart of those portions of the plates of the three phases act- 
ually within the electrolyte are gradually reduced as the elec- 
trolyte rises, and that the increase in the areas of the immersed 
portions of the plates is such that the current density is kept 
at a low value. A density not exceeding 1 ampere per square 
inch has been found to be a safe limit. 

In other words, if the immersed portions of the electrodes 
are far enough apart and of such areas as will always keep the 
current density at a value not greater than the figure given, 
it will be found that they will be close together and of large 
area at full immersion when the rotor voltage is low and the 
current high; and at safe distance apart and of small area when 
the rotor voltage 1s high and the current low. 

Various designs of flat-plate electrodes were tried with this 
object in view, but thev all proved more or less impracticable. 
The experiment was then made of using a large number of 
rods (actually angle iron) of varying lengths, arranged in the 
tank so that their disposition could be easily changed to obtain 
the required result. This was. successful, as no flashing over 
was observed under working conditions, and the increases and 
decreases of areas and resistances were quite satisfactory. 


(To be continued.) 


DISCUSSION. IN LONDON, 


Mr. HaDrP£Y said the paper described the largest installation, 
he thought, which purchased energy from a power company 
and gave some idea of the power contract. ' The power com- 
pany had had to expend some 8} million pounds to give this 
supply to the mines, and as regarded variations in periodicity 
and voltage. the plant was undoubtedly started at first with- 
out adeauate reserve, but the nosition was now quite eatisfac- 
tory. The power contract did not impose any particular 
obligation on the consumer as to use of the supply, as was 
often the case, and the power company also had considerable 
freedom. Big loads very often occurred suddenly, and he 
thought if the author had had his way, fewer direct driven 


Winders would have been installed, and no doubt better results 
would have been secured. 

Mr. SHEPHERD said he was struck with the enormous size 
of the undertaking, and asked whether 25 per cent. reserve 
plant was really sufficient with large turbine sets. It seemed 
to him that there was every advantage in putting in the Ward 
Leonard type of winder, but he was surprised that over- 
winding devices received so little mention, as the small head- 
room ought to make them useful. He asked whether the 
limiting head for centrifugal pumping had not been reached, 
and if it could be taken that practically no trouble had been 
experienced from insulation and dust in connection with the 
electrical plant. 

Mr. C. P. SPARKS said he gathered that the very large 
winders were all of the Ward Leonard type, and if that was 
so it coincided with the practice here. In moderate sizes the 
three-phase winder could be used efficiently, but for large 
sizes some other system should be used; be thought they 
would probably adopt metallic controllers with three-phase 
winders in view of the author’s experience. In this country 
very large high-head centrifugal pumping plants had been 
used for some years. Ventilation underground seemed to be 
an entirely different problem on the Rand, and judging from 
the small power used it was possible that the efficiency of 
labour could be much improved by increasing it. In England 
pressure variation was confined to 24 per cent. up or down, 
and this could very well be brought down to 1 per cent. 

‚Мт. HUNTER commented on the standardised size of н.т. 
oil switches; it appeared that mechanical methods in the 
mines were so settled that attempts at improvement were 
seldom successful. He asked whether the cam profile on the 
stamps had been altered in the author's experiments. The 
paper seemed to show that only the best apparatus should be 
used for large powers. 

Mr. Косев SMITH, referring to the question of measuring 
the purchased power, said the value of the accuracy given as 
З per cent. was some nine million Kw.-hours, which was a 
large amount. When there were three meters in series, it 
was important that they should have different qualities of 
errors so that they cancelled out. He asked whether this was 
the case with the meter types used. Was there much differ- 
ence between the results from meter calibration on site and 
in the laboratory, and what was the usual practice? The 
design of slip rings in induction motors was the weakest part 
and demanded the attention of manufacturers. His own 
experience was that 16 was worth while to use contactors for 
motors of smaller powers. He asked whether iron tube resist- 
ances, with water circulating in the tubes, had been tried. 

Dr. Rattina edid he had discussed the technical features 
of the paper elsewhere, but as regarded the author's remarks 
on the relations*between manufacturers and their customers, 
he agreed that no doubt the former had sinned in the past 
and not supplied exactly what the purchaser wanted. Не 
thought, however, that during the past five years the position 
had quite changed, and that the manufacturer was now pre- 
pared to meet requirements. 

Mr. ROBERT HAMMOND said the great feature of the cen- 
tralised supply was that the advantages of diversity were 
obtained; this was not realised a few years back. The paper 
showed that in the case mentioned there were 142,300 H. p. 
of motors installed, and the maximum demand wae only 
47,000 kw. He had been confronted some years back with 
the suggestion that the winding peaks might synchronise, but 
there were 69 winders in use with a total of 57,000 н.р. in this 
group of mines. 

Mr. Ll. B. ATKINSON said the scheme of power supply in this 
case emanated from the consumer—the Rand mines grou 
but the originators did not succeed in convincing the mining 
people that the proposition was good enough for them to put 
their money into it. English engineers advised against the 
scheme in London, because it was thought that the proposals 
favoured the consumer too much, and consequently the money 
was found on the Continent. Another point was the possibly 
short life of the mines, which would have meant writing down 
the capital in, say, twenty years: but the mines would 
probably last longer than that. English people were prepared 
to finance the scheme, but English engineers said it was not 
good enough. 

Mr. E. J. Fox gaid this explanation was quite different to 
that usually given of the matters referred to. He always under- 
stood that German financial methods enabled them to find 
money better than ourselves; the only money found by them 
was in the form-of debentures, and they reserved to themselves 
the right to supply plant. He thought the City of London did 
find all the capital, but others got the plums. 

Mr. J. Н. Riper, in his reply, said that with good generatin 
plant 25 per cent. spare was sufficient; the troubles referre 
to in the paper took place at a tiine when there waa not 25 
per cent. As regards trouble due to pressure variation, 
inomentary fluctuations were not referred to, but times when 
the pressure was very high or low for many hours; the motors 
often took heavy currents for considerable periods and ran 
hot. Not until the Power Co. exceeded the limits mentioned 
could any redress be obtained. Now that the control system 
was improved the three-phase winder was perfectly safe; 
there was а little greater risk if the supply was cut off, but 
it could be counteracted if the mechanical brakes were in 
good order. No braking troubles had arisen with hoiste which 
were constructed for electric working, but there bad been 
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trouble with converted hoists. He had not much faith in 
overwinding devices; devices which took control out of. the 
hands of the driver brought trouble. The risk of overwinding, 
he thought, was not serious, but there was a risk of starting 
in the wrong direction, and such cases were the more fre- 
quent. The high heads mentioned for centrifugal pumps 
probably did not represent the limit of the pumps, but were 
very near the limit of the pipe line. No particular trouble 
had arisen with insulation, but the Rand climate was very 
dry. The largest winders, of 4,000 н.р., were of the Ward 
Leonard type, but many of the three-phase winders had 
single motors of 1,500 н.р. capacity. It must not be imagined 
that there was a shortage of mine ventilation on the Rand, 
as an immense amount of air was discharged into the work- 
ings from the drills. The stamp mill was exceedingly simple 
and robust—and ''efficiency," in its case, meant something 
ihat would not 5 As regarded the metering arrange- 
ments, each meter had its own transformers, and, speaking 
generally, there was no very great difference in the curves 
of the two types of meters. e metering was one of the 
most satisfactory features of the whole supply, and it was 
very seldom that any question arose with regard to it. The 
ad vantage of the contactor control wae the easy work for the 
rivers. | 


MEASUREMENT OF WIRELESS SIGNALS. 


À GENBRAL meeting of the Wireless Society of London was 
held at the Institution of Electrical Engineers on April 90th, 
when Prof. E. W. MARCHANT delivered a lecture on Methods 
of Measurement of the Strength of Wireless Signals. Dr. 
Marchant said that the Duddell-Taylor formula had been 
found coneistent with subsequent investigations, and Zen- 
neck's theoretical results had been verified by Austin’s re- 
searches, but though these and similar formule were useful 
. in giving an idea of the order of magnitude of received cur- 
rents io be expected, it was the considerable fluctuations in 
eignal strength which had to be investigated, and this could 
only be done experimentally. Variations of the order of 2 : 1 
were commonly observed aí different times of day and under 
different weather conditions in the received мна of signals 
which were sent out by constant power. In seeking to make 
quantitative measurements on the strength of signals, the 
first essential was constant conditions in the receiving aerial, 
which should be of standard, easily reproducible form, and as 
free as possible from surrounding obstacles. The resistance 
of the aerial circuit and the earth connection should be con- 
stant. He had found a water-pipe earth very constant in 
resistance at 20 ohms. The ordinary central-station type of 
earth connection, a copper plate in moist coke, gave good 
- results, and there was under construction at Liverpoo an 
earth consisting of a copper strip and 6 sq. ft. plate laid 
in a sandstone trench. It was particularly interesting that 
this sandstone contained 10 per cent. moisture, though it had 
been covered by buildings and concrete for ten years past. 

The most obvious method of measuring signal strength was 
by measuring the received aerial current or the voltage on the 
receiving circuit. About 1 microwatt was available on the 
Liverpool antenna (two 600-ft. horizontal wires 10 ft. apart, 
at a oe of 150 ft.) from Paris, and these signals were very 
pewerful. On the rectifying principle as little пиу ав 250 
micro-microwatte could be made to give records. The 
Einthoven galvanometer would respond to 1 micro-microwatt, 
but it was a costly instrument, and some simpler and more 
generally accessible apparatus was desirable. The Duddell 
thermo-ammeter required about 1 microwatt. The Wolf hetero- 
static system gave good resulte; thread electrostatic instruments 
had not yet attained much success; hot wire barretters were too 
easily burnt out by a rush of current. A variable condenser 
in series with the aerial was extremely convenient, and to 
reduce trouble from atmospherics, weak coupling should be 
employed and an inductive leak arranged between aerial and 
earth; such a leak was very effective and did not interfere 
‘with normal working. The greater selectivity obtainable by 
indirect measurement seemed quite to outweigh the lower 
efficiency; disturbance by atmospherics and other signals was 
eliminated. Fleming's arrangement of an artificial aerial, 
so that an inductance could be connected either to the aerial 
or to an inductance and capacity corresponding to the wave to 
be received, was very convenient. . 

As regards the type of detector to be used, the perikon 
crystal type (zincite-chalcopyrites) in conjunction with а sensi- 
tive galvanometer had been found best at Liverpool. This 
detector gave better and more constant resulte than any using 
softer tals; unfortunately it and others followed a square 
law, and m were insensitive for very weak signals. The 
Fleming valve, having nothing to go wrong, and being un- 
affected by bad atmospherics, appeared very 1 8 for 
measurement work, but results at Liverpool had been dis- 
appointing. An auxiliary voltage was generally required in 
the detector circuit to bring the valve to the sensitive part of 
its characteristic. On trying to eliminate this by using a 
U- carbon filament and plate electrode only 1 mm. apart, it 
was found that the sensitivity of the valve changed consider- 
ably, but not definitely (i. e., not so that the detector was 


either right or wrong ). Several recent developmente 
of the audion valve gave promising results. Magnetic detec- 
tors were hardly sensitive enough for measurements on very 
weak signals, and one would not expect electrolytic detectors 
to be very reliable for measurements. The present tendency 
was to use continuous waves for long wave-lengths, generally 
in conjunction with the heterodyne еее or other beats 
receiver. A constant local current of high frequency was then 
required for measurement purposes. Heterodyne receivers 
were nothing like so efficient on spark as on continuous waves. 

The Broca galvanometer used in the first quantitative work 
at Liverpool was satisfactory on good, sustained signals, and 
galvanometers were now available of sensitivity 24) mm. per 
micro-ampere, and period 0.1 second. The speaker's experi- 
ence was that the best arrangement yet available was a high- 
frequency galvanometer in conjunction with a crystal detector. 
Members of the Society should take up the question of per- 


.fecting instruments and measuring signal strengths, since 


this, in conjunction with meteorological observations, would 
do more than anything else to increase our knowledge of the 
conditions affecting wireless transmission. н 

Mr. Р. К. Coursey said that, using Fleming's artificial 
antenna'' method, the chief difficulty was to measure the 
current in that circuit. Damping must be constant, and 
should be the eame in the receiving and auxiliary circuit; Dr. 
Marchant's coupling method was preferable to direct connec 
tion. An alternating-current buzzer gave very steady oscilla- 
tions, much better than obtainable working on its own con- 
tacts. It was possible to select Fleming valves which gave 
maximum sensitivity on zero auxili voltage. Rectification 
was much more perfect with a cylindrical than with a plate 
electrode. The tone wheel should be one of the best receivers 
for quantitative work with continuous waves. With it, an 
Einthoven galvanometer could be got swinging slowly so that 
half the amplitude of swing could be read at any moment: 
on moderately damped spark waves individual readings might 
be possible. When using a telephone in series with an 
Einthoven galvanometer, external noises often produced kicks 
and vitiated results. 

Mr. W. DUDDELL said that he still hoped to be able to build 
an.electrostatic R.M.S. voltmeter suitable for measuring aerial 
voltages. Using a tiny gold-leaf electroecope, it was possible 
to read signals under the microscope. 


ELECTRICAL SUPPLY TRADE IN BRAZIL. 


PERNAMBUCO will eoon be one of the best fields for the sale of 
electrical supplies, as well as many other lines, in South 
America. It is the main port and capital of the great sugar 
producing State of the same name, and the Pernambuco Tram- 
ways and Power Co. hae only recently inaugurated the first 
electric railway and lighting system the city has had. 

An American Government report recently submitted pointe 
out that the city has under construction a modern power house 
of ferro-concrete which is being equipped with the latest 
design of machinery from the British Westinghouse Co. Three 
1,000-KW. 50-cycle 6,000-volt turbo-generators have been in- 
stalled, and the foundation for a fourth is being prepared. 
The boilers and boiler-room equipment were furnished b 
Babcock and Wilcox. The engine-room and switchboard 
equipment are British Westinghouse, and the wire and cables 
are also English. The street railway is 1 metre gauge. The 
company has 110 cars—70 single-truck cars from the Brill Car 
Co., and 40 double-truck cars from England. | 

The city is the first port touched by the large lines from the 
United States and Europe. It is served by five submarine 
cables, three to Europe, one to the north, and one to the 
south of Brazil. шар lines connect the city with the 
most important towns of the State, and a wireless station 
affords communication with the station at Fernando de 
Noronha (an island belonging to Pernambuco which has a 
long-range station and is of great service to the large liners). 
Three railroads connect the city with the principal coast towns 
and the extreme western part of the State. Construction work 
in the docks has been stopped on account of the war, as most 
of the officials were French and have returned to France. A 
complete sewerage system is almost completed. The central 
sewage station contains three electrically-driven pumps, each 
of the capacity of 300 litres per second. The central and sub- 
stations are supplied with power from two 250K W. generators 
bought in France. 

In October, 1914, the Pernambuco Tramways and Power 
Co. bought the telephone system from a Brazilian company. 
The system will have to be reconstructed from the ewitchboard 
to the subscriber. The present plant is on the earth-return sys- 
tem, with 800 telephones, mostly from Sweden, though a few 
are from England and France, a ewitchboard from Germany, 
iron poles from England, and wire from the United States. 
It will require a 1,200 drop board, 1,000 telephones, 2,000 iron 
poles, and 10 miles of cable and several tone of wire to recon- 
struct the system. The general manager of the Pernambuco 
Tramways and Power Co. will have charge of the rebuilding, 
and it would be advieable for companies intending to tender 
to communicate with him. It is to be hoped that firms tender- 


633 | . THE ELECTRICAL REVIEW. 


[Vol 76, No. 1,953, APRIL 30, 1915 


ing will be careful to uuote on just what the manager wishes 
rather than attempt to supply other goods, as has happened 
in. the case of other cities. 

The prospects for the sale of electrical machinery and sup- 
plies in Pará are not so good as they have been, but there 
13 a steady demand for domestic specialities and a few motors. 
Most of the sales are being effected by the Pará Electric Rail- 
way and Lighting Co. (Ltd.), which is making a special effort 
to get as much apparatus installed as possible by selling at 
cost and allowing long credits. The company has had three 
publie exhibitions, which have resulted in the sale of about 
£2,000 worth of household appliances, and the sales are run- 
ning at about £300 per month. 

Most of the household appliances sold and on hand are 
American made, and as they have been properly demonstrated 
the public appreciates their superiority, and buye them in 
preference to European goods which are selling at a lower 
price. As the lighting company is selling at cost it is not 
we for American manufacturers to sell to the local 

dealers. с 
The Pará Electric Railway and Lighting Co. (Ltd.), incor- 
. porated in England, with a board of English directors, and 
operated by J. G. White & Co. (Ltd.), of London, who are 
the engineers and purchasing agents, took over the street rail- 
way and lighting system in 1906 and has built up a modern 
installation. The company has material on the ground for 
the extension of its lines as soon as the financial conditions 
will permit. 

The current for the lighting svstem is supplied at 2.200 volts 

through н.т, underground cables to feeder boxes, thence to the 
aerial lines, from which it is stepped down by single-phase, 
50-cycle, oil-cooled transformers to 240 volts for power and 
to 120 volts for lighting. There are about 50 factories operated 
by electricity, with motors varying in size from 1 to 100 K. p. 

The present price for current for lighting is 2s. 14. per Kw.- 
hour, and for domestic appliances 3d. per KW.-hour. Power 
prices range from 3l. up. according to the quantity consumed. 
The company has on hand sufficient material to last one year, 
with the exception of a few minor supplies which will be 
handled through J. G. White & Co., Ltd., of London. 

Maceio is a small town on the coast, 180 miles north of 
Bahia. The population is estimated at 15,000. The power and 
lighting system is owned by J. Basto & Co., under the name 
of Empreza Luz Electrica de Maceio. The power plant con- 


sists of three Belliss & Moreom high-speed enclosed type 


engines, directly connected to 120-KW. 3-phase, 50-cycle, 2,200- 
volt generators. and two German oil engines connected to 
240-Kw., 600-volt direct-current generators. The generators, 
switchboard and instruments are from the Electrical Con- 
struction Co. The firm has been using English materials. It 
furnishes power, however, to the street railways, the manager 
of which 1s said to be favourably disposed towards American 
materials. The electric railway was started in June, 1914. 
There are 12 miles of single-track metre gauge, 10 single-track 
cars, 12 trailers, and 5 flat cars. All the equipment rails, 
poles and wires are from the United States, and are giving 
satisfaction. Street railway supplies will be considered 
hy, this company if presented by letter or catalogue, but the 
language used should be Portuguese or French. 

The town of Bahia has a great future in the electrical trade. 
There are two railway systems, one owned bv the city and 
the other by Guinle & Co., a Brazilian firm which owns the 
street railways in Petropolis and Nichtheroy. The city owns 
the lighting system, but would like to dispose of it if a fair 
offer could be obtained. Guinle & Co. also have under 
construction a hydro-electric installation 70 miles from the 
citv calculated to furnish 30.000 H. p. in а dry season, but it 
will not be completed for at least two years. 

There is а good opening here for firins that will enter this 
market with a full line of electrical and general machinery 
supplies, but there are one or two points that will have to he 
observed if much trade is secured. One is that reasonable 
credit should be allowed, with paper as security on which the 
banks of the United States would loan money. This is the 
wethod followed by the German firins which have made а 
suecess in this trade. Another is that an American firm 
doing business here should have а representative on the 
ground, who can exhibit and push the goods. “I called on а 
hardware dealer here who handles a small line of electrical 
fixtures from Europe," says an American Consul, ‘and when 
I tried to impress upon him the superior quality of American 
goods he agreed with me, but said the fixtures he handled 
were cheaper. the designs were more popular. and the goods 
were lighter in weight, an important item when the duty is 
considered. These considerations will be effective as long as 
there is no American representative of a fixture manufac- 
turer here, but a live man could convince the people of the 
advisability of buving the best.” 

It is aleo important for the American firm to get in as close 
touch with the actual buying publie as possible. The manager 
of the Singer sewing machine branch here said that if they 
did not have an organisation of branch stores throughout the 
city they. would not sell one-fifth of the machines thev do, as 
the people want to trade direct with the company and do not 
care to buy from an agent. The expense of entering this 
market properly, however, is more than most average 
American. houses can afford, and it would be of value if а 
number of manufacturers could combine to push the export 
trade, 

The sale of electrical machmery and supplies is being neg- 


lected in Bahia, because of the fact that Guinle & Co. are 
retiring from the market. This firm was organised by Mr. 
Guinle some years ago and has been of great service to the 
United States in placing American goods on the market. It 
was the agent of a large American company and Had a head 
office in Rio and branches in Sao Paulo, Petropolis, Nictheroy, 
Bello Horizonte, Bahia, and several smaller places. 

There are at present three firms 3 a small line of 
supplies, 85 per cent. of which are made in the United States. 
The only European house here has no stock at present. It is 
a branch of a Hamburg firm and was organised through the 
efforts of German manufacturers, who own the s and 
control the company through the Hamburg office. 

The firm handles the goods manufactured by the atock- 
holders, and only German manufacturers are allowed to pur- 
chase stock. The local manager explained the system upon 
which the firm is working, and by which it has been able to 
secure most of the contracts for materials used in the emall 
installations in the interior and many of the smaller supplies 


in the cities. The head office is in Rio, with branch stores in 
Sao Paulo, Santos, Rio Grande do Sul, Porto Alegre, Bello, 


Horizonte, and Bahia, and in each place the firm is in a 
position to handle complete installations of hydro-electric 
machinery, street railways, lighting syetems, cotton mills, 
sawmills, and many smaller lines. 

With this organisation, Bod banking facilities, and Gov- 
ernment co-operation, the firm has been able to furnish about 
75 per cent. of the materials used by the companies not con- 
troled by American interests. It allows credit according to 
the amount of the order, and the interest ranges from 6 to 
8 per cent. If the manufacturer does not want to carry the 
customer he can go to the bank and discount the bill, but 
the manager says that in most cases the bank is glad to get 
the paper without a discount. 

A local hardware house handles a small line of fans, wire, 
lamps, fixtures and epecialities which are American, with the 
exception of the lamps and fixtures, which are German. The 
latter are made of cheaper materials and the fixtures are 
more ornamental and of much lighter make. The manager 
says the fixture trade is a new line here, and the people have 
not had time to see the necessity of buying the best. 

The United States has furnished over 40 per cent. of the 
electrical machinery and supplies used in Brazil, not through 
any concentrated effort, but because the street railway and 
light-power systems in various cities are under the manage- 
ment of Americans. 


THE LUBRICATION OF BALL, BEARINGS.‘ 
By ARTHUR V. FARR. 


THE more general use of ball bearings on electric motors has 
brought up a number of questions on the proper means of 
lubricating them: " Should I use oil or grease in my ball 
bearings?" “ What kind of lubricant should I use?" One 
user of ball-bearing motors stated his question as follows: ''I 
have been offered two grades of grease for use on the ball 
bearings of my machine. To me these two greases look the 
saine. yet one costs almost twice as much as the other. How 
can I tell a good grease? '' The purpose of this article is to 
answer these questions. 

It should be recognised at the outset that although ball 
bearings must always be lubricated, the lubricant in a ball 
bearing performs a function different from the one it per- 
forms in plain bearings. In plain bearings the lubricant is 
used to keep a film between the shaft and the bearing lining, 


. and this film must be maintained constantly in order to pre- 


vent wear and heating. The purpose of a lubricant in a ball 
bearing, however. is merely to preserve the highly polished 
surfaces of the balls and races. The balls and races are 
always in point contact, which necessarily means metal-to- 
metal contact. As a general principle, it might be stated that 
any lubricant that will not cause rust or destroy the polished 
surfaces of the balls and races, and that will properly circulate 
п the bearing and lubricant chamber, will be satis- 
actory. 

To preserve the highly polished surface of the steel balls 
and races, therefore, the lubricant must be chemically 
neutral; that is, it should be neither acid nor alkaline. A good 
way to determine whether a lubricant is either acid or alkaline 
is to place some of it on a highly polished steel surface for a 
time and then compare this surface with that of & similar 
sample which is still in its polished condition. If the finish 
has been at all attacked, the lubricant 1s not desirable. Use 
can also be made of litmus paper, which will change its colour 
о if the lubricant is acid and to blue if the lubricant ів 
alkaline. 

It is also necessary that the lubricant should not undergo 
any chemical change owing to heat or other causes. In order 
to guard against such a change, it is, therefore, usual to 
employ a clean mineral oil or mineral fat of best quality. 


* From the Electrical. World. 
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It is also essential that the lubricant should not contain 
any solid particles which would cause wear, and the lubricant 
chamber should be so sealed as to prevent the entrance of 
dirt, grit or other foreign substances into the bearing. It is 
quite a usual occurrence to find that a bearing wears down 
owing to solid particles of dust, ete., having found their way 
into the lubricant. i 

From the above statements it is evident that, in all cases 
where one need consider only the actual lubrication of the 
bearing, a clean, thin mineral oil can be used with advantage. 
The greater the speed, the thinner the oil. 

On the other hand, in those cases where there is a possi- 
Dility of risk of exposure to dust, moisture or acids, the ball 
bearing should be protected by means of a solid grease. To 
ensure proper protection, the whole housing around the bear- 
ing should be filled with this grease, which ehould be of such 
composition and consistency that the internal friction of the 
lubricant and the increase in temperature which may result 
from its use will not cause it to become fluid. For this reason 
pure mineral greases, such as vaseline, will often be found 
unsuitable. as they usually have a melting point of 86 deg. 
Fahr., and when melted are of about the same viscosity as 
water. 

One should, therefore, in such cases select a solid grease of 
the very best quality—that is, it must have the lowest pos- 
sible internal friction and, above all, be absolutely neutral so 
that there will be no risk of its attacking the polished surfaces 
of the bearing. Moreover, it should not contain resin or 
resin-forming matter. The presence of any large quantity of 
resin can be detected by the smell. 

The solid grease suitable for ball bearings should contain 
about 90 per cent. of mineral fat. | 

When the temperature of the bearing can rise to 140 deg. 
Fahr. and higher, the bearing should be lubricated with a 
thick flowing machine or cylinder oil. 

For vertical shafts where no special arrangement has been 
made for reliable lubrication with oil it is, of course, necessary 
1o use grease, and what has been said with regard to the use 
of solid grease in general, of course, also applies to vertical 
mountings. | 

Many machine manufacturers who use ball bearings make a 
practice of attaching a card with instructions printed thereon 
for the care of the ball bearings on the machines. These 
instructions do not go into detail at all, but they contain an 
excellent outline of the solution of the lubrication problem, 
as follows :— 

Jo renew the lubricant in the bearing, remove the bearing 
cap, clean out all dry or caked grease. and wash out with 
gasoline or kerosene. Refill with a clean, fresh lubricant, 
being sure that the bearing and bearing housings are properly 
filed. Keep the lubricating and drain holes of the housing 
cord to prevent the leakage of lubricant or the entrance of 

irt. 

Nothing but the purest mineral lubricant should be used. 
as any acid, grit, rust. etc., quickly ruins the highly polished 
surfaces of the balls and races, thereby materially shortening 
the life of the bearing.” 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


BAHAMAS.—The Government of the Bahamas has recently 
passed an Act providing for a surtax of 10 per cent. to be 
levied on the amount of duty payable on all goods imported 
into the Islands. The Act, which came into force on March 
8th last, is to remain in force for one year, and from thence 
to the end of the next session of the Legislature. 

SPAIN.—The Spanish Government has decided to prohibit 
the exportation to foreign countries of the following goods: 
Scrap-iron, steel and other metals, aluminium, tin and crude 
rubber (natural or artificial), and similar materials. 

RUSSIA.—The Board of Trade have received information 
from Russia to the effect that a Decree was published on April 


llth by which the rates of the Russian General Customs Tariff . 


for European Trade ure increased by one hundred per cent. in 
respect of all German, Austro-Hungarian and Turkish goods, 
and on goods imported into Russia after passing in transit 
through Germany, Austria-Hungary or Turkey. Enemy goods 
which were free of duty under the Tariff are subjected to a 
special tariff, which 1s appended to the Decree. In virtue of 
the same Decree certificates of origin for foreign goods im- 


ported into Russia will be required from the date of the 


recelpt of the text of the Decree by the various Russian Cus- 
tom houses. A summary of the very detailed regulations con- 
tained in the Decree is being forwarded, and further informa- 
tion as to these will be given in due course. 
CANADA.—Permission has now been given by the Post- 
master-General of the United States for the use of Canadian 
Customs duty stamps on advertising matter for Canada, pro- 
vided the stamps are affixed on the reverse side of the package. 
Jt wil, iherefore, now be possible to prepay the duty on 


catalogues sent to Canada by means of theso stamps, whether 
шс direct to Canada or via the United States. 
SWEDEN.—A Royal Decree dated March 12th revokes the 
Royal Decree dated -October 90th, and provides з new list of 
articles the exportation of which is prohibited. Amongst the . 
articles now prohibited are the following: Wire of copper and 
of alloys of copper with zinc, tin, or other non-precious metal 
twisted into cords or cables not insulated; wire of copper and 
of alloys of copper with zinc, tin, or other non-precious metal 
electric cables or lines (a) furnished with sheath of lead 
or other metal with or without armouring, (b) insulated with 
rubber, gutta-percha, asbestos’ or varnish, or in any other way. 
SWITZERLAND.—Amongst the articles whose exportation 
has recently been prohibited are the following: Magnetos for 
automobiles, copper ore? lead ore, antimony ore, and other 
crude ore. The prohibition takes effect ag from April 7th. 


€ 
INDIAN NOTES. 


[FROM OUR SPECIAL CORRESPONDENT. ] 
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Kanchrapara Eastern Bengal State Railway.—A very up-to- 
date electric power house has recently been Sguippal at 
Kanchrapara, the chief loco and carriage workshops of this 
State railway. The scheme was areis and carried out 
under the su ision of Mr. A. В, Gundry, the electrical 
epgineer to the line. Formerly the workshops were steam- 
driven, now the drive is entirely electric. For day working 
the generators are steam-driven, and for night loads, mostly 
for lighting purposes, the generator drive is by Diesel crude oil 
engine, manufactured Бу Messrs. Mirrlees, Bickerton & Day, 
Ltd. The entire electrical equipment was manufactured by the 
Lancashire Dynamo Co., and consists of generatore, balancers, 
and motors for shop drive and various other purposes. A Rees 
Roturbo condenser and boiler feed-pump has also been 
provided. Some of the high-tension generating рані from 
the Sara Bridge power-house is to be removed to Kanchrapara 
to be used for long-distance transmission to Chitpore, for 
pumping purposes. 

Railway Electrification.—Before the war it was confidently 
hoped that Government would sanction a scheme for electrifi- . 
cation of the State Railway suburban lines from Sealdah to 
Barrackpore and Naihati; but in all probability this scheme 
will be hung up until more prosperous days. 

Punjab Electrical Inspector.—It is reported that Mr. C. C. T. 
Eastgate, a well-known Calcutta electrical engineer, has 
recently been appointed to this post, and will shortly arrive 
in India from England to take up his new appointment. 


——ñ— 


Electrolytic Manufacture of Sodium.— The apparatus 
used to manufacture sodium industrially resembles the Oastner 
cell; it has a conical base in which iron and other impurities 
collect, and a cylindrical cathode and narrow ring anode are placed 
close together, so that only 41 to 5 volts are required per cell. 
According to a detailed paper on the subject by B. Neumann and 
S. Giertsen (abstracted in Га Recue Electrique), it is best to 
employ a large number of small ocells, each holding 155 lb. of 
molten soda and consuming 1,200 amperea. The caustic soda is 
melted in cast-iron pots and poured into the electrolytic cells when 
etarting work, and from time to time during operation. The dis- 
tance between the electrodes is regulated to maintain a suitable 
temperature, which is not generally measured. The cathode is 
not cooled artificially, and the whole question of temperature regu- 
lation seems to be left to the discretion and crude devices of the 
operators. The bell cover dips 2 or 3 in. into the bath, and sodium 
is collected only at long intervale. The molten soda is rarely 
anhydrous, hence considerable foaming occurs and hydrogen 
collects and burns beneath the cover; explosions are of frequent 
occurrence. According to the impurity of the caustic soda, the bath 
becomes black and frothy, and needs renewing every two or three 
weeks; if the soda contains silica, hard orusts form in the cover. 
From time to time the sodium formed is freed from soda, cast in 
iron moulds and stored in petrol or paraffin. The mean current 
efficiency in industrial working hardly reaches 40 per cent., and is 
more often only 30 per cent. On the basis of 40 per cent. current 
efficiency and 5 volte per cell, the energy consumption ів 14'5 KW.- 
hours per kg., i.e., 6'6 KW.-hours per lb. 


Russian Patents.—A Decree, to which assent was 
given on March 6th, supplements the existing laws and regulations 
with regard to patente, with a view to enforcing certain restric- 
tions on enemy subjects. Under the provisione of this Decree, 
patente for industrial inventions or improvements will not be 
granted to subjects of countries at war with Russia, and procedure 
ín connection with such applications already received is suspended. 
Patents of concern to the national defenoes and belonging to enemy 
subj sots become the property of the State without compensation. 
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NEW PATENTS APPLIED FOR. 1915. 


(NOT YET PUBLISHED).. 


Compiled ехо sly for this journal by 
Electr Ч Patent Agents, 285, High 
Liverpoui anad Влае. 


Missks. We P. Tiompsox & Co., 
Hlo:born, London, W.C., and at 


5. 48. Мол of anl means dor controlling alternating currents.” 
Buitisit Tuessos-Hot мох Co., Што, Api Rah. (General. Electric Co., 
United Stats 

5,489, *! Dyzamo-clectrie machines," Ez. ROSENBERG. April 12th. 

5,51]. блл Ant. Ges. Brown, Bovert et Cir. April 12th. (Con- 
vention dat, Aprit 25th. 1914, Germany.) (Complete) 


5.513. 8 Minors’ electric ачу lamps.“ О. Onpuam. April 12th. 


5,533. Созге aput atus for testimt manual strength of pull and elec- 
tric-cireuit „nun,.“ . Keast. April pib, 

5.954. ' i trical measuring instruments.“ 
TC & Мам вА гахе Co., Erp. April bt. 
1914. Unité states.) (Complete) 


23206. e kimresplugs and the like" T. 


BriTisu WESTINGHOUSE ELrc- 
(Convention date, April 15th, 


А. KENNEDY-MCGREGOR. April 


13th, 

5. 57. ic rectifiers and methods of operating the Same.“ Brinsi 
Thoma Ное Con Iro. April iste. General Electric Co., United 
States. 

QE. U E orie switebboards, telephone sirds and the like.“ H. B. PREN- 


TIC I. H. Атга. April 13th, 


5,99]. sys for the generation of. electric currents.“ C. F. BENITEZ. 
April ttp. O Addition to 17,811714.) (Complic: ) 


5.59 1. E: Ui telephone or telegraph wire roch“ G. рор, 

596, t OE trical relays.” J. Savin & A томате TELEPHONE MANUFACTUR- 
NS Co, Jte. April ith. 

5.802. i trie sipnal systems and appiritus for use in mines and the 
like." G. Drast» and J. Davis & Son (Drews, Ir. April I4th. 

9623. t ble пле alarm systems.“ Siemens & HarSkr. Акт. GES. April 14th. 
(Convention саз, April 16th, 1914, Germ? (Complete.) 

5.27. Bras material.“ British Tuowsos-Houstos Co., Lrp. April 
lib. Aes nda Electric Co., United States.) / 

5. % 28d. bis trie kemp lock." W. G. Roop. April 14th. 

629. U 1 „Sraphy.““ BL L. Bonsorr & UNIVERSAL INDICATOR. Co. April 
4th. (Corp ee ; 

2,630. 7 Moonting of electric oscillations fer 
MEILERSIIi- Ac sov. April Tih. (Submerin. 

5. 639. De trodes for are lamps" К, М, Lewis. 

5. (lj 77. 
April both. 

2.664. iv Nie 
April lath, 

5.672. „ ⸗hes or connections for nain e trie machines.” 
мкм. Apo doth. (Divided. applicahon ov 19,784) 14, 


April 14th. 


submarine signalling." W. J. 
Signal Co., United States.) 

April 14th. 

Ает guide for us: ea tramways.” J. A. WALSHAW. 


tr.; or supports for car sigg electric wires.“ J. H. COLLIN. 


C. C. W. 
September 15th.) 


5. (7. J. onractehreakers for mapneto--decióeió machines,” C. C. W. Stur 


BON Dii P spplisatiesn оп 19.784, 14. Sopiember Doth.) April 15th. 

0606. ene inggurrent voltmeters.” H. S. DRANSFIFLDo. April 15th. 

4 54684. I Elecrriculis barge controlling devices and methods of operating 
dame.“ Вин Piowsoxs-Houstoxs Co., Lie. April loth. (General Electric 
Co., Unite States.) 

. (D. Atem switching apparatus for electrically-illuminated signs 
and the Tike.’ E. Savoye. April loth. (A dition to 823,13. Convention date, 
April 30r, P914. France.) Complete.) 

55.6%. Xpporatus for recording phone, 
a telephon 7 V. E, LAMRKIN. April 15th 


sounds transmitted by means of 


5.708. à§k;E UE solenoids? I. b. TAau NOE. April 16th. 

5.717. t „ ie switches J. II. Токе & J. A. CRABTREE. April 16th. 
(Divided App adon on 21.175714. Octob: ih.) 

LÀ 

5.733. /"Nignero-electrie machines; "^ P. A. BENTLEY. April 16th. 

0.23. Y E trical apparatus for therapeusie and like purposes." G. VERNON- 
Warp. A1. МП, 

5. 7266. Eus паа apparatus for therapeu and like purposes.“ G. VERNON- 
Warp. Амо. lerh, s 

5.727. Means for attaching electric vabi or conduits to switches and the 
Hike.’ G Галх & J. ANDERSON, Apal Iwi, 


$5.31. C Portable primary batteries or costs. C. H. ELLIOTT. April 06th. 

ЭТИ. i trical discharge devices. and methods of operating the same. 
Beisa re- STN Co., Lib. Арг lith. (General Electric Co., 
United Star sv 

5.75 l. Moro] and means of consti ucting electrical measuring instru- 
ments. М, J. I.. Лиль & N. С. К. Jesss. April 7th. 

H. 7 W. Foot lighting.” I. Freren. ac A Sons, LTD., 
April 17b. 

5.7 Kl. „i! conductors. for wireless to raphy.’ 
TIA Oso. I. TI... & €. S. FRANKLIN. April Irth. 

5. 78 Ме as for indicating and correcting small changes in the spred of 
a machin J NINA NS Wiktites Титан Co., тю. X C. М, FRANKLIN. 
April iui 

3494. . „„ ти are forming device for use ia eleetrie valves or rectifiers or 


in oscillatisz generators. ES А Swan Usttep Electrice Lieut Co., LID., 
and S, R. Neorraup, Apol tib, 


,* 


and E. FLEMINC. 


Максох 5 WIRFLESS 


PUBLISHED SPECIFICATIONS. 


Copies of wis ef the Specifications. in ne 
of Мезек M'. '. 
Liverpool s 


fullowing list may be obtained 
Titompsox & Co., 285, High Holborn, W.C., and at 
і Bradford; price, post tre AL (in stamps). 


2913. 


25183, Ma tob of DETERMINING Tut LOCATION OF Rano-TrLEGRAPHIC Lice 
1% OR Gal MIR А. Biondi Decenmb zc tih, (December 7th, 1912. 

29,754. Lr gae fucaNpESCENT Lasers. V. Terry & E. Terry. 
245. | ` 


December 


1914. 7 
624. Prota nyk IVS Fok Daiyxase-ttté mae Motors. G. 
М. КОН. Macher, Januars Sch. 
PA Lre nac Цватекз. J. К. Ousia Б. bruary 25th. 


GAS AH ANGEMENTS FOR SENDING Tist œ OTHER SIGNALS By ГЕРИ 
e Мечот saapu. E. Belin. March 13155. 


6 0. Daseteo-ELECTRIC. MACHINES For STARTING AND lier Motor-cans 
AS Tite Timi. . М. Midgley & C. А. Vandea d. March 13th. 
| SETS. Phot лоч ӨР ALTERNATING- GI NI. Китс GENERATORS. 
Peps ee He „ Сө, F. II. Gough, А J. Witcher. March Stet, 


Гоп and 


British 


e 

8.717. Evretric Reauratinc Devices. 
Jewitt. April 6th, 

9,134. ELECTRICALEY-CONTROLLFD Втоск SisTEMS ror Rll u- Aus. 
W. C. Acfield, С. Salt, & B. W. Cooke. April llth. 

10,823. ELECTRO-MAGNETIC APPARATUS FOR CONTROLLING ELECTRIC Ciccvirs. 
C. P. Wells. May 2nd. (July 9th, 1913.) 

19,721. ELECTRICAL SIGNALLING Apparatus, W. A. Heyes & L. О. Heves. 
May 33rd. ` 

13,524. AUTOMATIC Switcninc MECHANISMS, MORE PARTICULARLY FOR USE IN 
CONNECTION WITH TELEPHONE SYSTEMS. Western Electric Со. (Е. T. Woodward 
acting for Western Electric Co.). June 3rd. 

17,326. ELECTRIC Incanpescent Lames. I. Langmuir. 
July 21st. 


British Thomson-Houston Co., D. E. 


J. Sayers, 


(September 4th, 1913.) 


Ultra-Violet Rays from the Oscillating Spark.— 
The quartz enclosed mercury vapour arc, which first rendered 
practicable the application of ultra-violet rays to such services as 
the sterilisation of water, has now a rival in the oscillating spark. 
which, acoording to Prof. J. Kowalski, of Fribourg, forms under 
certain conditions a more economical source of ultra-violet rays. 
Working on an industrial scale with a step-up transformer feeding 
the oscillating circuit (which comprises a battery of condensers, 
self-induction and spark-gap paralleled across the condensers and 
discharging the oscillating circuit at intervals), it is claimed that 
water sterilisation requires no more than 45 to 90 watt-hours per 
1,000 gallons treated. Laboratory tests show from 200 to 400 
watt-hours per 1,000 gallons to be necessary for complete sterili- 
sation, but water treated in practice is less infected than laboratory 
samples, and conditions generally are more favourable to rapid 
sterilisation. The wave-length of maximum radiation from the 
oscillating spark is displaced towards the ultra-violet as the 
amplitude of the oscillating current is increased and as the spark 
is more strongly damped (ie, as the energy expenditure in the 
spark increases). In order to increase the amplitude of the 
current, the capacity of the oscillating circuit must be as great 
and the inductance as small as possible, There is a risk, how- 
ever, of increasing inductance as well, if it be sought to provide 
large capacity by using a great number of condensers. There is a 


certain value of vV c L (corresponding to the wave-length of current 
produced in the oscillating circuit) which should not be exceeded 
for best radiation efficiency. The material of the electrodes is an 
important factor and should be such as to give maximum damp- 
ing. Ultra-violet radiation between electrodes of invar, aluminium, 
brass, zino and copper is found to be proportional to the numbers 
128, 99, 85, 78 and 73. The frequency of sparking is also important, 
the ultra- violet intensity from a 23. mm. gap between in var elec- 
trodes being proportional to 3, 1'6, 1°3 and 1°0 with 20, 30, 40 and 
50 sparks per second respectively. 

e percentage distribution of radiation horizontally in the 
direction of the axis of a 110-volt Heraeus lamp, operating at 
90 volts, 3'1 amperes, is given thus :—Heat, 24 per cent. ; visible, 
41 per oent.; ultra-violet, 35 per oent.; wave-length, 436-334, 
24°7 per cent.; 334-275, 13 per cent. ; 275-233, 11°3 per cent.; 233- 
228, 11 per cent. The radiation from a 22-mm. invar gap, operated 
at 30 sparks per second, with 50°56 amperes in the oscillating circuit, 
is analysed, by the same method, as follows :—Heat, 22 per cent. ; 
visible, 18°6 per cent.; ultra-violet, 59 4 per cent. These 
show the oscillating” spark to be 70 per cent. richer than the 
mercury аго in ultra-violet radiations. The spark gains а con- 
siderable initial advantage in that it can be produced directly in 
the water to be treated, without the necessity for the quartz 
envelope which absorbs up to 20 per cent. of the ultra-violet 
radiations from a high-pressure mercury arc, and those, moreover,. 
which have the greatest sterilising value. To meet industrial re- 
quirements for a simple instrument determining the ultra-violet 
radiations of any source, Prof. Kowalski utilises the property 
possessed by ultra-violet rays of decomposing lævulose (and certain 
other carbohydrates) to liberate carbonic oxide. The beam to be 
tested is simply passed through the windows of a small closed 
vessel containing la vulose and connected to a mercury-filled 
capillary tube which indicates the amount of gas liberated, and eo, 
subject to a temperature correction, the intensity of the ultra- 
violet radiatione.— La Revue Electrique. 


Russian Views on Munieipalisation.—At a recent 
meeting (March 18th) of the Imperial Russian Technical Society, 
held to consider the proposed purchase of the electrical concerns of 
Petrograd by the town, to which reference was made at a previous 
meeting, the majority of those who took part in the discussion 
spoke emphatically in favour of the municipalisation of the 
Electrical Trust. Some, however, felt compelled to point out that 
such concerns as tramways and telephones, run by towns, often 
proved to be unsatisfactory ; some involved loss, as in the case of 
gas supply ; and, generally, they did not efficiently attain their 
object of serving the interests of the consumers; whereas gasworks- 
in private hands yielded good profits. One of the speakers speci- 
fically instanced towns where the electricity was already munici- 
palised—Karkoff and Samara —where the position was very unsatis- 
factory. Experts, representatives of electrical companies, contested 
the assertions of the lecturer, K. Ya. Zagorsky, that with the 
adoption of turbo-generators of great power, production would be 
cheaper. The experience of one company had, they said, demon- 
strated the inaccuracy of that opinion. Another speaker, 
analysing the figures on which Prof. Wolf concluded that the 
price of energy could be much reduced, said it was impossible. 
The town would gain nothing, and the concern would yield too 
little profit. It were better to try to reduce the rates of eristing 
companies. The discussion became heated, and lasted till midnight, 
when the meeting stood adjourned. 
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THE WAR AND FUTURE TRADE. 


In the early days of the war, when the production of war 
requirements for ourselves and our Allies was not engrossing 
the attention of between two and three thousand British 
factories, and when the closing of the Home and overseas 
markets to German manufactures possessed more of novelty 
than it does now, there was a considerable liveliness in 
agitations for the formulation of a future: trade policy 
which should appropriately express our national determi- 
nation to be more independent of Germany. In the interests 
of manufacturers who were perplexed as to whether it would 
prove worth while to commit themselves to capital expendi- 
ture for the production of new lines, we ourselves expressed 
the hope that the Government would see fit to appoint 
a Commission to report on certain aspects of the new 
situation. "Though we do not find it necessary to with- 
draw from the position that we then assumed, 
we have to recognise that as the months have passed by, 


the trade war agitation in these islands at least has become 


much subdued. The lull is in all probability only temporary 
and at а later date the movement will doubtless gather even 
greater force than characterised it a few months ago. That 
there should be this comparative pause is most natural and 
reasonable when we consider the unparalleled extent of the 
struggle in which we are engaged, and the strange and tragic 
experiences through which we are passing. 

The determination to crush Prussian militarism is as 
strong as ever in the mind and heart of Britain, and we 
with France and Russia, Belgium and Serbia, are paying 
the huge and inevitable price, and while we are go strenuously 
engaged with this and all the thousand things that it means, 
touching our lives on every side, we can hardly expect to 
gain an attentive and sympathetic ear either from legislators 
or from the common people for matters appertaining to 
future trade, however vital they may seem to us. 

There are very many things that we should like to вее 
the Government do'to assist the British manufacturer to put 
up а more successful fight against the German industrial 
and trading systems, and probably one or two more special 
war-time Committees will be added to the 30 or 40 that 
have already been appointed, which will have such 
matters expressly relegated to them. But it seems that 
it must of necessity be a long time before this present 
or any other Government will be able to formulate an 
after-the-war trade policy for the United Kingdom, for it 


must іп a large measure be affected by the course things 


take both in the remaining period of hostilities and in the 
complicated and lengthy negotiations which will settle the 
terms of permanent peace. 

It becomes more and more obvious as we study the pro- 
blems of peace, even as superficially as is possible at this 
date, that that stage of this world conflagration will be 
only slightly less difficult than are our vast and unprece- 
dented Naval and Military operations. 
what will be the nature of questions then arising which 
shall affect our fature trading relations with the millions of 
people who will remain in what we now know as the German 
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and Austrian Empires? Notwithstanding all the obscurity 
in which such matters are necessarily involved at present, 
there is undoubtedly deep down in the British breast a fixed 
determination that German manufactures shall never have 
the place here in the future that they have occupied in the 
past. Already measures have been taken, under the com- 
pulsion exerted by the closing of the market to enemy goods, 
and because of the more favourable opportunities that the 
same circumstance has afforded us, which will go some way 
toward enabling Dritish works to carry that determination 
into effect when trading relations, on whatever basis may be 
ordained, are resumed between the industrial nations of 
Europe. Every month that the war is prolonged and the 
British Navy prevents enemy countries exporting manu- 
factured goods, the position of Teutonic export trade 
becomes weaker, and the task of its ultimate recovery i8 
made more difficult. Meanwhile, we shall go on exporting 
as energetically as the Government war demands will permit, 
and the information and organisation of the Board of Trade 
will continue to be placed at our disposal. May we hope 
that in readiness for whatever may be the new state of 
things when hostilities cease, the Board of Trade's recent 
activities will be carried a step or two further? We trust 
that Mr. Runciman will recognise the need that exists for a 
measure of modernisation and organisation with certain supple- 
mentary alterations making for greater efficiency and useful- 
ness, supposing that he cannot see his way to adopt 
the proposals that are being again advanced in some of 
the more ambitious schemes that have been put before him 
by critics and advisers. 

Whatever may be our views in regard to the adoption 
of a new trade policy for the United Kingdom, it is clear 
that our blood relations in the Colonies are freer than we are 
from some of the hampering influences. It has been already 
stated that the Colonies will be taken fully into consultation 
whenever the happy but difficult days of peace deliberations 
arrive. It will be but reasonable, too, that they be allowed to 
have a voice in the formulation of a future British world 
trade policy. They have given to the Mother Country, to 
the Empire, to the general cause of Civilization, of their best 
in both blood and treasure, and they have a pretty clear idea of 
` the need for a strong policy for the future so that no repetition 
of these terrible experiences shall be possible. And from 
what we have read of Colonial newspaper and other comment, 
in regard to no other aspect of the situation are they so deter- 
mined as in relation to the prevention of future Teutonic com- 
mercial supremacy in their lande. We receiveletters from Aus- 
tralia with envelopes bearing the legend : ** Don't let German 
goods in after the War!" ** Why should Germans have a 
Vote in this country ?" This attitude is also reflected in 
letters in the Australian Press where public men write: 
“ Unless we frame an after-the-war policy, which does not 
include the German and his friends, we are going to have 
some pretty strenuous times in Australia during the next 
few years.” “Immediately the war is over, Germany 
wil endeavour, at all costs, to recapture her lost 
foreign trade, and we may reasonably expect she will 
flood the world with low-priced German goods. What 
sacrifices will she not make in order to undersell 
her opponents, and once again gain access to foreign 
markets?" Thinking in this strain, it is small wonder 
that some authorities there who have British interests 
at heart hold that this menace constitutes a grave 
danger to Australia, and are asking for the strongest possible 
policy to be adopted. Of course, the Colonies are freer from 
restriction than we are in dealing with import trade, and in 
whatever measures they see fit to introduce they will be but 
consistently following along the preferential lines that they 
have hitherto adopted. Неге, of course, the position is not 
so easily handled, where departure from principle or long 
approved policy is involved. But we shall be wise if in the 
Home Country we keep ourselves fully informed as to the 
attitude of the Colonial mind, and the thoroughness which 
they desire to adopt in excluding the enemy from trading 
operations in their lands in future. Only this week we 
have received from an esteemed correspondent in Victoria 
a piece of news which shows which way the wind is 
blowing. Failing ability to completely exc'ude German 
or Austrian goods, they will make it as difficult as possible 
for them to compete with British-made manufactures. To 


that end the Berwick Shire Council on March 22nd unani- 
mously carried the following resolution: 

That the Council circularise all municipalities, inviting their 
co-operation in urging the Government to place a duty of 50 per 
cent. on all German goods imported, and all goods of German 
manufacture that might be made in other countries after the war. 

We quote this as an illustration of the Australian trade 
agitation that is spreading ; all the municipalities in Victoria, 
at least, are being approached. The importance of the matter 
to our readers lies in the fact that Germany has in the past 
had so strong a position in the Australian electrical field, 
and Australians, in adopting this British trade policy, are 
anxious to have the fullest possible co-operation and support 
from our manufacturers in the United Kingdom. 


THERE has been an irregular and 
weaker tendency observable lately in 
Jead. The restraint which has been put upon export trade 


Lead. 


has had a notable influence in reducing the premium upon 


early deliveries, and has thus brought about much healthier 
fundamental conditions, while the reduction in price will 
eventually stimulate buying. Prompt lead at one time sold 
down to about £20 10s., but the fall to this level was 
brief, for at the reduced prices the metal looked cheap, and 
buyers came forward in large numbers to take advantage 
of their opportunities, a large business being done, particu- 
larly by France, while speculators have displayed increased 
activity. At the same time export business is much 
restricted, and the recent closing of navigation with Holland 
put a further obstacle in the way of shippers of lead. 
Now that communication with Holland has been reopened, 
itis probable that fair quantities of lead may be shipped 
there from here, while export demands are likely to undergo 


considerable expansion from other quarters. From time to 


time considerable business has been done for shipment to 
Russia, but there are still difficulties in the way of obtaining 
shipping permits, and there is a decided abundance of lead 
available for early delivery. | 

While the United States has not been exactly pressing 
lead, there are indications that considerable quantities 
are available across the Atlantic, and at any improved 
level of prices it is thought that sellers in America will 
again display more interest in the European position. Аз 
regards the home trade, activities have been rather in astate 
of suspense, but there seems to be some small indication of 
an improvement in demand, though general trade can hardly 
assume anything like normal proportions in these days of 
almost universal warfare. — ' 

There can hardly be much reduction from the current 
level of prices, though temporary fluctuations are to be 
expected. The general trend of sentiment seems now to 
be slightly in favour of higher prices. It must be borne 
in mind that the authorities are determined as far as possible 
to prevent any undue appreciation in the price of early 
over distant deliveries. There is no doubt that they would 
have no hesitation whatever in enforcing an entire cessation 
of shipments from this country, if circumstances appeared to 
justify the taking up of such a position. The world's re- 
quirements are exceedingly heavy and practically confined, 
of course, to the production of war munitions, hence the 
integrity of the British market so far as national require- 
ments here are concerned becomes a matter of vital import- 
ance. Under nocircumstances will any outside consideration 
be permitted to interfere with this necessity. 

The position in the United States has varied bat little, the 
conditions being regarded as intrinsically sound, and very little 
interest has been taken in the movements notified from the 
London market. The home trade demand across the 
Atlantic is rather poor, but this is bound to improve owing 
to the large ammunition orders which are being executed 
for the allied Powers, and independent producers are so well 
sold up that they are not offering metal for anything earlier 
than Juneshipment. It is commented upon as very curious 
that the war should so far have had but a trifling etfect 
upon lead prices, while it has quadrupled the price of 
antimony, trebled the price of spelter, and added about 
50 per cent. to the price of copper. 
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We have often remarked upon. the 
importance of scientific research, and the 
illimitable field which still remains open to investigators, 
and recent developments have emphasised these points. 
Unfortunately, they seem to be more fully realised abroad 
than at home. 

In the early days, when electrical discoveries could be 
made with simple apparatus and scanty resources, this 
country led the world in scientific progress. At a later 
date, while our manufacturers were busily cultivating the 
industrial and, alas! the financial— fields thus thrown 
open to them, the Germans, with their keen appreciation of 
the value of science to industry, forged ahead, but were 
always handicapped by their deficiencies on the practical 
side. The United States, while fertile in ideas, and quick 
to grasp the commercial ' possibilities of a new invention, 
erred like ourselves in undervaluing scientific research, but 
not many years ago the General Electric Co. awoke to a realisa- 
tion of the facts, and established at immense cost a special 

boratory for research, which was equipped with apparatus 
ad libitum, and a staff of investigators of the highest ability. 


The Kenotron. 


Thanks to the admirable combination of commercial acamen ^ 


with scientific insight, the result has been the evolution of 
а series of inventions of the highest importance to mankind, 
of which the laboratory may be justly proud. Foremost 
amongst these are drawn tungsten wire, the nitrogen-filled 
lamp, and the Coolidge X-ray tube; but the laboratory is 
not content with working on narrow lines towards set objects 
such as these; its scope is far wider—and the fru:ts of its 
labours have been, and no doubt will be, correspondingly rich 
and abundant. 

The staff of res2archers sets to work to find out all that 
can be discovered in a particular field, and accomplishes ita 
task with skill and thoroughness that compel our admiration ; 
and whea the facts have been discovered and principles 
deduced froth them, the way is clear to turn them to some 
practical use. Nor do the investigators neglect to avail 
themselves of the fruits of the work of others in kindred 
fiel’s; and thus it is that the Kenotron has been 
brought into existence. 

Starting with the * Edison effect as basis, from which 
Dr. Fleming had developed the “ valve " во useful in wire- 
less telegraphy, the investigators brought to bear upon this 
embryo rectifier the powerfal resources of the Research 
Laboratory. They had at command unrivalled facilities for 
the production of vacua of a degree hitherto unattainable— 
be it noted that they employed the Gaede pump, which 
drags out the individual molecules of air—and by this 
means they found out the cause of the erratic behaviour of 
the valve previously observed, and reduced the phenomena 
to order and discipline, so that they could be reproduced at 
will. In this work they bad the benefit of the scientific 
work of an Englishman, O. W. Richardson, who had covered 
a good deal of the ground. In the end they produced an 
instrament subject to perfectly definite laws, and having an 
extremely high efficiency ; it is true that at present it has 
been constructed only for small currents, but it deals with 
enormous voltages — 100,000 to 200,000 volts—and already 
а single kenotron can rectify 10 kw. Тһе device ів as yet in 
its infancy, but, as Dr. Dushman points ont, it offers great 
possi bi ‘ities. 

The most striking feature of this new instrument is the 
fact that it depends for its operation upon the discharge 
of a stream of electrons from a heated body in an almost 
perfect vacuum, under the influence of an applied potential 
difference a discharge which is unidirectional. It utilises 
the fundamental principles of electric flow, as now under- 
stood, and at the same time affords a singularly convincing 
demonstration of the truth of the theory itself. The current 
is conveyed through empty space by particles of negative elec- 
tricity, each үзө of the mass of an atom of hydrogen. 
Surely the thought of that swarm of infinitesimal particles 
harrying to do our bidding should inspire us with hope for 
the future unravelling of the mystery of the ether, and the 
unlocking of the secrets of the energy contained in the 
molecules of matter. 


THE NATIONAL ELECTRICAL CODE 
REVISED. 


By FRANK BROADBENT, M. I. E. E. 


THE National Electrical Code, which is the American 
equivalent to our Institution and other Rules relating to 
electrical installations, has just undergone its biennial 
revision. As was pointed out recently in these columns (“) 
the Code is rendered unnecessarily bulky by the inclusion 
of detailed specifications relating to the manufacture and 
testing of cables and spparatus, regulationg which do. not 
very greatly concern the wireman or contractor working 
under the National Code, inasmuch as his responsibility 


ends by specifying in his orders to the manufacturer that 


the material must have received the official approval of the 
National Board of Fire Underwriters. 

It is, therefore, interesting to note that it is now pro- 
posed to omit these detailed specifications from the Cede, 
and to include only skeleton outlines of the requirements. 
The manufacturing specifications referred to will be published 
separately and will, therefore, be available for those whom 
they particularly concern. 

The method of revision of the National Code differs 
somewhat from that adopted by our own Institution, where 
the regular practice is to appoint a Revision Committee, 
which has power to consult interested parties or experts in 
the various branches of installation work, and, having come 
to a decision, the Committee has power to make such 
revisions as it may consider necessary or desirable. 

In America the opposite course is adopted ; the Committee 
first of all revises the rules, and then a public -meeting is 
called to vote upon the details of the proposed revision. If 
such a practice were adopted here, it is doubtfal if half-a- 
dozen persons besides the members: of tke. Revision Com- 
mittee would think it worth while to attend at the 
Institution premises on the Embankment in order to record 
their views and votes. In marked contrast to this apparent 


. apathy, the American meetings are well attended and the 


subjects vigorously discussed. At the meeting held on 
March 24th, in the premises of the New York Board 
of Fire Underwriters, to consider the suggested modifications 
in the Code and to go over the reports of the various sub- 
committees, the auditorium was filled to ita utmost capacity, a 
portion of the audience being able to secure only standing room. 

One of the points which gave rise to considerable dis- 
cussion was the use of refillable fuses, by which is meant 
what we should call cartridge fuses. It was supposed that 
the use of refillable fuses would largely, if not entirely, pre- 
vent the abuse to which the ordinary open type of fuse is 
subjected. The Electrical Committee had recommended a 
further trial of refillable fases and the accumulation of more 
experience. This was strongly opposed by several speakers, 
who contended that refillable fuses were unsafe, that they 
were just as liable to abuse ав the old types, and that further 
experiment was quite unnecessary. 

The Committee's recommendation was finally defeated, . 
and the following resolution adopted :— 


It is the opinion of the Committee that experience has not yet 
shown that fuses in which the fuse element is intended to be 
replaced or renewed by the user are satisfactory in test or in field 
service to a degree warranting the recognition of the principle of 
refillable fuses in the rules of the National Electrical Code. 


This resolution, it would appear, bears hardly on those 
manufacturers who, during the period of prob: tion, had 
standardised replaceable fases in the hope and expectation 
that this type of fuse had come to stay, and it is not 
surprising, there fore, to leara that representatives of some 
of the manufacturers present questioned the authority of 
the meeting to quash the Electricity Committee’s recom- 
mendations. The protest, however, was without effect, 


‘as it was held by the Chairman that the final court of 


appeal was “a meeting of the public interested in the 
subject.” In view of the headway which the replaceable 
type of fuse has made in this country, the above decision is 
particularly interesting to English electricians. 

In our rules we have as yet nothing specifically 
referring to the irstallation of **gas-filled lamps," but the 


* Reference is to the author's recent article on The National 
Code and British Wiring Rules. 
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National Code recognises their use, and, among other rules, 
the following now appears :— 

Must not be used in shop windows or in other locations where 
inflammable material is liable to come into oontact with lamp 
«quipment, except where used in connection with approved 
fixtures where temperature of any exposed por sion of same does 
not exceed 200° F. 

This rale will, no doubt, cover mercury-vapour lamps, 
Moore tubes, half-watt lampe, and others in which the 
vacuum principle is not used. 

Another point in which the National Code differs from our 
own rules is that the carrying capacity of wires used in con- 
nection with motors must be higher than for lamp circuits. 
Formerly the National Code specified that all conductors on 
motor circuits must be designed to carry a current at least 
25 per cent. greater than the rated motor current. This 
Tule is now altered to read as follows: — Ў 

Wires carrying the current of only one motor must be designed to 
carry a current at least 25 per cent. greater than that for which 
the motor is rat d. 

From this it woul! now appear that the wires to indi- 
vidual motors must have a 25 per cent. margin, whereas the 
main circuit conductors feeding a distributing-box from 
which several mo‘ors are fed need not be so highly rated. 

On the subject of service wires" the rules neither of 
the Institution nor the Home Office are concerned, this 
subject coming within the jurisdiction of the Board of Trade, 
assuming the supply t» be given from outside under B. of T. 
regulations. On a self-contained installation, however, in 
which there are s2veral blocks of buildings connected to the 
generating plant through outside wires, the latter would 
be regarded as service wires, and these would then come 
within the scope of our [astitution rules, and, in the 
case of a factory, under the Home Office rules also. On 
this subject a new paragraph has now been added to the 
National Code to the effect that metal conduits containing 
service wires must be insulated from the metal conduit or 
‘armouring of cables, or any other metal on or near the 
building. Alternatively they must be permanently and 
effectively earthed to water or gas piping, or other suitable 
earths. If earthed to gas piping, the connection must be 
on the street side of the gas meter. The earth connection 
must, however, be in addition to any other earth connec- 
tion on the metal conduit or armouring within the building. 
The reason for this rule is not quite obvious, as if all the 
earth connections are properly made there would appear to 
be no reason why they should not be bonded together, and 
it is common practice here to bond the interior conduit 
system to the supply sheathing, and to rely upon that for 
< earthing.” 

Another new paragraph which is not quite in accord with 
the general opinion obtaining in this country is that the 
main supply switch should be protected by the main cut- 
out, "unless the switch is of the knife-blade type and 
enclosed in an approved box or cabinet, under which con- 
ditiong the switch may be placed between the source of 
supply and the cut-out.” The standa-d practice in this 
country is to use nothing but the enc'osed type for service 
‘switches, and although the practice has not yet been quite 
‘standardised, it is becoming more and more the custom to 
protect the fuse or cut-out by the switch and not vice versá ; 
so that, in the event of a fuse requiring replacement, the 
terminals can be made dead by means of the switch. Under 
‘the Home ‘Office requirements, this method is compulsory 
unless the fases are of a switch-handle type which can 
be handled withont risk of shock when the fuse terminals 
are alive. 

IIa the former article already referred to, it was pointed 
out that, according to the Code, four two-wire and three 
'three- wire circuits could be run in one metal tube; whereas, 
in this country, although there is no restriction in the In- 
stitution Rales, there are some local authorities who limit 
the number of conductors to four, which is, no doubt, а 
good practice. It is, therefore, interesting to observe that 
an amendment has nos been made to the National Code, 
prescribing tha’ not more than four No. 4 В. and S. gauze 
rubb»r-covered conductors shall be placed in metal conduit, 
‘aid that no single lighting circuit shall carry more than 
1,320 watts. There are many other modifications in tha 
rules, but as these apply essentially to American practice they 
do not call for special comment. 


THE KENOTRON RECTIFIER. 


IN the General Electric Review for March a description is 
given by Dr. Saul Dushman of a new device for rectifying 
high-pressure electric currents, called the Kenotron" 
(from the Greek adjective kenos, meaning ** empty," and the 
suffix ‘ron signifying an instrument or appliance). This 
rectifier, which is one of the many products of the Research 
Laboratory of the General Electric Co., of Schenectady, is 
based upon the phenomena of emission of electrons from 
incandescent metals, which have been the subject of 
extended investigations by Dr. Irving Langmuir for several 
years; it will be remembered that Dr. Langmuir's resulta 
bore fruit in the development of the half-watt lamp and the 
Coolidge X-ray tube, and as the editor of our contemporary 
points out, “the construction of a high-voltage rectifier 
illustrates the old expression that the theory of the present 
may become engineering practice of the future." 

The emission of negatively charged corpuscles or electrons 
from heated metals may be illustrated by the following 
arrangement. In an ordinary lamp bulb containing a 
tungsten or carbon filament there is also sealed in a metal 
plate. After the lamp is well exhausted it is observed, on 
charging the filament negatively (making it cathode) with 
respect to the plate, that a current passes across the 
vacuous space. If thé filament is charged positively this 
current disappears. Furthermore, the magnitude of this 
electron emission (thermionic current) from the heated 
cathode increases with increase in the temperature of the 
filament. 

Tuis effect had been observed by Edison,.and was more 
fully investigated in the case of carbon lamps by Fleming. 
In view of the unilateral conductivity possessed by such an 
arrangement as that described above, Fleming applied it as 
an “electric valve" to rectify electric oscillations such as 
are obtained from a “wireless” antenna, and therefore to 
render it possible for these oscillations to affect a galvano- 
meter or telephone. 

That the current from a ho“ cathode in an exhausted bulb 
is due to a convection of electrons, that is of negatively 
charged corpuscles having a mass which is about 1/1800th 
of that of a hydrogen atom, may be shown by deflecting the 
current in magnetic and electrostatic fields and determining 
the ratio / n. 

The subject was taken up by Dr. Langmuir, who found 
that іп the case of heated tungsten filaments the electron 
emission at constant temperature increased as the vacuum 
improved until a constant value was attained, which varied 
with the temperature in accordance with an equation laid 
down by Richardson. In the types of hot-cathode rectifiers 
exhausted by ordinary methods, the electron emission is 
accompanied by a blue glow, and the cathode gradually dis- 
integrates ; it was found that the blue glow was due to the 
pres-nce of positively charged gas molecules (ions), and that 
the disintegration of the cathode was due to bombardment 
by these ions. When the vacuim is made as perfect as 
possible, however, conduction occurs only by means of 
electrons emitted from the hot cathode, and there is no blue 

low. 

Е By means of а Gaede molecular pump in series with two 
other pumps, with a liquid-air trap between the rectifier and 
the molecular pump, Dr. Dushman has succeeded in attaining 
а vacuum as high as 5 x 107" mm. of mercury. The 
thermionic current in a high vacuum depends directly upon 
the nature of the electrodes and the temperature, values for 
tungstea being as follows :— 


Absolute Mil іатор res 
temper «ure, per em. 
2 000 eee жа Pun eee 4°2 
2 200 wie S ve a 433 
2 400 3648 
2 600 . 2,011'0 


There is, however, another factor influencing the electron 
current, namely, the electrostatic field or space charge,” 
observed by Dr. Langmuir, which is set up by the electrons 
emitted from the hot cathode ; the effect of this charge 18 
that with a given voltage, the current increases with tem- 
perature, a cording to Richardson's equation. only up t^ à 
certain temperature, after which it remains constant. The 
higher the voltage between the electrodes. the higher is the 
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temperature at which the limit is reached, but in no case 
does the current at a given temperature exceed the value 
given by Richardson's equation, no matter what the voltage. 
As the absence of positive ions and therefore of gas is 
essential, the appropriateness of the name kenotron is 
obvious. | 

The current-carrying capacity of & kenotron, when given 
sufficiently high voltage between the electrodes, is limited 
only by the area of the surface emitting electrons and its 
temperature. It is necessary to limit the temperature to 
such a value that the life of the filament is at least, 1,000 
hours, and taking the life as the time required to evaporate 
n ait cent. of the diameter, the following figures are 
0 :— 


Safe Electron Hı ating 
Diam. of temperature emission watts 
filament (life over ma. per per ош. 
in mils. 2,000 hours). om, length. length 
5 2,475 30 31 
7 2,500 50 4'6 
10 2,550 100 T3 
16 3,675 200 113 


The space charge necessarily gives rise toa voltage drop 
in the kenotron ; the current is limited to the maximum 
value corresponding to the temperature, and if by any 
chance, such as a short circuit beyond the rectifier, an 
excessive voltage is thrown on the latter, the instrument 
will be in danger of destruction. Because of the high 
degree of vacuum, none of the electrons lose energy by 
collision with gas molecules; the whole of their kinetic 
energy is therefore liberated as heat at the anode, like that 
of rifle bullets on an iron target, and the anode may thus 
be quickly melted. Moreover, if the anode is highly heated, 
rectification naturally becomes imperfect. The rectifier 
must, therefore, be protected against excessive pressure, and be 
so designed that the space charge voltage is not great enough 
to cause undue heating of the anode with the normal 
current. It is found that about 10 watts per sq. cm. of 
anode area is permissible, corresponding to a temperature 
of 1,600? absolate, a bright red heat ; at this temperature 
the electron emission from the anode is still less than 
0:02 ma. per sq. cm. 

Another important point in design is the prevention 
of electrostatic strains on the filament due to the high volt- 
age, the electrostatic attraction between the electrodes being 
proportional to the square of the voltage. During the 
rectifying phase the Рр. is very low, but during the other 
half cycle the electrodes are subject to the full P.D. of the 
line. The space charge increases with the distance between 
the electrodes, so that they must be kept fairly close 
together. Various symmetrical arrangements, such as a 
straight filament in the axis of a cylindrical anode, a V or 
W-shaped filament between two parallel plates, or a head- 
light filament inside a molybdenum cap, have been 
devised to meet this difficulty. Figs. 1 to 3 are examples 
of these. 

In fig. 1 а molybdenum cylinder А encloses a coaxial fila- 
ment F. For direct-current pressures up to 15,000 volts the 
diameter of the cylinder need not exceed J in., while the 
length may be up to 4 in., with a 10-mil filament as cathode. 
At a temperature of 2,550? absolute the maximum current 
obtainable from such a kenotron is about 400 milliamperes, 
and the voltage drop is 145 volts. 

The space-charge loss is therefore 58 watte, and the 
heating of the filament requires 72 watts, making a total 
loss of 180 watts in the rectifier, or 1:5 watts per sq. cm. of 
the anode, which attains a dull red heat. The kenotron is 
capable of rectifying 6 Kw., во that the loss in the tube 
amounts to 2 per cent. | 

For р.с. pressures up to 75,000 or 100,000 volta, the 
diameter of the cylinder is increased to about 5 cm. А tube 
intended to rectify 10 Kw. at 100,000 volts, with a carrying 
capacity, therefore, of 100 ma., had a loss of only 125 
per сеці. 

The type of kenotron shown in fig. 2 is suitable for 
voltages not over 10,000, and currents ranging up to 100 
ma.; it consists of a small filament such as is used in auto- 
mobile headlights, inserted ia a molybdenum cap about $ in. 
in diameter. The loss at 10,000 volts, 100 ma., is about 
5 per cent. 

A V-shaped filament between tungsten plates is shown in 
fip. 3, the plates being 2 to 4 cm. apart. A current of 


100 ma. can be carried up to 40,000 volta with & space- 
cbarge voltage of 260 volts, the temperature of the filament 
being 2,500“ absolute. 

With two kenotrons, connected as in fig. 4, both balf 
waves of the current can be rectified with a connection to 


FI;. 2.—KENOTEON WITH 
FILAMENT BETWEEN 
PARALLEL PLATES. 


Бо. ].— KENOTRON WITH 
CYLINDRICAL ANODE. 
Fic. 2.—KENOTRON WITH 
MOLYBDENUM CAP. 


4 


the middle point of the transformer. Fig. 5. shows an 
arrangement of four kenotrons for utilising the full voltage 
of a transformer. 

Kenotrons have been constructed for D.C. voltages up to 
100,000 volts, and currents up to 1°5 amperes ; the author 
has every expectation of extending their application to 
200,000 volts. It is preferable to construct them in the form 
of 10-Kw. units when the voltage exceeds 25.000; for 
lower voltages, smaller units are advisable. Unlike the 
mercury-vapour rectifier, they can be operated in parallel. 

In the laboratory the kenotron facilitates the production 
of small direct currents at very high voltages, for.spectro- 
scopic work, &c., and for testing the dielectric strength of 
insulation. By inserting capacity between the high-pressure 
D.C. terminals, as at C, fig. 4, the fluctuations in the direct 


B|+ 
u p 
! т ſ Nr | 
— B A 
T [ШЕОЛ al. 
Fig. 4. Fre. 5. 


A F, A' T', keno:rons; T T, transformer; B в’, D.C. mains; c, condenser. 
Fic. 4.—ABBANGEMENT РОВ RECTIFYING BOTH HALF WAVES. 


Fic. 5.—ABRANGEMENT FOR UTILISING FULL VOLTAGE OF 
TRANSFORMER. 


current can be reduced to any desired extent. For the 
operation of X-ray tubes, the precipitation of dust, &c., the 
instrument is well adapted. But the author's vision is not 
restricted to minor uses such as these; he regards high- 
voltage D.C. transmission as being very much within the 
limits of possibility." ‘To transmit 1,000 kw. by 
100 kenotrons, working in parallel at a voltage of 50,000 to 
75,000, is quite a feasible proposition." 
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THE WAR AND THE ELECTRICAL 
INDUSTRY. 


We have lately made further inquiries among a number of 
firms connected with the electrical industry in regard to the 
effect of the continuation of the war upon their operations. 


Oar inquiries related to the effect of the demands of the 
Government for war materials, the extent of present home 
and foreign business, the probable effects of restriction of 
municipal electrical expenditure, the wearing of badges by 
workp2ople, the shortage of skilled labour, the shortage of 
raw materials, and the progress being made in the manu- 
facture of new lines and with trading operations in new 
markets. 


A firm of 
ollows :— 


Home and foreign orders are about up to the average. On 
account of the large amount of Government work in hand, how- 
ever, it ia not possible to actively push foreign business. No 
effect of limitation of municipal expenditure has yet been felt. 
About 20 per c2nt. of the men have enlisted. It is not anticipated 
that many more will do so voluntarily. Service badges have been 
obtained, but not yet issued pending an anticipated vieit from the 
War Munitions Committee. The shortage of skilled labour is 
severely felt, and is greatly handicapping output. Shortage of 
raw material has not been seriously felt, bat there are difficulties, 
of courae, in obtaining deliveriee. 

Inquirers often ask for subatitutes for Continental inetrament- 
makers’ goods, but the pressure of G.vernment work has prevented 
any serious effort to enter new foreign markets. 


THE WALSALL ELECTRICAL Co., LTD., etate :— 


We have at the present time sufficient orders to keep our works 
more than fully occupied. We have secured a fair amount of 
Continental trade, most of which, as far as we can trace, has pre- 
viously been transacted by the enemy. 

The restriction of municipal expenditure will not materially 
affect us, as the slump in our standard lines has b2en more than 
counterbalanced by new business. 

We are at present experiencing a great difficulty with Jabour, as 
something like 33] per cent. of our staff and employ ès have joined 
the Colours and thinga are not improving. 

Ware having considerable diffi:ulty in obtaining skilled labour 
—more 80 than unskilled ; this is materially affecting our deliveries. 
Oar supply of material is very much restricted, and at the present 
time is causing serious inconvenience. 

We have certainly started to manufacture new lines formerly 
purchased from the Continent, but it is impossible to say to what 
extent this business will prosper until the present difficulties have 
disappeared. 


scientific instrument-makers replies ав 


A well-kaown firm of makers of electrical instruments 
and apparatus writes: —, 


We are receiving orders freely both at home and abroad, but of 
course the balk of our work is from this coantry, and it is largely 
dependent on the war. A“ the present moment we are not feeling 
the restriction of municipal electrical expenditure, but in connec- 
tion with this we would point out that a large amount of such 
expenditure is necessary in order to keep war industries going. A 
‘considerable proportion of our men have enlisted, and we are feel- 
ing very considerably the loss of the services of the intermediate 
class of mau. Material also is difficult to obtain, and is becoming 
increasingly dearer. There is always a certain amount of develop- 
ment going on in our works, but this ia naturally directed at the 
present time to carrying out the various orders for the Govern- 
ment which we have in hand. 


A large electrical manufacturing company reports: — 


We continue to receive orders freely for our manufactures from 
buyers at home and abroad and have no comp!aint to make in 
this respect, but rather the other way about, that is, in some 
departments we receive orders much too freely for our comfort 
from the point of vizw of execution. We do not consider that the 
restriction of municipal electrical expenditure will aif.ct us, as 
business from other sources will appirently fully make up for any 
falling off there may be due to that cause. Approximately 600 
of our employé: have enlisted, and from time to time we continue 
to lose a few. No badges are worn by our workmen. In certain 
of our departments the shortage of skilled labour has affected 
us to a certain ex‘ent, but we cannot say that it has done во 
materially, taking into contrileration the works as а whole. 
We have experienced difficulty from time to time through 
shortage of raw materiala, but we have now been able to remedy 
this to & large extent. We have had very little opportunity to 
follow up new lines of manufacture in view of the fact that since 
the outbreak of war our works have been continuous'y overloaded 
with our normal lines of business. 


A firm of switchgear manufacturers states :— 


Weare switching all our available resources on to war service 
work. Tae greater proportion of our eligible men have enlisted, 
and we expect within the next week or so that the whole of our 
staff and other employés ж. be en;aged on war service іп one 
jo.m or other. 


A firm of engine-makers reports :— 


We are devoting ourselves almost exclusively to the manufacture 
of engines, &c., required by the Government, and, consequently, 
are not seeking to secure new business either at home or abroad. 
The shortage of skilled labour materially affects our ou'put, as it 
prevents из from working night-shift. 


A prominent electrical firm in the Provinces, which is very 
extensively engaged in the supply of munitions of war, but without 
any hindrance to usual manufacturing and selling operations, 
rep rts that it is receiving home and foreign orders freely, and it 
anticipates that restriction of municipal electrical expenditure will 
have a considerable effect; 15 per cent. of the employés have 
enlisted ; others are going; no badges are worn. Shortage of 
skilled labour is serious, and shortage of raw materials also causes 
difficulty. No progress is being made with new lines of manu- 
facture, but efforts to enter new foreign markets are meeting with 
very satisfactory resulte. 


Messrs Gent & Co., LTD., of Leicester, are receiving orders 
freely for their manufactures from buyers at home and abroad. 
They do not anticipate that restriction of municipal electrical 
expenditure will materially affect them. About 15 per cent. of 
their staff have enlisted, and a fair number are leaving every week. 
War service badges are worn by their workpeop'e. Tne firm 
suffer a good deal from the shortage of skilled labour. At the 
present moment considerable difficulty is also caused owing to 
shortage of raw material, but great efforts are being made to 
overcome the difficulty. Progress in new lines of manufacture, 
formerly chiefly Continental, is not as rapid as they would like 
owing to heavy Government demands upon the works. 


Messrs. VERITYS, LTD, of Lond.n and Birmingham, have 
experienced extreme activity in all directions since the commence- 
ment of the war. The mere fact that foreign supplies have been 
cat off, and this country thrown on its own resources, seems to 
have done untold good, and without going into political or economic 
questions, it is believed that if, at the end of the war, some tariff 
wall can be erected against the aggression of the companies 
abroad, assisted by banks and subsidies as they are, it would be 
& splendid thing for the electrical industry ia this country. 
It is all very well, during peace time, for agents over here, 
having small offices and employing only a few c:erk:, to earn a 
living by importing egainst their countrymen large masses of 
electrical machinery, but in times of crisis, such as the present, the 
weakness of this policy can be seen. The tendency hitherto has 
been to turn this country into a large factoring department for 
foreign firms, whereas the backbone of the E npire is the manufac- 
taring industries which employ Britishers; industries which are 
ready to supply requirements in war time, and from which alone 
can a permanent prosperity be assured. If the Government and 
municipal authorities will only recognise this and stand by 
the home manufacturer, there is no reason whatever why the 
electrical trade should once more fall into the degree of 
servitude which it had undoubtedly reached when hostilities were 
commenccd. 


Mr. George Verity, chairman of the company, has been appointed 
an Honorary С Лопе! of the Royal Engineers (T). He is also 
chairman of Сһа іі Cross Н spital, and has had through his 
hands over 1,000 wounded soldiers—the care of whom is under- 
taken without cost to the nation. М sere. Veritys' works director, 
Colonel Lister, R.E, has been transferred from the Territorial 
Forces to the R yal Engineers, and as sach, has been in constant 
employment since mobilisation, Н: has been over in F.;andere, 
and is at present engaged in raising a further corps of Signal 
Troops for dispatch to the front. His place has been taken at 
the works by Mr. T. Tons, long a member of the comp py, and 
Col. Verity's work ia largely beiag carried out by Mr. Evans, sales 
director. Orders are being reseived fairly freely for the firm's 
manufactures from both at home and abroad, althcugh foreign trade 
is naturally somewhat restricted, owing to the fiaancial cr sis in 
South America and elsewhere. The restriction of munte pal 
elec rical expenditure has not, so far, affected them, and if, after 
the war, as stated above, the municipal counci's, will only see their 
way to give preference to British manufacturers, as is done in 
Germiny and elsewhere, both for big and small plant and sup- 
plies, the є ct of the war will be a blessing in disguise. 


A large number of the firm’s men have enlisted, both at the sales 
depó:s and the works; their dependeats are being looked after by 
the company. R:cruiting from the works has now been stopped 
by order of the А imiralty, who have given the directors a number 
of badges to be worn by men engaged on Government work, and 
who consider that the men remaining are doing thei: duty as well 
at the bench as in the trench. Messra. Verity feel the effect of the 
shor:age of skilled labour, and to som» extent the shortage of 
raw materials, bat their men have worked hard and loyally, 
and have largely made up for the difficulties experienced ia other 
directions, 

All the firm's endeavours are being concentrated, during the war, 
in developing new lines of their manufactures for both at home and 
abroad. It remains to be seen whether they, like other British 
manufacturers, are going to be supported. 


Swedish Electrical Exports to Canada,—Figures 
lately issued show that during the last fiscal year, electrical appa- 
ratus valued at £185,906 was imported into Canada from Sweden, 
as compared with only £112,560 in 1213. 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


New Ironclad Switchgear. 


Tue MIDLAND ELECTRIC MANUFACTURING Co, LTD., of 
Stafford Works, Rea Street South, Birmingham, are now specialis- 
ing in the manufacture of ironclad switchgear. A number of 
patterns are being produced, including the Paragon and Camloc 
ironclad switches, the Memoo ironclad change-over switch, the 
Kantark ironclad fuse, &c. 

The Paragon switch has been designed to meet the want for a 
low-priced totally-enclosed ironclad double or triple-pole switch. 
The contacts are mounted on a mica iasulated bar controlled by a 
side lever handle, and each pole is mounted on a separate porcelain 
base. Tae cover is interlocked with the handle, and the construc- 


. Еа. 1.—PABAGON D.P. SWITCH. 


tion allows easy replacement of brushes or contacts; an earthing 
screw is provided, and the switch complies with Н. О. regulations. 
A Paragon combined switch and fuse unit is also supplied, in 
which H. O. pattern bridge replacement fuses are contained in the 
switch case. 

The feature of the Camloc switch is its quick break; it is built 
on the mica and metal principle, double and triple-pole, with inter- 
locking handle, and the mechanism gives a positive make which 
is effected independently of the spring. Every switch is guaran- 
teed fo withstand 2,300 volte A.C. between contacts and case. This 
switch is aleo supplied as a switch-fuse combined with the firm's 
standard psttern cartridge fuses. 

The Memoco change-over switch—double and triple - pole—is а 
completely enclosed ironclad switch suitable for all purposes. 

The Kantark ironclad fuse is of the replacement bridge type, of 
improved design, with contacte well shielded and embedded in 
porcelain to conform to H. O. regulations. An arc chamber is pro- 
vided with ventilation slote, to prevent damage to the fuse. 

The Paragon and Cemloc switohes are fully protected, and the 
design of the Kantark fuse is registered. 


Shop Window Reflectors. 


ve Messes. SIMPLEX CONDUITS, LTD.. of 116, Charing Cross Roa d. 
W.C., have jast produced a range of reflectors, designed to illaminate 
objacts displayed in shop windows in the most economical manner. 
These reflectors throw all the light upon the goods, and prevent 
the pavement in front of the shop being flooded with light, thus 


Fig. 4.—SIMPLEX SHOP WINDOW REFLECLOBRS. 


meeting the requirements of scientific illumination, and at the 
same time falling in with the new lighting regulations. All the 
reflsctors are designed for easy wiring and fixing, and, at the same 
time, are easily adjustable. 

Leaflet No. 583 describes this range fully, and а copy will be sent 
on application. 


F1G. 2.—CAMLOC SWITCH-FUSE, 


The new provision department of Messrs. Selfridge & Co., 
Ltd., has been proviled with an exoeptionally efficient installation 
of eleotric lighting on the most up-to-date lines; the proprietor 
desired to employ half-watt lamps, and in order to ob‘ain the best 


Еа. 3.—KANTARK FUSE. 


possible effect various systems were tried, with the result that the 
Eye-rest system was adopted. Messrs. Rashleigh Phipps & Co. 
were the contractors, and the fittines were supplied bv the BRITISH 
THOMSON-Hovusron Co., LTD., of Mazda House, 77, Upper Thames 
Street, EC. Fig. 5 shows the indirect lighting fitting as installed 


Fic. 6,—LUMINA SRMI-INDIRECT 
FITTING, 


FId. 5.—EyYe-Rest INDIRECT 
FIITING. 


B. T. H. FITTINGS AT SELFRIDGE'S. 


in the grocery department, on the first floor ; each bow! is fitted 
with a BT.H. X-ray reflector, in proper focal position with regard 
to the filament of the half-watt lamp, which directe the light on 
to the ceiliog. Somewhat similar Eye-rest fittings are used in the 
provision department, on the ground floor. Ia the marble market 
in the basement semi-indirect lighting is employed, with the 
B.T.H. Lumina fitting, as shown in fig. 6. The intense intrinsic 
brilliancy of the half-watt lamp is thus shielded from direct vision, 
while ample ventilation is ensured, and the illumination obtained, 
s M claimed, is most agreeable—an important feature in shop 
'gnung. 
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Benjamin Half-Watt Fitting. 


THE BENJAMIN ELECTRIC, LTD, of 14, Rosebery Avenue, E. O., 
have introduced the new vitreous enamelled steel reflector for 
half-watt lampe, illustrated in fig. 7. The contour of the 


Fig. 7.—BENJAMIN HALF-WATT FITTING, 


reflector is such that the filament is hidden from the direct line of 
. vision, the most efficient illumination being produced on the 
working plane. The ekeleton neck ensures ample ventilation, 
while the Benjamin Goliath holder facilitates wiring and eliminates 
overheating of the terminale. The fitting is adapted for 300 to 
500-watt lamps, 


LEGAL. 


THE PRIZE CouRT.—SEIZUBE OF ELECTRIC FANS. 


In the Prize Court on Monday the President, Sir Samuel Evans, 
gave his reserved judgment in the suit by the Crown aeking for 
the condemnation of five cases of electrio fana eeiz’d on board the 
P. and O. steamehip 2oona in London on October 17th last. The 
goods were claimed by Iearis, Ltd., a company duly incorporated 
in England. 

The PRESIDENT, giving judgment, said: The claimants to the 
goods seized and claimed in these proceedings (which consisted of 
five cases of electric fans) are a company named Isaria, Ltd., which 
was incorporated in May, 1912, and whose registered ссе at the 
time of the outbreak of war was 208, Tower Bridge Road, in the 
County of London. The company carried on business in this 
country and abroad. The goods (with others) had been sent out 
to Australia for sale, and were returned tothe company in Anguat, 
1914.- They were seiz:d in the Port of London as prize in the 
Crown's rights to droits of Admiralty on O.tober 17tb, 1914. After 
investigation of the facts I was satisfied that the goods at the 
time of seizure belonged to the company. The question which 
remained for decision was whether, having regard to the constitu- 
tion of the company. the goods were enemy proper'y subject to 
seizure, At all material times the number of shares in 
Isaria, Ltd., issued were 1,250 shares of £1 each. Of these 
1214 were held by  Isaria Zahlerwerke, of Munich, a 
German manufacturing company; one share was held by each 
of the four directors of Isariu, Ltd., who were German subjects and 
resident in Germany ; one other share was held by one Schoenmann, 
the secretary of the company, also а German subject ; the remaining 
share was held by one Vallée, who waa said to have been a French 
subject, bat who, for some time before the war, had resided at 
Munich, and been employed by the German company. tbe Isaria 
Zablerwerke, Schoenmann left this country on August 3rd last 
for Germany, having purported to appoint one of the company’s 
employé:, Mr. Frank Morton, to be manager. Mr Morton repre- 
sented the company in these proceedings. After the outbreak of 
war he was informed by the Board of Trade that they were advised 
that there was no objection to the sale from stock of the company 
of goods imported from Germany before the war, and that no 
licence was required for that purpose. Later on (in November 
last) he was informed by the Comptroller of the Companies' 
Department of the Board of Trade that ав Isaria, Ltd., was a com- 
pany incorporated in this country, there was nothing (having 
regard to Sec. 3 of the Trading with the Enemy Proclamation 
No. 2, dated September 9th) to prevent trading with the company, 
or tbe payment to it of money which might be owing to іб, So 
Mr. Morton appears to have carried on the business of the com- 
pany; and the books and pspera of the business have been 
inepacted, when required, by the official accountant appointed by 
the Board of Trade. For the claimants, it was contended that the 
goods belonged to an English company, not t^ alien enemies, and 
were not subject to seizure or confiscation. On the other hand, it 
was argued for the Crown that as all the directors were 
enemy subjects, and resident in Germany, and all the share- 
holders were also either enemy subjects, or resident in 
Germany, the goods were in reality the property of alien 
enemies, and ought to be condemned as such. I was 
referred to my decision in this Court in "The Roumanian " 
(1915, Probate, page 26); and, of course, to the judgments pro- 


nounced later by the Court of Appeal in “the Continental Tyre 
Co., Ltd., v. Daimler Co, Ltd., and v. Thomas Tilling, Ltd." 
(1915, LK.B, page 893) I will only observe as to "The 
Roumanian that it does not necessarily govern this case. The 
facts there were different in important and material respects ;. 
moreover, I think it will be found that in the course of the argu- 
ments in the Roumanian,” counsel for the claimants expressly 
admitted that the Europaische Petroleum-Union Gesellschaft 
mit besohrankter Haftung was a German compeny ; and the case 
was dealt with accordingly. The judgments in the Court of 
Appeal in the Continental Tyre Co. cases, however, bear directly 
upon the point arising in the present case. What, therefore, 
ought I to do in this Court in view of those decisions? In 
matters relating to prize, the Court of Appeal does not bind this. 
Court, for the reason that no appeal lies to the Court of Appeal 
from judgments given in the Prize Court. The only appellate 
court in such cases is the Judicial Committee of the Privy 
Council, If I were of opinion that different principles applied in 
the present proceedings in a Court of Prize; or if I held a strong 
opinion upon the legal aspects, even if the same principles were 
applicable, I conceive it wonld be my duty to give effect to such 
opinion even though it differed from that of the Court of Appeal. 
But I do not think, in the present case, different principles 
ought to be applied. The matter in controversy appears 
to me to be'one which should be regarded from the 
point of view of municipal law; and no question of an over- 


riding principle. of international law arises. The claimants 


come forward as a company incorporated in accordance with the 
law of this country. The claim ів not made by the individual 
shareholdere— sub jeots of a foreign country, enemy or otherwise. 
The question turns upon the status of the company in this King- 
dom. Accordingly, nothing in this case depends upon the bearing 
of the law of nations upon our municipal law. In these circam- 


stances, I think it more respectful to the Court of Appeal to act in 


accordance with their jaJgment, however much I might feel 
inclined to sympathise with the diseentient views of Lord Justice 
Buckley. In the special facts of this case and of the Continental 
Tyre Co. casee, a decision in accordance with Lord Justice: 
Buckley's judgment might be easy; but it is fairly obvious that 
with even a slight variation of facts as to the holding of the 
shares, the adoption of a definite general principle as a foundation 
for his judgment and its application would give rise to great 
difficulties. Without dealing with it any further, I may observe 
that even in Lord Jastioe Backley’s dissenting judgment this pas- 
sage is to be found :—" The corporation, if it be a British corpora- 
tion, stands in the same position for most purposes as a British 
subject. For instance, as regards rights of ownership of property 
and the right to protec:ion and assistance by the law. But while 
it stands for most purposes in the position of a British subject, it 
cannot be correctly described as a British subject.” The question 
before me deals with rights of ownership." For the reasons stated.. 
І am content to accept respect fully the law ав laid down by the Court. 
of Appeal, and must leave the ultimate decicion to a higher tribunal. 
If the judgment of the msjority of the Court of Appeal is unsound, 
it must be eo pronounced by the Ноцее of Lords on appeal from 
them ; or by the.Privy Council on appeal from thia Court. If it 
is affirmed as god law, but is considered to require alteration as a 
matter of jost policy, then the Legislature must act. I desire to 
add one word by way of reservation. The case of the ownership 
of vessels registered in this country is so special, having regard to- 
our merchant shipping legislation, that I venture to repeat what 
I said in The Tommi” and “The Rothereand " (1914, Probate, 
page 251), and to reserve expressly all questions which might 
arise if it were contended that a British vessel was the property 
of a company constituted like that of Isaria, Ltd. The judgment 
of the Court is that the goods seized are not enemy property, 
and I order their release. On their release they will be delivered 
over to Mr. Morton, the present manager of Isaria, Ltd. ; and he, 
of course, will deal with them as belonging to the English com-. 
pany ; and be will not be able to deliver them or their proceeds 
over to the alien enemy shareholders of the company or to use 
them or to apply their proceeds for the benefit of any such share- 
holders during the existence of the war. 


PATENT REVOCATION. 


ON the 29th ult. the Court of Appeal, composed. of the Master of 
the Rolls, Lord Justice Phillimore and Mr. Justice Jryce, delivered 
udgment upon the appeal of Witcarborizing, Ltd., from a 
judgment of Mr. Justice (now Lord Justice) Warrington diemising 
their petition for revocation of letters patent No. 10,370 of 1912, 
granted to John E. Jameson, Oliver H. Valpy and Edmund A, Buckle, 
for " Improvements in the treatment of peat and the like.” One of 
the claims of the patent was as follows: —'* In a process for the 
extraction of water from peat and like substances passing an 
electric current through a pulp of the same heated to a tempera- 
ture of 100* C. under a pressure euch that no steam is produced 
substantially as described.’ Appellants applied for revocation of 
the patent on the grounds that it was invalid for 
want of outili'y and insufficienoy of directions. It 
was proved that the water in peat was partly free and 
partly combined in the form of "hvuro-cellulogse," and that the 
combined water could not be got rid of by pressure as the free 
water could. Prior to the patent it had been suggested that the 
water could be removed by the use of a comparatively high tem- 
perature and pressure. The patentees (the respondents) alleged 
that the result could be attained by the use of an electrio current. 
the voltage of which might vary within wide limite. at a 
lower temperature, but the petitioners contended that the only 
result obtained by the use of the current was due to its heating 
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effect. Mr. Justice Warrington held that the specification 
described a process in which the electric current was used to effect 
the decomposition of the “hydro-cellulose” without recourse 
for that purpose to heat, while the earlier process depended 
on the effect of heat alone; that the process was useful; 
and that the directions were not insufficient. He accordingly 
dismissed the petition with coste, and granted respondents a cer- 
tifloate of validity. From this decision the petitioners now 
appealed. 

Me. Walter, K. O., Mr. Colefax, K.C., and Mr. Frost appeared in 
support of the appeal, and Mr. Bousfield, K.C., and Mr. J. Hunter 
Gray for the respondents. 

THE MASTER OF THE ROLLS, in the course of his judgment, 
said he did not consider the experimenta whioh had been made by 
both sides were either satisfactory or conclusive, but, on the whole, 
he thought the petitioners had failed to prove that the respondente’ 
patent was bad for want of utility. While feeling more difficulty 
upon the other point as to the directions in the respondents' speci- 
fication being insufficient, as alleged by the petitioners, he was not, 
on the whole, prepared to differ from the conclusion arrived at 
by Mr. Justice Warrington upon that issue, The result was 
that in his opiaion the appeal failed and should be dismissed with 
coste. 

LoRD JUSTICE PHILLIMORE and Мв. JUSTICE JOYCE delivered 
jadgments to the same effect, 


Pracorr & Co., LTD., e. Hicks & Co. 


Ох Friday, before his Honour Sir W. Lucius Selfe, in the Maryle- 
bone County Court, Mesers. Thos. Piggott & Co., Ltd., engineers, 
Atlas Works, Springhill, Birmingham, claimed the return of £13, 
paid for an electric motor to Mesere. Hicks & Co., engineers, 
Portedown Road,. Maida Vale, W. 

Mr. RANKIN, counsel for the plaintiffa, explained that ia 
February the defendants advertised a second-hand electric motor, 
as good as new, of 7} H P., and the plaintiffs purchased it, paying a 
cheque for the amount in advance. When the machine arrived at 
Birmingham it was found that the coils had been fused up and 
that the motor was nothing like 74 H.P. A new motor would 
have cost about £25, but at that date it would have taken a month 
to deliver it. In these circumstances, cash was paid for this motor, 
Counsel said that his clients had sustained considerable damage 
through want of this motor and having to substitute another. It 
cost in labour alone £7 to move one of their motors from one part 
of their works and install it where the additional power was 
needed. But for the fact that they had a spare motor, the damage 
would have been much heavier. 

MR. Dyson, manager of the plaintiffs’ works, said that the motor 
was delivered on March 2nd. It was urgently wanted to vomplete 
a contract for steam pipes for the Admiralty, and the one supplied 
by the defendants not being what it was represented to be, caused 
delay in the work, It was wanted to drive а lathe. When it was 
discovered that the ooils of the motor were defective aud that the 
.horse-power was much under 71, they had to dismantle oneof their 
fixed motors and place it to complete the pipe contract. The out- 
of- pocket cost of this work was £7 bg. and the work was delayed 
four weeks, 

His Honour: Thus you have lost more than £7 7— WITNESS: 
Considerably. | 

His Honour: There will be judgment for the plaintiffs for 
£26 Mn and costs, payable in 14 days. And about the rejected 
motor 


COUNSEL : It lies with my clients at the defendants’ riek. 


— — 


WOBKMRN'8 COMPENSATION. 


AT Preston County Court last week, Luke Riley, labourer, 21, 
Pollard Street, brought an unsuocessful claim under the Workmen's 
Compensation Act against the United Electric Oar Co., Ltd, of 
Strand Road, Preston. It appeared that three years ago an acci- 
dent occurred to the applicant, and his leg was injured. The 
respondente admitted liability for payment of compensation in 
respect of that accident until November 3rd last, when it was oon- 
tended that applicant had fully recovered and was able to do the 
work they offered him. Applicant declared that ulcers on his leg 
rendered him unfit for work. 

JUDGE STURGES gave judgment for the respondents, holding 
that the ulcers had no oonnection with the accident.  Appli- 
cant was awarded costs up to the time of the payment into 


Court by respondents, and the latter were awarded subsequent 
costa. 


PARLIAMENTARY. 


Aberdare Tramways. 


AFTER several days’ sitting the Select Committee of the House 
of Lords, presided over by Lord Newton, has passed the Aberdare 
U.D.C. Bill. The objects of the Bill are the construction of certain 
tramways, the provision;of raillees traction and motor-'bus routes, 
and certain street improvements. The principal opponents were 
the Great Western Railway Co. and the Taff Valley Railway Co. 
Мк. CLODE, for the promoters, said that the tramways of the 
Urban District Council, which were opened in 1913, had done 
fairly well, but the railless traction routes had not shown a profit, 
The tramway extensions proposed were from Trecynon to Hirwain, 
from Aberaman to Cwmaman, and to Aberowmboi, It was 


proposed to extend the existing railless traction routes from 
Abernant Road to Owmbach and from Trecynon to Owmbach. 
Sanction was asked to borrow £49,751 for the construction and 
equipment of the tramways and railleas cars, and 48,500 for 
motor-' buses, | 

A great deal of local evidence was called, and Мв. S. SELLON 
and Mz. J. B. HAMILTON also gave evidence in support of the 
proposals. 

Мв. BALFOUR Browne, K.C., for the Taff Vale Railway Co., 
in asking the Committee to reject the Bill, contended that Parlia- 
ment never intended tramways to run alongside existing railways 
to take ‘traffic from them. | Š 

MB. LLovp, K.C., on behalf of the Great Western Railway Co., 
agreed that the proposed tramways were unnecessary and would be 
unremunerative. 

The Committee passed the preamble except with regard to the 


propose extension from Trecynon to Hirwain, which was struck 
ou 


Yorkshire Electric Power Bill. 


THE Bill promoted by the Yorkshire Eleotrio Power Co. сате 
before the Seleot Committee of the House of Lords, presided over 
by Lord Hylton, ou April 27th and subsequent days. The com- 
peny, under the Bill, sought for power to supply electric current 


for lighting, and also provided for the division of the capital into 
£1 shares. 


Мв. FREEMAN, K. C., appeared for tbe promoters, and said the 
area of the company comprised the greater part of the West Riding 
of Yorkshire, but the powers of the company only allowed them to 
supply electric power in bulk. The authorised capital of the com- 
pany was £2,000.000, and £538,000 had been expended on capital 
account. Inno fewer than 84 districts in the area there was no 
body authorised to supply electric light. The opponents of the 
Bill mainly consisted of county boroughs, and he contended that 
as the company could not go inside the areas of these boroughs, 
they were not affected. | 
After hearing evidence, the Committee struck out the main 


clauses of the Bill, and in consequence the promoters withdrew the 
whole Bill. 


Second Readings.— Ia the House of Lords, on May 4th, the 
Metropolitan District Railway Bill and the Ascot District Gas and 
Electricity Bill, were read a second time, 


OUR LEGAL QUERY COLUMN. 


"SwrTOH" writes: — We should like the help of your Legal 
Column with regard toia question of trading with the enemy. 
The matter is probably one in which several readers find them- 
selves, and we think is, therefore, of general interest. Should 
you mention the matter in your paper, we muet ask you, for obvious 
reasons, not to mention our name in any way. The position is that 
in the past we had various apparatus made for us in Germany ; 
the actual orders were placed with the agent of the German firm 
in this country, who is either an Englishman or а neutral. The 
orders were made out to him; the invoices we received were on 


the German manufacturers’ paper, with а note on the bottom: 


‘Payable to our agent, Mr. . . . in London. The cheques 
were paid by us to this agent. Sinoe the outbreak of war we have 
made arrangements to have the apparatus made in this country, 
and for various reasons have had to place contracta for some time 
ahead. We wish to know how we can take eteps to have the 
remainder of the outstanding orders with the German manu- 
facturers legally cancelled. We might say that the orders given 
to the agent in London mentioned a definite number of pieces 
but generally stated ‘Delivery as required.“ Thanking you in 
anticipation for any assistance you can give us.” 


*, An executory contract concluded with an alien enemy before 
the outbreak of war is merely suspended during the war as regards 
the right to performance and the right of action, But sucha 
contract is either avoided or dissolved by the outbreak of war (1) 
if it enures to the aid of the enemy, ог (2) if it is in its natare 
incapable of suspension. A contract will in its nature be incapable 
of suspension if (inter alia) its proper performance necessitates 
intercourse with the enemy during the war. The above are the 
principles of law (spart from thelaw as defined by various pro- 
clamations) which govern the question propounded. It would 
seem that if any payment made to the English agent were to have 
been by him transmitted to his German principals, it would be 
illegal. By the Trading with the Enemy Proclamstion (No. 2), 
Art, 5, any person resident, carrying on business, or being in the 
British Dominions is warned—(1) Not to pay any sum of money 
to or for the benefit of an enemy. It is trae that if an enemy has 
an agent in this country duly appointed before the war, payment 
to such agent is not a crime, although the money must not be 
transmitted by him to his principal (see Kershaw r. Keleey (1868) 
100 Mass. 561). In these circumstances inasmuch as our corres- 
pondent will probably have no means of knowing whether money 
is being transmitted to Germany or not, to continue to trade with 
the agent will be a very dangerous proceeding, and it is difficult 
to understand why he need take steps to have tho orders legally 
cancelled. All that is necessary for him is to serve a notice 
saying that he does not propose to accept any more goods under 
the contract, He would do well, however, to consult a solicitor, 
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CORRESPONDENCE. 


Letters received by ws after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


The Engineering Industry and the War. 


Many will read with great interest your valuable article 
entitled The Engineering Industry and the War," and I 
should like the favour of a portion of your epace to make a 
few remarks thereon. 

I believe that zeal without knowledge is frenzy, and I 
believe that the basis of the genius of our high national civili- 
sation exists in the preventative, constructive and aggressive 
resources of which our professional engineers are the masters 
and national custodians. 

I have asked a friend to put down a question in Parliament 
upon this subject, because I find, upon discussing the matter 
with a number of Meinbers of Parliament, and in other obvious 
patent ways, that the nation knows little or nothing of the 
vital asset represented by some 12,000 professional engineers 
appearing in the published lists of the Institutions of Civil, 
Electrical, and Mechanical Engineers. 

I know the medical profession in many countries, and 
having wet them in consultations, can testify in many ways 
that they have little or no knowledge of the important subject 
of the industrial performance capacity of male or female 
individuals. Try any medical man you like, and he does not 
know that the average female heart pumps blood as 3 1s to 5 
of the average male; it seems incredible, but they do not 
know this simple fact in their line, and yet the blood pumped 
by the heart 1s the measure of industrial performance. 

In the area of the sacrum it is the same, and these are the 
biological laws governing weight-lifting and carrying capacity 
as well as reserve power for overtime and special sustained 
mental or physical efforts. 

Engineers are the only professional men who graduate in 
actual labour experience and know how to get those results 
from individual output which are 60 essentially a part of the 
uniform national effort in every part just now, without the 
absurd long hours and overstrain which are doing great 
general injury unnecessarily. | 

In a letter it is impossible to do justice to the capacity and 
responsibility of the trained engineer, but we have, whatever 
one may say, to thank Parliament for the information given 
last week, that the Admiralty retains eight medical men at 
£5,000 per annum. 

But where are the engineers? Flow many engineers аге 
retained by the whole Empire at £5,000 per annum? Germany 
is fighting us with engineers, not with doctors. The greatest 
preventative and aggressive medicine is engineering, not 
physics and surgery, and the great Dr. Erlich has lowered 
himself when he declares ‘‘ this is a doctors’ war.!“ 

If the Germans will withdraw their engineers ouf of the 
war we will withdraw our doctors, and in that case in three 
weeks we should be in Berlin. 

One is glad to see professional men retained at £5,000 a 
year, Which a good man is honestly worth to sustain the burden 
of his position. But, may we not see, since war always has 
been an engineering job, our prominent engineers placed 
in prominent positions and paid like doctors and lawyers in 
the interests of the State? Why have we an Engineering 
Committee on the production of munitions of war presided 
over by a lawyer, and no professional engineer listed by the 
great British engineering institutions, not one, upon that 
Committee? : 


J. Sutherland Warner, A. M. I. Mech. E. 
Tandon, W., April 30th, 1915. 


Mathematical Notation. 


With reference to my proposal which you published in last 
week's issue, 1 had sent to Prot. A. 1%. Kennelly, of Harvard 
University, a fore copy of the same, and in an appreciative 
answer, he thinks the suggestion а very good one, and '' hopes 
it will be earnestly advanced with a view of winning its ulti- 
mate adoption.” This though, he says, he believes he was the 
first to introduce. about 1898, the self explanatory forin of 
notation /; but I deem it would not take long for аму 
interested in the subject to accept the dagger with its simple 
memoria technica for positive and negative angles. 
F. Jacob. 

London, S.E., May 3rd, 1915. 
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Batteries for Submarines.—Hitherto, we learn from 
American sources, only lead batteries have been used on board 
submarines. It is reported, however, that an Edison nickel-iron 
battery is to be installed in a U.S. submarine which is now under 
construction. | 


British Industries Fair.—Buyers who have not received 
invitation cards for this Fair, which opens on May 10th, at the 
Agricultural Iall, Islington, should comrounicate at once with the 
Board of Trade at 32, Cheapside, E.C, 


WAR ITEMS. 


Municipal Employés and the Manufacture of Munitions.— 
A census of municipal electricity and tramways employés 
who can be spared for the making of war munitions has 
just been taken in Bolton, Wigan, Bury, Salford and other 
areas of central and south-east Lancashire. lt is under- 
stood that a considerable number of such employés are avail- 
able. The Northampton Tramways Committee has reported 
to the Town Council that if a 10 minutes' service is adopted, 
43 men could be released in order that they may be engaged 
in the manufacture of war munitions. The most suitable 
men are to be selected by the Committee. The Lighting 
Committee of the Leyton District Council has approved a 
scheme whereby the mechanics at the works will be enabled, 
in their own time, to assist in the manufacture of spare parts 
for transport motors for war purposes, the material being 
supplied by the Associated Equipment Co., who will pay 
the men for work done. 

After the War.—The Fulham Electricity Committee re- 
commends that the Council undertakes that, when engaginy 
new hands after the war, preference shall, as far as possible, 
be given to those, who have served their country under arms 
or in making munitions of war. 

War Bonus.—In view of the greatly increased prices. of 
household necessities caused by the war, Messrs. ]. & W. B. 
Smith have decided, quite voluntarily, to pay from April 
24th a special war bonus to all their employés for the dura- 
tion of the war. 

Siemens's Employés with the Forces.—We have received 
a copy of a booklet of 46 pp., issued in April, giving the 
names of employés of the Siemens Companies who are now 
serving in H:M. Forces. ‘These are set out alphabetically, 
with particulars of the department in which employed 
(offices, branches or works), and the unit and rank now 
held. Copies of the booklet are being distributed among all 
the men—who now number well over 1,000. Still more 
have enlisted since the booklet was printed. 


Blackpool Electrical Employés.— Of the men who were 
recently engaged in the Blackpool Corporation electricity 
department, 31 are on military service and six are engaged 
in the making of munitions. The tramways department 
has a staff of 190 men. ‘There are only seven single men 
in the office and engineering departments, and four have 
dependents. On the traffic side there are eleven single men 
of military age, but eight have been pronounced medically 
unfit for service, and two of thé remaining three have de- 
pendents. There аге 49 tramway employés serving in the 
Forces. 

Board of Trade Assistance.—Thce Board of Trade Com- 
mercial Intelligence Branch has issued list No. 18 of in- 
quiries received during the week ending April 24th for 
names of suppliers of goods. 

Government Cable Contracts.—Replying in the Par- 
liamentary papers to Mr. Booth, Mr. Beck, as repre- 
senting the First Commissioner of Works, said that his 
department had recently given a contract to the Union 
Cable Co., Ltd. The principal holding was in German 
hands, and while the managing director, Mr. Blackwood, 
was an Englishman, the other four directors were German. 
The works were at Essex and a number of English people 
were employed, and not a penny of profit of any kind went 
to the German people. The action of the Office of Works 
in the matter Was in accordance with the policy laid down 
for them, in common with other departments, by the Govern- 
ment in the ‘Trading with the Enemy Act. 


The Position in Brussels.—M. E. Janssens, writing from 
24, Budge Row, E.C., gives the following report of the 
situation of the electrical trade in Brussels, which has been 
handed to him by a neutral subject who has just returned 
from that town:—'* All things are very quiet. The tram- 
wav companies are running a few cars on each of their 
services; this, with the consent of the German authorities, 
who have taxed their receipts heavily. A number of fac- 
tories are considering—now that no orders are in hand—the 
manufacture of a lot of articles quite out of their lines, thus 
increasing their output to а maximum. * Energie and 
Lumiére ? employ actually 15 per cent. of their personnel to 
make new tvpes of electrical apparatus, and although en- 
gaged solely in that line before the war, have now started, 
As a side line, the manufacture of sanitary appliances! The 
Belgian manufacturers are busy in studying new devices, 
in improving the existing types on the market, and in in— 
creasing the output of their works, while their representa- 
tives are in England searching for sound connections.” 


Newcastle Electrical Manufacturers and War Munitions.— 
At a special meeting of the electrical section of the New- 
castle-on-Ivne Chamber of Commerce, held on Friday last, 
to take into consideration the question. of expediting the 
production of munitions of war, it was unanimously resolve 
that the members of the section should offer their individual 
help in their spare time to the Munitions of War Committee 
in any capacity. It was further agreed that all firms repre- 
sented in the electrical section should state to the Munitions 
of War Committee what special work they were able. апа 
willing to do for the Admiralty ог War Office; The opinion 
of the Committee is also to be sought as to Whether the 
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section should approach similar bodies and ask for promises 
of individual help, should it be required. 

Kieff Electrical War Tax.—The Governor of Kieff has 
notified the Electrical Company of the town that the local 
Duma has decided to levy a war tax of 5 per cent. on the 
sums paid for electric light, and asks the company to re- 
cover from the users. On the request from the company 
for instructions how to act in the event of the subscribers 
refusing to pay the tax, the Governor has admitted its in- 
ability to sue, and it has to refer cases of recalcitrancy to the 
town authorities. | 

Russia: Catalogues Wanted.—Catalogues and price lists 
are wanted by Bracia Borkowscy, electrotechnical depót, 
Warsaw, Al. Jerozoljmska 56. 

Russia.—Several agents in Warsaw are anxious to secure 
representation there for British manufacturers of electrical 
goods and fittings and high-voltage goods. Application 
should be made to the Board of Trade Commercial Intelli- 
gence Branch in London. 

German Exports to U.S.A.—The President of the Board 
of Trade states (says the Times ") that the imports into 
the United States from Germany were valued at £12,222,000 
in the seven months ended February, a decrease of 48 per 
cent. Imports from the United Kingdom, however, were 
valued at £29,824,000, as compared with .£34,413,000 in the 
earlier period, a decrease of only 13 per cent. Imports from 
Germany, though higher in January, 1915, than in preceding 
months, owing mainly to large imports of dye stuff and fine 
chemicals, were lower than in the corresponding month of 
1914, and showed a heavy decline in February. 


Engineers! War Wages.—The Amalgamated Engineers in 
Ashton-under-Lyne, Stalybridge, Dukinfield and Hyde have 
had their wages advanced 3s. per week on time rates and 74 
per cent. on piece rates, to be recognised as war wages, and 
as due to and dependent upon the existence of the abnormal 


conditions now prevailing in consequence of the war.— 
* Financial Times." 


The Future of British Engineering Trade.—In the course 
of an editorial on ‘‘ War Engineering Organisation and 
Future Trade," the Engineer " writes: That an idea of 
utilising the present war organisation for peace requirements 
is taking root in the minds of manufacturers may be gathered 
from the suggestion put forward by Mr. Arthur Balfour at 
a reoent 5 of the British Foundrymen’s Association 
at Sheffield. r. Balfour, who is a well-known Sheffield 
manufacturer, is clearly one of those who recognise that an 
opportunity has arisen for shaping the destinies of the Bri- 
tish engineering industry, and for striking out on new lines. 
If his advice be followed, then the war, however heavy the 
price to be paid, will not have been wholly valueless. The 
opinion is put forward that Sheffield firms, and the criticism 
applies with equal force to other centres of production, are 
at present handicapped in their organisation by having too 
any articles to make in a single works, and it is recom- 
mended that the existing close co-operation between different 
works should be continued after the war, and that groups 
of manufacturers should work together, the production of 
different commodities being allocated by arrangement among 
the various establishments. Such a proposal is not, of 
course, entirely novel, but it ought to make a special appeal 
at this juncture, when the future of British engineering is 
to a certain extent in the melting-pot, and the industry will 
shortly be face to face with new conditions. There can be 


no question that when Germany realises that her attempt 


to dominate the world by force of arms has resulted in 
failure, she will seek by a fresh and more aggressive cam- 
paign than in the past to retrieve her fallen fortunes in the 
commercial arena. She will, however, start under material 
disadvantages, for by her conduct of the war she has antag- 
onised the whole world and squandered the goodwill in 
overseas markets created by years of patient effort. It will 
be a long time before her manufacturers can hope to live 
down the obloquy her soldiers have brought upon themselves 
. in the field. The interregnum in German commerce thus 
created should be the opportunity of a home industry, which, 
without any slavish imitation of German methods, should 
by then possess many of the advantages of scientific organ- 
isation, and prepared for the adaptation of the new 
machinery of commerce to the needs of consumers.” 

No War Bonuses for Single Men.—A special joint con- 
mittee of the Stoke-on-Trent Federated Council recom- 
mended that a war bonus of 2s. a week be paid to all 
employés of the Corporation receiving 305. a week or less 
and 1s. to employés receiving between 30s. and 40s., the 
recommendation not applying to employés under 21 years of 
age. When the matter was before the Stoke-on-Trent 
Council last week, an amendment was put that the bonus 
should not be given to unmarried men eligible for military 
service, but this was lost, it being stated that Inany single 
men were compelled to remain at their work with the Cor. 
poration and others had mothers to support. Another 
amendment was moved that all single men be excluded 
from bonus benefits, but eventually it was resolved that the 
bonus should not be given to single men except in Cases 
where they were the sole support of one or both parents. 

Labour at War Factories.—The following new regulation 
has been added under the Defence of the Realm Act in rela- 
tion to labour emploved at works where war munitions are 
manufactured:—* 8b. The occupier of a factory ог workshop 
the business carried on in which consists Wholly or mainly 


in engineering, shipbuilding, or the production of arms, 
ammunition or explosives, or of substances required for the 
production thereof, shall not, nor shall any person on behalf 
of the occupier of such factory or workshop, either directly 
or indirectly, by canvassing, advertisement or otherwise, take 
any steps with a view to inducing—(a) any person employed 
in any other factory or workshop, being a person engaged 
on work for arry Government Department or otherwise serv- 
ing war purposes, to leave his employment; or (b) any 
person resident in the United Kingdom at a distance of more 


than ten miles from the occupier’s factory or workshop, to 


accept employment therein, otherwise than by notifying 
vacancies to a Board of Trade Labour Exchange; and in 
the event of any person contravening the provisions of this 
regulation he shall be guilty of an offence against these 
regulations.” . 

' Switchboard Service in Wartime.—We are informed that 
many men have already been enrolled as full-time or part- 
time switchboard attendants to release younger men for 
service in the Army. Electrical engineers willing to assist 
for half-night shifts on alternate nights are wanted in the 
following districts:— Hammersmith, Wandsworth, Tooting, 
Streatham, Clapham, Stockwell, Battersea, Camberwell, 
Holborn, Camden Town, Islington, Mildmay Park, Clapton, 
Hackney, Limehouse, Barking, Poplar, Woolwich, Lewis- 
ham, and Forest Hill. Further particulars can be obtained 
at the offices of *‘ Electrical Engineering.“ 

Roll of Honour.—Private Whiteside, of the 5th King’s 
Own Royal Lancaster Regiment, who has been killed at 
the front, was formerly employed at the Lancaster Elcc- 
tricitv Works. | 

Private Alfred Jones, aged 34 years, of Crewe, who has died 
at the Cambridge Military Hospital from meningitis, served 
for a time at the Salford Electrical Engineering Works, 
under Mr. Donal Fraser. More recently he had been an 
assistant examiner in the Patent Office. 

We regret to learn that Second Lieutenant John Chamber- 
lain, of the South Wales Borderers, is reported wounded. 
Lieut. Chamberlain is well known to many of our readers 
by reason of his connection with Messrs. Chamberlain and 
Hookham, Tubes, Ltd., and various other businesses. We 
are glad to be able to state that up to the time of writing 
he is making favourable progress. 

Engineering readers will, we are sure, join us in express- 
ing sympathy with Professor Archibald Barr, of Glasgow, 
whose second son, Lieut. J. Y. Barr (B.A., Oxford) was 
Кеа in action on April 25th at the age of 23 years. 

Private J. Burns, formerly employed by the St. Helens 
Cable Co., has been'at the Base Camp, Havre, for some 
5 time, suffering from a frost-bitten and septic 
oot. 

Personal.—Last Tuesday's ‘* London Gazette“ contained 
the following appointment:—Territorial Force—No. 4 Elec- 
tric Lights Companv, Devonshire (Fortress) Engineers: 
George Owen Tipping to be Second Lieutenant. May 5th. 


—— MÀ 
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BUSINESS NOTES. 


Book Notices.—Model Power Boats. Ву Е. W. 
Hobbe. London: Percival Marshall & Co. Price 5s. net.—So far 
as we are aware, this volume is unique in soope, and certainly its 
excellence entitles it to become the standard treatise on & subjeet 
which is as important from the scientific and technical standpoint 
as from its social and sporting interest. The building of model 
boats of every description and the determination of their excellence 
of design by speed: trials constitutes a useful method of naval 
architecture and researoh. 

This the author clearly recognises, and emphasises it by devoting 
great attention to the naval architecture of small oraft, and tbe 
treatment he gives to the subject is such that those who wish to 
build and run their vessels on thoroughly scientific lines will find 
all the necessary information herein. Those who do not feel 
disposed to take their sport so seriously will yet find the 
"theoretical" sections of the book helpful in explaining facts 
which could only be learned otherwise by costly experience, while 
the exclusively practical chapters will be of interest to every 
reader engaged in model boat work or contemplating its perform- 
ance—whether professionally or as a hobby. After а brief 
historical survey o? model power boating and a review of the 
sporting and social aspects of the pastime, the author illustrates 
and describes over 30 different olastes of models and explains the 
merits of each. Chapter III, explaining how and why a boat 
floats upright and how this result. may be secured, should save 
many painful experiences of oertain phases of application of 
Archimedes’ principle. The next chapter deale with resistance 
and propulsion in sufficient detail to enable the reader to design 
his boat on rational lines, the precise steps to be taken being set 
out in the next chapter. Alternative methods of hull construction 
are then discussed ; the reader is left free to adopt whatever type 
and size of vessel he desires, and is given all the information 
necessary to enable bim to carry his ideas to a successful issue. - 
The next five chapters deal with the power equipment of the 
vessel. The general construction, method of working, merits and 
selection of steam engines, boilere, burners, petrol engines and 
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electrico motors are described and’ liberally illustrated. It is 
interesting to note that small steam engines are rated by watts, 
and this convenient power unit is adopted in many other parts of 
the book. The treatment of airy moon for propelling por- 
poses is very elementary, but possibly sufficient ; the possibilities 
of nickel ашаса should surely be mentioned. Deck fittings 
and the fitting-out of models, on which арреагапое and success во 
much depend, form the subjects of two chapters, and the work 
is terminated by an excellent chapter on power boat racing and a 
gloesary of technical terms, 

Improved Four-Figure Logarithm Table, By G. C. MoLaren 
London: Cambridge University Press. Price ls. 6d. net.—The 
arrangement of the tables in this work is excellent; with the aid 
of а thumb-index, and well-chosen spacing of the lines, the log of 
any number can be found in a few seconds. The printing and 
paper are equally satisfactory, Difference columns, which form an 
essential feature of some so-called “ four-figure tables, and which 
are an unmitigated nuisance in use, are here dispensed with, three 
figures being in the first column and the fourth at the top of the 
page. The author has introduced an improvement to surmount 
the difficulty due to approximation in the fourth figure; the 
log of 5024, for instance, to six places is 701050; in 
а four-figure table, shall it be entered as 7010 or 7011? 
The author writes 7010. in this case, and for the log 
of 5023 (700963) he writes 7009 :, the single dot representing 
"about one-third” and the double dot “about two-thirds,” and 
being taken into account accordingly in the use of the tables. He 
claims that thie reduces the possible error in the fourth tigure 
from 5 to 1, a8 compared with ordinary four-figure tables. 

This may be true; time does not permit of our working out the 
large number of examples necessary to verify the etatement, but it 
is clear that a closer approximation can be obtained in this way. 
Another innovation seems to us somewhat risky. In order to 
facilitate the use of logs by those whose mathematical knowledge 
is of the scantiest, Mr. McLaren dispenses almost entirely with the 
use of the index, and works only with tne mantissa, the position 
of the decimal point being found by inspection. Up toa point 
this is quite feasible, but it limits the range of operations to multi- 
plication and division—the user would be at sea in finding the root 
of a fraction, and even in multiplying or dividing decimal fractions 
it is easy to fall into error. 

Reid's Handy Colliery Guide. Newcastle-on-Tyne: Andrew 
Reid & Co., Ltd. Price 2s, td.—This is a new edition of a guide and 
directory to the coal industries of the North of England (North- 
umberland, Durham and Yorkshire). It contains a map showing 
the collieries, railways and stations in these three counties, also a 
copy of the Coal Mines Act, 1911, with various statutory rules and 
ordera iasued since that Act came into force, The collieries are 
particularised, in tabular form, as to company, colliery, situation 
and station, agent, manager, and engineer, and in other sections 
alphabefical lists appear of agents, managers, and fitters. The 
special rules relating to the use of electricity in mines are given 
in full. Some pages of miscellaneous information, formula, &c., 
by T. R. Blackett, occupy the closing pages. 


* Journal of the Institution of Electrical Engineers.” Vol, LIII, 
No. 247. Мау 1st, 1915. Price 3s, 6d.— This issue contains papers 
on The Power Sapply of the Central Mining-Rand Mines Group," 
by J. H. Rider, and Methods of Testing the Scherbius Com- 
pensator," by A. A. Ahmed. 

" Bulletin de la Société Internationale des Electriciens.” Vol, 
V, No. 41. April, 1915. Paris: Gauthier-Villars. Price 3 fr. 

^ Journal of the Tramways and Light Railways Association," 
London: Caxton House.—The April number contains a full report 
of the House of Lords’ Judgment in the case of The L.C.C. v, 
Islington Assessment Committee. 

“The Year-Book of Wireless Telegraphy and Telephony.“ 
London : The Wireless Press, Ltd. Price 3s. 6d. net. 

Messrs. William Hodge & Co. announce the early publication of 
a Supplement to " The Law of Contract during War," by Prof. 
W. F. Trotter, bringing the law up-to-date. 


1915. 


A Minister of Commerce.—At the annual meeting of 
the Association of Trade Protection Societies of the United Kingdom, 
which is to take place in London on Tuesday and Wednesday next, 
several resolutions will be submitted, agitating either for a Minister 
of Commerce, or for a special Government department charged with 
trade, industry and commerce only. It is proposed to forward to 
the Prime Minister and the President of the Board of Trade the 
expressed hope of the Association that even while the war is pro- 
ceeding such a department may be organised. The Association 
aske that a Minister of Commerce shall be appointed to maintain 
relations with British Consuls abroad, with a view to increasing 
the export of British manufactures, and that British Consuls in all 
important countries should be British subjects, with instructions 
d make frequent reports on trading requirements to the said 

inister. 


American Foreign Trade. —Reuter's agent in Wash- 
ing ton states (according to the Finuncial Timex) that commercial 
experts in New York and Washington are at present deeply 
engrossed in the question of the possibility of domestic manufac- 
turers forming combinations of selling agencies abroad for the pro- 
motion of foreign trade, It is believed that sucha selling agency 
plan, a detailed arrangement of which has recently been drawn up 
and recommended by the Advisory Committee of the United States 
Chamber of Commerce, is indispensable to the growth of American 
commerce on an international basie, 


Private Arrangements,—ALLEN & GROSSE, LTD., 
electrical engineers, Queen Street, Belfast.— A meeting of the creditors 
was held on April 27th, in Belfast, when a statement of affairs was 
submitted, showing liabilities £1,763, and assets estimated to pro- 
duce £712. After allowing £25 for the claims of preferential 
creditors, the net assets amounted to £687, an apparent deficiency 
being disclosed of £1,077. It was reported that the company was 
formed about three and a half years ago, but had only traded with 
success during the first 12 months, and for the past two and a half 
years it had been working at a serious loss. А lengthy 
discussion ensued, and no resolution was passed, but it was sug- 
gested and arranged that three of the creditors present should look 
into the assets and report to an adjourned meeting. The following 
are creditors :— 


Albion Electric Stores. „ £14 Newtons, Ltd. 2 zs . 499 
Brotherton Tubes & Conduits, Pritchetta & Gold, Ltd... .. 185 

а. Wa e» A ма Veritys, Ltd. vx РК б 38 
W. T. Glover & Oo., Ltd. 2s 94 . Fieldiog & Platt, Ltd. . 149 
М. О.С. Electrical Co. .. su 30 


FARDON & CARPENTER, LTD., electrical engineers, 4, Maiden- 
guns Court, London, E.C.—The following are among the creditors 
erein :— 


Lydall & Bon E бА .. £15 Pfeil & Co. sx i .. £19 
Allan Bros. .. ut 5 НИ 17 Rollett, N., & Co... bx pa 73 
Elika Brgmlampa. Nuremberg 18 Sterling Telephone Co... ae 12 
Grevener, J. and III. .. 21 BSchwatfe, F., & Со. së m 80 
General Accessories Co., Ltd. 13 Directors' fees sie .. 163 
Grothe Bohn, A. .. ss oe 23 Solicitors’ costa .. T 29 
Oldham & Willy .. .. .. B8 Renn... .. 16 
Holloway Foundry ne 2 17 Eleotric light E - i 19 
Odhams, & and G. T un 23 Salaries 44 ES "S 825 13 


Electrical Wholesalers’ Federation.— An interesting 
registration notice appears in our New Companies Registered 
section to-day. The Electrical Wholesalers’ Federation, Ltd., has 
been formed for a number of purposes there set forth, with offices 
at Amberley House, Norfolk Street, Strand, W.O. The number of 
members is declared not to exceed 100, but the Committee may 
register an increase, The subscribers who constitute the pro- 
visional Committee аге :—Messre. M. Beales, Е. Pooley, R. W. 
Smith, Е. S. Smith, and А G. Beaver, all of London; P. L. Davies, 


‘of Liverpool; and G. O. Donovan, of Birmingham. 


Bankruptcy Proceedings.—G. Burcess (Granville 
Burgess & Co.), electrical engineer, 27, Museum Chambers, Bary 
Street, W.C.—A first and final dividend of 114d. in the & is pay- 
able on May 7th, at Bankruptcy Buildings, W.C. 


Patent Restoration.—An order has been made for 
the restoration of Patent No. 26,034 of 1909, for " Improvements 
in means for imparting stability to unstable bodies,” granted to 
Louis Brennan, 


Cheltenham Electricity Department.—The address 
of this department is now:—Maunicipal Offices, Promenade, 
Cheltenham, The telephone number of the offices will be 1001, 
and for the works, as before, 106. ` 


Catalogues and Lists.—T#eE Laxanoxs-Davies Moron 
Co., LTD., of 110, Cannon Street, London, E.C., has issued a handy 
pocket memoranda book, containing insurance coupon, and a 
number of useful tables. Standard sizes and types of the firm's 
motors are particularised aleo in tabular form. 

K. & W.” Soap Fountain Co., 8, Bream's Buildings, London, 
E.C.—Particulars of their liquid soap fountains, which are used in 
many workshops with economical results—the soap cannot be left 
in the water or stolen. | 

CAMERON SALES ORGANISATION, 9-10, Southampton Street, 
London, W.C.—Kight-page illustrated and descriptive price list of 
White Cross " electric vibratora, 

Messrs. BENJAMIN ELECTRIC, LTD, 14, Rosabery Avenue, 
London, E.C.—Illustrated leaflet describing a new Benjamin half- 
watt reflector for lamps up to 500 watte. The company announces . 
an advance of 10 per cent. in the prices appearing in this 
circular, also in those appearing in their 1,5 catalogue (excepting 
Section 4). 

Messrs, E. 8S. HINDLEY & Sons, Bourton, Dorset. — Illustrated 
leaflet describing their vertical oil engines for electric lighting, and 
their two-crank compound enclosed steam engine. 

MEssks, FIELDING & PLATT, LTD., Gloucester.— Eight- page illus- 
trated pamphlet describing the Fielding semi-Diesel crude oil 
engine. The firm makes engines ranging from 11 B. H. v. to 
300 B. H. P. 

Messrs. DONOVAN & Co., 47, Cornwall Street, Birmingham.— 
Eight-page pamphlet, setting out prices of a large variety of 
electrical accessories, fittings, bells, batteries, cables, starters, Ac. 


L. C. C. Contract Prices, —This week's agenda of the 
L.C.C. contains the following:—''Regulation No. 662 provides 
that, in cases in which the publication of the estimated value of 
a contract for stores, &c., msy lead to the disclosure of the indi- 
vidual price or prices quoted, the particulars, instead of being in- 
cluded in the report of the Stores and Contracts Committee, shall 
be laid on the table for the information of members, The con- 
siderations which led the Council to make this regulation appear 
to apply equally to the stores, &c., purchased through the High- 
ways Committee, and we recommend :—' That Regulation No. 66” 
be amended by the insertion before the word Stores of the words 
'Highweys Committee or the’; and that the regulation, as 80 
amended, be approved," 
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Liquidations. — Harrow Roap AND PADDINGTON 
Tramways Co., Ltp.—A meeting will be held on May 31st at 
2 and 3, Norfolk Street, W.C., to hear an acoount of the winding 
up from the liquidator, Mr. A. R. Abbott. 

RAPID LIGHT CONTROLLING SYNDICATE, LTD.— À meeting will 
be held on May 31st at 7, Victoria Street, S.W., to hear an account 
of the winding up from the liquidator, Mr. R. H. Pritchard. 

ELECTRIC RAILWAY SIGNALLING SYNDICATE. LTD.—This com- 
pany is winding up voluntarily, with Mr. C. F. Palmer, of 1, Broad 
Street Avenue, E.C., as liquidator. 


Trade Announcements.—Mr. С. BRAULIK, 8, Lambeth 
Hill, London, E.C., has been appointed sole selling agent for the 
United Kingdom and British export of a quick water heater for 
washstands patented by Н. Löfquist, of Stockholm. We have 
received an illustrated leafiet describing the apparatus. 


Messgs. FIELD & Co., electricians, have opened premises in 


Station Street, Burton-on-Trent, ; 

Premiae1 at 38, Southport Street, Barnstaple, have been taken by 
Mr. F. BICKFORD. electrical engineer. 

Mn. Hanson Perry, electrical engineer, of Douglas, Isle of 
Man, has removed his offices to Cronkbourne Road. His stores 
remain at 28, North Quay. 


Prices Advance. — Messes. G. Sr. JOHN Day 
(PATENTS) LTD., of Oldham, announce that owing to material 


and labour costs having advanced, their prices are increased by 10 per 
cent. from May 2nd. | 


LIGHTING and POWER NOTES. 


Aberdeen.—According to a statement by the city elec- 
trical engineer, 34 men ef the department have enlisted, and to 
prepare for next winter, and to keep the works running it has been 
necessary to train the clerical staff as switchboard attendants. The 
number of power consumere since the opening of the war bas 
increased by 17, aud over half a million more units were generated 
during the first seven months of the war as compared with the 
returns of the corresponding period in the previous year. 


Acton.—PRICE INcREASE.— The Chamber of Commerce 
has lodged with the U.D.C. a protest against a proposed 10 per 
oent. increase in the charges for current by the Metropolitan 


Electric Supply Oo., it being pointed out that the legal maximum 


oharges were ‘already being paid. The Council has decided to 
point out to the company that an increase of 10 per cent. would 
press somewhat hardly on consumers, and suggest that any 
increase should not exceed 5 per cent. 


Australia.— The Electricity Committee of the Sydney 
Municipal Oouncil recommends that, as the replacement parts for 
the steam turbine, which broke down in June, 1914, are being fixed 
in place, the order on the British Westinghouse Co. for a complete 
turbine be cancelled, and the company compensated for the loss. 

The ratepayers of Warragul, Vic., are to consider the advisability 
of installing electric light and the extension of the Gas Co.'s 
contract has been deferred pending the result; in the meantime 
the engineer has been instructed to secure the site for a power 
house.— 7enders. 

The Poowong and Jeetho (Vic.) Shire Council has appointed 
Mr. V. J. Crowley, of Melbourne, to report upon the electric 
lighting scheme of Korumburra and to supervise the complete 
overhaul of the plant.—A. M. Standard. 


Barking. — PRoroseD Loaw.— The U.D.C. having 
applied for a loan of £18,000 for electricity purposes, the L.G.B. 
has intimated that unless the expenditure is necessary for military 
purposes, it would be unable to sanction a loan at the present time. 
The Council has requested the L.G.B. to hold a local inquiry with 
regard to the loan. 


Basingstoke. — Loan; Sanction. — The L.G.B. has 
sanctioned a loan of £4,100 to enable the T.C. to extend the mains 
to the works of Мевагв. Thornycroft. The cables are also to be 
extended to the works of Messrs. Mussellwhite, at Eastrop. 


Blachburn.—Yxan's WorKING.—The surplus profit on 
the year's working of the electricity department, amounts to 
$2,348, compared with £5,037 last year, Sales of energy realised 
£43,334, or £1,103 less than last year. Generation of electricity 
cost 513.798, or £376 less than last year; distribution £2,938, 
being £270 more; lamps, fittings and motors £2,831, £406 more ; 
rates and taxes £2,481, £56 more; and management expenses 
£2,437, or £62 more. 

The Corporation has given formal notice that application has 
been made to the B. of T. for consent to erect a generating station 
at Rishton. 


Black Rock (Co. Dublin).—E.L. ScuEgxE.— The 
U.D.C. has received the Local Government Board's sanction to its 
electric lighting scheme, and will proceed with it on securing 
Treasury sanction for borrowing the necessary funde. 


* 


Bootle,—BuLk SuPPLy.—The T.C. has applied to the 
B. of T. for oongent to supply current in bulk to the Liverpool 
District Lighting Co., Ltd., and the В, of T. has intimated its 
intention to make the necessary order. 


Bridlington.—Reruse DrsTRUCTOR.— The Т.С. has 
deoided to renew ite application to the L.G.B. for an inquiry to be 
held relative to the provision of a refuse destructor for the town. 


Chelmsford.—SuccxEsTED E. L. PURCHASE, &0.— The T.C, 
has accepted a rebate of £200 on the public lighting contract from 
the Electric Supply Corporation in respect of restrioted lighting, 
and has referred the question of any further reduction to a Sub- 
Committee. The Lighting Committee is to consider the question 
of exercising the option of purchasing the undertaking of the 
Electric Supply Corporation, for which formal notice has to Ба 
sarved before January 20th next. 


Colne.—For the year ended March 31st, there was an 


inorease of 95,679 units in the quantity of electricity sold as com- 
pared with the previous year. 


Connah's Quay.—Prov. Orper.—The U.D.O. has 
been informed that the B. of T. will not extend the area of supply 
under the prov. order for E.L. beyond the Counoil's district, and 
that the order was being made upon that condition. 


Continental.—Russri..— Messrs. Siemens & Halske 
hold the contract for electrically lighting the town of Voronezh, 
The town is going to use ita option of buying the company out on 
November 23rd this year, and will build its own electric station 
for lighting and traction, and raise a loan of 1,025,000 roubles for 


кее and other purposes, It intends to reconstruct the old electrical 
station. 


Coventry.—VEAB'S WorRKING.—The annual report of 
the electricity department shows that the revenue for the past 
year amounted to £77,913, as compared with £71,207 in the 
previous year. The net profit on the year's working was £22,829, 
as against £21,749 in the previous year. The Committee recom- 
mends that £6,000 be transferred for the relief of rates. The 
total number of units sold increased from 16,508,338 to 20,249,018, 
an inorease of 3,740,680.— Birmingham Daily Post. 


Derby.—Prorosep Loans.—The E.L. Committee of 
the Т.О. recommends application to the L.G.B. for sanction to loans 
of £3,488 for mains, and £569 for motors, already expended ; and 
for £1,000 additional for mains and motors for supplies for war 
purposes only. | 


Dublin.—Basing its calculations оп the probable prices, 
the Corporation Improvements Committee has reported that 
£2,700 will be required during the ensuing year for coal, and 
£5,000 for electricity—a total of £7,700 against the Corporation 
provision of £6,000. 


Eccles.—The Watch Committee has asked the Town 
Clerk and the borough electrical engineer to report on the sugges- 
tion by H.M. Inspector of Factories respecting the desirability of 
electrio wiring and fittings, installed in factories by private eleo- 
triciane, being inspected and approved by the borough electrical 
eugineer or other responsible official. 


Edinburgh.—Yerar’s EsTIMATES.—The estimated ex- 
penditure by the Corporation lighting department for the ensuing 
year is £39,745, a decrease of £3,595 as compared with the net 
expenditure last year. The decrease is due mainly to the expected 
saving in respect of the restricted lighting of the city streets— 
the eums estimated with respect to electric and gas lamps being in 
each case £1,440 less than last year. 

It was reported to the Electric Lighting Committee of the 
Corporation that the draft provisional estimates for the coming 
year showed a deficit of over £5,000. This was more than 
accounted for by the increased coal bill, which had gone up by 
£10,000. The Committee at its next meeting will consider 
whether the estimated deficit is to be made up by inoreasing the 
charges or otherwise, 

According to a Glasgow paper, the Electrio Lighting Committee 
has received inquiries as to the oost of energy for charging 
electric vehicles, and has decided to recommend that the oharge be 
1d. ver unit, as the accumulators would be oharged during the 
night. А «xm S Со 


Erith.—BvLk SUPPLY, &c.—The West Kent Electric 
Со. has applied to the U.D.C. for terms for a bulk supply of current 
for lighting 200 cottages to beerected in Colyer's Lane. The Council 
has referred the matter to the chairman, olerk, and engineer to 
take such steps as they may deem necessary. The engineer having 
reported that the question of extending the generating plant was 
becoming a matter of some urgency, has been instructed to sub- 
mit a report, including a comparative statement showing the con- 
sumption by power consumers during the past four or five years, 
and his observations in connection with the probability of bulk 
supplies in the district. 


Haslingden.—Loax Sanction.—The  L.G.B. has 


sanctioned the borrowing of £4,600 for mains and special trench 
work, and £2,770 for services, switchgear and transformers, 


Heywood.—INcREASED PRICES.—Àn advance of 10 per 
cent. in charges for electricity came into operation last week, 


ie increase being necessary in consequence of the high price of 
el. 
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Hiford.— Evuctric Сол, Wacon.—The electrical 
engineer in a report favours the purchase of an electric vehicle for 
the cartage of coal, but before making a recommendation on the 
subject, the Lighting Committee has arranged for an inspection. 
The Committee has adjourned consideration of certain new tariffs. 
The department's showroom in High Road has been closed, and 
since adapted for use as а sub-office for inquiries.  ' 


Keighley.—At а meeting of the T.C. last week, 
reference was made to the economies being adopted with 
regard to expenditure on municipal undertakings. In regard to 
the electricity department it was stated that threequarters of the 
consumers on the mains were engaged on Government work, and 
owing to this fact and the constantly increasing demands upon 
the supply, the month of March showed an increase in revenue of 
£500, as compared with the corresponding period of 1914. 


Kingston-on-Thames. — IxcREA8ED Prices. — The 
town clerk reports that in view of the recent decision of the 
Council not to accept a recommendation of the Lighting Committee 
that no alteration should be made in the rate of charge for 
current supplied for heating, cooking and fixed motors, the rate 
for such purposes would now be 133d. per unit. The L.G.B. has 
requested to be furnished with particulars of the excess expendi- 


ture amounting to £5,792 on loans already sanctioned for purposes 
of electric lighting. 


Kingstown.—The electrical engineer, Mr. J. P. Tierney, 
has been directed by the Council to submit alternative schemes for 


a generating station in connection with the electricity supply 
scheme, | 


London.—BEnx0oNpsEv, —The Eiectricity Committee, on 
the report of the engineer, recommends that the stokers of the 
three Howden boilers at the electricity works be replaced by ohain- 
grate stokers, and that the offer of Messrs. Bennis & Co. for the 
supply of auch grates be accepted. The engineer considers that 
with the increased boiler power the question of obtaining a bulk 
supply can be postponed for another year. 

L.C.C.—The Finance Committee recommends that the Council 
sanction the borrowing by the Battersea B.C. of £9.000 for the 
electricity undertaking, viz, £6,050 for mains, £1,176 for house 
services, and £1,774 for meters ; also £15,000 for electricity mains 
by the Stepney B.C. 

Sanction is also recommended to the borrowing by the Woolwich 
B.C. of £35,000, being £9,000 for buildings and £26,000 for eleo- 
trical plant, providing the B.C. agrees that the balance remaining 
at April Ist, 1920, in respect of loans originally granted for 42 
years for the old plant, should be repaid in half the period unex- 
pired at that date. . 

The London Education Committee proposes to install electric 
power at the Aristotle Road (Clapham) metal work centre for 
driving the machinery. 

The Holborn B.C. Works Committee has decided in connection 
with the reduced street lighting that no further steps can be 
taken to modify the street lighting charges by the Metropolitan 
E.S. Co., which has expressed its disinclination, for certain 
reasons, to interfere with the terms of the contract, which is a 
10 years’ one. 


Malvern.—INcREASED PRICES.—In view of the increased 


cost of production, the U.D.C. has advanced the price of current by 
ld. per unit. 


Manchester.—INcREAsED PRICES.— Ordinary consumers 
of electricity, as distinct from large consumers whose payments 
for current are regulated by a sliding scale, are to be charged an 
increase of 10 per cent. for light, and users of power an increase 
of 15 per cent. Consumers who are under the Norwich gystem and 
are charged 124 per cent. on the assessable value of their houses, 
with the price of the unit in addition, will pay 15 per cent. iu 
future. It will be remembered that & hint was dropped recently 
that increased charges would be necessary owing to the increased 
cost of coal and labour. 


Merthyr Tydfil,—The Electric Traction and Lighting 
Co., Ltd., has applied to the B. of T. for consent to the use of 
overhead lines in the district for the transmission of energy at a 
pressure of 11,000 volts. 


Mirtield,—INcREASED PnicEs.—O wing to the increased 


cost, the U.D.C. has advanced the price of energy for power and 
street lighting by 10 per cent. 


Nelson,—YEAR’s WonkiNG.—The electricity depart- 
ment has made a net profit during the past year of £1,138, as 
against an estimated profit of £1,420. In view of the circum- 
stances, the result is regarded as most gratifying, and constitutes a 
reoord for the department, excepting only the returns for 1913-14. 


Northampton. — ProrosEp Power Sration.— The 
Northampton Electric Light and Power Co., Ltd., has made an 
application to the B. of T. for consent to the construction of a 
generating etation at Far Cotton, one of the growing suburbs of 
the town. The aite ів on the river and near two railways. The 
disadvantage of the present station is that it is in such a position 
that a railway siding cannot be constructed. 


Nuneaton.—Rate RELIEF.—The T.C. has decided to 


contribute £500 out of the past year's profits on the electricity 
undertaking towards relief of rates, 


Rugby.—The U. D. C. has sanctioned the laying of E.I. 


cable in new streets off the Lodge Estate, at an estimated cost of 
£300. 


Salford.—ProposEp Loans.—The Electricity Com- 
mittee has directed application to be made to the L.G.B. for a 
further sanction to borrow £5,466 to cover capital expenditure 
incurred in connection with the undertaking since March 12th 
last, in respect of loans sanctioned by the Board prior to that date. 


Southampton.— The price for charging electric vehicle 
batteries has been fixed at 14d. per unit. It has become necessary 
to increase the mains in the northern district at a cost of approxi- 
mately £500, and the purchase of the necessary cable has been 
on in the hands of the engineer and chairman of the Electricity 

ommittee. 


Stoke-on-Trent.—INcREASED PRICES.—Àn advance of 
10 per cent. in the charges for current has been made by the T.C. 


Waterford.—L.G.B. Inqury.—An inquiry into an 
application by the Corporation for a loan of £30,000 for the 
purpose of carrying out, the electric lighting project, was held at 
the City Hall last week.— Freeman's Journal, 


| \ 

Wharfedale.— At the last meeting of the Guiseley District 
Counoil, in view of the withdrawal of the Yorkshire Electrio Power 
Bill, it was suggested that the time was now opportune to make 
some arrangements for the supply of electricity from a municipality 
at present owning electricity works, or a privately-owned power 
company, or for the combined District Councils to manufacture 
current themeelves. It was agreed that the Guiseley Council 
should convene a conference of adjacent District Councils to asoer- 
tain the position occupied by them with respect to any lighting 
order that might be in existenoe. 


— —uv— — — — = -———— — 


TRAMWAY and RAILWAY NOTES. 


Blackburn.—YeEAR’s WonkiNG.—In the tramways 
department the surplus profit for the year just closed is £1,572, 
against £4,011 in the previous year. Traffic revenue amounted 
to £65,158, a decrease of £3,034. Excluding Accrington borough, 
the mileage was 1,121,769, or 27,693 miles fewer than in the pre- 
vious year, and the mileage run in Accrington was 65,014. The 
passengers carried numbered 12,223,569, against 12,731,532 in the 
previous year. | 


Bournemouth.—YEAR’s WoRKING.—The annual report 
of the Corporation tramways shows a net profit for the year of 
£10,350. The total traffic receipts for the year ended March 31st 
were £102 346, being a decrease of £2,623 on the previous year. 
Up to the declaration of war in August, the receipts were above 
the average, and a profit of £20,000 was fully anticipated. The 
year's net profit would have been much larger but for the fact that 
from August to March 31st £2,352 was paid as contributions 
towards the members of the staff who joined the forces. Daily 
Telegraph. | 


Bury.—CaniAGE oF Goops.—At the recent meeting of 
the Associated Chambers of Commerce a resolution was brought 
forward by the Bury Chamber expressing the view that oon- 
giderable commercial advantage would accrue through the ultisation 
of municipal tramways for the carriage of goods, and recom- 
mending individual chambers to further their use. It is now 
announced that the Bury tramways manager has favourably con- 
sidered the proposal, and is prepared to give information to persons 
wishing to use the tramways in the way suggested. 


Chester,—Tramway Trarrios.—For the year ended 
March 25th there was an increase in the receipts from the tram- 
ways of £141, the increase in the number of passengers being 
58,045. 

The Tramways Committee has decided that no more men of 
serviceable age shall be engaged as conductors unless it be proved 
that they have been rejected or incapacitated for service in 
H.M. Forces. 


For the time being, at any rate, the Tramways Committee has 
decided not to appoint women as tram conductors, 


Colne,—Yran's WorKING.—The total revenue of the 
tramways for the year just ended amounted to £13,188, or 10'6d. 
per car-mile. The receipts amounted to £13,082, a decrease of 
£1,606, compared with the previous year; the passengers carried 
numbered 2,363,113, and the cara ran 26,021 miles, The greater 
portion of the decrease in receipts is attributed to the war. 


Dundee.—At a meeting of the Corporation Tramway 
Committee it was stated that the revenue would be £1,500 less 
than last year, and that, due to the war bonus and payments to the 
dependents and enlisted men, the expenditure would be increased 
by that amount. 
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Eccles.—The Т.О. has entered into an arrangement with 
the Salford Corporation, under which the latter, for the sum of 
£800, will repair the whole of the tramway overhead electrical 
equipment in the borough, and for a payment of £35 per mile of 
single trolley wire per annum, in addition to cost of new material 
provided, less value of scrap received, maintain the overhead equip- 
ment for а period of 10 years from April Ist, 1915. 


Haslingden.—Yerar’s WonkiNG.—The traffic receipts 
of the tramways during the year ended March 31st amounted to 
£7,965, compared with £8,489 for the previous year, a decrease of 
£524. The mileage run was reduced by 5,625 miles. 

The ohairman and vice-chairman of the Tramways Committee 
are to consider and report upon the purchase of a new motor tower 
wagon or a vehicle suitable for conversion. 


Leeds.—War BoNvsES.—The General Purposes Com- 
mittee, on Monday, considered an application from members of 
the Tramwaymen's Union in the service of the Corporation for 
an increase of war bonuses now being paid under the Corporation 
scheme. The Committee declined to accede to the request, and 
took the view that the present scale of allowances is adequate. 


London (L. C. C.).— According to the Evening News, 
dissatisfaction is reported amongst the men working on the L.O.C. 
tramways, and a mass meeting is being called for May 15th. The 
wages agreement under which the men are working expires on 
June 26th. Very few of the drivers and conductors benefit from 
сек bonus given to L. C. C. employés earning less than 308, a 
week, 


Nelson,—Y*ran's Workinc.—Dnuring the past year the 
net profit yielded by the light railways was £314, as against an 
estimated profit of £828. In his apnual report, Mr. Naylor 
(manager) states that, in view of the outlook, the proposed venture 
with regard to railless traction has been left in abeyance, 


Salford. — FEMALE Lasour.—The Tramways Committee 
has decided to employ 16 women as car conductors as an experi- 
ment, They will work six hours a day, and will be paid the 
standard rate of wages. Women washers are to be employed for 
day work at the depó*, so as to liberate men for night work. 

The local branch of the Tramway Workers’ Union has adopted a 
resolution to the effect that the members will not entertain the 
question of female labour in Salford, and that they will refuse 
to work with women. The matter was to be considered on Tuesday 
at а meeting of the Tramways Committee. 


TELEGRAPH and TELEPHONE NOTES. 


Austro-Spanish Wireless.—Since March 22nd a radio- 
telegraphic service has been established between the Austrian 
wireless station at Trieste and the Spanish station at Barcelona. 
The tariff is 29 centimes per word. 


Russia.— The Minister of the Interior has prepared an 
instruction on the order for levying & single tax on telephones in 
Ruseia, except on such apparatus as have been installed for free 
use, and also excepting Finland. The tax amounts to 10 roubles 
for each apparatus. For supplementary apparatus, no matter how 
many, the same rate must be paid. In case of transfer of apparatus 
the most recent user becomes responsible for the tax. 


Spain.—The Spanish National Sabmarine Telegraph Co., 
owing to the expiration of its concessions for submarine cables, is 
in liquidation.—Juwrnal Telégraphique. 


Wireless Telegraphy.—It is reported from New York 
that plans are being prepared by experte of the U.S. Navy Depart- 
ment for the establishment of a wireless telegraph station at Ca 
Cod, which will be equipped with an apparatus speoially designed 
to give assistance to ships groping their way up and down the 
Atlantio during dense fogs. The apparatus, although of foreign 
origin, has been perfected by an American naval officer in such a 
way that it will, it is claimed, be possible to locate a calling ship 
by the measurement of the radio waves and the assistance of a 
compass. 

The Australian Government is making arrangements to equip 
the trans-Continental railway works with four wireless plants, so 
as to enable the working parties to keep in touch with each other, 
and thus avoid delays. The sets have been designed by the 
Commonwealth engineer for radiotelegraphy (Mr. Balsillie). Each 
will have a range of about 150 miles, but will rarely be required 
to work over more than 20 to 30 miles.— Z. and T. Age. 


Wireless Telephony.—Some time ago the Japanese 
Department of Communications established & system of wireless 
telephonic communication between Toba, in the Province of Shima, 
and the Island of Ishijima. The service having proved extremely 
useful to shipping, it is reported that the Department has decided 
to establish wireless telephone stations at five other porta, the 


range of communication in each case being between 40 and 50 


miles. " 


OPEN and CLOSED. 


OPEN. 


Argentina. — For the first section of the National 
College at Salta (cost £31,300) an electrical installation and tele- 
phones will be required, and public tenders are to be invited by 
the Direccion General for carrying out the works. 


Australia.—M ELBpovuRNE.—Msay 18th. Four 250-K. v. A. 
three-phase transformers; 9,680 yards 05 sq. in., three-core, lead- 
covered cable, for the City Council See ‘Official Notices" 
April 30th. | 

May 19th. Victorian Railways. Meters, coasting recorders or 
other energy-checking devices for train operation on the multiple- 
unit system, D.C., 1,500 volts, See "Official Notices. April 30th. 

Jane 15th, City Council. Four mechanically-fired boilers, one 
turbine-driven boiler-feed pump, two fuel economisers, circulating 
water pumps. City Electrical Engineer. Specifications from 
Messrs. Mollwraith, McEacharn & Co., Ltd., London, E.C. 

SYDNEY.—June 16th. Deputy P.M.G. 400 Morse sounders, 
American pony pattern. (Schedule No, 449.)* | 

July 19th. Manicipal Connoil. One or two 12,000-Kw. turbo- 
alternators (Contract No. 363). А оору of the specification can 
be obtained from the City Electrical Engineer, Sydney. 

July 19th. Steel towers for 33,000-volt transmission line. . 


CONTRACTS 


Specification (10a. 6d.) at E.L. Department, Town Hall. 


ToowooMBA.—June 7th. 480-volt D.C. electrically-driven oen- 
trifugal well-sinking pump, 30,000 gallons per hour, against a 
head of 200 ft. max. Deposit 24 per cent. City Engineer. 

Specifications for the items marked * can be seen at the B. of T. 
Commercial Intelligenoe Branch in London. 


China.—SHANGHaI.—May 20th. 2,600 yards of three- 
core E.H.T. armoured cable, and 79 three-phase induction motors, 
for the Municipal Council, $3e ' Official Notices to-day. 


Darlington.— May 20th. Corporation. 
denser water pipes. See "Official Notices to-day. 


Dover.—May 18th. Six electric vehicles, for the T.C. 
See ‘ Official Notices " to-day. | 


Finchley.—May 31st. U. D.C. Wiring, for light, 100 
workmen’s dwellings. See Official Notices " to-day. 


France,—The Administration des Chemins de fer de 
l'Etat, Paris, wants 46 А.С. motors of 10, 16 and 20 xw., for the new 
workshops of Sotteville ; particulars from the Bureaux du Service 
Electrique (1r9 division), 43, Rue de Rome, on Tuesdays and 
Fridays, 3 to 6 p.m., up to May 14th. The Administration also 
wants motor-compressors for railway automobiles; particulars 
from the Bureaux du Service Electrique (3e division), 72, Rue de 
Rome, between the same hours, up to May 17th.— La Lumière 
Electrique. 


Leeds. — May 26th. Corporation. Steam, feed and 
water pipes, See ‘‘ Official Notices to-day. 


Leigh (Lancs.).—May 21st. One vertical tube boiler, 
one 250. K w. rotary converter or motor converter, one switch panel, 
for the Borough Electricity Committee, See "Official Notices 
April 30th. 


London.—May 12th. L.C.C. Installation, about 210 
wiring and 250 lighting points, at Sebbon Street Elementary 
School, Islington, N. See ' Official Notices April 30th. 

The Highways Committee recommends that tenders be invited 
from selected firms for the supply of foundry plant for the central 
oar-repair depot. 


Cast-iron con- 


Manchester.—June 2nd. Corporation. Coal-unloading 
crane, conveying plants, & See “ Official Notices to-day. 


Norwich.—May 11th. 5.000 tons of coal, peas or slack, 
for the Eleotricity Department. Forms of tender from Mr. F. C. M. 
Long, Oity Electrical Engineer. 


Sheffield.— May 28th. Two natural draught cooling 
towers complete. For the Electric Supply Department. See 
“ Offcial Notices " to-day. 


South Africa.—JoHANNESBURG.—June Ist. Municipal 
Council. 24 double-pole, automatic, oil-immersed circuit breakers 
of a continuous carrying capacity of 200 amperes (Oontract 
No. 971). Specifications, &c., from the Controller of Stores, 
Municipal Offices, Plein Square, Johannesburg. Tenders to Town 
Clerk,— Board of Trade Journal, 


Spain.—May 18th. Plant and material for a hydro- 
electric station in connection with the Principe Alfonso drainage 
works, Province of Palencia. Tenders, description and deposit 
(£41) to Negociado de Aguas del Ministerio de Fomento, Madrid. 
Local repreeentation. 

June (end). Director-General de Correas y Telégrafos, Calle de 
Carretas 10, Madrid. Laying a submarine cable from Cadiz to 
Laraiche, and repair of certain cables. Farther particulars at 
Board of Trade Commercial Intelligence Branch in London. 
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Tasmania.— Launceston.— July 26th. Sub- station 
equipment. Section I, Converter machine, switchgear, ko. ; Section. 
II, Underground feeder cable. Specification (21s.) from the City 
Electrical Engineer, Town Hall. 


Winchester.—May 11th. Corporation. Twelve months” 
supply of steam coal, for the Electricity Department. See 
Official Notices ” April 30th, 


CLOSED. 


Brighton.—The T.C. has accepted the tender of 
Richardsons, Westgarth & Co., Ltd., for а surface condenser for the. 
Southwick power station, at £1,925. " 


Condensing Plant Contracts.—The Mirrlees Watson 
Со. has recently received orders for condensing plant as follows :— 


Torquay Corporation.—Third set. 

Routh Leicestershire Colliery Co.—Two sets, 

Millom & Askam Hematite Co., Ltd., por Messrs. Fraser & Chalmers. 
Fifth set. 

Compagnie Francaise Thomson-Houston, Paris, for Tulliere power 
station.— Fourth set; also for Athens power station.—Third set. 

Tharsis Sulphar and Ооррег Co., Ltd.— Three sets, 

Also plant for Bourges (France), Senegal, Russia, Japan, Straits Settle- 

ments and West Indies. 


Derby.—The T.C. has accepted a tender from Messrs. 
Edgar Allen & Co., Ltd., for tramway rails. 


Grimsby.—The T.C. Lighting Committee has directed 
that half the quantity of meters required for a period of two years 
be purchased from the British Thomeon-Houston Co., and the 
remainder from Messrs. Chamberlain & Hookham, and Mesers. 
Ferranti, Ltd., in equal quantities. 


Halifax.—The Tramways Committee has accepted the 
tender of the General Electric Co., Ltd., at £2,563, for three rotary 
converters, transformers, and switchgear required in connection 
with conversion of the Hipperholme and Hebden Bridge sub-stations 
plant to three-phase 50-cyole alternating ourrent supply. 


Hendon.—The tender of the Hendon Electric Supply 
Co, at £198, has been accepted by the Education Committee for 
wiring the Wessex Garden School. Four tenders were received. A 
similar number of tenders were also -received for wiring the Bell 
Lane School; consideration of these has been deferred. 


Liverpool,—The City Council is recommended to 
accept the tender of Messrs. Ferranti, Ltd., for a 12 months’ supply 
of electric meters. 


London.—HaxwEnsMITH.—The Electricity Committee 
reports that Messre. Johnson & Phillips, Ltd., the contractors for 
the supply of box frames, covers, boxes, &c. during the current 
financial year have written stating that since the acceptance of 
their tender they have received a number of Government orders, 
and that in consequence of a considerable number of men being 
specially allocated for Government work, the deliveries of the 
Council's order would be impeded. Under the circumstances the 
firm ask to be allowed to withdraw the tender. The Committee 
recommends the Council to agree with the request, and has directed 
the engineer to communicate with Messrs. W. Lucy & Co., Ltd., 
the next lowest tenderers, to ascertain if they are prepared to enter 
into & contract with the Council. . 

SHOREDITCH.—The Lighting Committee has accepted the tender 
of the Stirling Boiler Co. to supply and fix one pair of chain grate 
stokers for £415, including 250 spare links of the double lap 
type. 

The following tenders have been received by the London 
Education Committee for installing electric lighting in the 
Derinton Road School, Wandsworth :— 


Alpha Manufacturing Co. .. .. (accepted) £358 
Johnson. O’sullivan & Oo, .. EN is e^ d Ре 891 
Napier, Kimber, Ltd. ee T Ve 3» gà “> 414 
vund Bros. & Co. ae ee ee ee oe ee ee 428 
С. Н. Cathcart & Оо. .. x fe з S: i $5 BR5 
M. Mackie & Co. є& m Te E T e 587 
Holland & Sons .. ex &04 


BERMONDSEY.—The Electricity Committee has recommended the 
acceptance of the tenders of Messra. Hy. Clark & Sons, Ltd., W. B. 
Dick & Co., Ltd., and the Silvertown Lubricants, Ltd., for engine 
oils during the ensuing 12 months. 

L.C.C.—The Asylums and Mental Deficiency Committee has 
accepted the tender of Messrs. Tyler & Freeman, at £271, for 
installation of telephones, fire alarms and call-bells at the Maudeley 
Hospital. 


Manchester.—The Electricity Committee has accepted 
the following tenders :— 


Three three-wire balancers.—Lancashire Dynamo & Motor Co., Ltd. 

Cable.— B. I. & Helsby Cables, Ltd.; Callender's Cable & Construction Co., 
Ltd.; Johnson & Philips, Ltd.; Western Electrio Co., Ltd. ; Union 
Cable Oo., Ltd.: W. T. Glover & Co. 

Three 1,250. Kk. v. A. static transformers. - British Westinghouse Co. 

One 250-k. v. A. trausformer.— British Electric Transformer Co., Ltd. 

Three 1.000. k. v. A. three-phase static transformers. — Ferranti, Lid. 

One 650-Kw. rotary converter.— British Westinghouse Co. 

High-pressure steam valves.—Dowrance & Co. and J. Hopkinson & Co., 
Ltd. 


The Corporation Sanitary Committee has accepted the tender of 
Messrs. Waygood Otis, Ltd., for repairs to the lift at the Civic 
Buildings, | 
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The following tenders have been accepted by the Tramways 
Committee :— 
Furnace coal.— Kelsall Bros., and J. Smith & Co. 

Block a enn Mackie & Sons (agents for Cornish Tin Smelting Со, 


Fishplates.—Bolckow, Vaughan & Co., Ltd. 


. The resolution of the Tramways Committee accepting the tender 
of Messrs. John Brown & Co., Ltd., for a portion of the Committee's 
requirements of steel car tires has been reecinded, and an amended 
tender of Messrs. Cammell, Laird & Co., Ltd., for the whole of the 
Committee's requirements of such tires has been accepted. 


Meter Contracts.—Messrs. Chamberlain & Hookham, 


Ltd., have reoeived the following contracts for meters for 12 
months :— 


Maidenhead.—p.c. meters. 
South sShields.—a.c. meters. 
Bradford.—a.c, and p.c. meters. 

Messrs, Ferranti, Ltd., have received the following contracts. In 
all cases they are for the year ending March, 1916, excepting Alloa 
and Bradford, and these run to May, 1916 :— 

Belfast Corporation.—c.c. house service meters, 250/500-ampere sizes only. 
Halifax Corporation.— c.c. house service meters. 

Heston and Isleworth U.D.C.—c.c. house service meters. 
Swindon Corporation.—c.c. house service meters. 

Wimbledon Corporation.—a.c. house service meters. 

Grays U.D.C.—c.c. house service meters. 

Grimsby Oorporation.—Portion c.c. house service meters. 
Birkenhead Corporation.—c.c. house service meters. К 
Alloa T.O.—c.c. house service meters, 10-100 amperes inclusive, 
Liverpool Corporation.—c.c. house service meters. 

Borough of Kilmarnock.—c.c. house service meters, 

Bradford Corporation.—c.c. and A. 0. house service meters. 


Nuneaton. — The T.C. has sealed a contract with 
Callender’s Cable and Construction Co., Ltd., for the supply of 
cable. 


Preston.—The Electrical Apparatus Co., Ltd., has 
obtained a renewal of the present contract from the National 
Electric Supply Co. for the sole supply of motor starters for a 
further period of 12 months. 

Southampton.—The following tenders have been 
received for the supply of steel tramcar tires :— 


J. Baker & Co. "P ies se ae oe £17 
J. Brown & Co., Ltd... ee oe oe ee ee ee 90 
Cammell, Leird & Co. ©» 26 


The acceptance of a tender has been left with the manager and 
chairman of the Tramways Committee. 
! 


FORTHCOMING EVENTS. 


Junior Institution of Engineers.—Friday, May "th. At 8 p.m. At 89, 
Victoria Street, S. W. Informa! discussion. 


Association of Mining Electrical Engineers (Notts. and Derbyshire 
Branch). —Joint Meeting with National Association of Coliiery Ma „agers. 


Saturday, May 8th. At 8.80 p.m. Ab шенеу College, Nottingham. 
Paper on Protective Devices," by Messrs. E. Kilbaro scott and L. F. 
Fogarty. 


Institute of Metals.—Wednesday, May 12th. At 8.80 p.m. At Institution 
of Blectricat Eingineera, Victoria Embankment, W.C. Paper on "T'he 
Passage of Electricity through Metals," by Sir J. J. Thomson, F.R.8. 


Institution of Electrical Engineers (Birmingham Local Section).— 
' Wedaesday, May 12sh. At 7.8) p.m. At the University, Edmund Street. 
Annual Genera! Meeting. 


(Yorkshire Local Section).—Wednesday, May 12th. At 7 p.m. At 
Philosophical Нап, Leeds, Annual General Meeting. Paper on The 
гона apply of the Central Mining—Rand Mines Group," by Mr. J. Н. 

er, 


Royal Society of Arts.—Wednesday, May 12th. At 8 p.m. At Jahn Street, 
Adelphi, W. O. Paper on Kecent Progcess in Pyrometry,“ by Mr. O. R. 
Darling. 


Institution of Mechanical Engineers.—Friday, Mey 144. At 8 p.m. At 
Institution of Civil iungineeis, Great George Street, Westminster. Paper 
on The Distribution of Heat in the Cylinder of a Gas Engine,” by Prof. 
A. H. Gibson and Mr. W. J. Walker. 


Royal Institution of Great Britain,—Saturday, May 15th. At 8 p.m. At 
Albemarie Street, W. Lecture on Advances in the Study of Кайіо- 
Active Bodies," by Prof. F. Boddy. 


Generous Gift to Leigh Infirmary.—In memory 
of his father, the late Alderman Thos. Greenough, Mr. Thos. R. 
Greenough, on behalf of his mother and himself, on Thursday last 
week handed over to the Leigh Iufirmary a complete electrical 
and radiographical department in three divisions, at a cost of 
about £5,000. | 


Fatalities.—STIRLING.—William McClumpha, electrical 
engineer, who resided at Millhall Cottages, near Stirling, was 
killed instantaneously in No. 1 Pit, Polmaise Colliery. He was 
repairing a coal-cutting machine, when it was accidentally set in 
motion. 

MANCHESTER.—At Manchester on Monday an inquest. was held 
on William Dyson, aged 57. It appeared from the evidenoe that on 
April 16th the deceased, who was employed by the Calico Printers’ 
Association. was instructed to repair an electric bell in connection 
with the hoist at the Oxford Street premises of the firm. He bad 
to get to the top of the lift, and while he was carrying out the 
work his arm caught one of the control wheels, and the lift was 
set in motion. It ascended to the top and jammed Dyson's leg, 
the injury subsequently proving fatal, ‘‘ Accidental death was 
the verdict. 
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THE BOMBAY HYDRO-ELECTRIC SCHEME. 


By A. DICKINSON, M. I. E E. 


Ir is proposed in this paper to give particulars of a large 
hydro-electric scheme known as the Tata Hydro-Electric 
Power Supply Co., Ltd., Bombay. The main object of this 


situated at Khopoli, 43 miles from the receiving station on the 
Island of Bombay. (See map on р. 661.) 
1 in the power house eight 


The present scheme is to insta 


Fig 2.—NATIVES PREPARING 


Fic. 1.—DAM AND SLUICES. 


company is to supply electrical energy for use in Bombay, 
principally for power in cotton mills. 

The hydraulic section of the scheme is exceptional, inasmuch 
as special lakes have been created, and the whole of the 


Fic. 4.—Duct IN DEEP CUTTING. 


water for supplying the power is collected from the rain fall- 


ing during the monsoon. Three reservoirs are being formed 
by constructing dams across valleys known as Lonawla, 


Fic. 7.—PIPE-LINE UNDER | 
CONSTRUCTION. 


Walwhan, and Shirawta. From the reservoirs the water is 
conveyed in an open duct to the forebay, and thence through 
pipe lines to the power house, a distance of 13,000 ft., in 
which length there is a fall of 1,725 ft. The power house is 


* Abstract of paper read before the INSTITUTION ОЕ ELEC- 
TLICAL ENGINEERS, April, 1915. 4 preliminary description 
appeared in the ELECTRICAL Review of January 16th, 1914, p. 
93. For the accompanying views (reproduced from lantern 
slides) we are indebted to the courtesy of the Author.—Epbs. 


FOUNDATIONS OF DAM, 


Fic. 5.—DvucT IN TUNNEL. 


Fic. 3.— рам UNDER CONSTRUCTION. 


sets, each 11,000 в.н.р., and in the receiving station the plant 
necessary to deal with the power-house output. Five sets 
only are now installed in the power house, and the remaining 
three sets will be put down as water becomes available. 


Fic. 6.— Рост on HILLSIDE. 


Generation 1s at 5,000 volts, 3-phase, 50 periods, the energy 
being transformed up to a line pressure of 100,000 volts. 
Lonawla 1s a storage lake intended principally for use during 


FIG, 8.—VALVES ON PIPE-LINE. Fic. 9.—FOREBAY UNDER CONSTRUCTION. 


the monsoon period, and, when this lake is empty, water is 
drawn from the lakes of Walwhan and Shirawta. 

The lakes are formed by constructing across the three valleys 
dams with coursed rubble masonry faces and with heart of 
uncoursed rubble masonry. 


Height of Length of Surface Water stored, 
Name of dams dams acreage of millions of 
lake, in feet, in fcet. lakes, cubic fee}, 
Lnawla ... 19 5,500 986 361 
Walwhan... 54 4.500 1.535 2.560 
Shira wta ... 74 8,000 3,174 6,963. 


E. 
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These disks and rings are cemented together and are tightly 
clamped by nuts at the top and bottom of the rod. The bush- 
ings are supported on cast-iron rings attached to the cover. 
The low-tension bushings are of porcelain. 


FiG IS. ROAD CROSSING ON 100,000-voLT LINE. 


The principal dimensions of the transformers are as fol- 
lows :—Height to the top of the high-tension lead 16 ft., and 
to the cover 13 ft.; diameter of the tank 8 ft. The weight 
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Fic. 19.—REcEIVING STATION AND LINE TERMINAL 
AT PAREL. 


When assembled and filled with oil is 24 tons, of which the 
core and coils account for 1l tons. The quantity of oil 
required for filling is 2,300 gallons, and weighs 8 tons. The 
oll used is а specially-prepared mineral oil, treated before 
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Fic. 20.—6,000-votLT FEEDER OIL SWITCHES. 
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filling, and from time to time in service, in a drying and 
purifying outfit in order to remove moisture and foreign 
matter. This outfit consists of a portable set comprising a 
filter-press, a motor-driven centrifugal pump, and a strainer, 


and is mounted on a truck. It is capable of treating 1,500 
gallons of oil per hour, the filtering medium being blotting 
paper. 

Provision is made in the oil-pipe system for connecting this 
set to any transformer the oil of which requires treatinent. 
The oil is tested in a standard testing set, consisting of an 
oM receptacle with a 0.2 in. spark-gap and contacts, and a 
testing transformer, and the oil is filtered until the puncture 
voltage is raised to 40,000 volts. 

The water eupply for the cooling coils 1s obtained from the 
pipe line through a reducing valve, a tank being provided 
for the system, whence the water 1s fed by gravity at an inlet 
head of about 20 ft. through the necessary piping and valves 
connecting up the three coils placed in the upper part of each 
tank, where they are constantly in contact with the heated 
oM rising from the windings and core. 

Each bank of transformers on overload rating takes 3,600 
gallons of water per hour at a temperature of 75? F., and the 
total requirements of the plant now being installed will be 


Fic. 21.—FEENcH CONTROL BOARD Ат RECEIVING STATION. 


18,000 gallons of water per hour. Each inlet pipe is provided 
with a water-flow indicator and a discharge alarm. 

Provision is made for operating each main unit with its 
own transformer bank, or through the 5.000-vo!t transfer bus- 
bar with any bank as required, and on the high-tension side 
the transformer banks and outgoing lines are operated in 
parallel. 

The equipment consists of remote-control, electrically- 
operated oil switches and other apparatus operated from the 


ig, 22.—FrEEDER CABLES FROM RECEIVING STATION. 


benehboard located on a gallery overlooking the generator 
room. The apparatus in the generator circuits consists of 
three single-pole, non-automatic, solenoid-operated oil switches 
in cell compartments, disconnecting switches, and current and 
potential transformers; and in the high-tension side of ihe 
transformer banks three single-pole, automatic, eolenoid- 
operated oil switches in tanks, disconnecting switches, and 
series relavs; and similar equipments in the outgoing lines 
with the addition of current transformers, choke coils, and 
lightning-arrester equipment. 

The high-tension oil switches are automatically tripped hy 
inverse time-limit, overload, series relays which are mounted 


Vol. 76. No. 1,954, May 7, 1915.] 


THE ELECTRICAL REVIEW. 661 


on post insulators, a long rod from the relay closing a switch 
on the wall in the opening-coil circuits of the solenoids in the 
control wiring. Each switch unit is Nar to operate as one 
switch with a breaking capacity of 40,000 K.v.a. 

The transfer bus-bar system consists of a copper bar carried 
on insulators and sectionalised by means of disconnecting 
switches, and the high-tension bus-bar system of copper tubin 
which is carried on post insulators, suspended from the roof, 
sectionalised with disconnecting switches and provided with 
three single-pole, automatic, solenoid-operated oil switches in 
tanks between the fourth and fifth banks. This switch is 
tripped by means of inverse time-limit, overload relays in 
connection with current transformers. 

The low-tension wiring consists of var- 
nished cambric-insulated, fireproof-treated 
cables, and the high-tension copper tubing 
on post insulators is arranged for e phaee- 
&pacing of 5 ft. and a striking distance to 
earth of 3 ft., the circuits being taken 
through the roof of the transformer com- 
partments in compound-filled bushings. 

The switchgear equipment in the dupli- 
cate station transformer circuits from the 
transfer bus-bar consists of  triple-pole 
automatic, motor-operated oil switches, 
Instantaneous, overload series relays, and 
сз as ea switches. 

The benchboard, which is capable of 
extension as required, is built of blue 
Vermont marble panels, mounted on pipe 
supports, with grille work at the back fitted 
with the necessary instruments, control 
switches, and indicating lamps, a mimic 
bus-bar system of remote-control apparatus 
for operating the generators and transformer 
banks, exciters, outgoing lines, station 
transformers, a 200,000-volt testing trans- 
former, and a water rheostat testing equip- 
ment. Calibrating and testing terminals 
are provided and also a swinging bracket 
carrying illuminated-dial voltmeters and a 
55 indicator. For signalling to 
the generator-room floor a complete signal 
system is installed, with a signal stand near 
each generator. 

The control switches are of the push and pull" button 
type, eingle-pole double-throw, a green pilot lamp indicating 
the open position of the oil-switches, and a red pilot lamp 
the closed position. 

The system is operated at 220 volts from a 60-ampere 8-hour 
battery, or from the 18-Kw. motor-generator charging set if 
required. From this supply are also operated the motors of 
the generator field-rheostats, air-duct shutters, and turbine 
governors. 

The auxiliary ewitchboard controle the supply from the two 
312 K. v. A. 5,000/440-volt 50-period 3-phase transformers for 
Station power and lighting. It is built of blue Vermont marble 
panels, carried on pipe supports. There are two transformer 
panels, six double feeder panels, a lighting panel, and a 
battery and motor-generator panel. | 

The bus-bars are of copper bar and are carried on insulators 
at the back of the board. 'The oil switches are of the triple- 
pole, automatic hand-operated type, and are fixed behind the 
board, the transformer circuite ym current transformers 
and inverse time-limit overload relays, and the power circuits 
trip coils for automatic protection. 

Voltage regulators are installed for maintaining & constant 
voltage on the bus-bars. : 

The lighting supply is furnished from three 30-Kw. 440/220- 
volt 50-period single-phase transformers. 


Two Willans-Siemens Diesel sets installed in an adjacent 


building provide a stand-by supply through a “tie” feeder 
provided on the board. Each set consists of a 100-н.р. 200- 
R. P. M. engine direct-coupled to an 80-K.v.A. 440-volt 50-period 
3- phase alternator. 

The voltage on the high-tension bus-bars is automatically 
maintained between certain limits by means of a Tirrill or 
Brown-Boveri regulator operating from а 100,000/100-volt 
potential transformer. 

Each outgoing line is protected with choke coils and an 
aluminium-cell lightning-arrester equipment complete with 
horn gaps, disconnecting switches, a discharge alarm, and dis- 
charge recorders. The generators are star-wound for opera- 
tion with an unearthed neutral, and for protection against 
pressure-rises are provided with. ‘‘over-tension’”’ apparatus, 
consisting of isolating switches, static dischargers, and star- 
delta horn-gap arresters. : 

The route of the transmission line is shown in fig. 28. It 
has a length of 43 miles from the power house at Khopoli to 
the receiving station on the Island of Bombay, and crosses 
two tidal creeks, one 10,000 ft. wide and 42 ft. deep at high 
tide, a railway, and several roadways. There will be four 
transmission circuits for normal parallel working, the circuits 
being carricd on two lines of towers. Two change-over 
stations are provided, each with air-break disconnecting 
switches, and divide the line into three sections for cutting out 
ot interconnecting different sections as required. 


(То be continued.) 


NOTES. 


Smelting Tin Dross Electrically.—In the manu- 
facture of tin plate large quantities of tin dross are formed con- 
sisting, say, of 50 per oent. tin, 8-12 per cent. zino, and 10-18 per 
cant. iron. Hitherto it has been usual to charge batches of this 
dross, which varies considerably in composition, into reverberatory 
furnaces, together with soda ash and carbon sufficient to flax and 
reduce the dross, but yielding metal which is relatively impure, 
and needs more or less refining, according to the approximation of 
the actual furnace charge to that chemically desirable. If the 
dross be analysed before treatment, subsequent refining is simplified, 


Fic. 23.—STORAGE LAKES AND TRANSMISSION LINE. 


but such scientific procedure seems still to be exceptional amongst 
smelters, and, in any case, the ordinary reverberatory furnace pro- 
cess suffers from the defect that highly siliceous slags cannot be 
used, and practically all the copper and iron oxides in the drose are 
reduced to copper and iron, which must be separated from the crude 
tin by subsequent refining. 

By using an electric furnace it is possible to eliminate this 
serious disadvantage of the reverberatory process. A slag con- 
taining 66°6 per cent. silica, 16°6 per cent. lime, and 16'6 per cent. 
soda can be used. This forms silicates from the iron and copper 
oxides present in the tin droes, but, if worked above 3,000*, theslag 
reduces tin oxide without forming tin silicate. At lower working 
temperatures as much as 15-17 per cent. tin collects in the slag, 
but at higher temperatures the loss is negligible, say, 0°5 per oent., 
and reduction is more rapid. Asa result, metal tapped from an 
electric dross-furnaoe is much purer than from other furnaces, and 
the ex pense of refining is muoh reduced. To secure the best results it 
is necessary to analyse each batch of dross, and proportion the sleg 
accordingly, but the cost of so doing, and the higher cost of energy 
for smelting, as compared with coal costs in reverberatory plant, 
are more than compensated by the saving in refining processes, 
reduced loss of tin and improved quality of product. There is no 
need to re-run slag in the electrio furnace, owing to its low tin 
content; no addition of lead dross is required, and, by adding 
silica with the tin dross and carbon charge, the silica content of 
the slag can be kept constant and continuous operation maintsiaed. 
It makes no difference to electrical resistance or results whether 
the slags are soda, lime or iron silicates, hence the formation of 
iron silicate does not disturb the working. Such ів the experience 
quoted recently by R. S. Wile in describing the first commercially 
successful furnaces used in this service. These furnaces are of the 
shaft type, operated two in series on 220 volte, direct current, at 
800 to 1,000 amperes. On starting the operation, slag is melted 


, first by striking an aro and charging alag material round the 


electrodes, The latter are then raised gradually, and the operation 
is continued on the resistance principle, dross carbon and silica 
being fed in the proportions dictated by analysis. Air is practically 
excluded from the furnace, and, with 50 per cent. tin dross, the 
energy consumption is 300 Kw.-hours per ton, i.e., 700 KW.-hours 
per ton of tin produced. 


Detecting Production Losses with a Tachograph.— 
With the aid of a recording tachograph, a device which shows the 
momentary speed variation occurring in the shaft or machine to 
which it is connected, the commercial department of the Dayton 
Power and Light Co., Dayton, Ohio, was recently able to show 
а prospective customer that his engine-driven factory shafting 
underwent a recurring speed loss of 6 per cent. during each revolu- 
tion. The same tachograph applied to a similar installation driven 
‘by an electric motor showed epeed variations reaching a maximum 
of only 0°5 per cent. Such a tachograph, according to Mr. J. С. 
Matthieu, power engineer for the company, is of great usefulness in 
revealing the produotion losses due to speed changes in engine- 
driven factories and in preparing the way for the obvious remed 
—Pelectrio motor drive.— Electrical World, 
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Institution and Lecture Notes.—Junior Institu- 
tion of Engineers.— In the course of a lecture which he recently 
read before the Institution, on The Electric Vehicle,” Mr. R. J. 
Mitchell says that the phenomenal progress which the petrol 
vehicle has made during the past 15 years has obscured the fact that 
on the Continent of Europe, and more particularly in the United 
States, an immense advance has been made in the use of 
accumulator-propelled commercial vehicles. There are now in 
operation in the American Union nearly 75,000 of these vehicles, 
Immense improvement bas been made on the mechanical side, 
largely due to the work of the regular automobile engineer. The 
electrical engineer, on the other hand, has contributed his quota, 
and accumulators, electric motors and controllers, &c., are rapidly 
nearing perfection ; in fact, it may be said that for practical 
purposes the modern electric vehicle would remain an exceedingly 
useful machine were it not improved for the next 20 years. The 
advantages of the electric are manifold, and inolude very low cost 
of operation. a safe speed, very slight damage to road surfaces, 
great handiness of operation, occupation of little floor space, total 
absence of fire risk, smoke, smell, &c., and the fact that they can 
be driven by relatively unskilled labour, with a minimum of 
tuition. An average machine will give the equivalent of four 
gross ton-miles for one unit input of energy ; this compares 
exceedingly favourably with the 30 to 35 ton-miles in commercial 
work obtainable from a gallon of petrol only on a very well 
tuned commercial petrol chassis. The mechanical wear and 
tear of the electric motor is infinitesimal as compared with 
that of an internal-combustion machine, and an average figure 
appears to be about a quarter of 1 per cent. per 1,000 miles of 
travel, on the initial capital cost of the chassis only. Tires for elec- 
tric vehicles have a specially, long guarantee, and in actual practice 
far outlast the terms of such warranty; and the modern accu- 
mulator has reached the point of being entirely dependable. The 
price of electrical energy also has come down to an average of 11d. 
per unit, or thereabouts. j ‘ 

Institute of Metals.—Sir J. J. Thomson, O.M., D. Sc., F.R S. 
will deliver this year's Institute of Metals May lecture, his subject 
being “The Passage of Electricity Through Metals,” at the 
Institution of Electrical Engineers on Wednesday, May 12th, at 
8,30 p.m. Visitors’ tickets can be obtained on application to Mr. G. 
Shaw Scott, M.Sc., the Secretary of the Institute of Metals, Caxton 
House, Westminster, S. W. 

In the absence, on active service, of Dr. G. D. Bengough, M. A., 
Honorary Investigator to the Corrosion Committee, now a captain 
in the Royal Garrison Artillery, the Council of the Institute of 
Metals has appointed Mr. W. E. Gibbs, M.Sc., as Acting Honorary 
Investigator to the Committee. Mr. Gibbs, prior to the outbreak 
of the war, was acting as Dr. Bengough’s assistant in connection 
with the work for the Corrosion Committee, He is now engaged 
on a series of important investigations, the results of which will 
be embodied in the third report to the Corrosion Committee, which 
it is hoped will be presented at the forthcoming autumn meeting of 
the Iostitute. 

Association of Mining Electrical Engineers.—At a joint 
meeting of branches of the National Association of Colliery 
Managers and the Association of Mining Electrical Engineers at 
Stoke, Mr. G. 8. Corlett read a paper on the subject of colliery 
electric lighting. 

At a meeting of the West of Scotland Branch of the Association 
of Mining Electrical Engineers, a paper was read by Mr. Andrew 
Gibson on Bearings of Electrical Machinery." 

Royal Institution.—The annual meeting of the members was 
held on Saturday afternoon, Sir J. Crichton-Browne, treasurer and 
vice-president, in the chair. The annual report of the Committee 
of Visitors for the year 1914, testifying to the continued prosperity 
and efficient management of the Institution, was read and adopted. 
Forty-four new members were elected in 1914. Sixty-two lectures 
and 19 evening discourses were delivered. The books and 
pamphlets presented amounted to about 338 volumes, making, 
with 652 volumes purchased, a total of 990 volumes added to the 
library in the year. The following gentlemen were unanimously 
elected as officers for the ensuing year: — President, the Duke of 
Northumberland : treasurer, Sir James Crichton-Browne ; secre- 
tary, Col. Edmond H. Hills, The names of the managers included 
the following :—Sir Robert Hadtield, the Hon. R. C. Parsons, and 
Mesers. Alexander Siemens and A. A. Campbell Swinton. 


Copper.—Messrs. Н. К. Merton’s statistical circular for 
April 30th shows an excess of supplies over deliveries, and, there- 
fore, an accretion to European visible supplies, a state of things not 
easily anticipated under present circumstances. The increase ів 2,431 
tons. There ів a small increase registered for stocks at Havre— 23 
tons—and Englith stocks are up by 758 tons. In detailed supplies, 
European arrivals from N. America are lower than last month, 
amounting to something like two-thirds of the pre-war average. 
Supplies from Spain and Portugal to England and France are well 
up at 2,415 tons, or one-third more than the pre-war average. The 
quantity under other countries is slightly lower than the pre- 
war average, as a set-off againet unusually heavy supplies in 
March, Chile shipments are 4,218 tons, against a pre-war average 
of 3,280, while Australian are steady at 2,500 tons, but have not 
yet reached last year's figures. Total deliveries at 31,811 tons show 
smaller after the large quantity of last month, but have only been 
twice exceeded since last July. The considerable inorease in price 
should have an intluence on supplies for the coming month. 


Appointments Vacant,—Aseistant electrical engineer 
(£150), for Government of Malta; plumber jointer, for City of 


Sheffield Electric Supply Department. Particulars are given in 
our advertisement pages. | 


Electricity Committee-men and their Relatives.— 
A very lengthy discussion took place on Thursday last week, at 
the meeting of the Stoke-on-Trent Council, on the following 
motion :—" That it be an instruction to the chief electrical 
engineer that no further appointment of employés of tke 
electricity department be made from amongst relatives of membera 
of the Electricity Supply Committee.” Councillor Sampson 
Walker said that there were six members of the Labour Party on 
the Electricity Supply Committee, and he was given to under- 
stand that five of them had sons working for the Committee. He 
did not suggest that they were not earning their money, but it was 
not proper in the interests of maintaining and preserving the 
olean hands of the Corporation. He also said that it was not fair 
to the electrical engineer. It was contrary to the interests of the 
Council, the chief engineer, and of public government. An amend- 
ment was moved as follows: — That it be an instruction to the 
town clerk that no. further appointment of employés who had 
relatives on the Council should be made." Alderman Leese, in the 
course of the debate, said that so far as he was concerned the 
difficulty would be ended by the resignation of both his sons that 
night. He complained that he had been most unfairly attacked. 
The amendment was carried by 30 votes to 29. A further amend- 
ment was carried that no member of the Corporation should sit on 
а committee under which he һай а relative employed. The Town 
Clerk intimated, in reply to a question by a member, that the 
effect of the resolutions would be that the members affected must 
resign their positions on the committee or that the relatives 
must go. 

A recommendation to increase the salaries of six members of the 
electricity staff was rejected. The Committee considered that in 
the interests of the department these salaries should be advanoed, 
particularly in view of the fact that the staff had been seriouely 
reduced owing to the war, and that extra duties had been thrown 
upon those remaining. The proposition was rejected on the ground 
that all Committees must be dealt with alike, as it had bꝛen decided 
that no inoreases of salaries should be given to those receiving 
more than £100 per annum. Speakers seemed to be quite 
incapable of seeing any reason why electricity staffa should be 
treated differently from othere. Perhaps they may have a rude 
awakening when they find out that a great need exists for 
central station men iust now 


Electric Cooking Exhibit.—In connection with the 
" Women and their Work Exhibition,” referred to on page 613 of 
our iesue of last week, the Westminster Eleotric Sapply Corpora- 
tion were asked by the Daily Ezpress to illustrate the advantages 
of electric oooking for women, and have organised quite 
au attractive exhibit with the aid of the Carron Co, Messrs. 
Ferranti, Ltd., Simplex Conduite, Ltd., W. A. S. Benson & Co, 
Belling & Co., and the Dowsing Radiant Heat Co. The annexe 
has been fitted up as an electric kitchen with cooking stoves by 
the various makers ; there are tables showing many of the electric 
specialities of the above makers, such as electric heaters, grille, 
hot plates, irons, and oricalcum wire. There is also an attractive 
show table for articles which are cooked in the kitchen. Short 
lectures are given at 3 and 6 each day, which are well attended, 
and practical demonstrations go on all day. The epace is well 
lighted by indirect and semi-indirect systems, and some handsome 
alabaster pillars and vases lighted internally are shown by Mies 
Austen. This exhibition, which closes to-day, should do good work 
in bringing the advantages of eleotric cooking before the public, 
not only in the Westminster Co.'s area, but in most parts of 
London. 


The Budget Speech.—The Chancellor of the Ex- 


chequer, in his Budget speech on Tuesday, showed the necessity that 
exists from a financial standpoint for maintaining the exporta of the 
country during the war. He also expreesed, from the same stand- 
point of finanoe, the view that the time had arrived when recruit- 
ing should not be allowed to interfere with the output of muni- 
tions of war, and when it should be allowed to “ interfere as little 
as possible with the output of those commodities which we export 
and which enable us to purchase munitions for ourselves and for 
our Allies.” This new attitude of the Government will be wel- 
comed by those conducting engineering and other works where, 
notwithstanding the shortage of skilled labour, aud that the pro- 
duct is for war purposes, the recruiting sergeant has, as stated in 
our pages last week, continued to exercises his persuasive powers 
with success. | 


Patents and Alien Enemies.—Applications have been 
made to the Board of Trade for the avoidance or suspension of the 
following patente :—No. 22,565/12, granted to Honold for runners 
for Francis turbines, by J. J. Armfield ; Хов. 12,868/05, 12,869/05 and 
12,570/05, granted to Goldschmidt & Weber, for the detinning 
of tinned plates, by G. H. Forrester; and Nos. 27,516/11 and 
19,096/12, granted to Eickhoff, for trough conveyors and motors 
for operating reciprocating conveyors, by Babcock & Wilcox, 
Ltd. 


Karachi Installation: Correction.—In our reference 
to this installation in our Lighting Notes " last week, it should 
have been stated that Messrs, Crompton & Co., Ltd., carried out the 
whole installation. This included the erection of the mains 
supplied by Mesars. Henley. 


Educational, — Munictpan TECHNICAL INSTITUTE. 
Romford Road, Stratford, E.—Seven lectures on Some Industrial 
Applications of Electricity,” will be given on Monday evenings at 
7.30 p.m., commencing May 17th. Further particulars are given 
in our advertisement pares. 
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OUR PERSONAL COLUMN. | 
The Editors invite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 


ELECTRICAL REVIEW posted as to their movements, - 


also electric tramway and railway officials, to keap readers of the 


‘ 


Central Station Officials.—The municipality of Wor- 


cester, Cape Province, has appointed Mr. JOHNSON TIGHE, of 
Cradock, as resident engineer for the new electric lighting installa- 
tion. There were 23 applicants for the position. The consulting 
engineer (Prof. Bohle) urged the Council to commence the wiring 
of the municipal buildings, as probably the street wiring would be 
completed before the whole of the domestic services were ready. 

Mr. H. H. Sutcliffe having declined the appointment as assistant 
electrical engineer at Aylesbury, the U.D.C. has now appointed MR. 
В. H. FowLRs, of Belvedere. 

The Erith U.D.C. has decided to pay а  month'a salary 
(£33 6s. 8d.) to Мв, Coveney, the late electrical engineer, as & 
grant for services rendered in a supervisory capacity for two 
months after the expiration of his resignation. 

Mr. P. SMITH, meter inspector at the Ilford electricity works, 
has resigned his appointment. E 

The Derby Electrio Lighting Committee has appointed Мв, 
G. H. HAYES, as assistant mains superintendent, at £2 per week, 
vice Mr. W. В, Poole, resigned ; and has increased the salary of MR. A, 
THOMPSON, switchboard attendant, from £2 28, to £2 7s. per week. 

The Coventry City Council E.L. Committee recommends that 
the salary of Мв. G. Touch, engineer and manager of the electricity 
works, be increased from £650 to £750 per annum. 


Мв. H. D. WINOHESTER, district superintendent for the New- 


castle-upon-Tyne Electric Supply Co., Ltd., at Durham City, was 
married to Miss Maidie Logie Robertson, at Edinburgh, on April 29th. 

The salary of Mr. J. FAIRCHILD, assistant electrical engineer at 
St. Annes-on- Sen, haa been inoreased from £170 to £200 per annum. 


Tramway Offficials.— Mn. L. J. YORKE, of the Under- 
ground Eleotrio Railway mechanical engineering staff, who was 


gazetted to the 4th Yorks. Regiment in February last, left England 
for the front on May 5th. 


General.—We understand that Mr. Е. S. GROGAN. who 
during his eight years’ active work in connection with the Tricity 
cookers has acquired a unique position in the culinary branch of 
electrical engineering, is about to sever his connection with the 
British Electric Transformer Co., Ltd., in order to take up an 
appointment as manager of a new concern for the manufacture 
and sale of electric fires and cookers, Personal communications 
should be addressed to him at 14, Argyll Mansions, Beaufort 
Street, Chelsea, S. W. 

Мв. A. R. KIBBLEWHITE, superintendent of the cable depart- 
ment of Callender's Cable and Construction Co., Ltd., Belvedere, 
has been eleoted chairman of the Erith Urban Council. 

Мв. CHARLES BRIGHT delivered an interesting lecture on 
"Nothing as Usual" at a meeting of the Tonbridge Chamber of 
Trade held last week. | 

Мв. J. SHEPHERD, electrical assistant in the L.C.C. tramways 
department, has resigned, and his resignation is to take place as 
from September next. It was reported at Tuesday's Council meet- 
ing that Mr. Shepherd had been in his eene position since 
November, 1910, and had previously held the position of assistant 
electrical engineer. He has purchased the business of a consulting 
engineer, which he will take over on July Ist. 

COUNCILLOR H. J. BoUucHIER has been appointed chairman of 
the Hindley Tramways and Electricity Committees. i 

COUNCILLOR BARNES has been appointed chairman of the 
Atherton Electricity Committee. | 

At the annual meeting of the Textile Institute, which is to be 
held to-day (Friday) in Manchester, SIR WILLIAM MATHER is to 
be elected president. Past presidents of the Institute have been 
associated with the cotton and woollen mauufacturing industries, 
and Sir William Mather is the first president selected from the 
machinery and power branch of the textile industry. 

Mr. R. S. WADIE, who has been gazetted as Second Lieutenant 
in the 10th Batt. King's Own Lancaster Regiment, is the son of 
Mr. W. S. Wadie, electrical engineer, of Chiswick, W. 

Mr. J. H. DAVIEs (late of the Salford and Greenock Corporation 
electricity department), who has been engayed erecting the electrical 
plant at Messrs. J. Levinstein & Co.'s Crumpsall Vale Works, 
nr. Manche ster, has been appointed electrician-in-charge at the above 
works, and commences his duties on May 10th. 


Obituary.—The Morning Pos! states that the death is 
announced of M. HERMANN JENT, managing director of the 
Agenoe Telegraphique Suisse since 1902, 


: a 
NEW COMPANIES REGISTERED. 


Electrical Wholesalers’ Federation, Ltd. ( 140,094) .— This 
company was registered on April 27th as a company limited by guarantee, not 
having a share capital. For the purpose of registration, the number of members 
is declared not to exceed 100, but the committee may register an increase, 
Each member is liable for not more than five guincas in the event of winding- 
uv. The objects are: to promote and protect the interests of wholesale dealers 
їл and factors and suppliers of electrical goods and appliances, to promote the 
consideration and discussion of all questions affecting the wholesale electrical 
trades, to procure. circulate and supply information (including status informa- 
tion) to obtain the most favourable terms and rates from manufacturers of 
goods and from railway and shipping companies and other carriers, tb 
encourage the settlement of disputes by arbitration, to act as or nominate 
arbitrators and umpires, to promote displavs of electrical goods, machinery, 
appliances and fittings, and drawings of the same, at national and inter- 
national exhibitions, and generally to watch over and protect the interests. of 


pei sons engaged in кар electrical poo 
о W. 


de and appliances. The subscribers 
аге :—M. Beales, 12, Norfolk Street, C., engineer; Е. Pooley, 25, Victoria 
Street, S.W., engincer; R. W. Smith. 1, Felix Street, S.E., engineer; F. S. 
Smith, 12, Norfolk Street, W.C., engineer; A. G. Beaver, 118-120, Charing 
Cross Road, W.C., electrical engineer; P. L. Davies, 1-3, Stanley Strect, 
Liverpool, electrical engineer; G. O. Donovan, 47, Cornwall Street, Birming- 
ham, electrical engineer. All, persons, firms, or companies who are bona-fide 
wholesale dealers in or factors or suppliers of electrical goods and appliances 
are eligible as members. The management is vested in a committee of not 
less than seven or more than twelve members. The first members are to 
be appointed by the subscribers, who thems^l: es constitute a provisional com- 
mittee. Manager, F. S. Smith. Registcrea office: Amberley House, Norlolk 
Street, Strand, W.C. 


Ferguson, Pailin and Co., Ltd. (140,150)..—This company 


was registered on May Ist with a capital of £10,000 in £1 shares, to carry 


on the business of electrical, mechanical, hydraulic and general sanitary, gas, 
am! water engineers, switchboard and cabling makers, manufacturers of 
machinery and apparatus of all kinds, сіс. The subscribers (with one share 


cach) are: S. Ferguson, 7, Rroadway North, Fairfield, Manchester, electrical 
engineer; J. Pailin, Glengarry, Queen's Road, Hazel Grove, Ches., buyer and 
director, Private company. The number of directors is not to be less than 
three or more than six; the first are S. Ferguson (permanent), J. Pailin, G. 
Pailin, J. W. Pailin, A. Pailln, and G, Paitin. jun. Qualification, 500 shares. 
Remuneration, 50 cach per annum. Solicito: R. A. Edgar, 20, Booth 
Street, Manchester, 


CITY NOTES. 


Calcutta Electric Supply Corporation, Ltd. 
TRE directors report for the year 1914 shows that 15,387,471 
units were sold, compared with 14,070,927 units in 1913. The 
number of houses connected at December 31st last was 8,180, 
an increase of 583. 


Houses Units Gross Net 
Year. connected. sold. revenue, revenue, 
1911 ade ved e. 6,383 10,566,038 £151,905 £95,597 
1912 ээ s . 7,030 12,043,398 1:173,907 110,168 
1913 bes 2 7,597 14,070,927 £188,676 127,092 
1914 m - .. 8,180 15,387 ,471' 4,202,455 2,140,609 


‚ Exchange is calculated at 15. 4d. per Rupee. 

The profits for the year 1914 amount to £140,610, which, 
with the balance brought forward from 1913 and interest 
received on money at deposit, makes £148,141. After deduct- 
ing the interim dividend of 3} per cent., actual, paid on the 
ordinary shares in November, 1914; the dividends paid and 
accrued on the preference shares, and the other items eet out 
in the net revenue account, there remains £102,476. £52,000 
is to be placed to the credit of the depreciation and renewals 
account; £10,000 added to reserve fund; and a final dividend 
is to be paid on the ordinary shares, for the eecond half-year, 
at the rate of 53 рег cent., actual, making 9 per cent. for the 
year, leaving £11,482 to be carried forward, after providing 
for the directors’ extra remuneration of £2,500, and a bonus 
of £1,406, payable to the staff in India. The reserve for depre- 
ciation у renewals will thus be increased to £188,629 and 
the reserve fund, with the addition of £2,011 from dividends 
on investments, will stand at £109,974. The expenditure on 
capital account last year amounted to £61,443, making the 
total £1,270,145. The demand for electrical energy continues 
to increase and the directors have, since the 3lst December, 
1914, found it necessary to issue additional capital. 


STATEMENT OF ELECTRICITY GENERATED, SOLD, ETC. 


Total generated in kw.-hours 22,109,714 

Kw.-hours sold—Public lamps 424,445 

^ By special contract 700,776 

By meter for lighting 4,115,484 

By meter for power 10,146,766 

Tatal sold " vix А iis jg evs . . 15,387,471 

Used on works » 928 Шу. + ies Т7 .. 9,097,599 

Not accounted for : .. 1,624,644 

Accounted for "Em - 20,485,070 
Kw. connected for public lamps ... 113.3 

5,525 Kw. 


Max. supply demanded К 
Annual meeting: May 13th. 


Cuba Submarine Telegraph Co., Ltd.. 


THE annual meeting was held-on Wednesday at the offices, 58. 
Old Broad Street, B.C. Мг. GEoRGE КЕН, who presided, 
said it was very satisfactory to note that during the past 
twelve months the company had managed to hold its position. 
There was а drop in the receipts for the first six months as 
eccinpared with the previous year, although the last six months 
were an improvement on the preceding year's trading. There 
had been a large increase in their expenditure in connection 
with the West Indies Station, in consequence of the demand 
for overtime wages paid to the staff. The cable repairs in 
shallow water showed a considérable increase over last year, 
and they had also had the expenses of a new building to 
replace their old one which was destroyed at Cienfuegos. The 
total expenditure had amounted to £16,702, as against which 
the total receipts were £38,245, leaving a balance of £21,542, 
to which had to be added £7,849 from last year, making a 
total of £29,391 to be dealt with. £3,000 had been placed to 
the reserve against loss on investments, £2,500 to the pension 
fund, and £2,000 added to the general reserve fund, which 
now stood at £100,000. The directors now declared a further 
dividend of 5 per cent. on the preference shares, bringing it up 
to 10 per cent. less income tax, and 5 per cent. on the ordinary 
shares, free of income tax; this, he regretted, was rather 
lewer than their usual dividend. He thought, in view of the 
increased rate, it would perhaps be advisable in the future to 
let the shareholders рау their own income tax, and make an 
increase in the dividend accordingly. This matter, however, 
was under consideration. The main cables, continued the 
Chairman, were all working well. The cable running from 
Santiago to Cape Cruz, which was broken by an earthquake, 
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was now being repaired and the expenses of that would come 
into the current year'8 accounts. affic over the company'e 
cables had been well maintained, and he thought they would 
look forward to a good year. | 

Mr. DRYZELL seconded the motion, which was carried unani- 
Irously. | 

The CHAIRMAN reported that they had received a letter from 
the British Red Cross Society, and he asked their permission 
to contribute 100 guineas to that worthy cause. The motion 
was seconded and carried. 


Stratford-on-Avon Electricity Co., Ltd, 


Tae directors report that although there has been a consider- 
able accession of consumers during 1914, the revenue for the 
latter half ehows a slight decline, owing partly to general 
economy in lighting and partly to the closing of one of the 
picture houses where a considerable amount of current was 
taken during the corresponding period of the previous vear. 
The expenditure was higher principally in consequence of a 
general rise in all the requirements of the company. The 
directors might have recommended a small dividend, but con- 
sider it desirable, in face of the present outlook, to strengthen 
the reserve and slightly increase the amount to be carried 


forward. After writing off £200 to reserve and depreciation - 


account and building sinking fund, making it £802, the avail- 
able balance is £189. Directors’ fees absorb £50, and £139 is 


to be carried forward. 1912. 1913. 1914. 
Units generated oe e 192,479 190.583 210.825 
Units sold 131.777 143,708 142.790 

Lighting 19.940 78, 74,451 
Power 40, R95 55,217 56.370 
Heating Ni 10,984 10,447 11.969 
Used on works. e) e. 48,000 36,874 21.114 
Unaccounted for ... s 85 .. 12,661 10,000 46.921 
S- C. . lamps connected 12.150 15.852 16,353 
Maximum load in Kw. 120 100 90 
Average price obtained 3.30d. 3.37d. 3.264. 


British Thomson-Houston Со,, Ltd. 


THE directors, in their report for 1914, state that prior to the 
outbreak of the war the company was making excellent pro- 
gress in all its departments, but its business was seriously 
disturbed in many directions in August and September last. 
In a comparatively short time satisfactory re-adjuetments 
were made to cope with the new conditions with the idea of 
doing as much work as possible to fill orders to meet, directly 
or indirectly, the requirements of the Government, and at 
the same time carry out so far as reasonably possible obliga- 
tions to other customers. Over 1,000 employés have joined 
the Colours, being a large percentage of those eligible for 
military service. The loss of this number of employés, and 
the difficulty found in filling their places, even partially, bas 
been a source of considerable embarrassment, but those who 
have remained have loyally supported the efforts of the 
management in all directions. For months past the company 
has been manufacturing munitions of war at its various fac- 
tories, and has bought a large number of machine tools for 
this purpose. It is particularly gratifying to note that not- 
withstanding the disturbed financial conditions, collections 
were excellent during the whole of 1914; practically no cus- 
tomers availed themselves of the privileges afforded by the 
Moratorium, and losses from bad debts were so small as to be 
inappreciable. This conditions of affairs under the circum- 
stances was remarkable, and indicated the strong financial 
condition of the country. 

The buildings and machinery of the company had been 
maintained in first-class condition during the year, and all 
buildings under construction and authorised at the date of 
the last annual report had been completed and were now in 


At the end of December. due to the number of employés 
joining the Colours who were familiar with the stocks of 
finished apparatus and work in progress, it was physically imi- 
possible, within a reasonable time. to take an actual inventory 
of the Rugby Main Factory. so that in making up the accounts 
for the vear the directors have relied upon the book figures 
and, although in the past vears the inventory figures have 
shown а considerable increase over the book figures. and the 
directors have reason to believe the percentage of increase 
would have been equalled, if not exceeded, for the vear 1914. 
they have taken no profit on this account, but have allowed 
the book figures to stand. In the Lamp Factory at Rugby, in 
the factories at Coventry and Willesden, and in all branch 
oftices, a complete inventory has been taken in the usual way. 
The profits for the vear, after deducting all expenses and 
charges other than interest on debentures and loans, are 
£130,868, plus £12,944 brought forward, making £143,812. 
The amount paid for interest on debentures and loans during 
the year was 456.705, leaving a net profit of £87,107. Of this 
amount the directors have thought best to appropriate for 
depreciations £73,309. so as to still further strengthen the 
company’s position. and carry forward £13.798 to new account. 
Heretofore the first two items on the credit side of the com- 
panv's balance sheet have been “goodwill. patents and 
licences," and investment in Patent Owning Companv." The 
second item is of substantially the same character as the first, 
and as the company owns all the shares in the Patent Own- 
ing Company," the directors have decided to consolidate these 
items, and hereafter they will jointly appear under the first 
title only. Under the terms of the Trust Deed securing the 
jssue of the company's debentures, the Company has this year 


- 


to pay to the trustees the sum of £4,452 to be applied by them 
in redeeming debentures at 105 per cent. by drawings. Since 
the closing of the books debentures of the par value of £4,240 
have been redeemed, making the total par value of debentures 
retired to date £30,025, and leaving a net amount outstanding 
at the date of this report of £181.975. The amount outstand- 
ing at the 31st December, 1914, was £186,215. The directors 
have followed their usual practice in making reserves to cover 
risks in connection with bad debts, and other contingencies. 
In addition to the amount shown in the profit and loss account. 
the directors have applied the reserve heretofore made, in 
writing down the debentures and shares held by the company, 
to the value now shown. During the year Mr. F. Fraser, 
secretary to the company, was appointed a director to fill an 
existing vacancy. - 
Annual meeting, May 12th. 


Eastern Telegraph Ce., Ltd. 


THE directors report that for 1914 the revenue amounted to 


41.645.741, from which is deducted £621,866 for the ordinary 


expenses, and £164,583 for expenditure relating to mainten- 
ance of cables, sundry differences in exchange. income tax 
payable abroad. and interest on temporary loans, leaving 
£859,293, plus £25.687 brought forward, making a total avail- 
able balance of £884,979. After providing for income tax рау- 
able in England, interest on mortgage debenture stock, and 
dividends on the preference stock. which in all absorb 2177.237. 
there remains £707,742. out of which the directors have placed 
£390,000 to the general reserve fund, £5.000 to the insurance 
of goods in transit fund, and have paid three interim divi- 
dends of 14 per cent. each on the ordinary stock, aggregating 
£150,000. A final dividend on the ordinary stock of 14 per 
cent. is recommended and a bonus of 2 per cent., amounting 
together to £130,000, both, payable on May 12th, free of income 
tax. and making, with the three previous payments on account. 
а total distribution of 7 per cent. for the year. It is proposed 
to carry forward £32.742. The general reserve fund bas been 
charged with £273,973 in respect of new cables and other 
special expenditure, and after crediting the £390.00 referred 
to above, the net addition to the fund for the year в £116,027. 
Annual meeting: May 12th. | 


Dudley, Stourbridge and District Electric Traction 
Co., Ltd. i 


THE annual meeting was held on Monday at the offices of the 
Electrical Federation, Kingsway. Mr. S. R. BLUNDSTONE 
(chairman) presided, and on his formal motion the report was 
adopted. This statement shows that the total revenue for 1914 
was £50,780, compared with £52,843 for the preceding vear. 
After payment of all expenses properly chargeable to revenue. 
interest on debenture stock, and placing £2.500 to the renewals 
fund, there was a surplus, including £75 brought forward. of 
47,351. After putting to reserve £500, paying a dividend of 
5 per cent, on the preference shares requiring. £5,000, and a 
dividend on the ordinary shares at ] per cent. requiring 
£1,000, £851 is to be carried forward. The company has con- 
tinued to benefit during the past year from the operation of 
its tramways as part of the system worked by the Birming- 
ham and Midland Tramways Joint Committee, and the 
arrangement has, therefore, been continued. 


Wolverhampton District Electric Tramways, Ltd. 


Mn. S. R. Висхоктохе (Chairman) presided on Monday at the 
offices of the Electrical Federation, Kingsway, over the annual 
meeting. The proceedings were purely formal, and on the 
motion of the Chairman the report was adopted. This stafe- 
ment showed that during 1914 the total revenue was 428.359. 
After deducting all expenses chargeable to revenue, including 
debenture interest, repairs and maintenance, and providing 
£2,000 for the renewals, there remained a profit of £2,350. 
plus £134 brought forward. After placing to reserve £500 and 
paving a dividend on ordinary shares at the rate of 1 per cent. 
per annum, £3886 is carried forward. The arrangement with 
the other companies operating tramways in the district for 
joint working under the management of the Birmingham and 
Midland Tramways Joint Committee has proved satisfactory, 
and has been renewed. 


West African Telegraph Co., Ltd. 


THE revenue for 1914 amounted to £55,523, from which is 
deducted £17,633 for the ordinary expenses, and £8,536 for 
expenditure relating to maintenance of cables, sundry ditfer— 
ences in exchange. and income tax abroad. leaving a balance 
of 429.354. plus £66 brought forward, making a total avail- 
able balance of 429.420. £513 has been provided for income 
tax, £19,000 has been transferred to general reserve fund. 
and an interim dividend of 2 per cent. (free of income taxi, 
absorbing £4,622, was paid on December Ist last. The directors 
now reeommend a final dividend of 2 per cent. (free of incoma 
tax), pavable on and after May 13th, making, with the interim 
distribution, 4 ner cent. for the vear, £633 being carried far- 
ward. Sir Albert J. Leppoe Cappel, K. C. I. E., has been 
appointed to a seat on the board, in the place of the late Мг. 
Robert Kave Gray. : 
Annual mecting: May 12th. 
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Johnson & Phillips, Ltd, 
Mr. RoBERT W. BLACKWELL. presided on Thursday last week 
over the annual general meeting, held at Winchester House, 
E.C. He said that the accounts showed a continued improve- 
ment. The 1914 trading prone, after the provision of £7,529 
for maintenance of buildings and plant, stood at £37,119; 
£3,944 better than in 1913. He could repeat what he said at 
previous meetings—that the business was improving steadily in 
extent and value and would, in his humble opinion, continue ta 
so improve. The balance sheet demonetrated that the company 
occupied а sound and strong financial poston. They had a 
large amount of work in progress. e stock-in-trade had 
been taken on safe and conservative lines. Every depart- 
ment of the business showed a profit on the year’s working. 
On December 31st, 1914, sundry creditors and bills stood at 
£100.063, against which they had eundry debtors amounting 
to £119,518, as against £94,311 and £107,855 respectively at 
the end of 1913. The stock-in-trade and work in progress 
represented £154,988; £4,558 less than the similar figure in 
1913. Investments amounted to £2,368—patents, licences, 
etc., to £10,300—and cash in hand £15,509. During 1914 they 
spent on additions to buildings and plant £16,933 and eet 
aside for depreciation £8,000. At the date of the balance 
sheet, the original issue of first debentures had been decreased 
from £175,000 to £118,136. The board recommended the pay- 
ment of a dividend at the rate of 5 per cent. per annum on 
the 175,000 ordinary £1 shares. That dividend would take up 
£8,750, and would leave to be carried forward £15,545. The 
board did not consider that it would be justifiable to declare 
a larger dividend under existing conditions. It was unneces- 
sary for him to point out how all-important it was to preserve 
a strong financial position at this juncture. He looked for- 
ward to the future of Johnson & Phillips with every confi- 
dence. Its manufacturing plant was well maintained and had 
been vastly improved during the past few years. Its shops 
had been, and were, well employed, and he could see no reason 
why its turnover and profits should not increase steadily, 
especially when happier times came to the country at large. 
Mr. T. DENCE seconded the motion. | 
The CHAIRMAN, in reply to questions, said he did not think 
the company had made investments in plant with & view 
solely to war business, and therefore he did not think at the 
end of the war they would be in possession of any machinery 
of doubtful value. They had made some additions and altera- 
tions and done what was necessary to meet the demands of 
the Government, but he was not aware of anything in the 
factory which would depreciate in value should the war stop 
to-morrow. Such new machinery as they had put in was 
being used partially for Government and partially for private 
contracts and was on the lines of the proper expansion of 
their business. The war had not benefited them, as the 
amount of work which they had offered them prior. to the 
outbreak of hostilities would have put as great a demand upon 
the plant and would have resulted in practically as large a 
profit as anything they might look forward to obtaining from 
war business. In no sense did the prosperity of the company 
depend upon the continuance of the war—in fact they would 
like to see it aver as speedily as possible. 
The report was adopted. 


Indo-European Telegraph Co., Ltd. 


Mr. J. HERBERT TRITTON presided on April 99th at the offices, 
18, Old Broad Street, E.C., over the annual meeting. He 
suid that the outbreak of war had an immediate effect upon 
all telegraphic communications, especially those connecting 
Germany with the Allied countries. The Indo route to India 
and beyond was totally interrupted in Germany on July 315 
Without notice and before the declaration of war. Later the 
cable connecting Odessa with Constantinople was disconnected 
at both ends. These interruptions had necessarily curtaHed 
the usefulness of the company's system, restricting the work- 
ing to the transmission of trafic between Russia and places 
east of that country. It might have caused the shareholders 
взше surprise to see that the company’s revenue had not 
diminished, although their route had been interrupted since 
July 31st, but some of them might remember that in the early 
days the company entered into reciprocal working arrange- 
ments with the Eastern and Associated Telegraph Companies. 
These arrangements provided for the maintenance of revenue 
of the different parties to the agreements for a specific period 
despite the fact that the revenue contributed by one of those 
parties might be reduced or entirely stopped. They had at 
tines heard complaints made of such mutual working arrange- 
ments, but the position of the company might have been 
serious had no such arrangements been entered into, and thev 
thought their value had been amply demonstrated. in this 
cuse—indeed they had proved a necessary safeguard. They 
had already approached the British Government on the sub- 
ject of the future of the company, and had received an assur- 
ance from the Government that facilities would be given to 
the company for the re-establishinent of the Indo route. He 
did not propose to go further into the question of the route 
that would eventually be decided upon by the company, and 
must ask the shareholders to be satisfied with the statement 
that the matter was receiving the serious attention of the 
directors and that steps were being taken to ensure the con- 


tinuity of the иран communications. The company's 
lines in Russia had been plated entirely at the disposal of the 
Russian Government, and they were glad to know that the 
Russian military authorities were making very considerable 
use of them. The company’s line passed шо а part, а 
considerable part, of the area where constant fighting was 
taking place and through the town of Warsaw. Since the 
war began, the London staff had been employed by the 
Eastern Co. in London. That company had suffered from 
severe pressure owing, amongst other causes, to the fact that 
the Indian and Trans-Indian traffic had been carried by their 
cables, and they were glad to assist them by the loan of their 
experienced operators. It was satisfactory to learn from Sir 
John Pender, the managing director of the Eastern Telegraph 
Co., that they had rendered valuable services. The directors 
had voted £250 to the Prince of Wales's Fund as a first contri- 
bution. They had also made a contribution to the Red Cross 
organisation inaugurated by the Director-General of* Tele- 
graphs at Petrograd in connection with his department, and 
had received a graceful letter of acknowledgment from the 
Director-General. The war, of course, put a stop to practically 
all their wireless experimenting, and their large station in 
France was taken over by the French Government, whilst 
their small station in this country was taken over by theit 
own Government. The directors proposed to set aside £10,000 
towards wireless and other technical development. They were 
hoping to make experiments im the course of a few weeks 
with a wireless transmitting set of comparatively small power 
coupled with reception by an improved Orling wireless relay, 
and they had every reason to believe that the experiments 
would give satisfactory results. The restoration of the com- 
pany's route might very likely necessitate some experimental 
work, and the director& thought it prudent to eet aside the 
sum mentioned in the report to meet the expenditure that 
would be incurred in making such experiments and assuring 
their position, The directors had decided that £25,000 be 
set aside towards possible downward fluctuations in the invest- 
ments. Although the Government had fixed minimum prices 
it must not be assumed that those prices were effective or 
would hold when the minimum had been taken off. In this 
they were making what might prove to be an over-provision, 
but in this case the company's reserves would have been 
strengthened. The financial eide of the report called for little 
comment. The revenue for 1914 amounted to £189,383, show- 
ing an increase of £16,851, and the net result showed a balance 
carried to profit and loss of £100,988. This was the first 
occasion in the history of the company upon which their net 
revenue had reached £100,000. Тһе expenses were £88,395, 
as compared with £91,441 for 1913. The decrease was accounted 
for by the interruption of their communications, certain items 
of expenditure having been lessened owing to this fact. The 
carry-forward this year was £20,592, as against £6,461 last 
year. The directors were of opinion that a larger carry-forward 
was desirable at the present time, The principal, if not the 
only, item of interest in the balance sheet was the entry of 
£50,000 war loan, for which they were glad to be able to 
subscribe. The resolution amending Article 90 of the Articles 
of Association, recommended for acceptance, was rendered 
necessary by the exclusion of the non-Government German 
director from the directorate. | m 

Sir W. B. Вкоокв seconded the motion and it was carried. 

In reply to a shareholder, the CHAIRMAN said the company 
were giving full pay to those of their staff who were serving 
with the Colours. 


Weston-super-Mare and District Electric 
Supply Co., Ltd. | 


THR annual meeting was held on April 99th, at Electrical 
Federation Oftices, Kingsway, W.C. Mr. Gro. J. SOMERVILLE, 
who presided, remarked that in the electricity supply section 
they bad had an increase in income, in spite of their having 
supplied less current to the traction section. Owing to the 
war that section of the business had not been во remunera- 
tive as in the previcus year, but that was a cause quite outside 
their control. vow А 
Mr. С. G. TEGETMEIER seconded the adoption of the report, 
and it was carried. AES А | Е 
The report showed that the total capital expenditure at 
December 3lst last amounted to £132,273. The accounts for 
the year showed a credit balance of £5,274 from electricity 
supply, 43.887 from traction, and 490 from sundry receipts, 
making £9,251.  Deducting administration and general ex- 
penses £1,672, debenture and other interest 42.222, and 
placing £1.40 to renewals account, there is a balance of 
£4,356, plus £403 brought forward. There is to be placed to 
reserve £500, & dividend on the 6 per cent. preference shares 
absorbs £2,400, a dividend at the rate of 3 per cent. on the 
ordinary shares requires £1,050, and £809 is to be carried 
forward. The installations connected to the mains at Decem- 
ber 3lst, 1914 (excluding the traction section) represented the 
equivalent of 40,439 lamps of 8 c.r., an increase of 3,304. The 
number of consumers during the year increased from 505 to 
597. The total revenue advanced by- £400, and the expenses 
by £328, the net result being an improvement of £132.. The 
gross receipts from the traction section were £7,091, a decrease 
of £1,646, due іо ће war. The expenses amounted to £3,204, 
leaving £3,887, a decrease of £1,917-compared- with 1914. 
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Oriental Telephone and Electric Co., Ltd. 


Mn. Н. JOHNSTONE GREWING presided over the annual meet- 
ing, held on April 28th, at the Great Eastern Hotel, E.C. He 
first alluded to the recent death of Mr. B. St. John Akers, who 
was the oldest shareholder in the company and served on the 
board for over 30 years. The vacancy had been filled by the 
election to the board of Mr. Ness. As to the addition of other 
directors to the board, it was suggested that two be left in 
abeyance for the moment, because, as the shareholders had 
been advised by various circulars, proposals would be made 
as early as possible, some of which effected a possible re- 
arrangement of the board. As to the accounts, in spite of the 
great events which had taken place since they last met, the 
progress of their branches had been maintained. It would 
. be idle to pretend that the war had not affected them, ав 

it had everybody else, but they had not been affected to 'the 
extent that many undertakings had. At the beginning of 
August there was a slump everywhere, but as soon as the first 
shock had passed, things recovered, and he was glad to say 
there was an increase in all their branches, although not во 
great as they might have hoped for in normal times. In the 
case of the China Co., there was a net increase in the revenne 
for 1914 of £l. 619, and the number of new lines added to the 
systern was 235. The Bengal Co. showed an increase of 
£3,143 in net revenue, and 355 new lines 
The Bombay Co. showed an increase of £2,403 in revenue and 
199 lines. The dividends ра+ by the two former companies 
were the same as last year, viz., 5 per cent. for the China Co. 
and 7 per cent. for the Bengal Co., and in the case of the 
China Co. it would have been possible to have increased the 
dividend, but they thought perhaps under the present condi- 
tions it would be better to keep to the old figure. The Boinbay 
Co. had felt itself able to increase its dividend to 16 per cent. 
He might mention in connection with the Bengal and Bombay 
Companies as to the remark in ‘the auditors’ certificate as to 
the valuation of the investments in subsidiary companies, that 
the latest quotation for the Bengal Co.'s 100 rupee shares 
was 125 rupees, and for the Bombay Co.’s 29 rupee shares 83 
rupees. As regarded the Egyptian Co., as they knew Egypt had 
been more affecte d, perhaps, than any of the Eastern agencies 
by the war, and, in addition, for the last seven or eight years 
it had had a series of misfortunes. First there was the financial 
crisis in 1907, and then came the Turkish-Italian war, and 
next the Balkan war, and now the European war. Anyone 
acquainted with the population of Egypt. consisting as 16 did 
so largely of Italians, Greeks, French, Turks and Arabs, would 
understand that these events atfected Egypt much more than 
they would any of their exchanges further East. To have 
been able to maintain their position under these cireumstances 
would have been an achievement of no small merit, but in 
addition they had been able to show some slight advance on 
the previous усаг, which must be considered aa particularly 
satisfactory under the circumstances and highly creditable 
to their officials and staff. This applied with equal force to 
their officials and staff further East. A6 most. if not all, of 
their exchanges, very considerable demands had been made 
upon their services in connection with telephonic communica- 
tion, both by the military and civil authorities, and the coin- 
pany had succeeded in meeting their requirements in every 
ease. In fact, their managers had been complinented upon 
the assistance they had been able to offer. 

Mr. Ніввект formally seconded the motion, and said the 
shareholders knew that another meeting would take place 
shortly at which the action taken by а shareholders’ com- 
mittee would be dealt with. 

Sir FonrESCUER FLANNERY expressed great surprise that the 
mation should have been put before the meeting without 
some further explanation of what was a matter of, public 
knowledge. He referred to the action taken by Mr. Bailey 
before Mr. Justice Astbury first, and afterwards before the 
Court of Appeal, for the restitution of large sums of money 
by the directors to the shareholders. The result of both 
actions мав in favour of Mr. Bailey. If he understood the 
circulars Which had been sent round to the shareholders, there 
were at present negotiations going on between the directors 
and Mr. Bailey and his conunittee for a settlement of the 
matter with the object of avoiding further litigation. That 
settlement, he understood, included. the restitution of many 
thousands of pounds by some of the directors—money which 
thev had actually drawn and received, and which was now in 
their possession, If the meeting carried. the report which 
contained the paragraph аз to the reelection of Mr. T. Lloyd 
and Mr. II. J. Grewing to the board, he ventured to think 
the shareholders would be stultifving themselves. If the meet- 
ing WHS going to be adjourned for the purpose of receiving 
Mr, Bailey's report he saw no useful purpose which was going 
to be served by passing the report. that day. 

Mr. SKELDING said he had not the least notion where they 
stood. All he knew was that a certain Mr. Bailev. with w hom 
he was not acquainted, had agitated in conjunction with 
Mr. Ness, who also he was ignorant of. He was given to 
understand by a member of the board that the principal 
object of the agitation was to oust the old board. and if that 
was so. he congratulated Mr. Ness on having found a place 
on the board. That congratulation was coupled with a certain 
ameunt of sympathy with the gentlemen on the board in 
having to put their hands in their pockets for the sum of 
£55,000, Mr. Skelding proceeded to refer to a circular sent 
round, in which the board suggested that if the Court had 
been in real possession of the facts, they would not have made 


had been added. ` 


of moneys they had received. 


capital account was incurred. 


such scathing denunciations against the directors. Appar- 
ently they blamed counsel or the solicitors, and if so, why 
was it that the solicitors still reinained with the company? 
The fact was that the shareholders had been left in the dark 
and had been told that the board would use the proxies of 
those silly people who sent proxies. The company was 
flcurishing, and why should the board not be content to join 
in the advantages of a flourishing company without grasping 
for huge sums of money like he had referred to, instead of 


letting the shareholders know exactly what was being done? 


A shareholder asked whether if the report was not adopted 
that day, it would mean that a dividend could not be paid. 

The CHAIRMAN said that was so. 

After further discussion regarding the adjournment of the 
meeting, the CHAIRMAN said that negotiations of an informal 
character had taken place with the Committee, and 16 wae the 
intention to have called a meeting and to lay the proposal 
before the sbareholders for an amicable settlement of the 
matter. For various reasons the meeting could not be called, 
and the death of Mr, 5t. John Akers had placed a further 
obstacle in the way. But he could assure them that nothing 
which could take place at that meeting would prejudice what 
might be arranged later on. Mr. Lloyd did not intend to 
offer himself for re-election, and with regard to himself, his 
re-election would depend entirely upon the sharcholders, and 
if it was the wish that he should retire in favour of someone 
else he would do so. 

Mr. Ness said he was one of the Committee to meet the 
directors to try and arrive at an amicable settlement. It was 
a pity Mr. Bailey did not issue a circular informing the 
shareholders of what had been done, but such a circular was 
actually drafted and would have been issued but for Mr. 
Akers's death. After the hearing of the case in the High 
Courts а committee of shareholders inet together and thought 
it would be in the interests of the company to have some 
conferences with the directors, and this had been done. 
Eventually they succeeded in coming to a conditional under- 
standing. Any compromise was, of course, conditional as the 
committee had no power to bind the shareholders. His own 
impression was that when they knew the terms, the share 
holders would be satisfied. It consisted of three points: The 
first was a very substantial refund on the part of directors 
(A voice: “Why not all?) 
It was not possible to get everything one wanted, and if they 
had insisted on getting too much they would have ‘been landed 
with litigation in the House of Lords. Put briefly, the com- 
promise included. a refund equivalent to a 12 per cent. deferred 
dividend which would be paid immediately on the conclusion 
of the transaction. Then three new directors were to 
appointed, and there was to be a revision of the terms of 
remuneration and a fixed sum paid instead of a percentage 
of profits. 

Answering a question as to the present bak of remunera- 
tion, the CHAIRMAN said the five directors of the Oriental Co. 
n £300 each, the four directors of the Egyptian. Со. £206 

each, and the three directors of the China Co. £175 each. This 
Was exclusive of commission on profit in the Egyptian Co., 
which amounted to about £500 for each director. 

The Sontcitor endorsed the Chairman’s statement that the 
passing of the report would not prejudice the shareholders’ 
action at the meeting which was to be called. The liability 
of the directors did not arise as directors of the Oriental Co.. 
but as directors of the Egyptian Co. Every thing they received 
as directors of the Oriental Co. was perfectly in order. There 
wis still the House of Lords, who night вау that the money 
should not be paid: 

- The report was adopted by 20 votes to 13. Votes of thanks 
were passed to the Chairman and staff, and to Mr. Bailey. 


— — — — — — 


Kidderminster and District Electric Lighting and 


Traction Co., Ltd, 


Mn. F. A. Lycetr (Chairman) presided on Monday, at the 
Klectrical Federation Offices, Kingsway, over the annual 
meeting. He formally proposed the adoption of the report, 
which was seconded by Mr. S. E. Garcke and agreed to. The 
report stated that the total capital expenditure at December. 
1914, on buildings and plant, ete., for electric supply amounted 
to £57,724. The net receipts of the lighting department were 
41.261. Adding dividends receivable, £1.955, and the amount 
brought forward, £204, there is a NN of £6,421. After 
deducting administration and general expenses, reserve for 
doubtful debts, interest on temporary loans and debenture 
interest, there remains £2,468, from which there ts to be put 
to reserve £750; dividend on cum. pref. shares for the vear 
absorbs £1,500, leaving to be carried forward 4218. The 
company has sold its motor omnibus interests to the Worees- 
tershire Transport Co., and now holds 11,109 £1 shares (fully 
paid) out of a total of 19,347 shares issued by that company. 
The report of the Kidderminster and Stourport Electrie Tram- 
way Co, for 1914 ‘shows that no additional expenditure on 
The profit on working, after 
providing for renewals, is £1,964. plus £129 brought forward, 
leaving an available balance of £2,095. Out of this there has 
been applied to reserve £500, and to dividend at the rate of 2! 
per cent, £1,450, carrying forward £163. The directors regret 
that owing to pressure of other business, Mr. Shurret? 
Hilton has resigned his seat on the board. Мг, Lycett has 
heen appointed chairman. | 
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Lisbon Electric. Tramways, Ltd. 


THe directors report that the result of the company's opera- 
tions for 1914, after deducting interest and amortisation due 
on the debentures of the Companhia Carris de Ferro de 
-Lisboa and after the payment of £25,610 for interest on and 
redemption of the debentures of this company and also the 
payment of London office expenses and directors’ remunera- 
tion, shows a net profit of £84,709, plus £1,749 brought for- 
ward. £15,000 has been placed to the credit of depreciation 
reserve, £5,000 to exchange reserve, and £19,013 formerly 
standing to the credit of premium on ordinary share capital,” 
has also been transferred to depreciation reserve to adjust the 
decrease in this year’s appropriation from the profits. Out 
of the available balance of £66,458, the usual 6 per cent. prefer- 
ence dividend, amounting to £25,593, has been paid. On 
November 12th, 1914, the directors paid on the ordinary share 
capital an interim dividend of 3 per cent. net, amounting to 
£19,021, and they now recommend a final dividend at the 
same rate, making 6 per cent. net for 1914. The balance of 
£2,853 remaining to the credit of profit and loss account has 
been carried forward to next year’s account. The tramways 
have carried 63,758,037 passengers, earning Es. 1,938,210 
$79,3, as compared with 58,840,923 passengers, earning 


, Es. 1,861,056 $93,9 in 1913. The traffic, therefore, has been 


more than maintained, but the increased cost of supplies, 
especially coal, and the falling off in the average rate of 
exchange from 46.199d. to 43.43d., both of which adverse 
factors were brought about by the disturbing conditions caused 
by the war, have resulted in a diminution of the profit to the 
extent of nearly £20,000. The extension of the power plant 
was completed during the year, and is in satisfactory opera- 
tion. One of the most important of the Ascensores lines was 
electrified and re-opened to traffic during the period under 
review, and the remainder of the system will be completed in 
the course of the current year. No further progress has been 
made in the negotiations with the Municipality mentioned in 
last year's report. The board regret the death of Mr. S. W. 
Jameson, who was secretary of the company since its incep- 
tion. Mr. F. Haines, who was acting secretary, has been 
appointed his successor. The board record their appreciation 
of the services rendered to the company by the members of 
the local board in Lisbon, by Mr. А, O. Kolkhorst, the general 
manager, and by the entire staff. 
Annual meeting : May 12th. 


Craigpark Electric Cable Co., Ltd.—For the year 
ended March 31st, 1915, the accounts show a net profit of £8,906, 
plus £1,391 brought forward, making £10,297. There is put to 
depreciation off buildings and machinery £2,500, to reserve account 
£1,000, to dividend on 6 per cent. preference shares £2,850, -to 
dividend on 37,500 ordinary shares, at 6 per cent., for the year 
£2,250, leaving to be oarried forward (subject to payment of 
directors’ feea) £1,697. Business during the year was satisfactory, 
although the output of the company suffered somewhat from the 
dislocation inseparable from the war. The value of orders on 
hand at the moment is considerable, and the prospects for the 
coming year are good. The directors regret to report the death of 
Mr. William Henri Luther, who was appointed a director only last 
year. Annual meeting, May 12th. 


Chloride Electrical Storage Co., Ltd.—A dividend 


of 10 per cent. on the ordinary shares is recommended for the 
year. 


Auckland Electric Tramways Co., Ltd.—An interim 


dividend of 7d. per share, fess inoome-tax, on the ordinary shares 
is announced. 


Submarine Cables Trust, Ltd.—The directors report 
that the revenue for the year ended April 15th amounted to 
£25,175, and the expenses to £1,359, leaving £23,816, plus £30 
brought forward. After providing £16,236 to meet payment of 
the coupons, £7,560 has been transferred to the redemption fund, 
leaving £50 to be carried forward. 


Alderley and Wilmslow Electric Supply, Ltd.—The 
annual meeting was held on April 27th. The directors’ rt, to 
which brief reference was made last week, recorded the death of 
a director of long standing in the person of Mr. John Royle, Mr. 
H. S. Hadwen has been elected to the vacancy. 


Anglo-American Telegraph Co., Ltd.—The directors’ 
report for the year ended March 31st, 1915, states that the divi- 
dends paid absorbed altogether £262,500, being the rent paid by 
the Western Union Telegraph Co. for the year, equal to 33 per 
cent. on the ordinary stock, 6 per cent. on the preferred stock, and 
là per cent. on the deferred stock. The balance at oredit of 
revenue account (471,250) includes £5,625 interest received, and 
the balance of £65,625 is available for tre payment of dividends 
for the quarter to March 31st, 1915. 


Tramways and General Works Co., Ltd.—A dividend 


of 631. per share, less income-tax, for the year is recommended, 
carrying £207 forward, 


- 


Yorkshire (Woollen District) Tramways, Ltd. 
—The revenue for 1914 amounted to £65,385, an inorease of 
£2,876, After deducting all expenses chargeable to revenue, 
including repairs and maintenance, payments to local authorities 
under agreements, debenture and other interest, and setting aside 
£4,500 to renewals fund, there remains £9,696, plus £1,891 brought 
forward. There is to be put to reserve fund £2,000, to dividend 
at the rate of 3} per cent. per annum on the ordinary shares 
£7,001, carrying forward £2,586. 


Chiswick Electricity Supply Corporaticn, Ltd.— 
The directors report a capital expenditure of £4,357 during 1914. 
The profits, after paying sinking fund premium and trustees’ fees, 
were £8,386. Interest on first mortgage debenture stock amount- 
ing to £3,600 has been paid, leaving £4,786 to the credit of the 
net revenue account. А dividend at the rate of 6 per cent, for the 
year is recommended, carrying £1,018 to depreciation reserve fund 
account. 


Eastern Extension, Australasia and China Tele- 
graph Co., Ltd,—The gross receipts for the year 1914 mounted 
to £819,583, against £738,129 for the previous year. The working 
expenses, including £61,174 for maintenance of cables, absorb 
£364,978, against £354,864 for the previous year, leav- 
ing a balance of £464,604. From this is deducted 
£13,754 for income -tax payable in England, and £30,096 
for interest on debenture stock, leaving £410,753 as the net profit, 
plus £30,616 brought forward, making £111,370. Three interim 
dividends of 1} per cent. each have been paid for the year, and it 
is now prop sed to distribute a final dividend of a like amount on 
June 12th, making a total dividend of 5 percent. It is also pro- 
posed to pay a bonus of 4s. per share, or 2 per cent., making a 
total distribution of 7 per cent. for the year. £200,000 has been 
transferred to the general reserve fund, and £31,370 is carried 
forward. The balance of cost, amounting to £194,078, of the 
Penang-Singapore-Hong-Kong cables has been charged against 
the general reserve fund. 235,443 has also been charged against 
the fund for partial cable renewals carried out during the year, 
together with the loss emounting to £43,901 incurred on the sale 
of investments. 


Buenos Ayres Port and City Tramways, Ltd.— In a 
ciroular issued to holders of 6 per cent. first mortgage debenture 
stock and 6 percent. extension first mortgage bonds, it is stated 
that the committee representing both classes of debenture-holders 
consider that the best interests of the debenture-holders would be 
served by the adoption of a scheme for consolidating and re- 
arranging the funded debt, thereby avoiding difficult questions 
which would inevitably arise if receivers were appointed. The 
trustees concur in this decision. It was anticipated that it would 
have been possible to submit a scheme of reorganisation before this 
date, but, unfortunately, delays have ooourred, through technical 
Giffloulties, in dealing with matters connected with the floating 
debt of the company, which it is hoped may shortly be overcome, 


Calcutta Electric Supply Corporation, Ltd.—The 
number of units sold to consumers during the four weeks ended 
February 26th amounted to 990,763, compared with 1,080,419 in 
the corresponding four weeks of 1914. For the four weeks to 
March 26th the figures were 1,212,991 for 1915, and 1,220,009 for 
1914. 16 is stated that general slackness of trade in Calcutta, 
owing to the war, has caused the above decreases. 


South Wales Electrical Power Distribution Co.— ' 
The report states (says the Financier) that as, under the working 
arrangement with the Treforest Electrical Consumers’ Co., Ltd., 
the whole of the working expenses in connection with the under- 
taking are how borne by that company, there is, for the time being, 
no revenue account to besubmitted. Notwithstanding the disloca- 
tion of trade during the last five months of the year, the business 
of the company shows an increase, the units sold amounting to 
26,510,198, as compared with 25,812,031 sold in 1918, an increase of 
698,167 units. The surplus, after payment of all working expenses 
and interest on prior lien debenture stock, and making due pro- 
vision for depreciation of new plant, amounts to £5,347, as com- 
pared with £2,915, the surplus for 1913, an increase of £2,431. 
The accumulated profits are now sufficient to deal with the 
indebtedness of £13,500 due to certain members of the Treforest 
Co. for overcharges, as explained in previons reporte. The con- 
tinued expansion of the company's business necessitates the 
provision of farther capital, for which the requisite steps are now 
being taken by the directors under the borrowing powers already 
possessed by the company, and, subject to these and incidental 
arrangements being accomplished, the directors confidently look 
forward to being able to make a payment in respect of interest on 
the original debenture stock in the course of the coming year. 


Costa Rica Light and Traction Co., Ltd.—At a 
meeting of the holders of the 6 per cent. prior lien debentures, held 
on Wednesday, resolutions were, according to the Financial Times, to 
be submitted to release the company from liability to make pay- 
ments to the sinking fund until May 15th next following the 
expiration of one year after, the termination of the present 
European war, 


Reduction of Capital.—GELL TELEGRAPHIC APPLI- 
ANCES SYNDICATE, LTD., AND REDUCED.—A petition for the con- 
firmation of the reduction of capital from £40,000 to £20,00U has 
been presented, and will be heard on May 11th. 
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STOCKS AND SHARES. 


TUESDAY EVENING. 


A good many of the markets in the Stock Exchange have 
come to something like à pause, investment and speculative 
investment both being checked by the recent news from 
France, and, still more, by that from Russia. Although so 
neatly wrapped up in the оћсіаі dispatches, the advance 
established by the Germans has not been ignored by those 
closely following the sphere of operations in the Western 
theatre; and that the enemy should have progressed at all, 
just at the time when the Allies were expected to make a 
sweeping forward movement, has caused a little disappoint- 
ment to those who profess to see in 1t something more than 
the mere ebb and flow of events connected with a great war. 
As regards the Russian operations, the German tales are, of 
course, not credited without confirmation from Petrograd, but 
it is thought that our Allies may have suffered a setback. 

Moreover, the grave statements with reference to labour 
difficulties which have been contributed by Admiral Jellicoe, 
Mr. Lloyd George, the Director of ‘Transports, and others corn- 
bine to produce a feeling of uneasiness in the minds of the 
investing public. Money itself remains almost ridiculously 
eusy—the result, principally, of the disposition of capitalists, 
large and small, to keep their cash resources liquid rather 
оа employ them in Stock Exchange channels for the tune 

ing. 

The Home Railway market continues to give way, 1n conee- 
quence of the labour troubles, Principally, the demands made 
by the Miners’ Federation for an increase of 20 per cent. in 
wages are responsible for the refusal of the public to put 
money or faith into the leading industry of the country. It is 
true enough that the floating supply ot stock 1s comparatively 
small—a factor which will assume correct proportions ав 
soon as any attempt is made to buy Home Railway stocks. 
Just at present, however, such attempts are conspicuous only 
by their absence; and the result is reflected in what dealers 
in the market euphoniously call a softening process, 1n contra- 
distinction to the '"' hardening" of values which might have 
been expected to take place at the present time, had it not 
been for the labour unrest. 

Metropolitans and Districts drooped with the rest. Central 
Londons keep steady, and there are one or two buyers about 
of the Company's ordinary assented stock. The Underground 
Klectric group as a whole, apart from the two issues men- 
tioned, maintains its ground with more tenacity than is shown 
by the Steam stocks. There is little setback in the prices of 
debentures and preferences—a testimony to the determination 
of investors to retain their holdings for better times, rather 
than evidence of demand to-day. 

The Telegraph market is one of the firmest in the electrical 
departinents. Cuba preference rose 105. Great Northerns at 
32 are £2 up, thanks to the increase in the dividend. Globe 
preference eased off a little. Indo-I2uropeans at 56 are £1 higher, 
very little inquiry sufficing to put up the price. Anglo- 
American deferred slipped back 3 on a few profit-taking sales 
by those who bought the stock some weeks back at a lower 
figure and who consider themselves fortunate in being able 
to take a quick turn in war time, but the preferred regained 
all the 14 per cent. dividend deducted last week from the price. 
Eastern Extensions are firm on the issue of what, in the cir- 
cumstances, must be regarded as an excellent report. 

Telephone shares are also wanted. There are rises this week 
in Chilis, United River Plate, and Orientals. New York Tele- 
phone 43 per cents. are 98, ex the half-yearly interest; allow- 
ing for deduction of tax, the movement on the week із prac- 
tically nil. Marconis remain at 13, Canadians at 5s., Americans 
at 10s. 6d. There is nothing much to induce purchases of 
Marconis while other markets are dull, but in any breath of 
revival the optimists who profess to see the shares at £2 are 
quite likely to be justified. The Telegraph Manufacturing 
group is also good. Telegraph Constructions at 374 have 
gained a fraction; Callender's preference improved to 5, their 
par value; British Insulated at 114 are easier to sell than they 
are to buy. 

Brazil ‘Tractions are lower at 55}, which, allowing for the 
dividend, makes a fall of a point on the week. The shares 
fell, in company with most of the active securities round the 
House, on Tuesday (to~lay), when the effect of the Russian 
news was to make most things weaker. Mexicans are fairly 
steady, and Anglo-Argentine Tramways lst preference con- 
tinue to improve. The Buenos Aires Port and City Tramways 
Co. has eireularised its bondholders, through the committee, to 
the effect that a new scheme of re-organisation is under con- 
sideration. ‘There is an idea that a fresh first charge debenture 
stock will be issued, and possibly ineome bonds аз well, in 
exchange for the existing bonds. 

The Home Electricity list is very quiet. County of Londons 
stand at 4 harder at 11}, but apart from this there is not a 
quotable change in the catalogue. Nor is the Miscellaneous list 
much different, from the point of view of movements in prices. 
Castner-Rellners are good at 2,4, and there was a slight 
recovery in Edison. & Swan partly-paid shares. The Chiswick 
Electricity Supply Corporation. proposes to pay a dividend on 
the shares at the rate of 6 per cent. for the year. 

East London Railway ordinary stock has been changing 
hands fairly frequently about 43, and this has caused a recru- 
descence of sume of those rumours. with which we grew so 
familiar some years аро, ав to the company being taken over 
by one or other of its bigger brethren. 
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Rubber shares have weakened, on profit-taking by those who 
thought, justifiably enough, that prices had been run up 
rather rapidly, and that a time of reaction was due. The 
price of the raw material, after giving way for several con- 
secutive days, took a turn for the better and 1з on the mend 
again. Armament shares are also droopy, mainly on account 
of the Government's decision to curtail war profits and on the 
serious state of affairs which is said to prevail amongst a 
section of the men employed upon the work of turning out 
munitions of war. The Budget is not likely to affect the stock 
markets in any material manner. " 


SHARE LIST OF ELECTRICAL COMPANIES. 


Нома ELEOTRiCITY COMPANIES. 
Dividend, May 4, Riseorfall Yield 


1914. 1915. this week. p.c. 
Brompton Ordinary  .. се . 10 8i — 26 1 8 
do. 7 per cent. Pref, .. os 7 7 — 410 4 
Charing Cross Ordinary da ee 5 4 — 6 11 1 
do. do. do. 4 Pref. ee 4 1$ — 9 1 
do. do. City Pre 0 ee ee 4 4 — 6 12 6 
do. 4 Deb, ee ee s. ee 4 90 — 4 9 0 
Chelsea oe ee ee ee oo Б 48 — 5 8 1 
до. 44 Deb. ee ec ee ee 43 92 —— 4 17 10 
City of London .. А s . 9 143 — 6 5 2 
do. do. 6 per cent. Pref, .. 6 194 — 418 0 
do. do. 6 Ded. oe eo eo 6 112 — 4 9 8 
do. do. 43 Deb. ee ee 43 98 — 4 11 10 
County of London ee ne o 7 113 +1 6 1 
do. do. 6 per cent. Pref. oe 6 11g — 6 8 
do. do. let Deb. ee @e 4 100 -— 4 10 
do. do. апа Deb. eo 0 0 95 xd — 4 14 
Kensington Ordinary .. i . 9 7 — 6 8 
London Electric .. ae $5 T 4 13 — 6 18 
do. do. 6 per cent. Pref, .. 6 5 — 6 0 
do. do. 4 eb. eo oe oe 4 87 т=з 4 19 
Metropolitan ae oe ee oe 8% — 6 13 
do. 4 r cent. Pref, os 4 — 6 12 
do. 4 eb. [3 ee ee 4 D4 — 4 15 
do. Deb. ee МО ee 15 — 4 18 
St. James’ and Pall Mall Y^ .. 10 8 — 6 5 
do. do. do. 7 per cent. Pref. 7 68 — 6 91 
do. do. do. 84 Deb. ee ee 8) B0 — 4 1 
Bouth London ee ee ee ee 5 8 — 6 18 
South Metropolitan Pref, ae ee 1 — 6 4 
Westminster Ordinary .. ee oe 9 1 — 6 0 
do, 43 Pref, oo [EJ oe | 4 == 4 12 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Tel, Pref. .. .. .. 6 1063 xd +14 5 12 8 
do. f. ee ve ee li 22 — 6 ll 10 
Chile Telephone cs «is - + 6 16 6 
Cuba Sub. Ord. °’ ee ee oe 53 8 = 6 b 9 
do. Pre. ee oe .. 10 16 tà 650 
Eastern Extension oe ee oe 7 18} — 6 5 8 
Q. 4 өр. oe oe 4 92 == 4 7 0 
Eastern Tel. Ord.. . oo ee ee 7 186 €— b 8 0 
do, еї, ee oe oe 8) 74 == 4 14 1 
do. 4 Deb. ee eo oe 4 98 — 4 7 0 
Globe Tel, and т. Ord, oe oe eo 6 111 — 6 6 B 
do. Pret, oe oe ee 6 19 — i 5 0 0 
Gt. Northern Tel. © oe .. 293 82 +2 617 6 
Indo-Buropean .. és oe . 65/- 66 +1 616 1 
Marconi os ee oe ee oe 20 14 TN M 8 6 
New York Tel. 43. ee ee ee 44 98 xd — 4 11 6 
Oriental Telephone Ord. eo о. 10 21k + д 411 0 
do. Pret. n ee 6 15 — b 1 1 
Tel. E pt Deb. '.. eo ee ee 43 B8 — b 2 8 
United R. Plate Tel. 8 64 + Н 681 
о. Рте 0 ee ee 6 6 — 6 0 0 
West India and Pan, .. е 26 1 1 — B16 3 
Western Telegraph °% ee ec 7 18 — 6 2 8 
do. 4 Deb. oo ee 4 = $ 4 6 6 
Hour Rams. 
Centra] London, Ord. Assented m 4 78 a 6 8 2 
Metropolitan - ка oe m 13 - 294 —1 « 49 
do. District oe ee ee Ni 17 — i Nil 
Underground Electric Ordinary ee Nil 1 — Nil 
do. do. АД... ee Nil bí - 8d. Nil 
do. do. Income ee 6 81 — 1 8 8 
. Fongiom Trams, &0. 
Anglo-Arg. Trams, First Pref. ET 59 47 + 640 
до. апа Pref. eo ee 6 84 — 7 9 0 
do. 4 Deb. oe ee 4 83 — 4 16 5 
do. 44 Ded. ея 44 89 -1 500 
do. 6 Deb. oe ,@e b 89. — 5 11 9 
Brazil Traotions oe eo ee ee 6 55% xd —1 10 16 3 
Bombay Electric Pref. .. a és 6 103 — 5 16 10 
do. 44 Deb. ee ee 4 8t -— 4 19 0 
Mexico Trams .. vs s oe Ni BO — Nil 
do. б per coent. Bonds .. — 58 — Nil 
do. 6 per cent. Bonds .. — 85 — Nil 
Mexican Light Common T Nil 20 — Nil 
` йо. Pref. .. “ә . Nil 42 — Nil 
do. Ist Bonds os . — 60 — == 
Adelaide Sup. 6 per cent, Pref, — 6 63 ч. 5 14 8 
` до, 6 Deb. ee ee ee 5 108 — 4 17 1 
MANUFACTURING COMPANIES. 
Babcock & Wilcox ex "n e 14 62/- — 6 7 8 
British Aluminium Ord, oe T b 20/6 — 4111 
d^. Pref. ee ee 6 12/6 тте 6 9 9 
British Insulated Ord. .. Ws . 15 11 — 610 6 
do. Pref. .. es Wie 6 6 — 6 0 0 
‘British Westinghouse Pref, .. se 1% 143 — 715 0 
do. 4 Deb. ae ee ee ee 4 72 — 6 11 1 
do. 6 p. lien oo ee ee 6 99 — 6 1 8 
Callenders . es ee oe oe 15 12 — 8 6 8 
do. 5 Pref... ee ee ee Б 6 + $ b 0 0 
do. 44 Deb, eo ee ee 44 98 — 4 19 4 
Castner.Kellner .. .. oe 15 8,5, — 410 6 
Edison & Swan, £8 pd. .. -— .. Nil 13/3 4 3d. Nil 
do. do. fully paid ae ee Nil 1$ — Nil 
do. do. 4 Deb. ee о 6 ae 4 63 — 6 q 0 
do. do. 5% Deb .. .. б 60 — 868 
Electrio Construction 6 13/6 — 756 
do. do. Pref, ee ee 7 1 — 7 0 6 
Gen. Elec. Pref, ae ee ee ee 6 1 * 6 18 5 
Henleys... .. 20 14 — 6 18 0 
doi 4 Pref. ee ee ee ee 4 4 — 4 12 4 
do. 4$Deb... .. .. .. 4 97 — 419 9 
India- Rubber ee ee Фо ae 6 cam 6 9 1 
Telegraph Con. ee ee oe 20 bit + 4 666 
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METAL MARKET. 


Fluetuations in April. 
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A New Radioscopic Process for Localising Bullets. 
—A very simple method of finding the depth of a foreign body 
in the flesh ia described in the Genie Ciril, ав the invention of 
Messrs, Hirtz & Gallot. The patient is laid on a table, with the 
X-ray tube beneath it, and a fluorescent screen with a hole at its 
centre is supported above him. The tube and screen are moved so 
that the vertical ray from the tube throws the shadow of the 
bullet or splinter on the hole in the screen, and a mark is made on 
the skin of the patient at that spot. The tube ia then moved in 
any direction in a horizontal plane, and the new position of the 
shadow is marked on the screen. The patient is then removed, 
and the screen replaced in the same position as before. The 
tube, still in its last position, is operated, and a plumb bob is 
lowered through the hole in the screen, until its shadow falls upon 
the spot marked on the screen: the bob is then in the exact 
position previcusly occupied by the bullet, and the depth of the 
latter is thus at once obtained. 


East Africa Protectorate.— The annual report for 
1913, by Mr. F. W. Major, Chief of Customs, East Africa Pro- 
tectorate, shows that the value of imports of electrical apparatus 
advanced by £3,481 to £6,970. Industrial machinery imports 
were up by £15,199 at £66,771. All classes of metals, manufac- 
tured and unmanufactured, porcelain, china and earthenware, iron 
and steel ware, and hardware, also scientific instrumenta showed 
satisfactory advances. The enormous expansion in iadustrial 
machinery is more apparent when it is mentioned that the figure 
of £66,771, compares with only £21,065 two years earlier. 
Machinery imports of all kinds take the fifth place in order 
of value. Telegraph materials almost entirely British imported 
for the past three years have been £16,795, £19,839 and £10,048 
for 1912-13-14 respectively. 


POWER PLANT TESTING. 


AT a meeting of the Ѕсоттіѕн Local Section of the INSTITUTION 
OF ELECTRICAL ENGINEERS on April 13th, а discussion took place 
on Mr, Selvey’s paper on power plant testing, which was 
abstracted in our issues of December 11th and 18th, 1914. 

Mr. W. W. Lacke (Glasgow), while agreeing that in cities, 
towns, and areas having a population of over 500,000 there 
would be a complete obsolescence, in from eight to ten 
years, of plant purchased at the present time—rated 
at less than 5,000 xw. in the case of turbo-alternators 
or 30,000 lb. for boilers—he did not think that this was a 
correct statement as applied to smaller towns. He agreed 
that they might look forward to a load factor of approximately 
90 per cent. on their works, and that economy in fuel ought 
to be one of the first considerations in buying new plant; but 
in his figures to show the importance of low steam con- 
sumption, he thought Mr. Selvey rather over-stated the case. 
Mr. Selvey had entirely omitted to take into consideration the 
extra interest, depreciation, and einking fund on the additional 
£24,000, and that at 8 per cent. represented £1,900, or over 
£15,000 in eight years. The net result was that the machine 
taking 1 Ib. less per Kw.-hour on 8,000 hours’ load was worth 
only £8,600 more, and on 4,000 hours’ load it would be worth 
only £4,300 more. He did not wish to depreciate the import- 
ance of steam consumption, indeed Mr. Selvey could have 
gone further. If a set of turbines was bought to take 5 per cent. 
less steam it followed that 5 per cent. less boiler plant would 
suffice also. As to the testing of plant, within recent years 
they had had to test 3,000, 4.000, and 6,000-kw. turbines and 
boilers of 30,000 lb. evaporation. One series of tests repre- 
sented ten sets of readings, and it took 110 sheets of foolscap 
to make a proper record of these tests, necessitating a staff of 
20 to 94 men, but the importance of having the facte accu- 
rately set down was seen when one remembered that every 
tenth of a pound of steam over 13.7 lb. meant & penalty of £750 
to the contractors. He did not think that any manufacturer 
would agree to let the plant run for six months before a test 
was made, unless he got payment for the plant on erection, 
and, alternatively, no buyer would agree to pay for the plant 
until it was officially tested. The plant should be tested as 
soon as possible after erection, and again twelve months there- 
after; but before the second test the contractor should have an 
opportunity of examining the turbine, and there should be no 
се in the efficiency of the turbine at the end of that. 
period. | | 

Mr. Pace (Glasgow) pointed out that the difficulties between 
buyer and seller arose when the tests proved non-compliance 
with the specification, more especially if the tests were carried 
through by engineers in the buyer’s employment. This 
showed the desirability of having specialists who would be 
accepted by both parties to carry out tests. The trouble all 
along had been that there were so many variables. On getting 
in tenders, the steam consumptions were invariably given with 
а margin of 24 per cent. They had succeeded sometimes in 
getting the successful contractor to depart from this stipula- 
tion, but the I.E.E. Model General Conditions embodied an 
allowance to cover errors in observation. The remarks on 
obsolescence hardly applied to boilers in the same sense as to 
turbines. The smaller size of water-tube boiler with, say, 
4,000 sq. ft. heating eurface, installed 20 years ago, was Just 
as efficient to-day as boilers put down recently. The same 
certainly could not be claimed for turbo-alternators. Не could 
confirm what was done in power stations with new turbines 
in running them almost continuously. Fifteen months ago 
the Glasgow Electricity Department installed a 6,000-K w. set. 

t was hardly fair to take the figures for the first six months, 
because during that time the turbine had to be tuned up, but 
if they took the second six months of the first year of that 
plant's life, he found they ran this 6,0UU-KWw. set for 55 por 
cent. of the total load, and that it was responsible for 223 
million units out of a total output of 33} million. units, 
which only left 11 million units to be taken from the other 
plant. The capacity of the plant was 22.000 Kw., leaving 
16.000 Kw. after the 6,000 xw. set was accounted for. Over the 
vear the 6,000 Kw. machine generated 40.000,000 out of the total 
of 61.000.000 units, although the total plant capacity was fully 
22.000 KW., and that fully bore out Mr. Selvey's contention 
that one-tenth of a pound of steam saved was extremely 
valuable. Automatic CO, apparatus required to be used with 
discretion, the firemen being so apt to cut down air supply 
and thns lower the output of the boiler in their efforts to get 
high СОг. Indicating steain meters on each boiler. helped 
greatly not only to work in conjunction with the CO» appa- 
ratus, but in the event of a shortage of steam to tell the 
engineer in charge where the trouble lay. In Glasgow they 
made а standard practice of ‘having such a meter on every 
boiler. lt served the same purpose as an ammeter оп a 
generator, and had been found to be a thoroughly sound invest- 
ment. Draught gauges connected above the fire and betweerr 
the top of the fire and the back end of the boiler served not 
only their legitimate functions, but also showed at once when 
the boiler required cleaning. They had found this to be an 
even more certain way than going by the readings on thermo- 
metere, as excess air tended to lead them astray when depend- 
ing upon the thermometers at the boiler and economiser 


670 


THE ELECTRICAL REVIEW. 


[Vol. 76 No. 1,954, May 7, 1915. 


dampers. As to fuel analyses, they found they could now buy 
coal on the daily figures obtained in the Electricity Depart- 
ment Laboratory. Mr. Selvey spoke of the higher calorific 
value of coal, but manufacturers were not much inclined to 
depart from the older method which employed a lower calorific 
falue. Some pronouncement was wanted on the exact number 
of B.TH.U. in a KW.-hour. Marks and Davis put it at 3,415. 
Sume of the engineering year-books gave it as high as 3,420, 
and manufacturers varied froin 3,411 to 3,415. When con- 
sidering tenders the difference in these figures had its effect 
in getting at a fair comparison. 
rotary air pump performed its work very well, but some forms 
took too long to create the vacuum in the condenser at start- 
ing. Where steam or water ejectors were employed this 
trouble was greatly reduced. The figure of 1.3 lb. of air per 
1,000 Ib. of steam was much too high. An air pump capable 
of handling that quantity of air and vet only being called 
upon to deal with about 0.4 lb. per 1,000 lb. was wasting power 
continually. The better arrangement was to put in two sets 
of air pumps, each capable of dealing with 0.5 Ib. per 1,000 lb. 
and run only one under normal conditions, the other being 
brought into service when there was excessive air leakage or 
when there was something wrong with the first one. The 
temperature of the sealing water to these rotary air pumps 
should be kept down, as this had a bearing on the power taken 
to drive them. On the question of the size of surface con- 
densers, to allow one square foot of surface for every 5 lb. of 
steam secined to him on the high side. Even with high inlet 
cooling water temperature, Where K had to be run up, 1 sq. ft. 
to 6 lb. should be enough, and on jobs where the inlet cooling 
water temperature might be as low as 50? F., 74 lb. ought to 
be condensed per sq. ft. The coefficient of heat transmission 
referred to as K would repay study. It anght never to be 
referred to unless the whole application of this factor was 
thoroughly understocd: For instance, it might be as low as 
300 and as, high as 1,000 B. TH. U., and it depended upon local 
conditions; and the correct K for one job was probably 
quite wrong for the next. The tendency, however, when 
the cooling surface was not specified, was to keep that 
down, working with high к brought about by high velocity 
of the cooling water through the tubes. In plant running on 


a good load factor this might mean very high pumping costs, 


and as a rule it generally paid to buy more surface and keep 
down the friction head against the pumps. 

Mr. D. A. STARR (Glasgow) thought that high efficiency was 
sometimes obtained at the expense of good mechanical con- 
etruction, and good efficiency could be obtained sometimes 
with more. rugged construction and better clearance between 
running parts, etc. No matter how carefully the testing was 
carried out, the main thing was the economical operation of 
the plant afterwards, and he thought it was important to 
watch results very carefully from the coal to the output of 
the station. In many undertakings the class of fuel varied. 
not only in calorific value but in size and quality also; and if 
careful analysis was made and the size of coal kept account of 
week after week, in conjunction with the load factor of the 
et;tion; the output and the relative demand on the sizes of 
units in commission, as well as the lb. of coal per unit sent 
out, and the cost per ton of each class would indicate in the 
cost per unit whether the plant was keeping within its test 
conditions. 

Mr. J. К. SroruknT. (Glasgow) emphasised the need for 
experienced and expert observers. Unless the methods for 
waking the various measurements required in boiler trials 
were standardised) and of calculating efficiencies were 
on the same basis, the results, apart from the accuracy 
of observations, were bound to be different and possibly mis- 
leading. He thought that the report of the Committee of the 
Institution of Civil Engineers on tabulating the results of 
steam engine and boiler trials recently published. if adhered 
to by engineers, would tend to attain the object which the 
author had in view. "The author attached too much inport- 
anee to the value of the CO, measurements, which might be 
used to cause a waste of money instead of the saving counted 
on. As a matter of practice, the cost of evaporating 1,000 
gallons was the best test. and the CO, records were a guide 
to help them to attain the result. There was a good deal to 
be said for the зоог х desire for specially designed furnaces 
for euch class of fuel, but he was afraid that this was ideal. 
Manufacturers had to айп at an average plant, and he had 
often known cases of specially designed furnaces for a parti- 
cular class of fuel whieh had proved a disadvantage to steam 
raising When the particular kind of coal was unavailable. 

In the course of his reply, Mr, Senvey said that he found 
it took six months to tune up a plant, and, personally, he would 
not advise testing until that period had elapsed. A matter of 
З per cent. reduction in efficiency was not likely to occur on 
large sets, but it certainly occurred a great deal upon some of 
the smaller power station sets, and it arose very often through 
running with too fine clearances. There were many pitfalls in 
testing. and peenle seldom got within 2 to 4 per cent. Пе had 
not been pleading for a very high СО, but he thonght 6 per 
cent, was upon the low side and ought to be improved. A very 
hich CO, in the absence of complete knowledge had often 
led to extraordinary results. The question about K was rather 
a subtle one, and there was no doubt generally that they were 
returning to a reasonable water velocity and consequently a 
more reasonable pump power, A furnace was usually specially 
designed for a poor elass of соз], and there was no difficulty in 
running in a better class of fuel. He was recently testing a 
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They had found that the: 


new gas engine, of which the makers wanted to know the 
lower calorific value. He spent eix weeks in trying to find 
that out, and he had great pleasure in telling them that there 
was no such thing. He consulted twenty-two authorities and 
text-books, and the ultimate conclusion he came to was that 
there was complete disagreement, while as to the value of the 
B.TH.U. per KW.-hour he would say it was 3,413.7. 
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THE POWER SUPPLY OF THE CENTRAL 
MINING-RAND MINES GROUP. | 


Bx J. Н. RIDER, M. I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, April loth, 1915.) 


(Continued from page 636.) 


In 1913 a new type of control apparatus was suggested by 
the South African General Electrical Company (С.Е. Co., of 
America). The general arrangement of this apparatus is as 
follows :— 

(1) Electrically-operated contactor switches are used for the 
stator circuits, similar to those now working on several 3-phase 
winders on mines of the group. | 

(2) The rotor resistance is of the metallic type, the various 
sections being cut in and out by a series of nine 3-pole elec- 
trically-operated contactor switches. 

(3) The operation of the stator and rotor contactor switches 
is effected by a small master controller of the cylindrical type 
mounted on the driver’s platform. The controller lever moves 
in a similar manner to the ordinary operating lever. 

(4) The rate of accelerating the speed of the motor is auto- 
matically controlled by a relay system in the rotor circuit, so 
that, although the control lever may be put nght over at the 
start. no succeeding rotor switch closes until the rotor current, 
which has increased on the closing of the preceding rotor 
switch, has fallen to a predetermined and adjustable amount. 

The advantages claimed for this method of control were :— 


(a) No heavy work is imposed on the driver in operatang the 
control lever. 

(b) No energy is wasted in continually pumping electrolyte. 

(c) The full speed of the motor is obtained, as, when the last 
rotor switch closes, the rotor 1s metallically short-circuited. 

(d) No energy is wasted, in the rotor resistance during the 
period of full-speed running, but only during the periods of 
acceleration and. retardation. ax 

(c) There is no possible risk of flashing over, however quickly 
the control lever 15 operated. 

(f) There is no cooling pipe system to be kept clean and in 
order. 

The equipment was erected in the winding engine-room at 
the Village Main Reef, Ltd., and was used with great success 
for several weeks, during which time the drivers expressed 
themselves as being very well satisfied with it. Several de- 
fects in the apparatus appeared, however, as follows :— 

(1) The control gear was mounted on a pipe framework on 
the light wooden floor of the engine-room. The continual 
opening and closing of the contactors shook the bolts loose. 
and it was soon seen that the mounting was too light and 
should be on a solid. floor. 

(2) The rotor resistance was formed of metallic grids, built 
up in frames like an ordinary traincar resistance. These frames 
were arranged in a metal tank filled with water to keep down 
the temperature. The water and the electrolytic action gradu- 
ally destroyed the insulation between the grid sections, and 
allected. the cable contacts on the grids. 

Apart from these defects the general working was so satis- 
factory that it was decided to re-erect the control gear on a 
solid framework and foundations in a small house outside tbe 
engine-room, and to use, instead of cast-iron grids under water, 
a series of air-cooled reds or tubes for the main portion of the 
rotor resistance and three iron plates in water for the re- 
mainder. Several experiments were made to ascertain the 
correct size and Jengths of the reds, and the whole arrange- 
ment as completed now appears to be quite sound and effective. 
The gear is illustrated in figs. 2 and 3. 

Fig. 2 shows the stator contactor switches and fig. 3 the 
rotor contactor switches. Tt is in successful daily operation 
at the Village Main Reef G. M. Company, Ltd. Although a 
little more expensive in prime cost than the ordinary type of 
liquid control, this is more than repaid by the effectiveness 
and the saving of the heavy losses in the rotor resistance dur- 
ing the times of full-speed running. 

With a view to obtaining competitive arrangements, the 
author, in July, 1914, sent particulars of the contactor-relay 
system of control. to a British firm which claims to be expert 
in that class of work. It took nearly five months for a reply. 
other than an acknowledgment, to be received, and then the 
information sent was entirely useless. Wake up, England! 
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Electrically-operated contactor switches for the stator circuits 
are used with great success on several 3-phase winders of the 
group. The contacts are self-cleaning and are broken under a 
mnagnetic blow-out. and the maintenance is exceedingly small 
when vommpared with the ordinary pattern of oil switch. A 
contactor switch is shown in fig. 4, from which its essential 
parts will be seen. 

Manufacturers do not seem to realise the nature of the 
duties which winder oil-break switches have to perform, and 
they usually supply the ordinary switchboard type. While the 
latter is only called upon to open and close feeder or machine 


Fic. 2.—STATOR CONTACTOR SWITCHES. 


circuits occasionally, and generally with no load on at the 
tune, switches for 3-phase winders frequently have to make 
and break circuits from 500 to 1,000 times per day, and the 
breaking is usually done under full load. It requires a very 
substantial switch to stand up to this sort of work, and the 
arcing contacts and the oil have to be renewed at least once 
a week. This is a very “messy and expensive job, and con- 
tactor switches are being insisted upon for all future 3-phase 
winders. On a 3-phase winder at Rose Deep, Ltd., these 
switches have made and broken the stator circuits over 388,000 
times without any cost whatsoever for repairs or maintenance. 

The deeper the shaft the cheaper is the 3-phase system com- 
pared with the Ward Leonard, particularly if the contactor 
system of rotor control is used, because with the latter the 
resistance losses are entirely eliminated at full speed. With 
balanced (double-drum) winders working without a tail rope, 
there is, however, a limit to the depth at which a 3-phase 
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Fic. 3.—Roron Contractor SWITCHES. 


winder is the more economical, because the weight of the 
descending rope ultimately overbalances the weight of thé 
ascending lead and reverse current has to be applied to. pre- 
vent the winder running away. Such energy has to be paid 
for, but with the Ward Leonard winder the greater part of the 
breaking energy can be returned to the line. There is there- 
fore not only the saving of a loss, but а distinct gain to be 
аде. 

For a winder which is frequently or constintly used for 
lowering loads, such as men or material, or, in some cases of 
inclined shafts, lowering rock to a point where it can be better 
raised by a vertical shaft winder, the Ward Leonard system 
is wuch to be preferred. 


It is only by drawing out a diagram for each individual саве 
that a proper decision can be made as to which type of winder 
is the correct one to employ. 

One advantage which the 3-phase winder has over the Ward 
Leonard is that geared motors running at 375 R.P.M., or at 


| higher speeds, can be most conveniently employed in the 


majority of cases, which not only means a much cheaper 
equipment, but a better and more economical motor than if a 
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FIG. 4.—ELECTRICALLY-OPERATED CoNTACTOR SWITCH. 


direct-coupled one were used. With the Ward Leonard system 
à direct-coupled low-speed motor, -although more expensive, 
gives а better working machine. 

Most of the so-called overwinding accidents which have 
cecurred on the Rand have been caused, not by any failure 
w stop the skip, but by starting the winder in the wrong 
direction when one*skip 1s at the tipping point. In such cases 
the skip is pulled into the headgear sheaves before the winder 
druin has made half a turn. 

Overwinding devices which cut off the supply of energy 
when the skip has reached a pre-determined point are not of 
inuch use for avoiding such accidents, because the driver 
must retain full command of the winder, in whatever position 
the skip is, to be able to bring the skip to the exact tipping 
point. This operation. frequently calls for slight movements 
of the winder after it has first been stopped. 

In 1912 the author's attention was directed to an electrical 
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Fic. 5.—DiaGnaM OF PHILIPS INDICATING DEVICE. 


device in use on certain winding engines at the Simmer and 
Jack East mine, near Johannesburg. the invention of Mr. W. 
Philip. the resident engineer, which, it was claimed, would 
give unmistakable warning to the driver if he attempted to 
start the winder in the wrong direction with the skip in the 
tip. without in any way taking away from him the full com- 
mand of the winder. On investigation this claim was found 
to be fully justified, und since that date the whole of the 
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winders on the mines of the group have been fitted with the 
Philip device. The action is as follows :— : 

A 2-way controller switch is connected to the driver's 
operating lever, so that the contacts are open when the lever 
із in the neutral or off position. A slight motion of the 
lever in either direction closes the contacts on one side or the 
other. An insulated disk, with a short metallic insertion on 
the edge, is fixed on the spindle of each depth indicator dial, 
with two contacts arranged so that the circuit is closed when 
the depth indicator shows the skip to be anywhere in the 
region between the headgear sheaves and, say, 150 ft. below 
the collar of the shaft. | 


A battery and a loud warning hooter complete the apparatus, | 


which is connected up as shown in fig. 5. In the case of 
winders with loose drums operated through clutches (a great 
many of these winders are in use on the Rand to wind from 
different levels) an auxiliary contact is 5 which is 
broken when the clutch is open and the brakes are holding 
that drum. | 

By following through the connections it will be seen that 
when a skip is within what may be called the danger zone 
the smallest movement of the operating lever in the direction 
to raise the skip will sound the hooter, which is placed close 
to the driver. He is at once warned, and unless he has 
deliberately put his lever into that position he quickly pulls 
it back before any damage has been done. He can only raise 
the skip within the danger zone with the full knowledge of 
what he is doing, and he is also warned by the hooter if he 
keeps the power on past the pre-determined point in the 
shaft. This simple apparatus has already been the means of 
preventing a great many accidents. 


(To be continued.) 


DISCUSSION AT MANCHESTER. 


Mr. S. J. Watson said it was difficult to understand why the 
power plant load factor should be about 75 per cent. whilst 
the load factor of the air system was only 30 per cent. The 
75 per cent. load factor indicated that some of the processes 
were working right through the 24 hours, and presumably the 
processes employing air compressors were only used part time. 

Mr. A. E. MacKenzir said the author had uttered a word of 
warning, which some engineers present would perhaps have 
to take to heart during the next few years, in stating that it 
was only courting failure to attempt to give a permanent and 
reliable supply without a proper reserve of generating and 
transforming plant. Many central station engineers in this 
country would be pleased indeed to have the reserve of 25 
per cent. which the author considered essential for a large 
supply like the Rand. It was difficult to understand why the 
power company stipulated in their agreement a possible fre- 
quency variation of 10 per cent.; such a variation would not 
be good enough for a Lancashire cotton mill owner, and con- 
sidering a 75 per cent. load factor and the serious trouble 
encountered by the author with stamps and speed of rotary 
mills, it would appear that this variation was frequently 
obtained. The expense of three meters was warranted in view 
of the immense power to he metered. It would appear advan- 
tageous to have each series of three composed of different 
types, preferably with different characteristics. The author 
stated. It is а very common and erroneous practice to install 
oll switehes without considering the volts that thev may be 
called upon to deal with." In justice. to engineers in this 
country. the author should substitute “was” instead of is.“ 
as this feature had been generally recognised in this country 
for a long time. Regarding a switchboard maker's guarantee 
as to the maximum kw. which could be safely broken at 
normal voltage, the speaker would not place the slightest 
reliance upon such a guarantee. 

Mr. ALCOCK was much impressed bv the permissible pres- 
sure variation of 10 per cent. up or down, especially having 
regard to the necessity of uniform speeds in certain operations. 
It would be interesting to consider how far this nower supply 
would have been commercially feasible if in the first place the 
power company had been compelled to deliver energy under 
the rather restricted variations prescribed by the Board of 
Trade. 

Mr. W. Н. Lea, who returned from the Rand about nine 
Vears ago. expressed his surprise at the phenomenal change in 
plant which had taken place since he left. The weights of 
the stamps ten years ago varied from 750 to 1.250 b., whereas 
toxlay they were 2.000 lb. Again, the heaviest skip load 
encountered bv the speaker was four tons, against the modern 
eight tons. The suggestion had been made some vears ago 
to employ taper ropes having a ton diameter of about 2 in. 
and bottom diameter about & in.: had this been developed? 
The idea of placing the crushers at right angles to each other 
was quite novel and good. 

Mr. CraMP asked why. both in the present paper and that 
read by Mr. Sparks, nearly the whole of the mining machinery 
appeared to have been obtained anywhere but in this country. 
Jf the motors. centrifugal pumps, and compressors were better 
designed and better made abroad, the sooner this was realised 
the better: if such was not the case, what was the reason for 
во little of the machinery being made here? It was clear 
that recently some of the switches had not been made abroad, 
and it was onlv fair to the English that the point should be 
emphasised. If it were simply a question of price, that was 
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another matter. Regarding the control of winding machinery, 
the cascade motor had not been mentioned, but nevertheless 
was worthy of consideration. Instead of wasting the energy 
absorbed in the rotor resistance, the intermediate system might 
be adopted, whereby the rotor currente were led to a smail 
polyphase motor' which woull make use of the energy so 
provided to drive additional machinery. This system had been 
euccessfully adopted in mining in this country. In any case 
it was more efficient than the plain ротурчаве system, and 
actually was about a mean in cost and efficiency between the 
plain polyphase system and the Ward Leonard control. The 
author's use of the term '' root mean square,” was not clear. 

The AUTHOR, in reply, said that under the agreement witb 
the power company the Rand Mines group took the 
whole of their power from the company. Steam plant 
was entirely scrapped. The price paid was 0.5254. 
per unit, but with certain discounts dependent upon 
the carriage on coal, etc., the net price came down in 
rcund figures to 0.5d. The air unit was paid for at the same 
figure. garding the large difference between the load factors 
for electricity supply and air supply, the reduction operations 
on the mines continued uninterruptedly except for a few hours 
a month to clean up. The only variable electrical load waa the 
winding, the pump load and everything else was constant. 
If the windere were removed, the load factor would increase 
from 75 per cent. to 98 per cent. The air load factor, on the other 
hand, was low on account of the drilling, which could not be 
a continuous operation. The drilling was done on a single 
shift, and generally finished about one or two o'clock in the 
day. The hole was then charged and blasted. Some mines 
had two drilling shifts, one day and one night shift, which im- 
proved the load factor, but it could never be as good as the 
electrical load factor because of the time occupied in charging. 
blasting, and clearing away the rock. The gate meter was 
rain better than the Venturi, and anyone interested in 
air meters should consult Mr. Hodgson, who was an expert on 
such matters. Contrary to Mr. Alcock's assertion, pressure 
variations did not affect the speed, this being governed by the 
frequency. The transformers used bv the power company were 
oil cooled, with a natural air draught coming in from outside. 
The question of taper ropes raised by Mr. Lea brought up an 
old story and an important point. The depth from which a 
winder could draw rock was dependent upon the rope, and if 
carried to extreme depth the rope alone would represent the 
full load without any addition. This point led to the sugges 
tion and trial of the taper ropes referred to by Mr. Lea, but 
they were quickly given up. The author had no actual report 
of the reason of failure, but suggested that difficulties were 
experienced in working such ropes on the drums. The exist- 
ing ropes were 2 in. in diameter, and the greatest depth cf 
any winder was 4,144 ft. There was another reason besides 
that of the rope which determined whether one or two winders 
should be used, one winder being at a lower ee A deep 
shaft of, say, 5,000 ft.. using only one winder would produce 5 
to 5 tons at one operation, and with the winder going at 2.500 
ft. per minute would take 2 minutes to get the rock to the 
top. If another winder were installed half way down, so as 
to wind in two stages, twice the amount of rock could be dealt 
with in the same time. This was the critical point deter- 
mining whether to use one winder or two, Regarding remain- 
ing steam plant, as stated previously, the whole of the Rand 
group was electrified. but there were other mines on the Rand 
which had not contracted for the whole of their supply and 
retained steam, particularly for winders. because unless they 
contracted for the whole supply they could not get a flat rate. 
They chose that type of load on their mines which gave the 
best load factor, and thereby brought their rate down. In 
reply to Mr. Cramp, more than half the plant was ordered 
out of England, a good deal being bought from America. The 
author had pointed out to the owners that there were points 
other than price to be considered in placing orders, but, never- 
theless, three-quarters of the plant was ordered almost entirely 
on a price basis. Lately, however, matters were altered and 
the price question had been largely eliminated in favour of 
quality. Reliability was the first demand. and efficiency fo 
the purchaser meant something which would always run an 
give no trouble with ordinary attention. Balanced three-phase 
meters were used throughout, as the loads, except in the case 
of a few odd circuits, were balanced. There were no three- 
phase cascade motors on the Rand group, and the author did 
not feel disposed to go out of his way to adopt them. Ifa 
plain three-phase winder was unsuitable. the Ward Leonard 
type would be installed. The formula for the air meter had been 
proved correct by the measurements of the displacement meter. 
The size of the orifice should be about 2 in., which could be 
made within reasonable limits, sav, 4 in up or down. It could 
he used without objection if it came within those limits. There 
was no apparent reason why rope-driving should not be us 
qther than the enormous amount of space occupied by the 
rope drive. Tt was much cheaper and better in every respect 
to install high-speed compressors. The author had no figures 
regarding air losses in pipes. but emphasised the importance 
of maintaining a good air pressure at the drills. The denni- 
tion " root mean square’? was not, perhaps, a scientific expres 
sion, but its meaning was obvious: it was the true averaze 
horse-power which the plant was called unon to do. The term 
was in common use on the Rand, and if it were stated that 3 
winder had а root-mean-square power of 2.000, it meant that 
in starting the machine might have to develop 4,000 n.r. for $ 
short time. 
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THE RHEOSTATIC CONTROL 
OF SEPARATELY EXCITED GENERATORS.’ 


By L. BOOTHMAN. 


‘THE use of a main field rheostat in conjunction with an exciter 
‘field rheostat is in some cases necessary, particularly where 
the voltage of the exciter circuit must be kept perfectly con- 
stant—for instance, where the exciter is also being used for 
lighting purposes; but in most caees the main field rheostat 
Can be dispensed with entirely and the whole regulation 
obtained by the exciter field rheostat alone. The resultant 
saving in first cost, the saving of a continual larger watt loss 
due to a main field rheostat, and the saving in space, together 
with the increased simplicity of a single rheostat, make the 
use of such a method of control worthy of consideration. Such 
rheostats, however, must have a large number of steps, of 
resistance in order to compensate for the following variable 
factors :— 

The forms of two curves are required to be known for 
stepping out the rhedstat resistance, namely, the load saturation 
curve of the generator and that of the exciter. These curves 
are usually calculated or are taken from tests of similar 
machines, and in either case some variation is to be expected, 
-due to natural differences in material and differences in 
reluctance of the jointe in the magnetic circuit. 

Again, there is approximately twenty per cent, resistance 
variation in both machine fields from the cold to the final 
temperature when running, thereby displacing by a propor- 
tionate amount, during this period, the working position of 
' the. exciter field rheostat. 

A further variation may’ be produced if an alteration in 
speed occurs, especially at low loads, if the exciter eaturation 
curve approximates a straight line form at this position. This, 
of course, raises or lowers the terminal voltage of the generator 
an sympathy with the alteration in speed. 


Fic. 1.—Type '" MBR FIELD RRHEOSTAT GIVING 280 то 
308 STEPS. 
* 

Displacement of the commutating brushes of the exciter 
from the correct or neutral position, particularly if the 
machine hae interpoles, affects the shape of its load satura- 
tion curve with a consequent derangement of the stepping of 
the rheostat resistances. 

Where an alternator is designed for a certain power-factor 
and is run on a load with a different power-factor, the neces- 
‘sary range of exciter voltage is changed. For example, when 
running on a load with a lower power-factor, a larger amount 
-of resistance is required in the working range of the exciter 
rheostat. 

The rheostat must have a suflicient number of steps to 
ensure that the permissible variation of generator voltage on 
load is not exceeded, also, the total ohmic resistance must be 
sufficient to cbtain the lowest generator voltage required at 
no-load. 

The conclusion derived from the above considerations is that 
an evenly divided resistance in the exciter rheostat is the best 
prgposition in order to eover all the above points. 

The usual exciter field rheostats now on the market, with 
about one hundred to one hundred and twenty-five steps 
maximum, have not a sufficient number of steps to render 
‘this proposition possible, If it were attempted to carry it 
out on them the regulation on the working range would be 
tod ''coarse," i.e.. there would be too much resistance be- 
tween each step. In these rheostats. therefore, relatively large 
steps of resistance are inserted from the “all out” position 
up to where the estimated working range is reached, and com- 


* From the British Westinghouse Gazette. 


paratively small steps of resistance are inserted over the work- 
ing range, with a few large steps at the no-load end to allow 
of some margin. 

What is needed therefore is a rheostat of reasonable dimen- 
sions and cost, with a large enough number of ste 
to allow of the resistance being stepped out evenly over the 
whole range.  Rheostats which fulfil these conditions have 
been developed and patented by the British Westinghouse Co., 
and are shown in figs. 1 and 2. These rheostats, by means of 
a novel contrivance, give a large number of steps, and at the 
same time occupy about the same, or less, space than the usual 
form of exciter field rheostat. They are made in two types; 
viz.: a straight poten designated MB. St. type with 
five hundred to five hundred fifty steps, and a smaller 
round pattern designated MBR type, with two hundred and 
eighty to three hundred and eight steps. 

The operation of both types is practically the same, and will 
ba readily understood from an explanation of the type MB. 
St., which 1s illustrated in fig. 2. 

This rheostat consists essentially of two rheostats connected 
in series, as shown in the diagram, the whole of the resist- 
ance of one rheostat called the subdivider being equivalent 
io one step of what is termed the '' main ” rheostat, which in 
this type is the straight portion. 

By revolving the operating hand-wheel half a revolution in 
one direction, the ten steps of the subdivider resistance are 
cut out, and a slight further movement 1n the same direction 
puts the whole subdivider again in circuit. Simultaneously 
with the latter movement the equivalent resistance of one 
step is cut out of the main rheoetat resistance. This is accom- 
plished by means of the double arm, shown in fig. 3, which 
engages with and revolves the capstan fixed to the quick 
traverse screw which moves the brush of the main rheostat. 


" УП ио j 


Fics. 2 & 3.—ILLUSTRATION AND DiaGRAM or ТҮРЕ '' MB. Sr." 
Евр RHEOSTAT GIVING 500 To 550 Steps. 


It will be seen, therefore, that each main step of resistance 
is sub-divided and is cut out in ten steps every time the hand- 
Wheel is rotated half a revolution in the one direction; the 
action 1s similar when putting resistance in. 

There are in this type fifty steps in the straight portion and 
ten in the subdivider, thus obtaining, with twenty-five revolu- 
tions cf the hand-wheel, five hundred steps from the all in" 
to the all out” position. 

If the total subdivider resistance is arranged to be only ten- 
elevenths of the resistance of one main step instead of equal 
to it, then the eleventh part will be cut in or "out" as 
the case may be, during the transition stage of balancing, 
and thus a total of 11 х 50 = 550 steps will be obtained. 

As before stated. the type ‘‘MBR’’ rheostat operates in a 
similar manner to the type MB St." just described. In this 
case, however, the double arm, instead of moving a capstan 
which actuates a quick moving thread carrying a brush. 
actuates a toothed wheel which in turn moves, by means of 
a pinion and gear wheel, a contact arm fitted to an extension 
of the gear wheel. | 

The type MB. St." rheostat is built up of metal and mica 
throughout and has laminated contact brushes. The resist- 
ance units are mounted directly on to the stems of the con- 
tacts. which is a valuable feature, as it avoids any inter- 
mediate loose leads between the contacte and resistances. 

The latter feature also applies to the type ' MBR“; in this 
case, however, the contacts are mounted on a slate panel. | 

Poth of these rheostats should have a large market in their 
respective spheres. as they are undoubtedly devices which 
have been needed for a long time. 
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PUBLICITY—THE SOUL OF BUSINESS. 


By E. P. BENNETT. 


- 


'"ITHoUSANDS of pounds wasted daily!" A statement of con- 
siderable force, nevertheless it is one that may be equally 
well applied, and with as much truth, to catalogues and 
advertising matter generally, as to the waste-paper disposed 
of each day by the destructor. 

The present age is one of catalogues, for to-day every firm, 
large or small, issues lists, froin the bulky volume of the 
manufacturer to the schedule of prices of the retail 
man. These catalogues are scattered broadcast in vast 
quantities every year by post, rail, or contract carrier. Some 
are issued upon elaborate systems, cleverly thought out in 
every detail, and seldom fail to reach the right quarter, inevit- 
ably repaying the enterprising concern or individual in whose 
interests they have been compiled, while others—and these the 
great majority—are foredoomed to failure. | 

For the purpose of classification, it would be interesting to 
separate the firms issuing these lists into three classes, viz. :— 

(1) The concern which scientifically compiles, produces, and 
distributes. 5 | 

(2) The concern which scientifically compiles and produces, 
but fails in the distribution. 

(3) The concern which merely commits eo much matter to 
paper, and leaves chance to be responsible for the distribution. 

The results are probably in the same ratio to the cost of 
production. 

Consider these three sections in detail, taking for the first 
a manufacturing company with a number of wholesale dis- 
trict branches. | 

At the headquarters of the company there is most probably 
& department—not necessanly large—exclusively devoted to 
publicity work. This department would be in close touch with 
the works manager, and working in concord with the organis- 
ing secretary, the former regulating the prime costs and 
output of material, the latter stipulating the profits to be 
derived. The works manager would also be responsible for 
the quality of the material being up to the standard of competi- 
tive makers, the organising secretary being responsible for the 
ultimate prices being fixed strictly in line with the market's 
ruling figures. 

In this way, all likely demands on the factory could be 
promptly met and precipitate advertising avoided, and buyers 
would invariably find the catalogues of interest and real value, 
owing to the absence of enhanced or erroneous prices of 
general market requirements. 

So far, 1t will be observed that the works, organising secre- 
tary, and the publicity department, have been in close touch 
with one another; but from now the publicity department 
have the matter entirely in their own bands. All details of 
production, arrangement of descriptive matter, illustrations, 
and printing. which to adequatelv describe would require the 
pen of a publicity expert, are left to them, and the whole 
undertaking proceeding rapidly under their supervision—a 
most important point in the issue of any big list, if it is to 
be of maximum service—the completed publication is soon 
ready for distribution. 

Advance copies are sent to the respective heads of the 
departments and branch managers, immediately followed up 
by a small quantity being sent to each branch, and the general 
distribution then commences. This distribution 1s started 
immediately prior to the appearance of the trade Press notices, 
and should preferably be taken charge of by a supervisor in 
the publicity department, who has an intimate knowledge of 
the various clients, and proceeds in the following order :— 

(1) Government departments, public bodies, and согрога- 
tions. 

(2) Concerns on the ledger with current accounts (and here 
the supervisor’s duties are to climinate the casual or chance 
account to which a ceneral list could be of little service). 

(3) Prospective clients. 

(4) Consulting engineers, 
draughtsmen. 

The latter could use the production with advantage when 
making requisitions upon their own purchasing departments, 
and in the case of consulting engineers, the publication could 
be of use in connection with their specified material. 

Distribution 3 and 4 would be most effectively carried out 
by the branches. where managers and travellers are in touch 
with the more important men and departments, who could 
not so surely be reached by post or other delivery methods. 

Where a company has overseas establishments, the lists are 
sent in bulk to the colonial or foreign offices, and the distri- 
bution is carried out cn similar lines, under the direct super- 
vision of the local manager or agent. 

The entire svstein is indexed on a card file, kept up to date 
by constant revision, particulars of which are sent in at fre- 
quent intervals from all branches and the counting-house. 

When applications for lists are sent 'n direct, as the result 
of Press notices or advertisements, these are indexed in a 
similar wav, and the branch concerned is immediately. notified. 
These applications in connection with any big lists or publica- 
tions are confirmed by the branch before despatch. Thus 


works managers, and chief 


waste is avoided, and it is reasonably certain that the сайы 
logues are not being sent to any undesirable individuals or 
finus. By this system, losses are reduced to a minimum, 
returns through faulty despatch are negligible, and the issue 
is consumed in the best directions, and, above all, no waste 
is encountered by quantities of the lists being hoarded and 
eventually destroyed, owing to their becoming out of date. 

Three-quarters of the complete issue thus disposed of, the 
remaining portion 1s left for distribution against subsequent 
demands from the head office or the branches. 

For Section 2, a similar company might be illustrated, which, 
though possessing a department fully capable of producing a 
catalogue equal in every respect to that of the firm just con- 
sidered gives that department no control over the distribution. 
or, again,. specialising only in production, lacks the initiative 
or interest necessary for successful distribution. In this case, 
the work is left largely to the efforts of the junior members «f 
the staff, who, without the help of an adequate system, 
invariably fail in securing the desired results. 

The issue is made before the works are in a positicn to 
supply, and the departmental heads are often left to learn 
from outside sources that à new list is being circulated. 

Press notices are frequently overlooked, and it is certain 
that numerous individuals secure a copy of an expensive list 
which is of no possible-value to them. Returns are plentiful. 
owing to inaccurate addressing, and in all probability the 
"official". distribution is considered complete with a large 
supply of the lists still available. Upon their gradually becoin- 
Ing obsolete, they are finally destroyed to make room for new 
publications. It would be impossible to obtain an accurate 
estimate of the resultant loss, for, in addition to the produc- 
tion expenses and the cost of the faulty distribution, there is 
the more important factor of orders lost which might other- 
wise have been secured. 

Take for Section 3 concerns well known to almost everyone, 
because they are so numerous. Collectively, they produce 
vast quantities of printed matter, which can hardly be 
described by any other term. True, the issue may be boun? 
in a cover of striking colour, but should a buyer secure a copy 
by any means, it is immediately recognised as of no value or 
interest, and is therefore rapidly shelved, its very colour 
denoting that it is the one catalogue amongst all others to be 
avoided. 

It is in this section that the waste is most pronounced. No 
correct calculations of requirements are made, and to avoid 
shortage, excess quantities are ordered, which soon accumulate 
to alarming dimensions, and either for lack of accommodation, 
or for fear of becoming obsolete, must be sent out broadcast. 

Outlets must be found, and the branches, wholesale houses, 
and clients, are asked to share in the work of distribution. 
Lists are unloaded in bulk upon these distributors, to again lie 
idle and untouched, for the reason that the branches are fully 
aware that the catalogues are unattractive or obsolete. The 
wholesale houses find more remunerative lines to which to give 
publicity, and the client, through lack of enterprise. fails to 
see that he might make some use of the lists to help the 
returns of his own retail business. | 

Having briefly surveyed the three sections, the matter сап 
be summed up as follows:—1f to-day “Publicity is the soul 
of business," then that publicity must be of a high order cf 
intelligence, so arranged and produced that all unnecessary 
trouble on the part of the buyer is.avoided; descriptive matter 
must be short and decisive, clearly illustrated, and in form 
easy to handle, with every facility afforded for ready reference 
to particular sections, and, above all, there must be constant 
revision to keep the whole production up-to-date. 

Such matter will give the firm concerned a high standard 
amongst the buying fraternity and, with prompt dispatch. wiil 
reflect on the capabilities of its organisation, creating a force- 
ful influence and compelling an ever-increasing business, turn- 
ing waste into profit, and ensuring success and dividends 
where there is now one continued struggle for mere existence. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AUSTRALIA.—H.M. Trade Commissioner in Australia has 
recently forwarded to the Board of Trade an extract from a 
letter which he has received from à firm in Melbourne, com- 
plaining that British firms do not always comply carefully with 
the regulations regarding certificates of origin for entry under 
the British Preferential Tariff. The extract reads ак follows :— 
"We have recently received more than one invoice bearing 
on the back certificates which are inaccurately worded or 
signed with a rubber stamp. In such cases we have had to 
deposit the money. and get fresh invoices from the manufae- 
turers. It is surprising to us, as it doubtless is to you, that a 
large firm of British manufacturers should consider a rubber 
stamp signature sufficient for such a declaration as is neces- 
sary to satisfy the Commonwealth Customs. We bring these 
matters under your notice, thinking you may deein it worth 
while to mention them in your advices to the Board of Trade 
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with a view to manufacturers being warned as to the correct ` 


form of declaration to be used, and also as to the necessity for 
such declaration being properly signed and witnessed." 


GOLD COAST.—The Government of the Gold Coast have 
recently passed an Act consolidating the Customs tariff of that 
Colony, to make one uniform tariff throughout the Colony in 

lace of the former tariff applicable to parts of the Colony 
ying East or West respectively of the River Volta. The rates 
of duty leviable in that part of the Colony lying to the East 
of the River Volta were previously lower than those leviable 
on similar goods impor into that part of the Colony lying 
to the West of the River Volta, The rate on goods not 
specially mentioned in the tariff is now fixed at 10 per cent. 
al valorem (on the value of the goods at the port from which 
the goods were imported); this rate would be leviable on any 
electrical goods not exempt from duty. The following articles 
are permitted to be imported free of duty: Goods imported 
for the service of any Public Department in the Colony; 
apparatus and structural materials for telegraphs, telephones 
and electric lighting; appliances, apparatus, and materials 
imported exclusively for use in any process for the separation 
of metals from ores; cranes, derricks, and winches, whole or 
in parts, and machinery necessary for working the same; 
scientific instruments and appliances; electrical machinery, 
railway and tramway plant, material, and rolling stock. 


NORWAY.—The following articles are now prohibited to 
be exported from Norway : Caner unwrought (except copper 
produced in Norway and accompanied by a certificate of 
origin); alloys of copper with common metals, unwrought; 
scrap of copper and copper alloys; wholly or partly manufac- 
tured wares of copper and alloys of copper with common 
metals, viz., plates and sheets, mbbone, rods, rolled or drawn 
wire, cup-shaped materials for the manufacture of cartridges; 
bolts, rivets, and nails; tubes and shaped pieces; wire twisted 
into ropes; cables without insulation fitted with mantle, 
armoured or unarmoured, also cables covered with insulating 
materials of all kinds; and castings. | 


DENMARK.—The following articles, amongst others, are 
now prohibited to be exported : Ferro-manganese, ferro-molyb- 
denum, ferro-nickel, ferro-titanium, ferro-tungsten, ferro- 
vanadium, graphite and graphite crucibles, manganese and 
manganese ore. 


SWITZERLAND.—Exportation of the following goods has 
been prohibited as from April 24th: Iron and steel sheets 
of all kinds, including corrugated sheets and corrugated piping; 
piping of wrought iron and steel with an internal diameter 
of less than 40 cm. : 


BULGARIA.—Amongst а number of other articles whose 
exportation from Bulgaria is now prohibited are telegraph and 
telephone wires, copper of all sorts, tin, lead, and other metals, 
also raw copper and certain forms of metal from the Plakal- 
nitze Mine. 


MOROCCO.—The Resident-General of the French Zone in 
Morocco has prohibited the exportation and re-exportation (in 
process of transit, transhipment, or under the temporary 1m- 
portation regime) of, amongst other articles: Electrical appa- 
ritus; rubber in any form; celluloid; iron, steel, metals and 
ores; machines suitable for the manufacture of munitions of 
war or military arms. 


UTILISATION OF SOLAR ENERGY. 


WHAT was probably the most complete account yet published 
of work performed on the utilisation of solar energy was prc- 
sented by Mr. A. S. E. ACKERMANN at a meeting of the ROYAL 
SOCIETY OF ARTS on April 28th. The author's work in Egypt 
with the Shuman-Boys absorber was described fully last year 
(see ELECTRICAL Review, April 24th, p. 722), and the present 
paper deals exhaustively with the methods and results of 
earlier workers. There 1s no doubt that the direct utilisation 
of solar energy is feasible; the only question is whether such 
utilisation 1s economically practicable. About 5,000 H.P. per 
acre is transmitted bv the sun to the earth's surface at noon, 
on а clear day, and it is said that the solar energy received 
on 120 square miles of the Sahara 1s equivalent to the whole 
world’s coal and oil consumption. Of this enormous power 
only about 44 per cent. was utilised by the Shuman-Boys 
plant; but it must be remembered that the efficiency of 
storage of solar energy by plant life—froin which the whole of 
our coalfields have been derived—is nothing like so great. 
Further, the thermal efficiency of the Egyptian boilers was 
only 40 per cent., and it is reasonable to suppose that this can 
be increased materially as experience is gained in sun-boiler 
construetion. Ericsson, nearly forty years ago, claimed 72.5 
per cent. therinal efficieney for his sun-boilers, and so reliable 
has time proved his data on the solar constant that it would 
he well worth while investigating the present possibilities of 
the boilers that he used. | | 
Apart from bad luck in the way of purely mechanical defects 
in the engines and pumps installed, the Shuman plant in 
Egypt was affected adversely. by the low steam pressure em- 
ployed. Two compromises have to be made. By adopting 


higher steam pressure the engine efficiency is increased, but 
so 18 the loss from boiler radiation. Again, with small con- 
centration and low boiler temperature, single or double cover 
glasses are required to reduce losses; but as concentration is 
increased, there comes a point at which the loss by reflection 
from a protected boiler equals the loss by radiation from a 
naked boiler, so that the cost and inconvenience of glass 
sheathing can then be avoided. Each sheet of glass involves 
a penetration absorption loss of about 15 per cent. On these 
grounds, said Prof. Boys, he was of opinion that greater con- 
centration, and ‘hence du boiler temperature and pressure, 
should be employed in later absorbers of the Shuman type. 
From the Meadi plant nearly three-fourths of the brake horse- 
power theoretically possible was actually obtained (relative 


. efficiency referred to Carnot cycle, 73.2 per cent.). The special 


type of Shuman engine developed for use with sun-absorbers 
consumes only 22 lb. per B.H.P.-hour of steam at atmospheric 
pressure, and, at 20-30 lb. per square inch, which seems to be 
the pressure range indicated by experience as most favourable, 
considerably better steam efficiency would be attainable. 
Pumps and condensers of such perfection are now available 
that there need be no appreciable wastage in пш other 
vapours than steam, with water as the intermediate heating 
agent. The possibilities of two-fluid systems and of low-pres- 
ene eine scem yet to have been very incompletely investi- 
gated. - 

Though heat is obtained “for nothing” in sun plants, the 
capital cost and depreciation of the latter are considerable. 
As the result of his 1913 investigations and subsequent experi- 
ence with the Shuman engine, Mr. Ackermann concludes that 
the utilisation of solar energy 1s practically a solved problem 
where there is plenty of sunshine and coal costs £3 10s. per 
ton." That statement takes full account of capital and depre- 
ciation charges, and it is assumed that silvered glass mirrors 
are used, since these are much more satisfactory in practice 
than metal reflectors. There is good reason to believe that 
considerably better results will be obtained in the next plant 
erected, and there seems nothing extravagant in the sugges- 
tion that solar heat will, in the near future, be equivalent to 
coal at £2 a ton. In many parts of the world coal is used 
regularly at this and higher prices, and it is a fortunate coinci- 
dence that where coal is dear, sunshine is often plentiful. 
Primarily, sun-power plant is best adapted to irrigation work, 
the availability of eun-heat and the necessity for irrigation 
being interdependent, but there is no reason to doubt that. 
once waste places of the earth, remote from coalfields and 
transport facilities, have been reclaimed by irrigation, the 
power and lighting requirements of the district can be sup- 
plied by solar-electric generation. In stimulating further 
research in this promising field and in preventing waste of 
time and’ labour in fruitless or already explored directions, 
Mr. Ackermann's latest paper should prove very useful, 


NOTES FROM CANADA. 
[From OUR SPECIAL CORRESPONDENT. ] 


A Dominion Government report giving statistics of the 
various telegraph systems operating in Canada has been issued 
recently. 

There are twelve such systems, including those of the Mar- 
coni Wireless Telegraph Co. and the Dominion Government 
Telegraph. Service, the latter operating in those outlying sec- 
tions of the Dominion’ which are not served by commercial 
telegraph organisations. | 

The financial results of the working during 1914 have not 
been so good as they were in the previous year; the gross 
earnings (amounting to 85.983.204 in 1914) being $112,008 less 
and operating expenses $208,059 more, making a total adverse 
difference of $320,067; the operating expenses for 1914 were 
$4,242,530. 

By far the larger share of business goes to the system of 
the Canadian Pacifie Railway Co., that of the Great North- 
Western Telegraph Co. coming next with only one-third of the 
C.P.R. Co.'s business; these two concerns together handle 
about two-thirds of the total telegraph business of the 
Dominion. i 

The items of operating showing the greatest increases are 
‘line and equipment " and buildings,“, followed by "salaries 
and wages" and "'stationery and printing," in order of 
importance. -— 

Figures of pole and wire mileage are given, from which it 
is seen that the Province of Ontario leads, after which come 
Quebec, Saskatehewan, British Columbia. Alberta, Manitoba, 
and Nova Scotia. The ratio between pole mileage and wire 
mileage varies a good deal. from Is. 6d. in Ontario to practi- 
cally 1s. 3d, in Quebec; this is exclusive of the Yukon and 
Newfoundland, where the ratio is 1s. Id., the conditions. 
evidently being special. As a conductor, galvanised wire holds 
the first place, there being over 126.000 miles in use last year; 
next comes multiple, of which there were 43.000 odd miles. 
then copper, overhead, 21.600 miles, copper. underground, 737 
miles, and copper, submarine, 653 miles. 
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INDIAN NOTES. 


[FROM OUR SPECIAL CORRESPONDENT. ] 


Darjeeling Hydro-Electric Scheme.—Mr. Stonebridge, one of 
the partners of the electrical engineering firm, Messrs, Luke 
Stonebridge & Co., has been temporarily engaged by the 
Darjeeling Municipality to report further on the hydro-electric 
scheme on which the late Mr. Robertson was engaged when 
he was drowned. Originally, the two stations Lebing and 
Talapahar, and areas in between, were only to be provided with 
current, but in view of more extensive possibilities the tem- 
pcrary engineer is engaged in making observations and.takin 
particulars in the Dam Dimma Valley, where it is conjectur 
several power-houses might be established and interlinked, 
so that sufficient power may be obtainable for the various tea 
gardens in the area right down to Nuxalbarie and Siliguri. 
It may not be outside the range of possibility to provide, at 
no distant date, sufficient cheap power to electrify the Dar- 
jeeling Himalayan Line. This 1s a 50-mile narrow-gauge line 
from Siliguri to Darjeeling, with an ascent of 8,000 ft. It now 
takes over seven hours to travel the zig-zag distance, and is 
not far off being one of the most expensive railway Journeys 
in the Empire. E 

Cauvery Power Scheme.—Mr. A. G. Forbes, the chief elec- 
trical engineer, read a very interesting paper recently at the 
Mysore Engineers’ Association, having for his subject the 
Cauvery Power Scheme. He went on to say that the fourth 
installation of 4,000 н.р. was almost completed; and this, 
with a similar installation proposed for next year's budget, 
would make over 20,000 н.р. generated from the Cauvery 
Falls. Since the first installation was put down several years 
ago the phenomenon of high-tension transmission has become 
of every-day use and hence the local problem of long-distance 
transmission has been made easy. nder a new agreement 
with the Kolar Mining Co., the Mysore Government are to 
supply them with 14,500 н.р. at the motor terminals—a dis- 
tance of 92 miles away, with an option of 2,500 н.р. more on 
two years’ notice being given. Mr. Forbes went on to say 
that as the Cauvery power scheme was the pioneer of its 
kind in India, the future of electrical development in this 
country was dependent on its unqualified success. He added 
that from an engineering and economie standpoint the Cau- 
very scheme was the most successful one in operation to-day. 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Compiled expressly for this journal by Mgssrs. W. P. Тномрѕох & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


5,832. “ Process fdr the manufacture of heating-conductors for 
telephones." NAAMLOOZE VENNOOTSCHAP DE 
PHOON MAATSCHAPPIJ. April 19th, 
many.) (Complete.) | 


5,833. Sound chamber: for thermic telephones and the like intended to be 
introduced into the auditory passage." NAAMLOOZE VENNOOTSCHAP DE NEDER- 
LANDSCHE THEKMO-TELEPHOON MAATSCHAPPIJ. April 19th. (Convention date, 
February 8th, 1915, Germany.) (Complete.) 


5.834. ‘Construction of heating-conductors for thermic telephones.” 
LOOZE VENNOOTSCHAP DE NEDEKLANDSCHE THERMO-TELEPHOON 
April 19th. (Convention date, February Sth, 1915, Germany.) 


5,835. ''Process for 
telephones," 
MAATSCHAPPIJ. 
(Complete.) 


5,836. “Thermic telephones.” 
THERMO-TELEPHOON MAATSCHAPPIJ. 
10th, 1915, Germany.) (Complete.) 


5,837. '' Thermic microphone." NAAMLOOZE VENNOOTSCHAP DE NEDERLANDSCHE 
THEKMO-TELEPHOON MAATSCHAPPIJ. April 19th. (Convention date, February 
llth, 1915, Germany.) (Complete.) 


5,838. '' Thermic telephones." 
TehRMO-TELFPHOON MAATSCHAPPIJ. 
llth, 1915, Germany.) (Complete.) 


5,839. “ Thermic telephone with adjustable sound effect.” NAAMLOOZE 
VENNOOTSCHAP DE NEDERLANDSCHE THERMO-TELEPHOON MAATSCHAPPIJ. April 
19th. (Convention date, February 12th, 1915, Germany.) (Complete.) 


* 
5,840. “ Thermic telephones." NAAMLOOZE VENNOOTSCHAP DE NEDERLANDSCHE 
Turk&Mo-TrLEPHooN МААТЗСНАРРІЈ. April 19th. (Convention date, February 
12th, 1915, Germany.) (Complete.) 


5.841. Mounting for thermic telephones," — NAAMLOOZE VENNOOTSCHAP DE 
NrLERLANDSCHE THERMO-TELEPHOON MAATSCHAPPIJ. April 19th. (Convention 
date, February 12th, 1915, Germany.) (Coinplete.) 


5.842, “ Heating-conductors for thermic telephones." NAAMLOOZE VENNOOT- 
SCHAP DE NEDERLANDSCHE THERMO-TELEPHOON MAATSCHAPPIJ. April 19th. (Con- 
vention date, February 13th, 1915, Germany.) (Complete.) 


b. SIB. Heating-conductors for thermic telephones." NAAMLOOZE VENNOOT- 
SCIAP DE NEDERLANDSCHE THERMO-TELEPHMOON MAATSCHAPPIJ. April 19th. (Con- 
vention date, March 6th, 1915, Germany.) (Complete.) 

5.814. Process for the manufacture 
telephones.” 
MAATSCHAPPIJ. 
(Complete.) 


5. 45. Thermic telephones," NAAuIOOZT VENNOOTSCHAP DE NEDFRLANDSCHE, 
THERMO-TELEPHOON Maatscuappy. April 19th. (Convention date, March 17th, 
1915, Germany.) (Complete.) 


thermic 
NEDERLANDSCHE THERMO-TELE- 
(Convention date, February 6th, 1915, Ger- 


NAAM- 
MAATSCHAPPIJ. 
(Complete.) 


the manufacture of heating-conductors for thermic 
NAANMLOOZEH VENNOOTSCHAP DE NEDERLANDSCHE THERMO-TELEPHOON 
April 19th. (Convention date, February Yth, 1915, Germany.) 


NAAMLOOZE VENNOOTSCHAP DE NEDERLANDSCHE 
April 19th. (Convention date, February 


NAAMLOOZE VENNOOTSCHAP DE NEDERLANDSCHE 
April 19th. (Convention date, February 


of heating-conductors for thermic 
NAAMLOOZE VENNOOTSCHAP DE NEDERLANDSCHE T uER MO-TELEPHOON 
April 19th. (Convention date, March 6th, 1915, Germany.) 


5,846. Thermic telephones." NAAMLOOZE VENNOOTSCHAP DE NEDERLANDSCHE 
THERMO-TELEPHOON MAAISCHAPPIJ, April 19th. (Convention date, March 17th, 
1915, Germany.) (Complete.) А 


5,847. Thermic telephones." NAAMLOOZE VENNOOTSCHAP DE NEDERLANDSCHE 
THERMO-TELEPHOON MAATSCHAPPIJ. April 19th. (Convention date, March 17th, 
1915, Germany.) (Complete.) 


5,848. ''Commutators." Т. ZIMMERMAN, 
April 17th, 1914, United States.) (Complete.) 


5.853. High-speed rotating bodies." British THoMSON-HoUtSTON Co.. Lr. 
April 19th. (General Electric Co., United States.) 


5.865. Ignition devices for starting internal-combustion engines." R. 


BoscH (firm of). April 19th. (Convention date, April 17th, 1914, Germany.) 
(Ccmplete.) ° 


5,866. “ Lanterns for electric lamps.” R. Boscu (firm of). 
(Convention date, June 15th, 1914, Germany.) (Complete.) 


April 19th. 


(Convention date, 


April 19th. 


5.870. “ Production of zinc or other metals by electrolysis." М. PERREC&- 
Licyp. April 19th. (Addition to 4,625/15.) (Complete) 

5,875. “ Portable telephone and telegraph instruments." INTERNATIONAL 
Enrctric Co., LTD., R. G. Le Nor, and E Funceius. April 19th. 
see Combined electric switch and wall plug." W. H. STURGE. April 

th. 


5.883. Method of obtaining a sparkless break of an inductive electric 
circuit.“ T. F. WaLL. April 20th. 


5,887. Electrical conductors." A. Marr & J. LISTER. April 20th. 

9,889. “ Electric heating-clement." CABLE ACCESSORIES Co., Lro., & Е. Н. 
Reeves. April 20th. (Complete.) , 

9,909. “ Telephone call recorder.” F. Р. Rip. April 20th. 

3.918. Windings for electrical machines." Вкитзн Тномѕох-Носѕтох 
Co., LTD. April 20th. (General Electric Co., United States.) 

5,935. Process for the electro-deposition of zinc.” S. О. COwPER-COLES. 
April 20th. 

9,936. ''Solder." S. О. CowPrR-CoLrs. April 20th. 


5.937. Process for the electrolytic coating of sheets and plates with other 
metals." S. О. Cowper-Cotes. April 20th. 


5,938. Manufacture of electrolytically-coated metal plates." S. О. Cowrra- 
Coles. April 20th. 


9,943. “ Electric switches." G. GES. April 20th. 
24th, 1914, Germany.) (Completc.) 


5.955. Polyphase generators for high-frequency currents with polyphase 
tuned spark gap." L. RouzET. April 20th. (Addition to 519/15. Convention 
date April 20th, 1914, France.) (Complete.) 


(Convention date, April 


5,964. Combined automatic electric taximeter, flag, and fare dial illu— 
mirator with reflector." G. S. Lysacnt. April 21st. 

9,969. '' Thermostats.” H. E. Mour. April 21st. 

5.992. Generator of mechanical and electrical power by different cur- 
rents." D. SUCHOSTAWRR. April 21st. 

5.994. ''Sound transmitter." C. STILLE. April 21st.  (Complete.) 

6,003. '' Electro-magnetic driven pumps." Е. BacurLET. April 21st. 

6.055. Lamp-sockets and lamp-holders for incandescent electric lamps." 
E. EpSER. April 22nd. 

6.063. “ Signalling or telegraph apparatus." R. Н. Waker & J. J. 
WALKER. April 22nd. 

0,066. “Separators or covers for the plates of sccondary batteries.“ ELEC- 


TRICAL Power STORAGE Co., LIp., & C. C. RaTTEY. April 22nd. 


6.086. System of control for maintaining the relative speeds of a number 
of electric motors." F. C. ANDERSON & C. A. Атсніку. April Brd. (F. G. 
Warburton, Canada.) . 

6,093. '' Lead jointing.slceve for electric joints.“ 
CLAREMONT. April 23rd. А 

6,096. '' Carriers for electric hand lamps." ASSOCIATED PORTLAND CEMENT 
MANUFACTURERS (1900), Lro., & C. P. Taytor. April 23rd. 


6,098. * Electric generating set.” April 23rd. 
date, April 30th, 1914, France.) (Complete.) 

6,117. “ Electrical distribution apparatus." W. 
Werks Co., Lro., & E. E. Jupcs. April 23rd. 


6.135. Construction of insulated conductors for electrical purposes." J. I. 
HALL. April 24th. 

6.151. Magnetic brakes, clutches, and the like.” 
ВкотнЕкз (Dexsy), Што. April 24*h. 


C. J. Beaver & E. A. 


A. COLLET. (Convention 


T. Hentey’s ТЕЕСКАРИ 


F. Newton & NEWTON 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. THompson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1914. 
136. ELTC TI Heater. J. R. Quain. January 2nd. 


399. SUBMARINE TELEGRaPHY. J. S. Withers (Cox) January 6th. 


3,221. ELTCT MIC WATER-HEATERS OR GEYSERS. J. R. Quain. February 60. 
(Cognate applications, 8,019/14 and 14,394/14.) 

8.049. TELEPHONE TRANSMITTING APPARATUS. J. J. Comer. March 30th. 
(March 31st, 1913.) 

8.505. Arc-Licut CARBONS. H. Ayrton. April 3rd. (Addition to 22.319,13. 

8,804. Evectsic WELDING. E. Н. Jones and Light Steel Tubular Wheels, 


Ltd. April 7th. 

8,946. AUTOMATIC OR SEMI-AUTOMATIC TELEPHONE SYSTEMS. 
N. G. Palmgren and O. Grahn. April 8th. 

9,411. ELrcTRIC Resistaxces, F. Celeri. April 16th. 


12.912. TELEPHONE SWITCHING APPARATUS, Western Electric Co. 
(F. T. Woodward acting for Western Electric Co.) 


С. A. Betulander, 


May 26:h. 


14,577. Systems or Exectric DisrRiBU TION, British Thomson-Houston Co. 
June 17th. (General Electric Co.) | 
14.841. ELECTRICITY METERS OF THE Mercury Моток Type. Chamberlain, 


Hookham, Ltd., and W. S. Sprague. June 20th. 


17.590. TELEPHONE Systems. Automatic Telephone Manufacturing Co. m 
A. B. Sperry. July 24th. (Divided application on 1,970/14. January даб. 

17.945. Еьсткіс Heaters. R. Weaving, F. Smith, & Ferranti, Ltd. Ји" 
29th 


18,106. ELECTRIC CURRENT GRADUATING Devices OR Resistaxces, W. битле. 


July 31st. M 
22361. APPARATUS FOR ELTCTRIC RivETiNG AND Heapinc. F. P. Robert. 
November 9th. к 
94.780. ELECTRICALLY-OPERATED ALARM APPARATUS. J. F. X. Miller. Dec 
ber 30th. . 
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ELECTROSTATICS AND INDUSTRY. 


THE property of an electrostatic field, whereby it tends to 
sweep up all suspended particles within it and deposit 
them on the charged surfaces, is a phenomenon with which 
we have been acquainted from a very early period ; but little 
use has been made of it until comparatively recently. There 
are two principal ways in which it may be manifested. One 
is by the mimic hailstorm of small pellets of pith or other 
light material between two metal plates, due to the actual 
charging of the pellets by contact with one of the plates 
and their subsequent repulsion from it and attraction to the 
other plate; this is a familiar experiment of the entertain- 
ment order, but probably has little bearing ypon industrial 
problems. The other way is by the bombardment of elec- 
trons and ions due to the ionisation of the medium by the 
electric field, the floating particles being thus charged by 
the attachment or detachment of electrons without actual 
contact with either of the electrodes, and being then pro- 
pelled along the lines of force of the field to the electrodes. 
It is by this means that the phenomenon is turned to 
good account on a practical scale. 

It will be remembered that, some years ago, Sir Oliver 
Lodge, who has always been keenly interested in the pheno- 
mena of static electricity and allied questions, discussed the 
feasibility of employing this method for dissipating fogs on 
the large scale. Mr. B. H. Thwaite applied it experiment- 
ally to the purification of blast-furnace gases, but was 
hampered by the lack of suitable apparatus for generating 
а supply of static electricity —if it can be called static under 
the conditions of use. 

In the United States remarkable progress has been made, 
with the aid of high-pressure transformers and mechanical 
rectifiers, and we give elsewhere in this issue some account 
of the methods recently employed and the resulte obtained. 
The earlier stages of the work were described in an article 
which we published in our issue of January 17th, 1918. 

The simplicity of the apparatus and the small consump- 
tion of power render the system cheap to instel and 
economical to maintain, while the efficiency of the process 
is surprisingly high, as much as 98 per cent. of the sus- 
pended matter, or even more, being deposited. In some 
cases the deposit itself contains valuable substances, the 
recovery of which may be worth many times the cost of ita 
collection, and, indeed, we are told that at a Portland cement 
works the potesh salts precipitated, which had previously 
wrought great injury to neighbouring orange plantations, 
proved to be an excellent fertiliser for the orange trees ; the 


proc ess may also be employed not merely for the prevention 


of nuisance, but as an actual intermediary to other indastrial 
processes of manufacture. In other cases the sole object is 


to prevent the fouling of the atmosphere, as in the deposition 


of smoke, which probably offers the widest field of utility, 
and indirectly may confer immense benefits upon mankind. 
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. In this connection we may emphasise the fact that the 
progress made in the United States has been due almost 
wholly to the efforts of a few men—especially Dr. F. G. 
. Costrell—who formed a philanthropic body for the purpose of 

research ; the result of their work has been the repayment of 
the original capital and the accumulation, within three 
years, of ample funds to prosecute the work on more 
extended and efficient lines. It is especially significant that 
the money has been paid by clients who have found the 


process of commercial utility to their undertakings. The 


Research Corporation makes no profita for individuals. We 
strongly commend the subject to the notice of the British 
Coal Smoke Abatement Society, in the hope that that body 
may find it desirable to work on similar lines, and thus to 
accelerate the attainment of its altruistic aims. 

As the power required rarely exceeds a few kilowatts, the 
kenotron, of which we gave a description in our last 
issue, appears to be ideally adapted for use in the process of 
precipitation, in place of the mechanical rectifiers hitherto 
employed ; the fact was pointed out in the discussion by 
Dr. Dushmann. Curiously enough, the kenotron itself 
depends for its operation upon the flow of electrons between 
electrodes, with the vital difference that in this case the 
intervening space is evacuated to the utmost possible extent. 

That knowledge of every phase of Nature is ultimately 
useful to man is farther exemplified in this relation.  First- 
year students in technical colleges, 10 or 20 years ago, we 
fear, despised if they did not abhor the rather flimsy appa- 
ratus with which they studied the phenomena of static elec- 
tricity ; but they were wrong. Even the electroscope, so 
apt to leak or to stretch its leaves to pieces, has proved 
to be invalaable in the investigation of radio-activity, to 
which we owe so much already. In wireless telegraphy, in 
the working of transmission lines at very high pressures, in 
the deposition of dust, in the acceleration.of plant growth, 
and in other directions, the science of electrostatics has 
* made good,” and we may yet owe to it the purification of 
id atmosphere and the improvement of crops on the largest 
scale. 


A few days ago a deputation from the Royal Society and | 


the Chemical Society pointed out to the Presidents of the 
Boards of Trade and Edacation that British industry was 
hampered by the starvation of scientific research and the 
lack of appreciation of scientific work on the part of the 
public generally, and advocated the adoption of measures by 
the Government for the assistance of scientific research. 
We are pleased to say that both gentlemen gave the depu- 
tation a very sympathetic reception and fully endorsed their 
claims, stating also that proposals were under consideration 
for the formation of an organisation for the purposes 
suggested. This is indeed good news. The undoubted 
success of the National Physical Laboratory bears out the 
statements of the deputation, and points the way to the 
attainment of their desires, in part ; but the education of 
manufacturera and the public generally to an adequate 
realisation of the part that is now played by science in con- 
nection with industry, and the vastly more important 
benefits that it can confer upon the latter, ought to be 
vigorously carried on by every possible means, as one of the 
most effectual weapons with which to defend ourselves against 
our present and future opponents. 


THE tone of the market for rubber has 
been, on the whole, quiet during the past 
two or three weeks. ‘There was at one time a tendency to 
improve, and a very fair volume of business was transacted, 
with No. 1 Crepe rising to 2s. 44d. per lb., but this was the 
apex, and the market has since undergone a reactionary 
tendency, the full extent of the fall being not far short of 
2d. per lb. It appears that arrivals from abroad are being 
dealt with more rapidly than was the case some time ago, 
which, of course, ensures a larger supply of material avail- 


Rubb»r. 


able for the satisfaction of trade requirements, while the 
demand at the same time has been on a rather less active 
scale. There has been some talk of difficulties experienced 
in connection with making shipments abroad, owing to the 
necessity of securing licences, and this may account to some 
extent for the easier tendency of the market just lately. 
Nevertheless, there is some confidence felt that Russian 
demands will develop on a large scale before long, and the 
resumption of navigation at Archangel is regarded as some- 
what of a bull point. It is qure clear that production is 
making fairly satisfactory headway in the Near East, and it 
is significant, that the cost of output is in all directions 
undergoing a marked and sustained reduction. It ів 
impossible for the general tendency of rubber prices to be 
other than on the easy side while the average cost continues 
to fall, and while the world’s trade is at sixes and sevens 
owing to the war. The exports of plantation rubber from 
the Federated Malay States during the month of April 
amounted to 2,777 tons, as compared with 3,418 tons in 
March, and,2,151 tons in the corresponding month of last 
year. For comparative purposes the following table of 
exports from the Federated Malay States will be found 
interesting: — 


1918. 1914. 1915. 
January 2.131 2,642 3,473 tons, 
February ... 1,757 2,364 3.411 „ 
March | .. . . 1787 2,418 9418 „ 
April — .. wee I., 626 2,151 2,777 „ 
Total .. .. 7,251 9175 13,079 „ 
| THE exhibition that is now in being, 
1 and will remain so until Friday next, at 
pos es the Agricultural Hall, Islington, has 


afforded British industries an opportunity 
such as we do not think has ever occurred before of bringing 
together under Government auspices an imposing collection 
of articles in which there is scope for a very large tarnover. 
It is not an engineering exhibition, nor is it, save in respect 
of a very few popular and specialised lines, electrical, but 
we do not criticise it on those grounds, for the hall is packed 
with a very excellent collection of all sorts of things which, 
generally speaking, cannot well be displayed side by side 
with electrical manufactures. We doubt if there is any- 
where in London a building anything like large enough to 
accommodate all branches of industry with exhibits on such 
a scale as to satisfy everybody. To attain to such propor- 
tions we should have to organise on the vast lines that have 
characterised some of the great international exhibitions, 
and unless we monopolise the White City, the Crystal 
Palace, or some other such site, that is impossible in London. 
War time is not a convenient time for organising a mammoth 
exhibition —the present collection of manufactures has had to 
be organised and brought together in as many months as a big 
exhibition would have taken years. In some respects the 
conditions of war time, which have really given rise to the 
holding of this display, and made for its success, have 
militated against the making of the necessary arrangementa 
by exhibitors. Considering all the peculiar circumstances of 
these times, we must congratulate the Board of Trade Com- 
mercial Intelligence Department and the exhibitora upon 
the excellence of their Fair. We cannot remember any 
occasion when an exhibition has been so complete on its 
opening day as was this one when Нег Majesty 
the Queen made her tour of the Hall on Monday 
afternoon last. Though, as we have said, the exhibi- 
tion is not devoted in anything but а casual way to 
the classes of manufactures which we represent, we 
welcome it as an excellent augury for the future. 
Though the Board of Trade may have been criticised for 
some things that it has done and in respect of some things 
left undone, it gives promise here of a development of a 
trade interest which cannot fail to meet with acceptance at 
the hands of industry, however much it may displease private 
exhibition promoters. We look to the Board of Trade, now 
that it has shown in these months of war how excellent a 
beginning it can make, to proceed consistently with the 
larger policy of trade encouragement that everybody in- 
dustrial desires. ' 
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THE ELECTRICAL PRECIPITATION OF 
SMOKE AND FUMES. 


AT a meeting of the American Institute of Electrical 
Engineers in February, & symposium of -papers was pre- 
sented on the subject of the electrostatic precipitation of 
_ fumes, smoke, dust, &c., from which it appears that valuable 
rogress has been effected in this important field. Dr. Е. а. 
Cottrell, to whose work we recently referred, described very 
fully the history of the subject, which. was mentioned as 
long ago as 1824; the work of Sir Oliver Lodge, which 


received cial attention, led to the formation of the 
Research Corporation in the United States, by Dr. Cottrell 


and others, to study the process. Sir Oliver Lodge’s work 
had been directed especially to the precipitation of fog 
in the atmosphere; that of Dr. Cottrell was directed 
towards the precipitation of fumes and smoke as the more 
pressing problem, which would assist in solving the former. 

The progress of the work of the Research Corporation 
was described in a paper by Mr. Linn Bradley, who pointed 
out that there were dangerous pitfalls to be avoided, and 
that & prooess worked out to perfection in the laboratory 
might have to be enormously modified before it could be 
applied to practice ; not only was it necessary to be fully 
conversant with the process itself, but also it was essential 
to be well 5 with the details of operation of the 
plant to which it was to be applied. 

The Research Corporation was organised in 1912 to 
develop certain patents assigned to it gratis by Dr. Oottpell 
and his associates, and the stock-holders were prohibited 
from ever making any profits from their holdings; the 
working capital was only £2,000, and therefore clients were 
required to pay all expenses incurred in connection with 
their particular problems. A commercial plant, designed by 
Dr. Cottrell, had then been at work for two years con- 
densing sulphuric acid mist in a California smelting works, 
and this is still in operation. 

Experimental installations had been put down in other 
works, and electricity had been employed for separating 
water from crude oil with which it was emulsified. A plant 
installed at a Portland cement works in 1912 has been ex- 
tended, and now deposits about 100 tons of dust a day 
from the gases from rotary cement kilns. In another case 
the gases from copper matte converters were treated, to re- 
claim the lead compounds, and this installation has been 
extended to the whole of the converters at Garfield, collect- 
ing over 95 per cent. of the suspended matter. 

Briefly stated by Mr. Bradley, the method employed is 
to subject the gases and suspended particles to the action 
of a strong electric field maintained between “ collecting 
electrodes ” and “ discharge electrodes.” The current flow- 
ing through the gases must be unidirectional, and is 
obtained by transforming alternating current up to, say, 
100,000 volts and rectifying it. Pressures up to 250,000 
volts have been rectified successfully. The form of the 
electrodes depends very largely upon the local conditions, 
which vary greatly. Provision must be made for access to 
the electrodes and insulators, and for the removal of the 
dust or liquid deposited. Slight changes in the methods 
employed have sometimes converted apparent failures to 
complete successes, and no detail must be considered 
unworthy of attention. 


At the Raritan Copper Works valuable fumes remained 


in silver refinery gases of a very corrosive nature, even after 
they had — through a water scrubber. Cast-iron was 
used for some parts of the electrodes, and an alloy of lead 
and antimony for other parts. With 2:5 to 3 Kw. at 35,000 
volts, several thousand dollars’ worth of fames have been 
saved. An improved type of treater employing lead 
pipes, 12 and 24 in. in diameter, has been employed 
with advantage in recent additions, and further improve- 
ments have been made by installing a 10-K.v.A. 25-cycle 
single-phase 100,000-volt transformer. The deposited 
fume sometimes starts an arc between the electrodes, and 
to meet this difficulty an automatic device has been success- 
fally adopted. 

At the plant of the Hooker Electrochemical Co. a large 
volume of air containing a small percentage of chlorine gas 
is treated for the removal of the latter ; hydrated lime dust 


is used to assist in the removal, and a few tons of weak 
bleaching powder are collected daily. 

The volume of gas is 80,000 cb. ft. per. minute, and the 
power used is 8 to 5 Kw. at 50,000 volts. The effect of 
the treatment, is shown in figs. 1 and 2. 


PRESSURE OFF. PRESSURE ON. 


Fids. 1 AND 2.—ExHAUST FLUE FROM TREATER AT THE. 
HOOKER ELECTROCHEMICAL WORKS, NIAGARA FALLS, 


A boiler used for testing coals at the U.S. Bureau of 
Mines was fitted with a treater to eliminate black smoke, 
consisting of 12 iron pipes 12 ft. long by 12 in. in diameter, 
through which the gases were led. The electrodes passed 
through the pipes, which were placed vertically, as shown in 
fig. 8. With one kilowatt at 50,000 volts the result. shown 
in figs. 4 and 5 was attained. Mr. Bradley states that the 
smoke can be precipitated readily, and the insulation problem 
is not now a difficult one; the apparatus uses little power, 
and can operate continuously with but little attention. 
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Fig. 3 —S8MokKE TREATEB AT THE FIds. 4 AND 5.—P RESSURE 
U.S. BUREAU OF MINES, OFF AND ON. м, 


The most puzzling question is what to do with the 
material deposited ! 

Many other examples were given by Mr. Bradley, sach 
as the removal of tar from illuminating gas, the deposit of 
fame from sintering machines and detinning plant, dust 
from food product works, fames from roasters, &c. 

An important opening is found іп the removal of 
mechanical impurities from gases containing volatilised sub- 
stances such as arsenic, so that the latter can subsequently 
be condensed and recovered without further refining. An 
iron pipe as large as 4 ft. in diameter has been successfully 
employed as ihe collecting electrode, with a pressure of 
250,000 volts and a mechanical rectifier. An installation 
for collecting potash salts volatilised from feldspar employs 
40 pipes 14 in. in diameter and 12 ft, long, the electrode 
spacing being 7 in.; the temperature of the gases ranges 
from 500 to 1,000? F., and the volume dealt with runs up 
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to 18,000 cb. ft. per minute. The voltage is 70,000 volta, 
and the power factor 70 to 80 per cent. 

An installation for collecting volatilised hydrochloric acid 
was recently роі down with complete success at the first 
attempt, the exit gases being so free from acid that a trace 


of it could hardly be detected by delicate chemical teste. 


Treaters are also being installed at sulphuric acid works, to 
eliminate suspended particles from sulphurous gases before 
delivery to a Glover tower; in this case the treater will be 
in three sections, any one of which can be laid off for repairs 
without interrupting the process. Various other installa- 


FId. 6.— Tor or PRECIPITATOR. Ес. 7.—ONE SECOND AFTER 
PRESSURE OFF. CLOSING THE CIRCUIT. 


tions are in hand, including one for cleaning iron blast- 
furnace gases at the works of the Bethlehem Steel Co. ; 
we may here mention that the late Mr. B. H. 
Thwaite, the first to generate power from  blast- 
furnace gases in gas engines, made a number of experi- 
ments with the object of cleaning the gases by 
means of electrical precipitation many years ago. Several 
companies have purchased licences to use the Research 
‘Corporation’s processes, and the success already attained with 
a small staff has enlarged the resources of the Corporation, 
which has thus been enabled to engage a larger staff and 
create special departments to deal with the various classes 
of conditions. The original stockholders have been repaid, 
and the Corporation has nearly £30,000 in hand. Mr. 
Bradley gave a long list of industries to which the applica- 
tion of the process was pending or in operation, and touched 
upon many points which we have not space to deal with 


Fic. 8.—SEcTION or STRONG-NESBIT PRECIPITATION 
CHAMBER. 


here. His paper, to which a bibliography is appended, will 
Tank as a classic in this comparatively new branch of 
electrotechnics. 

Another paper on the subject was contributed by Prof. 
A. F. Nesbit, who approached it from the theoretical and 
experimental side, showing that the particles suspended in 
а gaseous medii m, when subjected to the action of intense 
electric fields, became charged by the action of the travelling 
ions and electrons, ard consequently tended to travel along 
with these ionic streams. 

Electrical precipitation takes place on an enormous scale 
in Nature—the downfall of rain after a flash of lightning is 
а familiar example, 


A negative ion is formed when a neutral molecule of 
@ material substance has im to it from any source one 


or more electrons in excess of the number contained in its 


neutral state ; similarly a positive ion is formed when one 
or more electrons are removed from a neutral molecule. 

These ions may become the centres or nuclei about which 
large aggregates of particles may be clustered. Ionisation 
may be produced by high temperatures, chemical action, the 
electric field, and other agencies. 

The author described a precipitator designed by Dr. 
Strong and himself, consisting of groups of 25 pipes 4 ft. 
long and 5 in. in diameter, through which fine wires were 
stretched, as shown in fig. 8. Figs 6 and 7 show the 
appearance of the top of the apparatus when 900 cb. ft. of 
coal smoke was moving through it per minute at a velocity 
of about 5 ft. per second. The instantaneous change 
produced by the electric field is striking. 

The author stated that the action of the precipitator was 
due to the corona discharge from the electrodes. When the 
wires were positively charged, the corona appeared to cccupy 
nearly the whole cross-section of the pipes; when the wires 
were negative, the coronas round them were only a few 
millimetres in radial depth. It was found that an alternating 
corona precipitated about 50 per cent. of the suspended 
matter; the positive corona deposited 70 to 80 per cent., 
and the negative 95 to 98 per cent. The inefficiency of the 
alternating current was due to the reversal of polarity cf the 
active electrode, and therefore of the motion of the electrons 
and ions. With hot air passing through the pipes and 
а negative corona the breakdown voltage was about 82,000 
volts ; with cold air the voltage was slightly greater, and 
with a positive corona the voltage was lees in 
both cases. The breakdown voltage was about the same 
for cold smoke as for cold air, but with hot smoke the 
voltage had to be decreased to 28,000 volts. There was but 
little deposit on the electrodes, and such deposit could be dis- 
lodged by the momentary application of a disruptive discharge. 

Prof. Nesbit pointed out that the process not only pre- 
cipitated carbon from smoke, but also ash, which could not be 
eliminated from the flue gases by the most efficient stoking. 
The cleaning of producer and blast-furnace gases offered an 
important field for the system. 


LARGE ELECTRIC FURNACE 
FOR ROUTINE FOUNDRY WORK. 


[COMMUNICATED. ] 
THERE is, among many engineers, a tendency to regard 


electric steel furnaces as a luxury—capable, it may be, of 
producing and refining limited quantities of high-grade tool 


` steel and other superfine aa but economically imprac- 


ticable for ordinary foundry work. With large and highly 
efficient turbo-units, such as are now to be found in all our 
large industrial centres, this presumed limitation of the 
utility of electric farnaces cannot be justified. A number 
of electric furnaces are already in use in Sheffield and other 
steel working centres, and important additions are frequently 
being made to their number, but, with the exception of a 
few installations described in these columns during recent 
years, little information has been published concerning 
British experience in this field. It has been suggested 
pee that electric furnaces cannot compete with 
other types in melting large charges, and it is, therefore, 
specially interesting to note that in the Otis Foundry, at 
Buffalo, a 3-ton electric furnace is in operation, melting and 
working up 54 tons of steel per six-day week. This 
furnace represents a serious attempt to make electric steel 
castings on a scale comparable with open-hearth practice, 
and so successful has it proved that, after only six months’ 
operation, it has been decided to put in a second furnace of 
equal capacity. Energy is taken from Niagara, but the secret 
of successfal operation does not lie in this fact. Unfortunately, 
the actual price paid for energy is at present withheld, 
though it is interesting to note that a considerable redac- 
tion in rate is allowed in consideration of the furnace being 
operated only between 7 p.m. and 6 a.m., the day staff being 
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engaged solely in moulding. It is stated, however, that the 
furnace consumes 655 Kw. for two hours at a time, and 
averages 64,000 KW.-hours per month. From this informa- 
tion it is easy to see that abnormally cheap energy is not 
at the root of the farnace’s success, In Sheffield a number 
of electric furnaces are supplied at 0°38d. per KW.-hour, but 
even assuming 0:54. as an easily obtainable power tariff, the 
Otis farnace would coat 0 5d. x 64,000 x 12 = £1,600 
per annum to supply on this flat rate. The equivalent 
charge per horse-power demand (the usual basis for bulk 
supply from Niagara) would be £1 16s. per H.P.-year, and 
it is not probable that anything like so low a rate is 
obtained even under the limited-hour agreement. In other 
words, electrical supply in steel-working centres in this 
country is cheap enough to permit equally satisfactory opera- 
tion for general foundry purposes of such electric furnaces 
as that now described. 

Energy is taken at 2,200 volts three-phase and trans- 
formed by two Scott-connected transformers to 220 volts 
single-phase, which is further reduced by ohmic losses to 
195 volts net, across the arc. The furnace is of the Snyder 
tilting type, built of riveted steel plate and lined with 
silica brick. The bottom is of silica sand, and the domed 
roof is of silica bricks carried in a detachable cast-steel ring, 
and has a life of 150 to 175 heats (four to six weeks). 
Two spare roofs are kept ready for use, only two or three 
hours being occupied in replacing one that is burnt through. 
The total cost of linings and repairs averages less than 2s. 6d. 
per ton of steel. | И 

A single 6-in. graphite electrode passes through the roo 
and costs about 2s. 10d. per ton of steel to maintain. This 
cost and the cost of linings and repairs compare very 
favourably with figures quoted in this country. Current is 
taken throngh the bottom of the furnace bed by a steel 
casting, the lower end of which is water cooled to protect 
the copper connections, while the solid upper end melts flush 
with the lining and is covered at the end of each shift, 
before the slag bas set over it, by a steel plug which dis- 
places the slag and leaves the contact sufficiently clean for 
current to pass at once, when the furnace is next placed in 
commission. 

À factor which contributes very materially to the overall 
economy of the furnace is the possibility of using up machine 
shop borings and turnings. These have a scrap value of 
only 20s. or so per ton, and cannot be dealt with satis- 
factorily in open-hearth furnaces. The charge used is 70 
per cent. of such turnings and 30 per cent. foundry scrap, 
risers and headings, &c. The larger pieces are charged 
first, and the fine material piled on top up to or above the 
charging door. The main switches being closed, the electrode 
is lowered and regulated by hand (under guidance of watt- 
meter indications) for 10 or 15 minutes, after which the 
furnace is self-regulating through a ratchet and rack and 
pinion gear. The turnings used are very rusty, hence 
charcoal is added for reducing purposes; thereafter pro- 
cedure is practically as in standard open-hearth work, ferro- 
silicon or ferro-manganese being added towards the end of 
the heat. The castings to be made include electric motor 
frames and general elevator parts, typical analyses being as 
follows :— 


For motor For general 
frames. castings. 
Combined carbon eoo 0'18 —0 2 0˙18—0˙2 
Silicon А is 0456—05 0 35—0'4 
Manganese... eee ө» 01 04 —0°45 
Phosphorus ... T ese 0:075 0:075 
Sulphur  .. . 0°05 0°05 


Slag is made sticky and drawn out before pouring by iron 
rabble hooks. Moulding sand is charged towards the end 
of the heat if needed to thicken the slag. Rack and 

inion tilting gear driven by a 5-H.P. motor is installed 
low floor level, and is operated from a drum controller 
behind a sheet steel screen opposite the pouring spout. 

Four heats, aggregating nine tons, are run off during 
each night shift. The first melt occupies two and a half 
hours and the remaining ones less than two hours each. 
The normal consumption during these periods is 655 Kw., 
corresponding to a load factor of 30 per cent. during the 
whole 11-hour shift. 

Oxy-acetylene torches are used to trim headings and 
risers from the castings, and the oxygen for this purpose is 


manufactured 


electrolytically, using a 25-Kw. motor- 
generator set consuming 3,300 Kw.-hours per month. 
Most of the foundry machinery and the various cranes are 
operated electrically, the total electrical consumption being 
84,000 units per month, of which 75 per cent. is taken by . 
the electric furnace. With the installation of the second 


furnace, the night demand of the foundry will rise to close 


on 1,500 KW., a very acceptable addition to the supply 
station night load. | 


S rene 
AUTOMATIC-LIFT ACCIDENTS. 


By FRANK BROADBENT, M. I. E. E., M. Cons. E. 


THE fatal accident which occurred recently in a well-known 
London club in connection with an automatic electric lift 
is one of those occasional reminders that automatic mechan- 
ism, no matter how perfect, is not infallible. N 
The facts of the case, however, show that a failure of the 
automatic gear to perform its function is, in itself, not suffi- - 
cient to cause an accident of this kind, but that human 
oversight is & contributory agent. ` | 
The lift is of the kind known as the “ full automatic ” 
type serving four floors. The general principle of operation 


РРР 
Ay 


A 
BY 2 ‚ 
К А 
Lu a Z a t a a AMAA ML 


FId. 1 


is briefly the following. On each floor there is a “ calling '" 
push which, on being pressed, calls the car to the land- 
ing. In the car are five pushes, viz , one for each floor, 
and an emergency “stop” push. On pressing any of the 
* floor " pushes, the lift automatically travels to and stops at 
the corresponding landing. Each opening is protected by 
a collapsible gate provided with an electromagnetic lock, the 
function of which is to prevent anyone opening the gate 
unless the car is standing behind it, and to render the lift 
inoperative when the gate is open. The general principle 
of such locks is shown in fig. 1, where a is the lock, 
B the latch, and c the lever operated by the car. Usually 
the apparatus is self-locking, that is to say, the locking 
lever is dropped by means of a spring or weight as scon as 
it is released by the car. The lever carries a roller on its 
free end, which engages with an inclined plane or striker 1› 
fixed on the side of the car. As the car passes a landing 
the striker lifts the lever, thus releasing the lock and per- 
mitting the gate to be opened. If anyone tries to open а 
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gate when the car is above or below it; he is unable to do 
so; but if he pulls against the latch whilst the car is 
travelling, the gate will open as the car passes it. The 
opening of the gate stops the lift, as the lock is electrical 
as well as mechanical, and the withdrawal of the latch breaks 
the electrical contacts which are connected in series with the 
stopping circuit. 

This is somewhat of a disadvantage as the lock, although 
it contains contacts, is not intended to be used as a switch 
to break the circuit. Not only do we run the risk of 
burning the contacts by so doing, but also of causing 
arcing from one to the other or over to the case, particularly 
on circuits of 400 volts and over. a 

If the contacts fail to break the circuit when the gate 
is opened in the manner described, due either to their failing 
to separate, or to arcing over and maintaining an arc, or to 
being temporarily short circuited, the car continues to travel 
with the landing gate open. In these circumstances one of 
the following accidents may happen. The person who 
opened the gate may lose his balance and fall down the lift 
well; or, some one may fall out of the car on to the landing ; 
or, some one may, expecting the car to stop, try to 


step ont and get crushed between the landing and the саг. 


All these are possibilities more or less remote, but possi- 
bilities nevertheless. | 

On the mechanical side there is the possibility that when 
the gate is shut and the car leaves the landing, the latch is 
not securely held. This may occur by reason of the locking 
lever not falling properly, due to some obstruction or to 
stiffness. In some cases even a piece of paper falling down 
the well and lodging between the lever and the framework 
might cause this; stiffness due to dirt or rust may be 
sufficient to hold the lever up; or the gaté may ride up on 
dirt in the bottom track and cause the latch to foul the 
locking mechanism. If the lock fails to fasten the latch 


securely, the gate can be opened when the car in not 


behind it. 

In the case referred to it is not possible to state pre- 
cisely what happened, as the member of the club who 
unfortunately lost his life lived only for an hour or two 
after the accident, and never regained consciousness ; and 
there were no eye witnesses who actually saw him open the 


gate. It is clear, however, that He opened the gate on the . 


ground floor when the cir was on the first floor, and fell 
down the lift well. On inspecting the lift on behalf of the 
club a few hours after the accident, I endeavoured to open 
the same gate when the car was not behind it, but after 
repeated trials, and using considerable force I was unable 
to до so. Thinking that there might be а sort of half-cock 
position in which the locking piece rested against the edge 
of the latch, I had the cover of the lock taken off and 
attempted to set the mechanism in such a position that 
whilst making electrical contact the latch could be lifted 
and the gate opened. In this 1 was unsuccessful. 

I then tried the basement gate and found that after 
several attempts I could lift the latch. This gate, how- 
ever, had been forced open a little while previously in 
order to extricate the unforiunate gentleman who fell 
down. - 

Whilst I was attempting to open the first floor gate with 
the car at the second floor, a member succeeded after several 
attempts in opening the ground floor gate, and called me 
down. On closing the gate I was able to open it again 
once, but after that failed to do so. 

From this it would appear that there must be some 
position of the locking gear, which occurs probably once in 
a dozen times, in which the latch can be lifted when the 
lock is not released by the car. Assuming that one person 
in a hundred attempts to open a lift gate when the car is 
not there, and that once in 10 operations the lock does not 
secure itself properly, the chances of the gate being 
improperly opened are fairly remote. 

In a case of emergency it must be possible to open a gate 
in some way or other, and anyone who is conversant with the 
mechanism of the lock can do so. In many cases, as in the 
lift in question, all that is necessary is to put one’s arm 
through between the bars of the gate and lift the lever, 
performing in fact the same function as the car would do in 
arriving at or passing the floor. There is then the 


possibility that, after opening a gate in this way, sufficient 
care is not taken to ensure that the gate is properly closed 
and secured before leaving it. Should this occur, the gate 
forms practically a trap for any person who comes along to 
use the lift, as in the event of his failing to note that the 
car was not at the landing, he would open the gate 
and step forward, possibly realising too late that he had 
made a mistake. : 

In factories such lifts are now in common use, and the 
workmen and factory lads very soon get to know how to 
open the gates. It is, in fact, not an uncommon thing for 
mischievous boys to slightly open one of the gates deli- 
berately after watching the car pass to a remote floor. It is 
only necessary to open it a fraction of an inch in order to 
put the lift out of action. Another favourite trick of a man 
who wants to use the lift, and is not sure that it will s 
at his landing, is to stand with his finger on the la 
waiting for the car to pass. As soon as it reaches his 
landing the gate is unlocked and open it comes, stopping 
the lift, (assuming there is no fault in the electrical 
circuit). 

Here, then, are two points capable of improvement. The 
first danger can be considerably lessened by placing the lock- 
releasing mechanism near the top of the gate, where it is not 
so easy to tamper with it. The gate must, of course, only 
be unlocked when the car is approximately at the landing 
level, and this is quite easily arranged. 

The other weak point, namely, the ability to open the 
gate as the car is passing, is not so easily remedied, parti- 
cularly in what are called semi-automatic lifts, in which 
some form of cage switch is used, as in this case the floor to 
which the lift is travelling is not selected until the car 
actually arrives at its destination. In the case of a fall 
automatic lift in which the floor is selected as soon as the 
push-button is pressed, it would be possible to electrically 
interlock all the gates until the car had arrived at its desti- 
nation. This, of course, introduces an additional compli- 
cation, but in the interests of safety, particularly in factories 
where large numbers of inen use these lifts, it may be 
considered worth while to add it. On the other hand, the 
less complicated the gear is the better, because, if it 
repeatedly gives trouble, the time comes when the engineer 
or electrician in charge will short-circuit or cut-out of action 
the cause of trouble, until he has time to attend to it 
properly, and, under these conditions, the whole lift is 
rendered unsafe. Moreover, these temporary jobs generally 
acquire a semi-permanent character. 

As already mentioned, the possibility of accident is very 
remote, considering the number of journeys which a lift 
makes per day, and it is no doubt on account of the very 
small number of failures, taken as a percentage of the total 
number of journeys made by the lift, that one is apt to 
forget the possibility of accidents occurring, and to omit to 
take ordinary precautions. 


The Nature of the Ultimate Magnetic Particle.— 
In a letter under this title to our contemporary Science, Messrs. 
K. T. Compton and E. A. Trousdale point out that for many yeare 
scientists have agreed in ascribing the magnetic properties of 
bodies to the action of exceedingly small elementary magnets, but 
the nature of these ultimate magnetio particles has been an open 
question. The influence of temperature, chemical composition and 
other factors has received the simplest explanation on the theory 
that molecules, or possibly groups of molecules, are the ultimate 
magnetic particles, On the other hand, the eleotron theory of 
magnetiem seems logically sound, and is the only theory whioh has 
successfully accounted for diamagnetism. 


The recently developed method of determining the positions of 
atoms within a crystal by X-ray photography, and the ferrc- 
magnetic properties of magnetite, hematite and pyrrhotite orystala 
suggested a direct experimental method of eliminating one or the 
other of these two theories, By comparing photographs taken 
through these crystals while magnetised and unmagnetised, it can 
be determined with certainty whether or not the atems have moved 
from their positions of equilibrium during the process of magneti- 
sation. The authors have obtained experimental results with 
magnetite and hematite which indicate that the atoms do not leave 
their pot itions of equilibrium during magnetisation. These results 
are consistent with the electron theory of magnet/sm and prove 
conclusively that magnetism is not & molecular phenomenon. 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The Engineering Industry and the War. 


Your issue of Friday last contains a letter from Mr. J. 8. Warner, 
two paragraphs of which appear to mea gratuitous gibe at the 
medical profession, as unwarranted as it is irrelevant to the sub- 


ject of that queerly worded lucubration. Mr. Warner says: Try 


any medical man you like, and he does not know that the average 
female heart pumps blood as 3 is to 5 of the average male, &o," 
e... Well, why should he? The facts as far as were 
taught when I studied physiology аге as follows: Weight of the 
heart (male): 266 to 346 grammes, average 319 grammer, = 1 : 169 
total weight of body. Weight of the heart (female): 230 to 340, 
average 274, = 1:162 of total weight of body (Piersol). (Rouv:ére 
gives 275 as the average weight for both sexes— Precis d'anatomie, 
1913.)* Mass of blood m to у; of total weight of body (Arthur). 
Mass of blood propelled by the heart into the aorta during 
each contraction = y of the: total, eg. for a human being 
теш 78 kg., containing 6 litres of blood, 6,00(/30 = 200 
ob. ош, 
Thus, Mr, Warner's figures would apply in the case of a man and 
a woman whose relative weights would be as 5 is to 3, and only 
then. What of the old tag: sutor ne supra crepidam ? 
H. L. J. 


London, S. W., May 8th, 1915. 


* Rouvióre's figures apply more particularly to French cases ; 
Hutchinson's weight tables take the height into consideration 
without regard to sex, so does the old formula— . 


н = W lb ( Height x girth © weight. 


Cab Signalling. 


I hope you will allow me space in your valuable paper to contra- 
dict some of the statements that Mr. Acfield makes in the 
article appearing in your editions of the 16th and 23rd ult. 

The notion that a cab signal should be audible only has often 
been shown to be both wrong and dangerous. No valid reason 
against making the cab signals both visual and audible has, as yet, 
been given in any of the many articles I have read on this 
important subject. The only "reason" I have ever seen advanced 
is the statement that the visual indication, notwithstanding the 
audible one, would take the driver's eyes off the track, and thus 
imperil the train. But this reason has been so often and so 
conclusively shown to be wrong, that I ehall not ask for space here 
to repeat the proof sgainst it. 

Mr. Acfield attaches relatively undue importance to the distant 
cab signal indicators. He certainly must know that no distant 
cab signal, however satisfactory as a distant indication, could havé 
been any good to the driver and fireman at the instant they both 
missed the Aome signal at Bromford Bridge. The Great Western 
distant cab signal did not prevent, and could not have prevented, 
the wreck at Reading, and would have been equally useless at 
Cannon Street. | 

Of all the cab signals that have come before the public, the only 
ones worthy of adoption, or test, are those which give indications 
that are both visual and audible, whioh plainly differentiate 
between clear, run slow, and stop, and which are controlled by 
means of electrical contact with rampe. 

This fact has become so widely known that it is surprising to 
Gnd that one in Mr. Acfield’s position is still unaware of it. 


Amos Ogden, M.I.M.E. 
Derby, May 9t^, 1916. 


P.S.—The Mr, Aofield referred to is of the Midland Railway. 


The War and Future Trade. 


I quote from your leading article entitled “ The War and Fature 
Trade," which appears in your issue of May 7th. You write :— 


It becomes more and more obvious as we study the problems of 
peace, even as euperficially as is possible at this date, that that 
stage of this world conflagration will be only slightly less 
difficult than are our vast and unprecedented naval and military 
operations We trust that Mr. Runciman will recognise 
the need that exists for a measure of modernisation and organisa- 
tion with certain supplementary alterations making for greater 
efficiency and usefulness, supposing that he cannot see his way to 
adopt the proposals that are being again advanced in some of the 
more ambitious schemes that have been put before him by critics 
and advisers." 

The correspondence that appeared in the Times in the summer 
of 1908, entitled the Electrical Industry dealt, I think, with 
very much the same problems as those to which your leading 
article refers, Тһе minds of many of us were occupied 


then as they are to-day—almost exactly seven years later—in 
endeavouring to find a solution of the difficulty of “industrial 
organisation,” f 

In the month of Jaly of that year I myself addressed a some- 
what lengthy letter to the Times, suggesting that a Committee 
or organisation of business men should be formed in the City of 
London, with the objeot of attempting to study the disease from 
which I at the time felt that Bri commerce was suffering due 
to German competition, and I pointed out that it was hopelees to 
1 to prescribe a remedy before one had diagnosed the 
m v. 

I find myself seven years afterwards, with experience behind me, 
still writing, still talking, still trying to induce those connected 
with our industry.as well as other business men in the City of 
London to believe that if we are to assure success in war or 
рок we must not be ashamed to learn from our errors in the 
. Lord Selborne, in his letter to the Times of to-day, pleads with 
much emphasis for national organisation, Mr. Bonar Law, in his 

h in the House of Commons yesterday, argued upon much 
the same lines, but we still go on talking and writing and nothing 
is done, The fact із, I believe, that we do not know where to 
commence, | 

To those members of our industry who are interested in this 
subject I would, therefore, make the following appeal, viz., that 
they should at once communicate with the Secretary of the 
London Chamber of Commerce, 97, Cannon Street, E.C., intimating 
that they would be prepared to attend a meeting, if called, for the 
purpose of endeavouring to solve the many intricate industrial and 
commercial problems arising out of this war. I have reason to 
believe that the London Ohamber of Commerce is ready and willing 
to assist us to build the foundations of such an organisation as 
that for which everyone seems to see the need. | 


Edward Bergthell. 
London, E.C., May 11th, 1915. 


[We shall gladly welcome the views of our readers respecting 
our oorrespondent's suggestion. We, of course, heartily support 
bis proposal for a conference of the electrical industry, for we 
ourselves advccated it in our issue of October 16th last, page 514, 
—Eps, ELEO. R&v.] 


— 


PARLIAMENTARY. 


Electric Railways (Facilities) Bill.—On Tuesday the 
Examiners had before them a late Bill to authorise the City and 
South London Reilwsy Со., the Central London Railway Co., the 
London Electric Railway Oo., and the Metropolitan District Rail- 
way Co., or any of them, to make agreements with each other, and 
the London General Omnibus Co., for the purpose of providing 
increased facilities for the interchange and alternative routing of 


^ traffic, the application of receipts, and the appointment of a Joint 


Committee. Owing to the late notices, the Standing Orders of the 
House had not been complied with, and the Bill will go before the 
Standing Orders Committee, who will decide whether it shall be 
allowed to proceed. 


Lincoln Corporation Bill.—A Select Committee of the House 
of Commons, presided over by Mr. Middlebrook, has considered the 
Lincoln Corporation Bill, which, amongst other things, provides 
for an extension of the electric generating station, and gives power 
to run trolley vehicles. Mr. S. Clegg, electrical engineer and 
tramways manager, gave evidence with regard to the extension of 
the station. The cost of the station was estimated at £36,260 
exclusive of the land. There was no opposition, and the clause 
was passed. Mr. Forbes Lankester, K.C., explained the proposals 
with regard to railless traction, to which there was no opposition. 
What was proposed was practically a through route from east to 
west, on the lower level of the city. This part of the Bill was 
also ordered to go forward. 


Plymouth Corporation Bill.—Lord Newton's Committee of 
the House of Lords on Tuesday concluded the consideration of the 
Bill of the Plymouth Corporation, which consolidated the Acta of 
Plymouth, Devonport, and Est Stoneham, as the reault of the 
amalgamation. The Bill covered 240 printed pages. A large 
number of clauses regulating the electricity and tramway under- 
takings were passed without any opposition. 

Irish Electric Lighting Orders.— On Tuesday, No. 1 Electric 
Lighting Provisional Order Bill was ordered by the Examiners to 
go for first reading. The Bill confirma electric lighting orders 
granted by the Board of Trade to the Rural District Council of 
Clifden, Galway, and to the Urban District Council of Ennis- 
oorthy. 

Electric Lighting Provisional Order (No. 2) Bili.—Thie 
Bill was ordered by the Examiners on Tuesday to go for third 
reading. It confirma electric lighting orders to the following local 
bodies :—Haworth U.D.C., Irlam U.D.C., Hull Corporation (Exten- 
sion), Knaresborough U.D.O., Normanton U.D.C., Litherland U.D.C., 
Normanton U.D.C., Ryde Corporation (Amendment of Order), 
Shipton U.D.C., Stanley (Order granted to the Electrical Distri- 
bution of Yorkshire, Ltd.) and Tenby Corporation. 
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NEW ELECTRICAL DEVICES, FITTINGS 


AND PLANT. 


B.T.H. Loom Motors. 


The extended adoption of eleotricity for the individual drive of 
textile machinery has led to great advances in the design of simple 
‘induction motors for this purpose. These machines are totally 
enclosed and dust-proof, to meet the conditions prevailing in the 
mills, and usually run on three-phase circuita, with no regulating 
or starting apparatus other than a sw.tsb. For driving looms the 
motors are hinged to base-plates, with springs to control the belt 
tension and to facilitate smooth starting and running, as shown 
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Fie, 1.—B.T.H. A. 0. Loom MOTOR. 


in fig. 1, which represents a new line of loom motors recently 
broughtout bythe Ввттїзн THOMSON-HOvsTON CO., LTD., of Rugby. 
The rotor has a squirrel-oage winding and runs in ball bearings, 
which are carried in solid end-shields ; the base-plate is slotted to 
provide for adjastment if the belt stretches. The stator punchings 
are firmly clamped between cast-iron fianges, and are directly 
exposed to the air. As the motor is frequently stopped and 
started, the rotor is designed to have small inertia, and a special 
loom motor switch has been developed by the B.T.H. Co., of the 
drum controller type, giving two long breaks on each phase, with 
renewable contacts. The motors vary in size from } to 14 НР, 


Witton Tramway Sectioning Switch. 


At the request of a large municipality, the GENERAL ELECTRIC 
'Co. Ltp., of 67, Queen Victoria Street, E.O., has constructed а 
sectioning switch for pole mounting on the tramway circuite, 
which consists of a 300-am " Peel " switch fixed in a cast-iron 
case, the case being of such a length that the switch can be fully 
opened and the lid closed. The lid is provided with а spring lock 


Fig. 2.—WiTTON 300.AMP. TRAMWAY SECTIONING SWITCH. 


and a special key. The sides of the switch case extend some 
distance beyond the back and fit on to the pole, to which the case 
is clamped by two steel bande, the ends of which are screwed and 
provided with nuts and washers. | 


Spring Inspection Fitting. 


" THE STEEL TUBES AND CONDUITS Co., of Alice Street Works, 
Keighley, are now & new inspection elbow and tee for 
conduit work, called the Spring inspection fitting, which they 


have patented. The advantages of these fittings are that they 
give more room to inspect and work in, the lid can be prized off 
quickly, and to refix it, it is only necessary to press it on again, If 


FIG. 3.—INSPRCTION ELBOW AND COVER. 


the lid is not perfectly tight a slight pressure of finger and thumb 
on the lugs will adjust it. It ie aleo very neat, and its price re- 
presents a great saving on the older patterns. The firm will be 
glad to give full particulars to anyone interested. 


LEGAL. 


ATWELL т. West HAM CORPORATION, ` 


ON May 5th, at the Bow County Court, before Judge Smyley and 
a jury, а case was opened in which Mr. А. E. Atwell, a former 
employé of the West Ham Corporation Electricity Department, 
claimed damages for injuries received from an electric shock, in 
April, 1914. 


— a —— ͤ—y„—- 


WHITTAKER r. L. C. C. 


In a Divisional Court of the King’s Bench Division Jastices 

Lawrence and Bailhache heard the plaintiff's appeal in the case 

ош the decision of Judge Harrington at the Wandsworth County 
ourt. 

Мв. MoCALL, K.C., said the action was brought to recover 
damages for injuries sustained by the plaintiff through being 
ejected last September from one of the defendants’ tramcars. It 
was admitted that the plaintiff was lawfully in the tramcar, 
having. paid for his ticket, and he was ejected before he reached 
the point covered by his ticket. At the trial certain questions were 
put to the jury, and they were answered in favour of the plaintiff. 
The judge entered judgment in favour of the defendants on the 
ground that as the act of the conductor was illegal and would 
have been illegal if the defendants had done it themselves, 
therefore, the defendants were not liable. The plaintiff got into 
the car at Wandsworth High Street and took a ticket for Earlsfield 


. Station. Before the car reached Tooting the conductor accused 


him of taking a penny journey fora halfpenny ticket. Plaintiff 
said he was going to Earlsfield Station, and that he had paid a 
penny for his ticket. The conductor told him to leave the car, 
and summoned the driver. Plaintiff was hustled off his seat and 
pushed out of the car. He fell in the street and injured his ankle. 

The jury found that the plaintiff was ejected from the car ; 
that he was not intoxicated ; that the conductor did not think he 
was intoxicated ; that he was ejected on the ground that the oon- 
ductcr thought he was endeavouring to travel to a point beyond 
that to which his ticket carried him ; that the injary to his leg 
was the reeult; and they gave him £30 damages and found that 
plaintiff was not ejected through the malice or spite of the 
conductor. Counsel submitted that on these findings it was clear 
that the plaintiff was entitled to judgment. 

Mr. CBRATId HENDERSON, for the L.C.C., submitted that the 
conductor ejected the plaintiff on the ground that he was com- 
mitting a fraudulent offence. If his employers had been present 
in person the only remedy they could have adopted was to aek for 
the plaintiff's name and address. The conductor did not do that, 
but promptly ejected him from the car ard that was outside the 
scope of his authority, and the defendants. could not be held 
liable. If the jury had found that the plaintiff was intoxicated 
there would have been no case for the Council. The power to 
eject a person was limited to a case where a man was intoxicated. 

Mr. JUSTICE LAWRESCE: Suppose a sober man smashes a 
window and says he is going to smash the lot, what must the con- 
ductor do ? — He must call a policeman. 

Mr. JUSTICE LAWRENCE: Then he can smash all the windows 
and you cannot turn him out, 

Мв. JUSTICE BAILHACHE: Suppos3 two persons begin to fight 
in a car, you are going to leave them there ? 

Мв. HENDERSON: They are committing an offence against the 
by-laws and their names have to be taken. 

Mr, JUSTICE BAILHACHE: That is impracticable ; the men are 
busy. 

In giving judgment, Мв. JUSTICE LAWRENOE said that if a 
person travelled beyond the distance provided for by his ticket it 
was а form of trespass, and unless the company had authority to 
remove him the authority of the Council would be rendered ridicu- 
lous, and they would not be able to protect their own property. 
The act of the conductor was wrongful, and the plaintiff had a 
right to sue, Judgment ought to have been entered for the 
plaintiff in accordance with the jury's findings. 

Mr. JUSTICE BAILHACHE concurred, and jadgment was given for 
the appellant accordingly with costs. 


— F 
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| LowpoN TUBE RAILWAY COMPENSATION CLAIMS, , Plaintiff's traveller, A. J. Conway, who said he was an English- 
Mn. H. CHATFEILD CLARKE, president of the Surveyors’ Institu- f 5 p ires пан та s 

tion, has given his awards in the proceedings which he óonducted ` PLAINTIFF'S TRAVELLER said he was not. ` 

as Arbitrator between the London County Council and the London DEFENDANT : His brother is. e | | Е 
‘Electric Railway Oo., in compensation claims relative to several Conway added that plaintiff bought all his goods from various 
easements and land for tube railways, German houses, and paid for them outright. Some of them were 


In the olaim for the staircase built under the premises, Nos. 1 made in German | i inti 
А . : у. The goods were invoiced to the plaintiff. 
the Ch 8 ы аш 5 Ralle 5 .. DEFENDANT: These are all German goods, especially cable and 
е Charing Oross, Euston a ampetead way. Ew torohlights. J am trading with the enemy. He is a pore German. 


the Oentral London Railway, the actual area taken was 484 ft., CONWAY : Two-thirde of the 

: : -th е goods are German. 
and Mr. Howard Martin, for the L.O.C., on the basis of 10 per DEFENDANT said that owing to the war his business was ruined, 
cent. of the surface value, £6 per ft., brought out the compensa- but next week he meant to join the Army. AD 
tion at £290, to which he added 10 per cent. for forced sale, making JUDGE ATHERLEY-JONES said he must give jadgment for the 


е s аза 5 ps ае ова VV е; ы ‚ plaintiff. The law was clear, but whether it was the right law 
Douglas гера el 5 Sid cad ds E respectively. was not for him to say, An enemy alien carrying on business in 
being based э a lost run reduced to lineal feet. , this country was able to enforce any contract which he entered 

The pena olai EE to a total area of 116 40 ft. at Kings. inte, and plaintiff was in that position. He might be as great an 
8 e J dices der Aet DAS as he liked, but while a benevolent Government left 
which. а tube ran at a depth of 88 ft. The site was stated by Mr, 5 God help us! | | 
а ко х oe ое dias wr Seco rr ks one ects: „ The JUDGE (continning), he is able to carry on bis trade and 
F. W. Hunt obist ee velie: to the L.C.C 5 enforce his contracts, enforcing payments against British ul jects. 
that the whole site would be damaged 1 5 ' mee е of its total While I must give judgment for the amount claimed, it will be 
capital value, or £13,000 equal to * difference of three months’ теч Of Gea fendant age Sie ош ч fe raising the 

dpt: question of the alien enemy. I will allow the Court fees. | 

Ше ао тей арш Fi) edd ‘and Mil Dosis rae е . DEFENDANT: Не ія ashamed to put his foot into this Court. 
valuations for compenestion amounting to £901. The latter 
characterised as extraordinary the statement that the presence of | 
the tube depreciated the whole of the site. === 

The third claim involved the question of the casement under the d 
SM DIY renes Fountain, Piccadilly Cirous. The easement | : ; | 
was t. in length, and compensation was claimed at £1 per ft.. | 
тап, £36. The property around was acquired by the Metropolitan ` WAR ITEMS. 
8 1 in 1889, and the railway company's experts oon - | | | 

t te ttled in 18 28. | j 

_ ft-run, which for 40 ft. came to z, Crown in 1890 at 28, per As Others see us!— A New York dispatoh to the 

The Arbitrator has awarded the following amounts: For Nos, Evening News quotes from Collier's Weekly some extracts from a 
1 and 3, Oxford Street, £175 ; Kingeway and Aldwych Island, series of articles on Germany contributed by Mr. Albert Beveridge, 
£1,355 ; and Picoadilly Circus Fountain, £40. An award of £195 former U.S.A. Senator, who interviewed the Kaiser, leading 
was made in respect of an casement under Southampton Row, Savants, industrial magnates, and others in Germany. Herr 
between Vernon Street and High Holborn, subject to the surface Walther Rathenau, of the A E.G., whose name and views are not 
area being in а street within the London Electric Railway Act, unfamiliar to our readers, expressed himself in the following 


1906, Beo, 59; and of £80 for an easement under the pier and stage terms :— : A | ie 
"In considering the causes of the war, we must distinguish 


at Victoria Embankm ent. 
| between powder and matches. The matoh that fired the powder 
я i oa was Russia. Sut the powder was the inevitable conflict between 
NICHOLLS v, ASTLEY & BARWELL. England and Germany.. On the surface this is a mere struggle for 


Is the Lord Mayor's Court, last week, before the Common Serjeant edi l bet w 9 оп 5 : Pri ee 4 5 E ha 
ME Niami aneh E.O) and e Jury, elim ты made by Маша Werken beter te, nehme of ite and duty. Tako the 
. Nicholls & Son, electrical engineers, 54, Basinghall Street, work for just a livelihood Their real reward is their passion to 
E.O., against Messrs. Astley & Barwell, dressmakers, 885, Holloway discover Neture's truths. Also, there is their conception of duty 
Road, for £29 26. 1d. for electrical fittings supplied and work done They are not only satisfying teme ves by doing for its own sake 
a пашаа electric light in the defendante' premises, The what they love best to do, bat they also feel that they are helping 
| 5 Of tha deface а ста e 1 0 us sin = | fo build ар a and in & broader way to increase the sum of 
carry uman know e. | 

оп ап extensive dressmaking business. The plaintiffe after “On the oth А | 2 
making ; er hand, there are in England, let us вау, 80 scientists 
поп y inquiries proceeded to do the work, and the same ability and skill. But they mnit. be professors of 
xkord or Cambridge, or other schools of learn g. ey would 
for 5 „ 5 of 1 се . scorn employment and work such as our 6,000 scientists do. Here 
plaintiffs were dissatisfied with the payment and sent th elr sw ork- we have the explanation of our superiority. Among us the love of 
man to bring away the toole. In consequence of a message sent knowledge is part of the German character. We feel we cannot 
by the workman that a substantial payment would ba made the have too much of it. To make it plainer, let me say that in 
work was proceeded with. When it was completed and the Germany it is fashionable to be well informed. In England, on 
defendants applied for payment of the account, a letter was the contrary, it is felt that it is ungentlemanly to acquire more 
received from Astley saying that the plaintiffs’ account had knowledge after & certain point of education. ‘Englishmen вау 
c ; they dislike ‘walking dictionaries,’ Apply the s 8 duty to 
1, : : : one's country to employés of induetry—say an industrial company 
ES snis Et ше. 3 of 30,000 employés, or a great bank with 10,000 employés willirg 
by that party which was being paid off by instalments. The to work, not for food only, but also asa matter of duty for the 
work had been done for the defendants and Lis for Astle . building up of Germany, Contrast with this conception of life 
For the defence MR. Н. ASTLEY а builder and d Be and labour the conception of the same class of men in Eng land; as 
called, and he mid that the work or fitting up his sister's prem ies little work as possible, no more knowledge than is absolutely 
in Holloway Road was given to him, and he employed the plaintiff,  -eceesary, vacations, luxuries, and the mental vis oe habits 
who agreed to carry out the work. The money which the plaintiffs growing out of the same. These illustrations show. why ermany 
‘has been able to sell her products in the foreign markets which 


had received on aooount was money he had paid out of hisown ; 
^n England monopolised for so long. She thought they belonged 
fonds The plaintiffs had not rendered an account to him, and, to her as a matter of right. Conflict was inevitable. It is a 


therefore, he could not render the bill to his sister's firm. As soon di А ; ; 
^ i 3 ifference of fundamental ideals of life and duty. That is the 
ее 2 uld receive payment, and the plaintiffe’ account ‘deep reason why the war must go on until it is proved which of 
. . 2 е А e il . 
The jury found a verdiot for the Pun tiffa for the amount 5 die papel к зем than death in pale wm pudo 


claimed, and judgment entered ly. 
| uae ERREUR Petrograd Electric Lighting Co.—A oertain amount of 


** interest is oe to the report for 1914 of the Petrograd Elec- 
tric Lighting Co. of 1886, in coneequence of the threatened seques- 
TRADING WITH THE ENEMY, tration of the undertaking, as mentioned in this journal on several 


IN the City of London Court, on May 10th, before his Honour recent оосавіопе, by the Russian Government on the ground of the 
Judge Atherley-Jones, K. O., Mr. Otto Bohndel, trading as Sohoen company being, as is alleged, almost entirely owned and controlled 
Bros., 29, Cock Lane, Snow Hill, sued Messrs. H, A. Jones & Co., by Germane, As now announced from Petrograd, the company’s 
electricians, 171, Holland Road, Shepherd’s Bush, for £19 le. 2d. accounts for 1914 show net profite, on a rough conversion of roubles 


for electrical goods supplied. into sterling, amounting to £683,871, as compared with £603,569 
Мв, JONES said he admitted that the claim was due, but he dare in the preceding year, the figures representing the proceeds realised 
not pay it, because the plaintiff was a German. B by the works in Petrograd and Moscow for the whole of the year, 


Mr. HARRY STROUTS, plaintiff's solicitor, eaid that the plaintiff and those from the works at Locz down to August 31st, as the 
was @ registered German. He had been carrying on business in directors have been without connection with the latter city since 


London for 10 years, the date in question. It is proposed to place £33,900 to the reserve 
. DEFENDANT: He ів a German agent for the sale of foreign fund, as against £31,500 in 1913, to devote £142,500 to deprecia- 
goods, — _ "T = | А tion, as contrasted with £132,500, to pay a dividend of 11 per cent. 


E 
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on the £900,000 of preference capital, as in the previous year, 
8 рег oent. on ordinary shares of £3,100,000 as in 1913, 
and 4 cent. оп £1,000,000 -əf new ordinary shares 
which were issued in 1914. In addition the taxes on capital 
and net profits absorb £70,000, benevolent: funde £21,500, and 
directors’ fees £21,436, the small balance remaining to be carried 
forward. It. is, however,.not intended to pay the dividends for 
the time being, but to transfer the sums available for these par- 
poses to a dividend account fo be created, and to leave to the 
directors the decision to fix a future date for the distribution. The 
latest information in relation to the proposed sequestration of the 
company is to the effect that the situation has not very materialy 
changed, although no definite statement has been made. 


A lively diecussion is proceeding in the Petrograd’ Town Council 
on the question of buying up the electrical concessions in the 
town, iacluding the business of the famous 1886 company. 
Opinions are sharply divided on the advisability of buying up all 
the electrical oonoerns, or only that of the 1886 company. 
Councillor Oppel insisted оп the necessity of buying the electrical 
concerns in the near future, Both industry and private consumers, 
he said, had an interest in their transfer to the town. Technical 
experts had shown that the transfer of the electrical enterprises 
to the town would involve increased capital outlay, as it would be 
necessary to improve the equipment of the electrical stations. At 
present the stations of all three electrical concerns of the town 
include in their equipment a considerable quantity of old machinery 
of comparatively little value, When the moment comes to buy, 
namely, in 1918, even their auxiliary value will be gone. As to 
the revenue that may come to the town by exploiting these con- 
cerns, accountants value it at 3,000,000 roubles. But such an 


income is only possible if the price of energy is not reduced. As 


it must be reduoed, the revenue will fall to 1,200,000 roubles. It 
will increase by-and-by probably, for the lower price will attract 
new consumers, and extend the field of operations. But in order 
that the number of consumers should become considerable, the 
price must be reduced considerably. A slight reduction would not 
greatly affect the number. In the cost of exploiting the 
eleotrical concerns of the town, 70 per cant. goes for fuel; 
therefore, the town should turn ite serious attention to 
acquiring the cheapest possible fuel for the concerns tə 
be taken over. For the immediate future he thought 
it would be sufficient to buy out the 1886 company, which 
would cost the town 22,000,000 roubles, and promised a 
profit of 2,645,000 roubles. But if all three concerns were bought 
the cost would be 41,000,000, and the profit would be less. Another 
councillor thought that the existing town electric stations which 
supplied the tramways with current should be enlarged to supply 
current for both: lighting and industry.. After the town had 
thoroughly consolidated its position, it would be beter able to 
gather in all the other electrical concerns, and eliminate the private 
element. Councillor K. Ya. Zagorsky, whose views on the subject 
have. been much discussed, said that Petrograd, like other large 
tons in Europe, should adopt the single electric statiov. In order 
to compete with the companies the town should construct a large 
power atation. He considered it was impossible to formulate a 
definite plan for exploitation by the town owing to the rapid 
progress of the electrical business and modifications im ‘its 
application. 


Constantinople Telephone System.—The following c: Е 
letter has been issued from Broad Street Avenue, London, E.C., 
under date May 7th, by Mr. М, Webster Jenkinson, representative 
in the United Kingdom for the Constantinople Telephone Co. :— 


"As possibly you are aware from statements in the Press, 
the Turkish Government have forcibly taken possession of the 
company’s system in Constantinople. The general manager, Mr. 
Douglas Watson, and the British staff were expelled from the com- 
pany's buildings, and on the advice of the American Ambassador 
left Constantinople. arriving in England last week. I have 
received a letter from Mr. Salem, the company's chief legal adviser 
in Constantinople, enclosing minutes describing the confiscation of 
the plant and property ty the Turkish authorities, and a copy of 
the protest addressed by the Constantiaople directors tothe Turkish 
Government. It is hoped that it will soon be possible for the 
British staff to return, and for the company to resume possession 
of its plant, and of course endeavour wil] be made to obtain repara- 
tion for the loss inflicted by the action of the Turkish Government, 
The Turkish authorities have based their action on Article 23 of the 
Convention, which reads as follows :— 

The Btate have full power to inspeot and supervise the service, and the 
concessionnaire shall do whatever is necessaryto facilitate this inspection. 
The Government also reserves the right to assume control of the service on 


all or any part of the syst3m when necessary for the public safety. The com- 
pany shall have no right to demand compensation on this score, 


The company has never interpreted this clause as giving the 
Turkish Government power to take physical possession of the com- 
pany's plant and to expel the staff as they have done. The matter 
is receiving the most careful consideration of the European directors, 
and every possible step haa been and will be taken to proteot the 
interests of the shareholders and bondholders.” 


Italy.—We have received from the British Chamber of Com- 
merce for Italy at Genoa List No. 15 of openings for British 
articles in Italian marketa, from which we make the following 
extracts. Many of these firms formerly did business with German 
and Austrian houses and now seek British connections: — 


No. 611.— Engineer at Rome requires further agencies for 
British technical and electrotechnical articles. R.A.D.B. 


No. 622.—Commission Agent at Cantania requires electrical 
material, sunshades, fans. C. G. M. К 


‘misunderstand the situation. 


No, 635.— Engineer at Florence wishes to represent on commission 
British manufacturer of iron plates, rails, steel, engines, cranes, 
machinery in general. F.P.P. 


No. 639.— Merchants at Turin require fire- clay, chins clay 
Ed paper. mille, 


pig-iron, foundry articles, fire bricke, alloys, 


No 642.—Commission agent at Padova wishes to take ар British 
paints and varnishea, electrio lamps, motor-cyclea. P. N. 


List No. 16, also received, contains the following :— - 
No. 652. —Commission agents: at Turin are anxious to 


ier agencies for British electrical machines, belting; oils, kc. 
T. F. B 


No. 657.— Merchant at Rome would take up British scientific 


instruments, machinery, electrotechnióal material, R. A. O. 


No. 66 f.— Commission agent at Genoa seeks agencies for seamless 
steel tubes, ship's auxiliary machinery, anchors, pai machine 
tools, steel castinga. G.F.M.S. M 

No. 675.—British firm at, Rome inquire for addresses; af-mann- 
facturers of copper and brass tubing, crude oil engines, we: hisery 


for flour mills, xc. 


Dartford.— Fire Alarms Delayed.— In reply to a Kees from 
the Dartford T.C. that Messrs. Stuart & Moore should be allowed 
to proceed with their contract for the installation of the fire 


‘alarms, &c., in the town, the War Office have intimated that the 
‘firm (who are engaged on Government work) are in arresr with 


stores urgently requiréd, and suggest that the Council might 


‘possibly see its way to arrange for the work to be carried out 


by some other firm not engaged on Government ordere. The 
General Purposes Committee is of opinion that it would not be 
decirable to engage ‘another firm to complete the installation, as 
suggested, bnt it is making temporary arrangements pending 
the completion of the contract. 


Government Cable Contract.—Mr. Cecil Beck. in reply to 


"Mr. Booth in the House of Commons, on 6th inst., said Sieg fried 
‘Hirschmann was etill a co-director of the Union Cable Oo., bat 


the Office of Works did not know where he was residing. Before 
the contract was made the First Commissioner of Works asked for 
the appointment of a supervisor under the Trading with the Enemy 


‘Act. Mr. Booth: Can the Office of Works not find out where this 


man lives, in view of the importance of an enemy getting know- 
ledge of our cable contracts’? Mr. Beck: I think you rather 
The Oftioe of Works has no responsi- 
bility beyond seeing that the contract given is carried out. — 
Financier, 

We have received the followirg letter on this subject : — 

^ I have read the reply given by Mr. Beck, represenfiug the Firat 
Commiasioner of Works, regarding the contract given to the Union 
Cable Co., Ltd., in which it is etated that the managing direotor, 


Mr. Blackwood, was an Englishman, but the other four directors 
are Germans. 


" I, wonder if it has occurred to Mr. Blackwood what every one 
of ua who have any idea of loyalty think of his continuing to hold 
such a position, and with such associates. 

"It is at last beginning to dawn upon us what our enemies 
are capable of, and I shall be very much surprised if any British 
workman continues his employment in а у business that has a 


single German, Austrian or Turk connected with 16, 


" When one raises thec:y that the company is German, the 
palliative is offered—' Oh, yes, but British workmen are employed 
but, I ask, if the Union Gable Oo. was closed down to-morrow, аге 


there not other truly British Cable Manufacturing Companies who 


would gladly give employment to their employés ’ 


“А, R. MUNDAY. 
“ Dablin, May 11th.” i 


Victoria Falls Staff*s Threat.—A Reuter dispatch from 
Johannesburg says that the majority of the men at the Victoria 
Falls Power Co. 8 works at Brakpan, which supplies power to many 
mines on the Rand, ent an ul:imatum to the manager declaring that 
unless all naturalised and unnaturalised Germans were discharged 
they would strike on Wednesday as a protest against the sinking 
of the Lusitania, 


Electricity Staff Badges.—The Tonbridge U.D.C. has decided 
to supply " Publio service badges" to the staff of the electricity 
works. 


Board of Trade Publications,—The Board of Trade Com- 
mercial Intelligence Branch has iesued a list of inquiries for 
sources of goods for the week ended May Ist. 


Personal.—Inciuded in the Committee appointed by Blackburn 
Chamber of Commeroe to assist the Government in the matter of 
war munitions is Mr. S. J. A. Mille, consulting eleotrical engineer 
(Blackburn) and Mr. W. Lupton (chairman), engineer, of 
Acorington. 


In the list of the survivors of the Lusitania we are pleased to 
вее the names "Mr. and Mrs. Lines. Mr. 8. L. B. Linea, of 
Toronto, is manager of the Canadian branch of Messrs, Chainber- 
lain & Hookham, Ltd., of Birmingham. He left Canada at very 
short notice on a. business trip to this country, and his wife. who 
accompanied him is interested in Red Crosa work. According to 
the Prees reports, Mr. Lines was the last man to leave the ahip, he 
having slid off the deck as the vessel went down. Не grasped а 
raft, and eventually rejoined his wife at the Queen'a Hotel, ()ueens- 
town. We offer Mr. and Mrs. Lines our hearty congratulations on 
their escape. 

The Sales Engineer at the W a!sall ele cti icity works has enlisted 
for the duration of the war. The Engineer has been authorised 
to temporarily engage а inan ineligible for military service, . 
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Roll of Honour.— Private David Cousin Soott, 1st Royal Scots, 


was killed. in action at Hill 60 on April 22nd. Private Scott in 
civilian life was an electrician under the Edinburgh Gas Com- 
missioners. : 7 

Sergeant Farquhar Kennedy, of the 8th Divisional Signal 
Compary, Royal Kagineers, who has been awarded the distinguished 
conduct medal for showing great courage and resource in main- 


taining the lines of communication at Neuve Chapelle though’ 


exposed to heavy fire, has been for the last 15 years on the 
telegraph staff of the General Post Office, Glasgow. 


- 
- 


BUSINESS NOTES. 


Consular Notes, — HINA.—The American Consul at 


Chefoo, in & recent report, states that tbe Chefoo Eleotric Lighting: 


Oo., after a long delay, has finally begun to supply electric current 


to users in Cnefoo. The company was formed on January 16th, ` 


1913, with a capital of £10,000, subacribed principally by Chinese. 
It waa duly registered with the Board of Works at Pekin on May 
27th, 1913, and received its charter on that day. The plant, as it 
is tow established, represents an outlay of about £0 000, and 
includes the following machinery :—Two complete sets of 100-Kw. 
alternators, consisting of two alternators three-phase, 50-cycle, 
3,300 volta ; two Belliss-Morcom vertical compound engines ; three 
Babcock-Wileox bilers, two Balliss-Morcom jet condensers and 
pumpe, two boiler feed pumps, purifier and heater (combined), 
and the necessary switehboerd, The managers are Chinese, 
but the chief engineer, his assistants and electricians, are 
Japanese. 
and for erecting poles, &o., throughout the city, and has contracted 
a loan for £5,000 from the Bank of Industry and Commerce. at 
Ohefoo. By the summer of this year the company expects that the 
number of consumers will necessitate the further purchase of a 
200-kw. alternator set.  Ohefoo is now splendidly lighted. 
The company estimates that about 1,000 poles will be necessary 
to fulfil its contract to light the city's streete. The lights on 
these poles are of 16, 25, 50, 100 and 200 c P. Outside the harbour 
there are to be three 1,000-c.P. lighta, and the Japanese post office 
Љав contracted for опе 1,000-c.P. light. Thus far the company 
reports 1,300 consumere, while a great increase is ted as soon 
as the company is able to install meters, which it hopes to do 
shortly. Consumers are claseificd as (a) meter consumers, (5) 
regular consumers on monthly contracts, end (c) oocasional con- 
sumers The charges are 9d. per KW.-hour with ls. minimum charge 
per lamp per hour, end 1s. per meter per month. The charges per 


lamp monthly contract range from le. 3d. for 5 C.P., 28. 6d. for 


16 c P., 53, for 50 С.Р. to £2 per 1,000 C.P. | 


NEW ZEALAND.—The American Consul at Auckland reports 
that very satisfactory progress is being made in connection with 
the plan of the Dominion Portland Cement Co. to harness Wairua 
Falls for the production of electrical power and the establishment 
of a modern cement works at Kekarangi, near Whangerei, New 
Zealand. To carry out the echeme will entail an expenditure of 
upwards of £200,000. The plan involves building a canal 1} miles 
long, having a width of 23 ft. at the bottom and 66 ft. at the top. 
This canal will баке. water from the river immediately above. the 
falle, and conduct it to steel pipes 5 ft. in diameter, which will 
convey it to the turbines at the power station. The total fall 
from the reservoir at the end of the canal to the river bed is 
about 140 ft., and sufficient water will be carried to generate 
1,500 H.. The company is developing two sets of thia size, 
making a total of 3,000 H.P., but the etation is being planned for 
four auch unite. The cables are of aluminium wire, and the voltage 
of the current will be 22,000. Arrangements are being made to 
furnish the city of Whangarei with electric light. Apparently 
American manufacturers are obtaining a substantial share of the 
contracte. It is said that one American company will furnish 
about £10,000 worth of machinery and another £25,000 worth of 
dynamoe, generators, transformers and other appliancer. The con- 
tract for the dynamos is the largest made in New Zealand thus 
far, and was secured against strong competition from Europe. A 
wharf is being built in connection with the plant. Apart from 
the United States furnishing 4 large part of the machinery an 
American engineer is erecting the mill, 

CHILE. Тһе American Consul at Santiago reports that electric 
lighting is general in the cities of Chile, particularly in Santiago 
and Valparaiso. In steel and concrete buildings steel conduit is 
-used, and in brick and adobe houses brass conduit or porcelain 
insulators are used in wiring. Steel conduits cost 91d. per yard, 
‘and brass conduits are sold for 2d, One of the electrical con- 
-tractors states that about 10 per cent. of the wiring is done with 
steel conduit, between 60 and 70 per cent, with brass conduit, 
‚апа the remainder with porcelain insulators. Brass is used 
because it is cheap and easy to work. Practically sll tubing, both 
brass and steel, has come from Germany. The steel tabing comes 
with the threads cut. 

Most of the electrical business is controlled through European 
houses. One electrical contractor who bos all his supplies from 
European houses states that he would not be willing to buy sup- 
plies from American catalogues because of the fear that he would 
not get just what he required, as the conditions are quite different 
from those in the United States. The tubing or conduit generally 
use in Chile and recognised and accepted by the two light and 
power companies of Valparaiso and Santiago is what is known as 
Bergmann tubing. Any material used in electrical installations 


Tae company has spent about £5,000 in material 


PE EE" 


has to be accepted by the traction and lighting company. .How- 
ever, an inspector of electrical. installations is employed by the 
Chilean Government, and it is suggested that manufacturers ard 
contractors take up with this inspector the question of the use of 
their. material, КОРС ИК. 
It has been stated that dealing with American houses has proved 
unsatisfactory ina number of cases, becaüse if not quite enough 
money is sent for the article the order is not filled, and if too much 
money is sent some additional article is forwarded to the purchaser 
which he does not want, or the balance is retained as а credit 
against future purchases. The criticism of the occasional increase 
in charge above that quoted is also made against American firms 
by one of the electrical contractors, They understand that quota- 
tions in the United States often vary for the domestic trade, and 
that it is quite possible for variation to ooour between receiving’ the 
quotation and placing the order ; but inasmuch as the foreign buti- 
ness is sought, they feel that quoted prices should be maintained, 
at least until there is time for the order to be sent. n 
The regulations of the light and power company of Santiago 
require that persons deeiring to make installations in houses where 
power is to be used must agree to submit to the regulations and 
conditions fixed by the company, and must use material approved 
by the company. Theee instructions also demand that 1,000 pesos 
(about £29 at the present rate of exchange) be deposited by the 


person desiring to make installations, and that the company have 


the right to change the installations for his account if they are not 
properly done from the company's point of view, and shall also 
have the right to impose fines against him up to 50 pesos (298, 2d.) 
each for infractions against the regulations, deducting these fines 
or charges from the 1,000 pesos deposited. It has occasionally 


occurred that the company would not conneot with house installa- 


tions made by persons whom they had not authorised, but the oom- 
pany is now forbidden by law to refu&e to make connections when 
the person making them has done the work in conformity with 
the law. Any fines imposed are to be for the benefit of ‘the city, 
and are to be made in conformity with the report of the general 
inspection of electrical installations. Ех 
. The Association of Fire Insurance Companies has по eleotrical 
code of its own. The tramway and light company, the National 
Government, and thé Association of Fire Insurance Companies 
have inspectors of electrical installationg. = i ae: 

It is obvious that the heavy American conduit, weighing 50 per 
cent. more than the samples sent, is superior, but the question as 
to the need of the. heavy conduit is at least an open one in the 
minds of the consumers. The matter of first cost is very important 
in Chile, and it is necessary to quote very close to the ordinary 
prices before the question of quality becomes of much interest. 
This might not be true ing country where there were many wooden 
buildings, but wooden buildings with electric lights are rare 
throughout Latin America, E " ade 

Most of the contractors or merchante who handle conduits are 
more or less familiar with Englisb, but there would be absolutely 
no chance for error in corresponding in Spanish with anybody in 
Chile, and it probably would be pleasing to most of the people of 
the country. I 


Reyrolles and War Service.—Messrs. A. REYROLLE 
AND Co., LTD., of Hebburn-on-Tyne, are concentrating all their 
energies in producing their standard switchgear and accessories for 
war service, For the information of firms or companies who. are 
engaged on orders for war materials and may perhaps be extending 
their factories for the production of such requirements, the firm 
have in stock completed articles, or parts which can be quickly 
assembled, for 12,000 and 6,000-volt armoured switchgear, and 8,000 
and 500-volt armoured draw-out panels (two typee) These are 
being held in reserve for Goverament work only, and as they are 
ready to be put together, quick delivery can be given. The firm аге 
also holding in readiness for similar service. ironclad’ distribution 
boxes up to 400 amperes per way, ironclad switch fuses, 50 amperes, 
and wall plugs for portable drills and lighting. Both the switoh - 
gear and accessories are made to comply with the Home Office 
Regulations. From time to time illustrated particulars of these 
msnufactures have appeared in our pagee, but firms interested can 
obtain a set of publications from Mesere. Reyrolle whioh cover the 
whole ground. W 

Metal Markets,—Quin’s Metal Market Letters,” 
which have hitherto been circulated privately: among large. pon- 
sumers of, and dealers in, metale, and among merchant firme,-now 
appear under the title of the Metal Bulletin, published twice 
weekly, on Tuesday and Friday mornings. · AME 

Prices Advance,—Tn& IxDiA-RUBBER, GUTTA-PERCHA 
AND TELEGRAPH WORKS Co., LTD., of Silvertown, announce. that, 


owing to the increased cost of production, both in. materiale and 
labour, consequent upon the war, prices.in their List No..27 (gutta- 


‘percha, india-rubber, silk and cotton-covered wires, & c.) were 


advanced by 10 per cent. from May 6th, with the exception of tool- 
boxes, tools, and jointing materials, the prices of which are with- 
drawn. T 
Book Notices.—“ Advanced Theory of Electricity and 
Magnetism.” By W. S. Franklin and B. McNutt. London: 
MacMillan & Co., Ltd. Price 8з. 6d. net. | 

“ How to Cook by Electricity.“ Ву Amy Cross aud Alya Water- 
man. London: Lake, Sison & Brown, Ltd. Price 9d. pi 


For Sale.—Shetfield Tramways Department have for 
disposal a wheel boring and surfacing machine ; Wigan Corporation 
has for disposal a quantity of scrap copper. Particulars are given 


in our advertisement pages, : ~ 
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Bankruptey Proceedings.—James Wx. TATTERSALL 


AND ToM WHITAKER TATTERSALL, lately trading as Tattersall 


and Tattersall, electrical engineers, at Kimberley Road, Willesden 
Lane, N.W.—An application for order of discharge was made on 
Tuesday to Mr. Registrar Linklater at the London Bankruptcy 
Court. Mr. Ezerton S. Grey, Official Receiver, reported that the 
debtors failed last February, with provable debts £8,965 and 
assets that had realised £418; it was anticipated that a further 
£31 103, would be received, and tha? a dividend of about 7d. in 
the £ would be paid. The debtors commenced businéss in August, 
1912, as motor engineers, at 9, Ragent Street, W. Their business, 
which consisted in the purchase and sale of carburettors, was suc- 
cessful ; in August, 1913, they patented a s:lf-starter, in connec- 
tion with which they registered the trade mark, "T. A. T." 
In the following November they took works at  Kim- 
berley Road for the purpose of making these machines, and 
at the eame time entered into an agreement with “The Imperial 
Motor Industries, Ltd., under which that company were appointed 
their sole agents for the sale of the machines in Great Britain and 
the Colonies. The agreement further provided that the company 
should take delivery of 1,000 machines, at the rate of 60 a month, 
and at a price which would have produced a profit to the baak- 


rupts of £10,000. To enable them to meet the initial expenses ok 


setting up machinery for the manufacture of these machines, the 
company advanced them £3,600: to enable them to deliver the 
said machines to the company they entered into subsidiary ccn- 
tracts with different firms for the supply of the necessary parts ; 
owing to delay in delivery of these parts they were unable to 
supply the company with the machines within the time allotted by 
the agreement ; as a result of negotiations the company expressed 
their willingness to vary the agreement in their favour, but on 
the outbreak of hostilities in August last notice to terminate the 
agreement was given them by the company for breach of contract, 
and the losses sustained thereby had resulted in their bankruptoy. 
The only offence reported by the Official Receiver was insuff. 
ciency of assets to pay 10s. in the £ to the creditora, and his 
Honour granted orders of discharge to both debtors subject to a 
nominal suspension of three weeks, remarking that to a certain 
extent the war had brought about the bankrpptoy. · 


Dissolutions.— WEST LANCASHIRE CINEMA Co., Gol- 
borne.—Messrs, R. Bond (electrical engineer) and C. Whelan 
(painter and decorator), have dissolved partnership. Mr. C. Whelan 
will continue the business under the eame style. | 

COLERAINE MANUFAOTURING Co., electrical engineers and 
manufacturers, 63, Turnpike Lane, Hornsey, N.—Messrs. F. C. 
Grund, W. H. A. Butterfield, A. E. Frost, and T. B. Batchelor have 
dissolved partnerehip, only as far as concerns Mr. T. B. Batchelor. 
Debts will be attended to by the remaining partners. ' 


Private Arrangement, — ALLEN & Grosse, LTD., 
Qieen Street, Belfast, electrical eng ineers.—Au adiourned meeting 
of the creditors interested herein was held last week, when it was 
decided that the liquidation was to be continued with Mr. Kennedy 
as liquidator. The committee which looked into the value of the 
assets recommends the sale by the liquidator of the assets to Mr. 
Allen, one of the directors of the company, at, it is thought, tuch 
а price as will give the creditors a composition of 63, 8d. in the £, 
or the greater part thereof. | 


Deed of Assignment.—A. HARTLEY & R. W. LEEK, 
electrical engineers, Colne.—Particulars of claims for dividend 
must be sent by May 29th to. the trustee, Mr. R. A. Hargreaves, 
2, Albert Road, Colne. 


Catalogues and Lists.—TRrarrorp PARK ESTATES, 
LTD., Trafford Park, Manchester.—We have received a 60-page 
illustrated pamphlet giving very full information respecting 
Trafford Park and its excellent facilities as a manufacturing 
district. The important electrical and engineering works situated 
there have made the estates to our readers one of the most familiar 
industrial centres in the kingdom. Developments are constantly 
proceeding there, and a coloured map which accompanies the 
pamphlet shows the location of existing factories and indicates 
what land is still for sale or lease. 

ARMORPUCT MANUFACTURING Co, LTD, Farringdon Avenue, 
London, E. C.— Four-page illustrated and priced leafiet relating to 
" Little Hustler " electric drille, 

Еріѕох & SWAN UNITED ELECTRIC LiGHT Co., LTD., Ponder'e 
End.— 5-page illustrated leaflet particularising and stating reduced 
prices of Ediswan ironclad switches and switch fuses, 

MEssBS. ALEXANDER DUCKHAM & Co., LTD., Phwoix Wharf, 
‘Millwall, London, E.—Booklet giving information regarding their 
antiseptic " Immutol cutting compound, and a list of users. 

Messrs. DRAKE & GORHAM, LTD., 1, Felix Street, Westminster 
Bridge Road, London, S.E.—Folder illustrating their El Gril- 
: stovo,” an electric cooking set consisting of a circular heater, pan, 
-and grill дей зсіог, which they are pushing ae a new summer 
selling line. 

MESSRS. STEEL TUBES AND CONDUITS Co., Alice Street, Keigh- 
ley.— Priced leatizt relating to Spring inspection fittings. 


Trade Announcements.—THE PENINSULAR  ENGI- 
NEERING CO., LTD., Suffolk House, Laurence Pountney Hill, London, 
E.C., inform us that they have been appointad sole agents for the 
firm of Luis Bzrenguer, en Cta. Barcelona, makers of high and low- 
tension porcelains for the electrical trade. 

THE HOFFMANN MANUFACTUBING Co, LTD., of Chelmsford, 
have opened offices at Victoria Buildings, 21, Grainger Street, 
Newcastle-on-Tyne, which are under the control of Mr. T. P. Brady. 
Telephone : No. 3736 Central; telegrams: Hoffmann, Newcastle- 
on-Tyne. 


LIGHTING and POWER NOTES. 


Barford.—The Warwickshire C.C. has given permission 
for the Barford Eleotric Supply Co., Ltd., to use overhead trane- 
mission between the village and Forge Oottage on the main road. 


Barrow.—The Corporation Electricity Committee is 
making considerable extensions to meet the establishment of works 
engaged on Government orders. The L.G.B. has sanctioned the 
borrowing of £500 for the provision of switchgear and connections 
for the new turbo-alternator at the works, whilst mains are to be 
laid to a former candle works at an eetimated cost of £1,150, and 
switchgear and a transformer, | s 


` 
Вїгтїпгһалт,—ТкмрРовАВҮ Power  SrATION.—Last 


week members of the Electricity Committee paid a visit to the 


temporary power station being erected at Nechells, at a cost of 
£97,000. The contracts for this plant were let at the end of last 
year, and it is expected that the station will be in use by the end 
of August, It will contain two 6,000-Kw. turbine sets, with con- 
densers, and six boilers, each of 33,000 lb. evaporation; five 
wooden cooling towers are being erected to deal with the circulat- 
ing water. The installation is to be housed in a steel-frame 
building, At the preeent time the pile foundations of the per. 
manent station are being put in.— Birmingham Daily Post, 


Blackrock (Co. Dublin).—Loan REFUSED. — The 
Treasury has refused the Councils application for a loan of 
£15,000 for an electrio lighting installation in the township. 


Bradford.—Mains Extensions, &c.—The Electricity 
Committee proposes to extend the mains at a cost of over £7,000. 
The Committee's agreement with Messrs. Mitchell Bros. in regard 
to the bulk supply of ourrent, is to be extended for a further 
period of 34 years. Until further order the maximum price to 
consumers who are charged for electricity under the maximum 
demand rate, is not to exceed 4d. per unit. The Committee bas 
desided to remit as from April let, the rental charges for such 
hired arc lamps as oannot be used by reason of the lighting 
reatriction order, until such restrictions are removed. The amounts 
paid in advance as rental for the three months ending June 30th 
will be kept in hand and made to apply for the three months 


immediately succeeding the revocation of the order. If а customer . 


desires to terminate the hiring agreement, the Committee proposes 
to enforce the usual six months’ notíoe. 


Brighouse.— RATE RELIEF.—A sum of £300 is being 


' . allocated from the electricity undertaking towards the relief of 


the rates. | 


Bristol.—Nxw PrLANT.—The Electricity Committee re- 
commends the provision of a 6,000-Kw. turbo-alternator with the 
usual accessories, at а cost of about £26,919, 


Burnley.—Borrowixe Powers, &c.— The Corporation 
is authorised to spend £23,370 for н.т. alternating plant, and 


£5,760 for mains; of the former £15,000 has been borrowed, and 


£17,337 spent, and none of the second amount has been borrowed, 
bat £2,646 has been spent.’ 

In conseq uen e of the L.G B.'s circular the Electricity Com- 
mittee has decided that no farther sanctions be applied for in 
respect of апу works not already commenced, or expenditure not 
already inourred, but that the L.G.B. be asked for permission to 
borrow money in respect of expenditure already incurred, and to 
which the department was already committed. 


Bury.—Yksan's WORRIxd.— On the past year's working 
of the electricity undertaking there was a net profit of £2,038, 
being a decrease of £147 ; £1,038 is to go to reserve fund and £1,000 
towards the relief of the rates. | 

The T.C. has, in cons quence of existing ciroamstances, decided 
not to proceed with the extensions to the Chamber Hall power 
station, е 


Canterbary.—ReEstRictED Ілонтіхо.—Тһе charges 
for street lighting by electricity for the past quarter have been 
redaced by £249, owing to restricted lighting. 


Carnarvon.—The T.C. has decided to take no action in 


regard to the suggested transfer by the National Electric Con- 


struction Co. of the electricity undertaking to a company by Act 
of Parliament, and the company's suggestion that the L. G. B. 
should be applied to for a suspension of its and the Counoil's obli- 
gation in the matter of the sinking fund instalments during the 
period of the war. А loan of £500 for the extension of the cables 
to the new tuberculosis hospital at Brynseiont has been applied for. 


Chile.—The electric light and traction company of 
Valparaiso has demanded the rescission of its lighting contract 
with that municipality, owing to the non-payment of an account 
of a million and a half dollars for public lighting.— Reriew of the 
River Plate, 


Chipstead (Surrey).—Prov. Оврев —Тће В. of T. has 
granted a prov. order for E.L. at Chipstead, which is in the area 
of the Reigate R.D.C., aud also for a portion of the parish of 
Woodmansterne, in the area of the Epsom R.D.C. 


emer ps —— .. H—tñ— ———— — TS GSI 
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. . Cuba,—The following persons have been granted permis- 
sion to install electric power and lighting plant :—Senor Benito 
Cabrera, at Fomento, Province of Santa Clara; Senor Francisco 
Frias, at Niquero, Provinoe of Oriente; Benores Joeé F. Prieto and 
Joré Lores, at Real Campina, Province of Santa Olara, and also at 
Cartagena, in the Municipal District of Rodas. The Gaceta, which 
contains partioulars regarding the installations to be carried out, 


8 at the Commercial Iatelligence Branch of the 
. 0 А 


Dalkey (Со, Dublin)—E.L. ScHExE.—The 0..0. 


has under consideration a propoeal to obtain from Kingstowa a 
supply of electricity to light the town. 


Darwen.—The net profit on the working of the elec- 
tricity undertaking for the past year amounted to £279. 


Dover.—Wak BoNUsEs.—The Corporation Electricity 
Committee has decided to pay the employés a war bonus from May 
lst, and to apply to the Government for War Office badges for men 
of military ‘age engaged at the works, on condition that they 
agree to join the Army if called upon. | 

The Council has decided to give notice to three olube in the 
town that the existing contract for current for lighting will cease 


on June 30th, and that meters will be fixed to ascertain future 
consumption. 


Dundee.—Loan Sancrion.—The Secretary for Scotland 


has authorised the borrowing of a further loan of £29,000 in con- 
nection with the electricity department, 


Enniscorthy.—A provisional order has been granted to 
the Council for the supply of eleotricity to the town. 


Epsom.—Fvuet CowTrRAOTS, &c.—The U. D.C. has 
authorised the acting electrical engineer to order for trial 10 tons 
of Mexican fuel oil for use in the Diesel engines. The cost will be 


158. below the price of American oil, which is £4 per ton, with a 
tendency to advance. 


Gillingham (Kent),—The T.C. has decided to renew, 
for a further five yearr, the contract for the supply of current to the 
Millitary Barracks, Ko., subject to the charge for lighting being 
increased from 23d. to 3d. per unit. Owing to inability to obtain 


& loan for the capital outlay, the Electric Lighting Committee.’ 


recommended that it could not accede to the request fora supply of 
ourrent to Messrs. Goldsmith for the Rainham Cement Works. The 
Council has decided to ascertain whether the firm would psy the 
interest on the capital expenditure involved. 


II ford.— The U.D.C. has applied to the B. of T. for 


consent to erect a generating station on a site in Suffolk Road, 
Seven Kings. : 


London.—A conference on the subject of London 


electricity supply is to be held at County Hall on May 19th.— 
City Press, 


IsLINGTON.—The В.О. has been recommended to inorease the 
scale of pay of junior shift engineers in the electricity department 
. from 30a. to 42 per week, The Lighting Committee has made а 

reduction of £380 in the charge for street lighting for the March 
quarter, The borough treasurer has reported on the question of 
loan sanctions and capital expenditure of the electricity depart- 
ment, and the Finance Committee recommends that application be 
made for loans of £1,566 for property and £4,975 for mains; tbe 
construction of cooling towers, to cost £4,250 is in progrese, and 
it is desired to borrow money to complete this work. As regards a 
scheme for extension of mains, boilers, &^.. not sanctioned, esti- 
mated to cost £52,757, application for sanction has been made to 


hae which is obtaining the views of the Treasury on the 
matter. 


Leeds.—Loan Sanctions.—The L.G.B. has sanctioned 
the borrowing of the following eums in connection with the 
electricity undertaking, viz, £36,600 for buildings, &0.; £12,290 
for suction ash plant, coal-conveying plant and orane ; £8,066 for 
switobgear and foundations; and £3,070 for motors and mains 
la generating station (these being further instalments of the 
£200.000 loan), also £22,500 for а new 6,000-Kw. plant, £2,500 for 
building extensions for same, £65,000 for mains (excess and 


prospective expenditure) and £12,000 for sub-stations (prospective 
expenditure). 


Leigh.—The T.C. has received a letter from. the 
Director of Navy Contracts pointing out that the Anchor Cable 
Co. had recently experienoed difficulty in obtaining sufficient 
electric supply for their works, and that in consequence the 
Government work which the firm have in hand had been seriously 
delayed; the Town Clerk was instructed to send a copy of the 
letter to the L.G.B., with a view to expediting the application now 
before it for sanction to borrow money for further extensions to 
plaut at the electricity worke. 


Maidenhead, —RrEsTRICTED LicuTING.—The E.L. Com- 

mittee has offered the Corporation a rebate of 17s. 6d. per annum 

. for each side street lamp extinguished, and 15e, per annum for 

each 100-watt lamp removed from the main atreet cluster lamps, 

or а total redaction of £263 per annum on the whole of the lamps 
supplied with current. 


a 


e 


Nottingham.—Year'’s Workinc.—The accounts of the 
electricity department for the year ended March 81st last show a 
net profit of £13,402, of which 29 500 is to Ъз contributed in aid 
of the rates, and the remainder carried to the reserve fund. The 
number of units sold during the 12 months amounted to 12.860,318, 
an increase of 329 508 as compared with the. previous year. Of 
this amount 3,805,574 was used for lighting purposes, 3 218,085 
for power purposes, and 5,806,689 for traction purposes. P 


Oulton Broad.— ResTRICTED LicstTinc.—The U. D. C. 
has asked the Electricity Co. to allow an abatement of 50 per cent. 
in the charges on acoount of the restricted public lightirg. The 
company had offered a 5 per cent. reduction. EE 


Rotherham.—Yxran's Workinc.—The gross profit of 
the eleotricity undertaking for the year ended March 81st last 
shows a decrease of £2201 as compared with the previous 12 
months, due to the increased cost of productior, which went up. 
from 651d. to ‘7004. per unit. The demand for power is still on 
the increase und greatly exoeeds the combiaed supply for light- 
ing and traction. On account of the reduced price per unit to the 
tramways department during the year, there has been a saving to 
that department of £1,185, which represents nearly one-balf of the 
fall of profits in the sale of eleotricity for 1915 as against 1914. 
The total units have increased from 4,797,231 to 5,547,149, and the 
total receipte from £25,944 to £26,889, or by 34 per cent. Tae de- 
partment has been further affected by ijnoreases in interest snd 
sinking fund brought about through recent extenrion to the 
works, The net profit available for appropriation bas decreascd 
from £7,358 to £4,786. 


Runcorn.—The В. of G. bas decided to close down the 
electric light plant for the time being and ове ofl Jampe. Some 
little time ago it was decided that the plant be overhauled, but 
this work is now deferred. 


St, Anne's,—YEAR’s WoRKING.—For the year ended 
March 31st las*, the Corporation E L. department sold 1,944,703 
units, ав compared with 1,051,815 in the previous year. The 
number of consumers is now 1,632, an increase on the year of 182. 
The increase in the consumption for power purposes har, acoordirg 
to the electrical engineer, been stimulated by the reduced uniform 
price of Id. par unit. i 


Saxilby (Liacs.).— E.L. Scmeme.—Mr. C. H. Best, 
who is acting with Mr. Chas. Pullan, of Bradford, has approached 
the Welton R. D.C. respecting a scheme of E.L, for the parich of 
m and has applied for the Council's formal consent to the 
scheme, 


Sheffield.—Loax Sanctions, &c.—Mains are to be 


extended at a cost of about £12,620. Of this sum over £11,000 
will be spent on an additional extra H.T. feeder from. Neepeend 


power station to Tinsley. The L.G.B. has sanotioned the borrow- 
ing of £134,378 for the purposes of the electricity undertaking; 


made up as follows: — 8 20, 000 for sub-station buildings and 
equipment, transformers and power factor rectifiers (being part of 
application for £50,000); £86,813 for additional plant at Neepeend ; 
and £27,560 for extensfon of buildings at Neepsend, and the pur- 
chase of 50-ton orane. Land is to be purchased in Forncett Street 
for use as а sub.station. . i 


Southport.—The Electricity Committee has decided to 
inform the Finance Committee that it cannot вее its way to оор. 
tribute to the relief of the rates this year. ' ss 

Oocupiers who have given notice of intention to rcmove lamp: 
outside their business premises, are to be asked to allow the lampe 
to remain on the understanding that no charge will be made for 
the hire of them. | 

The T.C. is to be recommended to approve a proposal to inoret se 
the ргіое of electricity by 10 per cent, 


Stanley,—PRov. ORDER.—The B. of T. has notified the 
Wakefield Corporation of its intention to isste a prov. order 
authorising the Electrical Distribution of Yorkshire to ворріу 
electricity in the district, 


Sutton.—We understand that the South Metropolitan 
Co. 's electricity works at Sutton are to be shut down, and that it 
is proposed to lay duplicate mains from Wandsworth to the p-ecent 
station, where the current will be transformed to the existing 
preesure and distributed. : 


1 


Torquay.—In view ,of the restriction put upon loans, 
the T.C. has decided to discontinue for the present the laying of 
new mains in streets where the supply is not already available. 
The L.G.B. has intimated that there is no necessity for the pur- 
chase of premises in Victoria Parade for new offices for the elec- 
tricity department. The Council, however, has decided to adhere 
to the principal of acquiring the premises, and to preceed with tho 
purchase on its own responsibility. The Council has offered a 
supply for E.L. to the Torbay Hospital at 34d. per unit. 


Walsall.—LoaN SaANOTION, &c.—With respect of the 
Council's application for sanction to a loan of £23,595 for the 
purposes of the undertaking, the L.G.B. has authorised the borrow- 
ing of sums amounting to £16,700. a 

A ooalclause is to be inserted in all future agreements for a 
supply of alternating current in bulk. The lighting of the new 
road from Ablewell Street to Birmingbam Road is to be ca ried 
out by lanterns suspended from the tramway span wires cn Loth 
eides of the road. 
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| "Warrington A new turbo-alternator was formally 
started at the electricity works, at Howley, on May 6th, 


Watford. he T.C. has decided to defer all large ex- 
‘tensions of the undertaking, and to make application for sanction 
for the money which has already been spent. The cost of any 
fature house connections, &o., will be paid for out of revenue. 


West Bromwich.—The . T. C. has entered into an 
agreement to supply electricity up to a minimum of 80 000 units 
per annum for three years to the Mechanical Brake Co., and to 
give a supply for war purposes to Messrs. Ebenezer Parkes & Co. i 
Atlas Works. 


— Wigan.—Pnoroscp LOANS Application is to be made 
to the L. G B. for sanction to borrow £1,200 for a transformer, 
awitchgear and cable required for the proposed supply of electricity 
to Pemberton Colliery Co., and £1,066 for a transformer, &^., to 
supply current to the Empress Spinning Co. 


 Winibledon.—S8r&EkT Licutinu.—The E.L. Com- 
mittee recommends & reduction in the charge for lighting the 
atreets ; in future one equal eighth part of the amount of instal- 
ments of loan, sinking fund and interest as shown in the net 
revenue account of the electric lighting accounts for the previous 
year, will be charged against street lighting. instead of. one equal 
sixth part of the amount referred to as heretofore. 


Wistaston.—E.L. SchEHE.— The Crewe Corporation 
hag received the Nantwich R.D.C.’a consent to its application to 
the B. of T. for ап order кнаонаше {һе supply of electricity to 
premises in Wistaston. 


Wolverhampton.—The Electricity Committee proposes 
to lay a new feeder oable from thé School Street sub-station to Lea 
Road, at а cost of £1,130, and to carry out maine extensions at а 
cost of £730. ОЁ this amount £133 will be provided out of the 
reserve fund, and the remainder out of the capital account, for 
which latter the sanction of the L.G.B. will be required. 


TRAMWAY and RAILWAY NOTES. 


Accrington.—Year’ S WorRKING.—The gross revenue 
of the Corporation tramways for the past year amounted to 
£27,850, and the gross expenditure to £16,438 ; after deducting 
£8,233 for interest on loans, dividends on 'atock, redemption of 
debt and income-tax, there was left a disporable balance of £3,179, 
as compared with £4,722 in the previous year. The contribution 
to rate aid was £2,013, a motor tower-wagon cost £598, and £548 
was devoted to depreciation and renewals. During the year 
4,637,303 passengers were carried, and 518,070 car-miles run. 


Bradford.—The Tramways Committee has authorised 
the general manager to arrange such modifications in car services 
after 9 p.m. as may be deemed fit on consideration of traffic returna, 
and recommends that the North Park Road car service be dis- 
continued, ia view of the continued low receipts shown by traffic 
returns. The Tramways Committee has approved a scheme for a 
central terminus at Forster Square. 


Bury.—Yerar’s Workrnc.—The net profit on the 
working of the Corporation tramways for the past year was £9,690, 
which will allow £5,600 to be paid to the rates, and £3,172 to be 
placed to the reserve fund. 


Darwen, — YEAR’s Workinc.—The tramway depart- 
ment made a net losa of £172 on the Darwen section and £557 on 
the Hoddlesden section during the past year. The mileage run 
was 287,670, sgainst 266.912 in the previous year, and nearly 
250,000 fewor роон were carried, 


Сри К SLE LABOUR, | his week ап delito il 
30 women have begun their training as conductors, and next week 
over 100 women will be engaged in this ony in conneotion with 
the T.C.'8 tramway department. 

The tramway department's financial year ends on Мау Zlet. 
and on Monday of this week the million pounds aterling of 
revenue, which ia now looked for, waa secured. Up till Sunday 
night the total drawings amounted to £999.494, and Monday's 
takings brought the gross to £1,002.624. The total at corres- 
ponding Cate last year waa £1 010,792, this years revenue во far 
working out at £5,188 lers, | 


Lendon.—The Standing Order Committees of both 
Houses of Parliament have been petitioned for special leave to 
deposit a Bill to authoriaa the City and South London Railway, tho 
Central London Railway, the London Electric Railway, the Metro- 
politan District Railway and the J;ondon General Omnibus Co. to 


‘enter into agreements “for the purpose of providing. increased 
facilities for the interchange and alternative routeing of traffic, 
‘the application of receipts and the appointment of a Joint 
Committee." 


L.C.C.—The Highways Committee ia considering the дев? rability 
of the Council agaia bringing before the Treasury the grest public 
need of electrifying the tramways in Grange Road, Southwark 
Park Road, Riymouth Road and Rotherhithe New Road. The 
service has been discontinued since May Ist, owing to the dan- 
gerous state of the rails. 


The Treasury has advised the postponement ot the Burdett aud 
Grove Road tramway reconstrustion, and of the purchase cf addi- 
tional tarbine plant for the Greenwich station. | 


Manchester.—The City Council has rejected a proposal 
brought forward by Councillor Cundiff, that special. constables 
‘should bs allowed free rides on the cars wae going to or 
returning from duty. 


Nottingham.—Yxran's WorkinG.—There was a net 
profit of £23,664 on the working of the Corporation tramway 
undertaking for the year ended March 31st last; of this sum 
£22,500 is to be contributed in aid of the rates. Traffic receipts 
showed an increase of £4,850 at the end of July, after whi sh there 
was a general falling off to the end of the financial year, not- 
withstanding the additional receipts obtained from the three ex- 
tensions, and а full year's working of the Notts. and Derbyshire 
Co.'s cara running between Church Street, Basford, and Parliament 


Street. The total receipts, including rent for the leased: lines, but 


excluding interest on inveatments, amounted to £179,315. an 
average of 11'35d. per car-mile. This is an iacrease of £3 935 in 
receipts, but a deorease of ‘52. per car-mile, compared with the 
previous year. The working expenses amounted to £112,583, equal 
do 7°13d, per car-mile, compared with 7'45d. per car-mile, The 
consamption of energy for traction, car and дего“ lighting, works 
machinery, permanent way repairs and renewals, and grinding out 
rail corrugations, was 5,806 688 units, costing £30,243. This is 
equal to 1 53 units per car-mile, compared with 1°51 unite during 
the previous . year. The number of passengers carried was 
: 41,210,961, an increase of 675,000. 


Oldham.—There' was а loss of nearly £5,000 on the 
working of the tramways during the past year. 

Plymouth.—Tramways PURCHASE ScHEME.—At a 
meeting of the T.C. it was reported that the Devonport and 
District Tramway Co. was willing to selling its undertaking to 
the Corporation on Tramway Act terms at once, instead of in 


1919, the Corporation to have immediate pdseession, and the price 


to be fixed by arbitration. These terms were approved, and it was 
resolved to enter into an agreement with the company. It 
was further reported that the Plymouth, Stonehouse and 
Devonport Tramway Co. was williog to hand over its undertaking 
to the Corporation at once, instead of in 1932, on terms to be 
agreed. It was resolved that an agreement be entered into 
accordingly, and in the event of a difference as to price, that the 


game bo settled by arbitration. 


- 


Reading.—The net profit on the tramway undertaking 
for the year ended March 31st last amounted to £4,647, £3,000 of 
which is to go to the relief of the rates. The T.C. has decided to 


lay new feeder cables at a сові of £450. 


Rotherham.,—Yran's Workinc.—During the past 
year the Corporation cars ran 815,547 miles, as against 852,869, in 
the previous year ; the passengers carried decreased from 9 874,231 
to 9,828,838. The gross profit of £14,901 was an increase on the 
previous year of £900, which, after deducting the usual allowance 
for redemption of debt and contribution to sinking fund aod 
interest, leaves a net profit of £5,582, or an increase of £510 as 
compared with the preceding 12 months. 


Salford. — FEMALE LABOUR. — The Tramways Com- 
mittee considered the question of the men’s refusal to work 
with women tram conductors and fhe demand of the men fora 
bonus of 15 per cent. on wages, and ultimately decided to adhere 
to the decision to employ women conductors. In the matter of 
war bonueer, Salford had followed the lead of Mauchester in 
giving a bonus of 23. а week to employés earning 28a. a week or 
less and a smaller bonus to those earning between Z5. and 30%. 
and it was deoided not to vary this to meet the men's request, Ab 
the T.C. meeting last week, the principle of employing women 
was approved, and the question of the conditions of such empioy- 
nient referred back for further consideration. 


South Shields,—At a meeting of the T.C., on the och 
inst., Alderman Lawaon, in moving the adoption of a report of the 
“Sub-Committee cn the Parliamentary Bill, said there had been left 
in the Bill the tramway clauses giving power to extend the 
tramways to the borough boundary and down Mile End Road, 
which was a rather important and valuable power ; they had alw 
got the electrical clauses, which turned out to be more importsnt 
than they anticipated, 


Wiran,—A_ profit of £900 was made by the tramway 
undertaking last vear, 
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TELEGRAPH and TELEPHONE NOTES. 


Retransmission of Cables.—The : following. official 
announosment was iasued on Tuesday lest :— 

It has come to the notice of the Home Office that persons and 
business houses in this country are receiving requests to retransmit 
cables between traders in neutral countries, and that in some cases 


those requests are made with a View to avoiding interferénce by the ` 
Censor by letting it appear that the sender is a well-known British. 


firm. In this way the transmission of messages connected with 
trad» with the enemy may be secured. All persons in this country 
are therefore warned not to undertake to retrausmit cab'es unless 
the request comes from a client for whom they have been aocus- 
tomed to perform this service, and unless they are 8stiefied that, 


by forwarding the message, they are not acsis:iog trade with the 


enemy. 


United States.—An action is in progress: between the 
American Marconi Co. and the Atlantic Communication Co., which 
operates the Telefunken system at Säyville, the former alleging 
infringement of its patents. Mr. Marconi has attended the trial to 
give evidence on behalf of the plaintiffs. . 

Aooording to the report of the Census Bureau for 1912. the 
mileage of telephone wire in use was over.20 million miles; 
companies controlling 91 per cent. of the mileage reported 13,735 
million calls, and that the capital of the above-mentioned companies 
was 991 million dollars, The net income was 51 million dollars, 
and the number of employés 183,000. The Bell system controlled 
75 per cent. of the mileage and 58 per cent. of the telephones in 
use; the total number of telephones connected with public 
exchanges was 8 730,000. The number of indepenient rural 
telephone systems was 32,233. The number of telephones per 
thousand of the population rose from 30 in 1902 to 72 ia 1907 and 
91 in 1912; the messages per capita increased from 65 in 1902 to 
122 in 1907 and 141 in 1912. 


The mileage of commercial telegraph wire, inoluling ocean 


cable, was 1,882,000, the messages numbered 109, 663, 000, and the 
capital employed was S232, 000, O00. The net income was $6,400,000, 
a redaction of one-third as compared with 1907, whereas the net 
income of the telephone companies increased 25 per cent. in that 
period. There were 38,000 telegraph employés Six U. S. ocean 
cable companies owned 44,860 miles of oable, handling 2,845,000 
messages, an increase of 20 per cent. over 1907. In addition, the 
Western Union Telegraph Co. operated 23,800 miles of cable 
and handled nearly 3,000,000 cable messages. 

There were four wireless telegraph companies with 74 tower 
stations (117 in 1907), and a capital of $9,600,000 ($32,700,000 in 
1907) The number of messages transmitted was 285 091, and the 
net inoome was $1,738 (deficit of $53,538 in 1907). The employés 
numbered 958. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia,—M ELBovRNE.—May 18th. Four 250-K.v.a. 
three-phase transformers ; 9,680 yards ‘05 eq. in., three-core, lead- 
covered cable, for the City Council. See “ Official Notices 
April 30th, 

May 19th. Victorian Railways. Meters, coasting recorders or 
other energy-cheoking devices, for train operation on the multiple- 
unit system, D. C., 1,500 volts, See "Official Not/ces " April 30th. 

June 15th. City Council Four mechanically-fired boilers, one 
turbine-driven boiler-feed pump, two fuel economisers, circulating 
water pumps. City Electrical Engineer. Specifications from 
Mesers. McIlwraith, MoEacharn & Co., Ltd., London, Е.С. 

June 30th. Victorian Railway Commissioners, One 13.in. 
centre lathe for turning or grinding commutators for traction 
armatures ; one 9-KW. motor-generator and battery-charging 
accessories ; four electric motors." 

SypxEY.—June 16th. Deputy P. M. G. 
American pony pattern. (Schedule No. 419.) “ 

July 19th. Municipal Council. One or two 12,000-Kw. turbo- 
alternators (Contract No. 363).* A copy of the specification can 
be obtained from the City Electrical Engineer, Sydney. 

July 19th. Steel towers for 33,000-volt transmission line, 
Specifi zation (10a. 6d.) at E.L. Department, Town Hall. 

July 21at, N.S.W. Government Railways and Tramways Depart- 
ment. One 250. k. v. A. turbo-generator." 

Toowoou BA. — June 7th, 480-volt D. c. electrically-driven oen- 
trifagal well-sinking pump, 30,000 gallons per hour, against a 
head of 200 ft. max. Deposit 2} per cent. City Engineer. 

Specifications for the items marked " can be seen at the B. of T. 
Commercial Intelligence Branch in London. 


400 Morse sounders, 


China.—SHancHal.—May 20th. 2,600 yards of three- 
core E.H.T, armoured cable, and 79 three. phase induction motors, 
for the Municipal Council. $3e "Official Notioes May 7th. 


Darlington.—May 20th. Corporation. Cast-iron con- 
denser water pipes. See "Official Notices May 7th. 


'WYer,—May 18th. Six electric vehicles, for the T.C. 
See Official Notices May 7th, 


Dublin.— May . 25th. "барны, Underfed stoker. 
See " Official Notices” to-day. . | 
May 20th. Corporation, Supply of coal for the Electricity 
Department, &c., for one, two о? three years, а 12 months supply 
bolog approximately 40,000 tons. Copies of' specification from the 
own 


Finehley.— May 3186. U. D. 0. Wiring, for light, 100 
workmen’s dwellings. See ‘’ "Official Notioes May 7th. 


France.—The Administration des Chemins’ de fer de 
l'Etat, 43, Rue.de Rome, Paris, will receive offers on Tuesdays : and 
Fridays from 3 to 5 p.m., for the following supplies :—Up to 
May 2186: six electric cranes (two of 60 tons, two of 40 tons, one 
of 25 and one of 20 tons); up to May 28th : six converter sets, а 
switchboard, and low. -pressure mains. 


Leeds. — May 26th. Corporation. Steam, feed and 
water pipes. See "Official Notices" Мау 7th. 


Leigh (Lanes.).—May 21st. One vertical tube boiler, 
one 250 Kw. rotary oonverter or motor converter, one switch panel, 
for the Borough „Electricity Committee, Ses à Official Notices " . 
April 30th. 


Manchester.—June 2nd. Corporation. Coal-unloading. 
crane, conveying plants, &». See “ ОВоіаї Notioes" May 7th. 
May 18th. Tenders are invited for additions іо accumulator 
house and laundry at Baguley Sanatorium.. Particulars from the. 

City Architect (one guinea, returnable). 

May 19th. The Guardians invite tenders for the conversion of 
the hydraulic lift at their infirmary into an WA lift. . Lis eect 
cations, &o. (10&. returnable), from Mr. A. J ‚ Murgatroyd, ? 23, 
Strutt Street, Manchester., 


Portsmouth. — June 1st. Corporation. 100 tons of 
steel girder tram rails, five tons of steel fishplates, pne ton of ffeh- 
platee, three tons of [ ft. wrought-iron tie-bars, Sse Offi zial 
Notices to day. 

May 26th. " Rleotrio lighting, &o., at Girls’ Hostel, forsthe 
Education Committee. See “ Official Notices” to-day. |, .. 


Rochdale.— May 17th. Steam coal, for the electric 
power station, Dane Street. Mr. C. C. Atchison, Engineer and 
Manager. 


Sheffield.— May 28th. Two natural draught cooling 
towers complete. For the Electric Supply Department. See 
“ Official Notioes May 7tb. 


Spain.— The municipal authorities of Camporroble 
(Province of Valencia) have just invited tenders for the concession 
for the electric lighting of the town during a period of two yeare. 


· Tasmania.— LAUNCESTON.— J uly.26th. Sub-station 
equipment. Section I, Converter machine, switchgear, &c. ; Section 
If, Underground feeder cable. Specification (218.) from the City 
Electrical Engineer, Town. Hall. 


Wigan. — May 29th. Corporation. H.T., three-core, 
paper and lead-covered, armoured feeder cable, transformer and 
switchgear. See "Official Notices” to-day. 


CLOSED. 


Aldershot.—The Electricity Committee recommends the 
acceptance of the following tenders for гет plant :—C. A. Parsons, 
£3,858; Baboock & Wiloox, £1,115, 


Bradford.—The Cleansing and Team Labour Com- 
mittee has accepted the offer of the New Destructor Co., Ltd., to 
construct six cells and а combustion chamber, with multitubular 
boiler and all machinery and accessories (in lieu of existing 
12 cells) for £2.977. 

The Llectricity Committee recommends the acceptance of the 
tender of the Brush Electrical Engineering Co., Ltd. for a 
600-K. v. A. three-phase transformer, for the proposed electric supply 
to Damb Mill, at £222 ; and the Tramways Committee that of 
Messrs. Hadfield's, Ltd. (4672), and Messrs. Edgar Allen & Co., 
Ltd. (£414), for points and crossing. 


Burnley.— For the ensuing year the T. C. has accepted 
the tender of the British Thomeon-Houston Oo., Ltd., for motors, 
and that of Messre. Ferranti, Ltd., for starters. 


Dundee.— The Corporation Electricity Committee recom- 
mends acceptance of the following tenders in connection with the 
new pumping station at Carolina Port :— 


Pumping plant.—W. H. Allen, Sons & Oo., Ltd. 
Pipe line.—John Wilson, Ltd. 
Reinforced concrete pumping room.—Yorkshire Hennebique Co., Ltd. 


Holmfirth.—The U.D.C. has accepted the tender of 
Mr. Robert Turner, for the erection of the electricity generating 
station. 


Hong-Kong.—The Hong- Копр Electric Co., Ltd., have 
placed contracts as follows for their new power atation : — 
Steel structural work, 40.— United States Steel Products Co. 
Boiler plant. —Babcook & Wilcox, Lt 


Coal handling plant.—Babcock & Wilcox, Ltd. 
Tutbo- alternators and switehboard.—Brit. Thomson-Houston Co., Ltd, 


z | | 
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Glasgow. — The Tramways Committee recommends 
acceptances of the following tenders for six months :— 


Steel axles, tires and wheels.—John Baker & Co., Ltd.: Glasgow Railway 
Engineering Co., Ltd.; Brown Bayley's Steel Works, Lid. 


For 12 months :— 


Chilled-iron brak blocks.—Miller & Oo., Ltd. 
Fire clay goodi.—Glenboig Union Fire-clay Co., Lid. 
Spring3.—L. Sterns & Co., Ltd.; G. Turton, Platts & Co, Ltd. 


Tho Electricity Committee recommends that the following offers 
for 12 months supply be accepted. 


C.I. box эв, sect on pillars, &c.—Oarron Co.; W. Lucy & Co.; Falkirk Iron 


Ca., Ltd.: M' Dowall, Stevens & Сэ. ; Jas. Allan, en, & Boos. 
Fireolay bricks and fira-olay.—Curaie & Co., Lid: John G. Btoin & Co., 
Ltd 


Bingle cable, concentric and triple-coacentric osbles.—C il'onder's Cable 


Extra н T. cabl»s -W. T. Glover & Co., Ltd. 

Rubber-cover d e&bles.—Craigpark Electric Cable Co., Ltd. 

F.extbles.—Wm. R сата, Ltd. 

Arc lamp ca*bons..—C. W. Webster. | 

Electricity mete 8, — British Th »mson-Houst3n Co., 1,\4@й.; Ferranti, Ltd. ; 
Chamberlain & Hookbam, Ltd. 


For six months: . 
Wooden troughing cover.—Robinson, Dunn & Co., Ltd. 
The Sewage Committee recommends that the offer (64,325) of 


the Ames Orosta Sanitary Eagineering Co., Ltd., for the supply 
and erection of distributors in connection with the alterations at 


Dalmarnock sewage works b» accepted, the company having agreed 


to equip the machines with electric motora in the event of failure 
of the water-wheel drive. 


Leith.—The Corporation has accepted the tender of 
Мезага, Siemens Bros. Dynamo Works, Ltd., for oarbon-filament 
lamps for 12 months for the tramways. 


London (L.C.C..—The Highways Committee has 
received the following tenders for cables in connection with the 
extension of the Woolwich tram vays subd-station and a temporary 
supply of power for working the Council's tramways— 

Western Electric Co,, Ltd. .. . (accepted) 222.971 


Callender's Cable ani Con; t. Co., Ltd. 23,651 
Johnson & Pbillips, Ltd. 23 - A ; 

W. T. Glover & Co., Led. © АЕ . 24,102 
W. T. Henley's Telag. Works Co, Ltd. . . 24,939 
Siemens Bros. 4 Co., Ltd. x v . 924,94 


В.І. & Helsby Cables, Ltd. . 426,036 


Estimate of chief officer of tramways £21,262. This estimate 
was prepared in March, bu! since that date the price of copper has 
materially advanced. 


SouTHWARK.—Tae foll»wiag tenders for annual supplies have 
been recommended for acceptance bj the B.C. : — 
Cable —8іето зв Bros. & C»., Led. 
Meters. —Reason Manufa sturing Co., Lid, five items; Electrical Арм»: 
tas Cs., Lid, five items; General Electric Co., Ltd., 12 items; Cham 
1 & Hookham, Ltd., three items; Landis & Gyr, Ltd., three 

Eleven tenders were rec ived for the cable and the same number 
for the meters, The tende: of the B 1. and Halsby Cables, L'd., is 
also recom mended for a feeder pillar for £50. 

[n view of the prevailing conditions, and the satisfastory manner 
in which the contract has been carried out, the EL Committee has 
agreed to a reque:t from Messrs. Hinchcliffe & Co, contractors 
for coal, to bs paid an extra charge of ls, per ton for wagon hire. 
Tais additional charge is oa account of coal purchased in the open 
market, outside contrast prices. 

PADDINGTON.—Tae Guardians have been recommended to accept 
the tender of М ars. S. Him mond & Co. to reinstate the telephone 
instruments, wires, &7., and keep the iastrumenta under repair for 
& period of 12 montha, for £36. 

BaTTEusEA,—The BC. Electricity Committee recommends the 
acceptance of the teaders of Messra. Ferranti, Ltd., and Messrs. 
Chamberlain & Hookham, L‘d., for the supply of meters duriog a 
period of 12 months. 


Maidenhead.—The T.C. has accepted the tender of the 
Anglo-Mexican Petroleum Products Co., Ltd., for a year's supply 
of fuel oil for the Diesel engines at the eleotricity worke, at 
£3 . 61. per ton, the contract to be determined at the end of 
three months if the oil does not prove satisfactory. 


Meter Contracts, - М 25313, Cnamberlain & Ilookham, 
Ltd., have received contracts for meters from Colwyn Bay and 
Elinburgh. Messrs. Vennar Time Switches, Ltd., have received a 
further rep2at order from Cardiff for 99 time switches. 

The E:eotricil Apparatus Co., Ltd., has received the following 
contracts: — 

Bary Ві. F ! m 11ds. -Сәгрәга(іоо, —Зоіе supply of З aad 5-ampero meters; 

12 montha. 
Leyton -L. D. S.— D.C. miters; 12 months. 


Wok mz. - The E'estric Supply Сә, —0 single phase meters per annum 
during the next two years, 


Newport. (Mon,),—The Corporation Electricity and 
Tramways Committee has accepted the tenders of Me-are. James 
and Emmanusl, and М sera. Partridge, Jones A Co., each for 100) 
tons of coal, at 193. per ton, subject to the electrical engineer 
en leas urin to ob;ain an option ia favour of the Couacil to limit 
the order in each case to 750 tons. 


North Ormesby.— Messrs, Clough, Smith & Co., Ltd., 
of Lon don, have secured from the Grangetown, North Ormesby 


aud South Bank Railleas Traetion Co. the contract for the con. 
straction of their overhead equipm ant and feeder system (a route 
length of 5 miles 61 yards). 


Rochdale.— The tender of Messrs. Siemens Bros. 
Dynamo Works, L*d., for Wotan traction and standard lamps for 
the Corporation tramways, for the ensuing 12 months, has ben 
accepted. 


Salford.—The Electricity Committee has accepted an 
offer by Messrs. Andrew Knowles & Sons, Ltd., Pendlebury, to 
supply and deliver about 250 tona per week additional of Clifton 
Hall washed slack duriog a period of two months ending July 31st, 
at 15s. 4d. per ton. | 


Stretford.—The D.C. has accepted the tender of the 
Ganeral Electric Оо., Ltd., for cable amounting to £670. The four 
100-K W. eets at the generating station are to be disposed of by the 
Oounoil at a price approximating to £325 each. 


Stockport.—The T.C. on May 5th accepted the follow- 
ing tenders for the electricity works :— 


Н srbert Morris, Ltd.—40-ton crane £756, and gantry 4 119. 
Stewarts & Lloyds, Ltd.—Steam piping for new turbine and boilers 
£105 103., less 24 per cent. 


Tonbridge.—The U.D.C. has accepted an offer by the 
Medway Coal Co. to supply before Jane 30th 200 tons of coal for 
the electricity works, at £1 28. 94. per ton, an advance of 3». per 
ton on present prices. 


Tunbridge Wells.—The T.C. has accepted the tender 
of Messrs. Babcock & Wilcox, Ltd., for supplying new steel sections 
aod drams, with superheatera, to two boilers at the eleotricity works, 
at £1,289, with £50 for contingenoies. The Council has also 
accepted the tender of Mes:re. Witting & Partners for dismantling 
the existing cooling tower ani building a new tower on the same 
site, at £1,085. 


West Ham.—4A T.C. Committee recommends the accept- 
ance of the tender of the British Thomson-Houston Co, for the 
supply of 169 motora required in counection with the alterations 
to the equipment of the tramcars, together with the necessary 
gears, for £106 103, each. 


Winchester.— The T.C. has accepted the tender of 
Messrs. С. A. Parsons & Co., Ltd, for a 500 Kw. turbo-generating 
set, with condensing plant and piping, at $3,991. 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers.—Friday, May 14th. At 8 pm. At 
Institution of Civil Engineers, Great George Street, Westminster. Paper 
on The Distribution of Heat in the Cylinder of a Gas Engine," by Prof. 
A. H. Gibson and Mr. W. J, Walker. 


Physical Society of London.—Friday, May lith. At 8 p.m. At Imperial 
College of Ssienc3, South Kensington, 8.W. Paps on * Precision 
Renista зое Measureme ats with Simple Apparatus,“ bv Mr. E. H. Rayner; 
'" Rome Novel Laboratory Experiments," by Me. F. W. Jordan, "Oa 
Eleoctrically-Maintsained Vibrations, by Mr. 8. Butterworth. 


Royal Institution of Great Britajn,—Paturday, May 15th, and Tuesday, 
May Ib. At 3 p.m. At Albemarie Street, W. Lectures ili and (II) on 
'" Advances in the Study of Radio- Active Bodies,“ by Prot. Е. Boddy. 


Institution of Electrical Engineers ‘Newcastle Local Section).— 
Mrd Мау 17:1. At 7.3) p.m. At Miniag lasiitute. Annual General 
eeting. 


Sheffield Electrica! Social Union.—Monday. May 17th. At 630 pm. 


At Bteveason'a Restaurant, Castle Street. Tea and social, All e'estrical 
business men weloomed. 


—€—ÓÓ— PA 


Foreign Trade, — THe Арап, FIGURES. — The 
following are the electrical and machinery figures given in the 
official returns for April :— 


IMPORTS. 

Electrical goods Month Ine, Four Inc. 
and apparatus, of or monthe, dn 
excludinz ma- April, dec, 1915. dec, 
chinery and un- £ £ £ £ 
insulatel wire 90.143 = 33,515 283,712 — 269,675 

Machinery e 877,806 + 128,169 2,651,831 — 66031 

Ex PORTS. 

Electrical gooda 
and apparatus. 
excluding ma. 
chinery and un. 
insulated wire 238,899 — 43,713 959,632 — 86,489 

Mashinery .. . 1,574,456  —1,419.884 6,114,239 — 6,870,048 
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ELECTRICITY WORKS EXTENSIONS AT SOUTH SHIELDS. 


During the last two or three years considerable extensions The circulating water for the condensers is lifted from the 
have been made to the plant installed at the South Shields River Tyne into large storage tanks, capable of containing 
Corporation Electricity Works, by the provision of turbine about 100,000 gallons, by means of five Worthington steam 
and rotary converter plant, also a new boiler house with pumps, eich capable of deliveriog 33,000 gallons per hour 
water-tube boilers, bunkers, coal-handling 
plant, &c., the cost of the additions being 
some £39,000. 

Through the courtesy of Mr. Harry 5. 
Ellis, the borough electrical engineer, we 
are able to briefly describe and illustrate 
this plant, which will no doubt largely 
supersede the McLaren marine type sets 
and marine type boilers which have been 
a feature of this station in the past. 

The South Shields undertaking was 
originally started in 1896, Mr. J. A. 
Jeckell being the first engineer, and two 
marine type boilers, two 100-Kw. alter- 
nators coupled to marine type engines, and 
a small 15-Kw. set, to take the day load, 
were provided; this plant has been added 
to until to-day some 5,800 Kw. of plant is 
installed. 

As regards the plant installed prior to 
the introduction of turbines and still avail- 
able for use, what is kaown as the old 
boiler house contains six marine type boilers, 
three fitted with two furnaces and designed 
to evaporate 7,000 lb. of water per hour, 
and the other three fitted with three far- 
Tue and designed 0 evaporate 11,000 Ib. O:;IGINAL FERRANTI SWITCHBOARD AND l15-KW.!SET, INSTALLED IN 1896 AT, 

e coal used in these boilers is stored SOUTH BBIELDS. 
in a large brick walled bunker running 
the full length of the boiler house and capable of There is also a centrifugal pump coupled to a 50-B.H.P. 
containing about 600 tons. The firing is all carried out by Westinghouse рс. motor which is capable of delivering 
hand, three stokers being necessary on the evening shift 150,000 gallons per hour against a total head of 50 ft. 
when all the boilers are working. The engine room consists of two bays, each 100 ft. long, 
and the smaller one now 
contains, in addition to 
the new turbine sets, only 
опе of the old 200-Kw. 
Ferranti single - phase 
alternator sets coupled to: 
a marine type engine— 
опе 200-Kw. and two 
100-Kw. single-phase sets 
having been displaced to 
make room for the new. 
plant. 

The Ferranti cellular- 
type single phase switch- 
board at one end of the 
bay consists of the 
original cells with 
additions. 

The larger bay con- 
tains two McLaren 1,000-- 
I H.P. engines driving 
500 - KW. Siemens and! 
Richardsons, Westgarth 
single-phase alternators 
and two similar 1,100- 
І.Н.Р. engines driving 
550 - KW. Dick, Kerr 
direct-current machines,. 
which were originally 
installed for supplying the 
tramways, but are now 


2,000-KW., 3,000 R.P.M., AND 1,500-KW., 1,500 R.P.M. TURBINE SETS RECENTLY INSTALLED AT ; 
n Gaver na. also used for supplying 
energy to large power 
| consumers. 
There are five steam pumps at one end of the boiler house, Working in conjunction with the direct-current supply 


four for boiler feed and one for lifting the condensate from there is a Tudor battery of 500-Kw. capacity on a one hour. 

the hot-well tanks to a Harris-Anderson oil-eliminating rating, and an automatic reversible booster. 

plant. New Generating Plant.—This consists of two Westing-- 
Е' 
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house- Rateau high-pressure turbines of 1,500 and 2,000 kw. 
capacity respectively ; the former is coupled to a 1,000-Kw. 
500/550-volt direct-current machine, fitted with a radial 


forced air circulation, and, 


in connection with the 


latter, а Heenan rotary air filter, capable of dealing with 
24,000 cb. ft. of air per minute, has been installed. This 


New BOILERS, WITH CHAIN GRATES AND DUPLICATE MOTOR-DRIVE, 


commutator, and a 
1. 100-Kw. single- 
phase 2,100 - volt 
50 - cycle turbo- 
alternator, the two 
machines being in 
tandem and run- 
ning at 1,500 R. P. u. 

This set was in- 
stalled in 1912 
under the super- 
vision of Mr. Ellis, 
but its installation 
was arranged for 
by his predecessor, 
the late Mr. J. H. 
Cawthra. 
с^ The second tur- 
bine jut into 
operation in 1914, 
drives two 1,500- 
KW. 2,100 - volt 
three - phase 50- 
cycle turbo- alter- 
nators and an ex- 
citer in tandem at 
8,000 R.P.M. 

The influence of high 
speed on the size of the 
later turbine is shown 
in our view, the higher 
powered set being much 
the smaller one. 

Both turbines exhaust 
into Westinghouse - Le 
Blanc surface condensers, 
the air and extraction 
pumps for which are 
driven by a 30-H.P. D.C. 
motor. In the case of 
the three-phase machines, 
the arrangement of the 
switchgear allows of one 
phase being cut out, and 
the other two, in series, 
supplying single - phase 
current. The turbo- 
generators are cooled by 
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apparatus is similar in construction to the same 
firm’s water coolers, but the functions of air and 
water are reversed, and in this case the air, in 
addition to being filtered, is lowered in tem- 
perature 15° or 20° in hot weather. 

Two 600-Kkw. Westinghouse rotary converters 
are installed in the power station to link up 
the 2,100-volt alternating and 500/550-volt 
direct-current supplies for traction and power 
purposes. The transformers, by the same firm, 
are of the oil insulated self-cooling type; the 
rotaries are each equipped with a starting 
motor and exciter, and are arranged for the self- 
synchronising method of starting. 

As regards the new boiler plant and coaling 
arrangements, coal is unloaded by a wharf crane 
into a hopper near the centre of the old 
bunkers; from the hopper it is carried by a 
belt conveyor, of 30 tons an hour capacity, to 
the overhead bunkers of the new boiler house, 
which have a capacity of 560 tons. Space for 
four boilers is at present available in the new 
building, which, however, can be increased in 
width to accommodate another four boilers. 

Two Babcock & Wilcox land-type boilers, 
each of 5,346 sq. ft. heating surface and 
22,000 lb. per hour evaporative capacity, are 
installed and working; these are fitted with 
integral super- 
heaters and chain- 
grate stokers. 

In connection 
with this plant there 
is a Green econo- 
miser of 288 tubes, 
two Weir steam 
feed pumps, each of 
7,500 gallons an 
hour capacity, and 
a Lassen & Hjort 
water-softening 
plant, capable of 
dealing with 24,000 
gallons a day of 
town’s water, which 
has an initial hard- 
ness of from 25 to 
30°, and is used for 
boiler feed purposes. 

The new boilers 
are operated under 
induced draught, 
the flue gases being 
discharged by Mus- 
grave fans into а 
new steel chimney, 


THREE-PHASE DIESEL ELETRIC PLANT AND SWITCHBOARD, AHMEDABAD, INDI 1 (кее next page). 


of the Thompson self-supporting type, 100 ft. high and The site of the recent extensions is on a hillside, and 
7 ft. 6 in. diameter. These fans, two in number, are some 2,900 tons of spoil were removed to level the site. 
flexibly coupled to Westinghouse variable speed 44-H.P. This work, together with the foundations, brickwork, &c., 
wa: carried out under the direction of the 
borough engineer, while the new plant was, 
of course, installed under the supervision 
of Mr. Ellis, the borough electrical engi- 
neer, to whom we are indebted for these 
particulars. 


ELECTRICITY SUPPLY 
AT AHMEDABAD, INDIA. 


THE city of Ahmedabad, which is one of the 
most important in the Bombay Presidency, 
with a population of approximately 250,000, 
has now been provided with a modern 
e'ectricity supply undertaking. 

The company was floated by Messrs. 
Killick, Nixon and Co., Bombay, to whom 
the population of Gujarat is indebted for 
the advantages of railway communications 
in many of the  ontlying districts. 
The contractors were Messrs. Callender's 
Cable and Construction Co., who carried out 
the whole of the cable work, whilst Messrs. 
Crompton and Co. were the sub-contractors 
to them for the whole of the plant inside 
the generating station. 


TRANSFORMER, L.T, AND AUXILIARY SWITCHGEAR, 
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motors (360-450 R P.M.) each fan being capable at the The buildings are constructed of brick, the roof being 
| lower speed of handling the gases from two boilers, and pro- boarded with teak inside, and covered on the outside with 
ducing a draught of corrugated asbestos 
1j in. water gauge. sheets. 
At the higher speed, The plant in- 
one fan would dea! stalled consists of 
with the gases from three 150 - H. P. 
three boilers, giving Diesel oil engines 
а 2}—2 in. W.G. supplied by Messrs. 
draught. Mirrlees, Bickerton 
Arrangements and Day, each 
have been made to coupled to a three- 
augment the supply phase Crompton- 
of circulating water alternator of 94-K W. 
during the present capacity, and cap- 
year by means of two able of developing 
12-in. Worthington its rated output at 
vertical centrifugal 3,000-3,800 volts, 
pumps, which are to 50 cycles; each 
be erected on the alternator has a 
jetty, and will deliver direct-coupled ех- 
to an overhead tank, citer. 
the total head of the The starting air 
pamps varying be- bottles for the 
tween 51 ft. and engines are inter- 
34 ft. 6 in., accord- connected, enabling 
ing to the state of any set of bottles 
the tide. OVERHEAD DISTRIBUTION, STREET LIGHTING, &C,, AHMEDABAD, to be charged up 
Each pump will | from another set, or 
discharge 2,920 gallonsiia minute, working submerged, and an engine to be run off either set of bottles. 
will be driven by a vertical spindle 73-H.P. р.с. motor, А 50-KW. 3-phase 3,000/3,300 to400-voltstep-down trans- 
running at about 800 R. p. u. former of the oil-cooled type is installed in the station, and 
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GENERATING STATION AND BUNGALOW. | LAYING H,T. CABLES, AHMEDABAD. 


696 


THE ELECTRICAL REVIEW. 


[Vol 76. No. 1,955, May 14, 1915. 


is provided with tapp'ngs and switchgear to enable the low- 
tension supply to be regulated to deul with an increased 
voltage on the bus-bars, to provide for pressuie drop in the 
outgoing feeders. 

Two Heenan & Froude water coolers are provided, each 
capable of dealing with tke whole of the circulating water 
from two 150-B.H.P. 
engines running to- 
gether at full load; 
these are driven by 
7-H.P. motors, and 
the temperature of 
the water is reduced 
about 20°. This 
circulating water is 
taken from the town 
mains, and is supplied 
to the engines from 
& 1,500-gallon tank 
placed on the cooler 
house roof. А boiler 
of 5,000 gallons 
capacity has been 
provided for storing 
the oil fael, which 
is pumped up 
from this to a 100- 
gallon tank in the 
generating station, 
and di · tributed to 
the supply tanks of 
the engines. The oil 
is supplied by the Anglo- Persian Oil Co., who have ins! alled 
oil tanks near the city. 

The high-tension switchboard is built of marble panels on 
a steel framework, with the н.т. gear behind, and the L.T. 
gear, which controls the L T. side of the transformer and 
three outgoing distributors, on the front; ал overhead 5-ton 
hand-crane has alzo been erected in the engine room. ‘The 


ha? 


Messrs. Bruce PEEBLES’ WORKS. 


Messrs. BRUCE PEEBLES WoRKs. 


H.T. transmission is carried out on the three-phase system, 
at 3,300 volts between phases, the cables being run to three 
transformer pillars in the town, two of which each contain 
one 25-Kw. three-phase, 3,000/3,300 to 400 volt step-down 
transformer, and the third one a 50-K Ww. transformer of the 
same type. The underground cables in use are 025 sq. in. 
three-core, lead-covered, steel-tape armoured H.T. mains; 


FIG. 1.—HEAVY TESTING DEPARTMENT 
(see р. 697). 


Ета. 2.—MAIN Bay or MACHINE SHOP (see p. 697). 


and O5, 05, *05, 025 s]. in. four-core, lead-covered, steel- 
tape armoured L.T. distributors. 

The distribution is carried out on the three-pha:e four- 
wire system, with 400 volts between phases and 230 volts 
between each phase and neutral, the neutral being earthed 
at the point of supply. Both overhead and underground 
mains are used, the 
former consisting of 
three No. 6 S. W. G. 
and one No. 8 S. w. G. 
hard- drawn copper 
wires. À special 
safety device has been 
fitted, which consists 
of rings of bare copper 
wire earthed and fixed 
at a distance of 2 ft. 
from the insulators, 
through which each 
live wire passes, leav- 
ing а clearance of 
8 in., so that should 
a live wire break it 
immediately comes in 
contact with the 
earlhed ring, aud is 
rendered harmless. 

Where possible, 
overhead bare copper 
wire services are run 
to the consumers’ 
premises, but many 
consumers are being connected by means of lead-covered 4-core 
cable which is run aloug a row of buildings and tappings taken 
off ; uaderground services are also iu use in some places 
where the distribution cable is run underground. 

An agreement has been entered into with the munic'pality 
to take a supply of electricity for street ligh ing fur 15 years, 
the maintenance being carried out by the company. 


- 


— 


The wires are run on the distribution system poles, and 
the lamps, which are of 100 C. p. and 50 c. P., are fixed in water- 
tight brackets at a distance of approximately 12 ft. from the 
ground and 40 yards apart. These lamps are controlled from 
three cast-iron control pillara, and arrangements have been 
made for switching off or on one-half of the lamps when 
required. са Mc) 
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The present rates for the supply of electricity are 6 annas 
per unit for lighting and fans, and 2 annas per unit for 
power. mE Е 

A considerable demand for electricity is expected from 
private residences, mosques, hospitals, flour and oil mills, 
offices, railway station yards, and fans, and for pumping 
purposes. | | 

In conclusion, we are indebted to Mr. R. Forest Preston, 
engineer and manager to the Ahmedabad Electricity Co., 
Ltd., for enabling us to publish those particulars and views 
of an interesting plant. . 


— 


THE WORKS OF MESSRS. BRUCE PEEBLES 


AND CO.. LTD. 


- 


THE name of Bruce Peebles at once suggests “ motor- 
converters," owing to the great popularity achieved by these 
ingenious machines ; but the output of the large works on 
the Firth of Forth is by no means confined to this class of 
apparatus, the firm's manufactures including А.С. and p.c. 
motors of powers from 1 to 3,000 H.P., and generators 
of various types, for driving by steam and hydraulic 
turbines, and steam and gas engines, up to 5,000 kw. 
Some particulars of the works are given in an illustrated 
brochure recently issued by the company, from which we 
ucé the accompanying views (on page 696). 

The site of the works covers 10 acres, and is provided 
with excellent facilities for the transport of goods by sea and 
land, the works being connected with the Caledonian 
Railway system, which passes the premises, by means of 
sidings on which eleetric locomotives run. An artesian 
well provides a good supply of water. 

The main building is 600 ft. long x 150 ft. wide, and 
is divided into five bays, of which the centre one (fig. 2) is 
devoted to the large machine tools and heavy erecting work. 
Power is supplied by a 500-Kw. Peebles-Belliss set and a 
250-kw. Peebles-Browett set, each engine driving two 
dynamos so as to feed a three-wire system at 290 and 
460 volts, in conjunction with a Tudor storage battery. A 
gas producer for heating purposes and air compressors for 
pneumatic tools are installed, and the works are well pro- 
vided with electric cranes and hydraulic hoists. Lighting 
is effected with metallic-filament lamps of high candle-power. 


The heavy machine tools include a 20-H.P. planing - 


machine, an 18-ft. side planer, and a 20-ft. boring mill, as 
well as a variety of smaller tools and automatic machine 
tools. Stamping and notching tools for accurate work up to 
the largest sizes of core plates are installed, and a special 
patented continuous process is employed for insulating and 
Btoving the plates, which go into опе end of an oven 
uninsulated and come out at the other end dry and ready 
for assembly. | 

The fitting and connecting-up of the windings are carried 
out by a separate department, great care being devoted to 
this work. The winding department is divided into 
separate sections for D.C. armatures, А.С. rotors and A.C. 
stators ; the larger machines, however, are wonnd at one end 
of the main bay, in order that they may be handled by the 
large travelling cranes. 

Vacuum varnishing tanks are provided for impregnating 
the windings, together with drying ovens, which are fitted 
with doors opening into the main shop, so that the finished 
work need not be carried back through the varnishing room. 

The foundry deals with castings of brass, gun-metal, 
aluminium, &c., and is also used for a patented process by 
which rings of special alloy are cast orrthe rotor conductors of 
the Peebles squirrel-cage induction motors, instead of riveted 
and soldered copper rings. 

Testing departments are provided near the power house, 
but the heavier machines are tested in the main bay, under 
the cranes, as shown in fig. 1. In this view a number of 
Peebles-la Cour patent motor converters are shown, including 
the large set of 2,200 xw. for Manchester Corporation, 
which we illustrated in our issue of November 27th, 1914. 

The offices are accommodated in a large building near 
the works, and exceptionally adequate provision is made 
elsewhere for the comfort of the employés a large 


` dining-room and kitchen being placed at their disposal, 


where excellent meals are supplied at low prices. — 
Needless to say, the firm are very busy with private orders 

as well as with Government work; they are somewhat 
handicapped by the scarcity of labour, some 150 of their 
employés having joined the Colours, but every effort is 


being made to cope with the demand. 


è | ` 


BRITISH INDUSTRIES FAIR. ` 


THE Board of Trade British Industries Fair, which has been 
organised by the Commercial Intelligence Branch of the Board as 
one part of the programme for assisting firms to capture enem 
trade, was opened last Monday. Her Majesty the Queen, with. 
whom we observed Mr. Runoiman, President of the Board, Sir H. 
Llewellyn Smith, and prominent members of the st: ff who have 
taken un active part ia organising the exhibition, made a tour of 
the Hall, and stopped at many stands to take an interest in par- 
tioular exhibite, There are some 600 stands, and the exhibition, 
which has been arranged purely for trade bvyərs, will remain 
open until May 21st. 

Invitations to Continental .buyers were issued some time ago, 
and we understand that many of these, as well as some from. 
Canada, America, and other distant countries, have already visited 
the Fair. The.trades to which it was found necessary to restrict 
the Fair are :—Chins, earthenware and glass, cutlery, electro plate, 
printing, stationery, jewellery (including drapers’ jewellery and 

&berdashery), toys and games, and fancy goode—all trades in 
which a large proportion of the goods hitherto consumed in this 
country have been imported from abroad. All of the exhibiting 
firms are manufacturers, and they, consequently, represent British 
industry more thoroughly than would be the case had factors and 
wholesale dealers been included in the total. 

The support which manufacturers have given to the movement 


may be gathered from the fact that the 600 exhibitors have only 


been allotted space by considerably reducing the sites applied for 
in the majority of cases. The Board of Trade are endeavouring to 
assist buyers as far as possible, and interpreters have been engaged, 
special Inquiry Offices organised in each of the trade sections, and 
a branch of the Commercial Intelligence Branch of the Board of 
Trade established in the Hall, so that the fullest information on 
such matters аа commercial statistics, Customs tariffs, shipping and 
transport, commercial products, and similar matters may be at the 
disposal of exhibitors and visitors. Any boyer who has nof 
received a ticket and derires one should communicate at onca with 
the Branch, at 32, Cheapside, E.C. 
The following are among the exhibitors :— 
Arctic Light Oo., Ltd. ... Artistio lighting for tables, rooms, 


&о. 

Bassett-Lowke, Ltd. ... ... Model electric locomotives and elec- 
tric motors. 

Baxter, T. = ... Electrical novelties. 

J. Bourne & Son 


... Insulators, battery jars, electrical 
goo 8. 
British Glass Wool Co. ... Glass wool for electrical trades. 
Burge, Warren & Ridgeley, Small vulcanite turnery for elec- 
Ltd. trical instrument trade. 
.. Vuleanissd fibre insula'iog parts 
for electrical toys. 

... Glass globes for electric lighting. . 
... Glass for scientific instruments. 


J. Barns 


Barkes, Tate & Оо. ... 
Chance Bros. & Co., Ltd. 


A. & R. Cochran ... Glass for electrio lighting. 

Corbett & Co., Ltd. ... Glass tube, cane and bulbs for eleo- 
tric lighting. 

F. Darton & Co. ... Small electric motors and dynamos. 


A. & J. Davies, Ltd. 
E,onomic Electric, Ltd. 


Efandem Co., Ltd. 
Electro Galvanisers, Ltd.. Electro-galvanising, electro-deposi- 
tion, & 


&5, 
Eadolichio Manufacturing Co., Ivory, ‘metal and other nameplates, 
Ltd 


Fleming, Joseph, & Co. .. Electric light glass shades. 

Henry Harvey & Co. ... .. Electric light refisotors. 

Houghton-Butcher |. Manufao- Engineers' drawing boards. 
tur ing Co., Ltd. 


... Glassware for electric lighting. 

... Small electric motorr, amateur elec- 
trical material, Kc. 

... Pocket lamps, dry batteries, motor- 
car lighting sets, &». 


Improved Solidite Co. .. Material for moulded insulators for 
clectrical purposes. 
Leeds Fireclay Co., Ltd. ... Firebricks. 
Maxfield & Sons (Silversmiths) Electric kottles. 
а 


Molineaux, Webb & Co., Ltd. Electrico light globes and shades. 
New British Ever-Ready Co., Dry cells, pocket lamps, electrical 
Ltd. specialitier. 
F. and C. Oaler, Ltd. ... ... Blectrio light shades, glass eleot ro- 
Пета, and metal E. L. fittings. 

Pilkington Bros., Lid. ... Glass sha ee, electric storage battery 
celle, &c. 

Pitkin, Jas., & Co. ... Clocks, electric batteries and lamps, 
recording instrumenta, &c. 

Pytram Manufaoturing Co. ... Electric lighting fittinga. 

Richardson, H. G., & Sons .. Glass electric fittings. 
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Silent Electric Clock Co., Ltd. Electrically-controlled clocks. 

Stevens & Williams, Ltd.. Electric light glass shades. 

Stocal Enamelled Tile and Electrio light reflectors. 

Iron Co., Ltd. 

Storer, T. N., Sona & Co. ... Electric lamp shades. 

Surrey Electrical Co., Ltd. ... Pocket lamp batteries and lamps, 
electric toys, wireless instru- 
menta, &. 

... Electrically-controlled clocks. 

.. " Erinoid," a British substitute for 
"Galalith," for electrical and 
telephone fittings. 

HOM Engineering Co., Toy vertical steam engines, 


Synchronome Co., I'd. 
Syrolit, Ltd. ... "T 


Ward & Goldstone ci .. Pocket, hand aud portable lampe, 


magneto machines, dry batteries, 
instruments, model motors and 
dynamos, wirelees apparatus, &c. 
... Electrical resistance wires and stripe. 
... Electric lamp shades. 
* Dials for electric meters. 


Wiggin, H., & Co., L'd. 
Wolff, Henry, & €». 
Wood, F. G. : 


А е А 
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NOTES. 


Institution and Lecture Notes. — Institution of 
Electrical Eng ineers.— The report of the STUDENTS’ SECTION 
fur the past session shows that there have been six general meet- 
ings in London, nine at Manchester, and four at Newcastle. Visite 
and social functions had been arranged at the close of last session, 
but owing to the outbreak of war it was found necessary to cancel 
the whole of the arrangements. It was not found possible to 
commence the session in London until January, and since that date 
а eomewhat curtailed programme has had to be followed. The 
Manchester Section was able to carry through a full eeesional pro- 
gramme, and the Newcastle Section found it necessary to suspend 
а portion of its programme. The Scottish Section decided to 
suepend all the meetings for this seasion on acoount of the depleted 
mem bership. ` 

At the meeting of the YORKSHIBE LOCAL SECTION, on Wed- 
nesday last, Mc. J. H. Rider's paper on The Power Supply of the 
Central Mining-Rand Mines Group,” was read and discussed. 

The Textile Institute. — Sir William Mather, of Messrs. 
Mather & Platt, Ltd., Manchester, wae elected President of the 
Textile Institute at the annual meeting in Manchester last Friday. 
He remarked that the double aspect of our duty at the present 
time was to beat the enemy at the front and to prepare for the 
future во as to avoid a fearful accumulation of debt and difficulty 
that it might take a generation to overcome. The time had come 
when we must throw overboard all those old-fashioned notions of 
oure that England was a favoured nation by the grace of God, and 
that Englishmen had, as a birthright, a higher position in the 
world than the people of any other nation. England could im- 
prove on the past in many ways. What they needed to do was to 
bring the light of ecience and higher education to bear more than 
they had done. 

Institute of Marine Engineers.— The Hon. Secretary 
announces that the Institute has been remuved from the premises 
in Romford Road to those on Tower Hill, and all communications 
should therefore be addressed as follows :—The Secretary, the 
Institute of Marine Engineers, the Minories, Tower Hill, 
London, E. 


Educational.—A new edition of the University College, 
London, "Pro Patria" is in course of preparation, and will be 
issued shortly. Past and present students, or their relatives and 
friends on their behalf, are invited to send full particulars of the 
capacity in which they are serving the country at the present 
time. Ia the case of the Army, rank and regiment should be 
given: in the case of the Navy, rank and ship. These particulars 
should be addressed to the Publications Secretary, University 
College, London (Gower Street, W.C ). 

Girt TO SHEFFIELD UNIVERSITY.—The ines states that 
Sir Joseph Jonas, chairman of the Applied Science Committee of 
the University of Shetteld, has given the University £5,000 to 
found, endow and equip a testing laboratory in connection with 
the Applied Szience Department. The laboratory is to be cyuipped 
with the most modern applances for testing metala and minerals, 
especially those used in the production of steel, and is to be called 
the " Jonas Testing Laboratory." 


Electrical * Evaporation.’"—Prof. Owen Richardson 
delivered the Friday evening discourse at the Royal Institution 
on May 7th, his subject having to do with the electron theory, 
to which he has devoted a great deal of special study. He pointed 
out that when electrified bodies were heated they lost their power 
of retaining an electric charge. The importance of this phenomenon 
was only just being realised, although the phenomenon itself had 
been known fora long time. Under certain conditions this ionic 
emission was positive in character, under others negative, and 
under others, again, was both positive and negative. When, how- 
«ver, a metal was heated in a vacuum, like the filament in а lamp, 
it was found that under all conditions of temperature only 
negative chargea were ent ted; the heated filament gave off no 
positively electrified particles. l'rof.. Richardson went on to 
develop a theory that the emission of streams of electrons from 
heated metala was a process closely analogous to evaporation, It 


seemed to him to be the electrical analogue of evaporation, or, to 
put it more simply and daringly, the actual evaporation of eleo- 
tricity. There were some remarkable parallela between the evapora- 
tion of a liquid and the emission of electrons from a lamp filament, 
and the lecturer proceeded to demonstrate experimentally that 
the electrons were able to flow against an opposing 
electric field, and in effect to j imp a oertain number of volta. 
There was a possibility that minute chemical products might be 
sufficient to account for the electrical effects in a large numbar of 
cases. Fortunately, however, there was one case in which it had 
been found possible to demonstrate electrical eff ots of this kind 
out of all proportion to the chemical effects. Tais was the instance 
in which the metal employed was tungsten, which could be heated 
iu а tube for во long a time, and carried to ao high a temperature, 
that all known impurities were eliminated, and, by using specially 
prepared tungsten lamp», it was shown conclusively that these 
effects were strictly electrical emissions, and were not to be 
explained on the ground of chemival action. Ia conclusion, Prof. 
Richardson expressed his belief that these emissions of electrons 
from heated bodies were large enough to have very considerable 
practical importance in the future. 


Stowmarket Explosion.—An explosion took place on 
Monday last at a Stowmarket factory, resulting in the death of 
four men. At the inquest on Tuesday Major Aston Cooper Key, 
one of H.M. Chief Inspectors, advanced the view that one of the 
men, who wore rubber overshoes, had become charged with static 
electricity by friction with oertain bags, and that a spark passing 
from his body to some earthed object had caused the explosion. 
To prevent a recurrence of the accident a metal stud would, in 
fature, be inserted in the sole of the shoe, so that the worker would 
always be earthed. No fatal accident had previously occurred at 
the factory since it was started, 17 yeara ago. The jury returned a 
verdict of ‘‘ Accidental death." 


British Electrical Trade in Belgium.—aA Belgian 
correspondent now in this country, who has had 16 years in con- 
nection with the electrical industry, wants to assist in the defeat of 
German competition in B:lgium after the war is over, and to help 
to encourage a large volume of British electrical trade there. He 
wishes to become the general representative for some English 
manufacturers of motors, dynamos, wire, cable, lamps (arc and 
incandescent), dry batteries, x». Ме shall be pleased to forward 
any communications that may be received addressed to “ Belgian 
Correspondent," care of ELECTRICAL REVIEW, 


Fatalities.—O wing to the heavy rainfall and the flood 
on the railway near West Kensington, last week, an employé of the 
District Co., named A. J. Lawrence, lost his life. The man, a 
gateman, in stepping from a train into the water received & severe 
electric shock and died an hour later. 

At the inquest on Tuesday it was stated that the conductor warned 
Lawrence not to get into the water on account of the electric 
current, bat later he did во. A passenger who jumped into the water 
to help him received a shock, but was able to rescue the deceased. 
Artificial respiration was tried for 2} houra without successe. The 
medical evidence showed that death waa due to shock and not to 
drowning, and a verdict of accidental death was returned. 


The Manchester Meeting of the B.A.—The meeting 
of the British Association will open on Tuesday, September 7th, 
and close on Saturday, September 11th. 


Inquiries.—Makers of Mascolite pads for absorbing 
vibration are aeked for. 


* 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also alectrie tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—The Wolverhampton T.C. 
has been recommended to increase the ealaries of the under- 
mentioned officials in the electricity department: — Мв. T. SMITH, 
distribution engineer, from £215 to £270 а year: MR. E. FORDER, 
engine.room superintendent, £150 to £165; MR. C. BELLHOTSF, 
boiler-house superintendent, £150 to £165; Mr. E Stunns, chiet 
assistant, from £200 to £225; Mr. J. II. ROTHWELL, chief clerk, 
£170 and £155, The increases are to take effect as from April lat 
last, with no further increases for four years as regards the chief 
assistant, distribution engineer, chief clerk, and for two years as 
regarde the two superintendente. 

The Newport (Mon.) Electricity and Tramways Committee has 
recommended that the salaries of Messks. E. G. ILLINGWORTH 
and C. B. BniGG8, senior engineers in charge at the electricity 
works, be increased to £123 108. per annum. 

Mu. A. B. ADAMS, draughteman and general technical assistant 
at the Newport ( Mon ) Corporation Electricity Worka, has secured 
an appointment with Mcs-rs. Gu 8', Keen х Nettlefold, Ltd. 

Mu. R. S. GREGG has resigned his position as assistant in the 
mains department of the Sheflield electricity undertaking. 


Tramway Officials. Mn. C. Бкксн, rolling stock 
superintendent in the Derby Corporation tramways department, 
has been appointed car-shed auperintendent at Bolton, at £200 per 
annum, There were 93 applicants, 
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General.—After nearly six years in the East, during the 
last nine months of which he has been officiating as electrical 
inspector to the Government of Burma, Mr. Harry W. NIS was 
to leave Rangoon for home by the вв, Leicestershire on April 29th. 


Ма. GEoBGE HuTOHINSON. chief electrician of the Lusitania, — 


interviewed at hie home at Frodeham, Cheshire, stated that he had 
just given his life-belt to a young woman when he saw Mr. Vander- 
bit struggling in the water. The millionaire's lifebelt was 
wrongly adjusted, and Hutchinson, who was treading water, tried 
to put it right, but could not. "Iam Vanderbilt,’ the struggling 
man remarked to him. He did his best to keep both of them afl^at, 
but they drifted apart. Ta 
he Bacup Town Council recently accepted the resignation of 

Mr. W. E. LLOYD, borough treasurer and manager of the elec- 
tricity department, who has been appointed borough accountant 
of Hampstead, at a commencing salary of £450 per annum. The 
Mayor said that after Mr. Lloyd was appointed treasurer he was 
sppointed manager of the electricity department, and received some 
additional salary for it, and they would probably proceed on 
similar lines in regard to a successor. Ald. Maden said that as 
regards thé electricity department, it had made rapid strides since 
Mr. Lioyd went to Bacup. MEME „ 

On March 25th, at St. Augustine's Church) Doornfontein, 
Mu. J. H. DonsoN, general manager of the gas, electric supply, 
and tramwaye department of the Johannesburg Corporation, was 
married to Miss Kathléen Florence Cherrington, third daughter of 
Major and Mrs. Cherrington. Fhe ceremony was performed by 
Canon ‘Harrison Thompson. A reception. folluwed at the Oounty 
Olub, 500 guests being present, Mr. and Mrs. Dobson were 
the recipients of many presente, including a massive silver punch 
bowl from the chief officials of the department, a grandfather's 
clock and silver fruit epergne from the staff and employés, a silver 
fruit stand and silver vases from the motormen and conductore, 
and a silver rose bowl aud case of carvers from the traffic inspectors, 
The Mayor and Muyoress sent a silver tea service. | 

Obituary.— DR. F. S. Pearson.—We deeply regret to 
record that Dr. Е. S. Pearson, who was so prominently identified 
with & large number of important Mexican, Brazilian and Earo- 
pean electrical undertakings, was among those who were lost in 
the Lusitania on Friday last. Не had also brought his brilliant 
organieing powers and financial knowledge to bear upon several 
non-electrical enterprises, but our readers will remember him as 
president of the Brazilian Traction, Light and Power Co., Rio de 
Janeiro Tramway, Light and Power Co., Mexican Light and Power 
Go., the Mexico Tramways, and the Baroelona Traction, Light and 
Power Co. He was a director of the Sao Paulo Tramway, Light 
and Power Co. and the Mexico Electric Tramways. As will be 
seen from a report appearing in our "City Notes,” he was on his 
‘way to this country to attend a meeting of the Barcelona company 
mentioned above. | | 

Мв. AUDLEY DRAKE.—We are also grieved to learn that amonget 
the Lusitania victims was Mr. Audley Drake, aged.24, the elder eon 
of Mr. Bernard Drake, Copyhold, Cuckfisld, Sussex, chairman of 
Drake & Gorham, Ltd., with whom widespread sympathy will be 
expressed by his friends in the electrical industry. Mr. Audley 
Drake was educated at Eton, and King’s Oollege, Cambridge, where 
he specialised in science. After four years at Cambridge he went last 
June to America to study an eleotre chemical process, which is being 
worked on а large scale near Detroit. Whilst there he obtained a 
responsible appointment with the United Alkali Oo., of Liverpool, 
who are now putting down a large plant, having acquired the 
Britiah rights for the above invention. Mr. Drake was to have 
returned later, but owing to the fact that the products were 
urgently wanted by the Government in connection with the manu- 
facture of explosives, he received a cable бо come back as quipkly 
as poesible, hence his unfortunate inclusion amongst those lost on 
the Lusitania. His father tells us that he had little hope from 
the first. as he was certain bi: воп would never leave the ship as 
long as there was anyone there to whom he could render assistance. 

Мв. G. MAURICE.—It seein: from what we hear that Mr. G. 
Maurice, of the General Electric Co., Ltd., has likewise been lost 
ia the /vxifania, but in the hope that there in ay yet be good news, 
we refcaia frum refer: iag to the matter farther this week. 

The electrical world also suffered a further loss through this 
infamous outrage of the enemy, Мв. GOBER, a director of Venner's 
Cookers, Ltd., being among the drowned. 

Мв. H. Е. FRIEDRICHS.—The death occurred on Sundsy night 
of Mr. H. F. Friedrichs, the borough electrical engineer at West 
Hartlepool, Me. Friedrichis first went to West Hartlepool in 1889 
as Sir Alex. В. W. Kennedy’s representative in connection with the 
initiation of the Corporation electricity undertaking, and later 
was appointed borough electrical engineer, a position he has since 
filled. His work ia connection with the installation of the waste 
heat plant, by means of which the waste steam from the Seaton 
Carew blast furnaces is utilised for the generating of electric 
current, was specially valuable. Mr. Frederichs was 50 years of 
age, and was born at Penang, in the Malay Peninsula. He leaves 
a widow and five children. | 

Мв. J. 8. NAYLOR.— The death is notified, at the age of 72 years, 
of Mr. Jas. Smith Naylor, who was a director of the Keighley 
Electrical Engineering Co., Ltd., from ita formation. 

Мв. HARRY CRoxon HAWKINS, for 25 years a member of the 
staff of Crompton & Co., Ltd., electrical engineers, died at his 
residence at Chelmsford on May Gth, from cerebral hemorrhage. 
Deceased, who was 53 years of age, became the firm's chief 
accountant at both the Chelmsford and London officer. 

The death is announced of MR. D. FALL, mansger since its 
inauguration of the Portrush and Giant's Causeway Electric 
Tramway, 


Fenchurch Street, E.C., 


directors is not to be less than two or more than five; 


All shares taken up. £297,500 paid, leaving £2,500 in arrears. 


NEW COMPANIES REGISTERED. 


Tyneside Alloys, Ltd. (140,245).—This company was regis- 
tered on May 7th, with a capital of *£10,000 іп £1 shares, to carry on the 
busiress of extracting metals and theic compounds from ores and other sub- 
stances, making alloys of all kinds, including tungsten, molybdenum, 
vanadium, chromium, and ferro-alloys used in the manufacture of steel and 
other industries, manufacturing. heavy and fine chemicals and enamelling, 
colouring, asid dyeing substances, manufacturing, treating, distilling and 
refining tars, coal tar products, end other substances, manufacturing and 
dealing with gases, extracting, refining, and pardening. oils of ай kinds, 

ting, mining, etc. The subscribers (with one share each) are: W. 
ones, Ingleside, Gosforth, Newcastle-on-Tyne, metallurgist; A. Y. наа 
Netberhoys, Gosforth, Newcastle-on-Tyne, brick manufacturer; D. S. Jones, 
St. Bedes, t Boldon, brick manufacturer. Private company. ‘The first 
dwectérs are W. Jones, A. Y. Jones, and D. S. Jones. ualification, 100 
Shares. ‘Remuneration as fixed by the company. The directors may borrow up 
to £10,000 without.the sanction of a general meeting. Solicitors: Wilkinson 
and. Marshall, 1, Mosley Street, Newcastle-on-Tyne. А 


-Francis Polden and Co., Ltd. (140,231).—This companv 
was regislered on May 7th, with a capital of £5,000 in £1 shares, to carry 
ол the business of electrical and mechanical engineers, ‘manufacturers of 
machinery of all kinds, tool makers, founders, metal workers, etc., and to 
adopt dn agreement with F. C. Polden. The subscribers аге: Е. C. Polden, 
56, Cannon Street, E.C., electrical and mechanical engineer, 2,500 shares; 
C. J. Polden, 56, Cannon Street, E.C., electrical engineer, 10 shares. Private 
company, The number of directors Is not to be less than two or more than 
five; the first are F. C. Polden (permanent chairman and managing director) 
and. 55 a Polden. Qualification, £10. Registered office: 56, Cannon 
Street, E. C. . i | | 


Й 


^^ Anglo:Burmiah Wolfram Syndicate, Ltd. (140,174).—This 


company was registered on May 4th, with a capital-of £500 in £1 shares, 
to carry on the business of dealers in and treaters, and smelters of wolfram 
ore, etc. The subscribers (with one share each) are: Е. Boundy, 5, Fen Court, 
merchant; C. C. Nichols, Ocean House, 24 and 95, 
Private company. The number of 
the subscribers are to 
appolnt the first. Registered office: Ocean House, Great Tower Street, Е.С, 


Great Tower Street. E.C.. merchant. 


ft 
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OFFICIAL RETURNS OF ELECTRICAL 
N COMPANIES. E mM E : 5 
Autolectric Transmission, Ltd. Debenture, dated April 


15th, 1915, to secure £200, charged on the company's undertaking and pro- 
pere present and future, including uncalled capital. Holders: A. A. Knight, 
. Corfton Road, Ealing, W., and H. L. Mocatta, 39, Edwardes Square, 


D ке Seg ш j ї 


Kensington. 


Jarrow and District Electric Traction Co., Ltd. (78.680). 
—Capital, £50,000 in £1 shares. Return dated March 15th. 1915. All shares 
taken up. 1 per share called up: £49,961 15s. paid (including £16 15s. paid 
ол 2 shares forfeited), leaving £38 5s. in arrears. Mortgages and charges, 


614.800 


North-Eastern Electric Smelting Co., Ltd.—Mortgage, 
dated April 16th, 1915, to secure £6,250 any further moneys which may be 
advaneed or become owing, charged on premises in Wallsend and the com- 
pany’s undertaking and property. present and future, including uncalled capital, 
Holder: Secretary of State for War. ; 


Melton Mowbray Electric Light Co., Ltd. (53,018).— 
Registered June 18th. 1897. Capital £25.000 in £5 shares. Return dated 
March 19th. 1915. 4,000 «shares taken ир: 90,000 paid. Mortgages and 
charges, 419,500. Registered office: 35, Regent Street, Melton Mowbray. 


Electric Zinc Co., Ltd. (197,838). Capital, £2,000,000 in 
#1 shares (400.000 pref. and 1.600,000 ord.) Return dated December 31st, 
1914. Seven shares taken up; nothing called up. Mortgages and charges: Nil. 


6. H. Turner and Co., Ltd.—Issue on April 91st, 1915, 


of £80 debentures, part of a series of which particulars have already been filed. 


Newcastle and District Electric Lighting Co., Ltd. 
(23,022c).—Capital, £4:300.000 in £4710 shares. Return dated March 19th, 1915. 
Mortgages 
and charges: £320,780. 


Kensington and Knightsbridge Electric Lighting Co., Ltd. 
(26,193) —Canital, 350.000 in £5 shares (50.000 ordinarv. 10.000 Ist pref. 
ani 10.000 2nd pref.) Return dated March 18th, 1915. 21.000 ord.. 10.000 
lst pref., and 10.000 2nd pref. shares taken up. £5 per share called up on 
15.968 ord., 10.000 Ist pref, and 10.000 2nd pref. shares; 7179.840 paid: 
4.395.160 considered as paid оп 5.039 ordinary shares. Mortgages and charges: 
115.000. Stock jesus bv this company in conjunction with the Notting HNI 
Electric Co., Ltd., £231,000. - | 


British L. M. Ericsson Manufacturing Co., Ltd. (79.061). 
—Cavital, £20.00 in LY shares (99.990 pref. and 100.010 ord.). Return dated 
March 31st. 1915. АИ shares taken up. Vl per share called un on 50,010 
ord.. Rs. per share on 50,000 ord., and £1 per share on 99.990 pref. shares: 
£170.000 paid; £30,000 (125. per share) considered as paid on 50,000 ord. 
shares. Mortgages and charges: 50.000, | 


Mather and Platt, Ltd. (60.387).—Capital. £1,000,000 in 
40.000 pref. shares of £10 each, and 600.000 ord. shares af £1 each. Return 
dated March 1З'Һ, 1915, All shares taken up. £10 per share called un on 
M. 200 pref. and Z1 per share on 25,000 ord. shares: L317 MO paid: CG. 
considered as paid on the remainder, Mortgages and charges: Nil, 


-Hellvar and Sons, Ltd.—Second debenture, dated April 
24th, 1915, to secure £100, charsed on the company's undertaking and pro- 
perty, present and future, including uncalled capital. subject to prior dehen- 
ture on whick £436 remains owing, Holder: Mrs. K. F. Galton, 68, Church 
Road, Barnes. | 


Resisto- Electrical Manufacturing Co., Ltd.—Particulars 
of Hö. 0 debentures. created April 12th. 1915. filed pursuant to Section 93 
(3) of the Comnanies (Consolidation) Act, 19069, the amount af the present 
‘issue being 4:400, Property charged: The companv'a undertakina and pro- 
perty present and future, including uncalled and unpaid capital. No trustees. 


Oriental Telephone and Electric Co., Ltd.—A memoran- 
dum of satisfaction to the extent of V. on Дог 14th, 1915, of deh. 
stack covered by trust deed dated Tune th, 1905, and a sunolemental deel 
of acknowledgment dated June 19th, 1907, securing 290.000, has heen file, 


. British Electric Automatic Machines, Ltd. Debenture 
and agreement in connection therewith, both dated April 19th, 1015. to 
secure £1,000, charged on the company's undertaking and property, present 
and future, including uncalled capital. Holders: Kleinwort, Son: & Со, 
20. Fenchurch Street, FC, 
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CITY NOTES. 


Barnsley and District Electric Traction Co., Ltd. 


THE report, submitted at the annual meeting held on Tuesday 
at the Electrical Federation Offices, W.C., showed that the 
revenue for the year was £27,586. After providing for all 
expenses chargeable to revenue, including £1,756 for deben- 
ture and loan interest, and setting aside £3,500 to the renewals 
account, there is a surplus, including £376 9s. 4d. brought 
forward, of £4.066. The dividend on the 6 per cent. prefer- 
ence shares absorbs £1,320, 6 per cent. on the ordinary share 
capital requires £1.202, and £1,544 is to be carried forward. 
The capital expenditure during the year was £7,520, mainly 
for additional motor omnibuses and further garage accommoda- 


tion. 1913. 1914. 
Passengers carried s E Ask Se .. 2, 462.557 2.950.335 
Average receipts per passenger ... ves .. 1.654. 2.124. 
Average expenditure per passenger “ss .. 1.004. 1.514. 
Proportion of expenses to reccipts bes .. 60p.c. 7] p.c. 
Cars in stock... ves T" bas 828 2s 14 14 
Motor omnibuses in stock  ... ds „ 10 20 


British Thomson-Houston Co., Ltd. 


Mk. GEO. FRANKLIN presided on Wednesday, at 83, Cannon 
Street, E.C., over the annual meeting of the company. 
. The CHAIRMAN, in moving the adoption of the report, said 
it was so complete in the information about the company’s 
affairs that only very little remained for him to say. The 
vear past had been a most difficult one, and if they were able 
to put before the shareholders a satisfactory balance sheet, it 
was greatly due to the loyal and efficient way in which the 
whole of the staff had done their work; and, on behalf of the 
Board, he tendered to them, one and all. their most sincere 
thanks, feeling sure that the shareholders would join cordially 
in this sentiment. As mentioned in the report, a great many 
of their employés had joined His Majesty's Forces, and they 
had made suitable provision for their families during the time 
they were serving their King and country. With regard to 
the disposal of the net profit for the vear. which showed an 
inerease of about £11,000 over 1913, they had, after consulta- 
tion and in agreement with the most important shareholders. 
decided to utilise the same as shown in the balance sheet, and 
thereby further strengthen the position of the company. 

Mr. W. €, Tusk (manager, commercial department) 
seconded the motion, which was carried without discussion. 


Callender's Cable and Construction Co., Ltd. 


IN their report for 1914, the directors state that the accounts 
show a balance at the credit of profit and loss of £98,002, plus 
£124,591 brought forward, making £223,234. Interest on 
debenture stock absorbs £13,500, dividend on preference 
shares £10,000, depreciation of buildings. nlant and machinerv 
£3,968, depreciation of office furniture £397, leaving an avail- 
able balance of £189,419. It is proposed. to pay a dividend on 
the ordinary shares at the rate of 10 per cent. per annum, 
less income tax, being 10s. per share, whereof 5s.‘ less income 
tax, was paid on November 2nd, 1914, and 5s.. less income tax, 
will be paid on May 21st. 1915, to pay a bonus of 58. рег 
share, less income tax, and to carry forward £163,169. The 
directors consider this result to be satisfactorv. ТЕ has been 
arrived at in spite of the disorganisation of business bv the 
war during five months of the year. in which period operations 
were carried on with great difficulty and at considerably 
Increase] cost. АП the departments of the company’s factory 
were profitably engaged to their utmost capacity un to the 
end of July last. but on the declaration of war much of the 
bisiness in hand was stopped. and it can easily be understood 
that the position thus created caused the gravest anxiety to 
the directora and management. Several of the contracts 
secured in the early part of the vear were postponed, and 
others were onlv partially completed, but after three months’ 
uncertainty it was found possible to reorganise the factory to 
meet the altered conditions of the trade, with the result that 
the works at Erith are now busy in some of their departments 
and well occupied in the others. Considerable trouble has 
recently been experienced in regard to Jabour, and the situa- 
tion still remains unsettled. The curtailment of facilities for 
transport. bv Тапа and Sa has added materially to the diffi- 
enlties of satisfactory manufacture. Shortly after the outbreak 
ef hostilities special orders of. some importance were placed 
with the company by the Admiralty and the War Office. 
Owing to the re-arrangement of plant and machinery necessarv 
to execute this work. comparatively little of it was completed 
at the expiration of 1914. and practically no profit has vet 
accrued to the company through these war contracts. As was 
inevitable wath the widesnread interests of the company, 
heavy expenses and great inconvenience were caused in con- 
nection with the oversea business hitherto carried on. bnt. 
considering: the unprecedented circumstances, this trouble has 
been Jess than инине reasonably have been anticipated, 
Every eppertunity has been taken to extend the company's 
operations Wherever possible, and the directors feel confident. 
that, when peace is arain restored and conimerece has resumed 
fà потта course. a large and increasing busipess may be 
looked for, net one in those countries in which the company 
is already e-tabbished, but also in eeveral new localities. 
Important contracts in connection with the British telephone 
avstem. to which reference was made in last vear'a report. 
vere placed in this company's hands in the early part of the 


year, and, in order to deal efficiently therewith, some expendi- 
ture on contract plant was incurred. The war has for the 
moment caused a suspension of all telephone extension, but 
this work will without doubt be resumed when the war has 
ceased. As usual. all plant and appliances have been thoroughly 
maintained and kept up-to-date, and the expenses so incurred. 
have been charged against the year's accounts. The Anchor 
Co., in. which this company holds a large interest, has again 
had a prosperous year, and continuous progress is being made 
in the various electrical undertakings in which this company 
is concerned. The company has arranged to make allowances 
to the dependents of its einployés engaged on active service, 
and a new item therefore appears in the accounts. The 
amount for the current year will, however, be much larger 
than that shown in 1914, as the number of recipients is con- 
stuntly increasing. 
Annual meeting: May 20th. 


Peterborough Electric Traction Co., Ltd. 


TRE annual meeting was held on Tuesday at Electrical Federa- 
tion Othces, W.C. The report submitted showed that the 
revenue for 1914 was £10,967. After deducting expenses, 
£8,608 16s. 10d., chargeable to revenue and debenture interest 
£045, there remains £1,418, plus £106 brought forward. £1,263 
is to be applied to renewals fund, leaving £257 to be carried 
forward. £979 was expended on capital account during the 
year. mainly upon the purchase of motor omnibuees and on 
garage accommodation. Mr. R. J. Howley has been appointed 


a director of the company. 1913. 1914. 
Tickets issued ae - ded 85 1.478.805 1.508.947 
Average receipts per passenger. 2... .-. 1199. 1.164. 
Average expenses per passenger .. x а} 784. 84d. 
Proportion of expenses to receipts ET e) 65 p.c. 42 p.c. 
Cars in stock . vis 288 vis di wks 14 14 


Amalgamated Wireless (Australasia), Ltd. — 
The second report of the above company, covering the six months 
ended December 3let, was published in March in the Sydwy 
Morning Herald, Satisfactory trading is reported, although oer- 
tain departments have been much disturbed since the commenoe- 
ment of the war. The shipe' message traffic, owing to censorship, 
naval restrictions, and the use of some of the subsidised ships for 
Imperial purposes, has been reduced to a low ebb. The subsidy 
ships have slightly increased, and now etand st 80 passenger and 
cargo steamers. New business is periodically ooming along. 
Since the outbreak of war over 70 men have been sent away to 

out naval and military work of various descriptions on the 
battlefields of Europe and Egypt, as well as on transports and 
special-service Government vessels, The net profit for the six 
months was £7,812, which, with £16 brought forward, makes 
£7,828 available. The directors recommend an interim dividend 
of 24 per cent., absorbing £3,500, leaving £4,312 to be carried 
forward. Comparison of the six months with the 12 months ended 
June 30th, 1914, may be made thua :— 


Year ended Half. year 


June 80th, ended Deo. 8186, 
1914, 1914. 
Net profit ae 2 .. £8,616 £7,812 
Dividend per cent. ... eee 4 bt 
Amount of dividend 5,600 3,500 
Patent reserves... zs 3,000 — 
Carried forward Т ote 16 4,312 
Liabilities— 
Capital paid ap ... 8 140.000 140.000 
* Reserves : 3,793 8,248 


* Reserves include depreciation, June 80th, £3,129; December 
31st, £4,319. t Per annum. 


Penarth Electric Lighting Co., Ltd.—The annual 
meeting was held at Electrical Federation Offices, W.C., on Monday. 
The report submitted showed that the capital expenditare at 
December, 1911, stood at £41,557. The total revenue for. the year 
was £5,439, and the working expenses were £2,402. After paying 
interest on loans and on debenture stock, £750 is placed to 
renewals fund, £250 to reserve, 1 per cent. ів to be paid on the 
ordinary shares, and £283 carried forward. Equivalent of 8-c.P, 


lamps :— 
Lighting. Power. Total. 
1913 T" 28,226 3,740 31,966 
1914 Se € 31,231 1,487 35,718 


The number of consumers increased from 529 to 606. Mr. W. L. 
Madgen has resigned his seat on the board, 


Anchor Cable Co., Ltd.—The directors report that the 
profit for 1914 amounted to £31,778, plus 315,850 brought 
forward. It is proposed to pay a dividend of 16 per cent., carrying 
forward £32,129. ` 


Shawinigan Water and Power Co.—The Financial 
Times quotes an American paper to the effect that early in June 
this company will issue a new block of stock, the proceeds to be 
used to reimburse the treasury for additions made in the last year 
or во, and for additional working capital. 


W. T. Glover & Co., Ltd.—A_ petition has been pre- 
sented and will be heard before Mr. Justice Neville on May 21st, 
asking for alteration of the articles of aesoviation by adding various 
powers relating to the acquisition, holding and working of lead, 
copper, and coal mines. the emelting and working of oree, the pro- 
duction, refinement and treating of lead oopper, &o. and many 
other matters. 
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West Coast of America Telegraph Co., Ltd. 


Sur J. DENISON PENDER, K.C.M.G., preaided on May 11th over 
the annual meeting held at Electra Howe, E.C. He said that 
the revenue for the year had amounted to £61,129, an increase 
of £7,483. The working expenses, compared with those for 
1913, showed a decrease of £4,532. Ship repairs to cables, a 
most important part of their expenses, were lower by £2,686, 
but, as he had so often pointed out, that was an item which 
at any tine might be a heavy one. The futuré could not be 
foreseen, and all they hoped was that the repairs would be 
light, thus benefiting the expenses account. The cable had to 
be manufactured in Vagina and sent out, so it was an expen- 
sive item, especially at the present time, and every repair, 
bowever small the fault night be, necessitated important ex- 
р on cable to rectify it. The duration of interruptions 
or 1914 was 112 days, against 97 days in the preceding year, 
and taking into account the state of things which existed in 
August and for some months afterwards, owing to the presence 
of German cruisers after the outbreak of war, that was very 
satisfactory, and it was due to a great extent to the vigilance 
of their staff on the coast that so little delay occurred in carry- 
ing out the repairs to their cables. A considerable part of the 
capital of the company was in stocks which matured at an 
early date, and therefore such provision must be made, if not 
to the full extent, as would ennble the directors to deal with the 
financial position when tlíe*time came. That was Ње reason 
why they were unable to recommend any dividend on the 
ordinary capital this year; more especially as there was also 
a considerable depreciation in the value of the securities in 
the reserve fund. As they all knew, that depreciation was 
by no means confined to their company, but was universal, 
but it was all the heavier when the reserves were invested in 
gilt edge securities such as theirs’ were. 

Sir ALBERT J. Lerroc CAPPEL, K.C.I.E., seconded the motion, 
and the report was adopted. 


А 


' Rhondda Tramways Co., Ltd. 


Mr. L. B. SCHLESINGER presided, on May 6th, over the annual 
meeting, held at the offices, Lawrence Pountney Hill, Е.О. In 
moving the adoption of the report, he said that the balance to 
the credit of the revenue account was £25,417. From this 
figure various items had to be deducted, including deben- 
ture interest, £11,470; sinking fund, £2,930; and rent to 
the Rhondda Council, which left a balance -of £8,190; and 
that, together with the sum brought forward, gave them 
48,783. After giving effect to the directors’ recommendation 
to increase the reserve and renewals account by £2,000, bring- 
ing that account up to £16,000. there remained a balance of 
£6,783 to be carried forward. This sum was more than suffi- 
cient to pay the full year’s preference dividend, but the direc- 
tors did not recommend any distribution. Three causes had 
contributed to that decision. In the first place, there was 
the decreased receipts, amounting to £1,430; secondly, the 
anticipated increase in expenses due to the extra wages for 
employés and the increased cost of materials; and the third 
reason was the fact that the expenditure of £17,000 on the 
railless system had proved, for the first time, non-revenue 
producing. The railless system was approved by the Board 
of Trade and opened for traffic in December last, but the ser- 
vices had to be euspended in March owing to the state of 
the roads. The matter was receiving the attention of the road 
authority, who were asking the Local Government Board to 
sanction a loan for the purpose of reconstructing the roads. 
It had not been ascertained whether the application had been 
successful, but they anticipated that the necessary sanction 
would be obtained. An important factor was the want of 
travelling facilities in the colliery district. and this was a 
matter which might prove an inducement to sanctioning the 
loan. The company had obtained the consent of the 'al 
Government Board to the issue of its remaining debentures. 
Until the outbreak of war, the undertaking had been quite 
satisfactory, and there had been an increase in the receipte 
of £2,014. But it had since decreased to £702. The company 
had been affected more so than other places. A large number 
of men, estimated at 17,000, had left Rhondda to join the 
Forces, and that had naturally affected the receipts. The 
passing of the dividend was a matter of great regret to the 
directors, but they felt, in view of the facts, that the share- 
holders would agree it was the wisest course. Turning to the 
accounts, the Chairman said the share capital remained the 
same as last vear.- The debenture capital now stood at 
£228,000, as against £231,000. a further £3.200 having been 
redeemed. А further £10,000 debentures had been issued. 
The reserves and renewals fund stood at £14.000, as compared 
with £10.000, and there had been added £2,000 recommended 
by the directors out of the year's profits. The special loan 
of £2.000 had been paid. The sundry creditors amounted to 
£7,107, as against £6,412. On the credit side, the capital 
account had been increased by a few pounds. The discount 
on the debentures was £15,000, as compared with £18.000. 
The extensions to date. including the railless trolley system, 
amounted to £16.645. With regard to the revenue account, 
the principle item was the traffic expenses, which were 
£13.530, compared with £12,632. The wages of conductors 
and other little items showed an increase. The net cost of 
the current was arrived at by deducting from the £12,462 the 
item of £2,000 for the credit side, which left £10,462, as com- 
pared with £10,335, a small increase. The repairs and main- 


— 


tenance bad entailed an expenditure of £10,001, as against 
£7,485, an increase due to capital expended on the permanent 
way and mains. That item would always be a considerable 
one, owing to the a rainfalls and the mining character 
of the district. On the credit eide, the revenue account 
&howed an increase of £876 on the traffic receipts, of which 
£740 was attributable to the trolley system. In conclusion, 
the Chairman paid а warm tribute to Mr. Holliday, the new 
manager, who took up his duties last May. 

The report, which was adopted, stated that there was no 
doubt that when the war was over the company could look 
forward to a return of prosperity owing to the continued 
development in the coal-mining industry. | 

1912. 1913. 1914. 
£50,859 £65,241 £66,368 

£63,721 264.423 


Gross revenue a 5 
Traffic revenue- Tramways |... 


Р Railless ... Ses nil nil . 6174 
Profit before providing for debenture „ 

interest, reserves and deprecia- 

tions, etc. К bos m .. — £18,680 7,686 £25,418 
Passengers carried 9,035,974 11,660,230 11,999,667 
Car miles run ave 55 1,093,584 J, 311.408 1.413.088 
Average receipts per car mile .. 10.324. 11.664. 10.974. 
Average reccipts per passenger 1.324. 1.31d. 1.294. 
.Percentage of operating costs to 

traffic revenue i T em 64.67 58.94 63.39 
Percentage of operating costs to 

total reven.e : ЗЯ A 63.26 57.56 61.70 


The annual meeting of the Rhondda Tramways Electric 
Supply Co., Ltd., followed, Mr. L. B. SCHLESINGER again pre- 
aung: The proceedings were purely formal. The report, 
which was adopted, stated that, under an agreement dated 
August 6th, 1907, the Rhondda Tramways Co., Ltd., agreed 
to take from the company all current for the working of the 
tramways during the period of the lease—namely, 42 years+- 
in consideration of which the Tramways Co. has the control . 
and management of the undertaking, and is responsible for 
all working expenses, debenture interest and premiums on 
the ainking fund policies for the redemption of the debentures. 
The Rhondda Tramways Co., Ltd., is entitled to all profits 
made, and, in accordance with this arrangement, the profit 
of £2,000 to the credit of the revenue account has been trans- 
ferred to the Tramways Co. | . 


Eastern Extension, Australasia and China 
Telegraph Co., Ltd. 


THE annual meeting was held on May lth, at Electra House, 
E.C., Sir J. WolrE Barry, K.C.B., penang | 
The CHAIRMAN, in proposing the adoption of the report, said 
that the gross receipts amounted to £819,000, against £738,000 
for 1913, showing an increase of £81,000. This satisfactory 
result was partly due to their having had to transmit the 
whole of the Australasian traffic for nearly two months, when 
the Government Pacific cable system was interrupted. by the 
attack made upon the Fanning station by the German cruiser 
Nurnberg, on Septe;u«r 7th last. The working and other 
expenses amounted in round numbers to £379,000, against 
£365,000 in 1913, showing an increase of £14,000. The net 
profit for the past year was, roundly, £411,000, and, including 
£30,000 Brough forward, there remained an available balance 
of a little over £441,000. The usual quarterly interim divi- 
dends of 2s. 6d. per share each had already been paid for the 
past year, and it was now proposed to distribute a like amount, 
making a total dividend of 5 per cent. for 1914. It was also 
proposed to pay a benus of 4s. per share, or 2 per cent., 
making a total distribution to the shareholders, free of income 
tax, of 7 per cent. for the past year, and to carry forward 
£31,000, against £30,000 for 1913. After making the usual 
additions to the maintenance, ships’, insurance, and depre- 
ciation funds, £200,000 had been transferred from the revenue 
balance to the general reserve fund. On the other hand, the 
fund had been debited during the past year with £273,000— 
fo: the balance of cost of the Penang-Singapore-Hongkong 
cables £194,000, for partial cable renewals £35,000, for loss 
incurred on the sale of investments during the year £44,000. 


Those operations depleted the general reserve fund by £73,000, 


and left it at the end of the year at £656,000. When he last 
addressed the &hareholders he indicated that the loss created 
by the sale of investments during the past year would be 
deducted from the provision shown in the balance sheet of 
£200,000 for investment fluctuations, but, seeing that the war 
had very materially affected the value of all classes of invest- 
ments, the directors had considered it to be a wieer policy to 
charge the whole loss against the general reserve fund, and 
leave the £200,000 intact. The reserve fund investments had 


been carefully re-valued on the basis of the official prices 


quoted at the end of last year and on March 3lst last, from 
which it was found that the provision already made was euffi- 
cient to cover the existing depreciation. With regard generally 
to the changed conditions brought about by the war, the share- 
holders would readily understand that with their extensive 
cable system. and their repairing steamers having to move 
about in waters more or less frequented by hostile vessels, 
the directors and the staff had necessarily had an anxious 
and somewhat difficult time since the conflict began. Their 
chief duty and endeavour had naturally been to efficiently 
maintain telegraphic communication, and although they had 
had a good deal of repairing work to carry out from time to 
time, they had, so far, been fortunate enough to be able to 
cary on the traffic without a single interruption of any 
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importance. This, of course, was mainly due to the associated 
companies having so many different cable routes to the chief 
centres of commerce, and possessing a large fleet of cable 
steamers and other repairing facilities. ‘he ‘shareholders 
would not, however, be surprised to learn that considerable 
dislocation in the tratfic arrangements had been caused by the 
war, especially in tbe early days before the altered conditions 
were fully established and provided for, but the directors liad 
done everything in their power to meet the requirements and 
minimise the inconvenience caused to the telegraphing public 
by the new situation, while, at the same tine, fulfilling their 
duties to the State. They were doubtless aware that under 
the landing licences controlling the relations between the 
cable companies and the governments concerned, governinents, 
in time of war, had the right to take possession of the com- 
'anies' Offices and control the traffic. This right was exercised 
y the Bntish Government on Sunday, August 2nd last, and, 
o" the following day, the transmission of all public code and 
cipher telegrams was suspended, and the public were only 
allowed to send their telegrams in plain French or English 
language at full rates. Seeing that Government: telegrams 
were entitled to precedence over all the companies’ cables, 
and keeping open the lines of communication for the trans- 
Mission of this class of traffic was a matter of the first import- 
ance, it was decided to suspend the transmission of deferred 
and week-end teleyrams to enable them to provide as efficient 
a commercial service as was possible under the altered circum- 
stances. Nevertheless, considerable delay resulted im. the 
transimission of public. telegrams, and the telegraphing publie 
complained of the inconvenience, and also of the additional 
expense Which they were consequently incurring. For some 
years past the assoetated companies had been in favour of 
charging for plain language telegrams exchanged with extra- 
European countries by grouping the letters БО as to count ten 
to euch word, but, although at one tune they hoped to be 
able to carry this innovation, at the last Telegraphie Confer- 
ence held at Lisbon, the proposal was not ottcially sanctioned. 
With а view, however, to assist in meeting the war require- 
mente, it was thought that-an arrangement of this kind might 
b» introduced, and thus relieve the public from baving to pay 
full rates Jor plain language messages, and, after entering 
upon negotiations on the subject, the ten-letter system of 
counting Was introduced on Septeinber 23rd. Some of the 
Colonial  Governinents, however, found objections to the 
arrangement, and, atter the systein bad been in operation for 
a few weeks and was giving satisfaction to the telegraphing 
publie, it was withdrawn, while, ав an alternative, coding 
was again allowed to be introduced with certain. limitations. 
On October Ist the Eastern and Eastern Extension Companies 
found themselves in the position of being able to resume the 
transmission of deferred messages. The financial result to 
the telegraphing public of the ten-letter counting, while it 
lasted, was that they were charged about one-half of the 
ordinary rates, or about the same as for deferred telegrams, 
and the associated companies had done everything in their 

wer to quicken the transmission of the deferred telegrams, 
in order that the publie might have a good and trustworthy 
service on these favourable terins. The companies were unable, 
as yet, to resume the acceptance of week-end telegrams, 
owing to the necessity of keeping the lines. free to meet 
eventualities, but the telegraphing publie might rest assured 
that, as soon as it Was possible—with due regard to the prompt 
transmission of Government and ordinary. comunercial tele- 
grains—week-end telegrams would again be accepted for trans- 
mission over Eastern cables. Having regard to the heavy 
tate which they had at times to transmit, it was very 
fortunate that the new cables laid by the Eastern and Eastern 
Extension Ceinpanies. between Sueg and Hong-Kong, ta 
Colombo, were completed and opened for tratie before the 
outbreak of war. The shareholders would be interested to 
learn. that they arranged some time ано for the free trans- 
mission over their lines of messages sent by Governinent 
departinents relating to the killed and wounded amongst the 
British Einpire Forces, and also for the acceptance at quarter 
rates of telegrams exchanged between soldiers, sailors, or 
nurses of the Jexpeditionarvy Forces and their relatives in 
different parts of the world. As the shareholders were 
aware from the graphie accounts given in the newspapers 
at the time of the occurrence, the company's Cocos station 
autlered considerable damage [төш the attack made upon it, 
on November 9th last, by the notorious German cruiser 
Emden. Knowing that hostile vessels were actively at work 
in the Far Eastern. waters, they had token the precaution 
soon after the outbreak of war to prepare the staff for all 
ceptingencies. Consequently, when the Emden suddenly 
appeared off the isiands in the early morning of Noveiuber 
Oth, the staff were on the alert, and, before the landing party 
could reach the station, they had communicated by cable with 
the naval authorities as arranged, and alse sent out wireless 
sienuls in the bope that they would be picked up by ene of 
the British warships believed to be in the neighbourhood. 
EF. rtupratelv, the Australian Contingent, with its convoys, was 
passing not far off the station at the tune and, DNE up the 
eigna, the naval officer in charge at once dispatched the 
Austrian ernier SH with all speed to engage the enemy, 
‘Lhe result was that the Fonden was attacked before the land- 
ing foree was able to finish ats work of destruction, and, after 
severe feht, the Finden was driven ashore in a hopeless 
conditi n. They Would be gratified to learn that the staff's 
action on this eceasion was mach appreciated by Hie Majesty's 
Goverument. The Admiralty presented haudsome gold watches, 
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suitably inscribed, to the superintendent who was responsible 
for sending out the wireless signals, and to the company's 
doctor, who helped to succour the mden's wounded. Appre- 
ciative lettere had also been received from the Colonial Ошсе 
and from the Committee of Lloyd's complimenting the statf 
on their action. ‘Lhe directors lost no time in conveying to 
the statt at Cocos the board's appreciation of their services, 
together with the marks of approval of the Admiralty, Colonial 
Otnee, and Lloyd's Committee. Ihe shareholders would be 
pleased to learn that afthqugh the landing party entirely 
destroyed the instrument room, with its working apparatus, 
by axes, the Cocos station was able, thanks to the arrange- 
luents previously organised and the ethciency and energy of 
the stan under their tryiug ordeal, to resume working within 
24 hours of the Emden's raid. This raid might easily have 
been attended with serious loss of life, but he was thaukful 
to be able to suy that no personal injury was inflicted on the 
Cocos staff. Unhappily, a very different state of things 
resulted from the deplorable mutiny that broke out at Singa- 
pore in February last, when, among the killed and‘ wounded, 
three valued members of their stall, together with the wife of 
one of them, were murdered, and two others seriously 
wounded, The directors had expressed their syinpathy and 
appreciation of the services of the Singapore statt, and he was 
sure that it would be endorsed by the meeting. - Beforé con- 
cluding, he wished to record his appreciation of the patriotic 
devotion and the high sense of dtity shown by the staff on 
shoré and afloat in all parts of their system, and also at the 
head office, during a time of such great anxiety to them all. 
The ships’ staff had done CLE work in’ maintaining 
communication, sometimes under trying and risky conditions; 
and the shore staff had dealt with the traffic as expeditiously 
аз possible under the conditions of censorship imposed by the 
Government. They had been working long bours on week- 
days, Sundays, and holidays, and all, both on board ship and 
on shore, had cheerfully given up their periodical furlough 
in order to meet the demands of their country. 16 being 
inpossible to speedily replace their highly trained and tech- 
nical staff, the authorities did not desire them to enlist, and, 
although many of them would have liked to take some active 
part in the war, they hud, with some few exceptions, accepted 
the ruling of the Army Council, who expressed the view that, 
having regard to their special qualifications, they were better 
serving their country by remaining at their posts than by 
joining the fighting forces. As many, however, as could be 
safely spared were allowed to enlist, and their places were 
not only being kept open for thein, but they were at present 
being granted full рау. It would also interest them to know 
that two of the directors, the Hon. George Peel and the Hon. 
Arthur Brodrick, had been serving with His Majesty's Forces 
since the outbreak of war. | 

Sir JOHN DENISON PENDER, R. C. M. G., seconded the motion, 
and the report was adopted. 


— 


Barcelona Traction, Light and Power Co., Ltd. 


A meeting of the holders of the 5 per cent. bonds of the above 
company was held on Wednesday, at the Cannon Street 
Hotel, for the purpose of considering a series of resolutions 
to alter the trust decd in certain. particulars 1n order to raise 
funds to carry out the uncompleted work of the undertaking. 

Mr. W. E. RUNDLE, general manager of the National Trust 
Co. of Canada, who occupied the chair, said that among the 
passengers carried to their death by the sinking of the Lusi- 
tania was Dr. F. S. Pearson, the President of the Barcelona 
Traction Co. Dr. Pearson had. been over to America, Where 
he had succeeded in placing a large amount of the prior hen 
bonds which it was proposed to issue, and he was coming 
over to England expressly for the purpose of attending the 
meeting. His loss was deeply regretted by all who had been 
brought into contact with him, either in personal or business 
relations. Proceeding to deal with the business of the meet- 
ing, the Chairman said. his company occupied an entirely 
independent position in the matter. They were not financially 
Interested in the Barcelona Co., but, as trustees for the bond- 
holders, they were very much interested in anything that was 
done that might affect their security or their interests. The 
committee which had been at work for some time had pre- 
pared a report, copies of which had been circulated, and after 
a careful and exhaustive study of the proposals made by the 
coninittee he had no hesitation in recomninending their accept- 
ance to the bondholders. The report of the committee was 
largely based on the report of Dr. Parshall, who emphasised 
the fact that the company’s undertaking was in an uncon- 
pleted state and that it was of paramount importance that 
the enterprise should be carried through to completion. | 

Dr. Parsat then formally moved a series of resolutions 
to give effect to the report of the committee. 

Replying to а bondholder, Mr. E. R. Peacock, a member of 
the committee, said that it had not been found possible at 
the present, at all events, to locate the company in England. 
One of the reasons which weighed very heavily with them in 
coming to that decision was the fact that of the £8,000,000 
of bonds outstanding, more than half were held on the Conti- 
nent, and a further very substantial amount was held in 
Canada. Those bondholders would naturally not be prepared 
t^ support a scheme which would locate the company in 
Fneland, and во make its earnings subject to the present 
heavy income tax. | | 

The resolutions were carried unanimously. 
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General Electric Co., U.S,A.—The report for 1914 
shows gross income of $90,467,692, against $106,477,489 for 1913. 
Costa, which include expenses of development, manufacturing, 
selling, administration and patents, and also depreciation in factory 
and planta, amounted to $51.496,728, against $96 207,834. Profit 
from sales amounted to $8,970,963, against $10,269 605. · Total in- 
come was $11,855,383, against $14,065,789. Net profit amounted 
to $11,287,827, which is equal to 11°12 per oent. earned on 
$101,485,700 capital, as against $13,489,357, whigh ia equal to 13°2 
per cent. earned on $101,381,200 in 1913. Surplus, after dividends 
had been paid, was $3,145,000, ss against $5,310,153. The directors 
state tliat, while there was a decrease of about 25 per cent. in the 
value of orders reoeived, the total number of transactions was 
practically that of the previous year. The unfavourable retation 
between the number of ordera and their value, characteristic of 
periods of depression, has operated to increase materially the cost 
of securing and handling ‘bosiness.— Financial Times. EN 


Stock Exchange Notice, — The Committee’ has been 
ue to allow the following ssourities to be quoted in the Official 
ist :— ; gus 


Calcutta Blectrio Supply Corporation, Ltd.—Farther issue of 6,220 ornat i 


shares of £5 each, fully paid, and 3,780 o dlnary shares of £5 each, £4 

„ (within Nos. 250,001 to 260, 000); and 6,808 6 per cent. cum. pref. shares of £6 
esch, ful!y paid, and 8,692 6 per cent. cum. prel. shares of £5 eaoh, £1 paid 
(within Nos. 900,001 to 210,000). 


Gell Telegraphic Appliances Syndicate, Ltd.—Mr. 
Justice Astbury, in the Chancery Division on Taesday (May 11th), 
on the petition of Gell Telegraphic Appliances Syndicate, Ltd., 
confirmed the reduction of capital of the company by cancelling 
103. of the £1 shares. Counsel for the company said the capital 
was £40,000, of which £37,700 was issued. That would be reduced 
by £18,850, the amount of capitallost. The object of the oom- 
pany was to acquire certain patents for a machine in connection 
with sending telegraphic messages, and a great deal of money was 
spent in experimental work. Further patents had been taken out. 
Ther. was evider cə of the loss. 


ry 
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STOCKS AND SHARES. 
i Teespay EVENING. 

Every class of the community has been deeply stirred by the 
unspeakable infamíes perpetrated so rapidly one on top of the 
other by the enemy within the short space of one week. The 
Stock Exchange, of course, has shared to the fall the horror which 
thrilled the civilised world at the latest revelations of German 
barbarity. In Capel Court, business came to something like а 
standstill. Stock Exchacge men clamoured for immediate action 
to be taken by their Committee, for turning out of the markets 
those members who, although naturalised, have Germany or 
Austria as their fatherland; and the Committee, genuinely 
alarmed for the bodily safety of those naturalised members, sent 
them a strong warning not to enter the markets at present. 

A slight demonstration, unduly megnified by most of the news- 
papers, occurred on Saturday morning, when, for the firat time 
since the war started, the Stock Exchange partially lost its mental 
equilibrium and became a shade hysterical in its barning indigna- 
tion at the murder launched at the Lusitania; The last few 
business days have been completely overcast by the shadow of this 
tragedy : the immediate effect upon prices was comparatively 
smal), bat the springs of investment and speculation have been 
frozen, and business marched to a halt. 

Prices gave way not from any selling that took place, but by 
reason of the numbness produced by the all-prevailing окове. 
Markets are, in a sense, asphyxiated by the poisonoue gas of such 
wanton wickedness. A few quotations are a little lower, but 
Telegraph issues as a whole are firm, and, amongst industrials, 
improvements have occurred in Elison & Swan fnlly.psid shares 
and in General Electric Preference. oie 

In calculating the yields derivable at the present time from 
certain Telegraph and other stocke, the dividends on which,are 
paid free of income-tax, we have hitherto based the returns upon 
the dividends as though they were paid in the ordinary way— 
that is, lees tax. To do this, however, seems scarcely fair; and, 
accordingly, we have amended our list in such cases as thore 
where companies distribute their dividends free of tax. То put the 
matter clearly : it is obvious that a dividend of 8 per cent. lets 
да. 6d. in the £ for income-tax, really amounts to a net return «f 
7 per cent. to. the shareholder, and therefore'7 per cent. free of 
tax is precisely equal to 8 per cent. lees the deduction. It will be 
noticed that the yields on Eastern Extensions, Eastern Telegraph 
Ordinary, Globes and Western Telegraphs are enhanced in no emall 
degree by this recalculation, which we have made simply in order 
to bring the comparative figures into their correct perspective 
when viewed alongside other securities, Our method of working 
the sum isto take the yield in the ordinary way, and then to 
multiply it by eight and divide by seven, because the income-tax 
is now 124 per cent.— 2s. 6d. in the £. | 

- There ia a steady demand for the Eastern Telegraph group, and 
Western Ordinary have improved to 131. Last week's substantial 
rises in Great’ Northerns and Indo-Europeans have been well held, 
but the Anglo-American issues are slightly lower in sympathy 
with the prevailing sentiment eleewhere, which affected acately 
the market in railroad shares іп New York, although ita effects 
were shorter-lived than those in the London market. One or two 
of the South American Telephone shares were a little eat ier; 
and Maroonis slipped back to 238, 9d., Canadians being бв, 3d. and 


Americans 108, 34. The American Compauy has just issued its 
report, in which it is stated that the company’s ship and shore 
equipments are 20 timeg greater than those of three years ago. 
No dividend is paid, but a surplus of $150,000 is carried forward. 
The Eastern Telegraph report showa good progress, and the net 
profit of £752,000 (after all deductions) is £73,000 higher then 
that of a year ago. The West African Telegraph is paying t per 
cent. for the year. There is little or no market in the company's 
share: West Coast of America shares are supposed to be some- 
where about 55, as against 20:. when war broke out. The board 
have decided not to pay s dividend, because of the necessity for 
making а provision of £10,000 against depreciation in investments. 
The 4 per cent. Debentares, guaranteed by the Western Telegraph 
Company, stand about 93. ЕС 

The Home Rail market shows an amount of firmness rather 
surprising in the circumstances. There are buyers about of 
Central London stocka, and the Underground group as a whole 
is very steady. Income bonds fell а point, and in this case also it 
will be noticed that we have oorreoted the yield in the same way 
as indicated above, because the interest on these bonds is paid free 
of tax. The Bill which-has been prepared for authorising closer 
working agreement between the City and South London, the Dis- 
trict, Central London, London Electric and London General Omui- 
bas Companies, is being discussed with languid interest, and is 
expected to meet with a certain amount of opposition. 

Mexico issues, a» a whole, are better, and a rise of 10 points 
oarried Mexico Trams to 40, the Company's 6 per cent. bonds at 37 
being 2 points up. Mexican Light and Power shares are steajy, 
but the First Bonds are a poiat higher at 51, and the prevailing 
impression appears to be that the worst of the Mexican trouble 
has been surmounted, with the fature showing at least a gleam of 
poseibility that matter& msy yet straighten out. The same sub- 
dued optimism has been felt so frequently on former occasions 
that its revival leaves.one rather cold, although we suppose that 
in the mere nature of things the day will dawn when Mexico ie 
once more at peace, and her people free to pursae commerce and 
iniustry. Meanwhile, the attempt made upon the life of the 
present provisional President of the Republic, Senor Rique 
С »1z4le8 Garza, has not looked as though the revolution had been 
settled, and an all-round decline in Mexican Railway atocks shows 
how the outlook is regarded in other quarters. 5 

Brazil Traotions have gone back a little to 55, though the Rio 
exohange keeps pretty steady at 1251. There is little doing in the 
shares at the moment, Anglo-Argentine l'ramwaya 5 per cent. 
Debenture stock has hardened to 904, at which the yield of 
£5 101 6d. per cent. still looks tempting. Calcutta Electric 
Supply Ordinary shares improved to 61 on the issue of the report 
this week, showing an increased profit for the year of £13,500. 
The final dividend of 54 per cont. makes 9 per cent. for the year, 
the same as for 1913; aud the carry- forward of £11,500 із £4,000 
better than it was 12 months ago. Oalcutta Tcamways stand at 


А 


61, but they are ex dividend, whereas the Supply shares are cum. 


58. 6d. per share. | | н 

In the Industrial market, Edison & Swan fully-paid shares have 
recovered to 2, a rise of 53., and this is the prinsipal alteration on 
the week. Callender's are firm at 12, оп the issu3 of the report, 
which states that all the departments of the company's factory 
wete profitably engaged to their utmost capacity up to the end of 
last Jaly, baton the declaration of war mach of the basiness in 
hand was stopp3d. Reorganisation of the fastory to məst altered 
conditions of trade has resulted in some of the departments 
now being busy, while others are well осзпріеј. The Admiralty and 
War Office placed special orders wth the company shortly after 
the outbreak of hostilities. The direoto:s stats that the war has 
for the moment caused a suspen- ion of all telephone extensions, 
but that this work will without donbt be resumed when the war 
has ceased. Rubber shares are quiet, with a dullish tendency in 
some of the leading issues, and not mash business in progress, 
Nor is there any farther activity amongst armament shares, р :ісез 
keeping just steady. 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC . RETURNS. 
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Month | Receipts (ог 8 2 Route 
Locality, ended the ^ (се! Total to date. miles 
(4 wks.); month. А 1 | open. 
Mgr tea ee eS 5 : | EO 
2 4 | 2 2 3 
= А | ) 
Blac 1-Fleetw'd May 1, 1,929 |—1,227 17 6,073 |— 1,109 8 T 
Bristol - ..  .. April 80 | 88,172 41,719 17 | 148,276 [412,999 30 
. Chatham and Dist, | May 6 | 4.450 + 485 18 18,371 | + 2,674 14:98. .. 
Cork „ April 29 2,001 — 93 17 7,655 — 315 54255 
Dublin M Si „ 80 | 25,759 72,071 17 | 93,353 | + 5,521 . 9:89 : 
Hastings .; .. | |, 29 3,193 — 17:9 | . 687,198] .. 
Lancashire United | May 5 6,67 — 918 18 99,129 |— 55 42 
Llandudno-Col.Bay April 30 1,431 |+ 155 91 4,645 |+ 103|65|., 
Tyneside .. .. |, 21 2,264 — £90 16 8.231 — 110,11 
Anglo- Argentine. „ 29 205,027 |—13,213 17 | 867,398 ENa ER wa 
Auckland. - „ 9 29.216 —1,56 40 207,101 |+ 3027 2542! 146 
Calcutta .. | May 1 16,534 1—1,064 , .. . 8 5, А xa 
Kalgoorlie, W.A... | Feb. | 2,452) .. | В| 47M, .. s 
* Madras s4 .. April 30 | 1,024 | + 5,17 15,2204 |— 331 


Montevideo ee | April 
Dablin-Luoan Rly, p 80 


174,055 —25, 526 ME Шен 
12 17 2,184 — 52 7 


1 
| | 
йы, | 
— — ͤ —w’K—— —ä— — — 


* Two weeks, 
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SHARE LIST OF ELECTRICAL COMPANIES. 


Номк ELECTRICITY COMPANIES, 


Dividend, May 11, Riseor fall Yield 
1914. 1915. this week. p. o. 


Brompton Ordinary... - . 10 — £6 1 8 
8 do. . vs m 1 Í — 210 ч 
baring Cross Ordinary i е — 
do. do. do. Pref. e 4 = 9 1 
до. do. City Pre П ee ee 4 4 -— b 19 6 
do. b. ee . . ee 4 90 — 4 9 0 
Chelsea PE oe ea 5 4$ -— 6 8 1 
do. 44 Deb. . ae — m 44 93 = 4 1710 
City of London... s EN 9 141 — i 6 6 4 
do. do, орао, Pref, 6 123 — 418 0 
do. do. © 6 112 — 49 8 
do. do. е A Deb. ee ee * 44 98 — 4 11 10 
County of London А es Ks 1 114 — 6 1 9 
do. do. õ per cent. Pret, .. 6 lig — 5 8 6 
do. do. lst Deb. T d 100 — 410 0 
do. do. Фа Deb. А 4 05 ха == 414 9 
Kensington Ordinary .. А ө» 9 1 — 6 8 7 
London Electric .. 25 is is 4 13 — 618 0 
do. do. 6 per cent. Pref. .. 6 5 — 6 00 
do. do. 4 eb. oe ee oe 4 87 - 4 19 0 
Metropolitan A . 8% — 612 6 
do. r cent. Pref. 4 — 6 12 6 
do. 4 eb. eec 4 94 -— 4 15 9 
do. Deb. es ee ee 16 =» 4 18 4 
Bt. James’ and Pall Mall «s 10 8 — 6 6 O 
do, do. do. 7 percent. Pref. 7 62 — 5 9 10 
do. do. do. 8à b. ee ee 84 16 == 6 4 18 4 
South London ee ee 5 8 — 6 18 4 
South Metropolitan Pref... Фә 1 1 — 6 4 5 
Westminster Ordinary ee oe ee 9 1 — 6 0 0 
do. 4 Prof, eo eo oe 44 7 4 19 4 
TELRGORAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pret, .. еа si 6 p xd — 5 12 
do. De . ee ce ee 14 95 — $ 6 12 1 
Chile Telephone oe ee ee en 8 83 -— ё 6 18 
Cuba Bub. Ord. ee oe ee eo 53 8 == 6 b 
do. Pref. oe ee oe oe 10 16 — 6 5 
Eastern Extension x © as 1 18K + 3 *6 17 
do. 4 De 0 ee ee 4 93 — 4 1 
Eastern Tel, Ord.. . en oe oe q 186 — *$ M 
do. 84 Pref, ee ео oe 84 74 — 4 и 
до. 4 Deb. ee ee ee 4 98 — 4 7 
Globe Tel. and T. Ord. .. x «6 6 111 — 6 2 
do. Pref, oe ee ee 6 19 — 5 0 
Gs. Northern Tol. ee ee oe 99 83 = 6 17 
Indo-European... ‘a ee .. 66/- £6 — 5 16 
Marconi ee ee oe 20 11 — 11 17 
New York Tel. 43. - ёв 44 98 xd — 111 
Oriental Telephone Ord, ER . 10 3 — 50 
do. Pref. ee ee 6 lá -— 5 1 
Tol. E а Deb. . oe . oe $$ B8 =r 5 2 
United R. Plate Tel. PN à ee 8 ek — $ 6 3 
do. Pret. ee ee 6 b — 6 0 
West India and Pan. ә T 1 1 — B 16 
Western Telegraph 5% - 80 7 18 + *$ 16 
do. 4 Deb, ee oe 4 91 —1 4 6 
Home Raita, 
Central London, Ord. Assented .. 4 18 +4 6 20 
Metropolitan ee ee oe ve 1 29 = 4 4 9 
ergro ectrio inary eo МЇ. — Nil 
do. do. д” ee ee Nil gie == Nil 
do. do. Inoome >» 6 80 — 18 11 6 
Forrion TRAMS, 40. 
Anglo - Arg. Trame, Ne Pref. ee ef 4k = 6 4 0 
do. d Pref, ee ae — 7 2 0 
do. 4 ni ee oe 4 83 = 4 16 5 
do. 4 Deb. ве oe 44 83 е 1 6 2 8 
do. b en: avs се Б 904 +1 510 6 
Brazil Tractions .. - e 6 65 xd — 4 1018 9 
Bombay Electric Pref. .. © T 6 103 — 6 16 10 
do O. t De 0 ea ee 4 91 —Q 4 19 0 
Mexico Trams "^ e Ni 40 4 10 Nil 
do, b per cent. Bonds = 68 — QNI 
do. 6 per cent. Bonde .. — 87 +2 Nil 
Mexican Light Common ar , Nil 20 — Nil 
do. Pref, . ee ee Nil 4 — Nil 
do. lat Bonds ee ee — b + 1 — 
Adelaide Bup. 6 per cent. Pret. o 6 63 — 614 8 
do. 6 Deb. ee ee ee 6 108 - 4 17 1 
MANUFACTURING COMPANIES, 
Babcock & Wilcox we - „ 14 62/- — 6708 
British Aluminium Ord. - e 6 16 — 411 1 
do. Pret. T si 6 18/6 — 6 9 9 
British Insulated Ord. ‘ „ 15 E — 6 10 6 
do. Pref, è oe 6 — 5.0 0 
British Westinghouse Pret, .. e 7 113 — 715 0 
do. 4 Deb. oe oe es 4 72 — 5 11 1 
do. бр. lien А T 6 99 — 6 18 
Callenders oe oe ee oe oe 15 13 — 8 6 8 
do. 6 Pref... ae ee ee 6 5 и 6 0 0 
do. 4 Deb. ее ee eo 44 98 — 4 12 4 
Castner. Ke! oer .. oe oe 16 Pi — fh 4 12 6 
Edison & Swan, £8 pd. . ө .. Nil 13/8 — Nil 
do. do. fully pald rs .. Nil 2 +} Nil 
do. do. Deb. ee ee 4 63 -— 6 7 0 
do. do. 6%, Deb. ks $i 5 60 — 8 6 8 
W Construction .. va ав 6 13/6 — 7 5 6 
do. Pref, ee ee 1 1 — 7 0 6 
Gen. Елес. Pref. .. vis an és 6 1С + p 617 8 
Henleys ee ee ee oe oe 20 14 — 7 17 8 
do. 4 Pref, oe ee ee ee 44 4 — 4 12 4 
do. 4 Deb. oe e ee в 4$ 97 me 4 12 9 
India-Rubber ee oe ee oe 6 9à m 6 9 1 
Telegraph Con. X Ws .. 9 873 — 5 8 6 
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Wellingborough Electric Supply Co., Ltd. —The 
annual meeting was held on Monday at Electrical Federation 
Offices, W.C.—The report showed that the total capital expenditure 
at December, 1914, was £42522. The total revenue was £3,493, 
and the working expenses & 2.75, leaving £1,018. After providing 
£111 for interest on loans, and £334 for debenture interest, there 
is а surplus of £543, which reduces the balance at the debit of net 
revenue account to K. 07. The unite sold were 355,459, as com- 
pared with 310,551] in 1913. 
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MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday, May 12th. 


Latest Forinight's 


CHEMICALS, 40. Price, Ino, от Des. 
= Acid, Hydroohlorío ee oe per owt, o - 
w O oe oe ee ee " - ee 
2 e" Oxalic ee ee ee per Ib. ae . 
а „ Sulphuric .. oe „ per owt, . ee 
а Ammoniac Bal vá oe РА £49 - 
a Ammonia, Muríate (large orystal) per ton £40 bs 
a Dioaohing pomer es 80 аф " £9 T 
e Bi o ot Carbon 0 0 ee п £21 ы 
а Вогах.. eo ee ee ее и £22 • 
ee ee « £29 
L Nitrate ee ee ee » £35 ee 
a » te өө ee э ae ее 
а Pero xide өө ee oe н ee oe 
e Methylated $. per 0 Й ee 
a um, chromate in casks per ib, 1d. és 
a Potash, Canstio (88/00 %) es per ton " s 
4 W Ouid mn es ee ee per lb. i АИ 
eet 90 ee 
P Potassium. iem (98/100 * "m k Nom. - 
(for purposes o 
e Shellac oe ee LIN per ow, 66/- ee 
a Sulphate of Magnesia ee per ton ii vs 
а Bulphur, Sublimed Flowers ee % £11 10 sa 
a m Pecoreres «es M а &8 xs 
2 Bods, Caustic ati bisa юз»... -. 210 26 
a ee м 
a 90 Chlorate oe ee ee por ib, 104. oe 
a eo oe ee per ton 45/- 
e Bodiam romate, casks . per lb. bad. 
METALS, 40, 
b Aluminlum м, in ton lots .…. per ton 290 T 
(1 to 14 8.W.G.) n 5 
b восе in ш lote .. " A10 
p Babbite’s meta) : £60 to £291 
c Brass (rolled metal toL bests) per Ib. 1/- to 1/03 ae 
0 » (brased 5 ee " 1/08 ee 
с и solid drawn) ee " 1/04 to 1701 . 
с и ee Г 1/03 to 1/04 oe 
o- Tubos (solid ‘arawn) is e 1/14 to1/13 че 
а „ Bars (best selected) .. peor ton £100 ha 
g м eet oe oo бө и 2100 ee 
g м oe ее eo ee и zm 
d (Blectrotytic) Bars ee » 489 #3 inc 
d. б еш... + £107 £3 inc. 
d " .O. Wire pec ib 1144 15 ine, 
d " м . pet iD, ‘ . inc, 
f Bbonite Rod ee ee ee м 8/. . 
7 » Bheet ее oo ee » 2/6 * 
a 5 . tee oe " бло vs 
b Gotte-perc ae ec ` oo “ oe 
b India-rubber, Para fine .. oo » 2/7 1d. inc. 
i Honc) (Cleveland warrants) .. pet ton 64/7 lld. dec, 
і A No. 5 ке. qual, 1 £20 s 
g TN English Pi ee " £21 805 
. Wire e. ЫЫ ee ee DOr чыл 212 ee 
per а 
€ Mice (2 orie . cases) small .. per Ib, 3 ` 
2 s « ane н 660108 о 15 
ee и е ee 
o S nike, boc, mi wire, "о, ee es L inii 1783 p ee 
os plain о 
о-ва ОД Бан & © 1/2 to 1/84 
, » rolled strip & sheet " HE Me 
[ Platinum ee ee per 08, T 
d 5 Bronse wire. per Ib. ° ] y 31d. inc. 
Blook (i in bare ee per ton £70 oe 
7 Tin, Ы ш) оо өө - £165 » 
Nos. 1 to 16 ee ee per Ib, 2/8 oo 
а ык, Anz. friotiog Metals per ton 452 to £194 
Ё Bino, 8h't Vieille Montagne bnd.) m Nom, s 
Quotations supplied by— 
a G. Boor & Co. 4 Bolling & Lowe. 


K Morris Ashby, Ltd. 

1 Richard Johnson & Nephew, Lid. 
m У. T. Glover & Co., Ltd. 

a P. Ormiston & Sons. 

o Johnson, Matthey & Co., Ltd. 


rs W. F. Dennis & Co. 


b The British Aluminiam Co., Ltd. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Bons, 

1 India. fe tubber, Gutta- Percha and 

Telegraph Works Co., Lid. о, 

James & Shakspeare, 
Eaward Till & 


Lewes and District Electric Supply Co., Ltd. — 
The capital expended during 1914 was £388, making the total 
£34,163, The revenue wae #4068, and the expenses were 
£2,410, leaving £1,659. To renewals fund £400 is placed. to 
reserve £200, 2 per cent, is paid on the ordinary shares, and £199 is 
to be carried forward. The demand for energy for lighting and 
power continues to increase satisfactorily. The number of installa- 
tions connected has increased from 419 to 448. The units sold 
aggregated 279 018, as compared to 21.408 in 1913. The annual 
meeting was held at Electrical Federation Offices, W.C., on 
Monday. 

Yorkshire (Woollen District) Tramways, Ltd.— 
The annual meeting was held at Electrical Federation Offices on 
Tuesday. The report, to which we referred briefly last week, 
showed that the capital expended during 1911 was £3,378, making 
the total £338,735. The passengers carried, with the same route 
mileage, сагв and omnibuses, was 11,003,293 in 1913, and 11,532,764 
in 1914. The proportion of expenses to receipts remained unaltered 
at 61 per cent, 
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THE POWER SUPPLY OF THE CENTRAL 
MINING-RAND MINES GROUP. 


By J. H. RIDER, M. I. E. E. 


— 


(Abstract of paper read before the INSTITUTION OF ELEOTRICAL 
ENGINEERS, April 15th, 1915.) 


(Continued from page 672.) 


The most general form of depth indicator used on winders . 


on the Rand is the dial pattern. The dials are usually about 
5 ft. in diameter, and are mounted on high cast-iron pillars 
facing the driver's platform. i | 

When the old steam winders were converted to electric 
driving the original depth indicators were kept in use, and 
the electrical instruments, being of a small size, bad to be 
mounted on or close to the driver's platform so that they 
could readily be seen. | 

ared to the author that it was a wrong principle to 
e driver have to watch two sets of indicators, one 
mechanical and one electrical, in such different positions and 
at such different distances, and that the eye strain must be 
detrimental. He therefore endeavoured to bring all the indi- 
cators to one place, at a distance of about 6 ft. in front of 
the driver, and decided to use & depth indicator of the dial 
pattern, of the type in which the pointer moves through a 
very wide angle, covering at least 13 turns, in a circular path 


of constantly and regularly increasing (or decreasing) radii. 
So far as he is aware this t was first designed and used 
by Mr. Roberts, of Knights Central, Ltd., Germiston. 


The final arrangement is shown in fig. 6, from which it will 
be seen that the electrical instruments and the air pressure 
gauge for the brakes are mounted between the two dials. The 
indicator pointer is carried in a rectangular groove at the 
front end of the pointer spindle, and is guided in its circular 
motion by a small roller on the underside, which engages in 
a roller path formed in the depth of the dial face. A small 
screen is fixed at the outer end of the pointer, which covers 
up the markings on the inner ring when the pointer is indicat- 
ing on the outer ring. 

dials are of only 27 in. diameter, and the end of each 
pointer can move through a total path of about 116 in. This, 
with only an 8-16, diameter drum, will serve for a depth of 
2,900 ft., on the basis of 1 in. of movement for each revolution 
of the drum. 

The complete indicator set is mounted on two pillars imme- 
diately in front of the driver’s platform, with the tops of the 
dials at a height of bout 4 ft. above the platform level. The 
driver is thus able easily to see over the top, to watch the 
drum marks, ropes, etc., when necessary. | 

The driving spindles for the dials are connected by gearing 
to the drums in the usual way. 


Immediately beneath each dial in fig. 6 will be noticed a 
small square box, with two arrows on the front side. Each 
box is divided into two vertical compartments, with an incan- 
descent lamp inside each. The arrows are stencil cut through 


the cover, each right-hand arrow being covered by red glass 
and each left-hand arrow by green glass. A small control 
switch is connected to the operating lever, so that when the 
ekip in the left-hand shaft compartment is being raised (and 
the skip in the right-hand compartment being lowered), the 
right-hand arrow (red) under the Ibft-hand dial, and the left- 
hand arrow (green) under the right-hand dial are illuminated. 
The reverse action takes place when the skip in the right-hand 
shaft compartment is being raised. The driver has therefore 
an instant indication as to which skip is being raised, and 
follows the movements of that dial indicator pointer which 
has the red arrow under it. | | 
Next to winding, the most important duty of the electric 
motor on a mine 18 probably that of underground pumping. 
Motor-driven geared ram pumps for heads up to between 


— 


2,000 and 3,000 ft. were the common practice until 1912, 
when, on the advice of the engineers of the group, it was 
decided to use high-speed, multi-stage centrifugal pumpe, with 
direct-coupled motors, at the South Rand shaft of the Crown 
Mines, Ltd., and at No. 1 Shaft, Durban Roodepoort Deep, 
Ltd. Each plant consists at present of two pumping units, 
each of which comprises a high- and low-pressure 8-stage 
Sulzer pump, with the motor arranged between the two 
pumps, and lifts 375 gallons of water per minute to a height 
of 2,400 ft. The sets run at 1,470 R.P.M. and take about 


B.H.P. 

A little trouble was experienced at first owing to the nature 
of the water, which was slightly acid and contained a large 
amount of finely-powdered rock in suspension. A scheme of 
settling sumps was then arranged, in which the acidity of 
the water is removed by lime treatment and the suspended 
matter is allowed to settle. Since t sumps have beer 
provided the plant has worked with great success, and is now 
being extended. | 

The importance of reliable underground mining pumps, and 
particularly of the electric supply to the motors of such pumps, 
cannot be over-estimated. A stoppage of less than 24 hours 
would be sufficient in some cases to flood the lower levels of 
the mines, which would not only drown out the pump 
chambers, but involve bailing in the shafts by means of tubs 
and the winding plant before the pump chambers could again 
be entered. For the lowest level of the South Rand Shaft of 
Crown Mines, Ltd. the pump motors will be operated at 200 
volts from oil-immersed transformers, and the rotors will be 
of the squirrel-cage type. They will be started with the 
primary windings of -the transformers connected in star, 
which will be changed over: to mesh connection when full 
speed is reached. e object of this is to render the motors 
less liable ta breakdown should the pump chamber become 
flooded. There will be no switches between the transformers 
and the motors. 

The other classes of pumps used on the mines are generally 
electrically driven by belts. Nearly all the motors are of the 
elip-ring type, in which the rings are short-circuited and the 
brushes lifted at full speed. Belt driving has been found to 
have many advantages over direct coupling, as the. pumps are 
often in positions, such ae pits which are liable to be flooded, 
where a motor could not be placed, and, owing to the increases 
in the reduction plants from time to time, it is very convenient 
to be able to alter the speeds and lifts of the pumps merely 
by altering the sizes of the pulleys. | | 

The stamp mill is a feature of all gold mines. The Cali- 
fornian type of stamp is in universal use; it consiste of a 
circular steel weight, about 9 in. diameter, and 4 ft. long, 
fixed at the lower end of a steel rod called the stem. The 
rod and ite stamp are lifted by means of a cam, which, by 
rotating, engages on the underside of a tappet on the stem, 
lifts it for a distance of about 8 inches, and then allows the 
whole to fall by gravity on to a steel block at the bottom. 
Double-armed cams are employed, and the stamps are gener- 
ally set in blocks of five or ten, and worked from a common 
cam shaft, the cams being arranged so that the stamps fall, 
one after the other, in а regular sequence.. The ore is fed 
with water under the stamps, which weigh from 1,200 to 
2,000 Ib. each. 

The cam shafts of the different stamp groups are driven by 
belts. Each stamp requires 5 H.P. on the average. e whole 
of the work is done by the motors in lifting the stamps, and 
is therefore the same whether any rock is being crushed or 
not. 

The cams are double armed, and therefore the cam shafts 
revolve at only 49 R. P. M. This is a low speed and entails the 
use of a countershaft to enable a standard motor to be used. 


"The largest pulley which is practicable on the cam shaft is of 


7 ft. 2 in. diameter, and even with this the belt speed is only 
1,100 ft. per minute. Very wide belts have to be used, with 
a jockey pulley to keep them tight, owing to the nearly ver- 
tical drive. Between the motor and the countershaft a belt 
speed of 2,630 ft. per minute is obtained. 

Although the existing form of stamp mill is such a crude 
device and has apparently so many engineering defects, it 
has survived and will continue, because of its extreme eim- 
plicity and consequent reliability. | 

The modern practice is to crush to a moderate fineness only 
in the stamp mill and to complete the process in tube mills. 
By this means the output capacity of the plant is considerably 
increased and a much finer product 1s obtained. 

A tube mill takes a considerable amount of energy to start 
it rotating, as the whole of the weight of the material lies at 
the bottom. It is also very sensitive to overloading, and many 
tube mill motors have been burnt out from this cause. Motors 
of 100 н.р. have been generally used, but these are gradually 
being replaced by motors of 125 н.р. and 150 н.р. for this 
reason. 

A number of attempts have been made to drive tube mills 
by direct gearing from the motor shaft, but, so far as the 
Rand is concerned, with no great success. Motors running at 
365 R. P. M. were used, with ''Citroen"' single-reduction gears, 
consisting of & pinion on the motor shaft and a spur rim 
bolted on the outside of the tube mill at one end. e gear 
ratio was about 13 to 1. The end movements of the tube mill 
were sufficient to do away with all the benefits of the high- 
class gears, and even with a flexible motor coupling caused ` 
great gear wears and trouble at the motors. 

The present standard practice 1з to use a motor running аё 
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585 K. P. M., to belt this to a pulley on a pinion shaft running 
at 120 R.P.M., and to use straight toothed gearing with a 
ratio of about 4.3 to 1. The mechanical efliciency may be 
toy less, but the commercial efficiency is adedi greater. 

‘our of the mines in the group do not obtain their supply of 
colpressed air from the air mains of the power company, 
but use electrically-driven compressors on their own property. 

lhe rope-driven compressors are all of the horizontal 9- 
stage type, and in each case have been converted from steam 
driving by removing the steam pistons and replacing the fly- 
wheel by a rope pulley, on to which the motor drives. The 
direct-coupled compressors are, with one exception, of Messrs. 
Belliss & Morcom's standard vertical 2-stage pattern. 

Intercoolers are used between the different stages of all the 
ooinpressors.” The driving is by 3-phase constant-speed motors. 

The Belliss compressors were purchased under efficiency 
guarantees, and it 1s interesting to note that their testing was 
the means of converting the makers from their practice of 
stating the output on calculations, to the more accurate 
method of actually measuring the output. The difference 
shown by the two methods, as the result of tests, was that 
the measured efficiencies were about 10 per cent. below those 
guaranteed. The volume of free air (at atmospheric pressure) 
delivered by кш compressors is generally not more 
than 88.5 per cent. of the piston displacement, and is very 
often less. Calculations from indicator cards generally show 
from 99 to 95 per cent. 

The power company bears the whole cost of operating the 
above compressor plants, including the electrical energy, and 
the mines pay for the air through meters in the ordinary way. 

Small electrically-driven compressore, of capacities from 3 to 
§ lb. of air per min., are used in conjunction with the brake 
gears of the electric winders, as stand-bys in the event of 
failure of the power company's air supply. They are hardly 
ever used. 

Electric power is employed underground for hauling the 
broken ore from the stopes to the ore bins adjacent to the 
shafts. both by main and tai] rope haulages and by electric 
locomotives. e former are operated by fixed 3-phase motors 
and the latter from overhead wires. 

Main and tail and continuous rope haulages are used on the 
surface to convey the ore to the mills, the sands and waste rock 
to the dumps, etc. Belt conveyors are also frequently em- 
ployed. The application of electric motors to these services 
presents no epecial features. 

The only difficulty in using motors for driving crushers is 
caused by the great amount of fine dust which always accom- 
panies dry crushing operations, Even though the motors are 
generally placed in separate houses, the dust manages to find 
its way through the necessary belt and shaft openings, and in 
time seriously chokes the ventilating passages of the motors 
and gets into the bearings. 

The work of the crushers is very variable and intermittent, 
and the R.M.S. loading of the motors is very low, when a 
separate motor is used for each crusher. Notwithstanding 
this, it is better practice to use а separate motor for each 
crusher than one larger motor for several crushers, as it not 
infrequently happens that the maximun crusher loads occur 
at the same time. There are not enough crushers employed 
at the individual stations to give anything hke a levelling-out 
of the load. 

As a rule all motors of 50 н.р. and below are wound 
for 525 volts, and all motors above 50 H.P. for 2,100 volts. Those 
below 15 H.P. are of the squirrel-cage type, and those above of 
the slip-ring tv pe. 

The small squirrel-cage motors are started by switching the 
stator directly on to the mains. In the future it is intended 
to use motors with squirrel cage rotors for much larger sizes, 
and these will be started by means of ‘compensator trans- 
formers. 

The slip-ring motors use a water tank with three dipping 
plates in the rotor circuit for starting purposes. The stator is 
switched directly on to the mains with the plates raised, and 
thev are then gradually lowered until they are short-circuited 
at the tank. The ringa are then short-circuited on the motor 
and the brushes raised. The usual short-circuiting arrange- 
ment is generally so defective that in many cases it has been 
removed, and the motor run with the brushes always down 
on the ship-rings. 

In order to avoid a high pressure across the elip-rings on 
aturting up, either а small (high value) resistance is con- 
nected between the dipping plates, or the level of the liquid 
іч so arranged that the tips of the plates are always immersed. 

Maximume-current and no-volt trip coils are used on the oil 
SW ite of all slip-ring motors, and of larger squirrel-cage 
побоя Which are started by compensators. For sinall 
aquirrel-caze motors, which are self-starting when the stator 
is switched on, fuses only are used. 


(To be continued.) 


Discussion АТ BIRMINGHAM. 


Mr. N. B. Rosier «iid the paper difered from most others, in 
that it adinitted that there had been troubles and failures of the 
piant. The author was to be commended for having made 
these adinissions: it was from records of failure and troubles 
esperteneed that frequently most was to be learned. Some 
rather astonishing particulars were given of bad design and 
wetktnanship in the plant installed. It would be interesting 


to know where the plant was made: he would be surprised to 
hear that it came from this country. When he was in Cape 
Cclony some years ago a large proportion of the electrical 
apparatus was purchased from the United States on aecount 
of the exceedingly low freights by comparison with those 
quoted for goods from Europe, As regarded British products, 
he could not agree with the author that flimsiness of design 
was the usual characteristic of three-phase motor brush gear. 
Neither did he believe that it would be easy to find British- 
made motors in which the stator frames became distorted 
under load, or in which a 6-ft. rotor had a radial air gap of 
only 1 mm., a more usual figure being ‘at least double that 
amount. With regard to the author’s formula for minimum 
radial air-gap, it would appear that the figure obtained by 
this formula for the 6 ft. diameter rotor was cutting it rather 
fine. A rough approximation for the air gap, which he had 
found to agree very closely with the рар as measured оп а 
large number of motors of various makes and sizes, was to 
take the gap as being 1/500 of the rotor diameter. This 
formula gave rather too large a gap for motors having rotors 
of such large diameters as the one in question. He would 
ask the author why the drills were not electrically operated, 
as was being done with success in this country, instead of by 
compressed air. The efficiency of a compressed-air system did 
not as a rule exceed 30 per cent., whereas the efficiency of the 
electric system might be taken at 80 per cent. Assuming that 
compressed air must be retained for blowing out the workings, 
would it not on the whole be more advantageous to install 
electrically-driven compressors at each mine? 

Dr. C. C. GARRARD said there was no doubt that for large 
power consumers the system of having three separate meters 
in series was а very good one. He asked whether each was 
provided with its own current and potential traneformers. 
With regard to fig. 5, it appeared to him that this diagram 
had a very serious fault in that should the apparatus go wrong 
in any way, warning was not given, and an accident might 
happen. For example, a break in the battery connection 
would prevent the warning hooter sounding. Any such appara- 
tus should be so constructed that in the event of ita going 
wrong it gave the danger signal and prevented an accident. 
Mr. Rider took up the thorny subject of the alleged inability 
or unwillingness of manufacturers to supply what the cus- 
tomer wanted. He trusted Mr. Rider would not think he was 
referring to him when he said that in the majority of cases 
the manufacturer knew very much better what the customer 
should have than tbe customer did himself. This was only 
to be expected, as the manufacturer devoted his life to manu- 
facturing, say, а particular article and knew everything about 
it from A to Z; whereas probably the purchaser had з вирег- 
ficial acquaintance with the article in question. The fine art 
of salesmanship, of course, was to conceal this fact and, while 
letting the customer believe he was getting what he asked for, 
to sell him what he should have. In this way future trouble 
was avoided which, if it did occur, the manufacturer was 
bound to get blamed for, whether it was his fault or not. The 
verv fact that these disputes could occur showed the great 
need which existed for an increased standardisation of elec- 
trical apparatus. The state of manufacture of electrical oil 
switches was at the present time quite chaotic. Mr. Rider 
apparently had specified a rating of 800 amps. 15,000 volts for 
his 2,000-volt switches. This, however, was quite an arbitrary 
figure. ‘The Verband Deutscher Elektrotechniker about a 
year ago laid down a rule that the rating of an oil ewiteh must 
correspond to the maximum current which it would have to 
break on short circuit in the situation where it was used. ° 
This was undoubtedly right. 

Mr. F. GREENHALGH asked, with reference to the operation 
of oil-immersed stator switches or liquid controllers, if the 
plain butt-contact switches which had been used to such a 
large extent, had withstood arcing satisfactorily, and whether 
they required much more attention than the open type carbon- 
break switches illustrated in fig. 4. While the liquid controller 
gave a particularly smooth acceleration, serious objection 
appeared to be taken to the manual labour required to operate 
it Had Mr. Rider had any experience with the type of liquid 
controller in which the dippers were lowered into the water 
by a float in a small chamber controlled by a gate valve, which 
cculd be adjusted to give any depth of immersion in some- 
what the same manner as that adopted in the standard liquid 
winding controller? Several of these controllers were already 
employed on small mine hoists in this country, and they 
would appear to have largely overcome the objection referred 
to, as the volume of water to be handled was much smaller 
than in the other case. 

Mr. J. М. М№агѕнь said that in referring to the tests of the 
motor-driven air compressors the author gave figures showing 
a discrepancy of 10 per cent. between the maker's guarantee 
and the results of a test on site. The larger part of the differ- 
ence he considered to be due to the method of estimating the 
output of air. The efficiency stated was so much lower than 
was usually obtained with this class of compressor that he 
doubted very much whether the method used was reliable on 
those particular tests. 

Dr. M. IL. Kix said that in view of the unique experience 
of Mr. Rider with three-phase induction motors used for main 
and tail haulage gears, he was particularly interested in bis 
remarks about this point. The three-phase winders were com- 
pared with winders controlled on the Ward Teonard system. 


* See Etec. Rev, January 2nd and 16th, 1911. — Eps. 
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The latter required for each winder an induction motor, а direct- 
current generator, and a direct-current motor. The last two 
machines introduced two large commutators into the working 
of the mes The haulage gears as installed in most mines 
oa the d only employed slip-ring-type induction motors, 
which offered advantages in cost of installation and in main- 
tenance, and reduced the possibility of trouble by decreasing 
the number of units required. In spite of this apparent sim- 
plicity, Mr. Rider seemed to favour the Ward Leonard system, 
apparently due to the fact that in the Ward Leonard system 
the whole speed control was effected-by shunt regulation, 
while in the cat. peg dad system, large weirs of liquid starters 
had to be moved by hand. 

Dr. Kapp said a debt of gratitude was owed to Mr. Rider 
for having given so eminently practical a paper; but this feel- 
ing of satisfaction was overshadowed with a feeling of un- 
easiness when they read of the failures recorded, not unavoid- 
able failures, but failures due to dishonest work. That any 
firm should send out faulty work patched up so as to hide the 
faults was bad enough, but that the work should be sent 
knowingly to a place where the lives of men depended on 
honest work was pod short of scandalous. e author 
had not disclosed the 


ers' names! but he would be glad 
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Fic. 24.—BomBay HpROo-ELECTRIC SCHEME: SECTIONAL ELEVATION ОЕ POWER House, KHOPOLI. 


if the author in his reply gave an assurance that these parti- 
cular examples of commercial dishonesty did not come out of 
British workshops. The author stated that a temperature 
rise of only 35° C. was allowed, nog he absolute tempera- 
ture, with an air temperature of 35° C., only 70°. This was 
considerably lower than the Engineering Standards Committee 
allowed, even for untreated cotton insulation. The air-gap in 
asynchronous motors by the author’s formula was smaller 
than generally allowed. He suggested that it would be safer 
to allow a larger air-gap and counteract its worsening effect 
on the power factor by using phase advancers. This would 
also have the incidental advantage of reducing the great varia- 
tion in voltage mentioned in the paper. 


THE BOMBAY HYDRO-ELECTRIC SCHEME. 
By ALFRED DICKINSON, M.LEE. 


{Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, April 29th, 1915). 


(Concluded from page 661.) 


The present installation covers two transmission circuits on 
one line of towers. The conductors consist of 7-strand hard- 
drawn copper wire, the area of each wire being 0.095 sq. in. 

For the creek-crossing spans a 7-strand hard-drawn silicium 
bronze conductor is used, having an area of 0.169 sq. in. The 
mechanical tests are a breaking stress of 14,000 lb., an elonga- 
tion of 14 per cent. in 6 in. and an elastic limit of 10,500 


lb. A torsional test of 8 twists in 6 in., and a wrapping 
test seg times round its own diameter unwrapped and re- 
wrapped. 
| Hor арна ар оп the site а twisted-sleeve mechanical joint 
is used, which is made by passing the two ends of the con- 
ductors in opposite directions through a copper sleeve, then 
clamping the wires and sleeve together with two clamps and 


‘rotating the clamps in opposite directions until the joint is 


made in several complete twists. 

The conductors are spaced 10 ft. 6 in. apart, and in the 
case of the intermediate towers are arranged delta fashion on 
either side of the tower, suspended on 6-unit insulators. In the 
case of the anchor towers the conductors are arranged verti- 
cally on either side of the tower and are suspended on 6-unit 
insulators. For the creek-crossing towers 7-unit insulators 
are used, the conductors being arranged vertically over one 
another on either side. : 

suspension insulators (fig. 25), which are 10 in. in 
diameter, are of two types, viz., of the metal hooded type 
with ball joints for using vertically on intermediate towers, 
and of the link type for using horizontally on anchor towers. 
They are made from the best-grade non-absorbent porcelain, 
highly vitreous, of uniform hard glaze, dark grey in colour, 


with metal hoods of malleable cast iron ‘and suspension links 
of penne mild steel, the threaded parts being sherardized 
and a special non-hygroscopic cement being used for cementing 
up the parts. The arrangement for attaching the suspension 
insulators consists of a sleeve, in which the conductor is 
clamped, and for the anchor insulators a gripping sleeve 
through which the wire is passed and fastened with a split 
nut, all the parts being galvanized. , 

Each unit with fittings in place is subjected to a mechanical 
test of 14 tons tensile stress for the suspension type, and 13 tons 
for the strain type, the stress being applied for 10 seconds in 
a tension testing machine. The completed units are subjected . 
to an electrical dry test of 60 kilovolts for 5 minutes and 70 
kilovolts for one minute, the prasu being obtained from a 
transformer giving a 50-period sine-wave single-phase supply, 
and the insulators have to withstand such tests without flash- 
ing over or showing any defects. a 

he towers are of Siemens-Martin steel and are built in two 
sections, a superstructure and a base riveted to the former 
on site. Three types are used, viz., suspension, anchor, and 
special towers at creek crossings, about 500 in all being re- 
quired. The design of all towers is based on a wind pressure 
of 25 lb. per square foot, the sag of the wires being regulated 
to give a factor of safety of 4 at this pressure and at a tempera- 
ture of 50° F. The suspension towers are designed to with- 
stand any two conductors breaking, and the anchor towers to 
withstand all the conductors breaking on one side. In addi- 
tion to the stress due to wind, the anchor towers are designed 
for a change in direction of 30° from the straight, up to 
an angle of 150° between the circuits, in the vertical or hori- 
zontal direction. 

Fig. 26 illustrates the three types of towers used. The ordi- 
nary towers are 62 ft. high from the ground, and are spaced 
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500 ft. apart. The creek-crossing towers are 160 ft. high 
from the top of the caiseons, in order to comply with the Gov- 
ernment requirement that no part of the transmission line 
shall be within 80 ft. of the water at high tide, and are 
spaced 1,185 ft. apart. Each creek-crossing tower is carried 
on four caissons, consisting of cast-iron cylinders, 6. ft. in 
diameter, filled with concrete. 

One tower of each type was tested to destruction at the 
maker's works. Such tower was erected complete on the foun- 
dations, and was loaded рауы under the conditions for 
which it was designed. e external loading was applied by 
steel hawsers to represent the stress-diagram conditions. Under 
these tests the towers showed the required factor of safety of 4. 

The telephone equipment consists of two circuits of No. 14 
S.W.G. copper-clad wire having a conductivity of 45 per cent., 
a resistance of 17.38 ohms per mile, a breaking stress of 44 
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Fio. 25.—TRANSMISSION-LINE INSULATORS. 


tons per square inch, and a weight of 103 lb. per mile. On the 
land portion of the line the telephone circuits are arranged 
below the power circuite, one on each side of the towers, and 
are carried on transposition pin-type insulators, intermediate 
telephone poles being pl midway between the towers; 
whilst where the transmission line croeses the creeks the tele- 
phone circuits are placed above the power circuits. The instru- 
ments consist of water-tight, high-tension, terminal telephones, 
which are installed at the power house, switch towers, and 
receiving station, and are mounted on marble panels with pro- 
tective devices. А transformer is interposed between the 
speaking and ringing apparatus and the line, and hearing 


takes place through a rubber tube, which provides for safety: 


in the event of the telephone lines becoming crossed with the 
power circuits. 

For removing static disturbances in the telephone line in the 
event of a fault on a power circuit, a special type of drainage 
coil is used. Portable telephone sets are also provided. 

A guard wire for protection against lightning is arranged 
over each power circuit, and consists of a 7-strand steel cable, 
0.295 in. in diameter, 0.188 lb. per foot maximum weight, 
and 6,400 lb. minimum breaking strength for the land portion 
of the line, and 0.378 in. in diameter, 0.309 lb. per foot maxi- 
mum weight, and 11,000 lb. minimum breaking strength for 
the creek crossings. These cables are double galvanized and 
are boiled in linseed cil. 

The equipment at the change-over stations in the line con- 
sists of four triple-pole, single-throw, 100,000-volt, bolt-type, 
out-of<loor, disconnecting, air-break switches, which are 
mounted on 7-unit insulators fixed on wooden supports on the 
towers and are operated by rods from the ground through 
bevel gears and rack. 

lach of the present circuits will transmit a load of 15,000 
Kw. at 0.8 power factor with a regulation of 11 per cent. 
and a line efficiency of 93 per cent., and a load of 20,000 
KW. with a regulation of 14 per cent. aud a line efliciency of 
91.5 per cent. 

The receiving station is situated at Parel on the Island of 
Bombay. It has been designed for an ultimate plant capacity 
of 74.850 K. v. A. in eight dplyse step-down transformer banks 
of 9.400 K. VW. A. cach, and four incoming lines with the necessary 
switchgear and station auxiliary apparatus, of which five com- 
plete units and two incoming lines are now being installed. 

The building is capable of extension as required, and the 
arrangement of the inlet tower, -transforiner compartments, and 
high-tension switchgear is the same as for the power house. 

Each step-down transformer bank consists of three General 
Electrie oil-iminersed, Water-cooled, single-phase transformers, 
deita-delta connected. These lower the pressure from 85,800 
to 6.000. voits, 50 periods: the guarantees are practically the 
вате as for the step-up transformere, the latter being of the 
sane design, dimensions, and weights, 

For the water-supply service to the transformers a system of 
cooling towers with water pumps, hot and cold. well, and 


piping is installed. These are duplicate towers, each capable 
of cooling 18,000 gallons of water per hour from an inlet tem- 
perature of 107? F. to an outlet temperature of 87°F. with a 
wet-bulb temperature of 80°F. They are built of teak frames 
and posts, with bars and laths of jungle wood, and are treated 
with preservative compound. 

There are three pump sets, each consisting of a self-regu- 
lating low-lift centrifugal pump, direct-coupled to an 8-H.P. 
220-volt 50-period 1, 450-R. P. M. phase induction motor, and 
having a capacity of 20,000 gallons per hour against a total 
head of 45 ft. One pump circulates,the water to the trans- 
formers from the cold well, which is situated beneath the tower, 
and another pump lifts the water from the hot well to the top 
of the tower, the third set being a spare. 

The full-load requirements with five banks of transformers 
in circuit are 18,000 gallons per hour. 

For improving the power factor and regulation of the system, 
duplicate synchronous-condenser sets are provided, each con- 
sisting of a 6,600-volt, 50-cycle, 500 R. P. M., 3-phase synchronous 
motor with a 125-volt exciter on the overhung part of the shaft. 

The motors are rated at 3,000 K. v. A. full-load input with a 
temperature rise of 60? F. for the armature, and 80? F. for 
the field, the atmospheric temperature being taken at 110? F., 
and the motors are capable of running a per cent. overload 
for 10 hours without injury. The exciters are interpole, shunt- 
wound machines, rated at 25 kw. each. 

The motors are started up direct from the 6,600-volt bus- 
bars through compensators, the starting current not exceeding 
full-load current; and the total running losses, including the 
power taken by the exciters, do not exceed 153 Kw. at full load 
and 167 Kw. at 20 per cent. overload. 

The switchgear equipment consiste of remote-control elec- 
trically-operated oil switches and other apparatus, which are 
operated from a benchboard, together with an auxiliary board 
for the station power and lighting circuits. 

The equipment on the high-tension side is similar to the 
power-house equipment, except that the oil switches between 
the bus-bars and the transformer banks are automatically 
protected by the same relays as the low-tension oil switches. 

The equipment on the low-tension side of the banks consiste 
of triple-pole, motor-operated, automatic oil-switches in cell 
compartments, and current transformers and disconnecting 
switches, with similar equipments in the feeder circuits. In 
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the former case the oil switches are provided with inverse time- 
limit, overload, secondary relays for automatic protection, and 
in the latter case with instantaneous, overload, secondary 
relays. 

The low-tension 6,000-volt bus-bar system consists of copper 
bar, carried on insulators, in concrete compartments, eec- 
tionalised by means of disconnecting switches, whilst an 
auxiliary. bus-bar is provided for the synchronous condensers 
and the station transformer. ‘The plant is connected up on 
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the low-tension side by varnished cambric-insulated, fireproof- 
treated cable. . 
. Each phase of the motor-operated oil switches is contained 
in separate oil vessels, which can be readily removed from 
the cells. 

The station transformer bank is connected to the 6,600-volt 
bus-bar through a triple-pole, motor-operated oil switch with 
series, instantaneous, overload relays and «disconnecting 


The control system is operated at 220 volts from a 60-ampere 
hour battery, or from the 18 Kw. charging set which also 
operates the series motors of the motor-operated oil switches. 

Dividing boxes on the wall of the 6,600-volt bus-bar room 
connect the varnished cambric, single-conductor feeder cables 
to the armoured three-core cables which are run out of the 
building in an alley way to a cable chamber, where they are 
connected to the feeder distribution-system. 

The feeder distribution-system from the receiving station to 
the mills is designed for a 6,600-volt 50-period 3-phase supply 
with an unearthed neutral. The cables are of the 38-core 
paper-insulated, lead-covered type, in standard sizes (viz., 0.1, 
0.15, and 0.2 sq. in. section) and are laid on the solid system in 


bitumen in earthenware troughing in trenches 18 in. deep 


below the footway and 24 to 30 in. below the surface in side 
and main streets. They are designed for continuous operation 
at a current density of 1,050 amperes per square inch for the 
0.2 sq. in. size, 1,240 amperes per square inch for the 0.15 
Sq. in. size, and 1,560 amperes per square inch for the 0.1 
sq. in. size, with a reduction of 5 per cent. in the carrying 
capacity when two, and 15 per cent. when four cables are 
laid side by side. The mills are arranged in groups, each 
group having a feeder to each mill, with an emergency ring- 
feeder connecting up all the mills of the ойр: 

The proble'n presented by the Bombay Mills was the con- 
version of mechanical to electrical drive utilising the present 
shafting, the change being effected with as little interference 
as possible with the production of the mills. The problem 
was thoroughly investigated, and after due consideration group 
driving with direct-coupled motors was adopted as being best 
suited to the requirements. 

Standard speeds of 265, 290, and 365 R.P.M. were adopted. 

The motors are of the slip-ring induction type, wound for 
2,000 volts 3-phase 50-periods and provided with brush-lifting 
and short-circuiting gear, and are in standard sizes ranging 
from 30 to 500 н.Р. They are designed for full-load rating with 
а temperature rise of 70° F. above air at 100? F., and for 50 

r cent. overload for half-an-hour without undue heating. 

e full-load efficiencies range from 87 to 92.5 per cent., and 
the full-load power factors from 0.74 to 0.84. | 

The ор switches аге of the liquid type, the electrodes 
being operated through slow-motion gear and the motors being 
-designed to start up against the full-load torque with a start- 
ing current not exceeding the full-load current. In the case 
of callender machines special starters are required in order 
to meet the conditions of the service. 

The mill transformers are of the 3-phase 6,600/2,200-volt 
50-period oil-ineulated, air-cooled, core type, are etar-connected 
on both sides, and are provided with an earthing device. They 
are supplied in four sizes, viz., 500, 600, 700, and 900 K. v. A., 
from which the power requirements of each mill are met. 
They are designed for full-load rating at 0.8 power factor with 
a temperature rise of 70? F. above air at 100? F., and for 50 
per cent. overload for half-an-hour without injury, and they 
have at full load a power factor of 0.8, an efficiency of 98 per 
cent., and a regulation at 0.8 power factor of 2.5 per cent. 

The mill-lighting transformers are 6,600/240-120-volt 50- 
period single-phase, of the same type as the power trans- 
formers, and are in 10, 20, 30, 40, and 50-k. v. A. sizes, being 
designed for the same temperature rating. They have full- 
load efficiencies ranging from 96 to 97.60 per cent. and a 
regulation ranging from 1.95 to 1.2 per cent, at unity power 
factor. $ 

A sub-station is provided at each mill for the transformers 
and switchgear, the feeders being connected up to the high- 
tension bus-bars through trifurcating boxes, single-conductor 
cables, a triple-pole oil emergency switch, and disconnecting 
links. The high-tension sides of the transformer circuits are 
connected to the bus-bars through similar disconnecting links, 
and the low-tension sides to the low-tension bus-bars through 
disconnecting links. The motor circuits are run from the low- 
tension bus-bars ав 3-core paper-insulated, lead-covered and 
armoured cables to the switch pillars, and single-conductor 
cables of a similar type are run from the pillars to the motors. 

The pillars are of the ironclad type with an interlocking 
design, and are fitted with a triple-pole, automatic oil-switch 
provided with an overload and no-voltage release, an ammeter, 
and an isolating plug box. The operating lever has to be in 
the off position before the switch can be opened for over- 
haul. thue preventing accidental contact. 

The whole of the electrical equipment was subjected to 
insulation tests at the maker's works at a pressure three times 
in excess of the working pressure. | НИ 

The present electrification contract covers 30 mills, requiring 
63 transformers aggregating 39,500 k. v. A. and 199 motors 
aggregating 37.595 H.P., the power requirements of individual 
mills ranging from three motors aggregating 325 B. H.P. to 19 
motors totalling 2,400 B. H. p. 

All the mill engines were indicated for maximum and aver- 
age indicated horse-power and tachograph tests were made of 
the loads on the shafts, the steam-driven rope drivers being 
replaced by direct-coupled motors which are installed in most 


instances in the rope races, on stagings built up of rolled-steel 
joists, the motor feet being fastened to the steelwork by means 
of foundation bolts. | 

In certain cases the motors are placed on steel-tower struc- 
tures outside the buildings and are roofed in. 

The terms of the agreement between the company and the 
mill-owners cover the supply of energy for power p in 
Bombay at 0.55 anna per unit in the case of mills where the 
company supply the complete equipment, and at 0.5 anna per 
unit in the case of mills which provide their own motor equip- 
ment, the company providing and maintaining the mill trans- 
formers. Energy for lighting is supplied at 1.25 annas per 
unit. The agreement is for a period of ten years. 

The principal contractors for the work here described are 
as follows :— ; 

Hydraulic works, Panne & Co., Ltd. 

Pipe line and headgear, Escher, Wyss & Co. 

Power-house and receiving-station transformers and switch- 
gear, General Electric Co., New York. 

Turbines and generators, Siemens Bros. Dynamo Works, Ltd. 

Transmission towers and insulators, Bullere, Ltd 

Mill equipments, British Westinghouse Electric and Manu- 
facturing Co., Ltd. 

aee distribution system, Callender's Cable & Construction 

1 85 following are the principal members of the engineering 
staff:. — 

Engineer in charge of hydraulic section, R. B. Joyner, C. I. E. 

Resident engineer on hydraulic works, B. D. Richards. 

Resident electrical engineer and general representative in 
India, H. P. Gibbs. 

Chief of electrical staff, BE. S. W. Moore. 

Consulting engineer, Alfred Diekinson. 


DISCUSSION AT MANCHESTER. 


Mr. J. 8. Peck said the paper dealt with one of the largest 
undertakings in the world, and in view of the enormous 
expenditure involved in preparing dams and making the 
surrounding country sufficiently tight to hold the water, none 
but the most daring financiers and engineers would have made 
the attempt. The transmission voltage, i.e., 100,000 volts, 
appeared very high for euch a comparatively short length of 
line. Regarding the regulation of the generators, 22 per cent. 
at 0.8 power factor seemed rather low seeing that automatic 
regulators were used; 30 per cent. would appear more satis- 
factory. The cooling water was taken from the main Pipe 
line, and it would seem more economical in view of the 
power value of such water to install a small pump to circulate 
the cooling water at lower pressure. The transformers were 
ccnnected delta to delta, whereas the usual practice was delta 
to star; the latter arrangement gave a safer construction and 
permitted the neutral point to be earthed if desired. 

Mr. S. L. Pearce referred to the very striking fact that the 
whole of the water was collected during the monsoon period ; 
whilst the monsoon season occurred with appalling regularity, 
the amount of water could not be ensured, and 16 might 
appear possible for an exceptionally dry season to produce a 
shortage. Much value would have been attached to figures 

iving the cost of the hydraulic works and generator end. A 

'anadian engineer had remarked that whilst le thought 
power would cost next to nothing if derived through the 
agency of a hydro-electric company, the Britishere with large 
steam turbines were far ahead. The remark supported the 
view that large hydro-electric schemes could not compete 
with the large steam turbines in this country as regards turn- 
ing out power cheaply. The transfer bus-bar, whilst usual 
at the present day, could be dispensed with by treatin the 
step-up transformer and generator as one unit; the scheme 
would be cheaper, less complicated, and on the whole more 
reliable, and it was probable that the future development of 
large high-tension schemes would be along these lines. It 
seemed most striking that whilst energy was sold at 0.5 anna 
to the customers’ own motor equipment, the additional price 
in the case of equipment supplied by the company was only 
0.05 anna; calculations showed that the figure of 0.05 was 
little more than half what it should be if the cost of the mill 
equipment had to be written down in ten years. | 

Mr. Bristow stated that during the three months’ monsoon 
season the rainfall in the district, which was 40 miles from the 
coast, was between 24 and 30 ft. The monsoon season up 
country failed much more frequently than near the coast, but 
it was possible even where this scheme wae situated that a 
total failure might occur one year and be followed by a partial 
failure in the succeeding year. The monsoon varied some- 
times to the extent of 50 or 60 per cent. in consecutive years, 
but when the scheme was laid out allowance was made for a 
complete failure succeeded by a partial failure. There was 
great diffidence with regard to the scheme at the commence- 
ment owing to the variable monsoon conditions, fissures in 
the rocks and lack of electrical knowledge amongst people 
who were expected to be chief customers. The chief thing 
which popularised the scheme was letting the mills have 
motors with the current. Roughly there were 30 mills sup- 
plied, and in practically every case it meant scrapping the 
entire steam plant. It was very doubtful whether any one of 
the mills would have done this and laid out fresh capital for 
new motor equipment. The price 0.55 anna was fixed for 
current and motor equipment, and when s,me enterprising 
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mill owner came along and asked what reduction would be 
allowed if he supplied his own motor equipment, the company 
fixed .05 anna. Motor equipment ealesmen were soon on the 
spot to convince native proprietors that a saving could be 
Ma es by putting in their own motors and buying energy 
at .о anna. 

Dr. Bowmax eaid that a case had occurred in Yorkshire 
where a dam which covered about an acre and was absolutely 
free from leakage showed a difference of level of 4 in. during 
one week-end due entirely to evaporation. 

Mr. FENNELL said that in an installation of this kind the 
greater part of the charge for energy would represent standing 
charge, and it was of interest to know whether the promoters 
had considered the question of charging on the Hopkinson 
baeis, having a fixed amount per H.P. to cover standing charges 

lus a small covering charge to cover running expenses. 

eriods of bad trade were sure to arise when the financial 
position of the echeme might be jeopardised. 

Mr. MooRE, in reply to Mr. Peck, said that the 22 per cent. 
regulation at 0.8 power factor had been adopted as a middle 
course in the calculations, and so far there had been no reason 
to regret the decision. Concerning the present state of the 
scheme, one of the pipe lines was ОН and working опе 
or two turbines; operation commenced during the past 
month, so that it was too soon to give operating experi- 
ences, although it might be said that in starting up the 
100,000-volt plant nothing abnormal had occurred. Regarding 
the question of regulation, experience was somewhat limited 
and complexity was introduced by the number of banks of 
transformers in circuit. Ultimately 16 was decided to 1 191 
up to the high-tension bus-bars automatically, using a Tirrill 
regulator for the purpose. A stand-by was considered desir- 
able, and for that reason the Tirrill was placed on one side of 
the system and a Brown-Boveri regulator on the other side; 
the two were not operated together. 
large fly-wheel generators presented a problem which was 
ultimately solved by putting in a large air duct from end to 
end of the building, with inlet and outlet towers well remote 
from each other. Automatic gates were used, controlled 
simultaneously witb the generator field, so that when the field 
was excited the air was poses and vice versa. The aoe 
of cooling water from the pipe line was very carefully con- 
sidered, having in view the economy of using a motor pump, 
but it was decided to start with a etatic supply from a ball 
valve tank. The oil was passed through coils, and water was 
also circulated from tanks through the bearings. The delta 
connection of the transformers was also decided after lengthy 
consideration. Regarding the question of rainfall raised by Mr. 
Pearce, the echeme was based upon charts and data carefully 
accumulated for many years. It was interesting to note that 
the large area of water had the effect of increasing the rain- 
fall over the catchinent area. The elimination of the transfer 
bus-bars was very attractive and simple if it could always be 
carried out, but in this particular case 16 was desirable to 
have means of transferring transformers rapidly. Standardisa- 
tion of the methods adopted had shown 0.05 anna to be 
exceedingly reasonable for the costs of a mill installation. The 
effect of evaporation had been allowed for, and although figures 
were not accessible, the allowance was enormous. The govern- 
ing of the turbines by detlecting nozzles had proved successful 
eo far. The installation was not sufficiently advanced to 
permit the allocation of the charge for energy between capital 
and running expenses. The twisted sleeve joint had_proved 
very satisfactory, both mechanically and electrically. Even if 
the resistance were twice that of an equivalent length of 
conductor, the effect would be immaterial. Regarding the 
suügitestion of a fixed charge per н.р. to provide for a slack 
season, the Indian financiers had certainly protected them- 
eelves from апу failure from that source. 


COAL SUPPLY CONFERENCE. 


Ox Thursday afternoon, last weck, a crowded meeting of repre- 
-entatives of the gas and electrical supply industries was held 
at the Institution of Electrical Engineers, in response to an 
invitation issued by Sir John Snell, to attend a national con- 
terence to discuss the shortage of coal supply and “for the 
purpose of considering the best course to adopt for bringing 
the far-reaching issues involved. under the attention of the 
Government, with a view to some шие ате measures of 
relief being оред." 

Sir COH WooDALL, whe occupied. the chair, drew atten- 
tion to the extreme importance of adequate coal supplies to 
beth the das and electuical supply industries; he emphasised 
the € blizatiens of suppliers of these conunodities which justified 
their demands, and answered those who hinted that they were 
wantin; in patriotism in bringing them forward. 

In Germany the use of eval for раз making was being 
encouraged iu view of the valuable by-products obtained. 

The present position was breught about in the early days 
of the war by the commandeering of a large proportion of the 
shipping. which resulted in freight charges being increased for 
the remainder, and railway congestion added to the trouble. 
Now, owing to eulietinent of eclliers, the supply of coal was 
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apparently less than the demand, and the highest possible 
prices were being asked for the output. 

He thought it should be possible to prevent the exportation 
of coal &o long as it was needed at home. 

Sir JoHN SNELL (President, I. E. E.) expressed the willingness 
of the Council of the Institution to help mattere forward, pro- 
vided Government action was not hindered in any way; he 
took it that they wanted to improve the output of coal and 
transport facilities, 

Ald. Kay (Manchester) said one could not control a large 
undertaking such as theirs without experiencing great alarm 
at the situation. The Manchester gas undertaking was in a 
worse position to-day than during the coal strike, and in his 
opinion there was no need for it. He moved a resolution 
in view of the vital necessity of gae and electricity for light- 
ing, cooking. and for inanufaeturing purposes generally: 
(1) "That this meeting congratulates the Government on 
having appointed a committee to deal with the exportation 
of coal, and hopes that this may be effective in limiting 
exports, but views with the deepest concern the depleted stocks 
of coal and the difficulty, under present conditions, of renew- 
ing them for present and future requirements, and urges the 
Government to take further and immediate steps (a) to increase 
the output of coal from the pits, (b) to give greater facilities 
for the transport of coal by rail, and (c) to have regard, in 
requisitioning steam colliers, to the requirements of public 
utility undertakings which depend for their supplies on sea- 
borne coal.” 

Unless there was some improvement, they could not ho 
io meet the normal winter demand, and he was afraid the 
Government did not recognise the position. Time was of the 
greatest moment, and even more important than monev. 

Mr. FRANK BAILEW (London), in seconding the resolution, 
said a Parliamentary Committee had inquired into the ques- 
tion of house coal supply and found the position serious, but 
he denied the necessity for every man to hoard up his little 
stock of coal when there were public utilities ready to supply 
his light, heat, and power requirements more efficiently. He 
urged that the requirements of gas and electric concerns 
should come first. He paid a tribute to the work being done 
by the gas undertakings, who used the greater quantity of 
coal but had a valuable by-product in coke. He considered 
that those who sold coal in London had not taken undue 
advantage of the situation; in воше cases he thought they 
had lost money. 

Mr. Јонх Вохр (President, Inst. G.E.), in supporting the 
resolution, said his council had approached the Government on 
the question, and now the Board of Trade was taking action 
to prevent exportation. 

Mr. R. A. CHATTOCK (representing the I.M.E.A.) said their 
position was that some hundreds of electricity undertakings 
were supplying works engaged on Government contracte. 
Last vear they burnt some two million tons of coal, but the 
stocks were now reduced to 25 per cent. of their amount before 
the war. Не was glad to see that the Government was help- 
ing some undertakings, but the price was some 50 per cent. 
higher than before the war. Lighting supply represented only 
a tithe of their output, and the power was almost all used ит 
Government work. He urged that they must have adequate 
coal supplies at a reasonable price. 

Mr. REGINALD NEVILLE, M.P., suggested that the desired 
result might be obtained by impressing on the consuming 
public the necessity of curtailing the use of gas and electricity. 

Prof. Sir ALEX. KENNEDY expressed sympathy with the reso- 
lution, agreeing that the London coal men were not making 
extra profit at the present tine; other speakers suggested 
that this was really a consumers’ question, and would 
be settled if the Government found the voters in opposition : 
that the definite idea in the resolution was the restriction of 
export of coal, and a strong point should be made of the 
dependence of the work of the country on electricity and gas; 
that the root of the question was the output of the coal 
workers, which could be increased if the Government, which 
had power to do it, suspended Clause 4 of the Coal Mine 
Regulations Act, 1908, СЬ prescribed the working hours; 
also that in some districts the output of coal had actually 
increased as compared with last year. 

In the end the resolution was adopted practically unani- 
meusly. 

Ald. PHILLIrs (Salford), while agreeing with the first resolu- 
tion, thought it did not go far enough, as it left out the 
important question of price. He therefore moved :— 

(2) That the Government be asked. to take such steps as 
may be necessary to reduce the price of coals to reasonable 
limits.” 

The Board of Trade Committee had admitted that prices 
had risen out of all proportion to the situation, and had hinted 
at the possible necessity of the Government tuking over the 
supply of coal. | 

This resolution was seconded by Ald. Hare (Workington', 
who considered that there was strong reason to ask for Govern- 
ment inquiry into the methods of selling coal in view of the 
part taken by coal associations in fixing: prices, 

Mr. Jons Carisrig (Brighton) urged that the Chancellor 
of the Exchequer should surcharge ship-owners so ая to limit 
their profits to 15 per cent.; in their case coal freights by вез 
Were costing £15,000 a year for services worth about £5,000. 

The resolution was also discussed by other speakers. one of 
whom pointed out that the resolution left the price quite in 
deubt, and to remedy that proposed an amendment, which 
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was e the original resolution being carried by a large 
majority. i 

The CHAIRMAN then moved the third resolution, which was 
seconded by Sir JOHN SNELL, and was as follows :— 

(3) “That a representative deputation of the gas and elec- 
tricity industries be now appointed to present our case to the 
members of Parliament and to take such further action as 
may be found advisable. 

That a conference with members of Parliament be held in 
London to seek their aid in urging upon the Government 
immediate action to give effect to the above recommendations. 

That each authority represented pledges itself to take steps 
to secure the presence of their member or members of Parlia- 
ment at the proposed conference.” 

The composition of the deputation, which was approved by 
the meeting, is as follows :—Sir Ryland Adkins, MP director, 
Herne Bay Gas & Electricity Co.; Mr. Edward Allen, engineer, 
Liverpool Gas Co.; Mr, F. Bailey, Joint managing director, 
City of London E.L. Co.; Mr. J. Ferguson Bell, manager, 
Derby Gas L. & Coke Co.; Sir Joseph Bellamy, chairman, 
Plymouth and Stonehouse Gas L. & Coke Co.; Mr. John 
Bond, president, Inst. Gas Engineers; Mr. W. G. Bradshaw, 
chairman, Commercial Gas Co., Lond.; Dr. Charles Carpenter, 
chairman, South Met. Gas Co.; Mr. W. A. Chamen, engineer, 
South Wales E.P.D. Co.; Mr. R. A. Chattock, acting presi- 
dent, I.M.E.A.; Mr. F. E. Cooper, sec., Gas. Co.’s Protection 
Assoc.; Mr. А. С. Cramb, president-elect, I.M.E.A.; Mr. W. T. 
Dunn, sec., Inst. Gas Engineers; Mr. Hardman A. Earle, 
Yorke, Elec. Power Co.; Sir J. Fortescue Flannery, Bart., 
M.P., director, South Suburban Gas Co.; Sir D. Ford Goddard, 
M.P., chairman, Ipswich Gas L. Co.; Mr. J. S. Highfield, 
engineer, Met. Elec. Supply Co.; Captain R. S. Hilton, 
manager, Birmingham Corp. Gas Dept.; Bailie Irwin, chair- 
man, Glasgow Corp, Gas Comm.; Mr. J. R. Н. Jacobs, sec., 
Southampton Gas L. & Coke Co.; Mr. H. E. Jones, chairman, 
Wandsworth, Wimbledon and Epsom Dist. Gas Co.; Ald. Kay, 
chairman, Manchester Corp. Gas Comm.; Sir Alexander 


Kennedy, F.R.S., cons. engineer, Westminster Elec. Suppl$ 


Corp., Ltd.; Mr. A. Masterton, engineer, Edinburgh and Leith 
Corp. Gas Dept.; Mr. C, H. Merz, Newcastle-upon-Tyne El. 
Supply Co.; Mr. Reginald Neville, M.P., chairman, Brentford 
Gas Co.; Mr. G. W. Partridge, chief engineer, London Elec. 
Supply Corp., Ltd.; Mr. S, I, Pearce, chief electrical engi- 
neer, Manchester; Ald. Е. S. Phillips, chairman, Salford Corp. 
Gas Dept.; Mr. W. E. Price, engineer, Hampton Court Gas 
Co.; Mr. P. F. Rowell, sec., Inst. Elec. Engineers; Mr. A. H. 
Seabrook, manager, St. Marylebone Elec. Supply; Mr. James 
Smith, engineer, Belfast Corp. Gas Dept.; Bailie W. B. 
Smith, chairman, Glasgow Corp. Elec. Dept.; Sir John Snell, 
president, Inst. Elec. Engineers; Mr. C. P. Sparks, chief 
engineer, County of Lond, Elec, Supply Co.; Sir Albert 
Stanley, managing director, London Elec. Railway Co.; Mr. 
C. D. Taite, engineer, Lancs. Elec. Power Co.; Mr. Hanbury 
Thomas, managing director, Sheffield Untd. Gas L. Co.; Mr. 
F. J. Walker, Conf, Chief Officials of London Elec. Supply 
Cos. ; Mr. D. Milne Watson, general manager, Gas L. & Coke 
Co.; and Sir Corbet Woodall, governor, Gas L. & Coke Co. 

The CHAIRMAN said the names were numerous, but it was 
quite right that this should be so; the proceedings closed with 
votes of thanks to the Institution of Electrical Engineere and 
to the Chairman. 


SOME PECULIAR VIEWS ON ELECTRIC 
LIGHT SWITCHING. 


Bx W. PERREN MAYCOCK, M. I. E. E. 


Ir may be mentioned to start with that by Electric Light 
Switching’ is here meant the control of glow-lamp circuits 
by means of small local switches—mostly of the tumbler 
variety. 

It is, perhape, hardly necessary at this time of day to point 
out that quite a number of other electrical types of tumbler 
switch besides the single-way are available, and that their 
intelligent utilisation forms almost as important a branch of 
electric-light fitting as attention to the requirements of satis- 
factory. illumination. 

Without entering into details, it may be stated that there 
is as much difference between an installation fitted with due 
regard. to modern switching conveniences, and one fitted in 
the ordinary manner, as there would be between the latter 
and an installation with all the switches in the lampholders. 

It may interest some readers of this journal to know that 
your contemporary Electricity is publishing this month one 
of the periodical sets of examination papers in electric-light 
switching due to Messrs. A. P. Lundberg & Sons; and those 
who are not acquainted with these examinations might do 
worse than investigate this subject. That it calls for investi- 
gation by many who are concerned with electric light fitting 
is very obvious to those who know what peculiar ideas of it 
some people have. 


It is proposed to confine this article to a few instances which 
were quoted in reply to the following question im the last 
examination :— 

Cite any instances that have come to your notice of the 
deplorable ignorance of the connections and conveniences of 
modern controls that exists in some quarters. As an example, 
there was 4 consulting engineer who objected to the use of 
‘Twinob switches because of the danger of short-circuiting."' 

The writer (who was the examiner) has taken care to put 
the various cases without any exaggeration, though a little 
disguise has been necessary. The few examples that are 
given are obviously but a drop in the ocean to those that must 
occur daily. | 

(a) A two-way-intermediate circuit had been fitted up in a 
tunnel, where it proren undoubted advantage. The chief 
afterwards remarked to the fitter—referring to the inter- 
mediate switch—''I suppose that’s one of those 'Twinobs" 
down there." The point here is the confusion of the Inter- 
mediate with the ‘‘Twinob’’ switch, whose functions are 
quite different. 

(b) An intermediate switch was suggested as a necessary 
addition to a two-way control in a railway station, at a point 
quite close to the existing strapping wires. The foreman was 
averse to the idea, as he thought it involved bringing the 
“feed” up to the switch. Аз a matter of fact, all fhat was 
necessary was to cut the strapping-wires, lengthen them 
slightly, and connect them into the intermediate switch. 

(c) A two-way control was ordered for the yard of a works, 
and an intermediate switch was suggested for a mid-way point 
past which the two-way strapping wires had to run. The 
proposal was not appreciated use it meant two or three 
extra wires to the switch." In reality no more wire was 


required. 


и 

(4) The second engineer to a very large provincial electric 
supply department considered two-way control a great novelty, 
and asked some of his wiremen if they had ever heard of it, 
and whether they could do it. Actually, the two-way control 
is something like a quarter of a century old! | 

(e) An electrician-in-charge started on the wiring of a new 
circuit, which included a two-way control. When the time 
came to wire-up to the switches, our friend was taken eud- 
denly ill, and his illness was so protracted that a contractor 
was deputed to finish the work. As soon as this arrangement 
was entered into, the electrician recovered and resumed his 
duties in company with the contractor's wireman! 

The conclusion that may be drawn is clear. | 

(f) For a certain very important purpose a two-way inter- 
mediate control was required on.a ship. This requirement 
proved to be beyond the powers of several “specialists.” After 


.some months’ waste of time on this intricate problem the 


writer (examinee) ventured to fit up the control himself, to 
the surprise and confusion of the specialists, who had seen 
nothing like it. The switches have since been on continuous 


. and satisfactory duty night and day for many months. 


(g) There was a professional man who, although also an 
amateur electrician, proposed to revert to gas because hie 
electricity bill was higher. Happily, a friend stepped in, 
introduced a few modern controls which effected economy 1n 
consumption, and so saved the situation. 

(h) A series-parallel-and-off switch fitted on а steamer 
proved a puzzle to an electrical engineer, who had to be shown 
by a friend that there was a central or “off” position. 


(i) A firm of London contractors of some repute once tried 


to obtain two-way-intermediate control with three two-way ` 
switches ! | ete 

(j) An institute is being built in Scotland, and is to be 
lighted by electricity. The lighting committee consists of 
some half-dozen people whose knowledge of the subject 1s of 
the vaguest kind. Advice оп modern controls was tendered 
by the one qualified electrician in the district, but was rejected, 
and the single-way switch is to hold undisputed sway. 

It will be observed that most of the above examples relate 
to two-way or two-way-intermediate circuits. It may, there- 
fore, be assuined that the somewhat more special controls— 
restrictive, master, or pilot—for instance, still remain to be 
discovered by many people of technical repute. 


— eee 


Locating Projectiles by A.C. Electromagnet.— 
According to a note to the Acadé mie des Sciences by M. J. Bergonié, 
alternating-current electrc magnets have been used successfally in 
Temporary Hospital No. 4 (Grand-Lebron) at Bordeau X, to locate shell 
splinters, German bullets or other magnetio projectiles in wounded 
soldiers, Best results. have been obtained when using а oore of 
insulated plates 0'2 mm. thick, 75 cm. long and 7 7 cm. in diameter, 
wound with 252 turns of wire carrying 23'5 amps. at 240 volts, 
50 cycles per second. The alternating magnetic field thus pro- 


. duced sete in vibration any magnetic material embedded in living 


ticsue, and either by visible vibration of the surface of the fiesh or 
by а trembling drag on the hand holding the magnet, it permits 
the detection and approximate localisation of msgnetio splinters 
and bullets. Holding the core just clear of the flech, it is said to 
be post ible to locate a 5 gm. splinter or bullet at a depth of 10 cm. 
and, without the aid of radiography, to arcertain quickly where 
the metal is nearest the surface, and hence the means by wbich it 
can beat be removed. In the óriginal communication (April 6th, 
1915), several examples are given of the application of this new 


method. 
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NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 
Compiled expressly for this journal by Messrs. W. P. THOMPSON & Co., 


Electrica] Patent Agents, 285, High. Holborn, London, W.C., and at 
Liverpool and Bradford. 


6.178. protecting electrical conductors." А. Marr & J. Lister. April 26th. 

6.196. Combination electric switch and fuse.“ А. H. Snoxr. April 26th. 
(Addition to 8,456/14.) (Complete.) 

6.197. Controlling mechanism for automobiles." Ватізи Тиом8ом- 
fHovstos Co., Lro. April 6th. (General Electric Co., United States.) 

6.217. '' Wireless telegraphy." C. M. Aner. April 26th. (Convention 
date June 8th, 1914, United States.) (Complete.) 

6.222. Combined electric switches and plug couplings." С. Markt. (Com- 
plete.) April 26th. 

6.244. Telephone transmitters." М. S. Conner & А. R. Kaur. April 27th. 

6,253. “Method of obtaining a sparkless break of an inductive electrical 
circuit." T. Е. WALL. April 27th. 

6,259. '' Electro-magnetic projectile-transmitting apparatus." 
April 27th. | 

6.273. Means for applying electric treatment.“ G. VgRNON-WaRD. April 

th. 


E. BACHELIT. 


6.296. Arc lamps adapted to be used also for the production of electrical 
oscillations for wireless telegraphy, wireless telephony, and for other purposes.” 
L. Массглке & A. Вккох. April 27th. 

6.297. Fluid - pressure controlling-systems." II. T. KERR. 
(Convention date, May 19th, 1914, United States.) (Complete.) 

6.302. Electrically-actuated tools." W. J. MELLEKSH-Jackson. April 2th. 
(Commonwealth Electric Tool Co., United States.) (Divided application on 
21.143,14, October 17th.) (Compl.te.) 

6.311. Renewable terminal for electric ignition and the like accumulators 
and other purposes." В. Barser. April 28th. 

6.313. portable dry batteries, as adaptable and employed for ringing 
electrical bells and the like." J. W. Lra. April 28th. 

6,349. '' Ball-and-socket joints." British Tuowsos-HovstoN Co., Lro. 
April 28th. (General Electric Co., United States.) 

6.262. '' Automatic signalling arrangement for tramway lines or electric 
railways.” D. Sawala. (Addition to 10,434/12.) April 28th. (Complete.) 

6.364. '' Electrically-actuated tools." W. J. MELLERSH-JACKSON. April 28th. 
(Commonwealth Electric Tool Co., United States.) (Divided application on 
21.143 14. October 17th.) (Complete) 

6.373. Incandescent electric lighting." J. S. Hecut. April 29th. 

6,374. Electric conductors or cables.“ W. E. Нітсн. April 29th. 

6.107. Regulation of dynamo. electrie machines.“ Britis THONSON- 
Носэтом Co., Lro. April 29h. (General Electric Co., United States.) 

6.408, '' Electric motors." British Тномвох-Носзтом Co., Lto. April 
Ah. (General Electric Co., United States.) 

6.412. Electric-arc soldering.” E. H. Jones. April 29th. 

6,457. Electrical fire-alarm systems.“ Sirens & HatskE Акт. Ges. April 
30th. (Convention date, May Ist, 1914, Germany.) (Complcte.) 

6.466. Combined electric-light fitting and clock." В. Ries. April 30th. 

6.469. “Controlling mechanism for dynamo-electric machines.” BRITISH 
Tuc мвох-Нох втом Co., тр. April 30th. (General Electric Co., United 
States.) 

6.476. “ Cathodes of vacuous tubes suitable for use in wireless telegraphy.” 


April 27th. 


Marcosrs WiRFLHSS. TELEGRAPH Co., LTD., & H. J. Rod. April 30th. 
(Divided application on 13,247/14, May 29th.) 
6.480. “ Telephone systems.“ H. S. Turner. April 30th. (Convention 


date, June 20th, 1914, United States.) (Complete.) 

6.46. Wireless telegraph and telephone systems." L. pe Forest. April 
30th. 

6,495. ''"Rotarv field 
{.juxcstrRom, April 30th. 
Complete.) 

6.542. Electric signalling system for railways.“ 
Mav Ist. 

6.551. Arrangements for transmitting and receiving signals b 
magnetic waves.“ О. Imray. May lst. (Samuel M. Kintner & 
Barrett, United States.) (Complete.) 

6,558. “ Leakage protection device for electric cables.” 
"May Ist. 


magnets." SVENSKA TURBINFABRIKS — ATKIEBOLAGET 
(Convention date, June 22nd, 1914, Sweden.) 


W. J. MACKENZIE. 


electro- 
alsey M. 


W. J. HowaRD. 


PUBLISHED SPECIFICATIONS. 


-Copies of any of the Specifications in the following list may be obtained 
of Messxs. W. P. luowrsoN & Co., 28, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1913. 


17,889. Exretric Laur Casincs. H. H. Hirsch. August 5th. 


27.533. TELEPHONE Systems. Automatic Telephone Manufacturing Co. and 
F. Jeu forth. November 29th. 


1914. 


1,969. TeLeenosge Systews. Automatic Telephone Manufacturing Co. and 


F. Newftorth. January 24th. 

3.702. INcaxprscENT Laur Sockets. Н. Marks & S. Helsel. February 12th. 

4.908. ELECT'uCAL Hair But sts. Massace BRUSHES, AND THE LIKE. Tokalon, 
Ltd. & M. F. Pratt. February 25th. 

6,209. ELECTRICAL IMPULSE TRANSMITTERS AND THE LIKE. 
mat Telephone Co. & W. Aitken. March Ilth. 

6.214. Miass For Тик ELrcrkicAL TkiANSuISSION. AND. DiStaNT. CONTROL OP 
MOVEMENTS SPECIALLY APPLICABLE. TO SYSTEMS BOR SIGNALLING ORDERS AND THE 
Lint. E. H. Graham & W. J. Rickets. March Lith. 

8,931. Macnetos AND OTHER ELECTRIC Grxekatons, А. Keller-Dorian. April 
8th (April 14th, 1913) 

9,035. bkirrcTeic эмтєнкв. J. Н. Tucker & J. A. Crabireœ April 9th. 
(Cognate. appilcation, 18.932/14.) 

9.0. Матнорз OF AND APPAKATUS FOR Saris Firawents. British Thomson- 
Houston Co, April 9th. (General Ll ctric Co.) 

„ % ELrcrkic Cocrzises or Tue PLUG ano Socket Tyee. J. W. Annand. 
April. 15th. 

3,79. DiNAwo-rLECTRIC. MACHINOS OF THR Ar N ATG CCE COMMUTATOR 
Tire British. Thorison-Houston Co. & N. Shuttleworth. April l?th. 


3.049. TELEPHONE SSS. Automatic Telephone Manufacturin C 
: : Co., A. В. 
At. & A. J. Ray. April 18th. p : 


Betulander Auto- 


P d ELECTRIC Licht Sane CARRIER OR Horper. R. J. Eskrigge. April 
th. 

9,726. Controt or ELECTRIC Fan Motors. S. G. Jones, F. E. Wilson, and 
W. A. Shepherd. April 20th. 

12,233. ‘TELEPHONE CALL RECORDERS. 
22nd, 1913.) 

15,031. Spark Gaps For RADIO-TELEGRAPHY. Е. Girardeau & J. Bethenod. 
June 23rd. (February 25th, 1914. Addition to 14,884/14.) 


15,155. CONTROLLING ARRANGEMENTS FOR DiRECT-CURRENT Execrric Morons. 
Soc. Anon. Dite. S.T.A.R. (Systeme de Traction Auto-Regulateur.) June 24th. 
(July 21st, 1913.) 

17,986. Exvectric Time Switcnes. J. E. Н. Beraud. 
to 945/14.) 

18,277. MEANS FO? CONNECTING ELECTRIC CONDUITS TO THEIR FITTINGS. A. 
Myers & L. Myers. August 7th. 

20,131. RurosTATS Igranic Electric Со. (Cutler-Hammer Manufacturing 
Co.) September 24th. 

21,090. ELECTRO-MAGNETIC Perrorators. E. Thompson. October 16th. 

21,906. REVERSIBLE Pin AND Socket COUPLING FoR ELECTRICAL APPARATUS. 
W. A. S. Benson & Co. and E. Ellwood. November 3rd. 

91,959. Orper T£gLEGRAPHS. Е. A. Graham. November 3rd. 


D. J. McGauran. May 18th. (July 


July 29th. (Addition , 


Ц 
+ 


1915. 


1377. Evectric Соокіхс Ovens. J. T. Negus & Negus. 


January Bth. 
(Divided application on 9,213/14, April 14th.) 


Nickel-Plating Aluminium.— The difficulty of electro- 
plating aluminium with nickel lies not in devising a suitable elec- 
trochemical process but in securing a coherent deposit. An inter- 
mediate coating has generally been considered indispensable 
between aluminium and nickel, and copper, zinc and iron have 
been proposed and tried in various ways. In the first place, how- 
ever, a chemically clean surface must be secured on the aluminium, 
dad to the well-known difficulty of obtaining this must be attri- 
buted failure to secure a deposit which will stand mechanical work- 


ing. А new process described by MM. Oanac and Taseilly before the 


Socié‘é d'Encouragement pour l'Industrie Nationale, is claimed to 
overcome this defect. The aluminium piece to be plated is passed 
first through a boiling potash bath, then brushed with milk of 
lime, dipped in a 0°2 per cent, potassium cyanide bath for several 
minutes, and finally subjected to attack by an iron chloride solu- 
tion (500 gm. hydrochloric acid, 500 gm. water, 2 gm. iron), till 
the appearance of ‘the aluminium resembles orystallised tinplate. 
After each stage in this treatment the work is thoroughly washed 
in water. The following is found to bea satisfsctory nickelling 
solution :—Water, 1,000 co. ; nickel chloride, 50 gm. ; boric acid, 
20 gm., worked at 2 5 volts and 1 ampere рег sq. dom. The deposit 
obtained is matt-grey on leaving the bath, but easily takes a good 
polish ander the scratch brush. Above all, it is claimed that the 
coating will stand bending and hammering without peeling or 
cracking. The reason for the adherence of the deposit appears to 
lie in the strong reducing action of the nascent hydrogen evolved 
when the aluminium is plunged in the ferric chloride pickle. 
Metallic iron is deposited on the alaminium, and, though its 
amount is so small (025 to 0'5 gm. par sq. metre), that it cannot 
form a continous intermediate deposit, the iron forms with the 
aluminium a number of tiny couples favouring attack by the acid 
pickle. The surface of the aluminium is thus very minutely but 
very completely pitted so that, besides being deposited on the 
nearest practicable approach to a chemically pure surface, the 
nickel coating is actually locked or "rooted" into évery part of 
the aluminium surface, and it is on this mechanical action that 
the tenacity of the deposit depends. Aluminium thus protected is 
said to be unaffected by moist air, dilute and boiling soda, aoetic 
acid, sea salt, wines, and foodstuffs, and does not permit leakage of 
petrol. It is recommended as useful for electrical conductors 
and is claimed to extend greatly the possible applications of 
aluminium, 


Wireless Control of Public Clocks.—A letter from 
Mr. A. E. Ball, in the April number of the Horological Journal, 
replies to the remarks of Mr. Hope Jones on this subject, men- 
tioned in our issue of April 30th. Mr. Ball points out that to check 
each clock locally by the Eiffel Tower signals destroys the essence of 
his scheme—central control—and involves checking the local 
observers. The cost of the wireless control, he says, is small, and 
the latter, with a wave length of 50m, in no way interferes, 
even with amateurs who use 200 m, Moreover, at the times choeen 
for checking the clocks, 10 . m. and 3 p.m., hardly any amateurs 
would be at work. 

Reporting back by wire involves а cost for wayleaves, &o., out 
of all proportion to the advantages gained. 


Oil-Electric Barges.—A novel type of barge propelled 
by electric motors, the power being obtained from d os driven 
by oil engines, ia to be put in service by the Mississippi Eleotric 
Navigation Co., of St. Louis. 

The arrangements adopted are extraordinary. There are two 
210.H.P. Diesel engines, driving dynamos in the engine room, where 
ате also located the auxiliary lighting and pumping sete. For the 
propulsion there are four screwa, each driven by an eleotric motor, 
which is external to the boat and enclosed in a watertight casing. 
All the mo:or.propeller units are hinged together, and serve 
as a rudder. The boats are designed to carry 1,000 tons ona 
draught of 5 ft. 6 in., and are to be fitted with three loading cranes, 
The total cost of construction is said to be about £14,000. — Motor 
Ship and Motor Bout. 
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A GOVERNMENT POLICY 
ANNOUNCED. 


Last week, when most minds were preoccupied with the 
serious question of the unnataralised alien within our 
borders, Mr. Asquith’s announcement respecting the new 
policy of the Government in this matter received so much 
attention in the Press that we were in danger of overlooking 
the importance of a speech from the lips of the Right Hon. 
J. А, Pease, which followed at a later stage of the same 
sitting of the House. 

Mr. Pease was making the annual statement regarding 
the work of the Board of Education and its various estab- 
lishments, and after having paid a fitting tribute to the 
Universities, London and Provincial, for the large number 
of their students who have joined the Colours, he entered 
apon a matter of supreme importance to the industria! future 
of this country, and announced a policy which proves that 
the appeals that have been made to the Government to 
consider some of the possible after-effects of the war upon 
our manufacturing industries have not fallen upon deaf 
ears. 


The Government, it appears, has decided to proceed 


immediately with the appointment of an Advisory Council 
on Industrial Research, and Mr. Pease is in search of a 
Committee of experts who will consult with other expert 
Committees working in different directions. These expert 
Committee-men will, in turn, associate with leaders of 
industry, and in the whole matter the Department "—we 
are not sure whether this means Mr. Pease’s own depart- 
ment or the Advisory Council itself—will work in close co- 
operation with the Board of Trade. Mr. Pease proceeded 


further to state that he was then considering names, and 


hoped that the Advisory Council would be at work within 


a few weeks. 
Readers who have closely followed our articles relating to 


‚ the war since August last will remember that we have on 


several occasions dealt in some detail with the necessity for 
such a course being adopted by the Government, in view of 
the many and peculiar new problems that have presented 
themselves in connection with certain manufacturing 
industries consequent upon the state of war. We need not 
recapitulate our own suggestions now—they will be found 
in detail in our issue of October 28га, 1914—but we con- 
gratulate the Government upon having found time in these 
very trying Parliamentary days to take steps which, at any 
rate, form an excellent beginning. 

The apprehensions that many trade and industrial autho- 
rities have, that after the war is over Teutonic competition 
will be fiercer and still less scrupulous in its methods than 
it has been in recent years, are also the apprehensions of 


MI. Pease, and he recognises that strong and appropriate 


measures must be adopted. The Government have had the 
matter under consideration, and have agreed that something 
must be done at once. It is not at all inappropriate that 
the announcement should emanate from the lips of the 
representative of the Board of Education, for in all discussion 
of this subject it has been most obvious that our educatioral 
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system has much to answer for in respect of our short- 
comings, though, of course, there are many other and 
important factors as well. But after so much discussion 
concerning the necessities of the situation, it is gratifying 
that at last the serious nature of some of our industrial 
problems has been actually brought home to the mind of the 
Government, and that action is being taken. From the 
Times report of Mr. Pease's speech we gather that the 
Government agree that we must make more use of 
the workers who exist in this country; that we must 
prepare for an increased supply of them; that we 
must bring our Universities and technical schools into 
closer association with industries, and our leaders of 
industry into closer association with skilled workers. It is 
for these and other purposes that this Advisory Council 
on Industrial Research is being set up, and we are sure that 
the proposal, which met with a cordial reception from sub- 
sequent speakers in the House, will also be received with a 
general chorus of approval from both scientific and industrial 
authorities. As a beginning, Mr. Pease hopes to place on 
the Supplementary Estimates a vote of between £25,000 
and £30,000 for the objects named, and in adding that 
the scheme must be dependent upon State help for years to 
come, he said that this State help must steadily progress. 
Two further remarks in his speech convey the idea that 
he has a fairly correct appreciation of the criticisms of 
edacational authorities in recent years. For the future of 
the country our youth must be kept longer at school when 
it shows itself able to benefit by further education ; and the 
nation must create careers for men who are capable in the 
scientific world to benefit therefrom. | 

From the foregoing it will be clear that this Advisory 
Council on Industrial Research will not be too closely 
restricted ia regard to the scope of its operations. Its 
problems are large, its duties are of extreme importance, and 
the time may be short. We hope that no time will be lost 
in securing the best men available for the Council, and 
ensuring that they shall be brought into effective associa- 
tion with the leaders of our own and other industries, and 
that the promised close co-operation with the Board of 
Trade may enable us nationally to adopt, without any further 
delay, that course which shall ensure the ‘more efficient 
c)-operation of science and industry which is so essential if 
we are to render ourselves better abla to hold our own 
against nations which have eternally disgraced themselves 
by their barbarities and inhumanities, and have made 
themselves unfit to trade with until they have rendered for 
ever harmless all who have been responsible for the 
horrible carnage of these terrible days. 

In one of our early editorials on the war, we sug- 
gested the holding of а conference of electrical industrial 
aud commercial authorities, in the hope that some organised 
form of pressure could by that means be brought to bear 
upon the Goverament in respect of the above and cognate 
matters. We gather from the annual report of the 
Council of the Institution of Electrical Engineers that a 
German Trade Committee was appointed and held a 
number of meetings in conjunction with representatives of 
the B.E. A. M. A. The following quotation from the report 
will explain what was the ultimate decision :— 

GERMAN TRADE. 


Son after the outbreak of the war a Committee was appointed 
by the Council to ke2p in touch with the British Electrical and 
Allied Manufacturers’ Association in regard to the question of 
securing for Britiah manufacturers the trade hitherto done by 
Garmany and Austria-Hungary. A number of meetings of this 
Committee were held, at which representatives of the Manu- 
faoturers' Association were present, and the position was very fully 
discussed. 

Eventually, after several suggestions had been considered, the 
Committee came to the conclusion, with the concurrence of the 
Manufacturers’ representatives, that the continuance and expansion 
of British trade after the war will mainly depend on economic 
principles and on the commercial industry and initiative of British 
manufacturers, and that no useful action on the part of the 
Institution appeared to be possible. 

At first the Committee were in favour of holding & meeting for 
the purpose of discussing & paper on certain aspects of the com- 
petition of foreign countries, but after consideration the Manu- 
facturers Association were of the opinion that the result likely to 
to be obtained would not justify such a meeting being held, and, at 
their request, the idea was abandoned. 

The Committee referred to above still remains in bing for the 
purpose of advising the Council in regard to any question which 
may arise in the future. 


anxiety the next bulletin? 


We are glad to read the closing paragraph, for it is 
comforting to know that the Committee still remains in 
being. May we be pardoned if we await with certain 
It wil be quite excusable, 
Seeing the absorbing interest that most electrical men are 
taking in the future possibilities of the industry, if the 
average member of the Institution wishes to inquire which 
is the correct authority to decide what are and what are not 
fit subjects for discussion in public meeting. 

Inquisitiveness may even lead some to wonder whether in 
appointing its Council on Industrial Research the mind of 
the Government was influenced in any degree by any of our 
representative electrical organisations. If so, we think it 
should be kaown ; if not —well, the credit belongs to some- 
body else: either the Government authorities, or some of 
the scientific societies which, as we mentioned in our last 
issue, have busied themselves with the subject of science 
and industry. and recently sent a deputation to the 
Presidents of the Board of Trade and the Board of 
Edacation. * 


WHEN we commented on the rules for 
the standardisation of electrical machinery 
formulated and provisionally adopted by 
the British Electrical and Allied Manufacturers’ Associa- 
tion Just two years ago, we remarked that it would be un- 
fortunate if every Association were to issue a set of rules 
on its own account, but that in view of the pressure of 
competition it was desirable that a uniform basis of rating 
electrical machin2ry should be established without undae 
delay. At that time the International Electrotechnical Com- 
mission was engaged upon this very question, and the Report 
of the Engineering Standards Committee on Standards for 
Electrical Machinery was out of date. 

In the interval the I.E.C. has given great attention to 
the matter, and has endeavoured to harmonise the views of 
the British, American and German Committees, with 
especial reference to the temperature limits to be prescribed ; 
as regards the German Committee, circumstances have inter- 
vened which need not be particularised, but so recently as 
last month an American deputation was in this country 
conferring with our representatives on the subject of elec- 
trical standards, and we believe substantial agreement was 
arrived at. Тһе importance of international uniformity in 
this respect is obvious. No definite rules, however, have 
yet been issued in this country other than those above 
referred to, and therefore it is apparent that the Association 
was well advised in providing a set of standards for use in 
the interim. 

A new edition, or rather a reprint, of these rules has now 
been issued by the B.E.A.M.A., and in the preface we are 
informed that owing to the impending publication of the 
first section of the new British standard rules by the 
Engineering Standards Committee, it was thought best not 
tointroduce the changes in the Association's rules which 
would otherwise have been made. This decision is com- 
mendable, as it limits the confusion and disturbance due to 
modifications in the rules to a single set of changes. Seeing 
that the Standards Committee has had the matter in hand so 
long, it is interesting to learn that we may look for the fruit 
of its labours at an early date. 

The B.E.A.M.A., however, has appended very consider- 
able additions to the original code, in the form of а supple- 
ment, which we reproduce in full in this issue. It will be 
seen that the new sections cover a wide range, and doubtless 
represent a great deal of hard work on the part of the Com- 
mittee charged with the duty of formulating the rules. 
Some interesting questions are raised by the new clauses ; the 
introduction of “ tolerances,” for instance, into guarantees, 
and the method of determining the ‘“average-load 
guarantee,” are novel features. Whether in some cases the 
range of tolerance permitted will be acceptable to the pur- 
chaser, when the latter is himself an engineer and capable of 
appreciating exactly the value and meaning of the limits 
specified, is open to question. 

It will be borne in mind, of course, that these rules are 
primarily designed for the use of the manufacturer, and 
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while we do not suggest that they are prejudicial to the 
interests of the purchaser, it is not to be expected that they 
shall err in his favour. 

Some of the rules savour rather of the text-book, such as 
those relating to cyclic irregularity and to the use of 
reactances for the protection of alternators ; S:ction X, in 
fact, can hardly be said to embody anything in the nature 
of standardisation. 

An excellent feature of the oode is the provision of dis- 
tinctive and uniform markings for the terminals of machines 
and transformers, and of conventional symbols and letters 
for switchgear and instruments ; it is to be hoped that these 
will meet with general acceptance. Other countries have 
long had in operation codes of symbols for wiring diagrams, 
&c., and it is very desirable that uniformity should be 
attained in this respect, as in the use of symbols in formule, 
which has already been dealt with by the I.E.C. 

While representing the views of only one section, though 
а very important and influential section, of the industry, 
and to be regarded rather as a temporary system pending 
the issue of a code of rules by the Engineering Standards 
Committee that will be acceptable to all parties, the Rales 
of the B Е.А М.А. are to be welcomed as a praiseworthy 
and practical effort to amend a very marked deficiency in 
our industrial organisation. We take it that they are not 
put forward аз rigid and immutable standards, but as a 
working basis for friendly agreement between the parties to 
8 commercial transaction, and we have no doubt that in this 
sense they will be favourably received by the industry. 


THE tone of the copper market has 
been hardly so good, but this has arisen 
apparently not because of any rift in the situation, but as & 
reflex of the dastardly outrage of the German Admiralty, 
acting, no doubt, under the direct instructions of the Arch- 
Han, upon the Lusitania, and of the political conditions 
arising therefrom. Of course, no man living can say whether 
the Americar President is again bluffing hard, or whether he 
really does resent the murder of American citizens on the 
high seas, with which policy Germany has familiarised the 
world during the past six months, but if he is not engaged 
in & game of poker, we should be approaching the time 
when Germany will have to introduce some surface gloss of 
civilisation into her methods, which may in turn create an 
altered situation. With the civilised world determined to 
wipe out the Hun and his practices, the consumption of 
copper must go on regardless of temporary fluctuations, 
produced by what, after all, are mainly sentimental con- 
siderations. All that the murder of women and children, 
and the crucifying of wounded really involves, is the further 
and further wiping out of existence of the perpetrators of 
nameless outrages, and all this means that copper must be 
used in ever increasing quantities. 

There has been less activity in demands lately, but the 
restriction of buying on the part of consumers is always 
inevitable whenever the standard market wears an appear- 
ance of reaction. The actual consumption going on increases 
steadily, and buying will be impelled from time to time, as 
orders for ammunition and other work are being increased. 
The position in the United States has improved considerably 
as regards consumption, largely owing, of course, to the 
heavy ordera which have been booked by American cartridge 
makersin connection with the requirements of the belligerents, 
and the brass trade across the Atlantic is now experiencing 
a degree of activity and prosperity to which it has been a 
stranger for years. Meanwhile, production continues to 
progress steadily, and, indeed, every effort seems to be 
strained to increase output owing to the exceedingly profit- 
able nature of the business. There can be no diminution 
in consumption for war purposes, and although there may 
be a lull in new buying when the war ends, tbis can be 
only a temporary measure, for the replacement of damage 
and the ordinary extensions which have been held back 
during the war period, will then have to be dealt with, and 
these should account, for a time at least, for every ton of 
copper which the world can produce. 


Copper. 


For the moment there is a very wide disparity between 
the prices of standard copper and refined material. There 
has been liquidation of the former, owing to the political 
situation in the United Scates, but, on the other hand, pro- 
ducers have shown not the least sign of wavering, and an 
adjastment will probably be made, by renewed confidence on 
the part of speculators causing a buying movement in 
standard copper, which will practically restore the normal 
relations between the two grades of material. 


WHEN the proposal that the State 
should purchase and work the telephone 
system was coming to a head, we pointed 
out that the result of this proceeding would inevitably be 
lower efficiency, higher rates, and incompetent management. 
We endeavoured to disabuse the minds of the well-meaning 
bat uninformed public of the idea that the State could 
conduct so intricate an undertaking more ably than a 
private concern, and by way of example we cited the 
disastrous records of the telegraphs, than which it would be 
difficult to find a more convincing illustration of State 
mismanagement. Our warnings, and thos? of others who 
shared our views, were disregarded, and the mischief was 
done; the property of the National Telephone Co. was 
acquired under compulsion, on terms which verged upon 
confiscation, and the trouble began. E 

To deny that the position of the telephone subscribe 
had changed for the worse would be shutting one's eyes to 
the obvious facts; ths storm of protest, the agonised 
appeals for rescue from, the tyranny and ineptitude of a 
State service that swept over London in 1912-18 will not 
soon be forgotten by the telephone department, which iteelf 
was sorely tried by the necessity of coping with the diffi- 
culties of a gigantic and complex problem with an 
inadequate staff, under the control of laymen. Those who 
hoped for an all-round reduction of rates were sadly dis- 
illusionised, as we warned them they would be; there is 
good reason to anticipate an increase rather than a decrease. 
The efficiency of the service fell so low that leading City 
men denounced it as a nuisance rather than an aid to busi- 
ness. Moreover, with the change of ownership came the 
accompanying change from the reasonable and co-operative 
methods of a commercial undertaking to the autocratic and 
arbitrary ways of a bureaucracy ; the telephone service was 
no longer a convenience provided in return for a monetary 
consideration, but a privilege vouchsafed to those who suc- 
ceeded in obtaining connections, subject to withdrawal on 
slight provocation and involving the user in unknown lia- 
bilities in the shape of payments for calls of unkoown 
origin, the sole record of which was made by the Poat Office 
staff. | 

Our warnings and criticisms were issued in the interest of 
the general public, and not on our own behalf ; but we are 
not to escape unscathed. We have just received a notice 
to the effect that our telephone number, which has become 


The Telephone 
Disservice. 


Nas familiar to our friends as the colour of our cover, is to 


be changed (in August, or before) from Holborn 938 to 
City 997, “owing to the acquisition by the State of the 
late National Telephone Co.’s system," which has necessi- 
tated the rearrangement of certain of the exchange 
boundaries. There are no half-measures about it; arrange- 
ments are in progress for the transfer, and if we don’t like 
it we can, of course, do the other thing. We hardly need 
point out to business men that the possession of a recognised 
telephone number, in spite of the deficiencies of the service, 
is something of an asset, like a known business address, 
and the arbitrary sabstitution of a new number is in effect 
an act of confiscation, without hope of redress. | 

“ The Postmaster-General truste that you will excuse any 
temporary inconvenience which may arise from this change” 
—this is the velvet glove, cynically affecting to conceal the 
iron hand in whose grip we are, in common with other 
victims of this Department of State. The Postmaster- 
General is adept in the use of smooth words and sugared 
phrases, but these afford no consolation for the injury 
inflicted upon us, 
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SOME NOTES ON SHUNT REGULATING 
RESISTANCES. 


By THOMAS CARTER. 


A RECENT article in the ELECTRICAL Review (March 26th, 
1915), on “ Potentiometer Rheostats and Rheostats with 
Protective Resistances,” suggested to the present writer 
that some notes on the same subject, dealing with it from a 
rather more general point of view, might be interesting and 
useful to those who have to get out resistances of this 
special character frequently. Three separate sections will 
be treated, namely : — 
· I.— Potentiometer Regulators. 

II.— Regulators with Protective Resistances. 

III.—A Special Grading for Ordinary Regulators. 

The treatment is, perhaps, more detailed. and compre- 
hensive than is required for most practical purposes, but, 
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just because it is full, it will cover any case likely to arise; 
and for ordinary purposes the user of the method abstracts 
as much as deals with average cases, and probably simplifies 
many of the formul for rapid. use. As in all other pro- 
cesses employing formula, care should be taken not to use 
them blindly, but only after making sure that they deal 
with the case considered. The use of a formula without 
care and intelligence is certain to lead sooner or later to 
disaster: a formula is a good angel if a servant, but if it 
becomes master, it is more subtle in temptation than 
Satanus himself. 

1. Potentiomeler Regulutors.—The standard connections 
of a potentiometer regulator are shown in fig. 1. 

The exciting voltage, E, has across it a resistance, 7 s, 
and the field winding, whose resistance is s, is put in parallel 
with more or less of ns, according as its current is to be 
increased or diminished. 

The amount of resistance in n s is arbitrarily chosen, but 
it is useful, as will be seen from what follows, to choose 
some round value for the multiplier л, and to make n х thus 
bear a simple ratio to s, for greater convenience in plotting 
sets of curves. The present writer was greatly interested to 
see the set of curves in the earlier article already referred 
бо, as they are absolutely identical іп form with those 
developed by him on more general lines many years ago, 
and used by him with great convenience ever since. The 
usual value of л is from 2 to 4, and the circumstances of 
each case generally show fairly clearly which value is most 
suitable. 

Whatever „ be, the following treatment is perfectly 
general, and expresses all currents in all parts of the circuit 
in terms of E/s—i."., of the maximum value of the field 
current which it is possible to obtain. Let the sliding con- 
tact of the regulator be moved to a position which gives 
г ohms in series with a loop consisting of (п х — r) ohms 
in parallel with s ohms. Let z be / times n s (/ having any 
value from zero to unity). Then the total resistance 
between terminals is— 

tas = r)s __ (пх - qnx)s 

* = yns 4+ - --—— 


пз — 7 + 5 пз — Y +s’ 
which simplifies to х. . Qa {у TN. 
(I- 2 ＋ 1 
The total current in the circuit is therefore 
E (dd—wyyncl 


х 4 - ц) п +n’ 


and this is clearly the value of the current іп г. The current 


in (ns — z) is s|(ns — qns + в) = 1/((L — g)n + 1) 
of the total, and the current ins is (ns — gns)i(ns — 
qns + s) = (1 — 9) „(1 — д) n + 1) of the total, во 
that — 


E 1 А А 
and Ë. е is the current in the field 
s ( - ) n ＋ n 
winding. 


The curves in fig. 2 are plotted from the above 
expressions, the ordinates representing currents in terms of 
Efs, and the abscisse values of z from zero up to n 8— i. e., 
from q = 0toq = 1:0. The value of n chosen for these 
particalar curves is 8:5. ö 

The following table gives the values (with n indeter- 
minate) of the current in the three parts of the circuit for 
various values of z. 


Current in z = total Current in « = fleld 


Current In (n s—z). : 
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If curves be plotted, similar to those in fig. 2, but for 
other values of n, say 2, 2:5, 8 and 4, this set of curves 
will cover practically all possible cases that can arise. These 
curves are clearly of & more generally applicable nature than 
those shown in the earlier article, as the latter apply to 
certain definite currents in amperes and definite resistances 
ia ohms, while those here described, being based on frac- 
tional values of a perfectly general total, are of perfectly 
univeraal applicability. The only constants required for 
any case are E and s, which are given, and n, which is auit- 
ably chosen. The value of the field current required at 
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each step of the regulation is first determined to suit the 
specified conditions of speed or voltage variation. These 
successive values of field current are tabulated as fractions 
of Es, and from the curves the corresponding values of z, 
ав a fraction of л з, and current in z, as a fraction of Ех. 
are obtained. By multiplying these two seta of figures by 
ns and ks respectively, the required resistance in ohms 
and capacity in amperes of the steps of the regulator are 
obtained. A numerical example is scarcely necessary, a8 
the simplicity of the method is obvious. 

For a case like a booster, it is, of course, permissible to 
reduce the field current to zero; but in the case of a motor, 
there will usually be a limiting value below which the 
current should not be reduced. This means that not all 
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of n s should be variable, but that a certain part should be 
arranged as a last step, not capable of being cut out, of 
such a value as will give the required field for the maximum 
speed specified. If this be not done, there is the danger 
that the field may be made to disappear altogether, with 
disastrous resulte for the motor. 

The use of a potentiometer regulator clearly diminishes 
the efficiency of the machine it is used with. Hence 
n should be kept as great as possible, so as to reduce the 
additional loss in the regulator as much as possible. Bat, 
on the other hand, if n s be abnormally large, it may lead 
to a very bulky resistance, as the regulator has always to 
carry a current greater than the field current. The choice 
of n is therefore, ав in so many cases, a compromise between 
two opposing ideals, and experience is the best guide in 
making the selection. The most usual range of valaes has, 
however, already been indicated. 


(To be continued.) 


! 


THREE-PHASE ELECTRIC CRANES AT 
THE PORT OF BORDEAUX. 


TRAFFIC to the port of Bordeaux has increased very rapidly 
during recent years, some indication of its growth being 
given by the fact that 116 goods-handling machines of 
various types worked nearly 140,000 hours in 1912, as com- 


pared with 51 machines working 36,000 hours in 1902; 


and during the first six months of 1918 the weight of mer- 
chandise handled was 2,230,000 tons, or 28 per cent. 
increase on the corresponding figure for 1912. On the 
extended Queyries wharves, the No. 2 wet dock, and in the 
elaborate silo and transporter equipment „erected to serve 
warehouses and the coal yards of the Paris-Orleans Railway, 
electrical equipment has been adopted very extensively, and 
has resulted in marked acceleration and cheapening of 
operation. According to La Revue Electrique, six large 


electric cranes are now installed on the Queyries wharves,’ - 


each capable of raising 3,300 lb. at 235 ft. per min. ; 6,600 
Ib. at 160 or 235 ft. per min.; ог 11,000 Ib. at 160 ft. per 
min. The range is 34 to 46 ft., according to the inclina- 
tion of the jib; the speed of crane rotation, 2 в.р.м. ; speed 
of translation, 40 ft. per min. ; total travel of hook, 100 ft. ; 
centre of jib pulley above rails at maximum radius, 
60 ft.; gauge of rails, 9 ft. 3 in. In each case a 
double drum windlass is provided, permitting the use 
of three-cable grab-buckets (two cables for lifting, one for 
opening), and so arranged that the lifting drum can be used 
alone for loads up to 11,000 lb., or the auxiliary drum alone 
for loads up to 6,600 Ib. The grab bucket can be raised or 
lowered when open or shut; and can be opened or shut at any 
point in its travel whether full or empty. Of the 14 electric 
cranes at the No. 2 dock—five have 46-ft. radius and lift 
up to 6,600 lb. by single cables; five otherwise similar 
cranes have three-cable grab-bucket gear; and four 
of 46-ft. radius, lift up to 11,000 Ib. in three-cable grab- 
buckets. | 

Three of the Queyries cranes use compressed air at 90 lb. 
per sq. in. to operate brakes and couplings, but three later 
cranes include, among other improvements, all electric opera- 
tion of auxiliary parts. The mechanical features of the 
latest hoisting gear are particularly simple. A heavy 
foundation plate carries both drum shafts on ball bearings, 
the latter being used to reduce maintenance, increase 
efficiency, and permit light loads to descend easily without 
current. The front shaft carries the main drum ; the rear 
shaft carries the auxiliary drum, driving gear and cone 
clutch. Between the drum shafts is à countershaft, driven 
electrically through a band brake coupling which is closed 
only during hoisting. On this shaft are two loose pinions, 
provided with claws which may be engaged with corres- 
ponding countershaft claws, the latter being operated simul- 
taneously or independently by the driver. Asa result, the 
drums may be driven simultaneously or independently, and 
any E iue combination of movements can be easily 
secured. | 


i 


The main drum is driven through a geared rim, the 
auxiliary drum through a large leather-faced cone. The 


latter has a '*counter-cone " so that, when working with 


grab buckets, the release-cable is tightened during clcsing, 
and no time is wasted when the bucket is to be opened. A 
motor-brake engages the cone of the auxiliary drum, liberates 
it (leaving the drum free), or engages with the counter-cone 
while closing the grab. The winding drums are 700 mm. 
in diameter, grooved, and each is provided with a long-arc, 
band-brake drum. The front drum has two 20-mm. cables 
and the other drum a single 22-mm. cable, which is used to 
open and close the grab or to lift loads up to 6,600 Ib. On 
the end of the intermediate shaft opposite to the coupling, 
is an automatic brake preventing running back of the load 
during hoisting, due to current failure or other cause. All 
brakes and couplings are actuated by small 100-volt, single- 


phase, series commutator motors, the energy consumption 


of which is kept down to а minimum by suitable brush dis- 
placement. 
clatches of the three older Queyries cranes by an electrically: 


driven compreszor. 


The mechanical features of the older cranes are less 
simple, an intermediate change-speed gearing being employed 
to guit various loads. In the later cranes, three-phase series 
commutator motors are used (instead of ordinary induction 
motors) in order to secure automatic speed variation in 
inverse proportion to the load. — ; 

Three-phase current at 440 volte, 50 cyoles, is taken from 
distribution boxes connected in underground cables, by a 
cable coiled on an automatic paying-out’ drum, which takes 
up all slack and permits 66 ft. travel of the crane on either 
side of the distributing box. From slip-rings on the 
cable drum, current is taken through rings on the pivot 
and brushes on the turning part of the crane to the cabin 
switchboard. 2 

The jib is elevated through double worm gearing by a 
4°5-KW., 1,000-R.P.M., 440-volt motor, and its position at 
any moment is shown automatically by an indicator in 
the driver's cabin. Slewing is effected by a 7'5-Kw., 
1,000-R.P.M. motor driving & worm gear and pinion, mesh- 
ing with a circular rack on a track ‘12 ft. in diameter. 
Another 7:5-kw. motor propels the crane as а whole through 
worm, parallel and bevel gears. These three motors are 
asynchronous machines; the slewing motor is open, the 
others are enclosed and further protected by sheet metal 
hoods. The winch motor is an open-type 52-Kw., 200- 
R.P.M. machine, with ball-bearings ; its commutator gives 
no trouble in service. The 100-volt, single-phase auxiliary 
motors are supplied through a transformer in the cabin. 

Ordinary rheostatic control being inapplicable to three- 
phase motors, two systems were tried in the first three 
Queyries cranes. In each case a single lever controller is 
arranged so that pushing the lever forward starts and 
couples the hoisting motor, while completely releasing the 
brakes ; and pulling the lever backwards releases the brakes 
progressively for lowering loads without current. 
cranes fitted with asynchronous hoisting motors, the control 
lever actuates an ordinary grid resistance controller, but in 
the third crane, using a series commutator winch motor, the 
controller is connected to the tappings of a variable voltage 
transformer. In both cases the control lever operates the 
air brake and clutch valves simultaneously with the electrical 
connections. 

In the newer cranes, all driven by three-phase series com- 
mutator motors, the control lever operates a quick-acting re- 
versing switch, and also through a toothed sector, the rotating 
winding of a variable ratio static transformer, which is me- 
chanically balanced in all positions of the control lever. A 
simple means is thus provided for varying power and врсей, 
according to requirements; resistance losses are reduced to 
an absolute minimum. 

The acceptance test on these cranes demanded that full 
load be raised 64 ft., rotated 10° and lowered to earth; then 
raised to 33 ft., swung through 170° and lowered ; after 
which the empty hook was to be raised 33 ft., swung though 


_ 170°, lowered to 64 ft., swung through 10° and lowered to 


earth. The guaranteed mean consumption for this per- 
formance was 400 watt-hours, with 11,000 Ib. load, and 
274 watt-hours, with 6,600 lb. The actual consumption 
averaged less on 10 tests. 


Compressed air is supplied to the brakes and 


In two . 
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Of the nine three-cable cranes alongside the No. 2 dock 
four are of 11,000 lb. maximum capacity, and identica 
with the newer Queyrie cranes. The other five are 6,600 lb 
cranes, similar to the above but reduced in dimensions in 
the ratio 7 : 6, and fitted with 37-Kw., 280 в.р.м., hoisting 
motors instead of 52-Kw., 200-R.P.w. machines. There are 
besides five 6,600-lb. single-cable cranes with 600-mm. 
drums. An automatic brake prevents running back during 
hoisting, and is released by hand when lowering loads. The 
main band brake is motor controlled, directly during hoist- 
ing, progressively during lowering. The band coupling is 
also motor-opera'ed and acts only during hoisting. All 
shafts ran on ball bearings and the motor is completely 
uncoupled daring lowering so that, with only 130 lb. weight 
on the hook, a “ light ” lowering speed of 400 ft. per min. 
is quickly attained. 

The hoisting motor develops 37 Kw. at 280 R. P. u., and 
is a 440-volt three-phase series commutator machine. 
Variable voltage control is again adopted in preference to 


Fic. 1.—CoMPLETE CONTROL PANEL. 


FIG. 2.—Lock-Ov T ConTACTOP. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


. The Lock-Out Contactor. 


THE BRITISH WESTINGHOUSE CO., LTD., of Trafford Park, Мап. 
chester, have recent!y put on the market acontrol system known as 
the “ Series Lock Out Contactor system,” which possesses the advan- 
ta res of the series relay, but eliminates ite weak point, j.e., the 
relay contact. The feature of this contactor is that it “locks out,” 
and will not close, when the current is abore the value at which 


. it has baen set, resistance being cut out only when the current has 


fallen to a predetermined value. 

Motor current pasxs through the operating coil winding 
directly ; with the contac‘or in the open position (shown in full 
lines, fig. 3) at the instant of applying current, assuming this 
current to be above the value at which the contactor should close, 
a flux will pass through the main air gap, through the armature, 
and along the steel piece A fixed to the armature and carrying the 
adjasting plug, through the small air gap, and on to the base. 
Th:s flax tends to hold the contactor open, due to the pull between 
the pleg and tie frame being greater than the pull at the main 
air gap. For a fraction of a second current is prevented from 


Ета. 3. 


BRITISH WESTINGHOUSE SERIES LocK-OvT CONTACTOR SYSTEM. 


brush shifting (which offers mechanical difficulties) to secure 
speed variation from 60 to 200 ft. per min. hoisting fnll 
load; and up to 265 fc. per min.. hoisting half load. The 
brake and coupling motors are single-phase, 100-volt series 
commutator motors regulated by brush displacement. 
Motors for jib elevation and slewing and crane propulsion 
are of the three-phase slip-ring, induction typ>. 

The two latest 330-ft. berths on the Queyries wharves are 
equipped with seven electric grab-bucket, travelling trane- 
porter bridges, a line of re nforced concrete storage hoppers 
and two aerial transporter systems, one running to the 
Paris Orleans Railway coal yards, 1| miles away, and the 
other serving warehouses ard yards along the quay. This 
equipment has been erected at a cost of about £80 000 
specially to expedite the discharge of heavy cargoes, and to 
reduce handling to a minimum. The wharf transporter 
bridges permit at least 300 tons per hour of coal to be 
discharged through four hatches and dumped directly in the 
silo bins. The total hopper capacity (in 24 bins) is about 
2,200 tons for each bertb. 

Coal is discharged from the tottom of the silos into rail- 
way trucks beneath, or into the buckets of one of the aerial 
electric transporters, each of which conveys 200 tons an 
hour at an average speed cf 2:75 м.Р.н The total coal 
tonnage handled for the Paris-Orleans Railway is about 
400,000 tons per annum, the charges for wharf, crane, silo 
and transporter service averaging 4d. to 4139. per ton. 
The new berths with their electrical equipment practically 
double the effective capacity of the wharves. At least 
500,000 tons per annum can be discharged through each 
~ new berth, as compared with 150,000 tons per annum for 
each of the seven older berths equipped with travelling 
cranes discharging directly into ra lway wagons. 


passing through the part marked “saturated section," due to the 
very heavy damping coil which is wound round this, 

As the current falls, due to the motor speeding up, the flux 
through a decreases, but the flux through the saturated eection 
remains the same; in consequence, the pull between the plug and 
the base decreases, until the pull through the main air gap over- 
comes it, and the contactor closes, 

Without the damping coil the contactor would close as the 
current was rising, upon 16 reaching the value at which it was set 
to operate. But owing to the damping coil the flax is prevented 
from passing through the saturated section, and consequent’y it 
all passes through the adjusting plug, and the contactor cannot 
close. In a fraction cf a second after the current reaches the full 
value, the flax divides between the two circuits, and the contactor 
is held out by the normal operation of the Lock-Oat device. It is 
free to close when the current falls to the value for which the 
contcctor has been adjusted. . 

An ordinary non-reversing automatic starter embodying this 
type of contactor would contain, firstly, a shunt-wound contactor ; 
second!y, a number of contactors of the type deacribed above, to 
short-circuit the resistance in the armature circuit. These con- 
tactors are so connected that without the use of any interlocking 
contacts each contactor is put into circuit, and conseqnently closes 
in the order desired. Also the d'fferent contactors have their coils 
short-circuited, und coneequently fall out as the next step of 
resistance to them is short circuited, so that in the " full on 
position only the shunt-wound line contactor and the last series- 
wound contactor are in circuit. f 

In order to keep the shunt coil as nearly as possible in line with 
the series coils as regards reliability, it is wound for a low voltage, 
and a resistance is connected permanently in series with it. 

In comparison with other forms of automatic control gear, the 
Series Lock-Out system offers the following advantages: — 

1. The number of shunt coils is reduced to a minimum, These 
shunt coils are never subjected to the fall voltage of the circuit, 
аз їп the case, at least momentarily, with most other types of 
control gear. 

2. No dash-pot retarde'« are used, the acceleration, as explained 
above, being fixed by the load on the motors, р 

3, Small interlosk contacts and switches for cutting in an 
economy resistance are not necessary. 
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Terminal for Portable Accumulater. 


MR. B. BARBER, engineer to the Oulton Broad Electricity Oo., 
Ltd., finding that many ignition cells and other portable accumu- 
lators that were placed in his hands for charging had lost their 
terminals, or had terminals badly corroded with acid, and being 


dissatisfied with the makeshift of soldering a terminal on the lug. 


has devised a neat repair terminal, for which he has obtained 
provisional protection. Incidentally, he points out that the ter- 
minals usually fitted, with a metal stud embedded in the lead lug, 
ere crude and easily twisted off. The component parts of the 
device are illustrated in fig. 4; they consist of a screw A with a 
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Fig, 4.— TERMINAL FOR PORTABLE ACCUMULATOR. 


tapered and slotted base, a ferrule B fitting over the latter, and a 
milled nut c. The end of the lug is cleaned and filed up to fit 
the inside of the base, which is bored parallel ; the base is then 
put on the lug, and the ferrule B is slipped over the tapered 
exterior of the base and forced home with the nut, thus squeezing 
the slotted base tightly on the lug and gripping the latter firmly. 
The terminal is shown on the lug at D; it can easily be attached 
by the user of the battery, and forms a sound and permanent 
repair. We understand that Mr. Barber wishes to dispose of the 
right to manufacture the device. 


— meere —— 


LEGAL. 


CHESTER CORPORATION v. CHESTER WATER WORKS Co. 


in the Chancery Division on Tuesday, Mr. Justice Eve heard an 
applicatian for an injunction by the plaintiff Corporation to restrain 
defendants from pulling up streets in the city to lay electric cables 
to the river side, 


Mr. МсМоввАн, K. O., for the Corporation, said as Mr. Dighton 
Pollock, for the defendants, would give an undertaking not to pro- 
ceed with the work fora fortnight, he would consent to a post- 
ponement of the trial for that time. 


BRITISH VACUUM CLEANER Co.’s APPEAL DISMISSED, 


JUDGMENT was given in the House of Lords on Monday (Mey 17th) 
in the appeal by the British Vacuum Cleaner Co., Ltd., against an 
order of the Court of Appeal in favour of the respondents, Меваге, 
James Robertshaw & Sone, Ltd., in which judgment was reserved 
on April 26th, as already reported by us, page 613 ante, 


The LoRD OHANCELLOR, in giving judgment, said the action was 
brought by the British Vacuum Cleaner Co., as plaintiffa, to restrain 
infringement of a patent, granted to Hubert Cecil Booth, for im- 
provements relating to the extraction of dust from carpets and ather 
materials. The defence was twofold : first, non-infringement ; and, 
secondly, prior publication and user. The patent had been on 
several occasions before the Courts in other cases, and this House had 
decided that it contained a sufficient subject-matter, and was to be 
construed in & particular sense. It was, however, open to the 
defendants to prove anticipation as well as non-infringement, and 
the Court of Appeal, by a majority, reversing the judgment of Mr. 
Justice Sargant, sitting as Judge in the Chancery Division, 
decided in favour of the defendants on the question of non- 
infringement. 

The appellants’ invention consisted of the combination of an 
extracting implement and a power-driven suction pump, by means of 
which a considerable vacuum was obtained and dust laden air 
drawn into the machine. Prior to the appellants’ invention there 
had been on the market an apparatus for removing dust by suction, 
but in that apparatus the suction was obtained by bellows as dis- 
tinguished from a cylinder pump, and its object was to remove 
dust from the surface only, a process which required but moderate 
suctien. 

The conclusion his Lordship came to was that the decision of 
the majori! у of the Court of Appeal was right. The appellants 
had limited thcir claim to an apparatus capable of maintaining a 
pressure of at least 5 lb. at the nczzle and the respondents’ 


machines did not come within the patent so interpreted. Ассотс- 
ingly, he moved that this appeal should be dismissed, with coste. 


Lords Stratholyde, Parker and Parmoor read judgments to the 
same effect, and Lord Sumner expressed his entire concurrence in 
the result arrived at. 


Accordingly, the appeal was dismissed, with costs. 


ELECTRICAL APPARATUS Co., LTD., г. CANADIAN BBITISH 
ENGINEERING Со, LTD. 


In the City of London Court on Tuesday, before his Honour Jadge 
Atherley-Jones, K.C., an action was brought by the Electrical 
Apparatus Co., Ltd., Vauxhall Works, South Lambeth Road, against 
the Canadian British Engineering Co., Ltd., 4, Queen Victoria 
Street, to recover £70 182. 6d., which consisted of £48 15s. 1d. for 
electrical goods supplied and £27 8s. 5d. for goods bargained and 
sold, and damages for refusing to accept delivery ander the Sale 
of Goods Aot. 

It seemed that the defendants ordered the plaintiffs to dispatch 
one 10-ampere single-phase meter, 110 volts, to Ontario, anda similar 
one to the defendant company’s office in Winnipeg. Plaintiffs had 
the goods specially manufactured for the defendante, and then 
asked for special instructions about delivering them. 


Мв. TAYLOR, the plaintiffs’ secretary, said they telephoned to the 
defendants that the goods were ready for shipment. They had 
never been able to receive the necessary instractions, with the 
result that the goods were on their hands. There was no avail- 
able market for them as they were made specially for the 
defendants. i 


The SECRETARY of the defendant company said they could not 
pay at present. Ninety per cent. of the company's oreditors in 
Canada and the greater part of the creditors in England had 
agreed to a scheme whereby they were to have віх monthe' exten- 
sion of time. If jadgment was given for the plaintiffs in that 
case, the defendant company would have to go into liquidation, 
and the plaintiffs were the only creditors who were pressing 
them. , 

JUDGE ATHERLEY-JONES said he did not want to break up the 
defendant company, and no doubt the plaintiffs would meet them 
in a reasonable way. 

Мв. TAYLOR replied that a meeting had been ‘held of the 
defendants’ creditors in Canada without any reference to the plain- 
tiffe, and there had been no formal meeting in England at which 
they sould attend to disouss the defendants’ financial position. 
They did not consider they were deserving of any consideration, 
having shown none to the plaintiff, They did not wish to act 
vindictively. | 

JUDGE ATHERLEY-JONES, K.C., said he did not think they did. 
He must give judgment for the plaintiffs for £67 3e. 6d. The 
Canadians had deserved well of this country, and therefore the 
defendants should receive every consideration. 


Electric Furnaces in Italy. — Recently published 
statistics relating to the number of electric furnaces in Italy 
up to 1913, show that they are in use by four establish mente 
engaged in iron emelting and ten in other industries. Of the 
former, the Dalmiene works at Bergamo have doubled their plant, 
and their output of iron piping is now 30 tons yearly. The plant 
comprises two Héroult furnaces. The Tranchi-Griffin works at 
Brescia is considering the introduction of а Stassano electric 
furnace for the production of oast-steel. The Darfodelle Ferriere 
works at Volta has continued the produotion of foundry iron with 
а 3,000.kw. Héroult furnace; it also produces fine iron, ferro- 
manganese, ferro-silicon, and carbide of calcium with three Keller 
furnaces of 1, 500-K w. capacity, four of 750, and two of 75, adapted 
to each purpose. In the Milan works of the Aociaierie Milanesi, 
two Stassano furnaces are in steady operation. At Turin the 
Fonderie Riunite is obtaining good resulta from the Bassancse 
furnace, which is of the aro type like the Staesano. 


Of electric furnace installations employed in other industrier, 
there is the installation at the works of Prof. Rossi, of Legnano, 
whose capacity was doubled in 1913. It consists cf 18 furnaces of 
300 Kw. at 4,000 volte, used for the fixation of atmospheric 
nitrogen, and a small furnace of 120 KW., employed in making 
an alloy called ~ Elianite," invented by Prof. Rossi, which is 
fusible like iron, but absolutely unattackable by acid. In the 
manufacture of aluminium the Bussi Works treated in 1913 over 
6,000 metric tons of bauxite, yielding 874 metric tors of metal. 
Of carbide, the Darfo Works, with their Keller furnaces, turned out 
about the same quantity as the preceding. In the neighbour- 
hood of the Italian capital a much greater production was 
effected—some 34,000 metric tons (against 26,000) in the several 
works at Foligno, Апте sa, Narni, Papig no, and Collestatte. The 
Foligno Works have now given up this branch of production, and 
devote their energies to ferro-silicon, but a new carbice factory, 
employing three furnaces of a total capacity of 2.250 KW., has 
been started at S. Giovanni Lapatoto. Calcium cyanamide is also 
produced at Collestatte, to the extent of 12,600 metrio tons 
Lastly, electric carbons are manufactured at Narni, the output in 
1913 totalling 18,000 metric tons. 
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WAR ITEMS. 


Electric Motor Lorry at Erith.—Messrs. Vickers, Ltd., 
have just put into service a 31-ton Baker electric motor 
lorry in connection with their works at Erith, Kent. It is 
to be used for the transport of war material to Woolwich 
Arsenal and Dartford and for the collection of goods from 
the railway station. 


Board of Trade Publications.—The C.I. Branch of the 
Board of Trade has issued No. 20 of its lists of inquiries 
id the sources of supply of goods for the week ended May 

th. 


An Australian Charge.—Reuter's correspondent at Ade- 
laide says that, on May l4th, Mr. Justice Gordon decided 
that there was no case to go before a jury in connection 
with the charge brought against Mr. Francis Hugh Snow, 
a well-known merchant, of attempting to supplv copper ores 
to a firm in Germany. The accused will probably be prose- 
cuted on another charge. 


Carbon-making in Australia.——An Austrailan paper states 
that a company, to be known as the Australian Arc Carbons 
Co. Pty., Ltd., has been formed, with an authorised capital 
of £4,000, in 400 shares of £10 paid up, for the local manu- 
facture of carbons of the kind extensively used for cinema 
shows, naval searchlights, railway arc lamps, municipal 
lighting, and various electrical influence machines. In the 
past these have been largely imported from Germany and 
Austria. The secretary is Sir Alexander Peacock, 339, Col- 
lins Street, and the sole distributing agents are Messrs. 
Newby & King, National Mutual Buildings, Collins Street, 
Melbourne. ” 


Russian Demand for Electric Fittings.—A Petrograd 
paper says that with the opening of the building season 
the question of the scarcity of electrical materials becomes 
a very acute one. The previously exisiing supplies of sun- 
dry accessories for installing electricity, as the demand 
throughout the winter was not reduced, have considerably 
declined, and the question now is one of making up the 
supplies. Local factories that engage in producing such 
goods are so overwhelmed with large and urgent orders that 
the production for stock, or for the market, is reduced to a 
minimum, and the Moscow factories are unable to satisfy 
the demand. The large increase in Customs duties is having 
its effect upon the prices which, for the most part, are up 
from 30 to 40 per cent. For want of raw material the pro- 
duction of batteries too has been very much curtailed. There 
is no carbon for arc lamps. Very satisfactory offers of in- 
stallation material have been received from America, but the 
conditions of sale are not suitable to the Russian market. 
The proposals submitted at the council of electro-technicians 
held in January this year, to manufacture in Russia some of 
the more generally used types of fittings in place of those 
previously imported from Germany, have not vet material- 
iscd, because, as stated above, the Russian factories are 
overwhelmed with important orders. ‘The demand at the 
moment is not important, but it is expected to become so in 
a few weeks’ time. 


Government Cable Contracts. — Among the Parliamentary 
questions, asked on May 13th, was one put to the First 
Commissioner of Works by Mr. Booth, who asked if Julius 
Hirschmann was still a director of the Union Cable Co., 
Which received a Government contract; if he was a nominee 
of the Deutsche Kabelwerke A. G., Berlin; and where he 
Was now residing. Mr. Walter Rea, in reply, stated:—'* So 
far as the information in the possession of the Office of 
Works shows, Julius Hirschmann is not a director of this 
company. His place of residence is not known." 

The following letter has come to hand just as we go to 
press:—'* I do not know your correspondent, Mr. A. R. 
Munday, and have no wish to reply to his letter, but since 
so much publicity has been given to the matter, perhaps 
it is well our friends should know that five-sixths of the 
work we have in hand at the present moment is on direct 
Government contracts for various departments. So long 
as the Governinent offer us work, we shall carry on, in the 
belief that we are patriotic, and allow the Board of ‘Trade 
and its Supervisor to look after anv profits there may be. 
] trust vou will be good enough to publish this letter.— 
J. А. Beackwoop (on behalf of the employés of the Union 
Cable Co., Ltd.), Dagenham Dock. May 19th, 1915.” 


The Lighting of London Streets.—.t the Lambeth County 
Court, betore Judge Parry, on Fridav, George Brown, a 
tanxi-cab proprietor, brought an action against the Lambeth 
Borough Council to recover damages for injuries to a cab. 
It was stated that, after emerging from the glare of a shaded 
gas-lamp at Brixton, plaintiff was plunged into total dark- 
ness, and ran, a short distance away, into a refuge, on 
Which was an electric arc lamp. At the time of the accident 
this electric lamp was out, the result being that the driver 
smashed the lamp column and damaged the car. Evidence 
Was called to prove that the electric kamp on the refuge was 
out at the time of the accident, and that it was practically 
impossible for a driver to see the refuge after he had come 
from the plare on the road caused by the shaded gas lamp. 


A police-sergeant stated that it was so dark that he had to 
£o into the cab and turn up the light in order to make a 
note of the accident. Mr. Bruce Penny, Town Clerk of 
Lambeth, for the defence, maintained that there was no 
negligence on the part of the Council, inasmuch as the 
lighting arrangements were carried out by the gas company 
and the South London Electric Supply Corporation. He 
also pleaded that the Council was not responsible for the 
accident, as it was acting under the instructions of the 
Chief Commissioner of Police, who was responsible for the 
lighting of the streets under the Defence of the Realms Act. 
Mr. H. C. J. Edwards, the borough engineer for Lambeth. 
stated that the lamps had been shaded at the instigation of 
the police, who approved of.the measures taken by him and 
his staff. It was desired that the lights from the lamps 
should be thrown on the ground, but that did not cause a 
glaring light. It was common knowledge that the whole of 
the lighting of London had been taken out of the hands of 
the local authorities, and that the police were responsible 
for it. Evidence was given that the electric arc lamp should 
have been in working order at the time of the accident, and 
that it should have been alight, as it was found to be burn- 
ing at eleven o'clock on the morning after the accident. Mr. 
Lever pointed out that under a recent decision in the High 
Courts, when a similar action was taken against the Poplar 
Borough Council, the Council was responsible for an acci- 
dent of this nature. Judge Parry said, in view of the im- 
portance of the case, he should reserve his decision. 


Liming Municipal Expenditure in War-time.—The 
Finance Committee of the L.C.C. has reported to the 
Council at some length on the subject of the restriçtion of 
capital expenditure. The object of the Treasury is to con- 
serve and direct into channels useful to the nation for the 
furtherance of the war both the capital and the labour of 
the nation, and it is desired by their lordships to stop or- 
reduce capital expenditure by local authorities rather than 
merely to restrict fresh borrowing. The Committee has 
considered the matter in order to report what action should 
be taken to comply with the spirit of the Government's 
suggestions, and it concludes that the general principle to 
be observed is that all capital expenditure not necessary 
for the furtherance of the war should be postponed; in other 
words, that municipal or local interests must be subordin- 
ated to national interests. The Committee says:—‘* One 
exception only is specifically allowed, viz., urgent works 
connected with the public health; but the Treasury will ap- 
parently give a somewhat broad interpretation to the expres- 
sion ‘ furtherance of the war’ which will allow of expendi- 
ture on any municipal service which, if not carried on, would 
hamper those engaged in industries directly concerned with 
military requirements. It is possible that the approval of 
the Treasury might be secured to expenditure on isolated. 
purchases of property in cases in which specially favourable 
opportunities occur, as such expenditure makes no demand 
on labour, but the actual pavment of the purchase monev 
should be postponed, if possible. Further, expenditure on 
works in progress under existing contracts will only be 
allowed if, after due inquirv and consideration, it appears 
that such expenditure cannot be postponed or delaved." A 
letter from the Treasury, dated 28th April, indicates another 
ground—extreme urgency, which may influence them in 
granting sanctions, for it savs;—'* With regard to the pro- 
posed expenditure of £88,000 on providing two additional 
turbo-generators at the Greenwich generating station, Mv 
Lords recognise that this is a service of urgent importance 
which cannot be deferred indefinitely, but thev would ask 
that the London County Council should further consider 
whether it 1s not possible to postpone the expenditure con- 
sistentlv with safety for (say) six months or a year. Thev 
will not refuse sanction for the borrowing of the money if 
and when the London County Council determine that it is 
absolutely impossible further to postpone the expenditure.” 
The Committee continues:—It is necessary that definite 
action should be taken by the Couneil without delay, and 
instructions given to committees to review the position and 
reconsider their annual capital estimates for 1915-16, and we 
submit the recommendations accordingly. We desire to 
refer to the action taken bv the Emergency Committee on 
August ТКА, 1914, and subsequently continued by us, subject 
to certain modifications, as reported to the Council on 27th 
April, 1915, with a view to making more frequent payments 
to contractors than those to which they are entitled under 
their contracts. The object of this action was to prevent 
the delav of works at a time when, as the Local Government 
Board, in its circular of llth March, 1915, has pointed out, 
“there was reason to fear that unemployment might be 
widespread." The same circular urges that the position is 
now reversed, and that “Sit will be necessary to economise 
labour to the greatest extent possible; We have accordingly 
given instructions for the special arrangements referred to 
to be discontinued, and that no further action shall be taken 
under the resolution. of 23rd March, 1915, which was as 
follows:— 


That, until the conclusion of the war or during such shorter period ag mas 
be determined by the binance Committee, in all future contracts for the 
execution of works of construction or manufacture with regard to which the 
heads of the departments concerned. consider it desirable that more frequent 
payments than those provided for by the standing orders of the Council should’ 
he mada a provision be anserted te the effect thar herds of departments sholi 
issue certificates for weekly advances on all such cecntracts of tess than L. 2. U, 
and for fortoighily advances on all other works contracts, 


^ 
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As regards sanctions to borrowings by metropolitan borough 
councils and loans to local authorities in London, the Com- 
mittee proposes to deal with all such cases in accordance with 


the policy indicated in the letter from the Treasury, except | 


those in which, as stated in the circular letter, dated 25th 
March, 1915, from the Local Government Board, that 
authority, and not the Treasury, is to decide whether the 
purpose for which the loan is required is one with which it 
is desirable to proceed at the present time. The Commit- 
tee's recommendations include the following:—(a) That, in 


order to comply with the requirements of His Majesty's 


Treasury as regards the restriction of capital expenditure 
during the continuance of the war, the Council do take all 
possible steps to limit its capital expenditure. (b) That it 
be an instruction to all committees of the Council to take 
steps forthwith (i) to postpone or delay expenditure as far 
as possible under existing contracts and estimates already 
approved by the Council; and (ii) to refrain from submitting 
estimates for new proposals or works unless the same are 
for the furtherance of the war, or are of such urgent neces- 
sity that they must be undertaken immediately. (c) That 
it be instruction to all committees of the Council to recon- 
sider their annual capital estimates for 1915-16, in accord- 
ance With the decisions arrived at under the foregoing reso- 
lutions (a) and (b), and to forward them, as amended, to 


the Finance Committee at the earliest possible date. 


War Service Badges and Recruiting.—Some time ago, 
when Messrs. E. Bennis & Co., Ltd., of Little Hulton, were 
officially notihed by the War Office that they had been 
placed upon the list of firms exempted ftom recruiting in 


consequence of being engaged on war contracts, a personal 


letter, as under, was addressed to each of the firm's em- 
ployés impressing upon them the importance of the work on 
which they were engaged. Those employés who were of 
recruitable age were requested to give a guarantee to enlist 
if called upon before exemption badges could be supplied. 
We learn that as a result of the firm's appeal over 95 per 
cent. of their recruitable employés applied for badges and 
signed the necessary guarantee:— 


r GOVERNMENT CONTRACTS. 


We have received official intimation from the War Office that this firm has 
been placed on the list of those exempted from recruiting during the period 
that we have armament contracts on hand. 

We are in a position now to obtain war badges for those of our employés 
who are of recruitable age (between 18 and 38), and these we can obtain 
from the War Office upon each. man or youth signing an application form, 
which can be obtained in the time office during the dinner-hour or at 5.30 p 

We take this opportunity of pointing out to our employés that we have 
large contracts in hand for mechanical stokers, coal elevators, conveyors, ash 
handling plants, ete., for several ammunition and powder factories that are 
being put up with all paige speed by the Government, quite 80 per cent. of 
our work now being of this character, 

The present orders cover several months“ work, and as we are under 
stringent guarantees as regards deliveries, the speed at which we turn out 
these orders and the quality of the work will control the. placing of further 
War Office orders which we have at present. under negotiation, 

We, therefore, trust each man will realise his responsibility and assist the 
Government in their urgent need for war munitions by attending to his duties 
regularly and conscientiously, avoiding broken time, and getting through his 
work as speedily as possible, thus enabling us to execute the work we bave 
undertaken within the times guaranteed. 

It is our opinion that the men at home engaged in output of war munitions 
hive as responsible and important. duties to perform as have their brothers 
in the trenches, as it is only by their unseltish co-operation. that our soldiers 
сап be kept well supplied with ammunition, now so urgently necessary to 
bring this unfortunate war to a speedy and satisfactory end. 

We appeal to your chivalry and patriotism, and we do not think we shall 
appeal in vain, | 

І For EDWARD BENNIS & CO., LTD., 
ö Evwakp Bessis, Managing Director. 
May 5th, 1915. : 

Personal.—Mr. S. C. Hurry, of the Sheffield Corporation 
electricity staff, has been granted a commission as à second- 
lieutenant in the Royal Engineers! Signal Section, He has 
been at the front as a motor cyclist dispatch rider attached 
to the Cavalry Division. 

Mr. Tom Sumner, electrician, of Hulton, Bolton, 
owes his escape from the " Lusitania’? to his capa- 
bilies as a swimmer. After two years in Canada and 
the States as an electrician, he decided to return home re- 
cently, and booked his passage on the“ Lusitania." He 
was on deck smoking when the first torpedo struck the ship. 
From the explosion, splinters flew over him. He rushed 
down for a lifebeli, slid down a line into the sea, and struck 
away just as he saw the foam of the second torpedo. He 
remained in the water three hours before he was picked up. 

Lieut. C. L. Faunthorpe has accepted a commission in the 
9th West Kent Regiment. For vears he has been secretary 
of Blackburn Civilian Rifle Club. Licut. Faunthorpe holds 
a position on the staff of Blackburn Electricity Works. 

Mr. Percy Taylor, assistant electrical engineer to Darwen 
Corporation, has enlisted in the motor transport service. 
He left for Coventry on May 13th. 

Mr. Jones, an electrician on the ** Lusitania," was among 
the saved. 

The ** London Gazeite ? contains the following notice:-— 
« Admiralty, May 12th. Roval Marines, Submarine Miners 
—Captain George Arthur Bruce, Tyne Electrical Engineers, 
Roval Engineers, Territorial Force, is granted a temporary 
commission as a Captain, and to remain seconded in his 
unit. Dated April Ist.” 


Roll of Honour.—Sub-Lieutenant E. B. Trimmer, of 
Paisley, 1s reported to have been wounded at the Dardan- 
elles. Previous to the war he had charge of the electricity 
generating station at the Anchor Thread Mills. 


Private John Francis Hobson, of Stalybridge, formerly 
employed at the generating station in Tame Valley, has 
died from wounds received in action. 

It is with deep regret that we read in the ** Times " that 
Second-Lieut.. Stanley Bastian, 4th Seaforth Highlanders, 
the only son of Mr. €. Orme Bastian, was killed in France 
on May 9th. The deceased, who was 23 years of age, was, 
until the outbreak of war, enzaged in the service of Messrs. 
Dick, Kerr & Co., Ltd., preparing for à commercial career. 
He enlisted last September, and went to the front early in 
November. Mr. C. O. Bastian's numerous friends in the 
electrical world will, we are sure, desire to join us in an 
expression of deep sympathy with him and Mrs. Bastian 
in their loss. | 

Private Arthur, Baker, of the Sth Warwicks, who was 
employed at the Moseley Road depot of the Birininghain 
Tramways Department up to the outbreak of war, has been 


. wounded, and is at the Military Hospital, Kent. 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week, Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession, 


Wireless Control of Public Clocks. 


I have observed a paragraph under the above heading on 
page 624 of your issue of the 30th ult., which I recognise as 
an extract from а criticism by Mr. Hope-Jones, which was 
published in the March issue of the Horological Journal, 

In fairness to myself, 1 should like to state that a complete 
answer to Mr. llope-Jones's criticism appeared in the April 
issue of the journal in question. I would also point out that 
the date of issue of the Horological Journal in which шу 
answer appeared was April 9th, and that my article did not 
appear in the ELEcrricalL REVIEW until April 16th, 

It is a pity, I think, that your correspondent did not see the 
April issue of the Horological Journal before sending you the 


extract from the March issue, because he would have seen 


that Mr. Hope-Jones's condemnation was founded chiefly on 
an erroneous idea of the subject. 

Further, the proposal to install a receiving apparatus does 
away with the principle of obtaining" collective’? control, 
Which is the very marrow of a well-appointed time service. A 
receiving apparatus could certainly be added. to my scheme, 
but wireless control from a central point would still be required 
to enable a responsible individual to know. that the cloeks 
were really to time. 

The last paragraph of the extract is not a literal reproduc- 
tion of the statement, which appeared in the original. The 
paragraph as it appears is misleading, and gives the impres— 
sion that no heencee has been necessary for receiving wireless 
signals. I would respectfully point out that tha Postmaster- 
General's licence has always been necessary for receiving wire- 
less signals, as well as for transmitting thew. 


| Alfred E. Ball. 
Leicester, May Vth, 1915. 


[An extract fron Mr. Ваа reply to Mr. IIope-Jones was 
published on p. 712 of our last issue; evidently our corres- 
pendent has overlooked. this. bbos. Eure. Rev.) 


Photo-Printing Charges: Preferential Terms. 


In your issue dated the -2Qnd ult. you published in your 
columns a letter of mine, wherein I explained that the Ilkeston 
Corporation had. instructed Mr. S. FP, James, the Town Clerk, 
to state a case for the opinion of counsel (Mr. W. C, Tyldesley 
Jenes) as to whether it is legal to supply energy for photo- 
printing purposes at the same rates as charged for power. 

Your readers will remember that in my letter I also pointed 
out that in reply to questions of mine, the Local Government 
Board wrote: The Board are not aware of any provision in 
the general law upon the subject and are not aware of any 
decisions of the Courts upon the point." I might also add 
that in connection with this electricity question I resigned 
ine position as Chairman of the Tramways and Electricity 
Comittee. 

The position now is that counsel's opinion has been received 
since the beginning of April, but it has not vet been made 
public. The Town Clerk read the opinion at the meeting of 
the Electricity Committee, but would not permit the writer 
to take a copy nor апу extracts unless an undertaking were 
given to keep the matter strictly private, which the writer 
declined. to do. 

Surely it is not necessary in this particular case that such 
secrecy should be demanded. 

This is not а purely local question, but a matter affecting 
hundreds of Corporations and = scores of trades— other. than 
pliotographers—throughout the country. 
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Again. counsel's opinion has been taken at the expense of 
the ratepayers, and as no litigation is in contemplation, is it 
not reasonable that the ratepayers should be allowed to know 
the views of counsel, especially as the charges for energy 
to the photographers of IIkeston have recently been advanced 
fromm power rates to lighting rates. on the plea that it is 
illegal to supply for photo-printing purposes at power rates? 

If you or any of your readers will express their views on the 
point as to the necessity of keeping strictly private and confi- 
dential the opinion of counsel in this particular case I shall 


be pleased. | S 
(Coun.) William Smith. 
Ilkeston, May 14th, 1915. | "E 


[We have already pointed out that the Corporation bas the 
right to fix any scale of charges for energy used for photo- 
printing that it pleases; if the scale happene to coincide with 
the charges for power, that does not imply that there is any 
cennection. between the two. We see no reason why the 
opinion of counsel should be kept secret, but that is a matter 
Which, of course, is within the discretion of the Comimittee.— 
Eps. Entec. Rev] 


————— — — 


Automatic-Lift Accidents, 


In reference to Mr. Broadbent's article on liftaloor locks 
appearing in your issue of May Hth, all lift engineers will 
appreciate. the ditficulties he refers to. Undoubtedly collap- 
sible gates are very convenient, but with the necessarily open 
spaces between the pickets it becomes difficult to prevent the 
kind of tampering with the locks referred to. We consider 
it is preferable to lock such gates at the centre, but we have 
standardised an attachment to our lock whereby the releasing 
mechanisin 418, as he suggests, placed near the top of the gate 
frame, to put it as far out of reach as possible, We entirely 
agree with Mr. Broadbent's contention that the addition of 
counpheated apparatus which is not. essential is likely in the 
end to be more trouble than it is worth, but we have quite 
a number of lifts working in which the doors or gates are 
actually locked before the lift moves away from a landing. 
and the doors remain locked while it is passing; this applies 
equally to automatic control as to what is known as car 
switch control. In such cases, if a fault developed in the lock 
attention would be called to it by the refusal of the lift to 
start. 

Of course, in these days of severe competition there is bound 
to be a difference in the quality of the various mechanisms 
Which go to make up a lift, but we consider that too much 
care cannot be given to devices Such as are used for the loek- 
ing of the gates, sering how. much is dependent upon their 
iroper working. The use of a second catch for the locking 
E Which we always fit, should have prevented. the even 
remote possibility ef opening the sate to which Mr. Broadbent 
refers, provided, of course, that the locks and other apparatus 


Were in Working order, 
For Waygood-Otis, Ltd. 
| H. HARMSWORTH, Director and Sales Manager, 
Loudon, S.E., May 7th, 1915. 


Trade Afier the War. 


If you will grant ine the space I would like to sav that I 
thank Mr. Edward Berztheil/s letter in your current issue 
very apt, with the exception that most business houses, as 
he suggests, do not know exactly how to begin on the over- 
seas campaign. Provided а person or business man has seen 
а bit of the world outside his own native island, the problem 
af vetting a good hold in respect of the overseas ex-Austro- 
German trade is fairly easy. ‘The people; however, who might 
move seem mentally dethargie—in fact. one cannot kick them 
into anination, and I have been at it since the second week 
in August! l 

[ may add, by way of explanation, that three trade associa- 
tions have had my services in the past (two British and one 
American), and, in addition, on balan wl British and foreign 
fiiis Po have either travelled or been in France, Belgium, 
Germany, Anstria, Russia, Turkey, part of Persia, U.S.A., 
ete. so do not speak without шу book. With this and much 
other experience behind me, it is clear to ше that any British 
firi which has already an overseas connection should develop 
it from the overseas pitch either by suitable and more energetic 
xalestuianship, by local publicity werk (а most inportant mens, 
eb by а thorough gmvestisation of the requirements in goods 
and termis ef the overseas place or places, Hoa firmi has no 
overseas depots, well; let it pet suitable agents. but first see 
that tbey are suitable. and get thera to disclose their suc- 
cessful activities in the past, and then B by their advice as 
to poods, hterature and service required, so that il there is 
to be a fault, it ume be theirs, and not that of the home 
ноа ге. 

А а very бай enthusiast, a9 well as a cosmopolitan business 
Wanderer (though, untertunatels; nothing of a hoguit). ] 
wal be rct happy to Waite а lenethvy amd (nore detailed 
D пеги letter OL the aboye subject id Neu rendete shos anv 


teret, 
A. М.Т. 
Ме Nd, SW., Miyu Fih, 1015. 
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| | Cab Signalling. 

As one who has carefully studied railway signalling methods 
in four countries lor more than ten years, I wish to commend 
as strongly as possible Mr. Ogden's thoroughly. Sund and 
accurate critieisis in your current edition. From the public 
safety point of view, it would have been all the better tor 
Mr. Ogden to have extended his critique to include the other 
grave mistakes Mr. Acheld inakes concerning electrical sig- 
nalling. On every point in dispute between the two writers 
Mr. Ogden is right and Mr. Actield is wrong. 

Track circuiting certainly was not “ introduced into railway 
signalling in the past few years." I travelled under track- 
circuit protection more than fourteen years ago, and such 
circuits, had then been in regular service for more than four- 
teen years. No valid reason can be given for the fact that, 
as to track circuiting, British steam railwave are so шапу 
years behind those American railroads which operate under 
the same conditions. British steam railways would be sig- 
nalled more economically and far more safely if antiquated 
mechanical devices were superseded by modern electrical 
apparatus. | 

Mr. Actield would have been less misleading if he had. paid 
appropriate attention to the serious objections peculiar to А.С. 
track circuits. It is questionable whether the undoubted 
advantages of this class of circuits, when considered in con- 
nection with their marked disadvantages, are sufficient. to 
warrant the optimistic opinion he expresses. The. three-wire 
track circuit селу seems фо offer very decided advantages 
ever the A.c.- . 

In asserting that the Ratlophone “is undoubtedly designed 
өл right lines.” Mr. Actield is utterly wrong., as 1 have 
several times proved in the technical Press and in lectures to 
technical meetings in London, Birmingham, Sheteld, and 
elsewhere. According to published descriptions, the test (?) 
of this toy on the Midland Railway is a very. frivolous waste 
of time. For instance, at least two illustrated articles (neither 
of them by me) in the Press show the Midland °° testa“ as 
proceeding under the conditions that two distant signals on 
tracks of opposite traffic are about twice the requisite viewing 
distance apart, that there is not a home arm on the same 
ole with either distant, and that there is no intervening 
M uie or distant signal for either track. Mr. Aefield knows 
quite well that this combination of conditions does not occur 
one time in a hundred. It would certainly be interesting for 
Mr. Acfield to inform your readers, by the aid of circuit 
diagrams, as to how he would extend the Midland Railophone 
installation so as to take care of the case of a double-track 
junction. with a four-track route. | 

Every wireless cab system, whether Paradie or Hertzian, 
that has ever been publicly proposed is designed on lines that 
are decidedly wrong. The vegy fact that the action is “ wire- 
less -i. ., radiative—connotes a dangerous tendeney inherent 
in such systems, but entirely absent from electrical ramp 
systems, The wireless impulse. tries as hard to go to the 
wrong locomotive as it. does to po to the right one; but the 
net true of the conducted -and  non-radiative-- 
inipulse in the ramp systems. 
Wm. H. Dammond. 
Nottingham, May 15th, 1915, 
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The Engineering Industry and the War. 


The statements contained in my letter of May “th are 
entirely correct. I did not give weight of the human heart, 
but capacity and industrial performance. 

J. Sutherland Warner, A. M. I. Mech. E. 

London, W., Mag 15%, 19105. 


" Electrical Standards, — Mr. Н. M. Hobart and Mr. 
C. E. Skinner, who were sent to London as delegates from the 
American Institute of Electrical Engineers to confer with the 
Standards Committee of the Institution of Electrical Engineers of 
Great Britain in February, completed their work on March 25th, 
and were to make their formal report to the Standards Oommittee 
of the A. I. E. E. on May 7th. It is understood that their mission 
was successful, and that substantial agreement between the 
standards of the two countries has been reached, Sir John Snell, 
president of the Institution of Electrical Engineers, formally wel- 
comed the delegates, and Dr. It. T. Glazebrook, director of the 
National Physical Laboratory, acted as chairman of the confer- 
ences, which were held at the home of the Institution of Civil 
Engineers in London. Every possible courtesy was shown to the 
American delegates, and there was ample evidence of the earneet 
desire of the British Standarda Committee to arrive at a complete 
agreement. It is expected that through their study of both sets 
of rules with the British Committee the delegates will be able to 
make important suggestions for the clarification of the American 
rules. it is also thought that they will make certain recom- 
mendations for changes in the American rules in order to arrive at 
closer agreement than would otherwise have been possible. While 
there probably will still be minor differenoes to be settled, and 
while the wording of the two seta of rules will be different in 
many respects, it ia expected that in all essential pointa the 
machinery built in accordance with either get of standards will 
fulfil the me specifications.— Alectricat World. 
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Consular Notes, —ÉCHINA.—The American Consul at 
Peking reports that at а recent meeting of the American Азвоо1а- 
tion of North China a resolution was ‘asking American 
manufacturers of machinery to follow the practice of British 
manufacturers in sending machinery to Chinese technical schools 
. and universities for their use as a means of advertising American 

maahinery and bringing it into favour with the Chinese students, 
who, on account of. thetr familiarity with the machinery during 
eir school. days, will. be inolimed to favour its use in fields to 
which they may be called later in life. A committee was 
appointed to draw up а list of the kinds of machinery in demand, 
ара of me institutions to which they could advantageously be 


И HONG-KONG.—The American Consul at Hong-Kong reports : 

The opportunity for the introduction of cheaper grades of elec- 
trical supplies in the Hong-Kong field growing out of the closing 
of -the trede to German manufacturers as a result of the war, is 
being taken advantage of by Japanese manufacturers, and many 
lines of electrical gooda are coming into this market from that 
country. There are three well-equipped factories for such goods 
in: Japan, according to Hong-Kong importers concerned in this 
trade, and all of them have carried on an active campaign in 
behalf of their goods, which include practically all lines of 
ordinary electrical supplies, aside from electrical machinery and 
the finer grades of electrical apparatus. Prices are much lower 
than those for American goods: answering the same purpose, 
though the American goods are mach superior in quality. The 
nature of the trade is indicated by the fact that one company 
imports filaments for incandescent lampe from the United States 
and manufactures the lamps in Japan, the lamps selling here for 
about 16. cents: gold wholesale. These lamps lack the life and the 
efficiency of the American or European lamp competing with 
them, па ео attract. a. considerable trade and supplant, for the 
time being at least, the better grade lamps manufactured in Europe 
or the United States. The situation is similar as regards the trade 
in insulated wire, fases, poroslain insulators, globes, and similar 
accessories. The Japanese may almost be said to control the 
market in some of these lines at present. A curious phase of the 
trade is that the Chinese imperters usually prefer to buy such 
Japanese goods through foreign houses in Hong-Kong, thus 
adding a profit. to the cost, but avoiding transactions with Japan 
direct. Prices in some of these goods from Japan run almost 50 
Ре cent, cheaper than goods from the United States or Europe. 

he hope of future trade, however, lies in the poor grade of the 
(Pe and the consequent expense and trouble of early renewal. 

a a general way only high-grade goods will stand the climate in 
Hong-Kong, and the purchase of inferior grades will undoubtedly 
be expensive in the long run, The trade in electrical goods 
generally in Hong-Kong, which received special development about 
two years. ago, continues to increase in a conservative wey, in 
spite of the depression caused by the war. The close of hostilities 
and the resumption of normal trading will doubtless result in a 


ту increase іп the use of all sorts of electrical goods in this 


Book Notices.—How to Cook by Electricity,—By Amy 
Cross and Alys Waterman. London: Lake, Sison & Brown, Ltd. 
Price 9d.— This little book consists of 13 pages about electric cook- 
ing, and 53 pages of tested recipes, the latter numbering 100, and 

a wide range of dishes. The talented adthoresses lead 
off with eight good reasons for the growing popularity of cooking 
by electricity, and proceed to show that good oven cooking is 
essentially a scientific operation ; to reproduce the best results 
with certainty, the use of the thermometer is indispensable. A 
thermometer, however, is useless when applied to an oven through 
which there is a eurrent of air, such as a gae oven of the usual 
type, as the temperature cannot be correctly ascertained. With an 
électrio oven, fitted with a thermometer, it is now possible for 
domestic cookery to be done on scientific lines and with the cer- 
tainty of successful results. There is only one obstacle to the pro- 
duction of recipe books with definite directions for the times and 
temperatures to be employed—namely, the absence of standardisa- 
tion, to which we have repeatedly drawn attention. Hence, while 
the writers give in their recipes the temperatures which they have 
proved satisfactory with most of the best evenson the market, 
they suggest that the reader shall make a note of the temperatures 
she finds best with her own oven, and a space is left for this pur- 
pose after each recipe. Once this is done, success is certain. All 
the recipes. given are for oven work, because the recipes found in 
auy cookery book may be used for boiled, grilled and fried dishee. 
A variety of information is included regarding the use of switches, 
hot plates, saucepans, grille, &c., and about bakirg, cleaninr, and 
using the oven without a thermometer, It is pointed out that the 
very best results in cooking meat are obtained by using moderate 
temperatures for a longer time than is customary, and that great 
economics can be effected by cooking with the reserve heat of the 
oven after shutting off the current. We feel sure that this book, 
tersely written in plain language and with convincing common- 
sense, will be heartily weloomed by electric cooks and by supply 
gtation authorities. | 

` " Journal of the Institution of Electrical Engineers.” Vol. LIII, 
No. 248. May 15th. London: E. & F. N. Spon, Ltd. Price 33. 6d. 
—This issue contains a paper on The Bombay Hydro- Electric 
Scheme," by Alfred Dickinson, as well as the Report of the Council 
for 1914-15, tbe annual and Benevolent Fund ac-ounts, and the 
papers ect in the examination for Associate Membership, 


Electric. Mining Regulations .and Data is the title of a useful 
little handbook just issued, after revision, by Messrs. W. T. Glover 


‘and Co., Ltd., of Trafford Park, Manchester. It brings together in 


convenient form the Home Office Regulations and Memorandum, 
as revised in March, 1914, and a selection of data and formul, 
with a seotion illustrating the firm’s cables and accessories designed 
to comply with the regulations. It is a neat and well got-np 
booklet, and should be weloomed by oolliery engineers. 

“Electric Handbook." Ву A. S. Richey and W. C. Greenough. 
London: The Hill Publishing Co. Price 17e. net. 

“ Single-Phase Electric Railways.’ By Edwin Austin. London: 
Constable & Oo. Price 218. net. 

„The Hardening of Metals.“ Reprint from the Transactions of 
the Faraday Society. Londor: The Society. Price 78. 6d. 


War Service, — Messrs. BERRY, SKINNER & Co. ask 
us to request contractors in the electrical tradé requiring their 
switchgear to anticipate their requirements as much as possible. 
They say: It is of paramount importance, when delivery cannot 
be reasonably anticipated, to mention with the order if, and when, 
required for war service, with sufficient details so that preference 
may be obtained, not only with the railway companies, but, when 
necessary, with the suppliers of raw material and component parte. 
War service orders take precedence of everything, and are delivered 
in strict rotation as received, except by special order of the 
Government.” | 


Liquidations and Dissolutions,—THE | COMBINATION 
Gas-STEAM ENGINE SYNDICATE, LTD.-—AÀ meeting is called for 
June 15th, at 2 and 3, West Street, Finsbury Circus, E.C., to hear 
an account of the winding up from the liquidator, Mr. W. F. 
Conner. | 

VIVIAN YOUNGER & BoNp, metal brokers and merchants, 7, 
Gracechurch Street, E.C.—Messrs. C. L. Budd, W. O. Bond and 
J. A. Amschel have dissolved partnership so far as Mr. J. A. 
Amschel ів concerned. 

PATENT EXPLOITATION TRUST, LTD., Finsbury House, Blomfield 
Street, E.0.—First meetings of oreditors and contributories June 
lst at Carey Strest, W. C. 


Large Electric Furnaces,—Referring to the article on 
large electric furnaces for foundry work which appeared in our 
last isane, Mr, G. J. Stock, of The Villas, Middleton St. George, 
Co. Durham, informs us that he represents the makers of the 
furnace in question (the Snyder Electric Farnace Co.) in this 
country, and has sent us some brochures describing the apparatus. 


Private Arrangements.—Frank THORNTON & Co., 
electrical engineers and contractors, Bridge Street, Burnley.— 
The creditors interested herein were called together last week 
when a statement of affairs was presented which showed liabilities 
of 4921. The assets were estimated to realise £1,085, from which 
had to be deducted £53 for preferential claims, leaving net assets 
of £1,032, or a surplus of assets over liabilities of £110. The book 
debts (£370) were said to be practically all good, while for the 
purposes of the statement the stock (£619) had been taken at cost 
or under, Owing to the rising prices the stock was really worth 
26 рег cent. more. A sum of £200 had been spent in fitting up the 
premises, which were well adapted for the purposes of £he business. 
It was anticipated, however, that if a realisation took place, not 
more than £60 would be realised for the fittings and fixtures. The 
present position had been brought about by shortness of working 
capital and by the fact that the Corporation had issued notices to 
the effect that no further mains or services were to be laid down. 
As a result, the business of tke firm had been restricted. After 
discussing the position, it was decided that a deed of inspectorship 
should be executed and a committee of three of the principal 


creditors was also elected. The following are creditors :— 
Rlectrical Co., Ltd. s .. £33 Hodgson, S., & Co. a TAE i 
Falk, Stadelmann & Со. .. is 28 Premier Electrical Henters, Ltd. 11 
Edison & 8wan 62 as .. ` 10 Bcattergood & Johnson.. АР 41 
General Blectric Оо. ee 4s 41 Gratrix, B., jun., & Bros. ie 86 
Stern Electrical] Co, d P 19 Jackson, H. A, & Co. .. . 156 
Electrical Conduits, Ltd. e 14 Ward & Goldstone T eo 21 
Veritya, Ltd. ee . 0 oe 12 Bceando Lamp Со. ee ee 14 


Trade Announcements.—Messrs. INvETROL Liait- 
ING, LTD., of Invetrol Works, Bracebridge Street, Birmingham, 
have recently added to their business a new department for the 
manufacture of electric pocket batteries. It ів in charge of an 
expert, who, we are informed, has had many years’ experience in this 


line with leading battery manufacturers in this country. A 


leaflet has been issued briefly referring to the "Invetrol" H.P. 
(high power) dry bettery. 

Messrs, A. SEAGE & CO. announce that their works at Hammer- 
smith will be entirely closed from 22nd to 31st inst., as they are 
removing to larger premises owing to increased business and lack 
of facilities for extensions. The new works, which have three 
times the floor space of the old, are at Railway Appronch, Prebend 
Gardens, Hammersmith, W, New telephone number : " Hammer- 
smith 613." 


THE HERBERT Froop Co, LTD, have appointed Messrs. 
Hitchen-Blaikie, Ltd., of 25, Cathedral Street, Manchester, sole 
agente for Lancashire, Yorkshire, Cheshire and North Wales, and 
they will carry stocks of Ferodo clutch and brake linings. 

THE NORMAN ELECTRICAL AGENCIES, of 70, Great Portland 
Street, London, W., have been appointed sole selling agents by 
Messers. Pitter's Ventilating and Engineering Co, for the sale of 
their multiblade deek fans. 
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Bankruptcy Proceedings.—J. W. Jarvis, electrician, 
3, Devon Place, Edinburgh.—The estates of J. W. Jarvis were 
sequestrated by the Sheriff on May llth. A meeting is called for 
to-day at 18, George Street, Edinburgh, to elect the trustee and 
commissioners. A composition may be offered at this meeting. The 
Scotsman states that the application for warrant to sequestrate the 
estate was made by Mr. James Scott, S.S.C., at Edinburgh Bank- 
ruptcy Court, on lith inst., in order to obtain payment of а debt 
of £29. Granting of the warrant was opposed by the respondent 
on the grounds that he was unable to pay, that he was liable to 
be called up for active service at any moment, and that he expected 
to be able to pay his debts at the conolusion of the war. The 
debts represented legal fees in prooeedings in which the respondent 
had obtained divorce from his previous wife. Within five weeks 
he married again, but had not paid his lawyer's bill. Sheriff- 
Subetitute Orphoot granted the application. 

G. J. T. J. PARFITT, consulting electrical engineer, 11, Priory 
Road, Keynsham, near Bristol, Somerset.—The adjourned public 
examination of this debtor was held at the Guildhall, Bristol, last 
week, before Mr. Registrar Wright, who declared the case closed. 

T. Moore, electrical engineer, Headingley, Leede.— Trustee 
(Mr. H. C. Bowling, (ficial Receiver, 24, Bond Street, Leeds) 
released March 15th, 19165. 

G. E. HEPKINS, electrical engineer, Dudley.— Last day for proofs 
for dividend, June lst. Trustee, Mr. A. M. Fairbairn ; Official 
Receiver, 1, Priory Street, Dadley. 


Catalogues: and — Lists.—Mn. H. C. 
18, Ranelagh Gardens, Hammersmith, London, W.—Price leaflet 
of Lamlock " lampholders. 

SUN ELECTRICAL Co., LTD., 118 and 120, Charing Cross Road, 
London, W.C.—Three new illustrated priced leaflets for the trade. 
No. 266 gives particulars of the Change-Ad electric sign 
service; No. 267 deals with a new range of “Sunlite” porcelain 
enamelled reflectors for half-watt lamps; and No. 268 describes 
portable electric drills, an electric grinder for machine shops, and 
an electric buffer for motor garages. 

Messrs, SIMPLEX CONDUITS, LTD., Garrison Lane, Birmingham. 
—New conduit catalogue of between 170 and 180 pages, containing 
those sections of the firm's catalogue dealing with conduits, con- 
duit fittings, distribution boards, fuses, switchgear, watertight 
fittings, and cables, The list has been rearranged to a more con- 
venient size ; many new fittings and devices have been introduced ; 
engineers and contractors can have copies of the publication on 
application, 

THe STEEL BARREL Co., LTD. Pho:nix Wharf, Uxbridge.— 
Souvenir illustrated painphlet of 32 pages, containing some informa- 
tion concerning the company and ite works, and the steel barrels, 
casks, pipes, tanks, &c., which it manufactures, 

GENERAL ELECTRIC Co. LTD. 67, Qaeen Victoria Street, 
London, E.C.—New price-list of Osram drawn-wire lamps. ‘‘ Atmos 
type," 100 to 1,500 watts, and for various voltages from 50 to 255. 


For Sale.— Four thousand pairs Conradty carbons for 
open type lamps and 2 owt. short ends, aleo 150 round glass globes 
for street lighting. Particulars are given in our advertisement 
pages. 


An Australian Contract,—lIt is reported in the news- 
papers that MESSRS. NORTON, GRIFFITHS & Co. have entered into 
a £10.000,000 contract with the New South Wales Government for 
railways, water conservation, harbour and irrigation works, the 
expenditure to be spread over five years from Jaly, 1915. 


LIGHTING and POWER NOTES. 


Accrington.—YrAR’s WonkING.—À loss of £3,073 is 
recorded on the years working of the electricity undertakiny. 
The gross revenue amounted to £28,802, a decrease of £1,124, and 
the gross expenditure to £21 613, an increase of £3,634. Some 
6,310,000 units were sold, as compared with 5,850,000 units in the 
previous year, the power supply, excluding tramways, accounting 
for 4,113,000 unite, 


Arbroath.—Street Lreuting.—The T.C.’s agreement 
for street lighting with the Arbroath Electric Light and Power 
C». expirea in August next. and the company is to be asked on what 
terms it will renew the agreement. 


Ashton-under-Lyne, — Subject to permission being 
obtained from IH urat I. PD. C., the T.C. has acceded to an application 
from Messrs, Jas. Howe, Ltd., for a supply of current to Mount 
Mill, Wurst, 


Australia, —4According to the Sydney Daily Telegraph 
a large up-to-date electrical plant is being installed at Mount 
Pleasant Colliery, on the South Coast, at an estimated cost of 
£45,000, The installation will consist of three alternators coupled 
t» steam engines, each capable of developing 110 Kw. at 0,600 
volts. The power will be applied to various purposes connected 
with the working of the colliery, about three miles distant. The 
main heading will be illuminated with electricity, and a new haul- 
ave house at the pit mouth will contain one of the largest endless 
rope haulage sets in the Southern hemisphere, capable of hauling 
1,200 tons of coal per duy. 


JEFFCOAT, | 


Aylesbary.—Pusiic LiagmrrNa, &c.—The U. D.C. has 
agreed to have the Market Square lit by electricity, at a cost of 
£170 ; to give a day supply of 50 H.P. to the Dominion Dairy Co., 
at 1{. per unit, and to purchase а 20-ton barge of fuel oil, at 
£3 138. 6d. per ton. 


Barnes,.— Year's WORKINxd.— The result of the past 
year's working of the electricity undertaking shows a net profit of 
£1,765, as against £3,214 in the previous year. This decrease is 
attributed solely to the war. In view of the restricted lighting 
order the Electricity Committee has reduoed the street lighting 
account by £57 in respect of the past quarter. 


Barnsley,—PRoPosEp  ExTENSIONS.— The Electricity 
Committee recommende that the Council approve of the scheme for 
extensions to the electricity works, at a cost of £21,850, and that 
application be made to the L.G.B. for borrowing powers. The 
Committee also recommende tbat the Corporation soale of grants 
be not applicable to men joining the Army Service Corps. 


Blaekpool.—Pnick INcREASE.—From the commence- 
ment of the September quarter all electricity tariffa are to 
be advanoed 10 per cent. 


Boston.—Pnov. OrpER.—The B. of T. has granted to 
Mr. Robert Arthur Smith, of Westminster, a prov. order for EL. 
within the borough, and at Skirbeck, Skirbeck Qaarter, Fishtoft, 
Freeston, Wyberton, Frampton, and Kirton, in the area of the 
R. D. C. The T. C. is to have the option of purchasing the under- 
taking at the end of stated periods, but the order is not to come 
into force until the end of the war. 

The L.G.B. has agreed to sanction a loan for a refuse destructor, 
but it is not to be taken up during the duration of the war. 


Bradford, —The profit of the electricity department for 
the past year has been £12,000, and £7,500 is proposed as a 
contribution to the relief of the rates. 


Carshalton,—RErvskE DEstrucror.—The U. D. C. has 
referred to the Sanitary Committee the question of approaching the 
Beddington and Wallington U.D.C.'a, with a view to the provision 
of a refuse destructor for use for the three parishes. 


Croydon.—The borough electrical engineer reports that 
in considering necessary extensions for next winter's supply he 
would, in the ordinary course, have recommended works involving 
an outlay of £3.500, but, owing to shortage of labour and L.G.B. 
restrictions, he advises only works of imperative neoessity—viz., . 
extensions of cables, at a cost of £498. The recommendations have 
been adopted by the Council. 


Dover, — CORRECTION. — We regret to find that the 
second paragraph appearing under Dover" heading last week 
found its way there in error. The information related to another 
borough, not to Dover. 


East Sussex,—AsYLUM Licutina.—The С.С. has, in 
consequence of enhanced prices of materials and difficulty of 
delivery, decided not to have the electrical storage battery at the 
Asylum renewed, but to install a smaller complete engine and 
dynamo set, The new scheme, it is anticipated, will cost less than 
the £900 allowed for the renewal of the battery, and will reduoe 
the running and maintenance cost. 


Gravesend,—The T.C. has sanctioned three extensions 
of mains, one to supply current to the factory of the Associated 
Portland Cement Manufacturers, and another to Wombwell Hall. 


Hevwood.—A loss of £927 was sustained on the working 
of the electricity undertaking for the year ended March 3 Ist, 1915. 

Owing to the high prices of fuel the charges for electricity are 
to be increased 10 per cent. from May Ist, 1915. 


Hove.—The T.C. has decided to extend the mains to 
Portland Road Schools, now used as a military hospital, at a cost 
of about £387, provided the War Office bears the cost of the 
extension. 


India.—The new electric power scheme for Darjeeling, 
which was formulated by the late engineer to the municipality, by 
which current was to be supplied to the two cantonments of 
Lebong and Jellapahar and outlying places, is being held in 
abevance pending a report from Mr. Stoneybridge, whose services 
have been engaged by the municipality for the consideration of a 
larger scheme. The present intention is to establish three or more 
power stations on the Mahanady River at Phulbazar, and on the 
Tista, near Geljhora, four miles from the Tista Bridge. It is 
believed that with such a echeme in operation the needs of the tea 
gardens throughout the district right down to Dim Dimma, and 
those on the Nepal border as far down as Nuxalbarie, including the 
town of Siliguri, would be amply met.— /ndiama n, 


Keighley.—I' nov. OnpER.—The В. of T. has granted 
a prov. order, for inclusion in a confirmation Bill, authorising the 
Corporation to supply electricity to places in Oakworth, Oxenhope, 
and Keighley rural district, except East and West Morton. 


Leigh, —Loax SANcrioN.—In reference to the paragraph 
in our last issue concerning the delay to Government contracts 
suffered by the Anchor Cable Co., and the steps taken to deal with 
the matter, it is now announced that the L.G.D. has sanctioned, 
without inquiry, the borrowing of the money necessary for the 
extensions at the electrivity works, 
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London.—The Shoreditch B.C. is recommended to make 
application to the L. C. C. for sanction to а loan of £1,500 for house 
Bervioes, mains, &o. 

BERMONDSEY.—The Eleotricity Committee has further considered 
the question of altering the stokers of the three Howden boilers 
at the generating station, and has received an additional 
scheme submitted by Babcock & Wilcox, Ltd., for providing a 
_chain-grate stoker to each boiler, the cost of which would be £400 
per boiler, plus £130 for the driving gear and motor for all three, 
making a total of £1,330, or a saving of £428 as compared with 
the previous scheme, The Committee reports that it has adopted 
this scheme in preference to the more expensive one. 

L.C.C.—The conference, mentioned in our last issue as being 
convened by the L. C. C. to discuss the question of London's 
electricity supply, was held on Wednesday, practically every 
borough council and supply company being represented. 


Manchester.—BaARTON ScHEME Inquiny.—The elec- 
tricity department of the Corporation is hopeful that it will be. 
able to convince the Treasury of the pressing need for an extension 
of its generating plant by the commenoement forthwith of the 
erection of the new generating station at Barton, at a cost. approxi- 
mately, of £768,000. As а result of representations made by the 
Electricity Committee, the L.G.B. has decided to hold a public 
inquiry to-day. 
Mansfield Woodhouse.—The U.D.C. has consented to 
Mansfield T.C. erecting overhead lines in the district for the trans- 
mission of current to Clipstone Military Camp. 


Market Weigliton.—E. L. Scaeme.—The Pocklington 
R. D.C. has given consent for the E.L. scheme submitted by Mr, 
C. H. Best, of Bradford, to be commenced. Mr. Best informed the 
Council that the scheme will be proceeded with if certain financial 
support is secured to aasist local efforts. 


Swansea. —STREET LIGHTING, &c.—The Lighting Com- 
mittee of the T.C. is considering a proposal for lighting & portion 
of Neath Road with 300-C. P. incandescent lamps attached to each 
alternate tramway pole and fed by an overhead wire, at a cost of 
£1,500. The electrical engineer bas reported as to the running of 
a new feeder from the electricity works to Morriston. The con- 
sideration of the matter has been deferred. The Committee has 
approved the suggestion of a local firm (which intends to sell 
electric cars), that the department should supply current for 
charging electric cars at low rates, and has decided to charge all 
batteries on the restricted hour rate of 144. per unit, witha mini- 
mum sum of £2 per service per annum, 


Slaithwaite.—The Electricity Committee has deferred 


oo of the specifications of the proposed electric lighting 
plant. 


TRAMWAY and RAILWAY NOTES. 


Barnes, — ELECTRICALLY-PROPELLED Dust VANS.— 
An offer of Edison Accumulatore, Ltd., owiog to the fact that 
L.G.B. sanction to the Joan could not be obtained, to accept pay- 
ment in four annual amounts of £1,060 each for the vans, pro- 
posed to be purchased by the Council, has been declined. 


Bolton.— Various improvements in the track have now 
been completed in parts of the Corporation's tramway system, 
The suggestion of extending the system from Deane to West- 
houghton appears to have been shelved indefinitely. 


Bradferd.—EwProves AT THE FROoNT.—The number 
of Corporation employéóa who have enlisted for war service is 701, 
equal to about 10 per cent., and of these the largest number has 
been contributed by the tramway department, which has sent 
215 men, 7 of whom had been killed and 23 wounded, so far ав is 
known at present. The total number of Corporation employés 
known to have been killed is 14, wounded 44, and prisoners in 
Germany about half a dozen. 

The approximate profit for the year in the Corporation tramway 
department was £27,500, as compared with £29,500 in the previous 
year, and it is proposed to put £25,000 to relief of rates. 


Clifton (Lanes.).—4Àn agitation has again been set on 
foot for securing the linking up of the South Lancashire Tramway 
Co.’s system at Clifton with the Salford Corporation's lines at 
Pendlebury. The Kearsley District Council has appointed a depu- 
tation to represent ite interests in the matter. 


Continental.— BRLGIVu.— According to Dutch reporta, 
an Allied airman recently dropped a bomb on an electric car at 
Ostend, killing 24 soldiers, 


Croydon.—The B.C. has adopted the following resolu- 
tions passed at а conference of managers of the tramway under- 
takings within the metropolitan area held on May 7th :—(1) That 
tram ways revenue cannot be improved by increasing faresgenerally ; 
(2) That joint action should be taken by the tramway authorities 
in the metropolitan area, to obtain more equitable treatment for 
tramways in respect of rates and the upkeep of roads ; (3) That 
powers should be obtained to jointly run omnibus services. There 
are 119 Croydon tramway employés now with the Colours, or 30 
per cent. The London strike was reported to have caused а 
material reduction of tramway receipts in Croydon. 


~ East Ham.—The Tramways Committee proposes to 
negotiate with the Barking District Council for the purchase of 
two of the latter's tramcars. 


Heywood,.—Ytar’s Workinc.—For the year ended 
March 31st last, there was a loss of £1,042. on the tramways 
undertaking. This is attributed to decreased earnings owing to 
the war, and to heavy expenditure on repairs to track. 


Ipswich.— FEMALE LABOUR.— The T.C. has arranged to 
release a number of tramway conductors to be employed in the 
manufacture of munitions of war, and to employ in their stead 
females over the age of 21 years, who will be paid 228, per week of 


60 hours, and be provided with overalls and hata, 


London.—L.C.C. STRIKE.—On Friday last a general 
strike of Т.С.С. tramway employés commenced, and has, at the 
time of writing, spread to the Metropolitan Electric Tramways in 
North London and adjoining areas. The men apparently want an 
immediate increase of 15 per cent. in wages; а re-atrangement of 
the working hours ; and claim that their requests to enlist for the 
war, and be reinstated afterwards, have been refused. The High- 
ways Committee points out that, under the Conciliation Board's 
scheme, the men agreed not to reopen the question of wages until 
June 26th next; that 79°81 per cent. of the men receive the 
maximum rate of 6s. 6d. a day, and only 12:28 per cent. receive as 
little as 5s. or 5s, 3d.a day, these men having been engaged to 
replace enlisted men, and receiving in addition a bqnus. It is 
admitted that at four periods of the year the duties are spread over 
14 or 15 hours a day, but the minimum spread-over is under 9 hours, 
and the average daily hours of work are 8 hours 24 minutes. About 
2,000 employés have enlisted, and the Committee states that as 
many as 500 have withdrawn applications to enlist which had 
already been conceded. 

LONDON ELECTRIC RAILWAY COMPANIES’ FACILITIES BILL.— 
The Parliamentary Committee of the L.C.C. reoommends that, in the 
opinion of the Council, the proposals contained in the London 
Electric Railway Companies’ Facilities Bill, 1915, should not 
become law unless accompanied by adequate safeguards for the 
interests of the Council and of the travelling publicof London, and 
that a petition Ъз presented against the Bill. 


Newcastle.— BoN US ARBITRATION.—The award in con- 
nection with the war bonus dispute on the Newcastle tramway 
system was made known last week. 'The Corporation had agreed 
to a bonus of 2s. 6d. per week to those earning less than 30s. a 
week ; 1s. 6d. to those earning 30s. or more ; and 18. to youths up 
to 18 years old. The Tramways Committee as an alternative more 
agreeable to the men suggested 2s. 6d. a week to householders ; 
la, 03. to single men without dependents; and Is. to youths. 
The latter proposal, which was rejected by the Council, has been 
adopted in ita entirety by the Arbitration Committee, 


Paisley.—FEMALE ConpucTors.—Arrangements have 
been made by the Paisley and District Tramways Co., for the 
employment of women car conductors, fully 100 of the male 
workers having left the service for the Army. Lady checkers 
have meantime been appointed. 


Salford.—The Tramways Committee has agreed to refer 
the bonus question to arbitration. The first body of women con- 
ductors were expected to begin their training this week. The 
Committee has decided to reduce the facilities for half lares for 
Children to those not above 12 years, instead of 14 years as 
formerly, and this is expected to give increased revenue to the 
extent of £4,000 per annum, given normal traffic. | 


Southampton.—YxraAn's WORKING. — Traffic receipts 
on the Corporation Tramways for the year ended March 31st last 
show an increase of £369, as compared with the previous 12 
monthe, The namber of passengers carried shows an increase of 
103,491 ; 159,691 more miles were run than in 1914 and the 
receipte per car-mile show a decrease of 930d. There has been 
an increase of 35,871 units in the current consumed, costing an 
additional £224. 


South Staffordshire,—4A meeting of drivers and con- 
dactors employed by the B.E.T. Co. in this area was held last week, 
when it was decided to ask for an increase of jd. per hour in 
wages to cover the increased cost of living. Failing this being 
granted, it was also decided to cease work on Saturday. А resolu- 
tion was likewise passed protesting against the employment of 
women in connection with the services, 


Venezuela. — RAILWAY ELECTRIFICATION. — At the 
meeting in London last week of the La Guaira Harbour Corpora- 
tion, Ltd., it was stated that the conversion to electrio traction of 
the Macuto and Coast Line Riilway bas been completed and had 
proved a great success. 


TELEGRAPH and TELEPHONE NOTES. 


Illicit Wireless,—A resident of Malvern, Victoria, 
named W. A. Bleeck, has been charged with being in the unlawful 
possession of wireless apparatus; he was an employé of the 
Commonwealth postal department. A technical breach of the 
War Precautions Act was proved, and a small fine imposed. 
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New Atlantic Cable,—A statement has appeared in 
the German Press to the effect that a new cable is about to be laid 
between the Scandinavian States and the United States, which will 
not as heretofore pass ria England. The preliminary work has 
been carried out, and the estimated coet will amount to 40,000,000 
marks, Thanks to this new cable, says the journal, Germany will 


be able to telegraph to the United States without the necessity of . 


making use of wireless, and, consequently, will be able to send 
secret messages. 


Norway.—The number of telegrams transmitted during 
the year 1913-14 amounted to 3,870,000, or 73,000 more than during 
the period 1912-13. Telephone meseages over long distances 
numbered 6,270,000, an increase of 688,000 as compared with the 
previous period. There are now nearly three messages per capita, 
which probably representa а reoord. The total revenue from the 
telegraph and telephone lines amounted to 3738, 200, as compared 
with £404,300, and the working expenses amounted to £319.000, 
as compared with £291.900 during 1912-13. The surplus was 
£12,000, as against £11,000 for the previous period. he total 
capital spent on telegraph and telephone lines amounted to nearly 
2 million pounds sterling, and the sum added during the last period 
was about £207,000. | 


Pacific Cable.—Last week armed raiders made an 
attack upon the Pacific cable station at Bamfield Bay, on the weet 
coast of Vancouver Island. Several men landed in a boat and made 
an attempt to cut the cable which connects Canada with Australia. 
The sentry on duty fired at them and turned the guard out ; the 
guard rushed to the beach, but the men by that time had jamped 
into their launch, and were making off. Shots were fired after them. 
No damage was done to the cable. | 


South A frica.— The British forces under General Botha 
last week occupied Windhuk, the capital of German South-West 
Africa. The wireless station, a very powerful one, able to com- 
municate with the stations in Togoland, and at Tabora, in German 
East Africa, was found practically intact. 


Week-End Letter Telegrams.—The arrangement in- 
troduced on January let for sending week-end letter telegrams at 
approximately one-fourth of the charges for ordinary telegrama 
between soldiers, sailors and nurses serving with His Majesty s 
Forces in the United Kingdom, l'ranoe and Belgium and members 
of the general public in British possessions, has now been extended 
to the Forces serving in German South-West Africa. The special 
telegrams can be accepted for Liideritzbucht at 9d. per word, and 
for Swakopmund at 10d. per work. The transmiesion thence to 
members of the Forces who may have advanced inland will be 
undertaken by the military authorities. 


Wireless on Board Ship.—The Board of Trade has 
decided to take the necessary steps to postpone the coming into 
operation of the Merchant Shipping (Convention) Act, 1914, until 
January Ist, 1916. By this Act all British shipe carrying 50 or 
more persons, and also foreign ships entering British ports, are 
required to be provided with a wireless telegraph installation. 


CETUR ĩ— 7•—X— 5m... a 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia. —МевосахЕ. Јаре 15th. City Council. 
Four mechanically-fired boilers, one turbine-driven boiler- feed 
pump, two fuel economisers, circulating water pumps. City 
Electrical Engineer. Specifications from Messrs, Mellwraith, 
McEacharn & Co.. Ltd., London, E.C. 

June 30th. Victorian Railway Commissioners. One 13-in. 
centre lathe for turning or grinding commutators for traction 
armatures ; one 9-к\у, motor-generator and battery-charging 
accesaories ; four electric motors,” 

SvpxEY.—July 12th. Metropolitan Board of Water Supply and 
Rewerage. Two steam turbines and condensers at Ryde pumping 
atation, for the Chatswood pumping plant. Secretary, 341, Pitt 
Street, Svdney. 

July 19th. Council. Maximum-demand indicators. Specification 
(10e. 6d.) from Electric Light Department. 

July 19th. Municipal Council, Опе ог two 12,000-Kw. turbo- 
alternators (Contract No. 303).° A copy of the specification can 
be obtained from the City Electrical Engineer, Sydney. 

July 19th. Steel towers for 23,000-volt transmission line. 
Specification ( lUa. 6d.) at E.L. Department, Town Hall. 

July 2st. N.S.W. Government Railways and Tramways Depart- 
ment. One 250. K. v. A. turbo-generator.’ 

ADELAIDE.—June 30th.“ — Deputy P. M. ((. 120 miles of outside 
distributing wire; 123 miles of ineulated copper wire. 

July 7th.“ — 27,000 jointing sleeves and 55,000 copper binders. 

Specifications for the items marked * can be seen at the B. of T. 
Commercial Intelligence Branch in London. 


Bury St. Edinunds,—May 27th. Corporation. Twelve 
months supply of coal for the Electricity Department. Forms of 
tender from Mr. S. E. Day, Borough Electrical hug ineer. 

Chesterfield. May 25th. Coal (about 8,000 tons of 
slack) fora year from september let, for the Corporation electricity 


works Mr R. L. Acland, Borough Electrical. Engineer, Chate- 
worth Koad. 


Dublin.—May 25th. Corporation.  Underfed stoker. 


Bee “ Official Notices" May 14th. 


Dundee.—June 4th. Corporation Electricity Depart- 
ment. Reinforced-conorete floors! and ‘jointlees flooring, required 
for the extension to Carolina Port generating station. 


Edinburgh.—June 21st. Two 5,000-kw. tarbo-alter- 


nators and condensing plant, for Portobello supply station. See 
" Official Notices " to-day. 


Finchley.—May 31st. U.D.C. Wiring, for light, 100 
workmen's dwellings, See ‘‘ Official Notices May 7th. 


Grangemouth.—The . burgh invites tenders for supply 
of atores, including electric lampe. Mr. David A. Donald, Burgh 
Engineer. | 


Leeds,— May 26th. Corporation. Steam, feed and 


‘water pipes. See ‘‘ Official Notices" May 7th. 


London. — L.C.C.—The Highways Committee recom- 
mends that tenders be invited from selected. firms for the provisien 
of switchgear in connection with the temporary supply of power 
for the working of the Council's tramways, and that the. chairman 
and the vice-chairman of. the Committee be severally authorised 
during the Whitsuntide recess to accept the most favourable. 

June 4th. Installation, 260 wiring pointe, 315 lights, also 
electric bells, at the County Secondary School, South Hackney. 
See ‘' Offiocial Notices to-day. = 


Manchester.—June 2nd. Corporation. Coal-unloading 
crane, conveying plante, kc. See "Official Notices May 7th. 


Middlesbrough.—5,000 tons of rough small steam coal, 
for the Cleveland and Darham Electric Power Oo., Ltd. Particulars 
from the Secretary, Hinton’s Buildings. 


Portsmouth, — June 1st. Corporation. 100 tons of 
steel girder tram rails, five tons of steel fishplates, one ton of fish: 
platee, three tons of 5-ft. wrought-iron tie-bars. See “ Official 
Notices’ May 14th. 

May 26th. Electric lighting, &c.. at Girle’ Hostel, for the 
Education Committee. See "Official Notices" May 14th. 


Rangoon.— August 11th. Installation of a system of 
fire-alarm», for the municipality. Specification (108 ) from Messrs. 
Ogilvy, Gillanders & Co., 67, Cornhill, E.C. 


sheffield.—May 28th. Two natural draught cooling 


towers complete. For the Electric Supply Department. See 
“Offcial Notices" May 7th. dii Е 
Tasmania.— LauxcEsTON.— July 26th. Sub-station 


equipment. Section I, Converter machine, switchgear, “с. ; Seotion 
II, Underground feeder cable. Specification (218в.) from the City 
Electrical Engineer, Town Hall, 


Wigan.— May 29th. Corporation. н.т., three-core, 
paper and lead-covered, armoureü feeder cable, transformer and 
switchgear. See "Official Notices" May 14th. 


— —— e —— ¶ ¶öwLX.— — 


OLOSED. 


Australia,—The Melbourne, Brunswick and Coburg 
Tramways Trust has accepted the tender of Меғаге. Duncan and 
Fraser, of Adelaide, for 13 cars at 4486 per car. Tenders let for 
the overhead equipment and material, sub-stations, trucks, wheels, 
axles and car equipment amount to over £53,000. The system is 
expected to be running early in 1916. 


Fast Ham.—The tender of Messrs. Dick, Kerr & Co., 
Ltd., to re-equip one of the tramoars with a 40-H.P. motor, new 
controllers, &o, for £275, has been recommended to the T.C. for 
acceptance, f 


Edinburgh.—The Corporation E.L. Committee recom- 
mends the acceptance of the tender of the Stirling Boiler Co., 
Renfrew, at £32,000 in connection with the extension works at 
Portobello. 


Hendon.—The following tenders have been received by 
the Guardians for installing electric light at the institution :— 


Hendon Electric Supply Co. (including lamps and shades) (accepted) £350 
Btrand Electric Co... £33 «t do. do. do. ) i3 s 421 
(not including lamps 


C. C. Pudney & Co. .. ye 33 .. 310 
Napier. Kimber, Ltd. (not including lamps and shades) .. 3212 
Н, J. Galhers .. T we af do, do. do. 1 --  89t 
A. F. Goodwin & Co, (iacluding lamps and shades) .. .. $469 
Electra, Ltd.. do. do. do 870 


C. H. Cathcart & Co, (not including lamps and shades) .. 4 


The tender of the Hendon Electric Supply Co., provided for a 
10-H.P. motor, which was laryer than required for the institution, 
The firm were, however, prepared to supply a 74-H Р. motor and 
allow £1, and a further £6 discount on lampe, &c,, which would 
reduce their tender to £340. Тһе company's amended tender has 
been accepted, 
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IIford.— The District Council has accepted the tender of 
Edison Acoumulators, Ltd., at £1,240, for the supply of an electrical 
ooal wagon of 4 tons’ capacity, fitted with battery and automatic 
tipping gear. According to the report of the electrical engineer, 
the tenders received included three makes of battery, viz., lead, 
lead (ironclad) and Edison. The lowest cost of carrying 12,000 


tons of coal annually was quoted by the Cedes Eleotrio Traction. 


Ltd., whose vehicle is fitted with a lead battery. The next loweat 
was that of the Edison Acoumulators, which was only £6 above 
that of the Cedes Co. The engineer was of opinion that the 
best proposition was that of Edison Acoumulators, Ltd., because, 
: althofgh the first cost was rather higher than some of the other 
. quotations, the running cost was less, and at the end of 10 years, 
when the capital had been wiped out, the vehicle should still be fit 
for several years’ farther service. i 


Ipswich.—The T.C. has accepted the tender of. Messrs, 
Heenan & Froude for extensions to the refuse destructer plant. 
The total cost wilt be £5,300. Rye? ir ЖЕ, 


London.—The Metropolitan Asylums Board has accepted 
the tender of the London and Rugby Engineering Co., at £32, for 
an electrio motor for driving workshop tools at the North-Western 
Hospital; also the tender of Messrs, Lund Broe., & Oo., at £28, for 
acoumulator-charging plant at the South-Eastern Station., 

" BERMONDSEY.—The Electricity Committee recommends the 
acceptance of the tender of Mesers. Babcock & Wilcox, Ltd., at 
£1,330, for three chain grate stokers, PUT MEA AE 

L.C.C.— The Education Committee recommends that tbe chait- 
man, vice-chairman and deputy-chairman of the Council, the 
chairman and vice-chairman of the Edacation Committee, or the 
chairman and vice-chairman of the Education (Buildings Sub-) 
Committee may open during the Whitsuntide recess tenders for 
installing electric light in the County Secondary School, South 


n 


Hackney. 


Maidstone.—For the E.L. installation: at, the Agrioul- 
tural Hall the following tenders were received :— ` АДА 


W. Cog er . (accepted) 227 
' Drake ог Kee юй oan ойу P 708 
W. Т. Burrows ee 700 ee oo oo ee we 40 
Haynes Bros. ee ee ee „ ** 2 C) oo : „ А ел , 46 * 
Oswald Jones & Co. T 4 $$. „ SD 


Malvern.—The U.D.O. has accepted the tender of 
the Electrical Apparatus Co., Ltd., for a year’s supply of meters, 

The Gas and Electricity Committee has accepted the following 
tenders for ooal: — South Wales and C. C. Coal Co., Ltd., 2,500 
tons; Mr. W. Edwards, 1,500 tons; Wilson, Carter & Pearson, 
2,000 tons. | | it 


Meter Contracts.—Messrs. Chamberlain & Hookham, 
Lid. have received the following oontracts for the supply of 
meters for the coming year : —Battersea, Dundee and Swansea; also 
from Southwark, for prepayment meters. " 

Meesrs, Ferranti, Ltd., have recently obtained contracts for c, C. 
meters for one year from the following electric supply authorities :— 
Hornsey, Battersea, Pontypridd, Edinburgb, and Stockton-on-Tees, 
Also from York Corporation for prepayment meters fora year. 

The Southwark Borough Council has placed a contract for р c. 
meters up to and including 25 amperes, and the Worthing Corpora- 
tion has placed a renewal contract for the sole supply of 3-anipere 
meters during 12 monthe, with the Electrical Apparatus Oo., Ltd. 

The County Borough of East Ham has placed a contract with 
the British Thomson-Houston Co., Ltd., of Coventry, for twelve 
months’ supply of their direot-current meters. 


Pontypridd,—The U.D.C. has accepted the ‘tender of 
Mesarr. Siemens Broe. Dynamo Works, Ltd., for Wotan and 
tantalum lamps for twelve months. $ - 


Southend-on-Sea.—The following tenders have: been 
recommended to the T.C. for acceptance :— 


John Browne.— Five dozen steel tram tires, £20 per ton. 
Е. Carrick & Sons.—Overhead travelling crane, £301. 


Tottenham.—The District Council has been recom- 
mended to accept the tender of Messrs. Keege & Co., at £90 10s., 
for the supply of an electric motor. . 


FORTHCOMING EVENTS. 


Association of Supervising Electricians.—Tuesday, May 25th. At 
t. Bride's Institute, Bride Lane, Е.С. Annual General Meeting. i 


Institution of Electrical Engineers. Thursday. May 27th. At 8p.m. At 
Victoria Hmbankment, W.C, Annual General Meeting. É 


Physical Society ої London.—Friday, May Bth. At 8 p.m. At King's 
College, Strand. Papers on Numerical Relations Between Electronic 
and Atomic Constants,” by Dr. Н. В. Allen; "A Method of Caloulating 
the Absorption Coefficients of Homogeneous X-Radiation,” by Mr. H. 
Moore; ‘‘Two Experiments Illustrating Novel Properties of the Electron 
Currents from Hot Metals," bv Prof. О. W. Richardson, F. R. S.; High 
Permeability in Iron," by Prof. Е, Wilson. 

Royal Institution of Great Britain,—Friday, May tb. At 9 a.m. At 
Albemarle Street, W. Paper on Engineering Problems of Mesopotamia 
and Euphrates Valley," by Bir J, Jackson, 


T 
Й 


took place the transmissio 


NOTES. 


 Trans-Oceanic Telegraphy.—Some time ago it was 
announced in Germany, on good authority, that the German 
cable companies would by no means pass over the payment of 
dividends for the past year, notwithstanding the protracted inter- 
ruption of traffic through British action. Apart from the fact that 
business had been in course of further development in the first 
seven months in 1914, the German cable companies are, in 
enjoyment of Imperial subsidies which were fixed in such a 
manner as not only to afford security for the loans isaued 
by them, but also to ensure a certain return to the ordinary share- 
holders, At the same time it has to be borne in mind that the 
working expenses, particularly in regard to ‘the cost of acquiring 
new business, have been roduoed by the compulsory interruption of 
traffic, This statement has now been confirmed in one osse, seeing 
that the German Atlantic Telegraph Co. proposes to pay a dividend 
of 6 per cent. as compared with 74 per cent. in 1913. 

A further matter of current, interest relates to wireless tele. 
graphy across the Atlantic. It will be recollected. that in Septem- 
ber of 1912 the High-Frequency Machine Co., of Berlin, concluded 
au agreement with an international ing—the Gompagnie 
Universelle de Té'ógraphie et Téléphonie, of Paris—whereby the 
latter was to take over the stations built or then in course of con- 
struction hg the former, at Eilvese, in Germany, and Tuckerton, 
New Jersey. The explanation of the proposed transfer lies in the 
fact that the Germans assumed at the time that their aims would 
be more likely td obtain recognition, евресі&Цу in the United 
States, through an international than through a purely German 
enterprise. At any rate, the German company was to receive, 
partly in cash and partly in shares, the sum of £100,000 from the 
Paris company for the use of the Goldschmidt high-frequency 
machine patents outside of Germany, and £80,000 for the station 
at Tuckerton, but it is uncertain how much was to be paid for 
the Eilvese station, if it was really intended that this should he 
transferred to the control of the international company—a control 
which would probably have been merely a nominal one from the 
Teutonio point of view. But the oceurrence of war naturally 
brought about a change in relationship. When hostilities first 
E of wireless messages between the 
Tuckerton station—which had been established prior to the 
Germans securing a lícénoe or concession from the Government of 
the United States—and the Eilveee station had passed beyond the 
experimental stage, and an application was then submitted to the 
American authorities.asking for а concession, - POMA 

The agreement between the two companies had not been coni- 
pleted on the outbreak of the war, but the Paris company is now 
seeking to secure ita fulfilrhent in the’ United States, through pro- 
ceedings which have been instituted in the courts at New Jersey, 
although the Tuckerton station, which has been placed nnder the 
oónttol of the United States Government for the duration of 'the 
war, would be of bo use unless a со dirig station were 
erected in France. The German company contests the com- 
petenoy' of the New Jersey courts, contending that the plaintiff 
company must proceed before the German courts. It is Also sub- 
mitted, acoording to a New York correspondent of а German 
newspaper, that actions for differences in regard to propért 
between subjects of nations now engaged іп war cannot hold good, 
and that if the American courts settled them they would repre- 
sent a breach of neutrality. If, however, the Paris com 
were placed in possession of the Tackerton station, the Ellvese 
station would not remain in communication with it, and thus the 


 servioB to Germany, which is now maintained only through the 


American control, would be, it ів held, seriously injured. It is 
specially by means of this station, apart from thé station of lesser 
power at Sayville, that communication is maintained with 
Germany, which would otherwise be entirely cut off from the 
United States. On the other hand, it is urged that the surrender 
of the Tuckerton station to the Paris company would also have the 
result of rendering matters inconvenient for the American Govern- 
ment. The correspondent concludes, ‘therefore, that even if the 
New Jersey courts should decide in favour of the plaintiff company 
it is probably out of the question that the latter would gain poa- 
session of the station, and that there are so many legal measures 
available against such a judgment that the war would have td last 
a very long time before these resources were éxHausted, ^^ ^" 
Denmark.—A firm of, engineers in Odense ‘desires to 
secures the 


ironclad switches, ammeters and voltmeters. . .to.the Gom- 
mercial Intelligence Branch of the Board of Trade, London, E. C., 


for the name and address, n. 
Patents and Alien Enemies.— Application has been 
made to the Board of Trade by Messrs. Gilbert Gilkes & Co., Ltd., 
to avoid or suspend Patent No. 22.565/13, granted to Honold, for 
runners for Francis turbines, The Board has granted a: licence to 
Messrs. W. T. Henley's Telegraph Works Co., Ltd., in ‘respect of 
Patent No, 5,198/08, granted to Miele. e 
The King at Parsons's Turbine Works. —In the 
course of his visit on Wednesday to Tyneside engineering and ship- 
building works, his Majesty the King was conducted through 
Mesers. Parsons's turbine works by Sir Chas, Parson. 
Market Quotations.— The British Aluminium Co: quote 
the following prices for alumininm.:—Ingote, £95 per ton; wire 
&125 per ton; sheet, £125 рег ton. 
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The British Association.—At the annual meeting, 
which, as already announced, takes place at Manchester, from 
Tuesday, September 7th, to Saturday, September 11th, Prof. A. 
Schuster will deliver the presidential address in the Free Trade 
Hall, and the evening discourses will also be delivered there. A 
conversszione will be held on Wednesday evening, September 8th, 
in the Manchester Institute of Technology. It is hoped that 
visits may be paid to some of the principal works, mills and ware- 
houses of Manchester and Salford. The reception room will be in 
the Whitworth Hall of the University. The sectional meetings 
will take place in the buildings of the University or its immediate 
neighbourhood. 

Section A.— Mathematical and Phyaical Science.— Chairman, Sir 

Е. W. Dyson, F.R.S. 
Section B.—Chemistry.— Chairman, Prof. Н. B. Baker, F.R 5. 
Section G.—Engineering.—Chairman, Dr. Н. S. Hele-Shaw, 
F.R.S. 


Sheffield Electrical Social Union,— On Monday even- 
ing, the 17th inst., the members of this Union held a successful 
gathering at Stevenson's Restaurant, Castle Street, Sheffield. Tea 
was served at 6.30, and was followed by a thoroughly enjoyable 
Smoking Concert. Well encored songs were given by Messrs. 
Farrant, Giles, Burdett, Robinson, Chatfield, Royce and Hem- 
n whilst Mr. Clarke gave banjo solos. Mr. Lumb was in 
the chair. 


Canada.—A Vancouver firm desires to be placed in 
communication with United Kingdom manufacturers of dry 
batteries and bulbs for flashlights, torcher, &c., torch cases, 
flashlight cases, and nitrogen-filled half-watt lamps. An agent 
in Montreal, who has had considerable experience in the purchasing 
of hardware and electrical fixtures and general tramway sup- 
pliea, desires to secure the agencies of United Kingdom manu- 
facturers of theee goods. Applications should first be addressed to 
the С.І, Branch of the Board of Trade in London. 


Fires Due to Air Raids.—The British Fire Prevention 
Committee, which is always on the alert for an opportunity to 
carry on its beneficent work, has issued a circular (memorandum 
No. 18) pointing out that the fire brigades will necessarily devote 
their attention first to protecting Government offices and military 
stores and works, so that the owners of private property should 
organise measures for theirown protection. Suggestions are there- 
fore given as to the proper steps to be taken in anticipation of 
raids by air-oraft. and technical advice in special cases is offered 
free of charge. Inquiries should be addressed to the Gen. Hon, 
Secretary, Mr. Ellis Marsland, 8, Waterloo Place, Pall Mall, S.W. 


British Industries Fair.—4According to all reports the 
British Industries Fair, held at Islington, has been an unquslified 
saccess. A dinner was to be held on Wednesday night at the Hotel 
Cecil, Lord Southwark, President of the London Chamber of 
Commerce, presiding, and with Mr, Runciman, President of the 
Board of Trade, as principal gueat, for the purpose of marking 
exhibitors’ appreciation of the services of the Board of Trade. The 
7imes, in referring to the large amount of business that has been 
done as the result of new industrial enterprises embarked upon 
since the outbreak of war, says:—“In the glass and pottery 
sections orders amounting to some £40,000 have been placed for 
glass bulbs for electric lamps, in which Germany has hitherto held 
a lead.’ There seems to be a strong desire for the Government to 
organise the Fair annually, and there can be little doubt that, as 
we suggested last week, if such a course be adopted, quite a big 
event of very far-reaching importance, requiring much larger 
premises, may be expected. 


L. C. C. Employes.—It was reported at Tuesday's meet- 
ing of the L C.C. that a petition had been received from some of 
the light and power attendants employed in the rolliag-stock 
rection of the tramway department asking that their rate of pay 
(Ii. an hour) be increased by 14d. an hour; that light and power 
attendants who had done wireinen'’s work in the past, and were 
now engaged on electrical work, might be regarded as traction 
wiremen for depót work only ; and that an opportunity might be 
given for such traction wiremen to be promoted to the grade of 
general wiremen as vacancies occurred. As the Highways Com- 
mittee was not prepared to recommend the Council to accede to 
these requests, the men asked that their application be referred to 
the appropriate conciliation board, and it ia proposed that this 
course be agreed to, 


Thefts of Electric Lamps.—4At the Central Criminal 
Court, before the Recorder, Alfred Sears, 43, traveller, was con- 
victed of stealing electric lamps from the office of Mr. Farloe, 
БО, Gresham Street. It was stated that the prisoner had made a 
practice of visiting various offices and, representing that he had 
authority to inspect electric lamps, had availed himself of the 
opportunity of substituting old lamps for new ones, which he took 
away and sold. He was detected by the housekeeper at 50, Gresham 
Street and given into custody. He said, on arrest. Do forgive me, 
I have a wife and family." Detective Dyer, City police, proved 
that accused had been twice previously convicted of stealing elec- 
tric lamps, and there were numerous complaints of losses from 
City othcesa. Prisoner was sentenced to 12 monthe' hard labour. 


Inquiry.—Makers of Reflex carbons for kinematograph 
purposes are asked for, 


Institution and Lecture Notes.—Electrical Associa- 
tion of Australia.—In his address as president of the Victorian 
Section, on March 31st, Mr. W. H. Alabaster detailed the progress 
that had been made in the use of electricity in Melbourne during 
the past 10 years, and indicated the possibilities for future advances. 
In 1914 the Melbourne undertakings had an output of 36 million 
units ; he anticipated that in five years this would be increased to 
100 millions, in addition to 129 millions for the suburban railwaye, 
making a total of 229 million units for Melbourne and the suburbs, 
Mr. Alabaster also discussed the use of electricity for oooking. 
which he had practised for a long period in his home; he con- 
sidered that some syatem of hire-purchase was necessary to induce 
consumers to install the apparatus. i : 


Junior Institution of Engineers.—Mr. C. Н. Woodfield, 
speaking recently on the subject of oranes, said that in the com- 
parison of steam or bydraulic cranes with elestricweanes, there 
was not a single feature in favour of the former two as regarded 
cost of installation, durability, economy in working and wpkeep, er 
facility of control. Au important feature in favonr of the electric 
crane was the ever-ready reserve power up to 100 per cent. 
momentarily and 50 per cent. for a longer period than was required 
for crane work. As regarded upkeep, the wear and tear of eleotrio 
motors was not half as much as for the steam crane. 


Society of Engineers (Incorporated).—On the 11th inste 
MR, A. H. BARKER, Wh. So., read а paper on Heating and Ventila- 
tion.” He said that the legitimate function of the engineer was to 
produce and control specified movements of air and other effecta, 
while it should be the duty of the physiologist and hygienist to 
specify what were healthy and comfortable conditions. In con- 
nection with heating, the expression "temperature of a room” 
was generally understood to mean the reading of a thermometer 
suspended in the room, but this reading did not necessarily indi- 
cate the temperature of the surrounding air, or form a reliable 
guide to the feelings of the occupants of the room. The air tem- 
perature, the radiant temperature, the quantity of convected heat 
and the quantity of radiant heat must all be determined, but first . 
the relation between the thermometer reading, the air temperature 
and the radiant temperature must be determined. The freshness 
of. air in a building depended on keeping the air temperature 
relatively low and the radiant temperature high. The chemical oom- 
position of the air had, within wide limite, no effect on the human 
orzanism, whereas the temperature and humidity were very 
important. The paper described experiments made at University 
College and the apparatus used in connection with them, and dis- 
cussed briefly some problems which it was sought to solve 
experimentally. 


Electric Lift Fatality.— At an inquest at Manchester 
recently, touching the death of Harold Vinoent Burgess (37), who 
received fatal injuries through being pinned in the well of a lift 
for 40 minutes, it was stated that he pushed a truck into the cage 
of the lift and in endeavouring to reach over to preas the lever he 
slipped. The lift was set in motion and, his legs hanging beyond 
the floor of the cage. he waa trapped between the wall and the 
oage on the second floor. A verdict of Accideutal death was 
returned, and the Coroner, commenting on the fact that he had 
conducted a similar inquiry a day or two before, said it seemed to 
i that there should be some protection for the starting handles 
of lifts. | 


Educational.— UNIVERSTTVY oF BRisTOL.—In order to 
provide additional residential acoummodation for students, the 
University has recently rented houses which will form & tem- 
porary college for men students, and will be ready for use in a 
few weeks. 


German Business Methods, —At the Sales Managers’ 
Association in London last night, Mr. J. H. Vickery, LL.B, a 
Canadian, who for fourteen years practised International Lew in 
Berlin, delivered an address on “German Business Methods as seen 
by a Canalian Resident in Berlin." 


Appointments Vacant.— Junior assistant electrical 
engineers, over 19 (15s.), for Newcastle-on-Tyne Electric Supply 
Co. ; junior engineer (temporarily), for Walsall Mains and Sales 
Departments (£2); charge engineer (385), for duration of war, 
for Wakefield Corporation. Particulars are given in our advertise. 
ment pages. 


Copper.—The gradual increase in price of standard 
copper does not, so far, appear to have stimulated production in 
any marked degree. Messre. Н. R. Merton & Co.'s tabulated statis- 
tics for May 15th show an increase in European visible supplies of 
1,065 tons for the fortnight, and an increase in English supplies of 
2,915 tons. In detailed supplies, European arrivals from North 
America are low as compared with the pre-war average. Supplies 
from Spain and Portugal to England and France are well up, and 
considerably above the pre-war average, and those from unolassi- 
fied other countries are also high. Chile shipments show the 
unusually low figure of 842 tons for the fortnight, which may be 
due to the large quantity received last month from this source. 
Australian shipments are maintained at the same figure as for the 
last three months, which is still about a quarter less than the pre- 
war average, though better than the earlier months of the war. 
Total deliveries are low compared with those for March, but pro- 
mise to considerably exceed April deliveries. In view of unusual 
consumption it is remarkable that the price does not more rapidly 
increase, and that visible supplies increase at all, 
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ELECTRICITY SUPPLY AT KARACHI, INDIA. 


Karacut, the most westerly of the four great ports of liminary steps to introduce a scheme for the supply of 
commerce in the Indian Empire, has, daring recent years, electrical energy, and this has now been ach‘eved. 

been growing in importance at a phenomenal rate, and it is It will be observed that Karachi is one of various 
not impossible that it will loom largely in 
the map of the world that is now being 
remade, as the Government have intimated 
that it will be the Indian terminus of the 
proposed great Trans-Persian Trunk Rail- 
way connecting Europe with India through 
Moscow and Baku, and surveys of the first 
part of the route from Karachi have 
already been made. 

It is the chief ontlet for the products 
of the Punjaub (wheat, oilseed, cotton, 
&c.), and has considerable commerce with 
Afghanistan and Baluchistan. 

The total trade of the port has increased 
by leaps and bounds, and in 1912 it reached 
the phenomenal figure of £40,725,000, while 
in 1914, despite the war, it. was still 
£34,000,000. 

The population between the census of 
1901 and that of 1911 jumped from 
115,402 to 159,270—an increase of 
38 per cent. 

The commerce of the port overshadows 
everything else, but there naturally follow in 
its wake industries established there that per- 
tain to commerce, among which are extensive 
local flour mills, 
ironworks, printing 
presses, soda water 
factories, &C., with which have pre- 
land and facilities : = | N ; ae | ferred to rely on 
all ready for the Беч Se DNS л ЛР electricity rather 
considerable in- than on gas for 
crease in their their development 
number that is sure and well-being. 
to result from the Messrs. Crompton 
general trend of and Co, Ltd., the 
events and the im- well- known  elec- 
portance of the trical contractors, 
district. came on the scene 

Some years ago at an early stage, 
the Port Authority and with their 
installed their owa assistance, the Hon. 


MAIN SWITCHBOARD, K^RACHI ELECTRICITY STATION, 


prosperous commu- 
nities in the East 


electrical undertak- $ | "m T E Ри 2 i 5.3 21 Mr. M.de P. Webb 
iug, e up to a investigated the 

o : ic 
monų a tlie VIEW BEHIND SWITCHBOARD, SHOWING COVER OF BA1TERY REGULATING SWITCHES, prospects of apublic 
there was no public electric supply 
supply of electrical undertaking, as a 


result of which Messrs. Forbes, Forbes, 
Campbell & Co., Ltd., decided to apply, 
under the Indian Electricity Act of 1910, 
for a Government Licence to supply elec- 
trical energy in Karachi. 

This was granted in due course, and in 
1912 the licensees retained Messrs. Hand- 
cock « Dykes, of Westminster, as their 
consulting engineers. 

After some negotiations a very suitable 
site was selected in the Elander Road, with 
ample space for extensions, and with access 
to the railway. 

As a result of full consideration it was 
decided to install a direct-current Diesel- 
driven plant, with a three-wire system of 
distribution throughout the district, and 
early in 1913 the Karachi Electric 
Supply Corporation, Ltd., was brought 
into existence, for the purpose of taking 

INTERIOR OF ENGINE ROOM, SHOWING DIESEL-ELECTRIC PLANT. over the rights conveyed by the licence 

and of putting them into effect. A con- 

energy or of gas. А few years ago, however, the Hon. Mr. tract for the complete equipment of the power house and 

M. de P. Webb, C.I.E., of the well-known firm of Messrs. distributors was entered into with Messrs. Crompton, and 
Forbes, Forbes, Campbell and Co., Ltd., took the pre- shortly after that a start was made on the foundations. 
F 
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These in themselves were a matter of considerable mag- 
nitude in proportion to the works, as, owing to the nature 


PUTTING IN FOUNDATIONS OF STATION BUILDINGS, KARACHI. 


of the soil, it was necessary to excavate to some considerable 
depth, the work being also impeded by tidal waters and land 
floods. АП diffi- | 
cultiesof thisnature 
weregradually over- 
come, and a sub- 
stantial armoured- 
concrete bed put in 
position to receive 
the machinery. 

The outbreak of 
the war caused con- 
siderable delay in 
the works, as the 
licensees, from 
patriotic motives, 
decided to transfer 
part of the staff to 
the wiring of troop- 
ships, while at a 
somewhat later 
stage the consulting 
engineers' represen- 
tative, and also 
some of the contractors’ representatives on the spot, 
joined His Majesty's Forces. The work originally was 
to have been complete! by the end of 1914, and, 
despite delays and other difficulties due to current events, 
on February Ist, 1915, the completed station was formally 
opened by the Commissioner in Sind, R. P. Barrow, E:q., 
I.C.5., in the presence of a large gathering of the principal 
inhabitants. 

In an important city like Karachi it was necessary to 
give very careful consideration to the relative merits of 
overhead and underground distribution, and the engineers 
ultimately decided in favour of the former. The area of 
supply is roughly triangular, with the station situated 
centrally in a three- mile base line. 

The first section of the generating plant, as at present 
installed, consists of two 240-8.H.P. and one 100-n.H.r. 
Diesel engines, supplied b; Messrs. Mirrlees, Bickerton 
and Day, and direct-coupled to Crompton 440-550-volt 
dynamos. 

The cooling of the circulating water was a problem calling 
for careful consideration, and the engineers finally decided 
on using Messrs. Heenan & Froude's coolera, two of which 
have been provided, either being capable of dealing with the 
circulating water required at full load. The coolers are 
fixed in a cooler house opening out of the engine room, a 
10,000-gallon water storage tank (fed from the town mains) 
being fixed above to provide the necessary storage of water. 

The main switchboard, consisting of 14 white marble 
panels, including three generator, two battery, two booster, 
two balancer, one summation, one earth and three feeder 
panels, complete with moving-coil measuring instruments 
and switcbyear, is mounted above the battery room, being 
thus raised some 7 ft. above the engine room floor. 


WHERE EAST MEETS WEST: NATIVE GROUP OUTSIDE THE GENERATING STATION. 


The battery consists of 276 Tudor cells, having a capacity 
of 653 ampere-hours at the 10 hours’ discharge rate. 

The pressure of supply is 220 volts on 
either side of a three-wire system (440 
volts across the outers), but at full load the 
station voltage will rise to about 512 volts, 
to compensate for the drop in the feeders. 

This necessitates battery regulating 
switches having a large number of con- 
tacts ; these switches are of the horizontal 
pattern, and are fixed in the floor above 
the battery room, behind the main switch- 
board, being operated by levers similar 
to railway signal levers, fixed in front of 
the board. 

There are two automatic balancers, each 
capable of dealing with an out-of-balance 
current of 75 amperes, and three motor- 
driven boosters, each capable of a con- 
tinuous output of 150 amperes at 0—115 
volts. 

It was thought wise to start, in the 
first place, with direct current, as tending 
in the earlier stages to bring the undertaking more 
quickly to a remunerative stege ; but it is not impossible 
that as the area 
and the scope of the 
operations are ex- 
tended, a mixed 
system will be 
adopted to meet the 
probably large 
demand for energy 
for power purposes 
that is sure to grow 


up. 

"The whole cf the 
overhead work has 
been carried out in 
strict accordance 
with the regulations 
of the Indian 
Government, and is 
most substantial 
throughout, with a 
considerable margin 
in the strength of 


the poles for additions as the undertaking develops. 


The weight of copper installed with the firstsection is 35 tons. 


HEENAN COOLER AT GENERATING STATION, 
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A considerable number of consumers have already bcen 
connected, and the licensees have made a'rangements by 
which all consumera who so wish, may have their wiring 
work carried out at a most reasonable price 
and in a first-class manner, under their 
supervision. 

Messra. Crompton & Co.’s contract has 
been carried out under the supervision of 
their representative, Mr. T. F. Raven ; the 
consulting engineers' representative during 
the earlier stages was Mr. F. N. Merzies, 
until he joined His Majesty's Forces, and 
Mr. H. Frazer Nasb, his successor, has now 
become the resident engineer. 

Considerable extensions of the works are 
already in hand, due to a very important 
contract entered into with the Municipality 
for public lighting, which, in the first in- 
stance, will embrace some 500 lamps. 

Not the least interesting circumstance in 
connection with the undertaking is the fact 
that of the nine directors, seven are Indian 
gentlemen, who have given influential 
support to the project. 


THE WOOD GREEN 
ELECTRICITY UNDERTAKING, 


THE supply of electrical energy in Wood 
Green, which commenced last Christmas, is 
being given by the Tottenham District 
Light, Heat & Power Co.— formerly known 
as the Tottenham and Edmonton Gas Light 
and Coke Co.—to whom the statutory powers were trans- 
ferred in 1913. 

The area of supply under the order embraces the whole 
of the urban district, comprising 1,625 acres with a popu- 
lation of 50,000 inhabitants. 


LINK POLE. 
OVERHEAD DISTRIBUTION, KARACHI (see page 729). 


The generating station is situated in Ringslade Road at 
the rear of the company’s local offices and in close proximity 
to the depot of the Metropolitan Tramways. 

Town gas supplied from the Tottenham works of the 
company is delivered through a 12-in. main into a holder 


FEEDER POLE: 36 WIRES, 
OVERHEAD DISTRIBUTION, KARACHI (see page 729). 


PoLE LINE, SHOWING LIGHTING BRACKET. 


on the site, which has a diameter of 40 ft., and performs the 
dual rôle of providing gas storage and maintaining it at the 
required pressure at the engine valves. 


A special meter 
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STATION TERMINAL POLE, 


of 20,000 cb. ft. par hour capacity has been provided to 
measure the gas used. 

The generating station is a steel and brick structure with 
three bays, the centre one forming the engine house; the 
ground floor of one of the side bays provides accommodation 
for the switchboard and electrical control 
gear, and for a fitters’ workshop, above 
which the battery room has been con- 
structed. Water-cooling plant and silencers 
occupy the other bay, the water-softening 
plant, storage tank, offices and stores being 
situated on the upper floor. 

Two sets of generating plant have already 
been erected, one of 100 kw. and the 
other of 200 Kw. capacity, and space is 
available for two additional sets of still 
larger capacity, as the demand develops. 
There is also a battery of 200-Kw. capacity 
on a one hour discharge. 

The gas engines are the modern higb- 
speed vertical type, built by Messrs. Hindley 
and Sons, one of 170 and the other of 
310 в.н.р., running at 450 в.р.м. and 
350 R.P.M. respectively. Both have five 
cylinders, and are equipped with forced 
automatic lubricating arrangements and 
double magneto ignition. 

By means of the multiple cylinders and 
high speed of rotation, the working parts 
of the engine are kept comparatively small. 
As the principal working parts are enclosed 
and lubricated under pressure, the wear and 
tear are reduced toa minimum. The engines 
can be started up and put on full load in 
less than a minute. There is no noticeable 
vibration— specially desigaed foundations 
having been provided to ensure this —апа 
the silencing of the exhaust has been 
made almost ideally perfect, the multiple 
cylinders and high speed being a distinct aid to this 
attainment. 

Compressed air is used for starting the engines, and is 
taken from a battery of four receivers, which are charged by 
a motor-driven air compressor. 
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The circulating water for the engine cooling is supplied 
by gravity from a tank of 1,600 gallons capacity, situated 


HEENAN COOLERS AT WOOD GREEN GENERATING STATION. 


on the first floor over the cooling plant. By means of inter- 
locking gear between the compressed.air valves and the 
water valves, the 
starting up of the 
engines without 
first turning on 
the water is ren- 
dered impossible. 
The water flows 
into two Heenan 
rotary water coolers, 
capable of dealing 
with 4,000 and 
2.000 gallons of 
water per hour 
respectively, and is 
returned to the 
storage tanks by 
means of electrically 
driven centrifugal 
pumps. Allthe water 
used is first treated 
by a Boby water- 
softening plant of 
300 gallons capacity. 

The engines are directly coupled to tandem dircct- 
current dyramos of the Electric Construction Co.’s make, 
these being multipolar 
shunt- wound machines 
fitted with  interpoles. 
The armatures of each 
set have been made 
strictly interchangeable, 
even to the provision of 
a coupling outside the 
outboard bearing. The 
machines are designed to 
generate current at any 
voltage from 250 to 250. 


The battery, which was 
supplied by the Chloride 
Electrical Storage Co., 
consists of 270 Plantide 
cells. The whole of the 
regulating cells range 
along one side of the 
100m, and the copper rod 
connections are carried 
on insulators on the wall 
to the centre, where they 
are carried down through 
insulating tubes in the 
floor to the regulating 
switches which are imme- 
diately below. 

For charging the battery there is a double-ended E.C.C. 
booster in the engine room ; the two boo:ting dynamos each 


HINDLEY HIGH SPEED GAS ENGINES OPERATING ON Town Gas. 


have a capacity of 10 KW., and are driven by a 58-E.H.P. 
500-volt motor, running at a speed of 1,200 R. P. u., the 
starting panel being fixed close at hand. `- 

The switchboard, which also came from the Electric 
Construction Co., consists of two generator, one battery and 
booster, one integrating watt-hour meter, and three feeder 
panels, all of black enamelled slate. 

The panels are divided horizontally at the centre by an 
enamelled slate shield, the top half being devoted entirely 
to the positive side of the system and the lower half to the 
negative. All the circuits are protected by automatic cut- 
outs, and, where suitable, time lag attachments are provided. 
The whole of the instruments are of the Cirscale type 
manufactured by the Record Electrical Co. The regulating 
gear has been kept entirely separate from the board; the 
resistances are placed in a cellar into which all the cable 
connections from the generators and boosters come and also 
the feeder cables. Immediately above the resistances, the 
control pillars, eight in number, including two for the 
battery regulating switches, are mounted on the engine 
room floor. An earth panel with an Everett. Edgcumbe 
disk recording ammeter, short-circuiting relay and over- 
load breaker, is fixed on the wall at the back of the 
board. 

А 10-ton Morris hand-operated travelling crane has been 
installed in the 
engine room. 

Under the con- 
tract the consump- 
tion of gas by the 
generating sets 
working atordinar y 
fall load, with gas 
of 500 net B. TU. u. 
per cb. ft. at a 
normal tempera- 
ture and barometric 
pressure, is guaran- 
teed not to exceed, 
for the 200-Kw. 
set, 30°75 cb. ft., 
and for the 100- 
KW. set, 31°35 
cb. ft. per unit 
generated, as regis- 
tered by watt-hour 
meters ; trialsof the 
plant give warrant 


to the view that the guaranteed results will be excelled. 


The supply is on the thrce-wire system at 240-480 volts. 


— 


| 


WOOD GREEN GENERATING STATION: HINDLEY-E.C C. Gas-ELECrRIO SETS. 


Under the Wood Green Electric Lighting Order the streets 
scheduled for the compulsory mains were limited to High 
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Road and Myddleton Road, but the company has inaugurated 
the supply with a comprehensive system of distributing 
mains throughout the principal streets of the district. 

All the cables are of the three-core type, puper-insulated, 
lead-covered and steel armoured, and were supplied by the 
Western Electric Co. There are three feeding centres where 
the feeder mains serve the distributors, one situated near 
the Town Hall, one in the High Road adjacent to Noel 
Park Station, and the other in the Alexandra Park district ; 
at these centres feeder pillars have been erected, and similar 
pillars in other situations provide an easy means for dividing 
up the network of distributing mains into suitable sections. 
All the pillars, service boxes and consumers' fuse-boxes have 
been made by Messrs. Lucy & Co., while the service and 
station meters are of the Chamberlain & Hookham type. 

The capital expenditure on the scheme, including Parlia- 
mentary coste, land, generating station and mains, amounts 
to about £30,000. 

Responsibility for the preparation of the scheme is shared 
by Mr. A. E. Broadberry. manager of the Tottenham Dis- 
trict Light, Heat and Power Co., and Messrs. May and 
Hawes, consulting engineers. The duties of directing and 
supervising the constructional operations have been per- 
formed by Mr. J. Fisher, assistant manager of the company, 
and Mr. L. W. Ballard, chief assistant to the consulting 
engineers, supervised the constructional work, &c. 


— 
NOTES. 


(Continued from page 728.) 


Gas Engine Tests.—In a paper read before the INsTI- 
TUTION OF MECHANICAL ENGINEERS on Friday last by Prof. A. H. 
Gibson and Mr. W. J. Walker, of University College, Dandee, te sts 
on au experimental gas engine made by the National Gas Engine 
С. Ltd. are described. Town gas was used, having a lower calo- 
` rifo value of 520 B.TH.U. per ob. ft. . 

It was found that the mechanical efficiency of the engine, which 
had a maximum output of 36 B H.P. at 250 R.P M , increased with 
increasing load, the highest value recorded with the richest mix- 
ture aud at the lowest speed (150 B.P.M ) being 88 per cent. At the 
normal speed (200 R. P. M.) has the efficiency 85 per cent. The 
mechanical efficiency diminished as the ratio air : gas increased 
from 7: 1 to 11 : 1, and diminished as tbe speed increased; it was 
independent of the ratio of compression, 

The thermal efficiency, referred to the B H.P., increased with the 
load, and attained a maximum with an air: gas ratio of 8:1; it 
diminished as the speed increased, and increased with the oom- 
pression ratio. 

Speoial provision was made for separating and measuring the 
exhaust losses, which, at full load, lay between the limits 33'6 per 
cent, and 42:5 per cent. The former value corresponded to a weak 
mixture, high compreasion and low speed, and the latter to a rich 
mixture, low compreesion ratio and high speed. 


Electric Vehicle Committee.—At the last meeting of 
this Committee held on May 11th, Mr. A. E. Collins, the city engineer 
of Norwich, took his seat as the representative of the Institution 
of Municipal and County Engineers; Mr. A. de Turckheim took 
his geat as representative, pro. tem., of the Tramways and 
Light Railways Association, and Mr. С. F. Heath, of Heath's 
Garage, Ltd., as the representative of garage interests. 

The Committee considered and passed the draft for the Com- 
mittees annual report and accounts, to be incorporated in the 
annual report of the I.M.E.A., and the Secretary submitted the 
draft of the report to be submitted for discussion at the annual 
meeting of the I. M. E. A. on June 17th, entitled The Uses of the 
Electric Vehicle in Municipal Service.” 

The arrangements were discussed for the proposed parade of 
electric vehicles on June 17th, and the time was provisio- ally 
fixed for 5 p.m. If permission is obtained the parade will be held 
oa the Embankment. 

As the result of the circular letter sent to electric supply under- 
takings, a number of them have purchased publicity material ; 
the Seotetary, however, reported that he had received several 
letters which indicated apathy on the part of some undertakings in 
regard to the electric vehicle businees. 

The Technical Sub-Committee have now completed the prepara- 
t'on of the report upon Methods of Charging and Charging Equip- 
mente," which is to be circulated to members of Committee. The 
Committee has decided to aek the Accumulator Section of the 
B.E. A. M. A. to consider the desirability of bringing about standard- 
isation in regard to (1):— The clearance for the accumulation of 
aludge between the lower edge of the plates and the bottom of the 
cell container ; (2) the size of the filler plug-hole and a design of plug 
for same ; (3) the distauce between the top of. the lip of the plug 
h le and the top edges of the plates, so that one gauge may always 
be used in a garage for fixing the proper level of the electrolyte, 
measuring from the top edge of the filler hole lip; and (4) details 
of connectors between cells and method of connecting these to the 
plate terminals, | 


Lead Scarcity in Russia,—The scarcity of lead in 
Rusia is one of the problems of the national electrical industry. 
Deposits of lead ore having been discovered in the district of 
Murman, it is announced that a furnace has been erected for 
smelting the ore in the Ulsen factory, Archangel. The lessees of the 
deposits are Stephanovitch and Ostrem. 


Petrograd Electric Station : Oil Fuel Difficulties.— 
The introduction of petroleum as fuel at the Petrograd electrio 
tramway power station has led to some irregnlarities in the 
supply of current, On May 5th a damaged valve in the tank 
whence the boilers received their supply resulted in these remaining 
without fuel. The petroleum had to be fed in by other means ; 
bat tbe result was a reduced supply of electricity and a temporary 
stoppage of the tramway service. Such is likely to recur at times 
till all the boilers are equipped for burning ‘iquid fuel. Meantime 
fresh supplies of ooal (the scarcity of whioh was the cause of the 


conversion of the boiler furnaces for liquid fuel) are being received, 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTBICAL REVIEW posted aa to their movements, 


Central Station Officials.—The Aylesbury U.D.C. has 
reappointed Мв. W. A. TURNBULL as resident engineer at the 
electricity works, on the same terms as his previous engagement. 
He has acted as clerk of works during the erection of the station. 

Mr. Н. WooLGAB, fourth engineer at the Falham B.C. electricity 
works, has been temporarily appointed to the position of shift 
engineer, at a salary of £3 per week, during the absence of Мв. A. 
ABDEBN on military service, and Мв. L. FLOAT, junior engi- 
ач has been appointed fourth engineer, at a salary of £2 2s. per 
week. 

Mr. C. HANDLEY, shift engineer at the Scottish Central Electric 
Power Co.'s generating station, Bonnybridge, Falkirk, has resigned 
hie position in order to take up the duties of shift engineer at the 


Corporation electricity works, Motherwell. 


General.— With reference to the notice that appeared in 
our last issue respecting Мв. HARRY W. NIMMO'S movements, we 
learn by this week's mail that the Government of Burmah has, 
on his being relieved of the duties of Eleotrical Inspector, retained 
his services for an indefinite period, for the purpose of getting out 
detailed estimates of & proposed electricity supply scheme. 

Мв. HOWARD Eapy, district telephone manager at Jersey for 
15 years, has been appointed manager for the Exeter area, Prior 
to going to Jersey in 1900 he was at Bournemouth. 

Pror. S. P. Тномрѕом, F.R.S., delivered the Swarthmore Lecture 
at the Central Hall, Westminster, on Tuesday last, taking as his 
subject The Quest for Truth.“ : 

COUNCILLOR JACKSON has been elected chairman of the Swinton 
and Pendlebury Electricity Committee. 

Мв. C. C. T. EASTGATE bas been appointed Electrical Inspector 
to the Government of the Punjab, Lahore. MR. J. Н. CABDEW, 
electrical engineer, North-Western Railway, Labore, has resigned 
the Government service, and Mr. D. A. PETRUSE, foreman elec- 
trician, has been placed in charge of the office. of electrical engineer 
of that railway.— Indian Engineering. 

Мв. J. SCRIVENER has resigned his position as director and 
manager of Mesers. Krupka & Jacoby, Ltd., having been appointed 
to control the sales organisation of the z " Electric Lamp Manu- 
facturing Co., Ltd. Southfields, S.W. Mr. Sorivener's late co- 
directors have given him a gold watch as a mark of their personal 
esteem, and the staff have presented him with a suit case. 

MB. WALTER Е. BRADSHAW has been appointed manager of 


: Reuter's Telegram Co., Ltd., in place of the late Baron de Reuter. 


Sig EDGAR SPEYER, consequent upon “charges of disloyalty 
aud suggestions of treachery " that have been made against him in 
the Press and elsewhere, has asked Mr. Aequith to accept his 
resignation as a Privy Councillor and to revoke his baronetcy. He 
has also resigned his seat on the board of the Underground Electric 
Railways Co. of London, Ltd.. and Lord George Hamilton, the 
deputy-chairman, has been appointed chairman in his stead. 


Obitaary.—Mr. G. Maunicr.— There is, unhappily, no 
room for doubt that Mr. С. Maurice, of the General Electric Co., 
Ltd., must be numbered amongst the victima of the Lusitania 
disaster. A correspondent, who was in intimate touch with him, 
sends us the following personal appreciation :—'' Ав one who was 
in close companionship with him for 18 years, I feel that some 
note of appreciation may be weloomed by his many friends in the 
electrical world. Many qualities go to the making of & man if his 
success ів to be assured. Mr. Maurice most surely exhibited in bis 
business career the possession of all those qualities that may be 
considered essential ones, Insight to direct him what to do, fore- 
sight to tell him how to attain, courage to enable him to overcome— 
these three virtues were his chief characteristics, and the success- 
ful application of them to hie daily life mey be said to be the 
foundation on which his career was built. His was a full life; 
a life largely devoted to the business to which he was attached, 
and with which his interests were bound up. His career was a 
singularly snecessful ons; whatever came under his control 
prospered. His capacity for work was enormous, his ability 
jnsured success, his handling of large affairs was conducted with 
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cool judgment and skill and a firm belief in the ghedna 
of his action invariably carried him througb, no matter how 
fierce the opposition against him. No man can go through life with- 
out meeting opposition in the course of his business career, and Mr. 
Maurice had many opportunities of crossing swords in the pursuit 
of his aims; bat he was a good fighter who invariably earned the 
respect of his opponents. In estimating his personal expression as 
revealed to those who came in contact with him, I think the word 

" respect " "moet closely expresses the influence he exerted over 
others, over the ataff, his competitors, in fact over all with whom 
he had business relations. The many warm expressions of regret 
received from business men all over the world show in how much 
respect he was held, and how deeply his loss is deplored. It is 
doubly sad since the many years of faithful, strenuous, and hard 
endeavour had but recently won him a seat on the Board of the 
G.E.C., in which position his characteristic ability would have 
found still greater fields in which to operate, Mr. Maurice leaves 
a wife and one child, a daughter.” We may add our own 
personal appreciation of the late Mr. Maurice, as the result of 
editorial relations with him extending over many years, perhaps 
more particularly in connection with matters concerning the 
G.E.C. electric light fittings department, and latterly the 
heating and cooking department. There are few men in 
the electrical industry with whom it has been so genuine a 
pleasure to converse as with him; bis was the perfection of 
courtesy—a quality which editors, who not infrequently come 
аса ение totally different, know how to value when they 
meet it. 

Мв. Н. Е. FRIEDERICHs.—At the funeral of the late Mr, 
Friederichs, Corporation electrical engineer at West Hartlepool, 
there were indications of the affection and esteem in which he waa 
held. Among the chief mourners were Mr. J. E. Dawson, chief 
assistant, Mr. C. W. Thompson (electrical engineer, Saltburn), the 
Mayor and many members of the Corporation, Mr. J. J. Smith 
(electrical engineer, Stockton), and the staff of the West Hartle- 
pool electricity department. The body was borne to its last 
resting place in Stranton Cemetery by some of the oldest workmen. 
Among the wreaths was one from Sir John Snell, and one from the 
workmen and staff of the electricity works bore the inscription : 
" A tribute to our noble and unselfish master." A member of the 
staff, in writing to us, describes Mr. Friederichs аа one of Nature's 
gentlemen," and makes mention of his genial, kind and unassuming 
manner, which secured for him the passionate attachment and 
devotion of the whole of his staff. 

MR. BRODRICK CLOETE, a director of Messrs, Vickers, Ltd., was 
among those lost in the Lusitania, 
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NEW COMPANY REGISTERED. 


Simplex Sleeper Syndicate, Ltd. (140.2 com- 
pansy wes геран on. Moy. fbh, with a capital of 45:440 in 2.850 pref. 
маб of А eadh and 2. %% % ord, shares of Ps. each, to eke over certain 
patents or rights for an invention relating to гаму oc tramway sleepers 
and the Теа installation. of. track rails, to adopt. an agreement with 
C l'. Sandberg, Ө, BL A. Sandberg, and М. P. P. Sandberg, to carry on the 
business of manufacturers, installers, and users of, agents for and dealers in 
rayas or tramway sleecpers and devises for the cleeteical installation of track 
rats and Simi opplisnccs, amd amechamteah and engineering devices. for use 
upon railways and tramways, ete. The subscribers (with one pref. share each) 
ares To Jowett, 43, Savoy Court, Strand, УУС, civil engineer; P. Wheeler, 
Centrat Batldings, Westminster, S. W., civil emuineer, Pirate company. The 
number of directors as not to be less than three or more than eight; the first 
are C, P. Sandberg: етага, Ө, BL А. Samberg N. Р. PL Sandberg, V. 
Npr yer, V. Jowett, аге] r. Wheeler. [АТ КИШТЕ Lo. Remuneration, £u 
eh pec annum., Registered otlice Palae Chambers. Bridge Street, West 
minester, 


OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES. 


Pernambuco Tramways and Power Co., Ltd.—Issue on 
Apol Anh. 1915, of T 25,000 debentures, port of а series of which particulars 
have already. been fi oi. 


Phoenix Electric Heating Co. (1914), Ltd.—Mortgave on 
тобел poyobb ur ba ertan Айни ү contracts, dated May Hkh, 1915, to 
TEN all тн, ух da [IT] to beroni dua boum the compas lo lur bank, 
Feb. 126, High Holborn, W.., not exceeding g 200, 


Torquay Tramways Co., Ltd.—A memorandum of satis- 


[inen te the rester of MO) on. Moy Tih, PS, of charge dated March Sh, 
Ia «иги, 4 60,00, has been tiled. 


Barbados Electric Supply Cerporation, Ltd.—Issue on 
Mooney thot. 1915. el xo debentures, part ot a seres of which particulirs 
have already beca nie. 


Stella Conduit Co., Ltd.—Moricage on land and premises, 
kee awn os Hs orc Works. N oa Street, Bilston, Sr tie. Иан] April Mth, 1915, 
fo secure all ono ness dup or to bevon due from the company to Lloyds Bank, 
I. .I., Penple Rew Стопе, not емее ига 2.2, Hn, 

Harrow lectric Light and Power Co., Ltd. (44.529).— 
Coy. | / яне an өзү oeol aem] B3 pri f. Sees el ga без Return 
„ „ ES db. PHIL. MP Chorio tekona up, 4 o0 0m pard. Mert ns s. and 
ah att, L 2, 45, 


Isle of Wight Electric Light and Pow er Co., Ltd. (53,893). 


ieni gimp e, uU ns dde р, f poo ef go each, R turn 
(E fa i \ ө boda М! боо. tame up, a Dn 0n paid. M situs and 
(Eo у", MESS и! D as tue Ventnor Liec'ric Light 


м. howe Cu., Lol Кез баз, Ay 1900 


— авт 


безш Efectric Lighting and Power Co., Ltd.—Issue 
on March 2nd. 1915, of 45300. debentures, part of a series of which particulars 
have already been filed. 


Newtons, Ltd.—Particulars of £10,000 debentures, created 
March 23rd, 1915, filed pursuant to Section. 93 (3) of the Companies (опена. - 
tion) Act. 1908, the amount of the present issue beings £500 (renewals). Pro- 
perty charged: The company's property, present and future, No trustees, 


Novelty Construction Co., Ltd.—.A memorandum of satis- 


faction to the extent of 4,265 on April 12th, 1915, of debentures dated May 
31. 1912. securing £,915, has been filed. 


Carville Site and Power Co.. Ltd. fecus on April 27th, 


1915. of 7:10,000 debentures, part of a series of which particulars have already 
been filed. 


CITY NOTES. 


Shanghai Electrie Construction Co., Ltd. 


THe directors report for 1014 a profit of £33,602, compared 
with 434,726 for 1913. There has been transferred to reserve 
for renewals account £10,000, and in reduction of the pre- 
liminary expenses account £1,000; a dividend of 6 per cent. 
for the year (less income tax) absorbs £19,200, leaving to be 
carried forward £4,703. 


The loss by exchange on subsidiary coinage in 1914 was £28,088, which is 
equal ta &ф per cent. on the capital of the company. Profits have been con- 
verted into sterling at an average rate of Is. 944. to the Mexican dollar, д» 
against 2s. for the preceding year. During the vear the increased deprecia- 
tion of subsidiary coinage, and the fall in the exchange of silver into sterling, 
combined to affect. profits adversely to the extent of over £57,000 as compared 
with the company’s experience in these respects in 1913. For the first. half 
of the year the number of passengers, and the amount of gross receipts and 
operating profit, showed a satisfactory expansion, which was to a large extent 
neutralised during the remainder of the усаг by the less favourable conditions 
following upon the outbreak of war. Thirteen new motor cars and 15 new 
trailer cars were completed during the усаг, and a further 10 new motor cats 
have been completed since the close of the year. 

Railless traction was introduced with seven cars in Fokien 
Road in November last with satisfactory results as regards 
receipts, but was suspended in consequence of the road bed 
being found unsuitable. Fokien Road is accordingly to be 
reconstructed in concrete, to the initial cost of which the 
company will make a moderate contribution. Traffic condi- 
tions will be materially improved by the reconstruction, and 
the Municipal Council will reduce the charge to.the company 
for road maintenance. The directors announce with great 


regret the death of their colleague, General Albert Thys. 


Kalgoorlie Electric Power n Lighting Corporation, 
Ltd. 


Tut direc ‘tore in their report show that the drop in the ргобё 
for the year 1913 was due to exceptional causes; the result for 
1914 ix Soll up to the average of previous years. The divi- 
dend on the preference shares has been maintained at 4 per 
cent., and a debenture redemption fund has been inaugurated 
by tho allocation of £7,000 for this purpose. The sum of 
£6,500 has been written off to depreciation for the year, 
leaving, after payment of the debenture interest, £546 on 
profit and loss account to be carried forward. The money eet 
aside in previous years as a reserve for depreciation and 
renewals” having been expended, has, with the approval of 
the auditors, been written off. The war has not interfered 
with the company’s operations and did not add much to jts 
operating costs during the past year. During the current year 
the company will be affected by increased taxation demands 
both in Australia and this country. Its operating costs will 
also be somewhat increased as nearly every item of stores und 
supplies is costing, and is likely to cost, a higher figure, 
Annual meeting: May 25th. 


Anglo-American Telegraph Co., Ltd. 


Mr. Е. А. Bevan (Chairman) presided on Friday, at Win- 
chester House, E.C., over the annual meeting. He said that 
they had during the vear received the rent payable under the 
lease with the Western Union Co.. which sufficed to pay the 
dividends on the three classes of stock. Аз they were aware, 
the deferred dividend was payable at the end of each vear. 
and the proportion of the quarterly rental that represented 
such deferred dividend was accordingly retained and invested 
on the best terms that the directors could secure. As a result, 
L140 was received in respect of interest on bank balances 
and loans, Which with the amount previously earned. produced 
45.625. That sum, subject to the requirements of the com, 
pany from tine to time, the directors were advised was avail- 
able for distribution amongst the deferred stock holders and 
the ordinary stock bolders. It had been sumtested that the 
directors should make an immediate distribution of this suni, 
but they had come to the conclusion that the amount was t. 
stall, looking to the large number of deferred stock holders 
and to the very small sum that would consequently pass ty 
them. They thought it would be advisable to wait until they 
were able to distribute, sav, 4 per cent. upon the de ferred 
stock, including, of course, the ordinary steck holders! interest 
in that stock, which would absorb 48.750, towards which, as 
he bad said, they bad £5,625 in hand. In the renewal fund 
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account it would be seen that they had received the annual con- 

tbution of £20,000 from the Nestern Union Telegraph Co., as 
stipulated in the lease, and £2,487 as interest and dividends 
on Investments, which with. the amount. brought forward 
from the previous year gave а total of £153,099.. Out of that 
they had had to pay the cost of new cable’ inserted during 
the repair and renewal of the cables, amounting to £44,933, 
and they had-also paid 443.800 on account of the new cable 
repair ship. In respect of that, there was а further liability 
of approximately £37,000 to be paid before ie ship, came into 
their .possession. . They had for several years been consider- 
ing plane for & new cable ship to replace the old one, which 
was in suh а condition that it was ппрегабуе that it should 
be replaced. Accordingly, under the agreement with the 
Western Union Co., they entered into a contract. for. à new 
ship, the total cost of which would аё е outside be £81,000. 
In ordinary circumstances the ship would by now have been 
completed, but owing to the war, private contracts had to 
stand aside for Governinent work; but they hoped to get 
delivery of the ship before the autumn. . They were fortunate 
in having concluded the contract before the war, or the price 
would haye been increased 30 or 35 per cent. In order to 
make the payment for the new cable and ship, it.was necessary 
to realise investments, und this resulted in a loss on the sale 
of £3,632. Whilst this was a matter to be regretted it was, 
of course, one they were powerless to prevent, and when one 
considered the heavy depreciation in all classes of securitics 
they would agree they vould congratulate themselves that the 
Joss was limited to the small sum stated. As to the renewal 
fund, it could only, be a matter. of time when the balance 
would be eliminated from the accounts. At the moment the 
balance was £60,625. of which £41,867 represented the. cost 
of -investments. Since the date of the balance sheet the 
majority of the secnrities had been sold, to make further pay- 
inents on account of the new ship, and he need scarcely say that 
they. had been sold at.a substantial decrease on’ the cost price. 
The securities which had not been sold were for the time being 
practically ungaleable, and if disposed of in these times there 
was very little hope of their petting back the money paid for 
them. The £65,000 was based on the cost of investments, and 
required. to be depreciated accordmgly. What it would amount 
to no one could say; but at the present moment they might 
assume that they had an actual balance on the renewal fund 
of £55,000, of which £37,000 was required. to complete the 
payment for the new ship, leaving approximately £18,000 to 
the credit of the fund. An arrangement. had been come to 
with the Western Union Co. whereby the directors had agreed 
that so Jong as any balance remained upon. the renewal fund 
the cost of new cable inserted in the course of repairs te the 
companies’. cables should be paid for out of the fund. What 
the cost of. cable so inserted in the current year would be he 
could not say. Last year it amounted to £44,000. and as the 
1873 cable was interrupted now in deep. water, he feared it 
wight be necessary to insert a long length of. new.. cable, and 
if this be so, then the cost of that new cable would absorb 
not only the £18,000 which remained in „ fupd, 
but also the annual contribution of 220,000 


the fund pay- 
able by the Western Union Co, at the. end of the year. If 
these amounts were insufficient to pay for the new cable, 
then, of course, it would devolve upon the Western Union Co. 
this year to find' the balance, and in all future years to bear 
itself. the. whole cost of the repair and renewal of the com- 
panies’ cables: The Chairman. next dealt with the pension 
fund, and said that the report of the actuary showed that a 
contribution of £6,970 was required from the Western Union 
Co, In eonelusion, he was pleased to say they remained on 
the friendliest terms with their lessees, who paid their rent 
with commendable pramptitude. . ee fee сы Ge 
Mr. R. H. Benson seconded the motion: . · 
The report was adop tec. E | 

Replying to a vote of thanks to the board апа staff, the 
CHAIRMAN said that next vear he would complete 50 years ae 
a director of the company. 


tay! 
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Lisbon Electric Tramways, Ltd. 


THE annual meeting was held on May 12th, at the offices, I, 
London Wall Buildings, E.C.. Mr. Парус BREITMEYER pre- 
siding.. The CHAIRMAN, after referring with regret to the 
death of the late Secretary, Mr. S. W. Jameson, said that 
during the last five months of the year a period of excep- 
tional trouble came unexpectedly upon them, and although 
they escaped direct interference from е war, owing to the 
lecality of their undertaking in a neutral country, they felt 
the reflex action by the increased cost of fuel and other sup- 
plies, and, further; by the great fall in the Portuguese 
exchange; which dropped from 46d. to about 36d. All those 
adverss factors, which were quite beyond their control. 
brought about a decrease in the profit of about 420, 000. The 
traffic returns showed stendy records from year to year, and 
were an evidence that the business was on a sound and 
healthy. basis. Unfortunately, in the current year the unsatis- 
factory conditions to which he had referred still prevailed, 
and until the. war was brought to a conclusion they must 
expect to suffer under the higher costs of operation and the 
depreciation in the international exchange. It had not been 
possible out of the year's profits to make the usual appropria- 
tion of £35,000 to depreciation reserve. Only £15,000 had 


been set aside from this source, but in order to bring the 
amount to approximately the figure of £35,000, the sum of 
£19,012 formerly standing to the premium on ordinary share 
capital had been utilised for the purpose. In. addition, as in 
former years, they had placed £5,000 to exchange reserve 
account, bringing 16 up. to £55,000. The shareholders would 
now see that the policy of creating this reserve. was a wise 
one and was justified by evente, and the precaution of pro- 
viding ample reserves in the past now enabled them to main- 
tain the present dividends. Capital expenditure to the extent 


of £51,000 had been incurred during the past year, which 


should add to the revenue-producing pawer of the company. 
Two of the most important of the Ascensores lines were now 
open to traffic, and the conversion. of the remaining three 
inclines of this system to electricity was nearing completion. 
The extension of the power house plant was finished, and 
were 16 not for the high prices obtaining for fuel, a great 
saving in this connection over previous years would have 
resulted. The price of coal before the war was from 22s. 6d. 
to 25s. per ton; now it ranged between 378. 6d. and 40s. ; their 
annual consumption was between 19,000 and 20,000 tons. He 
regretted to say that the negotiations with the Lisbon Muni- 
eipality. regarding the interpretation of some clauses in the 
concession had, made no further progress.. A new Council 
had recently been nominated by the Government, and they 
hoped that their endeavours in the future for effecting an 
equitable settlement would. be met in a more reasonable and 
conciliatory spirit. Оп. the whole, he thought they could 
congratulate themselves on the outcome of the. past year's 
working, for, although the net result was net so favourable 
as formerly, the actual business of the company was as good 
as ever, and the reduction ‘of the profits from £129,000 in 
1913 to £110,000 last year was only due to temporary causes 
brought about by the present European upheaval, and which 
they, hoped would. pass away. with brighter days. From 
present indications he did not.think be was too optimistic in 
anticipating a further increase in the revenue during the 
current year. Of course, no accurate forecast was possible— 
all depended on the duration of the war; and he sincerely 
hoped that before they met next year a permanent and 
beneficial peace would have been obtained. | 

‚Мт. J. R. TAYLOR seconded the motion, which was adopted. 

Subsequently, on the motion of Sir Іломк, PHILLIPS, а reso- 
lution was passed voting 100 guineas to the Red Cross Society. 


К West India and Panama Telegraph Co., Ltd. . 


Mr. W. B. KiNcsronRD presided at Winchester House, E.C., 
on May 12th, over the annual meeting. He first referred in 
feeling terms to the loss eustained by the company by the 
death of Sir J. Cameron Lamb. The vacancy had been filled 
by the election of Sir A. F. Kina, K.O.B. The revenue was more 
than. that for the corresponding period, und although the 
expenditure was somewhat heavy yet the ratio of expense to 
income was slightly less than in the December period of 1913. 
The half-year’s working showed a net profit of £18,683, an 
increase of. £5,614. Some part of the increased expenditure 
was of a permanent nature. There were certain items, how- 
ever, which were directly due to the exceptional conditions 
that had prevailed during the last five months of the half- 
year under review, and they hoped that when peace returned 
they would be able to effect economies on these items. Ever 
since the outbreak of war they had been obliged to carry on 
their business under such varied and unusual conditions that 
it was almost impossible for him even approximately to fore- 
cast the future. The strict, but necessary, censorship which 
since last August had been in force at most of their stations, 
and the partial prohibition of the use of codes throughout the 
West indies: had very much hampered business, and had so 
greatlv disturbed their normal working conditions as to cause 
the directors some anxiety as to the probable future effect 
upon their earnings and upon the profits of the companx. He 
might remind them that these were already adversely affected 
by the reduction in the rates which came into force on October 
Ist. These greatly reduced rates had, no doubt, been a great 
boon to the telegraphing public. Thus far, however, he 
regretted to say that the growth in the volume of traffic gave 
little reason to hope that the lower rates would be compen- 
sated for by new business, at any rate, while the restrictions 
already referred to continued to be in force. He told them 
at the last meeting that since the war they had been required, 
and they were still required, to keep their stations open day 
and night, thus costing them very much extra expenditure 
and subjecting their operating staff to very severe strain. 
Their clerks had worked admirably throughout this very try- 
ing emergency, and they felt that great praise was due to 
them for their loyal and willing service. As regarded their 
investments, in respect of the reserve fund as at December 
3lst last the war made it quite impossible for them in some 
cases to obtain reliable quotations. As stated in the report, 
the depreciation amounted to.£15,000. It was unlikely, how- 
ever, that they would need to sell securities, and therefore 
it might be reasonably hoped that with the return of normal 
conditions that depreciation would be reduced. 
Mr. H. W. Birks seconded the motion. 


The report was adopted, and a vote of thanks passed to the 
board and statt, | 


A aS A ——— == — —— ... — NIE RUE I FI TE I ET ET NEL ETE LY 


786 


THE ELECTRICAL REVIEW. 


[Vol. 76. No. 1,956, May 21, 1915, 


Great Northern Telegraph Co., Ltd., of Denmark. 


THE receipts for 1914 amounted to £792.035, and the expendi- 


ture was £250,590, leaving a net profit of £541,447. It is 
proposed to put to reserve and renewal fund £111.111, to pen- 
sion fund of staff £11,111, directors’ remuneration £2,500, divi- 
dend and bonus 22 per cent. £530,000, carrying forward 
£50,125. 


The annual meeting was held at Copenhagen on May 8th. 
Rear-Admiral F. C. C. BARDENFLETH, D. R. N., rendered an 
account of the working of the company during the year 1914 
on behalf of the Chairman (Commodore E. Suenson, D. R. N.), 
who was prevented by illness.from being present. He said 
that the terrible war, which had not only eet aflame the most 
important countries in Europe, but had also spread the 
conflagration to the Far East and to almost every other part 
of the globe, had compelled all the governments, belligerent 
as well as neutral, to adopt certain measures for the exercise 
of control. over the telegraphic and postal services. As a 
result of these measures this company's accounts with other 
adininistrations had been much delayed, and for this reason 
the directors had been obliged to postpone the general meet- 
ing. The strict neutrality observed during the war by the 
Danish Governnmnt, as well as by the Governments of Sweden 
and Norway, had made it the plain duty of the company to 
follow similar principles in its dealings with the administra- 
tions of the several countries in which the company’s cables 
were landed. They had always, however, in times of peace 
as well, followed these principles of neutrality and discretion, 
and had thereby gained the absolute confidence of the govern- 
ents concerned in the perfectly impartial and loyal service 
of the company. This confidence bad not been withdrawn 
during the war. In 1914 fifteen interruptions had occurred. to 
ten cables in Europe, whilst, in the Far East, six cables had 
suffered 28 Interruptions. The company’s cables in the Baltic, 
between Denmark and Russia, became interrupted towards 
the end of November last vear, and, unfortunately, owing to 
the war, it had not vet been possible to repair tbem. In 
Europe the cable steamer II. C. Orsted had been occupied for 
105 days, of which 32 days. were for the account of other 
adininistrations; in the Far East the cable steamers Store 
Nordiske and Pacific had been occupied for 155 days, of which 
4l and 6 respectively were for the account of others. The 
Viadivostock and Kiachta routes had worked very satisfac- 
torily and carried a considerable part of the traffic exchanged 
between Europe and the Far East; but the said traffic via the 
company's lines had sensibly decreased since the war broke 
out. The hne in Mongolia between Kiachta and Peking had 
been overhauled during the year; a constant supervision was, 
however, required to keep the line in efficient working order. 
The Japanese Government cable between Shanghai and Naga- 
suki, to the establishment of which this company consented 
during the negotiations mentioned in the reports of the last 
two general meetings, Was opened for traffic on January Ist, 
1915, after the Japanese Government had secured the neces- 
кагу consent of the Chinese Government. The cable, accord- 
ing to existing arrangements, 1s only to be used for the trans- 
ission of telegrams written in Japanese Kana characters and 
for Government telegrams exchanged terminally between 
Shanghai and Japan. In the epring of last vear а convention 
was concluded between the Russian and Japanese Govern- 
ments regarding the junction, at Sakhalien and at the frontier 
of Chosen, of the telegraphic systems of the two Governments, 
The rates for telegrams exchanged terminally cia these new 
connections between Russia and Japan had been fixed at very 
low figures and in such a manner as to preclude the company's 
Viadivostock-Nagasaki cables from competing for the said 
tratie at equal rates. The trathe of which they were thus 
deprived, and which they had vainly tned to retain for their 
route by a heavy reduction of their rates, was not inconsider— 
able; in other respects the convention did not affect the com- 
pany s rates or traffic. The negotiations with the Chinese 
Government were rather protracted. and it was only in the 
menth of August last vear that a final settlement was arrived 
at. The arrangements thus concluded mainly secured for the 
company the Chinese Government's approval of, and Cco-opera- 
tion in. the arrangements entered into with Japan in 1913. 
The tratie over the company’s cables had been extremely 
heavy during the war and continued so, especially in Europe. 
At the outbreak of the war all the direct connections between 
the telegraph systeiis of the United. Kingdom, France and 
Russia on the one side and those of Germany and Austria- 
Hungary on the other side were naturally broken off. The burden 
ot all the telegraphie correspondence between Russia and her 
allies Was cast upon the company’s sten. whilst other classes 
ob trathe айко imereased considerably over and above the 
nermal. the average number of words contained in the tele- 
granis. being increased, owing particularly to the universal 
prohibition of the use of code, In these cireumatances а very 
heavy task devolved upon the company’s staff. The death of 
Colonel E. V. Tvchzen. a director, ocenrred last December. 
Mr. W. Weinmann had been asked to take his place. From 
the let July, Mr. F. C. C. Nielsen, after about 15 years’ active 


* 


service in the company, had, owing to failing health, tendered 
his resignation as the company’s representative in England, a 
position which he had filled with conspicuous ability for over 
24 years. Mr. Nielsen had consented to be retained in a con- 
sulting capacity and thus give the company the benefit of his 
great experience and intimate knowledge of its affairs in Eng- 
land. Although the financial results of the year 1914 had 
been eminently satisfactory, the increase of the receipts, being 
due to the war, was a temporary one only. This fatal war, 
through which the company prospers for the time being, may 
still entail grave consequences; for nobody 1s able to foresee 
whether the fortunes of the war may not to-morrow prevent 
us from pursuing our peaceful work, nor is it possible to fore- 
tell whether the results of the war in Europe and in the Far 
East will allow us to continue the working of the cables under 
the same conditions as those which prevailed before the peace 
was broken." Notwithstanding that the company may at any 
moment be placed in a difficult position, the board of directors 
is glad that the unexpected increase of the receipts warrants 
the distribution of a total dividend and bonus for the year 
of 22 per cent. At the sume time. the board proposes, as an 
exceptional measure, to add a further £55,556 to the reserve 
and renewal fund, a proposal which is justified by the con- 
tinued depreciation of the investments, amounting to about 
£189,000, during the years 1912, 1913, and 1914. 


Electric Construction Со,, Ltd. 


THE directors report that for the year 1914 the net profit, after 
providing £6,800 for debenture interest and £5,000 for depre- 
ciation, is £35,567, plus £7,153 brought forward, making 
£42,721 available. After paying 7 per cent. on the preference 
shares for the year ended March ЗІХЕ, 1915, a dividend at the 
rate of 6 per cent. per annum on the ordinary shares is 
recommended requiring £13,452, transferring to general 
reserve fund £17,403, and leaving 47.471 to be carried forward. 
“ The directors are pleased to be able to report a good general 
demand for electrical machinery, which has been enhanced 
by special orders arising out of the declaration of war. ‘The 
extension. of the company's. works, reported last year, has 
enabled these orders to be executed promptly and economic- 
ally. The volume of unexecuted orders is satisfactory. The 
directors report with regret the death of their colleague, Mr. 
William Bulloch. Mr. David. Willock, who has been in the 
service of the company for 18 vears, has been elected to fill 
the vacancy on the board. As indicated at last general meet- 
ing, the directors have, by the transfer of а sum from general 
reserve, reduced the amount in shares in other companies“ 
to what is considered the realisable value. The amount re- 
maining at the credit of general reserve, after making the 
contribution recommended from lust year’s profits, will be 
£336,000." | 
Annual meeting: May 27th. 


e — pm 


West African Telegraph Co., Ltd. 


PiursipiNG on May 12th at the annual meeting, held at Electra 
House, B.C., Sir J. DENISON PENDER, K. C. M. G., said that the 
gross receipts for the year amounted to £55,500, an increase 
of 49.600. That improvement in the receipts was mainly due 
to the naval and military operations on the coast which were 
taking place in connection with the war. The sum received 
in the year under review for messages Was £42,600, as com- 
pared with £54,600, or un increase on message account of 
45,000. The amount received as interest and dividends on 
the reserve fund investments was practically the same as in the 
preceding. year. The total expenses were £26,100, against 
£29 600 in 1913, thus showing a decrease of about £3,500, 
chiefly owing to a sinaller expenditure on cable repairs. The 
amount, expended on cable maintenance varied considerably 
from year to vear, and, as he had repeatedly pointed out, 
the expenses formed no criterion as to What the cost was 
likely to be. In 1913 they spent under that head £12,001: 
this past year only £7,000; yet the same care and foresight 
had been exercised in each case. The general expenses in 
London for the past year were £2,735, against 42,718. while 
the working expenses at stations were £11.49. as compared 
with £11,675. The only item which called for remark was 
4131. which represented the contributions made hy the com- 
pany to various war relief funds—an expenditure which be 
was sure Would meet with their entire approval. The net 
result of the vear's working was that. while maintaining the 
usual dividend of 4 per cent., they had been able to carry the 
very respectable sum of £19,000 to the general reserve fund, 
which now stood at the nominal figure of £515,000. It inst, 
however, be borne in mind that the securities representin: 
that fund had depreciated in value, although, owing to tbe 
present restriction in Stock Exchange operations, it was dith- 
cult to tell to what extent depreciation had actually. taken 
place. Fortunately for them there Was no necessity at this 
time to realise any part of the reserve fund, and the interest 
they received from it, which formed part of their revenue, 
Was in no Way disturbed. 


Sir Hisey C. Mance seconded the motion, and the report 
was adopted. 
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German Electrical Companies. 


. The Per. Isolatoren Werke A.G., of Pankow, reports a 
declining period of prosperity in 1914. ‘The provision made for 
depreciation amounta to £2,800, as compared with £5,900 in 
1913, leaving net profits of £590, as against £6,600. It is not 
possible to pay any dividend, this result comparing with 9 
per cent. in the preceding year. It is stated that owing to 
army orders the new financial year has started favourably. 


The Hamburg „Hochbahn -A.G. records the transport of 
36,478,190 passengers in 1914, as compared with 39,000,969 in 
1913, and receipts amounting to £250,000, as against £263,000. 
After defraying working expenses of £140,000, as contrasted 
with £139,000, and deducting the necessary payments to the 
State and making provision for reserve fund, the accounts 
indicate net profits of £33,000, as against £47,000 in 1913. The 
directors recommend a dividend of 4 per cent., as compared 
with 53 per cent. in the preceding year. 


The Deutsche Kabelwerke A.G., of Berlin-Lichtenberg 
states that the company was well employed during 1914, and 


realised slightly greater profits than in the preceding year. ` 


After allocating £14,000 to depreciation, as against £16,000 in 
1913, the net profits are returned at £41,000, as compared with 
£34,000. It is proposed to pay a dividend of 6 per cent., as 
contrasted with 8 per cent., to devote £11,000 to the writing 
down of the machinery to the value of one shilling, and place 
£3,700 to a war reserve fund, and £4,000 to the special reserve 
5 £1,700 to be carried forward, as against 43, 400 
in 3. 

The report of the C. Lorenz A. G., of Berlin, shows, after 
writing off £22,000 for ordinary depreciation and £5,000 off a 
Russian investment in Petrograd, net profits of £80,000 in 
1914 on a share capital of £70,000. It 1s proposed to pay a 
dividend of 25 per cent., as compared with 20 per cent. in 
1913, and a bonus of 74 per cent., as against 6 per cent., out 
of the net profits, which include those derived from the busi- 
ness connection with the High Frequency Machine Co. It is 
now intended to increase the ordinary capital to £150,000 by 
the issue of new shares at a premium, for the purpose of 
strengthening the company's financial resources. 


The Elektrizitats Lieferungs Gesellschaft, of Berlin, which 
owns 21 electricity supply works and holds a lease of several 
others, reports that the development of business was satis- 
factory until the war, when a contraction took place; but 
shortly afterwards a favourable course was resumed by most 
of the works. The scarcity of petroleum which occurred exer- 
cised a stimulus on the supply of the electric light and brought 
many additional customers to the company, whose custom was 
doubtless permanently assured by the recognition that oil light- 
ing could no longer compete with electric lighting with 
economical lamps. 
with the exception of the works at Craiova, Rumania, all the 


undertakings were situated in Germany. The accounts indi- 


cate gross profits of £287,000, as against £310.000 in 1913, and 
net profits amounting to £179,000, as compared with £213,000. 
It is ‘proposed to pay a dividend of 10 per cent. on ordinary 
share capital of £1.500,000, as contrasted with 12 per cent. in 
1913, the loan capital totalling £1,450,000. 


The Deutsch-Sudamerikanische Telegraphen Gesellschaft, of 
Cologne, reports net profits amounting to £52,000 for 1914, 
as compared with £56,000 in the previous year. It is pro- 
posed to distribute 6 per cent. as against 64 per cent, in 1913, 
and to place £2.600 to the legal reserve fund, £7,500 to the 
contingency fund, and £2,500 to the benevolent fund, being 
the same sums respectively as in 1913. 


The balance sheet of the Heddernheimer Kupferwerk und 
Suddeutsche Kabelwerke, of Frankfort-on-Main, after appor- 
tioning 218.000 to ordinary depreciation in 1914, as against 
£20,000 in 1913, shows net profits of £66,000, as compared 
with 457.000. It is intended to set aside £16,000 for reserve 
funds and extra depreciation, ав in 1913, and to pay a dividend 
of 7 per cent. as in the previous year, leaving £11,000 to be 
carried forward. | 

The Felten und Guillleaume Carlswerk A.G.. of Cologne- 
Mulheim, reports net profits of £300,000 for 1914, as con- 
trasted with £321,000 in 1913. The former total has been 
arrived at after a careful valuation of the credit held abroad 
and the allocation of 425.000 to special depreciation of 
machinery and apparatus. А dividend of 8 per cent. is in 
contemplation, as in the previous vear, and the sum of £30,000 
is to be assigned to the disposition fund for works, as іп 1913. 

The Bergmann Elektrizitats Werke A.G., of Berlin, record 
gross profits amounting to £555,000 for 1914, as compared with 
£519,000 in the preceding year. General expenses, interest 
charges, taxes, ete., absorb £215,000, as against £257,000, and 
depreciation requires £158,000, as contrasted with £135,000 in 
1913. The balance permits the payment of 5 per cent., as in 
the previous twelve months, the appropriation of £50,000 for 
a war reserve fund, and the carrying forward of £17,000, as 
compared with £16,000 in 1913. 

The report for 1914 of the Kabelwerk Wilhelminenhof, of 
Berlin, states that the working results did not remain un- 
influenced through the outbreak of the war. Nevertheless, 
the corspany could again submit satisfactory accounts, and 
as it did not appear necessary further to strengthen the reserve 
fund it was possible to recommend the same rate of dividend 
as in the preceding year. Including the balance brought for- 


_ the accounts indicate net profits of £35,000 


It was of advantage to the company that, 


latter's accounts for 1915. 


ward, and after allocating £2,800 to depreciation, as against 
£1,500 in 1913, the net profits are returned at 410, 500, as 
contrasted with £13,600. The dividend amounts to 15 per 
cent., as in 1913. | | 
The directors of the Land und ‘Seekabelwerke, of Cologne- 
Nippes, whose share capital of £300,000 is held entirely by 
the Felten & Guilleaume Co., state that satisfactory resulta 
were obtained in 1914, although a portion of the year stood 
under the influence of the war. The gross profits were £67,000, 
as compared with. £73,000. After defraying general expenses . 
and setting aside £12,000 for depreciation, as against £15,000, 
5,000, as contrasted 
with £38,000 in 1913. A dividend at the rate of 10 per cent. 
has been declared, this comparing with 11 per cent. in the 
previous year. 
The Gesellschaft fur Elektrische Unternehmungen, of Berlin, 
which has an ordinary share capital of £3,000,000 and loan 
capital of £2,023,000, owns, or із otherwise financially inter- 


ested in, many lighting and tramway undertakings both in 


Germany and in Russia, France and other countries. The 
directors' report for 1914 states that, with few exceptions, the 
supply works in the homeland had been prejudiced in their 
development through the war, whilst those in neutral coun- 
tries had been similarly affected to a lesser degree.. The tram- 
way undertakings had suffered to a greater extent. On the 
other hand the undertakings in hostile countries, particularly. 
in Russia, had been placed under State control, although it 
was ee to form a definite opinion as to their ultimate 
fate. The accounts indicate net profits amounting to £261,000, 
as against £318,000, and it is proposed to pay a dividend of 
6 per cent., as compared with 10 per cent. in each of the three 
preceding years. 


The report of Voigt und Haeffner A.G., of Frankfort-on-Main, 
states that working was unfavourably affected in the first 
months of the war in consequence of the decisive stagnation 
in railway traffic, and it was only possible to provide some 
compensation towards the close of the year by embarking upon 
the production of parts of munitions of war. The require- 
„ments in peace manufactures also increased to some extent. 
But taken as a whole there was & substantial decline in the 
results over the previous year owing to the large reduction in 
the turnover, which was all the more comprehensible as it was 
impossible to curtail the expenses, and the army orders would 
only appear in the accounts for 1915. As gross profits the 
accounts indicate the sum of £110,000, as compared with 
£164,000 in 1913; and general expenses absorb 452.000. as 
against £50,000; and depreciation £11,000, as contrasted -with 
£13,000. The net profits and balance forward total £49,000, as 
ecmpared with £104,000; and the dividend is 8 per cent. on a 
share capital of £250,000, being 4 per cent. less than in 1913. 


The report of the directors of the Deutach-Atlantische Tele- 
graphen Gesellschaft, for 1914, states that during the first 
seven months an increase in the traffic took place over the 
corresponding period in the previous year, and an advance . 
was also recorded in the receipts. It was possible for the 
company to secure a further acceleration in the speed of 
transmission through the cables. Early on August 5th both 
cables between Emden and-Fayal, in the Azores, and the cables 
between Emden and Vigo were cut in the Channel beyond 
the limits of English and French sovereignty. and, in point 
of fact, evidently on the part of the English. It was at present 
impossible to foresee when the restoration of the cables and 
the resumption of working could be effected. The Nord- 
deutsche Seekabel Werke, in which the company is interested, 
would pay a dividend of 4 per cent. for 1914, but the share 
devolving upon the Atlantic Co. would first be included in the 
| The accounts show the following 
figures for 1914 as compared with those in the preceding 
vear :— 


1914. 1913. 
Share capital .I. 200. 000 £1,200,000 
Loan capital 873,500 8RR GAO 
Gross receipts 225.000 296.000 
General capenses P - з 77.000 63.000 
Cable repair and redemption. funds 33,000 34.000 
Depreciation з 5 vis bet Те 6,000 | 7.100 
Net profits and. Бийапсе forward 103,000 173.000 
Dividend i 8225 a ore Re d iei er 
Dividend per cent. v ou bes Ps 7 7 
Carried acean nd 16,000 33,000 


The fact that the rate of dividend has only been reduced 
by 1 per cent. is due to the larger amount brought forward 
in 1914 as contrasted with 1913; the allocation to the reserve 
fund is less by £11,000, and directors’ fees and bonuses are 
lower by £28,000 than in 1913. The liabilities of £81,000, as 


against £68,000 in 1913, consist of unsettled accounts with the 


Eastern Telegraph Co., the Europe and Azores Telegraph Co., 
the Commercial Cable Co., the savings’ account of the officials, 
and certain other debts. 


Anglo- Argentine Tramways Co., Ltd.—The directors 
report that owing to the decrease in traffic receipts for the current 
year as compared to 1914, and the uncertainty of the outlook, they 
do not recommend any dividend on the ordinary sbares. £96,409 
is being carried forward, as compared with £13,421 brought in 
from 1913. 


United River Plate Telephone Co., Ltd, — Final 
dividend on the ordinary sbares, 6 per cent. making 8 per cent, 
for the year. £6,563 is to be carried forward. 


- 
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: Eastern Telegraph Co., Ltd. 


Тнк annual meeting was held, on May 12th, at Electra 
House, ЕС. Sir J. Woure Barry, K.C.B., who pre- 
sided, said that the gross revenue for the year was £1,645,000, 
which was about £183,000 in excess of the previous year. On 
the other hand, the total expenses during the saine period 
had been correspondingly heavy. From one cause and another 
they exceeded those for 1913 by about £107,000. There was 
also an increase of about £3,500 in the interest on 4 per cent. 
mortgage debenture stock, due to the issue of £103,294 of 
this stock in November, 1918, to meet soine additional capital 
expenditure. The result of the year's working, therefore, 
was that after providing for the usual dividends on the 
various stocks, and the same bonus as fonnerly—viz., £2 per 
cent. for the year on the ordinary stock—thev were able to 
curry to the general reserve fund £390,000, the same amount 
as in 1912. This fund had been charged during the year 
under review with about £274,000 in respect of new cables 
. and other special expenditure, so that the net addition to the 
fund for the year was about £116,000. There still remained 


to be charged £900,000, being the balance of cost of the Aden- : 


Colombo cable. This would be dealt with during the current 
year. They would no doubt have noticed that the amount 
set aside as a provision on account of investinent fluctuations, 
which was shown at £325,000, had not been altered this vear. 
When he last had the pleasure of addressing theim һе pointed 
out that the operation of varying some of their investments 
had resulted in an actual realised loss on securities sold of 
about £66,000, which had been charged against the general 
reserve fund. Although after having done this the approxi- 
inate depreciation was still slightly in excess of the provision 
made, there had subsequently been an improvement in the 
total value of the securities, and they did not think it neces- 
вату to increase the provision of £325,000, As the Stock 
Exchange was closed on the date to which the present accounts 
were made up, the usual method of valuation could not be 
adopted. and they felt that even now it was difficult to arrive 
at anything like an accurate appraisement. They had there- 
fore decided to hold the matter over until the end of the cur- 
rent year, when it was hoped that they inight be able to 
arrive at something more definite: and if the depreciation of 
the securities seemed to require that course, they would then 
consider the desirability of increasing the provision now made. 
He might incidentally remark that the renewals of some of 
the older eections in the Red Sea, and the new cable from 
Aden to Colombo, had inaterially assisted them in maintaining 
a satisfactory service to India and the Far East during the 
exceptional times of pressure which they had. experienced, 
and whieh still existed, more especially as the alternative 
route to India by the Indo-European Co.'s system had been 
continuously interrupted since July 3ist last, und the Govern- 
nent Pacific cable to New Zealand and Australia was also 
Interrupted from September 8th to November Sth. If further 
proof were required of the importance of maintaining а sub- 
stantial reserve fund, it could be found in the example now 
before them, Which showed that they had been able to carry 
out this important work at a cost of about one million pounds, 
the whole of which had. been met by appropriations 
from the reserve fund. This policy, which the directors had 
so consistently followed throughout, enabled. theim to meet 
uny exceptional and unforeseen demands whigh might arise, 
more particularly at a time such as the present, when so 
much pressure of work had. been so suddenly placed. upon 
them. This great war had been so far reaching, that prac- 
tically every part of our widespread Einpire had been seriously 
affected, und the necessity for rapid. trustworthy incans of 
communication between the Mother Country and the Oversea 
Dominions had been more than ever realised. Their aim had 
been not only to improve the speed of their service, but to 
render it as secure as possible against total interruption. With 
only a single cable this might occur at any time, either from 
natural causes or, in the event of war, from the malicious 
acts of enemies. In order, therefore, to provide an efficient 
permanent service they had taken, for years past. the pre- 
caution of connecting the most important points of their 
Stein by several cables laid along widely different routes. 
He knew that their work was appreeiuted by the Govern- 
ment, and they were glad to feel that they were able to render 
a useful service to the country. Although certain restrictions 
had necessarily been miposed by the Government in the regula- 
tions affecting commercial, Press and social telegrams, it 
mast be a satisfaction to all concerned. that they had been 
able to iiaintiin a constant service throughout their system. 
Having referred to the action of the Government in taking 
possession of the company’s offices and controlling the бае, 
and the consequent restrictions place upon. private and 
publie telesraphing, as outlined at the meeting of the Eastern 
T. v tension Co, the Chairman ssid there was another matter 
arising out of the war Which he ought to mention, By an 
doteetient dated May 28th. 1878. certain arrangements Were 
made between the company and the Indo-European Tele- 
тарі Departinent of the Indian. Government and the Tndo- 
I. Mohn Coo. for maintenance of alternative routes, pooling 
toties and. dividing receipts in agreed percentages, with the 
vual provision that in case of interruption of either route for 
à A- fte tine, the doterrupted company should cease to 
participate dni the receipts. The advantages of the agreement 
Were Bully «рае by his predecessor in the chair to a 
general meeting held en July Ith, 1875, when the agreement 
Wis utnanitueusly approved and full powers were given to the 
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bcard to carry’ it into effect, or modify: details. Part of the 
Indo-European route passed through enemy territory, and 
that service to India Was. completely onterrüpted; but the 
maintenance, or rather re-establishment, of, an allied route 
was as"}iuch to their interest now as in 1878. The directors 
had, therefore, decided: to extend the rates and. continue the 
p in the agreement, so as to give the Indo- 
zuropean group в reasonable opportunity of establishing an 
efficient alternative route after the wur: Before coneluding, 
he wished to record their appreciation of the patriotic devo- 
tion and the high sense of duty shown by the staf on shore 
and on board their cablé rephiring ships during a time of such 
great anxiety: to them all. The пос] Tesülts to which he had 
referred could’ not have been achieved without their whofe- 
hearted co-operation under trying and sometimes risky condi- 
tions. The ships” staff had done valuable work in maintain- 
ing communication, and the shore staf had dealt with the 
traffic as expeditiously’ as possible under the conditions of 
censorship imposed by the Government. They had been 
working Ling hours ‘during week~lavs, Sundays, and holidays, 
and all, both on board ship and on shore, had cheerfully 
given up their periodical furloughs in ‘order to meet the 
demands of their country. In saying this, he included not 
only the staff abroad, ashore and afloat, but also in a marked 
degree the hend ‘office staff and their employes at the stations 
in Great Britain. It being inipossible speedily to replace their 
highly trained and technical staff, the authorities did not 
desire them to enhst; and although muny of theny would have 
liked to take а more active part in! the wur, they had—with 
some few exceptions—accepted the ruling of the Army Council, 
who had ‘expressed: the view that, having’ regard to their 
special qualifications, they: were serving their country better 
by remaining at their posts than by joining tlie fighting forces. 
A large percentage of the administrative staff at head office 
had, however, joined the Forces, and although their work 
was inore or Jess of a special character; they had given every 
facility to the eligible men to join. the active services, and 
had agreed to reinstate them when they returned. They were 
at present granting them full pay. The temporary- vacancies 
thus created had, to a large extent, been filled by the employ- 
ment of experienced female clerks who had lost their permu- 
nent situations owing to the war. They would be an to 
hear that at the cost of their stations’, ships’, and head office 
staf, a very efficient ‘repairing ambulance. саг had been 
equipped and placed at the disposal of the Red Cross organisa- 
tion for the service of the British Forces, and that the stat 
had made, and were making, regulat and handsome contribu- 
tions to the Prince of Wales’ Fund. 

Sir J. DENISON PENDER, K. C. M. G., seconded the motion, 
Which was adopted, without discussion. | 
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Calcutta Electric Supply Corporation, Ltd. 


Tig annual meeting was held, on May 13th, at the offices, 
2, Broad Street Place, К.О. Mr, Pacer V. Luke, who pre- 
sided, said that the capital expenditure during the ‘vear 
(£61,443) had been necessituted by the normal expansion «t 
the business and was un indication of satisfactory progress. 
In order to provide the funds necessary for capital expendi- 
ture on additional plant and mains, the directors Issued 
£100,000 of additional capital last January; half in ordinary 
shares at a premium of 10s, per share, and half in preference 
shares at par. ‘The shares were fully subscribed. and the 
premium on the ordinary issue, amounting to £5,000, had 
been added to the reserve fund and invested’ In regard to 
the revenue account, it was particularly gratifying to note 
the reduction in generating costs, Which was а very satisfac- 
tory result of the very large capital outlay involved in the 
hich-tension scheme completed in 1913. It would be a sum- 
cient indication of the good results to say that, roughly speak- 
ing, in 1914 21 million more units were generated. tirin in 
1913, while the generating costs were 63,500 rupees less. The 
principal item in generating costs was coal; and the quantity 
used had been reduced from 40.064 tons in 1912 to 248,830 tons 
in 1914, notwithstanding an increase of nearly seven пп 
units generated in that period. The Trades Association of 
Calcutta recently presented a petition; to the Corporation 
praying for a reduction of charges, both in the price of current 
and meter rent. The desire for a reduction in the price et 
current had been already anticipated by the lowering of the 
cost for lighting purposes, and a reduction of 4d. per unit 
came into force. from July lst last. The directors had new 
decided to reduce the meter rent by one-half as from July lat 
next. That concession would mean an annual diflerence to 
the corporation of eine. £7,000, A still further reduction in 
the price of current for lighting was now under consideration, 
and it was hoped that shortly it might be possible to аргалыг: 
for this, but in the present unsettled state of aflairs it was 
necessary to weigh future possibilities very carefully. Wath 
regard to the effect of the war upon their prospects, Wipe 
to difficulty in obtaining. tonnage for shipmnents, ete.. there 
was f considerable contraction of. general business in Caleutt. 
and a consequent diminution in the sale of current for poner 
purposes for the second six months of the vear. On the 
whole, however, the war had not, so far. affected. theri te 
any great extent so far as revenue was concerned, for, nt 
Withstundine the adverse conditions, the amount of current 
cold for light, fans, and emall motors was well лаа і 
The full intluence of the war was hardly felt in 1914, but the 
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increased cost of materials, higher freights, апа increased 
texation would no doubt cause it to be more felt during the 
current year. So far, he was glad to say, the revenue showed 
no signs of decreasing. Street lighting had made good pro- 
gress, and was likely to inerease as the advantages of the 
Electric light became appreciated. In order to stimulate a 
hew demand that seemed capable of development the directors 
had sanctioned a special rate of one anna per unit for current 
fot cooking and heating purposes. At the last meeting an 
juqtüiry was raised as to the large number of units classed as 
“ unaccounted for." That matter had received the close 
attention of the directors and the consulting engineer, and a 
certain improvement was shown in comparing the figures for 
1913 with, those for 1914, and there was a still further 
improvement in the current year. Taking everything into 
actount, the results for the past year could not be considered 
as other than quite satisfactory. Seeing that the profits were 
gufffcient, the directors had decided to recommend the same 
dividend as last year; but in view of possible contingencies 
resulting from the war, they would carry forward a larger 
sum than usual, and they had also decided to place a sum 
considerably above the normal to the depreciation and 
renewal fund. i 

Sir GUnroRD L. MOLESWORTH seconded the motion, and 
the report waa adopted. | 


Delhi Electric Tramways and Lighting Co., Ltd. 


Tur directors report that the gross receipts for 1914 were :— 
Tramway undertaking £9,798, electric supply undertaking 
(ibcluding £2,981 on account of current sold to tramways) 
£12,887. The revenue from the tramway undertaking shows 
une of 10 per cent. over 1913. The increase is due to 
the policy of lower fares. The gross revenue from the electric 
erpply undertaking (excluding the eupply to the tramway) 
1 an increase of 19 per cent., and further expansion in 
the revenue from this branch may be hoped for as soon as 
additional mains can be installed. The demand for supply 
for power purposes is satisfactory, and efforts are being made 
tb develop this department of the business. The combined 
undertakings show a net revenue of £8,163, as coinpared with 
4652 in 1913 and £2,990 in 1912. After charging general 
expenditure in London and Delhi, and debenture and loan 
interest, the profit and loss account shows a profit of £3,938, 
plus £214 brought forward. There has been put to deprecia- 
tion reserve account £4,000, to renewals-reserve account £74, 
and £78 is to be carried forward, ‘The result may be regarded 
as encouraging, in view of the fact that during the latter 
period of the year a reduction in revenue in both branches 
al the undertaking has been experienced, due to the war. 
The whole of the plant and equipment, including rolling 
Kock. has been systematically overhauled during the year, 
and the expenditure charged to revenue. The upkeep of the 
cats is still a heavy item, owing to the single motor equip- 
ments, and, as soon as funds can be provided, it is the inten- 
tion to instal cars with double motor equipments, the cost 
of which will, to some extent, be off-set by economies in main- 
tenance. The new Diesel engine and generator have given 
adtefaction since their installation in June last. Owing to 
the. continually increasing demand, it has become necessary 
provide further plant, and arrangements have been made 
io provide a link with the Governinent power station. The 
erit of the necessary plant, together with additions to feeder 
cables which are being installed, will have to be met out of 
surplus revenue, as it is at present impossible to place the 
comtempjated issue of second debentures. | 
Annual meeting: May 19th. ; 


United River Plate Telephone Co., Ltd.—The 
directors recommended a final dividend of 6 per cent. on the 
share capital, making, with the interim dividend paid on 
ovember 2nd last, a return of 8 per cent. for the year to 
eoember 31st, 1914, free of inoome-tax, carrying forward 
,562. ' 


River Plate Electricity Co., Ltd.—The directors 


announce that the net revenue for 1914 amounted to £31,000, 
against £42,201 in 1913. A dividend of 8 per cent. on the 
otdinary stock is recommended, carrying forward £20,512. 


Mirrlees, Bickerton & Day, Ltd.—The directors report 
REM for tbe year ended March 31st the net profit, after providing 

т depreciation and directors’ fees, was £15,608, After paying 
71 per cent., less income-tax, on the ordinary share capital, and 
pi £5,000 to the reserve fund, £1,753 is being carried 
orward. 


New British Ever-Ready Co., Ltd.—The directors 
recommend a final dividend of 64 per cent. on the preference 
shares, making the maximum of 10 per cent. for the year to March 
31st, and 10 per cent. on the ordinary shares for the year, plus а 
bonus of 2 per cent. 


Aron Electricity Meter, Ltd.—A meeting of first 
ortgage debenture-holders (5 per cent.) is being held to-day at 
on Street Hotel to consider resolutions modifying the rights 

of these holders until the end of the war, 


Brisbane Electric Tramways Investment Co., Ltd. 
~The revenue account for 1914, consisting of the dividend 
received from the Brisbane Tramways Оо., Ltd., amounting to 
£143,904, together with sundry receipts and the amount brought 
forward from the previous year amounting to £3,809, less charges 
in London and Brisbane amonnting to £3,649, shows an available 
balance of £144,063, which the directors have dealt with as 
follows :—Reserve fund (bringing it up to £100,000), £50,000 ; 
accidente. insurance fund (bringing it up to £10,000), £7,000; 
debenture stock interest, £18,689; preference dividend, 417,305 ; 
interim dividend on the ordinary shares, £21,000, Out of the re- 
maining balance the directors now recommend that a balance 
dividend of 4s. per share, free of income-tax, be paid on the 
ordinary shares (making a total dividend for the year of 8 per 
oent.), and that £3,070 be carried forward. After the above appro- 
priations the renewal and reserve funds of both companies will 
ашсада to £280,000, with an aggregate of balances carried forward 
of £5,952. 


Mexican Northern Power Co.—Mr. W. J. Ross, the 
new president of the Mexican Northern Power Co., has issued a 
circular to the first mortgage bondholders urging them to subscribe 
for $1,000,000 prior lien bonds at the rate of $77.50, or $775 for 
$1,000 of bonds. The money is required to pay debts, complete 
the Boquilla dam, transmission lines to Parral and Santa Barbara, 
the sub-station at Parral, and distribution lines, at a total cost of 
$575,000.— Financier. 


Castner-Kellner Alkali Co., Ltd.— The directors 
have declared an interim dividend at the rate of 16 per cent. per 
annum for the six months ended March 31st, 1915, 


Craigpark Electric Cable Co., Ltd.— The annual 
meeting was held in Glasgow on May 12th. Mr. W. S. Brown, who 
presided, said the company, like other firms, had suffered through 
the war. Their outpnt was somewhat down, but that was because 
a great number of their men had gone to the front, and they were 
unable to fill the vacancies. They had made some little provision 
for the dependents of these men, and he thought they were very 
well able to do so. Their works were now, however, fully 
occupied. The material turned out at present was of a very solid 
and good character. It was principally work for the Government, 
and he understood was giving every satisfaction. Although some- 
what down, the output, as a whole, was quite satisfactory. The 
report was adopted, and Mr. G. A. Buchanan, who it was stated, 
hr da the front engaged in motor ambulanoe work, was re-elected 
a tor. 


Change of Address.—The address of the following 
companies has been altered to Electric Railway House, Broadway, 
Westminster, 8.W.:—London ‘and Suburban Traction Co., Metro 
politan Electric Tramways, London United Tramways, South 
Metropolitan Electric Tramways and Lighting, North Metropolitan 
Electric Power Supply, North Metropolitan Electrical Power Dis- 
55 Tramways (M. E. T.) Omnibus, and Gearless Motor 

mnibus. 


t 


К STOCKS AND SHARES. 


TURSDAY EVENING. 


THis week's sentiment has gone some way towards banishing the 
gloom, amounting to depression, which weighed upon markets 
after the sinking of the Lusitania, The United States Note to the 
German Government was welcomed as being about as much as 
could have been expected from the Americans at the present time, 
Its firm tone and the absence of diplomatic verbiage produoed a 
favourable impreeeion after the first hasty generalisations about & 
blow having been struck at America which the latter could only 
avenge by declaration of war. With the calming of men's minds, 
there has returned that normal hopefulness and confidence which 
have animated the nation throughout; and the Stock Exchange 
barometer of public feeling already gives signs of improving 


markets and better prices. 


At home, the domestic difficulties of London, brought about by 
the tramway strike, have followed во closely upon the heels of the 
anti-German riots that the horrors of the previous week have been 
to some extent removed to the background. The country, as a 
whole, has started again to invest money, and once more there are 


. buyers for all the best-class securities. 


The tramway strike would in the ordinary way have been held 
аз а bull point for the omnibus companies, but the lurking fear 
lest the trouble might extend to the ranks of the omnibus employés 
has prevented any advantage accruing to the stocks and shares 
connected with the 'bus businese. It has been denied, of course, 
that these undertakings will be affected: and so far as limited 
personal observation goes, most people will probably agree that 
they have found the bus men well contented with their present 
lot. It may be recalled that quite recently the employés of the 
"Tube companies received advances in wages, so that the further 
hint that they, too, might be drawn into the tramway dis- 
affection, savours more of a threat from the promoters of the 
latter than of inherent likelihood. No particular surprise will 
be felt at the intention of the London County Council to oppose 
the Bill for the proposed closer agreement between the Tubes and 
the London General Omnibus Companies. 

Prices of London Tramway issues have been extremely dull for 
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some time past. The 4 per cent. Debenture stock of the London 
United Tramways was only 55 when war broke out, and is now 
about 52. London and Suburban Traction Ordinary stand about 
2s. 6d., the Preference at 83. 9d., and the 44 per cent. Debenture 
stock is nominally 63. Metropolitan Trams 44 per cent. Dabenture 
stock last changed hands at 803, and the Fives at 85; while 
Soath Metropolitan Electric Tramways Debenture stock, which 
was 66 at the end of last July, has not been dealt in since the 
Stock Exchange re-opened. Tramways (M. E. T.) Omnibus 1j per 
cent. Guaranteed Debenture keeps its price fairly well at 90. 

London General Omnibus Debenture stocks stand at 97 and 871 
for the 44 per cent. Firsta and the 5 per cent. Income Debentures 
respectively. Underground Electric 6 per cent. Income Bonds have 
receded a trifle to 79. The £10 shares have fallen to 328. 6d., and 
the shilling shares keep fairly firm, about 5s. 6d, Metropolitan 
Railway Consolidated stock is dull at 29. Districts remain at 17, 
there being no sign of animation in Home Rails, except the stocks 
of the “Heavy” lines. Buyers still want the cffer of Central 
London issues, of the assented variety; and the Ordinary has risen 
a little to 79. 

Sir Edgar Speyer's retirement from his various public positions, 
including that of the chairmanship of the Underground Electric 
Railways Company of London, may have something to do with 
the dulness of the issues in this particular company. From the 
market point of view, however, it is not thought that the 
company is likely to suffer materially, inasmuch as it is fully 
expected that Sir Eigar will continue to exercise his influence upon 
the direction of the company's affaira, though in a less prominent 
capacity than that which he has occupied hitherto. 

Electric Lighting shares are extremely quiescent, and through- 
out the list there is not a single change this week. Of the manu- 
facturing issues, Edison & S «wan of both classes are rather easier, 
the fully-paid dropping to 13. Electric Constructions, however, are 
batter at 14s. for the Ordinary and 1,'; for the Preference, thanks 
to the declaration of a dividend on the first-named of i per cent., 
which is an increase of | per cent. for the year. Anticipation had 
looked for a continuance of the 5 per cent, rate, so that the im- 
provement came as a pleasant surprise, There is rather more 
doing in Castner-Kellners, the company having declared an interim 
dividend at the rate of 16 per cent. per annum, as against 1U per 
cent. a year ago ; the price of the shares holds steadily to 31. 

The group of Latin-Canadian companies has been further upset 
by the death of Dr. F. 8. Pearaon, who was one of the victims of 
the Lusitania, De, Pearson was well known in the City here, and 
his activities covered a huge range. Many of his interests lay in 
Mexico, but prices have remained much about the same as they 
were previously, only the tone of the market showing а certain 
weakening from what it was before, Mexico Tramway bonds 
went back 2 points to 56. Mexican Light Preferred eased off to 
4l. Brazil Teactions lost a point, owing to the unpleasant crumble 
in the Rio exchange rate, which got back to 12431, but recovered 
again to-day (luesday) The Argentine Tramways Debentures 
have drooped also, the Firsts to 81, so that the yield on this 
stock at the present time is practically ^ per cent. on the money ; 
haviag regard to the solid nature of the security, the price now 
must be considered cheap. 

Brisbane Electric Tramways Investment Company has declared 
a dividend of 4s. per share, making the usual 8 per cent. for the 
year, and the price keeps very steady about 74, while the 5 per 
cent. Preference shares аге a few pence under their par value of 
£5. The 1} per cent. Firat Debenture stock stands at 981. The 
River Plate Electricity Company has reduced the dividend on its 
Ordinary stock from 10 per cent. to 8 per cent, but the carry 
forward of £20,512 is £7,500 better than it was a year ago. “he 
last transaction recorded in the stock was four months ago, when 
the Ordinary changed hands at 190—some 50 points lower than it 
stood when the war broke out. No doubt the Company has been 
affected by the financial and commercial difficulties with which the 
Argentine Republic has been beset owing to the war. 

Telegraph stocks are a little hesitating. Great Northerns are 
ec 31a, dividend, and Indo-Europeans are ez 523. 6d., allowing for 
which the latter show a rise of 108. on the week, while Great 
Northerns are a shade easier. The last-named points out in its 
report that at any moment the Company may be placed in a 
difficult position as a result of the development of hostilities. The 
Company, as mentioned here before, has just raised its dividend 
from 20 per cent. to 22 per cent.; but the carry-forward of & 50, г00 
is £23,000 leas than that for 1913. 

The changes in the Eastern group are of insignificant propor- 
tions. Cuban Submarines have eased off to 8} in consequence of 
the reduction in the dividend to 5 per cent. Cuban Telephone 
. 5 per cent. Bonds came into tne market the other day at $0}. West 
India and Panama shares have given way a little. The Telephone 
group keeps very steady. United River Plate Ordinary are to 
receive their regular dividends of 5 per cent. making 8 per cent. 
for the year: and the £> shares changed hands a few days ago at 
6,‘,, which ів almost exactly the same price as they were at the end 
ot last July. New York Telephone bonds and the Marconi group 
have fallen upon very juiet dava. 

Rubber shares are better, thanks to a gradual hardening in the 
price of the raw material, until now it stands at a shade above 
24. ^4. per lb. A good deal of business is being done in the lead- 
ing shares, and rather a feature of the past few days has been the 
improvement in certain of the florin variety which have been 
standing round about their par price. Copper shares have been 
on the rise. The giant Amalgamated Company, by the way, ів to 
be dissolved next month, when its assets will be distributed— 
chietly in the shape of Anaconda ehares. Armaments show com- 
paratively trifling changes. Prices keep hard, but there is scarcely 
a shilling movement in any of them from the beginning of a 
week to its end, 


SHARE LIST OF ELECTRICAL COMPANIES. 


А Номв ELECTRICITY COMPANIES, 


Price 
Dividend, Мау 18, Rise or fall Yield 
1914. 1915. this week, p.c. 


Brompton Ordinary... - .. 10 8} — £6 1 8 
do. 7 per cent. Pref. .. ae 1 7 — 410 4 
Charing Cross Ordinary adi is 5 4 — 611 1 
do. do. do. 4 Pref. ee 4 4 — 5 1 

do. do. City Pre . oe eo 4 4 — 6 12 6 

do. 4 Deb, oe es ee se 4 90 -— 4 9 0 
Chelsea oe ee ee ee ee 5 4i — 6 8 1 
do. 43 Deb. ee ee es oe 44 99 == 4 17 10 
City of London 9 н} — 6 6 4 
do. do. 6 percent. Pret. 6 1% — 418 0 

do. do. b eb. ee . ee 6 114 — 4 9 8 

do. do. 44 Deb. os oe 44 88 — 4 11 10 
County of London 7 11 = 619 
do. do. 6 per cent, Pret. . да 11 — 6 8 6 

do. do. Ist Deb... " d 100 — 410 0 

do. do. 2nd Deb. ee ео 4 95 ха ты 4 14 9 
Kensington оу ie "M Ре 9 1 —. 6 8 7 
London Electric . ° 4 13 — 618 0 
do. 59 6 рег cont, Pret. 6 5 — 6 0 0 

do. 6 per ce m 4 87 == 419 0 
шаб йш. Жы 84 — 612 5 
do. 4} per cent. Pret. vs 4 4 — 5 12 6 

do. 4 ob. еә ae ec 4 94 — 4 15 DL] 

do. 84 Deb. >e 16 — 413 4 

Bt. James’ and Pall Mali МА 10 ‚ 8 — 6 5 0 
do. до. do. 7 per cent. . Pref. 1 ei — 6 9 10 

do. do. do. 84 Deb. eS 8% 15 — 413 4 
South London ee ee ee 5 8 — 6 18 4 
South Metropolitan Pref. 40 se 1 1 — 6 4 5 
Westminster Ordinary ..  .. ss 9 7 — 600 
0. 4 Pref, ee ee ee 4h т 4 13 4 


TELRORAPHS ARD TELEPHONES, 


Anglo-Am, Tel. Pref. .. БӘ „% 6 1064 xd — 612 8 
do. Def. ee ee ee 12 22% — 6 ix 10 
Chile Telephone ee ee ee es B 67 — 6 18 6 
Cuba Sub. Ord. ee ee ve ee 6 et — i 6 17 8 
do. Pref. ee ег еә ee 10 15 ха -— 6 8 7 
Bastern Extension % oe sv. | 184 xd — $ 11 6 
do. 4 Deb. ee ee 4 93 = 4 1 0 
Eastern Tel, Ord... we oS as 7 192 xd —1 »6 18 
do. 84 Pref. ee oe ee 83 734 xd = 4 15 8 
do. 4 Deb. ee ee ee 4 93 -— 4 1 0 
Globe Tel. and T. Ord. ee ee 6 113 -— *ó 9 0 
do. Pret. eo oe oe 6 12 -— b 0 0 
Gt. Northern Tel. vs €" S. 93 30 xd — i 76 8 
Indo-Buropean .. 125 oe = / 64 xd + 60 4 
Marconi ee ee ec ee 20 lia ею ll 17 0 
Oriental Telephone Ord. ss .. 10 2 — 500 
do. Pre ry ee es 6 lw -— b 1 1 
Tel. Egyp $ Deb. ae oe ae ee 4$ B8 т 5 2 8 
United R. Plate Tel. oe es ee 8 €i — 6 8 i 
do. Pref. ee ee 6 b еә: 6 0 0 
West India and Pan, n. 1 14, —35 7110 
Western Telegraph E RET ә 1 182 — *5 16 5 
о. 4 De ry ee еә 4 vl — 4 6 8 
Some RAILS. 
Centra! London, ora; . o 4 19 + і 5 18 
pistrovolitan ` is 2 13 29 — 463 
Underground Electric Ordinary . МЇ] 18 —й Nil 
do. з ә ге Nil 5/6 — Nil 
do: do. lasses as 6 19 —1 8 14 0 
ForrianN TRANS, £0, 
Anglo-Arg. Trams, First Pref. as 53 4,5 — 6 4 0 
до. Qnd Pref. .. эө 64 Bá — 7 2 0 
do. Deb. е эө 4 81 —2 414 9 
do. 44 Deb. ee ee 44 84 =>» . 6 2 3 
о. 5 Deb. es ee 5 90 = à b hl 1 
Brasil Tractions .. 8 ss ix 6 64 —1 11 2 3 
Bombay Electric Pref. e. pe 6 103 = “4 5 16 10 
do. 4 Deb. ee ee 44 9t — 4 19 0 
Mexico Trams E .. Nil 40 — Nil 
do. 6 per cent. Bonds .. — 66 — 2 Nil 
do. 6 per cent. Bonds .. — 87 — Nil 
Mexican Light Common ae , Nil 20 — Nil 
s Pref... s . Nil 41 —1 Nil 
Ist Bonds Vx "EL 61 — — 
Adelaide Sup. 6 per cents. Pret. os 6 55, + 618 0 
о. 6 b. ee ee 6 108 — 4 M 1 
' MANUFACTURING COMPANIES, 
Babcock & Wilcox 3o а eO 14 6)/- —M- 59 8 
Britieh Aluminium Ord. x „4 Б 90/ — 417 7 
do. Pref, ae is 6 18/6 — 6 9 9 
British Insulated Ord. .. si . 15 11 — 6 10 8 
do. Pref. M Уе 6 — 5 0 0 
British Westinghouse Pret. га T 7À 148 — 7 15 0 
do. 4 Deb. . ee ee 4 72 — 6 11 1 
do. 6 р. lien. ee ee ee 6 99 — 6 1 8 
Callenders „+ ee ее ee ee 16 19 — 8 6 8 
do. 6 Pref... se ee ee 6 6 — 6 0 0 
do. 4 Deb. ee ee ee 43 98 — 4 14 4 
Castner.Kellner .. se . 15 8 — 4 12 6 
J. dison & Swan, £3 pd. . E S NI 13! — Bd. Nil 
do, do. fully paid RES .. Nil lá — 3 Nil 
do. do. 4 Deb. co ee ee 4 63 — 6 q 0 
do. до. 5% Deb. is — 6 60 — 8 6 8 
Elec е Construcsion = 5 - ü 14/. +64. 8 11 6 
do. Pref. .. v 7 1A + sy 611 9 
Gen. Slee. Pret. .. P ке Sa 6 16,5 — 5 17 8 
Hoenl>7s8 ee es ae oe ee 20 14 — 7 17 8 
do. i Pref. ее ee ee ee 44 4 — 4 19 4 
do. 4 Deb. е е е» 44 97 — 4 13 9 
India-Rubber 2s 5 SN к 5 94 = ко 7 
Telegraph Oon. eo oe ° о ee 90 p —4 6 9 10 


Allowance made for dividends being paid T of income - tax. 


Melbourne Electric Supply Co., Ltd. — The directors 
announce an interim dividend at the rate of 10 per cent. per annum, 
free of income - tax, on the consolidated ordinary stock for the half - 
year. 


Willans & Robinson, Ltd. — The annual meeting was 


held on May In th at Rugby, when the report was adopted. We 
shall report the proceedings next week. 
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EXPORTS 


THE April returns of electrical exports from this country must be 
considered satisfactory, being but little below the comparatively 


high level of the previous month. 


The actual totals were for April £382,610; for the previous 


month £391,850, 


The April imports, valued at £280,752, 
increase on the March total of £203,759; and the re-exports for 
April, at £11,167, compare with £8,297 last month. 

While the previous month's export total benefited considerably 
from the inclusion of over £100,000 worth of telegraphio business, 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


Destination of exporte and country consigning 


Russia, Sweden, ROME and Denmark 
Germany 


Netherlands, Java and Dutoh ‘Indies iss 
Belgium ies 


Portugal ass 

Spain, Canary Isles and Spanish N. Africa... 
Switzerland, Italy and Austria-Hungary . 
Greece, Roumania, Turkey and Bulgaria . 
Channel Islea, Gibraltar, Malta and Cyprus... 


U.S.A., Philippines and Cuba ove 
Canada and Newfoundland ... is 
British West Indies and British Guiana 
Mexioo and Central America 
Peru and Uruguay 
Chile 
Brazil 


Argentina ГІЛ eee [IL] 606 
Colombia, Venezuela, Ecuador and Bolivia... 


Egypt, Tunis and Morocco ... 
British West Africa ... ae 
Bhodesia, O.R.C. and Transvaal 
Cape of Good Hope 
Natal eeo eee eee eee өөө 
Zanzibar, Brit. E. Africa, Mauritius & Aden 
Azores, Madeira and Portuguese Africa  ... 
French African Colonies and Madagascar... 


Persia ... Ае 
China and Siam 
Japan and Korea i 
India 


Ceylon .. soe 
Straits Settlements, Fed. Malay States and 


Hong Kong 


New South Wales “ee 
Queensiand 


New Zealand and Fiji Islands 


Total, £ 120,917 53.377 115,912!13,935 


AND IMPORTS OF 


show a considerable 
. some £51,000 as compared with Maroh, 


Colonies. 


& E E £ | : 

223 333 к ilo ela p| gs 
Н 9255 3822 $. £E 3 8 2 7 5 d3 ы 

ni SH oH PH HH Ge 
5 8 ag FE $35 |@җ^ E 55 35 E 

3 8 ЕЙТЕН $ |á 8| 3 

3 * ER |& «| ИЕГЕ al a 
& g & & & £ & 2 & & 
1,686 | 3,296 74 430 (1,546 10,622 737 744 77 
220 | 5,406 28 110 57 100 > 70 36 
863 eee 261 936 | 189 | 8,479 954 288 22 
wae 476 178 sis ове 207 өөө 58 eco 
380 205 21 oss 174 | 4,128 " : "- 
772 T 23 T 123 | 3,430 ii 80 81 
49 eee eee eee 52 eee eee 33 eee 
24 . 98 éco 14 299 154 17 20 

310| ... 23 ede 11936 | 655 
201 64 1,287 - 784 936 -- | 1,895 4 
61 өөө 26 абе tee 45 T «xs T 
145 883 17 eee 35 92 eee е eee 
ave 631 eee ТТ] ооо ese [EJ 14 eee 
197 2 250 see 16 | 4,703 175005 eee 
248 708 203 14 | 848 | 5,219 eee 73 5 
454 | 9.476 663 Р 268 | 2,689 24.699 820 15 
eee 248 32 eee eee ee Фое 14 eee 
681 | 190 59 | „ | 180 1,211 357] 16 
94 47 35 19 | .. 522 175 11 oon 
290 207 664 bee 473 462 -— 118 67 
748 | 1,711 1687 | 46 102 | 1,871 | 2,587] 221 14 
28b | 9,486 283 28 1.651 oes 93 828 
116 260 211 se ose 2,051 T" 153 "T 
33 207 100 5% 20 440 13| ... 21 
ee eee eee eee 181 ео ese 
eee 45 aoe eee eee 220 88 eee 990 
120 229 52 oe 51 | 2,249 | 1,752 62 34 
439 242 eee see 428, | 7,639 ose 387 T 
4,781 | 5,393 3,037 632 |1,309 |16,437 | 4,249) 2,665 53 
51 65 23 T 11 198 151 39 T" 
651 | 1,782 433 111]... 547 808} 408 77 
58 49 126 ee 67 98 185, 106| 67 
144 503 59 ss 33 161 ex 108 ба 
40 | 3,702 197 oes 313 | 1,840 ecc 83 vee 
4,551 | 3,408 1,200 -— 963 [16,577 479 716 15 
1,233 | 4,589 1,508 28 | 694 | 4,686.| 7,612, 1,837 si 
138 | 2,036 175 12 | 170 526 200, 181 18 
59 oe 48 ёга eee 112 | 4,960 985 
925 | 4,408 861 215 | 2,228 | 3,210 1,019 38 

2,366 | 8,580 199,792 163,395119,924 


ELEOTRICAL GOODS DURING APRIL, 1915. 


3853 . 
352 233 8 
ойо EE 
SAE] bee 
p=) 2 9 2a Ё 
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4 £ 
411 766 
e. | 1,390 
16, 297 11,708 
751 1,267 
17 54 
4,386} 612 
15 452 416 
56 66 
48 352 
eee 840 
20 80 
89/14,510 
.. | 1,985 
-— 94 
2,692| 1,363 
21 28 
86| 486 
13| 486 
80 ооо 
264| 1,326 
490| 216 
93; 288 
өгө 381 
5 16 
14] 271 
eeu 175 
3,574| 1,929 
16 — 
194| 448 
90| 476 
19 67 
1,0155 
2,227 2,254 
3,844] 719 
7& эө 
86 a 
4,080] 874 


659 155,586145,187 


Registered Imports into the United Kingdom of Electrical Goods frem all Countries. . 


Russia, Norway, ече and Denmark 
Germany 


Total £ [13,412 
Additional imports.—Spain, electrical goods, £567 ; carbons, £3,017. 


391; .. | 16} 35} 589] .. | 1,941] 109| 876) 794 739 
... 19 7,118 25| .. | 390 .. 23 . ay 
128 | ... | 416 207 81! 461 | 1,302] ... | 4,568 2,810 95 
1.342 . 4| 265 . | 1345 | 4408 | 768 18 [1099 95 
998 | 7,280 | .. | . 50| 51 729 446| .. | 186 189 
10,258 | 7,411 | 886 | 1,365 17,459 | 192 17,452 119,4 | 2,373 110,333] 7,109 
14,691 11,341 | 8,985 [8,204 | 2,049 26,222 120,687 | 7,858 16,1524 8,177 


arc lamps, £190. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


Various countries, mainly as above... 


ToTAL Exports: £382,610 


2,440 | ... | 303 | 761 


n | — pa | 391 | 25 | 362 


TOTAL RE-EXPORTS : £11,167 


the satisfactory April total is due to improved export business in 
machinery, cables, telephonic material, lamps, Xo, ; the value of elec- 
trical machinery exports was approximately £150,000 for the month. 

Practically every branch of the electrical imports expanded in 
value during April, but while Continental imports fell off on the 
whole, our American cousins increased their business with us by 


Our best customers during ‘the month were India, Argentina, 
aud France, while good business was also done with our Australasian 


2 
20,561 
7,773 
35,626 
2'933 
5.066. 
9,517 
16,154 
901 


8,386 
6,162 
223 
672 
15,247 
6,781 
7,122 
45,348 
369 


3,191 
1,584 
2,929 
11,495. 
6,752 
3,242 
1,215 
197 


808 
5,063 
9,323 

46,749 

588. 


5,608. 
2,011 


1,204 
7,389 
33,836 
27,542 
3,769 
6,205 
19,555 


282,610 


184,202 


226,778 


South Australia, goods, £10, Canada, glow lamps, $190; 


5,406 | 11,167 


TOTAL IMPORTS: £230,752 . 


NoTE.—The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third column contains many amounts relating to goods otherwise unclassified, the latter, doubtlees, consisting of similar 
materials to those appearing in adjacent columns. Imports are credited to the country whenoe consigned, which is not necessarily 


the country of origin. 
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STANDARDISATION RULES FOR ELEC- 
TRICAL MACHINERY. 
(Excluding Rallway and Tramway Motors.) 


\ 


\ 


In April. 1913, the Council of the BRITISH ELECTRICAL AND 
ALLIED MANUFACTURERS’ ASSOCIATION adopted a code of rules 
for the standardisation of electrical machinery, which was 
published in our issue of Мау rd, 1913. These rules have 
now been re-issued, without alteration, as it 1s expected that 
the Engineering Standards Committee will shortly issue the 
first section of the new British standard rules—otherwise cer- 
tain changes would have been made. 

When the rules were first published, it was stated that 
additional sections were under consideration: these have now 
been incorporated in the code in the form of a supplement, 
Which is repreduced below. 

SUPPLEMENT. 
SECTION VII.—TotrnANCES. 

(1) А tolerance is the amount of permissible difference 
between the observed results and the guaranteed results. 

(2) When the difference between the observed and the 
guaranteed results is not greater than the tolerance, it shall 
be considered that the guarantees have been met. 

(3) In the event of the observed results differing from the 
guaranteed results by an amount greater than the tolerance, 
the penalty or bonus (if anv) shall be taken only on the 
amount by which the observed deviation from the guaranteed 
results exceeds the tolerance. 

(J) The “guaranteed” figure referred to is the figure 
written in the contract documents, and not that figure plus 
а margin or tolerance. 

The following tolerances are reconunended :— 

(5) For obserrations of temperature rise, 2° Centigrade. 

(6) Efficiency.— 

(a) By steam consutuption, 24 per cent. on the guaranteed 
ethcrency. 

(% Transformers (by summation of losses;j— 


Full-lond efficiency. Tolerance. 
OS p.e. or higher 0.25 p.c. 
Below 9e p.c. U.1 p.c. 


(c) Generators, motors, eonverters— 


Note.—The following values apply to determination of effi- 
erences by sununation of losses; If the efherency is to be deter- 
пипе by method of input-output test, the tolerances as shown 
should be increased one-half of per cent. for guaranteed 
elliciencies not lower than SS per сеш. and they should be 
Increased by 1: per cent. when the guaranteed value of etici- 
ency is below 55 per cent. 


Tı lera nce. 
Pereent. 


Full-load eticieney. 
Percent. 


Worabove ШМ, .. 2. 2. 6. 4 
Below Өз Шш. uv bon 

DOE “az. DE sok ies. dea юш. DAD. 23 
„FFV os. eee os 

Dit no TENE Set nur eee Шш xu ] 
"EM | ͤ 

net „ / 2. e 0 14 
„ 5) 

not „ 75 2 
„„ a wale Муш әк. vate 

HOb yp 305. test doen Жы es wee o3) 
„ 65 


Co Power Factor.— 
Full-toad power factor. Tolerance. 
Percent. Per cent. 
; СИУ uuu 2 
Below 9 .,. . 


not „ 82 jJ 
ee ^) 
not. „ 75 4 
=. 
К г) 9 8 5 ene yaks 3 ics 
not . буз um. aum чал. a Cu T 
„ M. 


(> Guarantees at Fractional Loads: drerage-IHoad Guarantee. 
- When guarantees are required upon performance at frac- 
tional loads, they should be given in the form eb an 7 Average- 
Load ' guarantee, thus: — 


Full-load etheieney x4 
Plus 2 load ,, 25 xij 
Plas 1 bkal . ee x 


The sum of these divided by 098 fives the 7 Nverage-Loadl ” 
value, 

The tolerances for "7 XNverazeTIo ud guarantees are these 
shown opposite smalar values imi the first ecdlurin ef the 
correspending tables above. 

(6 Speed of Motors.— 

(„ With unt charactertstles (above So ape Tolerantes, 
5 per cent. above or below guaranteed speed at the te пречи 
tuae Of а-а. 

(he Wath senes eharaeteristie e Tolerance, 25 per eent, above 
Or below guaranteed speed at the temperature of tull losl. 


(c) Slip of Induction Motors.—Tolerance, 50 per cent. on 
the listed value of slip. 


(LU) Inherent Pressure Regulation Rise.— 
Tolerance, two-fifths of the value specified for regulation, 


SectioN VIII.— PARALLEL OPERATION. OF SYNCHRONOUS 
MACHINES. 


In order to guard against unsatisfactory operation when 
alternators аге run in parallel, it is necessary to satisfy two 
conditions :— 

(D There must be a limit to the amount of angular dis- 
placement from uniform running due to periodic irregularity 
in the turning moment of the prime mover. Such recurring 
angular displacement causes objectionable swinging of the 
ammeter needles, and, if excessive. will cause fluctuation in 
lighting, and throw out cf step synchronous machines running 
ou the system. 


Note relating to Condition (1). 


A periodic angular displacement of 24 electrical degrees from 
position of uniform rotation with а machine of ordinary. type 
will cause 15 per cent. to 20 per cent. exchange current; the 
angular displacement should not exceed this limit of 24 elec- 
trical degrees. This limit will be exceeded if the eyclie speed- 
irregularity of the engine exceeds that given by the ex- 
pression == 

Cyclic speed-irregularity = k/6p 
where k = engine impulses per revolution 
|. p = number of poles. 


[t is important that the expression indicating the degree of 
irregularity. should. be correctly understood, As most firms 
have approved. the term “‘eyvehe irregularity with the 
detinition 

Maximum speed minus Minimum speed 
Mean speed 


members are recommended to adopt this term. 

The irregularity should not in any case be worse thin 
1/150, otherwise there may be objectionable flickering in 
lanips and difficulty in running other synchronous machinery 
on the system. (In the case of a continuous current generator 
the limit of 1/150 to evclie speed-irregularity also applies, but 
there is no further limit depending on the resulting angular 
displacement.) 

(2) It is necessary to safeguard against hunting due to 
resonance between any pericdic inpulses of the engine and 
the natural oscillating frequeney of the electro-mechanical 
stem of which the generator forms a part. This may be 
met in either of two ways: — 

(а) By providing a fly-wheel of such weight that the natural 
oscillating frequency is sufficiently different. from the fre- 
queney of the engine impulses. 

(b) By providing dampers on the generator to check the 
developinent of hunting due to resonance. 


Note reluting to Condition (24). 


The natural frequency of the machine. when connected to 
the system should be at least 20 per cent. lower than the 
frequency of a possible irregular impulse. In a steam engine, 
either single or double-acting, and also in a two-wtroke cvele, 
Internalcombustion engine, this latter frequency corresponds 
to the crankshaft A. b. I., While in а four-stroke cycle engine 
the frequency is one half the crankshaft R.P.M. To meet this 
condition with machines of ordinary regulation, the total 
amount of tly-wheel effect required is given in feot-tons of 
stored energy at norinal speed by the following formula :— 


| Foot-tons =. 
1.3. X poles X (strokes per engine cycle)? X КУА. <= RPM. 


Note relating to Condition (2b), 


Method 2b can only be relied upon & long as the coefficient 
of fluctuation. of energy is kept within the limit specitied 
below. but when this method is employed it avoids the neces- 
sity for the heavy and expensive. tly-wheels required by 
method 24, particularly in the case of slow-speed, gasengime 
driven sets. 

Electrical manufacturers guarantee satisfactory parallel 
operation only so long as the limit specified herein is net 
exceeded: if the limit is exceeded due to the engine nistiringz. 
valves leaking, or other abnormal cause, inethod 20 canit 
be relied upon. 

The Innit referred to above is as follows :—4 

‘The coeficient of fluctuation of energy should not exceed 
10 per cent. 

This coeficient іх defined in the following manner :— 

If a meanæeffort line should be drawn, then the largest of 
the areas Wang above or below the inean-effort. line is called 
the tluctuation of energy, and the ratio of this area to the 
total area bounded by the taean-eYort line over one complete 
eyele is the сейлеп of fluctuation of energy. 

Specrion 1IN.—CoMMUTATIOS. 

D.C. machines must operate thronghont the range from ne 
load to the highest speeitied overload with fixed brush хей. 

The operation must be practically: sparkless from no lead 
to full load. and without injurious sparking up to the mav 
mun specitied overload. 
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SECTION X.—SHortT-Circtir Tests oN ALTERNATORS. 


Sudden short-cifcuit tests should not be undertaken, nor 
guarantees given against short circuits in service, upon alter- 
nators which are required to have close inherent regulation, 
since such machines, due to their large flux and weak arma- 
ture reaction, suffer most severely in case of short circuit. 

Any regulator which will give close voltage regulation 
throughout the entire load range, will permit of the machine 
being designed with the proportions best suited to withstand 
short circuit. Hence close inherent regulation is an unneces- 
sary requirement. 

When. in the absence of restrictions as to regulatien, it is 
still difficult to produce a design sufficiently self-protective, 


MACHINES. 
Arrangement and Markings of Terminals (see Section ХЦ.). 
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reictances may be einployed, external to the machine, to 
assist in limiting the severity of the short-circuit current. (In 
case cf machines wound for high voltage, external reactances 
are sometimes einployed to protect the windings from voltage 
surges. Reactances, employed to limit the short-circuit cur- 
rent, may be arranged to serve as reactance screens for the 
last-mentioned purpose also.) 

The severity of short circuit in any particular machine 
depends on the amount of flux, and not on the amount of 
excitation or load present at the instant. Tests should never 
be undertaken at a voltage higher than the normal for the 
machine. 

When making short-circuit tests, а solid contact should be 
made, as an arcing contact might cause puncture between 
the machine windings. If it is desired to reduce the effect 
of short circuit, reactance in preference to resistance should 


INSTRUMENT OUTLINE SyMBOLS (see Section XIII., Rule 3.) 


fig! Fig 2 Figs О e 
S e 
(Synchruszepe ¢ Langs) 
Fig 4 Fig 5 Др, 


Note.—Other outlines may be made to indicate instruments 
of special shape. 


be used, or the voltage of the machine reduced. as resistance 
tends to improve the power-factor of the short circuit, and 
thus increase the mechanical shock upon the shaft. 


SECTION. XY.—TRANSFORMERS—TERMINAL MARKINGS. 
THREE-PHASE TRANSFORMERS. 

(1) Lettering.—The different phase windings are to be dis- 
tinguished by the letters A, B, C, indelibly marked on their 
respective terminals. 

Note.—It is recognised that with some standard makes of 
transformers it is not possible to arrange the terminals in the 
order A, B, С on both high-pressure and low-pressure sides, 
without introducing objectionable crossings amongst the leads 
within the transformer. Provided the terminals are properly 
marked in accordance with these rules, their actual position 
upon the case is of secondary importance. NA 

(2) Similar Letters on High and Low-pressure Windings.— 
The same letters are to be used on the high-pressure and low- 
pressure terminals cf similar phases. 


(3) Distinction between High and Low-pressure Markings.— 
The distinction between '' high-pressure ' and '' low-pressure " 
terminals in any phase shall made preferably by using 
small letters for the low-pressure markings, and capitals for 


SYMBOLS FOR SWITCHES AND CONNECTIONS, 
. (See Section XIII., Rule 5.) 


ә 


Double Throw 
Knife Switches 


|! Bue Dar 


Knife Switch Connections. 


Rotating (when vertical) 
Pattern. Fig. 25. 
Fig. 5. Do. RY 
Field when horizontal 
Discharge ao 
Switches. Fig25 
Fig. 6. See Rule I 


Battery 
Switches. 
Fig. 7. 


INOTE:- А solid дї 
i represents a con.act 
| which cannot be 
| broKen without. 


enboltinz. 


| Circuit 
Breakers 
Fig 20 
(Shown mth overload coi. 
| other trp cols & c to 
de shown to euit 
| individuo! caseo). 


the high-pressure markings. It is, however, permissible to 
indicate the low-pressure winding by the use of capital letters 
with a circle around each letter. 

(4) Marking of Polarity.—The relative polarity of the two 
ends of every winding will be shown by the addition of the 
markings 0 and 1 after the phase letters. 

(5) Polarity of Low-pressure with respect to High-pressure 


* Markings.—The terminal marked 1 will be referred to as the 


positive end of the winding. 


SYMBOLS FOR MISCELLANEOUS GEAR AND PARTS OF MACHINES. 
(See Section XIII., Rule 6.) 


i Lightnin 
| Weste 
| Electrolyle Я 


Motor et-rlers. 
pe 
Figs 29, 5 


Resistances. 


Inductive 


AYA A 
Non-Induclive E 


—— 


The polarity ¢f the corresponding high-pressure and low- 
pressure windings must be so marked that the progression of 
the k. M. F. at any moment from A0 towards Ai is in the 
same direction as from ао towards s, (and similarly for 
phases B and C). That is to say, if the negative terminal of 


t 
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the high-pressure winding is connected to the positive terminal 
of the low-pressure winding, the E.M.F. across the two remain- 
ing terminals will be more than that across the high-pressure 
winding alone. 

(6) Marking of Tappings.—The markings 0 and 1 are placed 
on the two terminals which give normal voltage. Each 
tapping terminal will be marked with ite fractional value in 
terms of the normal voltage; or with an arbitrary number, 
referring to the diagram under Rule 7. The employment of 
fractional-value markings upon the terminals when adjust- 
ment tappings are provided is left optional. When this mark- 
ing is employed, the terminal marked 1 need not be at the 
extreme end of the winding. If this method of marking is 
not employed, the taps must be numbered arbitrarily, and the 
diagram to be provided must show the values of fhe different 
tappings. When the adjustment tappings are provided in 
connection with an independent section of the winding which 
may be reversed in polarity, this auxiliary winding shall take 
the same phaee letters ae the section to which it belongs, and 
its various leads and tappings will be indicated by arbitrary 
numbers. e 

(7) Diagram Permanently Attached to Transformer.—Tt is 
recommended that a diagram of internal connections showing 
the position of all leads and tappings shall be permanently 
attached to each transformer. 

(8) Marking of Tappings on the Switchboard Diagram.—On 
E switchboard diagram adjustment tappings need not be 
shawn. 

SINGLE-PHASE TRANSFORMERS. 


The high-pressure terminals will be marked Tg T; and the 
low-pressure terminals will be marked to t; in accordance with 
Rules 3 and 4. 

The markings will be so applied as to give the relative 
polarity of high-pressure and low-pressure windings indicated 
in Rule 5. | 

Rule 6 regarding the marking of tappings applies also to 
single-phase transformers. 


SECTION XII.—MACHINES—MARKING AND ARRANGEMENT OF 
| TERMINALS. 


(1) For a.c. machines, the letters A B C should be adopted 
to indicate the external connections of a three-phase machine, 
and the letter N should be used to indicate a neutral con- 
nection. 

Where both ends of each phase are brought out, 
Ao А, В, В, Co C, should be used to denote the three phases. 


(2) The terminals of а synchronous generator should be 
arranged and lettered consecutively in the order of actual 
phase progression. 

The lettering will therefore progress from either left to 
right, or from right to left, according to the direction of 
rotation (see figs. 1 to 5, p. 743). 


(3) In the case of a standard a.c. motor, where the actual 
order of phase progression is usually not known, it 1s recom- 
mended that the phase terminals shall always be arranged 
and lettered in the order from left to right (see figs. 1 to 5, 
p. 743.) 


Note.—Induction motors used with rotary converters are 
regarded as special, and are not subject to these rules. 


(4) Terminals on large р.с. machines should be arranged 
in order of polarity from right to left, looking at the commu- 
tator. A standard generator has its positive terminal on the 
right and should be so marked (see fig. 6, p. 743). 


(It is not necessary to mark polarity on motors.) 
Section XIII.—RuLES FOR SWITCHGEAR SYMBOLS. 


(1) Diegrams.—In general diagrams, the apparatus should 
b^ drawn as viewed from the main operating position. 
Machines and cables in the station should be drawn as viewed 
from above. 


(2) Colouring and Arrangement of Phases.— 


(a) The arrangement of bus-bars should be such that the 
red and blue phases are outside, and the bars should be indi- 
cated in the order of the National Colours—Red, White (or 
Yellow), and Blue (R, Y, B). 

(b) When arranged horizontally, the red phase should be 
at the top, or the bar farthest away as viewed by the operator 
from the main control position їп any direction. 


(c) When arranged vertically the red phase should be to 
the left, or the bar farthest away. as viewed by the operator 
from the main control position 1n any direction. (See figs. 
25 and 26, p. 143). 

(3) Outline Symbols for Instruments.— 


(а) From the outline svinbols shown on p. 743, а ehape 
should be selected to suit the instrument. Within this outline 
will be placed the symbol letter or letters selected from the 
list. Rule (1). 

(hi Instrument terminals if shown should be indicated by 
dets, the positions of which are varied to suit diflerent makes 
of instruments. 


65 Any further features which are desired, such as auxiliary 
AWitebes, Instrument Witelings, dustrugment terminals, should 
be andieated by showing. their appropriate. symbols within 
the outline. 


(4) Symbol Letters for Instruments (referred to in Rule 
За). 


Ammeter ... у ios Eu Cue A 
Voltmeter ... 5 xu БЕ E cM 
Wattmeter (indicating) ... s QW 
.Ampere-hour meter AH 
Recording 
(graphic) 
Wattmeter G W 
Ammeter G A 
Voltmeter д . GV 
and others sunilarly А 
Integrating wattineter WH 
Overload relay ы ae .. OR 
Overload constant time limit relay OTR 
Overload inverse time limit relay OIR 
Reverse relay "n m xt .. RR 
Additional letter may be added if | R P R(Reverse 
desired to indicate a special feature, power) 
as | l R C R (Reverse 
i current) 
Power factor indicator ... PFI 
Synchroscope . S 
Frequency indicator $ 
Earth plate ч 
Neutral (D.c.) + 


(5) Symbols, Switches, and Connections.— 


(a) The symbols to be emploved for switches and connec- 
tions are shown on p. 743. 


(b) Fixed contacts are represented by dots; movable con- 
tacts are represented by circles. А solid dot represents a 
contact which cannot be broken without unbolting. 


(6) Miscellaneous. Gear.—The symbols to be employed far 
miscellaneous gear are shown on p. 743. 


TECHNICAL EDUCATION IN INDIA. 


FROM осв SPECIAL CORRESPONDENT. } 


A good deal has been said and written about this subject of 
recent years in India; and a good deal has been done by the 
various technical colleges to turn out the sort of Indian engi- 
neer required to fill vacant engineering posts. The colleges 
which perhaps have done most are the Victoria Institute, in 
Bombay; the Sebpier Engineering College, in Bengal; the 
Thomason College, in Roorkee; and, of more recent date, the 
Engineering College in Madras and Mysore. Much, however, 
remains to be done, and it is due to the Roorkee College to 
say that serious efforts are being made to induce the right 
kind of students to come forward and prepare themselves for 
a useful engineering career, in which there are increased 
openings year by year. Ап official note is just being issued 
from Roorkee relating to the new technical classes for 
students who care to take up a thorough course of mechanical 
or electrical engineering. The note states as follows :— 


There is known to be a demand in India in the mechanical 
and electrical engineering profession for men who, after train- 
Ing in a properly equipped institute, are willing to gain their 
practical experience by apprenticeship on а living wage, to 
work with their hands, and to observe factory hours and rules. 
For the civil engineering profession men can be trained in 
an institute directly for the various grades, the engineer and 
the subordinate, but even then they will require a certain 
amount of practical training. In the mechanical and elec- 
trical engineering professions, which require very great prac- 
tical qualifications, however carefully a man may be trained 
in a technical institute, he is useless to an employer of labour 
till he has had practical experience; all must work alike and 
must in all cases begin at the lowest stage and work up 
gradually in time. This employment is open to Indians of 
every caste and creed, grade of social position or education, 
provided the above conditions are observed, and the position 
to which a man can rise depends on his individual ability 
and perseverance, Students must thoroughly understand 
that they are totally unfit: for. any position of autbority 
on leaving the institute, and that they must first 
of all be subjected to workshop discipline and learn 
under practical conditions. the details of the work which 
they eventually hope to supervise. They must be prepared 
to go into mills, factories and workshops with the full know- 
ledge that they will meet with serius opposition from tien, 
perhaps socially and educationally their inferiors, but who, 
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because they have worked themselves up from the point at 
which the apprentices are now starting, are of much greater 
value to their.employers than they are at present. 


Given equal practical qualifications а man with a sound 
education at a technical institute must in time mse to the 
higher posts of authority over those who have not had these 
opportunities; but with all, practical knowledge and grit must 
be present. It is to provide men of this calibre that the tech- 
nical class is formed. 


The students in this class will be required at the end of 
ipe a year’s course to specialise in one of the following 
ranches :— | 


, 1. Mechanical Engineering. 
“2. Electrical Engineering. 


'" (1) MECHANICAL ENGINEERING. 


"The course in mechanical engineering is intended to 
qualify students, after a practical apprenticeship, for em- 
ployment in engineering workshops, belonging to Govern- 
ment, railways, or private firms. The training at the College 
will be as practical as possible, giving students a working 
knowledge of the principles of power generation and trans- 
mission, of workshop processes and machine tools, of modern 
methods of workshop production and cost, and the prepara- 
tion of working drawings and estimates. As the College can- 
not give a 1 a complete practical and commercial train- 
ing, they must serve an apprenticeship in workshops after 
‘their college course, to qualify them for posts of responsibility. 
If the two years’ apprenticeship is served in direct connection 
with the working of prime movers and steam boilers, appren- 
tices on the conclusion of their apprenticeship, will, on the 
recommendation of their employers, be permitted to sit for 
the second-class engineer's certificate under the United Pro- 
vinces Boilers Act, without previously sitting for the driver's 
examination. As there are openings for real mechanical 
-draughtsmen in India, the course will also aim to qualify 
students. to take up posts of responsibility in engineering 
drawing offices. It is not intended to train tracers or copyists, 
but men who, after acquiring experience, can initiate and 
improve designs and prepare estimates and working drawings 
for the shops. 


' (89) ELECTRICAL ENGINEERING. 


„The course is arranged to prepare students for employ- 
raent on electrical installation for lights, fans, and motors for 
machine driving, pumping, traction, and general power pur- 
poses. 

After obtaining the necessary practical experience by a 
two years’ apprenticeship on commercial works, they should 
be qualified for employment as follows :— 


„(a) Taking charge of electric light, fan and power installa- 
tion (isolated plant), requiring knowledge of connecting-up, 
Starting and running the various items of the plant, the 
application of working tests to keep the plant in good runnin 
A der and the making out of specifications for renewals an 
extensions arieing in the ordinary course of working. 


“ (b) Contracting and tendering for supplying, wiring and 
‘fitting electric bells and telephones, lamps, fans and motors, 
where a public or private supply is available, requiring a 
knowledge of the use and fitting up of the above apparatus, 
and the special advantages of different types, also the tests 
"which the work muat satisfy in order to be passed. 


“ (с) Appointments in charge of sections of the plant or 
business of supply companies of engineering firms (shift engi- 
neers, mains engineers, etc.), requiring a general knowledge 
-of erection, maintenance, testing and repairs. 


Candidates will be statutory natives of India not under 
17 and not over 21 years of age. Having furnished certain 
testimonials as to character and proved certain educational 
-qualifications, candidates will be required to pass an entrance 
-examination, which will be held in June at Roorkee, Allahabad, 
Lucknow, Naini Tal, Mussoorie, Lahore, Rangoon, Nagpur, 
Shillong or Bankipur. The course will extend to five years. 
"Three years will be spent at the College. At the end of the 
first session students will be required to choose one of the 
following branches to specialise in (1) mechanical engineering: 
(2) electrical engineering. For the remaining two years of 
the course students will, if possible, be formally indentured 
out to some employer in the branch they have chosen. On 
the conclusion of the five years’ course a college certificate 
will be issued.“ 

If the above opportunities succeed in attracting the mght 
kind of man, then a real want will in due course be supplied. 
Some very first-rate Indian engineers have undoubtedly been 
turned out of the various Indian colleges, but the percentage 
of first-rate men to the total number of engineering students 
on. the rolls is small indeed. It is to be hoped that the wide 
scope of the new Roorkee syllabus will gather in young men 
with the engineering instinct, and eventually send them forth 
fully equipped tc take important positions in engineering posts 
in India, of which there are many. 

There will for very many years yet be a good demand for 
European engineers from home to fill the more important 


posts 


THE POWER SUPPLY OF THE CENTRAL 
MINING-RAND MINES. GROUP. 


By J. H. RIDER, M. I. E. E. 


(Abstract of paper read before the INSTITUTION or ELECTRICAb · 
ENGINEERS, April 15th, 1915.) 


(Concluded from page 707.) 


. ELECTRIC DISTRIBUTION. 


The power company's electric supply is given at normal 
pressure of 2,100 volts and 625 volts at the consumers’ ter- 
minals. The distribution switch-houses belonging to the 
mines are built either at right angles or parallel to the power 
company's tránsformer houses, and the supply terminals are 
brought just through the party wall. In parallel switch- 
houses the 2,100-volt switchgear is arranged in line at one 
end and the 525-volt switchgear in the same line at the other 
end. In right-angled switch-houses the 2,100-volt switchgear 
is arranged on one side and the 595-volt switchgear on the 
other, with a common operating passage between them. 
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Ба. 7.—SEcTION OF SwITCH-HOUSE. 


The arrangement of the original switchgear was very defec- 
tive. There were no barriers between the different sete of 
apparatus, so that any arcing which might accidentally occur, 
either in a switch, transformer, or isolating link, was most 
likely to spread to adjacent apparatus. The bus-bars were 
quite unprotected, and there was nothing either to prevent 
the attendant, who might have to enter the passage behind 
the switchgear, from touching any part, or to save him from 
falling into the gear. 

The need was obvious, but the difficulty was to provide a 
remedy without interrupting the supply. In those switch- 
houses which had any vacant space, new switchgear was 
erected at the end, and the circults were changed over one 
at a time, so that as an old switch section was removed a 
new one could be built in its place. In other switch-houses an 
extension to the building had to be made before anything 
could be done. The whole change-over was a long process, but 
the result has well repaid the trouble. 

In the majority of the switch-houses now in use the three 
bus-bars are carried in brick compartments at the top, and 
a separate brick cubicle is provided for each line of switch 
parts. The front slate panels are 2 ft. wide and contain an 
ammeter, an integrating watt-hour meter, and the switch 
control lever with its overload trip coil. 

The latest form of switch-house is built parallel to the sub- 
station, and fig. 7 shows the design of switchgear employed. 
The cubicle arrangement has been developed to provide 
isolated sections for the different parts of the gear, so as to 
limit the result of any accident as far as possible. The cubicles 
are made of reinforced concrete. The pew arrangement 
requires more space, but as the security of the whole supply 
depends upon the reliability of the switchgear, the little extra 
expense is thoroughly warranted. 
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The oil switches first used had been provided merely on a 
current-carrying basis for the full load of the circuit which 
they were to control. This is а very common but most 
erroneous practice, because it 1s so often forgotten that an 
automatic switch should be able to open the circuit. with 
safety to itself under the worst conditions, which will probably 
be a short-circuit on the cables just beyond it. requent 
switch failures naturally followed. The rules now are: (a) 
that all oil switches in a switch-house shall be of the same 
size, (b). that such switches shall be rated for a current of 800 
amperes at 15,000 volts, and (c) that no difference shall be 
inade between the equipment of cubicles for 2,100-volt and 
525-volt circuits, except in the current transformers and the 
ineters. Since the above practice was instituted, trouble in 
switch-houses has practically disappeared. 

Three-core, lead-covered and armoured cables, laid in 
trenches, are universally used between the main switch-house 
and the various sub-distribution points on each mine. The 
points are arranged to suit the local conditions, and are 
generally interconnected so that the failure of any main cable 
does not stop the supply. Link cages, without switches, are 

rovided at the sub-points, so that the sub-cireuits can be 
isolated at any time and the feeders interconnected as may 
be required. e largest cable used is of 0.5 sq. in. section 
per phase, and a separate panel for each feeder cable is pro- 
vided in the switeh-house. Where necessary several cables 
are run from the switch-house to individual link cages, and 
are operated in parallel. 

Many and varied troubles have been experienced since the 
beginning of the power supply, quite apart from those which 
can be laid to the charge of the power company. They have 
heen very costly in some cases and very annoying in all, and 
each and every one could have been avoided. The troubles 
have arisen from two main causes: (a) faults in design, and 
(b} faults in manufacture. 

(a) Faults in design.—Want of stiffness in the stator frame 
has been found both in low-speed direct-coupled motors and 
in geared motors. The fault is a most serious one, and the 
remedy 15 obvious. 

Some makers secure the stator core stampings by means of 
dovetailed strips screwed to the inside face of the frame. 
This is not nearly such good practice as to machine dovetailed 
slots out of the solid metal of the frame, into which the dove- 
tailed projections of the stampings fit, as there is always the 
risk of the screwed etrips getting loose under the severe rack- 
ing strains to which the stator of a winding motor 1s always 
subject. ` 

A number of phase winding motors were supplied in which 
the dovetailed strips were " secured " by means of studs with 
nuts on the outside of the frame within the housing. No lock 
nuts or even spring washers were provided, and as the prac- 
tice of the makers was to adjust the air-gap by means of the 
studs, the results can be imagined. : 

In motors by the. same maker, the stator and rotor core- 
plates were clamped sideways by bolts passing right through, 
and the nuts were entirely hidden by the end. loops of the 
coils. One motor Was delivered in which. the width of the 
stator core Was IS} in. on one side and only 18 in. on the 
opposite side, while the corresponding dimensions of the rotor 
core were IS} in. and 178 in. It was impossible to get at the 
nuts to tighten up the core-plates without first removing the 
windings. "The proper way to secure core-plates sideways 18 
to clainp them between stiff end plates and to use circum- 
ferential locking keys. | 

Cases were found in which the dovetailed slots were so wide 
that packing strips hid been inserted. to keep the core-plates 
from shaking. When complaints were made the maker 
asserted that it Was not possible to machine so accurately as 
t» avoid the use of such packings | | 

It is the practice of some makers to make seini-enclosed 
winding slots in the core plates by first punching a closed slot 
and then. when the whole core has been clamped up, to cut 
through the periphery of the core at the top of each slot by 
means of a saw. Quite a number of motors have been made 
in this way, and it was found that the result of the saw- 
cutting Was to spring out the tips of the teeth on each side 
of each ventilating space, so that the spaces were almost closed 
in many eases. It was only by taking out the rotor that the 
fault could be seen. The correct way to make semi-open slots 
is to punch them out at one operation, 

Diflienlties were experienced in many cases from the type 
of distance piece used to form the ventilating spaces in the 
stator und rotor cores. This was a plain, thin steel strip. 
placed radially on edge and eecured to one of the adjacent 
core-plates by simple riveting, The necessary. pressure used 
in clamping up the core-plates was too nruch for many of 
the distance pieces and, instead of remaining firmly at right 
angles to the spaces, they bent over and partially collapsed. 
The area of contact between the edge of the strip and the 
{асе of the plate was in most cases found to be too small to 
tike the pressure, and particularly where the core tecth were 
wide the teeth at the ventilating spaces were badly bent. 
Distance pieces of T section which are stiff and have a good 
bearing face on each side are now insisted on fer all moters. 
and ther should be spot-welded to at least one of the adjacent 
coreplitea. They are easily obtained. 48 instanced by the 
faet that some mukers never use any otber form, but from 
the objections raised by other firms one would think their 
provision waa mt nly imposible but alo meant bad 
practice, 


With a view to produce a 3-phase motor with a very high 
power factor, it is the almost universal custom to make the 
air-gup exceedingly small, and in many cases this is carried 
to excess. Instances of rotors of 6 ft. diameter with a radial 
air-gap of only 1 mm, are not unknown on tbe Rand, aud 
when such motors also have stator frames which will not 
retain their shape without external struts, the matter becomes 
very serious from the operating point of view. Bearings will 
wear, and rotors and etators sometimes get out of truth; and 
it does not take very inuch in some cases to let the rotor 
down on to the stator. Then the customer blesses the motor 
inaker. 

A minimum radial air-gap = square root of rotor diam. in 
unn. / 20 — 0.25 in. mm. is now demanded for all moderate- 
speed motors, and manufacturing errors are not accepted. 

A serious fault with many 3-phase winding motors ie in the 
sizes of the rotor slip-rings and brushes. Contact areas which 
are large enough for motors in which the slip-rings are short- 
circuited and the brushes lifted as soon ae full speed is 
reached, may be, and frequently are, quite insufficient. when 
the brushes and rings are in use the whole time. А current 
density of not more than 60 amperes per square inch should 
be the maximum for carbon brushes. 

A similar fault is to be found in the motors and generators 
of some Ward Leonard winders, and in this case the R. u. S. 
rating is not the controlling factor. The brush area should 
be based on the maximum current passing on accelerating the 
winder, which current is frequently twice the normal. 

That slip-ring short-circuiting arrangements are generally 
very defective has already been mentioned. It would appear 
to be a difficult matter to design then so that a large area of 
contact can be provided in the space usually available, and 
so that the sliding collar which carries the contacts can be 
accurately centred and held free from shake and side move- 
ment when the brushes are lifted. A great deal of the difi- 
culty would, however, be removed if the slip-rings Were made 
only a few inches larger in diameter. The fact that the 
peripheral speed would be increased would be of no conse- 
quence, as the brushes are lifted at full speed. Flimsiness 
of design is the usual characteristic of 3-phaee motor brush- 
gear. 

The rating of oil switches was referred to in dealing with 
the switch-house arrangements. l} it too much to ask cf 
maskers of switchgear that they will rate their oil switches, 
not only at the maximum currents Which these switches will 
safely carry continuously, but also at the maximum kilowatts 
at which they will safely break. the circuit under normal 
voltage? They. would probably burn up a few switches in 
obtaining the information, but they would. then be in a 
position to supply apparatus which would really stand up to 
the conditions of actual service. 

A fault in the design of some motors which have end-shield 
bearings is that the oiling ring is placed in a position where 
it can neither be seen nor reached. 
^ Perhaps the most important point in connection with the 
design of motors and generators is that of the safe maximum 
working temperature. The altitude of the Witwatersrand 
is about 6,000 ft. (barometer 24.5 in.) above sea-level, and as 
the reiteration of that fact in hundreds of inquiries for plant 
seemed to have no meaning for some makers, recent specitica- 
tions have had to call for a maximum temperature under test 
at sea-level which would give a sate working temperature at 
the mines. 

The clause prevides that no part of the motor, when work- 
ing continuously at full load at sea-level, shall have a tein- 
perature rise exceeding 30° C., with the surrounding air at a 
temperature of 25˙ C. This corresponds approximately to a 
temperature rise of 35° C. at an altitude of 6,000 ft., with a 
surrounding air temperature of 45° C., or a total temperature 
of 7% C. (155° fr.), whieh is quite high enough for any 
maehine to werk at continuously. if a long life is to be 
obtained, 

As the supply voltage. can. and frequently does, vary be- 
tween limits of 10 per cent. up and down from the normal. 
the lowest supply pressure must be taken for the purpose of 
the test. 

The Engineering Standards Committee recently proposed 
that a machine intended to operate between two limits of 
ratel pressure shall have its rated current determined at the 
higher pressure," This would be fatal for motors intended 
for the Witwatersrand, or any other place where the supply 
pressure has considerable variations, as they must be able to 
work continuously with the larger current which is entailed 
by the lower voltage limit. 

The great objection which most makers put forward to a 
lower temperature limit is that it would increase the cost of 
the motor, or it wonld mean the use of a larger frame, or 
any other reason which they can find to avoid giving the pur- 
chaser what the latter requires, Unless the customer msists 
on his requirements being met, the great competition between 
various makers will probably result. in machines being sup- 
plied whieh are eut finer and finer every tine, It is. of course, 
always assumed that the purchaser has an intelligent know- 
ledge of his requirements. and that they are always reason- 
able. As an instance of the extent to which some firma will 
go in under-cutting, the representative of a very well-known 
firm once remarked to the author. relative to the sizes of the 
пога kept in stock by that firm.“ Output plates are cheap." 

Some manufacturers have not. vet learned. the important 
lesson, that in erder te succeed they must be prepared. to 
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supply what the customer wants and in the manner that the 
customer wants it, and not try to prove to the customer that 
be as not want what he wants, but what the manufacturers 
make. 
attempt to find the requirements of any particular market, and 
a etill smaller number make any real attempt to meet such 
requiremente. 'Then they express surprise when the inarket 
leaves them. 

(b) Faults in manufacture.—For faults in design there may 
be the slight excuse that the designer is limited 1n his experi- 
ence of the particular duty that will be required of the plant 
which he is designing. r faults in manufacture there can 
: be none. What, then can be said of the under-mentioned list, 
the items of which are a few of many that have come under 
the personal knowledge of the author during the last four 
years, and all of which occurred in the work of firms of world- 
wide repute? | 


ГА 
Fic. 8.— BROKEN SHAFT AND BROKEN BRAKE PIN. 


In one case the several sections of a cast-iron bedplate of 
an electric winder would not fit together, even by persuasion, 
although the maker seriously stated that they had been per- 
fectly fitted in his shops. Doubtless the higher temperature 
and relative dryness of the atmosphere on the Rand had 
something to do with it. 

The shaft of a 100-H. p. motor, driving a tube mill, broke off 
just outside the coupling. The method of manufacture can 
only be guessed at from the right-hand object in fig. 8. The 
shaft had layers just like an onion, and these layers had 
apparently been wound on spirally and then welded together. 

A steel pin, 3 in. diameter, supplied for part of the brake 
gear of an electric winder, showed one or two surface flaws 
when inspected on delivery. А slight blow with a hammer 
broke the pin in halves, with the result shown in the left- 
hand object in fig. 8. It proved to be made of cast-steel 
instead of forged steel, with a blowhole covering almost the 
full diameter. When it is remembered that men's lives would 
in all probability have been lost when the brakes had been 
applied a few times, some idea of the seriousness of the case 
will be obtained, 

The instance of the 3-phase winding motor in which the 
dovetails were adjusted from outside has been mentioned. As 
no spring washers were supplied an attempt was made to 
make the nute more secure by using them, and, for this 
purpose, the nuts were removed one at a time. On taking off 
one of the nuts the bolt end came away with it, and on 
examination it was found that the original bolt was only 
projecting through the stator frame for a depth of about two 
threads. A short bolt end had been screwed into the top of 
the nut to make it appear sound from the outeide. There 
could be no mistake, as the two abutting ends did not in any 
way match. 

Trouble had been experienced with the stator coils of some 

3-phase, 2,000-volt winding motors, and the external taping of 
some of the end loops was removed. It was found that the 
slots were only three-quarters filled with wires, the rest of 
the space being empty. To make it appear that everythin 
was all right, pieces of tape had been carefully screwed up an 
pushed for & short distance into the slots. ese pieces were 
gradually tapered off where they followed the coil out, so that 
the external wrapping of tape gave a smooth finish right up 
to the core. Every other motor of the same size and make 
was then examined and found to be in a similar condition. It 
cost the maker a considerable sum to make the motors even 
passably right. 

All stator coils for 2,000-volt motors are now required to be 
eitber semi- or completely-former wound, and to fil the 
slots completely. 

The most costly trouble to either of the mines was the case 
of the:breakdown of the motors of two large Ward Leonard 
winders, which failed from the same cause within a few 
hours of each other, and completely shut down a large ehaft 


As a matter of fact few manufacturers make any real 


for four or five daye. The spaces between the turns of the 
main-circuit coils on the auxiliary field poles had been filled 
up with some kind of pitch, and the whole was, taped over. 
The armatures had open slots without wedges, and the coils 
were held down by a number of steel-wire bands. These 
bands broke away on two of the motors, some of the coils 
came out, and very bad breakdowns resulted. 

When the top halves of the field magnet-systems were 
removed, lumps of hard pitch were noticed on the faces of the 
auxiliary poles, and these showed heavy scoring marks where 
they had rubbed on the armature bands. An examination of 
what was left of the bands showed that the first layer had 
been rubbed right through in some places. There could be 
п) doubt that the pitch inside the coils had melted and run 
down, that it had set hard during the night and that when 
the winders were started up in the morning the wearing of 
the bands began. A further examination showed the original 
source of the trouble. The external connections between the 
auxiliary pole coils had been carefully taped up by the maker 
before the motors were delivered. They were found to have 
been made as shown at the top of fig. 9. The windings con- 
sisted of four copper tapes in parallel, and the cross-connec- 
tions from pole to pole were made up from similar tapes. 
Each set of four had been bunched together, one set was laid 
on the other with a copper plate at the top and bottom, and 
four ocuntersunk-headed screws, 4 in. in diameter, were used 


Fic. 9.—CoNNECTIONS ON WINDING Мотов. 


to draw the parts together by a screwdriver. The surfaces 
of the tapes had been left dirty, the burrs made by the drill- 
ing had not been removed, and a number of the screws were 
fovnd melted off. As the current was frequently as high as 
5,000 amperes, this is not to be wondered at. The heat at 
the contacts had evidently made the whole coil so hot that 
the pitch had melted out and the breakdown quickly fol- 
оса: The remedy was a simple one. The faces of the 
individual tapes were carefully cleaned and then interlaced 
as shown at the bottom of hg. 9. Hexagon-headed bolts and 
nuts instead of screws enabled a heavy pressure to be applied, 
and the joints now run quite cool. | 

Many other instances of bad work could be cited, but the 
above examples are characteristic and serve to show what 
even big firms will sometimes do if they are not carefully 
watched. 


í 


INSTITUTION OF ELECTRICAL ENGINEERS. 


Е ANNUAL REPORT, 


THE annual report of the Council, to be presented to the 
general meeting of the Institution on May 27th, has been 
published in the Journal, and states that at May lst the mem- 
bership amounted to 6,811 of all ranks, a decrease of 234 
during the year. New members elected numbered 171, mainly 
students and graduates, and 16 were reinstated; 54 died, 123 
resigned, and 244 (including 129 students) lapsed. Sixty candi- 
dates for Associate Membership have been approved subject 
to their passing the examination. 

Military distinctions have been conferred upon Brigadier- 
General A. M. Stuart, C.B., R.E., Commander Е. G. Robin- 
воп, R.N., and Second-Lieutenant С. W. Williamson, for 
their services during the war. ; 

Three past-presidents have died during the year, namely: 
Prof. W. Grylls Adams, Mr. R. Kaye Gray, and Sir Joseph 
Wilson Swan. Seven members have died on active service, 
namely : Sapper J. A. Donald, Henry Labour, Major H. H. S. 
Marsh, Sec.-Lieut. J. L. Moffet, Sapper W. W. Pullen, Cap- 
tain Guy L. Sclater, and Sec.-Lieut. Eric W. Wilson. 

Premiums have been awarded as follows :—Mr. C. J. Beaver, 
Institution Premium; Mr. J. H. Rider, Ayrton Premium; Mr. 
H. G. Brown, Fahie Premium; Mr. E. B. Wedmore, John 
Hopkinson Premium ; Dr. S. P. Smith and Mr. R. S, H. Bould- 
ing, Kelvin Premium; Mr. C. P. Sparks, Paris Premium; 
Messrs. W. M. Selvey and N. Shuttleworth, Extra Premiums; 
and Studente’ Premiums to Messre. H. Hobson, A. Arnold, 
and H. S, Marquand. Salomons Scholarships have been 
awarded to Messrs. L. M. Barlow and C. D. Farmer, and a 
David Hughes Scholarship to Mr. P. D. Morgan. 

A revision of the Wiring Rules is in progress. Over 2,500 
copies of the revised Model Conditions for Contracts have been 
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disposed of. The Research Committee has made further pro- 
gress, and interim reports have been published in the Journal 
on the heating of buried cables and the properties of insulating 
oils. The effective steps taken by the Council to assist the 
authorities are described, and it is stated that 928 members 
are serving in the Navy or the Army. The appointment of a 
committee to deal with the expansion of British trade is 
explained, in a passage which we reproduce in our leading 
columns. 

A committee appointed to consider the periods of repayment 
allowed by the Local Government Board for loans to municipal 
authorities has recommended periods of 30 yeare in the case 
of underground cables, 60 years for conduits, 15 years for 
batteries, and 30 vears for reinforced concrete, and the Council 
will make representations to the Board on these lines. 

The Committee of Management of the Bemevolent Fund 
reports that the capital account of the fund stood at £4,642 
at the end of 1914. In response to a special appeal by the 
President, £318 has since been raised. 

' The annual accounts show an excess of income over expendi- 
ture of £1,624, compared with £2,833 in 1913. Mortgages 
have been reduced by £710 and now stand at 434.232, and the 
‘balance of assets over liabilities stands at £71,570, compared 
with £69,523 in 1913, an improvement of £2,047. There are 
now 11,085 volumes in the Library; there were 1,585 readers 
п the year, and 602 books were issued from the lending 
ibrary. 


Practical Aspects of Visibility.—In opening a dis- 


. cussion on this subject at a recent meeting of the ILLUMINATING 


ENGINEERING SOCIETY, Messrs. C. C. PATERSON and B. P. 
DupDING communicated the result of inquiries into conditions 
which, in some practical cases, prevent good visibility. The more 
interesting of the cases considered were: (1) The visibility of 
distant lights at night. (2) The visibility of objects illuminated 
by the beam of a searchlight or motor headlight. (3) The 
visibility of objects in close proximity to bright lights. (4) The 
relative visibility of objects by direct and indirect light. The 


.question of visibility as distinct from invisibility is frequently 


bound up with the behaviour of the eye on the “threshold of 
vision. A variety of unusual factors exert their infl aenoe under 
very faint illumination, and, in such cases as the above, they are 
of great practical importance, 

Sailors and railwaymen are concerned with the visibility at night 
of very small point sources of light. White masthead lights carried 
by steamers are supposed to be visible at 5 miles, and the red and 
green side lights have to be visible at 2 miles, which is about the 
limit attainable by oil burners ; electric lighting is now common 
even on tramp steamers, and is subject to no such limitation. 


O an ordinary clear dark night, 1°6 О.Р. is visible at 2 nauts, atmo- 


spheric absorption is unimportant and the inverse square law holds 
good. The intrinsic brilliancy of the source has no effect on' its 
visibility. It is only the total flux of light that counte, until 
the source becomes so large or near that it subtends more than 
one minute of aro at the eye. The energy received per second 
from 1'6 О.Р. at two miles is about 6 х 10 watt, and it is possible 
to stimulate vision with one-fourth of this power when the eyes 


are dark adapted. 

Ia connection with motor headlamps and searchlighta, if an 
object be visible at a certain distance under one illumination, more 
than four times that illumination is needed to make it visible at 
twioe the distanoe, because the object itself then appears much 
smaller. From a series of interesting investigations, Messrs. 
Paterson and Dadding find that brightness for equal visibility 
must be proportional to the square of the distanoe from the 
observer so long as the object subtends less than 10' arc (1 ft. at 
100 yards); but for objects subtending a larger angle, the law 
euddenly changes end brightness for equal visibility is simply 
proportional to distance. This result, which does not aocord with 
usual assumptions, appears to be well established by the authors’ 
tests, and a reasonable theoretical explanation for it was advanced 
by Dr. Chalmers in the discussion. Probably for long-distance 
searchlight work 16 times the intensity is required to render 
obj:cta visible at twice the distance. 

It is interesting to note that under very severe conditions of 
"glare "—looking from a distance of 6 ft. at a point only 8 in. 
from a bare 20-C.P. lamp—no appreciable effect whatever was pro- 
duced on ability to discriminate detail, во long as the equivalent 
surface brightness of the object was not less than 1 ft.-cand le. 
These resulta do not affect the undesirability of glaring lights 
from other points of view, but indicate that glare hae 
little etfect on visibility of detail under ordinary conditions of 
lighting. 

In conclusion, the authors pointed out that discrimination of 
detail on textile and other materials of uniform colour 
depends entirely on shadow, or the direction of incident light, 
so that indirect lighting is practically worthless in this 
respect. For discrimination of detail, and to avoid a mono- 
тоон effect, indirect lighting needs “helping out" by direct 

ighting. 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


comp les expressly for this journal by Messrs. W. P. TuouPsoN & Co., 
:lectrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. | 


6,580. ‘ Incandescent -lectric-lamp luminous and non- luminous resistances.” 
J. J. Russet, & F. L. Harrison. May 3rd. 

6,586. Thermic telephones and like instruments." R. AxnNOUT, BARVON 
VAN LYNDEN, & NAAMLOOZE VENNOOTSCHAP DE NEDERLANDSCHE THERMO-TELE- 
PHOON MAATSCHAPPIJ. May 3rd. 

6,592. Lamps.” British Тномѕом-Носзтох Co., тр. May 3d. 
(General Electric. Co., United States.) 

6,593. “Sparking plugs." М. Роскок. May 3rd. (Convention date, May 
28th, 1914, France.) (Complete.) 

6,618. '' Electric motors or dynamos." W. Н. Scorr. May 3rd. (Divided 
application on 16,093/14. July 6th.) 

6,619. '' Brush-gear for electric motors or dynamos." W. Н. Scorr. May 
3rd. (Divided application on 16,093/14. July 6th.) 

6,635. '' Carbon-holder for electric are lamps." L. GmEzENROYD. May 4th. 

6,642. Combined electric switches and connecting plugs." R. MOORE. 
May 4th. 

6.665. Means for regulating electric circuits." H. Leitner. May 4th. 


6.674. Leakage-protection device for electric cables." C. J. Braver & 
E. A. CLakkKwoNT. May 4th. 

6.685. Coin-operated electric supply apparatus." P. WESSEL. May dth. 
(Convention date, May 4th, 1914, Norway.) (Complete.) 

6,708. °* Sparking plugs." J. A. Kennxepy-McGrecor. May 5th. 

6.715. Electrical generators for lighting mechanically-propelled vehicles.“ 
Н. C. Н. Ѕмүтн. May 5th. (Divided appiication on 22,062/14, November 5th.) 

6,723. '' Equalizing field windings for multipolar dynamo-clectric machines.“ 
E. RosENBERG. May Sth. à 

6,731. ‘* Windings for electrical apparatus." Britis Тномзом-Носзтох 
Co., то. May Sth. (General Electric Co., United States.) 

6,738. '' Electrically-actuated tools." W. J. MELLERSH-JaCKSON. Мау Sth. 
(Commonwealth Electric Tool Co., United States.) (Divided application on 
21,145/14, October 17th.) (Complete.) 

6,753. '' Microphones for wireless telephony." С. A. Nusspaum. May Gch. 

6.805. Apparatus for the electric transmission of the energy of a heat 
motor to the driving wheels of a vehicle or the like." Р. Bites. May 6tb. 
(Divided application оп 10,275 14, April 25th.) (Complete.) 

6,807. ''Steroscopic X-Ray apparatus.“ British Тпномѕок-Носзтох Co., 
Lro. May 6th. (General Electric Co., United States.) 

6,813. “ Means for amplifving the effects of small vibrations, for telegraphic 
and other purposes." А. ORLIN3 & ORLING’S TELECRAPH INSTRUMENTS SYNDI- 
САТЕ, Lro. May 6th. | 

6,818. “ Automatic switches of elcctric train-lighting systems." W. Krye. 
May 6th. 

6,846. “ Switches for electric lamps and the like," J. B. Portway, Jus. 
May 7th. 

6,848. ‘ Electric diving-torpedo and life-raft." R. P. WILLIAMS. May 7th. 


6.859. Electrical survcying-instruments." А. W. SHaRMAN,. May (7th. 
6,887. Moulds for electrotyping." C. E. S. Bern & L. G. Scorr. May 
th. 


6,895. ‘Starting switches for electric motors," A. H. Curtis, A. H. 
Mackey, & IGraxic Evectric Co., Lro. Мау 8th. 

6,899. *' Electrical connectors." А. P. LCN DbRERC, G. C. Lunpserc & Р. A. 
Lunoperc, & G. Pro. May 8th. 

6.930. '' Electrical measuring-instruments." A. РР & L. J. Steere 
May Sth. + 


` 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Spccifications in the following list may be obtained 
of Messrs. W. P. TuouPsoN & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, УЧ. (in stamps). 


1913. 


17,899. Exectric Switcucear. J. A. Hirst & P. S. Brook. August 6th. 
(March 6th, 1914.) 


1914. 


9.123. Joints ror METALLIC Сохосітѕ FoR ELkcTRIC CABLES. Simplex Con- 
duits, Ltd, & L. M. Waterhouse. April 11th. 

9,554. Enectric CABLES. C. J. Beaver & E. A. Claremont. April Uvth. 

9,582, ELECTRIC Raiway Systems. K. E. Stuart. April 17th. 

9,637. TrLEPHONE TRANSMITTERS. E. C. R. Marks. April 18th. (Electrica! 
Experiment Co.) 

9,768. ELECTRIC Pocxet Lamps, A. Veron. April 20th. (April 19th, 1913.) 

9,432. Exectric Сіоскз. F. F. Reid. April 21st. 

9,806. Rerurn Cixcuitg oF ELECTRIC RAILWAYS, TRAMWAYS, AND THE ОАР. 
British Thomson-Houston Co. & Е. W. Carter. April 21st. 
ee CONMUTATORS FOR DyNAMO-ELECTRIC. Macinnes. W. S. Pyrah. April 
23га. 

10.410. Exectric Савинз. R. R. Stell. April 28th. 

10.532. ALTERNATING CURRENT TRACK SioNaLLING. В. Н. Peter. April 28th. 

12.232. TrLEPHMONE CALL HRECoRDERS. D. J. McGauran. May sth. gu's 
22nd, 1913.) 

12,573. GOVERNING MECHANISM FOR WATER-CAS. PLANT AND THE LIKE. Briti-h 
Thomson-Houston Co. May Wih. (General Electric Co.) 

14,000. PORTABLE Evectric Bartery Lames. M. Н. Goldstone. June 1lih. 

17.052. Mrans Fok SuprortinG ELECTRIC Lamps. M. J. D. Carter, О 
Maurice, & M. J. Railing. July 18th. 

24.004. VARIABLE. SPEED. [DYNAMO-LLECTRIC Macuixes. А. Н. Mideley & C. 
A. Vandorvell; December 24th. 


1915. 


676. Гіғсткіс Ако Lawes FoR KINEMATOGRAPHIC Projections. А. Lamit. 
January 15th. e 

1.672. ELECTROLYTIC APPARATUS FOR THE Ркоосстох or Ligue ror Гиан 
ING AND UTHER PURVOSES. А. Holliday & G. E. Ward, February and. 


T E Е 


ELECTRICAL REVIEW. 


MAY 28, 1915. 


No. 1,957. 


Яй VOL. LXXVII. 
ELECTRICAL REVIEW. 

Vol. 4L X XVII.) CONTENTS: May 98, 1915. [No. 1, 987. 
The Smithy Bridge Railway Collision ... 828 ds .. 749 

‘Lest we Forget 750 
Arbitration in Municipal Contracts : Architect : v. Engineer .. обе Ше 
Lead .. eee ee eee eee ecc eee [Ill 
i When in Rome 761 
Some Notes on Shunt Regulating Resistancas by Thomas 

Carter (из) ... 752 

The Pliotron in Wireless Telegraphy and Telephony ilu. de 753 
Notes from Canads... - eae vis "m 755 


Legal... l 
New Electrical Devices, Fittings and Plant (ius. өзө 756 
War Items e., oce TT eee eve eee T es 757 


Business Notes “ 758 

Main-Motor-Starting Switchgear used on Modern German 
Submarines (illus. ) 009 [III eee eee: 768 

Notes ese eee #96 eee eee [11] Ё #06 eee 764 


Notes eee eee eee eee eee [IA] , 000 #90 767 
. and Shares. ooo coe ooe өөө 000 „% 771 


Share List of Electrical Companies ase eco es 778 
Market Quotations eee [EJ [EE Jj eee 772 
A Motor Searchlight Plant llus.) ees es 778 
Single and Multiple Ground-Wire Antenne (Шы. ar es 778 
Rlectrio Power in India, A H. R. Speyer see es 774 
Load Factor, Output and бе by С. Ashmore Baker 
(illus) ese [II] eee eee [II] [ELI 775 
Cab Signalling eee ese oe eee 777 
Cable Shortage E eee e. 777 
Automatic Lift Accidents tlws.) . Е и * 777 
Automatic Electric Lifts ove be ьеж es 778 
Indian Notes 5 778 


The Power Supply of the Central Mining- Rand Mines "Group 779 


The Bombay Hydro-Electric Scheme aes 52% ». 780 
New Patents Applied for, 1915 ... * - dis e. 780 
Abstracts of Published Specifications  ... "D e. 780 
Oontractors' Column ese ecc * 


THE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. 
The Oldest Weekly Electrical Paper. Established 1872. 
TO DE OBTAINED BY ORDER FROM ANY NEWSAGENT IN TOWN OR COUNTRY, 


OFFIOE 1—4. LUDGATE HILL, LONDON, E. o. 


Telegraphic Address: " Aczzxzar, London.“ Code, A B d. 
Telephone Nos.: Holborn 983; Central 4426 (Editorial only). 


The “ Electrical Review is the recognised medi f the Electrical Trades. and h 
by far the Largest Circ ulation of any Electrical Industrial Paper in Great Britain. 


Nur Rates. — Per annum, postage inclusive, in Great Britain 
N Rit £1 88. 104, ($5.80). To all other countries, £1 10s. | 
FOREIGN AGENTS: 
ADELAIDE: Messrs. Atkinson & Co., | Мвівоовке: The Mining & Engi- 
Gresham Street. crs doo William Street; 
" ordon otch, Queen Street. 
; The’ Mining’ 133 Mil Ax: Fratelli Tréves. 
Engineering Review, Sla, Strand W D. Van Nostrand, 28, Park 
Arcade, Queen Street. Paris: Boyveau & Chevillet, 22, Rue 
Ваізвлхи: Gordon & Gotoh, Queen St. р Ја Banque. 
Сивізтоновон, N.Z.: Gordon ара | PERTH, W.A.: Gordon & Gotch, 
William Street. 
Gotch, Manchester Street. Rome: Loescher & Co., Corso 
Dunxpin, N Z.: Gordon & Gotch, Umberto 1° 307 
Princes Street. SvpNEv: The Mining & Engineering 
Jousmmneasons, Carzrown, Bora. | Review, 278, George Street; Gordon 
FONTEIN, URBAN, Port Burza- Toronto, ONT. : Wm. Dawson & Sons, 
BETH, &c.: Central News Agency, | 


Ltd. Ltd., Manning Chambers ; Gordon 
and Gotch, 132, Bay Street. 
La de ДИВ : WELLINGTON, N.Z. Gordon & Gotch, 
Cimitiere Str Cuba Street. 
Cheques and VAN Orders (on Chief Office, London) to be made payable to 


LECTRICAL REVIEW, and crossed ‘‘London City and Midland Bank, 
Newgate Street Branch.” 


THE UNIVERSAL ELECTRICAL DIRECTORY 


1915 EDITION 


‘NOW READY. 


H. ALABASTER, GATEHOUSE & CO., 
4, Ludgate Hill, London, E.C 


Gordon & Gotch, 


SMITHY BRIDGE RAILWAY | 
COLLISION. 


THE 


Tux report of Lieut.-Colonel Druitt on the collision on the 
Lancashire and Yorkshire Railway at Smithy Bridge 
on March 18th shows that, whilst the accident was 
generally similar to that at Ilford on January 1st, it yet had 
some features in which it differed from the earlier 
occurrence. The collision was, fortunately, not attended 
by so great a loss of life as that at Ilford, but one of those 
killed was the driver of the express, who seems to have been 
responsible for the disaster. 

The collision took place during a snowstorm, as to the 
intensity of which, and the necessity for change of pro- 
cedure in signalling operations, there seems at the time to 
have been some diversity of opinion amongst those engaged 
in working the traffic. The evidence given at the inquiry 
covers the working over four block sections and some of 


‚ the operations at another, and clearly brings out several 


interesting points — not necessarily for the first time. 
The train which was run into was &n empty stock trein, 


. which had been standing at Smithy Bridge East bor 


for over twenty minutes at the time of the collision. The 
fireman had complied with the regulation which required 
him to proceed to the signal box. The driver and fireman 
of this train both said they had difficulty in seeing the 
signals when approaching the point at which the train 
ultimately stopped. The light.of one. signal could not be 
seen on account of the spectacle being blocked with snow, 
and that signal was treated as at danger. Much of the 
difficulty in seeing the signals was due to the engine cab 
windows being covered with snow, which necessitated look- 
ing outside the cab to see the signals. 

The first evidence with regard to the express, in the order 
of the progress of the train, is that of the guard in charge, 
who stated that he noticed the outer distant signal for 
Sammit West was off when he passedit. The signalman at 
Summit West box said there was some delay in accepting the 
train by Littleborough Station, and that the express passed 
his box before he could remove his hand from the lever - 
operating the outer distant signal. He was of the opinion 
from the speed at which the train was travelling that it 
would have passed all his signals at danger, had he not 
lowered them immediately before the train passed them. 
This signalman also stated that the windows of his box on 
the side from which the train was approaching were covered 
with snow. The outer distant, however, is some distance 
inside the tunnel and not, therefore, affected by the snow. 

The fireman of the express stated that he saw the home 
signal for this box, and that it was off. 

The signalman at Littleborough Station stated that the 
express passed through the section controlled by this box 


with the signals all off, but that he noticed that the dis- 


tant signals for the box in advance (Littleborough West) 
were at danger, and he was so impressed by the speed of the 
train that he called the attention of the signalman in advance, 
and told him he thought the express was going to run past 
the latter’s stop signals, | 
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The fireman of the express stated that he advised the 
driver that the Littleborough Station distant was off, and 
. the driver answered: ‘ Right.” 

The express did pass the stop signals at danger at Little- 
borough West, and continued into the next section. The 
signalman at that box had a special lever for placing a 
detonator on the line run over by the express, but did not 
use it. He admitted that it ** would have been better " if 
he had placed the detonator on the line when the section 
ahead was blocked, and if he had used ** fog block,” it would 
have added to the safety of the working. 

The next direct evidence is again that of the fireman, who 
said: I.. . . had just finished firing when my mate shut 
the regulator and applied the brake, but did not say any- 
thing to me." ** My driver appeared to be all right and had 
not shown any signs of illness. I think he was looking out 
over the side of the cab before the collision occurred. . . . 
The windows of the cab were snowed over, and when I 
observed the signals І was looking outside the cab.” 

Here we have a number of conditions contributing to the 
accident, and some of them in more ways than one. A 
snowstorm of some magnitude blocks the line with traffic 
between certain places. A train is held up at a place already 
so choked with: traffic that it is impossible to get the train 
off the main line. Some of the signalmen fail to realise all 
the conditions, and do not bring into operation the modi- 
fications of block working which are intended to meet the 
conditions set up by the snowstorm, and one of them fails, 
although specially warned, to actuate emergency mechanism, 
provided to deal with overrunning. The driver of the train 
following that which has been brought to a stand overruns 
all the signals in one section and the non-stop signals 
of the section occupied by the standing train, with the 
known results. 

Three points seem to stand out clearly from this short 
recital of the circumstances in the order of their occurrence. 
The first is that the value of any apparatus provided for 
manual operation in cases of emergency depends entirely 
upon the readiness with which the circumstances are grasped 
by the operator. The second is that it seems undesirable 
to leave the initiative for bringing modifications of opera- 
tion into use in the hands of those whose instructions for 
the purpose are dependent upon their local conditions. The 
third is the necessity for further information being afforded 
to the driver under such conditions as obtained in this case. 

The first point relates to the emergency detonator placer 
at Littleborough West, which is said to be one of a large 
number installed. In this case infrequency of use had 
apparently a good deal to do with the failure to operate it 
when such operation would have been of peculiar value. 
The second point refers to the conditions under which signal- 
men are to commence fog-block working and to call out fog- 
signalmen. Fog signalmen are called out when the signal- 
man cannot see, or has difficulty in seeing, some 
designated “object” in his neighbourhood from his box. 
The degree of clearness with which the signalman can 
see his object, and upon which he must decide upon 
the need for fog-signalmen, is obviously a matter personal 
to individual signalmen, and is governed, moreover, by local 
conditions. But this measure of visibility tells the 
signalman nothing with regard to the effects of the storm 
on the driver of an approaching train, such as the covering 
of the engine-cab windows, as in this case, nor does it tell 
him anything with regard to the obscuring of the lights 
of signals on the indicating side of those signals which lie in 
the direction from which trains approach his box. After all, 
it is the effects in so far as they relate to the driver that 
count. 

On the third point it seems hardly necessary to enlarge. 
There are fes who at this date will not concede that the 
driver's duties are of too onerous a character under such 
conditions, without means of ascertaining the positions of 
Bignals in addition to that of direct vision. The evidence 
of the driver and fireman of the stock train and that of the 
fireman of the express shows clearly the difficulties experi- 
enced in sighting the signals. The evidence goes to show 
that the express driver’s condition was normal. What 


caused him to pay no observance to the signals exhibited in 
the comparatively short ran necessary to bring about the 
collision will never be known, but the lesson—one of many 
of the same class—is clear. ; 

Colonel Druitt concludes the report in much the same 
terms as Colonel von Donop concluded the report on the 
Ilford collision. Both would seem to be content with “ an 
unmistakable warning as to the position of the distant 
signal.” ^ Both refer to other railway companies (not by 
name) which have already made trials of devices designed 
for this purpose, and the further remarks are only diversified 
because the L. and Y. Co. have made experiments with 


more than one kind for warning drivers when passing dis- 


tant signals," and the Great Eastern have not. One is led 
to infer from the almost identical phrasing of the conclud- 
ing paragraphs of the two reports that the Inspectors have 
come to an agreement with regard to the requirements. But 
surely the paragraphs quoted do not represent all that the 
Inspectors consider necessary ? 


Ра 


THE frightful disaster which took place 
near Carlisle on Saturday last, far 
surpassing in magnitude and horror any 
railway accident previously recorded in Earope or America, 
has sent a thrill of grief and dismay throughout the nation. 
The saddest feature of the accident is the fact that not only 
its appalling accompaniments, bnt also its very occurrence 
might have been prevented. The use of electric signals 
giving warning to the driver of the troop train of the 
presence of the local train on the up line would have 
enabled him to stop in time, and as our pages have fully 
shown, the only question is not whether there is a practical 
system of track-circuiting available, but which of the various 
systems extant is the best. As for the burning of the 
trains, there is only too much reason to believe that it was 
due to the use of gas on two at least of the three trains that 
were involved. We almost despair of arousing the British 
public to the realisation of the dangers of this practice. 
We have constantly dwelt upon the terrible risk incurred 
by it, though abused by the organs of the gas industry and 
mocked at by our electrical contemporaries, and we have urged 
that the bitter lessons taught us from time to time should 
not be forgotten, but should be taken to heart and acted 
upon. Unfortunately the public has a short memory, and 
after a few days’ agitation takes up some other sensation. 
We fear that the war news will occupy its mind to the 
exclusion of all else, and that the railway authorities will be 
permitted as usual to ignore the teachings of the past. 


66 Lest we 
Forget.“ 


THE Melbourne City Council recently 
Arbitration in discussed а motion in which it was 


ора, suggested that the arbitration clauses 
Intranets? Contained in the conditions of contract 
Architect v. А : : 

Engineer. framed by the Royal Victorian Institute 


of Architects should be inserted in all 
contracts to be entered into by the Council to which such 
clauses would apply. The notice of motion rightly brought 
а communication from the Victorian Institute of Engineers 
pointing out several important things. First, it was asserted 
that by far the greater proportion of the Council's contracts 
related to matters of civil, mechanical, and electrical 
engineering. Next, that a large proportion of the items 
of building contracta also related to engineering issues in 
respect of steel and reinforced concrete construction. 
Lastly, and by no means least important, it was remarked 
that the conditions of contract of the Royal Victorian 
Institute of Architects required that arbitrators should 
be members of that Institute. The engineering pro- 
fession not unnaturally protested against any attempt 
to prevent its members from acting in a capacity in which 
it had previously been recognised that they were fully entitled 
to act.  Objection was with equal justice raised on the 
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ground that the motion, if passed, would make no pro- 
vision whatever for arbitration in respect of a large class of 
work concerning which engineers alone were competent to 
act. In the course of the City Council discussion it tran- 
spired that the Master Builders“ Association had resolved 
not to tender for any of the Council’s contracts unless there 
was an independent arbitrator to appeal to, and the sugges- 
tion referred to in the motion was based on the belief that 
members of the Institute of Architects had had the largest 
experience of arbitration matters. That an independent 
arbitrator should be appointed is altogether’ the correct 
thing—we have advocated it in season and out of season for 
many years—but to imagine that because an architect is a 
member of a certain Institute he is therefore fally qualified 
to arbitrate upon more or less extensive engineering opera- 
tions is, from the engineering point of view at any rate, 
little short of ludicrous. We should more readily regard 
a highly qnalified professional engineer as being by training 
and experience fitted to arbitrate in regard to the contracts 
concerning which the architect had been acting. However, 
the original proposal appears to have been brought forward 
with the most innocent of motives, under pressure of the 
Builders’ Association, as competitive tenders could not be 
obtained without independent arbitration being secured, and 
the points advanced by the Victorian Institute of Engineers 
had seemingly not been foreseen. The upshot of the 
matter was the withdrawal of the original motion and the 
substitution of an amendment which would avoid the prin- 
ciple proposed being applied to every department. dealing 
with contracts. The amendment which was to con- 
tented itself with requesting the Legislative Committee of 
the Council to revise the conditions of contract, with the 
special object of providing for an arbitration clause. 
There the matter ends for the present, but the incident 
shows how necessary it is for engineering organisations to 
be on the alert, watching for opportunities to safeguard 
the interests of their members, and how timely interventions 


to that end may be successful in preventing undigested and 


misunderstood propositions from being adopted which, if 
permitted to pass, could only lead to a state of things most 
unsatisfactory for engineering contractors, and derogatory 
to the best interests of professional engineers, 


THERE have been heavy arrivals of lead 


during recent weeks, the total imports 


during April being 23,400 tons, making a total of about 


81,000 tons compared with about 77,000 tons last year. 
There has been a large increase from Spain, nearly 5,000 
tons, while the United States is 9,600 tons up, bat the 
imports from Australia show a decrease of about 6,000 tons, 
and those from other countries of about 4,000 tons. Con- 
. Sumers іп England, at all events, do not care much about 
American lead, and there have been а considerable number 
of complaints regarding some of the metal which has been 
delivered on the London market. It is generally com- 
plained that the metal does not roll well, and is not 
sufficiently pure to please the corroders, hence the general 


dissatisfaction which has been voiced in connection with 
deliveries of lead designed for use in these particular . 
This has accounted for an increased demand 
for Spanish and Australian brands, and as much as 108. a 


directions. 


ton premium has been paid for some of these during the 
past week or go, 

There has been a moderate inquiry experienced in all 
directions, but the general consuming trade is admittedly 
rather quiet. There is still considerable faith felt in the 
. development of large demands for the Allies, but, so far, 
they have not reached an important level just lately, though 
it is thought the indications point to an improvement before 
long. America has rather been holding back from the 
market lately, in consequence, no doubt, of the fall in prices 
which has been sustained, but an advance in London would, 
no doubt, induce sellers to come forward with much more 
freedom. 

There will probably be no material increase in the world’s 
prodaction of lead in the near future, and if this proves to 
be the case, demands may be fally able to take care of the 


supplies. Many people, indeed, think it possible that the 
whole of the available material may be swept up by con- 
sumers before long, and if this should be the case, an advance 
in prices would be inevitable. 


WE suppose there are few words of 
foreign trade counsel that have been 80 
frequently reiterated in the ears of the 


€ When in 
Rome —.? 


. British manufacturer as those which urge the necessity for 


studying the peculiar characteristics of markets in which 
our foreign competitors have been successfal, and we have 
not. Sometimes it has seemed to be little short of a heinous 
offence to dare to say such things. Yet that such advice 
has not been proffered without abundant justification is being 
proved in many directions in these days of war. It is true 
that most of our engineering factories are engaged to the 
extent of a considerable percentage of their productive 
capacity upon war requirements, but it is equally true, 
as the Changellor of the Exchequer has so recently told 
us, that it is of vital financial importance to the nation that 
we maintain our exporting activities. The great volame of 
our trade must be kept flowing as far as labour and trans- 
port and shipping facilities will permit. The amount of 
business actually available is large, and it is to be hoped 
that we shall be able to cope with it notwithstanding 
the increasing culls for recruits for the fighting line. But 
the fact that there is business doing does not allow us to 
shut our eyes to the need for preparations for the futare. 
We have said so much on this matter that we hardly like 
to touch it again so soon, but it is imperative that we should 
give heed to these oft-repeated words of counsel, which 
are now being used by those who are anxious to do 
business with us. We have secured for ourselves an 
unenviable reputation in too many countries for assuming 
a high and mighty independent attitude toward those 
with whom we affect to desire to open business connections. 
We are pre to offer for sale the things tbat we make but 
are cha with being too ready to turn down requests for 
articles that are out of our usual run of manufactures—things 
‘that in many cases might well be made in British factories. 
We believe that that habit is changing, and that it will 
have to undergo further development in the coming days. 
Bat for some markets, perhaps, that take it or leave it 
attitude " has not been so serious an obstacle to our success 
as our failure to understand the people with whom we 
desire to trade, and their systems of doing business. 

In Russia, we read, British trading authorities have 
been dwelling upon the necessity for our traders adapting 
themselves to the system of credit that obtains there. This 
is, of course, not a new point, but it is one of prime 
importance. 

One of these authorities says that English people have 
not hesitated to confess their ignorance of the Russian sys- 
tem, and to admit that in that ignorance lay the reason of 
their inability to comply with many of the requirements of 
Russian commercial men. Long credit and easy credit are 
stated to ba essential, and German firms have noted that 
circumstance, and by meeting the position strengthened 
their hold. The Teutons had a whole army of commis 
voyageurs who captured hosts of clients by studying the 
customs of Russian tradera and conforming with the credit 
system." М. Timiriazeff, whose name is quite familiar 
to our trade readers, says (Financial Times): “I am cer- 
tainly not one who states that all is good in our Russian 
methods, but still I must say that the most dangerous 
competitors of Great Britain, the Germans, always under- 
stood how to adapt themselves to existing conditions, and as a 
consequence they got together an important trade.” We 
have frequently shown how German firms have practically 
flooded with commercial travellers, efficiently trained and 
capable men, markets which we have left to the care of a 
handful of men. It is easy to see that our rivals have been 
better able to meet the requirements of markets when their 
numerous representatives have so thoroughly studied the 
people, their systems and their general conditions. The 
warning may be familiar, but it is none the less necessary 
and none the less timely on that account. 
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SOME NOTES ON SHUNT REGULATING 
| RESISTANCES. 


By THOMAS CARTER. 


(Continued from page 717.) 


II. Regulators with Protective Resistances.—These are 
used ‘probably less frequently than potentiometer regulators, 
but they are equally interesting from a theoretical point of 
view, and are capable of a similar general treatment in 
terms of /s and multiples of s. 

The standard connections of а regulator of this type are 
shown in fig. 3. 


+ - 


—.— E Volts —.— 
—— oh ns . 
ih A 


- X ohms „ 


Fra. 3. 


The exciting voltage, k, has across it the field winding, 
Whose resistance is s, ia series with a loop consisting of the 
protective resistance, ms, in parallel with z, which is part 
of the regulator, n s. 

The total resistance between terminals is— 

ep amigas. 
ms+qns 
= s.gni(m+qn).(m + 1 + myn). | 

The total current in the circuit, wbich is the current in s, 

4.6., the field current, is 
Ejs. (m + qn)ign.1f(m + 1 + туп). 

The current in z is msi(ms + z) = т[(т + фп) of 
the total current, and the current in ms is zi(m s + 7) 
= qn] (m + 9 n) of the total, so that — 


кот "M is the current in г, 
8 qn m+il+miqn 
and 1 ів the current in m s. 


8 m +1 + myyn 

A tabular statement can now be made as follows, showing 

‘the varying values of the currents in the three parts of the 

circuit, with m and n as yet indeterminate, for values of z 
from zero to n s, t.e., for values of 1 from zero to unity. 


Current i inma A 
auii protects resistance) | 


. — — — 


Current in z (regulator). 


0 0 | Efx 
In Fe. Im IT/) Rje. m/ In 1 mi ln)’ Ejs. (m+n) 
2 мк . MOn E 1-Em['2n) Ejs. m[24(m +14 m['2n) Els. (m+'2n) 
3 пх Ele. /n I/ Ejs. m[3n(m - l+ m[ 30) | Efe. 
Anri Fx. %% m IT) Els . ml'An(m t 1--m[ 45) | Ejs. 
ns | к/к. Y(m-- 1 min) rn. ml'5n(m-- 14 m[ 5») B Ех 
6 n Eh / 5 zn) Efa. m['6u(m-F 1-4 n[ 6n) | Ej 
Tns vjs S 1+ т[7нһ) Ея. m| 1n( m -13-- m[ 20) | Ejs. (mt'7n 
"Вих | Eje. /m 1 mian), Els . m|'8n(m -1-- mf Bn) | Efe 
9 их E/ 15 +1+ т9л) Fee. m € 1-- m[ 9n) E. 
10 яг . In T IT m[n) . u 4 14 mja) E / 


This type of regulator, in contrast to the potentiometer 
type, which is capable of giving zero field current, is useful 
in cases where the ratio of maximum to minimum values of 
shunt current is not abnormally great. Let this ratio be p. 
The value of p clearly depends on exp?rimental data, and is 
not arbitrary. The values of » and л are, however, 
arbitrary, but they are connected with each other in a 
definite way, according to the value of p. For it is evident 
.from the last column of the table that — 


p=n(m + 14+ min) (m + n) 
=(mn+n+m) (m+n); 
or, р l mM. + п). 


— 3— — —ͤ—ñw— —— — 


Current in s = field current. 


Ef р 
TN +1+ %u) 
'2n(m -- 1-- т[2з) 
(Qn + 3i) 3262 +14 m[' 32) 
(m + 42) An(m -13-2- m[4n) 
‚ Он + BIO 5u(m +14 mjin) 
«(n + En) 6n(m t 14 /n) 
Tammi Tn) 
. Ст +`8[`8я(т+1-+ mf8n) 
(m+ 9) 9 Gu + 1+ m[ 9n) 
8 (n i| ит 4-134 mjn) 


This can be transformed into— 
{m—(p—1)} {n — (р — 1)) =(P- 1}, 
which is a rectangular hyperbola, with asymptotes m = p — 1 
and n = р — 1. 

Just as the value of n was the starting point for the 
potentiometer regulator curves, so the value of p is the 
starting point for the curves for regulators with protective 
resistances; and a set of curves for various values of p, 
with possibly one or two different pairs of connected 
valaes of m and n for the same value of p, if found useful, 
may be drawn. Fig. 4 shows the curve connecting m and n 


FId. 4. 


for the value p = 2. The whole curve is drawn, including 
negative values, which are not usable for the present pur - 
pose, but are given to show the fall shape of the curve. 
The asymptotes аге m = 1 and n = 1, and the oniy part 
of the curve practically useful is the part close to the right 
of the vertical asymptote with values of m just over 1-0, 
and fairly high values of n. In other curves, the practically 
interesting part would be where m is just greater than 
p — 1, whatever be the value of p. The reason for making 
т just greater than р — 1 is to make it fulfil the condition 
that should the regulator become damaged, and its circuit 
be broken, the protective resistance will not reduce the field 
current much below its normal minimnm value. The pro- 
tective resistancé is alone in series with the field winding 
under such circumstances, and if m is nearly equal to p — 1. 


T 
222 
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the resistance between terminals becomes very nearly 
(р —1)s + 8 = рх, во that the field current is just 
under its usual minimum value, and there is no danger of 
an abnormal reduction of volts in a ids or increase of 
speed in a motor. 

For the present case, (m — 1) (п — 1) = 1. or 
mn -—m-—nzo,orn = n — 1): 
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ie if m = 1:00 —1:02 — 1:04 — 1:06 — 108 — 1°10, 
— 51 — 26 — 17:7 — 185 — 11°0. 


Choose the pair of values m = 1:1 and n = 11, and plot 
the curves shown in fig. 5, in which, as in Section I, 
ordinates represent currents in terms of & /s, and abscissx 
represent values of z for 7 = LT to q = 1:0. These curves 

are typical of the whole set which can be plotted for various 
values of p. Experience again will show the most suitable 
values of m and n for a given value of v; but the curves, 
once plotted, are of universal application, as has already 
been explained in the previous section. The  déter- 
mination of the current capacity and resistance of successive 
steps in the regulator is carried ont on а similar 
principle to that already described for potentiometer 
regulators. | 

The higher values of p will occur in the case of motors 
with large speed ranges, and particularly in those with an 
appreciable amount of series winding on the field in addition 
to the shunt winding, it being necessary in certain cases to 
use compound-wound motors with a speed range of fairly 
large amount. After а certain value of р is reached, 
depending on the energy to be dealt with in the regulator, 
and other practical considerations, it becomes no longer 
suitable to use a regulator of this type or the ordinary type, 


n = o 


A, anode ; G, grid; C, cathode; F, frame. 
FIG. 1.—PLIOTRON (AMPLIFIER). 


and it is necessary to go over to the potentiometer ty 
already described. No general rule is available for the 
correct point of change-over: experience, again, is the 
only guide. 

If, as is indicated in the earlier article already referred 
to, the protective resistance has to be used for shunt regu- 
lation as an ordinary series type regulator in case of 
emergency, should the regulator become broken, the current 
it carries will be the whole field current, aa there explained. 
The curve of field current in this case is quite different 
from the curve indicating normal conditions. 
is shown by a full line curve in fig. 5, plotted, as are the 
other two full-line curves, against the lower scale of 
z =- 0 — 1'0 ns. The field current curve, and therefore 
also the curve of current in ms for the abnormal condition, 
is shown by a dotted line, and is plotted against the upper 
scale of z = 0 — 1:0 ms, indicating the variation in 
current as more or less of m з із cut out in the special case 
under consideration. If, then, the protective resistance has 
to fulfil this emergency function, it must have a capacity 

ual to the dotted curve in its various sections, according 
to the way in which these can be temporarily short-circuited, 
and not merely equal to the maximum value indicated in 
the full-line curve. This shows the actual amount of the 
increase in size indicated in the earlier article. The dotted 
curve also clearly shows by how small an amount the 
minimum shunt current is reduced should the regulator be 
out of. action, 


(To be concluded.) 


Fig. 2.—PLIOTRON (CONTROLLER). = 


The latter 


THE PLIOTRON IN WIRELESS 
TELEGRAPHY AND TELEPHONY. 


A further application of the thermionic current by the 
Research Laboratory of the General Electric Co., U.S.A., is 
described in the current issue of the General Electric Review, 
by Dr. Irving Langmuir, who, we believe, has conducted the 
researches on this subject. | 


After outlining the history and fundamental principles of 
the emission of electrons from heated metals in vacuo, and 
briefly describing the kenotron (see Exec. Rev., May 7th, 
1915), the author states that in a pure electron discharge, as 
the temperature of the filament ie raised, a point is always 
reached where the current becomes limited by the space 
charge between the electrodes. Under these conditions, only 
з small fraction of the electrons escaping from the cathode 
reach the anode, whereas the majority of them are repelled 
by the electrons in the space, and therefore return to and are 
absorbed by the cathode. From this viewpoint it is evident 
that if а negatively charged body is brought into the space 
between the anode and cathode, the number of electrons 
which then return to the cathode will increase, so 
that the current to the anode will decrease. | 
hand, if a positively charged body is brought near the cathode, 
it will largely neutralise the negative charges on the electrons 
in the space and will therefore allow a larger current to flow 
from the cathode. In this way it is possible to control the 
current flowing between the anode and cathode by an electro- 


1 
6rid Potential 
Кто. 3. 


static potential on any body placed in proximity to the two- 
electrodes. This controlling effect may be best attained by 
having this controlling member in the form of a fine wire 
mesh, or grid, placed between the electrodes. | 

The term ‘‘Pliotron’’ has been adopted to designate a 
kenotron in which a third electrode has been added for the 
purpose of controlling the current flowing between the anode: 
and cathode. This word is derived from the Greek pleion 
signifying ''more." А Pliotron is thus an instrument for 
giving more" or an amplifier. 

The three elements, hot filament cathode, grid, and anode,. 
are, of course, similar to the elements of the De Forest 
audion. However, the operation of the audion is in many 
ways quite different from that of the pure electron device 
operating in the way described above, . 

In the audion, as well as in the Lieben-Reisz relay, the 
amplifying action appears to be largely dependent upon gas 
ionisation, even when the device operates well below the 
point at which blue glow occurs. The action is probabl 
somewhat as follows: there is normally present a small 
amount of gas ionisation, due to the passage of the electrons 
between cathode and anode. The presence of the positive 
ions partly neutralises the space charge which limits the cur- 
rent flowing between the electrodes. If a small tive 


®potential is applied to the grid, the velocity of the electrons 


passing by it is somewhat increased, and they therefore 
' produce more ions in the gas. Besides this, as the potential 
on the grid is increased, the number of electrons passing the 
grid is increased, and this again tends to increase the amount 
of ionisation. A very slight increase in the amount of ionisa- 
tion brought about in this way very greatly reduces the 
space charge, and therefore largely increases the current that 
can flow between the electrodes. Thus, with a given con- 
struction of grid, filament, and plate, the relaying action may 
be very greatly increased beyond that which would occur if 
no gas were present. The amount of gas ionisation which is 
necessary, in order to eliminate practically completely the 
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effects of space charge, із often much too small to produce a 
visible glow in the gaa. 

If too much gas is present, or if the potential on the plate 
or the current flowing to the plate is too large, then the 
amount of positive ionisation may reach such values as almost 
entirely to neutralise the space charge and thus allow a large 
current to flow. Under these conditions, the ne acum 
of the audion is lost. This is the case, for example, when the 
audion gives a blue glow. In the border land between these 
two conditions, there is a region of instability in which the 


CURRENT TO PLATE (MILLIAMPERLS) 
^00 /30 __ 400 29 


J9 
. 


POTENTIAL OW 6/0 (VOLTS) 


sensitiveness of the audion may be enormously et but it 
ia usually not found very practicable to operate the device in 
this region, because of the difficulties in maintaining adjust- 
ment, for any lack of adjustment may cause the audion to 
go over into a condition of blue glow. 

The audion ie often used with a condenser in series with 
the grid. Under these conditions, the audion requires the 
presence of a certain amount of gas ionisation eo that the 

itive ions formed may prevent the accumulation of too 


arge a ише potential оп the grid. With the pliotron, 
owing to the absence of tive ions, if it is desired to use 
& condenser in series with the grid, this condenser must be 


shunted by a high resistance, and often a source of potential 
must be placed in series with the high resistance, in order to 
supply positive electricity to the grid as rapidly as this tends 
to be taken up from the electrons given olf by the filament. 

In the construction of pliotrons, it has been found desir- 
able to make the wires constituting the grid of as small croes- 
section as poesible. In this way, even when a positive poten- 
tial is applied to the grid, the current that flows to the grid 
may be made extremely small. The use of very fine wire is 
made possible by using & frame of glass, metal or other suit- 
able material, to support the grid. Thus, in figs. 1 and 2 
the filament is mounted in the centre of a frame made of 
glass rode, on which the fine grid wire is wound by means 
of a lathe. The grid may thus consist of tungeten wires of a 
diameter as small as 0.01 mm., and these may be spaced as 
close as 100 turns per centimetre, or even more. 

In figs. 1 and 2 are shown two types of pliotron. Fig. 1 
shows a plictron such as is used for amplifying radio-signals 
ia а receiving station. Fig. 2 shows a large pliotron which 


may be used for controlling as much as 1 Kw. for radio- 
күре : 
e characteristics of the pliotron depend upon the length 


of filament used, the distance between filament and grid, the 
spacing between the grid wires, the diameter of the grid 
wires, distance between grid and anode, and the eize and 
shape of the anode. The important elements in the charac- 
teristics of a pliotron are, first, the relation between the 
current flowing between anode and cathode as a function of 
the potential on the anode and of that on the grid; second 
the current flowing to the grid, as a function of the potential 
of the grid and the potential of the anode. 

Fig. 3 gives the characteristics of a small pliotron such as 
that shown in fig. 1. Curve A gives the current flowing to 
the anode for different grid potentials, while the potential 
of the anode is maintained constant at 220 volts. Curve G 
gives the current flowing to the grid under the same condi- 
tions. For different anode potentials, these curves are shifted 
сови by amounts proportional to the change in anode 
potential. 

Fig. 4 gives similar characteristics for a large pliotron like 
that shown in fig. 2. In this case, the anode potential маф 
8,500 volts. 

By using a fine gnd, the current to the anode can be 
stopped entirely by even a very slight negative potential on 
the рпа. On the other hand, a rather low positive potential 
will then be sufficient to draw a large current to the anode. 
The amount of current taken by the grid would be only a 
very sinall fraction of that flowing to the anode, in case the 
diameter of the grid. wires 18 8mall compared to the distance 
between them. On the other hand, with a coarse grid—that 
is, а grid in which the spacing is large, a rather large nega- 
tive potential inay be necessary in order to stop the current 
П мапа to the anode. Similar results to those obtained by 
changing the spacing of the anode may be obtained by chang- 
ing the relative distances between the electrodes. 


By using a fairly coaree grid, consisting of fine wire, it is 
possible to obtain a control of the current to the anode, 
always using & negative potential on the grid. Under these 
conditions, since there are no positive ions present, no current 
flows to the grid, except that necessary to charge it electro- 
statically to the required potential. It thus becomes possible 
to control very large amounts of energy in the anode circuit, 
by means of extremely minute quantities of energy in the 
grid circuit. 

There does not seem to be any upper limit to the voltages 
that may be used in the pliotrons. ith voltages over 30,000 
it із often necessary to space the electrodes further a and 
to use heavier wires for the grid, in order to uce the 
danger of breakage of the parts by the large electrostatic 
forces which then occur. 

The оо де ө {Ын capacity of the шоно is limited 
only by the size of cathodes that it is found convenient to use 
and by the voltage available. Large currents cannot be 
readily obtained with low том because of the space charge 
effects described previously. ith voltages above 500 volts, 
however, it is found practicable to use currents of 300 or 400 
milliamperes for a pliotron of the shown in fig. 2. With 
high potentials, there is no difficulty in using currents, as 
large as this, provided the energy is consumed in some device 
in series with the pliotron. On the other hand, if the full 
voltage is applied to the anode while the current is flowing 
to the anode, the energy liberated in the form of heat may be 
so great as to volatilise the anode or cause it to radiate so 
much heat that the glass parts of the apparatus are softened. 
In a pliotron with a 5-in. bulb the amount of energy that 
may be so consumed within the pliotron is about 1 KW. Still 
larger amounts of power may be dissipated if the bulb is 
immersed in oil and if the grid frame is made of quartz, or 
other heat-resieting material. 

It is evident from the characteristics of the pliotron that 
any number of these devices may be placed in parallel, and 
that in this way very large amounte of power may be 
controlled. | 

Pliotron as Wireless Detector.—If the antenna of a receiv- 
ing set is coupled ae to the grid of a pliotron and a 
telephone regeiver is pla in series with the anode, signals 
may be readily detected, but the results obtained in this way 
are usually very poor. Under these conditions, the sensi- 
tiveness of the arrangement is proportional to the curvature 
of the curve A, fig. 3 (or, more accurately, proportional to the 
second derivative of the anode current with r t to the 
grid potential). This curvature may be somewhat increased 
by applying a negative potential to the grid, but even under 
these conditions the sensitiveness of the arrangement is 
usually not very high. : | 

If it is attempted to use a condenser in series with the Ms 
and thus use the pliotron in the way that the audion is often 
used, it is found necessary to shunt the condenser with a 
resistance and often place a battery of a few volts in series 
with the resistance, in order to prevent a large negative charge 
from accumulating on the grid. 

It has been found, however, by W. C. White, that a very 
minute trace of certain gases may very greatly increase the . 
sensitiveness of this device as a detector. For example, by 
placing within the bulb a small quantity of an amalgam of 
mercury and eilver, the characteristics of the tube ehow a 
kink, as indicated in fig. 5. With a detector of this sort, if 
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the grid potential is adjusted so that its average value is 
approximately that at which the kink occurs, there is a very 
marked increase in eensitiveness. This is due to the fact 
that under these conditions either an increase or a decrease 
in the grid potential causes a decrease in the anode current. 
The sensitiveness of this detector ia then very high. The 
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quantities of mercury vapour necessary to give this effect are 
во low that anode voltages of 200 or more may be used with- 
out any indication of glow discharge. 

Pliotron as Amplifier.—The value of a pliotron as an ampli- 
fier is dependent primarily upon the slope of the curve between 
anode current and grid potential; for example, curve A, fig. 8. 
A second factor of importance is the magnitude of the current 
taken by the grid. In order to get the greatest amplifying 
effect it 1s desirable to have this current as low as possible. 


In a pliotron of the type shown in fig. 1, the current to the 


anode increases at the rate of about 1 milliampere per volt 
change in the grid potential. 

By using larger anode potentials, the slope of the curve 
can be made very much greater, since it becomes possible to 
use grids of finer mesh. For example, in fig. 4 it is seen 
that the slope of the curve corresponds to two milliamperes 
increase in anode current per volt change in grid potential. 

It has been found that there is no sluggishness in the 
eharacterietics of the pliotron, even at the highest frequencies. 

By connecting the pliotron as amplifier, as shown in fig. 6, 
the high-frequency currents received from the grid may be 
amplified from one hundred to six hundredfold. In this 
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arrangement, it is the high frequency or radio-frequency that 
is amplified, and not the audio-frequency. This amplification 
of the radio-frequency possesses the marked advantage that 
the detector circuit may be tuned to the same frequency as 
the amplifier circuit, and in this way a very marked increase 
in selectivity is obtained. In fact, it has been shown by Mr. 
Alexanderson that the resonance curve of an outfit consisting 
of amplifier and detector, both tuned to the radio-frequency 
as shown in fig. 6, may be obtained from the resonance curve 
for the detector alone, by squaring the ordinates. Бог example 
if with a single detector, the signals from one station (Aj 
are received one hundred times as strong as those from an- 
other station (B), then, with the above arrangement with 
the amplifier, the signals from A will be received one hundred 
iimes squared, or ten thousand times as strong as those from 
station B. If two amplifiers be used in this way, the signals 
from station A can be obtained one million times as strong as 
those from station B. 

In practice, this arrangement has been found to give a 
wonderfully high degree of selectivity. 

Of course, a pliotron may also be used for amplifying the 
audio-frequency, coupling the circuits together by means of 
an iron core transformer. A single pliotron, under these 
conditions, gives an amplification of current of eeveral 
hundred-fold, when voltages of from one to two hundred 
volts are used on the anode. 

` Pliotron as Oscillator.—By placing inductance and capacity 
in the grid and plate circuits and coupling these two circuits 
together, it is possible to use the pliotron as a source of con- 
tinuous oscillations. Small pliotrons of the type shown in 
fig. 1 may produce oscillations up to a few watts, and these 
may be used in a receiving station, according to the Hetero- 
dne principle, for receiving continuous oscillations. One 
ро may be used for both amplifying or detecting, and 
or producing oscillations. 
ith the larger pliotrons, using voltages of a few thousand 
volts, up to a kilowatt of high-frequency oscillations may 
readily be produced by a single tube. 

Use of the Pliotron in Radio-Telephony.—By means of a 
single large pliotron, it has been found possible to control 
about two xw. of energy in an antenna, by means of the 
currents obtained from an ordinary telephone transmitter. 
There are many arrangements by which this may be accom- 

lished. For example, a two-KW. Alexanderson alternator 

100,000 cycles) may be loosely coupled to the antenna and 
the anode of the рош тау be connected to a point оп the 
antenna where the potential is normally high. As long as 
the potential on the grid of the pliotron is strongly negative, 
no current flows to the pliotron and, therefore, the full energy 
is radiated by the antenna. If, however, the negative poten- 
tial on the grid is decreased, a sufficient current may 
drawn from the antenna to strongly damp the oscillations, 
and thus greatly decrease the energy radiated. With suffi- 
ciently high potential on the grid, practically the whole of 
the energy may be diverted from the antenna. 

It is thus possible to control the output of the antenna by 
varying the negative potential on the grid of the pliotron. 
Since the grid is always negative, no current flows between 
filament and grid, and therefore practically no energy is 
required to maintain the charge on the grid. In this way, 
therefore, by connecting the secondary of the transformer 
between the grid and filament, and placing the primary of 
the transformer in series with a telephone transmitter, 1t is 
possible, by means of the variations in the currents from the 


telephone transmitter, to obtain potentials on the grid of 
several hundred volts, and thus to control the output of the 
antenna. . 

Instead of using an arc or alternator as a source of high 
frequency current, the pliotron may also be used as generator 
of the oscillations. One pliotron may be used beth for pro- 
ducing the oscillations and for controlling the amplitude of 
the oscillations, in accordance with the sound waves acting 
on the telephone transmitter. It is usually preferable, how- 
ever, to use a large pliotron for producing the oscillations and 
to connect a small pliotron in the grid circuit of the large 
pliotron for controlling the output of the latter. 

With the above arrangement an extremely simple and 
efficient radio-telephone outfit can be made. Since the 
шопо for producing oscillations requires comparatively 

gh direct-current voltages, it has been found convenient to 
combine the pliotron oscillator with a kenotron rectifier. Two 
types of apparatus of this type have been in use a consider- 
able time. 

In the first outfit, which is а small outfit having a capacity 
of about 20 watts in the antenna, the source of power 1s the 
local city supply, which is 118 volts, 60-cycle alternating cur- 
rent. is 18 connected with the primary of a small trans- 
former, ane two secondary windings. One of the 
secondaries is designed to give about 5 volts, and furnishes 
tha current used for heating the filaments of the kenotrons 
and pliotrons. The other secondary of the transformer is 
wound to furnish a potential of about 800 volts. This is 
rectified by means of a kenotron, and serves to charge a con- 
denser of about six microfarads. In this way а source of 
high-voltage, direct current is obtained in a very simple 
manner. e plate of the pliotron oscillator is then connected 
to one of the terminals of the condenser, while the filament 
is connected to the other. The plate of the second pliotron 
is connected to the grid of the first, while the grid of the 
second is coupled by means of a second small transformer to 
the microphone circuit. With this outfit, both photrons may 
ра relatively small, and in order to obtain about 20 whtts in 
the antenna, it is found that the current drawn from the 
condenser is so small that the potential supplied by it does 
not vary sufficiently to be audible.in the signals sent out. 
The different parts of this apparatus may be made very com- 
pact, and no adjustments are found necessary in operating 
the system unless it is desired to change the wave length. 
In this case, it is only necessary to change the inductance or 


capacity. . 

In 80 second outfit, which is suitable for use up to 500 
watts or more, the high-voltage direct current is obtained 
from a emall 2,000-cycle generator. The current from this 
is transformed up to about 5,000 volts, rectified by kenotrons, 
and smoothed out by means of condensers. By the use of 
2,000-cycle alternating current instead of 60-cycle, it is pos- 
sible to store up large quantities of energy and thus obtain 
as much as a kilowatt or more of power in the form of direct 
current with condensers of moderate size. This high-voltage 
direct current is then used, as before, to operate a pliotron 
oscillator, the output of which is controlled by means of a 
small pliotron connected to the telephone transmitter. 

By means of this system of control the amount of energy 
in the telephone transmitter circuit need be no larger than ` 
those commonly used in standard telephone circuits. It has 
thus been found possible to connect up this radio-telephone 
outfit with the regular telephone lines, so that conversation 
may be carried out between two people, both of whom are 
connected with the radio-stations by means of the regular 
land lines. It has also been found possible to communicate: 
both ways over these lines. 


NOTES FROM CANADA. 
[FROM OUR SPECIAL CORRESPONDENT. ] 


Some time ago it was pointed out in the REview that the sign 
commonly used to denote cycles, viz., ~, is without а name, which, 
of course, is a very inconvenient state of affaire, To get over this 
difficulty, the writer would suggest the use of a ready-made Spanish 
word, “tilde,” which is the name ueed for the sign, of almost 
exactly similar shape, used over one of the letters of the Spanish 
alphabet, thus, ñ ; this name is not a hard опе to remember, and 
its pronunciation—teeldeh — presents no difficulty whatever. | 

Whether the B.E.A.M.A. has perused these “Notes” during the 
last year or two is not known, but it would appear that action is 
likely to be taken before long on the lines indicated more than once 
herein, namely, the establishment of branches in the Colonies, 
especially in Canada, so that the local representatives of British 
firms may combine together for their common good and secure 
recognition, and effect reforms of certain existing conditions where 
individual efforts are bound to be ineffective. 

The Dominion Government, through the Water Powers Branch 
of the Department of the Interior, has during the last few years 
been amassing information regarding water-power possibilitiee, 
which will prove very useful in the fature, as the records of 
rainfall, run-off, stream levele, watershed areas, and storage 
possibilities, &c., extend over a sufficient length of time to give 
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reliable maximum, minimum, and average figures. The following 
are two brief extracts showing the kind of information which is 
published by the Department from time to time :— 

1. Bridge River.—AÀ head of 2,000 ft. could be developed at 
Bridge River by driving a tunnel through the ridge separating it 
from Seton Lake, The water would be diverted into the tunnel 
from Bridge River and conveyed from the other portal by steel 
penstocks to the power-house situated on Seton Lake. A great 
amount of power could be developed here, but the cost of the 
tunnel would render a large initial development necessary.” 


2. Chehalis River.—The plan of development of this stream 
includes a storage and intake dam near the lower end of Chehalis 
Lake and a large concrete pipe line, some 10 miles in length, to 
an equalising reservoir near the mouth of the river. The pen- 
stocks would lead from the reservoir to the power-house, and 
would give a head of about 400 ft. Chehalis Lake would give 
splendid storage.” 


An immense amount of information in the form of tables of 
stream flow data, &3., is embodied in these reporte, as well as maps 
showing the location of the various water powers. 

The Electrical Development Co. at Niagara Falls, on the 
Canadian side, is the first company to have installed plant up to 
the maximum capacity of its available water power. There are 
now four generators of 13,000 H.P. each, and seven of 15,000 H.P., 
making a total of 157,000 H.P.; of this amount, 125,000 H.P. 
represents the available water power, and the remainder is 
spare plant. All the power is to be used in Toronto. 

Owing to the war, Toronto, which last year ordered large 
numbers of electricity meters from Germany, has this year 
arranged to buy British-made meters instead. Sic transit gloria 
Germanic. 


LEGAL. 


A WESTINGHOUSE EMPLOYE FINED. 


At Manchester on Thursday, May 20th, the British Westinghouse 
Electrical and Manufacturing Co., Ltd., Trafford Park, claimed 
£5 from Thomas Henry Hargreaves, a surface grinder in their 
employ, for unlawfully abeenting himself from work. 

Вів WM. CoBBETT, for the company, stated that his cliente had 
two surface-grinding machines, and defendant worked on one of 
them. The machines were used for putting a very fine finish on 
tools which were used for working upon shell fuses. The firm 
were under contract with the Government to supply munitions of 
war, and if one of the two surface grinders absented himself from 
his work it meant that 50 per cent. of the production of tools 
was stopped, the production of fuses for shells was impeded, and 
the company suffered substantial loss. The claim now brought 
was merely nominal; no attempt had been made to estimate the 
loss which had been sustained through defendant's action, but the 
magistrates would readily believe that it must have been substan- 
tial. Ordinarily the defendant worked 521 hours per week, and 
was paid £2 4s, but he and the other surface-grinder sometimes 
worked as long as 80 hours per week, when their earnings were 
very much more than the figure mentioned. Unfortunately Har- 
greaves would not attend regularly to his work, and he was afraid 
the cause was drink. On several occasions he had absented him- 
self, and had been warned, and the company had even taken him 
on е he was obviously not in a condition to do his best 
work. 

RoBERT W. вов, foreman in the tool department, said the 
tools were absolutely necessary for the making of munitions of 
war, and surface grinding was highly skilled work. For some 
months past the company had been working at the highest pressure 
they had experienced since the works were opened. Оп опе осса- 
sion when defendant returned to work after being abeent he 
admitted that his absence had been due to drink, and he expressed 
his regret and said he would try to bo teetotal. Later defendant 
was absent six days, with a consequent loss of 524 hours. On 
April 12th they had to search for him, and when he was eventually 
found he returned to his work in a state of collapee after a drink- 
ing bout. The present summons referred to defendant's absence 
from May 3rd to May 8th inclusive. 

The Bench ordered defendant to pay £4, and he was allowed a 
month to pey the money. 


GLASGOW TRAMWAY ACCIDENT CLAIMS. 


SEVERAL cases arising from tramway accidents are pending in the 
Court of Session against the Glasgow Corporation, In one case a 
Dennistoun man sues for 4500 damages for nal injuries. 
He was in the act of descending from one of the Corporation 
cars when, he saye, theoar was suddenly setin motion, and he was 
jerked off the platform. Fault is denied. In another case where a 
"violent jerk" is alleged as the cause of the injuries 
the Corporation pleads that the motorman brought the car to а 
standstill, preventing a collision. Yet another case in which a 
contractor sues for £500 is the sequel to a collision between a car 
and a lorry. The Corporation denies that the lorry was showing 
any lights, and esya that the accident was due to pursuer's 
negligenoe. 


Re W. T. GLOVER & Co., LTD. 


IN the Chancery Division on Friday last week Mr. Justice Astbury 
sanctioned the proposed extension of the objects of W. T. Glover 
and Co., Ltd., of Trafford Park, manufacturers of electrical cables, 
wires and apparatus. Mr. Peterson, K.C., said the company was & 
prosperous ome, and for the economical and convenient working of 
the existing objects as well as for the advantageous combination 
with other classes of business, it was proposed to acquire and work 
lead, copper and coal mines, and to smelt the ore and refine 
and treat the copper, lead and bitumen. The company also took 
power to sink wells and with other companies to construct 
bridges across the Bridgewater Canal for the purpose of the 
extension of ita works, 


— — —— — 


TRAFFIC AT TRAMWAY STOPPING PLACES. 


BAILIE BARRIE, at Glasgow Southern Police Court, heard the first 
of the prosecutions under the new city by-law for the regulation 
of vehicular traffic near tramway stopping stations, which came 
into operation on May lst, a taxi-cab driver being charged with 
having, at a point near a tramway stopping place, failed to draw 
up his cab before the roadway was clear of passengers entering or 
leaving a tramcar. In imposing a fine of one guinea, the magis- 
trate said that the practice of driving in among passengers 
boarding or leaving tramoars must be stopped. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


B.T.H. Automobile Accessories. 


Some interesting devices are described in а! recent list 
(No. 10,780) of the BRITISH THOoMSON-HousTON Oo., Lrp., Мазда 
House, 77, Upper Thames Street, E.C., in connection with the use 
of electricity on automobiles. We illustrate in figs. 1 and 2 a 


Ба. 1.—SwITCHBOARD CLOSED, 


switchboard with a single handle, which performs all the neces- 
sary operations by actuating the controller shown in fig. 2. The 
various positions of the switch are indicated at a small window in 
the aluminium oover (fig. 1). The switch is so arranged that mis- 
handling of the charging of the battery is impossible; whenever 
the head lights are put on, the charging switch is automatically 
closed ; only the side and tail lamps can be used without charging, 
thus avoiding any overload on the battery. Ampere and volt- 
meters are provided, and а two-pin plug for connecting an inspec- 
tion lamp. A tail lamp indicator in the shape of a small lamp 
giving a subdued light shows when the tail lamp is burning, and 
lights up the switch indicator and instrumente sufficiently 
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Fra. 3.—SWITCHBOAED OPEN. 


to enable them to be read from the driver's seat; this lamp 
is not in series with the tail lamp, so that if anything goes wrong 
with it the tail lamp is not affected. The switchboard can be 
used with any standard dynamo, or with accumulators alone. A 
smaller set without instruments, but with a charging indicator 
and automatic cut-out, is also made. 

Various other devices, such as сат lighting and ignition batteries. 
meters, lamps, electric horns, sparking plugs, ко. as well aa, of 
course, Mazda automobile lampe, are included in the list. 


PELLI — 
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Spinning Extraordinary. 


The name of the BENJAMIN ELECTRIC, LTD., has always been 
associated with metal stampings and apinnings, their most well- 
known product in this direction being the Benjamia steel line of 
reflectors and reflector fittings, all of which are produced at their 
London works, 1А, Rosebery Avenue, EC. A large amount of 


special work in the spinning line has been executed by the firm 
from time to time, and its latest effort on war material calls for 
particular attention, constituting as it does (as far as can be 
‘asoertained) a record for large spinnings. This consisted of a 
large quantity of alaminium covers and was executed for Govern- 
ment use. Fig. 8 gives a fairly adequate conoeption of the size 
of these spinnings, which were spun from aluminium blanks of 


Fig. 3.—A LARGE ALUMINIUM SPINNING 


14G metal, 7 ft. in diameter, a proceeding demanding a maximum 
of care and precision, together with an expert knowledge of 
spinning as an art. The finished covers measured 6 ft. 6 in. in 
dismeter, and were approximately 9 in. deep. Only a few works 
are equipped to carry out such spinning work as the above, 


«€ Witton ” Main Regulator. 


The accompanying illustration shows a main regulator, which 
has been made by the GENERAL ELECTRIC Oo., LTD., of 67, Queen 
Victoria Street, London, E.C., for a large firm of turbo-alternator 
manufacturers. The Witton standard rectangular face-plate 
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Fig. 4.— INTERIOR ОЕ “Witton” MAIN REGULATOR. WITH 
GRID RESISTANCES, 


constraction is used, together with standard grid res'stanoes 
mounted on a strong augle-iron framework. The strength and 
compactness of the unit can be readily appreciated from the 
illustration. 


WAR ITEMS. 


Technical Institutions and Enemy Members.—The Iron 
and Steel Institute has struck the names of over 100 members 
of enemy nationality off its roll. Considerable numbers of enemy 
members are on the rolls of the Institutions of Civil and Electrical 
Engineers, It is reported that the German institutions are striking 
the names of members belonging to the Allied nations off their 
rolls, and German members of Allied institutions are renouncing 
their membership. : 

Writing editorially on this subject in ite last issue, the Engineer 
says :—" The action taken by the Iron and Steel Institute at the 
annual meeting to close its ranks against enemy members raises a 


| question of great interest at the present juncture. Under ordinary 


circumstances the war between Great Britain and other European 
nations need not have been waged within the confines of our 
technical institutions, It has always b:en one of the boaste of 
science that it did not recognise the boundaries created by geo- 
graphers or politicians, and that even differences of race and lan- 
guage did not imply a divergence of interests when the claims of 
science were at issue... ... It is a thousand pities that this 
great tradition has been broken, but it can be honestly said that it 
ie not fhe fault of Great Britain or her Allies. The truth is that 
the way in which Germany has chosen to wage war, culminating 
in the wholesale murders which accompanied the sinking of the 
Lusitania, has put her people outside the pale of civilisation, and 
even sane-minded engineers and olear-thinking scientists have 
realised that it is no longer possible to allow the nationalities 
now at war with us to claim even the kinship implied by member- 
ship of the same technical society. . . . .. > 

“It is clear that the action taken by the Iron and Steel Insti- 
tute, although founded on a righteous indignation for the methods 
of our chief enemy, has not been dictated by either passion or 
prejudice, but is the outcome of a jealous regard for its own 
honour. There are other scientific and technical societies which, 
if they have not already done 8o, will no doubt take steps to erase 
from their list those foreign members who are to be numbered 
among our enemies. The Society of Chemical Industry, the Royal 
Institution, the Royal Society, the Institution of Electrical 
Eagineers and others have a certain percentage of foreign member- 
ship. It may be that in some instances there are technical diffi- 
culties and legal objections to be overcome. These, however, 
should not be allowed to stand in the way, and we may expect 
to hear that all our engineering and scientific bodies have 
eliminated from their roll of membership all subjects of the 
countries with which Great Britain is now at war, if for no other 
reason as a protest against the inhuman methods of warfare intro- · 
duced by our enemies. This is not the time to shrink from the 
performance of & plain duty." 


Lamps for Johanuesburg.—We have received a cutting from 
the Cape Times, in which its Johannesburg correspondent states, 
under date April 28th :—'' At the Johannesburg Town Council last. 
night, the Finance Committee reoommended the acceptance of 
Mesars. H. Davies & Co.'s tenders for the supply of electric lamps, 
at a cost of £1,142. 


"Mr. Williamson pointed out that presumably the articles that 
were proposed to be acoepted were made in Holland. The differ- 
enoe between these and the tender for British-made lampe was 
£500 against the latter, and they might reasonably assume that 
these lamps made in Holland were really made in Germany. In 
fact, he had evidence to that effect. They did not know what the 
position of Holland was in regard to the war, but in view of the 
latest information it might be that Germany had got Holland to 
come intoline with her. It waa, therefore, the duty of Britishers, 
no matter what the cost, to keep the British workman in employ- 
ment, Was their money to be given to British workmen, or was it 
to go to Holland for the real benefit of Germany? Indeed, this 
tender of Davies & Co. could not be so low if it were not a real 
case of dumping. They had every ground to have suspicions of 
the low price—30 to 40 per cent. below the British price. He had 
nothing to say against Holland, but the sentiment of the Council 


should at once and always be in favour of Great Britain. He 


opposed the recommendation. Holland was merely a receiving 
house for Germany, and the money they sent to Holland would in 
this case be wages for German workers, either in whole or in part, 
for lamps such as these, | 
"Mr. O'Hara moved that the report be referred back, and sup- 
ported the principal arguments advanoed by Mr. Williamson. Mr. 
Murray seconded. Mr. Deys objected to slurs upon the attitude of 
а neutral country— Holland. ; 
e The amendment was finally negatived, and the report 
op 5 


No Municipal Money for Pipes Band.— At last meeting of the 
Glasgow 0.0., Councillor Taylor drew attention to a proposal by 
the Electricity Committee to present to the Division of Royal 
Engineers and Brigade of Artillery, which are being raised by the 
T.O., the necessary equipment and instruments for a pipe band. 
He contended that the Committee had no power under its Act to 
take any part of its revenue for this purpose, and he held that 
the expenditure was therefore illegal. The Town Clerk concurred 
in this view, and the Lord Provost declared the minute incompetent. 


Oldham Tramways and War Bonuses.—The refusal of the 
T.C. to grant a war bonus to certain section of the employés has 
caused much dissatisfaction to the men concerned, and a demand 
is being made to have the question reopened. The Т.О, has twice 
refused the application on the plea that it would mean an extra 
burden on the ratepayers. 


E 


158 


THE ELECTRICAL REVIEW. 


(Vol, 76. Мо, 1,957, May 28, 1915, 


Electric Sterilising of Wounds.—Amongst the hospital 


applications of electricity in the European war is reported the 
sterilising of wounds by zinc, A pad with zinc sulphide is placed 
on the wound, and being connected to the positive pole of a 
battery, is said to make the surrounding tissues antiseptic by the 
zinc salt forced into them. Tae method is pronounced efficient 
and speedy wherever available. 


Board of Trade Indulries.—In the list issued by the Board 
of Trade C.I. Branch for the week ended May 16th, the following 
inquiries for sources of supply of goode are recorded : — 

Electrical apparatus, ac. : — 
ans sockets with vitrite case for electric metal-filament and carbon 
amps. 
Cables, РААТ insulators, end electric lampholders. 
Electric lamps (wire drawn, economical). 
Electric pocket lamps. 
Wooden mounts for electric light fittings, 
Glass and g'aseware :— 
Miners' Іар. glasses. 
Opal shades for electric lights. 
Tubing (sample). 

Names of firms abroad open to purchase the following artiola 

have also been received and recorded : — 


Agate beariqgz3 for scales and electrical meters. 

Diesel engiaes. 

Electrical accessorier, опѕрссій >а, 

Glass and ра sware:— 
Caemic al beakers and test tubes. 
Westinghouse staff and Munitions of War.—We learn that 

а movement was started а short timeazo by the engineering aud other 
office staff of the British Westinghouse Electric and Manufacturing 
Co., Ltd., to express іп a practical form their patriotic feelings. 
and it was suzges‘ed by them to the management of the company 
that they should undertake in their spare time some manual work 
on munitions of war. This offer was accepted by the manage- 
ment, and operations were commenced almost immediately. For 
the present, each man will work a 5} hours’ shift one night per 
week, commencing at either 6.30 in the evening or 12 o'clock at 
night. We understand that approximately 300 staff men have 
already volunteered for work on thia basis. 


Technical Schools and Munitions.—The Industrial Reserve, 
of 227, Strand, W.C., is organising the technical schools throughout 
the country in connection with the production of munitions of 
war; the results already attained are very satisfactory. It is pro- 
posed to employ members of the Reserve in small engineering shops, 
supplying larger firms with etandardised small parts, 


Personal.—On the occaeion of his departure to take up a 
lieutenancy in the Royal Marines (Submarine Miners), Mr. H. M. 
Taylor, borough electrical engineer of Middlesbrough, was pre- 
sented by the staff of his department with a wristlet watch. 
Councillor Joseph Calvert, J.P. (chairman of the Electricity Com- 
mittee) made the presentation. He stated that he could рау no 
greater compliment to Mr. Taylor than mention the fact that the 
majority of the staff had been with him during the whole of his 
13 years’ вегтісе, working harmoniously the whole time. He felt 
sure that Mr. Taylor's knowledge would be of great service to the 
Royal Mirines. Mr. Taylor suitably responded. А few remarks 
by Mr. Telford and Mr. Scotson brouzht the ceremony to a close. 

Mr. Thos, Edwin Scharffetter. of Hale and Manchester, electrical 
engineer, a natural-born British Bubject, has adopted the surname 
of Shorter. 

Owing to unfounded rumours as to the nationality of Mr. C. A. 
Blas:heck, city electrical engineer at Canterbury, the Mayor, on 
May 19th, deemad it necessary publicly to state that Mr. Blascheck 
was not a German, but an Englishman. His father was a Germar, 
who came to England 48 years ago, aud three yeara later was 
naturalised. Mr. Blascheck'a mother was an Englishwoman, and 
Mr. Blascheck was born in England, and had lived in the country 
sil his life, except for a few years, during which he was sent to 
Germany to learn the technical work of his profession. The 
Council passed a vote of confidence in Mr. Blascheck. 

Private T. Flynn who, before the war, was engaged at Darwen 
electricity worka. states in a letter home :—'' If there is a single man 
in England to-day physically fit for the Army or Navy and he has 
not joined he must be wholly ashamed of himself,” 


Roll of Honour. — Mr. Leslie Smith, of Blackburn, has been 
wounded in the Dardanelles. Four years ago he left Blackburn, 
where we was employed as an electrician, for Australia, and on the 
outbreak of war joined the Infantry Brigade. II» sailed on the 
ss. Dutinger, & captured German ship, and Private Smith was 
made the ship's electrician. He had only been in the firing line 
an hour when hurt. 

Private Chas, Walker, of the clerical staff of the Torquay Cor- 
poration electricity works, has been killed ia action. Oa the oat- 
break of war he joined the 2nd Devon R2giment. Private Fred. 
Squirea, of the same regiment., who was a conductor оп the Paignton 
section of the Torquay tramways, has als? been killed at the front. 

Intelligence has been received at Chelmsford that Lieut.-Com. 
Hubert Dobell, Royal Naval Volunteer Reserve, is missing. and 
that it із believed that he was taken prisoner whilst making 
observations for aircraft, Prior to the war he was on the Marconi 
Experimental Staff, at Chelmsford. 

Private John Chumley, who had been employed in the power 
house at the works of the S:. Helens Cable Co., has been killed in 
action, He was 24 years of ате, His father, Mr. Samuel Chumley, 
is also employed by the St. Helens Co. 

We decply regret to read in the 7/;^es advertisements that Lieut. 
Brian Crossley, 3rd Bato. Highland Light Infantry, attached 2nd 
Batn., youngest воп of the late Sir Wm. Crossley. Bt.. was killed in 
action in France on May !sth, Lieut. Crossley was known to many of 
ourengineering reuders by reaeon of the part he filled in the famous 
Arm of Crossley Broe. Ltd., of Manchester. He was 2“ years of age. 


BUSINESS NOTES. 


Catalogues and Lists,—RicHwoNp Gas STOVE AND 
METER Co, LTD, Warrington.—lilustrated list, giving brief 
descriptive notes relating to natural draught gas-heated furnaces, 
Ko., for expediting the production of shelle and war requirements. 
The farnaces are in service in the principal ordnance factories and 
by motor and engineering firme. 


Messrs, TURNER BROS., LTD., Rochdale—Foldera drawing 
attention to their hair and Balata belting. 


Messrs, J. Н. HEATHMAN & Co., Parson's Green, Fulham, 8.W. 
—Card giving prices and particulars of their patent fold-up step 
ladder with chair seat. 


Messes. SIMPLEX CONDUITS, LTD., 116, Charing Crosa Road, 
London, W.C.—A series of eight serviceable siza blotters has been 
issued, the letterpress side of which keeps before the mind of the 
user one or other of the company's specialities—conduita, distri- 
bution boards, watertight accersories, electric light fittings, hand 
lamps, and shop window retiactora. Also a small eight-page 
booklet entitled: Wiring for Electric Light and Power," and 
dealing generally with the merita of the Simplex conduit system. 
Copies of either the blotters or the booklet will be sent to any 
engineer on application. 


Mssgs MICKELWBIGHT, LTD., Alperton, Wembley. — Illustrated 
priced leaflets relating to their sliding contast resistances. 


WORTHINGTON Pump Co., Lro, India House, Kingaway, 
London, W.C.—T welve-page illustrated pimphlet (No. 1,054) oon- 
taining a description of а new type of motor-driven rotary dry- air 
pump, which they are patting on the m irket. 


Book Notices.—We have received a copy of No. 2 of 


the Racords of Railway Interests in the War,“ published by the 


Railway News (one shilling), It is fully and interestingly 
illuatrated, and contains a vast quanti! y of information concerning 
the many ways in which British rai ways and their staffs and 
employés are performing their part in conneotion with the war. 


‘Continuous Current Eleotrical Engineering.” By W. Tolmé 
Maccall. London: Uaiversity Tutorial Press, Ltd. Price 103. 6d. 


The May issue of 772 Central contains articles on the British 
Association visit to Australia, by G, W. O. Howe; the mercury 
aro, by T. M. Lowry; D:esel engine troubles, by A. C. Branch ; 
the possibilities of domestic electricity, by H. W. Parle ; and 
various other matters, as well as a Roll of Honour containing no 
fewer than 633 names—3411 officers and 292 of other ranks. From 
the Imperial College as a whole the total number of men on active 
service is about 1,030. The annual report of the Old Centralians 
for 1914 shows a very satisfactory Советова as regards both pro- 
ceedings and finance, 


Messrs. A. P. Lundberg & Sons have issued a third edition of 
their booklet, The Teaching of Electric Light Switching,” a sub- 
ject which has now obtained a fitm footing in technical colleges. 
Teachers of wiring classes will find this an excellent guide in 
arrangiag their lecture and demonstration courses. 


" Proveedings of the American Institute of Electrical Engineers." 
Vol XXXIV, No. 5. May, 1915. New York: The Institute. 
Price $1. 


For Sale.—Kirkcaldy Corporation has for disposal 
3,600 pairs of Conradty C carbons, particulars of which are 
given in our advertisement pages to-day. 


South Africa.—4À firm of agents in Cape Town, with 
a branch office in Johannesburg, a partner of which will shortly 
ba in London, desires to secure the representation of United 
Kingdom manufacturers of high-class electrical and art metal 
fittinge. Apply to the Board of Trade, C.I. Branch, London, for 
particulare. 


Deed of Assigument.—Lovisa FeLLows (L. Fellows), 
electrio light contractor, 72, Victoria Road, Surbiton.— Last day 
for claims for dividend, June 2od. Trustee, Mr. G. C. Corfield, 
Balfour House, Finsbury Pavement. E.C. 


Liquidations.—OLpuAu BoiLER Works Co, Ltp.— 
Particulars of claims must be sent by July 3rd to the liquidator, 
Mr. H. Hagae, Retiro Chambers, Yorkshire Street, Oldham, 


ATLAS ELECTRICAL Co., Lrp.—This company is winding up 
voluntarily, with Mr. P. Е, Hedges, of 53, Cannon Street, E C., as 
liquidator, A meeting of creditors is called for June Ist. 


Trade Announcements,—The building occupied by 
MsskS. TYLER & FREEMAN, at 20, New Bridge Street, London, 
EC., for the last 19 years ів beir g pulled down and the firm аге 
moving to larger premises at 10, Chancery Lane, W.C. New tele- 
phone Nos.: Holborn, 6190 and 6191. Telegraphio addresa: 
Potential Holb, London." Firms are invited to forward copies 
of recent catalogues. 


The GATH ELECTRICAL ENGINEERING Co., with whioh is 


incorporated E. Sykes, is, after reconstruction, opening showrooma 
in Southgate, Halifax, 


I ` : 
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Fire.— On May 21st, a fire occurred at the premises of 
Mr8sB8 CHARLES MaciNTOSH & Co, Ітр., india-rubber manu- 
facturers, Chorlton-on-Medlock. Tne fire broke out in the spread- 
ing department, which was practically destroyed. 


Bankruptcy Proceedings.— H. J. GODFREY, electrical 
enginecr, late of 188, Balham High Road, 8 W.— А first and final 
dividend of 91d. in the £ is payable on June 11th, at the Official 
Receiver’s Offices, 132, York Road, Westminster Bridge Road, В.Е. 


LIGHTING and POWER NOTES. 


Accrington,—PnRicE INCREASE.—It is stated there is to 
be an advance of 20 per cent. in the Corpora ion's charges for 
current to electricity users, and, ia addition, the discount of 10 per 
cent. hitherto allowed may be reduced to 5 per cent., so that, if 
these proposals are carried througb, the advanoe will be «qual to 
aboat 27 per cent. on present charges. i 


Aldershot. — PLANT ExrENSILIONS.— The L.G.B. has 
asked the Council to foruish a detailed statement of the works 
Considered necessary on account of war requirements, and for 
which a loan of 48 500 has been applied for. The enzineer and 
the chairman of the L ghting Committee are to wait on the L.G. B. 
with reference tothe matter, As it is deemed imperative that the 
new boiler plant should be at or cs installed, it was d: cided to take 
the money needed temporarily from reserve, and refund it if a loan 
is sanctioned. . 


Argentina.— By decree of the National Government, the 
claure in the new port of Buenos Aires construction contract 
providing for the ‘erection of an electric power house and 
machinery by Meesre. O. H. Walker & Co., has been annulled. 


Aylesbury.—The U.D.C. has approached the Bucks 
Education Committee as to proposals for electric lighting, and the 
ae has replied that at present it cannot entertain the 
question. f 


Barnsley, — ELROr RIO CooRIN . — The Borough 
Education Committee has decided to install an electric cooker in 
the kitchen for the new open air school. | 


Bitterne.— Prov. Оврев.—Тһе B. of T. has informed 
the South Stoneham R. D.C. than an order has been granted to 
the Southampton T.C. to extend the E.L. mains to Bitterne, but 
that the order will not come into operation until after the war. 


Blackpool.—The electricity returns continue to show 
a big increase in private lighting; the output during April was 
16,770 units more than during the same m: nth laet year. Publio 
lighting took 7,420 fewer units, and the Corporation tramways 
demand was 20,890 units down. | 


Bury (Lancs.).— PRICE INcREASE.—The Corporation 
Electricity Committee has decided to increase the price of elec- 
tricity from July let. The charges for private lighting, public 
lighting and tramways will be increased by the addition of 10 per 
cent. to each acoount, and that for power and heating by the 
addition of 15 per cent, 


Castletown-Berehaven.—L.G.B. INquIRY.— An in- 


quiry is aboat to be held into the powers required for the 
lighting of the town ; the introduction of an electrical eystem has 
been suggested. 


Continental.—SpAIN.— A concession has lately been 
granted for the establishment of a plant to utilise the water 
power of the river Mundo at Hellin for the generation of electrical 
energy for lighting and power purposes. 


Crayford.—The West Kent Electric Co., which has 
secured the lighting of 200 houses to be erected on the 
Northumberland Heath Estate, has aeked the P.C. to allow it to 
quote terms for the street lighting of the estate. The matter 
has been referred to the Lighting Committee, which is considering 
the lighting of the Barnes Cray Estate. 


Cumberland.—Power SchEAE.— The Manchester Dis- 
patch states that great importance attaches to a scheme in pro- 
ret s. under the auspices of the Cumberland Waste Heat Owners’ 
Co., Ltd., in which the Whitehaven Hematite Iron and Steel Co., 
Ltd., is largely interested, for the conversion of the waste gases 
from the furnaces at Cleator Moor into electrical power for the ore 
mines in the north-west hematite producing district, The plant, 
which will have acapacity of 2,200 Kw., will be in operation by 
the end of June. f 


Darlington.— The L. G. B. has informed the T.C. that 
loans will not be advanced for the laying of mains and connec- 


tions. The Electricity Committee is considering the desirability 
of increasing the charges for courrent. 


Ely.—Prov. Orper.—The Gas and Electricity Co. has 
decided not to proceed with the apol cation for a prov. order for 
E.L. in the Urban Council's area. Oj ctions had been lodged with 
the B. of T. by the Ratepayers’ Association and others, | 


Grays.—Loaw Rerusep.—The L.G.B. has informed 
the U.D d. that at the preseat time it cannot sanction the loan of 
£600 applied for, for electricity purposes. 


Hants.— ASYLUM InsTaLLATION.—The С.О. has decided 


to adopt electricity at the new Asylum at Park Prewett for pamp- 
ing, laundry and baking machiuery, cold storage and auxiliary 
cooking plant. The voltage will ba 220 for the installation; on the 
grounds of cleanliness aud convenienoe it has been decided to 
install the light in the cottages. ! 


Harrogate, -EXTENDED SUPPLY AREA.—The В. of T. 
bas granteu the T О. an order authorising it to supp'y current at 
Nidd, Plompton, Starbeok, Pannal, Haverah Park, Н .mp-thwaite, 
Killinghall, Ripley, Biretwith, Hartwith-oum-Winsley, and Clint. 


Hudderstield.—Resatrictep LriGHTING.— Оа account 
of the non-lighting of аго lamps, the Corporation Eleotricity 
Committee has allowed the T.C. a rebate of 50 per cent, off the 
public lighting account. 


Kettering.— Year's WOoRKINd.— During the last finan- 
cial year the Oouncn's electricity un, tertak ing sd 1,890,544 units, 
the maximum demand bring 1102 EW. Tue tota! revenue 
amounted to 416,107, and working expeoditure to £7 448, leaving 
&7.659 as gross profit. Financial charges absorbed 83.953 ; 21,000 
was placed to reserve fund, which now totale 43,200; aud а 
balance of £4.387 was carried forward, as against a balance of 
£3,668 brought forward from the previous year. NN 


Kingston-on-Thames.—The Sanitary and Drainage 
Commítcee has agceed to аа in xteased charge of 10 per cent. for all 
current used for sewage works purposes, 


Leek.—INxOREASED Prices.—Ths U D.C. has decided 
to advance from Jaiy lst the present charges for current to all 
consumers by 10 per cent. s 


London.—HaxxEBsMITH.—The Electricity Committee 
has decided to give supplies of electricity to the Notting Hill 
Electric Lighting Co. Ltd., and Fermans, Ltd., at a uniform rate 
of 14d. per unit, less 33} per cent. discount when the supply for 
power and lighting exceeds £100 per annum. 

STEPNEY.—The L.O.C. has informed the B.C. that the borrowing 
of £15,000 for mains msy be eanctioned, but that the order eanc- 
tioning the borrowing will not be issued until the B.C. has agreed 
to limit expenditure on the provision of mains during the war to 
the laying of mains to supply electrical energy to consumers 
engaged on work for the War Office or Admiraity only. The 
Electricity Committee recommends the Council to agree to this. 

The Electricity Committee reports that the plant necessary to 
enable the Council to farnish the Shoreditch Council with elec- 
trical energy in balk has been installed and will be available on 
September 30th next. It ie necessary under the terms of the 
supplemental agreement to give the Shoreditch B.C. notice by 
June 30th of the Oouncil's ability to give this supply. The 
9 8050 electrical engineer has been authorised to give such 
notioe. 


Manchester.—L.G.B. IxquiRY.— On the 21st inst. 
an inquiry was held into an application of the Corporation 
for sanction to borrow £543,000 for the provision of a new 
generating station at Barton. It was explained that the increased 
demands were entirely due to engineering and other firms in the 
city for the manufacture of war munitions, and, with one exception, 
Manchester was supplying more current than any other under- 
taking for the manufacture of munitions of war. Mr. В. L. 
Pearce, the chief electrical engineer to the Corporation, said if 
the application were not granted, the undertaking would have to 
refuse any further increase in supplies of current. The application 
now was for sanction to borrow £432,000. The Corporation would 

ne the carrying out of the work involving the balance of the 
amount, The inspector announced that his instructions were to 
deal with the Manchester Corporation’s application at the earliest 
possible moment, 


Middleton (Lancs.),—The annual accounts state that 
public lighting will next year require 42,336, a reduction of £200 
on the year previous, and foreshadow the postponement of the 
proposed extension of electric lampas, | 


Oldham.—YeEar’s WonkiNG.—The profit of the elec- 
tricity department for the past year, subject to audit, is £8,550 
(or £1.555 more than in the previous year), and this, added to the 
reserve fund, brought that to £12,979. The reserve will have to 
be spent on extensions which are now being made, in consequence 
of the baron new loans. Units sold during the year amounted to 
7,985,000, an increase of 929 000 units, and a record. The cost of 
production was 606d. per unit, compared with 684d. last year. 


Peterborough,—The Т.С. has given Messrs. Aublet, 
Harry & Оо., of Westwood, permission to lav an electric cable to 
their works from those of Messre. Werner, Pfleiderer and Perkins, 
on condition that when the municipal mains are extended to the 
district the supply of current will be taken from the Council, 
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Plymouth.—YeEar’s WORKINd.— The annual report of 
the electricity department on the Newport Street electricity under - 
taking of the Corporation to March 31st, shows a sale of 2,520, 4 20 
unite, producing estimated receipta of 421, 790, compared with 
2,277,228 unite sold, and £19,981 received in the previous year, an 
increase of 243,197 units in the consumption of current, and £1,808 
in the receipts. 


Rawtenstall. — STREET LIORTINd. — The T.C. has 
decided to light Booth Road, Waterfoot, by electricity, and the 
work is to be proceeded with at once. , | 


Salford.—YrE4&R's WonkiNG.—For the past financial 
year the total revenue of the electricity department amounted to 
£117,584 as against £111,412 in 1913-14. The total working coste, 
inclusive of £6,414 for energy purchased, amounted to £65 776 ; 
this comparing with £67,232 in the previous year when £3,162 
was paid for purchased energy. The generating costs at Salford 
fell from 82d. to 76d. per unit in 1914-15. The gross profit for 
the two years 1914-15 and 1913-14, was £51,808 and £44,180, and 
net profit, 28,406 and £3.629 respectively. Some 20 646 000 unita 
were sold, being about a million in excess of the previous year. 


Southend-on-Sea,—The T.C. has granted a supply of 
current at 14d. per unit to a consumer for power purpoees in con- 
nection with a medical spparatus used for three hours daily for 
the treatment of tuberculosis of the skin. The current is to be 
used only between 6 a.m. and 6 p.m. 


Southport.—The Council has approved a recommenda- 
tion of the Finance Committee to increase the rates by 3d. in the 
£, and to increase the gas and electricity charges by 10 per cent. 


South Shields. —A formal inspection of the extensions 
recently carried out at the electricity works (and described and 
illustrated on page 693 0f the ELECTRICAL REVIEW) was made on 
the 19th inst.. at the invitation of the chairman of the Electricity 
Committee. It was pointed out that two: turbine planta of 
8,500-Kw. normal capacity had been put down in the space 
occupied by three reciprocating sets totalling 400-Kw, capacity. 


South Wales,—W AGES CoNFERENCE.—As the outcome 
of & conference between electrical contractors at Cardiff and Barry 
and the Electrical Trade Union, the following agreement has been 
arrived at :—Wages for electricians, cable jointers, and electrical 
fitters to be 910. per hour, with an increase to 103d. in November; 
wages of armature winders to be 10d., with an increase to 11d. in 
November. 


Stafford. — Year’s WORKING. — The report of the 
electricity department for the past year shows an increase of 
250.000 units sold, bringing the total for the year to overa million. 
The revenue from all sources amounted to £7,194, an inorease of 
£814, while the total expenditure was £3,562, as against £3,934 
in the previous year. The Committee recommends that £1,600 be 
transferred to the depreciation fund, and £100 as a contribution 
to the gas department, leaving a gross profit of £2,444, an increase 
of £87 on 1914. In pursuance of the arrangement as to profit 
sharing, the Committee recommends tie payment of а bonus on 
the wages of the officials and workmen of the electricity depart- 
ment, of 14°6 per cent., as compared with 12°0, 100 and 117 per 
cent, in the three preceding years; it was decided that the 
maximum bonus in the electricity department should be 15 per 
oent.— Sta l'ordshire Advertiser. 


Wakefield.— *TANLEY Prov. ORDER.—The Corporation 
is petitioning Parliament against the Stanley (Yorkshire) Electrio 
Lighting Prov. Order, asking to be heard when the oonfi:ming 
Bill comes before the Committee. The Wakefield Corporation's 
locus ів otjected to by the promoters of the order, and the Court 
of Referees is to decide the point on June 9th. 


Watford.—The B. of G. has decided to install an elec- 


tric motor for driving the water pump at the Workhouse. 


Willesden.—The I. G. B. has sanctioned the borrowing 
by the U.D.C. of £1,112 for the purpose of laying a feeder cable 
from Acton Lane eub-station to Craven Park. It is proposed to 
substitute a feeder pillar for the disconnecting boxes now in 
use on the cables at Craven Park; also to interview the L.G.B. 
with a view to obtaining authority to raise part of the loans, 
amounting to £20,000, for prospective mains and tervices, 
sanctioned by the Board in August last year. The Committee is to 
hold a special meeting for the purpose of considering the report 
presented by the electrical engineer on new terms for electrical 
bulk supply and an estimate for a new generating station, &c. 


Ystradgvnlas,—PRov. Orver.—The report dealing 
with the Council's negotiations for the taking over of tbe plant 
of the Glantawe Electric Supply Co., Ltd., states that the pro- 
visional order had been granted, but the B. of T. had included 
one or two additional clauses, which provided that the order 
should not come into operation until the termination of the war 
and at the time must be taken up within 15 months, the works 
to be transferred within the subsequent three years, 


TRAMWAY and RAILWAY NOTES. 


Accrington.—The Committee has empowered the tram- 
way manager to engage women conductors if the necessity arises, cs 
many of the conductors have joined the Colours, Women con- 
ductors will be paid at the same rate as the men. 


Ashton-under-Lyne.—The tramway authorities have 
refused to concede an all round increase of 1d. per hour to tram- 
way employés. . 

The tramwaymen held a mass meeting on Sunday, at which it 
was decided to invite the authorities to submit the application to 
arbitration. 


Bolton.—STRIKr.—On Saturday last the whole of the 
employés of the Corporation tramways came ont on strike. A cer- 
tain number of cars, about 30, were run on the firet journey, after 
which not a single car was run during the day. The eervice was 
aleo stopped on Sunday and Monday, and neither the Bury Cor- 
poration nor the South Lancashire Co., who run into Bolton, {сок 
cars within the borough boundaries, 

The Tramways Committee pa-sed a resolution instructing the 
general mansger to arrange for certain services, and that in the 
event of any motormen or conductors refusing to carry out the 
orders to enable such cars to be run, their services in the tram- 
ways department be diepensed with. Motormen for extra time 
involved would receive about 3s. 8d. and the conductors 2s. lld. 
to 3a. 44d. ; the men do not like the idea of working at night after 
starting about 4.30 in the morning. Since the outbreak of 
war 102 tramway employés have enlisted, while 51 left their 
employ to work in foundrier, &c., making a total of 163 out of 
460. The Tramways Committee has decided to make no pay ments 
to dependents of its employ és who have not already enlisted. The 
Committee is at present paying £35 per week to dependents of 
employés who are with the Colours. : 


Burnley.— FEMALE LABOUR.—A proposal to employ 
women as car conductors has been left in the hands of the chair- 
man of the Tramways Committee and the tramway manager for 
investigation. 


Continental.—SpAIN.— The Sociedad Hispano - Belge 
de Ferrooarriles, Mineria y Industria, is reported to be preparing 
plans in respect of a projected narrow-gauge electrio railway 
between Fonsagrada and the Port of Ribadeo. 


Darlington.—FeEMALE LasovR.—The T.C. has ar- 
ranged for eight female conductors to be employed, owing to the 
tramway staff having been depleted by enlistmente. They will 
work eight hours daily, and receive between 192. and 203. per 
week. i 


Glasgow.— FEMALE Lasour.—There are now 150 fully 
trained women acting as conductors of Glasgow tramway cars, and 
on Tuesday another 50 women started training under the direction 
of male conductors, so that by Saturday 200 females will be engaged 
at the dutics, 

The Tramway Committee has, by a majority, recommended that 
all soldiers and sailors while in uniform be allowed to travel on 
the cars at half fare, the minimum half fare to be id. 


Halifax.—Tramway ACCIDENT. — A serious tramway 
accident occurred on Saturday night to a car travelling from 
Ovenden to Halifax, which left the track, turned round and 
toppled over on to its side. Between 20 and 30 passengers were 
во in jured that they had to be removed to the Halifax Infirmary. 
The accident occurred at a sharp turn in the roadway where there 
ів а steep gradient. The саг was considerably damaged. The caute 
of the accident is not known. 


Hudderstield.— Year's WonkiNG.—The result of the 
past year's working of the tramway undertaking shows a surplus 
of £10,208, as compared with £85,500 in the previous year, after 
allowing £13.707 for depreciation, Out of this surplus £8,400 
is to be pat to relief of rates. 


India,—The Karachi Electric Tramway Co. has received 
a franchise to extend its tramway lines. The new line has been 
needed lor some time and promiees to be profitable. Actual con- 
struction probably will be delayed a short time, but owing to the 
war, labour ia now cheap. and work probably will be under- 
taken at no distant date.— Far Eastern Revia. 


Japan.—At a recent meeting of the Tokyo City Electric 
Enterprise Investigation Committee one of the municipal otficiela 
stated that the receipts from the enterprises were not sufficient to 
meet the repayment of the municipal loane. The municipal 
authorities propose raising tram fares in the immediate future by 
at least 1 sen per ticket, and this has caused indignation among 
some sections of the citizens, who are backed up by prominent 
members of the City Aesembly.— Far Eastern Leriew, 
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London,—L.C.C.—Althongh the strike on the Council's 
tramways still continues, there are signs that a settlement will 
not long be delayed. Dariny the week the Council issued a 
demand that all drivers and conductors of military age should 
retarn their uniforms, and the inspectors of all depôta have been 
instruoted that no man is to be taken on again if he is eligible for 
military service. The department has had many applications from 
suitable candidates above military age for the vacant positions, 
and, in addition to the old training depót, four new training 
schools have been opened at which the new men are receiving the 
necessary training as drivers. Efforts are being made by the men's 
unions to bring about a settlement through the B. of T. 

One of the Union officials has stated that it is highly probable 
that within & week or so some form of Nationalservioe may be 
decided on and that the Oouncil has taken the opportunity of 
RN rid of men who would in any case probably have to go 

ortly. 

The Woolwich Arsenal tramway service is now in satisfactory 
operation, and the general services are being improved daily. 


Manchester.—Year’s WORKNG.— The annual report 
of the tramway undertaking states that the total revenue was 
£901.875, a decrease of £23,434 on the previous year. The balance, 
with bank interest, and after deducting working nses and war 
allowances, amounted to £312,285, out of which £100,000 had 
been given to aid the rates. The aggregate length of single track 
open, including lines over which the O>rporation had running 
powers, was 195 miles ; parcels carried numbered 1,236.500 ; and the 
total number of passengers was 202,768,420. Weekly allowances 
to employ 6: who have enlisted amounted to £1,316 and the collec- 
tions on the cars for war funds have realised £11,286, 


Preston.— FEMALE Lasourn.—The Tramways Com- 
-mittee’s application for female conductors has brought an extra- 
ordinary response. It · is intended in the first instance to put 14 or 
15 women on the Ashton-on-Ribble section for probationary pur- 
poses, bat it is probable that in dae course the conductors on all cars 
will be women. As learners they will ba paid half rates, but as 
qualified cendactora they will start at the minimum rate for men, 
viz., 5d. per hour. ` 


Salford.— War Boxvs.—The tramway men have decided 
to accept the Corporation's offer of a war bonus similar to that 
recently awarded by arbitrators at Newcastle. Regarding the 
employment of women on the cars, the men have decided to ask 
the Corporation to withdraw female labour, and they will endeavour 
to find a euitable supply of male labour for the cars, Should this 
endeavour be unsuccessful the men have decided upon the con- 
ditions on which they will be prepared to work with women. 


South Africa.—ELECTRIO —VEHICLES.—The South 
African General Electrio Co., which is pushing the sale of electric 
vehicles in South Africa, has lately established a charging station 
and garage in Cape Town, where customers’ cars can ba charged 
and garaged. 


South Staffordshire,—The Black Country tramway- 
meu have decided, by 72 votes to 62, to accept the bonus of 286, a 
week offered by the companies, The men’s demand was for an 
increase of $d. per hour. 


Whitworth.—The U.D:C. has decided that the Tram- 


ways and Electricity Committee be dispensed with for the present 
year, and that the work (if any) be done by the whole of the 


Counoil. 


TELEGRAPH and TELEPHONE NOTES. 


Jamaica.—To supply a need felt by the British Navy, 
a powerfal wireless station is being built on the highlands of the 
Island of Jamaica, 3.000 ft. above the level of the sea, 
` А force of about 300 men has been working on the plant for two 
months. The new station is being constructed by the British 
Government, and no details as to ita equipment or range have been 
permitted to become publio, exoept that the plant will be а very 
powerful one with a long radius of action. 


Nottingham.—As the result of experiments which they 
have been condactiny, Mesars. Farsa & Co, electrical engineers, 
have received a large Government contract for the snpply of tele- 
phone mechanism, which, it is said, will ultimately amount to over 
2 250.000. Hitherto these telephone parts have been a German 


monopoly, so that the contract may mean the establishment of a 


new industry in Nottingham, 


Time Signals.—It is stated that arrangements are in 
worki»g order for the daily transmission of a wireless time signal 
for the us» of shipping in South African waters, through the 
medium of the Union Government wirel ss station at Slang kop. 


Wireless Signalling on Railways.—Experiments are 
being conducted this week on a section of the London and South- 
Western Railway Co.'s system with five engines equipped with 
wireless signalling apparatus. i | 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—MELBOURNE.—June 15th. City Council. 
Four mechanically-fired boilers, one turbine-driven boiler-feed 
ump, two fuel eoonomisere, circulating water pumps. City 


-Electrical Engineer. Specifications from Messrs. Mollwraith, 


MoEacharn & Co.. Ltd., London, Е.С. 
June 30th. Victorian Railway Commissioners, One 13-in. 
centre lathe for turning or grinding commutators for traction 
armatures; one 9-Kw. motor-generator and battery-charging 

accessories ; four electric motors.” 

July 14th. Victorian Railway Commissioners. Supply of 60,000 
flame ато carbons for use in Ganz flame aro len (Contract 
28,811) ; aluminium feeder, insulators, feeder taps, &nd terminal 
anchoring and joint clampe, for 8t. Kilda-Brighton eleotric street 
railway (Contract 28,8 17).— Australian Mining Standard. 

SypDNEY.—July 12th. Metropolitan Board of Water Supply and 
Sewerage. Two steam turbines and condensers at Ryde pumping 
station, for the Chatswood pumping plant. Secretary, 841, Pitt 
Street, Sydney. 

July 19th. Council. Maximum-demand indicators. Specification 
(10a. 6d.) from Electric Light Department. | 

July 19th. Manicipal Council. One or two 12,000-Kw. turbo- 
alternators (Contract No. 363).° А copy of the specification can 
be obtained from the City Electrical Engineer, Sydney. 

Joly 19th. Steel towers for 33000-volt transmission line. 
Specification (10s 6d.) at E.L. Department, Town Hall. 

Jaly 21st, N.S.W. Government Railways and Tramways Depart- 
ment. One 250-K.v.A. turbo-generator.* 

ADELAIDE.—June 30th.*—Deputy P.M.G. 120 miles of outside 
distributing wire; 123 miles of int ulated copper wire 

Jaly 7th.* —27.000 jointing sleeves and 55 000 copper binders. 

PERTH.—July 7th. Deputy P.M.G. 31,000 porcelain or alter- 
natively stoneware insulators (Schedule 433 W. A.).“ 

Specifications for the items marked * can be seen at the B. of T. 
Commercial Intelligence Branch in London. 


Dublin.—June 7th. Electric passenger lift for Irish 
United Assurance Society. See ‘‘ Official Notices to-day. 

Dundee.—June 4th. Corporation Electricity Depart- 
ment. Reinforoed-oonorete floors and jointless flooring, required 
for the extension to Carolina Port generating station. 

Eccles,—June 9th.: Corporation. Installation of the 
electric light at the Anson Street Council Schools. Winton. Forms 
of tender (103.) from Mr. E. Parkes, Town Clerk, Town Hall. 

Edinburgh.—June 21st. Two 5,000-Kw. turbo-alter- 
natora and condensing plant, for Portobello supply station. See 
" Official Notices” May 21st. 

Edmonton.—June 1st. Maintenance of the intercom- 


munication fire alarms at the various elementary schools in 
Edmonton for 12 months for the Education Committee. Architeot, 


. Town Hall, Lower Edmonton. 


Finchley.— May 31st. U.D.C. Wiring, for light, 100 
workmen's dwellings, See '" Official Notices" May 7th. . 


Kirkcaldy.—June 14th. Corporation. 100 half-watt 
1,000.0.P. lamps and lanterns for street lighting. See “ Official 
Notices to-day. 

London.—L.C.O.— June 4th. Installation, 260 wiring 
points, 345 lights, also electric bells, at the County Secondary 
School, South Hackney. See Offloial Notices May 21st. 

Sr. PANCBAS.—June 14th. Corporation. Twelve months’ supply 
of Welsh and steam ооа! for the electricity stations and baths. 

WEST HaM.—June 146, Installation of lighting and water- 
heating apparatus at Knox Road Special Sohool, for Education 
Committee. See “Oficial Notioes to-day. — 

Manchester.—June 2nd. Corporation. Coal-unloading 
crane, conveying planta, &o. See “Official Notices " May 7th. 


New Zealand.—CuHRiSTCHUROH.—July 3rd. House 
service meters for the City Council Specifications from the City 
Electrical Engineer's offloe.— Mio Zealand Shipping and Commerce. 


Portsmouth. — June 1st. Corporation. 100 tons of 
steel girder tram rails, five tons of steel fishplates, one ton of fish- . 
plates, three tons of 5-ft, wrought-iron tie-bars. See Official 


Notioes May 14th. 


Rangoon.— August 11th. Installation of a system of 
fire-alarm-, for the municipality. Specification (10a.) from Messrs, 
Ogilvy. Giilanders & Co., 67, Cornhill, Е.С, 

Redditch.—June 14th. H.. three-phase switchboard. 
Bee Official Notices " to-day. 


Rhondda.—June 4th. U.D.O.  Water-storage tank 
(30,000 gallone), for Porth Electricity Works. See “Official 
Notices " to-day. 

Tasmania, — LauNcEsTON.— July 26th. Sub-station 
equiement. Section I, Converter machine, switchgear, &o. ; Section 
II. Underground feeder cable. Specification (218.) from the City 
Electrical Engineer, Town Hall. 

HoBART.—July 5th. Lead-covered telephone cables; glassware 
and other materia! for batteries ; telephone instruments and parts, 


— ——m . 
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including switchboards; iron work; various insulators; iron, 
steel, copper and bronze wire; india-rubber, gutta-perchs, cotton, 
silk or wool-oovered wire; sleeves, paper jointing, &o., for P.M.G.'s 
Department. See “ Official Notices" to-day. 


Wigan. — May 29th. Corporation. H.T., three-core, 
paper and lead-covered, armoured feeder cable, transformer and 
switchgear. See "Official Notices" May 14th. 


OLOSED. 


Australia,—The following tenders have been accepted :— 
P.M.G.'’s DzxpAnTMEBT, N.8.W. 
960 miles twisted piir, rubber-lasulatsd wire, £14 10s. per mile.—British 
Insulated & Helsby Cables, Ltd. 
P.M.G.'s ОЕРАВТМЕНТ, VICTORIA. 


Accumulator battery, Tador type, for Perth radio-telegraph station, £392.— 
J. R. W.Gardem. | 

8 miles paper insulated. lead-covered cable, 104 pairs, £992 per mile: 
8 miles ditto, 89 pairs, £223 per mile.—British Insulated & Helsby 


Cables, Ltd. 
Vicrorran Rattwave DEPARTMENT. 
(Electrical equipment of Melbourne suburban system.) 
Track and line relays. 23,067. —British Paeumatio Railway Signal Co., Ltd. 
Track resistanos, £41,547. —McK enzie, Holland & Westinghouse Power Signal 


Oo , f. ad. 
Volt feeder cables, volt t-nck cables and accessories, schedules rates. 
British In»ula:ed & He!soy Cab'es, Ltd. 
Overhead equ'pment of permanent way and overhead transmission mains, 
schedule ratos, —Beiti-h Insulated & Яе sby Oables, Led. » 
Hard-drawn copper wire, at £86 174. per ton.—Bcitish Iasulated & Helsby 
Cables. Lid. | 
MizrLBocawE, BRUNSWICK AMD Совсво Твамталтв TRUST. 
-core н.т. cable, £1,182.—W. T. Keaoley's Telegraph Woka, Ltd. 
Overhead material, £4554.—G. Н Bishop, Briusb Insulated & Helsby 
Cables, Ltd.; Le-ce 1% Parrington, Australian Geaoecal Klectcic Co. 
Car equipment, £6 549 — An«atralien General Bleotrio Co. 
Bub-station equipment, £3,510, —Australian General Electric Co.—T. ndere. 


Bexhill-on-Sea. - The Т.О. has accepted the tender of 
Messrs. Myerr, Rowe & C». for 500 tons of Shipiey Peas coal, for the 
electricity works, at £1 74. 61. per ton. | 


Bradford.—The Guardians have accepted the offer of 
Mr. Cnarles B-ll, at £33, for installing electric light at the West- 
brook Lodge relivf station. 


Dover.—The T.C. received the following tenders for six 
electri wI vehicl-s for ssavenging :— 


Edison Accumulators, Ltd. c. (accepted) 28,760 
Geuera: Veuioie Co., Lid. ee ee oe ee ee oe 5,850 
W olseiey's Motors, Ltd. ae z ka А .. 6.490 


Glasgow.—The Tramways, Works and Stores Committee 
recommenda acceptanue of the following :— 

Borap copper cable, асгар motor field ooils, sorap zino.—P, and W, 
MacLellan, Ltd. 

Scrip copper wits sad bonds, тотар armature oolle, scram brass, brass dust, 
scrap геа, scrap rubber oable, screp dry celis, —R. M. Easdale & Co. 

Bor ep lea -o d c«ble, — Trainer & Allison, 

Brasi ннер and borings, copper апі mica turnings.—Pegler Bros. & Oo., 


Cast-tron s*opping-place siga posts.—D. King & Son; J. and A. Law, Ltd. 
Two 5J0-Kw. rotacy cuDvecters.—British Westinghouse Co., Lt i. 


The Corporation has placed a 12 months’ contract for direct 
earrent house service metera with the British Thomson-H »uston 
Co, 14. 


Government Contracts.— The following tenders have 
been accepted during the past month by the Government Depart. 


menta named :— 
| WAR Orricz. 

Telegraph po'e arms.—Bullers, Lti.; 8 emens Bros. & Co. 

IosuiA.or bolts.—T. W. Lencb, Lud. Chas. Richards & Sons, . 

Battery boxes.—Accimuletor Iodustries, Ltd.; Houghton-Butcher Mig. 
Co., Ltd.: Walters tilectrical МІ. Co., Lid. 

Insulator brackets, clips, pole, &c.—Bullers, Ltd.; T. W. Lench, Ltd.; 
Biemens Bros. & Co., Ltd. 

Electric cable aud wire.—T. Bolton & Sons, Ltd.; BI & Helsby Cables, 
Ltd ; Caliender's Cable and Construction Co , Ltd.: Hanley's Telegraph 
Works Co, Ltd.; core Telegraph and India-Rubber Works, Lid.; 
R. Johnson, Clapham Morris, Ltd.: Johnson, Matshey & Co., Ltd. ; 
R. Jobnson & Nephew, Ltd.: London Eleotric Wire Co. & Smiths, Ltd. ; 
Bhropshire Iron Co., Led. : Siemens Bros. & Co., Ltd.; F. Bmith & Co., 
іпсггр rated in the London Electrio Wire Co, & Smiths, Lid; Ward 
and Goldstone, . 

Electric celis —Siemens Bros & C3., Ltd. 

Resistance c^i's.—Gambrel] Bros., Lid: Muirhead & Co., Ltd.; Nalder 
Bros. & Thompson, Ltd.; R. W. Paul; W. G. Pye & Co.; Reid Bros. 
Engineers, Ltd. 

Telegraph commutators and vibrators.—Edis^n & Bwau United Eleotrio 
Light Co.: Gell Telegraoh Appliances Syndicate, Ltd. 

Electric cranes.— Babcock & Wilcox, Ltd. 

Iosulator cups.—Bullers, Ltd.; Taylor, Tunnioliffe & Co., Ltd. 

Klectric sets, &o.— Austin Motor Co. 

Galvancuiezers.— Edison & Swan United Electric Light Oo., Ltd. ; India. 
Rubber, Gutta-Percha and Telegraphs Works Co., Lid. 

Insulators —Lithojite, Ltd. 

Electrio lamps.- Brimedown Lamp Works, L'd.; Cryseloo. Ltd.; Ffandem 
Co., Lid. ; General Electric Co.. Lid ; India- Rubber. Gutta-Pereba, and 
Talegraph Works, Ltd.; Omega Electric Lamp Co., Ltd.; Siemens 
Bros Dynamo Works, Lid. 

Telegraph poles. sel. Bayliss. Jones & Bayliss; Siemens Bros. & Co., Ltd. 

Ditto. wood. -W. Н. Beal: W. E. Chivers & Bons; Cutians Steam Joinery 
Works; John Jaques & Sons, Ltd. ; Маре & Co., Ltd.; H. Н. Martyn 
and Co., Ltd.; T. and B. E. Merredew, Ltd.; Venesta, Ltd.; D, 
Wishars & Co. 

Electric light switches, —Genera! Electric C3., Utd. | 

Telephone a- ti and parts.—L-ndon Electric Wire Co. and Smiths: Biemens 
Нов & C», Lid. ;. Walters Electrical Mfg. Co., Ltd. ; Western Electric 
Co., Ltd. ; West London Bcient:tl ^ Apparatus Co.. Lid. 

Works. e ves, electrical wiring Codt «d, Sutton Veney and Warminster. 
Edmunds na Electricity Corporation, Ltd. 

Electrical wiring, Codford. -Tredegar Lti. 

Electrse al wiring, Button Veney.—Girdlestone & €». 

Elec rio light instaliat on, Cannock Chase, Manstold, Oswestry and Rhyl.— 
Ellis & Ward, Lsd. 

Fieetric light installation, Richmond. Cox. Walk ers. 


In DIA Or HCR: STokr DEPARTMENT, 
Wirsless apparatus —Marcc at Wireless Telegraph Co. 


* 


-Royal Institution of Great Britain,—Fciday, May 98th. 


Cable.—Siemens Bros. & Co. 

Searchlights.— Chance Bros. & Co. 

Telephone parts.—Pee!-Oonner Telephone Works. . b 
Wire.—B.I. & Helsby Cables, Ltd. ; T. Bolton & Bons, Ltd.; White Cross Co. 


Post OFFICE, 


Telegraphic apparatus.—Creede, Bille & Co. 

Telephonic appa-atus.—Automatio Telephone Mfg. Co., Ltd.: Brit. L. M. 
Югіоввоп Mfg. Co., Ltd.: Pbonix Telephone and Electric Works, 
Ltd.: Western Fleotric Co., Lid. 

Telephonic cable.—Jchnson & Philips; Pire'l!-General Cable Works. Ltd.; 
Bt. Helens Cable and Rubber Co., Ltd. : Western Electric Co., Ld. 

St ne ware ducts.—Albion Clay Co., Ltd.; Doulton ё Co., Ltd.; Oates and 
Green, Lid. 

Insulator spindies.— T. W. Lench, Lid. 

Lasalating ctrips.— Millars Timber and Trading Co., Ltd. 

Laying ducts, Btockpors.— W. H. Worthington, Lid. 

Laying duots and pipes, Belvedere to Hop Exohange, 8.8.—Г. G. 
Brumme'l. 

Telephone Exchange equipment, Huddersfield.—Peel-Conner Talephone 
Works, Led. 

Telephone Exchange equipment extensions, East (London),— Western 
Electric Co., Ltd. Salisbary.—Peel-Conner Tele phone Works, Ltd. 


Kingston-on-Thames.—The T.C. has accepted the 
tender of the Anglo-American Oil Co., Ltd., for 1,400 tons of fuel 


dil for Diesel engines for two years, at £3 58. per ton. 


London.— SrEPNEY.— The Electricity Committee reports 
the purchase of 6 270 tons of coal for the electricity undertaking 
at prices ranging from 21s. 6d. to 24, a ton, and has accepted 
the offer of Messrs. E. Fuster & Co. for 3,000 tons of Bestwood 
геле Peas, at 21a. 6d. per ton, in weekly quantities of about 

Q tons, 

HAGOKNEY.—The Electricity Committee recommends the B C. to 
enter into a sole-use contract with the Electrical Apparatus Co., 
Ltd.. for the supply of direct-current house type meters, as may be 
required, up to and inoluding 25 amperes capacity, for one year. 


Spain.—The Spanish Ministry of Marine has recently 
placed a contract with the Sociedad E:p«nola de Construccion 
Naval for the establishment of an electricity generating plant at 
the State Artillery and Projectile Works at La Carraca for lighting 
and power purposes. 


Tasmania.—The Mount Lyell M. and R. Co., Ltd., has 


entered into a contract with the B.itish Insulated and H-leby 
Cables, Ltd., for the sale to them of 250 tons of electrolytic oopper 
(E. S.A. brand) monthly.— Tenders. 


FORTHCOMING EVENTS, 


Physical Society of London.—Friday, May 28th. At 8 p.m. At King's 
College, ~trand. Papers on Numerical Relations Between Eleotronic 
and Atomic Constant:,” by Dr. Н. 8. Allen; "A Method of Caloulating 
the Absorption Coefficients of Hom-g»neous X-tadtation,” by Mr. H. 
Moore: Two Exp»rimente It''ustrating Novel Properties of the Electron 
Currents from Hot Metals,” bv P-of О. W. Richardson, F. R. S.; High 
Permeabi'ity in Iron.“ by Prot E. Wil, on. 

At 9 p.m. At 
mal; Street, W. "aper od Kngineeriog Problems of Mesopotamia 

and Euphrates Valley," by Sie J. J«ck«on 
Friday, June 4th. At 9 p.m Paper on Radiation feom Exploding 

Atoms hy Prof E Rutherf rd, F.R.3. 


Bontgen Society. Tuesday, June Ist, At R.15 p.m. At Cancer Hospital, 
Fulham Road, S.W. Annua) gensral meeting. 


аас ͤ—̃̃———— 


Thermal Insulation Tests of Electric Ovens.—A 
recent issue of the Electrical World contained some particulars of 
an investigation into the resistance to heat offered by five different 
kinds of oven wall, the oven in question being one ueed for elec- 
trical work at Harvard University, rectangular in shape with walls 
composed of asbestos board. A summary of results from the 
various testa ia given below: 


Deg. C. Thermal 
Beries Nature of wall. т $2 per | resistance 
watt input, | ratios. 
1 | Single shell | 00254 | 1 
2 | Double shell and simple air 0'0110 | 1:62 
space 
8 Double shell and cellular air ; 0°0410 1:62 1 
врасе 
i Ж shell packed with cotton | 0'0605 ^ 2°38 1°47 
waste | 
Double shell packed with metal- | 00779 807 19 
lie wool 


— eee 

The oven measured externally 63 in. X 41} in. x 44 іп. and in- 
ternally, 56 in. x 314 in x 35 in. (approximately), It was foand 
that after seven oreight hours from the commencement of heating, 
the rate of rise of internal temperature was sufficiently small to 
enable heat input to be taken as heat leakage without serious error. 

The ovens provided with double walls, containing a simple air 
space between them, showed about 60 per cent. more thermal re- 
sistance to the escape of heat than a single wall, after а steady 
input for from seven to eight hours. Inserting a few horizontal 
wooden stripe into the walls to break up the air space into com- 
partments had no appreciable effest. Packing the hollow walls 
with loose dry cotton waste increased the double-wall thermal re- 
sistance nearly 50 per cent, and packing with a loose flocculent 
mineral substance nearly 90 per cent. The lattor substance is 
procured in Indiana, and ia fused and blown ont with com. 
р :євв d air. 


Vol 76. No. 1,957, May 28, 1915.] 


THE ELECTRICAL REVIEW. 


768 


MAIN-MOTOR-STARTING SWITCHGEAR 
USED ON MODERN GERMAN SUBMARINES. 


By NORMAN H. WOOD. 


OWING to the exigencies of service to which a modern ocean- 
going submarine boat is exposed, and-the fact that the 
machinery used to submerge the boat and propel it when sub- 
merged must be absolutely reliable, every effort is made to 
install apparatus which is effective and yet extremely simple. 

On the surface a submarine is propelled by means of 
internal-combustion engines using crude oil, but when diving 
and running submerged the boat is driven by powerful 
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submarines the starting gear is of а very special type, the 


. peculiarity being that the starting rheostat has been entirely 


eliminated. Experience has shown that these rheostats, even 
when immersed in oil, are very unreliable. Further, they 


. occupy a large space and are very heavy. 


The starting switchgear adopted by the German Navy 
i8 shown on the accompanying diagram. 

The battery consists of 4 units of 60 cells each, arranged 
in series-parallel, and any one unit can be cut out by means 
of the isolating links. The cella are of a special type 
designed to withstand repeated momentary shorts without 
appreciable damage. The individual plates are of lead, the 
positives being of the high surface type whilst the negatives 
are pasted. The containers are of special valcanite and are 
perfectly watertight, with & space of 60 mm. allowed between 
the lower edges of the plates and the container-bottoms 
to receive any mud that may accumulate. Grooved wood 
separatora are inserted between the individual plates. The 
boat can assume an inclination of 25° in any direction 
withont the acid running out of the containers. 

The motors are of the shunt-wound double-motor type, 

: fitted with interpolesand 
| compensating windings. 
Each main motor has 
two armatures mounted 
on the same shaft, with 
two distinct but equally 
proportioned fields of 
eight poles each, where- 
by each armature at 
load exerts half 

the total output, viz, 
225 B. H. P. 
» The shunt fields ere 


t 
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» 9 ^ SOURCE or VHE SUBMARINE arranged in series, with 
' N MAIN CABLES ‹ а non-inductive resist- 
тене 3 P corren to met ance in parallel to pro- 
m 8 JF 5 vide a shunt discharge 
о ы path when the current 
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P AyTOMATIC QVERUMD 001 ovis FITTEO WITH form one complete unit. 

i di The starting switch- 
"nus gear is of the open type, 
2 . and consists of quick- 
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" SN knife switches with 
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PORT MAIN PROPELLING MOTOR 
«52 8.H.P., 350 А.Р.М., 225 VOLTS, 1670 AMPS. 


DIAGRAM OF CONNECTIONS OF MOTOR-STARTING SWITCHGEAR, 


electric motors and maintained at the desired depth by 
means of diving rudders or hydroplanes. Should, however, 
the main motors or their starting switchgear break down 
when the boat is ruoning submerged, the diving action of 
the hydroplanes becomes nil, and the submarine, due to its 
reserve buoyancy, will immediately rise to the surface, 
thereby becoming a helpless target for the guns or ram of an 
enemy warship having a greater surface speed than itself. 
These motors receive their current from a large storage 
battery usually placed amidships, and on modern German 


auxiliary breaking-con- 

tacts, the whole being 

mounted on slate base- 

plates secured to angle- 

iron frames, with the 
d , d ; | connections taken off at 
0 о the back. 

The cables are lead- 
covered and armoured 
with interwoven flexible 
galvanised-steel wires. 


: oj oj ENDO | 
Wee Ded Lo ori j Starting for Ше 
" Ahead" position 18 


deu | effected as follows :— 
j i SAA Oe 1. Switch a is moved 


WMV ir | 
| | up, switch р down, and 
E the automatic overload 
STARBOARO MAIN PROPELLING MOTOR cut-outs аге inserted . 
450 B.N.P.. 360 fl. P. M., 225 VOLTS, 1670 AMPS. = when a current 18 
immediately sent 
through the sbunt 
windings. It is thus impossible to start up the motors on 
an open field. n el lees те 
2. Switch в is placed up and switch c down, when a very 
heavy impulse current, about 4,000 amperes, is sent through 
the two armatures in series, which at once commence to 
revolve. As this heavy current is only momentary, the time 
limits, which are set for about 3 seconds, prevent the cut- 
outs from operating. grace 
3. By means of the shunt regulator the speed is increased ` 
to the utmost, when tho shunt resistance is quickly cut out 
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and switch c placed up, whereby the armatures are in series 
across the full battery pressure. . 

4. By means of the shunt regulator the speed is again 
increased to the utmost, the shunt resistance quickly cut 


out and switch D moved up, thus placing the armatures in 


parallel across the full battery pressure. 

The speed can now be adjusted at will by means of the 
shunt regulator. "With this arrangement continuous regu- 
lation from 80 up to 350 R.P.M. is possible. 

To reverse, switches А, B, С and D are opened, A is placed 
down and the other switchings are carried out as above. 

As the time limits are set to operate at about 3 seconds 
the cut-outs are fully effective on a prolonged overload, but 
as an additional safeguard single-pole fuses are placed in the 
armature circuits. 

This switchgear is usually placed in the boat, as near the 
main motors as possible, and is provided with the necessary 
number of ammetera and ampere-hour meters of the mercury- 
motor type, to enable the officer in charge to read off the 
condition of the battery-units and, incidentally, to check 
their efficiencies. 

The battery can only be charged when the boat is on the 
surface, the motors being driven as dynamos by the oil 
engines, but special terminals are provided to enable the 
battery to be charged with its sections in series or parallel 
from в source outside of the submarine, such as the parent 
boat or dockyard plant. 

The capacity of the battery is so rated as to enable the 
main motors to give their fall outputs for 1j hours, 
thereby imparting to the boat a submerged speed of about 
10 knots. 


\ 


NOTES. 


The Engineering Institutions’ Volunteer Training 
Corps.—A meeting was held at the Institution of Electrical 
Engineers, on Thureday last week, to inaugurate the Engineering 
Institations’ Volunteer Training Corps, the formation of which was 
foreshadowed in these columna recently. Sir John Snell, 
Presiient I. E. E., ocoupied the chair, and there was a good attendance. 

The President announced that the Corps had been formed at 
the request of General Sir O'Moore Creagh, V.C., military adviser 
to the Central Association of Volanteer Training Corps, who had 
nominated Col, C. В, Clay, V.D., as Commandant, and he 
referred to the presence at the table of Mr. H. C. Gunton, Power 
Eagineer to the Post Office and C:mmandant of the Post Office 
Engineering Voluuteer Training Corps, and engineering adviser 
to the Central Association, whose experience in Territorial and 
Volnnteer organisation would be valuable to them. He hoped the 
I.E E. would form a nucleus which members of other Engineering 
Institutions would join ; when the London unit had been organised, 
it was hoped that the Local Sections would form similar units in 
their respective areas. The Corps would have the cordial sym- 
pathy and support of the Council of the Institution, and it might 
be possible to contribute to its equipment from the Institution 
funds, should that be found necessary. 

Col. Clay proposed that Sir John Snell, who had already done 
a great deal for the Corps, should be invited to become ite Hon. 
Commandant, and this proposal having been heartily endorsed by 
the meeting, Sir John ваі he had great pleasure in accepting the 
appointment. He then vacated the chair, and Col. Clay read a 
letter from General Sir O'Moore Creagh, who, after expressing 
his. pleasure on the acceptance by Col. Clay of the position of 
Commandant of the Corps, said :— 

“Tha formation of engineering units is of the greatest import- 
ance if the Volunteer organisation is to be satisfactorily completed, 
and the members of your unit should be eminently suitable for 
carrying out work corresponding to the several branches of the 
work of the Royal Engineers. I understand that in addition to 
Telegraph, Telephone and Searchlight Detachmente, you propose 
to furnish detachments that can manipulate emergency lightiog 
sets, and also detachments that would be prepared to undertake 
emergency work in power stations in case of damage by bombs or 
other causes, I consider that the number of engineers who could 
be usefully employed on work of this nature is practically un- 
limited, and would be of the greatest service." Col. Clay pro- 
ceeded to ехргева his indebtedness to the assistance of Mr. Gunton, 
and read a letter received by the latter from Birmingham. describ- 
ing the work that was being done by the Birmingham Electrical 
Volunteer Force, of which particulars were given in our issue of 
March 5th, 1915, p. 311. He stated that it was not proposed to 
limit membership to the engineering societies, Mr. Gunton had 
o'fered them the use of the Inna of Court Hotel for drill purposes, 
and, with his adjatant, Mr. С Е. Preston, would provide them with 
instructors from the Post Office Corps. Other places where they 
mizht drill were mentioned, including the H-eadquartera of the 
London E'estrical Engineera (Territoriale), where Col. Le Rossignol 
had kindly offered to afford them facilities. 

Members of other volunteer corps could join by arrangement 
with their commandante for transfer: and it was thought 


that special constables might be able to join the corps. He 
regretted that as no form of attestation was permitted by 
the War Office, they could not share the work of the 
Regulars at present. An entrance fee of 53. and a sub- 
ecription of 5s. a quarter were suggested; the uniform would 
cost about 30a. They must begin with squad drill and company 
drill, and flag signalling ; their technical work would embrace 
telegraphs and telephones, searchlighte, trench work, wire en- 
tanglements, mining, temporary lighting, and, perhaps, wireless 
telegraphy. They might also be employed in semi-military 
functions, such as lighting camps, &o. 

Mr. Gunton pointed out that in the early days the assistance of 
the Post Office Corps might be very useful to the new body, the 
former having obtained the loan of telegraphio apparatus and tools. 
It was important that eligible men who were not permitted to 
enlist should nevertheless be trained, ready to enter the Royal 


Engineers in a semi-trained condition in case of need. In bis 


opinion the Volunteer movement encouraged recruiting for the 
Army, and there was plenty of scope for the corps. 

Many questions were asked and answered, and it was agreed to 
commence drill on Wednesday next week, at 6.30 p.m. Saturday 
afternoons will also be taken, and other days will be arranged for 
as required. The meeting concluded with a hearty vote of thanks 
to Sir John Snell, Col. Clay, and Mr. Gunton for their work in 
forming the corps. 

It was suggested during the meeting that many engineering 
firms would be glad of the opportunity to assist in equipping the 
corps with apparatus, and arrangements will be made to this end. 

We are informed that drills will be held on Mondays, Wednesdays 
and Fridays at the Headquarters of the London Electrical Engineers, 
46, Regency Street, S.W., starting on Wednesday, June 2nd. 


Australia and Preference.—At a meeting held in 
April at Melbourne by the Victorian Chamber of Manufactures a 
communication was received from the Western Australian chamber 
asking for the views of the Victorian Chamber regarding the 
following recommendation from the New South Wales Chamber :— 
“That this Council heartily approves of the extended preference 
to the Mother Country given in the latest tariff, and urges upon 


‘the Federal Government the desirability of the Commonwealth 


also comprising trade reciprocity with the Dominions, and a fixed 
minimum surcharge of 25 per cent. for ten years upon all goods 
made in Germany. That the foregoing resolution be forwarded to 
the Associated Chamber of Manufactures of Australia for anb- 
mission to the Federal Government.” . 

Acoording to the Melbourne Age the executive of the associated 
chambers was to consider the queation contained in the New South 
Wales recommendations a few days later. The executive of the 
Victorian Chamber, together with the executive of the New South 
Wales Chamber, took steps at the beginning of this year to urge 
action somewhat іп the direction indicated. 

We are indebted for the foregoing information to an esteemed 
electzical correspondent in Victoria who is anxious that we should 
be kept informed in this country respecting the growing feeling 
in the different Australian States regarding the need for a pro- 
hibitive duty against German manufactures. 


Heavy Mechanical Road Traffic.—The Departmental 
Committee recently appointed by the President of the Local 
Government Board to consider the law and regulations relating to 
the construction and use of road locomotives and heavy motor-cars 
in Great Britain has commenced to take evidence. Communications 
should be addressed to the Seoretarv of the Committee, Mr. В, J. 
Simpson, Local Government Board, Whitehall. 


Industrial Electric Heating.—An Industrial Electric 
Heating Association has been formed at Toledo, U S.A. Our 
American namesake quotes the following preamble to the con- 
stitution, showing the aims of the organieation :—'' Recognising 
the opening of a new aud heretofore undeveloped field ín the el 
trical industry, the importance of which, and the possibilities for 
the development of which, are so great, and the present knowledge 
so small, it seems imperative that an organisation should be per- 
fected to study and gather together all the available information 
on this great subject for the benefit of its membera and of the 
industry at large and for the exchange of ideas and data.“ 


Electric Light and Fans in German Trenches,— 
The Ti men special correspondent in Northern France states that 
the trenches taken from the enemy east of La Quinque Rae and 
Rue d'Ouvert were fitted with electric light aud fana, and with 
mechanism worked by electrio power for draining them. “The 
necessary power was obtained from electric plant at the ooal- 
mines in the La Bas ée area. In one trench our men profited for 
several hours by the electric light, but eventually the enemy 
gevered the wires and ao cut off the current." 


Removal of Rust.—In a paper read before the Iron 
and Steel Institute at the recent annual meeting, Messrs, J. N. 
Friend and C. W. Marshall described exp»rimente on the qnantita- 
tive removal of.rust from iron by chemical reagents. Various 
solutions were tried, but none was found that would remove ruat 
without also dissolving some of the iron. Оле of the best reagenta, 
acting quickly on the rust but very slowly on the iron, was boric 
acid; a saturated solution cleaned rusty plates in a day or two, 
after which very little loss in weight of iron ce zurred. А 10 per 
cant. solution of aluminium sulphate cleaned the iron in 24 hours 
and yielded an excellent metallic surface, Sodium citrate, which 
had often been recommended, acted very slowly, a 20 per cent. 
solution taking four days to clean the iron; it gave a beautiful 
surface, but the iron continued to dissolve during the whole period 
of immersion, 
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Air Raids and Fire Prevention. — An excellent 
“ Warning " leaflet, No. 174, has been issued to the publio by the 
British Fire Prevention Committee, containing a description of the 
bombe used by enemy aircraft, and the best steps to take to deal 
with fires resulting from their use. Copies can be obtained from 
the Committee at 8, Waterloo Place, Pall Mall, 8.W., on application. 
By kind permission of the Committee, we.are enabled to reproduce 
a sectional drawing of the incendiary bombs, which, it will be 
seen, are exceedingly well calculated to ignite anything of an 
inflammable nature within their range. | 

The bomb, as a rule, is conical, corded round ; the base is a fiat 
cup, on which a pierced metal funnel is fitted, having the igni- 
tion device and handle attached at the top. 
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SECTION OF INCENDIARY BOMB. 


The funnel is generally filled with thermit, which upon ignition 

tes intense heat, and by the time of the concussion, has 

taken the form of molten metal at a temperature of over 5,000° F. 
The molten metal is spread by the oonoussion. 


Outside the funnel is a padding of a highly inflammable or 


resinous material, bound on with an inflammable form of rope. 
The resinous material creates a pungent smoke. 

There is generally some melted white phosphorus in the bottom 
of the cup, which develops nauseous fumes, and in some cases cellu- 
loid chippings are added, and occasionally a small quantity of petrol. 

The best means of combating the flames produced by these 
infernal devices is to apply a stream of water from a series of 
buckets or a hose—single buckets of water are of little use, and 
sand has not the necessary oooliog effect. Damped respirators 
should be worn to prevent breathing the pungent fumes. Gas and 
electricity supplies should be cut off at once. 

Explosive bombs seldom cause firer. 


Institution and Lecture Notes. — Diesel Engine 
Users’ Association.—At the May meeting of the Aveociatiun, it 
was agreed that a member unable to attend a meeting on any 
particular occasion should be entitled to nominate a deputy to 
attend in his place, The question of a suitable allowance to be 
. made for depreciation of Diesel engine plant in connection with 
inoome-tax assessment was discussed, and ita farther consideration 
was adjourned. The subject of lubrication of Diesel engines was 
further dealt with. Information on several interesting pointe had 
been received from many of the members of the Aesociation, and 
it was decided to extend the time for sending in returns from 
other undertakings and to ask for further information in certain 


cases. These returns will then be tabulated and circulated among 


the members only. The next meeting of the Association is to be 
held on Wednesday, June 16th, when the question of cracked 
pistons will also come up for discussion. 

Institution of Electrical Engineers.—The annual general 
meeting of the YORKSHIRE LOCAL SECTION was held at Leeds, 
on May 12th ; Mr. T. Roles oocupied the chair. The annual balance- 
sheet and report were presented and adopted. The following officers 
and members of the Committee were eleoted for the ensuing year :— 
Chairman, Mr. H. Hodgson W:ight (Halifax); Vice - Ohairmen, 
Mr. H. A. Neville (Wakefield), and Mr. W. Lane (Leeds) ; Hon. Sec., 
Mr. Jao D. Bailie (Leeds); Committee, Messers. R. H. Campion (Dews- 
bury), W. M. Selvey (Sheffield). C. J. Jewell (Wakefield), P. J. Pybus 
(Bradford), J. E. Storr (Leeds), and E. C. Wallis (Leeds). 

· Pho annual general meeting of the contributors to the I. E. E. 
Benevolent Fund was to be held yesterday to receive the report and 
. statement of accounts for 1914. 8 

Association of Mining Electrical Engineers. — At a meeting 
in Dunfermline of the East of Ssotland branch, offioe-bearers were 
appointed as follows: — President. Mr. W. A. Wilkie, Cardenden; 
Vice-President, Mr. D. Beveridge, Kelty ; Secretary and Treasurer, 
Mr. Robert W. Peters, Lochgelly. A discussion took place on the 
Use and Abuse of Oils on Mining Plant and Bearings of Electrical 
Machinery.” 

Electrically-Driven 0,5. Warship.—The Journal of 
Commerce (Liverpool) states that the General Eleotrio Co., of New 
York, will, according to an official announcement, supply the 
electric propelling machinery for the new U.S. battleship Cali- 

fornia for £86,200. The California is under construction at New 
York Navy Yard, which submitted an estimate of £126,200 for a 
steam equipment, 


Tungsten-Filament Lamp Charaeteristics.— One of 
the greatest difficulties in photometry arises from the differences 
in the colour of light from different sources, which cause the 
persona] element to assume excessive importance, as no two 
observers agree exactly in their judgment as to when two colours 
viewed in the photometer are of equalintensity. Hence in accurate 
work it is necessary to average a large number of observations 
made by different persons in order to arrive at a reliable result. 
By varying the temperature of the filament of a standard tungsten 
lamp, it is possible to obtain a wide range of colours which can be 
matched with the colours of the lamps under test, and when the 
candle-power of the filament corresponding with each temperature 
has been determined, the process of comparison is greatly simplified. 
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CHARACTERISTIC CURVES OF TUNGSTEN LAMPS. 


This subject has been investigated by Mesars. G. W. Middlekauff 
and J. F. Skogland, whose reaults are given in the Scientific 
Papers of the U.S. Bureau of Standards. The authors find that 
all vacuum tungsten lampe (100 to 130 volts), over а wide range 
of wattage, have the same vultage-current-candle-power charac- 


teristics, independently of the method of manufacture, and the 


relations between these thres factors can all be accurately 
expressed by one general equation of the form y = А 2? + Bg + 0, 
where z = log voltage. y = log candle-power, log wattage, log 
current, or log watts per candle, and A, B, O are constants, the 
values of which depend upon the significance of y. The equation 
expresses the voltage-candle-power and the voltage-watts per 
candle relations to well within 0'3 per oent., and the voltage- 
wattage relation to well within 0'05 per cent. of the observed 


values over the range from 07 to 33 watts per candle, the latter 


limit extending beyond the watts per candle corresponding to 
colour match with 4-watt carbon lamps. It is therefore possible, 
after carefully standardising a tungsten lamp at colour match 
with 4-watt carbon primary standards, to caloulate with a high 
degree of precision its candle-power, voltage and current at any 
desired watts per candle or colour within the range above-men- 
tioned. Thus all measurements can be made at colour match 
without the use of colour soreens. 

To avoid the necessity of making tedious caloulations, the 
authors give tables which enable the change to be made from one 
efficiency to another with an ordinary slide rule. The charac- 
teristic curves of lamps of sizes 25 to 100 watte at 100-130 volts, 
taking normally 12 watts per candle, are shown in the accom- 


panying figure. 


- 


Coal Supplies Conference, — As a result. of the 
National Conference on Coal Supplies to Gas and Electricity Under- 
takings, a deputation attended before the Coal Exports Control 
Committee, on the 20th inst., and laid the views of the Conference 
before it. The deputation consisted of Sir Corbet Woodall, 
Past President of the Institution of Gas Engineers and Governor 
of the Gas Light and Coke Co., Sir John Snel!, President of the 
Institution of Electrical Engineers, Alderman Phillips, chairman of 
the Salford Corporation Gas Committee, Alderman Kay, chairman 
of the Manchester Corporation Gas Committee, Mr. Frank Bailey, 
chief engineer of the City of London Electric Lighting Oo., Ltd, Dr. 
Charlea Carpenter, chairman of the South Metropolitan Gas Co., 
Bailie Smith, chairman of the Glasgow Corporation Electricity 
Committee, Mr. Reginald Neville, M.P., chairman of the Brentford 
Gas Co., Mr. Hanbury Thomas, mansging director of the Sheffield 
Gas Co., Mr. J. 8. Highfield, chief engineer of the Metropo itan 
Electric Supply Co., and Mr. D. Milne Wateon, general ‘manager of 
the Gas Light and Coke Oo. ; 


е 
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Educational Notes.—Universiry or LoNDoN.—The 
Senate last week resolved that the science department of Gold- 
smiths’ College should be closed as from the end of the present 
session. It was also resolved that the East London College, pre- 
viously admitted as a School of the University for limited periods, 
should be continued as a School of the University in the faculties 
of Arte, Ssience, and Engineering without further limitation of 
time. 

BgisTOL UNIVERSITY.—The Council has decided to commence 
the erection of new buildings, for which a total sum of £220,000 
has been presented by Messrs. G. A. and Н. H. Wills. 

MANCHESTER SCHOOL OF TECHNOLOGY.—Ten research scholar- 
ships in technology, valus £80 to £50, with fees remitted, tenable 
during the session 1915-16, will be awarded on July 6th, 1915. 
Applications must be received by June 21st. Particulars can be 
obtained from the Registrar. The scholarships are open to 
graduates of any University in the British Empire, and to other 
persons possessing special qualifications for research. 


Appointments Vacant,—Borough electrical engineer 
(£400) for West Hartlepool ; charge engineer (308.) for St. Albans 
Electricity Works. Particulars are given іп our advertisement 
pages. 

Fatality.—Sergt.-Major Thompson, 11th Welsh, at 
the Seaford camp, aged 35 years, who was, before he joined the 
Colours, in the clerical department of the Swansea electricity 
station, was returning to camp jast before midnight recently when 
he was accidentally run over by a motor-car, receiving internal 
injuries from which he succumbed shortly afterwards. 


Domestic Electric Service at Hendon.—In connec- 
tion with their efforts to extend the domestic uses of electricity, 
the Hendon Electric Supply Co., Ltd. have arranged with Mrs. 
Maud Lancaster to give a series of demonstrations of various 
domestic electric appliances. The first of these demenstrations 
will take place on Tuesday next at St. Alban's Hall, Golder's 
Green. At 3.30 o'clock a lesson in cooking economical French 
dishes will be given by Mrs. E. Lewis, and it is after tea that Mrs. 
Lancaster will begin her explanations to ladies and their cooks, 


OUR PERSONAL COLUMN. 


The Editors invita electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, ta keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—The [Luton Electricity 
Committee proposes to raise the salary of MR. К. HARDING, chief 
Olerk, from £120 to £130 per annum. 

The Bexhill-on-Sea T.C. has appointed MR. S. В. BURTON, fenior 
shift engineer, to succeed Mr. R. N. Smith (who has enlisted) as 
consumers’ assistant, at £2 per week. 


Tramway Officials.—Mn. Е. FRESHWATER, manager of 
the Imperial Tramways Co., L'd., Stockton-on-Tees, and his wife, 
have been presented by the staff with an inecribed solid silver tea 
and coffee servi е on the occasion of their silver wedding. 

MR JOHN CAMERON, JUN., a воп of Mr. John Cameron, manager 
and secretary of Blackpool and Fleetwcod Tramroad Co., has been 
appointed manager of Northampton tramways at a commencing 
ealary of £350 а year. For some years Mr. J. Cameron, jan., has 
been borough electrical engineer of Northampton. 


General,— The Times states that the Trustees of 
Columbia University, in the City of New York, have awarded the 
Barnard Gold Medal to Prof. W. Н. BRAGd, F.R.S., Cavendish 
Professor of Physics in the University of Leeds, and his eon, Мв. 
W. L. Breaca, Fellow of Trinity College, Cambridge, and a 
member of the College staff, at present holding a commission in 
the Leicestershire Е H.A. (T.F.), for their works on X-rays and 

atals. 

The Albert Medal of the Royal Society of Arta for the current 
year hae been awarded to Prof. SIR J. J. Тномзох, O.M., D.Sc, 
LL.D., F.R.S., for his reeearches in physica and chemistry, and 
their application to the advancement of Arts, Manufactures, and 
Commerce. 

Mg. Н. R. P. GI BS, late chief electrical engineer in Mysore, 
and now the scientific head of the Tata hydro-electric scheme, has 
been appointed consulting electrical engineer to the Government of 
Mysore, the position of chief engineer being still in the hands of 
Mn. S. G. Fornes,—Jndian Fygqinesring. 

Мк. ALEXANDER MACKENZIE has been appointed president of 
the Brazilian Traction, Light and Power Co., and ita allied com- 
panien, to fill the vacancy caused by the death of Dr. Е. S. Pearson 
through the Jin“, disaster. Mr. Mackerzie has been closely 
associated with the Rio de Janeiro Tramway, Light and Power 
Co. and the Sao l'aulo Tramway, Light and Power Co. from their 
inception, and for many years acted as general and legal repre- 
sentative of the companies in Braz l. 

The Prime Minister has written to Sir Elgar Speyer. informing 
him that the King ів not prepared to accept his resignation of the 
marks of distinction received in recogrition of public services and 
philanthropic munifi ence, Mr. Asquith says he has known Sir 
Eigar long and wel, enough to estimate at their true value the 
" ba-elege&. and malignant imputations" upon his loyalty to the 
British Crown, sie Eigar left Liverpool ou Wedneeday to spend а 
briet heliday in the Stute», . 


The Electrical Review and Western Electrician states that WR. 
TBOMAS A. EDISON has been voted the American who has done 
the most to benefit mankind, and is to receive the Civio Forum 
Medal of Honour for distinguished public service. The medal, 
which was established to give recognition upon the part of the 
rauk and file of the American people to that one of their country- 
men who in ways of pesce performed some signal public service, 
was first awarded last year, Colonel George W. Goethale being the 
recipient, 


Obitaary.—Reuter’s Paris correspondent announces the 
death of M. Piegrg MARTIN, the inventor of the Siemens-Martin 
process of manufacturing steel. The Iron and Steel Institute con- 
ferred the Bessemer Gold Medal upon M. Martin last May. 

M. GEoBGES Dary.—We ragret to record the death of MH. Georges 
Daty, who was for many yeara associated with our centemporary 
Z' Electricien, of Paris, which has not yet been able to resume 
publication owing to the absence of M. Montpellier, the proprietors, 
and all the staff on military servics. M. Dary, who has been an 
o»casional, but valued, contributor of the ELECTRICAL REVIEW ia 
recent years, underwent au operation a short time ago at Toulouse. 
It was his intention, immediately after recovery, to plaoe before 
our readers hia views regarding the future prospecta for electrical 
industry in France, but, unfortunately, it has been willed other- 
wise. He had two sons serving with the French Forces, one of 
whom was, we believe, taken prisoner some months ago. M. Dary's 
sentiments were always most cordial towards this country, and he 
believed moat completely in the ultimate crushing of the enemy 
by the Allies. We tender to the family our sincere sympathy in 
the great loss that they have sustained. 


NEW OOMPANIES REGISTERED. 


Highfield Syndicate, Lid. (140,408).—This company was 
registered on May 20th, with a capital of £5,000 in 4,875 cumulative pra- 
ferred ordinary shares of £1 cach and 5,000 deferred ordinary shares of (d. 
each, to adopt an agreement with F. W. Highfield, to develop and turn to 
account the patents referred to therein, to carry on the business of precipi- 
tating or condensing dust, metallic or other particles, fume vapours, an: 
volatilisation products, clectric and general smelting and refining, etc. The 
subscribers (with one preferred ordinary share each) are: F. Н. Haviland, 
Thurnham, Lowther Road, Bournemouth, solicitor; W. А. Мајот, 15, ОН 
Christchurch Road, Bournemouth, solicitor. Private company, The number 
of directors is not to be less than two or more than seven: the first are 
F. II. Haviland and F. W. Highfield. Qualification, 4100 preferred ordinary 
or £2 105. deferred ordinary shares. Solicitor: W. A. Maslom, 15, Oid 
Christchurch Road, Bournemouth. 


Ecco Battery, Co., Ltd. (140,389). —— This company was 
registered on May 19th, with a capital of 12.000 in 1 shares, to adopt 
an agreement with T. Hill Jones for the acquisition of the property referred 
to therein, to carry on the business of electrical engineers, avents, factors, 
warchousemen, manufacturers, dealers, importers and exporters, etc. The 
subscribers (with ane share each) are: M. Wolff, 19 & 21, Fore Street Avenue, 
E.C.. merchant; A. J. Mardlen, 84, Milton Street, E.C., merchant. Private 
company. The number of directors is not to be less than three or more thar 
six; the first are M. Wolff, A. J. Mordlen, M. H. Goldstone, T. H. Jones, 
T. M. Jones, and T. A. Taylor (all „ Qualification, 500 shares. 


Remuneration, £50 each per annum. Registered office: Invicta Works, Bow 
Common Lane, E 


General Cable Manufacturing Co., Ltd, (140,379).— This 
company was registered on Мау 18th, with а capital of £6,000 in £1 shares, 
to carry on the business of cable manufacturers’ merchants, factors, dealers, 
agents, purchasers and vendors, in England and elsewhere, etc. The sub- 
scribers (with one share each) are: Hans Ochsenbein, 15, Garlick НІН, E.C., 
cable merchant; J. Wright, 2, Wood's Villas, Swanley, Kent, engineer. 
Private company. The number of directors is not to be less than two or 
more than five; the first are J. Wright and G. E. Pullen. Qualification, 75. 
Remuneration of chairman, £10 per annum; of others, £5 each рег annum. 
Solicitors : Sparks, Whitehouse, Russell & Co., 32, Walbrook, F.C. 


Anglo-Chinese Engineers’ Association, Ltd. (140,361).— 
R. cistered May 17th, by Suleman & Co., 110, Leadenhall Street, E.C. Capita! 
LTN in 5,000 six per cent. cumulative preference shares of £10 and 
70. % deferred shares of 1s. cach. Objects: to carry on in China or else- 
Where the business of ironfounders, mechanical engineers, manufacturers of 
agricultural instruments and other machinery, tool makers, metal workers, be Cer 
makers, millwrights, machinists, iron and steel converters, smiths, builders, 
metallurgists, electrical and water supply engineers, gas makers. agers 
merchants, shipowners, carriers, manufacturers of and dealers in machinery, 
iniplements, rolling stock. and hardware of ali kinds. etc., and to ad; 
agreements. with A. J. Moore-Bennett. The signatories (with one deferred 
share each) are: S. Denison, Hunslet Foundry, Leds, engineer; A. J. Mocre- 
Bennett, St. Winifred's, Lordship Lane. S.E., consulting engineer. Prive 
company. The first directors. (to. number not less than two or more thon 
12) are A. J. Moore-Bennett, J. Downs (Rose, Downs & Thompson, Lela, 
Hull; S. Denison, H. J. Ward. 10. St. Swithin's Lane, E.C.. and W.M 
Gibbs (Gwynnes, Leul), Hammersmith Iron Works, Hammersmith, W. No 
qualification necessirv. Remuneration (except! managing director) as fixed bs 
the company. Registered office: 9 & 10, Pancras Lane. Е.С 


Holme Electric Co., Ltd. (110.393).—This companv was 
registered on May 19th, with a capital of 1.000 in £1 shares, to carry 
on at Halme and elsewhere in the West Riding of Yorkshire the business 
of an electric light company in all its branches. No share shall be aher ted 
or transferred to a person who is not either (1) а ratepaver of the Urban Dis- 
trict of Holme. or (2) a resident within the said district, or (3) an owner 
of property within such district. The subscribers (with one share cach) arr 
C. linker, Lane Head, Holme. near Holmfirth, manufacturer; H. Howarrt, 
Lane Head, Holme, near Holmfirth, farmer; А. Howard, Lane Head. Hulme, 


near Holmfirth, surveyor; H. Batty, Lane Head, Holme, near Нет, 
teamer; J. Batty, Lane Head, Holme, near Holmfirth, farmers P. Haigh, I.... 
Head. Holme, near Holmfirth, warper; Huberte Hadtield, Lane Head, Henne, 
near Holmfirth, farmer, Minimum cash subscription, КОО. The fist diretas 


are: C Tinker, H. Howard, C. Beardsell, Horry Пе, and R. Calvert. 
Registered oiee: Council Offices, Holme, near Huddersfield. 


Halliwell and Co., Ltd. (140.421).—This company was 


repist red on May 21st, with a capital of £22,000 in £1 shores, to corry on the 


bu-i ss of естри rans, mechanical engincers and manufacturecs, wirkers ef 
an] deters in electricity, mi tive power and light. ete, The subscribers (mith 
ane share eich) gre: II III, Hi! Crest, Singtetan Road, K. est) Me 
chester, erneer; J. R. Маме, 3. Moss Haak Road, Ccumpect ce 


Manchester, electrical engineer. Private company, II. Halltwel! i< perro ne 
govorni g dicar. б.с ion, £100, R Sistered efes. 43, Themas Ste, 
Y'a riere a 

ad ona es UT. 
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. OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES, .. 


— 
M 


Foster and Pullen, Ltd.—First mortgage debenture, dated 
May 8th, 1915, to secure £500, charged on company's undertaking and pro- 
perty, present and future. including uncalled capital, registered. Holder: 
С. Grange, 12, Guy's Cliffe, Undercl.(e Lane, Bradford. 4 memorandum of 
satisfaction in full on May 4th, 1915, of first mortgage debenture dated May 
4th, 1910, securing £500, has also been notified. 


Coast Development Corporation, Ltd.—Second mortgage, 
dated May 3rd, 1915, to secure £3,000, charged on the electric lighting 
tation, Walton-on-the-Naze, and oodwill -of business carried on there. 
Holders: Sir Thomas S. Cave, K.C.B., Kilworth, Woking, and others. 


W vcombe Borough Electric Light and Power Co., Ltd. 
(53,133).—Capital, £50, in £5 shares eturn dated March 94th, 1915. 
8,000 shares taken up; £40, paid. Mortgages and charges, £40,000. 


Brilliant Sign Co. (1907), Ltd.—Charge on certain book 
debts due from debtors in Belgium, dated May 6th, 1915, to secure eb. 
Holders: Capital & Counties Bank, Ltd., 39, Threadneedle Street, E.C. 


Universal Cheap Cables, Ltd.—Mortgage, dated May 
10th, 1915, to secure £50, charged on certain freehold land at Norman's 
Bay, Sussex. Holder: O. N. Lake, 219, Tufnell Park Road, N. 


British Battery Co., Ltd. (137,905).—Debenture, dated 
May 17th, 1915, to secure £700, charged on the company's undertaking and 
prope present and future. Holders: A. H. Rose and T. A. Rose, 39, 

ech Street, Barbican, E.C. | 


CITY NOTES. 


Callender’s Cable and Construction Co., Ltd. 


Mr. T. O. CALLENDER (managing director) presided -at the 
annual] meeting, held on May 20th, at Hamilton House. He 
first apologised for the absence of Sir Fortescue Flannery 
(Chairman) through illness. The capital expenditure was 
£14,624, against £16,119 last year. It had not been necessary 
to spend so much as in 1913, but still they had to make some 
fairly considerable extensions at the factory. On the other 
hand, they had slightly raised the depreciation, which now 
stood аё £9,967, as against £8,900 in the previous year. Cable 
drums, contract plant, etc., stood at £40,443. They had found 
16 necessary to modify in some respects the arrangement of 
their accounts, owing to the large amount of contract plant 
which they had to purchase in connection with the important 
telephone contract which they secured from the Government. 
Last year the item stood at £21,097. Goodwill and patents 
were nil, as the item had been entirely written off. The 
stocks of raw material were £44,811, or £22,000 down as com- 
pared with the previous year. They had been able to dispose 
-3u the ordinary course of their business of some of the stocks 
they had, although they would gladly, if possible, have in- 
creased certain of the items which, owing to the war, they 
could not get, and this during the early part of the present 
ear caused them some inconvenience. It was common know- 
ledge that owing to transport and other difficulties and 
the requirements of the Government metals, and especially 
copper, had been exceedingly difficult to obtain, and practi- 
cally all of the reduction in the stock of raw materials was due 
to the inability to get the materials as promptly as they 
wished. That position was now improved, although railway 
and sea transport was still being carried on with the.greatest 
possible difficulty. On the other hand, manufactured stock 
had considerably increased, and now stood at £101,145, against 
468, 307 in the previous year, ог an increase of £32,000. That 
was due, again, considerably to the difficulty of transpórt, for 
jt happened that at the moment the balance was struck they 
had a lot of stuff awaiting shipment, and the increase had 
long since been fully disposed of. If they put the two items 
or raw materials and manufactured goods together, which was 
a fair way of looking at it, the total was £145,956, against 
£135,894 in the previous year, or a difference of only £10,000. 
The expenditure on contracts in course of execution, etc., was 
£72,925, as against £137,146 last year, but this was no more 
than they expected, for at the end of last year, when their 
books closed, no new contracts were being placed, and they 
were simply working out.the large contracte they had then 
in hand. far as contract business was concerned, it was 
quite evident that owing to the war and the restrictions im- 
osed on municipalities by the Treasury that there could not 
ba the same amount of contract business for electric mains 
in 1915 or in the latter part of 1914 as there was in previous 
vears. Therefore, the reduction in their contracts, although 
they were sorry to see it, was no more than they could have 
expected, and was, indeed, much less than might have been 
anticipated. 
an increase of £45,000. 'That probably might fairly be set 
against the decrease in the contract work, because the amount 
of business they did in 1914 compared most favourably with 
that of the previous year, both in volume and profit, in spite 
of the war. In fact the profit figures were conclusive evidence 
that they must have done a much larger business than in the 
past. which really was the case. Their retention money, 
which was always a large item in the balance sheet, was 
£105,940, against £80,190, but as nearly the whole of the in- 
crease was owing by the Government they need have no mis- 


Their debtors were £265.572, as against £219,000, . 


givings. During the latter part of the year, when they had 
the greatest possible anxieties as to the way their business 
might be carried on, they found a surprising amount of assist- 
ance from the municipalities and Government in the prompt 
way in which accounts were settled. In August they were in 
5 5 anxiety as to what the outcome of the situation would 
e, but they had surmounted these difficulties, and, like other 
ple in the country, had come wonderfully well out of it. 

{ was only right, however, that he should testify to the loyal 
assistance they had had from customers on their books, many 
of whom had been their friends and had stood by them ever 
since the company started in business. On the other side of 
the balance sheet, many of the figures were practically iden- 
tical with those of last year. Bills payable, however, were 
£96,360, against £150,405; but on the other hand their creditors 
were £214,694, against £166,519. Taking the two figures 


together, they were much the same as in 1913. Turning to the 


profit and loss account, they had to deal with the handsome 
sum of £162,254, which, considering the state of affairs, was 
& very reasonable profit for the company to have made. It 
compared with £159,234, or an increase of £3,020. The Chair- 
man went on to explain that the item was arrived at in 
rather a different way to that of previous years, and the sum 
&hown as profit would have been a good deal more had they 


followed the usual custom. The £162,254 was profit after cer- 


tain commission had been deducted for 1914, which was not 
the case in 1918. The item of £867 for allowances to staff 
ou active service by no means represented what would be 
their contribution in the current year, and they.still had men 
leaving the company's service to join the Forces. None of 
them would, however, grudge for one moment such contribu- 
tions. No fewer than 300 of the staff and of the permanent 
men had joined the Colours, and, in addition, a large number 
of men who were in the company's service at the outbreak of 
war, but who were not in permanent service, had also joined. 
In all, between 600-and 700 men who were with Callender's 
on August 4th had gone. That drain had, of course, been 


serious and caused them inconvenience, but they could hardly 


object to it under the circumstances. They had always con- 
sidered it their duty to employ as many Naval Reserve men 
as possible, and they required handy and reliable men who 
knew what discipline was; and, of course, when war broke 
out they melted away like snow. Repairs and maintenance 
of plant and buildings amounted to £14,904. А considerable 

rt of that upkeep was really in the way of depreciation, 
ecause when any of their plant became old-fashioned they 
simply dealt with it straight away. The net profit was 
£98,692, as against £91,861. They saw no reason for altering 
their policy of carrying forward eubstantial sums, especially 
in these times of serious trouble. The result had only been 
arrived at after а good deal of trouble and worry. At first 
none of them knew where they would be, and they had to 
grope along for some months, and they were only now getting 
their business into proper order. The amount of business 
generally in the company decreased in 1915, but not to the 
extent that they might reasonably have expected. The large 
telephone contract on which they had been engaged had been 
suspended, but they hoped on the conclusion of war it would 
be renewed with much new work in addition. The re-arrange- 
ments necessary owing to the war had been done with all 
posible expedition, but it was not easy to take a factory 

esigned for economically manufacturing cables and turn- 
ing it into use for something elee. They had a large engineer- 
ing business in addition, and they had been able to take 
work offered to them by the Army and Navy, and especially 
by the Navy. with whom they had always been in close touch. 
They had done considerable work for the Admiralty, and it 
was а great satisfaction for them to know that in several of 
the senous operations which had taken place their work had 
been reported on, and they had every reason to be satisfied 
with the outcome of it. The Chairman proceeded to speak 
in eulogistic terms of the work of the British Navy, and 
remarked that the work they were now carrying out necessarily 
could not be so profitable as that which they dealt with in 
the ordinary course of business. Still, they would look after 
the interests of the shareholders to every extent which waa 
proper and right, and he hoped they would not be unduly 
depressed when they came before them with the current 
year's accounts. 

Mr. J. VARLEY seconded the motion, and the report was 
adopted without discussion. 

On the motion of Mr. J. Stewart Bux a hearty vote of 
thanks was passed to the board and staff. =  — 


Mexice Tramways and Electric Companies. 


CiRCULARS have been issued to the bondholders and share- 
holders of the Mexico Tramways Co., the Mexican Light and 
Power Co., Ltd., the Mexican Electric Light Co., Ltd., and 
the Pachuca Light and Power Co. by the directors explain- 
ing the position of affairs. As printed in the Financier, the 
circulars state that since the date of the issue of the last 
annual reports of the companies the financial and political 
conditions in Mexico have grown steadily worse. At the 
present time the affairs of the country are in a state of chaos, 
and practically all business is at a standstill. The directors 
and officials have given the most anxious thought to the situa- 
tion and used every possible endeavour to protect the share- 
holders’ interests. As the affairs have reached a climax and 
the control of the tramways has been taken out of their 
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hands, they desire to lay the position fully before them. The 
existing situation does not arise from a financial weakness on 
the part of any of the companies. They have all had a 
prosperous existence from their inception, and, but for the 
political interference, there is no reason to believe that they 
would not still be earning not only the interest on their bonde, 
but satisfactory dividends for the shareholders. The credit 
of Mexico has steadily fallen. Power has been held now by 
one faction, now by another, and each new authority has 
issued large amounts of paper money, with the result that 
the value of the currency has depreciated, so that at the 
present time the rate of exchange is not more than 5d. to 
the peso, instead of 25d., the normal rate. As millions of 
paper pesos are already in circulation—and the amount is 
ikely to increase rapidly—a still further drop in exchange 
may be expected. e Tramways Co., however, was obliged 
to accept this paper currency for fares, with the result that 
з large proportion of the gross receipts wae useless for buying 
exchange on London and Toronto for the purpose of paying 
coupons or purchasing materials for maintenance and current 
operation. It is now practically impossible to communicate 
(except with great delay) with the officials of the company 
in Mexico, but the latest information received states that 
when Carranza's representative was recently driven from 
the City of Mexico by Zapata he took with hin the ''con- 
trollers off the care, thereby rendering them unfit for ser- 
vice. Ав а result, all traffic has ceased. The board have made 
numerous protests to the authorities in Mexico, and have 
repeatedly filed protests against the actions of the Mexican 
leaders through the representatives of the British Govern- 
ment in Mexico, the Department of the Secretary of State in 
Washington, and the Foreign Office in London. The authori- 
ties have not up to the present taken over the control of the 
businesses of the Mexican Light and Power Co., Ltd., the 
Mexican Electric Light Co., Ltd., or the Pachuca Light and 
Power Co., and the physical condition 'of the properties of 
these companies has been very little injured. It has been 
necessary, however, to grant a large increase in wages, with 
& consequent decrease in net revenue, and as the income of 
the businesses is largely received in paper, there is practically 
no available surplus after providing for the maintenance 
which is absolutely necessary to keep the businesses in opera- 
tion. The board at the present time are conferring with the 
trustees for the bondholders as to what further steps, if any, 
should he taken to protect the bondholders’ interests. The 
board feel, however, that the future of the enterprises must 
necessarily depend upon the development of the political 
conditions in Mexico and the future attitude of the United 
States Government towards that country. 


A 


Kalgoorlie Electric as Lighting Corporation, 
Ltd, 


Mr. E. Pore, presiding at the annual meeting, held on Tues- 
day, said that the general business of the company had been 
maintained throughout the year, and the result was well up 
to the average of previous years. Ihere was some alteration 
in the items of the balance sheet—the reserve established 
for depreciation and renewals having been written off. This 
fund had been used chietly for purchasing new up-to-date 
plant to take the place of the original plant. The old plant 
had been, and was n. maintained in efficient running order, 
and forined a valuable stand-by plant; but owing to the pro- 
gress in engineering practice it was somewhat out of date 
and could not be operated at a cost low enough to yield a 
satisfactory profit on the price at which they now had to sell 
current. It had, therefore, depreciated in value, and it had 
become advisable to write off the fund for depreciation and 
renewals, the cost of the plant. Out of the ргой for the year 
£1,000 had been set aside for the redemption of debentures. 
As eome holders might have been compelled to realise, and 
possibly, owing to the war, there might not have been much 
market, they decided to protect the holders as far as possible 
by buying for the company if debentures were offered. With 
part of the money reserved for the redemption of debentures 
they had subscribed for £5,000 of the war loan. There would 
be some increase of their operating coste during the current 
year, but they had reason to think that in the final result 
they would nearly, if not quite, maintain their average 
moderate profit. So far as the year had gone, they had done 
a little better than in the corresponding period of last year. 
Some of their contracts had been recently renewed, and the 
aggregate of current sold showed but little variation. Аз 
they knew, a great deal of the engineering capacity of the 
country was engaged on Governinent work, and whilst. tbe 
war lasted they might at any time, if they bad a breakdown, 
find it impossible to get a supply of new plant, or even of 
material. Fortunately, they had a fairly large stock of spare 
parts and supplies. Still, any breakdown, even on a moderate 
wale, might necessitate running their stand-by plant for a 
considerable time, and this would seriously reduce their 
profit. This was a risk they could not altogether avoid. They 
could congratulate themselves that the scene of their opera- 
thins was outside the area of actual conflict, and that their 
lows was not likely to be great. At their last meeting they 
discussed. the projeet of conserving all cash possible for the 
purpose af paving off the existing debentures, and that for 
thas purpese they should pay the preference shareholders their 
full dividend in second debenture bonds, bearing 6 per cent. 
Interest. They had come to the conclusion that it was better 


THE ELECTRICAL REVIEW. 


[Vol. 76. No, 1,957, May 28, 1915. 


to go on as they were for the present. They were of opinion 
that the debentures would be handled and dealt with fairly 
equitably and to the satisfaction of the holders when the 
time came. No debenture holder need fear for either his 
irterest or his capital. The Kalgoorlie goldfield, upon the 
life of which they depended, would be operated at a profit 
long after the last of their existing debentures were paid off. 
In conclusion, the Chairman pressed the satisfaction of the 
board at the services of Mr. Crocker, their general manager, 
and the staff he controlled; of Mr. Batley, who represented 
Messrs. J.-G. White & Co., their consulting engineers; and 
of the secretary, Mr. H. J. Dixon. 

Mr. G. O. Howard seconded the motion, and the report 
was adopted. 


Compayies Struck Off the Register.—The following 
companies have been strack off the Register and are acoordingly 


· dissolved : — 


Alkaline Accumulators (Paul Gouin). 
Avglo-Brazilian Power and Shipping Corporation. 
Beam Co. (British Klectrical and Mechanical Co.). ` 
Blast.Furnaoe Power Syndicate, 

Coal substitute. 

County Wleotric Trastion Co. 

Electric Batteries and Carbons. 

Leeds Bleotrio Co. 

Bch enfe'd Universal Oil Filter Co. 

Bouthw »ld Electricity Works. 

Witney Electrio Supply Oo. 


Cuban Telephone €o,—The gross income from rentals 
and misoce.laneous sources aggregated over $1,200.000 during 1914, 
and after deducting all ooste of operation, taxes and general 
expenses, and providing ample depreciation reserves, the net balanoe 
of operating income amounted to over $559,000. Tne company 
paid during the year two quarterly dividends on preferred stock, 
totalling 860,000, aud one quarterly dividend on common stock, 
amounting to $52,500. Nearly $700,000 of the accumulated net 
cash surplus bas been used for the purpose of carrying on construc- 
tion work. The general financial stringency has made imprac- 
ticable the further placing of securities, henoe the action of the 
directora iu not declaring the dividends which have been earned.— 


Financial Times. 


Anderston Foundry Co., Ltd.—The accounts for the 
year to March 3186 show that £5,321 was brought in, and the 
profit, after providing for depreciation and income-tax, was 
£30,707 (against £40,984). It ia now recommended that there 
should ba paid a final dividend of 15s. 6d. per share (making 203. 
per share for the year), less tax. the same as for the previous year. 
£2,500 is placed to reserve.— Times, 


Stratford-on-Avon Electricity Co., Ltd.—Mr. С. M. 
Bird presided at the annual meeting held on the l4th inst. He 
regretted that it had ben necessary to pass the dividend on this 
occasion. They had hoped to steadily progress until 5 or 6 per 
cent. was paid, but the year had brought a set-back. There were 
advances in fuel and wages, and several breakdowns on the mains 
which occasioned considerable expenditure for repairs. though 
other repairs and maintenance charges were redac:d. Н. did not 
think there would be а big advance in anthracite coal. Uafortu- 
nately they could not increase the price of electricity, aa their agree- 
ment with the Corporation bound them not to exceed 54. per unit 
for lighting. Tne Corporation had increased the prica of gas by 
4d per 1,000, and they might be disposed to allow the company to 
advanoe their rate per unit. aud if it was found that the present 
price could not be made to pay they might approach the Corpora- 
tion. Mr. Priest seconded the adoption of the report. 


Doulton & Co., Ltd.—A financial daily states that 
after paying 5 per cent. on the preference shares for the year ended 
December, 1912, £31,626 is to be carried forward. 


Veritys, Ltd, —The directors, according to the Financial 
Times, recommend а dividend at the rate of 6 per cent. per annam 
on the ordinary shares forthe half-year, making 6 per cent. for the 
year, carrying £1,001 forward. 


Havana Electric Railway, Light and Power Co.— 
The accounts show the business for 1914 іп comparison with 1913 
was as follows: — Gross earnings, $5,396,713, against $5,417 054 ; 
operating expenses and taxes, $2,595,321, against $2612 952; net 
income, $2,801,392, againat $2,804,101. Dividends paid during the 
year, 6 per cent. on preferred and 6 per cent. on common stock. 


Lima Light, Power and Tramways Co.— The report 
states that the net profit for 1914 was £p120,259. There ів to be 
put to reserve and redemption fund, £p28,867 ; to reserve for bad 
and doubtful debte, £pl0,000 ; to extraordinary repairs, &pl6 S14 - 
to provision for losses ia exchanze, £p7,000; and the dividend 
1 per cent. (in respect of the first quarter of 1914, since when no 
dividend has been paid), £p13,195 ; leaving £p50,077 to carry 
forward. 


United River Plate Telephone Co., Ltd. —The gross 
earnings for 1914 were £030 652, less maintenance and other 
charges in Argentina and London, £168,816. After paying the 
preference dividend and the interim dividend on the ordinary shares. 
there remains £103,206, plus £6 357 brought forward; £2,000 за to 
ba put to staff provident fuud, 2 20.000 to reserve, and a баа! dividend 
of 5 per cent. on the ordinary sharea, making 8 per cent. for the 
year, is recommended, leaving £6,563 to be carried forward. Tae 
directors refer with regret to the death of Mr. D. Smith, for many 
years secretary and latterly managing director, Annual meeting 
held yesterday. 


\ 
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Anglo-Argentine Tramways Co., Ltd, 


For the year 1914 the gross receipts were £2,850,995, less 
working expenses £1,880,996, leaving £969,999. After adding 
interest On investments at £13,421 brought forward, and 
deducting debenture, loan, and preference interest and charges, 
£917,388, there remains £96,409, which is to be carried forward 
as, having regard to the decrease in the traffic receipts for the 
current year as compared with those of 1914, and the un- 
certainty of the outlook for the remainder of 1915, the 
directors have decided not to recommend any dividend on the 
ordinary shares. The average number of miles of surface line 
open for traffic or throughout the year has been 361, 
against 348 in 1913. e extension to Caballito of the first 
subway line from Plaza Mayo to Plaza Once was opened in 
April as far as Rio de Janeiro Station, and the entire line on 
July Ist, the whole length of the eubway open, with exten- 
sions, being 4} miles. ‘The construction of the second subway 
line between Retiro and Plaza Constitución, which under the 


ccmpany's municipal concession was to be completed by 


December 31st, 1914, has been postponed under the authorisa- 
tion of the Municipality. 

Mr. С. PEDRIALI, the general manager, as usual makes a 
detailed report on the position of affairs. Business was bad 
from the commencement of the year 1914. The local crisis of 
the previous year continued, failures being frequent, and 
many large and important firms involved. Land speculation 
and the restriction of credit by the banks were the causes. 
The war came as the last straw, and absolutely paralysed 
everything for the rest of the year. The effects are still felt, 
in spite of the excellent harvest prospects. Excess of emigra- 
. tion over immigration amounted to 61,103 for 1914. The tram- 
ways were, of course, affected, as the following returns show, 
and the traffic receipts were diminished, notwithstanding the 
additional facilities offered by the eubway :— 


- Surface. Subway. Total. 
Passengers carried 1913 us ve 340.014.573 2,125,849 342,140,422 
Т Т 1914  ...  .. 303,500,792 28,514,462 332,015,254 
Decre»se per cent., 1913 ; 10.7 — 2.9 
Car kilometres гип 1913 81,740,322 165,104 81,905,426 
й w » 1914 78,072,894 3,556,177 81,629,071 
Decrease per cent., 1913 4.5 — 0.3 


The total rolling stock increased from 2,603 to 2,676. The 
roing stock was maintained at a considerably reduced cost, 
but 1914 was not a year for records, as heavy and continuous 
rains caused floods, with consequent detrimental effects upon 
the car equipments. Approximately, 21 KM. of new track were 
brought into service, and reconstruction of permanent-way 
track has been completed or taken in hand in several direc- 
tions. The severe dfop in receipts on all lines renders com- 
parisons of value impossible, otherwise it would have been 
interesting to draw conclusions in regard to the effect of the 
opar of the subway. Many lines have already been favour- 
ably affected, and have become valuable feeders to the sub- 
way. Energy consumption per car km. has b@en further 
decreased, the average decrease being 17 watt-hours per car 
km. run. This is a result of the improved condition of the 
rolling stock and of the’ careful attention given to the manner 
of driving. The gross receipts were £2,847,471, a decrease of 
£115,673, but they were still in excess of the 1912 figures by 
£94,399. The report gives figures showing the continuous 
fall that took place in receipts for the subway during each of 
the months from July to December, and on the surface lines 
during the whole year. Import and export trade was seriously 
affected by the war; freighte on coal had oscillated from 11s. 
to 258. per ton to Buenos Aires; and Cardiff coal of best 
quality was extremely difficult to purchase. 

The average consumption of current per car KM. on the surface lines was 
613 watt-hours in comparison with 630 watt-hours in 1913. 

On the subway in 1914 the average consumption was 1,810 watt-hours per 
car KI. 

The 12 per cent. additional municipal tax for 1914 amounts to $82,131. 

Passengers per car KM. (surface lines have decreased from 4.16 in 1913 
to 3.69 in 1914. 

Expenditure per car км. (surface lines) have been reduced from 24.87 cents 
to 23.06 cents. This is due partly to the reduced 12 per cent. tax for 1914, 
working out at over half a cent less per car KM., and partly due to economy 
in maintenance of cars, track, overhead line and buildings, equal .87 cents. 

Expenditure for the surface lines was £1.572,079, a decrease 
of £202,867; and for the subway £129,887, an increase of 
£121,849. The net receipts decreased by £148,901 for the sur- 
face lines and increased by £114,246 for the subway. The 
gross receipts, therefore. show a decrease of £115,673, or 3.90 
per cent. The expenditure decreased by 481.018. or 4.54 per 
cent., and the net receipts by 434.655. or 2.04 per cent. The 
percentage of expenditure on receipts has been 59.77 per cent., 
compared with 60.17 per cent. in 1913. Expenditure has been 
kept at & minimum, and important economies have been 
effected in all sections. From the labour point of view, the 
year in Buenos Aires has been the quietest ever expenenced, 
owing to the abundance of labour offering. Mr. Pedriah, 
referring to the subject of prospects, says :— 

The forecast contained in my report for 1913 was, of course, completcly upset; 
ia the first place owing to the fact that the local crisis, which had been threat- 
ening for a whole усаг, became suddenly worse about the month of April, 
1914, and thea matters were thrown all out of gear by the outbreak of the 
European war. The past year has been a great lesson to everybody in this city. 
Whereas formerly money was plentiful and the tendency was to spend 
generously, now evervbody is economising, and even though business may 
have slightly improved since the new year, there is no doubt that the spirit 
of economy is still in the ascendencv, so that our receipts are, if not still 
dropping. at anv rate at a complete standstill. Under these circumstances, it 
's extremely difficult to even make a guess at what our receipts should be 
during 1915. Unfortunately. however, there is no doubt that we cannot expect 
any increase whatever on the year 1914, and in all probability there will be 
some decrease. 


The annual meeting was held yesterday. 


West London and Provincial Electric Supply 
Co., Ltd. | | 


Mr. Harry KAHN presided over the annual meeting, at 14, 
Ironmonger Lane, E.C., on May 19th. He said that the suc- 
cess of the Chiswick Electricity Supply Corporation spelt the 
prosperity of the company. Out of the available balance, 
£1,337, they were paying 6 per cent. оп the preference shares, 
carrying forward £393, as compared with £26 brought in. 
The balance sheet was now a perfectly clean one, the item 
preliminary expenses £483, having bcen written off in the 
previous year. In regard to the Chiswick Electricity Supply 
Corporation, which supplied Chiswick and Aberystwyth, in 
view of war conditions there was every reason to be satisfied 
with the results submitted. During the year the number of 
consumers had increased by 111 to 2,717, but owing to the 
lighting restrictions the increase in consumers had only partly 
made up for the reduced шр for shop-front and 
similar lighting, the total revenue being down from £19,440 
to £19,369. Nevertheless, owing to the saving in the cost 
of fuel resulting from the Diesel engine installed in 1913 
coming into full use during the year, and in spite of the 
increased cost of coal and the increase in local rates, the 
balance carried to net revenue account was £249 higher than 
for 1913, namely, £8,813. 'The net revenue account, after pay- 
ment of debenture interest, trustees’ fees, and premium on 
sinking fund policy, showed a balance of £4,787, which repre- 
sented the net profit, as against £4,643 for 1913. This amount 
the corporation had utilised by paying a dividend of 6 per 
cent. on its ordinary shares, and by transferting the balance 
of £1,019 to depreciation reserve fund account. It was difficult 
to give any accurate forecast for 1915. Up to the present the 
revenue from the Chiswick undertaking continued to show a 
considerable alng off, owing to the lighting restrictions now 
in force. This falling off, however, would naturally be pro- 
portionately less during the summer months. To make up 
to a certain extent for the loss of revenue, the advance in the 
price of coal and other increases in the cost of production, the 
directors of the corporation, in common with other Metro- 
politan supply companies, were reluctantly compelled to in- 
crease the charge for current by 10 per cent. from April 1st. 
As regarded Aberystwyth, conditions were looking better, as 
the revenue had increased owing to the town being full of 
soldiers who were billeted at the various boarding-houses, etc., 
which had consequently used more current than usual at the 


non- season period. The corporation were installing a second 


Diesel engine at Aberystwyth in place of the old steam set, 
and estimated that a considerable saving in the cost of pro- 
duction would be effected by this expenditure. i 

Mr. W. B. EssoN seconded the motion. 

In reply to Mr. CnanniNGTON, Mr. Essos said the extra 
Diesel engine to be installed at Aberystwyth would bring the 
capacity up to 350 Kw. They were replacing a steam set, and 
it did not increase the capacity, but the economy. 


Delhi Electric Tramways and Lighting Co., Ltd. 


Mn. А. W. Tarr presided at the annual meeting, held on May 
19th, at Basildon House, E.C. Не said that the combined 
undertakings showed a net revenue of £8;163, as compared 
with £6,252 in 1913, and £2,990 in 1912. The progress was 
satisfactory. The increase in the gross revenue had been 10 
per cent. for the tramways and 19 per cent. for the electricity 
supply. The tramway traffic receipts had been adien y 
aflected by the monetary conditions created by the war, and, 
in addition to the usual accident claims, they had to meet a 
judgment for a somewhat costly accident claim. But for these 
incidents, the tramway undertaking would probably have paid 
its way during the year, and this after charging current from 
the supply undertaking at the rate of lid. per unit. The un- 
suitable type of car was responsible for heavy annual main- 
tenance charges and abnormal current consumption, but they 
were unable to deal with that matter until capital could be 
provided to install new cars with double motor equipment. 
Permanent-way maintenance was still heavy, but contract 
arrangements made during the year had resulted in a small 
saving. The passengers carried numbered 5,465,400, an in- 
crease of 13} per cent. Over 57 per cent. of the passengers 
only travelled half-a-mile or under, and the first-class traffic 
still remained very small, being under 6 per cent. of the 
total. The total number of car miles run was 434,094, an 
increase of 9 per cent., while the receipts per car mile were 


5.4d., as against 5.24. in the previous year, and they carried 


the total available population 23} times during the year, as 
against 202 times in 1913. During the year they had some 
difficulty with the staff, and in May they had a serious strike, 
in which they lost nearly half of the drivers. With a view to 
ercouraging а better class of employé, they had had under 
consideration provident and bonus schemes. А bonus scheme 
had been put into operation, the effect of which would be 
closely watched, and if the results justified it, a provident 
scheme might also be instituted. With regard to the elec- 
tricity supply undertaking, he was pleased to eay that there 
had been no serious failure of any kind in the power station 
during the year In order to cope with peak loads, and to 
supply further stand-by in case of breakdown on either of 
the oil engines or of the steam plant, satisfactory arrange- 
ments had been made whereby their power station was to 
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be linked up with the Government station, which would 
erable them when desired to draw alternating current from 
them, and, should it be necessary, to give them a supply 
When the same might be available. The units generated 
showed an increase of 26 per cent., and the average cost was 
gl., as compared with 1.08d. The units sold for lighting and 
power were 931,219, an increase of 26 per cent., and the units 
used by the tramway system were 572,393, an increase of 
l6 per cent. The units sold for lighting and power in 1909 
were 188,072, as against the 931,219 last year—an increase of 
395 per cent. in the five years; while the traction units during 
the same period showed an increase of 55 per cent. During 
the first six months of last year they connected 193 new con- 
gumers, which was the highest rate the company had reached, 
but during the second six months they only connected 138 
new consumers. The growth of the power supply had been 
quite satisfactory, but they could not expect any great develop- 
ments in this connection, as Delhi was not a large industrial 
centre. There might be some falling off in the rate of pro- 
gress during the present year owing to the causes he had 
rcferred to, and to a certain amount of competition which had 
sprung up. With regard to the current year, he could only 
say that, provided they had no breakdowns in the power 
station, or serious diminution in revenue due to the condi- 
tions created by the war, it was reasonable to suppose that 
the results would show some improvement over those for 
1914. With regard to the new city of Delhi and the conces- 
sion for electric lighting and tramways, nothing would be 
done in regard to this until the shareholders had had an 
opportunity of expressing their opinion on the whole matter. 
The directors would shortly have an opportunity of discussing 
the situation with the general manager, who proposed to 
come to London. His (the Chairman's) impression was that 
the Government would not take any definite steps towards 
asking for tenders for some little time. There was, however, 
considerable field for expansion of the company's existing 
system of supply, and during the next twelve months they 
weuld have to incur capital expenditure to approximately 
£25,000 in order to cope with the demand. Before the war 
the directors had under consideration an issue of second 
debentures, to which the consent of the Indian Government 
had been obtained. If conditions improved, he hoped before 
very long they nught be able to do something in the way of 
rising the necessary capital, but that, of course, was depen- 
dent upon the sanction of the Treasury during the period of 
the war, and application was being made to ascertain whether 
permission would be granted. Although i¢ was unfortunate 
that the surplus profits must be applied in the manner he had 
indicated, there was at least some satisfaction to the share- 
holders in knowing that steadv progress was being made, and 
that the balance of profits which would otherwise be avail- 
able for dividend on the preference shares continued to grow, 
and he hoped that at some time in the not very distant 
future thev might be able to declare a preference dividend. 

Mr. Т. W. Srrarrornp-ANDREWS seconded the motion, which 
was adopted. 


River Plate Electricity Co., Ltd. 


THe annual general meeting was held on Friday last. at Capel 
House, New Broad Street, E.C. Mr. M. W. MATTINSON, 
K.C., who presided, said that the accounts showed a sub- 
stantial reduction in tlie available profits compared with 1918. 
The company had been in existence 12 years, and at the end 
of every year up to the present he had been able to report 
aa improvement in its position. On this occasion they had 
to submit to some eet-back in their progress, but when all 
the circumstances of the times were taken into account the 
recult was only what they might reasonably have expected. 
The net profits were about £10,400 less, and half of that 
deficiency was solely and directly attributable to the war, as 
during the past year the company had only received. three 
months’ instead of a full twelve months’ interest upon its 
investment in the German Trans-Oceanie Electric Co., of 
Berlin. The acquisition of that investment went back to the 
inception of the company, when they disposed of the old and 
decaved electric station at Buenas Ayres to the German com- 
pany, which then, as now, was the principal electric company 
in that city. In return, in addition to some cash, they received 
£150.00) in 5 per cent. obligations of the company, which had 
always paid large dividends on its ordinary shares, which 
came behind their obligations. The annual amortisation of 
the obligations and the interest had been met up till last year, 
when the outbreak of war suspended all cominereial relations 
between this company and Germany. They assumed that at 
the conelusion of hostilities the German company would 
resume. pavinent of its obligations. The shortage of income 
last vear from that default was a little over £5,000, but as 
they received one quarter's interest on the bonds, the shortage 
in the current vear would be some £100 more. The balance 
of the Jessened profit was due to less favourable working 
results in the Argentine, due largely, though not whollv. to 
the war, While the ammber of their consumers at La Plata 
hid inereased substantially. the average consumption of cur- 
rent bad gne dawn, Since the war breke out they had had 
te contend with a rise in the price of materials, and the profit 
thes mele eut of the public lichting had been ent into by the 
re in the priee of carbons, The question of fuel bad given, 
and still centinued to give, the beard considerable concern, 


and but for the care and thrift exercised by the manager 
(Mr. Lindop) the diminution in profits would have been much 
greater than it was. They were carrying out their engage- 
ments with the Government both in the letter and the spirit 
by putting the lines underground in most of the important 
thoroughfares. ‘They had also agreed to substitute half-watt 
lamps for the public lighting in place of the present arc 
lamps. The plant which had thus become obsolete had been 
scrapped, the loss being charged againet revenue. Taking all 
those considerations into account, he thought it was cause for 
satisfaction that the profits were as large as they were. The 
sale of the company's Tucuman station was completed: last 
June, and the board were satisfied that they had acted wisely 
in disposing of it upon the terms which they obtained. Tho 
whole district had been in а most depressed condition through- 
out the year, and if they had continued to operate the station 
under the competitive conditions which had prevailed they 
must have had a large loss, which would have helped to 
materially reduce their profits at La Plata. After careful 
consideration the board fad decided to recommend the pay- 
ment of a dividend of 8 per cent. for the year upon the ordin- 
ary stock. That was less than they had paid during the pre- 
vioua four years, but it was in excess of the average dividend 
paid since the incorporation of the company. In determining 
the dividend they had to have regard to the future outlook, 
and he estimated that by carefully husbanding their resources 
they would be able to complete their programme without 
having to raise any fresh capital or creating any floating debt. 
Thev felt that they could easily pay the 8 per cent. ordinary 
dividend without unduly straining their resources, and the 
reason they were able to do that waa because they had kept 
the ordinary capital down to & very low figure. They had 
built up the business out of the savinge of former years and 
out of profits made in other directions, and by the issue of 
ordinary shares at & premium. In the first four years of their 
existence they paid no ordinary dividend; in the fifth year 
they paid 24 per cent.; the next year 6 per cent., while during 
the four years preceding 1914 they paid 10 per cent. This 
year they had had to пр to 8 per cent., which gave an aver- 
age of 6 per cent. over the whole period. He might say that 
although they were not putting anything this year to general 
reserve, they were strengthening the future position by carry- 
ing forward £20,000 instead of £13,000 as last year. 

Mr. R. MiLLER seconded the motion, which was carried 
unanimously. 


Willans & Robinson, Ltd. 


THE annual meeting was held recently at the Victoria Engi- 
neering Works, Rugby. Mr. J. C, PEACHE, who presided, said 
that the accounts showed a substantial improvement in 
revenue, notwithstanding the abnormal times. After paying 
the dividend as recommended, the reserve fund would amount 
to more than sufficient to cover a year’s dividend on the pre- 
ference shares and stock. For the first six months of the 
year 1914 conditions were normal, and they obtained a fair 
share of turbine business at prices somewhat better, owing to 
the excessive competition of recent years, than had previously 
prevailed. In consequence, the profit from this, which was 
the main portion of their business, had been the principal 
factor in the improved results shown. ‘The Diesel engine, too, 
had continued to provide a satisfactory volume of trade, and 
the repeat orders which were being regularly placed by cus- 
temers bore practical testimony to the reliability and excel- 
lence of the Willans-Diesel engine. With the outbreak of war 
the whole conditions oft business were disturbed. From 
November onwards their standard lines of output had to take 
а second place, and the volume of production, too, was gravely 
affected, for the directors considered it right not only to give 
absolute preference to Government work, but also to encourage 
enlistment among the employés. Over 20 per cent. of the 
male employés of the company were now eerving in His 
Majesty's Forcea—that was some 50 per cent. of the male 
employés who were eligible. Since November the works had 
been largely engaged on the supply of munitions of war, and 
the ordinary business had suffered not only by being to a 
considerable extent put on one side to make way for Govern- 
ment work, but also by increased cost of production due to 
the general rises in wages and materials which had taken 
place and to the difficulty in temporarily replacing the men 
who had gone to the Front. Liberal provision was being made 
by the company for dependents of these men while away on 
service, and it was intended to reinstate them on their return. 
The heavy increase of work that had been thrown on the 
remainder of the staff by the absence of a large proportion at 
the Front had been cheerfully and willingly borne; and the 
workpeople (which included a large contingent from Belgaum) 
in all branches of the business had been keeping good time 
and maintaining a high standard of quick and efficient 
reduction, The company's managing director had recently 
, en appointed chairman of the British Electrical and Allied 
Manufacturers’ Association, an important institution that had 
п far-reaching influence on the interests of both emplovers 
and emploved in the particular branches of industry in which 
the company was chietly concerned. The appointment was, 
too, a well-deserved recognition of the merits of the managing 
director. | 
Mr. РАУЕХРОВТ seconded the resolution. which wae carried. 
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Brisbane Electric Tramways Investment Co., Ltd. 


THe annual meeting was held on Wednesday at Winchester 
House, Е.С. Mr. Н. R. BEETON, in proposing the adoption of 
the report, said that the total receipte of the tramways for the 
ast year amounted to £348,406, as compared with £316,244 
or 1913, and the expenditure, including costs in connection 
with the Arbitration Court award, amounted to £194,960, as 
against £191,936. The profit, therefore, amounted to £153,446, 
as against £124,308, and that, with £3,436 brought forward, 
gave an available balance of £156,882. This is to be dealt with 
as shown in our last issue. There had been an increase of 
£150,000 in the ordinary share capital, due to the issue of 30,000 
new shares, which were all taken up by the shareholders. The 
capital expenditure on the tramways during the year had 
amounted to £103,751 for the construction of extensions, the 
purchase of equipment and plant, the building of new car 
sheds, und the acquisition of a new power house site. The site 
of their present pone house station was held on a lease from 
the Queensland Railway Commissioners which expired in 1926, 
but which might be required by the Government before that 
date. They had therefore thought it prudent to avail them- 
selves of an excellent site which was available not far fro 
the present station, so that the alteration to the feeder system 
would be reduced to a mininum. £47,500 of available cash 
not immediately required had been invested in the purchase of 
£50,000 of the War Loan, a course which he felt sure the share- 
holders would approve. The most important event during the 
year had been the High Court's decision in the tramway case 
which, as they anticipated, annulled the decision of the Com- 
monwealth Conciliation and Arbitration Board. A number of 
men had joined the Australian Expeditionary Force, and their 
employés were contributing to the patriotic fund at the rate 
of £100 per month. The company would, of course, keep open 
the places of the inen who were serving with the Colours. 
The Tramway Company had already subscribed to the British 
war funds, and they proposed to extend their support to the 
Queensland war funds. 

Mr. J. B. Concanon seconded the resolution. 

Replying to a shareholder, the CHAIRMAN said that the power 
station and the road equipment were maintained in the highest 
state of efficiency. They were undoubtedly appraaching the 
time when they would have to face a certain limited expendi- 
ture on the renewal of the permanent way, for which their 

resent renewals fund was altogether adequate. The reserve 
und was available for the general purposes of the company, 
either for the equalisation of dividends or for periodical distribu- 


tion by way of bonuses should the board consider it prudent. · 


The report was adopted. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


ITALY'S long-delayed intervention in the war has had a cheering 
effect upon Stock Exchange sentiment, but, so far, has been 
without influence on quotations. The idea is prevalent that, with 
the help of our lateat ally, the war should be shortened by at least 
' віх months; and her entry into the theatre of hostilities—aa the 
newspapers put it—has been hailed with satisfaction in the Stock 
Exchange, as elsewhere. The most dramatic event of the week 
just past was the denunciation of '' а certain section of the English 
Press which attacked Lord Kitchener on the day before the Stock 
Exchange separated for its Whitsun holiday, and which culminated 
in & vote of confidence in the War Minister, followed by the burning 
of the Daily Mail. Lord Kitchener replied in a cordial telegram 
of thanks. i | 

Home Railway securities remain dull, and the terrible tragedy of 
the troop train lies like a pall over the market. Where prices 
have moved at all, they have gone back a little, the Undergrounds 
easing off with the rest. The succession of Lord George Hamilton 
to the chairmanship of the Underground Electric Railways of 
London, in place of Sir Edgar Speyer, Bart., P. O., caused no altera- 
tion in prices. Central Londons are still wanted, but Metropolitans 
and Districts have both gone back 1. Other stocks are dullish. 

Electricity Supply issues show one alteration—a fall of 4 in 
County of London Preference being the solitary iastanoe of a 
change in this market for a fortnight. It is by no means easy to 
pick up shares, There are buyers about for several of the best- 
known issuee, which, however, are not offered at anything like the 
market pricee. It might be supposed from the quietude of the 
market that the tone was depressed, but, ia point of fact, the 
difficulty is to get shares, not to sell them. This, of course, is the 
season of the year in which the public investor as a rule declines 
to have anything to do with what may be called illumination 
issues. In these disjointed times, however, there seems to be 
nothing surprising in the demand for electric lighting sbaree, with 
an accompanying absence of supply. 

Moet of the markets connected with Mexican securities have 
been further depressed, the reason being lurid illumination cast 
upon the affairs of that country by a circular issued to the pro- 
prietors of the Mexico Tramways Company and its three associated 
concerns. In this it is pointed out that affairs are in a state of 
chaos, and practically all business is at a standstill. Matters have 
reached a climax, and the control of the tramways has been taken 
out of the hands of the directors and officials. The rate of 
exchange is 5d. to the peso, instead of the normal 25d., and а 


further drop may be expected. The Mexico Tramways employós 
asked last October for 25 per cent. inorease of wages, recognition 
of the Union, and other conditions, to agree to which would have 
ruined the Company. A strike was proclaimed, and the tramways 
ceased running. Then the authorities took over the operation of 
the lines, donbled the salaries of part of the staff, and gave a 25 per 
cent. rise to the rest. The tramways receipts were paid into the 
eompany's bankers for a short time, but later on were diverted into 
the Government Treasury. When Carranza’s representative was 
driven from the City of Mexico by Zapata, he took with him the 
“controllers” off the cars, with the result that all traffic has 

The Mexican Light and Power Company has suffered little 
physical damage, but although eleotrio light is still freely used, it 
has not been possible to obtain payment for the same. Over two 
million pesos is owing for street lighting or power furnished to the 
Government. Repeated protests have been filed by the board 
through different diplomatic representatives, but apparently 
without any success. The board feel that the future of the 
enterprices must necessarily depend upon the development of the 
political situation in Mexico, and the future attitude of the United 
States Government towards that country. 

Other foreign securities are none too good. Brazil Tractions 
have fallen a further 2 points to 52, the Rio rate of exchange being 
erratio and unstable. Dr. Е. S. Pearson (the president of the com- 
pany), who went down with the ill-fated Lusitania, has been suo- 
ceeded by Mr. Alexander Mackenzie, of the Rio Tramways and San 
Paulo Light and Power Companies. Anglo-Argentine Trams have 
weakened on the paseing of the dividend on the Ordinary shares. 
For the past half.decade, 1909-13, the annual dividends have been 
6, 71, 71, 81 and 64 per cent. respectively. The net revenue fell 
off by only £26,000, but the interest charges were largely increased ; 
and instead of paying a dividend on the Ordinary shares, the 
directors have elected to carry forward £96,400, an inorease of 
£83,000 as compared with the previous year. In view of the very 
large amount of British capital invested in the Anglo- Argentine 
Tramways, it may be of interest to set out the principal items in 
„ for the past seven years; the figures compare 
as follows :— | 


LIABILITIES. 
Deben- Pref. Ordi- Sinking Re- Paving Renewal 
tures. capital. nary. fund. serve. fund. fund. 
1908 . £831,600 £4,400,025 £1,500,000 £21,895 £63.777 £25,602 £219,900 
1909 6,906,540 5.700.000 2,500,000 51,706 66014 25,701 187,611 
1910 . 7,785,484 5,700,000 2,600,000 79,820 66,014 41,675 179,546 
1911 .. 8,785,154 5,700,000 2,500,000 38,687 66,014 44815 177,898 
1912 .. 10,005,782 6,700,000 2,100,000 42,482 66,014 43,876 169,871 
1918  .. 10,715,961 6,700,000 3.005.760 46,880 75,145 44.189 171,467 
1014 . 19,191,636 6,700,000 3, 250.000 59,114 75,146 48,232 183,887 
: АзвЕтв.. 

Conces- Dis- А Invest- Cash 
sions and counte Stores. D'btors. ments and Total 
property. on debs. at cost. bills, assets. 
1908 .. 46, 468,739 274.862 £83,593 £26 106 £306,786 £48,092 £7,965,839 
1909 . 18,914,493 661,769 161,263 86,166 817,991 841,622 15,916,805 
1910 14,684,086 772,312 185,303 118.681 817,901 667,766 16,761,100 
1911 15,757,887 778.879 401,883 149,462 816 591 756,807 18,185,963 
1919 17,081,646 814,174 405,27 144,213 816,279 495,639 19 281,208 
1913 18.554.215 781,397 430 656 120,088 829,005 944,593 90,474,182 
1914 19,510,500 869,018 801,468 66,989 596,107 749,300 22,094,660 


January. The Shanghai Electric Construction Company has an- 
nounced a dividend of 6 per cent. for the year, a decrease of 
1 per cent. as compared with 1913; the falling-awsy is explained 
entirely by the loss of exchange on subsidiary coinsge, which came 
to no less than £28,000, equal to 81 per cent. on the capital of the 
Company. 

The Telegraph market is irregular. Eastern Ordinary and Pre- 
ference are both better, but Globes of each sort have given way a 
little. Anglo-American Preferred fell a point, and New York 
Telephone 44 per cent. bonds are 1} lower. The United River 
Plate Telephone report is a good one, showing a net profit of 
£161,800, allowing payment of the regular 8 per cent. for the 
year, free of income-tax. The report of the Cuban Telephone 
Oompany explains that the general financial stringency has made 
impracticable the farther placing of securities; hence the action 
of the directora in not declaring the dividends which have been 
earned. For the year, the Preferred stock received six months’ 
dividend, and there was one distribution for three months made on 
the Common. The company's 5 per cent. first mortgage bonds 
stand about 79, but the Preferred has not changed hands this year. 

In the manufacturing group, Callenders gained the fraction at 
124, though, on the other hand, Henleys eased off to 14 and Iadia- 
Rubber shares to 11, while British Insulated at 111 are ł down on 
the week. British A'uminiums have hardened, and manufacturing 
shares on the whole are very steady, commanding a fair amount of 
attention. The rubber market keeps firm, owing to the produce 
holding ita price of 2s. 6d. per 1b. ; while nearly every report which 
appears shows substantial reduction in working costs. The Arma- 
ment issues have a slightly sagging tendency, for which absence 
of business is held responsible. The strong measures taken by the 
L. O. O. in connection with the strike of tram way men had no effect 
upon prices in the market, but they have been discussed with con- 
siderable satisfaction. In the Stock Exchange, at all eventa, there 
is extremely scant sympathy for the employés who chose & time 
like the present to disregard the counsels of their leaders and to 
do their best to add discomfort and loss to the community at 
large. : 
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SHARE LIST OF ELECTRICAL COMPANIES. MARKET QUOTATIONS. 
Номв Exgcraiciry COMPANIES. IT should be remembered, in making use of the figures appearing 
Price in the following list, that in some cases the prices are only 
Dividend, May 95, Ries or fall Yield and they may vary according to quantities and other circumstances. 
1914. 1915. this week. р.о. M 26th. 
ES Go Gane ee oe H 7 так oar n k 
don ae до. 4 Pr | 4 = 691 CHEMICALS, ас. Latest aer 0 
do. do. City Pr r ee Ce 4 4 -— Б 12 6 
Ch do. Deb. ee ec ee oe 4 === H 9 í — ——Ó na 
^do. 4 Deb. `. : b om 4 93 = 4 17 10 а Acid, Hydrochlorio .. . per ewt. " 
City of London . 9 14} — 6 6 4 а * 8 ves ээк жб той А: 
до. do. 6 cent. Pret, 6 194 a= 418 0 a ГА 3 РҮ ee өө ро = - es 4 
do. до. 5 Deb... 5 119 = 4 9 8 а „ Bulphu „ оо о, ре , ёо ° 
do. do. 4 Deb. 4% 98 — 4 11 10 a cede. Mf © fan gen 410 es 
Connty of London iss 1 114 = 619 a А ( derte orystal) per 49 т 
do. do. 6 percent. Pret. . 6 115 —i 5 4 4 a eee р роде 2. eo " zu 
do, do. ss Deb. Ki 100 — . 410 0 a Bisulphide of Car * o. £22 
do. do. 2nd Deb. as 4 96 xd — 414 9 абаа: 6 " £29 e 
Kensington Ота „ же е вж. Ө 7 — 6 8 7 EL Copper бо co оо өө x 485 
London Electrio . 4 12 — 6 18 0 a ' White ee ee өө " 
do. до. б т cent. Pret. 6 5 == 6 0 0 а. У м сораг —*—»:¹n и L 
M do. н до. La 4 y^ — : Hu ч % Methylated ir eo өө өө ver 1 a da 
t ten * — i 
s do. t coni. Pret. 4 eH 6519 6 a Potassium, a casks per o. 1а. sa 
do. De 75 = ‘ 18 ‘ A „ Chlora - es 66° е per lo. 170 
8. J and Pall Mall  .. 10 8. Бы Perohlora " 
кет do. Tpel cent. Pref. 7 62 ка 5 910 а Potazsium, Cyanide (28/100 3 Gee n Nom. 
do, do. do. Deb. .. . % 15 — ma (for nining parposes only) a 5" 
South London... se æ. В 8 = 6 18 ‘ 2 Sale of Magnesia “ = en d ss 
South Metropolitan Pre. ee GA. са 20 а Sulphur, Sublined Flowers .. n aii 1o | 
do. 44 Pre. .. 4 = — 4 194 н poor M а 28 10 
TELEORAPHS AND TELEPHONES, ` 1 Boda, Kiens 0 hit тз %) .. "b 210 6 
Anea Am. Tel. De 5% T ч p -l В n s а м си {к се 8 Par ion J- 
Chile Telephone oo ee. ES ae E = 518 5 a — romate, casks . per Ib, Bad. 
Cube Вор. Ога, .. . 6 — 617 8 
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material and apparatus—from £102,781 to £61,977. becoming better known to, the older ones, was thoroughly realised. 
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A MOTOR SEARCHLIGHT PLANT. 


Охе of the features of the great war that will stand out 
prominently when ite full history comes to be written will 
be the many new uses it has found for the motor vehicle. 
Among these, from an electrical point of view, are the motor 
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SEARCHLIGHT MOUNTED ON SPECIAL TROLLEY, 


X-ray machines for use in conjunction with the medical 
service, automobile wireless telegraph stations, and travelling 
searchlight plants. Shortly after the outbreak of hostilities, 
we published some particulars and illustrations of the motor 
searchlight plante which had been constructed by Messrs. 
De Dion, Bouton & Oo. for the French | 
War Office, and we are now able to до 
the same as regards а motor searchlight 
plant which has recently been completed 
by the Austin Motor Co., Ltd., of North- 
field, Birmingham. 

The motor lorry, on which the search- 
light outfit is carried, consists of a standard : 
Austin 2-8-ton chassis, the bodywork having 
been specially designed and constructed for 
the purpose for which the vehicle is being 
used. Theelectricity-generating plant, which 
has also been designed and manufactured by 
the Austin Co., is located in the forward 
part of the body, behind the driver’s seat, 
and is entirely distinct from the engine 
employed to propel the vehicle; it com- 
prises an Austin 12-H.P. 2-cylinder petrol 
engine provided with a specially-designed 
cooling system and exhaust - silencing 
chamber. The engine is coupled direct 
to a dynamo having an output of 120 
amperes at 80 volts, and at a speed of 
1,000 R.P.M.; the generator is connected 
up to a drum carrying a long length of 
cable, the contact being so arranged as to 
avoid the possibility of a fault developing 
from it whilst the drum is in motion. 

In order to allow the searchlight to 
be used some distance away from its 
current-generating plant, the projector, as 
will be seen, is carried on its own special trolley, which runs 
on four pneumatic-tired wheels. 

In order to provide a safeguard against the danger when 
on inclines of the trolley over-running the men, the rear 
wheels are provided with brakes operated by a hand lever 
at the back of the trolley chassis. The projector itself was 
eonstructed by Messrs. Crompton & Co., Ltd., of Chelms- 


CE 
54 
, 
"gan s 
‘J 
A» 
7. 
а 
775 
` , 
Aw 
~ 7 
Еч . 
ү ` 
a» vd 
A 
А 
aot 
" ER 
"> 
> s 
ў А 
cra d 
X5. 
дў 
. 
ECT e 
A 
4 А 
8 
L * 
: - 
à ^Y , 
» ж 1 * 
e. 
Кио 4 
l 
SO 4 
^ и =. - 
„ Ме; 
e Ws 
P Wo 
WA 
Jd lm 
- -A 
A weet 
* 7 И” 
> my 
1 
EN ain 
d " 
aP A TS x 
F fom pY 
« 2 те 
м 4 
^- 
» 
г A E ч 
t „ 
s €t 
hr, r 


Е 
* 
— 
4 
y 
" 


К 4. 
LI Y i 
TY 
2 2 
Е ., 
D : , 
LI — А 


ford, and is mounted on а swivelling base, and also swings 
in horizontal trunnions. It will also be noted that a seat 
which revolves with the projector is provided for the 
operator. ' | 

‘Both the horizontal and vertical movements are controlled 
by means of worm gearing; the latter can be thrown out 
of gear, enabling the light to be quickly swung into the 
desired position, and the beam adjusted with the necessary 
precision. Although the projector illustrated is only of 
24 in. diameter, the plant is adequate to furnish the current 
for a 30-in. one, but by the use of the smaller diameter 
a highly efficient result is assured. 

The searchlight trolley, which is unloaded from, and 
re-loaded on to, the motor lorry by means of ramps and 
tackle, has been specially constructed to enable it to be ured 
over rough ground—possibly for long distances—inde- 
pendently of the motor-lorry, in the event of capture, damage 
to, or destruction of that unit. 

The electricity generating plant, when not. 
required to run the searchlight, can be used 
to farnish current for the temporary lighting 
of officers’ quarters, field hospitals, or any 
other purpose for which a good light is 
desirable, a switchboard being included in. 
the equipment. 


SINGLE AND MULTIPLE 
GROUND WIRE ANTENNZ. 


THE capital cost and various working risks. 
aseociated with the use of ordinary aerials 
offer sufficient incentive to investigate 
thoroughly the possibilities of low hori- 
zontal aerials. If found reasonably effec- 
. tive, the latter should be useful in many 
commercial stations, and offer obvious advantages for 
Bpecial ишо Press installations and for military 
purposes, where easy erection and inconspicuousness are 
important considerations. For some time there has been 
no doubt that bare wires laid along dry soil are capable of 
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SEARCHLIGHT GENERATOR, CABLE DRUM, &с., ON Мотов LORRY. 


receiving radio-signals more or less effectively, but only 
recently have the results of important American experiments 
been published, showing that such a conductor remains 
effective even on damp ground, and can easily be modified to 
secure efficiency of reception commensurable with thai of 
an elevated aerial over commercial distances. The tests in 
question have been in progress at Beloit (Illinois) for 
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some 18 months past, and have led to certain definite con- 
clusions, although further quantitative data are required 


before the design of horizontal aerials can be reduced to an 


exact basis. | 
Since orientation affecta considerably the working of hori- 
zontal antennz, it i8 necessary to bear in mind the relative 
positions of the stations mentioned below ; these are shown 
in fig. 1.“ Most of the tests were carried out between 
Beloit and a field station at Freeport, the receiving circuit 
there being as shown in fig. 2, and using crystal detectors. 
Signals of uniform intensity were emitted from Beloit of 
900-m. wave length, and of the bare No. 18 copper wire 
(274 m. long) at Freeport, half cp rested on the earth 
while A B, at first, was hung by linen thread 7 ft. above 
ground. Asa result of preliminary tests it was found best 
to shorten the wire А B (towards Beloit) and lay the whole 
wire C X on the ground, the best lengths of wire to receive 
the 900-m. waves over a distance of 84 miles being cD = 
188 m. and Ax = 61 m. Daring most of the testa the 
grass-covered thin soil, with limestone subsoil, was dry, but 
with the wireslying in wet grass the Beloit clock signals 
oould still be heard, and no difference could be detected 
between the efficiency of the system when C D rested on wet 
soil in a field of stubble and when it was insulated on 


earth-wire system operates best when its electrical length 
(including transformer primary) is about one-fourth the 
incident wave length. The receiving instruments should be 
inserted about one-third the distance from the end nearest 
the transmitting station, and to operate at the same efficiency, 
the total length of the ground-wire system should be about 
twice that of an elevated aerial. 


ELECTRIC POWER IN INDIA.“ 
By H. R. SPEYER, A. M. I. E. E. 


Ix the two great Indian industrial centres alone there are at work at 
least 95 cotton and 45 jute mills. Excluding the miscellaneous indus- 
tries, these aggregate no less than 200,000 I. E. ., of which total at 
the present time not even 10 per cent. is driven by electricity. It 
must therefore be clear to all that an excellent field is open to 
manufactarers for the installation of up-to-date electrical plant in 
Indis. ' 

It would appear, however, that with few exceptions, British 
manufacturers of electrical machinery have in the past been 
reluctant to consider seriously the development of an Indian busi- 
ness, apparently not wishing to inour the initial expense essential 

for systematically canvassing the country. 
Half-measures have only too frequently been 
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FIG. I. RELATIVE POSITIONS OF STATIONS 


stakes 1 ft. high. No appreciable improvement in tuning 
or loudness was secured by substituting for с D + connection 
to the water of a creek. 

With the wire A x due north and the longer wire C D 
in various positions, best reception was obtained with the 
long wire extending directly away from Beloit. Commercially 
readable signals could be obtaiaed using only } KW. input to 
the Beloit aerial (four 90-m. horizontal wires, two 30-m. 
slanting wires; horizontal section at 45 to the meridian, 
free end extending S.E.; logarithmic decrement 0°16 with 
900-m. wave.) 

By using a “fan” of three wires in parallel to the 
left of D (fig. 3) and of two wires to the right of a, the 
intensity of signals was greatly increased, and the received 
intensity of Milwaukee and Chicago signals seemed to be as 
great as when the large elevated aerial at Beloit was used. 
By adding a third 61-m. wire (to form а 3-wire fan) 
at A, still better resulta were obtained, Sault Ste. Marie and 
Sarnia signals being easily read. A further important 
advantage of the multiple over the single-wire arrangement 
is that tuning is as sharp as with commercial aerials of the 
elevated type. 

If thes» results can be quantitatively confirmed and 
established for all ordinary conditions of soil and atmosphere, 
their importan-e can hardly be exaggerated, for it means that 
a symmetrical multiple earth-wire system having pronounced 
directive effect can be used for receiving in practical radio- 
communication without using grealer sending power than for 
aleviled aerials. Further tests appear to be desirable on 
very wet soil, for notwithstanding the fact that bare wires 
were used in these tests, the soil surface was mostly dry, 
and when the outer ends of the wires were deliberately con- 
nected to earth, the system would not respond to incident 
radiation. From the work already done, it seems that an 


"C. A Calver and J. A. Riner. Electrical World, 1915, p. 723. 
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PIG. 2.—RECEIVING SYSTEM AT FIELD STATION 


FIG. 3.-— MULTIPLE-WIRE ARRANGEMENTS 


' allocating their selling agency to established 
s commercial firms in India on a commission 
basis, and almost without exception this 
method has proved unsatisfactory. 

Electrical machinery quite unsuited to the 
working conditions prevalent in India has 
been sent to that country, and proving un- 
satiefactory has led mill-owners and their 
engineers to regard with keen disfavour elec- 
tric plant for mill or factory working. 

It is absolutely necessary for an engineer 
to be on the spot to nurse carefully any new 
electric power installation during the first 
18 months or two years, or until the mill- 
owner or his engineers have gained complete 
confidence in the working of the plant. Only 
recently two important electrification schemes 
^ carried out by one of the leading British 
manufacturing firms were superseded by 
steam plant, owing solely to the lack of 
qualified supervision on the part of the 
manufacturer's engineer during the erec- 
tion and probational period. id 

There is no doubt whatever that the time has now come for 
British electrical manufacturers to realise that if they wish for a 
fair percentage of the Indian electrical trade, they must be pre- 
pared to send out to the country their very best power, men and 
not merely one commercial engineer. They must further be pre- 
pared to establish themselves on their own account in at least the 
two largest industrial centres of India, and be prepared to.under- 
take the electrification of mills and factories from A to z and not 
against c.i.f. or f.o.b. prices. This method would ensure the oon- 
fidence of mill-owners and their engineers, and such British firms 
as were established in (ndia in this way would be able in & very 
short time to build up a lucrative business. 

The pioneering work may now be regarded as having been 
accomplished, and the field for electrical power for industrial pur- 
poses in India to-day, is one which if handled to advantage by 
engineers of experience shonld yield a handsome return to the 
manufacturers. 

Since 1907 electrical importe have increased from £155,000 to 
6.198.000, while steam plant imports have fallen from £800,000 to 
£310 020 in 1912. 

Daring the last few years & very great proportion of the elec- 
trical plant installed in India, together with hydraulic and steam 
turbines, has been supplied from the Continent. Table I embodies 
the chief data of the fiva most important publio electrio supply 
undertakioga in India; of 66,900 Kw. of plant installed in these 
stations Switzerland has supplied 51,000 KW., Eogland only 
7.500 Kw., and the United States 5,400 Kw. of the prime-movers, 
whilst Germany has supplied no leas than 32,000 KW., the United 
States 17,000 Kw., Switzerland 10,000 Kw., and England only 
7.500 Kw. of the electrical generating plant. In the author's 
opinion this is due chiefly to the greater standardisation covering 
a large range of voltages, in many cases from 220 to 6,000 volta, 
which allowa foreign manufacturers many opportunities of putting 
forward standard plant where British manufacturers are obliged 
to quote higher prices to cover special construction; and in 
addition the time required for delivery of the plant in the case of 
the British firms will in the majority of cases be considerably in 
excess of that of the Continental firms. It must also be borne in 
mind that Continental makera are fully alive to the conditions 
under which electrical plant has to work in India, and have spent 
both time and money in experiments before deciding on the 


* From the Jeurnal of the INSTITUTION OF ELECTRICAL 
ENGINEERS (Abstract). 
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standardisation of plant intended for export to а tropical country. 
Hxoept in some isolated cases, however, the same cannot be said of 
the majority of British electrical manufacturers, or else the 
author's experience has been unfortunate. The reason for this 
deplorable lack of enterprise appears in the majority of cases to be 
due simply to the lack of experience on the part of British eleo- 
trioal firms of the unfavourable conditions prevalent in India ; and 
as soon as greater experience has been gained with the working 


100,000 I.H.P., the success of this scheme would have 
been assured, as it is quite possible that had capital been 
forthcoming, substantial guarantees would have been obtained 
from the mills and factories for the supply of current to 
replace existing steam plant. It is an encouraging fact that the 
Tata hydro-electric scheme has been realised in Bombay, but it is 
to be regretted that the whole of the capital had to be found in 
India after an opportunity had been given to English capitalists, 


TABLE I.—PUBLIC ELECTRIC SUPPLY COMPANIES IN INDIA. 


| | Gonnéó: Tariffs. Country of origin. 
Inaugu | | System. ези ы Lighting Rx 
Company. n : Power Voltage and in Lightin 
Tue | frequency. ит. | fone li iur 52800 Foyer: отек. Шын. 
))! — 8 
Tata Hydro- 1911 | hydraulic! 6,600; 100,000; | 32,000 | 400 50,000 126d. 05а. | Switzer- | Germany 
electric Power 2.200. Three- (including land U. S. A. 
Oo. | phase, 50 oyoles, | extension) 
Mysore'Govern- 1900 | - 2,800; 35,000; , 12,000 400 | 9,000 | 8d.-2'bd. | 0°54.- j U.S.A 
ment Oauvery | 2,300. Three- (including (exoluding 0'25d. 
Falls Co. phase, 25 cycles. | extensions) i 
Calcutta Electric | 1898 steam 6,000. Three- 10,000 18,862 6,200 63.31, | 1d.-0°6d. | "i (generatore) 
Sapply Corpo- | phase, 50 cycles. |, i | Switzerland 
440/225 c.c. : N (switchboard ) 
| | England 
Bombay Electric | 1905 - 5,500. Three- 7,000 7,025 .2,850 4˙5d. l'50.. | Eogland | England 
Supply and phase, 50 oyoles. 0'8d. : 
Tramwsy Co. 500/225 с.с, | 
Rangoon Electric) — „ — 5,900 — — — — | U.S.A. U. S.A. 
Tramway and | i England | England 
Supply Co. | i | | 


Total station capacity 66,900 Kw., of which Switzerland supplied 54,000 KW., England 7,500 KW., and U.S.A. 5,400 Kw. of prime- 
movers ; Germany 32,000 KW., U.S.A. 17,400 KW., Switzerland 10,000 Kw., England 7,500 Kw. of electric generating plant. 


conditions, it is to be hoped that British firms will bring their 
mauufaotures into line to meet the requirements of the Indian 
market. 

It must ba remembered that daring. ће Indian rainy season, 
which lasts each year from June to O tober, the humidity reaches 
a figure of 95 per cent., with a temperature often of 98° F., and in 
the mills, factories, and engine room a temperature of 115-120° F. is 
often recorded. The temperature of water available for condensing 
purposes during the hot months, even when taken direct from the 
river or other sources of supply, often reaches 95° F., with the 
result that in the case of turbine plant, the economical steam con- 
sumption of which depends so largely on a good vacuum, it is 
essential to install condensing plant of a much larger capacity 
than is usual at home. 

The effect of these adverse climatic conditions on the insulation 
of electrical apparatus for high-tension plant recently led to a con- 
troversy as to whether it was advisable to install 6,000-volt motors, 
at which pressure a supply of electricity for power purposes is avail- 
able at cheap rates in two of the largest industrial centres in India, or 
whether it was preferableto interpose transforming plant, reducing 
the pressure to 500 volts for the supply to the motors. A large 

entage of " burn-outa " on low-pressure motors (220-500 volts) 

s been directly traceable to the humidity, and it was thought by 
e number of engineers that the installation of high-pressure 
motors would be coupled with the risk of s still greater number 
of breakdowns due to this cause, It seems, however, to the 
autbor that the insulation on the average low-tension motor 
to prevent internal short-circuiting between successive turns 
due to the difference of potential between them, ie insufficient to 
prevent the percolation of moisture from an external source, 
whereas the insulation necessary on 6,000-volt mains to prevent 
internal short-oirouiting due to the potential difference between 
suocessive layers, is more than sufficient to prevent the peroolation 
of moisture from an outeide source. The author has in шару cases 
supervised the installation of motors to run at 6,000 volta, and, with 
one exception, excellent reeults have been obtained. 

Another factor which has hampered the development of elec- 
tricity for industrial purposes in India during recent years has 
been the lack of English capital for projected industrial enterprises 
for utilising either water power or coal near the pit's mouth for 
the generation of electric power for transmission at а cheap rate 
for mill and factory use. 

In the collieries of Bengal, which raise no less than 12,000,000 
tons of coal per annum, a sound practical scheme was projected a few 
years ago for the centralisation of a power house for supplying 
electric power to the collieries in general, but owing to the lack of 
both capital and co-operation between colliery owners, the scheme 
fell through, with the result that there are now scattered over the 
coalfields a number of small electric power houses working with 
both unfavourable power and diversity factors, so that the 
economy it was hoped to achieve by the use of electric power, has 
to a great extent not been realised. The coal consumption at the 
collieries indicates that at least 85,000 B.H.P. is awaiting eleotri- 
fication. 

Another favonrable project which fell through owing to 
jack of capital was the Mourbhunj water - power scheme, 
which contemplates harnessing the water power available at 
Mourbhunj for providing a cheap source of electric supply 
to the mills and factories in and about Calcutta, Taking 
into consideration the fact that the 85 milla at work in 
the vicinity of Oaloutta utilise altogether approximately 


Had the money been found in England there is little doubt that 
arrangements could have been made for the installation of English 
plant, whereas with the exception of the motors and transformers 
for the mills, the whole of the 60,000 Н.Р. of generating and trans- 
mitting plant has been purchased from the Continent and from 
America (see Table I). | 
There is, however, no doubt that the visit of His Majesty King 
George to India in 1911 served in a large measure to foous the 


attention of the British public on the country, and from the glow- 


ing reports which appeared at the time on the prosperity of the 
country and its development, it is to be hoped that finanoiers 
will have at last realized that the resources of India offer a 
reliable and safe investment for oapital. 


(To be continued.) 


LOAD FACTOR, OUTPUT AND COST. 
By C. ASHMORE BAKER, A.M.I.E.E. 


IN the field of electricity supply, when one attempts to compare 
the economic results of one undertaking with another, one finds 
the most astonishing discordance between concerns working 
under substantially similar conditions as regards matters of 
primary importance such as size, load factor, locality, &c. 

Take, for instance, two towns, А and B. Both inland provincial 
towns, outside the ооа] areas, both municipal undertakings, both 
giving three-wire direct-current supplies at approximately the 
same voltage, both having maximum loads equal within 10 per 
cent., and almost exactly equal load factors, and yet the working 
expenses per unit sold are in one case over 50 per cent. higher than 
they are in the other. 

Again, compare A and C, whose load factors are not very 
different, 17:6 and 167 respectively, and yet although their maxi- 
mum loads vary as 1 : 22, their respective total working costs vary 
only as 1 : 1°13 (13 per oent.). : 

I mention these facts for the purpose of drawing attention to 
the danger of comparing one undertaking with another, or with a 
relatively small group of others selected according to some parti- 
cular plan. 

Ia order to obtain a knowledge of the relative economy of any 
undertaking, it should be compared with a very large number of 
other uadertakings, so that the infiuences of purely local or psycho- 
logical conditions may become negligible. 

It is the object of this article to suggest, means for such com- 
parisons, to illustrate methods of applying them, and to draw 
attention to some of the more interesting results thus obtained. 

Influence of the Size of Undertaking on its Working Costs.—The 
data I have made use of in preparing this article are those oom- 
prised in the annual tables of the Electrical Times for the year 
1911-12. 

If we take two columns of these tables, such, for instance, as 
maximum load and total working costs per unit,and if we plot 
them on squared paper, it will be obvious at first glance that 
although the variation from the mean may'be considerable in the 
case of any one undertaking, there is, nevertheless, a tendency for 
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the two co-ordinates to be related in a definite way, which might 
р оне by a mean curve drawn through the pointe 
plotted. 

We can obtain a closer approximation to what this mean curve 
should be like, if, instead of plotting each undertaking separately, 
we plot the averages of similar groups. Taking the returns already 
alluded to relating to local authorities, and omitting all such 
undertakings as purchase a supply in bulk, we have a list of some 
200 concerns. Arranging these in the order of their maximum 


down our list of towns in the order of their respective load 
factors, instead of in that of their respective loads. But 
there is a distinct relation between maximum out put and load 
factor," as will be seen from an examination of fig. 3, in which 
are plotted as co-ordinates the mean maximum loads of our 20 
groups of towns and their corresponding load factors (indicated by 
the symbol X) In order to discover the influence of ^ on the cost 
of production, we must be able to eliminate the influence of к and 
vice versd.{ Qo E ; 


EACH CIRCLE REPRESENTS THE AVERAGE VALUE OF E АМОК ron 10 UNDERTAKINGS ~ 


. TOTAL nne совт PER wet „> Е ; 


12080 6200 
MAKIMUM LOAD IN KILOWATTS = К 
Ес. 1. 


loads, and subdividing them into groups of 10 consecutive towns 
each, we can plot the mean load of each group of 10 towns against 
the mean of their total working costs; this will give us the points 
plotted in fig. 1. 

In this diagram, although the values plotted are still somewhat 
irregular, they indicate that a mean curve drawn through them 
would show a close family resemblance to an hyperbola. If 
instead of plotting our oo-ordinates directly we plot their 
logarithms as is done in fig. 2, it at once becomes obvious that 
the relation between the co-ordinates is so nearly a straight-line 
law that any departure therefrom is not of great importance. 
Now it is a simple matter to find the mean of a number of 


co-ordinates following a straight-line law. All we have to do in 
this case is to divide our undertakings into two groups, one con- 
taining the 100 larger concerns, and the other the 100 amaller ones. 
For each of these two groups we add together the logs of 
all the maximum loads and likewise the logs of all the 
working costs; we then divide each of these four totals 
by 100, and we have as the result two pairs of oo-ordi- 
nates which we can plot on our squared paper (A and B, fig. 2). 
A straight line ruled through these two points representa the 
mean of our separately plotted co-ordinates. The empirical law 
connecting maximum load and cost per unit sold (neglecting for 
the moment the influence of load factor) for municipal electric 
supply undertakings is found by projecting the straight line back 
until it intersects the vertical ordinate representing zero on the 
horizontal soale, and calling E the oost per unit sold and к the 
maximum load in kilowatts, we have— 


Log E = 0°84 — (log K 0'265), 
or ESTE a. S т e. (1) 


Bat here a digression is necessary. The cost of production is 
influenced by the load factor of any given undertaking, as well as 


— ee ee ee 
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FIG. 3. 


by ite output—so much во, that it is useless to attempt to estab- 
lish any standard of comparison which does not take this influence 
into account, 

We may ascertain approximately the influence of load factor on 
the coet of production in a manner similar to that employed for 
ascertaining the influence of maximum output, namely, by setting 
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Now, it will be seen on examining fig. 3 that for plants above 
a certain size, the load factor does not vary much as а function of 
output, thus for the first three groups of towns its average is con- 
stant at 21'7 per cent., while the whole of the first 10 groupe com- 
prising 100 undertakings give an average load factor of over 20 per 
cent. If, therefore, we caloulate our K E formula afresh from the 
results obtained by these 100 undertakings, we shall obtain an 
equation connecting E and к, in which the disturbing element. 
enters to a negligible extent. 


This equation is log Е = 0577 — (log K x 0189), 
or Е = 3 78[K 0-159 eee eee eve (2) 


and the logarithmic graph is represented in fig. 2. Here it 
will be seer that the full line-which represents this equation passes 
through the mean of the first 10 points, represented by dota; the 
remaining 10 pointe represented by open circles, and composed of 
groups of towns having generally somewhat smaller load factors, 
fall above the full line. 

We are now in a position to study separately the influence of 
load factor on the working oosts, and for this purpose we сап 
employ, as has been said, the same method as that adopted for 
studying the influenoe of maximum load. 

Thus, if we re-arrange our towns in groups of 10 in the order of 
load factor, commencing with the highest load factors, we again 
obtain 20 groups of undertakings, each of which will give us a pair 
of co-ordinates, but in these co-ordinates the disturbing influence of 
maximum load comes in, because the average value of the load is 
not the same for each group. If, however, we calculate from 
equation (2) what the cost should be with the average load factor of the 
100 largest undertakings, and divide the actual average ooet by this 
calculated figure, we shall obtain ratios varying from group to 


group according to the mean load factor of each group, which 
ratios can be plotted as co-ordinates of their oorresponding load 
factors, The logs of these co-ordinates are plotted in fig. 4. 

The equation corresponding with this diagram, calling p the 
ratio of the actual to the calculated value of Е, is 


Log p = 1:072 — (log A x 0°83), or 
P = 11°8/A 0:631 TP өзө өзө eee (3) 
The quantity p is obviously a coefficient by which we must 


multiply a result obtained from equation (2), in order to make due 
allowance for the influence of load factor. 


These two cquations combine into the expression 
E = B[(k" x X), 
in which E is the total cost of production рег unit sold, 8 is а con- 
stant representing the value of E when K and ^ are unity, and » 
and у are powers of K and à respectively. Giving В, я and » their 
numerical values, we obtain the equation 
Е = 44°5/(K 9 159 X A 9 80 өзө ase eee (4) 


From this equation a diagram (fig. 5) has been prepared, ehow- 
ing the logarithms of x for various values of K and ^, It will be 
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eeen from this diagram that for each value of ^ a straight line 
elopes downward from left to right. The height of ita intersection 
with the ordinate representing 0 is obviously the calculated value 
of B when к = 1, viz., 9/1? *!. while the slope of the line (that is, 
the vertical distance of any point on it below the point of origin 
Bee: by the horizontal distance of the same point from zero) 
is 07189, | 

Component Items in the Cost of Production.—The method we 
have employed for discovering an equation correlating the total 
cost of production per unit sold with к the maximum load for the 
year, and with А the load factor, may be employed in an exactly 
similar manner in order to obtain analogous equations, correlating 
K = A with the separate heads of expenditure of which E is 
made up. 

It is not necessary to enter into the details of these calculations. 
It will be sufficient for the purposes of this article if the results are 
available. These are given in Table I, in which the constant В 
end the exponents я and » of K and ^ respectively are given for 


each item. These data are calculated from the averages of 200 


municipal undertakings. 
B n 9 

F | Coal and other fuel ... .. | 007694 | 4°95 | 0°193 | 0418 
О | Oil, waste water and stores... | 0°314 | 2'06 | 0:351 | 0:584 
W | Wages of workmen ... cee | 1:894 | 24°8 | 0:332 | 0'951 
R | Repairs and maintenance ... | 0716 | 519 | 0'125 | 0:894 
T | Rent, rates and taxes › | 0267 | 1°85 | 0092 | 0821 
M | Management, salaries, office 

and legal expenses, insur- 

ance, & oO. eee . | 1'470 | 29°5 | 0261 | 1174 
E | Total working costs... . 1°649 | 44°56 | 0°189 | 07881 
P | Average price received . | 1°949 | 889 | 0°118 | 1°027 


(total supply) 


— — —— — e 2?éQs 
As an illustration of the use of this table, su we wish to 
find out if the cost per unit for, say, fuel, a a 5 in which 
we are interested is above or below the municipal average. 

The maximum load and the load factor we will assume to be 
8,000 xw. and 16 per cent. respectively, while the actual cost for 
fuel is, let us say, 0°3d. per unit sold. 

Now the average municipal cost is— 


Р = 4'95/(9,000919 x 169418) whence P = 0'831. 


The fuel costa for the undertaking in question are thus (03/0 331) 
X 100 = 91 per cent., or 9 per cent. below the general average. 


( То be continued.) 
DSD 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


Cab Signalling. 


In view of the large number of mistakes that have been made by 
the Board of Trade and the railways respecting electrical 
signalling equipment, Mr. Ogden's exceedingly informing letter is 
very opportune, 

Since Mr. Ogden’s criticiams appeared, one technical journal has 
named the British railways that have adopted or tested cab 
signalling systems of various sorts. Bot judging from well-known 
facts, one is tempted to marvel at the unscientific and unbusiness- 
like way in which the rail ways and the Board of Trade have 

в and satisfactory preventive of a certain numerous 
class of wrecks still remained undiscovered, one could understand 
why British railways in some instances had adopted, and in other 
cases were still experimenting with, very faulty kinds of cab 
signals. But inasmuch as a genuine preventive has been known 
to railway officials for at least four years, and to thousands of 
other persons for about half that time, two things are, to put it 
mildly, quite strange. Өле is that no railway hae even tested the 
only satisfactory oab signal extant; the other is that no Board of 
Trade Inspecting Officer has ever taken the trouble to recommend 

a trial of this signal. 

Some time ago, one technical editor published, as his own 
opinion, the statement that Mr. Dammond had “the eanest ideas 
as to cab signals that he (the editor) had ever seen presented. 
Those who, like myself, saw Mr. Dammond's full-size testa, and 
d no interest in any signalling system, are strongly of the same 
opinion, 

i I think Mr, Acfield knows very well that Mr. Dammond has 
made an advance” on the Great Western cab signal. Why, then, 
has the Great Western been allowed, and the Dammond refused, a 
test on the Midland Railway ? 

Along with other visitors I was invited by Mr. Dammond to 
produce as many earths as we wanted in his full-size equipment. 
We did во, and every resulting error was a gate one. We were also 
invited to produce any number and any combination of earths and 

~open circuits we wanted; and we did not get a dangerous error 


any time we tried. Has not Mr. Acfield had the same opportunities 
as we to test the Dammond system :? | 

Will the “ railophone or the Great Western equipment on the 
‘Midland Railway pass these important teste ? 


May 24th, 1915. Traveller. 


Cable Shortage. 


I happened to vieit a job the other day (a three-phase one) and 
found two men about to pull in eix 7/14 cable into two pi The 
total length of the pipes was 54 ft. 2 in., and allowing very spar- 
ingly for teils at main switch, motor and starter, I decided to cut 
each length 55 ft. — 6 x 55 ft., being a complete 110-yard оой. 
А coil of cable by a well-known maker was unwrapped, measured 
out and cut, but to my, I may say disgust, the last length only 
"arg e 7 in., making a total of 317 ft. 7 in., or a shortage 
of 12 5 

Oat of curiosity I measured two coils of a smaller size and found 
one to be 1j yards short, while the other one was actually 5 yards 
over, I should very much like to know how the oable makers 
arrive at the length before labelling the coils 110 yards. Is it 
weighed or measured? During these times of keen competition 
and dear material, every contractor requires his full pound of flesh, 
and 1,760 yards to the mile. 

Coils of cable, such as the one I have described, may mean the 
difference between profit and loss, and I would be interested to 
find out other contractors’ experiences in this direction. d 

If one item on the label is incorrect, namely, the length, what 
satisfaction is there in insisting on seeing the label for insulation 
resistanoe, &o. ? : 

I trust that a few observations like this may lead to closer 
attention on the part of our manufacturers to ensure weights and 
measures as well as their well-known quality, thus combining 


uantity and quality. 
^ d чачы Contractor. 
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Automatic-Lift Accidents. 


I am glad that such an authority as Mr. Frank Broadbent has 

brought up the subject of eleotrio-lift accidente. 
Lift accidents seem generally to fall under two headings, 
namely, those in which injuries are oaused to persons by the 
opening of doors when the lift is away, and those in which injury 
is caused to the person in the cage or car. My experience goes to 
show that the latter are the more oommon. A 

As Mr, Broadbent has dealt with the first, I will confine myself 
to the second olass, 

First case. Oar switch lift, serving four floors of offices, On 
one occasion, when the lift was ascending, the foot of а lady 
passenger projected beyond the edge of the car, and became 
trapped at the next landing. As a result the toes had to be 
amputated, — 

Sacond case, Fall automatic push-button lift with gate con- 
tacts. A visitor accompanied by a boy ascended, the boy being 
told to wait in the lift. For some reason the gate was closed ; it 
could never be ascertained whether the lift was called, or the 
boy pushed one of the buttons, but it was clear that he attempted 
to get out while the lift was moving, with fatal results. 

Third case. This only occurred a few months ago, and may be 
described rather more fully. The lift in question was situated in 
a warehouse, and was chiefly used for packages about 2 ft. cube, 
averaging ł cwt, Its travel was about 100 ft. per minute, was 
controlled by a handrope, and worked by a regular attendant, a man 
rather past middle age, but quite able bodied. There were the 
usual double-pole switch and fuees in the basement, and an addi- 
‘tional double-pole switch and fuses on the top floor, where the 
motor, gear, &c., were also situated. 

On hearing a cry one day а man, working on the top floor, 
rashed over and opened the double-pole switch. The unfortunate 
lift operator was found eo badly crushed between the floor of the 
cage and the landing that the flooring had to b» cut away in 
order to release him, As life was extinct and there were no eye- 
witnesses, what actually occurred could only be conjectured, but 
what apparently happened was this: The cage was well loaded, 
the packages being placed on top of one another, leaving very little 
room for the operator. One of the packages appeared to have 
toppled over and knocked the attendant forward, possibly pinning 
him down or jamming the handrope, with fatal results. 
fatality having somewhat similar features is recorded in the 
ELECTRICAL REVIEW, of May 21st, on page 728. Other instances 
could be given, but the two pointe I wish to raise are :— 

First, that every lift should be fitted with gates to the cage or 
car, preferably with gate contacts. 

Seoandly, that the time is more than ripe for a clause ‘to be 
embodied іп the Home Office Regulations to cover electrio lifta. 
Apparently as long as the motor is earthed and the fuses are not 
on the live side of the switch nothing else matters: 

It is, perhaps, hardly necessary to mention that every lift 
should be periodically inspected by someone competent to do so. 


London, W.C., May 24th, 1915. Ernest F. Butler. 


P.8.—I should be glad to know if any reader hae succeeded in 
maintaining an aro on a door or gate contact when opened. I 
Often tried to do so, but have only been successful on one 
occasion. 

In oonnection with Mr. Broadbent's excellent article under the 
above heading, which appeared in your issue of May 14th, we 
notice that he draws attention to two points in the design of 
electro-mechanical locking gear, which arecapable of improvement:— 
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The first point is one which is easily overcome by placing the 
lever which actually locks the gates either at the far side or at 
the back of the car. This lever should rotate a shaft which is 
enclosed in a tube screwed into the lock, so that it.is quite impos- 
sible to tamper even wilfally with the locking mechanism ; such an 
arrangement is shown in fig.1. The lock is fixed in the centre of 
the gate, as this is the point at which most force is applied; this is 
important, as with some locks fixed at the top of the gate it is 
often possible, by pulling at the lower end of the leading spigot 
of the gate, to bend it in such a manner as to release the catch. 

The second point is the most important, as it is here that a real 
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FIG. I. 


device, such as we illustrate in fig. 2, is fitted, it is. possible for 
anyone to open a landing gate or door as the lift cage passes. To 
obviate this possibility, we have designed a “pilot” or “car 
switch,” which, when rotated into the up or down positions, 
operates a movable “ramp " through the medium of Bowden wire 
mechanism, in such a manner that the ramp is raised, and the 
gate actually locked, before the lift moves away from the floor, 
also the gates on the floors which the lift passes are not unlocked, 
and it is thus quite impossible for an aocident such as Mr. 
Broadbent has described to take place. The only gate which is 
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unlocked is that on the floor at which the lift stope, and even this 
gate is not released until the lift has come to rest by the car 
switch handle being moved to the off position. 

The same arrangement can be fitted to push · button lifts and the 
" ramp" can belifted either mechanically by the cloeing of the 
inner cage gate, or by a solenoid. 

It will be appreciated that this device is extremely simple and 
unlikely to get out of order, and it is, moreover, & purely 
mechanical job which could not be "short-ciroulated " by a lazy 
or incompetent engineer-in-charge. Unfortunately, however, 
these extra eafety devices increase the first cost of the lift, and 


unless the purchaser ів an engineer or employs a consulting 
engineer to act for him, the necessity and advantage of these safe- 
guards is often not appreciated, 

The defects which Mr. Broadbent calls attention to exist in a 
greater ог less degree in the majority of lifts in this country, while, 
in addition, in many cases no lock of any hiad is fitted, and when 
it is considered that the electrio passenger lift is as much a public 
vehicle as say the motor-omnibus or taxi-cab, it is surprising that 
no special rules have been drawn up, to enforce the adoption and 
maintenance of suitable safety appliances. 


For Medway’s Safety Lift Company. 


M. D. Scort. 
London, S.E, May 25th, 1915. 


The article in your this week's issue by Mr. Frank Broadbent 
does not do justice to the efficiency of the safety devioes which are 
at present being used by the best makers. The form of door- 
latch indicated by his sketch ія, doubtlees, the prototype of these 
devices, but the existing mechanisms do not permit of the son- 
ditions arising which Mr. Broadbent rightly criticises. The re- 
quirements of a satisfactory lock are :— 

1. It must be impossible to unlatch any door normally, unlees 
the lift be at that door. 

2. It must be impossible to move the car if any door be open. 

3. It must be impossible to move the car from any door unless 
that door be latched. 

4. It must be impossible to unlatch the door at which the car is 
standing immediately current is applied for moving the car. 

5. It must be impossible to unlatch the door while the car is 
pessing that door without stopping. 

6. The car at the landing should put the mechanism in a per- 
missible condition for unlatching the door without actually 
unlatching it. A manual operation must follow to unlatch the door. 

7. The device must be independent of springs or other appliances 
for ita safe functioning. 

Devices are at present in use which fulfil all these conditions, 
and the writer ventures to suggest that had such a devioe been 
used the accident could not have taken place. 

Surely this is an opportune moment for inducing some recognised 
authority to formulatea set of rules to which all lift makers must 
conform if they desire to have their lift passed for service. Such 
rules exist in a great many foreign cities, and are generally 
administered by the police. The London County Council could 


make itself the authority in this matter and insist that no lift 


be passed for service until it were officially inspected and approved, 
a procedure which this body has adopted in other instances where 


public safety is concerned. 
М Gilbert Rosenbuseb. 
London, S.W., May 15th, 1915. 


INDIAN NOTES. 
[From OUR SPECIAL CORRESPONDENT. ] 


HYDERABAD (Deccan) is the premier Native State in India. It 
has an area of 82,698 square miles and a population of 134 millions. 
The principal city is Hyderabad, and not far distant is the military 
cantonment of Secunderabad, where a British infantry regiment is 
generally located. Electric power was first made use of in the 
Nizams' palaces about 10 years ago. Additional plant was laid 
down from time to time, and now the capital city can boast of a 
very fine electric installation equipped on the most modern lines, 
It is expected that two new steam turbine sets, each of 1,500 kw. 
сарасі:у at 3,300 volts AC., will shortly be put into commission ; 
these should bə sufficient for all ordinary wants for several years 
to come. The greater part of the electric power is used for lighting 
and fans for the Nizams’ palacrs—of which there are several, 

The Mint and State workshops also consume a fair proportion 
of the output, and the private consnmer and street lighting call 
for a considerable load. The street lighting is on the glow lamp 
series principle, with constant current transformers in circuit, and 
automatic cut-ins in case of failure of individual lamps. Most. 
of the principal streets of both Hyderabad and Secunderabad are 
lit with very satisfactory results. Mr. Gamlen is responsible for 
the design and lay-out of the modern part of the electric equip- 
ment, and has carried out his work in a highly commendable 
manner. In his twofold capacity as mint master and chief electrica? 
engineer he is a tremendously busy man, and gives the State the 
best that is in him. 

A huge dam is now being built not far from the lake to impound 
the surplus water of an extensive catchment basin. Primarily this 
is intended to prevent the possibility of any further floods—such as 
the coloseal one of a few years back, which caused untold damage 
to life and property ; incidentally, it is expected that the water 
throttled back by this dam may at some time be used as white 
coal,” and turned to account hydro-eleotrically. 

From the size and population of Hyderabad State it may be 
thought that large possibilities of electrical business should present 
themselves; but just yet this is not so. The population is mainly 
agricultural, growing cotton, rice and general foodstuffs. There 
are a few manufacturing industries such as spinning, weaving and 
ginning mills, but these are in a comparatively small way. Under 
the sway, however, of a progressive ruler, whose word is absolute 
law, one may expect developments in electrical as well asin other 
engineering lines. 
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Mr. J. Н. RIDER’S paper, of which we have published an 
abstract in recent issues, was discussed at a meeting of the 
YORKSHIRE LocaL Section of the INSTITUTION OF ELECTRICAL 
ENGINEERS at Leeds om Wednesday, May 12th. 

Mr. WRIGHT said he felt, as & manufacturer, that there 
were a good many points of great value in the paper, for the 
reason that i& was often said that manufacturers' failings, 
especially in regard to plant and switchgear, were particularly 
to be found in the fact that they limited their experiences to 
the actual process of manufacture, and not to the actual 
working of the machinery and switchgear which they pro- 
duced. Therefore, the failures mention in the paper were of 
great value to manufacturers of plant. It was often the prac- 
tice of manufacturers of three-phase motors to earth one of 
the slip rings, but he assumed that that method would not be 
allowable in any of the motors installed on the supply dealt 
with by the author, for the reason that if they had an earthed 
вір ring and a liquid starter, when they started п they 
would have one of the phases short-circuited. He did not 
think 16 was good practice to earth one of the айр rings. 
With reference to the dimensions of the minimum radial air 
gap, it worked out as a very fair average for moderate speed 
motore, but he did not quite understand the last figure in the 
forinula, namely, '' minus .25." 

Mr. BURNAND said he had been interested in the braking 
with reverse current on the three-phase motors. The 
amount of energy wasted for the purpose of braking was really 
very large, and he wondered if the author had had any experi- 
ence of putting direct current on to the primary of the three- 
phase winding motor; by that means they got quite an effi- 
cient brake, though he doubted whether they would brake 
down to quite as low a speed as they would be using the eddy- 
current brake described in the paper. The saving of-energy 
would, of couree, be very great—they would only use, per- 
haps, about 5 per cent. of what was used by reverse current 
braking. He did not care very much for carbon brushes on 
the slip rings, preferring copper cores impregnated with 
graphite. With regard to oil rings, it was always desirable to 
be able to see the rings move, and there ought to be at least 
two rings. From the rather painful record of troubles, it 
appeared that the motors were all supplied by firms of world- 
wide repute, and he thought the fact that troubles such as 
the author had mentioned were possible, pointed to a very 
loose and unbalanced organisation. Many engineering works 
were run by commercial men rather than by engineers, and 
if the latter had control] they would get & better balanced 
system of inspection and supervision than had previously 
been the case. | 

Mr. SHEPHERD said they were indebted to the author for 
giving them such a full and candid opinion of the troubles 
which he, in common with all users of large plant, had found. 
With the experience which people had had now there was 
no excuse for any motor having a frame which was not of 
sufficient stiffness, particularly when such machines were sub- 
ject to rapid reversals. Soft or loose cores were quite in- 
excusable. He knew of several cases where very large plants 
had given way owing to the external dovetail keys being in- 
sufficient in size and insufficiently secured in the circumferen- 
tial frames to which they were attached. He had always 
insisted on the core plates being secured to external dove- 
tails, and, as a further precaution, he had always found it 
better to fill in all spaces—if there were any between the keys 
—with white metal. He thought other people should follow 
the author’s example in 1 descriptions of plant which 
gave trouble or, rather, descriptions of the trouble experi- 
enced, because then engineers could soon come to some definite 
opinion as to what plant was good and what was bad. 

Mr. YERBURY said Te was pleased the author had mentioned 
the troubles he had experienced. He recalled instances of 
wwotors with too fine clearances, and in which the slip rings had 
been made of what appeared to be yellow brass instead of 
iron or gun metal, and where eprings had entirely failed in 
brush-holders in a short time owing to dust accumulating in 
the holders. With regard to starting and running resistances, 
he found in many cases that there had not been a sufficient 
clearance for air—instead of ite being properly circulated it 
had become stagnant. He was glad the author pointed out 
the desirability of modifying the proposals of the Engineering 
Standards Committee with regard to machines and apparatus 
designed to work within certain limits of pressure. He had had 
experience of rheostats failing when the pressure was reduced, 
owing to over-heating having taken place, and had always 
found that an ample margin of copper and attention to small 
details had proved & very desirable investment. ' 

Mr. THACKERY drew attention to the question of who decided 
the purchasing of the machinery in South Africa; he sup- 
posed it was purchased against the specification which some- 
body had drawn up. He did not think it was altogether the 
manufacturer who was at fault, because if he put forward 
against a specification what was demanded, the order gener- 
ally went to the lowest tenderer, and if there was no specifica- 
tion that the manufacturer was working against, it would not 
be wise for him to put in big air gaps and open slots, because 
he would lose the order on price. It was far better to have 
a motor which would stand rough usage than one which was 
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very highly eflicient, because the cost of repairing the machine 
was во much more than the extra cost of a reliable nfotor. 

Mr. McCuay said the author did not tell them whether the 
mining companies found the change-over froin steam to elec- 
tric operation financially advantageous. No doubt, from the 
power company's point of view, the whole thing had been 
financially successful, but he would like to know what it had 
been from the consumer's point of view. In this country they 
found it extremely difficult to persuade people to use elec- 
tricity and to convince them of the savings to be effected by 
so doing, and he would like to know how they had done it 
on such an enormous scale in South Africa. 

The CHAIRMAN (Mr. T. RoLEs) said he would like to know 
how the concerns for which the author had acted, viewed the 
matter of buying current from a power company as against 
providing plant of their own. In Yorkshire they often had 
great trouble in persuading large power users to obtain their 
supply in bulk from a power supply undertaking, and the 
private plant still flourished to a very great extent, notwith- 
standing the fact that prices for current were in many cases very 
cheap. He agreed with the author in regard to having a proper 
reserve of generating and transforming plant. Many under- 
takings had experienced trouble owing to having a very small 
margin of plant, and many corporation undertakings had been 
starved of the necessary plant to keep up a proper supply, 
and had had to pay for it as а result. His idea of reserve 
plant was that in the case of, say, four turbines, they should 
have one machine always standing by and another one which 
could be taken down for repairs at any time. 

Mr. Riper, in replying to the discussion, said he had never 
come across a alip-ring motor with one ring earthed. He had 
not tried using direct current on three-phase stators for brak- 
ing, because he considered that the complication was too great 
and he would have had to use a motor generator. If he had 
to go in for direct current at all, he would rather have a 
Ward Leonard winder and have done with it. The troubles 
he had mentioned taught a great deal if approached in the 
right spirit. Regarding Mr. Burnand’s remarks as to the 
running of engineering shops, he did not agree that if they 
were run by engineering men instead of by commercial men 
things would be better. It all depended on the experience of 
the engineer. It was no good for.an engineer who had experi- 
ence only in the shops as a ст ог ав а manufacturer, to 
think that he knew all about the way to manufacture—that 
was, to produce a machine which would be satisfactory to the 
purchaser. The man might know a great deal more about 
manufacturing than the consumer, but it seldom happened 
that he knew anything at all about the way a machine which 
he produced behaved in after life. If engineers who designed 
machines had to be in responsible слага of в few of them for 
six months, with the threat of the “sack” if they broke down, 
they would, he thought, alter a good many of their designs. 
As the charge for energy was respective of power factor or 
load factor, or anything of that kind—merely a flat rate being 
charged—the question of maximum demand did not come in 
at all; all they had to do was to give the power company 
notice when they were putting down any new plant on the 
mains, in order that the supply could be ready. If & motor 
would not last for 15 years it was not worth buying. The 
point raised by Mr. 'Thackery as to the 5 of 
machinery was an important one. Why should a purchaser 
be blamed by anybody for taking the lowest offer? The pur- 


chaser came into the market and said to a body of presumably 


respectable contractors: “I want to buy such-and-such an 
article." He stated his requirements as clearly as he could, 
and said to the manufacturers—who said thev knew all about 
manufacturing and the. way the machine should be made— 
“What is your price?“ The manufacturers fixed the price; 
not the purchaser. If a manufacturer came along and said: 
“I want £500 for that machine, and it ought to be £600,” it 
was that man who was the dishonest one, and not the purchaser, 


If £600 was required for the machine, that amount should be 


asked for, and if a manufacturer came in and asked for £500 
he was playing a low-down game on the purchaser in order 
to get the work for his shop. knowing he would give some- 
thing that was not good. If the purchaser had a price put 
to him by the manufacturer he ought to be able to assume 
that he was dealing with an honest man, and was justified in 
taking the lowest price. In his own opinion an efficient 
machine was one which would do its work day in and day 
out as long ae he wanted it to do it, and would not break 
down. In reply to Mr. McClay, he said that the change over 
from steam to electricity and from the old mine steam-driven 
compressors to the central air supply had been most successful 
from a financial point of view, and if anybody doubted the 
advisahility of taking energy in large quantities from a res- 
pectable power company, he cóuld assure them they need 
have no further hesitation at all. The firms looked upon the 
question of buying power from а company instead of getting 
it from their own plant from the point of view that if they 
put down a power station to electrify their mines 16 would 
cost. sav, £750.000, and they could employ that money better 
in developing their mines. Therefore, they used the money 
in the mines, and the power company was left to raise the 
extra capital, and the firms bought their supply from the 
company. He thought that was a wise view to take, and he 
would always recommend anybody, if the circumstances were 
at all eimilar, to do the same thing. He exnressed his agree- 
ment with the Chairman as to the desirability of having a 
reserve of generating plant of about 25 per cent. 
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THE BOMBAY HYDRO-ELECTRIC SCHEME. 


(Discussion in London on paper read by Mr. ALFRED 
Dickinson, M.I.E.E., before the INSTITUTION OF 
ELECTRICAL ENGINEERS, April 29th, 1916.) 


THE discussion in London was opened by Mr. RoBERT HAM- 
MOND, who congratulated the author on a paper covering во 
шапу branches of engineering. The turbine plant operated 
under one of the highest heads so far used; it would be inter- 
esting to know why such a high transmission pressure ae 
100,000 volts had been adopted for such a short distance, and 
to what extent a saving in line copper balanced more expen- 
sive apparatus as compared with, say, a 60,000 or 70,000-volt 
line. Не thought the vertical shaft type of Pelton wheel 
allowed of more nozzles being used than was the case with 
the type adopted. In America, he believed there had been 
trouble with the swinging of lines carried on suspension 
insulators. 

Mr. T. CALLENDER thought Bombay was to be congratulated 
on having such a scheme at its door, and on having made up 
its mind to do better than the conditions existing in English an 
Continental manufacturing cities and to preserve its beauty. 

Mr. J. H. RIDER гере that so much of the plant was 
of foreign origin; he also thought that a great deal was risked 
in going in E such a high transmiesion pressure, and that 
the efficiency was not improved. There appeared to be a 
стор of 14 per cent. in line pressure, and that did not agree 
with a line efficiency of 93 per cent. mentioned. Two 
separately driven exciters were used, but if one were shut 
down, and the one running failed, the station would be shut 
down. Why were not the big units provided with their own 
exciters? Would it not have been better to use the same 
voltage for exciters and switch control, so that the battery for 
the latter could have been used as a stand-by for both ser- 
vices? From experience, he considered belt-driven governors 
an abomination; they should be direct driven, but the tur- 
bine makers apparently would not do this. The author 
appeared to have deliberately avoided earthing; on the Rand, 
owing to lightning, they had been driven to earthi at 
several points. The seven-strand transmission cable offered 
more surface for corrosion than a single cable. He noted that 
&ix-unit insulators were used; the same number of units were 
employed with only 80,000 volts on the Rand. 

Mr. E. ровиу said the belt-driven governor was usual, 
although the rigid drive had been tried; maintenance trouble 
arose in the latter case from the transmission of shocks. The 
security of the pipe joints was due to the water pressure, and 
this type of joint had been used for over 2,000 ft. head. 

Major-General BEnEsFORD-LovETT said this was the first 
instance of such a scheme being financed on commercial lines 
iu India; the promoters had tried to raise the capital here, 
but had in the end to obtain it in India. y were 
wise in obtaining expert advice as to the mte of the dams, 
ae an earth fissure might wreck such a scheme; they were 
also fortunate in being able to rail their plant from the docks 
to the power house, as this was not usual in India. 

Mr. G. V. Twiss congratulated the author on the trans- 
mission tower construction; he would have been satisfied with 
a test to three times working load. He thought the insulator 
system used on the Rand transmission was of the interlinked 
suspension type, which was 20 per cent. less effective than the 
type of suspension insulators used by the author. 

Dr. Клилма said he supposed the low cost of labour had a 
great deal to do with the practicability of the scheme. It 
was an instance of diversity factor at the generating end; the 
water was stored during three months and used over twelve 
months. Judging from the data given, the temperature rise 
allowance in the field coils of the machines at the receiving 
station seemed fairly high; he would be interested to know the 
power factor of the line with a view to ascertaining the 
efficiency. 

Mr. G. F. Sils said in America single-phase transformers 
were usually adopted, possibly for ease of transport, and this 
practice was followed by the author, although it would appear 
that three-phase transformers were cheaper. He assumed that 
there had been some trouble in regard to right-of-way for the 
transmission. In Canada, ће Hydro-Electric Commission had 
had to divert its 110,000-volt transmission route at Toronto 
to avoid crossing certain places, and the towers were placed 
in Lake Ontario. 

The AUTHOR, in a short reply, pointed out that a scheme of 
that magnitude could not possibly have been carried out 
except bv a combination of specialists, and any credit must 
be shared bv those who had controlled the various sections of 
the work. In the lake area, as much as 540 in. of rain had 
fallen in 90 days, but some vears it was much less. It was 
fcund that the valleys were full of land crab holes, indicating 
that water was always there. and this was one reason for the 
use of the sites chosen for the dame. 


Petrograd Telephone Nvstem,—The Petrograd tele- 
phone conceesion lapses in 1919. Down to 1/14 January, 1914, 
the development had cost 9.195,303 roubles. The decision as to 
ita further exnloitation must be taken in 1916. It ів calonlated 
that by 1/14 November. 1919, the subscribers will number 75,000, 
and а further ooncession, say for 18.20 years, should be based on 
150,000 subeoribers by the end of that time. 


NEW PATENTS APPLIED FOR, 1915. 


(NOT YET PUBLISHED). ; 


compre expressly for this journal by Messrs. W. P. Tuowrsow & Co., 
lectrical Patent enu 285, High Holborn, London, W.C., and at 
Liverpool and Bradíord 


on % Cut-out device for dual aeroplane controls." G. StaxwARD. May 
th, 


6,980. *'' Joint for an electric cable." А. E. Tanner & E. A. CLAREMONT. 
May 10th. 

6,991. ''Short-time switch." LAN Dis & Grr Акт. Ges. May 10th. (Conven- 
tion date, May 23rd, 1914, Germany.) (Complete.) . 

6,997. Dynamo-electric machinery." — SikMENS-SCHUCKERTWEREB С.м.8.Н. 
May 10th. (Convention date, May llth, 1914, Germany.) (Complete.) 

7.006. Electrical toasting devices." E. C. R. Marks. May 10th. (Landers, 
Frary & Clark, United States.) (Complete.) 

7.013. Dynamo-electric machines, particularly applicable for wy rideau, 
systems.“ С, F. Ketrerinc & W. A. Curyst. Мау 10th. (Divided applica- 
tion on 13,022/14. Convention date, July 14th, 1913, United States.) Tom. 
plete.) 

7.016. Process for the manufacture of tapes containing parallel electric 
wires. A. DE СарІтАМІ. May 10th. (Convention date, May 9th, 1914, Italy.) 
(Ccmplete.) 

7.080. '' Electrical apparatus." British Tiomson-Houston Co., Lep. May 
llth. (General Electric Co., United States.) 

7,081. “ Electrical apparatus." British Тномзом-Ноовтон Co., Lro. May 
llth (General Electric Co., United States.) 

7,088. “ Electric korns.” А. Н. MipcLzv & C. A. VANDERVELL. May Lith. 
(Complete.) 

7,002. Controlling means for electrically-propelled vessels.” SvmESkA 
TURBINFABRIKS AKTIEBOLAGET LjUNCSTROM. May llth. (Convention date, Sep- 
tember 17th, 1914, Sweden.) (Complete.) 

7,112. Thermostats.” Н. E. Mour. May 12th. 

7.177. Switching-over apparatus for electrical lighting installations for 
railway trains and the like." H. Gros. May 12th. (Complete.) 

7,178. “ Sparking plugs." Е. N. Kzwwzpv. May 13th. 

7,206. Electric starters for internal-combustion engines." А. Н. Мтрсілт 
and C. A. VANDERVELL. May 13th. (Completc.) 

7,211. “ Electric circuit controlling devices.” Bmimsu Tsomson-Hovston 
Co., Ltp. May 13th. (General Electric Co., United States.) 

7,213. *' Electric cell, battery, or refill for use in connection with portable 
electric lamps and for other purposes." L. Want. May 13th. 

7.223. Control gear for electric starters for internal-combustion engines.” 
E. Aron & E. Hitt. May J3th. 

7,239. “ Electric switches." R. W. Bur. May 1léth. 

7,244. '' Means for starting electric motors." G. A. Yarwooo. May Ich. 
(Ccmplete.) 

7,263. ‘‘ Apparatus for pneumatic conveying of solids." British THOMSON 
Ho: атом Co., Што. May 14th. (General Electric Co., United States.) 

7,269. ‘* Apparatus for the calculation of mathematical problems arising ia 
the transmission of electric power." W. D. Кир and CALLENDER'S CABLE AXD 
Construction Co., Lto. May l4th. 

7.270. Electrical measuring instruments operating on the Ferraris or 
induction principle." Е. FAwssETT. May l4th. (Complete.) 

7.271. Improvements in electric meters for the Ритрове of compensating 
for temperature variation." E. Fawesrrr. May 14th. (Complete.) 

7,280. ''Switches." V. BRERZE and ALLEN, West & Co., Len. May Mth. 

7,283. '' Means for employing the exhaust heat of thermo-piles for heati 
purposes." J. MarRSCHALL. Мау l4th. (Divided application on 6,102/14, Ma 
10th.) (Complete.) 

7.297. Electric lamps." E. P. Morriss. May 15th. 

7,304. ‘* Combined formers and heaters for electric radiators and the like." 
G. Bourne. May 15th. 

7,308. Electric switches." С. Wasa. May 15th. 

7,311. ‘* Combined interruptor and rectifier for the production of unidirec- 
tional high-tension impulses of large capacity as used for X-ray work." A. С. 
GuxsTONE. May 15th. 


7.316. *'' Means of controlling power фы driven by internal-combustioa 
engines." Tomas TRANSMISSION, LTD., & J. G. P. THomas. May 15th. (Addi- 
tion to 2,245/15.) 

7.320. Refining steel by electrical means." S. Е. Barclay. May 15th. 


7,324. ''Ships' stokehold and analogous telegraphic apparatus." W. Садр- 
BURN & CHADBURN'S (SH'P) TELEGRAPH Co., Lro. ay 15th. 


7,341. “ Method of, and apparatus for, measuring electric current." Lans 
and Gyr Акт. Саз. May 15th. (Convention date, May 18th, 1914, Germany.) 
(Complete.) 
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PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Tuompson & Co., 285. High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


2913. 


34,2219. рүмамо-ғірсткіс МАСНІЧРЗ vor Licutinc VEHICLES. С. Inrig and 
Inrig, Ltd. October 25th. (April 27th, 1914.) 


29014. 
2,323. ELECTRIC Акс INCANDESCENT Lawes. E. A. Gimingham. January Mtb. 


4.220. SUPPORT РОК THE HEATING CONDUCTOR OF THERMIC TELEPHONES, AXD A 
Мктнор FOR ITS МАМОРАСТСКЕ. P. de Lange & О. Fischer. February 16th. 
(September 8th, 1913 Addition to 4,184/14.) 


8,849. Enecrric Castes. W. F. Price & Callender's Cable and Construction 
Co. April 7th. 


9.558. Exvecrric Switcurs. J. H. Tucker & J. A. Crabtree. April 17th 
(Cognate application, 21,175/14.) 
10,015. Etgcrric CLocks. J. Н. Parsons & A. E. J. Ball. Apri! 23rd. 


10,504. Exectric Килу. W. R. Sykes Interlocking Signal Co. & R. W. 
Tarrant. April 25th 


10.531. Execrric MoToR CONTROL SySTEUS. 
(General Electric Co.). April 26th 
10.533. ALTERNATING-CURRENT TRACK Sicnattmo, В, H. Peter. April 28th. 


10.534. ErEcTRICALLY-OPERATED POINT OR SicNAL ACTUATING Mecuanism. В. R. 
Peter. April 28th. 


10.549. RELAYS CONNECTED WITH ELEzCTRIO SIGNALLING IN MINES AND THE UKB. 
H. Davies & Railing April 29th. 


10,718. Pristinc T&LEcRAPH Receivers. A. F. Dixon. April 30th. (October 
14th, 1913.) 


10.775. ТЕКСсКАРИ Transurrtinc APPARATUS. S. Lyle. May Ist. 


10.807. SxrrcTIvER Sicnartinc Systems yor Parry Lines. Western Electrix 
Co. (Е. T. Woodward acting for Western Electric Co.). May lst. 


British Thomson-Houston Co. 


TELE 


ELECTRICAL REVIEW. 


Vou. LXXVII. 


JUNE 4, 1915. 


No. 1,958. 


ELECTRICAL REVIEW. 


Vol. LXXVII.) CONTENTS: June 4, 1915. 
The Electrical Future of Belgium m Я “© e. 781 
The Rubber Position 855 T ёце aes T eee 788 
Tae I.E. E. and the War m ss Ni сее vai 
Mercury- Vapour Arc Lamps and Converters (idlus.) ... es 783 
Anglo-Belgian Electrical Co-operation in Belgium. e. 784 
German Business Methocs Vus he ss 825 е? 
Business Notes eee eee 006 eee ese ese eee 789 
Notes ese eee 660 ees Фое eee see 2 00 
Admiral Sir Henry Jackson, K. C. B, F. R. S, M. I. E. E. (id dus.) 795 
Electricity in Farming. I. (illus.) УРИ 888 sas 
Carter Electric Ambulance for Durban (illus.) uin 
Harry Gastav Byng (tilus.) he ds des iss e. 799 
Beviews [I1] eco eee eee see ees * ooo eee 
Some Notes on Shunt Regulating Resistances, by Thomas 
Carter (illws.) (concluded) i dus 258 PS * 800 
City Notes eee 606 eee eee эге eee eee eee 803 
Stooks and Shares ... TP TIO eee Т еее % 805 
Share List of Electrical Companies T ENS m e». 806 
Metal Market— Fluctuations in May ese 2 00 aeo ove 807 
Electric Power in India, by H. R. Speyer (concluded)... e. 307 
Load Factor, Output and Oost, by C. Ashmore Baker 
(illus.) (continued) ise “we ssi ive sie e. 808 
дет Bleoctrical Devices, Fittings and Plant (ilius.) ... * 810 
Cab Signalling ves ecc eae ses ecc .. 810 
Karachi (India) Tramways (Petrol) 888 ue eee 811 
Lega)... eee see eae eee eee eee [I1] #06 811 
Institution of Electrical Engineers 859 M iss .. 812 
New Patents Applied for, 1915  ... ave ses wae oo 812 
Abstracts of Published Specifications ... ese exi ee 812 
Oontractors' Column bs 6... Advertisement page xx 


THE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. Е 
The Oldest Weekly Electrical l'aper. Established 1878. 
TO BE OBTAINED BY ORDER PROM ANY XEWSAGENT IN TOWN OR COUNTRY, 


OFFIOE 1—4. LUDGATE HILL, LONDON, E.O. 


Telegraphic Address: " AazzzAY, London.“ Code, A B O. 
Telephone Nos.: Holborn 988; Central 4495 (Editorial only). 


Tbe " Electrical Review is the recognised medium of the Electrical Trades, and bas 
by far the Largest Circulatios of any Electrical industrial Paper in Great Britain. 


Rates.— Per annum, postage inclusive, in Great Britain 
£1 8s. 10d. ($5.80). To all other countries, £1 10s. ў 
FOREIGN AGENTS: | 
ADELAIDE: Messrs. Atkinson & Co., | MELBOURNE: The Mining & Engi. 
Gresham Street. neering Review, 90, William Street; 
AcckLAwD, N.Z : Gordon 4 Gotch, | Gordon & Gotch, Queen Street. 
Albert Streets Тһе Mining and | New York: D. Van Nostrand, 25, Park 
Engineering Review, 814, Strand ica SOS TENG: ZU ERE 
Arcade, Queen Street. Paris: Boyveau & Chevillet, 22, Rue 
BaisBANE : Gordon & Gotoh, Queen St. de la Banque. 
CumisrcHuRCH, N.Z.: Gordon and oo EUR Gordon & Gotch, 
Gotch, Manchester Street. Rome:  Loescher & Co., 
Donapin, N Z.; Gordon & Gotch, Umberto 1° 307. 
Princes SvpsEv: The Mining & Engineering 


19s. 6d. ; 


Corso 


J ORANE BORO, CaPEtowN, BLOEN- adi i 68 үсе 8 ge. е ; Gordon 
БЕТЕ "ac : Gentral News 1 Toronto, Окт. : Wm. Dawson & Fons, 
Lid. d "t » Ltd., Manning Chambers; Gordon 


and Gotch, 132. Bay Street. 


THE ELECTRICAL FUTURE OF 
| BELGIUM. 


THERE are in our midst a considerable number of Belgian 
electrical men who are waiting for the Allied Forces to 
drive ont the somewhat firmly-entrenched invader. They 
naturally desire nothing so much as to return to their 
native soil, and resume as far as may be their former 
occupations ; but while they remain with us they are anxious 
to turn to good account their expert knowledge of electrical 
affairs in Belgium. In that country, as in others, Germany 
played the card of economic domination in advance of 
military occupation. The gallant Belgian people, battered 
with mailed fist and trampled under foot meanwhile, will 
rise again, and in doing so they wish to snap for ever the 
shackles of domination of both kinds. We are strengthen- 
ing our national organisation to break asunder those brutish. 
military bands—what of the economic ones ? 

Reference to later pages of this issue will show that an 
effort has been made by Belgian gentlemen to secure the 
co-operation of British electrical firms in breaking the 
German economic hold upon Belgium’s electrical trade. We 
are not sure that their preliminary effort was launched under 
auspices the most likely to secure success— indeed, we are 
not quite clear as to what those auspices actually are—but 
we believe that we represent the position correctly when we 
вау that British electrical firms, whose co-operation is 
sought, and who at heart, we believe, desire to co-operate, 
can hardly have been aware of the existence of the move- 
ment. We do not for опе moment believe that tbe electrical 
industry, however busy it may be making shells, would, as a 
whole, have cold-shouldered a meeting called by the elec- 
trical refugees of a nation for which we unanimously 
have so high a regard. Had the event been announced 
ia time for us to notify our manufacturers and commercial 
men through the electrical Press, there might have been a 


reasonable number of British electrical men present to hear 


the excellent paper that bad been prepared by M. К. Stey- 
laers, and to show that as an industry we are not apathetic- 
or disinterested in regard to the electrical future of the 
stricken country. 

However, the slip that we suspect to have been made in 
the preliminary organisation need not, and should not, stand 
in the way of suitable fraternisation between Delgian and' 
British electrical engineers, or prevent an adequate discus-- 
sion of the situation as it was and as it ought to be, and 
of the best means for bringing definite and practical co- 
operative effort into being. 

In order to assist to that end we have devoted space to- 
day to the publication of M. Steylaers's full statement, and 
we desire to ask our directors, principals, and managers of 
electrical businesses to study it with a view to discussion. 
It is proposed to hold a further meeting at which this 


Launceston: Gordon & Gotch, | WrELLIxcton, N.Z. Gordon & Gotch, paper shall furnish a basis for such discussion, and we: 


3 . ope that a goodly number of the aforesaid business 
Tur tee oe nevis Ga „ Bank, аб will find 10 9 to attend and offer their 
. observations upon the subject. It was obvious that our 

Belgian friends had somehow or other, somewhere or other, 
gained an unfortunate impression of the electrical manu- 
facturers of this country, and if our firms had known of the 
meeting the impression might have gained some justifica- 
tion from the fact that they almost unanimously refrained 
from attending. Now the British manufacturer has quite 
enough to carry without being burdened with sins not his 
own, and we think that it will be as well if something can 
be done either by our electrical firms individually or through 
their organised body, to remove the opinion that we are 
not interested in the future of electrical trade and industry 
in Belgium. 
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We are not suzgesting that the situation that presents 
itself is not one of great difficulty, but we do think that 


nothing is to be lost and everything is to be gained by 


presenting an open ear and engaging in a free and frank 
discussion of the problems with those who kaow the position 
зә well from long and practical experience and who come to 
us asking for our co-operation. 

On two points last week's meeting seemed to be fairly 
unanimous and emphatic. Belgium asks the British manu- 
facturer to make for her what Germany has made hitherto 
—not simply what the British manufacturer has been in 
the habit of making; she also suggests that we shall 
* change our mind” and “change our methods," so as 
more hopefully to join forces with her and secure millions 
of pounds' worth of new business annually. 

Will British firms listen to the appeal ? - We trust that 
they will do so, and if at all possible will take advantage of 
the opportunity. The time to consider is now’. 


THERE was some interruption of busi- 
ness in crude rubber over the Whitsun 
holidays, but the market has held to- 


The Rabber 
Position. 


‘gether very well indeed, a good portion of the improvement 


witnessed previously having been retained. Business has 
been fairly active, consumers taking supplies with a good 
deal of readiness, for they are ruaning chock-a-block with 
Government orders for tires, and, indeed, for all sorts of 
material into the composition of which rubber enters. With 
the end of the month, however, the demand met with on the 
open market underwent a contraction, but this is always 
the casa» when expiring contracts are being adjusted, and a 
lull sets in pending a fresh movement. There has been 
latelv a fully satisfactory demand for rubber on the part of 
American interests. There is not the least doubt that 
United States consumers are feeling the force of the war 
demands in great volame, and this necessitates the drawing 
upon the supplies of raw material which are in Europe to a 
considerable extent. 

Rather a nervous feeling has manifested itself across the 
Atlantic lest there be any interruption in the shipmenta of 
material from here, and a distinct desire to cover future re- 
quirements has asserted itself. Large quantities of finished 
goods are being produced in America for shipment to 
Europe, but the precarious shipping facilities available, to 
вау nothing of the dangera to navigation, have been acting 
as а deterrent factor in the forwarding of material. Possibly 
some day effective action will be taken against the Huns 
still at sea, and the waters cleared for the pursuits of 
peaceful vessels. 

The reports issued by leading plantation companies indi- 
cate a steady improvement in the management of the 
estates. It is quite apparent that the comparatively poor 
times through which the companies have been passing have 
inluced the exercise of an economy to which, in some cases, 
they were utter strangers in the heyday of the boom. Costs 
‚аге now running lower, but there is a considerable divergence, 
which, however, is to be expected, between the returns of 
the better managed and more favourably situated coacerns, 
aud those which were floated as ramps" upon the public. 

An interesting report has just come to hand from the 
Acting Controller of Labour in the Federated Malay States, 
according to which the most notable feature during 1914 
was the reduction in the labour force. The quarterly 
returns furnished to the Kuala Lumpur Labour Office showed 
& reduction in the Chinese working forces last year of 23,000, 
and a falling off in the Iadian total of over 20,000. The 
fundamental cause 1з said to be the various economies intro- 
duced, arising from the relatively poor prices obtained for 
rubber and the consequent necessity of running plantations 
upon business lines, There was actually a decrease in the 
area of 471 selected estates of 25,000 acres, while it is 

rather startling to find that the area of cultivated land per 
labourer employed increased from 2°31 acres to 2'88 acres. 

The F.M.S. cultivated rubber exports for March were 

3.418 tons, making a total for the first quarter of 10,303 


tons, against 7,323 tons for the corresponding period of 
1914, an increase of 2,978 tons. The destinations were as 
follows :— 


March, Corresponding 

1915. Jan.-March. period, 1914. 

Straits Settlements ... 2 46t 6,619 8,858 tons. 
United Kingdom sse 921 8,407 2.860 „ 
Continent of Europe... — 1 357 „ 
Ceylon ... "T ave 33 180 199  ,, 
Other countries ө = 95 19 „ 
Total ...  .. 3418 10.302 7,323 „ 


THAT the Institution of Electrical 

ur ae Engineers has rendered valuable services 
n to the military authorities during the war 
will be denied by none, and full credit should be awarded to 
the President, Council and staff for the really arduous tasks 


that they have been called upon to undertake, and have 


willingly performed; the amount of labour involved in these 
duties is not generally realised, and would astonish the 
membera if they were fully informed regarding it. The 
desire of the members of Council to do everything within 
their power to forward the interests of their country is 
beyond question; yet they exhibit a strange reluctance to 
take any effective action in industrial matters, though these 
are second in importance only to the urgent requirements of 
the naval and military authorities. 

In our issue of May 21st we quoted a paragraph from the 
Annual Report of the Institution, which indicated that a 
special Committee had been appointed by the Council ‘to 
keep in touch with the British Electrical and Allied Manu- 
facturers’ Association in regard to the question of securing 
for British manufacturers the trade hitherto done by Ger- 
many and Austria-Hungary.” The appointment of a Com- 
mittee to deal with trade questions was an admirable step, 
thouzh the terms of its appointment were more than a little 
singular. As shown in the Report, the representatives 


of th» B.E.A.M.A. deprecated any action on the part of the 


Institution, and the Committee came to the conclusion 
“that no useful action on the part of the Institution 
appeared to be posible." The Committee remains in 
being for the purpose of advising the Council "—to keep on 
doing nothing, presumably. 

We cannot but express our regret that, even in these 
strenuous times, the Council displays the same timidity, 
the same lack of backbone, the same mental paralysis that 
afflicted it in times of peace whenever that vulgar word 
"Trade" was mentioned in its hearing. Like the hermit 
crab, at the approach of an unwelcome visitor, it withdraws 
into its borrowed shell ; on this occasion it seeks the shelter 
of the B.E.A.M.A. Bat why can it not act alone? 

In the leader referred to above, we welcomed the revo- 
lutionary change that had been brought about in the atti- 
tude of the Government towards the world of science —a 
fundamental change that will, we hope and believe, exert а 
profound influence upon the future of this country in all 
matters pertaining to industry and trade. The Government 
announcement followed closely upon the visit of a deputation 
from the Royal society, the Chemical Society, and the 
Societies of Chemical Industry and Analysts. Why had 
the Institution of Electrical Engineers no share in that 
deputation? Will the Institution offer ita assistance in the 
nomination of the Advisory Council on Industrial Research? 
Des it contemplate any action in the matter at all? 

In referring to this matter at the annual general meeting 
of the Institution, the President pointed out that the 
Council had been criticised ол the score of its inability to 
act in industrial matters, and remarked that the decision 
that nothing could b2 done in this instance was arrived at 
with the full concurrence of the IB. E. A. M. A. Things mast 
ba left to solve themselves. With all respect, we submit 
that this was neither an explanation nor an excuse, bat 
rather an aggravation of the fault for which the Conncil has 
bean taken to task. The assistance of the В.Е A. M. A. 
in doing nothing was hardly necessary. The trouble is that 
nothing is done. 
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MERCURY-VAPOUR ARC LAMPS AND 
CONVERTERS. 


ALTHOUGH the mercury-vapour lamp, and its associate the 
mercury-vapour converter, have been widely used in this coun- 
try, they have not occupied a prominent position in technical 
hterature of late; we have, therefore, made inquiries as to 
recent progress in this branch of electrotechnies, and believe 
the resulte will be found of interest. 

The mode of operation of the mercury-vapour arc is probably 
well-known to the majority of our readere; unlike the Moore 
light, it is a true arc between mercury electrodes in an ex- 
hausted container, maintained by vapour distilled or otherwise 
evolved from the,mercury surfaces. When used for illumina- 
tion, the arc passes through a tube of glass or quartz; at the 
end containing the anode a bulb is provided, which forms a 
cooling chamber in which the volatilised mercury is condensed, 
the anode consisting either of mercury, iron, or carbon, while 
mercury is always used in the kathode. 

The arc is usually started by tilting the tube, when the 
mercury flows from kathode to anode and completes the cir- 
cuit; on allowing the tube to fall into its normal position, the 


arc is struck and maintained by {һе vapour column. The tube. 


may be tilted either by hand or by & magnetic device. 

A momentary cessation of the current extinguishes the lamp, 
and therefore it cannot operate on a single-phase А.С. circuit; 
this difficulty, however, is ingeniously overcome with-the aid 
of an autotransformer with its extreme terminals connected 
across the supply mains and to two anodes in the lamp, while 
the kathode is connected to the middle point of the trans- 
former winding. Thus one or other anode is always positive 
t» the kathode, and by suitable design it can be arranged that 
the current never falls to zero. With three-phase supply, the 
kathocle is connected to the neutral point and the phases to 
three anodes. The accompanying illustration, fig. 1, shows 

art of a large installation of Westinghouse Cooper-Hewitt 
amps, with automatic starting, recently put in at the premises 
of Messrs. Stretton & Sons, Leicester; there are in all 104 
of these lamps, which, thanks to their low intrinsic brilliancy. 
shed a soft light -free from glare and comfortable to work 
with. The chief objection to the mercury-vapour lamp is the 
green colour of the light, which, while it does not interfere 
with the effectiveness of the illumination for most industrial 
purposes, results in the suppression of the warmer tints, 
especially of red. This defect, however, can be largely neu- 
tralised by the use of reflectors coated with a preparation of 
rhodamine, a fluorescent substance which absorbs yellow. 
green, and violet rays, and emits red rays. It will be noticed 
in the illustration that the lamps are provided with these 
fluorescent reflectors, the effect of the combination being to 
produce a light which is practically white; were it otherwise, 
it would, of course, be quite unsuitable for use іп a sewing 
room. 

Another application to which the mercury-vapour lamp has 
been found exceptionally well adapted is photo-printing, the 


2 


tracing paper—the light passing through the drawing-paper 
to the sensitised plate. m " 

The frame contains 8 lamps mounted in pairs on four tilting 
reflectors, having a total candle-power of 8,000 c.r., and taking 
3.08 KW.; it is suitable for making process plates up to 40 x 
40 in., and similar frames are made up to 70 x 40 in. 

The use of the lamp for sterilising water and other liquids 
has been fully 1 in our pages“; the water is passed 
through a chamber in which it is exposed to the rays from 
Cooper-Hewitt quartz mercury-vapour Jamps, quartz being 
used in this instance to enable the ultra-violet rays, which wl? 


Fia. 2. ; Fic. 3. 
MEncuRY-VaPovR LAMPS FOR PHOTO-PRINTING. 


not pass through glass, to escape, and to increase their pro- 
duction by running the lamp at a higher temperature, these 
rays being the sterilising. agents. n І 
These apparatus are largely used abroad for eterilising public 
water supplies. 
One of the moet interesting applications of the mercury- 
. vapour arc is to the conversion of alternating to direct current, 
by virtue of the rectifying property already referred to. Ire 
this case the lamp is made in the form of a large bulb with 
a chamber at the bottom for the mercury kathode, and two 
or more tubes at the sides to contain the 
anodes—two for single-phase and three for 
three-phase current. e large bulb forms. 
a condenser for the volatilised mercury. The 
great advantage of the mercury-vapour con- 
verter is that it has no moving parte what- 
ever, and can be left working day and night 
without attendance—a very important fea- 
ture. With single-phase current a trans- 
former with a middle terminal is used as- 
described above; the transformer may be an 
auto-transformer where the А.С. supply 1s at: 
the right voltage, but if this is not the саве, 
separate windings are employed, giving any 
desired ratio of transformation. In circuit 
with the kathode or the D.c. leads of the. 
single-phase converter is an inductance coil 
(as in the case of the lamp) which prevente 
the current from falling to zero between 
successive half-waves. 

Used as a converter, the lamp has the 
advantage that the power dissipated in the 
arc is proportional not to the square of’ the 
current, but simply to the current, there 
being a practically constant drop of about 
15 volte between the electrodes at all loads. 
Obviously, therefore, the higher the voltage 
employed the better the efficiency, the latter 
being at 200 volts over 92 per cent for the 
bulb alone; the additional losses in the 
transformer and sustaining coil are quite: 
small. Also the voltage regulation at all 
loads is very good. 

While the converter has been largely used' 


Fia. 1.—Sewinc-Room LIGHTED WITH MERCURY-VaPOUR Lamps. in the United States for running D.C. arc 


ligbt being rich in actinic rays, while its colour in this con- 
nection is Wholly immaterial to the user. Fig. 2 shows a single 
Cooper-Hewitt lamp mounted on a stand which enables it 
t» be adjusted to any desired position; this lamp is of 2,000 [05 9 
taking 660 watte, and is used for photographic printing. Fig. 3 
shows a swinging frame fitted with similar lamps, which is used 
for transfer photo-printing from drawings on paper—not 


lamps in series from an А.С. supply, 
and is being tried for traction on railways, in this country it 
has been used mainly for supplying kinematograph arc lamps 
and charging batteries. Many picture theatres have been 
equipped with Cooper-Hewitt converters, but the tendency to 
employ very large currents—often exceeding 100 amperes—of 


* Etec. Rev., Vol. 73, p. 516. 
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late has militated against their more extended use for this 

. It is probable, however, that future improvements 
їп the projectors will enable smaller currents to be employed, 
and in any event it is, of course, possible to run several con- 
verters in parallel. For charging batteries, the converter offers 
exceptional advantages, owing to its self-regulating property 


Fic. 4.—Coorrer-HEwItTt CONVERTER PANELS. 


and the impossibility of reverse current flowing from the bat- 
tery through the converter. е 
We illustrate in fig. 4 some converter panels recently in- 
stalled by the Westinghouse Cooper-Hewitt Co., Ltd.; that on 
the left 18 one of many supplied to the Metropolitan Asylums 
Board for charging ignition batteries in connection with their 


E16. 5.—CONVERTER INSTALLATION AT THE NAYLOR BATTERY 


motor ambulances (the Board use these converters at all their 
ambulance stations). The first was supplied for this purpose 
six years ago. The panel shown works on a 215-volt 83-cycle 
supply, and gives 5 amperes D.C. at three voltages, for charging 
circuits of 4, 8 or 12 cells, without supplementary resistances, 
except the small regulating resistance seen at the foot of the 
panel. The panel on the right is to be supplied to the Eastern 
‘lelegraph Co., mainly for charging battenes, at 10 amperes, 
150, 100 and 75 volts, from a 119-volt 75-cycle supply. -A special 
hunt is fitted to provide а sinall artificial load, enabling the 


converter to be kept running whilst supplying an intermittent 
demand for induction coils, etc. The centre panel is one built 
to the Post Office specifications, to give 30 amperes at 40 volts, 
when supplied at 260 volts, 50 cycles. The Post Office author- 
ities have a considerable number of these converters in use for 
charging batteries in telephone exchanges, and it is especially 
interesting to note that the converter haa to be йай» nA 
only for charging the stand-by battery, but also to charge a 
battery that is actually connected to the exchange switchboard, 
without affecting conversations. Further, it must be capable 
of supplying current direct to the switchboard in the event of 
both batteries being put out of use. x 

By the courtesy of the Naylor Battery Co., we have been 
enabled to inspect and photograph a pair of panels which they 
have employed for the past twelve months for forming and 
charging tbeir accumulators at their works in Balham. An 
earlier set was installed in 1912, and though at first some 
difficulties were experienced, these were successfully overcome 
—as will be gathered from the fact that additional sets were 
installed. These supply 80 amperes p.c. at 160 to 200 volte, 
and are fed from an А.С. supply at 205 volts, 50 cycles. PE 
lation is effected by tappings on the transformer primary. The 
fact that the apparatus can be left at work for days together 
without supervision is particularly advantageous in this con- 
nection, and the long life of the bulbs—some of which have 
run for over 4,000 hours—is in their favour. By means of a 
time switch, the charging process can be stopped at any time 
desired, and the properties of the apparatus render it particu- 
larly suitable for use in garages where electric vehicles are 
charged—a purpose to which the Naylor Battery Company's 
installation has been regularly applied, the company having an 
electric delivery van of their own. In view of the increasing 
use of electric vehicles, the matter is worthy of the attention 
of garage owners in areas supplied only with alternating 
current. 


ANGLO-BELGIAN ELECTRICAL CO-OPERA- 
TION IN BELGIUM. 


ee 


IN response to an invitation issued under the auspices of 
the London Chamber of Commerce and the Belgian Com- 
mittee for Trade with the Allies," we attended a lecture 
delivered at Cannon Street Hotel, E.O., on Thursday after- 
noon last week, the objects of which were 
announced as follows :— 

To bring together the British electrical 
supplies manufacturer, and the Belgian 
buyers, for the mutual consideration of the 
practical ways and means to establish busi- 
ness relations, immediately the invaded 
territories are free. 

“1. How can the British supplies manu- 
facturer secure the Continental electrical 
trade. hitherto in the hands of enemy ooun- 
tnes: 

:* 2. The desirability of the constitution of 
a U. B. E. (Union of Belgian Electricians) to 
uct as intermediary between the British 
inanufacturer and the Continental consumer. 

“3. The selling and organising policy 
necessary to achieve this object, on а co- 
operative basis.“ 

The chair was taken by Mr. A. H. 
LAWRENCE, Vice-President of the British 
Chamber of Commerce in Belgium, who, in 
opening the proceedings, referred to the 
opportunity that existed for England to 
capture the very large business that had 
been done between Belgium and Germany. 
The trade was there for the Englishman 
if he was prepared to make some little 
effort and sacrifice, but such effort and 
sacrifice would be well repaid. On behalf 
of the London Chamber, the speaker said 
that they would be pleased, through their 
Electrical Section, to give every assistance 
to any gentleman who might require it in 
these matters. The Chairman trus 


Co/s Works. that the British Chamber in Belgium 


would be of some use to them and 

that when they were once again estab- 

lished in Brussels, the Belgian Committee of Trade would be 

in existence, and that hand in hand with that committee they 

апи be able to drive out the commercial German from 
elgium. 

The proceedings which followed were chiefly conducted in 
French. The lecturer, M. R. STEYLAERS, an electrical engineer 
who had been prominently connected with a number of Bel- 
gian concerns prior to the war, read his lecture, and for part 
of the time it was read in sections in English also by Mr. 
Barwick. About half-way through, however, owing to the 
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meeting consisting almost entirely of Belgiane—about thirty 
were present—the English translation was dispensed with. 
We refer on another page to what we believe to be one of 
the reasons for the un-English character of the audience. 

M. SrEYLAERS first expressed thanks to the London Chamber 
of Commerce and the Belgiah Committee of Trade with the 
Allies, for their efforts in convening the meeting. He was 
approached by the Belgian Committee to develop through the 
medium of a meeting such as that a definite and positive 
TE that could be operated immediately Belgium and 

orthern France were free. The speaker considered that an 
open discussion was preferable for the mutual exchange of 
ideas, to an individual exposition, hence the calling together 
of the manufacturers of British electrical supplies and Belgian 
buyers to study the most appropriate means of realising the 
object expre in the invitation. Addressing himself to Bel- 
gians present, he regretted that at the exhibition along the 
lines of the Leipzig Fair, recently held at Islington, for toys 
and cheap ware, space could not be allocated for the exhibiting 
of the productions of British manufacturers who would take 
part in the rebuilding of Belgium, and whilst appreciating the 
spint that prompted the exhibtion, suggested that, as Bel- 

ians, they would have been interested in seeing those pro- 

ucts which would enter into the industrial rebuilding of 
their country. It was admitted that the exhibition was for 
the 5 of British trade at home and in the Colonies, 
but the British manufacturer could not successfully confine 
his efforts to the British Empire alone. If he was to beat 
German e he must find a world market. The pro- 
duction of cheap articles necessitated an enormous demand, 
which could not be responded to by the British Empire alone. 
There was, however, a scheme under consideration to organise 
an exhibition of the products in which they were interested, 
and steps were being taken by various committees to obtain 
a venue for this purpose. When these arrangements were 
completed an announcement would be made in due course. 
These introductory remarks were rendered necessary to lead 
up to the policy to be considered, stripped of generalities, with- 
out exaggerating the possibilities or ignoring the difficulties. 
The principal phase was the industrial rebuilding of Belgium, 
embracing, as it did, the industry of electrical engineering and 
manufacturing of electrical Süppues, and the selling of these 
products to Belgian buyers at the termination of the war. The 
speaker considered it a duty to assist in the re-organisation 
and establishment of the new economical conditions as a 
compensation for the sacrifices of the Allied Armies. He 
referred to the already enormous damage, and anticipated the 
total destruction of the remaining workshops and industries 
when the affected territories were reoccupied. M. LeRoi 
Beaulieu, the leading French economist, maintained that from 
the German point of view the war was not so much a senti- 
mental ae an economic war, and subsequent events had 
substantiated his contention. Belgian machine tools in all 
factories were being transferred to Germany, raw material 


had been appropriated, the enemy had stolen and was utilising | 


commercial secrets, and was disclosing in the interested quar- 
ters the names of Belgian customers, for it must be remem- 
bered that prior to the war German manufacturers were 


beginning to fear the effects of Belgian commercial develop- . 


ment. For present purposes, it was necessary to make a 
careful analysis of the conditions as they existed before the 
war. 

The greater part of the electrical supplies was either directly 
or indirectly controlled by Germans. In Belgium there was 
first, the Belgian Union Co., Ltd. (A.E.G.), in reality a branch 
of the renowned‘ Allgemeine  Elektricitáts Gesellschaft, 
Chaussée de Charleroi in Brussels, similar to the Parisian 
concern, the Société Francaise d'Electricité (A.E.G.), 72, Rue 
d'Amsterdam. As a matter of fact, these companies were 
Belgian and French in name only. The Belgian compaay 
had (if the speaker remembered rightly) a capital of one 
million france, and the French company a capital of two 
million franes. The object of the company expressed in the 
articles of association was ''for the exploitation of workshops 
for the construction of electrical supplies generally, and parti- 
cularly the production of the Allgemeine. Elektricitäts Gesell- 
schaft, Berlin Co., Ltd., with a capital of seventy million 
francs. The name of the directors of the so-called French 
company would indicate their nationality: Messrs. M. 
Mamroth, Ross, and Koch, together with Messrs. Thurnauw 
and Burrell, the last two gentlemen being also on the board 
of the French company for exploiting the Thomson-Houston 
patents. Due to these directors being associated with both 
companies, it need only be said that the two interests were 
not allowed to clash. There was also in Belgium the Sieinens- 


Schuckert Co. and the Siemens & Halske Co. (Rue Thérésienne- 


in Brussels, and Rue de Dunkerque 52 in Paris). The articles 
of association of these companies stated ''that their object 
was for the sale in Belgium and France of the productions of 
the two German companies, Siemens & Halske and Siemens- 
Schuckertwerke Aktien Gesellschaft mit Beschrankter Haf- 
tung. 
large monetary interest in the French concerns of La Com- 
pagnie d'Electricitié de Criel, Ltd., with a capital of 3,800,000 
francs, with head offices at 19, Rue Louis le Grand, in Paris. 
This company was the former French concern Dayde & Pille, 
Paris. The speaker then mentioned the names and directors 
of other apparently French electrical concerns which were 
actually branches controlled by the German Siemens com- 


pany :— 


Further, the French Siemens’ company acquired a. 


1. La Société Industrielle d'Energie Electrique, 30, Rue Cau- 
martin, Paris. Directors: Messrs. Cahen, Petri, Simler. 

2. La Société d'Electricité de Varsovie. Directors: Messrs. 
Salomon and Cahen. ES 

3. La Société Continentale de Traction et d'Eclairage. 
Directors: Messrs. Cahen, Petri, Rosenbaum. 

4. La Société des Applications de l'Electricité à la Traction. 
Directors: Messrs. Von Chauvin, et Von Siemens Natalis. 

The aggregate capital of these four companies was 32 mil- 
lion francs in shares, and ten million francs in debentures.. 

In Belgium there was also the Electric Dynamo Co.,Lahmeyer, 
recently acquired by the A.E.G. Against these big German 
corporations (which, the speaker incidentally remarked, he 
regretted were partly financed by French and Belgian capital) 
there existed the Belgan concerns—the Ateliers de Construction 


de Charleroi, under the financial control of the Belgian group 


Empain; the Pieper Co., in Liége, for the construction of 
electric motors; and the Ateliers des Cables de Seneffe, for wire 
and cables. In France there was the Electricité, the Nancy Co., 
and Electromecanique Co., producing high standard dynamos, 
The British trade was represented by the Westinghouse Co., 
the British Thomson-Houston Co., and the Tudor Accumulator 
Co., and, prior to the war, the General Electric Co., for 
supplies. For these concerns, however, the competitive fight 
was unequal against the financially strong German trusts. 
The latter, due to their resources, were able invariably to 
secure the business, being in a position to cut their profits to 
a-minimum. They were able to engage in aggressive sellin 

policies, and, in certain instances, their pec were o 

a superior quality, particularly the German Siemens productions. 
This company was favoured with many French and Belgian 
Government contracts. In France, La Compagnie d'Electricité 


. de Creil (controlled by the German Siemens Co., ae stated! 


were fortunate.enough to number among their clientèle the 
French Admiralty. In 1899 the eame concern obtained the 
orders for searchlights for the fortifications of Bizerte, the 
electrical equigment for the departmental railways in the 
Province of Haute Vienne, and theelectrical railways of the Bois 
de Boulogne. In Belgium it was the same; Government con- 
tracts were secured by these firmis, and, in view of the 
circumstances, it was interesting to remember the harbour of 


Zeebrugge, the electrical equipment of which was well known 


to the enemy, a tactical knowledge which they had employed 
to advantage against the Allies, as they were well aware. e 
same remarks applied to the electrical equipment of the forts 
around Antwerp. | | 

In the wholesale business the same po was apparent. A 
concern in Brussels, with a wide ntinental reputation, 
Messrs. Poock & Hermann, pcne perhaps the most com- 
plete stock of electrical supplies on the Continent, comprising 
some 5,000 specialities. Belgian electricians would remember 
the principals of this company visiting Belgium some ten years 
ago in the capacity of ordinary salesmen submitting samples. 
А few years later, backed by the financial support of а number 


‘of manufacturers of German electrical ipia on a co-opera- 
` tive basis, they acquired a unique stan 


ing in the Belgian 
market, securing a substantial portion of the trade. Cata- 
logues of an expensive and elaborate nature were freely distri- 
buted by. this house, and, when one considered the modest 


nature of their operations in the initial stages it was obvious 
that the success attending their activities was only possible 
with the support of the manufacturers they represented. 
There were, of course, Belgian wholesale houses, but they 
were unable-to compete with the German wholesaler. These 
concerns endeavoured to sell outside the Trust, but high 
individual selling coet, and the question of individual credit, 
mitigated against them to such an extent that their success 
was limited. 

Immediately before the war, the A.E.G. Co. were respon- 
sible for the last phase of their carefully and skilfully prepared 
scheme, and approached the consumer, direct, thereby 
eliminating the intermediaries profit. This company sub- 
mitted prices for the execution of electrical installations not 
only in large enterprises, but also those of minor import. 

Naturally (as was always the case when the middleman s 
position was endangered) the retailer resented what he con- 
sidered was a violation of his rights; therefbre, when this 
resentment was strongly expressed, the A.E.G. Co. con- 
descended to withdraw their quotation in favour of a Belgian 
concern, on the mutual иан that d hood DE e 
rti rn securing the business, the f 
и for the execution of the installation be 
placed with the A.E.G. Co. They might, therefore, assume 
that 95 per cent. of the Electrical 
dominated and controlled by German manufacturers. 


aggressive competition from the Berliner Co., L' Otomat, who, 
by skilful and persistent publicity, invaded the public services, 
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Banks and Government Offices. Paris had also to contend with 
this competition where the German company competed against 
the French company under a French name, flooding the market 
with German raw material and telephone apparatus, ernploying 
German labour, and gaining entry into the administrations of 
the French Government, the military circle of the Avenue de 
Opera in Paris, the town: councils of the 9th and 10th 
arrondissement in Paris, the town councils of Clichy, Dunkirk, 
and Maubeuge, and obtained the concession of the telephone 
installation of the International Exhibition in Lyons. It was 
not surprising that this free licence of entry had been utilised 
to advantage by German espionage agents. | 

Relative to the electrical lainps sold in Belgium and France, 
it was only necessary to name the concerns and trade-marks 
to determine their origin. As а matter of fact, all the German 
houses selling these lamps had their own offices in Brussels. 
They were the Osram Lamps (Auer Gasglühlicht A.G.), A. E.G. 
Lamp (A.E.G. Aktien Gesellschaft), Pope Lamp (German Pope 
A.G.), Wotan Lamp (German Siemens). Against this com- 
bination the only competing lamps were the Philips and Tantal 
Lamp. of Dutch manufacture, and the Z Lamp, of Belgian 
manufacture. 

Appealing to his own countrvinen, the speaker queried them 
as to whether they were prepared to continue to be dominated 
by the German manufacturers, and suggested that the spirit 
animating all Belgians was the desire to recover their 
economical independence, in the same way as they were re- 
conquering their territorial independence. The problem, how- 
ever, Was not a simple one, and presented many difficulties. 
It would necessitate the co-operation of all the interests en- 
gaged—the co-operation of the British manufacturers, the co- 
operation of the Belgian consumers. In- a legitimate manner 
it was possible to commence where the German manufacturer 
left off, to ascertain by analysis the causes of his success and 
development, and to extract the best from his operations and 
apply them to the scheme of reconstruction. But he must be 
kept out, and the Belgian Parliainent nust, and would, create 
a tariff wall to assist to this end. 

Examining the causes of the development of the German 
industry generally, and not only confined to Belgium and 
France, they arrived at the following conclusions as to 
essentials :— 

1. Large stocks on spot, and keen competitive prices re- 
sultant of an actual knowledge of productive costs. 

2. An elastic credit policy, together with an efficiently trained 
eelling organisation, and the operation of intensive and exten- 
wive selling policies. 

3. The extensive publicity to focus attention upon German 
productions. 

Relative to the question of stocks, the Belgian and French 
retailer or contractor had given, and would continue to give, the 
preference to the supplier who was in a position to execute his 
(the retailer's) requirements from stock, in large or small 
quantities, thereby avoiding the investment of his capital in 
stock. British concerns established in Brussels before the war 
could substantiate this statement. Purchasers would not hold 
stocks, and the difficulty of importing material from countries 
where the language, currency, and measures were different 
would be appreciated. The Continental electricians worked prac- 
tically always with the capital of the wholesaler. The ultimate 
purchaser desited to see samples before purchase. and refused 
to buy on catalogue. The prevailing conflict had demonstrated 
that psvchologically the Gerinan was prone to err, but he appre- 
ciated this Continental commercial weakness, and adapted his 
methods accordingly, with advantage to himself. 

The British manufacturer, on the other hand, appeared to be 
cbsessed with the selling power of his catalogue, and con- 
sidered that through this medium he could create sales and 
induce customers to carry stocks. Frankly, he was wrong, 
and the possibility of his securing business along these lines 
was not only remote but almost impossible. The Continental 
purchaser sent an employé to the wholesaler for his daily or 
weekly needs, and often took the liberty of returning any sur- 
plus he was unable to utilise. 

The policy of cut prices by the German producer might, 
from the point of view of the British manufacturer, super- 
ficially appear to enhance the difheulty of taking advantage 
of this new inarket, but a closer investigation would satisfy 
him, that by a system of specjalisation it was not only possible 
to produce the goods in which the Germans specialised, but 
to produce them at a profit. 

Now was the opportune moment for the British manufac- 
turer to take advantage of the forced residence in this country 
of the Belgian electrical specialists, to collaborate with thein 
ач to the potential requirements, and to carefully analyse the 
question of price and productive cost. and bv this process to 
arrive at such an understanding as to establish а sound and 
satisfactory foundation. 

Concerning the question of credit. Not опу had the Ger- 
man manufacturers co-operated in order to maintain stocks, but 
they had skilfully organised the credit side. Practically the 
whole German commercial policy was based on extensive 
credit, made possible by the German banking svstem, which had 
nade posible German industrial development of the markets 
of the world. In fact. immediately before the war. it Was not 
unusual for credit to be extended by bankers to the German 
manufacturer over a period of one or two years, particularly 
in fancy articles. The complicated process of this credit systern 
might be interesting to consider. The basis was the repeated 
renewal of bills on the customers in the markets of London 


and Paris by the German banker, the manufacturers diecount- 
ing the bills on the customer in the same way with their 
bankers, with the cash from the operation in the London or 
Paris market. 

A common process was as follows :—When a manufacturer's 
business reached a volume where his own financial resources 
would not allow the execution of same, he went to his bankers. 
who satisfied themselves as to the financial status both of 
manufacturer and his customers, and entered into an arrange- 
ment with the manufacturer as follows :—They, the bankers, 
agreed to advance 15 per cent, to commence operations, 25 per 
cent. on the completion of the manufacture of the goods, and 
25 per cent. against bill of lading, the outstanding 35 per 
cent., which represented gross profit, remaining in the bank 
as a nucleus fund for the next operation on similar lines. 
Backed by such a financial system it was not surprising that 
the German manufacturer by the might of his credit monopo- 
lised the Belgian market. 

In regard to Selling Methods and Publicity, the selling 
representative was carefully selected and trained, was paid a 
substantial remuneration which gave him a good social position 
and made an impression on the customer. Ifit was not possible 
for financial reasons to engage such a salesman, the manufac- 
turer would co-operate with other manufacturers producing 
non-competitive products appealing to the same customers, and 
the expenses would be shared. The German manufacturer 
was not а successful pioneer, but essentially a copyist. If he 
desired to exploit a new market he instructed his most pro- 
gressive salesman to go to this new market and procure eamples 
of the goods commanding the best eale, with prices and dis- 
counts allowed by the manufacturer. He then analysed the 
proposition to the minutest detail, eliminated any feature 
that he considered superfluous, and based his productive costs 
on an enormous output. A few weeks later the salesman was back 
again offering a copy of the article in question, at lower prices 
and on better credit terms, so that he was able to secure large 
orders and contracts immediately. It was this process of 
elimination that had been responsible for the stigma asso- 
ciated with German manufactures on the Continent, viz., 
German rubbish.” 

The indirect system was more insidious, and was a syeten: 
of commercial espionage. A German clerk subsidised by a 
German manufacturer entered a Belgian office or factorv. 
under the pretence of learning the language at a very low 
salary, and dispatched to his employers the names of poten- 
tial customers, and kept them furnished with data and in- 
formation that could be used to advantage. Addressing his 
Belgian friends, the speaker emphasised the dire necessity 
to free themselves from the corrupting and pernicious influ- 
ence of the German domination. Direct and indirect trade 
with Germany must be met and defeated by aggressive policies, 
and he called for the abolition of German companies trading 
under Belgian names. 

It was clear that immediately the invaded territories were 
free and capable of reconstruction, the German supply of 
cables, tubes, dynamos, wire, materials for high and low 
tension, supplies for installation, fittings, etc., would not 
be available, even assuming the Belgian electrician was 
prepared to purchase from this source. Practically everything 
would have to be replaced. In Belgian factories cables were 
being appropriated by the Germans for the utilisation of the 
copper for producing shells. The electrical conduit svsteme. 
central etations and sub-stations were totally or partly des- 
troyed, and as had already been euggested, when the invaded 
towns were reoccupied the destruction would be complete 
The problem therefore resolved itself into the question, Where 
are dics supplies to come from?“ 

The United Kingdom, and to a certain extent France, pro- 
duced high standard electrical supplies, and nothing seemed 
easier than to transfer the business to these countries, but 
the difficulties were more real than apparent. In the first 
place the supplies used hitherto were of a different character 
and nature to those supplied by the United Kingdom and 
France. In fact it would be necessary, were English supplies 
sent as used in England, to educate the workmen along 
totally different lines to what they were accustomed to, and 
therefore it was obvious that it would be necessary to reduce 
this difficulty to a minimum. The customer was conversant 
with his needs and expected to have them satisfied, and would 
not tolerate having to alter his methods and change condi- 
ш to what the manufacturer considered his needs should 

с 

The object, therefore, of the Belgian electricians should be 
to induce the British manufacturer to produce such gs 
as would meet his actual requirements, habits and working 
methods. . 

They must not be deceived into the belief that the rescurce- 
ful German manufacturer would lose the market without 
making an effort to retain it. If it was possible to get supplies 
through to a country with which he was at war, the ways 
and means would be found with less dithcultv after the war 
to retain this business. The speaker .was of the opinion that 
his countrymen would have to tight hard to be masters in 
their own house. 

It was necessary that the Belgian trade should suffer us 
little as possible as a result of the change involved. This 
particularly referred to the small retailer who would require 
all the assistance he could get in order to restore the normal 
current of industrial activity, interrupted by thia. crisis for 
which there was no precedent in the economic history of ang 


Vol 76. No. 1,958, JUNE 4, 1915.] 


THE ELECTRICAL REVIEW. 


181 


nation in the world. The British manufacturer, however, 

could not be expected to change entirely his commercial? 
methods for the express benefit of Belgium. The primary con- 

sideration of the British manufacturer before exploiting a 
new field was that of the safety of his credit. He desired 

to make good his operations, and if he was satisfied that 
the risks were too great he preferred to leave the matter 
alone. The question expressed frankly was, The Belgian 
electrician desires credit, and the British manufacturer wants 
the business and the money.’ How can these interests be 
reconciled ? | 

The speaker had occasion to discuss this matter with Bri- 
tish manufacturers in his initial efforts to interest them in 
the Continental markets. His impression was that whilst 
they were prepared to stock their goods on the Continent 

they would only do so after a deinand had been created 
for them. Не suggested that this would be willing the 
ends without the means, but appreciated their reluctance 
due to the fact that the exploitation of a new market 
necessitated additional capital. The system of banking pre- 
vailing in the United Kingdom did not encourage the manufac- 
turer along these lines, and he was therefore abandoned to 
his own financial resources, and must develop his business 
slowly. It was necessary to adopt financial measures for the 
constitution of a corporation to act as a clearing house to 
transmit orders to the Allies, the development of Belgian 
national manufactures taking place during the interim. 

The proposal was, therefore, that an organisation be created 
to act as à connecting link with the manufacturer and the 
purchaser. This organisation would appeal to the wholesale 
trade, and replace the German organisation operating before 
the war. The speaker’s suggestion was the creation of a. 
corporation under the name of The Union of Belgian Elec- 
tricians“ (U.B.E.), displacing the other Union, which was 
Bel T ipn in name only. 

The U.B.E. must be a strong representative association of 
Belgian electricians with an initial capital of not less than 
one million francs (£40,000). Its object would be to represent 
on the Continent British and French manufacturers of elec- 
trical supplies, and, when conditions permitted, to encourage 
the Belgian electrical supplies manufacturer. 

Such a corporation patronised, solidly backed, and scientifi- 
cally organised in regard to the selling policy, would obtain 
better credit terms from the manufacturers than those ex- 
tended to any individual outside its scope. 

The manufacturer would be in a position to make good his 
credit immediately. He might give credit as occasion de- 
mmanded—3v, 60, or 90 days, or as the case might be—and he 
would be in & position to discount his bill on this corporation 
with hie bankers. It would encourage him to place stocks at 
the disposal of the Corporation and to draw on the corpora- 
tion for such stock at 90 days, six inonths, or nine months. 

Further, the corporation being on the spot, would have’ а 
better knowledge of the financial status of each customer and, 
moreover, would of necessity be more conversant with tlie 
prevailing conditions. 

It would be part of the task of the II. B. I. to encourage 
Belgian industry by placing their orders with the concerns 
specialising in a certain phase of electrical supplies and who 
were hitherto exporting their productions, such as the dynamos 
inanufactured by Pieper Co., Liége, already referred to. 

In short, the U.B.E. must be the financial crutch whose 
Object was to assist the Belgian electrical industry to rise 
above its industrial upheaval, with the assistance of. foreign 
suppliers, who would in turn benefit by their share in the 
enormous demand for their goods. All specialities handled by 
the corporation would be sold under the manufacturers! name 
and trade marks, and every effort would be made to place 
the business with those manufacturers interested in the cor- 
poration, thus creating a goodwill for the manufacturers’ 
goods. Was this proposal worthy of consideration by the 
British manufacturer? The time for talking was past, the 
time for practical effort was now! The opportunity must be 
accepted NOW, otherwise Belginn would be reluctantly 
compelled. to re-open relations, because of urgency, with 
the: nation which had prostituted all that she held most dear. 
A peroration of rhetoric in regard to the national side of this 

people would not be acceptable to business men met together 
for a business purpose, but would it not be repugnant to the 
finest feelings of this nation to be obliged to turn. to her 
enemies for the material to rebuild her battered. cities, her 
deinolished and ruined towns and villages, made such by the 
ravages of these enemies? The prospect of Germany making 
profit at the expense of the brokenness of Belgium would be 
an inconceivable irony. ` 

Belgian electrical experts in this country waiting for their 
country to be freed—inight be here a few weeks, or perhaps 
a few months. This period should be utilised by these gentle- 
ren and British manufacturers for an interchange of ideas, 
because the moment the invaded territories were free the 
refugee population. in this country and France would rush 
back to their homes and would commence themselves to re- 
build their country out of the ashes. The speaker, in closing, 
enzpliasised that which had punctuated the whole of his 
dise urse—'' THE TIME TO ACT 18 Now!” 

Мг. TowNsEND, who said he represented the selling end. 
nddressed the meeting at some length. Пе was disappointed 
to eee Во few British manufacturers present, and dwelt gene- 
rally upon such matters as the study of productive costs, the 
importance of the selling end being right, the necessity for 
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standardisation of specialities, the importance of co-operation 
and intensive advertising. ‘‘Combination must be met b 
combination, syndicate by syndicate, publicity by publicity. 

Suggestions having been inade that the absence of British 
electrical manufacturers from the meeting was due to apathy 
on their part, Mr. Albert Bridge (ELECTRICAL REVIEW) asked 
those present to suspend their judgment on that matter until 
they knew whether British electrical manufacturers were 
aware of the proceedings, whether they had been approached 
through their organisations, and whether such notices as were 
issued to the Press were issued too late for the matter to be 
announced in any way before the meeting actually took’ place. 
He thought Belgian gentlemen present could feel assured 
that British electrical шеп were not indifferent or apathetic 
in regard to the future position of electrical affairs in Belgium. 
It had been the ELECTRICAL REVIEW'S privilege to welcome to 
this country and assist many electrical engineers who had 
come here after the German onrush, and he believed that 
the hearts of all British electrical men were with them; 
let them not too hastily hold them guilty of apathy. M. 
Steylaer’s excellent address contained much valuable material, 
but it told again the same story as had been heard for many 
years past of the methods adopted by German interests in 
all parts of the world for undermining others’ trade. He be- 
lieved that British electrical manufacturers were with those 
present in their desire and determination to rid Belgium for 
the future of the German electrical domination. 

As the result of suggestions froin the meeting, 16 was pro- 
posed that another meeting be held on a date to be fully 
and well announced во that British electrical firms should be 
afforded a better opportunity of discussing the subject, M. 
Steylaer’s paper forming the basis for such discussion. 


GERMAN BUSINESS METHODS. 


IN the course of his addrees to the Sales Managers’ Association on 
" German Business Methods as seen by a Canadian Resident in 
Berlin, Мт. д. H. Vickery said he was not qualified to refer to 
those business methods in detail, but he spoke as a lawyer who 
came into contact with agreat many kinds of business in Germany. 
He was first struck by the great wedding," “the nuptual union 
between theory and practice, the fructification of science by its 
application to commerce, to industry," and ‘to the welfare of the 
community generally. Mankind did not exist for science, but 
ecience existed for mankind. The Germans had been more prac- 
tical than we in the application of science to increase the store of 
human happiness (Who eaid Zusitania? Who said Zeppelin 7). 
Some 21 great German Universities had taken a leading part in 
the study of applied ecience—that was a difference between the 
German and Britiah University. Oxford and Cambridge were magni- 
ficent institutions, but they were not perfect. An American professor 
in Berlin had aaid that the German University was not an institution 
of education, but one of instruction, to instruct the mind, to give 
it a store of knowledge, to fit it out with all the details which it 
required to enter into the practical work of commerce and industry. 
Those who left the British Universities might not have the mind 
stuffed so very full of the facts of human knowledge, but they 
possessed a greater ripenees of character, and a greater knowledge 
of the matual psychology of the people. The American profeesor 
thought that the American University combined the better features 
of both systems; certainly on its practical side the Cornell 
University was admirably fitted to prepare a young man to enter 
his life's work. University education had come to be regarded in 
Germany as а sine qui um for almost every man who made any 
pretension to culture.“ There were 21 such institutions of 
learning, with a total student membership of nearly 70,000, and 
there were 11 technical high schools with something like 17,000 
students. There were 400 other institutions of various kinds for 
the study of almost everything that entered into human 
life, and there were the so-called continuation schools for 
enabling the student, when he went into the work- 
shop, to keep up the habit of being a student, in his 
spare hours, Scientific training was the one great thing upon 
which they had expended their best efforte—in the eyes of an 
American observer there was nothing comparable to it in the 
whole world. 

The speaker next referred to the subject of selling, marketing, 
and distributing goods, and said that the power of the people to 
develop their natural products and to create artificial products 
had been supported by a wonderful linking up of the scientific 
institutions and of the administrative, political, and even 
diplomatic institutions of the Fatherland. That was one reason 
why their success had been so prominent. There had been no 
working at cross purposes; there had been team work. In regard 
to linguistic aids to marketing and selling, the ability to command 
one or more foreign languages constituted an aid of undoubted 
value, The commercial value of foreign languages had long been 
recognised by Germany ; facility of acquiring and speaking them 
had constituted a most valuable factor in the development of 
German oommerce and industry. We must spend less time studying 
ancient languages and devote more to a better understanding of 
the languages spoken by the Allies, The influence of law upon 
commerce and industry was next referred to by Mr. Vickery. He 
gave a few illustrative examples to show the process of linking up 
law with actual business, Accident insurance was mentioned, also 
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transport. The question of internal transport was one that had 
received close and thorough consideration in Germany from many 
points of view. The Government owned and oontrolled the rail- 
way system, and there was a truly wonderful eystem of inland 
waterways linking up the German rivers and harbours. The far- 
reaching State control of the railways had been exercised in the 
interests of business and of the industrial public, and therefore by 
necessary implications in the interests of the State itself. It had 
been found possible to combine rigid economy of administration 
with high efficiency of service. The canal system afforded a 
remarkably cheap transport for slow freights, and at all times of 
the year except mid-winter long lines of man, horse and machine- 
propelled barges might be seen gliding slowly along the canals of 
the Fatherland, laden with goods; the main thing was that the 
freight was remarkably cheap. On the infiuenoe of political 
policy on business, the speaker raid that the chief business 
of the statesman and the chief business of the diplomat 
was to order commerce and industry in their widest 
sense as the foundation of human existence from day to 
day. According to the German view, commerce, industry and all 
other peaceful pursuits became part and parcel of a huge militant 
system founded on power, brutal, egotistic and devoid of that 
altruism of a people who rec^gnieed and welcomed the rights and 
claims of other nations. According to this view there was no 


room in this game of life which men and nations play. for any- 


thing like friendly competition or for generous rivalry, such, for 
instance, as had been found compatible with the honired years of 
peace as touching the relations of the United States and Great 
Britain. According to the German ides, all was war! war! war! 
Peace was merely another atate of war—it was warfare in abeyance 
until the rivalries happily ripened into the hostilities of the 
battlefield, and war became ‘the noble consummation of the con- 
flict for whish the so-called peaceful pursuits had laid the founda- 
tion. This wasthe process which had been going on in the mind 
of militant Germany for a number of years. This fact explained 
the remarkable growth of the Social Democratic party in Germany, 


which, although everything had been done to make it happy and 


contented, ae, for instance, accident insurance, old age pensions, sick 
insurance, education, and the greatest possible freedom in personal 
habits, was, nevertheless, discontented, did not like the Kaiser, 
did not like his ministers, and did not like the whole business. 
When the war was over a good many things were. going to ba dis- 
cussed in the Fatherland, and he thought that the Social Demo- 
crats would play a leading part ia that discussion. We, to-day, 
were fighting the same fight as the Social Democrats had them- 
Moe been fighting for yeara, the fight for constitutional respon- 
Bible Government. 

Mr. Vickery put in a plea for a reconciliation in this country 
between Free Trade and Protection. The matter was acquiring a 
new meaning in these days, that was his excuse for touching it. 
The gradual evolution of Greater Britain into something which 
might be called a federation must, in the course of the years, 
bring with it as an economic and historical necessity something 
like an extension of the principles of Free Trade іп the shape of 
inter-Imperial trade. The necessity for the better linking up of 
all the functions of Government and of business and education 
—the mobilisation of our resources— was Mr. Vickery'a closing 
point, 


WAR ITEMS. 


War Exhibition.—In view of our incalculable indebtedness to 
the gallant Belgian nation, a War Exhibition has been organised 
to assist the funds of the Belgian Red Cross Anglo-Belgian Com- 
mittee. It is designed to present in an interesting and instructive 
manner an idea of the extent to which science and industry are 
being utilised in every branch of the present gigantic struggle. 
There will be a magnificent 13,700 aq. ft. mural panoramic repre- 
sentation of Belgium. This portrays amonvat other scenes the 
beauties of Brussels, Antwerp and its magnificent port, Bruges 
(the Venioe of the North) with its many bridges, Ghent, Oatend 
and the Coast, Li“ e, Namur and the Valley of the Meuse, including 
the ill-fated Dinant, Louvain, Malines, Ypres, and Vieé, the first 
town to fall temporarily under the iron heel of the barbaric Han. 
Season tickete are being issued at £1 ls. each, carrying the 
privilege of the holder admitting a different friend at each visit if 
desired. It is hoped that a large application by the public who 
desire to help will be made for these season tickets, and it may be 
mentioned that they will be available on all the National and 
Juternational Days which are being arranged throughout the 
season. The Exhibition comprises seven sections, No 4. of which 
will relate to science and industry as applied to war, including 
the latest scientific instruments used in connection with war. The 
Princes Skating Club, koizhtsbridee, S.W., has been selected 
ав the most suitable place in whi:h to hold the Exhibition. 
Offers of interesting War Trophies as loan exhibita, or assistance 
of every kind towards making the Exhibition the great success it 
deserves to be on account of ita object, will be welcomed by the 
Mon. Organising Secretary, War Exhibition, London (hamber of 
Commerce, 97, Cannon Street, London. E.C. 

Board of Trade Inquirles.—The B. of T. Commercial Intelli- 
gence Branch has iesued list No. 22, to date May 22 ud, of inquiries 
received by it for sources of supply of goods, 

Commercial Travelling after the War.—At the annual 
conference of the United Kingdom Commer: ial Travellers' Aeao- 
ciation held in Manchester last week, Sir William Mather, of the 
firm of Messrs. Mather \ Platt, Ltd., was elected president, He 


was unable to be present, but in the course of a letter which he 
wrote to the conference, Sir William said that after the war the 
education necessary for an efficient commercial traveller must be 
largely developed on the linea of cultivating the scientific and 
technical, as well as the literary branches of knowledge. A higher 
general intelligence and all-round capacity would be needed to 
improve Great Britain's position among the progressive nations of 
the world. Though they must st any cost crush the vain-glorious 
and infamous means which the German Government had adopted 
with the object of enabling Germany to become the autocrat of the 
world, they could not, nor did they desire to, prevent the people 
of that country from reaping in the future the results of their 
indomitable perseverance and extreme efgoienoy in every depart. 
ment of peaceful activity which their educational methods had 
created. We could not conquer to subjectibn the people of Germany 
эв competitors in trade and industry, bat we could command our 
due share of the fruite of knowledge and enterprise throughout 
the world, во that we might continually enjoy, if we developed 
continuously the high intelligence necessary, a pre-eminent place 
in the competition of intellect that would follow this world war. 
Touching on the cultivation of closer relationship with Russia, Sir 
William said that the study of the Russian and French languages 
would amply repay the commercial traveller. 


Glasgow Tramway ftecruiting.— Glasgow tramway officials 
are meetiog with much success in recruiting for the various bat. 
talions raised by the T.C. Last week 400 men were enlisted for 
the 15th, 16th, and 18th Highland Light Infantry, the Royal 
Eagineers and the Royal Field Artillery. The infantry corps are 
located at Gailes Camp and the artillery and engineers at Ayr. 
Dapô; companies are being formed for the 15th and 16th H. L. I., 
the main bodies having gone to the South of England to complete 
training. 

Anti-German Outbursts in South Afriea.—Our Cape Town 
correspondent writes : —“ As а protest against the sinking of the 
Lusitania, the employés of the Viotoria Falls Power C3., at Brakpan, 
sent an ultimatum to the management stating that unless all 
Germane, naturalised or unnaturalised, were dismissed, they would 
strike, 

„In the rioting at Johannesburg the offices of Siemens, Ltd., and 
of the A.E.G. Co. have been destroyed by fire. In Cape Town the 
hardware and electrical stores of Koch & Dixie were set on fire 
and all windows smashed; a considerable amount of stock was 
also damaged. Some damage was also done to the premises of 
Leemans Bros., electrical contractors, in mistake, the firm being 
Н Пепдетв and not German." 


British Industries Fair, 1916.—We are informed that in 
view of representations made by the exhibitors and buyers at the 
Britieh Indastries Fair. which was recently held in the Royal 
Agricultural Hall, the Board of Trade have decided to hold another 
Fair in London early next year, 


Personal.—Mr. Arthur B. Crump, late of the staff of Mesers. 
Willans & Robinson, Ltd., of Rugby, has received a commission as 
lieu*'enant in the South African Heavy Artillery, and is on service 
іп German South-West Africa. When st Rugby he was in the 
Howitz2r Battery. 

Mr. T. A. Nuawick, of Manchester, has received a cable from 
Mudros, from hi: son, Midshipman А. C. Nunwick, late of H.M.S. 
Triumph, stating that he is safe and well. He has aleo received a 
telegram from the Admiralty to the same effect. 

Mr. Haydn Harrison has been appointed lieutenant in tbe 
R. N. V. R., attached to Н M.S, lernon for special work inconne:tion 
with the Admiralty. This will, of course, necessitate his absence 
from town, but his business at 11, Victoria Street, will be carried 
on as овоа]. 

The following appear in the / don Gazette among the names 
of aliens to whom certificates of naturalisation have been granted 
during Mav, 1915 :— 

Myhre, nm (Denmark), electrical engineer, residing at Black- 

heath. 

Parshall], Horace Field (U.S.A.), consulting engineer. 

Vasile (Vessel), George (Roumania), electrician, residing at 

Ferndale, Glam. 

Mr. P. Grice, who has just been gaz3tted Second Lieutenant, 
ів the second son of Mr. and Mrs. J. Grice, of Charnwood House, 
Rothley Plain, Leicestershire. After leaving the Leicester 
Technical School, he spent three years at Messre. Siemens Broe. 
Dynamo Works, Stafford, prior to accepting a position with 
the Newcastle-on-Tyne Electric Supply Co, Ltd. After a stay 
of four years—during which time he was a member of the New- 
castle Section of the Institution of Electrical Engineers, and 
gained an Institution premium fora paper read, Mr. Grice obtained 
an appointment with Messrs. A. Reyrolle & Co., of Hebburn-on- 
Tyne. When the war broke out. together with several friends he 
came to London and joined Ње R val Engineers (Signal Oo.). 

Roll of Honour.—Private Robert Davies, of the 2nd East 
Lancashire Regiment, formerly ia the employ of Messrs. Chas. 
Macintosh & Co., Manchester, has died at Boulogne from wounds 
received in the fighting at Ypres, 

Private Tom Hayes, of Thornton, Fylde, who has been killed in 
the Gallipoli Peninsala, was formerly electrician at Rossall S:hool. 

Corporal John Albert Carroll, of the King’s Own Royal Lancaster 
Regiment, Queen's Road, Harpurhey, Manchester, formerly employed 
by the National Telephone Co., Manchester, has been killed in action 
at Y pres. 

The 7?»e« reports that Senior Engineer stanley John Red. who 
lost hie life in the Princesa Irene. received his engineering trainin’ 
at Barrow, and was an expert in turbines and submarines. Н" 
had received the Telford Medal of the Institution of Cil 
Engineers for a paper on turbines, 
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BUSINESS NOTES. 


Consular Notes,—BRAZIL.—The Diario Oficial of 
March 2nd reports a new development of American enterprise in 
Brazil in the authorisation of the establishment of a branch in 


Rio de Janeiro of the National City Bank of New York. Тһе; 


American Government has recently been studying carefully the 
question of the effect on trade with South America of the 
nationality of the banks, and has determined as far as possible to 
develop American banking business with South America, largely 
with the view of facilitating commerce with that country. 

URUGUAY.—The American Consul at Monte Video reports 
that the new president of the National Power Houses Board, 
Senor В, Lascoity, Usina Electrica de Monte Video, has given out 
an interview stating the intentions of the Government in regard 
to electric power in Uruguay. The object ie to give good service 
to the public and to devote profits to improvement of the service 
and the reduction of rates, It is hoped to reduce the rate for small 
industries in Monte Video from bj to 44 cents per Kw.-hour, an 
advantage already enjoyed by the larger industries ; those taking 
power on a larger scale get it for 2 cents. The board is also 
considering means to reduce the rates for poor people and 
for employés of the ‘power house. The present tariff 
is 12 cents per kKw.-hour, and а reduction of from 
2 to 4 cents is anticipated. Light and power will be extended to 
the principal towns. La Paz and Las Pildras are about ready. At 
Pando and Tacuarembo the power houses now building will be 
finished in four or five months. The Government expecta to pur- 
chase the Corporation-owned power houses, and is already 
negotiating for those at Paysandu, Rivera and San Jose. It is 
stated that part of the profits of the national electric light and 
power system will be applied to the construction of the national 
telephone linee, which will be underground in the capital city and 
aerial in the interior. Tenders will be called for to snpply either 
an automatic ora manual system, snd the kind of system will be 
decided upon after the bids are made. The line will cover a wide 
area, embracing the capital and contiguous departmente. The total 
cost is placed at about £500,000. To effect all this the govern- 
mental power house (Usina Eléctrica de Monte Video) must be 
considerably improved. It is intended to increase its capacity 
with an alternating turbine of 8,000 kw. Another plan under 
consideration is to transform some of the boilers in order to burn 
2755 petroleum, which is cheaper than coal and vacillates leas in 
P 


There are two electric car lines in Monte Video—La Trans- 
atlántica, a German company, and the Sociedad Comercial, which 
is English. In addition, the Uruguayan Government operates a 
horse car line, the Tranvia del Norte. It has been decided to 
electrify this line, and a meeting of the directors will be held as 
soon as the President, who has been ill can attend. Certain 
details will be decided upon and bids invited. It is estimated that 
about £300,000 will be spent for rails, cars, wires, &o.; in fact, 
everything will be purchased except equipment for a power house, 
which the Government already operates. The first work is to 
cover a line of about 10 miles, but will later be extended to twice 
that length. Тһе power house will necessarily be enlarged later, 
at which time there will be an opportunity to sell American 
machinery and equipment, The present machinery is of English 
make. The director from whom this information was obtained 
does not think it is worth while to send mail offers or catalogues. 
The only effective method is to send a representative who can 


close the deal in one or several lines, He should bring photo- 


graphs or drawings and data to lay before the board, and be 
prepared to stay until the deal is completed. No further details 
can be had at present.” 


Catalogues and  Lists.—Mkssns. Ozonair, LTD., 
96, Victoria Street, London, S.W.—Illustrated and priced leaflet 
describing their Ozonair domestio water steriliser. 

MIDLAND ELECTRIC MANUFACTURING Co, LTD, Stafford 
Works, Rea Street South, Birmingham.—New catalogue (42 pp.) 
giving prices, brief particulars, and illustrations of their various 
" Mem" switchgear, including ironclad switches, switch and fuse 
units, supply panels, ironclad fuses and fuseboards, fnse carriers, 
tubular switches, open traction switches, accumulator switch boards, 
and other manufactures. The list contains a number of new 
lines, and an accompanying circular which refers to delays con- 
sequent upon war conditions, gives dates upon which delivery 
can be given of particular lines shown in the catalogue. 

Messrs. BRowN Ввов., LTD., Great Eastern Street, London, 
E.C.—Leaflet giving tabulated prices of round polished silver steel 
in 13-in. lengths. 

Messrs. J. & W. B. SMITH, 15-23, Farringdon Road, London, 
E.C.— New illustrated price liet (8 pages) of electric fans of ceiling, 
desk and bracket, ship and railway carriage types. 


Lamp-Colouring Varnishes. —MEs858. SIEMENS Bros. 
DyNaMo Works, LTD. announce that owing to tbe increase in 
the price of aniline dyes they have found it necessary to advance 
the price of lamp-colouring varnishes by 20 percent. The price 
of Siemens's lamp obscurer, which is an etching fluid, is also 
advanced 20 per cent. 


Battery Manufacture in Spain. — La Sociedad 
Fabrica Nacional de Accumuladores, S.A., is the name of a new 


company which has lately been formed in Madrid to establish ° 


works for the manufacture of accumulators in accordance with the 
patenta taken out by D. R. Serrano and D. José Mendoza. 


Book Notices.—Aficrometers. By A. W. Marshall and 
G. Gentry. London: Percival Marshall & Co. Price 6d. net. — 
This little book will be found useful, not only by amateurs, for 
whom it was primarily intended, but also by engineering studente, 
apprentices and others, who in these days of precision must be 
acquainted with the construction and use of refined instruments 
of measurement. All the appliances in common use appear to be 
incladed, and the treatment is lucid and interesting. 

Ecery Boy's Book of Electricity (Percival Marshall, price Id.) is a 
simple introduction to electrical apparatus and the uses of elec- 
tricity, in the plainest language, and with clear illustrations. It 
should have a wide vogue amongst our budding Edisons. 

" Bulletin де la Société Internationale des Electriciens.” Vol. V, 
No. 43. May, 1915. Paris: Gauthier-Villars. Price 3 fr. 

"Tait's Electrical Directory of Australia and New Zealand.“ 
1915. Melbourne: The Commonwealth Engineer. Price 5s. 1d. 

Journal of the Institution of Electrical Engineers. Vol. LIII, 
No. 249. June ist. London: E. & F. N. Spon, Ltd. Price Зв, 6d. 
—This issue contains Sir John Snell's Address to the Students’ 
Section, and the following papers: “Development of Main-Line 
Signalling on Railways,“ by W. C. Aofield, and “A Plea for 
Scientific and Technical Commissioners,” by W. Р, Digby. 

" Engineering Directory of Advertisers.” No, 60. April, 1915, 
London: Engineering,” Ltd. | 

“Science Abstracts.“ Sections А апа B. Vol. XVIII, Part b. 
May 28th, 1915. London: E. & F. N. Spon. Price 1s. 6d. each. 

“ Transactions of the North-East Coast Institution of Engineers 
and Shipbuilders.” Vol. XXXI, Part I. May, 1915. Newcastle: 
The Institution. Price 5s, POS 


Private Arrangements.—ATLas ELECTRICAL Co., LTD., 
High Street, Oharing Cross Road, London, W.0.—A meeting of 
the creditors was held on Tuesday at the offices of Messrs. Peter 
Thomas & Clark, solicitors, 53, Cannon Street, E.C. The statement 
of affairs presented showed liabilities of £670, all of which were 
due to trade creditors. The total assets were £714. From that 
amount had to be deducted £450 due on debentures, leaving net 
assets available for the creditors, subiect to the oosts of the 
receivership, of £263 16s. 4d. It was atated that the company 
was a private one and was formed in May, 1913, with a nominal 
capital of £100 divided into £1 shares. Debentures for £450 were 
issued for cash in November, 1913. When the company waa formed 
only about 25 shares were subsoribed forin cash. Recently creditors 
pressed, and the debenture-holders appointed a Receiver. The 
principal debenture-holder was Mra. Clegg, the wife of Mr. W. H. 
Clegg, the managing director of the company, and that gentleman 
was appointed to act as the Receiver. After a short discussion, a 
resolution was passed in favour of an application being made to 
the Court for the appointment of Mr. G. Corfield to act as the 
liquidator in the voluntary winding up. The following sre 


creditors :— 


Grevener, J. AH... 431 Вопрһат & Woods .. .. #90 


Siemens Bros. Dynamo Works 22 Pope's Electric Lamp Oo. .. 188 
Electrical Co. S P tee 20 Bceando Lamp Co., Ltd. .. 101 
Gent & Co. .. z i3 s 84 Yorkshire Cable Co. Я Vx 30 
Imperial United Lamp Oo. .. 35 Marboro, Lid. .. ря m 11 
Ranger, J. .. 2i S 9 2 16 Atlas Carbon & Battery Co. .. 11 
United Incandescent Lamp Co. 90 Credenda Conduite Ltd... a 11 


W. T. CORNELL, LTD., electric light engineers, 4, Church Walk, 
Kensington, London, W.—A meeting of the creditors was held on 
Saturday, when the liquidator reported that the liabilities to the 
trade amounted to £210, while the assets were valued at £48. The 
company was registered on April 5th, 1914, with a nominal capital 
of £500 in £1 shares. The directors were Mrs. Cornell and her 
son, The former held 493 shares, while the remaining seven shares 
were held by the signatories, The company was formed to acquire 
the business previously carried on by.the late Mr. W. T. Cornell. 
The principal creditors were the General Electric Co., whose claim 
amounted to £130, and at their wish the meeting was adjourned. 

J. T. MAYFIELD, electrical engineer, 63, Cannon Street, London, 
E.C.—A meeting of the creditors was held on Monday, when a 
statement of affairs was presented showing liabilities of £605. The 
indebtedness to the trade was £535, and there was a partly secured 
cash creditor for £190. The business was originally carried on by 
the father, Mr. J. T. Mayfield, who died intestate in June, 1910, An 
arrangement was then entered into by which the debtor should 
take over the business and pay his mother an annuity of £200. 
The partly secured cash creditor was the debtor’s mother, and her 
security consisted of an assignment of the book debts. After a 
short discussion, it was decided that a deed of assignment should 
be executed to Mr. G. E. Corfield, of Corfield & Cripwell, who was 
instructed to make a further investigation, and report to an 
adjourned meeting. 


Prices Advance,—Messrs. А. P. LUNDBERG & Sons 
announce that in consequence of further increases in the costs of 
labour and material, the net amounts shown on invoices will be 
subject to an increase of 15 per cent, until further notice, instead 
of 5 per cent. as hitherto. 

Messrs, SIEMENS Bros. DyxAMO Works, LTD.. announce that 
owing to increased prices of raw material, they have found it 
necessary to advance the list prices of fittings and glassware by 
10 per cent. as from June lat. 


Bankruptcy Proceedings.—C. Wray, mechanical 
and electrical engineers, Bradford.—4A supplemental dividend of 
71d. in the £ is payable to-day (June ith) at the Official Receiver's 
office, 12, Duke Street, Bradford. 

Liquidation, — Coast DEVELOPMENT CORPORATION, 


LrD.— This company is winding wp voluntarily, with Messrs, A, F 
Whinney and J, Е, Stovell ag liquidators. 
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Portland Cement Works for Queensland.—Owing 
to the shortage of German and Belgian supplies, a good deal of 
attention is being given to the manufacture of Portland cement in 
the Colonies and other places abroad where limestone, shale, or 
clay and coal can be obtained of suitable quality, and in sufficient 
quantities to make the manufacture likely to be successful and 
remunerative. 

The Queensland Cement and Lime Co., Ltd., has now arranged 
to establish a works at Darra, near Brisbane. The plant is 
designed to produce about 40,000 tons of cement per annum. 
The complete contract for the supply and erection of the plant has 
been placed with Messrs. Noyes Bros. (Sydney), Ltd., engineers 
and contractors, who have had a large experience in connection 
with similar work in Australia. 

The plant will be of the most modern description, and is all being 
obtained from British manufacturers. The grinding mills will be 
of the combination ball and tube mill types. The kiln will be 
140 ft. long and 8 ft. diameter, and with the elevators, conveyors, 
slurry mixers, pumpe, «c., will be electrically-driven, direct coupled 
wherever possible, 

The motors are for three-phase, 50 cycles, 410 volts, and the 
works will be complete with its own electrical generating plant, 
including alternators, direct coupled to vertical high-speed engines, 
condensing plant, boilers, &c. 

The general lay-out of the plant shows that it is expected that 
Hai soon the works will be duplicated, and later on further 
ncreased. 


Bennis Contracts. — Messrs. Ep. DENNIS & Co., 
Lrp, of Little Hulton, Bolton, inform us that something like 
80 per cent. of the work on which they are at present engaged is 
in connection with War Office contracts. They have sent us an 
5 list of other contracts recently placed, including the 
ollowing :— 


Rotherham Corporation Electricity Station.—Four sprinkler stokers and 
compressed air furnaces for 8-ft, diameter Lancashire boilers; also 
ү pair of chain grates, 6 ft. 6 in. wide by 11 ft. 5 in. long. Repeat 
Order. 

Live 1 Corporation Electric Supply Department, Lister Drive Station. 
— N two chain grates of another make, with the Bennis 
paten s. 

Hastings Tramways Co., Bt. Leonards-on-Sea.—Relinking four chain 
grates of another make, each 4 ft. wide by 11 ft. 8 in. centres. | 


Fire Prevented.—The sensitiveness of electric fire 
alarms was well exemplified in a recent instanoe when the Fire 
Brigade was automatically called to a printing office in the City at 
10.35 p.m. There was no fire, but the heat given off by a gas jet, 
which had been left burning in a confined space, and had already 
blackened some wood laths, had sufficed to actuate the alarm in 
time to prevent an outbreak. The system was installed by Asso- 
CIATED FIRE ALARMS, LTD. 


Patent Application.ä— Mr. A. C. Hyde and the 
Vactite Wire Co., Ltd., have applied for restoration of Patent 
No. 17,817 of 1907 for " Improvements in making electrically con- 
ducting joints in metallic-filament incandescent electric lampe." 


For Sale.—Offers are invited by the borough electrical 
engineer of Leigh (Lancs.), for the purchase of а boiler, 
3,175 eq. ft. heating surface. Messrs. P. HUDDLESTON & Co. will 
sell by auction a large quantity of electrical apparatus, including 
motors, cable, switches, telephones, &., at Dalling Road, Hammer- 
smith, W., on June 9th. Particulars are given in our advertise- 
ment pages to-day. 


Trade Announcement,—MeEssrs. FLETCHER’S ELEC- 
TRIC FITTINGS Co., LTD., electrical fittings makers, are vacating 
their premises at 30, Sutton Street, Holloway Head, Birmingham. 


— — —— —— = — — ee —— 


LIGHTING and POWER NOTES. 


Aberdeen.—The Electricity Committee reports that 
the number of units of electricity generated last month showed 
an increase of 40,000 over the corresponding period of last year.— 
Aberdeen Journal, 


Avlesbury, — E.L. &снЕМЕ Inatvauraten.—The elec- 
tricity works, constructed by the U. D.C., were opened on May 27th, 
the scheme being explained tc the visitors by the recident engineer, 
Mr. W. Н, Turnbull. 


Bath.—The Diesel engine at the Corporation electricity 
works, which has been dismantled since early in 1914, is to be 
reassembled with the addition of certain improvements, at an 
estimated cost of £150, and will be running in about 10 weeks' time, 


Birmingham, — Yrear’s WORKING. — The annual 
accounts of the Corporation Electricity Supply Committee, for the 


year ended March 3!at, 1915, show that the total number of unita 
sold as compared with the previous year was as follows :— 


Low-tension— 1915. 1914. 
Lighting Dus zs e. 8,726,306 8,341,027 
Power... TE jas e» 21.460,11 19,192,301 

High-tension ... 28,536,161 22,193,274 

Tramway supply 24,186.57 24,010,573 

Total . 82,909,182 73,707,178 


The total value of units sold was £379,025, compared with 
£510,561 in 19141, The output for lighting and power, excluding 


tramways, shows a substantial increase, the units sold being 181 
per oent. higher than in the previous year. The money value of 
this supply shows an increase of 14°l per cent. The output 
for tramway supply shows an inorease of 06 per cent. The 
gross profit on the undertaking was £192,376, and after meet- 
ing all charges for interest, &c., there remained a balance of 
£60,385, of which £25,000 has been carried to renewals fund, leav- 
ing £35,385, which it is proposed to carry to the credit of the 
borough rate, This is approximately £10,250 more than the con- 
tribution of the previous year.— Birmingham Daily Post, 


Bispham.—Loan Sanction.—The U. D. C. has received 
from the L. G. B. sanction to a loan of £3,586 for E.L. purposes. 


Blackburn.— NEW SCHEME DEFERRED.—The scheme 
for the new generating station at Whitebirk has had to be deferred 
owing to the refusal of the Treasury and L.G.B. to sanction the 
necessary loan. 

Bolton,—IncREASED PRIOES.— In view of the increased 
cost of generation, due to the price of fuel, the Electricity Com- 
mittee has decided that, from May 28th, current for lighting be 
charged at 4d. per unit instead of 3°5d. For power purposes the 
charge will be increased over the present prices by about 10 per 
cent. For the first time for a numbor of years, no grant is being 
made to the relief of the rates. 


Bournemouth.—Repucen E.L. CHARGES.— According 
to a local paper, the Bournemouth, Poole and District Electric 
Supply Co. is making a reduction of Id. per unit in the price of 
current. This is equivalent to an 8 per cent, reduction.  , 


Bury,—Rate RELIEF.—Of the profit of £2,088 on the 
electricity undertaking for the past year, £1,000 hae been 
allocated towards the relief of the rates, and the balance has been 
placed to reserve fund. 


Cape Province.—The ratepayers of Beaufort Wést have 
passed a resolution urgiug the Municipal Oouncil to proceed at 
once with the eleotrío lighting scheme, sanctioned eight months 
ago, but postposed owing to the war. 


Carshalton.—REFUSE DESTRUCTrOR.— The U.D.C. has 
decided not to join with other local authorities in the provision 
of a refuse destructor, it being considered that the power from a 
destructor cannot be utilised for other remunerative purposes. 


Continental Notes,—SPAIN.—AÀ new company has 
been formed in Baroelona with the title La Sociedad Central 
Electrica de Villarrodona to establish a small central station for 
the supply of electrical energy for lighting and power purposes 
in the town and district of Villarrodona. 

FRANCE.—Our contemporary, the Gas World, quoting a French 
paper, refers to the damage done to Rheims gas and electricity 
works. It appears that the electricity works were struck by two 
shelle, damaging the machinery, and that both underground and 
overhead mains have been badly cut about. The damage to the 
gasworks was much more extensive, but by prompt action serious 
resulta appear to have been avoided. 


Cuba.—The following persons have been granted per- 
mission to install electric power and lighting plant :—Senor 
Wenceslao Sánchez Cifuentes, at San José de los Ramos, Province 
of Matanzas; Senores Pérez y Hno., at Nueva Gerona, Isle of 
Pines ; Senor Lino Rodriguez, at Florida, Province of Camaguey ; 
and Senores Abreu y Нпо., at Florida. The Gaceta, which oon- 
tains particulars regarding the installations to be carried out, may 
be consulted at the Commercial Intelligence Branch of the Board 
of Trade. 


Darlington.—INcREASED Pricks.—In view of the high 
price of coal, and to meet the additional charges for war bonuses 
to employés, the Electricity Committee of the T.C. has increased 
the price of current for lighting by }d., and for power by zd. per 
unit. 


Berby,—l,oAN Sanction.—The T.C. has received the 
sanction of the L.G.B. to a loan of £12,550 for E.L. purposes. The 
E.L. Committee has recommended the Council to increase the 
charges for current by 10 per cent. in conscquence of the high 
price of coal. 


Dublin.—Yerar’s Workina.—The report of the Elec- 
tricity Committee for the year ended March 31st last shows a net 
profit of £748 on the year's working, as compared with an esti- 
mated profit of £9,024. The faliiag off in consumption during 
the year was 244 000 units, representing £85,687. The decrease in 
the working expenses as compared with the estimates amounted 
to £2,753, but capital charges increased by E 2.143. For the 
current year the capital debt charges are estimated at £55,654. 
If the present rates are retained the Committee estimates a deficit 
on the current year of, approximately, £21,334, and it is suggested 
that the deficit should be spread over more than one year by 
utilising the small reserve of working capital. which, with the 
slight profit of the year jnst closed, should amount to £9,100, and 
to make an increased charge of Id, on the lighting rates and 4. 
per unit on the power rates, the additional charge to be borne 
for two years. 


Erith.—Buik Sep.. — The IU. D. C. bas decided, 
subject to the approval of the B. of T., to afford a bulk supply of 
current to the West Kent Electric Co., for distribution to houses 
being erected in Colyer's Lane, 


—— 
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Glasgow.—lIt is considered that the Electricity Committee 
will be faced with the necessity of increasing the rates both for 
N and for power by 10 per cent., owing to the increased cost 
of coal, &o. 


Haslingden.—REVISsED PRicES.— The Corporation has 
decided that the charge for electricity supplied to places of 
worship, workshops, offices, banks, warehouses, and to other short- 
hour users be reduced from 65d. per unit to 4d. per unit from 
July Ist next. In future 24 per oent, discount is to be allowed on 
accounts for electricity for heating purposee, provided payment is 
made within 14 days. 


Hebden Bridge.—In order to encourage the day load, 
the Electricity Committee has introduced a new scale of discounts, 
varying from 5 to 62} рег oent., according to quantity taken. If 
the total consumption exceeds 100,000 units a year, the excess 
units will be charged at id. per unit without discount. 


Hereford, — XEAR'S Workinc.—Doring the year 
ended March 25th, 1915, thé Corporation Electricity Depart- 
ment sold 1,303,800 units, as compared with 850,011 in the 
previous year, showing a phenomenal increase of 453,789 units, 
or 53 per cent. The power units sold numbered 1,039,114 ; the 
maximum load reached 585 Kw., and the load factor 25°44 
per cent. The generation cost per unit sold was “651d, as 
against 771d., and the total cost 1'52d. as against 2d. per unit. 
The average price obtained was 1'512d. per unit, this showing а 
amall deficit (269) оп the year’s working, as compared with a 
surplus of £105 in the previous year. 
£8,215, and the gross profit was £3,605. The report of Mr. Kerr, 
the city electrical engineer, mentions that eight months of war had 
decreased the lighting revenue by £300 ; а deficiency of con- 
densing water—since remedied—is also estimated to have made а 
differenoe of £300 in production costs, and in addition the rising 
price of fuel has adversely affected the costs. Over 120 consumers 
were added daring the year, and the consumption per head of 
population is now 56°73 units. 

Owing to the increased cost of production and the decreased 
consumption of current, the Electricity Committee has decided to 
increase the charges for current, except where prices are fixed by 
contract, by 10 per cent. as from Jane Ist. | 


Holmfirth.—E. L. Scoeme.—The erection of the gene- 


rating station for the E.L. scheme has been commenced by Mr. R. 
Turner; the poles for the overhead lines are being put up by Мевагв. 
Beoadbent, 


India, —ELECTRICAL Mining REGULATIONS.—According 
to Indian Engineering, the question of arranging for a more 
systematic inspection of electrical installations in coal mines in 
India is at present under the consideration of the Government of 
India. At present inspections of electrical machinery, whether 
installed in mines or elsewhere, are made by Inspectors under the 
Electricity Act. In order to make them more thorough and 
effective, an Inspector under the Electricity Aot will probably be 
required to reside permanently in the principal coal-mines area, 
probably at Dhanbaid, and to devote practically all his time to 
inspections of installations at the mines. 


London.—At the recent conference between the County 
Council and municipal electricity suppliers in connection with the 
London electricity supply, it was pointed out to the L. C. O. that to 
ensure ару ВШ it might wish to bring in being successful, it 
would be necessary to consult the B.C.s before the Bill was formu- 
lated and not after it was drawn up, so that the B.C.'s sugges- 
tions might be embodied. According to the Kast London Advertiser, 
the L.O.C. has agreed to meet the Councils concerned on the 
question. 


Mansfield.— The T.C. has decided not to increase the 
generating plant at the electricity works at the present time on 
account of circumstances arising out of the war. 


Nuneaton.—ELECTRIC COOKING, STREET LIGHTING, &C. 
— The T.C. has decided to purchase, at a coat of not exceeding £40, 
suitable electric cooking apparatus, and to grant a war bonus to the 
electricity works staff. Provided the order for conversion is placed at 
once by the Highways Department, the Electricity Committee has 
decided to take over and light 97 street gas lamps on the route of 
existing mains in November next, 

There was a net profit of £878 on the working of the electricity 
undertaking during the year ended March 31st last. 


Salford.—PRICR IxcREASE.—The Electricity Committee 
has decided that the prise of energy for lighting and power be 
increased 74 per cent. from July 18 next, except as regards that 
supplied to the tramways department, or under special agreements 
for unexpired periods, entered into prior to October 1st last. 


Sidmouth.— RETUSE DresTrRUCTOR.—The question of 
providing a refuse destructor for the urban district has been 
соте Qwing to the refusal of the L.G.B. to sanction а loan for 
the work, 


Southampton.— ELECTRIC VEHICLES, Loans, &c.—In 
view of the successful operation of the electric van which was put 
into service recently, the Electricity Committee has decided to 
exercise its option on an additional chassie, and equip the same 
for use on the mains. At the outbreak of war the Government 
commandeered the 500-Kw. rotary converter on order from the 


The total revenue was 


British Thomson-Houston Co. In view of the fact that since the 
service of tramoars has been increased, the electrica] engineer now 
supplies the cars from the 1,000.kw. seta, the oompany was 
approached as to the cost of a 750-KW. set arranged so that the 


. tramways could be supplied from it when required. It has now 


been decided to purchase the machine at £1,909, and to apply to 
the L.G.B. for sanction to borrow the cost. In reply to the 
Council's application for further sanction to loans of £8,000 and 
£6,000 for mains and services, the L.G.B. has intimated that it is 
not prepared to give its sanction unless in respect of extensions to 
factories engaged in the making of munitions. 


Southport.— PRICE IN CREASE.— An advance of 10 per 
cent. on the price of electricity to consumers for all purposes is to 
take effect from June 24th next. Following the lead of Southport, 
the Birkdale District Electric Supply Co., Ltd., which supplies the 
Birkdale area, has announced an inorease in the prioe of electricity 
of 10 per cent. to commence on June 30th. 


Npenborough.—PRicE INCREASE.—À new scale of the 
electrical charges has been prepared in connection with the 
Council's electricity undertaking, which will operate from July 


. Ist, and provides for (а) the abolition of a 10 per cent. addition 


on the net amount of consumers’ acoounte, which came into force 
on January 1st, 1913 ; (5) that charges for current for heating and 
power be 21d. per unit on a minimum consumption of 150 units 


. per quarter рег н.р. of demand, and 1}d. per unit above such 


minimum, with sliding scale discount for payment within a month 
of demand; and (c) that the charge for lighting current be 424, 
per unit, with a discount òf 5 per cent. for payment. within a 
month of demand. 


Stalybridge.—PROPOSED LoAN.—The Joint Tramways 
and Electricity Board has.deoided to apply to the L.G.B. for sanc- 
tion to borrow £4,000 for transformers and mains for munition 
factories. | 

L.G.B. sanction has been received to the borrowing of £12,921, 
and mains extensions are to be carried out. 


Walthamstow,—INcREASED PricEs.— The Lighting 
Committee has decided to inorease, as from the June quarter, the 
prices charged for current by 15 per oent., except in the case of 
contracts. As regards prepayment meters, it is proposed to charge 
the consumer an equivalent of 15 per cent. upon the sum taken 
from the meter. The engineer is to negotiate with those con- 
sumers who have period contracts, with a view to their paying the 
increased price without prejudice to the terms of the contract. 


West Bromwich.—EAR'S Workinc.—The accounts 
of the electricity undertaking for the year ended March 3186 last 
show a net profit of £878, which is to be carried to net revenue 
appropriation account. The total income of the undertaking was 
£20,252, or an increase of £1,938 as compared with the previous 
12 months. The receipts from the sale of current show an 
increase of £1,824. The L.G.B. has sanctioned the borrowing of 
£3,300 for mains and £3,444 for new boiler, pipework, feed pump, 
transformer, switchgear, regulator and cable connections. Appli- 
cation is to be made for the consent of the B. of T. to put up 
another overhead main in order to give a larger supply of current 
to the premises of Messrs. J. Brockhouse & Co., Ltd. 


Wharfedale.—PROPOSED E.L. ScHEME.—The confer- 
ence of representatives of various local authorities to consider the . 
possibility of & joint scheme of electric supply, in view of the 
withdrawal of the Yorkshire Electric Power Co.'s Bill, was held 
last week at Yeadon. Representatives were present from the 
Councils of Yeadon, Rawdon, Guiseley, Otley, Burley and Wharfe- 
dale Rural Councils, A resolution was adopted in favour of the 
production of the current inside the area covered by the local 
authorities represented, and a committed was appointed to obtain 
information as to the cost of purchasing energy in bulk from 
every available company or Corporation within reach, and also as 
to 9 best means and the cost of obtaining a combined provisional 
order, 


Worcester.— WAR Bonuses.—The Electricity Com- 
mittee has recommended the T.C. to grant а war bonus of 98, 6d. 
per week to oertain members of the electricity works staff, and 28. 
per week to others. | 


TRAMWAY and RAILWAY NOTES. 


Australia.—A very large expenditure is contemplated 
in connection with the electric tramway extension for the eastern 
suburbs of Melbourne. Two lines already in hand involve an 
estimated expenditure of £215,000, and other lines are in contem- 
7 involving a further expenditure of 3148, 500.— Melbourne 

ge. 


Birmingham,—Y£EAB’s WoRKING.—The annual accounts 
of the Corporation tramways department for the year ended March 
31at last show a total revenue of £647,014, as against £635,471 for 
1914. Working expenses amounted to £473,879, as compared with 
£445,507 in the previous year, leaving a gross balance of £175,136, 
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and after paying interest and sinking fund charges, the net surplus 
for the year was £47,596, of which £17,596 was placed to reserve 
fund, the balance, £30,000, being transferred to the credit of the 
borough rate account. The total car-miles run were 14,232,902 ; 
the average traffic revenue per car-mile 10798d., as against 10' 563d. ; 
the average working expenses per car-mile 7°991d., as against 
7'494d. in 1914 ; and the peroentage of working expenses to receipts 
73 as against 70 per cent. in the previous year. It is believed 
that the loss in traffic due to the war was between £40,000 and 
£50,000.— Birmingham Daily Post. 


Bolton.—StTrikrt.—A settlement of the tramway strike 
was arrived at on Taesday, and the oar service was resumed on 
Wednesday, after three days of idleness. The men returned to 
work in consequence of an offer made by the Committee that no 
notice would be put up requiring them to work proposed extra 
сага; thie overtime will be worked voluntarily. A further promise 
was made to the men that other grievances would be considered. 


Chester.—The Tramways Committee has received a 
letter from Capt. Gosset, stating that it was quite possible that 
sanction could be obtained for wounded soldiers, who were unable 
to return to the Front, to accept positions as tram conductors, and 
so relieve those eligible for enlisting. The Committee has agreed 
to employ such men as are capable of doing the work, as vacancies 
occur. 


Coventry.—FremMaLe LABOUR.— Women conductors are 


to be employed on the less frequented tramway routee.— Birming- 
ham Daily Post. 


Glasgow.—YraR’s Workinc.—The tramway depart- 
ment’s financial year closed on May 31st, and it is stated the net 
receipts will reach £1,070,353, or about £8,000 below the record 
total of last year., The number of passengers carried was about 
300,000 less, though this is looked upon lightly, as last week, for 
instance, the number of tickets issued reached the remarkable 
figure of 7,039,490. This represents more than the total popula- 
tion of the city patronising the oars daily 


Hull,—Year’s WoRkKING.—À net profit of £14, 574 
was made on the tramwaya for the year ended March 31st last; 
£10,000 of this has been allocated towards relief of the rates, and 
a sum of £6,076 has been carried to reserve fund. 

London.—L.C.C.- Tramway STRIKE.—The joint 
executive of the two Tramwaymen's Unions decided late on 


Monday night to recommend all L.C.C. tramway employés who are 


above military age to return to work. 

A notice was issued on Monday by the Council's tramway 
manager that since the majority of the men above Army age have 
returned to work, although men who are eligible for service in the 
Forces will not be taken back, those who enlist will receive 
favourable consideration for reinstatement, as far as may be 
possible, after the war; and any man of military age unable to 
enlist may appeal to the chief officer and state hia reasons, and he 
will consider whether any special circumstance; allow an exception 
to be made in his case. 

The M. E. T. Co. s employés have all returned to work, the company 
having made no stipulation in regard to enlistment. 


Newcastle-on-Tyue.— FEMALE Lanour.—At a meet- 
ing of the Tramways Committee on May 26th, the general manager 
reported that since the last meeting 48 women conductors had 
been trained, 24 were in full charge of cars, and the rest were in 
training on cars. Their employment had been an unqualified 
: guccess, and had surpassed all anticipations. Applications for 
further women conductors were desired. The Committee decided 
to abolish 44, workmen's fares, the minimum fare to be 1d. 


Ramsbhottom.—RalLI. ESS Traction.—The first of the 
new railless cars, which has been built on stronger lines than the 
earlier ones, was delivered last week, and a trial run was stated 
to be satisfactory. The chassis is heavier, the wheels larger in 
diameter and provided with wider tires, while more flexible springs 
are fitted. Another car is on order, and the older cars are to be 
altered to conform with the new design. 


Salford,—FEMALE ILAHOCR.— Тһе women who have 
been training as tramway conductors are to be on duty about 5 
hours daily (Sundays excepted), to work “emergency сагв” in 
the mornings and evenings, when people are going to or from 
business. Mr. G. W. Holford, general manager, has addressed a 
notice to the men explaining the circumstances under which the 
women are being employed and asking the men to assist the new- 
comers as far as possible. A notice has also been issued in which 
the Tramways Committee appeala for the kind co-operation and 
consideration of the travelling public under the new conditions. 


Stalybridge, — The Stalybridge, Hyde, Mossley and 
Dukinfield Joint Tramways and Electricity Board, on May 26th, 
sealed precepts on the four Corporations amounting in the aggre- 
gate to £7,000. being the amount of the deficiency in the net 
revenue of the Board to March 31st last. 


Sunderland—Yesr’s Workixc.— During the past 
year the Cor oration tramways earned a total revenue of £75,615; 
the total working expenses were £41.54", and the amount carried 
to net revenue account 431.0066. Interest on capital absorbed 
+6453. repayment of loans, 4 10.374: renewals fand, £9,502, and 
£5.00) was paid to the borough fund in aid of the rates. The 
reserve and renewale fund. which stood at £39,505 on March 3186, 
14311 io now increured to £45,041. 


U.S.A.—SUBURBAN RAILWAY ELECTRIFICATION.—The 
report of the engineer of the Wisconsin Railroad Commission, 
following an investigation of transportation facilities in the met- 
ropolitan district of Boston, recommends the electrification of the 
following lines centring in that oity, which the Public Service 
Commission promises to consider with a view to their gradual 
couversion :—The Saugus and Medford branches of the Boston and 
Maine Railroad; the West Roxbury branch of the New Haven, 
and the Newton Circuit of the Boston and Albany Line, These 
are steam-operated at the present time, and it is proposed to 
reconstruct them by the lsying of parallel track for local trains 
which would be run from the termini of the Boston Elevated Rail. 
way's present tunnels and elevated structures. The scheme con- 
templates the creation of three main routes intersecting at the 
centre of the branch; about $15,000,000 would be required.— 
Electrical Review and Western Electrician. 

NORFOLK AND WESTERN EikcrRiFICA ION Даай to the 
Railway Gazette, this ів the first line where the high-power elec- 
tric locomotive has superseded the Mallet compound steam loco- 
motive. The line electrified is in the Pocahontas coalfield, about 
35 miles in length, and the traffic consists principally of coal. This 
is handled under closely competitive conditions, and a very large 
volume has therefore to be moved in order to make the traffic 
profitable, At present the amount carried daily is from 40,000 to 
60,000 tons, and it is conveyed in trains weighing about 3,250 
tops, consisting of steel hopper cars of 100 tons capacity carried 
on six-wheel bogies. There are long and heavy grades, rising l 
in 75 and 1 in 100, and a long 1 in 50 down grade. Hitherto, 
three Mallet compounds have been required, and the average speed 
has been 7 M.P.H., but with the new electric locomotives, the 
motors of which, during acceleration, develop as much as 
11,000 H.P., and while running at regular speed on the up grade 
a continuous output of 8,000 H. P., take the trains at an average 
speed of 14 M.. H. In view of the serious financial strain through 
which the railways of the United States are now passing, and the 
fact that no railway would at present undertake electrification unless 
the prospects were very reassuring, the work now being done on 
the Norfolk & Western, and on the Chicago, Milwaukee < St. Paul, 
is very significant, 


West: Bromwich.—Y EAR’ Workinc.—The net protit 
of the Corporation tramways last year was £192, whioh is to be 
carried forward. On the other hand on the motor-'buses there 
was a net deficiency of £135, which will be & charge on the 
borough fund during the current year. 

L.G.B. has 


York,—Tramway EXTENSION.—The 


sanctioned the proposed extension of the tramways from Nessgate 
to Hull Road. 


TELEGRAPH and TELEPHONE NOTES. 


A Telegraph Spy.— It is reported that the parish 
priest of Caporetto, an Austrian village, has been court-martialled 
and shot by the Italians for treasonably communicating with the 
Austrians by means of a secret telegraphic apparatus. 


Argentina,—lIt is announced at Buenos Ayres that tele- 
grams for Germany and Austria must in future be sent by way of 
the U.S. wireless station at Sayville.—Jowrnal Telegraphique, 


New Cable.—The Greek Ministry of Ways and Com- 
munications has decided to connect the Epirus with the Isle of 
Corfa by a submarine cable i Santiquaranta, — J, % aa 
Télegraphique, 

North Sea Cable.—It is reported that Great Britain 
has given the Norwegian Government a guarantee that she will 
respect the Great Northern Telegraph Co.'s steamers while they 
are repairing the Anglo-Norwegian cables. Norway has asked 
Germany to give a similar guarantee, but no reply has been 
received. 

Panama Canal.—The U.S.A. Government is building 
three steel towers 195 m. high near the Canal, to carry the 
antenni for the Panama wireless station. The towers measure 
45 m. wide at the base and 3 m. at the top, and will weigh about 
1,000 tons.—Journal 1clégraphique. 


Straits Nettlements,—The American Consul at Singa- 
pore reports that a permanent wireless station at Singapore has 
recently been erected to be controlled by the Government. It was 
anticipated that the plant would be in operation by the middle of 
April. The apparatus isa complete Marconi 5-KW. outfit, having 
& range of 400 miles, which can be exceeded under favourable 
conditions. The towers are 250 ft. high, and the total oost is 
estimated at about £23,000. At the outbreak of war a temporary 
wireleas station was erected on the top of a building in the 
centre of the city, but it is not a high-power station, and has 
been maintained for the Naval Intelligence Bureau. It is 
announced in the Government Gazette of the Federated Malay 
States that 10 acres have been acquired in Penang and Batterworth 
for & wireless telegraph station. 


Uruguay, — Dr. Enrique Wilson, on behalf of в North 
American syndicate, has applied to the Government for permission 
to establish a powerful wireless telegraph station, with which 
Uruguay would be able to communicate directly with Panama 
and New York, and by means of these stations, with Europe.— 
Менен of Кое Plate, 
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. CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdeen.—Corporation Electricity Works. One year’s 


supply of small steam coal. Mr. J. A. Ball, City Electrical 
Eagineer, f 


Australia.—MzLEROURNE.— July 14th. Victorian Rail- 
way Commissioner. Supply of 60,000 flame aro carbons for use 
in Ganz flame arc lampe (Contract 28,811).—Australian Mining 
Standard, 

Victorian Railways, July 14th. Aluminium feeder, insulators, 
anchoring clampe, &o., for the. St. Kilda-Brighton electric atreet 
railway. Contract No. 28,417. Particulars at Contractor's Room, 
Spencer Street, Melbourne, 

August 11th. One 1,000.kw. D.C. generator complete, liquid 
starter, &c., for City Council. See "Official Notices" to-dav. | 

ADELAIDE. — July 146.  Galvanised-iron wiro, for P. M. G.“s 
Department. See Official Notices” to-day. 

SvpNEY.—July 12th. Metropolitan Board of Water Supply and 
Sewerage. Two steam turbines and condensers at Ryde pumping 
station, for the Chatswood pumping plant. Seoretary, 341, Pitt 
Street, Sydney. | 

July 19th. Council Meters for the Electrio Light Department, 
Town Hall. Specification 10s. 6d. 

July 19th, Council. Maximum-demand indicators. Specification 
(10e. 6d.) from Electric Light Department. 

July 19th. Municipal Council. One ог two 12,000-Kw. turbo- 
alternators (Contract No. 368).° А copy of the specification can 
be obtained from the City Electrical Engineer, Sydney. 

July 19th. Steel towers for 33,000-volt transmiesion line. 
Specification (10a. 6d.) at E.L. Department, Town Hall. 


July 21st. . N.S.W. Government Railways and Tramways Depart- 


ment. One 250-k.v.A. turbo-generator.* 
PERTH.—July 7th. Deputy P.M.G. 31,000 porcelain or alter- 
natively stoneware insulators (Schedule 132 W.A.).* | 
Specifications for the items marked * can be seen at the В. of Т. 
Commercial Intelligence Branch in London. 


Birkenhead.—June 10th.  Rongh slack (washed and 
unwashed) and small coal (washed and unwashed) for the elec- 
ке stations for six or twelve monthe. Borough Electrical 

ngineer. ; 


Bridlington.—?2,000 tons of coal, for the Corpóration 
electricity worke. Мг. A. J. Beckett, Electrical Eogineer. 


Cleckheaton.—June 9th. Slack coal (3,000 tons) for 


the Spenborongh U.D.C. electricity works. Mr. J. H. Linfield, 
Clerk, Town Hall. 


Dublin.—June 7th. Electric passenger lift for Irish 
United Assurance Society. See "Official Notices" May 28th. 


Eccles.—June 9th. Corporation. Installation of the 
electric light at the Anson Street Council Schools, Winton. Forma 
of tender (10a.) from Mr. E. Parkes, Town Clerk, Town Hall. 


Edinburgh.—June 21st. Two 5,000-Kw. turbo-alter- 
nators and condensing plant, for Portobello supply station. See 
" Official Notioes May 21st. 


Glasgow.—June 7th. The Trustees of the Clyde Naviga- 
tion invite tenders for a year's supply of electrical stores. Mr. 
T. R. Mackenzie, General Secretory and Manager, 16, Robertson 
Street. . 


Grays.—June 10th. U. D. C. Six or twelve months 
supply of Griff, Babbington or Stocking ford hard steam coal for the 
eleotricit y station, Electrical Eogineer, Grays Thurrock U.D.C. 


Kirkcaldy.—June 14th. Corporation. 100 half-watt 
1,000.c.P. lamps and lanterns for street lighting. See “Official 
Notices" May 25th. 


London.—L.C.C.—June 4th. Installation, 260 wiring 
points, 315 lights, also electric bells, at the County Secondary 
School, South Hackney. See Official Notioes May 2 Lat. 

Sr. PANCRAS.—June 14th. Corporation. Twelve months’ supply 
of Welsh and steam coal for the electricity stations and baths. 

WEST HaM.—June 14th. Installation of lighting and water- 
heating apparatus at Knox Road Special School, for Education 
Committee, See "Official Notioes May 28th. 


Manchester.—June 16th. 40-Kw. steam dynamo for 
Cottage Homes, Styal, for Manchester Union. See “Offcial 
Notices " to-day. 


Rangoon.— August 11th. Installation of a system of 
fire-alarme, for the municipality. Specification (10a.) from Messrs, 
Ogilvy, Gillanders & Co., 67, Cornhill, Е.С. 


~ Redditch.—June lith. H.T. three-phase. switchboard. 
Bes Official Notices" May 25th | 
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Rhondda.—June 4th. U. D. C. Water-storage tank 
(30,000 gallons), for Porth electricity works. See Official 
Notioes May 38th. ; p 


Tasmania, — Launceston.— July 26th. Sub- station 
equipment. Section I, Converter machine, switohgear, O.; Section. 
II, Underground feeder cable. Specification (21s.) from the City 
Electrical Engineer, Town Hall. > 


HoBART.—Jnuly.5th. Lesd-oovered telephone cables ; glassware 
and other material for batteries; telephone instruments, &o., for 
P.M.G.’s Department. See Official Notices" May 25th. 


CLOSED. |... 


Bridlington.—The Electricity Committee recommends 
the acceptance of the tender of the New Destructor Co., Ltd., at 
iiid for a refuse destructor on a site adjoining the electricity 
wor | 


Buxton.—The U.D.C. has accepted the tender of Messrs. 
Day & Ferguson for 2,000 tons of Pilaley hard slack coal for the 
electricity worke, | 


Derby.—The Т.С. has sealed а contract with the Derby 
Kilbarn Colliery Co., Ltd., for coal for the electricity worke. 


Dublin.—The Corporation Committee of Supplies has 
recommended the acceptance of the tender of Messrs. J. McKelin 
and Co., for 12 months’ supply of Scotch steam nute. at 25e. 11d. 
per top, for the electricity generating station. 


Hammersmith. — The Electricity Committee reports 
that for theannual supply of box frames, coverr, boxes, &o., Messrs. 
W. Lucy & Co., the second lowest tenderers, have intimated that 
they would require an additional 7} per cent. on the prices tendered 
by them. In view of this increase and that the requirements of 
the department will be Jess than was anticipated, the Committee 
recommends the purchase of these items in the open market as 
favourable opportunities occur. The Committee reports the pur- 
chase of 50 tons of Babbington 2-in. slack coal, at 198. 6d. per ton. 


Haslingden.—The Tramways and Electricity Committee 
has acoapted.the tender of Mr. J. Milne, for petrol required during 
the period ending March 8186 next. | 


Leyton,—The U.D.C. has entered into contracts with 
the Electrical Apparatus Co., Ltd., the British 'Phomson-Houston 
Oo., Ltd., and the Reason Manufacturing Co., Ltd., for ordinary 
metere, and with the B.I. and Helsby Cables, Ltd., for slot meters, 
for a period of twelve months. | 


Manchester.—The Engineering Sectional Committee 
of the Education Committee has approved the renewal of certain 
plates in the Tudor storage battery, at £250. 

The Education Committee has accepted the tender of Messrs. 
R. Seddon and Sons for installation of electric light at tho new 
Islington School Clinic, and the tender of Messre. В. O'Brien & Co. 
for a telephone at Alder House. 

The following tendere have been accepted by the Eleotricity 
Committee :— | 
; Three 1,900-к.х.л. static transformers.—British Westinghouse Co. 

Cable.—B.I. & Helsby Cables, Ltd, | 

Purchase of scrap copper and scrap cable.—B.I. & Helsby Cables, Ltd. 

The Tramways Committee has accepted the tender of Meesre, 
Isaac Bentley & Co., Ltd., for linseed oil. 


Meter Contracts.— Messrs. Ferranti, Ltd., have secured 
a contract from Glasgow Corporation for the supply of continuous- 
current electricity meters for the year ending May 3lat, 1916. 

Mesers. Chamberlain & Hookham, Ltd., have received contracts 
for meters for the coming year from Glaegow and Falkirk. 

The Hornsey B.C. has placed a contract with the British 
Thomson-Houston Co., Ltd., for their direct-current ampore- hour 
meters for 12 monthe. 


New Zealand,—WHaNGaREI.—For electric wiring and 
the installation of meters for the В.О. the following tenders were 
received :— 
National Electrical and Engineering Co., Ltd. .. (accepted) £7,946 
A. & T. Burt ee ee ee ee ee ee ee ee 8,114 
Turnbull & Jones . is = " MET ; . 8,287 
— New Zealand Shipping and Commerce, 


Salford,—The Electricity Committee has accepted thé 
following tenders :— ' ' 


H.T. oubicle and control panel, £871.—British Westinghouse Co, 

Wet air filter, £327. —Heenan & Froude, Ltd. ' 
Transformer, £160. —Ferranti, Ltd. 

Purchase of scrap copper, £154 (approx.).—B.I. and Helsby Cables, Ltd. 


South Africa.— The Johannesburg Municipality has 
accepted the tender of the Telegraph Manufacturing Co.for five miles 
of trolley wire, at 599 158. per mile.— S. Ayrican Mining Journal, | 
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FORTHCOMING EVENTS. 


Association of Mining Electrical Engineers (Notts. and Derbyshire 
Branch), —Saturday, June 6th. At 8.30 p.m. At University College. Not- 
ивазаш, Paper on Юхрегіпсеѕ with Eleotrioal Plant," by Mr. A. 

mellie. , 

Royal Institution of Great Britain.-- Monday, June 7th. 

Albemarie Street, W. General Mecting. 


Institution of Mining Engineers.—Tbursday, June 10th. At 11 a.m. Is 


Atop.m. At 


the rooms of the Geological Society, Burlington House, Picoadilly, W. 


General Meeting. 
Friday, June llth. Visit colliery sinkings near Coventry. 

North of England Institute of Mining and Mechanical Engineers.— 
Saturday, June 12th, At 2 p.m. At Newcastle-on-Tyne. General 
Meeting. 

Salford Technical and Engineering Association, —BSaturday, June 12th. 
Mn anchester Corporation Electricity Works, Stuart Strect Power 

on, 


NOTES. 


The Electrical Future of Belzium.— With reference 
to our leading article on this subject and the full report of a paper 
. Steylaers, we have pleasure in publishing the following 
letter :— 

" Bir,—hReferring to our letter dated 17th ult.. we are now in a 
position to inform you that we intend to convoke a new meeting 
between the Belgian &nd English manufacturers within two or 
three weeks. We will inform you the exact date within a few 
days. The Belgian Committee for Trade with the Allies have pat 
their rooms at our disposal in 43, Shoe Lane, Will you be in a 
position to induce the English manufacturers to attend this 
meeting, which seems more necessary than ever to begin to talk 
about takiag energetic measures towards the production of our 
future business against German trade ? 

" I do not know whether you are fully aware of what is happen- 
ing at the present time in Germany with regard to preparing for 
the economic struggle with the Allies after the war. It will be 
sufficient to state that at the present time already hundreds and 
thousands of small labels are being made in Germany in electro- 
type with the mention, ‘Not made in Germany.“ Do you see what 
this means? Are you fully aware that Germany after the war is 
going to couduct, through neutrals and even through many of our 
own countrymen, a campaign against her own goods, and is going 
to brand her own goods with her own labels 'Not made in 
Garmany’ і 

"This may bs something like a false signature, but we are 
already getting accustomed to such ш зап acte, which would be 
reproved by the honest tradesman. I will tell you something 
more. Are you aware that already now active steps are being 
taken by German business men with neutrals, and also with 
Belgian and English people, to induce them to act after the war оп 
behalf of German trade, as what we call in French Prete Vom ? 
This means that : 

(1) The Germans realise perfectly that they have absolutely lost 
the war; 

(2) That they have &bsolutely lost the good will ; 

(3) That they consider the end of the war to be much nearer than 
many people think, a fact which they know better than ourselves, 
because they oan calculate better what is their real power and resist- 
anoe on the economic point. All these facts stated above are proved 
by personal witnesses actually in Germany who are studying these 
economic sides to the very foundations,— Yours faithfully, 

“R, STEYLAERS. 

" 7, Idol Lane, London, E C., June 1st, 1915." 


The Latest "Magnetic" Invention.—One of the 
most bare-fa-ed devices to ensnare the credulous that we have 
ever met with has recently been brought to our пойса by the city 
electrical engineer of Londonderry, Mr. К. V. Maocrory, who 
lamenta the fact that hands are now employed in producing such 
rubbish at the present time, when во much useful work is being 
delayed." It consists of two thin wires, of iron and some other metal, 
about 7 in. long, twisted and soldered together at one end like the 
letter Y, with the tail of the Y coiled in the form of a small helix. 
This device is called the ‘‘sun-ray magnet." and is described in a 
cleverly-written leatiet ( No. 1, Vol. 1 ") as a Great s>ientific 
gardening discovery,’ a "simplified ' wireless’ method of elec- 
trifying the soil and its plant life with ‘Sun-Ray Magnets.“ 
The leaflet is ornamented with quotations from Swift aud 
Emerson, and on the last page, with consum mate impudence, refers 
to our articles on the uses of electricity in agriculture and 
horticulture. The two straddled lege of the magnet are to be 
pushed into the soil a few inches from the plant, in a position 
that is most opan to the sun and the atmospheric electric cur- 
rents. If the soil is hard, it should be loosened all round the 
plant—a process which, it will be noticed, is itself likely to aid 
plant growth, though the improvement will, by the superticial, be 
attributed to the use of the magnet," Careful instructions are 
also given to water the plant regularly, on the score that a plant 
aided br а 'Sun-Ray Magnet is able to absorb more moisture," and 
we are artless]v informed that “in continuously dry soil the Elec- 
tncally-atimulated plant does, perhaps, less well than without 
Electricity": Asa proof that the Magnet " possesses electrical 
properties, the two ends are shown connected to a sensitive gal- 
vanometer, while the soldered junction ›х beid between the fhnger 
and thumh, Naturally, the thermoelectrio current thus produced 
defi secta the needle, and the doubter is convinced. But it ів laimed 
that in use "the Sun-Ray Magnete act as ‘conductora’ of the 
lofinite Electrical Currente of the atmosphere," 


We will not follow the leaflet through its ingenious manipula- 
tions of genuine experimental facts on the effect of electricity on 
the growth of plants, ita clever illustrations of plants alleged to 
be grown with and without the sun-ray magnet," its specious 
arguments, undoubtedly compiled by some person of education and 
ability who ought to be better employed. We only bope that our 
readers will miss no opportunity of putting their florista, seeds- 
men, ironmongers and other tradesmen on their guard against 


oe imposition—which is priced at la. for 6 and 5s. 


I. M. E. A. Meeting, 1915.—The twentieth annual general 
and business meetings, which this year take the place of the usual 
Convention, will be held in London at the Institution of Electrical 
таспа Victoria Embankment, W.C., on June 17th and 18th, as 

ollows :— 

June 17th, 10 a.m.—Raport by A. S. Blackman (Sunderland) and 
T. Roles (Bradford), on behalf of Point Five үүн ач on сава 
Practical Result of the Point Five Tariff,” followed by a discussion. 

2.30 p.m.—Report by F. Ayton (Ipswich) on "The Use of 
Electrical Vehioles in Municipal Service,” followed by a discussion. 

5 p.m.—Parade and demonstration of electrical vehicles on the 
Embankment. 

June 18th, 9.30 a,m.—Oouncil meeting. 

10 a.m.—Annual general meeting. 

A meeting of the Point Five Association will also be held at 
Tricity House, Oxford Street, W., at 7 p m., on June 17th. 

„The Council's headquarters will be at the Hotel Cecil. The usual 
visitors list will on this occasion be suspended; there will be no 
social functions, and it is not proposed to invite ladies, The 


meetings will be restricted to members and official delegates, and 


these are invited to consider themeelves hon. members of the 
Municipal and County Olub, Whitehall Court, on the dates 
mentioned. 

The seoretary is Mr. C. MoArthur Batler, 28, Bedford саге, 
W.C., to whom inquiries should be addressed. 


Cricket Match, — A match — British Westinghouse 
Electric and Manufacturing Co., Ltd., Supply Department r. Harland 
Engiaeering Co.— was played at Birchfields Park, Manchester, on 
Wednesday evening, May 26:h, the result being an easy win for 


the former. The followiog are the scores :— 
WESTINGHOUSE, HARLAND. 
D. Sanderson, b Craven. 12 Jones, b Elliott — CEU 
Van Leeman, b Hobson ... 26 Wilson, b Chestham ee | 
J. R. Cheetham, b Craven... 6 Hobson, c Edwards, b Cheet- 
N. Armstrong, b Hobson ... 4 ham е es e 6 
D. E. Elliott, b Hobeon ... 1 Cowlishaw, о Van Leeman, 
О. С. Oakley, b Hobson ... 7 b Elliott +... a eso) 
J. Wandsworth, b Craven. 13 Mann, c Edwards, b Cheer- 
T. Clough, run out ... TEE ham “ue ER 3 
Edwards, not out .. 8 Craven, o & bCheetham ... 0 
Nickson, notout sis . З Kemp, o & b Elliott æ.. 3 
Carroll, to bat — Goldenberg, b Elliott 0 
Rosa, b Elliott 0 
Kay, b Elliott oor .. 0 
Hartley, not out. e. © 
Extras (for 8 wickets) 7 Extras EN ar | 
Total ... ‚.. 91 Total  ... ex 22 


Indian Notes.—Our Indian correspondent writes :— 
Naini Tal, —The United Provinces Government have before them 
a scheme for a hydro-electric installation for the hill station of 
Naini Tal, which ів about 7,000 ft. above sea level. The town is 
a fairly populous one in the hot season. There are at present three 
or four isolated electrio plants, but coal fuel is extremely expen- 
sive, oil is also costly, and the Forest Department look with dia- 
approval on wood-consuming plante; hence it is that a brdro- 
electric plant is looked on with much favour. The details of the 
acheme are not yet obtainable, but tenders may be asked for within 
& reasonable time, 

The electrical inspector to the United Provinces, Mr. Tufnell, 
has jast taken a commiesion in the Army, and haa left India for 
the front in Flanders; he has left a very capable assistaut, Mr. 
Warren, to take over his duties during his absence. Electrically 
speaking, the United Provinces is tremendously busy just now, 
with Lackaow, Allahabad, Agra, and possibly Bareilly and Naini 
Tal on the carda, each for electrification within the near future. 
Progress may, however, be slow as the capital for the undertakings 
has to be obtsiaed not from Government, but from the public, 
and at the present moment capitalists are not over anxious to 
come forward and put their money into undertakings no matter 
how probable might be their success. 


Acetylene Corrosion,—With the increasing use of 
acetylene gas the risks of its corrosive effect on pipes and metal 
containers should ba better known. Teste have shown that moiat 
acetylene, as generated, attacked zinc, lead, brasa and nickel to a 
slight extent; iron was affected at about six to seven times the 
rate; phosphor-bronz3 about twice as much as iron; but copper 
suffered more than any other metal tested. Copper was quickly 
changed into a soft, porous black mass. Tia, aluminium, bronze, 
german silver, and solder were prastically unaffected. Thus it 
would appear that copper and brass or other copper alloys should 
not be used ав piping for acetylene gas supplies, and that iron 
should be well tinned rather than galvanised or nickel-plated.— 


Manchester Courter, 


(Continued on page 801.) 
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ADMIRAL SIR HENRY JACKSON, K.C.B., F.R.S., M. J. E. E. 


THE announcement that Admiral Sir Henry B. Jackson 
has been appointed First Sea Lord of the Board of 
Admiralty, in succession to Lord Fisher, is of particular 
interest to our readers, on account of the facs that he is a 
member of the Iustitution of Electrical Engineers, and has 
attained to a high place in the scientific world, being one 
of the very few naval officers who have been honoured 
with the highest distinction that s»ience can bestow 
—the Fellowship of the Royal Society. The new 
F.rst Sea Lord is comparatively unknown to the 
general public, but electrical men cannot fail to be 
aware of tne important 
position which he 
occupied when, as 
Captain Jackson, he 
was engaged in de- 
veloping the appli- 
cations of wireless 
telegraphy to naval 
operations, and in 
adapting the apparatus 
to the conditions 
met with on board 
ship. 

As a matter of fact, 
Sir Henry Jackson's 
connection with wire- 
less telegraphy goes 
back а great deal 
further than із 
generally known, for 
us long ago as 1891, 
shortly after his pro- 
motion to commander 
of H.M.S. Edin- 
burgh in the Mediter- 
ranean, his thoughts 
were occupied with 
the problem of com- 
munication between 
warships by means 
of Hertzian waves: 
we may point out that 
Prof. Lodge's first 
public demonstration 
‘of the transmission of 
signals by this agency 
was performed at Ox- 
ford in 1894, and Mr. 
Marconi carried out 
his demonstrations in 
conjunction with the 
Post Office in 1897, so 
that the claim of Com- 
mander Jackson to be 
one of the earliest 
investigators in this 
region cannot be dis- 
puted. Continuing 
the work in his spare 
time, he succeeded in effecting communication over shcrt 
distances in 1895, when he was commander of the 
torpedo training ship Defiance, at Devonport ; his experi- 
ments were known to the Admiralty, but were treated 
as confidential matters. In 1896 he made the acquaint- 
ance of Mr. Marconi, and it is said that Ше two men 
collaborated in the development of their inventions, 
which were destined to exercise so vast an influence upon 
naval strategy. 

Sir Henry was placed in charge of the wireless equipment 
of the Navy, and, as Captain Jackson, continued in the 
control of this important department until, in 1906, he was 
promoted to the rank of Rear-Admiral. During this period 
he was successively in command of the torpedo depó:-ship 
Vulcan, Assistant Director of Torpedoes at the Admiralty, 
Commarder of the battleship Caesar, Captain of the torpedo- 
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ADMIRAL SIR Н. B. JACKSON. 


school ship Vernon at Portsmouth, aud, finally, Third S:a 
Lord and Controller of the Navy. 

Sir Henry received the Order K.C.V.O. in 1906, and 
remained at the Admiralty until October, 1908, after which 
he wa3 in command of the Cruiser Squadron in the Mediter- 
ranean for two years. He next represented the Admiralty 
at the International Conference on Aerial Navigation at 
Paris in 1910, and a few months later was appointed to 
command the new Royal Naval War College at Portsmouth. 
Whilst holding this office he commanded the Seventh 
Squadron ia the Naval manceuvres of 1912. In the follow- 
ing year he became 
Chief of the War 
Staff at the 
Admiralty, a post 
which һе occupied 
practically up to the 
commencement of 
the war; had peace 
prevailed, he would 
probably have become 
Commander - in- 
Chief in the Medi- 
terranean. 

In 1901 Captain 
Jackson, as he was 
then known, was 
elected a Fellow 
of the Royal Society 
on account of bis 
researches into elc- 
trical physics, and 
in 1902 a paper 
entitled **On some 
Phenomena affect- 
ing the Transmis- 
sion of Electric 
Waves over the 
Sarface of Sea and 
Earth” was pub- 
lished over his sig- 
nature in the Pro- 
ceedings of the Royal 
Society ; in this paper 
he described a series 
of experiments which 
he had carried out on 
wireless communica- 
tion between ships 
equipped with his own 
apparatus, with a view 
to ascertaining the 
screening effect of 
mountains and hills 
intervening between 
the stations, and the 
effect of atmo- 
spheric changes on 
the intensity and 
range of signals. Sir 
Henry was the firat to observe that signals ceased to 
arrive when high land intervened between two ships, one of 
which was close to the land in question. 

From the brief particulars given above, it will be seen 
that Sir Henry Jackson is by no means merely an electrician, 
or an engineer, or a sailor ; he is an admirable combination 
of all three, and is regarded by the Navy as one of the most 
accomplished officers in that distinguished service. The 
diversified appointments that he has held, together with years 
of study of the modern problems of strategy and tactics, and a 
unique insight into the priceless services that science can 
perform in the defence of our Empire, render him one of the 
most able of the many brilliant naval officers of the present. 
day, and should inspire confidence not only in the Navy— 
which knows him well—but also in the general public, 
which knows him hard!y at all. 
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ELECTRICITY IN FARMING.-1. 


Frox time to time attention has been drawn in our columns 
and elsewhere to the subject of electricity supply for agri- 
cultural purposes, more particularly to the developments 
which have taken place on the Continent and in America, 
where considerable results on a practical scale have been 
achieved. 

That these results are encouraging and worth following 
up can be gathered from the data which has been published, 


OERLIKON THREE-PHASE TRUCK MOTOR DRIVING CHAFF CUTTER. 


but naturally there are difficulties, and it is not surprising 
that the limitations of such work should form a subject for 
discussion in the States. What concerns us most, however, 
is whether in view of the results obtained abroad there is 
not scope for similar developments in this country. 

A paper by Mr. J. L. White, of the Oregon Power Co., 
which throws some 
light on the difficulties 
encountered ia Pacific 
Coast farming dis- 
tricts, points out that 
the farmer is of the 
* show me " class, and 
therefore must be con- 
vinced of the economi- 
cal and practical value 
of electricity in per- 
forming his work 
before he will spend 
any great amount of 
money for its adoption. 

This is the real difti- 
cultv, and it is prob- 
ably more pronounced 
in this country, the 
supply authorities 1n 
farming centres being 
themselves uncon- 
vinced ; we only know 
of one chief engineer 
who has had sufficient 
pres ience to make а 
business of supplying 
local farmers, by 
means of cheap pole 
linea, but the «question 
is being considered. in 
several directions, 

The author goes on 
to point out that it 


will not pay to make long and costly transmission line 
extensions solely fur the purpose of serving a scattered farm 
load, although it is equally true that a farming load will 
pay as a by-product when such extensions already exist or 
are being mide to take care of other classe3 of business. 

The stumbling block is the capital investment, and this 
has been met in several ways ; in some cases the farmers 
bave financed distribution systems, purchasing energy and 
retailing it amongst themselves, or they 
have paid the whole or part of the cost of 
the line, or have guaranteed a minimum 
income to the authority carrying out the 
work, this guarantee being such that the 
cost of the line is returned in from one to 
three vears. 


In some cases the consumer contributing 
a proportion of the capital cost has this 
returned to him if he succeeds in inducing 
others farmers on his line to take a supply. 


Any attempt to deal with farming 
supply evidently resolves itself into a 
question of cost of service, and a short 
article from an American source gives 
the cost of a mile of rural service line, 
using poles 200 ft. apart, as follows : — 


Unit Item 
27 poles (25 ft. high with price. cost. 


5-in, top) eee eee eee $1.15 $31.05 
10,560 ft. No. 8 copper wire 016 126 40 
27 telephone cross-arms ... 0.13 3.51 
27 through bolts ... es O06 1.35 
54 locust pins d „ 0.013 0.70 
54 insulatora (porcelein) ... 003 1.62 
54 square galvanised washers 0.009 0 50 
Guy anchora (average)  ... — 5.00 
Labour and hauling аба — 7.200 
Total field expense for —— 

material and labour. $242 23 


This includes nothing for supervision, tools, insurance, 
interest, &., and the all-in cost is about $300 (£60) 
per mile, but the company’s initial investment is only one- 
third of this amount, as the farmers deposit the remainder, 
subject to its being refunded later in the form of electrical 
energy. The company requires a minimum of four con- 
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sumers a mile before commencing operations, and at least 
47 2 a year is required from them to cover interest and 
depreciation charges on the mile of line. 

The company’s farmer customers in a comparatively 
limited area now number 214; of these 23 have been con- 
nected in a year, and the average income from each of them 
for the first year was £3°5, which was regarded as satis- 
factory if not profitable, although the supply company’s 
financial charges are also on a reduced scale in the develop- 
ment stage. 

A writer in a recent issue of the General Electric Review 
gave some statistics as to the electricity used by American 
and German farmers, which showed that 150 American farms 
in the central west, averaged 190 acres eacb, and had an 
average electrical installation of 35 per cent. lighting and 
65 per cent. power. "The revenue derived from them was 
£10 2 per farm, or about 1854. per acre per year. 

The statistic: include some dairy farms, which are large 
users of electric power, and the charge for current varied 
between 2d. and 5d. per unit. 

Corresponding German figures for an average 63 acre farm 
show that lighting and small power applications give a 
return of about 11d. per acre per year, but these gave only 
20 per cent. of the revenue derived, the other 80 per cent, 
consisting of thrashing, ploughing and trac on, bring up the 
total yearly revenue 
per farm to over 
£16. The prices 
cbarged are about 
5d. per unit for 
lighting and 23d. 
or less per unit for 
power. 

The writer points 
out that the average 
farm load—pre- 
sumably in America 
—has an excellent 
diversity factor, and 
that the peak load 
comes during the 
summer months, 
and is essentially a 
day load, with the 

exception of a small 
amount of lighting. 
On strictly country 
lines an appreciable 


PORTABLE MOTOR DRIVING CHURN. 


5.30 a.m., and in 
winter between 5 
and 7 a.m., while 
very little lighting 
is used іа the 
evening. 

The amount of 
power likely to be 
required per farm 
appears to vary 
within wide limits ; 
three cattle breeders, 
for instance, head 
the list with an 
average of 17} Kw. 
per farm, and use 
30 units per KW. 
installed per month. 

Two classes of 
dairy farms average 
7 and 10% KW., and 
use 31 and 93 
units per KW. per 


lighting peak is OERLIKON PoRTALLE DRIVING MOTOR AND SWITCHGEAR, MOUNTED ON WAGON. month respectively 


noticed in summer 
between 4.30 and 


FIXED MOTOR TRIVING DAIRY MACHINERY. 


—the former high 

figure being due to 
the use of cold storage and milking 
machines and cream separators. 

An average small motor and lighting 
farm requires some 2:6 Kw. of plant, and 
uses 15°8 units per Kw. installed per 
month: while the market gardener 
averages some 2 KW. of plant and 19 
units per KW. per month, principally for 
pumping operations. 

The writer's concluding advice, that if 
such farm lines can be built now to give 
only a small return, they should be con- 
structed in order to forestall the isolated 
plant, which is hard to displace if once 
installed, is equally applicable to this 
country, where small petrol and oil engines 
are being adopted in large numbers by 
farmers. 

The question naturally occurs as to 
whether such data as that given is 
applicable to farming in this country; in 
fact, whether the average British farm 
can be compared to an average American 
farm of the class referred to by the 
writer. 

[n point of size, it is interesting to 
note that a Times article on British 
farming of a year or two back stated that 
the greater part of the land of the 
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country is held by men occupying single farms of from 
150 to 500 acres, which compares sufficiently well with 
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CURVES SHOWING COMPARATIVE CURRENT CONSUMPTION OF 
Four PRINCIPAL TYPES OF AMERICAN FARM LOADS. 


the average of 190 acres given for the American farms. 
The article proceeded to point out that America and the 
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INTERIOR OF ELECTRIC AMBULANCE FOR DURBAN (вег p. 799). 


Colonies, so often quoted as examples of modern farming, 
had nothing to teach us, from which we may infer that 
our farming community is sufficiently 
progressive to adopt electric light and 
power if it is brought within its reach on 
competitive terms, especially in view of 
the necessity nowadays of economising in 
manual labour. 

The position of the farmer in regard 
to motive power on the land was indicated 
by one of them in an article in the 
Worid's Work, who thought there would 
be a great opening in the future for it, 
and pointed out that farmers said they 
would have farm motors if tbey were 
cheaper, while the manufacturers replied 
that they could easily make them cheaper 
if more were bought. 

The oil-engine builders are fully alive 
to the possibilities of farm business, and 
some of their booklets demonstrating the 
farm uses of the oil-engine should convey 
a hint to electrical people in this country, 
who do not appear to have studied the 
problem. 

On the Continent electrical firms have 
designed special equipment to meet 
the requirements of the agriculturalist, 


A Mee Lt Aor Zea, 


and through the courtesy of the Oerlikon Co. we are able 
to illustrate some Swiss farming applications in which it 
will be noted that portable types of apparatus are employed. 
These are constructed with either direct or alternating- 
current motors, in the smaller powers on two-wheeled hand 
trolleys, while heavier motors are mounted on four-wheeled 
trucks. 

A typical outfit of the smaller class includes a motor 


geared to a second motion shaft having different sized 


pulleys at either end, in addition to a pulley on the high- 
speed motor shaft. 

The gear ratio of the spindles is usually 5 to 1, and the 
arrangement gives pulley sizes and speeds to suit most 


THE LATE HARRY GUSTAV BYNG 
Sec. Lr. 2ND BORDER REGIMENT (вее р. 799.) 


requirements. A starter and fuses are mounted on the motor 
frame and coupled to a cable drum on the trolley, carrying 
some 10 m. of cable fitted with a suitable end connector for 
coupling to the supply mains. 

A portable 4-H.P. three-phase motor equipment of this 
kind would cost about £30; no fixing is required for driv- 
ing purposes, the weight of the apparatus being sufficient 
to retain it in position. 

Larger apparatus, of more elaborate design but similar in 
principle, is utilised for driving thrashing machinery. 

In this case the motor, switches, cable, drum, &c., with 
100 m. of cable, are carried in a sheet-iron van, from the 
sides of which the driving pulleys project. 

The simple squirrel cage motor is favoured for this class 


m 
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of work, and by the use of star-delta starters, and fast and 
loose pulleys for the larger motors, line disturbances at 
starting can be avoided. 

An American inetance of the use of similar apparatus was 
described in the Electrical World; in this case the farmers 
in a district combined to purchase an electric set for thrash- 
ing purposes, consisting of a 2,200/220-volt transformer, 
30-H. P. single-phase motor and switches, mounted on a steel- 
frame truck, at one end of which & temporary ladder pole is 
placed to carry the 2,200-volt lines. This outtit cost some 
£200, and it is reported that the farmers’ league saved 
25 рег cent. by using it in place of steam tackle. 

In this country farms in the vicinity of towns, where 
manual labour costs probably 20 per cent. more than in 
the more remote districte, should present little difficulty to 
the tactful electric supplier, especially if portable apparatus 
such as that referred to can be hired out on similar terms 
to those with which the farmers are familiar for other plant. 
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Тнк war has robbed the electrical industry of one of its 
most promising sons by the logs of Second Lieut. Harry 
Gustav Byng. Не was the third son of the late Gustav 
Byng (founder and late chairman of the General Electric 
Co., Ltd.) and Mrs. Byng, of 32, Bryanston Square, W. 
He was born in July, 1889, and educated at Harrow, where 
he was captain of the school gymnasium eight, monitor and 
head of his house, for which he played both cricket and 
football; he also played for the Harrow Association football 
team. After leaving Harrow he joined Faraday House, 


and was awarded the silver medal in his year. He then 


completed his education at Harvard University, where he 
distinguished himself by passing all his examinations 
with honours. He enjoyed extraordinary popularity, 
both socially and as a good sportsman. He was 
captain of the Harvard Association Football XI. When 
leaving Harvard he joined an exploring expedition into the 
lesser-known parts of Canada, and after a short return home 
joined the General Electric Co., of Schenectady, as a pupil. 
He distingnished himself in the test room and was on the 
fair road to success, when his duty towards his family called 
him back in order to take part in the work of the General 
Electric Co., Ltd. He settled in Warwickshire so as to live 
near the works at Witton, and was on the point of assuming 
a position of responsibility when war broke out. His sense 
of duty to his country made him join His Majesty's Forces 
during the first week. He trained with the Artiste Rifles 
and went to France with them at the end of September 
returning home on March 21st on five days' leave, during 
which time he married Miss Evelyn Curtis, of Boston and 
Beverley Farms, Mass, U.S.A. Immediately after he was 
gazetted 2nd Lieutenant of the Second Border Regiment 
and fell in battle on May 16th, near Festubert, in France 
whilst leading his platoon. His Commanding Officer 
wrote: 
Mr. Byn w ing hi 

in action Ad Hay 16th. Ho was 55 T 


ment. He had done very good work reconnoitring th ` 
trenches, and his loss is very great to the battalion, ет 


The Adjutant of his regiment wrote :— 


He was shot whilst leading his men, and fell actual! th 
enemy's trenches, He lay quite uncomplaining, and would at 
067 nr of his men to carry him back, because of the danger to 

ves, | 


Those who knew the late Mr. Byng will remember him 
аз а young man of exceptional promise and charm. His 
death comes as a great personal loss to his family, to whom 
we tender our deep sympathy, and to his many friends in 
electrical and otber circles. 


CARTER ELECTRIC AMBULANCE FOR 
DURBAN. 


WE illustrate on page 798 an electrical motor ambulance 
recently supplied by Messrs. Carters, the ambulance 
specialists, of New Cavendish Street, W., for the Corpora- 
tion of Durban, South Africa. While the makers have 
proceeded on definite and well-known lines in regard to the 
chassis, the mounting of the vehicle and the design ef body 
with the interior accommodation are quite new and offer 
many advantages. The chassis is of a type identical with 
two of thoge now in use in the City of London, fitted with 
a Greenwood & Batley 8-H.P. twin motor and Tudor Ky. 
B. 9 type battery ; the controller gives six speeds forward, 
reverse, and electric brake, and, in addition, hand and foot 
brakes are provided. The chassis runs on Rudge- Whitworth 
steel detachable pneumatic-tired wheels. The body of the car 
is of teak throughout ; the interior is lined with alaminium, 
and finished like the exterior in white Ripolin. Special 
ventilation is obtained by the adoption of a lantern roof 
with opening glass frames, window fasteners to the main 
window frames, and glass louvred windows in metal frames 
in the front end and the door. The car is intended for 
general use in Durban and provides accommodation for two 
invalids or injured ; the stretchers are fitted with Carters 
patent extension gear and a number of accessories are 
provided. 

This is, we understand, the first electrical motor 
ambulance to be used in South Africa, and in view of its 
excellent features, it is quite safe to predict that other 
municipalities will follow the example set by Durban. 


REVIEWS. 


Polyphuse Currents. By ALFRED STILL. Second edition, 
revised. London: Whittaker & Co. Price 6s. net. 


The many friends of the first edition of this little book 
will be glad to see that its success has led to the issue of 
a new edition, which will, in its turn, make new friends. 

The edition before us does not differ in essentials from its 
predecessor, but the contents have been to some extent re- 
arranged and rewritten, while the diagrams have been mostly 
redrawn in order to make them agree with the International 
Convention regarding the direction of rotation of alternat- 
ing vectors. The -symbols have also been bronght into 
agreement with the present standard conventions. 

It is assumed that the reader has a fair knowledge of 
continuous currents, but that he comes to the study of the 
book withont any knowledge of alternating currents. The 
book consiste, in fact, of an introductory study of the 
principles of alternating currente, so far as this can be 
uadertaken by the application of graphical methods depend- 
ing on the use of the simple vector diagram. 

Questions of construction and design are wisely left aside 
for treatment in books devoted to this side of the subject, 
while the author confines his discussion to the main under- 
lying principles of the generation, transmission and con- 
version of alternating currenta. The experimental aspect of 


the subject is also left almost entirely on one side for treat- 


ment elsewhere. The author's treatment is simple. clear 
and effective, while he displays high qualities as a teacher 
and evidence of painstaking thoroughness in his work. 
Throughout, the method of analysis is non-mathematical 
and based almost entirely on graphical constructions ; but 


in several directions (for instance, in dealing with © 


unbalanced loads) the author shows how the simple vector 
diagram may be extended beyond the limits of application 
usually assigned to it in elementary text-books. 

It will be gathered from what has been said that the 
book is not a general text-book, but rather an introduction 
to the study of alternating currents confined to one aspect 
of that subject. Within these modest limits the book is 
quite excellent, and can be cordially commended to the 
student. 

Polyphase induction motors come within the scope of 
treatment, and the simpler forms of circle diagrams are 


» 


- 


800 


—— > ee с - 


THE ELECTRICAL REVIEW. [Vol.76. No, 1,958, JUNE 4, 1915, 


clearly given, although these are not developed into the 
forms which are usual in commercial practice. Some space 
is occupied in explaining the principle of the polyphase 
compensated motor provided with a commutator. 
a pity that the author did not extend this treatment to 
include some of the better known forms of single-phase 
motor having a commutator. Perhaps this would have 
taken him too far—at all events, he has omitted all discus- 
sion of single-phase motors, whether with or without 
commutators. 

` Frequency convertera, rotary converters and motor-con- 
verters are treated in a simple and interesting way in a 
ahapter which begins by showing the development of the 
asynchronous generator from the polyphase induction motor. 


r — — 


Electric Bells, Alarms and Signalling Systems. By H. G. 
Waite. London: Rentell & Co. Price 1s. 6d. net. 


As indicated by its title, this book deals chiefly with 
electric bell, alarm and signalling applications and systems. 
Circuits for every bell and indicator application of any 
importance are represented by clear diagrams; but 
mechanical details of apparatus are described no more than 
is necessary to explain their use. By adbering rigidly to 
this very reasonable limitation of scope, the author is able 
to give in small compass an exceptionally useful treatment 
of his subject, and this work should certainly be in the 
hands of every practical man engaged in bell and indicator 
work or interested in their installation, as well as every 
student of the subject. Bells and indicators are not so 
simple as they seem, particularly in respect of their connec- 
tion for special purposes, and endless trouble. is frequently 
occasioned by neglecting to study this subject properly. 

Chapter I is devoted to simple bell circuits and includes 
useful notes on selection of bell resistance, transformers and 
reductors for high-voltage circuits. Chapter II deals with 
indicator systems and is exceptionally useful; a study of the 
information and diagrams presented should go far to remove 
the vagaries and troubles so frequently experienced in indi- 
cator installations. А comprehensive treatment of the 
general principles of fire-alarm systems and of open and 
closed circuit burglar alarms is presented in Chapter III, 
the connections of private alarms and public call systems 
being included. Fault localising and points to be observed 
in wiring form the subject matter of a short but very 
valuable chapter, and, by including a chapter on mine 
signalling systems, the author has greatly increased the 
value of the book while extending the range of its readers. 
The bearing of Home Office Regulations on this branch of 
signalling is kept well to the fore. ‘I'he work is indexed 
thoroughly and constitutes excellent value for money. 


SOME NOTES ON SHUNT REGULATIN 
RESISTANCES. 


By THOMAS CARTER. 


(Conclwted from page 753.) 


III. А Speial Groding for Ordinary Regulators.— 
While in very many cases of shunt regulation by the 
ordinary method, the standard connections for which are 
shown in fig. 6, the successive steps of resistance can be 
determined to suit some specified condition of regulation 
without reference to anything else, it is necessary in an in- 
creasing number of cases to consider the question of sparking 
between contacts as the resistance is introduced into circuit. 
The use of motors with increasingly great speed ranges on 
high-voltage circuits means that, with more volts to be 
absorbed in the regulator, the volts between contacts tend 
to increase in consequence. of modern practice. The point 
at which sparking begins varies with many conditions, such 
‘as the amount of current dealt with, the shape of the con- 
tacts and their material. and the nature of the sliding 
contact. Once more experience alone indicates the correct 
conditione. It may be permissible to allow more volte 


It seems 


between contacts at the low-current end of a regulator than 

at the high-current end; but, at any rate, as a starting 

point, it is useful to get out the grading for equal volts 
+ = 


-—-:-—— E Volts —.—- 
— . — nS ohms — -——- —>] 


! 
| y) 
- ohms MT. 


S ohms 


000000000 
Fig. 6. 


between contacts. The conditions upon which this depends 
will now be investigated. 

The exciting voltage, E, has across it the field winding, 
whose resistance is s ohms, and а part x, of the regulator, 
whose total resistance is n s ohms. Suppose the resistances 
of the next two sections to be introduced to be y ohms and 
z ohms respectively. Also let e be the voltage between 
contacts on introducing any step of resistance, ¢ being 
constant. Then—  . 

eje = U + т + у +) = N + ж + ). 

Hence, by the ordinary rules of ratios, 

n = (2 -ils +++ у+:)— (з + г + у) = 

(z— yz = 1 — yjz, or yl: = 1 — e. 

Thus if e is constant y/z must be constant, and therefore 
also (s + z + y)/(s + = + y + 2), which from the above 
is equal to z, must also be constant and equal to 1 — efe. 
That is to say, the resistance must be graded so that the 
successive totals between terminals, of ‘field plus regulator 
resistance, form a geometric series. Tet г be the ratio of 
this series. Let the ratio of maximum to minimum shant 
current, determined experimentally as in Section II, be /. 
Then clearly p = » + 1, since the maximum shunt 
current is E /s and the minimum is ꝝ / (n + 1) = E by 
definition. The value of 7 is, therefore, in this case also 
experimental. 

The first term of the series is s, and the last is s (п + 1). 
Let there be / terms, or steps of resistance. Then— 


r= {s(n + 1/8 1 © = (н + 1)7 = рт. 
It has already been shown that eje = 1 — ус. Now 
yz = (3 + т + /)(зв+ > + у + 2) = 1, and hence 


1 1 
E = 1 — 17 = 1 — ip = (р —1)p',ot = 


ye Ge — 1), which can be put into the form (Ee — 1) 
( y — 1) 21, which is a rectangular hyperbola with 
К 
20 


Pu WP 


Curve of values of rept 
plotted against values of E 
for 2 wits between contacts(e) — 


4 
ка 
өс юо 90 ИК. 
Fic. 7 
1 
asymptotes к/е = 1 and р = 1. A simpler form of the 
game expression is obtained thus: | | 


1 ole. ` E 
1% —-1-—e«[E = (к — е) к, or ps = К/(Е—е) m r, 


'l'his gives a relation between р, which is determined by the 
design of the machine and the conditions to be fultilled ; 
„ the number of steps in the regulator. which is ю be 
determined ; E, the exciting voltage, which ig known; and 


, Which is fixed from experience. 


Consider now a definite case on general lines. © Take «ag 


20 volts. Then a curve can be plotted, ag shown ia fig. 7, 
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showing the relation between the ratio r, or pt, of the 
geometric series, and the line voltage E. The curve is 


plotted from the following values, derived from the ex- 


1 

pression r = р = к|(Е — е) :— 
42. q . 40 70 100 200 300 400 500 600 
Е-е ee . à . 20 50 80 180 280 380 480 580 
r = - 2700 140 125 111 1072 1'062 1°042 1085 

Other curves could be plotted on the same chart for 
different values of е, and these would at once give the ratio 
of the geometric series necessary, at any value of E, to limit 
e to any desired amount, It is clear, then, that for a given 


1 ; р 
value of E, the value of рт is constant for a definite value 
of е. It now remains to investigate the relation between 


e 

t Curve of values of number of steelt) 
20 wits between contacts (e) en а 

40 oo volt circuit" (E), plot tad aginst 


various walues of ratio of masmum 
fo minimum Shunt current (p) 
P 21-042 for ths case 


| Ка. 8. 

\ ' 
t and p as p increases in value. As an example, do this for 
a 500-volt circnit, for which it has already been shown that 


; J 1 
fore = 20,7 = р ғ must have the value 1:042. If pt = 
1:042, then clearly ¢ = log рор 1:012, and the following 
relation is obtained :— | 

po F0 1°25 15 1°75 20 2% 30 35 40 4'5 50 

t ow. 0 54 99 136 168 223 267 304 38'6 867 39°0 

The curve shown in fig. 8 gives the relation between 
p and ¿ graphically, and shows how, for a 500-volt circuit, 
the number of steps of resistance required to limit the volts 
between contacts to 20 increases as the ratio of maximum 
to minimum shunt currents increases. A set of curves like 
this would enable the number of steps necessary for any 
given case to be read off at once. ‘Or, if the dangerous 
point is not frequently reached, the value of / for any 
specified condition is readily calculable frem the simple 


1 
expression д! = E(E — e), which, solved geherally for /, 
becomes / = log plog Е/(Е — e). | 

The case considered in this section is one which can be 
most conveniently dealt with by a set of symbols in the 
shape of a formula rather than by a set of curves; the 
curves have been illustrated, however, to show the general 
shape assumed by the variables entering into the calculation, 
and there might be cases where a set of curves on the lines 
indicated would be useful in no small degree. 

It is scarcely necessary to mention that in all problems 
connected with geometric series, in which the extraction of 
a root such as, say, the 36th or the 50th, is involved, 
the use of a log-o-log scale on a slide rule is of the 
greatest possible value as a time saver. There are several 
of these on the market; the writer has his own favourite, 
while others, no doubt, prefer other types. But the prin- 
ciple embodied in such slide rules enormously increases 
their range of usefulness. | 

In the setting-out of the calculation of a resistance 
with geometric grading, successive totals between terminals 
are obtained as the terms of the series, beginning with s and 


-electrical apparatus,— Eastern Engineering. 


aum. A — 


ending with (n + 1) 8 = ps. Successive steps are then 
obviously obtained as the differences between the successive 
totals so found, and the current capacities at each step are 
found by dividing E by the total between terminals up to 
and including the step considered. | 


NOTES. 


(Continued from page 794.) 


Fatalities,—In the Stirling Sheriff Court last week 
Sheriff Moffat and a jury held an inquiry into the death of John 
Stirling, coal-outting machineman, Hagge, who was fatally injured . 
in No. 3 Broomrigg Pit, Dennyloanhead, belonging to the Banknock 
Coal Co., on April 19tb. David Todd, certificated colliery manager, 
Dennyloanhead, and William MoOallum, chief electrical engineer 
to the Banknock Coal Co., were warned that, in view of possible 
future proceedings, they need not answer questions which might 
appear to prejudice them. Sheriff Moffat, in addressing the jury 
at the close of the inquiry, said it was quite apparent from the 
medical evidence that all the appearances were consistent with 
death resulting from electric shock, and there was quite clear 
evidenoe that at the time of the accident deceased was grasping a 
highly-charged electric coal-cutting machine which was in a defec- 
tive condition. The chief electrician (McCallum), who was a most 
reliable witness, said the machine was defective owing to the non- 
use of the bolt, which caused the oonnection of the cable not to 
be tight, This, in turn, brought about the leakage of electricity 
into the frame of the machine, and naturally was the cause of 
death. Тһе fact that the coal-cutter became alive might also be 
due to the defective state of the leads through the body of the 
machine. He did not think any fault or negligence could be 
attached to Mr. David Todd, the manager. He was not an elec- 
trician and did not examine the machine. Then it was quite 
apparent it was not Mr. MoOallum's duty personally to examine 
the coal-outter, as he stood more or less in the light of an adviser 
to the company. It was unfortunate that McCann, who was the 
electrical engineer at the pit, had been absent from the inquiry, 
and that the principal person who had had the supervision of the 
machine had not had an opportunity to give evidence. In the circum- 
stances it would not be proper to say that any particular individual 
was at fault, but they could say that the ooal- cutter itself was 
faulty. The jury returned a verdict that the accident occurred 
through the faulty condition of the machine, caused by want of 
proper insulation. The jury added a rider to the effect that there 
seemed to have been some negligence, but they did not feel called 
upon to lay the blame of that negligence at the door ofany 
particular person. | ' oe 

A boy of seven received a fatal ‘electric shock on Мау 27th while 
trespassing on Volk’s electric railway at Brighton. The inquest 
was adjourned for expert evidence, k : 


Newfoundlaud,—Mr. T. L. Wilson, formerly of Ottawa, 
has made registration at St. John's, Newfoundland, of a company 
with a capital of $20,000,000, to develop electrical energy in that 
Colony for the manufacture of nitrogenous fertilisers from the 
nitrogen of the atmosphere. 


Penalty for Exporting Carbons.—At East Ham on 
Wednesday, according to the Standard, Messrs. Duncan Maoneill 
and Co. Winchester House, Old Broad Street, E.O., were fined £5 
aod £3, together with £10 10s. costa, on two informations for 
failing to comply with the provisions of the Customs and Inland 
Revenue Act, and failing to comply with the orders of the Customs 
Consolidation Act. Mr. Cecil Simpson, who prosecuted for the 
Customs and Excise, said the first offence was that the defendants 
sent to the Royal Albert Dock two cases of searchlight carbons 
which were supplied by an electrical eompeny. The goods were 
prohibited for export by Royal proclamation. The second offence 
was for not making a proper entry with the Customs before ship- | 
ment. The goods were to be used by a navigation company on 
rivers in India. Mr. Basil Watson, for the defence, admitted the 
charges, and said the goods were only valued at £25. An apology 
was offered. : | 


Cab - Signalling Needed, — Lieutenant-Colonel von 
Donop. in his report to the Board of Trade on the derailment of a 
Midland Railway express passenger train from York to Sheffield at 
Chaloner Whin Janction, York, on the North-Eastern Railway on 
March 28th, states that it was another instance of an accident 
mainly due to a driver not noticing that his distant signal was 
at danger. | 


Electrical Trade in Hong-Kong.—We learn that the 
opportunity for the introduction of cheaper grades of electrical 
supplies in the Hong-Kong field growing out of the closing of the 
trade to German manufacturers as a result of the war, is being 
taken advantage of by Japanese manufacturers, and many lines of 
electrical goods are going into the market from that country. 
There are three well-equipped factories for such goods in Japan, 
according to Hong-Kong importers concerned in this trade, and all 


-of them have carried on an active campaign in behalf of ‘their 


goods, which include practically a!l lines of ordinary electrical 
supplies, aside from electrical machinery, and the finer grades of 
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Educational, — NORTHAMPTON POLYTECHNIC INSTI- 
TUTE (LONDON).—A free scholarship, of the value of £30, open to 
all comers, is being offered to students of optics, in which the 
chanoes have been greatly enlarged by the shutting-off of alien 
supplies due to the war. Particulars can be bad from the hon. 
secretary and treasurer, Mr. Henry F. Purser, 35, Charles Street, 
Hatton Garden, London, E C. 


Institution and Lecture Notes.—Junior Institution 
of Engineers.—A lecture was recently given on Diesel engines, 
by Mr. W. A. Tok y. 

Institution of Electrical Engineers.—The report of the 
Committee of the NEWCASTLE LOCAL SECTION, presented at the 
annual general meeting on May T7th, shows a decrease in member- 
ship, mainly in the Studente' Section, the total now being 261. 
The growing importance of the Tees-side sub-section is clearly 
shown in the report. The following were nominated and have 
been duly elected as officers and committee for next Session :— 
Chairman, Mr. P. V. Hunter; vice-chairmen, Messrs. Н. W. 
Clothier and A. H. Marshall; Committee, Messrs. E. Fawssett, 
G. L. Porter, W. Е. T. Pinkney, Н. S. Elli« C. Turnbull, W. G. 
Guns, T. Carter, M. G. 8. Swallow, C. 8. Vesey Brown, В. W. 
Gregory, J. R. Beard, G. L. Drury, Н. Henderson, Dr. W. M. 
Thornton, Meesrs. F. О. Hunt, A. P. Pyne, J. R. M. Elliott. 
aud W. Cross: Hon. Treasurer, Mr. C. Vernier; Hn. Secretary, 
Mr. J. R. Andrews. 


Volunteer Notes,.—3np Batt. (OLD Buys) CENTRAL 
LONDON REGIMENT (VOLUNTEERS).—This is a voluntary organisa- 
tion, consisting of Old Pablic School and Varsity men and their 
friends, and is affiliated to the Central Association of Volunteer 
Training Corps. Drills take place every evening in Regent's Park 
and other centres, and a week-end camp is held at Wembley Park, 
N.W. An O.T.C. Class is also held at Lord's Cricket Ground, N.W., 
for men desirous of obtaining commissione. Over 350 have already 
obtained them through the Corps’ instructions. A large number 
of eleotrical men are members of the Corpe. Men wishing to join 
the Corpe should send in their aoplications immediately to the Hon. 
Becretary, 205, Oxford Street, W. 

BATTALION ORDERS BY COLONEL S. G. GRANT (OFFICER COM- 

MANDING).—Week-End Parades. 

Saturday :—The Battalion will parade at Baker Street Metropo- 
litan Station at 2.30 p.m. "C" Company, under the 
command of Captain R J. C. Esstwood, will proceed direct 
to Wembley Park and take up a defensive position to meet 
an attack coming from the south-easterly direction. "A," 
“B” and "D" Companies, under the command of Мг. Н. О. 
King, will detrain at Neasden and attack the camp at 


Wembley. Route to be followed will be communicated 
later. 
Sunday :—7 a.m. Reveille. 
10am. Church Parade. 
10.20 am. Companies’ Parade. 
2.15 p.m. Battalion Parade. 


The Quartermaster has made arrangements for serving tea to 
friends of members, on Sunday next. Price 6d. each. Tea will be 
served between 4 o'clock and 5.30 p.m. in the marquee set aside for 
the purpose. | ; 

A. G, JOINER, Captain and Adjutant. 


Late Leral.—ADNIL Evecrric Co., Lrp., е. BRITISH 
TRADERS’ ASSOCIATION.—By a majority the Court of Appeal on 
Wednesday dismissed an appeal by the Adnil Electric Co., Ltd., 
from orders by Mr, Justice Ridley ataying actions brought by them 
against the British Traders’ Association for money had and 
re»eived, and against Andcole & Turner, Ltd., for goods supplied. 
It appeared that ia 1909 the plaintiff company was formed to take 
over the business previously carried on by Marples & Leach, Ltd. 
The shareholders were mainly German, and Mr. Marples and Mr. 
Leach were appointed joint managers. Solicitors were also 
appointed. The British Traders’ Association were a debt 
collecting agency who obtained judgment against a 
debtor in the name of the plaintiff company. In respect of that 
judgment this action was brought. The action against Andcole 
and Tarner was for goods supplied. The question was whether 
the solicitors acting for the company had authority to bring the 
action. They had been instructed by Mr: Marples and Mr. Lach, 
bat since the war broke out had received no particular instructions 
from the directors. There wera three directora—a Dutchman and 
a German, both resident in Germany, and an Englishman who was 
interned there. Mr. Gore Browne, К С., for the company, sub- 
mitted that there was authority to bring the action. Lord Justice 
Swinfen Eady said he agreed with Me. Justice Ridley in that the 
evidence did not satisfy him that Marples « Leach had authority 
to bring those actione. Lord Justice Phillimore assented. Lord 
Justice Bankes concurred with Lord Justice Swinfen Eady. The 
appeals were, therefore, dismissed. 

City AND SovrH LONDON RaiLway Co. г. H.M. POSTMASTER- 
GENEBRAL.—A special case stated in this action to determine ques- 
tions ав to the right of laying telegraph and telephone wires. was 
before Mr. Justice Neville in the Chancery Division on Wednesday. 
Mr. Harmann, representing the plaintiffs, stated that the matter 
was somewhat complicated, but there was a prospect of a settle. 
ment. Under these circumstances, he asked, with the consent of 
the defendants, that the case might stand over, with liberty to 
restore it to the list for hearing on seven days notice. His Lord- 
ship allowed that course to bs adopted, and the case stood over 
generally as arranged, 


The King's Birthday Honours,—Tbhe List of 
Honours which appears just as we go to Press with the last pages 
of this issue, contains the following announcements that will 
interest our readers :— 

Upon Sir Henry Norman a baronetoy is conferred. 

The honour of knighthood ia conferred upon Lieut.-Col. Wm. 
Forbes, general manager of the Brighton Riilway; Edward 
Rigg, Es1., C. B., Superintendent of the Operative Department of the 


Royal Mint; and W. Slinzo, Esq., Engineer-in-Chief of the General 


Post Office. 

Mr. David Mitchell Stewart, Superintending Engineer, General 
Post Office, is appointed to the Imperial Service Order. 

To all these gentlemen the ELECTRICAL Review tenders its 
congratulations. An account of the career of Mr. Slingo appeared 
in our pages at the time of his appointment to succeed Major 
O'Meara as Eagineer-in-Chief (ELEC. Rev., Match 8th, 1912). 


Fire Prevention.—The British Fire Prevention Com- 


_ mittee has issued a Warning circular (No. 16) for factories and 


works engaged on Government and war emergency supplies, con- 
taining useful advice as to the precautions that should be taken 
to prevent the outbreak of fire, of which the risks are increased at 
times of high pressure and all-night working. Copies can be 
obtained free on application to the Committee at 8, Waterloo 
Place, Pall Mall, S.W. 


Appointments Vacant.—Switchmen (303.) for New- 
port electricity department; assistant electrical engineer (£150), 
for Government of Malta. 


Electric Vehicle Costs.—In a recent issue, our con- 
temporary, the Commercial Motor, gave some particulars of the 
electric vans employed by Messrs. J. Lyons & Oo., Ltd., the well- 
known caterers. These comprise опе G. V. and seven Edison 
vehicles, and for four weeks ended April 16th, for two 3 · ton 
vehicles the average current cost per mile was 4d. on a mileage 
of 2223 ; for two 2-ton vehicles the average cost of energy per 
mile was 73d. on 1921 miles; for one 5-ton vehicle the average 
cost of current per mile was 1'3d.on a mileage of 195'2. One 
Edison 4-ton and one Elison 2-ton vehicles have each run over 
7,000 miles between November, 1914, aud May, 1915, while the 
other five Edisona, each covered between 3,000 and 5,000 miles in 
that time. While the initial outlay is greater, Messrs. Lyons 
fiad the working oost of the electric compares very favourably 
with their petrol vehicles, and they iatend to extend their ''elec- 
tric ` flaet, 


Anti-Aircraft Appliances.—A County Council report 
mentions that а new motor emergency tender has been put into 
com mission. This appliance carries a number of smoke helmeta, 
and, iu addition, is fitted with a dynamo, portable searchlights, 
and an electric blower for forcing air into places where dense 
smoke or poisonous gases exist. Itis manned by specially selected 
firemen, who devote considerable time to maintaining the apparatus 


and training and practising therewith.— Va ndard. 
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OUR PERSONAL COLUMN. 


Tha Editors invite electrical engineers, whether connected with tha 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTBICAL REVIEW posted аз to their movements, 


Central Station Officials, —The newly constituted 
Spenborough U. D.C. has decided to retain Мв. ALBERT Pic K@RSGILL 
as electrical engineer, at the same salary and on the same con- 
ditions as hitherto attached to the appointment. 

Mr. E. BROAD has been promoted to the position of shift 
engineer at the electricity works of the Heston and Isleworth 
U.D.C., taking the place of Mr. J. Fletcher, who has been appointed 
station superintendent at Worksop. 

Darby Corporation E.L. Committee recommends that the ealary 
of Мв. A. THOMSON, charge engineer, be increased from £2 7a. 
per week to £130 per annum. 


Tramway Official. —Mr. W. Trke Ronson, late 
manager of the South Shields Corporation tramways, who proceeds 
to take up a similar appointment at Southampton, has been pre- 
sented by the staff and employés with a framed photograph of the 
donors, and a wardrobe made from timber taken from the old 
man-of-war Royal Albert, which was broken up 25 years ago. 

Halifax Tramways Committee has recommended the T.C. to 
increasa the salary of Mr. J. D. CAIBD, traffic manager, from E350 
to £375 per annum, with a further increase to £400 a year henoe. 


General,—As from June Ist, Mr. JAMES FLEMING, 
treasurer to the gas and the electricity departments of tke Glasgow 
Corporation is retiring, and the Corporation has agreed that in 
future the finances of the two departments concerned shall be 
handed over to the control of the respective managers, 
Mr. W. W. Lackie, chief engineer and manager of the electricity 
department, and Me. Alexander Wilson, engineer and manager of 
the gas department. This arrangement will put the electricity 
and gas departmenta of the Glasgow Corporation on the same self- 
contaiaed footing as the Glasgow Tramways Department. 

Мв. NEEDHAM, acting first assistant electrical engineer at 
Dover Admiralty Works, has been appointed first assistant electri: al 
engineer at the Bermuda Dockyard, IIe is succeeded at Dover by 
Мв. J. W. CHURCH, late of Malta, 
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The marriage took place at Askern (Yorks,) Parish Church, on 


May 24th, of MR. Davip Rosser, electrical engineer, late of. 


Askern, now of South Wales, and Miss E. Silmer Richardson, six 
daughter of Mr. John Richardson, of Moss Road, Askern. - P 

Мв. HAROLD W. JACKSON, of the electrio telegraph branch of 
the chief mechanical engineer's department, Lancashire and York- 
shire Railway station, Bolton, has obtained an appointment in the 
electrical department of the Cape to Cairo Railway, and last week 
he was made the recipient of numerous gifts from his late col- 
leagues on the Lancashire and Yorkshire Railway. 
Runnett made the p tations. | 

Мв. MARCONI has recently returned to this country from 
America, and he will almost immediately p to Italy to take 
control of the organisation of the wireless telegraph service of the 
country. ч 

Мв. A. S. MARKS has resigned his position with Mesars, Veritys, 
Ltd., to become London and South of England representative for 
Mesers, Ingram & Kemp and Messrs. Sperryn & Co., Ltd. All 
correspondence should be addressed to his headquarters at 26 and 
27, Hatton Garden, E.C. 

Mr. G. STANLEY WHITE, of the firm of Messrs. George White 
and Co., Bristol, has been elected a director of the Bristol Tram- 
ways and Carriage Oo., Ltd., in the place of the late Mr. Hugh G. 
Doggett. MR. SAMUEL WHITE relinquishes the position of mansg- 
ing director owing to ill-health, but remains on the board. МЕ. 
W. G. VERDON SMITH has been appointed managing director. Мв. 
J. Н. Hows tt, J.P., has been appointed a director of the Imperial 
Tramways Co., Ltd., in place of the late Mr. Н. G. Dozgett. 


Obituary.—Amongst the victims in the Gretna Green 
railway disaster was MR. HERBBRT HENRY FORD, manager of the 
crane department of Measrs. Arroll, of Glasgow. He was 45 years 
of age, and belonged to Bath, where he was at one time with 
Mesers. Stothert & Pitt. : 

Mr. W. GORDON, traffic manager of Dublin United Tramways 
Co., was seized with illnees while ont riding his horse on 
May 27th. Mr. Gordon was apparently in his usual health 
on the Thursday morning last week when he set out on his 
tour of inspection of the depots. He was on horseback and was 
attended by a groom. While passing through Herbert Park he 
suddenly swayed, The groom tried to prevent his falling, but he 
did not succeed, and the unfortunate gentleman reached the 
ground witha thud and expired immediately. Deceased, who wasa 
native of London, had reached his 68th year, He had a wide 
experience in tramway management in England and on the 
Oontinent before his appointment to Dublin in 1899. Mr. Gordon 
"m popular with the various staffs and with the general 
public. \ | 

The secretary of the Dublin United Tramways Oo., Mr. R. 8. 
TRESILIAN has also passed away very suddenly. He had arranged 
for a holiday in the South of Ireland, but his state of health 
necessitated an operation in hospital When thia had been 
performed, it was thought that he would go on satisfactorily. 
Two days later, however, he collapeed. Mr. Tresilian was just 
over 60 years of age. 


Wills.— Mn. F. W. Lawson, a director of Fairbairn, 
Lawson, Combe Barbour, Ltd., left £128,033 gross and £106,796 
net personalty. 

The late Da. 8, G. Rawson, Principal of Battersea Polytechnic, 
and chairman of the Counoil of the Association of Technical 
Institutions, left £4,237. 

The late Мв. THOMAS*BULLOUGH, a director of Howard and 
Bullough, Ltd., left £704,034 gross and £697,128 net personalty. 
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NEW COMPANIES REGISTERED. 


ГА 


Poulsen Wireless Telegraph Co., Ltd. (140,191), —Rogis- 
tued May 28th, by Steadman, Van Praagh & Gaylor, 4, Suffolk Street, Pall 
MM East, S.W. Capital, 4,450,000 in l shares. Objects: to carry on the 
business of electricians, manufacturers, generators, accumulators, suppliers and 
distributors of electricity and electrical energy for telegraphic, telephonic, light- 
tag heating and other purposes, telegraphists, telephonists, proprietors and 
monagers of telegraph and telephone works, lines, systema, stations and 
Hanges, etc., and to adopt an agreement with the British & Overseas 
engineering Syndicate, Ltd. The signatories (with one share each) аге: F. 5. 
Gastor, 4, Suffolk Street, Pall Mall East, S.W., solicitor; A, W. Urquhart, 4, 
Saftolk Street, Pall Mall East, S. W., clerk; G. Humphries, 4, Suffolk Street, 
Гап Mall East, S.W., clerk; J. R. Gallort, 4, Suffolk Street, Pall Mall East, 
S.W., clerk; S. F. Layzell, 20, Ventnor Road, New Cross, S.E., clerk; W. B. 
Pearson, 4, Suffolk Street, Pall Mall. East, S. W., solicitor's managing clerk; 
E. Holding, 17, Herbert Road, Wimbledon, S.W., clerk, Minimum cash sub- 
scription, seven shares. The first directors (to number not less than two or 
snore than six) are: Sir Leigh Hoskyns, Bt, Cotefield, Banbury, Oxon; А. 
Davidson, 93, Upper Thames Street, I. C.; S. F. St. J. Steadman, 4, Suffolk 
Street, Pall Mall East, S. W.; L. S. Robertson, 28, Victoria Street, S. W.; V. 
Gsandil, ll, Park Lane, W.; and C. Hage, Stockholmsgade 43, Copenhagen, 
Denmark. So long as C. Haye, or his personal representative, and the come 
pany called Det Kontinentale Syndikat fur Poulsen Radio-Telegrafi Aktie- 
seiskab, and their original nominees or their personal representatives respec- 
tively, hold at least 100,000 shares, the said C. Hage and the said company 
and the survivor of them shall be entitled to two nominees on the board, and 
2u long as they hold less than 100,000, but not less than 50,000 shares, they 
«hill be entitled to one nominee on the board. Remuneration of directors, 
44200 each per annum (Chairman, £300), and £1,000 extra, divided between 
them, in any year when 10 per cent. dividend is paid (increasing to £2,000 
if 20 per cent. or more is puid). Registered office: 4, Suffolk Street, Pall Mall 
Last, SW. 


Mr. J. H. 


British Bachelet Ordnance Co., Ltd. (140,484).—Regis- 
tered May 28th, by Ray, Jackman & Falck, 58, Margaret Street, W. Capital, 
£20,000 in £l shares. Objects: to carry on the business of manufacturers of 
und dealers in ordnance of all kinds for naval or military use, machinery, 
engines, apparatus and accessories, ironmasters, steel makers and converters, 
colliery proprietors, coke manufacturers, miners, smeltera, engineers, metal 
founders, electricians, electric, magnetic, galvanic and general engineers and 
contractors, generators and storers of electricity, etc., and to adopt an agree- 
ment with C. R. Howes, of 42, Piccadilly, W. The signatories (with one 
share each) are: Н. G. Barrett, Mill Land, Clayton, Sussex, gentleman; T. W. 
Druitt, Carrig Cleena, Maidenhead, gentleman; F. W. Tagg, 10, Tressillian 
Road, Brockley, S.E., accountant; L. Н. Falck, 58, Margaret Street, W., 


‘solicitor; B. A. Cole, Oaklands, Bolton Road, Harrow, clerk; Н. Crosland, 


Woodhurst, Crawley, Sussex, gentleman; C. Vane, 54, Bernard Street, Russell 
Square, W.C., gentleman. Minimum cash subscription, seven shares. The 
first directors (to number not less than three or more than seven) are to be 
appointed by the signatories. Qualification, £5, Remuneration, 10 per cent. 
of the profits available for distribution, divisible. Secretary: W. E. Newell. 
Registered. office: 166, Piccadilly, W. 


Semple and Co., Ltd. (9,402) .—This company was regis- 
tered in Edinburgh on May 28th, with a сар) of 41, in £1 shares, to 
acquire the business of electrical and mechanical engineers carried on by 
Semple & Co., 170, Hope Street, Glasgow. The subscribers (with one share 
each) are: R. Semple, Tunc Brachead House, Johnstone, mechanical engineer ; 
J Н. Ballantyne, 49, Polwarth Gardens, Glasgow, civil engineer. Private com- 
pany, The number of directors is not to be less than two or more than seven, The 
first are R. Semple and J. Н. Ballantyne. Qualification, 100 ordinary shares. 
Remuneration, £10 per annum. Registered office: 170, Hope Street, Glasgow. 


Mico, Ltd, (140,440).—This company: was registered on 
May 22nd, with a capital of 4,500 in CG shares, to carry on the business of 
manufacturers of and dealers in accumulators, lamps, batteries, magnetos and 
electrical apparatus and fittings of all kinds, motor components and accessories, 
etc. The subscribers are: Mrs. W. Н, Hawdon, Yetholm, Elmfield Gardens, 
Gcsforth, 250 shares; J W. Cook, 57, Norfolk Road, Byker, Newcastle-one 
Tyne, accumulator maker, 6 shares; C. F. H. Foster, 24, Beaconsfield Road, 
Stcke, Coventry, magneto expert, 10 shares. Private company. The number 
of directors is not to be less than two or more {һап five. Mrs. W. H. Hawdon 
is permanent managing director, Solicitor: C. Crowther, 23, Abingdon Street, 
Westminster. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. | 


Cryselco, Ltd.—A memorandum of satisfaction in full 
on May 19th, 1915, of trust deed dated May 6th, 1910, securing 47,500 first 
and 7.500 second debenture stock, has been filed. 

Trust deed, dated May 20th, 1915, to secure ¢,10,000 debenture stock, charged 
on Kempston Ironworks, Kempston, Bedfordshire, and company's undertaking 
and property, present and future, including uncalled capital. Trustees: H. S. 
Deacon, Kempston, Bedfordshire, and A. Baker, Billiter House, Billiter Street, 


Rawlings Bros., Ltd.—Issue, on May 20th, 1915, of £500 


deLentures, part of a series of which particulars huve already been filed. 


Midget Lamp Co., Ltd.—Particulars of £400 second and 
41,000 third debentures, created April 8th, 1915, filed pursuant to Section 93 
(3) of the Companies (Consolidation) Act, 1908, the amount of the present issue 
being 4,400 and £500 respectively. Property mn The company's undere 
taking and property, present and future, including uncalled capital, No 
trustees. 


James Keith and Blackman Co., Ltd.—1Issue, on Мау 
llth, 1915, of £1,000 debentures, part of a series of which particulars have 
aliezdy been filed, Memorandum of satisfaction in full of debentures, dated 
October 29th, 1901, and February 9th, 1914, securing £1,000 also notified. 


Electrical Distribution of Yorkshire, Ltd. (84,972).— 
Capital, £50,000 in £1 shares. Return dated March 9th, 1915. 36,500 shares 
taken up; 36.737 105. paid, leaving 45762 105. in arrears. Mortgages and 
charges: £5,000. 


Bromley (Kent) Electric Light and Power Co., Ltd. 
(54,127). —Capital, £100,000 in £5 shares. Return dated April 26th, 1915. 
15,000 shares taken up; 475, 000 paid. Mortgages and charges: £,65,003 4} 
per cent, debenture stock. 


Citv of London Electric Lighting Co., Ltd. (34,406).— 
Capital, C1. 200.000 in £10 shares (80,000 ordinary and 40,000 preferred). 
Return dated March 3th, 1915. 70,595 ordinary and 40,000 oe shares 
taken up; £1,105,950 paid. Mortgages and charges: 800, 000. 


Telephone Co. of Egypt, Ltd. ( 17,824) .—Capital £200,000, 
in 36,000 preferred and 4, deferred shares of £5 each. Return dated April 
28th, 1915. All shares taken up. £5 per share called up on 24,000 preferred; 
£120,000 paid; £80,000 considered as paid on 12,000 preferred and 4,000 de- 


ferred. Mortgages and charges: £184,201. 


Chelsea Electricity Supply Co., Ltd. (20,468).—Capital 
4,400,000, in 74,000 ordinary and ,000 preferred shares of £5 each. Return 
dated March 25th, 1915. 49,436 ordinary and 6,000 preferred shares taken up. 
x5 per share called up on 37,770 ordinary and 6.000 preferred; 4,218,850 paid; 
£98,330 considered as paid on 11,006 ordinary, Mortgages and ch pes: 
4,175,000 debenture stuck, 


Northampton Electric Light and Power Co., Ltd. (28 640). 
Capital £150,000, in 10 A“ an 149,990 '' B "' shares of £1 each. Return 
dated March IIth. 1915. 10 “А, 78,500 В" ordinary, and 31,490 * - 
preference shares taken up; 110,000 paid. Mortgages and charges: C5. 1065. 


CITY NOTES. 


Anglo-Argentine Tramways (o., Ltd, 


Mr. J. В. Coxcannon presided at the annual meeting, held at 
Winchester House, E.C., on May 27th. He said it was hardly 
necessary for him to detail the reasons for the set-back whic 

the accounts revealed. They were all familiar with the con- 
ditions which prevailed in the Argentine both before and 
since the war. Whilst the total receipts for the year under 
review as compared with those of 1913 showed а decrease of 
£112,196, the net profits declined £24,032 only, thanks to the 
reduction in working expenses, due mainly to the heavy ex- 
penditure upon maintenance in the years 1911, 1912 and 1913, 


804 


J THE ELECTRICAL REVIEW. 


[Vol. 76. No, 1,958, JUNE 4, 1916. 


which resulted in the permanent way, rolling stock, etc., being 
put in good order, and thereby allowing a eubstantial reduction 
to be made under this head in 1914. On the other hand, the 
debenture charges and interest on temporary loans showed an 
increase of £123,237, after allowing for interest for works 
in course of construction charged to capital. The working of 
the first section of the subway lines had helped matenally 
to reduce the loss from the eurface lines during the past and 
current years. The work of constructing the second subway 
section had been suspended, the Municipal authorities having 
inet Шеш very handsomely in this respect by sanctioning the 
postponement of the coininencement of the work for one year 
after the termination of the war. Their investments at cost 
showed a depreciation of £47,378 on the basis of the estimated 
market values of Deceinber 31st last. The reserve fund of 
£75,145 was available to meet this deficiency, but (following 
the precedent of kindred companies) they had not thought it 
advisable at present to take any action in the matter. During 
the continuance of the war it was impossible to estimate cor- 
rectly the value of the investments. They would notice the 
item of £29,810 in the balance sheet under the heading of 
deposits with contractors abroad. This represented cash paid 
on account of cars, ete., ordered from Continental firms which 
had not been delivered, and pending the termination of the 
war the matter must be left in suspense. The gross decrease 
in trattic receipts for the four months ending April 30th last 
was £92,482, and the net profit showed a reduction of £43,237. 
Having regard to all the circumstances of the moment, they 
thought it prudent to carry forward the balance of £96,408 
remaining at the credit of net revenue account after payinent 
of all charges and preference dividend, As for the future, he 
would not attempt to prophesy. They all knew how depend- 
ent the Argentine was on good crops and stock-raising. The 
immediate outlook seemed fatourable, as the wheat and 
maize crops promised to give better results than those of 
Jate vears, notwithstanding the fact that they seemed to be 
somewhat prejudiced by the heavy rains which fell during 
the first three months of the current year; whilst the bigh 
freight rates which prevailed at present were a handicap. 
Still. the ruling prices of meat, wheat, ete., showed a hand- 
same profit to producers. The prosperity of their company 
depended on the prosperity of the Argentine Republic, and 
they hoped that the remaining inonths of the year would show 
improvement. The company had contributed £300 to the 
Prince of Wales’ Fund and £200 to the Belgian Relief Fund, 
and they were paying full salaries. to four of their London 
staff. who volunteered for the Field. 

Mr. С. M. Rose seconded the motion, and the report was 
adopted without discussion. 


United River Plate Telephone Co., Ltd. 


Тнк annual meeting was held on May 27th at Winchester 
liouse, E.C., Mr. GEORGE FRANKLIN presiding. The Chairman, 
after referring with regret to the death of Mr. David Simith 
Gnanaging director), eaid that notwithstanding the general 
conditions in Argentina, whieh had been affected by the war, 
the gross earnings and the net profit were substantially the 
кише for the past two years. The gross earnings for 1914 
amounted: to £030,051, as compared with £611,057 in 1913, 
while the gross maintenance and other charges had amounted 
to £468.46, as against £447,004. The profit for the year was 
416. 5, as compared with £164,052—a decrease of 42,217, 
whieh, under the circumstances, might be considered satis- 
factory. Included in the expenses were the customary pro- 
visions for the maintenance and renewal of plant. on which 
£124,903 wan expended last усаг, an increase of £23,965 over 
the previous усаг. The capital expenditure for the year had 
abeorbed £186,065, of which £70,206 was on account of under- 
ground plant, as compared with £364,004 in 1913. On real 
estate they had expended £46,605 last year, as against £24,671 
in 1913. That was following out their policy of substituting 
undezzround for overhead plant, and of purchasing land and 
buildings im which their exchanges were erected instead of 
having to rely upon tenancies. The reserve for renewal of 
plant now amounted to £512.55, and that, with the reserve 
fund account Which, after this vear'e appropriation, would 
mount to £316138—formed, in the opinion of the board, an 
adequate reserve for any wastage likely to occur on the 
capital expenditure in the Argentine, Which now amounted to 
£2590 SA. The reduction in the capital expenditure last year 
reflected the poliey of the board due to the outbreak of war, 
heeause, apart from the fact that the growth of the company’s 
умееш did. not require the extra outlay, they felt that, con- 
sistent With business prudence, it was necessary to limit capital 
expenditure at the present tune to the smallest possible 
minount, The stock of materials stood at £160 474. a reduction 
баши the vear of £57 bau satistactory feature. as it was 
зани that inaterials on the other side were hable to depre- 
canen. The growth of the business as indicated in the 
number af subscribers showed, for the first thie in the com- 
pouy s history, no increase during the vear. That indicated 
the gravity of the erisis through which Argentina had passed, 
bait it had enabled them to postpone with greater базе the 
provision of new buildings and the erection of exchanges. The 
stusnation was only. temporary and due to abnormal causes, 
and While it wae tn possible to prophesy ae to the future they 
u ust oreuasiuber that soe far America had escaped the most 


baneful consequences of the war. The Municipality of Buenos 
Aires had granted them a new concession on satisfactory terme, 
under which they were allowed to extend their. underground 
system and put down subways. In Cordoba they now had an 
excellent automatic system established, and last January they 
put into service a 5,0U00-line automatic system at Rosario. 
During the coming year Argentina should, he thought, show 
a fair measure of prosperity, and that in its turn should be 
reflected in the company's business. 

Sir F. GREEN seconded the motion which, after a short die 
cuesion, was adopted. 


Lancashire Power Construction Co., Ltd. 


IN their report for. the year ended March 3156, 1915, the 
directors say that during the period the company completed 
its contract with the Parliamentary Company for the extension 
of the power station and plant. The balance of profit due 
thereon, amounting to £1,864, hae been brought into the 
account. The trading profit of the Lancashire Electric Power 
Co. for 1914 amounted to £29,961, plus interest on hire-purchase 
plants, etc., amounting to £511, making £30,471, compared 
with £23,526 for 1913. The balance brought forward from 191: 
was £419. Debenture interest has absorbed £4,500, reserve 
fund £10,000, a dividend of 3 per cent. £12,969, leaving 
£3,422 to be carried forward. The following figures indicate 
the development of the company's business: — 


1912. 1913. 1914 
Units generated xi T " 23,110,507 25,191,442 32,157.55 
Max. load in KW. - THEE ES x 6,730 9,720 10.210 
H.P. connected vs m mee 16,400 23,900 27,013 
Receipts 42,773 54,415 £048 
Expenditure 215 Ln 2.28,156 £31,730 £354 
Profit оп trading $5 - 4,14,617 £22,785 £2901 


It will be observed that, while the dividend and the amount 
set aside for reserve have been maintained on the same basis 
as for 1913, the amount carried forward has been increased 
by £3,000. The revenue account of the Lancashire Power 
Construction Co., Ltd., shows that the total receipts for the 
Year ended March 3lst, 1915. amount to £19,344, and after 
deducting the expenditure, £17,110, the available balance of 
42.224 is to be carried to reserve account. 
Annual meeting, June 10th. 


ee 


Electric Construction Co., Ltd. 


Mn. P. E. Beecucrort presided at Winchester House, E.C., 
on May Xith, at the annual meeting. lle said that the fore- 
cast he made at the last general meeting had been justified, 
and they were able to submit results that day with which he 
was eure they were satisfied. The gross profit on manufactur- 
ing and contracting amounted to £71,909, an increase of 4.2 
per cent. ‘This increase might appear somewhat small, but 
he would remind them that since 1911 they had recorded sui- 
stantial improvements year by year from manufacturing and 
contracting, as the following figures proved :—1910-11, £47,344; 
1911-12, £53,700; 1912-13, £62,000; 1913-14, for ten mouths 
£57,50902 per annum, £69,000; 1914-15, £72,000. In five years. 
therefore, they had increased their gross profit by more than 
5) per cent., and, given ordinarily good times, they did bat 
think they had reached their maximum. The comparatively 
lower rate of increase last vear, however, was affected by the 
exceptional conditions under which they (in common with 
all manufacturers) had had to carry on operations, Since the 
outbreak of war they had suffered from a scarcity of labour, 
no less than 30 per cent. of their workmen of eligible age having 
joined the Forces. Great delay had occurred also in obtaining 
delivery of certain classes of raw material, while the demand 


for prompt delivery of their. products had been insistent, 


necessitating a considerable amount of overtime. Concur- 
rently, the prices of raw materials (which were almost exclu- 
aivelv manufactured articles) had risen steadily since war Was 
declared, but as they had a considerable amount of orders 
booked on the old basis they were unable to obtain the benent 
of higher prices for their products until the financial year was 
well advanced. It must not be assumed that the receipt of 
Government or war orders necessarily meant larger additiona. 
profits out of proportion to those accruing to ordinary 
business: such was not so, at least in their case. Orders had 
been entrusted to theim directly by the Government aud by 
Government contractors which had to be executed under very 
great pressure, Necessitating a good deal of overtime, and he 
desired to express the appreciation of the directors for the 
admirable manner in Which these orders had been executed 
Work had been carried out uncotmplainingly, and he thanked 
all, from the managing director ae for their 100165 
fatigable zeal and for the manner in which they had met tbe 
demand upon their time and energies. ‘Towards the end ol 
the financial vear they, in conjunction With other engen 
establishments in Wolverlhiaiupton. granted an increde 10 
Wages of 3s. per week to skilled inen. and а cotrespeudiug:s 
lower increase to unskilled. Recognising also the bardsinp rf 
the increased cost of living, а War bonus had been granted te 
members of the staff Whose Wages Were less than 55s. per week 
— a concession Which had been much appreciated. These ect: 
(ions Were not felt to any material extent in their mant- 
facturing profit last year, but he mentioned them in ulder 
that they might appreciate their effect during the year new 
current. General charges had increased at the rate of 7 4 ler 
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се?%. pér annum, but the increase had been counteracted by 
lower coet of maintenance ef-plant and buildings. The total 
expenditure, therefore, showed no increase, and the whole im- 
provement of £3,000 in gross profit was available for dástri- 
butioB. Having: given the comparative gross profit for the past 
five “years; he gave Ње net profits for the same period: 
1910-11, £15,000; 1911-12, £20,300; 1912-13, £27,500; 1918-M, 
far ten months, £27,000=per annum £32,400; 1914-15, £35,500. 
These showed that since the increased demand for electrical 
machinery set in a very large proportion of the increased 
gross profit had become available for distribution. In other 
words, the increase in standing charges on the bigger volume 
of business had been inappreciable. The past year had to 
some extent benefited in this respect by the extension which 
had been made to their main factory, and which had materially 
reduced the cost of handling, in addition to enlarging the out- 
put facilities. It might have occurred to some of them that 
the Board had been ultra-conservative in. recommending a 
dividend of only 6 per cent. on the ordinary shares. In normal 
tunes they would have been justified in recommending a 
larger dividend, but they came to the conclusion that, having 
regard to all the uncertainties produced by the deplorable 
war which the nation was now waging, they would be con- 
sulting the best interests of the shareho ders if they only paid 
the same rate as last year. The only item in the balance sheet 
calling for comment was shares in other companies.“ This 
asset was almost entirely represented by their hokling in the 
Electrical Power Storage Co., Ltd., and it had now been 
written down to what was considered to be tlie realisable value. 
An extraordinary general meeting of that company was to be 
held on June 4rd to consider and, if thought fit, to pass a 
special resolution for amalgamation with Pritchetts & Gold, 
T.td. Yf the provisional scheme of amalgamation was approved 
by both companies, the manufacturing operations of the Elec- 
trical Power Storage Co. would be transferred to Dagenham. 
and the economies which would be effected thereby would 
enable a good dividend to be earned upon the reduced value 
of the shares. He admitted .that they had dealt with the 
item drastically, but they were now in the happy position of 
being able to say that every item in the balance sheet stood 
(Subject to what he said last year about the properties, patents 


and goodwill) at its xealisable value or less, every item of a 


doubtful character having been fully reserved or written down. 
To enable them to write down the shares in other companies, 
they had had to transfer £39,403 from general reserve, but 
they were restoring the sum of £17,403 from last year's profits, 
making the amount to the credit of general reserve fund 
£86,000. If they continued to make substantial contributions 
to general reserve, though not necessarily to the same extent 
as last year, the item of goodwill in two or three years would 
be extinguished entirely, and this, in his opinion, should be 
the aim of every industrial concern. He would again direct 
their attention to the etrong financial position which they 
enjoyed. Their entire liabilities, apart from debenture stock. 
were only 422.22, whereas their realisable assets amounted 
to £173.964, and they had, in addition, £17,983 in cash. From 
the point of view of the debenture holders and the preference 
sharehoklers, he might also point out that, after providing 
for depreciation, the debenture interest last year was covered 


кіх times over, and the dividend on the preference shares 


almost nine times—a. position which he did not think was real- 
ised having regard to the market price of these securities. 
Having referred to the death of Mr. W. Bullock, a director 
whe had acted as manager for.13 vears at Wolverhampton; 
the election of Mr. David Willock, the secretary, to the board; 
and the appointment of Mr, W. M. Furniss as manager at 
Wolverhampton, the Chairman said that it was always dan- 
gerous to prophesy, but all the indications at present pointed 
to a busy and successful year. 

Mr. J. Gray (Managing Director) seconded the motion, and 
the report was adopted without discussion. | 

Replying to a resolution re-electing him as a director, the 
CHAIRMAN said the essential qualities required by a manufac- 
turing business were indefatigable energy and conservative 
optimiain. The first was possessed by their employés at Wol- 
verhampton, and he believed that he himself was a conserva- 
tive optimist. He believed there was a great future in store 
for the company. 


Prospectuses.—South Metropolitan Electric Light and 
Power Co., Ltd.—This company has been offering to holders of its 
shares and debenture stock a further £25,000 of 4} per cent. first 
mortgage debenture stock at £95 per cent. and 25,000 6 per cent. 
camulative second preference shares of £1 each at par. A com- 
mission of £1 per cent. is payable on the debenture stock and of 
ls. per ehare on the preference shares, making the net coet to the 
subeoribev £94 for the debentures and 198. for the preference 
shares. The debentures are repayable at par in 1931. The pro- 
aspectus states that the dividend on the preference shares is covered 
more than three times over. The money is required to meet the 
continuous increase in the business. : 

The Cornwall Electric Power Co, їз offering for subscription 
£60,000 5 per cent. debenture stock at 95 rer cent. 


Shropshire, Worcestershire and Staffordshire Elec- 
tric Power Co.—The report states (according to the Financier) 
that the net revenue for 1914 amounted to & 25,366. After deducting 
expeness, including £250 written off cost of electric lighting orders, 
. the directors propose to add to reserve £4,500, to pay a dividend 
at the rate of 3 per cent. per annum and to carry forward 4899, 


Banbury and District Electric Supply Co., Ltd. 
—The report adopted at the annual meeting heid on Monday at 
Electrical Federation Building showed that the number of con- 
sumers had inoreased from 312 to 353, but the number of units 
sold decreased from 607,447 to 547,489, due to the effect of the war 
on the business of the district. The revenue was £4,255, and the 
working expenses were £2,448. After paying debenture interest, 
putting £600 to renewals, £104 to sinking fund for redemption of 
debentures, and paying 24 per cent. on the ordinary shares, £319 
is to be carried forward. | ; 


Worcester Electric Traction Co, Ltd.—The report 
submitted at the annual meeting held at Electrical Federation 
Offices, Kingsway, on Monday, showed that the revenue was 
218.525 for 1914, as compared with £18,071 for 1918. After 
deducting expenses chargeable to revenue, including £1,738 for 
renewals, £4,432 remains. After putting £1,000 to reserve, and 
paying 31 per cent. on the ordinary shares, £293 is to be carried 
forward. The company has sold its motor-omnibus intereste to 
the Worcestershire Motor Transport Co, Ltd., and now holds 
8,238 £1 shares out of 19,347 shares issued. 


Petters, Ltd,—Dividend on the ordinary shares for 
1914, at the rate of 5 per cent. per anuum, as compared with 
10 per cent. for 1913. 22,000 is carried to reserve, and £5,000 
to meet war losses. | 


Brazilian Traction, Light and Power Co., Ltd.— 
A dividend of 1} per cent. for the three months ending June 80th, 
1915, on the 6 per cent. cumulative preference shares, is announced, 


Ruston, Proctor & Co., Ltd, — Dividend on the 
ordinary shares for 1914 7 per cent. per annum, carrying to special 
reserve for contingencies arising out of the war £25,000, and carry- 
ing forward £13,353. i 


‘Canadian General Electric (o., Ltd,—A quarterly 
dividend of 1} per cent. for the three months to the 30th inst. on 


the common stock is announoed, 


Stock Exchunge Notice,—The Committee has ordered 
the following to be officially quoted :— 


Newoastle-upon-Tyne Electric Bupply Co., Ltd.—Purtber issue of 60,179 
ordinary shares of £1 each, fully paid, Nos. 787,601 to 797,679); and 224,882 5 per 
cent. preference shares of £1 each, fully paid, Nos. 687,601 to 912,889, 


Mackay Companies.—The regular quarterly dividend 


on the common shares of 1} per cent, is announced, 


STOCKS AND SHARES. 


TUESDAY EVYENING. 

BesiwESS in the Stock Exchange continues to plod along 
quietly. Chief among the themes of discussion is Ше air raid, 
of the early part of the week, which took place in the “ out- 
lying districts" of london. Although these visitations are 
becoming sufficiently frequent to make members already some- 
What blasé, a very different effect has been the stimulus given 
to recruiting and to underwriting policies. Investment markets 
are somewhat heavy. A. substantial second edition of the War 
Toan is expected to be made before long, and, pending its 
arrival, investors in gilt-edged stocks are inclined to hold their 
hands. It is still remarkable, however, to observe the difficulty 
that exists in obtaining such first-class shares as those, for 
instance, of the good electricity supply companies. 

An interesting newcomer of the week, the South Metro- 
politan Electric Light and Power Company provides. This 
takes the shape of £25,000 44 per cent. first mortgage deben- 
ture stock offered at 95, and 25,000 6 per cent. cumulative second 
preference shares at £1. As no part of the issue 18 underwritten, 
applicants for the debenture stock get it 1 per cent. cheaper, 
and tlie preference shares are subject to 1s. per share discount, 
making the nett cost 94 for the debenture stock, and 19s. per 
share for the preference. The prospectus shows the interest 
on the debenture stock and the dividend on the preference 
shares to be well covered, according to the profits of the past 
two vears. The stock is repayable at par on July Jet, 1931. or 
earlier, at the company's option, on six months’ notice, at 110. 

The existing shares were last done at 195, 9d., and the com- 
pany's7 per cent. preference at 238, 134. No transaction hae 
been recorded in the debenture stock since the Stock Exchange 
reopened at the beginning of January; the price at the end 
of July, on the eve of the war's outbreak, was 984. City of 
London. debenture is а point or two lower, and falls of 10s. 
have taken place in London Electric aud St. James’ ordinary. 
Counties fell 1 to 112, and London Electric preference weak- 
ened to 5 sellers. . 

Mlectrie Constructions at 13s. are ex dividend, and во are 
the preference at 1. Babeock & Wilcox are le. easier at 21. 
and Callenders shed part of their rise of last week. The 
manufacturing group as & whole is very steady. 

Amongst Home Railway stocks, a dwindling tendency is 
again marked, Underground Electric issues have given way, the 
income bonds at 703 being 21 down, while the Is. shares ate a 
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few pence lower. Central London ordinary has failed to maintain 
the strong front hitherto presented; there is a little stock on 
ofler, and the price has fallen 3 to 77. The 4 per cent. guaran- 
teed preferred ordinary remains at 50, and the deferred is about 
the same price as the ordinary stock. East London changes 
hands infrequently on the basis of 44, and a bargain has been 
lately inarked in the 4 per cent. “A” debenture stock at 90. 
Metropolitan Surplus Land is in some demand around 543, 
and the company's ordinary stock at 29 is one of the few to 
show an improvement on the week. Various rumours are 
afloat with reference to the probability that some of the Home 
Railway companies will be requiring to make fresh issues of 
capital before the end of the current six months, and two or 
three of the steam lines have already approached their stock- 
holders with this object. 

The unsettlement produced by the tramway strike acts as a 
depressing factor upon prices. London United Tramways 4 
per cent. debenture stock is 5U, and no transactions have been 
recorded in the issues of the Metropolitan Electric Tramways 
since the middle of last month. Potteries preference were 
done at 10s. 64. a few days ago. 

Anglo-Argentine Trains are a better market, on the consider- 
ation that the passing of the ordinary dividend is really a bull 
point for the pre-ordinary descriptions, inasmuch as it enables 
the company to carry forward a largely increased sum to the 
new year. The first preference shares have recovered to 4i, 
and the 4 per cent. first debenture stock 1s 14 better at 83. 
Brazilian Tractions dropped to 49 on a shrinkage in the Rio 
exchange to the round shilling, but there was a subsequent 
recovery to 50 on the declaration by the company of its usual 
quarterly dividend on the preferred shares. 

That affairs in Mexico are no better is made evident by a 
circular just issued by the Board of Trade, in which stress is 
Jaid upon the huge quantity of paper money now in circula- 
tion, soine of which there seems every reason to fear will be 
absolutely valueless when peace comes. * Much of this paper,” 
gavs the British Vice-Consul at Guaymas, '' has been printed 
and lithographed on such poor paper that it is wearing out, 
and will djsappear or be unredeemable. Moreover, a great 
deal of counterfeit is in circulation, as well as bank issues 
without the sanction of such banks." Mexico Tramways 
common shares changed hands at 3) on Monday, and the 
second inortgage bonds at 31 two days earlier. In Mexican 
Light and Power issues the market has come to something 
like a full-stop for the tine being. Auckland Tramways 5 per 
cent. debenture stock hae been done at 101, and Bombay 
Elecetries are firm on the excellent report. 

Telegraph and Telephones tend to the duller side, and there 
are falls in Anglo-American Telegraph preferred, Eastern 
Extensions, Eastern ordinary and preference, Globe prefer- 
© ence, Western ordinary, and West India and Panama. There 
is no particular pressure to sell, and the dulness arises from 
the lack of buyers to take what small amount of stock 
executors of deceased accounts would like to place. Great 
Northerns rose £1 to 31, and New York Telephone bonds have 
started to recover. Marconi shares keep very firm, the ordi- 
пагу being a shade better at 3te., while Canadians are 5s, and 
Americans 108. | 

The Canadian General Electrice Company has declared its 
regular. quarterly dividend of 14 per cent, on the common 
tock, Which has had the effect of stiffening the price to 92}; 
While for the preferred there are still buyers in the neighbour- 
hood of 108. Stock and shares in companies connected with 
Canada have been. somewhat dull on the whole, in sympathy 
with the weakness of Ainerican securities engendered by the 
renewal of the impression that, unless Germany provides the 
United States with а much more satisfactory answer to 
President Wilson's demands than that already formulated, 
America may find herself face to face with the prospect of 
war. The Consolidated Gas, Electric Light & Power Company, 
of Baltimore, is another which has declared jts regular divi- 
dend of 1d per cent. on the common stock. 

Reuters Telegram: Company's report breathes the hope that 
the State will recognise the sacrifices entailed upon the under- 
taking by reason of the war, which brought about Government 
interference with the business. Reuter's Bank passed its 
dividend, so that the £15,000. provided from this source last 
year is missing in the current report. The net profits of 
£5,900 are about one-sixth of those for 1913; and the company, 
as already notified, has passed its own dividend. The occasion 
has been taken. however, of writing off the goodwill aecount 
and making substantial allowance for depreciation of invest- 
ments, including the holding in Reuters Bank shares. The 
nominal quotation. for the Telegram Company's shares is 44, 
but there is nest to nothing doing in them, and to get a bid 
for the shares is naturally dimeult. 

The Rubber market shows a good deal of firmness. in con- 
Reauence Of good reports recently issued by some of the com- 
panies Whose shares stand at low prices. These reports came 
as a pleasant surprise to the market, and, as a favourable 
Inflnence, served to counteract a trifling decline in the price 
of the raw stuff. The Armament group is somewhat harder 
than it was last week. Northern Stock Exchanges, however, 
are doing se little in their popular shares that London is not 
di» posed. to initiate fresh activity in them. ‘The Copper group 
IS supported өп the one hand by the firmness of the Paris 
Кге, and inclined on the other hand to retlect the dulness 
Apparent in most American securities for the reason already 
mentioned. The net result of these conflicting currents із 
that business has shrunk to an exceedingly low ebb. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Hon Exzcraicry CoxPANIBS. 


= Price - 
Dividend, June 1. Rise or fall Yield 


1014, 1915. оза week, p.c. 
Brompton Ordinary  .. oe . 10 — 6 1 8 
do. 7 per cent. Pref, .. .. 7 7 — 410 4 
do. do. do. а Pref. ee 44 -m 6 9 1 
do. do. City Pr e ee ee 44 4 — Б 12 6 
до. 4 De а ee oe ee oe 4 === 4 9 0 
Chelsea ' se ee ee se ee b 4 — 6 8 1 
до. 43 Deb. ee ee ee eo 43 92 -— 4 13 10 
City of London ee ee ae. ee 9 143 =. 6 6 4 
do. Й до. 6 cent. Pref, ee 6 1% = 4 18 0 
do. do. b e ee ee ee 6 113 — 4 9 8 
do. do. 4 Deb. a 96 —2 413 10 
County of London ee oe ee 1 11$ == à 6 8 1 
o. do. 6percent. Pref... 6 lla — Б 4 4 
do. do, 18% Deb. ee ee d 100 — 4 10 0 
do. do.- ла Deb. . ee 96 xd — 4 14 9 
Kensington Ordinary eo | ee ae 9 1 ж 6 8 1 
London Electric .. әз o's ee 4 14 — { 8 0 0 
do. до. 6percent. Pre. 6 5 — 6 0 0 
M do. ed 4 b. ee se oe 4 и" — H 18 : 
etropo ee oe . eo т 
do. per cent. Pref, — .. 4 — 613 6 
do. b. ee ee oe 94 — 4 15 9 
do. b. ee ee еә 16 == 4 18 4 
St. James’ and Pall Mall : ee 10 73 — 4 6185 4 
do. do. do. 7 percent, Pref. 7 б == 6 910 
do. do. do. 8 Deb. 8 15 — 413 4 
Bouth London ee ae ee ee 6 8 = 6 13 4 
South Metropolitan Pref. ae - 7 1 — 6 4 6 
Westminster Ordinary .. oe . 9 1 — 6 о 0 
do. & Pref. ee ee ee E — 4 : 13 4 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pret, ee ee ee 6 106 — $ = 5 14 4 
до. t. es oe ee 13 234 — 8 6 18 4 
Ohile Telephone ee ее ee os 8 62 -— 5 18 6 
Cuba Bub. Ord. ee ee ез oe 5 8$ -e 6 M B 
do. Pref. ee ee ee ee 10 15 -— 6 18 4 
n x) se ее 1 18 — i *6 1 Б] 
0. 4 Deb. ae ee 4 93 — 4 q 0 
Bastern Tel. Ord.. б ео es ee 1 188 —1 *6 0 4 
\ do. 84 Pref, ee ee ee 84 15 t 1 4 18 4 
do. 4 b. ee oe ee 4 #2 = 4 1 0 
Globe Tel, and T. Ord. .. 5% T 0 ll — 649 
do. ref, ee ee ee 6 113 - è 6 3 2 
Gt. Nortbern Tel. Ss œ > B 81 +1 720 
Indo-Buropean °з ee ee ee 65/- 64 m 6 0 4 
Marconi ee es ee ге ов 20 148 + à 11 17 0 
New York Tel. 44. cs we “se & 97 1i 413 0 
Oriental Telephone Ота. га » 10 2 — 500 
do. ef, ee oe 6 А a 6 i 1 
Tel, E t Deb. es ее ee ee “a 88 om. 5 9 8 
United R. Plate Tel. o 8 баха — 7 7 0 
0. Pre 0 es ое 6 6 — 6 0 0 
West India and Pan. es ee ee 1 H т A 8 0 0 
Western Telegraph 25 EP АР 1 18 — 3 *$18 6 
о, Deb. ee ae 4 vl т. 4 6 в 
Homes Ratts, 
Central London, Ord. Assented .. 4 т — 8 64n 
Metropolitan as > - ёе 1 . 99 +2 413 
do. District ee ee ee Ni 103 = N il 
Unde d Electric Ordinary... Nil 12 — Nil 
0. do. " A" ee ee Nil 5h — Sd. Nil 
do, do. Income «„ 6 703 —2 9 30 
Fonnien Trams, &o, 
Anglo-Arg. Trams, First Pref. e 6 41 — £69 
до. ana Pref. ee ee et 81 — è 1 6 8 
do. 4 Db... б 88 414 416 3 
* do. Deb. ee ee 43 81 m 1 6 8 6 
до. 5 b. ec ^ ec 5 87ха == 6 16 0 
Brasil Tractions ee ee ee ee 6 60 —2 12 0 0 
Bombay Electrio Pref. .. "n 23 6 10g — 6 16 10 
do. 4 * oe ae 4 91 — 4 19 0 
Mexico Trams... T „ ww Ni 86 — Nil 
do. 5 percent. Bonde .. — 68 — Nol 
do. 6 per cent, Bonds .. — 82 —3 Nil 
Mexican Light Common ee SQ МИ 20 — Nil 
do, Pref. ae ee es Nil 39 —: Nil 
do. Ist Bonds  .. „ = 48 —1 — 
Adelaide Вор, 6 per cent. Pret, - 6 62, — 618 0 
до, 6 Deb. oe se eo 5 108 — 417 1 
MANUFACTURING ОомрРдитиа, 
Babcock & Wilcox z РР „ 14 24 —]1/- 612 0 
British Aluminium Ord. i T 6 21/- — 416 8 
do. Pref. ee ee 6 18/6 =" 6 9 9 
British Insulated Ord. .. ie . 1^ 111 — 613 4 
do. Pref. oe ee se 6 = 6 0 0 
British Westinghouse Pref, .. e 71% i — 715 0 
do. 4 Deb. oe ee ee ee 4 72 — 6 11 1 
do. 6 p. lien 92 d T 6 101 + 619 0 
Callenders.. ., «5 we 15 123 телф 626 
do. 5 Pref... ee ee ee 6 5 — 6 0 0 
do. 44 Deb. es ee ee 4$ 98 — 4 12 4 
Castner-Kellner .. ee ee 0 15 A — 419 6 
}.dison & Swan, £8 pd. .. s e Nil 1 — Nil 
do. do. 4 Deb. os ee ee 4 63 — 6 1 n 
do. do. b о Deb. ee ee 6 60 =: R R 8 
Elecyrio Construction .. .. .. б 18/-xd — 9 4 8 
do. do. Pref, ee ee 1 1з 4 - 1 0 Ü 
Gen. EF leo. Pref, ee ee ee ee 6 1C,5 — 5 17 8 
Honl»j;8 vs ка s ae . 20 14 — 3 04 
do. "i Pref, ee ee ee ee 4) 4 — 4 12 4 
do. 4 Deb. ee ee oe ee 44 91 == 4 1 9 
Ind ia- Rubber 24 "s ee ee 5 9 — 511 1 
Telegraph Ооп, ee ee о ee 20 87 — G 9 10 


* Allowance made for dividends being paid free of income-tax. 


Hong-Kong Tramway Co., Ltd. — After chargiog 
£6,530 for depreciation and providing for debenture interest, aud 
including £7,479 brought forward, the net profits for 1914 were 
£17,022. А dividend of 10 per cent. is proposed, writing 43,00! 
off properties, and leaving £6,897 to be oarried forward.— 


Financier, 
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Fluctuations in May. 
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The Glasgow Iron Market was closed on May 8rd and 18th. | 


Russian Electrical Industry : German Control.— 
A Petrograd paper quotes from an address delivered by V. A. 
Kieselieff to the Technical Soc:ety, Petrograd, on the organisation 
of the German electrotechnical industry, and the possible resulte 
for the Rasian electrotechnical industry. He observed that in 
1903 there were seven large electrical concerns in Garmany which 
were both producers and consumers of electrical energy. i 


Faking’ 
advantage of the support of the banking houses, which promptly 


recognised the importance of this branch of industry, these con- 


cerns made rapil progress. However, after the orisis of 1901-5 . 
the larger 


concerns absorbed the smaller ones, so that there 
remained two—the Siemens-Schuckert and the General Electricity 
Co. With the advantage of their power of extreme speoialisa- 
tion, the great extent of their production and their immense 
resources, these two companies cover nearly the whole world with 
a system of eleotrotechnical concerns which they finance and con- 
trol. Thus the General Electricity Co. is interested in several elec- 
trotechnical conoerns, the nominal capital of which reaches the 
oolossal figure of 2,000,000,000 marks, Not content with tbeir 
role ea uoers of electrical energy, these companies soon get 
into hands the production of all manner of electrical equip- 
ment, and rapidly destroy all competition in respect thereto, At 
the preeent moment these two companies, as & fact, hold in their 
hands the entire electrotechnical industry of Russia. In some 
form or other they control all branches of production of 
installation materials in Russia. Some houses that have b2en 
nominally oonsidered to be Swiss, Balgian, or French, 
are upheld really by German capital for the most part. 
Bat how is the electrotechnical industry of Russia to extricate itself 
from this abnormal situation? The lecturer said that the proposi- 
tion of many to increase the Customs tariff would not serve at all 
to increase the Russian production, but would rather strengthen 
still further the German conoerns operating in Russia. He con- 
sidered that the only way out wa; the formation of a great 
financial organisation—an “ Electrobank "— with plenty of money, 
which would enable the young Russian electrotechnival industry 
to compete with German capital. Sach a bank with entire absence 
of risk, аз the eleotrotechnical industry was essentially progressive, 
judged by German experience, would attract much money, and 
make it possible for the Russian electrotechnical industry to emerge 
from Garman control. The meeting generally agreed with the 
lecturer, but some of the audience held that the lack of experi- 
enced workman in the country, and the unsatisfactory position of 
this industry in the schools, necessitated the adoption of correg- 
ponding measures for the rectification of these drawbacks. 


textile mill, after having been shut down on the Sat 


ELECTRIC POWER IN INDIA." 


By Н. R. SPEYER, A. M. I. E. E. 


(Concluded from page 775.) 


The fact of many of the pioneering electric power instal- 
lations in India not proving so successful as anticipated hag in 
many cases turned the owners of mills, factories and collieries 
against the use of electric power for industrial purposes, and 
although to-day this feeling has to a great extent been overcome,. 
it is still a matter of considerable difficulty to convince owners. 
and others that, apart from the saving in capital outlay and 


. running expenses, inherent advantages appertain to the electrical 


drive which are not possible of achievement with steam. 

In textile mills the steady and uniform speed results without 
doubt in & better quality texture, and the output over the same 
running hours is materially increased to an extent depending 
upon the careful lay-out of the machinery, but unfortunately in 
very few oases, if any, are manufacturers prepared to guarantee 
these resulte. Although they are convinced in their own mind 
that such is the case, it is rarely that one is able to induce 
manufaoturers to convert their beliefs into written guaranteed 
peroentages, which is really the only basis on which it is possible: 
for laymen to base the value of a conversion from steam, which 
may have done well for 25 years, to electrid power. The approxi- 
mate coal consumption of the milla and factories in Iodia in 191? 
was 1,460,000 tons, and the approximate horse-power available for 
electrification was 250,000 1. H. P. 

The lay-out of a mill or factory to operate successfully in Indis 
cannot be designed to the best advantage at home, for in each case 
local conditions and the topographical position of the site must be 
taken into consideration. Experience has shown that many drives, 
which have proved eminently successful at home, have not given 
the best results in India. During the rainy season the average: 
urday after- 
noon, requires approximately double the amount of power to get. 
under way on the following Monday morning, owing to the 
abnormal humidity causing the rope drives to tighten during the 
interval. It is, therefore, advisable when designing an electric 
drive with either ropes or belts to allow for the starting gear 
having an overload capacity of 80 to 100 per cent. Experience has 
shown that whilst in the majority of cases three-phase induction 
motors are quite capable of dealing with this temporary overload 
the capacity of éhe starting gear has been quite inadequate. 

The advisability or otherwise, viewed from the manufacturers” 
point of view, of taking & supply of electrical energy from a public 
company in preference to generating current on the premises, is 
being keenly contested at ths present moment in one of the largest. 
industrial centres of India. 

There is, however, little doubt that for emall outputs up to 
1,090 H. P. it is far more economical for consumers to take a supply 
from a local company; but in the oase of 15,000 н.р. or more for 
a 10-12-hour daily load throughout the year, manufacturers 
realise that with equal facilities for an adequate supply of water 
for condensing purposes and equal rates for coal, they are in a 
position ta generate electric power as cheaply as a public supply 
company. 

It appears a matter of difficulty to convince manufacturers of 
the fact that the ourrent supplied by the company represente 
effective power, whereas in generating power on the premises the 
difference of cost between indicated and actual horse-power—in 
which must be included such losses as may be occasioned in the 
boiler and engine house aa well ae in the main transmission drives 
—has to be borne by the mill-owner. he 

In India duriog nine months of the year a steady power load 
due to fans is maintained throughout the 24.hourg, The peak 
lighting load is superposed on the fan load, but the resultant 
station load-factor (defined as the ratio between the mean and the 
maximum load) may average as high as 65 per cent. It, therefore, 
becomes a matter of very serious consideration as to whether 
а very material advantage is to be gained by an Indian public 
supply company catering for heavy mill loads which will again be: 
superposed on the fan and lighting psak-loade. 

It must be remembered that the revenue per unit obtained from 
the two latter loads is far in exoess of the price which it is possible 
to charge the mills and factories for a supply in bulk. 

If care is not taken to limit the sale of power for such purposer, 
the earning capacity per kilowatt installed in the station may easily 
be decreased to а greater extent than it is possible to reduce the 
standing charges per unit generated, by the introduction of such 
loads 


The diversity factor obtained with a fau and lighting load is of 
great advantage to the station, whereas a big power load over- 
lapping the evening peak of the lighting and fan loads may prove the 
reverae of remunerative, unless the charge for such a power load is 
saddled with a proportionate charge of the capital expended on 
general dietribution. Іс would therefore seem necessary for a stand- 
ing charge to be Jevied in addition to a rate per unit metered ; but 
such a method of charging appears inexplicable to the mill-owner, 
and in many cases it is owing to controversy on this point that 
mill-owners have installed their own plant, It appears, however, 
that this basis of charging must be enforced in order to safe- 
guard the interesta of the supply companies, as i& may happen 
that through a shortage of raw materials or the excees of produo- 


* From the Journal of the INSTITUTION ОР ELECTRICAL 
ENGINEESS (Abstract). 
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TABLE II.—ELECTRICAL POWER RTATIONS AND PLANTS IN INDIA (WORKING AND IN COURSE OF ERECTION, JUNE, 1918). 


Ahmedabad Cotton Mill .. Ahmedabad Currimbhoy Cotton Mill .. Bombay Madras Corps. Plant . Madres 
Akola and Mid. India Gin Akola Cordite Water-Power Station... Nilghiris Mahmedbhoy Cotton МШ ... Bombay 
Factory David Cotton Mill Bombay Mathematical Institution . . Calcutta 
Anglo-Indian Jate Mill eee Caloutta Dawn Cotton Mill eT " Monarch Flour Mill ... 26 R 
Apollo Cotton МШ ... . . Bombay Delhi Tramway Co. ... Delhi Madras Electric Tramways ... Madras 
Assam Oil Mill a „ә, Assam Dum Dum Ammunition Fao- Dum Dam Munnar Hydro-elec. Works ... South India 
Baroda State Plant. , Baroda . tory Mussorie Hydro-eleo. Plant .. Mussorie 
Bengal Iron & Steel Works ... Barakur East India Coal CO. . Caloutta Nepal State Hydro-electric Nepal 
Bengal Nagpur Ry. Works ... Calcutta East Indian Rly. Works Sus 5 Works : 
Bengal & North-West Ry). . Lahore E. Pabaney Cotton Mill Bombay New City Flour Mill. . Caloutta 
Birkmyre Brothers’ Jute Calcutta E. D. Sassoon Cotton Mill >: New Oity of Bombay Cotten Bombay 
Factory Elphinstone Cotton Mill .. Mill 
Bikanir City Flour Mill .. Bikanir Empress Cotton Mill .. * Nagpur New Keleewarar Cotton Mill Ooimbatere 
Bikanir City Oil Mill ... » Fazibhoy Cotton Mill «ee Bombay North-Western Ry. Works ... Lahore 
Bikanir State Plant iss i i Finlay Cotton Mill 505 Р Noondydroog Mines .. Mysore 
Bombay, Baroda & Cen. India Bombay Fort William Flour Mill ... Calcutta Ooean Jute Press. .. Oalcutta 
Rly. Works | Great Indian Peninsular Rail- Bombay Oadh & Rohilkhand Rl). Oudh 
Bombay Ootton Mill ... 885 ә way Works Patiala State Plant * Patiala 
Bombay Electric Tramway " Godak Water Falls ... .. Belgaum Phoenix Cotton Mill ... Bombay 
and Power Co. Gold Mohur Cotton Mills ... Bombay Pondicherry Elec. Inst. .. Pondicherry 
Bombay Flour Mill ... sis Р Government Pablic Works Ootacamund Quetta Residency Station .. О зема 
Bombay Municipal Sewag » Department Quetta Staff College .. " 
Works Government Press .. Madras Rangoon Elec. Tramway . . Rangoon 
Bombay United Mills... us a Government Printing Press ... Yeravda Ranigunj Colliery... .. Raniganj 
Buckingham Mills .. Madras Government Secretariat . Calcutta Ripon Cotton Mill ... .. Bombay 
Budge Badge Mills ... Caloutta Gwalior State Piant ... ... Gwalior Sarah Bridge Plant ... Sarah 
Burma Railway aes „ә, Rangoon Gwalior State Railway .. Gwalior San Jute Press T Calcutta 
Barma Oil Co.'s Dapó* ... Calcutta H.M.Mint  .. . ... Calcutta Swan Cotton Mill Bombay 
Bombay Telephone Co. ... Bombay Hindoosthan Cotton Mil. „ Suraj Jute Press Calcutta 
Caloutta Electric Supply Oo.... Cossipore India Jute Mill Sorab Cotton Mill Bombe; 


Oalcutta Ordnance Dept. ... 


Indian Bleaching and Print Bombay 


Srinagar Hydro-elec. Works UN Каз 


Calcutta Real Property Co. .. Calcutta Works _ Shri Buldeo Cotton Mills  ... Hathras 
Calcutta Telegraph Dept. б Indore State Iastallation ... Indore Simla Hydro-eleo, Works .. Simla 
Calcutta Elec. Supply Corp. „ Indastrial School 4 eee Lucknow Sun Cotton Mill eee Bombay 
Cauvery Falls Works ... .. Mysore Jacob Sassoon Cotton Mill ... Bombay South Indian Railway Nagapatam 
Oawnpore Harnes: Factory ... Cawnpore Jamadaba Colliery „ Jamadaba Taj Mahal Hotel wie Bombay 
Caxton Printiog Works .. Bombay Jamshed Cotton Mill ... . Bombay Tata Swadeshi Mill... 5 
Central Jute Prem  ... ee Calcutta Jubilee Cotton Mill ... T 8 Tata Hydro-eleo. Works „+, Lonavia 
Civil Engineering College. Sibpur Kolar Goldfields Plant *. Mysore Tata Iron & Steel Works ... Kalimati 
Colaba Land Cotton Mill Bombay Madhawji Dharamsey Cotton Bombay Thomason Eng. College ... Roorkee 
Oolombo Tramway C». . . Ceylon Mill Tibutil Gold Mines .. Ánantpur 
Cossipore Gun and Shell Fao- Cossi Madras Elec. Sapply Oorp. ... Madras The Times Presa 55 Bombay 
Madras Portland Cement ,, Upper Swat Canal .. Malakand 


tory 
Cresc mt Cotton Mill ... Bom bay 


R Works 
Crown Cotton Mill 885 


Y on over demand, a number of mills may be shut down two or 
three days per week over many months of the year. 
. Detailed data concerning the principal power supply companies 
in India have been tabulated in Table J. 
M ы 1 private generating stations in India are given in 
4 Я 
A namber of the Indian State-owned railways have now under 
consideration important projects for the electrification of inter- 


urban and main lines, and it is quite likely that many such. 


schemes will mature in the near future. 

In conclusion, it may be said that the more important manu- 
facturing centres of India to-day are fully alive to the advan- 
tages appertaining to the installation of electric plant, but if 
British manufacturers are desirous of obtaining a fair percentage 
of this trade it is easential that they should send out to the 
country their best men, and should endeavour to standardise a 
special line of machinery suitable for the unfavourable climatic 
conditions and unskilled treatment to which the machinery is 
subjected. 

Mill-owners, agents and laymenin general must on their part be 
prepared to lay aside pre-concerted ideas on the electric drive, 
and endeavour to grasp simple technical facts, whilst engineers 
must, on the other hand, be prepared to broaden their outlook to 
embrace not only technical points but elementary commercial 
‘factors. In this way the eleotrioal industry in India will 
prosper to the advantage of both the mill-owner and British 
electrical manufacturers. | 


LOAD FACTOR, OUTPUT AND COST. 
By C. ASHMORE BAKER, A.M.I.E.E. 


(Continued from page 777.) 

A STUDY of the various items which go to make up the total cost 
of production indicates that the variations from the mean are fre- 
quently so great as to render superfluous any closer approximation 
than a straight line law connecting the logs of load factor output 
and cost. In the matters of total working expenses and average 
price charged, however, the extremes do not vary to such a wide 
extent from the means, and the author has been tempted in the 
case of these items to push the approximation a stage further, 

If we divide our undertakings into three groupe, namely :— 

(a) Those whoee load factors are less than 16 per oent. 

(^) d whoee load factors are 16 per cent. or under 20 per 
cent., an 


i Madras Telegraph Dapt. 


— gr ш —j—.. чк шше —k—kkkkꝛX—ÄL—v. ́öPk.dẽ MÀ аа 
— — 


Victoria Jate Press... . . Oalcutta 
á Western India Cotton Mill ... Bombey 


(c) Those whose load factors are 20 per cent. or over, 

And if for each of these groups we find and plot the к.к. rela- 
tion as already described, we shall obtain the three dark lines 
A, B and C, fig. 5. It will be observed that if these lines were pro- 
j20ted towards the right they. would cross, which means (if the 
logs of K and E were actually related by a straight-line law) that 
for very large values of к the cost per unit for high load factors 
would bs greater than the cost per unit for low load factors, which 
is obviously absurd. It is probable, therefore, that instead of 
being a straight line, the graphic relation between log E and log x 
is a curve slightly ssgging downwards. 

If we work out the relation between log log K and log log E for 
the group of larger towns, as before, we obtain the relation :— 


log log є = 347 — (log log K x 07711) -— (5) 
where є is the value of E, correeponding with the mean value of ^ 


. for the undertakings in questiop. 


Taking as correct the equation conneoliog ^ and р already 

obtained, namely, equation (3), where p = 11°8/A 0:831, E becomes 
o Xe et sas 985 Sige. | vayas ies (6) 

Similarly for the relation between output, load factor and price : — 


log log p = 0289 — (log log K X 1°75) eec (7) 


where p = the average price corresponding with the mean value 
of \ for the undertakings in question. 


In this case log р = 1°34 — (log A x 1°027)... (8) 


so that the average price charged per unit (of total supply) = 
P-pX2L6A1027 .. ve .. .. (9) 

Diagram 6 hae been prepared from equation 6. The dotted 
curve in fig. 3 is also derived from equation 6, the full curve 
being worked out from equation 4; in these two curves the mean 
variation of ^ with К has been taken into account as satiafying 
the equation А = 9 x K. 

Fig. 6 should be useful in enabling fairly accarate comparisons 
to be made between undertakings having wide differences in output 
and load factor. 

The usual method of taking into account the influence of load 
factor consists in dividing the total cost of production into 
"gtanding" and running charges. From the foregoing equa- 
tions or from their corresponding diagrams we can ascertain what 
should be the average working cost for a station of any aise 
and for any load factor under any heading. 

Fig. 7 gives a series of curves so caloulated for the item x, 
“total working expenses for undertakings of various sizes, The 
equivalents of these curves in praotice are taken to be 
straight lines and they probably would be approximately such for 
any given undertaking. 

It will be noticad that for values of ^ above 10 рег cent. they 
are very flat, and might, between reasonable limite, be replaced by 
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straight lines without serious error. Straig ht lines have, in fact, been 
drawn through points calculated to cut the curves at the ordinates 
representing ^ = 10 per cent. and 30 per cent, respectively. These 
lines projected back to zsro will give us fairly olcsely the respective 
standing and running components of working cost for undertakings 
of the siz»s they represent. | 

The point of intersection with the zero ordinate is the total 
standing cost per kilowatt exolusive of capital charger, and the 


кот] 
$ E 


refers to the right-hand scale. The upper scale representa the 
lower curve plus interest and sinking fund at 71 per cent. on the 
capital expenditure oalculated from curve A, fig. 12. 


USE OF THE EQUATIONS IN PRACTICE, INFLUENCE OF 
LOCALITY. | 


With а view to applying the standard of comparison afforded by 
the foregoing equations to various classes of undertakings for the 
purpose of ascertaining the influence of 
locality on the cost of production, I have 


divided the municipal undertakings hitherte 
. considered as a single class into three separate 
classes, namely :— 


(а) 31 Undertakings situated within the 


area known as Greater London, and as defined 


by the Metropolitan Police area. 
(^) 71 Undertakings situated in or near the 


PENCE 


various coalfielda, 
(c) 106 Undertakings situated in other 
provincial towns scattered throughout the 


KILOWATTS 


Ега. 6.—ToTAL WORKING EXPENSES PER Unit SOLD, 


slope of the line (that is, the diff rende between the standing 
and the total cost at any poiat divided by the number of units 
corresponding to the load factor for that point) represente the 
additional running cost per anit. 


British Islee, 
The method of comparison ia as follows :— 
For each class separately an equation was 

, determined connecting the maximum load к 
with the various items of cost. The relation 
between K and ^ for the class was also de- 

termined (fig. 9). 

Thus it was possible to plot for each class 
of undertaking a curve correlating K and 
each item of cost, and on the same diagram 
to plot the corresponding standard curve for 
the eame ranges of K and X. | 

Here then we have a direct meana of com- 
parison siz} for size, and load factor for load 
factor, of cur three olasses of undertaking, 

with the general averages for municipalities throughout the country. 
Taking first the London group, we might reasonably expect to 
find higher working costs under every head of expenditure. 


“oO ‹ 23 
LOAD FACTOR / 


CURVES SNOWING THE RELATION BETWEEN К & X ron VARIOUS CLASSES OF UNDERTAKING 


C PROVINCIAL MUNICIPALITIES 
CXCOAL AREAS 


О. LONDON COMPANICS 


b STANDING COSTS PCR KILOWATT 


е 
LOAD FACTOR 7 


Fig, 7. 


It will be noticed that both the standing costs per kilowatt and 
the running costs per unit vary with the maximum load. Taese 
variations are shown in fig. 8, in-which the lower curve represents 
running costs per unit and refers to the left-hand scale. It will be 


noticed that even in quite small undertakings the running cost , 


ehould not exceed one-third of a penny per unit. Tae middle ourve 
representa standing charges in pounds prr kilowatt per annam, and 


STANDING CHARGES PER KILOWATT ANO RUNNING CHARGES PER UNIT 


MAXIMUM LOAD (KILOWATTS) = K 


Еа. 9. 


Thie, however, is noticeably true only for the items “ Fuel" and 
Management (which are about 25 per oent. and 50 per cent. 
respectively in excess of the standard), and Rent, rates and taxes," 
of which more hereafter. 

-The other items are in fairly clos» agreement with the standard 
ourves. 

Ia fig. 10 is given the diagram comparing the total working costa 
for London municipalities with the standards, the former being 
shown in full and the latter in dotted lines. 

As regards the coal area towns it is not an easy matter without 
а personal knowledge of each town to decide whether it should be 
considered as being in a coal area or not, and my classification 
must, therefore, be considered as purely arbitrary. An interesting 
hint is given us in fig. 11 however. Jp 

Here it will be seen that, although the ooal oost per unit 
is considerably lower than the general average for the smaller . 
undertakings, this advantage vanishes when we come to 
the larger towns, Manchester, Glasgow, Bir- 
mingham, &c., from which we may conclude 


«f 


11111111 Do SUL тыб o obtain tho full bent 
u 
ЕЕЕ ЕЕЕ НЕЕ a S Spee. оон cur тойда, not merely 
S EESE E Pi, mese them 
ш ЕНЕ “т т СЕЧЕ ЕЕЕ 2224 Even а short railway journey such as that 
= POC 2255 8 1 iha mi burb into the big to 
o — — — —— 4 —— — LLL к 7 7 rom e mining subur i e wn 
ә ККЕ E 65 ров up the cost of fuel considerably. 
-Q каш шшш шш шш — ee A HHH Except as regards the rates and taxes, the 
BSS Seen ß au пп аана — 8 8 32 = 
шшщ гш] 9$ S£. remaining items of cost, contrary to commonly 
zc AIMARAS а SEES NEUE Ear E Ка nad ideas on the, mibjeok do aot ahow апу 
2 H" $ 48 marked divergence from the normal. Generally 
c е 
ч 0 - < 9 g% speaking, they are somewhat lower, owing 
E ES et] H ə & 59 - doubtless to the somewhat lower cost and 
8 — — 2 ig lower standard of living іп coal areas, 
8 NN Bi eb b2 particularly in the smaller towns. 
a EH A With regard to the curves for the ordinary 
= 222 Е provincial towns, little need be said except 
2 HRE ШП: * that they are, as was to be expected, markedly 
2 8 8 Q 8 8 8 similar to the general average. 
9 = еа 8 © 8 8 8 8 © The curves relating to rent, rates and 
8 T Б 2 8 8 taxes for the various groups of local 
MAXIMUM LOAO—KILOWATTS. authorities, as also for those of companies, 


FIG. 8. 


are marked chiefly by anomaly. 
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Thus, in the case of London locsl anthorities the rate per unit 
‘under this head increases as the load increases, and therefore as 
the average price charged decreases. Ia the ease of the coal area 
towns also this is true, but to a less extent. In the case of the 


‚ Loc K LONDON  MUNICIPALITIES 


( PENCE ) 


- 
* 


COST PER UNIT 


KILOWATTS 


Fic, 10. 


ordinary provincial .municipalities this with 


item decreases 
increased load and with the average price charged. In the case 
of companies working in ordinary provincial towns the rent, 


COAL AREA MUNICIPALITIES 


COST OF FUEL PER UNIT (PENCE) 


FId. 11. 


rates and taxes item also decreases with the average price, but to 
a greater extent than in the case of the corresponding muni- 
cipalities, во that the average charge under this head is in this 
case less for the companies than for local authorities. 

With London companies again the rates. Ko. per unit rise 
with the size of the undertaking ae in the case of the muni- 
cipalities, but the average cost per unit to companies is nearly 
double that paid by London municipalities. 

The whole question is in fact extremely complicated and 
interesting, and well worth further study, but whether this 
investigation is properly the function of engineering science or 
that of the Society for Pez chioal Research, I do not as yet feel 
competent to express an opinion. 

( Te be continued.) 


NEW ELECTRICAL DEVICES, 


AND PLANT. 


FITTINGS 


Electrical Tide Gauge. 


Messrs, GENT & Co, LTD. of Faraday Works, Leicester, have 
recently eompleted an interesting application of their water level 
indicating apparatus for the purpose of registering the state of 
tide during the night, in conjunotion with oertein dredging 
operations now being undertaken by Meears. Topham Jones and 

silton. ` 

The apparatus, which is fixed on а timber dolphin about half а 
mile from the shore, consists of а 25-volt Walker Horrocks auto- 
matio electric lighting plant driven by a petrol engine, and having 
accumulators of 240 ampere-hour capacity for supplying the 
current to five differently coloured Anchor type lampe. 

The mechanism, which is operated by a float fixed in a stand- 
pipe under the dolphin, consists of a number of switches operated 
by a lever which is geared to a chain connected with the float, 
and as the tide rises and falls every 6 in. difference in level causes 
the switches to operate, and cut in different groupe of lamps in 
acoordance with a prearranged oode. Different combinations of 
red, green and white lampe indicate differences in level from s2ro 
to 19 ft. 6 in., and with a epring tide the change of lights takes 
place approximately every five minutes. 

The plant is entirely au‘omatic in working, being self. starting 
self-regulating, and elf. stopping; occasional oiling and 


replenishing of fuel only are required. If the engine fails to 
start, a g is given by a red light at the side of the engine- 
house, but the calls will supply light for about four days after this 
warning has been given. A time switch is used in the circuit to 
cut off the current during the day time. 


Railway Carriage Lighting. 


In view of the great amount of attention that the subject of 
the correct illumination of railway carriages has recently been 
receiving at the hands of the illuminating engineers of railway 
companies and others, the accompanying illustration is of 
interest. 

This railway carriage is one of a large number built by 
the Metropolitan Carriage, Wagon and Finance Co, Ltd., at 
Saltley, Birmingham, for the Central Argentine Railway. The 
overall dimensions of the carriage are approximately 66 ft. x 9 ft. 
It is divided into two compartments, each 25 ft. х 9 ft., and in 


HOLOPHANE LIGHTING IN A RAILWAY ОАВВІАСИ. 


each compartment are installed four 13-in. Holophane Reflector 
bowls (each equipped with two 40-watt lamps) down the centre of 
the coach, whilst on either side there are four Holophane Pines, 
No. 3,150, with 40-watt lamps. 

The power provided in this case is very liberal, enabling an 
illamination intensity of 6 ft.-candles to be obtained uniformly 
over the whole reading plane. Notwithstanding that the illumiaoa- 
tion intensity ie so high, excellent diffusion and evenness are 
obtained from the use of the Holophane glassware, whilst glare 
and shadows are obviated. The carrisge has a lively and pleasing 
appearance when illuminated, and the handsome furnishings are 
shown up to advantage. ' 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week, Correspondents should forward their communi- 
eations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession. , . 


Cab Signalling. 


I notice in your issue of May 21st an article by Mr. W. H. 
Dammond, of Nottingham, with reference to cab signalling." He 
still calls the Reilophone a toy,“ and adds that it isa very 
frivolous waste of time" to test a toy. 

Mr. Dammond reminda me of a child whose toy is always better 
than anybody else's, and who never gives oredit to, the work 
involved in designing toys. He condemns the Railophone without 
knowing anything about it, and judges in a very autocratic manner 
what is right and what is wrong. After he has run everything 
down in a wholesale fashion, he thinks it fitting to ask Mr. Acfield 
to explain some important details of the Railophone. Then, before 
finishing his illogical outburst, he groups the wireless inductive 
(Faradic) system of the Railophone with the radiq active (Hertzian) 
wave system, and declares them both " decidedly wrong." I donot 
think he would know the real difference between these two 
systema, and so he comes to the following conclusion :—" The 
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"wireless impulse tries as hard to go to the wrong locomotive as it 
сосе. to go to the right опе, but the same is not true with the ramp 
eyatem." | 

I agree with him as far as a purely wireless or Hertzian system 
and his ramp are concerned, especially when а ramp is bodily torn 
up bya passing train, as happened last year, when the ramp made 
no attempt to go to & wrong train. 

I do, however, not at all agree with him about his argument, 
viz., that the same happens with the Railophone. First of all, the 
Railophone is a true positive safety system and the ramp is the 
reverse. Secondly, with the Railophone, continuous control of the 
‘trains is assured and a positive clear signal is obtained on the train, 
which, by the arrangement of the primary circuit, is converted 
into a positive danger signal. Those who have studied the induc- 
tive researches and tests I have carried out, and all .thoss who are 
conversant with the laws of induotion, know that the governing 
factor of a Railophone plant is the mutual" induction between 
the two circuite, Such mutual induction depends on the dispositions 
and dimensions of the primary or stationary circuit, both being of 
a rectangular shape and parallel. Now in the calculation of a 
mutual induotanc), the net inductive force creating a current in 
‘the secondary depends on the logarithmic value of the respective 
padi rig between the limbs of the primary and the secondary 
cirou 

Such value in a Railophone plant of correct design is the log 10 2, 
so that we can write:— 


M =k x logio 2 


for the safety zones, and :— 


M = X * log 10 1 
for the danger z nes. 
в Ав logic 1 = 0, we have proof of the soundness of a Railophonio 
induction plant. 

I may mention for the information of your readers, that with a 
мор plant the value for the constant & is approximately 

== ^ b. 

Ач, I believe, I have previously promised you to furnish the 
technical Press with all the details of my research work, now ex- 
tending over five years, I shall be pleased to give your readers full 
particulars and diagrams, as soon as time and circumstances permit, 
and if the railway companies desire me to do so. 

In the meantime, I am glad to have succeeded in amusing Mr, 
Dammond with the " Toy on the Midland." 

| H, Y. Kramer. 
Edgbaston, May 25th, 1915. 


— — 2 —— 


About a year ago I was in a signal-box at a place near Orleans, 
"where a wreck like the one at Gretna cannot oocur ; but, of course, 
such dangerous and primitive makeshifts as lever collars are not 
relied upon for esfety there. 2 

Elsewhere in France and at thousands of places in the United 
States and Canada I have seen at work what I saw near Orleans, 
wiz., electrical apparatus which yields а far higher degree of safety 
than can poesibly b3 attained by such a crude mechanical device as 
* lever collar. 

If a signalman is to blame for not making the prescribed use of 
а device that no railway ought to be allowed to employ, then the 
Board of Trade is even more culpable for sanctioning the employ- 
«nent of such a death-dealing anachronism. One engineering expert 
hae rightly said: "The lever collar is merely & patch on the 
е system," He would have been justified in adding that 
it is a patch which obscures the dangers of, but does not mend, a 
eystem that is thoroughly bad. 


The assertion that it will be a long time before the signalman | 


сап be replaced, even to a limited extent is one that ceased to be 
true at least a quarter of a century ago. On more than 25,000 miles 
of steam railway track, the signalman has been completely replaced 
in the matter of guarding against wrecks like that at Gretna; 
and on more than 10 per cent. of this mileage his elimination 
from this matter was effected as long as 10 years ago. Electrical 
. equipment has relieved the signalman of cares which cannot 
safely or justly devolve upon the “human element"; and, as a 
result, the signalman has, in these cases, been free to concentrate 
his attention on those responsibilities with whioh he can legiti- 
mately be charged. On all this vast mileage, the extinction of 
wrecks of the Gretna species has synchronised with this 
„replacing of the sig nalman. 

Every mile of English high-speed express routes ought to have 
been track-circuited at least 10 years ago. That this has not been 
done is a matter for which the Board of Trade deserves the severest 
kind of condemnation. One does not need to go farther back than 
Colchester to find a Board of Trade Inspector actually sanctioning 
the employment of lever collars. Ifthe Board's inspectors had, 
during all these years, been performing their duty of making 
proper ‘preventive recommendations and of condemning dangerous 
signalling methods, it is quite certain that euch primitive and 
clumsy death-traps as lever collars, release keys for block instru- 
menta, and the rotary lock-and-block, would have disappeared from 
British railways, and that electrical methods of proved є сіепоу 
would be universal thereon. Іа that case the worst collision in 
British history would have been prevented. 

Daring the last six years fatal wrecks of the Gretna class have 
been second in number only to those of the Aiegill epecies. The 
. existence of a preventive for wrecks of each kind has been well 
known, for 30 years as to the former and for four years as to the 
latter kind, both preventives being electrical. These expediente 
are the track circuit for the Gretna class, and visual and audible 


sparsely-populated, but growing, district. 


three-indication cab signals of the ramp type for the Aisgill class. 
In the last six years the Board of Trade Inspectors have occasion- 
ally made proper preventive recommendations as to the former, but 
have not once done so regarding the latter class of fatal railway 


wrecks, 
PET Wm. H. Dammond. 
Nottingham, May 30th, 1915, 


Karachi (India) Tramways (Petrol). 


With regard to the reference made in a recent issue of the 
ELECTRICAL REVIEW to the Karachi tramway extensions, I should 
like to point out that the Karachi tramways, which belong to my 
company, though serving a population of over 140,000, are not an 
“electric” undertaking, but are entirely operated by Simplex 
self-contained petrol cars. 

The extensions now under construction are to provide a tramway 
service to the new Goa-Portuguese settlements known as Cincinatus 
Town, and will be worked by self-propelled cars similar to those on 
the other parts of our system. In fact, were. it not for this economic 
type of traction requiring but a small capital outlay compared with 
eleotric installations, it would not have been porsible for the com- 
pany to have entertained these extensions, going, as they do, to a 


Geo. Gale, 
Secretary, East India Tramways Co., Ltd 


London, E C., May 29th, 1915. 
€——————— | 
LEGAL. 


MERCHANDISE MARKS ACT PROSECUTION, 


Ат the Mansion House Police Court, on the 27th ult, the British 
Thomson.: Н »uston Oo., Ltd., of Mezia House, E.O., were summoned 
before Ald, Sir John Кай], for unlawfully applying and selling an 
electrophone to which a false trade description had been applied, 
in contravention of the Merchandise Marks Act, 1887. Mr. J. 
Hunter Gray appeared for the company, who pleaded not guilty to 
the summonees. 

Mr. BODKIN, who prosecuted, said the proceedings were at the 
instance of a Mr. Hammer, the owner of certain patents and 
registered designs in connection with electrophones, a contrivance 
which by the aid of an electric battery would help deaf people to 

. Mr. Hammer, counsel went on to say, was connected ia 1912 
and 1913 with a London company for representing an American 
company called the Stolz Eleotrophone Co., of Ohicago, and being 
connected with that company and the owner of patents, an 
arrangement was come to between that company and the British 
Thomson-Houston Co., Ltd., to manufacture electrophones accord- 
ing to a description of patent of which Mr. Hammer wae the 
owner. After much correspondence, an order was placed with the 
British Thomson-Houston Co. to manufacture a large number of 
electrophones for the Stolz London company, the former company 
taking a collateral guarantee for payment. Four thousand 
electrophones were to be manufactured. A sample instrument 
was submitted for the approval of the pgtentee, and 
the order was to be executed according to this model, 
by the defendant company. For the purpose of turning out these 
instrumente a large quantity of tools of a special kind had to be 
made by the defendants, From the correspondence it appeared, 
said Mr. Bodkin, that the goods were not to be manufactured at 
the company’s works at Rugby, but were to be made in Berlin. 
uo Gray : I object to this, The company never bad works at 

rlin, 

Mr. BODKIN: I am only speaking from my instructions, and I 
have here a letter in which occurs the sentence, We will write 
from our Berlin factory, &c.” 

Mr. Gray: That is wrong. 
not seen that letter. 

Мв. Воркім : This is only one of several letters which confirm the 
same thing. In the correspondence, Mr. Bodkin said, a question 
was raised as to how theee goods, manufactured, as it was under- 
stood, in Berlin, ought to be marked in order to comply with the 
Merchandise Marks Act, for there would be a breach of that 
statute if they were marked " Made in London," when in fact 
they were manufactured abroad. In order to conform to the law, 
the words Made in Germany were stamped upon the completed 
articles supplied by the defendant company. These instru- 
ments embodied certain designs as well as patents, and it 
was necessary, in order to preserve the rights of the owner of 
the designs, to stamp the articles with a registered number. 
With regard to the 4,000 order the Btolz London company 
went into liquidation, and the guarantee for the payment to 
the defendant company for the instruments hy Mr. Holt became 
worthless. The result was that the defendants having manufac- 
tured a good number of these electrophones, stamped ''Made in 
Germany," they had them on their hands unpaid for. The reason 
payment was not made, which Mr. Hammer gave, was that the 
articles, between 150 and 200 of the first consignment sent, were 
not in accordance with the Merchandise Marks Act as regarded 
the mark applied to them, Mr. Bodkin, in explanation, produced 
an electrophone in Court for the inspection of the magistrate 
Oa the top of the transmitter, he pointed out, there was а sort of 
metal loop, adapted to hook on to the coat of & person using th, 
instrument, This was screwed to the back of the instrument t 


We have no Berlin factory. I have 
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prevent any m*ddling and putting the instrument out of gear. 
It was contended on the part of the prosecution that, аз this metal 
hook covered up the words Made in Germany,” this article 
was not marked in accordance with the Act. This covering up of 
the words mentioned was the reason for the refusal to pay for 
goods manufactared ia this way. Oa the back of the instrument 
there was a line which read, Registered design, No. ——,” but, 
said Mr. Bodkin, the instrument could not be possibly defined, 
because the registered number had been deliberately defaced ; 
while on those goods supplied by the defendants on which the 
words Made in Germany were oonc2aled, the registered 
number was plainly visible. The Stolz London company 
having gone into liquidation, and the order for the 
manufacture of these instruments having come to an end, 
Mr. Hammer eventually discovered that the defendants were selling 
electrophonea of the British Thom on- Huston Co., and for the 
purpose of ascertaining what sort of instrument it was that they 
were selling, Mr. Peters, clerk in the office of the solicitors 
prosecuting, purchased one. On the front the name Stolz was 
omitted; on the back а metal hook covered up the words Made 
in Germany,” and the number had been defaced. Upon exhmina- 
tion, Mr. Hammer found that the instrument was an exactly 
similar thing to his own patent, and accordingly the present prc- 
ceedings were brought. Ia November last defendant company sent 
out acircular, headed The British Thomson-Houston Electrophone," 
and represented to the public that they had produced a reliable 
instrument with all the latest improvements embodied in it. It 
did not convey, said Мг. Bodkin, that these goods were the subject 
of another person's patent. It was euggested that this company, 
in order not to suffer a bad debt, had adopted this registered design 
and patent as their own, and had advertised the sale of the instru- 
ment, as if they were the owners of it. Oa no part of the instru- 
ment purchased appeared the description British-Thomeon 
Houston Co., as the manufacturers, bat there was the name on the 
original goods, and also a serial number indicating that they were 
the manufacturers. This, however, was obliterated in respect of 
the goods the defendants were advertising for sale. Evidence was 
called in support of the summons, and the further hearing was 
adjourned. ° 


INSTITUTION OF ELECTRICAL ENGINEERS. 


Tue annual general meeting was held on Thureday last week. The 
President, Sir John Snell, referring to the result of the ballot 
for members of Council, expressed a wish that the members the m- 
selves would nominate candidates in addition to the names suggested 
by the Council, so that that body should be made £s thoroughly 
representative as possible. Ia conncc ion with the work done for the 
War Office in selecting men for commissions in the Army, he stated 
that not one of the nominations the Institution had made had been 
turned down ; and some of the officers had already reoeived prc- 
motion. The President drew attention to the paragraph in the 
R:port which related to the formation of а special Committee, and 
remarking that the Council had been oriticised for its inability to 
take effective action in industrial matters, he pointed out that the 
British Electrical and Allied Manufacturers’ Association had been 
consulted, and fully concurred in the decision arrived at, that 
nothing could be done to foster British trade during the war ; 
things would solve themeelves in due course. Inthe matter of 
the duration of loans for engineering works, the President was 
associated with the Presidents of the Iastitutions of Civil ard 
Mechanical Eagineers in making representations to the Local 
G»vernment Board. He made a strong appeal to the members to 
support their Benevolent Fund, on wbi:h calls were certain to be 
made as the outcome of the war. 

On the motion that the Report be adopted, Мв. LL. B. ATKINSON 
asked that the names of members of ГЕ Е. Committees should be 
published, and suggeeted that the Benevolent Fund, which was 
quite unworthy of that Institution, had not been brought before 
the notice of the members as it should have been. 

Mn. W. M. MonpEx said that the contributions to the Fund amounted 
to an average of only 61. a member; it was urgently necesrary 
that the fund should be increased. and he thought that large 
numbers of small contributions were especially desirable. Mr. 
Rawlings agreed, suggesting a maximum of 5=., and Mr. Raphael 
proposed that а large committee should be formed, to invite con- 
tributions from friends and from manufacturirg firme. 

Replying to these and other points that were rtised, the Pre- 
sident said they would receive careful consideration. The reduc- 
tion of membership was partly due to the examinations, but the 
clasa of candidate that was coming forward was distinctly higher 
thin former у. Part of the reduction was the result of the 
troubled times they were р: з iog through. 

Jatrolucing the S:atement of Accounta, the hon. treasurer, Mr. 
Robt. Hammond, said that with the reduced membership they had 
to record a redu.ed net income—£1,200 less than last year: bat 
the latter was an abnormal year. The aseetsat cost were £114 929, 
and their liabilities £43 359, leaving a margin of £71,569, which 
showed an improvement of £2,046. 

The Report ani Accounts were adopted vem. con, and the usual 
votes of thanks to the hon. solicitors and the hon. auditors were 
r. rde“. 

Tne ballot for fiv; 'orciary m mbers of Coarcit" resulted in 
tha clc ien of Prof. T. Ms her and Meaars. W. A. Chemer. Н. 
Inc 1 son, Н. F. Ре с“ог and G.S Kam, ‘Toe rem<iciag vecancs26 
м.ге fi bd аз ihown ii the ELectnicaL REVIEW, of Ap i| 22d. 
page 77. 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Compiled expressly for this journal by Missis, W. P. Tnowrs 4 А Co. 
Electrical Patent Agents, 285, High Holborn. London, W.C.. amf at 
Liverpool and Bradford, 


7.358. Receiving arrangement for wireless tel кгарћу." GFS кых Drant- 
LOSE lFLEGKRAPIQE. M.B.H. Мау ih. (Addition io 2.342, 15.) (Conveste n dare, 
Mav 30th, 1914, Germans). (Complete) 

7.360. '! Electric transmission for automobile vehicles.” 
F. W. LANCHESTER, & J. W. Mituicax, May I?th. 

7.367. Wireless signalling systems," Вкитѕи Puiowsos-Houstc s Co, тр. 
May 7th. (General Electric Co., United States.) 

7.303. '* Sound-receiver for thermic teli phones. NAAMLOOZE. V&NNOOTSCOIAE 
DE NrpERLANDSCHE THERMO-TELEPHOON Maatsccinserij, May 17th. Convention 
date, April 16th, 1915. Germany.) Complete.) 

7.474. “ Electric generators.“ J. L. MILTON. 
Мау th, 1914, United States.) (Complete) 

7.433. Electric air-heater."" F. L. MICKIN N &. May 18th. 

7.157. Electric distributing system." W. H. Corr. May 18th. Compete) 


CAST, “ Method of actuating an electric bet without. sparking.” T. F. 
Watt. May 19th, 

7.485. Contact. mine-destroyer.”” J. C. Осхмьк. May 19th. 

M. J. Ramses & II. Трк. Mas 19:5 

т.495. © Electric-conductor-rail anchor-«lip." H. Scotr. May 19th. 

7.510. Devices for adiustubly suspending electric and other limps, elec- 
trohiers, gas pendants, and other articles." W. II. STURGE. Mas 19th. 
(Cc mptete.) 

7.017. Electrically-operated railway signals’. A. EsNprer. Mo 19h, 

0,9232. Insulated materials applicable to articles of wearini-ipperel"" 
W. f. D. WrsrTLakE. May 19th. 

7.5 6. Electric accumulators or storage batteries for use in eb ctii battery 
lamps.’ S. D. міти. Мау 19th, 

7.551. Combined electric switches and plugs." A. H. 
GARRARD, & A. F. SEARLE. May 20th. 

7.571. Electrical. switches,“ L. Capexer. May 20th. 
7151 15.) (Complete.) 

7.575. “ Liquid sealed. valves, 
FacTURING Со, Lto, May 20th. 
Stotes.) Complete. 

7.57). Felegraphy." E. S. HEURTIEY. May 20th. 

7.581. Apparatus for or relative to receiving, transmitting, ard recording 
vibrations," E. Ror. May 20th. 

7.607. Armouring for simple-core electric cables for alternating currents.“ 
A. RosskLLI. May 20th. (Complete. 

y | 

7.622. Electric lamps as applied for advertising’ pufposcs." W. C. }кАХ® 
& Jrass, Lro. May 2lst. 

7.668. Control of electric motors.” C. F. Riisorrev.. May 91st. 

1,041. Jeans for maintaining uniformity of speed of a series of ca-relited 
motors," J. R. НАРРЕК. Мау 21st. 

7.617. junction boxes and the like for electric wiring installations," G. S. 
Booruügovp. & CALLENDEK'S. CABLE & CoS STRG TIN Co., Lto. May 215°. 

7.661. '* Fuse length indicators." G. E. Marris, May 21st. 

7,673. “ Electric torch and compass in a stick or umbrella or the like.” 
K. S. JassawatLLaA. May 21м. 

7.675. Manufacture of electric cables.“ W. F. матн. 
vention date, May 23rd, 1914, United States.) (Complete.) 

7.605. Sparking-plug for imternal-combustion engines. J. Ksercut & 
J. Н. Fostex. May 22nd. 

7.404. “ Tel phone. systems.” Rrray AUTOMATIC TELEPHONE Co.. Lro., X 
L €. BycRAVE,. May 22nd. 


DamMLern Cno., Lr», 


Mav Irth. (Convention date, 


7, 102. Electric soldering-trons."" 


Rare., C. C. 
(Ad ien to 


29 


Biarisn Wuuistisanouse Enectnic & Mant- 
(Convention. date, June Yth, 1914. United 


May 22nd. (Con- 


PUBLISHED SPECIFICATIONS. 


Cupics of any of the Specifications in the following list may be obtain: 3 
of Messrs. W. P. Тномезом & Co., 285, High Holborn, W.C., and 41 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1914. 
5,294. Terrorapny. W. Judd, A. Fraser, K. L. Wood, & Eastern Teiegrouph 
Co. March 2nd. (Cognate application 20,274/14.) 
7,298. ELrcTRIC Lampe Sockets. К. B. Benjamin. March 33rd. (April llth, 


1913.) 
10,822. OPERATIONS ом ALTFRNATING-CURREST DISTRIBUTING SySTEMS. А. С. 


Collis and Crompton & Co., Ltd. May 2nd. 

10.872. BEARINGS OR WHEARING-SURFACES, 
(General Electric Co.). May And. 

10.938. ELECTRICAL CONTROL AND OPFRATION OF RatLway POINTS AND THE LIne. 
А. К. Alexander (Union Switch & Signal Со). May 4th, 

11,083. TRANSPORT OF ELtrcrTRIC. SEARCH-LIGHTS OR PROJECTORS. 
Des Automobiles & Cycles Peugeot. May Sth. (May 6th, 1913.) 

11.116. ELECTRICAL. Reacrance Cois. P. Torchio. May 5th. 

11,399. DyNAMO-ELECTRIC. Macnixes. Crompton & Со. & N. Pensabene. 
May Sth. 

11.59. PORTABLE ELFCTRIC SAFETY LAMPS FOR USE IN MINES OR OTHER PLACES. 
L Bristol. Мау lith. 

12,189. Мкаху ror GiviNG А SERIES OF Evectric Frasurs oF Licht FROM А 
BICACLCE OR THE LIKE WHEN IN Motion. C. H. Hulbert. May 18th. 

12.913. FrreTRIC. EMPULSE-PRCDUCING MECHANISMS. J. A. Kropp. Мау 26th. 
(July 29th, 1913.) 

13.538. FErrcTRiC WELDING AND Fustos Deposition oF MrJAaLS.. A. Р. Stroh- 
menger. June 3rd. 

14.706. CENTRIFUGAL GOVERNORS FOR INTERNAL-COMBUSTION ENCINFS or 
Viiniectés HAVING ECT owe FTRASSWISSION MECHANISM. Geb. Sulzer (firm 
of) June oth, (September 16th, 1913.) 

14.159. Erectie Fiss. A. Н. Railing & €. €. Garrard. June 1215. 

LESI. MANUFACTURE. ASD CONSTRUCTION OF COMMLUTATORS FOR. Dru. 
preer&es Масне, AL II. Маите & C. A. Vandervell. June 20th. 

16.363. Prei Laue IIS ок OTE Courting Мемвекѕ. G. St J 
Das. July 3th. 

16.509. SECONDARY Garvasic BATTERDS. O. Oldham, July 10th. 

17.396. Gas VALVES AND Eci SWITCHES. A. E. Lamkin. July 2254. 

129.197. Boxes OR CONTAINERS FOR ELECTRIC BATTERIES, CHIFFLY DESI NEG FOR 
CSS ох M TOMOBILE Мшез AND LIRE Positions. F. H. Biuemel & Blucme! 
Brus, L. tel. August 28th. 

20.160. Errerie Licirisc AND BATTERY CHARGING SYSTEMS FOR. AUTOMOB LES 
AND ANATOGOES PURPOSES, FG, Bieten Appie Blecrtie Co.), September Zinn 
(Divided application on 10,251.14, April 250? 

21271. ELECTRIC Motor CONTROL Systews. C. W. Yergor. October 20. 

22% MACGSEFOHELECIRKIC MACHINES FOR INN Sysreus, C. 1. Mayon 
November 6th. (Nov mber 6th, 1913.) 

24.5%, COMBINED [scaxptscrsT. ELicrsic Laur ror Rarrector, C P Law- 
on. PDoc mber oth, 


British Thomson-Houston Co. 


Soc. Anon. 


THE 


ELECTRICAL REVIEW. 


Vol. LXXVII. 


ELECTRICAL REVIEW. 


Vol. LXXVII.) CONTENTS: Jua 11, 1915, [No. 1,969, 
Page 
Increasing the Ontput -... oes cae саз eee .. 813 


Electricity in Farming ee eee eco осе еее ece 814 


Responsibilities of Directors... 2 ese з - * 814 
Copper .. 815 
Copper Wire "Manufaoturers and the Contraband Problem oe 816 
Men who Stay at Home ЗЕР „ 816 
Battery-Bell Signalling Systems i in Mines - 8% .. 816 
Wireless Call Devices, by L. B. Turner cee ee ».. 817 
Bóntgen Society... - m eee .. 818 
A Glasgow Hospital illus.) ais e, 819 


Scientific and Technical Commissioners, by w. P. Digby * 819 
New Blectrical Devices, Fittings and Plant (illus.ů) . 820 
War Items eee eee eee eee eee eee ece 669 821 
Reviews 


LIII өөө ecc ece еве [Il eee өөө 828 
eco eee eee eco eee eee eve өөө eee 824 


Business Notes өе eec gee ecc ео coe „% 824 


Notes... [I1] eee LIA [II ese 006 е е6 830 
City Notes eee eee eee [IIIJ 909 eee eee eee 833 
Stocks and Shares ... өөө oe ace „% 835 
- Electric Tramway and Railway Traffic Returns exe „ 835 
Share List of Electrical Companies ees - * 836 
Market Quotations - р 885 .. 836 
Electricity in Farming. —П, (illus. ) wes 837 
x АН Turbine Plant of the Interborough Co., New York 
lus eee eee [I1] 840 
Factor, Output and Oost, by 0. Ashmore Baker 
(illus.) (concluded) Sis iss is T 6. 841 


Munitions of War өе eee eee eee #06 (KEJ 848 
Automatic-Lift Accidents ies ds is "m ... 843 
Cable Shortage m sae MES саш ese „ 843 
Appointments Vacant "TP TII eee өөө eee 843 
Cab Signalling eco ese s eee ... 843 
‘Overseas Trade—Nothing Done  ... s ahs * 844 
New Patents Applied for, 1915 Lnd eee eee ece eee 844 
Abstracts of Published Specifications 844 
Oontractors' Column ves vé % .. Advertisement page xviii 


THE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. 
The Oldest Weekly Electrical Paper. Established 1872. 
TO DE OBTAINED BY ORDER FROM ANY NEWSAGENT IN TOWN OR OOUNTBY. 


OFFIOE 1—83. LUDGATE HILL, LONDON, E. O. 


Telegraphio Address: Ack REA T. охирон." Code, А BO, 
Telephone Nos.: Holborn 988 ; Central 4496 (Editorial only). 


The " Electrical Review is the recognised medi f the El | 
by far the Largest Circulation of any Electrical Industrial Poe a Moora a 


— Per annum, postage inclusive, in Great Britain, 
195. 6d. ; . £1 86. 10d. (85.80). To all other countries, £1 108. 
FOREIGN AGENTS: 
ADELAIDE: Messrs. Atkinson & Co., | MELBOURNE: The Mining & Engi- 
Gresham Street. neering Review, 90, William street; 
AUCKLAND, N.Z.: Gordon & Gotch, Gordon & Gotch, Gueen Street. 
Albert Street; The Mining and MiLAN: Fratelli Trtves. 
Engineering Review, 314, Strand New York: D. Van Nostrand, 25, Park 
Arcade, Queen Street. Place. 
Panis: Boyveau & Chevillet, 22, Rue 
BnisBANE : Gordon & Gotch, Queen St. de la Banque. 
Снввтсновсн, N.Z.: Gordon and PERTH, W.A.: Gordon & Gotch, 
Gotch, Manchester Street. William Street. 
Roux: Loescher & Co., 
Duwepin, N. Z.: Gordon & Gotch, Umberto 1° 307. 
Princes Street эрт. The Mining & Engineering 
JOHANNESBURG eview, 278, George Street; Gordon 
FONTEIN, Care Ров 1 75 and Gotch, Pitt Street. 
ы &c.: Central News Agency, 


Corso 


Ltd., Manning Chambers ; Gordon 
and Gotch, 132, Bay Street. 
LAUNCESTON: WELLINGTON, N.Z. Gordon & Gotch, 
Cimitiere Street. Cuba Street. - 
Cheques and Postal Orders (on Chief Office, London) to be made payable to 
THE ELECTRICAL REVIEW, and crossed *‘ London City and Midland Bank, 
Newgate Street Branch.“ 


Gordon & Gotch, 


THE UNIVERSAL ELECTRICAL DIRECTORY 
(J, A. Berly’s). 


1915 EDITION 


NOW READY. 
Н. Alabaster, Gatehouse & Co., 4, Ludgate Hill, London, Е.С. 


JUNE 11, 1915. 


Токомто, Омт.: Wm. Dawson & Sons, 


No. 1,959. 


INCREASING THE OUTPUT. 


For more than 20 years past.the pages of our own 
and other journals concerned with engineering industry 
have published criticisms of the disposition of Labour 
to limit output. Organised Labour blatantly claimed 
the right to say how шапу hours’ work a man should 
do in a day, to define when and where a particular 
class of worker should end his operations and another 
class begin, and to limit the efficiency of the individual 
worker and the capacity of the equipment with which 
he did his work. Employers fought such tendencies 
again and agsin and were attacked because they were 
Capitalists. That there were rights and wrongs on 
both sides we never failed to acknowledge, but we have 
unhesitatingly and consistently tried to show that the 
restrictive and limiting tendency was harmful to both 
Capital and Labour, and was altogether opposed to the best 
interest of British engineering industry. 

At the time of the engineering strike of 1897 it was 
stated that funds which were raised to assist strikers and 
their families in their fight against British industrial 


leaders included subscriptions from Germany, whose manu- 


facturers received contracts purely because closed English 
factories were unable to handle them. We have no desire 
at this date to set muddy water in motion, but we cannot 
help remembering such incidents when we observe the ten- 
dency that has been so often and so loudly denounced as 
hampering our great industries, singled out for attack by 
the Minister of Munitions, because in the present time of 
crisis it is imperative that we secure the maximum output 
of everything that is essential for the successful conduct 
of the war. Mr. Lloyd George addressing Manchester 
engineers last week said that Labour must be directed and 
controlled by the State to that one vital end. He showed 


that regulations, customs, and practices imposed by Unions 


in times of peace were utterly inapplicable and out of 
place in the terrible urgency of war. Objections to working 
more than so many hours per day, because “my Trade 
Union won't allow it”; or to increasing output because 
* my Trade Union won't allow me to do more than my 
share"; or the refusal to work beside an untrained man 
because it is “against my Union's regulations —objections 
which have hampered national industry for years—are not 
to be permitted to stand in the way in these days. The 
Minister of Munitions and the Coalition Government may 
have to use their powers under the Defence of the Realm 
Act if men are blind to the interesta of the Empire, or are 
not prepared to meet willingly their obligations to those 
who are holding the seas or fighting in one of the many 
battletields on which bloody slaughter is proceeding in 
combat with “the most formidable antagonist that ever 
attacked human liberties." 

At the end of Mr. Lloyd George's РЯ representatives 
of the Manchester Engineering Employers’ Federation and 
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of the Amalgamated Society of Engineers, declared the 
readiness of Lancashire engineering employers and Trade 
Unions alike to support in every possible way the great 
national effort to increase the production of war material. 
Tt seems inconceivable that when the issues. involved are 
such as to make even the man in the street exclaim: 
* Victory or Death! there should be any holding back of 
effort in the factory. 

The fight has to be a fight to the finish, or we may lose 
all that we cherish or hold dear, all the freedom and 
honour and liberty that our fathers have struggled and 
fought for. But in order to render that freedom and 
liberty inviolable for the generations that follow, surely both 
masters and men will see the necessity for obedience to 
those who as our national leaders are striving so to organise 
our works and our labour that there may be no doubt about 
the ultimate issue. 

Mr. Lloyd George said that if he could for a moment make 
everybody realise the great issues, and grasp the great dangers 
of the struggle in which we are engaged, there would be 
but one cry from every home to the Government :— 
** Convince yourself as to what action is necessary; take it 
boldly, and we will see you through.“ 

In our old Labour controversies we heard and said 
much about ** Common Interests.” Here, if never before, 
we have * common interests" at stake, and a recognition 
of that serious truth peremptorily demands universal whole- 
hearted, self-sacrificing, co-operation. 


ELSEWHERE in this issue we publish, a 
short account of the steps which have 
been taken to supply farmers on the out- 
skirts of the city of Hereford with electric light and power ; 
this is the continuation of a general article on the subject 
of Electricity in Farming," which commenced in our last 
issue. 

Living for the most part remote from the electrically- 
developed town areas, and beyond those influences which 
tend to keep the town-dweller on the alert for something 
new, there is probably no class of our population less 
familiar with the economic value of electricity than the 
farmer class, and yet all the available evidence goes to show 
that when once he has made the plunge, the farmer, whether 
in this country or abroad, becomes an enthusiastic user of 
electricity for both power and lighting, and, incidentally, a 
consumer of much greater value than the average consumer 
in any town, unless it be an industrial centre. 

Unfortunately, this is not generally appreciated by our 
central-station engineers—on whom the task of influencing 
the farmer in things electrical must devolve—and there is 
therefore every chance of this valuable field for electrical 
development being neglected, unless those most concerned 
can be led to interest theinselvea in the subject. 

The results obtained by Mr. Kerr at Hereford are 80 
striking, and present such an object lesson to other central- 
station engineers within reach of the farming community, 
that they cannot be ignored by the latter; especially is this 
the case with the small undertaking, whose rate of progress 
has been mainly dependent on the almost microscopical 
growth of a country town. 

[n the Hereford area the average farm consumer is worth 
£20 per annum to the electricity department, while the 
average revenue per consumer from all consumers is between 
£« and £9, a figure which probably represents а good 
average for a non-industrial community of 20-25,000 in- 
habitants. If a profit can be shown on the latter, it seems 
obvious that the farm consumer, who can be reached with 
overhead lines costing about £110 per mile, is a most 
attractive proposition to the supply engineer. 

We have emphasised elsewhere the necessity of showing 
the farmer the real thing—nothing can take the place of a 
practical demonstration—and given а good prospective 
farming area, it would no doubt save time and trouble to 
come to some agreement with one farmer for the use of his 


Electricity 
in Farming. 


farm for demonstration purposes for a year, possibly in 
return for a free supply of energy during that period. 
This would enable the engineer to test the feeling of his 
immediate neighbourhood, and to obtain valuable data 
as to the probable nature of the load, and, no doubt, would 


assist him in formulating an efficient scheme of supply to 


commence with. 

But this is a digression; the prime necessity of the 
moment is to bring home to our supply engineers and agri- 
culturalists the mutual advantages of introducing electrical 
methods on the farm. 

There аге in the British Isles. over 45 million acres of 
land under cultivation, giving employment to a bigger per- 
centage of the population than any other industry: surely 
it cannot for a moment be contended that this important 
Section of our national economy is beyond the pale in 
matters electrical. 

With the experience gained under the varied conditions 
obtaining in half-a-dozen European countries, some of them 
intensively cultivated, and in the sparsely populated districta 
of Canada and the States, favourable to the development 
of electrical methods on the farm, there is every incentive 
for us seriously to grapple with the problem, which so 
directly concerns both the electric supply and manufacturing 
interests of this country. 


WE have had occasion more than once 
to advert to the responsibilities which 
attach to the position of director of s 
limited company. It is not for nothing that a man allows 
his name to appear on a prospectus. He is generally paid 
fees or he acquires certain other advantages for so doing ; 
but it cannot be made too plain that his name is not put 
on а prospectus for amusement. The law is thus stated in 
Lord Halsbury's Laws of England," Vol. V, p. 366: 
“Directors may incur liability to persons who subscribe 
for the company’s shares or debentures in reliance upon à 


prospectus which contains material misrepresentations of 
fact," but “а director is not liable for untrue represen- 


Responsibilities 
of Directors. 


‘tations made to the shareholders if he honestly believes 


the representations to be true, and has reasonable grounds 
for his belief. Thus, where a company is formed to take 
over an existing business which turns out to be ruinous, 
the directors will not be responsible for making the 
purchase unless the ruinous natare of the business is obvious 
on the same principle that protects an agent parchasing 
by authority of his principal." The liability of directors 1 
well illustrated by а case recently decided in the Court of 
Appeal—Adams v. Thrift and Others. The defendants 
were directors of the Stolz Electrophone Co. (1913), Ltd., 
a company formed (according to the prospectus) “ to take 
over (inler alia) as a going concern the business of the 
Stolz Electrophone Co. (London), Ltd., and the old- 
established business of the Homer Earphone Co., of Nes 
York.” The prospectus stated that the business of the 
American company had been of a highly remunerative 
character; that the turnover had increased from £11,925 
Эв. 5d. in 1910 to £32,615 138. 3d. in 1913, and that the 
London company were operating 175 branches and agencies 
in various parts of the world. It was alleged by the state- 
ment of claim, and found asa fact by Mr. Justice Eve, 
that there was no such company as the Homer Ear- 
phone Co. in existence. The learned Judge found 
that although the defendants personally believed thet 
the statements in the prospectus were true they had no 
reasonable ground for the belief. One of these directors 
appealed. As regarded him the Judge had found that, 
although he knew that the electrophone was not a 
mere quack affair, and though he had the prospectus 
signed by three colleagues, this did not afford him 
a reasonable ground for relief. In giving judgment 
dismissing the appeal, the Master of the Rolls pointed ош 
that the appellant director did not ask from any human 
being information about the particular statements which bad 
been proved to be untrue. He said that the promoter bed 
told him that it was all right. Тһе promoter was the 189% 
person in the world whose uncorroborated statement ought 
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to be relied on by an intending director as a justification for 
his belief in statements in a prospectus.” 

From the rarity of the reports of cases of this kind in 
recent years, it may be presumed that as a rule directors 
are more cautious than they used to be; but it is mani- 
fest that if the directors in the case above mentioned had 
made the most perfunctory inquiry they would probably have 
found that the company in question did not exist. 1 


— 


THERE has been a strong and sustained 
upward movement in the copper market 
since last writing, and the ultimate limits of the rise have 
hardly yet been attained, for the demand reported by pro- 
ducers and dealers continnes to expand in an alarming 
fashion, and it is doubtful whetber the full increase in pro- 
duction now in progress in America will do more than afford 
modified relief to the situation. The statistical position is, 
of course, a matter of considerable anxiety. There is every 
belief felt that the stocks in the United States have 
dwindled down to bed-rock figures, but there are no details 
available. 
were not good, the stocks of standard copper having increased 
5,000 tons during the month, the total stocks in England 
and France by over 4,000 tons, and the European visible 
supply by about 2,600 tons during May. This, how- 
. ever, had no damping effect upon sentiment, which, indeed, 
improves steadily under the rising tendency of the share 
markets in the United States, accompanied by a large buyin 
on account of the enormqus orders for munitions which 
continue to be placed. There is not the least chance of any 
cutting down of the war demand on the part of the Allied 
Governments for many months at the very least, and, indeed, 
there is talk in America of munition orders being booked 
into 1917-18. All this tends to check any enthusiasm 
which might otherwise be felt regarding the termination of 
hostilities, but it implies at the same time a huge destructive 
consumption of copper. Whether the world’s mines can 
turn out sufficient material to satisfy the demands of the 
Allies is becoming open to doubt, while the fact that there 
are possibilities of serious friction between America and 
Germany, has induced the United States Government to 
assume a much more interested air regarding her supplies of 
munitions. 
If the United States comes in as a buyer of copper on 
anything like the scale necessary to play any part of im- 
rtance in a world-wide conflict, copper prices must inevit- 
ably advance further, and by leaps and bounds. There is 
not the least doubt that the United States domestic demands 
have undergone a very wide expansion, which may be only 
the forerunner of still greater calls made upon her reserves 
and resources, There has been much more speculative 
interest in the London market, a good proportion of which 
has emanated from America, and there should be no illusion as 
to the strength of the position in which producers now find 
themselves. They are sold very far ahead, and are in an 
entirely independent position. A distinct feature is the 


Copper. 


enormons premium which Lake Superior copper demands | 


over electrolytic, and which arises from the fact that the 
Allied Governments are, in many cases, insisting upon the 
use of the former. It is doubtful whether any good pur- 
pose is served by this rigid adhesion to time-honoured pre- 
cedent. Other nations can get along well enovgh with 
electrolytic, but in some matters ultra-conservatism is still 
worshipped here as a fetish. Meanwhile all indications 
appear to point to a steadily higher level of values, though 
no doubt with fluctuations in the standard market. 


In view of the satisfactory inquiries for 
copper goods, particularly for copper wire 
for electrical purposes, being daily received 
by British manufacturers from Germany’s 
chief European markets in Holland, 

` Sweden, Spain, &c., it is becoming a matter 
for complaint with manufacturers in this country that there 
are unnecessary precautions and protracted delays for which 


Copper Wire 
Manufacturers 
and the 
Contraband 
Problem. 


On the other hand, the last European statistics 


the War Trade Department of the Board of Trade is 
responsible. Аз every manufacturer of contraband goods is 
aware, the sanction of the War Trade officials has to be 
obtained before shipment can be made to most, if not all, 
of the neutral countries adjacent to the German Empire, 
Austria, &c., and while all business men have long since 
realised the necessity for some strict supervision from the 
proper source in preventing war material of any form from 
entering the territory of our enemies, many are of the 
opinion that the tedious and cireumlocutory manner in which 
the War Trade officials have been dealing with the subject 
is unwarrantable, and as restrictive to legitimate trading as 
it is absurd in theory. The procedures that have to be gone 
through by manufacturers before sanction for shipment is 
obtained are thought to be, ag a. rule, most unnecessary. 

Instances have been mentioned where delays of as long 
as six weeks and two months have occurred before sanction 
has been obtained to ship goods to countries like Spain and 
Sweden, and this only after having развед through pro- 
cedures involving several communications with the War 
Trade authorities, application for references from the Minister 
for Foreign Affairs, sworn declaration from the consumer 
before a notary and legalised by the British Consul, further 
communications with the Customs authorities in England, 
and other formalities necessitating loss of valuable time 
and money. | 
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WHILE we have every sympathy with 
the movement which aims at getting 
increased efficiency аз а consequence of 
reorganisation and industrial mobilisation, there is a danger 
that the enthusiasm of the newspaper Press in this connection 
may have some other consequences which are not so desirable. 
We must not forget that it has been laid down for us that 
our forces have to be mobilised for three purposes :— 

(1) Military or naval service; (2) the production of 
munitions of war, directly and indirectly ; (8) the mainten- 
ance of our export trade. | | 

We are just a little afraid that in discussing (1) and 
(2), which are undoubtedly the more immediate necessities 
of the situation, there is a disposition with those 
who give little thought to the industrial and financial 
phases of the matter, to consider the third of the 
foregoing purposes as being of practically no importance. 
Now whatever our age or fitness, we are all more or less 
engaged in heart-searching, trying to discover what we 
can individually do to help bring the war to a conclusion 
—and quite right too! But there can be no question 
that for maintaining even our present reduced flow of. 
exports, which on national financial grounds is shown to be 
so indispensable, we shall require at home many men who, 
because they are engaged in mere trade matters and appa- 
rently not helping in the conduct of the war, are restless 
and discontented and unhappy, wondering whether they 
ought not to throw up what they are engaged upon and do 
that vague something which they cannot discover. If the 
present movement organises essential forces and influences 
lusty youths and factory workers to “play the game” 
and “ до their bit,” it will have achieved its purpose, 
but let us not overlook the fact that there are 
hundreds, and perhaps thousands, of works which are 
not required for making war material, and hundreds of 
thousands of males and females whose services will not be 
immediately, and perhaps not at all, directly required for 
fighting or for war factory service. These can be utilised 
partly in connection with the maintenance of export manu- 
facturing, but they will require suitable staffs and heads 
to guide and control them. We trust that before long the 
Government may be able to give us a more definite leading 
in this matter. 

In the meantime, there must be many among our readers 
who, while they cannot now adopt the original cry of ** Busi- 
ness as Usual,” will conscientiously feel that, considered from 
the point of view of national trade and finance, they must 
fora good many hours of the working week continue to 
follow their ordinary industrial and trading avocations 
thongh they never handle a rifle or anything that has 
to do with shells. · 


Men Who Stay 
at Home. 
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BATTERY-BELL SIGNALLING SYSTEMS 
IN MINES. 


Wome OFFICE REPORT ON THE DANGER OF IGNITION OF FIRE- 
DAMP-AIB MIXTUBES. 


Ir will be remembered that one of the possible causes of 
the disastrous explosion at Senghenydd Colliery on October 
14th, 1913, put forward atthe inquiry, was an electric spark 
from the signalling wires, and certain tests were made by 
Dr. Wheeler with the signal bell and battery to prove that 
& firedamp-air mixture could be ignited. The results of 
the experiments then made, however, were not conclusive, 
and Dr. Wheeler has made a further series of experiments 
at the Home Office experimental station at Eskmeals ; his 
report on thea» tests has recently been issued. 

In his report on the experiments on signalling apparatus 
carried out for the purposes of the Senghenydd inquiry, 
he showed that with three Dania cells giving a current (on 
closed circuit) of 0°45 ampere under a pressure (on open 
circuit) of 4:5 volta, it was possible by short-circuiting the 
current in the signal wires to give a signal to produce a 
spark which would explode a mixture of air and methane 
when methane was present to the extent of 8 2 per cent. 
This was certainly a very disturbing observation, and in 
view of the fact that a large proportion of the electrical 
signalling apparatus in use in coal mines is affected by this 
conclusion, the Secretary of State requested Dr. Wheeler to 
carry out farther experiments with the object of ** obtaining 
a system of bare wire signalling which would be free from 
the danger of ignition of firedamp-air mixtures by the flash 
produced on breaking circuit at the signal wires." In his 
present report Dr. Wheeler says: This object has been 
attained, inasmuch as it has been found possible to determine 
with considerable accuracy the limits of voltage, current 
and self-inductance of an electric circuit, derived from the 
primary batteries, that can cause ignition of the most 
sensitive firedamp-air mixture by the flash obtained on 
breaking the circuit; and at the same time it has been 
found possible to construct a bell which, while conforming 
with the requirements of safety as indicated by these limits, 
gives an adequate signal." 

In the previous experiments made with а bell of the pattern 
used at Senghenydd Colliery it was found that the most 
sensitive mixtures contained between 7:3 and 9'4 per cent. 
of methane, and this conclusion has been confirmed by the 
present series of experimente, which showed that the most 
sensitive mixtures contained between 7:5 and 90 per 
cent. of methane, the amount of current required for 
ignition of all mixtures lying between these percentages 
being practically the same, namely, about 0'2 ampere. 
With mixtures containing less than 7:5 or more than 
90 per cent. of methane, the difficulty of ignition 
rapidly increases, more markedly as the higher limit 
of inflammability is approached. These limits are 5:6 
(lower) and 14'* (higher) per cent., and the mixture that 
has methane and oxygen in combining proportions, for com- 
plete combustion to form carbon dioxide and steam, con- 
tains 9:45 per cent. of methane. In these experiments 
artificially-prepared pure methane (998 per cent. methane) 
and pure air (containing 20˙8 per cent. of oxygen) were 
used; but as firedump often contains a considerable propor- 
tion of nitrogen, and the air of mines may contain less than 
20 per cent. of oxygen, it seemed desirable to determine the 
ugattability of mixtures of methane and air to which nitrogen 
had been added. A mixture of oxygen and nitrogen con- 
taining 19 per cent. of oxygen was therefore prepared, and a 
series of determinations was made of the currents required for 
ignition of various mixtures of methane with this ** atmo- 
sphere." The voltage of the current and the inductance of 
the circuit were the same as in the previous experiments, 
and the result showed that rather more current (about 0:22 
was required —pre:umably because of the defect of oxygen 
—while the limits of inflammability were 5:8 (lower) and 
1? 5 per cent. (шег), and the mixture containing methane 
aud oxygen in combining proportions contained х 65 per cent. 
of methane, 

Provided, therefore, circumstances were to arise whereby 
a mixture of firedamp and air of these proportions was 


increases; 


present during signalling operations, with a current of 0:2 
ampere passing, ignition of the gas would take place at 
the break of the circuit; though such circumstances 
are probably remote, they are very possible, and, conse- 
quently, exceedingly dangerous, and it becomes a strict 
duty of mine owners and managers to remove this danger as 
far as human agency permits. 

The danger is the break-flash,” and the strength or 
intensity of this depends largely upon the self-induction of 
the coils forming the bell magnets; in order to deter- 
mine the effect of such inductance in signalling circuita, “а 
number of inductances of known magnitudes were made, con- 
sisting of coils of silk-covered copper wire wound in layers 
on cores of wood, во as to be of constant value at all currents. 
These were introduced into the circuit from a battery of dry 
cells, and the current at 90, 60, 80, or 15 volts required 
for ignition of different mixtures of methane and air by the 
break-flash determined." The results obtained with current 
at 90 volts were as follows :— 


Current required for ignition. i 


Belf-induction of : 
circuit. , 6°0 per cent. | 70 per cent. 7:5 pee cent. , 8:0 per cent. 
methane. methane. , methane. | methane. 


fe — 


| 
1'18 amp. l'Ob amp. 0°94 amp. 


0°00815 henry 1°52 amp. 

0'03175 „ 084 „ 052 „ 046 „ . 048 „ 
0°06350 i 050 „ 032 „ |028 „ 036 „ 
0'09510 „ 010 „ 023 „ . 020 „ 019 „ 


From this '*it will be seen that the amount of current 
required for the ignition of any of the mixtures increases 
rapidly so soon as the self-indaction of the circuit falls 
below about 0:03 henry. Results of the same order were 
obtained with current at 60, 30 and 15 volts." 

Dr. Wheeler found that the &mount of current in a cir- 
cuit—as might be expected—was of far greater importance 
than the voltage as regards the igniting power of the flash 
produced on breaking the circuit, and especially with highly 
inductive circuits. Thus, an 8 per cent. methane-air mix- 
ture was ignited by the break-flash with a current of from 
0:24 to 0:25 ampere, at any voltage between 10 and 30, the 
self-induction of the circuit being 0:095 henry. The results 
up to 90 volts were as follows :— 


Current required for ignition 


Voltage. (8 рес cent. mixture). 
10 0'25 ampere 
12:6 | 024b „ 

15 024 „ 
30 024 „ 
60 | 032 „ 
90 019  , 


At 90 volts, which is well above the arcing pressure. 
rather less current, it will be noticed, is required for igni- 
tion, but, on the other hand, if the current is only 0718 
ampere, “hundreds of break-flashes can be made in the 
mixture without causing its ignition, whereas with 0'1? 
ampere ignition occurs at the first break-flash." 

Summarising then (a) the most readily ignitable mixtures 
of methane and air contain between 7:5 and 9 per cent. of 
methane, and the susceptibility to ignition by sparks of the 
firedamps of different mines varies with the proportions of 
nitrogen they contain as an impurity with the metbane 
which is the main constituent ; (0) the self- induction of the 
circuit is of prime importance in determining whether the 
break-flash can ignite an explosive mixture, and below 
about 0'03 henry the current required for ignition rapidly 
and (с) an increase in the voltage from 
10 to 30 volts does not materially alter the amount of 
current required to ignite a particular mixture, while, on 
the other hand, an increase in the current of 0:01 ampere 
is often sufficient to determine the ignition of а mixture. 

The solution of the problem then is to reduce the self- 
induction of the magnet coils of the bell so as to render the 
intensity of the spark harmless in any mixture, and experi- 
ments were carried out with signal bells of different types 
with perfectly satisfactory results. 


(To be continued.) 
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WIRELESS CALL DEVICES. 
Br L. B. TURNER, M.A., A.M.LE.E. 


(Abstract of paper fead before the INSTITUTION OF Post OFFICE 
ELECTRICAL ENGINEERS, LONDON CENTRE). 


Іх submarine telegraphy moderate power is transmitted, and 
much less, but still moderate, power is received. In telephony 
the power transmitted is ordinarily a small fraction of a 
watt, and only about one ten-thousandth of this may be re- 
ceived at the other end. In wireless telegraphy, unhampered 
by the limitation of input imposed by the microphone, and 
with a receiver of extraordinary sensitiveness, the ratio be- 
tween the power received and the power transmitted may reach 
a degree of smallness quite unapproached in telephony. The 
following table shows, in a rough illustrative fashion, the orders 


of magnitude of the power transmitted and received in the 
Several systems nained :— 
Watts Watts 
transmitted. received. Ratio 
Submarine telegraph ...... 1 pnr LOS? ores 10—* 
Telephone 1073... 105 diues 10— 
Wireless telegraph | ......... 1079 4. 10-9 chee 16-8 


The primary difficulty in devising an effective wireless-call 
apparatus is the extreine smallness of the power available; 
for, obviously, uf the device is to be of the fullest service, the 
calling range must be as great as the signalling range. 

A secondary difficulty is the avoidance of false calls, that is, 
calls actuated by foreign wireless stations discharging their 
ordinary trafüc, or by atmospherics. 

The problem is, therefore, in the main, to provide apparatus 
capable of responding noisily to such stimulus as may be got 
from an antenna fed with about one-hundredth of a microwatt, 
but which will not respond to stray disturbances. 

Excluding the coberer from consideration, no wireless call 
apparatus has yet, so far as I am aware, been put into com- 
mercial operation. 

The available energy is so sinall, that no relay of the make- 
and-break type with solid metallic local-circuit contacts could 
be constructed to give reliable service. The ingenious jet 


relay of Dr. A. Orling, already employed in submarine cable : 


telegraphy, could, however, be used. In this instrument a coil 
is carried by vertical phosphor-bronze suspensions in the field 
of a powerful magnet, as in an ordinary D’Arsonval galvano- 
meter. A fine quartz fibre, called the detlector, is stretched 
аз а stiff radial arm attached to the coil. Above this fibre is 
& vertical glass jet, through the fine orifice of which protrudes 
a second quartz fibre bearing with a light lateral pressure on 
the horizontal fibre. A fine stream of acidulated water runs 
through the orifice of the jet and along the vertical quartz 
fibre. At the end of the vertical fibre, a little below the 
deflector, the stream either just hits or just misses one of 
two platinum plates, thereby either making or not making 
contact between it and an electrode immersed in the column 
of acid. A very slight motion of the deflector carried by the 
coil produces a much magnified displacement of the stream of 
liquid where it passes the electrode. I have seen such an 
instrument relay hand-speed signals of .37 microampere. The 
coil had a resistance of 500 ohins, so that this corresponds to 
a steady-current power of 7 X 10-1: watt. 

Of the amplifier type there is a diversity of patterns. Prob- 
ably the most familiar is Mr. S. G. Brown's telephone ampli- 


fier, capable of responding to currents of telephonic frequency. 


Another highly sensitive amplifier is that due to Mr. E. S. 
Heurtlev. This device depends on the change of resistance 
produced in hot, thin platinum wire, when it is slightly 
displaced across the edge of a blast of cold air. 

When the amplifier is used for submarine telegraphy, good 
readable slip may be obtained at slow speed with a deflecting 
power of 6 X 10-19 watt in the coil. The power in the siphon 
recorder would then be about 5 X 10-7 watt, giving a multipli- 
cation of nearly 1,000. 

In all the relays above mentioned the change in the local 
current is effected by the displacement of some comparatively 
massive body. In the kathode-ray amplifier of Von Lieben 
and Reiss the moving body is molecular, or, rather, corpus- 
cular. 

The kathode-ray amplifier is likely to play a very important 
role in the future. It can deal with the smallest powers, 
introduces no perceptible distortion, and is available for ampli- 
fying fluctuations of any rapidity up to the frequencies used 
in wireless telegraphy. The Marconi Company have developed 
a modified form of the Lieben-Reiss amplifier, which plays an 
important part in their high-speed reception. 

With the exception of the last, the foregoing relays or ampli- 
fiers have been D.c. or low frequency instruments, suitable for 
use after the high-frequency current has been rectified by a 
crystal or other detector. 

Anv one of these extra-sensitive relaying instruments might 
replace the telephone of an ordinary receiver. and so, in con- 
junction with other instruments. convert signals which would 
have been a faint buzzing in the telephone into the ringing 
of a bell. But whereas the listening operator attends onlv to 
л message preceded by a certain sequence of dots and dashes, 


* This device waa fully described in the ELECTRICAL REVIEW 
of May Ist, 1914.—Eps. 


his call signal, the bell would not exercise this discrimination. 
lv is necessary, therefore, to arrange that a signal of eome 
special character shall be used for calling, and that the device 
shall respond only to signals of this character. Although much 
may be effected by the ordinary tuning methods, a call device 
requires a greater selectivity than can be thus obtained. 

A simple form of call signal is a long dash, and the receiver 
may be constructed so that it will respond only to a dash of not 
less than a certain minimum duration, which would, of course, 
be chosen longer than any dash likely to be made in trans- 
mitting messages. This principle has been utilised in the P.O., 
and could be applied to any of the quick-acting relays. 

The musical-note transmitter, now so widely used, introduces 
the possibility of a second line of defence against interference, 
by making use of musical resonance. The antenna and coupled 
circuits are already tuned to the high frequency, say 105 to 10 
periods per second, giving selection by wave-length syntony ;. 
and with a musical note the telephone or other apparatus may 
be tuned to the spark-frequency, say, 200 to 1,000 periods per 
second, giving selection by note syntony. The Telefunken 
amplifier is constructed to make use of note syntony. This 
instrument consists of a bank of microphonic contact 
relays, each similar in arrangement to the Brown amplifier 
with granule contacts. But whereas in the Brown amplifier 
the electro-mechanical connection between the armature and 
the circuit energising the magnets is as close as possible, and 
the armature has a natural frequency greatly exceeding the 
frequency of the currents to be anrplified, in the Telefunkeu 
amplifier the armatures are relatively loosely related to the 
energising circuits, and the natural frequency of each armature 
is mechanically adjusted to be equal to the spark-frequency 
(500 periods per second). It is claimed that with a bank of 
three such tuned amplifiers in cascade very great magnification 
and selection can be obtained. M n" 

But whether the transmitter is a musical one or not, ri 1s. 
possible to effect a syntony somewhat analogous to note syntony 
by transmitting dashes at small regular intervals. A scheme 
for a distress call device, depending for its selectiveness on this. 
principle, has been suggested by Mr. W. 5. Peake in a recent 
patent specification. | | 

The essential point of the device is that the vibration of an 
armature under a succession of impulses is built up gradually, 
a3 in all cases of resonance; that is, the effect of successive 
impulses is cumulative, as it designedly is not in a Brown 
amplifer, an oscillograph or a telephone used for speech. 
Peake employs a transmitter sending alternate dashes and 
spaces at a definite frequency (between 10 and 40 per second), 
and the armature of the receiver is mechanically tuned to this 
frequency, as in the Telefunken amplifier. When the ampli- 
tude has grown sufficiently, contact is made and a bell rings- 

The arrangement is mainly of interest in that it provides a 
probably adequate selectiveness by the use of a quite practic- 
able apparatus which could be added to an existing ordinary 
station. It embodies nothing new in principle, for the resan- 
ance relay is a well-known device; it was used in an attempt 
to provide a call device on the Preece induction telegraph 
connecting the Skerries with the mainland. I think it would 
fail on the score of insensitiveness. _ 

One further potential wireless call apparatus is the Marcont 
Company's quite recently developed device for the remote con- 
trol of fog-signalling apparatus. This constitutes, I think, the 
nearest approach that has been made to a practical call device 
which can be left to itself. The result has been achieved by 
reverting to the coherer, but in a specially reliable, and con- 
sequently insensitive, condition. The coherer controls a relay 
of conventional type, whose local circuit energises the magnets 
acting upon a pendulum of balance-wheel form. Dashes are 
sent at equal intervals (automatically) from the calling station, 
and at each dash the coherer cuberes, the relay tongue flicks. 
over, and an impulse is given to the balance-wheel. The bal- 
ance Wheel has been mechanically tuned to the frequency of 
the transmitted dashes, which are of the order of two per 
second; its amplitude, therefore, grows under the repeated 
stimuli, until a fork carried by the wheel dips into mereury- 
cups, and the fog-gun is thereby switched on or off. Apart 
from malicious interference the selectivity here is as perfect 
as could be desired, for however strongly an interfering signal 
affecta the coberer, its effect on the balance-wheel is the same. 
There are various carefully thought-out. detail refinements in 
this apparatus, and tests appear to have shown that rt may 
be left absolutely unattended over long periods. Its unsuita- 
bility for Р.О. work lies chiefly in its insensitivity. _ 

At the P.O. wireless stations for ship service а continuous 
watch is kept day and night; the operator on duty wears the- 
telephone constantly, and is always ready for a message ad- 
dressed to him. A call device, howsoever devoid of limitations 
and objectionable features, would be of little service at ome 
of these stations. There is, however, a considerable demand 
for wireless communication between the mainland and small 
outlying islands, or between the separate islands of a group. 
The departinent already has ten stations in use for this sort 
of communication, and with a suitable call device, or even 
without, these short-range land-to-land stations will probably 
become quite numerous. At the existing stations the practice 
is for one of the pair to call the other once an hour, or at other 
defined intervals; and seeing that the operator usually has 
also to attend to the land line, sell stamps, pay out old-age 
pensions, and perform other functions, precise punctuality: 
cannot be expected. Consequently. such a method of working 
causes a good deal of annoyance and wastes much tine. Puc- 
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thermore, in some instances that have arisen, it is desired, for 


life-saving purposes, to have the telegraph available day and 


night. For this class of work there is pressing and immediate 
need of a wireless call device. 

Owing to the short range—mavbe ten miles or so—over 
which these stations are required to work, difficulties from 
interference from ships are in many cases not very great. 
There is, however, one condition which must be satisfied in 
a call apparatus for this work, and it is a hard one to meet; 
the instruments must require no skilled attention from day 
to day. 

The apparatus shown has been constructed with a view to 
nieeting this quite specialised want of the department. 

The principal features of the device are as follows :—At fre- 
quent pre-arranged times—four times an hour in this apparatus 
—the clock switches in a crystal receiver of ordinary character, 
except that an extremely sensitive D'Arsonval galvanometer 
replaces the usual telephone. The receiver remains in circuit 
for a brief period only—about 34-minute in this apparatus. 
If the key of the calling station is held depressed throughout 
this period, the needle of the galvanometer is deflected into 
position between the jaws of a hit-or-miss device actuated by 
а local current. When the needle is in its undeflected position, 
the closing of the jaws is without effect, for the jaws are 
slightly staggered, like those of a bulldog; but if the needle is 
in place between them, it is gripped by the jaws, a local 
circuit is closed, a continuous-ringing bell relay actuated. and 
the bell rings. Any atmospherics or signals, whether of the 
appropriate wave-length or any other, and of whatever 
strength, are without effect unless they occur during the brief 
period of activity of the receiver. The probability of damage 
to crystals and of false calls is, therefore, reduced by the 
agency of the clock-switch in the ratio of 15 minutes to one-third 
minute, i.e., 120 tiines, whereas the delay to a telegram caused 
by this system of working cannot exceed 4 hour. 

Despite this safeguard, it must happen that the crystal will 
be " knocked off,” in the wireless jargon, by atmospherics some 
time or other. A second line of defence is. therefore, prepared 
by the provision of two crystal detectors, which are used alter- 
nately. An instrument called, for lack of a better name, the 
mercury toppler, in addition to other duties, switches over 
after each period, so that the other crystal detector shall come 
into use at the next period. If, therefore, one of the detectors 
has been knocked off and a call is, in consequence, unsuccess- 
ful at one period, it can still be made a quarter of an hour 
later. Communication then being established, the failure 
would be reported to the defective station, and the faulty 
detector be replaced by the spare provided. 

Except during the few seconds of activity, the detector is 
disconnected from the receiving circuit and short-circuited on 
itself, and is immune from any electrical damage. 

The galvanometer is shunted so as to be dead-beat; when 
unshunted it has a period of about 15 seconds. As now set, 
the minimum deflection to make a call is about 50. and this 
13 produced by a current of 40-1 microampere; 20-1 micro- 
ampere аз considered a safe working current. The galvan- 
ometer is not harmfully affected by rapid vibrations. 

In the absence of a suitable quick-acting relay of extreme 
Sensitiveness, it is necessary. to accumulate the energy of the 
received. signal over some considerable time before a sufficiently 
energetic response can be produced. In the call device dealt 
with in the last section, the accumulation takes place during 
the several seconds in which a slowly moving galvanoineter 
«oll is gradually deflected. It is also possible to accumulate 
the energy in an oscillating body, provided that. the signal is 
Intermittent and synchronises with the oscillation. This 
method of working enjoys a certain selectiveness which is not 
Inhertnt in the other; it is the method adopted in the Peake 
device. 

Whether the accumulator of energy be an oscillatory one 
o7 not. 1t must be capable of continuing the accumulation over 
а sutheiently long period. i 

[n the second cali device exhibited, Peake's reed vibrating 
at (say) 25 periods per second is replaced by the coil of а 
valvanometer oscillating at 10-1 period per second, ie., 250 
times slower. Consequently, if the decrements of the coil 
and reed were equal, signals would continue to add energy 
to the coil 250 times as long as to the reed. The gain in 
ability to accumulate energy from the signal is more or less 
proportional to the lengthening of the period of the oscillating 
Kysten. 

In this second. call device, the galvanometer coil takes the 
place of the telephone in an ordinary receiver, and a swing is 
gradnally built up from the sending station by keeping the 
kev depressed during суету alternate five seconds. Since the 
detector is always in circuit, a Fleming valve is used instead 
of a erystal, as the valve, though less efficient, is not liable 
t» be Knocked of by atmospheries. 

The moving coil is cast with wax into Smooth evlindrical 
form to reduce air friction. It has a resistance of nearly 6.000 
„uns;: is suspended by a stout phosphor-bronze strip, and has 
a radial arm or tongue of fine platinum wire free to move 
Ik tween two fixed vertical platinum wires. The galvanometer 
eonstitütes a inicrowatt relay. The moment of inertia of the 
MONIT. System (viz, SR ита. = ena) has been adjusted to give 
a pernod of just I seconds 

The tongae is kept in mid-position between the side-contacts 
bv the torque of the suspension balancing the torque due to 
the yx rising current of the valve. This polarising: current, 
Which may be 10 or 20 times the current due to the signal, 


r * 


is largely affected by variation of the filament current; and 
as the filament takes about half an ampere, the current in it 
must appreciably fall as the battery discharges. This might 
be a serious difficulty, but by use of the circuits shown in 
fig. 1, a fall in filament current is made to compensate for 
itself by producing a suitable rise in the polarising P.D. This 


= 
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arrangement Las proved remarkably successful. А variation 
of + 10 per cent. in the filament current produces no per- 
ceptible deflection of the pointer; whereas without the 
balancing circuits + 10 per cent. rings the bell and — 10 per 
cent. nearly does so. " 

This call device possesses the merits of simplicity and robust- 
ness, and the present makeshift set will make a call with a 
signal of 0.063 microampere in about 24 minutes, or with 
14 mieroanipere. in about 14 minutes. The sensitivity 
could, I feel sure, be considerably improved. The objec- 
tion to this device for P.O. short-range stations is that the 
valve has a continuous consumption of sore 4 watts, which 
is а serious matter when dry cells supply the power. This 
objection might be overcome, and greater sensitiveness ob- 
tained by the use of a crystal detector. if a non-earthed antenna 
sufficiently. free from atmospherics were employed. 


RONTGEN SOCIETY. 


Ат the meeting of the Roatgen Society on Jane let, the principal 
business was a discussion on the protection of the X-ray worker 
from the evil effects of the radiations with which he has to deal. 
The subject derived special importance, said the President, Sir 
А. P. Gould, in view of the extraordinary number of X-ray oufits 
which were being installed in military hospitals, both at home and 
abroad. These were often placed in charge of men having only 
scanty experience, who were called upon to work under circum. 
stances of very great pressure, and the attention of manufacturer 
of X-ray apparatus and others should be called to the possibility of 
grave perils arising as a result of insufficiently protected equip- 
ments. Mr. Sidney Кава, D. So., said that he had been oumparing 
the protective materials supplied with the installations of three 
manufacturers, who should be denominated X, Y, and Z. The lead 
rubber placed between the operator and the tube varied very 
greatly in diffsrent samples, as, for instance :— 


Thickness of lead Percentage of 1 85 

‚ rubber in mm. energy transmitted. 
X T" TT TT 2'2 1'4 
Y o6 TT f 1'54 49 
" xe ase eee 3 07 l1 
Z see T eee 125 5'0 
97 eee ese eee 2˙5 10 
Ww eee ое eee 3 75 04 
van v (iv 58 01 


Lead glass, which was also used largely as a protective material, 
varied in a still more perplexing fashion, the absorptive power for 
the dangerous radiations bearing no relation to the thickness of 
the glass, but only to itsdensity. Here, again, three manufacturers 
submitted samples, with the following result :— 


Thickness of lead Percentage of X-ra 
glass in mm, energy transmit 


X eee eee eee 3°63 2°9 
Y ue „ BRT 5'5 
„ ow . ee. же 00 41 
Z. „ ce 1325 43 
S .. 3065 34 


As a dream of the future, Dr. Russ thought that before the 
radiologist began his work the atmosphere would be examined for 
ionised particles, just as drinking water had to be examined and 
sterilised. Mr. J. Н. Gardiner, F.C.S., urged, with a view to 
guarding against secondary radiations, that X-ray tubes should 
be enclosed completely in a good thick саве of thoroughly effisient 
and heavy lead glass. The protection of the tube in the plane of 
the anticathode was not sufficient, owing to the vagrant sevondary 
radiations. The following resolution was carried : ‘ That in view 
of the recent large increase in the number of X-ray installations, 
this Society considers it a matter of the greatest importance that 
the personal safety of the operators conducting the X-ray exami- 
nations should be secured by the univereal adoption of stringent 
rules, and that the Council of the Society be requested to meet at 
an early date and take steps to secure this end.” 

At the annual business meeting, Mr. J. H. Gardiner was elected 
President, and Mr, W. Duddell a vice-president. 
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A GLASGOW HOSPITAL, 


THE Roval Hospital for Sick Children, Glasgow, which was opened 
by the King and Queen in Joly last year, is a large establish ment 
equipped on the moet modern lines, and possesses an exoeptionally 
complete installation of electrical appliances. Electricity is 
supplied by the Glasgow Oorporation Electricity Department, 
through duplicate cables to each of two main switchboards in the 
basement of the building ; a duplicate supply is furnished to the 
operating theatre, under local control. 

Artificial illumination is provided for by nearly 2,000 metallic- 
filament electric lamps. Thirteen lifts and the whole of the 
laundry, kitchen and other machinery are operated by electric 


Fia. 1.—SwITCHBOARD IN MAIN BUILDING, SHOWING 
CABLE-CARRYING STRUCTURE. 


motors, of which there are, in all, upwards of 40. Ventilation 
is effected entirely by eleotrically-driven fans. There is an exten- 
sive automatic intercommunication telephone system having 
30 stations, in addition to the Post Office instruments, of which 
there are five with a central exchange. 

The clocks throughout, about 30 in number, are electrically 
operated and controlled, as also are the several bell systems, 

In addition to these ordinary utilitarian services there are the 
very extensive and varied uses of electricity in electro-surgery, 
Roatgen ray, high-frequency, and other special apparatus too 
numerous to mention in detail. 

In the wards general illumination is obtained by oentral 
pendants, so shaded that the actual lamps are screened from the 


— ERr 


Fig, 2. — ONE OF THE OPERATING THEATRES, WITH TABLE 
ILLUMINATED BY REFLECTION. 

bed positions. One of these pendants, in each ward, is of the 

inverted type to serve asa night light. By the bedsides, brackets 

and special portable hand-lamps are provided for local use. 

The corridors, passages and stairways have coiling fittings in 
the form of an iaverted cone, on the bottom of which the lamp is 
fitted. These cones are treated as a part of the ceiling and painted 
to match. 

In the operating theatres an external source of light is 


employed for the operating tables. Arc lamp projectors are 


anstalled in an adjoining chamber, the beam of light being pro- 


A 


jected through a glazed aperture in the wall and on to the 


| operating table by means of adjustable mirrors. 


For the general illumination of the operating theatres special 


| sunk fittings with flush glazed bronze covers have. been employed. 


These frames fit into position by their own weight, and have no 
fizing studs or sorews, but are nevertheless water-tight. The 
arrngements generally ia the operating theatres are such that 
the walls may be washed down without risk or damage to any 
portion of the electrical fitments. 

The whole of the internal electric light fittings are of plain 
smooth design to avoid so far as possible dust collection, and to 
render them easily cleaned. 

The laundry equipment includes washing machiaes, hydro- 
extractors, ironing and finishing machines, and a large drying 
room above, served by an electric hoist. All the machines are 


Fig. 3.—WASHING HOUSE IN LAUNDRY. 


electrically driven, some having the motors direct coupled, and 
others being driven by belts. 

We publish herewith some views of the plant, for which we 
are indebted to the oonsulting and advisory electrical to 
the Board of Control, Messrs. James E. Sayers & Caldwell The 
contractors for the electrical шо, generally were Messrs. 
Telford, Grier & MacKay ; the electrio clocks were supplied by the 
Magneta Time Co., Ltd. ; the telephones by the Sterling T one 
and Electric Co., Ltd,; and the lifts by Mesars, Waygood-Otis, 


SCIENTIFIC AND TECHNICAL. 
COMMISSIONERS. 


By W. POLLARD DIGBY, Lieut. R.E. (T), A. M. I. E. E. 


(From the Journal of the INSTITUTION OF ELECTRIOAL 
| ENGINEERS. Abstract.) 


MILITARY victory per se is not the only duty before us; the 
military victory once attained, success in the ensuing comm 
warfare must be the essential objective. The comparative inci- 
dence of the burden of taxation after the war will be heavier than 
anything we knew before Europe mobilised. Capital will be very 
ecaroe, and exporte of capital in the form, say, of engineering 
machinery or railway plants to neutral markete will probably be 
on a greatly reduced scale. 

The organisation of industry, particularly with reference to 
oversea markets, is as important as the organisation of the intelli- 
gence service of a field army, and the better the industrial organi- 
sation of any manufacturing nation, the sooner will be the 
recovery from the aftermath of the war. 

External aids to trade have received consideration, but it is a 
very open question whether all that oan be done, has been done, 
The Commercial Intelligence Branch of the Board of Trade is the 
medium of conveying a great deal of "eg ae ишш ун 

ing prospective trade openings in the olonies or in foreign 
countries Trade Commissioners and Commercial Attachés have 
been appointed, and it is with no idea of belittling the useful work 
that they have done that the author urges the selection of an 
entirely new type of official representatives to perform the duties 
of Technícal Commissioners. 

Unless written by specialists, neither the reports of Commercial 
Attachés and Trade Commissioners, nor the Consular reporte, can 
be reasonably expected to give details, say, of the successful types 
of competing foreign manufactures, the reasons of lower prioe, 
the reasons apart from price why British types are not successful, 
and the local conditions which may render typical British articles 
unsuitable. Such reports can only be adequately written by 

ially selected men situated in friendly countries, having behind 

all the prestige of our diplomatic service. The men to be 
chosen for the duties must be of a high type. They must be 
recruited with as much care as the secretaries of our various 
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Embassies and Legstions, but recruited differently. The modern 

side of a public school, and an engineering degree at Cambridge, 

Oxford, London, or Manchester, are by themselves wholly inade- 

quate credentials for a Technical Commiesionership. Industrial 

experience is as estential as the intervening years of sea service 

oo leaving Osborne and a naval attachéship for officers in the 
avy. 

The Technical Commissioner should be a epecialist. Specialists 
acquainted with the needs of distinct industries must naturally 
possess an all-round knowledge of those branches of applied science 
most closely related to their own special work, and should possess 
imagination. Much, very much more than is supposed, of German 
success in the past has been due to the possession of a scientific 
and commercial imagination. If we look back on the history of 
the evolution of any branch of scienoe, or even of any piece of 
machinery, it is at once evident that at any stage the next advance 
might have been predicted by the intelligent putting-together of 
the then ascertained achievements and phenomena. 

There must, therefore, be among the essential credentials of the 
technical commissioners evidence not only of practical experience 
and the power of succinct description, but of a logical imagina- 
tion. 

Visite of individual engineers abroad are directed mainly, if not 
entirely, to purchasing countries, not to competing manufacturing 
countries. 

The author has yet to learn of an British firm maintaining an 
intelligence department in any foreign manufacturing city, con- 
cerned in no way with the sale of the firm's products, but with 
the sole duty of forwarding techni zal information to the firm's 
headquarters, 

The technical commissioner must be essentially a worker; һе 
must make long journeys from his headquartere, and on his return 
must give a great deal of attention to office work. His minutes 
will be lengthy and numerous. He will have to avoid giving too 
much of his time to the social side of life. 

The professional status of a technical commissioner, say, in 
engineering, should be at least the «quivalent of full member- 
ship of one or more of the institutions most closely concerned in 
his work, viz., the respective Institutions of Mechanical Engineers 
and of Electrical Engineers. Those concerned with mining 
machinery or metallurgical matters should belong, among other 
bodies, to the Inatitution of Mining and Metallurgy. The chemist, 
too, should possess equivalent qualifications. Bafore proceeding 
to take up his post, the newly appointed technical commissioner 
should have ample opportunity of conference with representatives 
of the industries concerned with his sphere of work, both as 


* 
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regards their selling and their technical departments and methods 
of manufacture, At stated intervals he should return to England 
to confer with those concerned in his work. 

The technical commissioners should rank after, but be associated 
with, the present commercial attachés, assisting the latter by the 
preparation of the scientific and technical matter required for 
general reports. Prompt dissemination of the information, some- 
times perhaps in the shape of secret and confidential publications, 
will of course be requisite. 

Au engineering commissioner for any particular branch of the 
industry would report on types of plant in use, study its operation, 
and send home recommendations thereon. He would join the 
engineering Institutions of the oountry in which his duties lay, 
attending annual meetings, congresses or conventions, and abstract- 
ing promptly important information in the technical papars. 

It would be easy to multiply instances of possible useful activity, 


1.— WORTHINGTON ROTO-DBUM PUMP COUPLED TO MOTOR. 


but any manufacturer knows the technical information which he 
would like to have, and which could be furnished by a technical 
commissioner of the right type. | 

We shall be indeed a short-sighted race, if, when military war 
again gives place to the commercial warfare waged by manufac- 
turing countries for foodstuffs and luxuries, we do not strain 
every nerve to apply system to our methods. We must remember 
that the added burdens not only of direct taxation but of reduced 
numbers of food-getters will render commercial success more vital 
to our welfare than in the past. It is well within the bounds of 
feasibility that German industrialism may make a rapid recovery. 
Her factories and equipment are uninjured. Only raw ma 
and markets are needed for industrial production to be resumed. 

Just as the important, and in some respects almost dominating 
position, which Germany held in the neutral markets of the world 
before the war was in part due to thethorough and systematic 
methods of her commercial engineering departments. so her innate 
genius of organisation and co-ordination, her capability of concen- 
tration of purpose, and her logical industrial imagination, will 
guide and steady her progress towards a recovery of her previous 
position. To this she will be relentlessly spurred by the grimmest 
0f neoessities, that of food earning. | 

Mere exhibitions of German articles in London, with particulars 
of the wholesale and retail prices, though good in their way, will 
not suffice. We need representatives with technical experience 
and foresight studying conditione in the markets which we seek to 
supply. We can either leave this to sporadic industrial enter- 
priee (generally an unsatisfactory quality,and undoubtedly expen- 
sive and inefficient), or make it a matter of national organisation, 
and as definite a branch of official activity as the duties of the 
Development Commissioners, 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Roto-Drum Pumps. 


The WomTHINGTON PUMP Co., LTD., of India House, Kingsway 
W.C., have developed a rotary dry vacuum pump or blower suitabl 
for direct coupling to an electric motor, as shown in fig. 1. Th 
pump operates on the familiar principle of the rotating eccentric 


Еа, 2.—OzoNAIR DOMESTIC 
WATER STERILISER. 


drum fitted with sliding steel plates which act as pistons; the 
plates do not rub on the inside of the cylinder, but are carried by 
hardened and ground steel running rings, whioh “ float," so that no 
rubbing friction isset up. The shaft is carried on ball bearings, 
and all friction is reduced to the minimum. The casing is pro- 
vided with & water jscket. The pump illustrated is capable of 
handling 20,009 ob. ft. of free air per hour at.700 B.P.M., and is 
very compact for the output. Ten sizes are made. 


Ozonair Water Steriliser. 


Messrs. Ozox AIR, LTD., of 96, Victoria Street, S. W., have 
devised a water steriliser of small dimensions for domestio use, 
which we illustrate in fig. 2. It consists of a metal frame which 
is fixed to the wall, and comprises a case containing the ozrone- 
producing apparatus above a bracket and swivelling tray to carry 
the receptacle for the sterilised water. The apparatus is quite- 
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automatic in action; on placing the jug in position and turning 
on the water tap, which is provided as part of the devioe, the 
ozone generator is set in operation. The steriliser is made for any 
type of supply and any voltage, and works on any water pressure 
from 12 to 50 Ib. per eq. in.; the metal work is neatly finished in 
aluminium, Olosing the tap stops the generator. The advantages 
of ozone for sterilisation are well known to our readers, and the 
system has been used for public supply abroad for many yeare, 
. 80 a small British-made domestic plant has not hitherto been 
available, 


“Witton” Multiple Switch Starters. 


The GENERAL ELECTRIC Co., LTD., of Witton, have recently 
supplied a number of multiple switch starters, comprising a 
mistake-proof starting switch cutting out sections of the resistance 
in the ordinary way and interlocked electrically with a circuit 
breaker, | 

In starting up a motor controlled by a " Witton” multiple 
switch starter, the circuit breaker is first closed, and the switch 
cutting out the first step in the resistance is then inserted. But 
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Fig. 3.— WirTTON 100-H. P. MULTIPLE-SWITCH STARTER, 


should an attempt be made to insert either the switch that short 
circuits the resistance or an intermediate switch on the starter, 
the attempt is frustrated by an interlocking bar. This bar is 
automatically moved along by the switches as they successively 
cloee, and precludes the closing of any of the other switches out of 
their proper sequence, Farther, should the circuit breaker trip 
due to an overload on the motor and an attempt be made to replace 
it—which would mean short-circuiting the supply— special trip 


Ете. 4. — MULTIPLE-SWITCH STARTER FOR ROLLING-MILL 
MOTOR, 


coil on the circuit breaker is energised through contacts which are 
shorted when any or all the switches on the starter are closed. 
The action of this trip coil locks the circuit breaker mechanism 
and prevents the breaker being closed. 

The accompanying fig. 3 shows a Witton” multiple switoh 
starter for controlling a 100-H.P. motor, together with the 
necessary resistance and circuit breaker, while a view of a 
similar device controlling a 300-H.P. “ Witton ” rolling-mill motor 
is shown in fig. 4. In the latter case it will be observed that the 
ewitches are provided with a suitable cover, 


Renewing Tangsten Lamps. 


There is a good deal more useful material in a burnt-out 
tungsten lamp than in a carbon-filament lamp, and naturally 
attempts to make use of it have not been wanting. Mr. Hedley 
Field, of the ALLIES ELECTRIO LAMP Co, LTD., Montgomery 
Street, Hammeramith, W., has just shown usa sample of such a 
lamp, in which the filament has been renewed, without using any 
fresh material other than the new filament. In this company’s 
process, the bulb is cut off at the shoulder, the glass is cleaned, 
and the new filament is mounted; a glass tube is then fused on to 
the pip of the bulb, the latter is joined at the original cut, and the 
lamp is exhausted and sealed in the usual way. The company has 
been at work for about a year, and has applied the prooees to 
lamps of all sizes, from 8 to 400 C.P., for voltages up to 250 volte; 
the same efficiency is claimed as for new lamps, and the life of a 
renewed lamp is guaranteed to be not less than 1,000 hours. The 
appearance of the lamp is practically unchanged, and the operation 
can be repeated several times, 


— 


WAR ITEMS. 


Openings in Italy. From the British Ohamber of Commesoe 
for Italy at Genoa we have received further liste of openings for 
British articles in Italian markets, from which we extract the 
following. Some of these firms formerly did business with 
German and Austrian houses, and now seek British connections :— 


No. 680. Agent at Turin wishes to Bear from manufacturers of machine 
tools. T. A. R 


No. 682. à Agent, in North Italy would take up agencies for scientific instru- 
ments. E.G.B. 
No. 68. Eleotrotechnical engineer at Turin would . British 


as nings for electric lamps and apparatas. G.O.D.O. 
at Florence would sell on commission in Tuscany, or merchant, 

machinery. F.O.G. 

No. 718. Agent at Turin inquires for leather belting. T.G.B. 

No. 726. Engineer at Turin has openings for iron and steel, rain-water 

pes, water-meters, steel tubes, anti-rust paint. T. P. F. 

No. 729.—Rome agent would take up electric lamps. R.O.B. 

No. 788. Agent at Genoa would sell on commission or merchant--copper, 
bronze, brass, zino, aluminium, nickel, iron in pigs, electrical sheets 
of steel, for all Italy. G. R. A. R. 

No. 799. Commission agent at Genoa has openings for anchors, warping 
machines, steering gear, thermotanks, steam and electric winches. B. 

No. 764. Engineer at Rome wishes to represent important manufacturer 
of electrical material, motors, pumps, lifting machinery. R.A.F. 

No. 775. Commission agent at Genoa wishes to hear from manufacturer of 
electric pianos. G. F. D. B. 

No, 783. Commission agent at Bologna wishes to re nt manufacturer 
of machinery for paper mills, spinning mills, wool, cotton, linen, hemp, 
Jute, workshops, files, linen and cotton yarns, B.. F. 

. 790. Manufacturers at Bordighera uld take up mechanical and 
electrical specialities. B.W.B, 

*€ Munitions—More Munitions!’ but © Keep the Atmos- 
phere Pure.“ Messers. Connolly Bros., Blackley, Manchester, were 
summoned at Manchester, on June 2nd, for permitting a black 
smoke nuisance at their works. — Mr. Pickford (for the Corpora- 
tion) said the magistrates had previously made an order for ubate- 
ment on the defendants so long ago as December, 1900, and the 
nuisance was still existent. Inspector Chisholm said that on April 
20th he took observations of defendante’ chimney, and in 30 
minutes black smoke was emitted for a total period of 4} minutes, 
When he saw the fireman the latter said he had been as careful 
as possible, and the emissions must be due to the bad 
coal they were getting.—Mr. Connolly said that when he was 
before the Court on April 7th last he read a letter which his firm 
had received from Lord Kitchener, showing that they were really 
working seven days a week to get out urgent War Office orders, 
They were still working on munitions and were at their wits’ end 
to turn out the goods fast enough. He also read a letter from a 
colliery company, stating that for the present the firm would have 
to be satisfied with any kind of ооа! they could send, as they were 
crowded out with Government work. The works had been com- 
pletely changed from steam to electric driving. Electrical 
machinery had been installed at a cost of £750, and an eighth 
motor was put in last week. He suggested that that showed that 
the firm were striving to meet the Corporation’s requirements, 
They were taking all their power from the Corporation, and they 
had also had a complete transformer house erected for them by 
the Corporation. He thought the present summons might 
be withdrawn, and said he did not see how they could do 
any more than they had done to try to abate the smoke 
nuisance, They were working night and day on war contracts, 
and had even had to employ men 75 years of age to help them to 
get the work out. A fine of 30a, was imposed, the Bench inti- 
mating that whilst they fully appreciated the difficulties of the 
firm they had to maintain the purity of the atmosphere as far 
as possible. Mr. Connolly remarked that it was hard lines that 
the firm should be fined again. 


A Pocket Lamp Battery Syndicate. — The use of pocket 
electric lamps in Germany has assumed great importanoe among 
the rank and fileof the army, and the production of batteries in 
particular has reached an exceptionally high level in recent months. 
A short timeago the battery makers were brought together in the 
form of & central organisation for war deliveries, and this has now 
been followed by the constitution of a syndicate of pocket-lamp 
battery makers at Charlottenburg, Berlin, е 
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Anglo- Belgian Electrical Co-operation. — Writing with 
regard to M. R. Steylaers’s paper on this subject, M. Nouet, Editor 
of our esteemed contemporary Za Lumière Electrique, points out 
that several small errors have occurred ín connection with the 
names and addresses of certain French firms: The Société 
Francaise d'Eleotricité A.E.G., 72, Rue d’Ameterdam, Paris, which 
was sequestrated (mise sous. séquestre) on November 24th, 1914, in- 
cluded in its administrative council M. Thurnauer (not 
Thurnauw), ex-mansger of the Thomson-Houston Co.. from which 
he has recently resigned. The address of the Socié.é Induatrielle 
d'Energie Electrique is 60 (not 30) Rue Caumartin, and M. Cohen 
(not Cahen) is a member of the administrative council of thia 
company, as well as of the Soc’é é d'Electricité de Varsovie and of 
the Socíé с Continentale de Traction et d'Eclairage. X Otherwise 
our con^rere finde the article interesting and accurate. We are 
much indebted to him for his kind assistance. 


Russla.— A firm at Ekaterinburg, who formerly represented 
German concerns, desire to get into touch with United Kingdom 
manufacturers of looomobiles, internal combustion engines, and 
electric lamp». ‘ Correspondence with this firm should preferably 
be in Russian, and, failing this, French is the only other language 
in which they would be prepared to correspond," Communications 
in this connection should be addressed to the British Vice-Con- 
sulate, Ekaterinburg. DELE | 

An agent in Warsaw wishes to secure the agencies of United 
Kingdom manufacturers of electric lamps and wire. 

Inquiry is made for the names of United Kingdom manufac- 
facturers of electric lamps and fittings, and carbons for arc lamps. 

‘A firm desires to hear from United Kingdom manufacturers and 
exporters of engineering supplies for factories and railways. 

.A firm wishes to get into touch with United Kingdom manu- 
facturers of electric power plant, appliances for teaching physics 
in schools, and lifts. 

Manufacturere, &c., of the goods mentioned should apply, in the 
firat instance, to the Commercial Intelligence Branch of the Board 
of Trade, 73, Basinghall Street, London, E.C., for the names and 
addresses of the respective inquirers. Further communications 
regarding the inquiries should be addressed to. the British Con- 
sulate, Warsaw.— Board of Trade Journal, 


Commandeering Spelter.— According to the Times, the 
Munitions Committee contemplates issuing instructions to com- 
mandeer all spelter other than that being used for making 
cartridge metal, and prohibiting the use of spelter for galvanising 
sheets ard wire, other than that for Government purpores, Аз a 
result of this no quotation for the metal was given by the Metal 
Exchange on Monday. The above action has become necessary 
owing to the difficulty of obtaining supplies of the metal, which 
are now obtained almc:t entirely from the United States. In 
normal times the United Kingdom‘s chief sources of supply are 
Balgiam and Germany, which between them provide over one- 
third of the world's production. Since the war began Germany 
has prohibited the export of the metal. The last quotation for 
American spelter in London was E97 a ton, which compared with 
£22 before the outbreak of hostilities.. ie &. Ss ; 


Australia and Enemy (ioods.—The Sydney Morning Herald 
reports that on April 19:h the Prime Minister, Mr. Fisher, received 
a deputation repreeenting the Associated Chambers of Manu. 
factures of the Commonwealth. It was arked that a 25 per cent. 
surcharge should be imposed on enemy goods for 10 years after 
t-e war. Mr. Fisber pointed ovt that when peace was declared 
there would be no enemy goods. Jt was then urged that the 
Comin onwealth should bring in а three-achedule tariff on Canadian 
lines, This would provide for preference to British goods, a lesser 
preference to most favoured nations, and an ordinary tariff for 
enemy goods. The Prime Minister indicated that already con- 
siderable preference was given to Dritish goods. Under the new 
taritf he promised that the matter would receive full consideration 
by himself and the Cabinet, 


Re Custodis, Ltd. -In the House of Commons, on Tuesday, 


Mr. Runciman replied to questions with reference to Custodis, Ltd., 
and the Alphons Custodia Chimney Construction Co. He said, 
according to the /i:mes report, that both companies were incor- 
porated in this country, and therefore entitled to carry on business 
here, but last October an inspector of the latter company was 
appointed by the Board of Trade, in order that the Board of Trade 
could be sati-fied that it was not trading with the enemy. What- 
ever guarantces had been given by the company to others as to no 
German capital being involved, he must be guided by the regitter 
of shareholders, It was an Eaglish company, with a majority of 
shares held by Germans—that was why an inspector was 
appointed. 


Petrograd Electricity: Hitch in Procedure, —According 
to the Vere Vremya, the Petrograd Town Council having decided 
to buy out the three electrical concession concerne, namely, the 
1860 Company, the Electrical Equipment Co. (formerly Helios), 
and the Belgian Co, the Governor of the town has protested. 
Thealministrative body finds that the decision to purchase tock 
place in contravention of the statutes of the town government, 
Specifically. the contravention consists in ignoring the regulation 
that all important questions affecting the town's economy may 
only be decided with a minimum attendance of 31, and with a 
majority consisting of two-thirds at least. The Governor protests 
that on the occasion in question the required majority was not 
present, 


To Ourselves from “The Front."—4A correspondent who 
is soinewhere with the Forces (it is believed at the Dardanelles) 


- 


writes home under date May 20th to a friend as follows :—'' Next 
time the ELECTRICAL REVIEW man calls tell him that it reaches us 


j every mail, and is read by a wide circle of engineers from every 
firm of any sizs in Britain. It always recalls your kindly fore- 


thought in arranging for it to be sent." 

We are delighted to receive such messages as thi« from readers 
who are " doing their bit." We shall look for (may we soon receive) 
a letter from the writer from an address in Constantinople | 


Anchor Volunteers.—About 80 men employed at the Anchor 
Cable Works, Leigh, Lancashire, who are engaged on Government 
work, last week joined the Leigh Athletes Volunteer Force. 


War Munitions.—In the House of Commons, on Tuesday, it 
was stated that the approximate number of firms in the United 
Kingdom who had offered to manufacture munitions of war, but 
had not received direct orders from the War Office, was 300. Of 
these over 50 were engaged as sub-contractore. A question was 
was asked as to whether the Chancellor of the Exoh«quer would 
give the nsmes of firms who were being subsidised or guaranteed 
by the Government for the extension of their factories or the 
erection of new factories. Mr. М :Кепра, in reply, doubted whether 
it would be in the public interest to give the particulars asked for 
at the present moment, 


Personal.—Mr. Percy Taylor, assistant electrical engineer to 
the Darwen Corporation, who recently joined the meohanical 
transport service, has b:en appointed mechanical staff sergeant, 
and is in charge of a convoy of cars in South-East England. 

Me. Wilfred Pearson, son of Mr. J. Pearson, of the Altrincham 
Electric Supply, L'd, till recently with ёле 5th Cavalry Reserve 
Scots Greys at York, has been gazetted second-lieutenant and 
appointed to the East Yorkshire Regiment now at Harrogate. 
Mr. Herbart Pearson, his brother, is with the King's (Liverpool) 
Regiment at Salisbury. 

Mr. A. W. Empson, A.MIEE, A. MI. Mech. E, F.CS, who 
recently resigned his sppointment as chief station engineer to La 
Compania de Electricidad de Marida, Yacatan (Mexico) in order 
to serve in the British Army during the war, haa joined the Motor 
Machine Gun Section, and is now in trainiog at Bisley Camp. 
His permanent address is 14, Scarcroft Hill, York. 

Mr. E. W. Davey, electrician, of 17, St. Andrews Road, Exmouth, 
has joined the Royal Flying Corps for active service. 

Mr. A. Greed (meter tester), and Mr. J. Brooke (of the clerks’ 
staff), of the Dewsbary Corporation eleotricity department, have 
joined the Royal Engineers; and Mr. J. Passmore (shift engineer) 
has entered the Navy as electrical artificer. 


Roll of Honour.—We regret to learn of the death from 
wounds (caused by а sniper's bullet) of Captain John Chapman, of 
the Ist ^h Leicestershire Territorial Regiment. At the outbreak 
of war he held the rank of Lieutenant, but was shortly afterwards 
promoted Captain, and left with the regiment for the Front some 
time back. The regiment has been doing excellent work in the 
trenches. Capt. Chapman was a Brush " boy, having served his 
pupilage with the Brush Electrical Engineering Co., Ltd., after- 
wards serving in the works electricians’ department, and latterly 
being attached to the company's London office. He was a young 
man of attractive personality and of great promise in his pro- 
fession, and his death at the early aze of 26 years will be regretted 
by all who khew him. His popularity in his native town of 
Loughborough— whence the remains were tsken for burial—and 
the sincere regret of his fellow-townsmen, as well as of the 
military authorities, at his demise, was demonstrated on Wednesday 
last week, when the honours of a military funeral were accorded, 
preceded by & Church service at which representatives from all 
sides were present. The directors and staff of the Brush Co. have 
conveyed their expression of regret and condolence to the bereaved 
relatives. 

On May 26th, a bursting shell caused the death of Private 
Frederick Vere Shanks, of the let.ith Battalion, King's Own 
Yorkshire Light Infantry. Private Shanks was employed in the 
electricity department of the Wakefield Corporation. 

Ritleman G. Frith, of Peel Green, Eccles, who has died at a 
hospital in France from wounds received in action, was formerly 
employed by the British Westinghouse Electrical and Manufac- 
turing Co., Ltd., Trafford Park. He was 20 yeara of age. 
Intelligence has reached Torquay that Mr. C. Walker, of the 
Corporation electricity clerks’ staff, has been killed in action; and 
that Mr. Harding, a stoker at the works, is reported missing from 
H.M.S. Goliath, recently sunk in the Dardanelles, 

Lieutenant J. Lindsay Drummond, of the let Reval Scots 
Fusiliers, has arrived at Damfries on sick furlough. ‘The lieu- 
tenant, who was an engineer in one of Glasgow's electric power 
stations before the war. went out to the Front in December. Не 
was badly wounded in both ankles at St. Eloi. 

Corporal A. E. Irving, of the Yorkshire Regiment, who worked 
on the Burnley Tramways before the war, has been awarded the 
D.C.M. He dieplayed conspicuous gallantry at Neuve Chapelle on 
March 12th, when by throwing bombs on the enemy he caused them 
to evacuate the trenches and come under the fire of his comrades, 


Gateshead Tramwaymen and Red Cross.—As a result of 
their King's Theatre Matinee and Town lfall concert on April 
2]st (Gateshead and District tramwevmen), an amount of #91 
was handed over to Whinney IIouse for Red Cross purposes. 


Denmark.—A tirm in Copenhagen desires to secure the agencies 
of United Kingdom Manufacturers of electrical specialitiea and 
novelties. Apply first to the Commercial Iutelligence Branch of 
the Board of Trade, London, for the name, and subsequently 
address the Britieh Legation, Copenhagen. 
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The Electric Furnace. Second Edition. By A. STANSFIELD, 
D.Sc. 1914. London: Hill Publishing Co. Price 
178. net. | 
The first edition of this book appeared in 1907, but since 


that time the science of electrometallurgy has made rapid 
progress, and, as a consequence, the present edition has been 


increased to more than twice ite original size, and the whole: 


text has been reset. The author states in his preface that all 
recent developments of importance have been included, but 
as the revision has occupied at least three years, it has been 
impossible to insert some of the most recent work on this 
subject. The purpose of the book has been to trace the 
evolution of the electric farnace from its simplest beginnings, 
and to set forth, as briefly as is consistent with clearness, 
the more important facts relating to theory and practice. 
There is no doubt that the author has achieved this object, 
and has presented a most interesting and instructive 
contribution to the literature of electrochemistry. 

This volume covers not only the progress, but most of 


the essential features of the design and operation of electric. 


furnaces, and should be of immense value to both the student 
and the manufacturer. 

The first chapter is entirely historical, and gives a brief 
survey of the development of electric furnaces to date. The 
next four chapters deal with the classification, efficiency, 
construction and operation of eleetric furnaces. Chapter II 
describes the essential features and classification of the 
various types of furnaces. Each class is clearly described, 
and diegrammatically illustrated. Chapter III is devoted 
entirely to questions of efficiency and cost. The economic 
relations between electricity and fuel heat are fully described 
and discussed. Furnace construction and design are dealt 
with in detail in the next chapter, which constitutes one 
of the most important features of the book. The opening 
pages give an account of the different refractory 
materials in use for furnace lining. The thermal con- 
ductivity of furnace materials is considered from both 
the theoretical and the practical standpoint. 
are devoted to the radiation and convection of heat, as a 
preliminary to a detailed study of the various types of 
electric farnaces. The whole chapter is fully illustrated 
with diagrams, curves and tables, and is clearly elucidated 
by means of practical examples. Chapter V treats of the 
operation of electric furnaces. It opens with an account of 
the different forms in which electric power is supplied at the 
present time, and the methods of coupling the supply of 
energy to the furnaces. Heat production, power consumpe 
tion, regulation and control in furnace practice are all 
discussed in a clear and concise manner. 


The next chapter opens the section treating of the various, 


uses of electric furnaces. Chapter VI begins with a 
description of the varions laboratory furnaces, followed by 
the large-scale process of steel smelting. Chapter VII 
introduces the possibilities of the production of pig-iron from 
its ores, a considerable amount of space being deservedly 
devoted to this youngest of electrical industries. The produc- 
tion of steel from metallic ingredients is described in Chapter 
VIII. The details of this branch of the electrometallurgical 
industry are. now thoroughly well known, and need no 
further comment. | 

Chapter IX describes the various attempts made to place 
the production of steel from iron ore on a commercial basis, 
but this must still be regarded as in the experimental stage. 
The manufacture of ferro-alloys and silicon is briefly dealt 
with in Chapter X, and the production of graphite and 
carbides in Chapter XI. A considerable amount of space 
is devoted to the electrometallurgy of zinc and other metals 
in Chapter XII. This section of the book is extremely 
interesting, but the industry can scarcely be regarded as 
having advanced beyond the experimental stage. Chapter 
XIII describes miscellaneous uses of the electric furnace. 
The production of nitric acid, phosphorus, and carbon 
bisulphide is illustrated therein. Various processes of the 
electrolysis of fused material are described in Chapter XLV, 
including the production of sodium, aluminium and calcium. 

The last chapter attempts to indicate the direction of 


A few pages 


_ future development in electric furnace construction, and con- 


clndes a very interesting survey of the more important 
features of electrometallurgy. | 
The book is fully and clearly illustrated throughout, and 
freed as far as possible from superfluous details. The text 
is accompanied by numerous tables and curves. The 
mathematical and chemical portion of the book is of an 
elementary nature. Many pages are frequently devoted to 
the description of plant which has already proved inefficient. 
This procedure is necessary when it illustrates novel 
features in furnace construction. The value of the book 
would have been greatly enhanced had the author given 
details as to the cause of inefficiency, or at least indicated 
the reason for suspending operation. There is no doubt, 
however, that this book forms a very useful addition to our 
electric furnace literature. The writer is a recognised 
expert on this subject, and gives a considerable amount of 
first-hand information. The book will be generally 
recognised as a standard work on the subject of electric 


furnaces. 


Electrical Engineering in India. By J. W. Meares. 
Calcutta : Thacker, Spink & Co. Price 15s. net. 


This volume represents a most successful attempt to pro- 
vide a treatment of electrical matters such as is likely to be 
required by the engineer who, not having specialised in elec-. 
trical work, wishes to extend his knowledge in this field or 
to solve. some particular problem. The author has 
succeeded in getting between the covers of a book of reason- 
able size and price, sufficient elementary matter to furbish 
пр, if necessary, the rudimentary knowledge assumed to 
have been acquired at one time by the reader; and, іп 
addition, a treatment of the subjects of domestic applica- 
tions of electricity, installation methods and costs, electrical 
plant and supply, and sundry heavy-current applications— 
the treatment being throughout well suited to the end in 
view. The volume combines the technical merits of 
treatises on special branches of electrical engineering with 
the convenience in reference of a pocket book. So many 


. attempts at covering such a wide field have ended in 


disastrous failure or cursory mediocrity, that it is particularly 
gratifying to find & work packed full of information, 
obviously selected with care and experience and set out in 
such manner that it can be understood and applied by any 
engineer, whether reading straight through the volume or 
using it as a work of reference. 

Part I—the elementary section of the book—includes 
practical definitions and explanations of electrical terms and: 
symbols, as well as brief notes on the chief electrical appa- 
ratus and machinery, and connecting and distributing systems. 
The author appears to have realised just what could be left 
out of elementary notes intended for engineers, and, while 
including no absurdly elementary or purely academic matter, 
he has left no gaps unbridged. In Part II, which is concerned 
with domestic applications and the cost and installation of the 
apparatus required, electric lighting, ventilation, pumping, 
heating and cooking are dealt with first, the information 
presented being & happy combination of descriptive and 
explanatory matter, and standard data reqnired for general 
estimating and design and for installation work. The 
author does not commit the error, made frequently by 
“ practical" writers, of giving arbitrary rules or mere 
generalisations and qualitative information; definite in- 
formation and practical examples are given throughout, 
and where formul:e are included their conditions of applic- 
ability are specified. The chapters on wiring and accessories 
do not encroach upon the ordinary wireman’s manual, but 
contain just the information (general and concerning sizes, 
capacities and costs) likely to be useful to the engineer called 
upon to specify and supervise а wiring installation. | 

Part ПІ, dealing with electric plant and supply, is quite 
up to the standard of the rest of the book. Direct und 
alternating-current motors, their characteristics, control, 
applications and prices are treated satisfactorily, and 
Chapter XIY is devoted to the important subject of plant 
for private supply. Determination of the kilowatt capacity 
required is discussed in detail, brief notes relate to types 
of generators, and practical information is presented com 
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cerning the cost and general characteristics of various types 
of prime movers. The possibilities of the Humphrey pump 
In this connection are discussed. Public supply costs are 
analysed and the subject of tariffs is treated clearly, a 
number of actual examples being included.. Two chapters 
dealing with water-power and its development include a 
useful collection of formule, standard data and general in- 
formation concerning turbines, pipe-lines and associated 
equipment. Chapters on electric traction are equally valu- 
able and contain even more definite data and instructions 
for its application. Electricity in mining is dealt with in 
the ghortest and least satisfactory chapter in the book; we 
feel sure it is within the author’s capabilities greatly to im- 
prove this chapter. Transmission systems, equipments and 
costs are treated clearly and in sufficient detail, and the last 
two chapters dea] with specifications, depreciation and main- 
tenance, and with testing. 

The appendix includes the I.E.E. form of model general 
conditions of contract. An exceptionally complete index 
(occupying 33 pages) greatly increases the value of the work, 
and is the best we remember seeing. In proportion 
to its size, this book contains very few illustrations, but 
those included are excellent ; it is free from diagrams useless 
to the readers for whom it is designed, and is unencumbered 
by the numerous half-tone illustrations, which so often mar 
works of this nature. We notice few printers’ errors ; there 
are one or two dropped figures or letters in mathematical 
expressions, but not where their absence can cause doubt or 
confusion. Two blocks are transposed on page 55, but the 
author informs us that this was due to the printers, after a 
correct proof had been passed. Some of the data included 
refer only to India, and Indian coinage is used throughout. 
The scope and qnality of the book are remarkable and, we 
believe, unique. An Anglicised edition could be prepared 
easily and should meet a wide demand.—R. E. NEALE. 


LEGAL. 


CALMONT, Kina & Co. r. OWEN. 


IN the City of London Court,on Friday last, before his Honour 
Judge Atherley-Jones, K.C., a claim was made by Calmont, King 
and Co., Ltd., London, against Thomas H. Owen, cyole and motor 
dealer, Blaenau Festiniog, to recover £2 133, 10d. for electric 
lamps supplied to hia order. 
JUDGE ATHERLEY-JONES stated that the defendant had written 
several letters to the Court, explaining why he shoald not pay the 
amount. Plaintiffs’ solicitor stated that in October, 1913, plaintiffs 
quoted defendant for certain electric lamps to be supplied at fixed 
prices. These prices ruled only for the season. Deliveries took 
place at those rates, and then prices went up. Defendant now 
urged that he ought to have the latter deliveries of goods at the 
former rates, There were three invoices sent up by the defendant 
tothe Court. The first was at the old prices, the second was at 
an extra price, which defendant had actually paid, and the third 
was the subject of the present action. The third was for 
£2 138, 10d. Defendant had paid 41 8s. 4d, into Court, deducting 
£1 5s. 6d., the increased price on the old invoices and on the sum 
now claimed. Of course that could not be allowed. Defendant 
wanted deductions from amounts actually paid. 

JUDGE ATHERLEY-JONEs3 found for the plaintiffs for the amount 
claimed, with costs, 
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BRISTOL TRAMWAYS AND THEIR ELECTRIC SUPPLY. 


IN the Chancery Division, on Tuesday, June 8th, Mr. Justice 
Neville bad before him a petition by the Bristol Tramways and 
Carriage Co., Ltd., for the sanction of the Court to an extension of 
its powers, including the supply of electricity to other firma. 

Mr. CLAuson, K.C., who, with Mr. GoRDON BROWN, appeared in 
support of the petition, said they had surplus electricity which 
they desired to supply to others, 

His LORDSHIP expressed his approval of the proposed extension 
of objecta, but thought that the notices convening the necessary 
meetings had not given the re,uired seven clear days. 

Under these circumstances, Мн. CLAUNON asked that the peti- 
tion should stand over in order that fresh meetings might be held, 
and be restored to the list for formal sanction ; or, should the com- 
pany think that they could persuade the Court of Appeal to take a 
different view as regards the notices, dismissed, so that the opinion 
of the Court might be taken on the point. 

His LORDSHIP said the order might go in either way, as the 
company desired. 


BUSINESS NOTES. 


Consalar Notes.—CUBA.—Recent issues of the Gaceta 
Oficial announce that the following persons have been granted 
permission to install electric power and lighting plant in Cubs. 
Sanor Franoisco Arredondo y Bentancourt at Jobabo, in the muni- 
cipal district of Victoria de las Tunas ; Senor Dorindo Vazquez, in 
the town of Florida, Province of Camaguey, and Senor Perfecto 
Rodriguez, in the town of Florida, In each case the concession 
will be rescinded if the plant is not in working order within a 
year from the date of the concession. | 

DOMINICAN REPUBLIC.—The American Consul at Santo 
Domingo reports that the erection of a new electrio light plant in 
Santo Domingo is sogreatly felt that it is a daily subject of discussion 
in the local Press and by those who, realising the deficiency of the 
lighting service, are constantly clamouring for ita betterment. 

In June, 1914, a contract was entered into between the munici- 
pality and 8. Michelena, whereby it was agreed that there would 
be created a Corporation, with a capital stock of $160,000, $60,000 
of which would always be held by the municipality, with the 
object of establishing an electrical plant for.the public and private 
lighting of the city of Santo Domingo and the supplying of power 
for industrial and domestic purposes Among other things Mr. 
Michelena bound himself to attend to and complete the formation 
of the stock company within & specifled period of time, after 
which the work for the erection of the plant was to begin. 

The municipal Council in its session of Maroh 30th last passed 
a report rendered by the city’s attorney, in which it was 
held that the manicipality was not bound for the erection of the 
electric-light plant, and the contract with Mr. Michelena was 
declared rescinded. In the same вевзіоп a Committee of three was 
appointed to study and take under advisement the form and the 
means for the realisation of the work. It was also resolved to 
contract a loan for the installation of the new plant. 

PHILLIPINE ISLANDS.— The American correspondent at 


. Manila reports that Lucban, Taycbas Provinoe, is to install a 


hydro-electric plant to supply light and power to the municipality. 
The proposed plant will cost $30,000. The machinery will be pur- 
chased from American importers, and the plant will be ready for 
operation in August. The project will be financed by Filipino 
capital, through a corporation floated in the municipality. The 
power for the plant will be generated by the water of the Pageipi 
River, which flows through the municipality. The electric light 
and power station will consist of a Pelton water turbine, coupled 
to a General Electric alternator, a concrete dam acroes the river, 
a headgate, flume, penstook, a complete power plant, transmission 
and distributing line. Thesystem will require 42,000 ft. of wiring 
and 1,600 ft. of flame line, with a capacity of 900 litres a second. 
Construction will begin at once. Lucban is one of the centres of 
the Phillipine hat industry. One of the incentives for constructing 
the new lighting and power system was the great need for better 
lighting in the houses where the hat industry is b3ing conducted. 
RUSSIA.—The Administration of Waterways of the Interior in 
Russia has prepared an explanatory note in regard to the project 
of law concerning the utilisation of water-power. The note men- 
tions the latest technical improvements achieved in this direction 
during the last ten years. The utilisation of water-power is of 
special importance, inasmuch as the electrical energy obtained can 
be transmitted to considerable distances. Hydroelectric power can 
be used in all kinds of industries where motive power is used, but 
it is of special importance in mining, electrochemical and metallur- 
gical industries, and in the manufacture of a number of articles 
important in agriculture. Of the greatest importance, however, 
is the use of hydroelectric power in the exploitation of ways of 
-communication as a change from steam to electricity on railways 
becomes a necessity in many cases, even for long distances. The 
24 large rivers of European Russia, not including the Caucasus, 
can furnish 1,000,000 н P., and the hydraulic rescuroes of Siberia 
have not yet been ascertained, The total supplies of water-power 
in Rassia are estimated by some investigators at 12,000,000 H P. in 
comparison with the total supplies in Western Europe of 
34,000,000 в.р. Western Europe, as well as the United States, is 
covered with a network of hydroelectric installations which, 
in the principal countries of Europe, produce mote than 
3,500,000 H.P. In Russia a considerable number of applications 
have been received during the last 20 years, which circumstance 
has proved the necessity for utilising the water-power, but the 
granting of concessions, as well as avy activity by the Government 
itself, has been impeded by defects in the Russian regulations. 
Even in cases where the exploitation of water-power may be given 
over to private enterprise it is always closely connected with the 
intereats of the State. The right of exploitation conferred on a 
private individual places him in a position to control industry 
which, under existing conditions, the (Government believes should 
belong to it. The right of exploitation of the water-power, there- 
fore, should be given to private individuala only on condition that 
it will be under the control of the State. The regulations which 
the Government propose to put into force to bring about this end 
have already been given in detail in the ELECTRICAL REVIEW. 


Liquidations, — Coast DEVELOPMENT CORPORATION, 
LTD.—4A meeting of creditors was held on Tuesday last, June 5th, 
at Winchester House, Old Broad Street, E C. 

BECK ENGINEERING Co., то, — A petition for the winding up of 
this company has been presented by the Sloan Electrical Co., Ltd., 
of Conradty llouse, Golden Lane, E.C., and will be heard on 
June loth, 
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Engraving on Celluloid.— One of the arts in which 
we have been largely dependent upon Germany is that of engraving 
on celluloid, and we understand that the great bulk of engineers 
rules, scales and protractors were obtained from that source up to 
the commencement of the war. We are therefore glad to learn 
from the UNITED METAL ENGRAVING Co, LTD., of 40, High 
Bridge, Newoastle-on-Tyne, that they have developed a process of 
engraving on white and olear celluloid which, they claim, is equal, 
or superior, to the German process We have received samples of 
both kinds, a transparent protractor, which is a really beautiful 
piece of work, and a section of scales for a slide rule which merits 
high commendation. We trust that the result of the company's 
enterprise may be the capture of this important branch of German 
trade. 


Fire.—An outbreak of fire at Carron Iron Works, at 
Falkirk, did considerable damage, the grinding mille and grinding 
shops, with valuable machinery, including large electric motors, 
baing in vol ved. \ 


A Manchester Exhibition,—The Ironmongery and 
Hardware Trades Exhibition, which was opened on June 3rd in 
the City Exhibition Hall, Manchester, is to close to-morrow, 
Saturday. Mr. L. A. McGeoch, president of the Ironmongers’ 
Federated Association, Inc., is chairman of the Exhibition. The 
exhibits include the following :—W. & T. Avery, Ltd., weighing 
machines; Carborundum Co., Ltd. abrasive materials; Carron 
Co., electric stoves and cooking and heating apparatus ; Excelsior 
Fibre Co, Ltd., fibre goods; E. O. Walker & Co. (electrical con- 
tractors and engineers); G. D. Gibson & Co., Ltd., electric vacuum 
cleaners ( Doty,” Duplex and Dumore ), and electric motors 
for sewing machines; Eyre & Sons, Ltd., electric light fittings ; 
aad the Falkirk Iron Co., Ltd., who are making electric cooking 
ovens, grills, toasters, fires and other like apparatus. 


For Sale.—Salford borough electrical engineer invites 
tenders for the purchase of 10 miles, 1'2 sq. in., and 2 miles, 
1°0 eq. in. single L.T. paper-insulated, lead-covered cable. 

The British Gas Co., Bristol, have for disposal about 40 tons of 
carbon from vertical retorts, Particulars ате given in our adver- 
tisemeut pages to-day. 


Trade Announcements.—The sales and advertising 
departments of Messrs. SIEMENS Bros. Dynamo Wokks, LTD, 
incandescent lamp and fittings department, Dalston, have now been 
transferred to 39, Upper Thames Street, E. C. From this address 
the combined lamp and supplies business will in future be con- 
trolled. The rearrangement has been made essential by the rapidly 
increasing turnover of Wotan and Tantalum lamps. Extensions 
in the manufacturing departments have been accomplished from 
time to time, and it will be remembered that exceptionally large 
premises at Shacklewell Lane were oocupied some three years ago ` 
to provide store accommodation for the large stocks held by the 
company. Although this released a certain amount of space and 
temporarily eased the situation, the introduction of new types of 
lamps, including gas-filled lamps, demanded that further exten- 
sions should be made. Ав a result Dalston Works will now be 
devoted solely to lamp manufacture, and the output correspond- 
ingly increased. It is also hoped that the centralisation of the 
lamps and fittings selling organisations will prove to the conveni- 
ence of customers. All correspondence relating to Dalston” 
material should be addressed to 39, Upper Thames Street, E.C. 

Messrs, NEVILLE, WILLIAMS & Co. have disposed of their busi- 
ness as follows :—The Ensign electric fires, heaters and cooking 
apparatus to Messrs. Ikin & Eads, Ltd., 17, Marylebone Lane, London, 
W.C., who will continue the branch of the business under the same 


name and management, and who will accept responsibility for all 


outetanding guarantees for heater units, and will continue to supply 
Ensign electric fires and heaters; the Varsulat varnishes, frosting 
aud colouring lacquers and insulating materials to Messrs. Bi- Metals, 
Ltd., 57, Lant Street, London, S. E. 

Мв. WILLIAM SWEETMORE, electrioal engineer, of Heywood, 
Linos., announces that he has removed to more central premises at 
6, Market Street, Heywood. . 


Book Notices.—The Journal and Transactions. of 
the Society of Engineers (Inc.), for May, contains a paper by Mr. 
A. H. Barker on Heating and Ventilation and a discussion 
thereon, both of which are of interest to eleotrical engineers, who 
are in possession of the ideal means of performing these functions, 

The Faraday House Journal for the Summer term contains a 
“ Note on ће Third Harmonio in Transformers," by J. Goodman ; 
an article on “Interpolation,” by Dr. Alexander Russell, and а 
variety of information regarding the fortunes of past and present 
students, including a supplementary list of those serving in the 
Allied Forces. 

" Constant Voltage Transmission." By H. B. Dwight. London: 
Chapman & Hall. Price 5s. 6d. net. 


Bankruptcy Proceedings.—T. Durssury, Engineer, 
Electricity Department, Sutton Coldfield.—Roceiving order made 
June 4th on oreditor's petition. 

J. W. & T. W. TATTERSALL (Tattersall & Tattersall), electrical 
engineers, late of Willesden Lane, London.—Discharge suspended 
for three weeks from May 11th, 1915, 


Australia,—From the British General Electric Co., Ltd., 
а earl we have received a useful hanging wall map of 


Catalogues and Lists.—Dowsine Rapianr HEAT 
Co., LTD. 89 and 40, York Place, Baker Street, London, W.— 
24-page illustrated and priced catalogue relating to Ноё-роіпі “ 
irons for industrial (laundry, teiloring, dressmaking and millinery) 
and domestic use, ales Eadisk " cookets, and Belenus " boilers, 
branders, soldering irons and several industrial heating devices. 
Copies of the catalogue will be forwarded on application. 

Messrs, L. ANDREW & Co, 2, Whitworth Street West, Deans- 
gate, Manchester.—Price list of india-rubber hose, tubings, 
Leolanché and other batteries, bell wire, &o, 


\ * 


LIGHTING and POWER NOTES. 


. Australia.—In connection with the agreements entered 
into between the Sydney City Council and the Municipalities of 
North Sydney and Waverley, for the supply of electrical energy, 
the Eleotric Light Committee of the City Council has recommended 
that authority be given for the provision and laying of the neces- 
sary cables and high-tension network. The cost of the works 
proposed to be carried out in North Sydney is £31,000, and in 
Waveley, £10,500.—Sydney Morning Herald. | 

A company is being formed in Melbourne to take over the plant 
of the Toora (Vic.) Electric Light and Power Supply Оо. and to 
extend the mains to Foster for the purpose of supplying eleotrioity 
to the town. Under the néw scheme it is proposed to utilise the 
Franklin River Falls, where there is an abundant supply of water, 
in lieu of the present gas suction plant.— Zenders. 


Bangor.—Price INcREASE.—The City Council has 
adopted a recommendation of the Lighting Committee to inorease 
the price of current for electric lighting to 6d. per unit. 


Barrow.—ANNuAL RETORTr.— The report of the year's 
working of the electricity undertaking shows that the output had 
increased by 72 per cent. and the revenue amounted £26,585, as 
against £20,148 in the previous year. The gross profit was £12,718, 
compared with £8,689, the net profit £3,163, an increase of 
£2,650. The unite sold reached 3,597,410, as against 2,081,317 in 
tho previous year, The total cost per unit was 0°925d,, as against 
1°321d. in 1914, 


tioned the borrowing of £3,391 for the purposes of electrio cable 
extensions; the Electricity Committee recommends that the 
surplus on the revenue account of the electricity undertaking 
should be applied to clearing off the debit balance on the suspense 
account. In respect of the cable extensions, the representations 
made by the Counoil in London have been of such a character that 
the electric cable extensions to Healey, Carlinghow and Bradford 
Road West can be proceeded with. 


Belfast.—A Sub-Committee of the Council has been 
appointed to consider the entire question of the electricity depart. 
ment and its reorganisation, and to report to a special meeting 
of the Council оп or before the 21th inst.— Belfast News Letter, 


Blaekburn.—The Electricity Committee has decided to 
inform applicants for a supply of electricity in the Wilpshire district 
that, owing to the war, the Committee cannot see its way to proceed 
farther with the matter at present, | 


Bradford.—WonRkHovsE Licutine,‘ &c.—The new 
electric lighting installation of the North Bierley B. of G., at 
Clayton, was formally opened last week. It had been considered 
that economy might be effected in regard to the lighting of the 
various buildings, the cost of gas for the previous five years being 
about £500 per annum, Two engines are being utilised of 18 and 
40 R. H. P. respectively, and both can be used for driving the two 
25-kw. dynamos or for laundry purposes. Ourrent is supplied for 
750 lights. The estimated cost of the installation is £1,260, Mr. 
T. Roles, the city electrical engineer, has acted as consultant for the 
scheme. 

The Corporation Electricity Committee has decided to make a 
contribution of £10 for the current year to the funds of the 
Engineering Standards Committee. 


Bredbury and Romiley.—The U.D.C. has consented 
to overhead wires being erected in connection with the supply of 
electricity to the district from Stockport, provided that the cables 
are laid underground when the Council requires it. 


Burnley.—The L.G.B. having intimated that it would 
not be prepared at present to sanction the raising of any further 
moneys for the purpose of laying ordinary service cables, the E.L. 
Committee has decided that the cost of laying and conneoting of 
services be paid out of revenue, 


Cheriton (Kent).—Camp Svrpry.—The Military 
authorities have erected a generating station on St. Martin's Plain, 
and overhead wires have been carried over the public roads without 
any arrangement with the U.D.O. The Council has decided to 
communicate with the authorities on the matter, so as to fix 
responsibility should any accident arise from the live wires, 
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Chichester. RESTRHICTED -LIGHTING.—Owing to re- 
gLrioted street lighting, the Electricity Co. has allowed the T.C. a 
rebate of £100 on the public lighting contract, which has been 
cancelled. A new contract is based on a sliding scale of charges, 
according to the number of lamps used. 


Colchester.—YEan's Worxkinc.—During the last 
financial year, the Corporation electricity department sold 1,658,596 
units, an increase of 25,000 oh the previous year. The revenue for 
the year was £18,110, and the gross profit £7,813 ; the surplus 
after meeting financial charges, £813, was carried to reserve. It 
has been decided to increase all lighting charges by Id. per unit. 


Continental. — SPAIN. — Two concessions have been 
granted, according to Industria e Inrenciones, for the establish- 
ment of hydroelectric works for the generation of electric current 
for local lighting purposes. The site of one of these stations is 
on the River Molins, near Tobera, in the province of Burgos, and 
of the other on the River Mundo, in the province of Albacete. 


Doncaster.—Proposep Loan.—The L.G.B. has sug- 


geated that the Corporation's application for sanction to borrow 
£2 500 for electrical service mains be deferred, 


Dorer.—PROPOSED Loans.—The L. G. B. has sanctioned 
a loan of 2 1.000 for new services on condition that the money is 
spent on work for the Naval and Military authorities only. The 
cost of other connections will be met out of revenue. With 
reference to an application for a loan of £6,000 for а 1,000-Kw. 
set, the L.G.B. has pointed out that the circumstances justify a 
smaller machine heing installed. The T.C. has decided to let the 
matter stand over. | . 

ANNUAL ÁCCOUNTS.—The report of the Corporation electricity 
department for the year ended March 31at last shows total receipts 
amounting to £25,669, and a net profit, after payment of all out- 
goings, of £2,928. Daring the year 830,000 more units were sold 
than in the previous year.—Dorer Express. 


Dundee.—The report of the Corporation electricity 
department for the past year shows an increased revenue of £6,739 
over the preceding year. Expenditure had increased to the extent 
ofover £7,500. Dealing with the estimates for the ourrent year, 
owing to the abnormal price of coal, &o, the expenditure is 
estimated at fully £13,000 over last year. From this must be 
deducted the net profit carried forward of £2,535. To cover the 
bslance the estimates have been framed with 10 per oent. extra 
prioe on lighting, 10 per cent. on tramways supply, and 15 per 
cent. on power. The acoounts and estimates were approved. 


Durham.—PaRick INcREASE.—The Newcastle Electric 
Supply Co. has increased the price of ourrent supplied in the 
city by '02d. per unit for every 6d. by which the average quarterly 
cost of coal used ia above 7s. per ton, or pro rata for smaller varia- 
tions of cost, 


Enfield.—Strreet LiGaHTING.—Às8 the North Metropo- 
litan E.P. Distribution Ce. has not responded to an invitation to 
submit proposals for street lighting by electricity, the U D.C. has 
decided to ask the Tottenham Distriot Light, Heat and Power Co. 
if it is prepared to continue the lighting for a further year from 
July lst on the terms contained in the existing contract. 


Frimley,.—Pnov. OnDER.—At a meeting of the D.C. 
on June 1st, it was reported that the York Town and Black water 
Gas Co, had written urging the advisability of delay in laying the 
E.L. cables; the Council desided not to acquiese in the company's 
proposed application to the B. of T. for an extension of time in 
which to carry out the obligations under the prov. order for E.L. 


—. Gillingham (Kent).—The T.C. has decided to give a 
supply of current at 7d. per unit to Messrs. Goldsmith, for the 
Rainham Cement Works, providing the firm undertakes the whole 
responsibility of laying the cabie, the Council to have the option 
of purchasing the same. 


Gloucester, — Loan SaNcrioN.—The L. G. B. has, accord- 
iog toa local paper, telegraphed its consent to the request of the 
Electricity Committee for permission to lay a main, at а cost of 
£1,500, to supply the Gloucester Railway Carriage and Waggon 
Co., which is engaged on Government work. 


Grays,—IxcnEAsED PRICES.—In order to meet the large 
increase in the price of coal, advanced wages, &c., the T.C. has 
increased the charges for current for lighting and power by 10 per 
cent. from July Ist. 


Grimsby.—Yran's Wonkrxc.— During the year ended 


March 31st the Corporation electricity department sold 2,787,298 
unite, showiag а slight increase on the previous year. The years 
working resulted in a net profit of £2.517, as compared with 
£1,061 in the previous year, and after making certain appropria- 
tions to capital outlay and for war charges, a balance of £721 
remains for disposal. The engineer, Mr. Vignoles, points out that 
the first six months of the year were very satisfactory, but judging 
from the last quarter, a serious lors in revenue from private con- 
sumers must ba anticipated unless conditions change. ; 
. . ES : 
Move.—The T.C. has been recommended to accept the 
revised terms of 511. and 1 J. p r unit for the first and succeeding 
hours respectively, submitted b; the Brighton Corporation for 
-current supplied to Aldrington. and is also recommended to increase 


the charge for current to consumers at Aldring ton from 5d. to 54d. 
per unit as from 30th inst. 


Kendal.—The  T.C., in consequence of the great 
increase in the cost of coal and other materials, has decided to 
advance the price of current to consumers for lighting by 1d. per 
unit, and to kinemas and to power consumers by id. per unit, thé 
increase in each case being one-sixth. 


Lancaster,.— YEAR's WORKING.— The annual report of 
the electricity department for the year ended March 31st, shows 
that the revenue amounted to £9,111, as compared with £9,185 
ia the previous year. The total expenditure shows a reduction of 
£135; there was a decrease of 8,967 nnits sold for lighting, and of 
20,741 units for power. The total net profit was £410, as against 
£348, and this has been carried to reserve.—Lancaster Guardian. 


London, — BATTERSEA. — The Electricity Committee 
reporte having been in negotiation with the Fulham and Hammer- 
smith B.C.’s, with a view to linking up- the undertakings of the 
three municipalities, The estimated cost of laying two '15 aq. in. 
mains between Battersea —Fulham—Hammersmith is £17,441, to 
be borne equally between the three Councils concerned, The Com- 
mittee recommends an agreement being entered into ; the Finanoe 
Committee recommends application being made to the L.C.C. for 
sanction to, and the advance of, a loan of £5,814, the Council's 
share of the estimated cost of mains. 

PoPLAB.—The Finance Committee of the B.C. has considered 
the report of the Electricity Committee on the disposal of the net 
surplus of the eleotricity undertaking, for the year 1914-15. The 
Committee has deferred consideration of certain of the proposals, 
but recommends that the proposal to transfer £3,500 to the credit 
of the general fund ba approved. 

ST. PANCRAS.—The Finance Committee of the L.C.C. has notified 
the B.C. that it is prepared to recommend the borrowing of 
£15,000 by the B.C. for а new 5,000-Kw. turbine, subject to the 
B.C. agreeing to repay within one-half of the period now 
unerpired, the debt outstanding on the plant and machinery for 
which a term of 42 years has been granted, and which will on 
the introduction of the new machinery fall within the category 
of stand-by plant. The condition is not to apply to the 2,360-k w. 
of plant. which it is stated will be required for working plant in 
daily use. The recommendation of the L.O.C. is subject to the 
consent of Treasury. 

The B.C. has decided to adhere to its previous decision in regard 
to the redaction of outstanding loan periods апі points out that 
the proposed £15,000 expenditure is very urgent, as the B.O. has 
already incarred liability for the amount ia question, 

In connection with the completion of the loan of 222830 for 
new boilers at King’s Road electricity station, application is to be 
made to H.M. Treasury for consent to the borrowing of the 
amount as the additional boiler acoommodation is very necessary. 


Loughborough.—YEAR’8 WonkKiNG.—The past year's 
working of the Corporation electricity undertaking resulted in a 
gross profit of £2,092, as against £2,759 in the previous year, and 
a net balance of £104 remained after meeting all charges, as 
against £392 in 1914. During the year 929,000 units were sold : 
the maximum load was 559 KW., and the connected load 1,505 Kw. 
The motors connected totalled 910 B H.P., and the works costs at 
836d. per unit represented a fall of 108d. as compared with 1914. 


Luton, — PLANT ExTENSION.—In view of the necessity 
of increasing the generating plant to provide security in the 
supply to many firms engaged in Government work, the engineer, 
Mr. Cooke, has advised, and the Electricity Committee agreed to, 
the purchase of & 3,000/3,700 kw. Ljungstrom turbine set, to be 
erected within віх monthe, at a cost of £11,175. Au additional 
air filter, cooling tower, and piping will bring the cost up to 
£14,450. Further, he recommends the erection of a sub-station 
and installation of two 500-Kw. converters at a cost of £5,200; 
thie building will provide accommodation for an additional 
2,000 Kw. of converting plant. High and low tension cables will 
also be required at an estimated cost of £6,000, making a total 
proposed expenditure of £25,650, the borrowing of which it is pro- 
posed to ask the І. С.В, to sanction. 


Middleton.—PnicE IvcREASE.— The Electricity Com- 
mittee has increased the price of electricity from June let as 


follows :—For lighting purposes by Jd. per unit, for motor power 
purposes by 124 per cent. 


Midhurst (Sassex),—The Midhurst and District Elec- 
tric Supply Co. has applied to the B. of T. for consent to use 
400-volt overhead transmission lines at Midhurst, Easebourne and 
West Lavington. 


Manchester.— The Ratepayers’ Association has forwarded 
a letter to the Treasury urging that sanction should not b» given 
at present to the carrying out of the £500,000 electricity scheme 
at Barton, as it would tend to draw skilled labour from work more 
immediately necessary for the prosecution of the war. 


Morley.—YrEan's WorkING.—The annual report of the 
borough electrical engineer shows that the total expenditure for 
the past year was £2,284, as compared with £2,228 during the 
previous 12 months, There was a gross profit of £1,510 on a total 
revenue of £3,925, but after payment of interest on loans and 
sinking fund charges there was a net deficit of £301, as against 


£113 in the previous year. 


- 
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Northampton.—New Power STrATION.—The Finance 
Committee of the T.C. has considered the proposals of the North- 
ampton Eleotric L'ght and Power Co. to construct э new generat- 
- ing station on land on the south side of the river, opposite Mid- 
summer Meadow. 
hamper the operations of the company, but as the greater part of 
the reoeipts of the undertaking are, and will continue, to be 
derived from consumere in the borough, and the borough funds 
will receive no benefit from the rating of the proposed station, 
which will be virtually wholly situated outside the borough; it 
has directed the town clerk to notify the B. of T. that the pro- 
posals are open to objection from this point of view, and to draw 
the attention of the company to the nuisance which might arise 
trey smoke from the chimney stacka of the proj eoted generating 
atation. . 


Oulton Broad.—Restricrep Licutina.—With refer- 
ence to the rebate for street lighting, which has been previously 
- referred to in the ELECTRICAL Review, the U. D.C. has offered the 
Electricity Co. 60 per cent. of its account during the timo 
the restricted lighting is in force. Tbis, it is understood, is 
acoeptable to the company. 


Peterboroughl.— VEAR'S Workina.—The accounts of 
the electricity undertaking for the year ended March, 1915, show 
that the revenue amounted to £10,393, as against £10.231 in the 
previous year; the total working expenditure was £5,647, against 
£5,415. With interest, provision for repayments and capital 
expenditure out of revenue, the capital expenditure was £7,217 for 
the year. Peterburo’ Stundard. 


Reigate,.—Inrirmary LiGurING.— The В. of G. has 
decided to adopt electricity for lighting the new infirmary ; 
inquiries will be made of the T.C. as to rates for supply. 


Rochdale.—Prorosep Loans.—It is proposed that 
application be made to the L.G.B. for sanction tothe borrowing of 
£4,400 for electricity mains. The Board is also to be requested to 
consent to the borrowing of £20,171, to cover the amount payable 
to contractors on existing contracts, the whole of the expenditure 
having been sanctioned by the L.G.B. in March, 1914. | 


Rotherham.—Loan Sancrion.—The Treasury has 
sanctioned the borrowing by the Corporation of £8,100 for the 
purchase of two water-tube boilers for the electricity undertakiag. 


St, Annes.—Yeak'’s Workixc.—The annual report of 


the electricity works states that the revenue for the year amounted 
to £12,055, compared with £11,725 for the previous year. The total 
working expenses amounted to £6,573, compared with £6,211, and 
the total expenditure to £7,787, leaving а gross profit of £4,268. 
The gross profit was equal to 7°84 per cent. on the capital outlay at 
the „ of the year. During the year 1,194,703 units 
were sold. | 


St. Helens, —ҮкАв'в WorkKING.—The charges for elec- 
trioity are to be increased by 10 per cent. from July Ist. 

The revenue from the uodertaking for the past year amounted 
to £30,179, and the total expenditure to £29,611, there being a net 
profit of £538. | 


Shipley;—Yerar'’s WoRKING.— The income from the 
electricity undertaking for the past year was £13,226 and the 
expenditure £13,629, leaving a deficit of £403. The deficit is due 
5 wages and assessment and heavy expenditure on new 
plaut. 7 | 

NEW PLANT INAUGURATED.—List week two new turbo-alterna- 
tors were formally etarted up at the electricity worka, and will 
replace the four original turbine sete. The new plant will halve 
the unit steam consumption of the original machines and facilitate 
supply to local factorier. 


. Stretford.—During the past year the total number of 
units generated was 2,782,600, as compared with 2,726,355 in the 
previous year. 
Ia connection with the lighting of Longford Hall, а cable is to 
laid from the street mains to the hall, at an estimated cost of 
£50. . s | 


Swansea.—YEAB's WORKING.— The annual report of 
the Electric Lighting and Tram ways Committee for the year ended 
March 31st last, shows a total income amounting to £33,297, as 
against £32,986 for the previous year. The total works expendi- 
ture was £18,965, as against £18,562, iuclading an allowance of 
£397 to men on military service ; there was an increase of £1,400 
on the loan charges, and the net result of the year's working was 
a profit of £1,786, as against £3.312 for 1914, The reserve fund 
amounts to £8,996. The profit has been oarried to the rate 
account, | 


Tasniania.— The contracts made by the Hydro-Electric 
Co. have now been transferred to the Government, and Mr. 
Dickinson, of Messrs. Alfred Dickinson & Co., has accepted the 
position of consulting engineer. | 

The question of the utilisation of the power derived from this 
scheme has been under consideration, particularly in connection 
with the proposed electrical treatment of the Blythe River and 
other iron deposits. Owing to the large outlay that would be 
necessary for ‘a steel rail-making plant, and in view of the fact 
that the Newcastle works are to specialise in that direction, atten- 
tion has been directed to the possibilities of producing other 
marketable lines, such as steel fencing wire. It is assumed that 
a charge of £2 per H.P. per annum would pay the cost of the 


The Committee states it has no desire to: 


. a deficit of £1,700, as compared with £4114 а year ago. 


transmission line, and that on this basis the cost of manufacture 


would be less than by blast furnace smelting.— Commonwealth 
Engineer. | 


Tunbridge Wells, —l,oaN Rerustp.—The L. G. B. has 
refased consent to a loan for additional boiler plant and a new 
cooling tower at the Corporation electricity works, on the ground 
that there is no immediate necessity for the work. The Board has 
also decided to cancel £1,696—portion of а loan of £6,658 sanc- 
tio aed on November 14th, 1907, and not expended. | 


Wakefield.—The Council has resolved to discontinue 
its opposition to the Stanley Electricity Order before Parliament. 

The Counoil has also decided to apply to the L.G.B. for sanction 
to borrow £1,000 for the remodelling and extending of the 
destructor plant. | 

L.G.B. INqurry.—Ano inquiry has been held concerning the 


application to borrow £4,000 for exteneions of the eleotrioity 


undertaking. It was estimated that the sum asked for would 
meet the requirements of the department for two years. There 
was no opposition. | 


Weaverham.—The Weaverham Electric Supply Co., 


" Ltd., has entered into a contract with the Weaver Refining Co., 


Ltd., Acton Bridge, for a minimum supply of 50,000 units per 
annum for three year». | i 


West Bromwich.—The T.C. has decided to increase 
the price of electricity to all consumera 20 per cent. in order to 
meet the extra cost of materials and wages. 


TRAMWAY and RAILWAY NOTES. 


Ashton-under-Lyne.—A_ deputation representing the 
tramwaymen employed by the three authorities in the Aehton 


. district, waited upon the authorities on the 4th inst., with a view 


to gettiog them to reconsider their refusal of an application for an 
increase of wages. It is understood that the authorities decided to 
adhere to their previous decision. - 


Blackpool, —WoxeN CON DVC rORS.—Some 99 employés 
of the Tramways and Electricity Department are now on war 
servioe, and six men are on munitions service, The Tramways and 
Electricity Committee has authorised the engagement of 12 women 
conductors, authority also being given to inorease the number in 
the event of these being insuflicient. The women conductors will 


receive the вате rate per hour as youths receive during their first 


year of service as conductors, but their hours will probably be 
shorter, E 


Bolton.—WaRn BON UsSHS.— The application of the local 
branch of the Amalgamated Association of Tramway and Vehicle 
Workers for а war bonus of 2s. 6d. per week for motormen, over- 
haulere, cleaners and day labourers, hag been refused. Other 
alleged grievances of the men have been referred to the manager 
and the representatives of the Association for mutual adjustment. 


Brad ford.— VEAR'S Workinc.—The working of the 
Corporation tramways during the year 1914-15 showa a net profit 
of £32,500, as compared with £29,500 the previous year. The 
total income was £305,000, an increase of £8,000 on 1913-14, 
representing llid. per car-mile as compared with 11410. The 


expenditure totalled to £272,500, and included an item of £2,800 


for war allowances. Rates and taxes were reduced by £2,000 on 
account of reassessment of the undertaking. The total mileage 
run was 6,372,000, as against 6,256,000. In connection with the Cor- 
poration’s railless system, there was an inorease in receipte of 
£2,800 consequent upon the opening of new routes in the city; 
the total income was £4.316 (5jd. per car-mile), as against an 
expenditure of £6,016 (8d. per car-mile), there being 5 
uring 
the year renewal of track absorbed £22,300 as against £17,600, 
The reserve and renewals acount now stands at £75,205, and the 
total capital expenditure at £1,C52,000, of which £440,000 has been 
repaid. 
Burnley.—WaR Boxvses.—An application by the 
Corporation’s tramwav employés for & bonus of 33, per week has 


ben refused by the Tramways Committee, and the refusal has 
been confirmed by the Ganeral Parposes Committee. 


Doncaster.—PRoposep Loan.—The В. of T. has 
intimated to the Т.О. that it is unlikely that the loan of £8,550 


applied for for the tramway undertaking will be sanctioned. 


London,—On Monday last a collision occurred between 
two L.C C. cars near the main gates of the Arsenal at Woolwich. 
Eleven people were injured, three seriously. | 

One effect of the recent strike of L.C.C. tramweymen was a 
decrease in receipts, in two weeks, of over £53,653, as compared 
with the same period of last year. | | 

A new tube station at Maida Vale has been opened, on the line 
from Paddington to Queen's Park. The station ie entirely staffed 
by women. | | | ! E е 
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Manchester,—The Tramways Committee has decided 
not to accede to an application from the Municipal Employés 


Association for an advance of wages on behalf of oertain grades of. 


workmen in the employ of the department, ; 

At the City Counoil, on Tuesday, it was stated that the number 
of Corporation tramway employćs who had joined the Colours was 
1,925, and in a few weeks it would be 2,000. The cost to the city 
was now £1,316 per week. 


Rochdale,—The building of the new car-shed has had 
to be postponed owing to the impossibility of obtaining & loan for 
tbe purpose. 

Sheffield.—Women Conpucrors. — The Corporation 
tramway department has decided to employ women car con- 
ductors and cleaners. Already 80 women have specially volunteered 
for this class of work. 

The general manager of the undertaking has been requested by 
the Municipal Tramways Association to act as its representative 
on the Electric Vehicle Committee of the I.M.E.A. 


Sunderland.—The Corporation Tramways Committee 


has decided to engage 12 women as car conductors. 


Stalybridge.—The Dukinfield T.C. has decided to peti- 
tion against the Stalybridge, Hyde, Mossley and Dukinfield Tram- 
ways and Electricity Board's Bil) in the House of Commons. 


West Ham.—Year's Workinc.—There is a surplus 
of £272 on the working of the tramway undertaking of the Cor- 
poration during the year ended March 31st last, It is proposed 
to transfer this sum to the reserve and renewal funde. The 
expenditure amounted to £119,935, and the income credited to 
the revenue account to £152,212, which includes 23,786 in respect 
of receipts due from other authorities in connection with tbrough 
running. It has again been found necessary to realise part of the 
investmenta to cover the cost of renewals, &c. The investments 
at March 31st stood at £15,613, after the foregoing realisations, 
but the whole of the reserve and renewals fund has now been 
. earmarked for various purposes. 2 

'The B. of T. has given its sanction to the borrowing of £1,560 
for the replacement of the controllers on the tramcars. In view 
of the desirability of confining fresh capital expenditure at the 
present time within the narrowest possible limits, the Corporation 


has been recommended, at the request of the L G.B., to postpone . 


the purchase of the 15 new tramoars until after the war. 


TELEGRAPH and TELEPHONE NOTES. 


A Telegraph Spy Charge.—Abdon Jappe, & Dane, was 
remanded at Plymouth on Tuesday on charges of attempting to 
elicit for the enemy information respecting warships, and of 
possessing apparatus capable of tapping telegraphic and sending 
telephonio messages. 


Australia.—The Post Office accounte for 1913 and 
six months of 1914 show a deficit on working of £53,547, as com- 
pared with £20,081 for the previous year. After charging interest, 
pensiona. &c., the total lose was £501,456, compared with £407,102. 
The inoreased deficit was largely due to arbitration awarda 
affecting postal electricians and linemen. There were 132,699 
telephones in use in the Commonwealth, and in five of the six 
States automatio exchanges had been opened or were under con- 
straction. А loss of 2151.446 was incurred on the telegraph 
branch, but the most serious loss was due to the telephone service, 
amounting to £296,424. Wireless telegraphy showed a deficiency 
of £35,656, compared with £11,599 in the previous year. 

The capital expenditure on telephone lines and equipment, 
exclusive of trunk lines, was £1,125,625, ahd on telegraph aud 
telephone trunk linee £267,212. The working expenditure in the 
telephone branch was £1,079,461, an increase of £149,549. A 
Committee was appointed to inquire into the large deficiency in 
connection with the telephone service, and ita report is now under 
consideration ; it is stated that immense economies are possible. 

In accordance with the scheme approved by the International 
Time Commission of Paris, Melbourne radio-station is now trans- 
mitting time signals at the hours of noon and midnight, Melbourne 
time—which is 10 hours ahead of Greenwich mean time.— Wireless 
World, 


Canada.—Our correspondent writes :—1,126 telephone 
companies have made returns for 1914, compared with 1,075 in 
1913. The miles of wire now in use amount to 1,313,090, an 
increase of 250.563 over 1913. In 1914, the urban mileage 
amounted to 926,917, the rural to 380,142. There is 1 mile of tele- 
phone wire for every six of population. The number of telephones 
in use is 521,144, or one for each 15'5 of population. There is no 
other country, except the United States, which can show so high 
a ratio. 


China.—The Government proposes to carry out an 


extensive plan for the installation of wireless telegraphy, especially 
in the North-Western provinces.— Eastern Engineering, 


Pacific Cable,—The story that an attempt had been 


made to cut the cable at Bamfield, B.C., has been officially 
contradicted.— 7, and Т, Age, 


ON 
 Trans-Atlantic Wireless,—Wireless communication 
between the United States and Germany has been severely handi- 
capped lately by statio conditions prevailing in the North Atlantic 
at this season of the year. The wireless station at Sayville, L.I., 
has been frequently isolated from the sending plant at Nauen, 
Germany. The same conditions exist at the Tuckerton, N.J., plant. 
Such messages as are received at Sayville are, for the most part, 
fragmentary, or often impossible to decipher.— T. and T. Age. 


United States.—The first daylight message from the 
new naval radio station at Darien, in the Panama Canal Zone, to 
the Navy radio station at Arlington, near Washington, was received 
on April 30th. The distance is 2,000 miles. The eending and 
receiving radius of the new Darien station is 4,000 miles. The 
radio installation at the Darien station is on the Poulsen arc 
system, and this station will be the most powerful in the world 
using exclusively this type of equipment. Since the United States 
Navy has been in temporary control of the German radio station 
at Tackerton, the Poulsen aro system has been installed at that 
point and is being successfully used in communicating in daylight, 
ав well as by night, with the station at Eilvese, Germany, over a 
distance of about 4,000 miles. The number of words handled each 
week averages about 10,000, — Electrical Review (L. S. A.). 


Wireless Injunction.— The U.S.A. Circuit Court of 
Appeals has affirmed the order of Judge Hougb, granting & prelimi- 
nary injunction restraining the De Forest Radio-Telephone and 
Telegraph Co., the Standard Oil Co., of New York, and Lee De 
Forest from infringing the fundamental Marconi and Lodge patente 
relating to wireless telegraphy.— T. and T. Aqe. ` 


Wireless Amalgamation ?—<According to the Financial 
News, the presence of Mr. 8, F. St. J. Steadman ор the board of the 
new Poulsen Wireless Co., the registration of which was 
in our last issue, is very significant. Mr. Steadman is the private 
legal adviser of Mr. Godfrey Isaacs, and his new directorship ооп. 
cides with reports that the relations between the Government and 
the Marconi Co. are not ao intimate as they were, and that in future 
the Poulsen system is likely to occupy a more prominent position 
than formerly. It suggests that "the Pouleen people are tending 
to coalesce with those who control the Marconi Co." 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australla.—MELBOURNE.— Aug. llth. One 1, 000-kw. 
D.C. generator complete, liquid starter, &c., for City Council. See 
“Ofcial Notices June 4th. 

ADELAIDE.— July 14th. Galvanised-iron wiro for P. M. d.“ 
Department. See Official Notices June 4th. 

SvpNEY.—July 19th. City Council. Meters for the Electrio 
Light Department, Town Hall. Specification 108. 6d. 

July 19th. City Council. Maximum-demand indicators. Speci- 
fication (102. 6d.) from Electric Light Department. 

July 19th. Steel towers for 33,000-volt transmission line. 
Specification (103. 6d.) at E.L. Department, Town Hall, 

July 2ist. N.S.W. Government Railways and Tramways Depart- 
ment. One 250-K.V.A. turbo-generator.* 

ifications for the items marked * can be seen at the B. of T. 
Commercial Intelligence Branch iu London. 


Batley.—June 16th. 1,500 tons of pea nuta (washed) 
for the Corporation electricity station. Manager, Electricity Works. 


Belfast.—June 16th. Corporation. Six or 12 months’ 
supply of steam coal (23,000 or 15,000 tons respectively) for the 
electricity works. Forms of tender from Mr. T. W. Bloxam, City 
Electrical Engineer. 


Colchester. — June 15th. 
tons), for the Corporation Electricity Works, 
Electrical Engineer. : 

Ealing.— June 21st. Coal for the T.C. Electricity 
Works. Mr. J. Douglas Knight, Electrical Engineer and Manager. 


Easthbourne.—June 26th. 160 ft. of 14-in. cast-iron 
circulating water piping and valves. See Official Notices " to-day. 


Edinburgh.—June 21st. Two 5,000-Kw. turbo-alter- 
natora and condensing plant, for Portobello supply station. See 
" Official Notices " May 21st. 


Exeter. — June 14th. Corporation. Three or six 
months’ supply of steam ooal, for the Electricity Department. 
Specification from the Town Clerk. 

Glasgow.—June 16th. Corporation. 145,000 tons of 
coal (aingles and pearls) for the electricity generating station. 
Specification from Mr. W. W. Lackie, 75, Waterloo Street. 

Rirkealdvy.—June 14th. Corporation. 100 half-watt 
1,000.c.P. lamps and lanterns for street lighting. See Official 
Notices May 25th. 

Lancaster. — June 19th. Corporation. Six, nine, or 


12 months’ supply of coal and slack for the electricity works 
Forms of tender from Mr. J. B. Patterson, Electricity Works, 


Steam coal (about 5,500 
Mr. W. Frisby. 


pups рн — —— 
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London.— $T. PANCRAS. — June 14th. Corporation. 
3 months’ supply of Welsh and steam coal for the electricity 


METROPOLITAN ASYLUMS BOARD.—June 30th. Lighting instal- 
lation at the Grove Fever Hoepital, Tooting Graveney, S.W. See 
“ Official Notioes to-day. 

FULHAM.—June 30th. 11,000 tons of ооа], for the Borough 
Electricity Works. See "Official Notices " to-day. 

West Hau.—June lith. Installation of lighting and water- 
heating apparatus at Knox Road Special School, for Education 
Committee, See "Official Notices May 28th. 

Manchester.—June 16th. 40-Kw. steam dynamo for 
Cottage Homes, Styal, for Manchester Union. 
Notioes " June 4th. 


Maidenhead.—Coal for the T.C. electricity works for 
year ending September 30th, 1916, 

Plymouth.—June 24th. 13,500 tons of steam coal for 
the Electricity Department. Specification from the Electrical 

Rangoon.—August 11th. Installation of a system of 


fire-alarms, for the municipality. Specification (10s.) from Messrs, 


Ogilvy, Gillanders & Oo., 67, Cornhill, Е С. 
Redditch.—June 14th. н.т. three-phase switchboard. 
See Official Notices" May 28th. i 


Shrewsbury. — June 18th. Corporation. Twelve 
months’ supply of best rough slack and best steam coal, for the 
Lighting Committee. Particulars from Mr. C. M. Johnston, 
Engineer and Manager. 

Tasmania. — LAUNCESTON. — July 26th. Sub-station 
equipment. Section I, Oonverter machine, switchgear, &c. ; Section 
II, Underground feeder eable. Specification (21s.) from the City 
Electrioal Engineer, Town Hall. 

HoBART.—July 5th. Lead-covered telephone cables; glassware 
aud other material for batteries; telephone instruments, &o., for 
P. M. d. s Department, See “ Official Notices” May 28th. 


Warrington.—June 18th. E. H. r. cable, for Electricity 
and Tramways Committee, See "Official Notices" to-day. 


Wigan. — June 21st. Corporation. Two water-tube 
boilers with mechanical stokers. See Official Notices to-day. 


CLOSED. 


Australia.— The following contracts have been placed = 


P.M.G.'s Department, South Australia.— 
98 tous galvanised iron wire, 400 Ib. per miie, £20 56. per ton.—R, Johnson, 
Clapham & Morris. 
51 tons н.р. copper wire, 200 lb, per mile, £96 рь ton.— B. I. & Helsby 
Cables, Ltd. 
Victorian нан Dept. (Electrical equipment of Melbourne suburban 
system.) — 
Track, feed-boxes, signal transformers, switchgear, &o., £15,019. — A. 
Reyrolle & Co., Lid. 
Electrically-operated car-shed cranes, £4,480.—Ohambers, Soott & Co., Ltd. 
Track bonds, £7,085.—B.I. & Helsby Cables, Ltd. 
Fuse, distribution boxes and fuses (Schedule rates).—Siemens Bros, 
Dynamo Works, Ltd. | 
N.8.W, Bailwavs and Tramways Dept.— 
Electrica]ly-drivea oapstans for Bullock Island, £4,683. — Meadowbank 
Manufacturing Co. — Tenders, 
P.M.G.'s Department, South Australia.— 
23,800 insulators, porcelain.—F. Kanematsu, £581. 
P.M.G.'s Department, Victoria.— 
Ed ree aad battery, Tudor type, for Perth, W.A., £821.—J. R. W, 
T U і 
Three miles cab'e, paper-insulated, I eli £892 per mile; three miles 
cable, paper-insulated, 89 pairs, £223 per mile.— British Insulated aud 
Helsby Cables, Ltd 
Sydney Board of Water “appir = пуче pumping station, one steam turbine 
and condenser, Mobbs’ Hill pumping plant.— 
Willens & Robinson, £1,041. : 
William Adams & Co., £5,106. 
Belliss & Morcom, £4,276. 
Australian General Electric Co., (a) 24,375, (b) £4,917. 
Standard Waygooi Hercules, Ltd., 25,500. 
т Co., (в) 25,250, (b) 25,065, (с) £5,890, (d) £5,210, (e) £4,675, 
( 490. 
айе е» (а) £8,867, (b) 24,685, (c) £4,896, (d) £5,575, (main tender) 


The Engineer-in-chief recommends the acceptance of Messrs. Willans and 
Robinson's amended tender for £4,289. 
Sydney City Council.—Street lamp Attings — 
British General Electric Co., alternative £816, formal tender £1,085. 
Aust. General Electric Co., alternative D £1,107, alternative B £1,286, 
alternative C £1,249, alternative Cl £1,870. 
W. G. Watson & Co., formal tender 21,899. 
Aust. General Electric Oo., formal tender £1,487. 
W. G: Watson & Oo., alternative A £1,458. 
Aust. General Electric Co., alternative Bl £1,548, 
W. G. Wat on & Co., alternative В £1,706. 
Aust. General Electric Co., formal £1,742. 
W. G. Watsón & Co., alternative D 21,764. — 
Aust. General Electric Co.'s tender alternative Bl, amounting to £1,548, 
recommended for acceptance. 
Nitre incandescent lamps.— 
Lawr noe & Hanson, for lamps manufactured in Holland, £481. 
Aust. General Electric Co., for lamps manufactured in America, £181. 
W. G. Watson & Co., for lamps manufactured in Holland, £584. 
Aust. General Electric Co., for lamps manufactured in England, £556. 
British General Electric Co., for lamps manufactured in Ecg'and, £875. 
Aust. General Electric Co.'s tender for £181 recommended for acceptance. 
Transformer testing apparatus.— 
Aust. General Electric Co., £269. 
Haes & Eggers, £829. 
Aust. General Electric Co.’s tender recommended for acceptance, 
Storey & Keers, £100; J. Sonnerdale & Son, £129; W. Adams & Co., £288, 
Messrs. W. G. Watson & Co.'s tender recommended for acceptance, 


See “Official | 


Bradford, —The Tramways Committee has accepted the 
tender of the M. & G. Truck and Engineering Co., Ltd., for 100 
tramoar trucks at £87 each, and Messre. Brown, Boveri & Co., Ltd., 
for 200 tramcar motors at £110 each. : 

The Electricity Committee has accepted the offer of Messrs. 
Hayward Bros. & Eckstein, Ltd., London, for glass flooring (switch- 
board lights) at Valley Road Electricity Works, at £118 ; also that 


of the British Westinghouse Co, for two oil switches. 


Caledonian Railway.—The Edison & Swan United 

oe Light Co., Ltd., has received a contract for Royal Ediswan 
тара, | | 

Chelmsford, — The Essex Education Committee has 


accepted the tender of Mr. E. C. Porter for the E.L. installation at 
the County High School for girls, Chelmsford, at £73. 


Crewe.—The T.C. has accepted the tender of Messrs. 
J. Simon & Sons for best Great Row slack coal for the electricity 
works, at 168. 10d. per ton, subject to satisfactory tests. 


Darwen.—The T.C. has accepted the tender of Messrs. 
G. B. Leach & Sons for coal for the electricity works for one year. 


Dartford.—The U.D.C. Electric Supply Committee has 
accepted the offer of Meesrs, E. J. & W. Goldsmith, Ltd., to supply 
890 tons of Rubbly Culm, at 19а, 6d. per ton delivered. 


Hull.—The Education Committee received 10 tenders 
for the electric lighting installation and fittings for the new 
girls’ secondary school. That of Messrs. T. W. Vaughan & Co., 
.Ltd., London, at £1,009, has been accepted. It was pointed out 
that the tender was £400 less than any other, und it was suggested 
that & mistake had been made. 


Leigh.—The following tenders have been provisionally 
accepted :— | | . 


Rotary converter, £895.—Bruce Peebles & Oo., Ltd. 
Switohgear, £71.—switchgear & Cowans, Ltd. 
Btirling boiler, £2,044.— Stirling Boiler Co., Ltd. 
Underfeed stoker, £408. —Underfeed Stoker Co., Ltd. 


Meter Contracts.—The Wallasey Council has placed a 
contract for 19 months’ supply of single-phase meters h the 
Electrical Apparatus Oo., Ltd. The St. Annes U.D.O. has made a 
contract with the same company for 100 D.C. house-service meters 
during the next 12 months. | "s 

Messrs. Chamberlain & Hookham, Ltd., have received contracts 
for meters for the coming year from Paisley and Wallasey. 

The British Thomson-Houston Co, Ltd., hes received a contract 
from Wallasey County Borough for 12 months’ supply of &.P., А.О. 
house-ssrvioe meters. Messrs. Ferranti, Ltd., have secured a 
contract for annual supply of А.О. meters for the same Corporation. 


Sheffield, —The following tenders have been accepted by 


the Electricity Supply Committee :— 
94 5 Stoker Co., Ltd. Renewal of mechanical stokers at Neepsend, 


Bradshaw & Co.—Two natural-draught water-cooling towers, including 
foundations and all fittings and accessories, £8,514. : 

E. Taylor, Ltd. —Exoavations and building of reinforced concrete retaining 
wall at Neepsend, £2,246; also excavating trench and laying 91-іп. 
cast-iron n pipe, 2699. 


The tender of Meesre. Brown, Bayley's Steel Works, Ltd.. has 
been accepted by the Tramways Committee for the supply of 500 
steel tramcar tires. 


Stockport.—The following tenders have been accepted 


by the Electricity Committee :— 
W. I. water-piping for exhaust, and 1,250 new stoker links.— Babcock and 
Wilcox, Ltd., £85 aud £96. 
Oil filter. —C. C. Wakefield & Co., £18 10s. 
Stenchions for new orane.—Leah & Rowbotham, £109. 
Patent roof-glazing, engine-house extension.—Mellowes & Co., Ltd., 18. 


per sq. foot. 
A. O. testing sat.— Eckstein, Heap & Co., Ltd., £11. 
Feed-water heater, with separa bor. Worthington Pump Co., Ltd., £144. 
90-in. valve for circulating pump.—Alley & Maclellan, Ltd., £19. 
Ciroulating water screens. —Е. W. Brackett & Co, Ltd., £0. 
5-в.н.р. motor for driving screening apparatus. - McUlure & Whiffield, £81. 


The Health Committee has aocepted tenders of Meesrs. McCiure 
and Whitfield for electric lighting, at £58 and £22 respectively. 


Sunderland, — The Т.С. on Wednesday accepted the 


following tenders : — 
British Thomson-Houston Oo., Ltd.—Bearings for split-pole rotary. 
Doulton & Co.—Stoveware insulators, 
E Engineering Co.—Cable ducts. 
В.І. & Helsby Cables, Ltd.—£.H.T. cable and copper strip. 


FORTHCOMING EVENTS. 


North of England Institute of Mining and Mechanical En .— 
Байт даз, June 12th, At 2 p.m. At „%% Trace Geral 
eeting. 
Salford Technical and Engineering Association,—Saturday, June 13th. 
At 8 p.m. Visit Ssuart Street Power Station, Manchester. 


Point Five Association. — Thursday, June 17th. At 7 p.m. At Trici 
House, Oxford Street, W. Meeting. p ST 


Incorporated Municipal Electrical Association, —June 17th and 18th. At 
Institution of Electrical Engineers, Viotoria Embankment, W.C. 
Thursday, June 17th.— At 10 a.m. and 2.30 
parade and demonstration of electrical vehicles. 
Friday., June 18th.—At 9.80 a.m., Council Meeting; at 10 a.m., Annual 


Genera] Meeting, | 


p. m., reports; 5 p.m., 
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Merchandise Marks Act Prosecution: Sum- 
‘monses Withdrawn.—Before Sir John Kuill, at the Mansion 
Houee Police Court, on Wednesday, the British Thomson - Houston 
Co., Ltd., of Mazda House, Upper Thames Street, appeared to 
answer au adjourned summons charging them with having, on 
March 5th, unlawfully applied to the “one only electrophone,” 
a certain false trade description, viz, the “one only B. T. H. 
Electrophone," contrary to the provisions of the Merchandise 
Marks Act (1887). A second summons charged the defendants 
with selling au electrophone to which a falee trade description 
had been applied. | 

Мв. Bodkin, for the prosecution, said that, as the result of a 
consultation, the Alderman would not be troubled further with the 
case. Mr. Hammer, at whose instanoe these proceedings were 
brought, as the owner of the designs and patents which were 
mentioned on the last occasion, was advised, whether rightly or 
wrongly in law, that he was obliged to take these proceedings in 
order to prevent the further dispersal of these instrumente, which 
contained his registered designs and patente, in order to preserve 
his rights therein, aud to let it be generally known that he was 
not personally acquiescing in the dispersal or distribution of 
these instruments by way of eale. The defendant company 
fully appreciated this position, and they had made certain 
arrangements which were entirely aoceptable to the prosecution. 
In view of this, he (Mr. Bodkin) would like to say that, so far as 
they were concerned, for the reasons he had indicated, there must 
not be any expressed or implied reflection upon the British Thom- 
son- Houston Co., Ltd., for any part they had taken in the dietri- 
bution of these articles. In the circumstances he asked leave to 
withdraw the summonses. 

. Mr. Hunter Gray, for the defence, said that, in the course of the 
last hearing, some question was raised as to the B. T. H. Co. having a 
factory in Berlin. This was not so. In point of fact these instru- 
ments came from an English company incorporated in this country, 
who haves branch in Germany. They were made by them and 
gent to the defendant company. | 

Mr. Bodkin: The question of a sub-contractor now explains the 
contradiction. 

Sir John Knill: I am pleased, indeed, to hear what you have 
said.‘ The summons will be withdrawn. i 


Fatalities.— Fal.KIRK.— Sheriff Moffatt conducted an 


inquiry into the cause of death of John McClumpha, engineer, who 
was employed in No. 1 pit, Polmaise Colliery. It was stated that 
he met with his death while engaged in repairing an electric coal- 
cutting machine. When the repairs had been nearly completed 
the machine was set in motion before McClumpha got clear and 
he was caught by the teeth of the cutting disk, sustaining 
injuries which proved fatal on the spot. The jury returned a 
formal verdict in accordance with the evidence, 

KIRKCALDY.—By falling from a gangway, James Philip (28), 
an electrician, was instantaneously killed while engaged in instal- 
ling a system of electric lighting in the new cork mill of the 
North Linoleum factory, at Kirkcaldy. Hs was employed by 
Messrs. Melville, Robb & Scott, electrical engineers, Kirkcaldy. 

BRiGHTON.— According to the Prees reports of the inquest into 
the death of Ernest Percy B3lcher, aged seven, who was killed on 
Volk's (Brighton) electric railway, one of the directors said that 
strong wire netting was placed at two parts of the line, but 
youngsters brought pliers and cut it. Expert evidence was given 
to show that the maximum pressure never exceeded 170 volts. 
No accident like the present one had ever before occurred on the 
railway. The jury agreed that the line should be fenced on the 
south as well as on the north side, and that notices warniog 
persons againet crossing it at other than the recognised crosaings 
should be erected. The company, it was stated, were prepared to 
do everything in their power towards making the railway safer. 
À verdict of " Accidental death through comiag into contact with 
a live rail was returned. There was no culpable negligenoe. 


I. M. E. A. Development Committee, — At the last 
meeting of the Committee, held on April l6tb, a report was 
received from the Publicity Sub-Committee on the work done with 
regard to a preparatory scheme for the production of printed 
matter on а co-operative basis. 

Mr. Danlop, on behalf of the B.E A.M A. Council, offered the 
use of offices and clerical assistance in connection with the routine 
work of purchase and distribution of such printed matter, at least 
during the early stages of the work, and the Committee expressed 
its appreciation of this offer. 

It was resolved that Mr. Courtenay, of the General Electric Co., 
should аз on the Publicity Sub-Committee in place of Mr. C. 
Palmer, at present on active service. 

A report was received from the Electrical Installations Sub- 
Committee, and considered. 

A report was also received from the Domestic Appliances Sub- 
Committee, outlining a prelimiaary scheme for certain technical 
investigations which the Committee hopes to put in hand at an 
early date. 

The Committee recommended the inclusion of Mr. Shaw, of 
Worceater, and Mr. Wilmshurst. of Derby, as members of this Sub- 
Committee, alao that from time to time members of manufactur- 
ing firms should be co-opted for advice and assistance in regard to 
врасіп > objecta which might ba considered helpful to the work of 
the Development Committee. 

In discuasion it was pointed out that although depletion of staffa 
and reetrictions placed on borrowing money must considerably 


hamper development work, yet there remained with most under- 


` takings a large amount of new business to bs obtained with very 


little expenditure, and therefore there still existed room for вејес- 
tive canvassing and publicity work which might be directed to 
helping manufacturers and traders under the present difficult ooa- 
ditione, if electricity supply were put forward more particularly 
in regard to power, on the strength of its real time and labour- 
saving advantages, and not merely as an improvement on existiag 
conditione. | | 

The Sacretary reported the correspondence he had had with Мг. 
Wakeman, Society for Electrical Development, New York, and the 
Committee instructed him to thank Mr. Wakeman for material 
sent aud offers of assistance and co-operation, which the Committee 
appreciated very much, and to express the hope that under mere 
favourable conditions in the near future further development in 
this direction might become possible, | 

The next meeting will take place on June 16th, 


Institution and Lecture Notes.— Physical Society 
of London.—At the meeting held on May 28th, a paper "Oa 
Numerical Rolatiouships between Electronic and Atomic Оев. 
stants" waa read by Dr. Н. 8. Allen, and one "On a Method of 
Calculating the Absorption Coefficients of Homogeneous N- 
Radiation " was read by Mr. H. Moore. 

Two experiments illustrating novel properties of the eleotson 
currents from hot metals were shown by Prof. O. W. Richardson. 
The first demonstrated the cooling of a tungsten filament when 
an electron current was allowed to flow from its surface. This 
effect is analogous to the cooling due to latent heat when s 
liquid evaporates, or to the similar phenomenon due to the heat of 
reaction when a gas is emitted by chemical decomposition ef а 
solid. | 

The second experiment demonstrated the flow of eleotron cur- 


reuts from a hot filament to а surrounding cylinder against various 


opposing P.D.s up to about 1 volt. The data can be used to Gad 
the velocities of the emitted electrons. 

A short account of recent experiments on High Permeabilisg in 
Iron was given by Prof. Ernest Wilson. 

Liverpool Engineering Society.—Prof. E. W. Marchant has 
been elected chairman for the coming year. 

Association of Consulting Engineers (lacorporated).— 
The annual general meeting was held at Caxton Hall, Westminster, 
on Monday, May 31st, 1915, Mr. G. Midgley Taylor presiding. The 
chairmau moved the adoption of the report of the Committee, and 
stated that the Association had recently elected several promineat 
engineers to membership, and from what could be gathered by 
conversation with consulting engineers generally, the Association 
was beld in high esteem. It was evident that the Associetion 
occupied a very strong position, and in course of time, when 
its usefalness became better known, it was anticipated that 
it would include in ite ranks the majority of the consulting 
engineers not only in Westminster, but also in the United King- 
dom. One of the heaviest tasks undertaken by the Committee 
was a consideration of the Model General Conditions of Contract 
issued by the Institution of Electrical Eagineere. to which con- 
siderable objection had been taken. It was felt that general con- 
ditions of contract should be applicable to contracts generally, aod 
that works pertaining to the electrical branch of the profession 
should not require any special treatment. The objections were 
communicated to the Institution of Electrical Enzineera, and the 


Association was thanked for its views. 


During the past year the Book of Professional Rules and Szale 
of Fees had b2en revised, and, judged by the number of applications 
received for the book, not only from members of the Association, 
but from Government departments and the engineering profession 
generally, it had been found of great general utility. 

Although membership of the Association was confined to prin- 
cipals of firma, there were no fewer than five of its members serving 
with Ніз Maj'sty's Forces, | 

Tae adoption of the report was secondéd by Mr. W. J. E. Binnie, 
and carried unanimously. "Tire hon. treasurer, Mc. В. К. Lowcook, 
then presented his report, showing a balanoe in excess of expendi. 
ture of £65, compared with £13 last year. 

Four London and two country members of the Committee haviog 
retired by rotation, the ballot for new members resulted as 
follows : — 

The four London members elected were Меваи. W. Ll. Preece, 
W. J. E. Binnie, Ernest L. Minsergh, and E. Brough Taylor. 
The country members elested were Messrs. Walter Боом 
(Halifax), and Е. W. Hodson (Loughborough). =- 

The report shows that віх new members have been elected daring 
the year, and the membership now stands at 74. 

American Institute of Electrical Engineers.—On May 18th, 
Mr. John J. Carty, chief engineer of the American Telephone and 
Telegraph Co., was elected president of the Institute. 


Electric-Light Switching Competition, — Messrs. 
A. P. Lundberg & Sons inform us that the overseas resulta of the 
competition or examination published in November last are as 
follows :— 

Advance-G rade Certificate —R. Drilhon. Pau (B. P.), France. 

Intermediate-Grade Certiticates, —H. Christall, London, Ontario ; 
S. W. Ghoeb, Calcutta. 

Preliminary-Grade Certificates, — E. H. Asavaid, Bombay; P. N. 
Chiney, Bombay ; J. J. Irani, Poona; J. Ruetomji, Bombay. 


Patents and Alien Enemies,—The Board of Trade 
has granted a licenca to Messrs. R. S. Wright & E. E. Burnside ia 
respect of Patent No. 25,101,12, granted to Buer. 
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Alien Partners.— In a circular letter to the Press, Mr. 
Harold Benjamin draws attention to the case of Englishmen who 
have in partnership with them gentlemen, born alien enemies, 
who have become naturalised here; whilst most of these natural- 
ised partners are men whose integrity is above all suspicion, the 
firms with which they are sesociated are suffering very much 
undeserved bardship as a consequence of the present strained 
feeling in commercial ciroles towards naturalised alien enemies. 
As a case in point, an Englishman ів in a large way of business, 
in partnership for a term having many years to run with a 
German-born gentleman who has been in England a good many 


years and become naturalised, but whose name is strikingly - 


‘Teutonic. Віпое the war, and particularly during the last month 
or so, the English partner has practically had to do all the work, 
and his remains more ог less in retirement, but, never- 
theless, is entitled tp his moiety of profits, and such profits are 
being seriously affected as a result of other firms’ disinclination to 
continue to do business with a firm having an Englishman in 
partnership with a former German. The English partner has it 
pat plaialy to him by important customers that they deoline to do 
business with his firm solely on account of his partnership and the 
firm's name; it would not help matters to alter the ficm's name во 
long as the partnership subsists, and it is a fact that Eoglishmen 
in such positions as the one mentioned stand to suffer heavy losses 
because they are saddled with partners who are, perhaps naturally, 
‘as it is their livelihood, disinclined to retire voluntarily. 
Ik English partners in such circumstances put their heads 
together, Mr. Benjamin thinks they could address themselves to the 
Government on the subject, with à view to seeing whether some 
and what, legal relief should be acoorded. 


Exhibition Space Contracts in War Time.—At the 
Westminster County Court on Monday, Lips, Ltd., lockmakers, sued 
Walter Cawood, Ltd., organisers of a Shipping and Engineering 
Exhibition which was to have been held at Olympia last year, and 
C. H. Luke and F. W. Bridges, organising managers, for the 
return of £9 paid as deposit for allotment of space at the exhibi- 
tion and damages for the exhibition not being held. According 
to a report of the case appeariog in the Financial Times, defen- 
dents did not agree to the postpotiement of the exhibition until 
1916 or 1917. The defendants gave as one reason for the exhibi- 
tion not being held in 1915, that exhibitors engaged on Admiralty 
and War Office work could not prepare suitable exhibits in time, 
‘but plaintiffs maintained that an exhibition this year would have 
attracted a great deal of attention, and would have been a very 
great success, Defendants said that the overwhelming majority of 
the exhibitors wanted the exhibition postponed: Judge Wood fall gave 
judgment for the plaintiffs for £9 and costs, with leave to defendants 
to appeal. In doing во, he said that he thought that the extreme 
probabilities were that the defendants had taken the wisest course, 
not only in their own intereste, but іп the intereste of exhibitors. 
The question arose as to how far the outbreak of the war 
relieved one from the performance of a oontract. So far as the 
law applicable to that problem was applicable to the present oase, 
it was sufficient to say that because it made s burden aud inf c ed 
a hardship, that was not a ground to relieve defendants from their 
obligation. 


Aluminium Solder.— Referring to the paragraph in our 
iesue of March 5th on this eubject, Mr. H. Grinlinton, of 243, 
Ker pe Road, Auckland, N.Z., informs us that Mr. Overend 
and he have made further progress, and can now solder any metals 
together by their process, Aluminium, or any other metal or alloy, 
can be soldered to cast-iron aud other metals, and a variety of solders 
can be used. · The process is applicable to aluminium cables, and 
tests are in progrees to ascertain whether boiling water has any 
effect on such joints; at the time of writing no deterioration had 
been observed. Aluminium terminals, we are informed, can even 
be soldered direct on carbons, instead of casting lead tops on them. 
The statement that the Government had placed an order for 100 
terminals was not correct, but the Government is inquiring into 
the merits of the process We understand that the method can 
reacily be taught to any mechanic in a few minutes. Mr. 
Grinlinton has sent us samples of the solder adhering to 
aluminium. А 


New Rays.—It is reported from New York that a new 
electrical ray, discovered by Mr. Charles Stanley, is being investi- 
gated by the Government Department of Health. It is claimed 
that Mr. Stanley’s invention does all that it is possible for the 
X-rays to do; and more, because the surgeon would b» able to seek 
for bullets in a wound without fear of burning. There is no 
danger to the operator or patient. 


Professional Classes in Маг Time,—4A meeting in 
support of the Professional Classes War Relief Council was held 
on the lst inst., and was addressed by Sir John Simon and others. 
It was stated that the Council was spending £430 weekly ; at the 
outset between £3,000 and £1,000 was subscribed, but the income 
was falling off, and unless the receipts were increased the work of 
the Council would come to an end within three months. At least 
£25,000 was needed to carry on the work in the coming year. 


Appointments Vacant.— Electrical foreman (£280 +) 
for Federated Malay States Government Railway ; foreman overhead 
lineman for Bolton Corporation Tramways; shift engineer. 
(£2 78. 64.) for Warrington Corporation; resident assistant 
engineer (358. ) for parish of Willesden. Particulars are given. in 
our advertisement pages. 0 | 


EN 


Volunteer Notes.—3RD Ватт (OLD Boys) CENTRAL 
LONDON REGIMENT (VOLUNTEERS).—Battalion orders, by Colonel 
В, G. Grant (Officer Commanding). | 
.MoroR-CABs.—It is proposed to entertain wounded soldiers 
from various military hospitals next Sunday afternoon at Wembley 
Camp. Members desirous of lending their motor-cars for this 
purpose are requested to communicate immediately with the Adju- 
tant, stating seating accommodation available. 


| WEEK-END PABADES, " 
Saturday :—Route March. Battalion will parade at Baker Street 
Station at 2.30 p.m. Train to Wembley Park. Drums and 
bugles will attend. Note.— Partioular attention will be paid 
to march discipline. | О 
Bunday :—6 a.m. Reveille. | a 
10a.m. Church Parade. 
10.20 a.m, Battalion Parade under Adjutant. 
2.16 p.m. Battalion Paradé under Commandant. 


A. G. JOINER, Captain and Adjutant. | 


Educational. —MANCHESTER MUNICIPAL ScHOOL ОЕ 
TECHNOLOGY.—The Session 1915-16 will commenoe on October 5th. 
Matriculation and Eatrance Examinations will be held in July 
and September. Further particulars are given in our advertise- 
ment pages to-day, | vs 


Inquiries.—Makers of celluloid boxes for- accumulators, 
and the Helier battery, are asked for. Bs i 


Prices Advante.—Messrs. Ercole, Marelli & Co., London, 
E.O., announce that, owing to the inorease in the price of raw` 
materials, all their prices are increased by 10 per cent. . Pu 


Foreign Trade.—THe May FiGURES.—The following 
are the electrical and machinery figures given in the official 
returns for May :— pa н 


- IMPORTS. 

Eleotrical goods Month Ine, Fire Ine. - 
and apparatus, of or months, or 
excluding ma- May deo. 1915. dec. 
chinery and un- & & & & 

insulated wire 87,588 — 39,269. 371,300 — 308,944 
Machinery oe 801,889 + 64,466 3,453,720 — 1,665 
EXPORTS. 
Electrical goods 
and apparatus, 
excluding ma- 
chinery and un- | 
insulated wire 233,560 — 153,268 1,193,192 — 239,757 
Machinery . . 1,830,300 -—1,566,586 7,944,639 — 8,426,634 


Insulated Zinc Conductors.— It is reported that the 
uae of zinc wire, insulated with regenerated rubber, has been sanc- 


‘tioned in Germany during the war, as a substitute for ordinary 


rabber-insulated copper leads for low-pressure installation work. 
Although haviag a lower. conductivity, the ineu'ated zinc con- 
ductors are declared to have proved to bea practical and appro- 
priate substitute, and the Sales Bureau of the United Makers of 
Insulated Wires announces that deliveries are now available, 


The Metric System.—The report of the Decimal Asso- 
ciation for 1914 states that since the outbreak of the war public 
interest in the metric system has very greatly increased; many 
inquiries have been received by the Association, and several daily 
papers have advocated the adoption of the system. The trend of 
opinion is that if decimal coinage were adopted in this country, 
the public would soon demand a decimal system of weights and 
measures, and therefore the Association has resolved to give pre- 
oedence to the question of coinage. On March 17th, 1915, the 
Association of Chambers of Commerce of the United Kingdom 


Unanimously resolved that the immediate adoption of the metric 
system would be a valuable means of assisting British firms in 


their competition in countries where that system is in vogue. The 
metrio carat came into force on April let, 1914, and has given 
general satisfaction ; on May Ist, 1914, an absolute unit of baro- 
metric pressure and metric measurements of rainfall were adopted 
for official records. In the new British Pharmacopcia all weights 
and measures are given in the metric system. Further pregrees 
has been made in the use of the system іа the textile industries. 
British representatives abroad are pointing out the futility 


of issuing catalogues in terms of British weights and measures. 


The Committee of the British Society in the Argentine Republic 


.unanimously holds that the moet expeditious way to capture 


German trade in Latin-America would be the adop'ion of the 
decimal and metric systems, American Consuls are urging upon 


their country the urgent necessity of adopting the metric system. 


China has instituted a set of weights and measures based entirely 
on the metric system, the sole staudards Ъзірр the metre and 
kilogram, 

The secretary of the Association, Mr. G. E. M. Johnson, is on 
active service with the Honourable Artillery Company. 
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OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTBICAL REVIEW posted as to their movements, 


Central Station Officials —Mr. ALEX. МсІхтозн, who 
went from Edinburgh in 1900 as meter superintendent and con- 
eumers' olerk to the Woking Electric Supply Oo., has now received 
the additional appointment of mains superintendent to the com- 
pany... Mr. Jewell, who for the last 16 months has been mains 
superintendent to the company, has severed his connection with 
the undertaking. 

It is announced that САРТ. Gray, of the Howitzer Brigade, 
R.F.A., borough electrical engineer of Accrington, has become 
engaged to Miss Lillie Boyle, youngest daughter of the late Mr. 
Robert Boyle and Mrs. Boyle, of Blackburn. 

The Gillingham (Kent) T.C. has increased the salary of Мв. A.C. 
LINES, commercial assistant at the electricity works, to £140 per 
annum. i 

Мв. R. W. KLrTZ, the chief assistant of the borough electrical 
engineer, Wimbledon, has applied for leave of absence to enable 
him to join the Army for the duration of the war. 

Conformably with his recent election, MR. ALAN A. CAMPBELL 
SWINTON was on June 3rd admitted a Fellow of the Royal 
Society. 

The Bury Т.С. has increased the salary of Мв. S. J. WATSON, 
electrical engineer, from £550 to £650 per annum. | 

Мв. Е. C. LEESE and Мв. А. E. LEESE, sons of Ald. Leese, who 
recently resigned their positions under the Stoke-on-Trent Elec- 
‘tricity Committee, have been presented by their former colleagues 
with a Gladstone bag each. The presentations were made by Mr. 
C. Cuthbertson, resident engineer of the Stoke works, supported 
by Mr. 5. G. Marston, mains superintendent for the southern ares. 
Mr. Е. С, Leese had been a mains inspector of the southern area {ог 
H years, and his brother had been a switchboard attendant for 

wo years. 


Tramway Officials.— Ma. J. Е. Cameron has been 
appointed general manager of the Northampton Corporation Tram- 
ways, ata salary of £300 per annum, rising on approved service 
by two annual increments of £25 each to a maximum of £350. 
Mr. Cameron was formerly electrical engineer to the undertaking, 
but was appointed temporary manager six months ago following 
upon the dismissal, with £300 compensation, of the late manager, 
Mr. J. Gottschalk, who was of German birth. At Monday's 
meeting of the Town Council one member protested against 
the dishonourable way in which the Council was acting towards 
the late manager. He stated that it was held out to him that he 
would be able to apply for his old position after the war. 

MB, G. Н. MARBGBAVE, chief clerk іп the Northampton Corpora- 
tion Tramways office, has resigned upon being appointed manager 
of the Wolverton Steam Tramway. МЕ. Н. W. SYKES has been 
appointed chief clerk and Mr. I. J. GEE second clerk at 
Northampton. 

The salary of Mz. F. BUCKLEY, the Wigan Corporation tram- 
ways mansger, has been increased from £225 to £275 per annum, 
with a further advance next year to £300. 

Mr. J. C. WHITELEY, assistant manager and engineer to the 
Chatham and District Light Railwaye, has been appointed tramway 
manager by South Shields Corporation. 

MB. SAUNDERS, acting manager of the Dartford tramways, met 
with a motor accident last week, and sustained, amongst other 
injuries, a fractured collar bone. 

Consequent upon the deaths of Mr. W. C. Gordon, manager, and 
Mr. В. 5. Tresilian, secretary, of the Dublin United Tramways Co., 
the directors have appointed Мв. GEORGE MARSHALL Hagriss, chief 
electrical engineer, as general manager. MR. TAIMAN, a member 
of the electrical staff, has been appointed principsl electrical 
engineer; and Mr. Вворнү, who was principal assistant to Mr. 
Gordon, is appointed traffic manager. MR. McHvuaH, chief 
accountant to the company, succeeds to the secretaryship, and his 
principal clerk, MB. RATHBONE, becomes chief accountant, 


General.— We mentioned in our last issue the names of 
several gentlemen upon whom distinction had been conferred in 
the King’s Birthday Honours’ List which appeared just as we 
went to press last week. These should be supplemented by the 
following :— 

BARON READING is appointed a G.C.B. (additional), and BARON 
MovLTOoN a K.C.B. (additional) in the Civil Division, in recognition 
Of services during the war. 

WILLIAM PETERSON, Eq., L.L.D., C.M.G., Principal and Vice- 
Chancellor of McGill University, Montreal, is appointed to the 
Most Distinguished Order of Saint Michael and Saint George. 

Hven TROWBRIDGE KEELING, Esq., A. M. I. C. E., Chief Engineer 
and Secretary to the Chief Commissioner, Delhi, is appointed to 
the Most Exalted Order of the Star of India. 

WILLIAM MAXWELL, Esq, C.I.E., М.У.О., Director-General of 
Posts and Telegraphe, is appointed to the Most Eminent Order of 
the Indian Empire. 

ROBERT RICHARD GALEs, E81, A. M. I. C. E., Iadian Publio 
Works Department, Engineer-in-Chief, Hardinge Bridge, Sara, 
Bengal, receives the honour of Knighthood. 

Ral CHUNILAL Basu BAHADUR, F.C. &., Teacher of Physica and 
Chemistry. and Fellow of the Calcutta University, is appointed to 
the Imperial Service Order, 


RICHARD JOSHUA KEYs, Eaq., Indian Telegraph Department, 
Deputy Superintendent, Traffic, Simla, is appointed to the Imperial 
Service Order. 

Ia the London Gazette list of recent appointments under the 
Civil Service Commission, the following notices appear :— 

Admiralty.—First assistant electrical engineer, HARRY HEWLETT 
RICHARD GREEN. 

Admiralty.—H.M. Dockyards and Naval Establishments: Elec. 
trical mains and distribution supervisor, THOMAS HANDEL 
CAWTHRA ; electrical station supervisor, H. W. G. J. JACKSON. 

Мв. HowARD EADY, telephone manager for the Jersey District, 
who is leaving to take charge of the Exeter District, has been pre- 
sented by the staff with an inscribed silver salver, 

The Salford Board of Guardians has decided that, in consideration 
of the extra amount of work devolving upon Мв. Воѕтоск, the engi- 
neer, and the able way in which he has carried out the work of 
relaying the electric cables between the administration block and 
the schoola, he be granted an honorarium of £10. 

COUNCILLOR WHITESIDE has been elected chairman of the 
Stretford Electricity Committee for the ensuing year. 

The Times states that MR. J. G. B. STONE has been elected to fil 
а vacancy on the board of the Madras Electric Tramways (1901), 
Ltd., rendered vacant by the death of Mr. T. E. Ivens. 

Мв. WILLIAM SMITH, who has been Controller of Telegraph: 
at the General Post Office, Edinburgh, since April, 1911, has 
retired from the service after 45 years’ connection with it. Heis 
an authority on high-speed telegraphy, and sat on several com. 
mittees in connection with telegraph improvements. 

Мв. SIDNEY FRANCIS ScHMID, electrician, of 30, Thorneycroft 
Street, Birkenhead, announces that by deed poll he has assamed 
the surname of Smith. He is a natural born British subject. 


Obituary.— Mg. R. W. SMITH Savinte.—The death 
occurred at Darwen on the 2nd inst. of Mr. R. W. Smith Saville, 
aged 47, who went to Darwen from Burton-on-Trent. He wa 
responsible for many important undertakings, notably the eleo- 
trification of the tramways, the laying of the tramways to Hod- 
dlesden, aud the completion of the electricity works, Up to three 
years ago he was joint manager of the tramways, 

The Times records the death of SIR ARTHUR TREDGOLD LAWSON, 
chairman of the firm of Fairbairn, Lawson & Co., engineers, Leeds, 
at the age of 71 years. 

The death occurred at Bolton recently, of Mr. Epwix 
WHITTAKER, who was at one time the superintendent of the 
Accrington tramways. He was with the Accrington tramway 
department during the time of the old steam locomotion, and for 
some time after the system was electrified. 

The death has occurred in a Dublin hospital of Mr. WALTER 
Овв McILv&EEN, chief clerk in the Belfast Corporation electricity 
department. Deceased was in his 39th year. He had been amo- 
ciated with the Belfast electricity undertaking for 20 years. 


NEW COMPANIES REGISTERED. 


Nordisk Electrical Power Co., Ltd. (140,530).— This com- 
pany was registered on June 2nd, with a capital of £,10,000 in £10 shires, 
to develop water. and other powers for the production of electric, pneuma'ic, 


hydraulic or other power or force, to transmit, distribute and supply the sam 


throughout the United Kingdom, Northern Europe, and elsewhere. The sub- 
scribers (with one share each) are: W. A. Сох, 6, Solva Road, Winchmore 
Hill, N., secretary; E. Cant, 102, Maidstone Road, New Southgate, N, 
accountant, Private company, The first directors are not named, Registered 
office: 18, High Street, Holborn, М.С. 


Southdown Motor Services, Ltd. (140,534).—Registered 
June 2nd, by Jordan & Sons, Ltd., 116.17, Chancery Lane. WC. Сали. 
451.250 in 50,000 7} per cent. non-cum. part. pref. shares of Cl cach, and B. 


. deferred shares of Is. each. Objects: to adopt an agreement with the Brighter. 


Hove & Preston United Omnibus Co., Ltd., Worthing Motor Servicers, |0. 
and the London & South Coast Haulage Co., Ltd., to acquire any (гат ey 
or light railway, and any trolley vehicle (being any mechanicall -prop le! 
vehicle adapted for use upon roads and moved by electrical power trensm u 
thereto from some external. source), motor or other omnibus, ship, boat, ste 
plane or airship, or motor or other cab undertakings in the United Rinn: 
or elsewhere. The signatories (with one preferred share each) are: W.F 
French, 314, High Road, Balham, S.W., engineer; J. J. Clark, бомоле 
House, Hove, director. Private company. The first directors (to number ret 
less than two or more than seven) are Sir James Bradford, Kt., Adermsr 
J. J Clark, J. P., A E. Cannon, А. D. McKenzie, W. F. French, and M. >. 
Wreathall. Qualification, 100 shares. Remuneration, 450 each per aun 
(chairman £35 cxtra). Solicitors: E. M. Marx & Colbourne, 62, Old Steet 
Brighton. ; 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Duram, Ltd.—Particulars of £20,000 debentures, create 
March 23rd, 1915, filed pursuant to Section 93 (3) of the Companies Core l 
daticn) Act, 1908, the amount of the present issue being 45,000. Prepi” 
chorged : The company's undertaking and property, present and future, uncis t 
лл uncalled capital. No trustees, 


Kingolite Co., Ltd.—Charge as additional security, dated 
May 14th, 1915, (supplemental to debenture dated July Ptb. 116. securi 
2400)  Pre-7.y charged: certain royalties. Holder: E. . lay, 7 
E= oO Road, Stamford Brook, W. 
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„Bournemouth and Poole Electricity Supply Co., Ltd. 

(55, 189).—Capital, £500,000 in 25, 000 ordinary, 7,500 44 per cent. preference, and 
17,500 6 per cent. 3nd preference shares of 4,10 each. Return dated April Ist, 
1915. 15,000 ordinary, 7,500 4} per cent.. preference, and 17,500 6 per cent. 
2nd preference shares taken up. £10 per share called up on 15,000 ordinary, 
7.500 4} per cent. preference and 15,000 6 per cent. 2nd preference, and £6 per 
share оп 2,500 6 per cent. 2nd preference (new issue). £390,000 paid. Mort- 
gages and charges: £187,500. 

Madras Electric Tramways (1904), Ltd. (80,361).— 
Capital, £200,000 in £55 shares (25, pref.) Return dated April 6th, 1915. 
20,000 preferred and 11,452 ordinary shares taken up; £5 por share called 
up on 13,500 preferred; £67,500 paid; 4589,760 considered as paid on 6,500 
preferred and 11,452 ordinary. Mortgages and charges: 4559,540. | 


. Eastern and South African Telegraph Co., Ltd. (13,306). 
—Capital, 4,600,000 іп £10 shares. Return dated May 26th, 1915. All shares 
taken up; £600,000 paid. Mortgages and charges: Nil. 


Brompton and Kensington Electricity Supply Co., Ltd. 
(25,913).—Capital, 300,000 in 4,5 shares (20,000 pref.). eturn dated April 
Ist, 1915. 6,007 preferred and 33.993 ordinary shares taken up; £5 per share 
called up on 6,007 preferred and 32,993 ordinary shares; 4,195,000 paid; G5, 000 
considered as paid on 1,000 ordinary shares. Mortgages and charges: Nil. 


British Electric Transformer Co., Ltd. (76,351).—Capital, 
£.200,000 in £1 shares (100,000 pref.). Return dated April 2nd, 1915. 61,988 
„ and 85,498 ordinary shares taken up; 41 per share called up on 
2.764 preferred and 9,529 ordinary shares, and 78. 6d. per share on 14 
ordinary; £62,298 5s. paid thereon; £15 12s. 6d. paid on 25 shares forfeited; 


£85,179 considered as paid on the remainder, Mortgages and charges: Nil. 


Metropolitan Electric Supply Co., Ltd. (25,395) .—Capital, 
4:1,500,000 іп 200,000 ordinary and 100,000 preferred shares of £5 exch. Return 
dated March 30th, 1915. 200,000 ordinary and 76,121 preferred shares taken up; 
CO per share called yp оп 195,936 ordinary and 76,121 preferred; 4:1.360.285 
paid; 420,320 considered as paid on 4, 064 ordinary. Mortgages and charges: 
4,628,000. i ; 

British Insulated and Helsby Cables, Ltd. (52,285).— 
Capital, 41,000,000 in 100,000 preferred апа 100,000 ordinary shares of £5 
each, Return dated April Sth, 1915. All shares taken up. £.5 per share 
called up on 74,470 preferred and 40,065 ordinary; 572.675 paid; 45427,3325 
considered as paid on 25,530 preferred and 59,935 ordinary. Mortgages and 
charges: 4,700,000. 

Northwich Electric Supply Co., Ltd. (46,958).—Capital, 
£35,000 in 25,000 ordinary and 10,000 preferred shares of £1 each. Return 
dated April 14th, 1915. 5,000 preferred and 18,525 ordinary shares taken up; 
45233,5235 paid. Mortgages and charges: 4,10,810 4 per cent. debentures (part 
of £,11,000 authorised). 

County of London Electric Supply Co., Ltd. . (34,320) .— 
Capital, £1,600,000 in 80,000 preferred and 90. ordinary shares of £10 each. 
Return dated March 29th, 1915. 65,000 preferred апд 65,000 ordinary shares 
taken up; C1, 300, 000 paid. Mortgages and charges: £1,000,000. 


CITY NOTES. 


Shropshire, Worcestershire and Staffordshire 
Electric Power Co. PEE 


MR. W. L. MapGEN, presiding at the annual meeting, held at 
Electrical Federation Building, W.C., on Monday, said that it 
was in 1914 that their electric supply business began to assume 
considerable dimensions. They were now supplying current 
for power, traction and lighting purposes in the boroughs of 
Smethwick and Dudley, also in the districts of Oldbury and 
Halesowen, while they held the principal share interest in the 
Kidderminster undertaking, which would, in due course, be 
connected up to the main system of supply. "Their first main 
power station for the purposes of this supplv was situated 
upon a suitable site on the canal at Smethwick, where they 
would have a plant capacity of 19,125 Kw., including the ex- 
tensions now approaching completion. The smaller generating 
stations at Dudley and Kidderminster were in a different 
category, and as developments required it, the smaller steain 
dynamos which they contained would be displaced by high- 
efficiency turbine sets of ample capacity to utilise to the best 
advantage the capital represented by the boiler plant, build- 
ings, ete. Expenditure upon land, buildings, machinery, ete., 
at the close of the past year stood at 395.500, including 
£190,991 expended during the year. Much of their capital 
expenditure during the construction period had, of course, not 
vet fructified, but the business they had done enabled them 
to recommend a dividend of 3 per cent. The policy of the 
company in consolidating the electric supply in the district 
under one management promoted cheap production, distribu- 
tion and adininistration, and thus enabled business to be done 
upon satisfactory terms. They were provided with a plant 
capacity and mains sufficient for dealing with a considerable 
increase in business, and looked forward to continued im- 
provements in their returns. The Treasury had granted 
authority to issue £150,000 of preference shares or debentures, 
and arrangements were now in progress for the issue of this 
capital. ; 

Mr. С. SHIRREFF HILton seconded the adoption of the report, 
Which was carried unanimously. 


Gravesend & Northfleet Electric Tramways, Ltd. 


THE annual meeting was held on Monday at Electrical Federa- 
tion Otlices, Kingsway, W.C. The report submitted showed 
that the revenue for 1914 was £20,807, as compared to £14,081, 
the increase being due to development of meotor-omnibus ser- 
vices. After deducting all expenses, including repairs. and 
maintenance, £1,500 for debenture interest, setting aside £1,250 
for renewals fund, £5,464 remains, plus £574 brought forward 
There is to be placed to reserve £1.004, to reduction of com- 
mission on shares and debenture issue account £1,500, and 
after paying а vear's preference dividend on the 6 per cent. 
cumulative preference shares to December, 1908 (£2,400), 


£1,439 is to be carried forward. 27,912 has been expended 
on capital account during the year, chiefly for motor-omnibus 
business. The capital is to be reorganised and the arrears of 
preference dividend from 1909 to 1914 dealt with, in order to 
put the company upon a sound basis to facilitate the raising 
of funds to provide for additional motor-omnibus business. A 
scheme was put before the annual meeting for cancelling the 
arrears of preference dividend and converting the holders’ 
shares into an equal number of ordinary shares. In place of 
P d. F. Albright, Mr. P. N. Gray has been elected 
à director. 


United Electric Tramways of Monte Video, Ltd. 


THE directors’ report for the year to 3lst March, 1915, gives 
the following results of the operation of the tramway system 
for the year to October 3lst, 1914 (the fiscal year of the 
Uruguayan Co.) :— 


| | 1913-14. Decrease, 

Gross receipt ss. „ $1,695,885 $56,087 
Operating expenses . 1,033,942 11,999 
Net receipt 4. 2. 0s " 664,943 44,688 
At exchange of $4.7 to the Gi... 1410477 9,508 
Passengers carried NT iis ane .. 43,862,849 59,841 
Car miles run . за is 905 esc n. 7,399,283 61,911 
. Increase. 

Percentage of operating expenses to gross receipts 60.88 1.28 


The falling off in traffics was due principally to financial 
stringency throughout the whole of South America, accentu- 
ated in the latter months of the year by the European conflict, 
and to an abnormal rainfall and bad weather conditions during 
practically the whole year. The services also suffered interrup- 
tions in consequence of the municipal repaving works which 
were in progress during the greater portion of the period under 
review. The effect of the adverse conditions will be felt most 
heavily during the year now current, the receipts for which 
show а continuous decline. Although all possible care has 
been taken to counteract the decrease in receipts, and im- 
portant economies in operation have been effected, the per- 
centage of working expenses shows a further slight increase. 
This is more than accounted for by special expenditure necessi- 
tated by storms and floods, increase in maintenance charges, 
and discounting of nickel and silver currency. The construc- 
tion and equipment of the two substations, referred to in 
previous reports, has been completed, and both stations are 
in operation, although the Diesel engines have not yet been 
taken over froin the contractors. Owing to the high price of 
oil fuel, it has been decided for the present to operate the sub- 
stations on Sundays and Feast days only, and in case of 
emergencies. The new Administration Office building having 
been completed, the officials and their respective staffs were 
installed there early in 1914. The amount receivable from La 
Sociedad Comercial de Montevideo in respect of revenue was 
£133,818. The profit and loss account for the vear, after pro- 
viding for administration expenses, and charging £48,850 for 
debenture interest, shows a credit balance of £77,035, making, 
with £12,041 brought forward, £59,676. There had been eet 
aside for redemption of debenture stock £3,370, for redemption 
of the preference and ordinary share capital £2,500, and for 
renewals and contingencies £25,000. After paying 6 per cent. 
on the preference shares and 4 per cent. on the ordinary, 
412.973 is to be carried forward. 

Annual meeting, June 14th. 


German South American Telegraph Co. 


THE report of the Deutsch-Sud-Amerikanische Telegraphen 
Gesellschaft, of Cologne, for 1914, states that an inerease in 
trattie and a considerable augmentation in the receipts took 
place in the first seven months, as compared with the corres- 
ponding period of the previous year. On August 5th, the cable 
between Borkum and Teneriffe was interrupted by the English, 
and two days later the station at Loine had to cease working. 
Nevertheless, it Was possible to maintain the connection be- 
tween Monrovia and Duala cia Lome until August 9th. Dur- 
ing the night of November 21st—22nd. the cable between 
Tenerife and Monrovia was also cut, probably by a British 
ship, whilst the wireless station at Monrovia was closed on 
September Ist, at the request of the Liberian Government. 
According to the agreement with the banking group, which is 
Closely associated with the company, the directors took over 
in the course of the year, at the price of £105,600, the shares 
held by the group in the Compania Telegráfico-Telefónica del 
Plata, of Buenos Aires. The Argentine company suffered in 
1914 from the unfavourable economie conditions which pre- 
vailed in all South American countries, and which were aggra— 
vated by the outbreak of the war, and the accounts of this 
subsidiary company consequently closed with a slight loss for 
the year. The total receipts of the South American company, 
including the balance of £6,600 brought forward, amounted to 
£210,000, as contrasted with £219,000 in 1913. On the other 
hand, general expenses absorbed £44,900, as against £43,900, 
the cable renewal fund 415.600 as in 1913, the cable mainten- 
ance fund 430.300 as compared with £41,000, and depreciation 
43.80 as against 47.600. The redemption of the cable net- 
work requires £11,300, as contrasted with £10,800, and the 
interest service on the loans of £1,046.000 needs a further sum 
of 447.000, as against £46,000 in 1918. As net profits, the 
accounts show the amount of £59,100, as against £62,600, and 
the dividend on the ordinary share capital of £625,000 becomeg 
reduced from 64 per cent. in 1913 to 6 per cent, last year. 
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i American Westinghouse Со. 


Bradstreet's states that while the annual report of the West- 
il. ghouse Electric & Manufacturing Co, for the fiscal year 
ending March 3lst, 1915, is silent on the point of the greatest 
public interest coneerniny that organisation, to wit, the amount 
and character of the orders for war materialit has received 
from European countries, it is, nevertheness, a document 
which is entitled to attention. The income statement for the 
year compares with the figures of the preceding fiseal period 
“as follows :— 3. a 


Year ending March 31st. 1914-15. 1913-14. 
Gross sales | ese wee $33,671,485 $43,733,646 
Manufacturing costs "S .. 31,109,074 39,016,423 
= Manufacturing profit 2.562, 4119 . 4,717,222 
Other income ... mr 1,158,527 . 1,280,856 

Total income T 3,720,939 5,998,078 
Charges, depreciation, ete. 1,711,195 1,939,269 
Balance 2... 9,009,744 ....  .44,058.809 
Preferred. dividends 210,000 279.909 
Common dividends 1,427,350 1,405,989 
Surplus .. 152.45 2,372,911 


The *balance remaining after payment of charges, depreciation 
allowances (which item Was $457,069) and preferred. dividends, 
Was equal to 4.63 per cent. on the 537, 25.087 of common stock, 
against 10.73 per cent. earned on that class’ of shares in 
1913-14. The report shows a large reduction in sales and pro- 
fits, due not only to the unfavourable business conditions of 
last autumn and winter arising from the war, but to the 
strike in June and July, 1914, at the company's main estab- 
lisbment near Pittsburg. The value of the unfilled orders 
on March 3156, 1915, is given as $8,951,410, as compared with 
57.951.305 at the end of the preceding vear, and with 
$12,061,473 of orders on the books on Mareh 31st, 1913. The 
visible improvement іл the company’s business is accordingly 
slight, but, as already mentioned, the report gives no facts 
us fo the foreign war orders, which, according to general 
understanding. were not received and booked until within the 
month of April. 


Electrical Power Storage Co., Ltd. 


Tur scheme for the amalgamation of the above company with 
Messrs. Pritchetts & Gold, Ltd., was approved at an extra- 
ordinary general meeting, held on June ird, at 4, Great Win- 
chester Street, K.C. Mr. JAMES Gray, who presided, first ex- 
planed the reasons why the board had considered the proposal 
made by the бга mentioned. For some уеага the E. P. S. Co. 
had been seriously. handicapped in London by rent, rates, and 
ties, which were so monch higher. than in the provinces. 
During the last few vears changes had been made in the 
mianagenient, and залу economies effected, which had partly 
counteracted these drawbacks. Their principal drawback had 
been the lay-out and condition of their present works, which 
precluded the economical and rapid handling of goods neces- 
sary in these days of Keen competition. They had come to the 
conclusion that the abandonment of the existing works was 
hecessary, and negotiations. for securing new works were 
proceedings When Mr. Pritchett approached the speaker with 
an amalzanmiation proposal Messrs. Pritchetts & Gold could, 
at Felthaui, provide accommodation for this company for а 
much lower outlay than they could have obtained new premises 
for themselves, and great econotules could be effected by corm- 
bining the two organisations. The larger shareholders had 
cordially approved of the provisional scheme for amalgamation, 
Which Was to take effect by the sale of substantially the whole 
ol the property and assets of the company. for shares and 
debentures of Pritehetts & Gold, Ltd. The company would 
retain its book debts and cash and discharge its liabilities. It 
Would transfer to the аараан company (a) investinents 
at market value; (b) its plant, tools and furniture, valued at 
the date of the agreement at £85,000; (c) its stock-in-trade upon 
tenne: and (d) its patents, goodwill and benefit of contracts 
for 41.58. The purchase price would. be satisfied. by the 
issue ol the following securities of the amalgamated company, 
viz. . (a) £10000 first mortgage debentures (part of an issue 
ot £O). carrving interest at 5 рег cent, payable. half- 
yearly, and redeemable at par on June ЗЫ, 1917, or at the 
option of the company, at апу earlier date; with a premium 
ap £5. per сеш (% 18.0% 8 ordinary CB” shares of £1 each: 
(C) 4000 deterred shares of Is, each: and (d) preference shares 
er debentures for the balance, To сапу the anialzamation 
inte effect. it would be Deve ssi for thas conmipativ to go into 
veduntary liquidation, and the matne of the amalganmiated com- 
pansy would becorie 7 Putchett & Gold and Electrical. Power 
Storage Co, Let The purchase price to be pad by Prit- 
«Не X Gold. Lul.. Would enable the debenture holders of tlie 
Ру Company to receive an evaetly equivalent amount. of 
debentures of the amalgamated company, viz, £10,099, bearing 
the мапе rate of anterest and redeemable en the same date as 
thear present debentures Ft was anticipated also that. the 
liquidators would be enabled to di tribute to the shareholders 
ene 10 per cent. ion-euimnnulatise OB ordinary share of 41 
of the awalgimated company for every ordinary or tounder'a 


share of £5 of this company, and, iu addition, one deferred 
share of Is. of the amalgamated company, for every five ordi- 
nary or founders’ shares of this company. The writing ой 
of £4 per share was very drastic, but under the circumstances 
it was unavoidable. In the last balance sheet the item of 
patents and goodwill stood at £67,885, notwithstanding that 
the principal patents had Jong since expired. Moreover, a 
good deal of the plant and tools was now practically obsolete; 
in fact, they were valued at the date of the provisional agree- | 
ment at 48,000. The capitalisation of Pritchetts & Gold, Ltd., 
was very conservative and having regard thereto, they con- 
sidered the exchange offered to the shareholders of this com- 
pany fair and reasonable. Indeed, they had in conternplaticn 
the wrting down of the capital by £1 per share before this 
scheme of amalgamation was suggested, as it was quite ap- 
parent that no new capital could have been obtained for new 
works. until this was.done. The deferred shares of 18. each 
were, 80 far as capital value was concerned, only nominal, 
but as they were entitled to the reversion of profits after pay- 
ing dividends on the preference shares and thge A and “B” 
ordinary shares, the deferred shares would, they expected, be 
of considerable value foc dividend purposes. As indicated in 
the circular to the shareboldess, however, a 1noiety of the divi- 
dend on the deferred shares, to be issued to the ehareholdera 
of this company would be deferred up to a maximum of £5,009) 
until all obligations under muintenance contracts of this com- 
pany expiring before December 31st, 1919, were exhausted. 
A similar indemnity had been granted by Pritehetts & Guld.’ 
Ltd., against their maintenance. contracts, the proportion of 
dividend to be withheld being reduced in proportion to the 
smaller number of contracts which they had running. In 
regard to the position of maintenance contracts, it would be 
realjsed that until a fund was built up to provide for these 
contracts no part of the current manufacturing profits would 
be available for distribution. Under the scheine of aualga 
ination it was anticipated that the dividend on the B” ordi- 
nary shares would be earned without difficulty, and after the 
indemnity of £5,000 against maintenance contracts bad been 
provided there would be a very substantial dividend on the 
deferred shares, rendering these shares of real capital value. 

The necessary resolutions were seconded by Sir JAMES 
PENDER and carried unanimously, Messrs. James Gray and 
W. A. Reid being appointed liquidatore. 


æ 


Middleton Electrice Traction Co., Ltd.—The total 
revenue for 1914 was £18,557 and the expenditure £16,966, in- 
cluding £2,195 for debenture interest and £3,000 for renewals. 
After paying a dividend of 5 per cent. per annnm on the cumula- 
tive preference shares for the half-year ended January, 1912, £619 
is carried forward. Total capital expenditure, £160,045. Pae- 
sengers carried, 3,958,738, as compared with 3,022,741 in 1913; 
average receipts per passenger 1 18d., as compared with 1`470.: 
average working expenditure per passenger '86d., as compared 
with 92d. Proportion of expenses to receipts 59 per cent., as com- 
pared to 63 per cent. The annual meeting was held on Tueedsy at 
Electrical Federation Offices, Kingsway, W.C. 


Nairobi Electric Power and Lighting Co., Ltd.— 
It is announced that in consequence of the present irregularity 
and delays of maila from Nairobi, it will not be possible to present 
the accounts for 1914 until a later date. The Nairobi accounts are 
to hand, but oertain other matter, necessary before the accounts 
are finally closed and printed, has not yet arrived. The directors 
have, however, declared a final interim dividend of 4 per cent. in 
respect of 1914 on both preference and ordinary shares, making 
10 per cant. in all paid for the year. Special local conditions 
make it inadvisable for the board to declare an interim dividend 
for the half-year ending June 30th, 1915, payable promptly, and 
same will be deferred until the results of the half-year's working 


are known, 
Devonport and = District Tramways (Co.—The 


annual meeting was held on Monday at Electrical Federation 
Offices, Kingsway, W.C. The directora reported that an agreement 
had b»en entered into for the sale of the tramways to the Plymouth 
Corporation as on October 2nd, 1915. The balance on revenue 
account for 1914 amounted to £8 831, which ia to be distributed 
amongst the shareholders pro rata to their holdings. 


International Light and Power Co., Ltd.—The 
directors recommend a final dividend of 1} per cent, less British 
income-tax, on the preference shares for the final quarter ending 
June 30th, being 6 per cent. for the year, 


Yorkshire (West Riding) Electric Tramways, I. td. 
— Ап interim dividend of 3 per cent. (being at the rate of 6 per 
cent. per annum) on account of the dividend accrued on the 6 per 
cent. cumulative preference shares is announced. 


Stock Exchange Notice, —The Committee has ordered 
the following securities to be quoted in the Official Liat : — 


Waveood- Otis, Ltd. Further isaue of 15,000 ordinary shares of £i each, 
fully} aid, Nos. 115,001 to 150,000: and 15.000 рег cent, cumulative preference 
sbares of £1 each, fully paid, Nos, 136,001) to 150,000. 


Manila Electric Railroad and Lighting Corpora- 
tion.—The directors announce a dividend of 14 per cent. for the 
quarter ending June 30th. | 
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New General Traction Co., Ltd. 


THR directors report that the revenue received and accrued 
Aufing the year ended March 31st, 1915, amounted to 420,358. 


The general expenses, including directors’ fees.. and: legal- 
charges, amounted to £1,893, and the debenture interest, lesa, 
Income tax, to £7,023. The profit was £11,059, plus £6,502 
brought forward, making £17,561 available for distribution. 
The directors recommend a 4 per cent. dividend, absorbing 
£10,480, and £7,081 is to be carried forward. The accounts 
of the Norwich Electric Tramways Co. show that there was 
an increase in the traffic receipts for the year, but also-an 
increase in the expenses. A dividend of 3 per cent. was paid 
by that company for the year ended June, 1914. The Douglas 
Southern Electric Tramways, Ltd., paid 14 per cent. on its 
preference shares in respect of the year ended October, 1914. 


. The outbreak of, war was responsible for the greaf decrease in 


4 


traffic receipts. The income received from the Philadelphia 
poe aun for the year ended December, 1911, amounted to 
Annual meeting, June 15th. | m 


Barcelona Traction, Light and Power Со., Ltd.— 
At a meeting of 5 per cent. first mortgage bondholdefe held in 
London on Tuesday. an agreement was approved for tlie creation 
and iseue of 7 per cent. prior lien bonds and for modifying the 
terms of the trust deed. | | 


= 
- STOCKS AND SHARES. 


è ` TUESDAY EVENING. 


THERE remains a general air of lassitude over prices, and 
business does not give much indication of material improve- 
ment. At the Sine time, there is a little going on in some of 
the departments of the Stock Exchange, and a welcome re- 
covery has occurred in the price of Brazilian Tractions. On 
the other hand, an outstanding feature is provided by a fur- 
the slump in the Income bonds of the Electric Railways, and 
this has had the effect of depressing both classes of ehares in 
the same company. Stock Exchange rumour insists that the 
passage of the Dardanelles has been already forced, but that 
the Admiralty prefer to keep silence on the point at present. 

The Rio de Janeiro rate of exchange has moved up sharply 
to 12 7/16d. after touching Is. per inilreis. That there should 
be some sort of reaction was natural enough, though it seemed 
so long in coming that people with Brazilian securities have 
been getting frightened, and it required but a small amount of 
pressure to sell for the price of Brazil Tractions to crumble 
notreeably. The price has been down to 494, but is now 4 
points higher; and the rally in the exchange has revived hopes 
that the dividend may be maintained at its regular 6 per cent. 
level. Some people seein to think that it would not be at all 
a bad thing if the directors decided to lower the dividend, if 
only to save the quarterly uneasiness which worries share- 
holders when the date of dividend declaration draws near. 
Certainly there is ample excuse for the directors to plead 
prudence in reducing the dividend from its present compara- 
tively high figure. | | 

The further fall of 6} points in Underground Electric. In- 
come bonds affecta a-wide circle of investors; and since there 
15 no apparent reason for the drop, some of the holders are 
beginning to get more than a little anxious. It is fresh in 
the mind of everybody that Sir Edgar Speyer just lately re- 


signed his position as chairman of the uU DE во, of сопгве, 


the. supposition is advanced that he may have been wishing 
to realise some of his bonds and shares. This is sheer guess- 
work, and we must admit that to us it sounds a little improb- 
able, because, putting it on its lowest ground, Sir Edgar 
Speyer's firm із so intimately connected with the Underground: 
Electric Railways Company that selling from his personal ac- 
count would depreciate the firm's holdings—and, as we have 
pointed out before, the limited character of present-day markets 
renders them particularly susceptible to a mere modicum of 
baying or selling. | | : 

It is obvious enough that the London General Omnibus 
Company must be doing extremely well, but the District Rail- 
way and other Tubes cannot be making much profit at present. 
With so little known data to work upon, it is ditficult to form 
reliable opinions about the security of these particular bonds; 
hut, having regard to the acute nature of the fall, and the 
fact that, so long as they get their full interest, the return 
on the money invested at the present price comes to nearly 
Ki per cent., making allowance for the fact that the coupons 
ure paid free of tax, some sort of a recovery does seem likely 
to take place. 


Notwithstanding the slightly dull tone which envelops invest- 


ment markets, it is still none too easy to pick up stock jn 


certain markets. We have referred over and over again to 


the difficulty that exists in obtaining good-cluss electrical- 
Issues, and, m view of. this, it may be of some use to set out 
a selection of a few bonds and stocks which can be actually 
bought at the present time. 
afé several in which the amount of stock on olfer is limited 
to a few hundred pounds, but we submit Шеш in ordér to 
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Even in the following cases there 


885 


show the yields obtainable from securities on offer at the pre- 
sent time :— D 


Teronto Power 44 per cent. Con. Guar. Deb. May, Nov, 


(Guaranteed by Toronto Railway Co.) 


Dividends 
Stock and Bonds Price. Yield, duc. 
Anglo-Argentine Trams 4 per cent. Deb. e. 54 4 15 0 Jan., July 
Anglo-Argentine Trams 41 per cent. Deb. .. 90 5 0 0 jan., July 
British Columbia Electric Railway 41 per cent. 
Cons, Deb. 80 Б 6 0 Mar., Sept. 
British Columbia Electric Railway 5 per cent, | 
eO Fre l . se же 75 813 0 Jan., July 
British Electric Traction 44 per cent. 2nd Deb. 75 6 0 @ May, Nov. 
B.A. Lacroze Tramways 5 per cent. Extension 
Mort. Debs. Ке m T vis .. 90 511 0 June, Dec. 
Met. Electric Supply 3j per cent. Mort. Deb. ... 76 412 0 Jan. July 
Rio Tram 5 per cent. Ist Mort. 30-year Gold .. 94 5 9 0 Jan,, July. 
Rio Tram 5 per cent. 60-year v" uds .. 80 6 5 0 April, Oct. 
South American Light & Power 5 per cent. 
Debs. Ri o SE Lr ee. "RUE ose ga 511 0 April, Oct. 
South Met. Elec. Light 4j per cent. Ist Mort. 
Deb, °з» ene eee “ee eee eee ove 951 4 14 0 April, Oct. 
free 
0 
Vancouver Power Co. 41 per cent. Deb. . 78 §& 9 0 jan., July 
(Guaranteed by British Columbia Elec. Rly.) 

Winnipeg Elec. Rly. 4j per cent. Deb. .. 89 5 1 0 April, Oct. 
free 


The Electricity Supply list is disposed te droop, this apply- 
ing both to the ordinary and the preference shares. City of . 
I ondons have given way to 131, a drop of 10s. Westminsters 
fell 5s., and so did Charing Cross. This, of course, is the 
sedson of the year in which illumination shares are com- 
pletely out of favour; and the weakness is noticeable in gas 


. stocks, just the same as in some of the electric light descrip- 


tions. 

(How bloodthirsty the ordinary pacific Englishman can be- 
come may be instanced by the remark of a member of the 
National Guard returning from trench-digging at the begin. 
ning of the week, when he said, as the train passed the power 
station of the Charing Oross Company, that if a Zeppelin 
were to aim at that and, missing it, to strike a prisoners“ 
camp near by, he, for one, would shed no tears. But this, 
it must be added, was at the end of a very hot day; and the 
effect of trench work upon the temper during the weather 
experienced in the first part of the week, it were best left 
to the wives of some of us to describe.) 

The Mexican group continues flat. Mexican Trams fell 3, 
the 6 per cent. bonds 2 points. Depreciation of the currency 
is the worst-feared result of the revolution. Germany seems 
to be marching much the same path as is Mexico in this 
matter, and neutral manufacturers are already declining Ger- ` 
man bille, insisting upon payment in gold. It is all very well 
for German financiers to Ein the loud cymbals about the 
credit of their country, and so long as trade is confined purely 


to internal channels, the paper manufacturers can work day 
and night without the country feeling much damage. But 


when it comes to trying to pass this sorry stuff along to 
other nations, there will be a different tale to tell. And it 1s 
plain as a pike-staff that, when the day of reckoning arrives 
‘after the war, there will be literally hundreds of German houses 
пэ smash, for lack of gold, as distinct from paper money. 

The Telegraph market is a little irregular. Great Northerns 
have again advanced, a rise of £2 taking the price to 3.. 
Globes are unaffected by the declaration of a final dividend . 
on the ordinary, bringing the total distribution for the year 
up to 6 per cent., the same as before. Marconis are decidedly 
better, on dividend anticipations, and American Marconis 
strengthened to half-a-guinea. | 

Callenders eased off to 121, and small falls have occurred 
in Edison & Swan and British Westinghouse preference shares, - 
while Aluminiums are 6d. higher. The Rubber market shows 
a good deal of quiet strength as the price creeps up steadily 
towards the level half-crown. Armament shares have ad- 
vanced a trifle, owing to the insistent demand for munitions; 
and most of the copper shares are good, on account of the 


. buying from the United States. 


ELECTRIC TRAMWAY AND RAILWAY 


TRAFFIC RETURNS. 


| Me 

t Month | Receipts for 5 g Route 
Locality. ended. the co9' Total to date. miles 

(4 wks.) month, Z open, 

| , 

£ £ | 8 „* E 

Blac 1-Fleetw'd | May 99 | 9,702 ＋ 868 21 8,776 |—- 241! 8 |... 
Bristo m "e 4, 28 42,188 | -8,138 21 | 190,392 | + 21,318 | 805) ., 
Chatham and Dist. ; „ 27 | 4,901 Fus 21 | 22,100 | + 8,782 |14'08| .. 
Cork .. "m oe | o 27|] 2.198 + 801 21 9,853 |— 196 | 64°96) .. 
Dublin : we - „ 98 | 26,515 |41,905 | 21 | 123,868 | + 7,855 9.89 
Hastings . т „ 27 | 8,981 |+ 328, .. |— 864 | 19:8 | .. 
Lancashire United „ 26 7,185 14+ 688 21 | 83,660 — 49 | .. 
Llandudno- Col. Bay „ 28 | 1,479 + 529 | 25 6,533 T 1,282 | 6°5 Я 
Tynes ide „ 26 2,42 f 527 21 11,436 P 454 | 11 . 

Anglo-Argentine . „ 927 913,701 |—7,693 21 11,082,007, —100,175| .. 

Auckland T zu p 7 20,447 |—1,821 | 44 | 227,598 | + 1,206 |26°42/ 1°06 
Calcutta "T „ 28 16,715 |— 444 a — 4444 oe 
Kalgoorlie, W. A. March | 2,638 |. .. 18 4,302 S ws - 
*Madras  .. .. | May 31 1,948 f 897 21 F 19,087 — 244 фа 
Montevideo ... May | 27,771 |-1,215 | 30 | 202,426 |—26,771 | ,.. | oe 
676 + 9.21 2500 |* 1461 7 |... 


Dublin-Lucan Rly. :| May 23 


— - : s 


| 
| | 
„EU 
* Two weeks. 7 


J 
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SHARE LIST OF ELECTRICAL COMPANIES. 


Hon ELzorBiCcITY COMPANIES, 


Price 
Dividend, Juoe8, Rise or fall Yield 


1914, 1915. thia week. p. o. 
Brompton Ordinary Р . 10 — 46 1 8 
1 рег cent. Pref, ee ИС 1 1 — 4 10 4 
Charing Oross Ordinary T e 6 —} 517 8 
do. do. do. Pref. . 4$ f — 5 1 
do. do. Озу Рге . ee ee 44 4 -— 6 12 6 
do. 4 Deb, oe ee ев ee 4 90 == 4 9 0 
Chelsea ee oe ee oe ee 6 4l — b 8 1 
do. Deb. eo ee eo os 4à 93 1 -s 4 17 10 
City of London .. yx "T o 9 18] . — 4 6 11 0 
do. do. 6 dent. Pref, .. 6 123 — 418 0 
do. do. го. ae 0 ee 6 119 — 4 9 8 
County of London — 1 13 — 6 3 1 
do. do. 6 per cent. Pref. EM 6 114 — 6 44 
do. do. les Deb. oe ee 4 100 — 4 10 0 
do. do. 2nd Deb. ee oe 95 xd =. 4 14 9 
Kensington ош ee ur ee 9 1 — 6 8 7 
London кесе 4 là = 8 0 0 
do. r cent. Pret. 6 b — 6 0 0 
° 6 per b. ee 4 87 -r 4 13 0 
| Ре vs oe 84 — 6 12 6 
do. pet cent. Prei. 4 — 5 12 6 
do. x) oe 94 — 4 15 9 
do. Deb. ee oe ee 14 -s 1 4 12 0 
Bt. James’ and Pall Mall 10 73 — 6 13 4 
do. do. до. Трег cent. Pret. 7 of — 6 9 10 
do. do. do. 83 De e ов ee 83 36 — 4 18 4 
Bouth London se еә Б 3 т 6 13 4 
South Metropolitan Pref. ve ож 1 3i — 6 4 6 
do. [^] Pret, oe ee өе 4$ 42 = è 4 14 9 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. .. T T 6 106 — 614 4 
do. Def, ee oe oe 13 224 == 6 18 4 
Chile Telephone ee ee ee oe 8 6; == 6 18 6 
Guba Bab. Ord. ° oo oe ЯО 5 8} — b 17 8 
do. Pref ce ee ГЕ) ee 10 16 — 6 18 4 
Eastern Extension ee oe ее 1 18 = *6 1 8 
do. 4 Deb. oe oe 4 91 —1 4 8 0 
Bastern Tel. Ord.. oe ee ee 1 133 ет 1 *6 1 4 
do. 5 E Pret. s T . då 78 +1 412 1 
do. 4D ie . 4 91 -1. 480 
Globe Те}. and T. . Grd. T оа | 11 — *6 4 Ө 
do. Pret. oo ee ee 6 11$ — 6 3 9 
Gt. Northern Tel, гз e'o R 33 +2 618 4 
Ind>Baropean.. ee .. 66/- 64 — 6 0 4 
Marconi .. es oe . 20 112 + 1016 2 
Oriental Telephone ou a . . 10 2 — 5 0 0 
do. Pref, eo oe 6 1А — 6 1 1 
Tel. в Deb. ee ee ee ee 43 88 — 5 2 8 
United Plata Tel. ee ee oe 8 баха ates 7 7 0 
о. Tel. ee ee 6 6 = 6 0 0 
West India and Pan. ee ee өө 1 4 T 8 0 0 
Western Telegraph oe ee ee 1 14 =з 3 18 6 
е 4 b. ee oe 4 91 — 4 6 6 
Bous Ras, — 
Central London, Ord. odds és 4 77 — 6 40 
Metropolitan „ ae 1 29 = 4 1 3 
do. District ee ee Ni 16 mE 3 . Nil 
Underground Electric Ordinary ee Nil 1} —77 Nil 
do. ee Nil 4 — 7 Nil 
do. do. — - 6 70 — 63 *9 12 10 
Fonmgiem Trams, &o, 
Anglo. Arg. Trams, First Pref. os — 6 6 9 
do о. 908 Pref, oe ee bl 91 — 7 6 8 
do. 4 Deb. oe ee +1 415 0 
do. 43 Deb, ee ee 43 81 — 5 8 6 
do. b Бе e ææ D 87xd -- 515 0 
Brazil Tractions .. : . — 6 63 + 3h 11 4 4 
Bombay Electric Pref. vs oe 6 1 — 6 16 10 
do. 43 Deb. ee oe 4 9t = 4 19 Q 
Mexico Tramm T m e Ni 32 —8 Nil 
385 6 per cent. iu e 2 63 — Nal 
do. Pref. .. oe .. Nil 39 — Nil 
do. lat Bonds ee oe €— 48 — — 
Adelaide Вар. 6 К: cent. EN æ. 6 55, — 618 0 
do. se ee b 108 — 4 19 1 
Manvcrsacronme Companize, 
Babcock & Wilcox T T оо 14 24 — 612 0 
British дшшщ Ord. T ee 6 21/6 4 64, 413 0 
Pref. Pe ee 6 19/6 — 69 9 
British losulated Ord. .. m .. 15 11 — 613 4 
do. Pref. ee oe 6 ч — 6 0 0 
British Westinghouse Pret. ee eo 7 1 -— fh B 00 
do. 4 Deb.. ee ee 4 72 === 6 11 1 
do. 6 p. lien А ee 6 101 + 519 O 
Callenders .. , oe 15 154 — à 63 8 
do. 6 Pref. ee . 6 6 — 6 0 0 
do. Deb. • ee ee 43 98 — 4 13 4 
Caiwtner-Kellner .. s <a oe 15 В}. — 412 6 
F.dison & Bwan, £3 pd. ae 6.0 N | 13/6 — Bd. Nil 
do. do. fully paid ee ee Nil 14 — Nil 
do. do. 4 Deb. — oe ee 4 63 — 6 1 0 
do. do. 5 "D Deb. [E ee 6 60 тә 8 6 8 
Ele Ps Construction .. oe oe 6 13/-xd — 9 4 8 
A Pref, ee ee 7 12 d жез 1 0 0 
Ged. 1. loo. Prel. se ee ee 6 16,5 — 6 17 8 
Honley oe ee ee 20 14 — 8 0 4 
do. hi Prof. ee ee ee oe 44 ^ — 4 13 4 
do. 4 Deb. ee ee ee oe 44 97 — 4 14 9 
Iudia- Rubber oe oe oe ee 6 9 — 5 И 1 
Telegraph Con, ee ee oe oe 2) 87 — 6 9 10 


* Allowance made for dividends being paid free of income-tax. 


тараа. | 


Western Telegraph Co., Ltd.—The directora have 
declared the third quarterly interim dividend of 3s. per share, free 
of income-tax, for the year ending June 30th, 1915, being at the 
rate of 6 per cent. per annum. 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary acoording to quantities and other circumstances. 


Wednesday, June 9th. 


CHEMICALS, 40. hedge Ы 


a м per ows, £49 ee 
а ammonia, Muriate (large crystal) per ion £10 8: 
2 Bisul of Carbon E: n а £21. p 
a Borax.. hate oe oe ее “ 40 . 
FFG 885 i. 
a » White ee ee м ee өө 
а » Peroxide 0 0 ee ee м ee ee 
o Moth ee ee ee per fal. ee 
a Potessi 68700 70 casks per ib. 14. eo 
‚ а Potash, Caustio ( ee per ton 95 
а 0 orate .. oe өө per ib, 1/6 е 
a : lora "Aem 1/6 
а азво, Cyanide (98/100 95) .. Г] Мот, еә 
(for mining p 
| oe oe ee per сті, etj. oe 
2 Bulphate of Magnesia e. per ton či 
a Sulphur, Bublimed Flowers .. " A11 10 
: м 32 ered ee ee 99 3215 ee 
Bods, Caustic [ы wf A .. л10 26 » 
a Bot Ohlorate iod eo — or "T 
eo ee per 5 = в 
2 а consis cask ee per lb. dad. - 
METALS, 40. Е 
b rm rn ип ton lote .. per ton 4100 45 ice. 
а io 1 . W. % 4190 £5 inc 
B eet, in ton lote ee 2190 £5 inc 
p Bebbli'e motal ingots ..  .. и 250 to 4291 
с Brass (rolled metal F to 19" basis) per ib. 1/2 to 124 
€ » а drawn) BR * 1/24 to 1/24 oe 
e м ire, . ee ee m ET. to 1/24 ee 
c Copper Tubes (solid drawn) oe »" 114 601/3 ee 
8 n (best sel ве per ton 104 £4 inc. 
8 m Bheet ee oo oe 10 £104 44 inc, 
7 2 (Шесігоіуйо) B. + p 24 i 
ee Dc. 
5 : A Bheets .. н £110 £3 ine. 
@ 10 и Rods ee м £98 £3 ioc. 
d м и H.O. Wire per lb, 111d. 129. ine. 
г pone ee ee TI n de oe 
a German Bil ver Wire .. 2. : 1,9 a 
b Guita- " ee ee m 6/10 sus 
b png сарза, паза Para fine " 65, . dec, 
ron rics pal eland warrants) .. pet 4 Od inc. 
1 м galv. No. B, о. qual, м 292 £2 ine. 
g Lead, Ee ee м EN 6 £6 lu ine 
uj rmi Wire No. s . ee ee per ib, ais 27 
өө ° ec e per ide. 
S Mica (in original cases) small .. per lb, 44. to 9/6 " 
€ „ " » Um " 40 00 10% 4 -— oe 
o ee ee 
о нке, sheet, wire, 10. и Nem. 
hosphor о 
н bare & 1/3 to 1 : 
9 и rolled strip & sheet м 1/84 to 1 
o Platinum m ee ee ee per os, 185 / 
dBiliclom Bronse Wire .. |. per lb. 1/1 $3 
г Steel in bars ee ee per ton £80 ee 
g Tin, S oe ee »" £167 £3 inc 
а vn Wire, ов. 1 to 16 ee ee per Ib, 278 ee 
to Anti- per ton £53 vo £194 
om, 


friction Metals 
е ы 2106, Sa төшө Montagne bad.) м 


Quotations supplied by— 
і Bolling & Lowe. . 

k Morris Asbby, Ltd. 

1 Richard Jan 4 Nephew, Lid. 
m W. T. Glover & Co., 

a P. Ormiston & Sons, 

o Johnson, Matshey & Co., Lid. 


f W. F. Dennis & Co, 


a G. Boor & 

b The British аа Co., Ltd, 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. | 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 

g James 4 Shakspeare, 

b Базага Till & 


—— — — — —— аана 


Lift Accident. — A Manchester Coroner's jury inquired 
on Friday last into the circumstances of the death of Murdesi 
Reynolds (14), who received fatal injuries in a lift accident аў the 
premises of the Provincial Incandescent Fittings Co., where he 
was employed. It appeared from the evidence that the boy had 
been placing parcels in the lift, which was electrisally-worked, 
and a warehouseman on the third floor heard a scream and saw 
the lift ascending empty. He went downstairs and found the 
boy in the well of the lift. The warehouseman thought that the 
boy must have slipped while putting the parcels into the lift and 
grasped the starting lever to save himself, or else his coat had 
caught the handle, The manager said the lift wasnot in constant 
use, and anybody could use it, bat he had instrnoted the deceased 
not to use it, and had reprimanded him three weeks before the 
accident when he found him in it. “ Accidental death " was the 


verdict, 

Rees Roturbo Manufacturing Со, Ltd, — The 
accounts for 1914 show а profit of £1.570, and after w-eting 
interest on loans, the credit balanca of £2.539 brought forward 


was reduced to €£113.— Financer. 


—— — — 
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ELECTRICITY IN FARMING II. 


FARMING SUPPLY AT HEREFORD. © / 


Ir convincing evidence as to the value of electricity in Steam is supplied at 16010. pressure from one Stirling 
agriculture is to be put before our supply engineers—those and two Lancashire boilers, which are fitted with Underfeed 
who are in touch with farming districts—it will no doubt stokers, and provided with heated forced draught. The 


come better from within than without, and we are glad to gases from the boilers are passed through an economiser,. 


be able to give some detaila of the work carried out by an 
English central station engineer, Mr.. W. T. Kerr, of 
Hereford, in meeting the electrical requirements of the 
farmers in the vicinity of his city, and of the general supply 


THE HEREFORD ELEOTRICITY WORKS 


TRANSMISSION LINE FOR FARM SUPPLY. 


in Hereford, which is & typical agricultural centre, in the 
hope that the excellent results obtained may be an incentive and both steam and electrically-driven feed pumps are 


to others. installed. The presence of the older plant in the station 
In the first place, we may point out that the electricity has prevented the adoption of superheating up to now. 
works, which started in 1898-99, now contain some Through the electrical development of this agricultural 


area, containing possibly 

25,000 inhabitants, 

with, however, no fac- 

tories, electric street 
lighting or tramways, 
over 1.300, 000 units. 
were gold during the last 

12 months, and a load 

factor of 25} per cent. 
was obtained, figures 

which speak for them- 

selves. 

Under these conditions. 

uM KR. : the generating plant 

Ne [е7 - n | operates on some 5 lb. 

1 E 77 ae a of fuel (at a cost of 

PA. 88d.) per unit, a mix- 

ture of slack and coke 

breeze being used at 

present owing to tbe 

coal crisis, and the over- 

all steam consumption. 

being, roughly, 30 lb. 
per unit. 

The distributing net- 
work extends practically 
| two miles out in every 
850 Kw. of generating plant supplying a net area of seven direction from the station, and while the built-up area. 
square miles. This plant consists of Belliss-Dick Kerr and is naturally supplied through underground cables, it 
Belliss-Silvertown 500-volt generating sets—the most recent, has, of course, been neceasary to adopt overhead pole 
one a 300-Kw. plant—with surface condensers working in lines for supplying the farmer and other scattered con- 
conjunction with a Blasberg cooling tower and giving а sumers outside this area. For this purpose some three 
20-26 in. vacuum. | miles of overhead line has been constructed, with fairly 

A 300 ampere-hour Chloride battery and balancer-booster light wooden poles carrying two stranded-aluminium con- 
are provided. ductors on the upper cross-arm, and two galvanised iron 


STEAM GENERATING PLANT INSTALLED AT HEREFORD. 


— 
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guard wires—which serve as the neutral wire—on the lower cows are kept. Неге a 7-H. P. motor is, following a general 
arm. | practice, installed in а locked-up cupboard or cabin, and 
At terminal poles adjoining the underground network the drives chaff-cutting, kibbling and pulping machines for pre- 
three-core armoured cable is carried to а dividing box at paring cattle food, and a small pump for supplying water ; 
electric light is installed 
in the byers, foal yards 
and house, about 30 
metal lamps being used, 
including four 50-С.Р. 
lamps in а bracket fitting 
for general yard lighting. 
This consumer took 
633 units last year for 
lighting, at 44d. per unit, 
and 930 units for power, 
at 3d. per unit, less usual 
discounts, and gave the. 
supply undertaking a 
revenue of over £23 for 
the year, and Mr. Kerr 
estimates the average 
міомонт farm bill in his area at 
‘CURVES SHOWING VARYING DAILY LOAD FOR ONE WEEK; HEREFORD ELECTRICITY WORKS. £20 per annum. 


It will be noted that 
the top of the pole, the bare cable ends 
being joined to the overhead aluminium 
wires mechanically by means of Silver- 
town service joint connectors; at farm 
terminal poles Henley twin lead-covered 
wire, cleated to the pole and farm 
buildings, is used to couple the line and 
farm installation. Mr. Kerr gives the 
actual cost of such a line carrying two 
7/10 stranded aluminium conductors 
and two guard-wires, erected in com- 
pliance with Board of Trade Regula- 
tions, as £110 per mile under normal 
conditions. | 
It is the practice to place such pole 
lines along the hedges where they are out 
of the way of cattle and field operations 
generally, and occasionally wayleaves for 
poles are demanded, of the order of 1s. 
per pole per year, where the owner of the 
land is net directly interested in the 
supply. So far, we gather that no main- 
tenance has arisen on these lines, some 
of which have been in use for some years. 
Mr. Kerr is at present supplying 10 
actual farms, and we may refer to a 


7 — ЧР y 
42 fhe , 
d К -+ 7 

ce й; 


2% 
iS #2 


4 


Ce Jum 


LJ 
T 
2 


typical case of one where from 80 to 100 P Өмә Тана Farm Terminal, 


TERMINAL POLES ON FARM LINEs, 


both the cost of overhead lines and the 
average revenue are higher than those 
indicated in the American figures, while 
the cost of energy is — allowing for 
American values — cheaper here, the 
results showing that the English farmer 
is likely to prove a better customer 
than the American. 

Moreover, Mr. Kerr considers it quite 
feasible to obtain an average revenue of 
at least £200 per annum per mile of 
line from farms and country houses. 

Such a line, 1,000 yards long, was 
recently constructed to supply a farm 
where power is used in the manner 
previously indicated, and for milking 88 
cows, and the electrical stimulation of 
root crops, &c., as an experiment, on 
some 20 acres of land, during the early 
morning and evening is under considera- 
tion, by means of apparatus controlled 
through a time switch ; this line has at- 
tracted two other farms and two private 
houses e» route, and it is found that 
through the encouraging resulis every 
farmer will do all he can to get a 
TYPICAL HEREFORD FARM MOTOR INSTALLATIONS, SHOWING STARTING ` supply, and if necessary use his in- 

SWITCHGEAR, &C. flaence with the local Councils, which 


— 
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at first were strongly inclined to put difficulties in the 
way—following time-honoured precedents. 


“= Such prices as 6d. per unit for lighting and 8d. per unit 
for power are quite acceptable to the farmer in this area, 
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FARM TERMINAL BOARD AND INCOMING CABLES. 


who gains in many ways by msing electricity. Thus the 
first cost of his installation is probably not more than half 


| "re-— 
Mi 


OVERHEAD WIRING AND LIGHTING IN A H&REFORD FARMYARD. 


that for steam or oil power. His fite insurance is greatly 
reduced, especially where power is used in a stack yard, in 
which case insurance may be as costly as the power itself 
with a steam engine. 

His labour costs less ; the electric motor is always ready, 
and on a wet day, when outside labour is impossible, chaff- 
cutting and corn kibbling can be done; moreover, milking 
machinery is being found essential. The freezing of water 
in the cylinder jackets or the necessity of emptying them is 
against the internal-combustion engine in the winter, while 
magneto and other starting arrangements are scarcely 
suited to farm usage, and it is not surprising that starting 
оше are the bane of this type of prime mover on the 

arm. | | 
As a sequel it may be mentioned that /here are no petrol 
engines on farms in the vicinity of the Hereford distributing 
MAINS. 

To some extent recent legislation, in the shape of the 
Pare Milk Bill, has encouraged the use of electricity for 
lighting and power in cowhouses, which are being largely 
reconstructed in certain parts of the country, giving a con- 
venient opportunity for installing electrically-driven food 
preparing machinery cloge to the cattle stalls, and of cutting 
fresh food every morning and afternoon of the week, when 


the cattle are fed, this m been found by experience to 
give an increased yield of milk. 
Supply to an outlying farm is usually granted on a 


revenue guarantee of 10 per cent. of the cost of the line, 


and, in practice, amounte to from £7 to £8 per annum, 
which in view of the average farm bill for current ' 


ELECTBICALLY-DRIVEN OORN KIBBLEB, HEREFORD. 


, can be safely given by the consumer; speaking generally, 


one-third of the energy is required for lighting and two- 
| | thirds for power. As previously indi- 
cated the electric motor has been very 
generaly adopted in the old city itaelf, 
where we believe only a very few gas 
engines have survived its introduction. 

Hereford is a centre of the cider 
industry and ite five cider mills have 
some 800 H.P. of motors installed, the 
cellar lighting and refrigeration plants 
offering long-hour loads. Then there 
are three brewery consumers, one being 
electrically equipped throughout; five 
saw ‘mills, a tannery and a tile works. 

A particularly desirable consumer is 
a flour mill operating for 120 hours 
a week, with a 61-KW. average demand ; 
electric ovens are used in this mill 
for both baking and moisture tests. | 

Two 60-H.P. electrically-driven turbine 
pumps—two 20-H.P. automatic pumps 
for high-pressure supply are also in 
use—at the waterworks provide an 
easily adaptable load and the saddlery, 
leather, hay and corn businesses as- 
sociated with a country town have 
largely adopted small motors, so that 
in all over 2,000 H.P. of motors has 
been installed, which consumed roughly a million unite last 
year for industrial driving. 


Copper. — Returns for May 31st, 1915, as set forth in 
Meesrs, H. R. Merton & Co.'s statistical tables, again show an 
increase in visible supplies. The quantity, 34,090 tons, is 2,603 tons 
higher than for the end of April. English visible supplies have 
increased by the unusually large figure of 3,936 tons during the 
same period. 

In detailed supplies a gratifying increase in European arrivals 
from North America is to be noted. This quantity, 31,085 tons, is only 
3.315 tons under the average for the 12 months preceding August, 
1914. Spain and Portugal exported to England and France during 
the month a quantity largely in exoess of the pre-war average. 
Other countries (not specifically mentioned) contributed 8,166 tons, 
against a pre-war average of 4,910. Chile shipments are rather low 
for the month, but it must be remembered that they were high in 
April. Australian shipments are still a third below pre-war average. 

Total deliveries are 10 per cent. under pre-war average. The 
slowness with which the price has increased would appear to point 
to a fairly even balance between supplies and consumption. 
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THE NEW TURBINE PLANT OF THE 
INTERBOROUGH CO, NEW YORK. 


AT the present time the reconstruction of the Seventy-Fourth 
Street station of the Interborough Rapid Transit Co., in New York, 
is being carried out with & view to meeting the increasing demand 
for power on the elevated lines. 
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This station, which was built in 1901—14 years ago—and excited 


considerable interest at the time, contained eizht 12,000-m.P. Allis 


vertical-horizontal Corliss engines, driving 11,000-volt Westinghouse 
revolving-field alternators at 75 B.P.M., and having a steam con- 
sumption in recent times of 173 lb. per Kw.-hour. 

Later on there was added a 7,500-Kw. Westinghouse turbine unit. 
Originally the engines were coupled to Worthington jet condensers, 
but in 1903 these were converted to barometric type condensers. 

In the boiler house there were 64 Babcock boilers, each containing 
5,200 aq. ft. of heating surface and six each of 6,000 eq. ft. heating 
surface; all were equipped with Roney stokers, and the gases were 
passed through Green economisers to four 278-ft. Custodis brick 
stacks. The generating plant operated on dry saturated steam at 
160 lb. pressure, and with a vscuum of 26 in. The following 
remarks on the reasons for breaking up and replacing the engine 
units are quoted from Power :— 

„The economy and the excellent pbysical condition of the unite 
have caused many to wonder why low-pressure turbines were not 
connected to them, as practised with such satisfactory resulte at 
the company's Fifty-Ninth Street station. Briefly, the chief 
reasons are these: First, the economy of the turbine as a prime 
mover at the time of the Fifty-Ninth Street installation was not 
nearly as good as at present. Secondly, the engines at Fifty-Ninth 
Street, in addition to being in excellent pbysical condition. were 
designed for a higher pressure than those at Seventy-Fourth 
Street, and, quite important, they have poppet valves in the high- 
pressure cylinders, adapting them to high-pressure superheated 
steam, while this advantage is not possessed by the Corliss-valve 
uni:s at Ssventy-Fourth Street. Thirdly, the complete expansion 
turbines (turbine and generator combined) now going in at 
Saventy-Fourth Street were bought at a comparatively low figure 
—about one-third the price per kilowatt paid for the engine unite. 
Fourthly, it is necessary to economise on space at Ssventy-Fourth 
Street, and complete expansion turbines accomplish this far better 
than combination unite," 

The reconstruction will involve the installation ultimately of 
eight 30,000-k w. turbine units, but at present three of these sets 
are being substituted for four 12,000- H. p. (7,500-KW.) engine unite, 
leaving four engine units and the 7,500-Kw. turbine unit of the 
original plant; for one-half of the boiler plant opposite the 
turbines, the Roney stokers are being replaced by Taylor under- 
feed stokers, superheaters are being added and the economisers 
removed ; turbine-driven feed pumps are also in part replacing 
motor-driven pumps and the main switchgear is being rearranged 
and reactances added. 

The new turbine units each consist of two separate turbo- 
alternator sete side by side; one, the high-prezeure set, consists of 
a single-flow turbine running at 1,500 B. P. M., while the other, the 
low-pressure set, consists of a double-flow machine running at 
750 R P.M. The turbines are of the reaction type throughout and 
are coapled through a large steam receiver. The arrangement was 
chosen to simplify design problems, particularly those relating to 
temperature range, blade speeds and steam congestion. The relia- 
bility of smaller unite is also secured. Each complete unit reete 
on a steel frame foundation encased in concrete, leaving a good 
deal of sptc» below 
for condensing plant, 
Ko. А twin-shell 
Worthington surface 
condenser is placed 
under the turbine unit, 
hung from the turbine 
bedplates, but with 
the weight carried on 
springs. One shell is 
connected to each low- 
pressure exhaust out- 
let ; the total tubs sur- 
face is 50,000 sq. ft., 
and the oondenser ia. 
designed to deal with 
850,000 lb. of steam 
an hour with water at 
60° F., maintaining a 
vacuum of 97 per cent. 
(29˙1 in.). 

The circulating 
water for the twin 
condenser is supplied 
by a peir of triple 
centrifugal pumpe of 
75,000 gallons per min. 
capacity, which deliver to the two shells in parallel through a 60-in. 
pipe, the water being drawn through a revolving screen at the 
entrance to the inlet tunnel from the river. Each pump is driven 
by a 210 H.P. turbine, and one pump unit will carry the winter load. 

The twin condensers are rigidly bolted to the turbine exhaust 
flanges, and a 36-in. equalising connection with a copper - 
sion joint is provided between the two shells, and inorder to allow 
freedom of movement of the latter, the water pipe connections are. 
made with rubber expansion jointe. The condensate pumpe for 
each unit are turbine-driven centrifugals of 800 gallons a minute 
capacity each, one pump being spare. Two orose-connected reci- 
procating air pumps are provided for the twin condenser, one being 
sufficient for the complete unit. 

The pipe arrangement provides for delivering the condensate 
and auxiliary exhausts to a Hoppes open-type feed water heater ; 
the receivers and the latter are also ooupled through a heat- 
balance valve, the function of which is to interchange steam 
between the two according to which has the higher pressure. 


CONDENSING PLANT ARRANGEMENT, 
30,000-Kw, TURBINE, 
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At about 27,000 Kw. the receiver reaches atmospheric pressure 


and at 32,000 Kw. it ів at about 3 1b. gauge pressure. 

The feed heater, to which reference has been made, is 9 ft. 
diameter and 21 ft. long, with a capacity of 1,600,000 Ib. per hour ; 
it contains 240 pans, each 4 ft. long, having a total area of 
3 100 sq. ft. | 

The heater was installed partly because certain economisers had 
been removed to inorease the effective flue area and partly owing 
to the good supply of exhaust steam from auxiliaries. 

Turning to the boiler plant, which has been operated at 160 lb. 
pressure, although designed for 212 lb. with a factor of safety of 5, 
one half the boilers are now to be operated at 215 lb. pressure, 
200° superheat, and the necessary alterations to fittings are being 
made, superheaters added, &c. Taylor underfeed stokers are being 
installed in placs of the old ones, it being calculated that while 
under the old engine conditions a maximum of 1,150 Kw. per 
stoker was obtainable, under the new turbine conditions 3,750 Kw. 
will be satisfactorily carried. 

Thus under the old conditions eight boilers were allowed for one 
7,500-KW. unit, while the same number under the new conditions 
will be allowed for each 30,000-Kw. unit. 

Ta the boiler basement four triplex feed pumps have ben 


TURBINE SET OF 30,000 KW., SEVENTY-FOURTH STREET STATION, NEW YORK. 


removed, and three turbine-driven oentrifugal pumpe, suffi. 
cient for the entire plant, installed; for each pair of boilers 


there is one turbine driving two stoker fans direct and 


ка also through helical reduction gears from the blower 
ta. | | З 

The electrical switching arrangements have also been recon- 
structed to provide against the large amounts of energy which 
will now be concentrated on short circuit. 

Between the generator and main bus-bars there is a 5 per cent. 
reactance, and between it and the auxiliary bus-bars is a 2 per 
cent, reactance. 

The main bars are sectionalised through oil switches and groups 
of feeders run from each section. The 5 per cent. reactance coil 
is about 8 ft. 6 in. long, and the 2 per cent. ooil 8 ft. 6 in. long, 
both being 4 ft. 6 in. diameter. 

The generators, which are ventilated by rotor fans, the air 
being discharged into the boiler house, have about 8 per cent. 
reactanoe. 

The steam consumption curve for the new units is a flat one, 
falling from 12°07 lb. per Kw.-hour at 15,000 Kw., to 11°27 lb. at 
25,000 Kw. (apparently the most economical load), and then 
rising to 11°63 lb. at 30,000 Kw. 

The steam consumption of the auxiliaries at the most economical 
load is 7'5 per cent. of the main turbine steam consumption, and 
6 per cent. at full load. 

The power consumption of the auxiliaries is 1'4 per cent. of the 
main turbine power at full load. 

For the above particulars we are indebted to our American oon- 
temporaries, Power and the Electrical World, and to the latter for 
our views. 


Cinematograph Exhibitors’ Association.— The annual 
conference of the Cinematograph Exhibitors Association of Great 
Britain and Ireland (Ltd.), has been held in Edinburgh. Following 
the meeting of the Association, which was held in private, a luncheon 
was given, presided over by Mr. R. C. Buchanan, president of the 
Edinburgh branch. "Various speakers paid a tribute to the cinema- 
tograph industry's work on behalf of recruiting, while it waa 
pointed out that there are at present 67.000 theatres in the 
country, and that the Association represented 2,000, with probably 
an average capital of £5,000. 


LOAD FACTOR, OUTPUT AND COST. 
By C. ASHMORE BAKER, A.M.LEE. 


(Concluded from page 810.) 


ATTENTION is called to the following typographical errors 
preceding portion of this article (ELEC. REV., 7 une 4th, р, A 

The equation for p immediately before equation (6) should 
be p = 11'8 / 0881; that ig to вау, the value 0'831 is an exponent 
and not a multiplier. Similarly in equation (9) the value 1:027 is 
Pin e кенар following m 

e 0 equation (9) the do 

referred to is in fig. I, not in fig. 3. . 


In fig. 12 capital expenditure is dealt with. The logarithmic 
diagram in the right-hand top corner represents the entire list of 
200 municipal undertakings in London and the provinces, with 
which we are dealing, and connects total capital and maximum 
load. Тһе curves in the main diagram represent capital ex- 
penditure per kilowatt of 
maximum load for the 
various classes of under- 
wie th 

it e exception of 
the London group, whose 
capital per kilowatt stands 
high almost throughout, 
the curves are not very 


good deal of interlacing ; 
thus the ordinary provin- 
cial town curve starting 
highest all the 
others before the 4,000-x w. 
point is reached, while that 
for the coal area towns 
starting lowest finishes 
well above the general 
average, and some 25 per 
cent. above the ordinary 
provincial towns, 

A noticeable feature of 
the general form of these 
curves is their tendency 
to flatten out above the 
5, 000-Kw. point, owing pro- 
bably to the fact that the 
lower cost per kilowatt of 
large generating sets is 
: counterbalanced by the 
higher cost per kilowatt of extended supply areas. 

INFLUENCE OF OWNERSHIP. 

We now come to that highly controversial subject, the question 
of ownership, and | offer no apology for presenting this aspect of 
the question to the readers of this journal, believing, as I do, that 
the science of political economy is as much the province of the 


CAPITAL COST PER KILOWATT- С 


MUNICIPALITIES CAPITAL EXPENDITURE 


AAs ALL MUNICIPALITIES 
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Fig. 12. 


engineer as any other science; indeed, when we consider how 
inextricably finance is interwoven with engineering, it is safe to 
say that it is even more our province than many branches of even 
physical science. | 

The question presents itself to me in the following form :— 
Under which of the two systems of ownership, publio or private, 
can we produce and sell the largest number of units at the lowest 
average cost ? ; 

In asking ourselves this question, and endeavouring to solve it 
by applying the methods I have described, we must bear in mind 


divergent, and there is a - 
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that our comparison must take into account not only the elements 
of size and load factor, but we must also compare our two types of 
ownership claes by clase. I have, therefore, divided the company- 
owned undertakings into three classes corresponding with those 
into which the municipalities have been separated.“ 

Having calculated the K \ diagrams for each group in the usual 
way (see fig. 9) I have worked out the cost curve corresponding 
with this к ^ diagram under each heading from the standard 
equations. Taking the values of this curve at all points at 100, 
I have worked out the ratios thereto of the costa for corresponding 
values of к for the two types of undertaking in the group to be 
studied. . 

Thus curve B, fig. 9, gives us the relation between load factor 
and maximum load for London undertakings owned by munici- 
palities. If we work ont from these co-ordinate values 
of Kand & a corresponding ourve for total ooet from the 
equation the data of which are given in Table IE, and divide 
the ordinates of fig. 10 (full line) by the ordinates of our new 
curve, we shall obtain a series of values giving us the dotted line 
in fig. 13. 

This is a curve of percentages and represents the amount per 
cent. by which the total cost per unit in the case of London 
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municipal undertakings exceeds the general average cost per unit 
incurred by municipalities as a whole. 

The full line curve in fig. 13 is caloulated in the same manner 
so that we are comparing companies and municipalities class for 
class, size for size, and load factor for load factor. 

Now let us look at the result. Dealing first with the provincial 
undertakings and taking the working expenses item by item, in 
some the Local Authorities show better results, and in others the 
contrary is the case, Thua on the items Oi), Waste and Stores, 
Wages of Workmen, and Rent, Rates and Taxes, the municipal 


figures are higher, but in the items for Fuel, Repairs and Main- 
tenance, and Management, the companies’ figures are higher 
6 MUNICIPALIFICS V COMPANIES COMPARED 
; m 
dt е ЕС — 
+ eee 
i | 
Pere 


KILOWATTS 


Fig, 14. 


(for Management in particular, considerably higher) than the 
municipal figures, the general result being that the total cost to 
the companies is some 74 per cent. higher than that for munici- 
palities. (See fig. 14.) Tbis.result is naturally reflected in the 
price charged. 
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Turning to the London companies, there is not a single item, 
from the coal to the consumer, in which the companies’ curve is 
not above, and considerably above, the municipal curve, the rcsult 


* As there are only some half-dozen companies working in the 
coal areas, some of whose costa are above, and some below, the 
municipal average, I have neglected this claes as offering no 
evidence either way. 


being that the consumer pays to the company something over 
20 per cent. more for his energy than he would pay to a municipality. 

It should be noted, however, that load factor is an inverse 
function of the price charged, as will be seen later, and it is а 
question, therefore, if we are quite justified in baring our com- 
parison on equal load factors; we should, I think, be quite justi- 
fled in basing it simply on equal outputs were we considering the 
matter from the consumer's point of view. In such a comparison 
the municipalities would show to greater advantage still. ; 

Figs. 15 and 16 show the capital expenditures of the provincial 
and London companies respectively, and in dotted lines the corre- 
sponding municipal capital expenditures. And here I must confess 
to an unpardonable crime against statistical ethica, Fig. 16 bas 
been deliberately '' faked.” 

In this figure each circle representa a single undertaking instead 
of a group, hence they are somewhat scattered. 
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Now, if we take the whole 18 companies witbin the boundaries 
of Greater London, given in the returns which we are studying, 
we get a logarithmic diagram represented by the thin full line. 
If, however, we eliminate the two undertakings represented by the 
two circles near the top left-hand corner of the inset, and calculate 
our average from the remaining 16 concerns, we shall get the 
thick full line, which it will be noted is fairly parallel with the 
dotted municipal line. The thick black curve is caloulated from 
the " faked thick black line, and that is my offence. | 

The difference between the bleck and dotted lines represente, I 
suppose, dilution of various kinde. 

Thus we have an answer to the question formulated above as to 
the most economical type of ownership; namely, that neither 
economy of first cost nor economy of administration or working is 
to be gained by private ownership. 

Now if we lock at fig. 17, we shall get an idea of how the ques- 
tion affects the consumer. 
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Curve A shows the relation between price and load factor for 
an undertaking of average size as derived from equation (8 and 9). 

Curve B is the income per kilowatt obtained by multiplying 
the corresponding values of A by the load factor and by 87°6/240. 

Note that this curve descends as the load factor increases. 

Curve c is the total annual cost per kilowatt, and is arrived at 
by multiplying the values obtained from equation (6) by 87 6½ 40, 
and adding tothe product а sum of £6 6e., being 7} per cent. 
capital charges on an expenditure of £83 per kilowatt, К 

Note that this curve is an ascendi» curve, and that the vertical 
distance between B and C represents net profit as far as the point at 
which they сгове, The distance separating them beyond this point 
would be net losa. 

Now obeerve the difference in policy as between company and 
municipality, which these curves suggest. The object of the com- 
pany is to keep net profits as high as possible, hence it has 10 
interest in aiming at high load factors unless it can 
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exceptionally high relative prices; the trend of ita policy is to 
keep prices up, as, in fact, the companies as a rule have done. 

The object of the municipality, on the other hand, is to sell as 
many units as possible at the lowest price compatible with financial 
stability. (I am speaking now, of course, of the more enlightened 
municipalities) The municipal engineer, therefore, is continually 
working towards the crossing point of the curves and endeavouring 


to push that crossing point as far as possible to the right by 


lowering his working expenses, and increasing his load (compare 
fig. 7). The consumers respond by buying 40 per cent. or 50 per 
cent. more unite рег пар of population where Local Authorities 
own the supply they do in areas supplied by companies. 

Fig. 18 gives usthe relation between average price charged and 
the growth of sales in units per head of population per annum. It 
is taken over a period of five years, and inasmuch as the equation 
to this curve is practically the same for both companies and muni- 
cipalities, it may be taken as being independent of ownership. 
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When we consider that the average cost of a municipally supplied 
unit was, for the year 1911-12, 1'62d, as compared with 2 37d. 
charged by the companies, the sociological value of public owner- 
ship becomes apparent. . 

Thus it is difficult to discover (outside the pockets of share 
holders and directors) any justification for the general principle of 
the supply of electricity by private enterprise. 

here are many questions of great interest which the methods 
of analysis and comparison, which have been described, would 
elucidate, Such questions are bulk supply, group ownership of 
undertakings the relative economy of different types of plant, 
questions of tariff, &c., and the author trusts that the foregoing 
suggestions, Мары H “ аери a more than ; rough 
y of me 8, may uce results of greater 

value from the hands of specialiste. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


А Munitions of War. 


In this time of National etrees I suggest the immediate organisa- 
tion of the workshops of the many electricity supply works in the 
Kingdom, both municipal and company owned, with a view to 
producing shells and other suitable munitions of war. 

I suppose all these works have already lost some men to the 
Colours, but in every case they are compelled to retain enough men 
to deal effectively with any case of emergency that may arise in 
connection with these undertakings. These men could each do a 
certain amount of overtime for the good of the Empire. Moreover, 
they are for the most part skilled mechanics, and doubtless the 
Corporations and companies concerned would readily grant them 
the full use of their machine tools and workshops. 

Possibly aleo additional service could be obtained from engineers 
resident in the towns or districts where the works are situated, and 
thus the plant could be maintained on practically continuous duty 
excepting when required for the pressing needs of the power 
station itself. 

In this way a considerable source of production will be imme- 
diately tapped which otherwise must apparently remain dormant. 
Presumably the scheme would be worked in conjunction with the 
various munition committees which are being formed in the manu- 
facturing centres. I feel sure the authorities would find both the 
managers and men of the electric power stations willing and 
anxious to do all they can to help the common cause on such 
reasonable terms as the Government are in a position to offer. 


| Geo. Wilkinson. 
Electricity Department, Harrogate, 
June 5th, 19165, 


THE ELECTRICAL REVIEW. 


Automatic-Lift Accidents. 


May we add a note on this subject endorsing Mr. Rosenbusch's 
suggestion that Mr. Broadbent, while justifiably criticising a lock 
of the type he illustrates, overlooks the qualities of other locks 
which have been available for many years. i 

It is, for instance, a very considerable period since we first sent 
out a lock which was free from all the defects enumerated by 
Mr. Broadbent, and in its present form it not only meets all the 
requirements laid down by Mr. Rosenbusch, but also another 
which in our view is a vital one, viz., that it shall be absolutely 
impossible to unlatch the gate without first cutting off current. 

Mr. Butler asks for evidence as to the maintenance of an arc 
after an electric lock contact is broken. The writer has seen this 
on very many occasions, and holds the belief that under certain 
conditions it is possible in most of the locks in use. Tle conditions 
arise most frequently in automatic machines, but the aro can be 
obtained sometimes with car switch control. 

It would only be mischievous to describe the conditions, but the 
cure is obvious—increase the length of break. 

That of course means an increased Igngth of stroke for all 
moving parts and a larger box, with cost in proportion. The 
chief diffloulty in the way is the reluctance of our good friend 
the architect to provide the requisite space, or to have beautiful 
doors and enclosures disfigured by those barbarous engineering 
fellows.” Во small boxes with short breaks are the rule. 

An evil influence in automatic-lift switch design is born of the 
fact that in most control systems several switches are intended to 
make cirouit only, and never to break it, Therefore, it is argued, 
short breaks will suffice, and that will out down cost. But things 
do not always run as intended, and owing to some failure at a quite 
different point, due to dirt or bad lubrication, a poor innocent little 
* gwitch is called upon to break a comparatively heavy 
circuit, and trouble resulte. 

In view of this contingency we have recently redesigned all our 
switches for every class of service, giving every switch a breaking 
capacity equal to the maximum current passing. We have sup- 
ly making switch. 

Smith, Major & Stevens, Ltd. 
О. G. MAJOR, Chairman, 
Northampton, June 374, 1915. 


Cable Shortage. 


I was much interested in reading in your issue of May 38th the 
letter from a contractor re above, My firm has had the same 
experience with wire supplied by one of the oldest English cable 
manufacturers, the deficient coil being 15 ft. short of the six 
switch wires our man should have got out of a full оой, The fact 
of finding one ooil over the proper length does not remove the 
doubt in the contractor’s mind as to whether he has been, and ir, 
getting what he pays for; when one finds such errors with firms of 
high standing, it lessens the desire to deal with them. | 

Your eorrespondent, in finding a coil 5 yards too long, was more 
fortunate we were; we measured three new coils in the pre- 
sence of the local agent, and found only one to be correct length, 
viz, 110 yarde, the other two ooils being 4 ft. and 4 ft. 4 in. ehort 
respectively. | 

Perhaps if others would tell their experience in this direction, it 
might lead to the contractors getting full measure in future. 

I need hardly point out that these deficiencies, small in them- 
selves, mean an enormous saving of material to the larger manu- 
faoturerr, increasing their dividends at the expense of the con- 
tractor, who has quite enough to look after, without measuring 
each ooil of cable from the manufacturers. 

A. I. I. E. E. 


Appointments Vacant. 


At the present time, when employers are asking for Associates 
of the Electrical Engineers Institution at labourers’ wages, it 
would save the time of those looking for responsible posts to 
separate such vacancies below £2 per week from those up to £5. 
Those above that figure (when they occur) could be placed first to 
show budding youths what might happen to them. 

I also suggest a home for those too old at 30, as that appears to 
be the age limit for most of the advertised posta. 


In a Good Post. 


Cab Signalling. 


So far as Mr. Hans von Kramer's argumentum ad hominem ів 
concerned, I surrender to him without offering so much resistance 
as a scratch of the pen. He has my unqualified permission to say 
that I cannot distinguish between Hertzian radiation and Faradic 
induction ; that I know nothing (and think less) of the Railophone ; 
and that I do not know the difference between the mantissa of a 
Naperian logarithm and the à-th differential coefficient of a trigo- 
nometric function. Of one thing only do I solemnly warn him : 
viz., that he will find it a far more stupendous task to enumerate 
my intellectual deficiencies than to tabulate the real merits of the 
Railophone, after the latter have been discovered. 

I have spent many a weary hour calculating curves, frogs, and 
switches over which, for several years, trains have been running. 
I am, therefore, dimly conscious of the millions of times per 
month trains run over switoh rails which, because they must be 
movable, cannot be fastened at the ends so easily as ramps can. 
The danger Mr. von Kramer mentions of a ramp being torn up is 
of the same kind as, and of no greater degree than, the danger to 
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a switch rail. When one refisote that the accidental tearing up 
of switch rails, by objects wrongly hanging down from trains, 
does not occur as often as one time in a year, one can see how 
much practical importance attaches to the solitary exception 
which Mr. von Kramer cites. 

I think that some rather authentic Railophone information may 
be obtained from British patent specification 19,467 of 1912 (of 
which, no doubt, Iam profoundly ignorant), since that specifica- 
tion bears the name of Mr. Hans von Kramer. By examining 
fig. 2 of this specification, a nasty man like me might sugpect :— 
(1) That any line-wire portion 34 would produce inductive effects 
towards the line of corresponding signals C as readily as the 
parallel portion of co-operating local loop y does; (2) that this 
same criticism applies in the opposite direction ; and (3) that these 
wires produoe such effects quite as energetically outwards from 
the track which they are intended to govern as they do either 
inwardly towards the centre line of that track or directly upwards. 

By regarding the two tracks of this figure asthe inner two of a 
four-track route, we at once see that each line-wire will emit in- 
ductive impulses as readily towards the wrong (adjacent outer) 
track as towards the right track. Indeed, in the more recently 
published descriptions this short-distance radiation (how icono- 
clastic ') to the other track is actually employed, at the local 
loops on double-track routes, for «ffecting the danger warnings on 
the trains. | 

It is in view of these facta that I shall be so happy when Mr. 
Acfield publishes the circuit diagrams and general descriptions 
(without taking the trouble to give detaile) which will enlighten 
humanity by revealing the right lines on which the Railophone 
can rationally be applied in the case of a double-track junction 
with a four-track route. 


Nottingham, June 7th, 1915. 


Wm. H. Dammond. 


- 


Your correspondent, Mr. von Kramer, must have either a very 
low opinion of the mental calibre of your readers or a very slight 
regard for his own reputation for truthfulnese. Otherwire, he 
would not have applied the expression “illogical outburst” to 
Mr. Dammond’s pertinent and olearly reasoned letter; nor would 
he have written cheap nonsense to the effect tbat he (Mr. von 
Kramer) did not think that Mr. Dammond would know the 
differenoe between the Faradic and the Hertzian classes of cab 
signale. Is Mr. von Kramer not aware that the very terminology, 
Hertzian and Faradio, as applied to wirelees cab-signal classes, was 
introduced by Mr. Dammond ) During the 20 months that Mr. 
Dammond's full-size tests — real teste— were taking place, more 
than & dozen persons spent a Saturday afternoon testing the 
mechanism, every person having had years of experience at 
electric light and power works, telephone or telegraph testing, 
or railway signalling. We were so surprised at the merits of the 
apparatus that we requested permission to return and bring others 
the next Saturday. Mr. Dammond replied that we were at liberty 
to bring anybody we wanted, and as many as cared to come. 
Not lese than 30 came next time. On both occasions Mr. Dammond 
turned the whole installation over to us, instructing the driver to 
run the locomotive just as we dictated, and informing us that he 
hoped we would not hesitate to earth or break any wires, or other 
parts, as might be found neoeseary for thorough testing. From the 
experience gained on these two visits I know that in the Dammond 
system :— 

(a) Full protection is given against wrecks like Bromford 
Bridge and Tottenham Hale as well as Aisgill because "stop" 
and "run slow” are both indicated audibly and visually, and in 
such a way that a driver or fireman always knows which is 
intended for him. 

(0) There із no danger of false clear signals being accidentally 
produced by induction or conduction from external electric 
sources, 

(c) No errors, except safe Tones, can result from earthing or 
open-circuiting or botb. 

(d) There is no danger or difficulty in the way of applying the 
system to electrified railways. 

If the Railophone fails with respect to any of these four 
specifications, it is inferior to the Dammond system. Will Mr. von 
Kramer permit a committee of trained men, including utter 
strangers to himself, to make the same searching tests of his 
Midland installation as we made of the Dammond equipment ? 
Will Mr. Acfield and Mr. Sayers, of the Midland Railway, concar 
with Mr. von Kramer in granting this permission 

E. Sowberg. 

Nottingham, June 7(/, 1915. 


—— — - 


Overseas Trade—Nothing Done. 


At the riek of being identified with the I told you во" type 
of adviser, I would like to point out in reepect to your very 
appropriate comments on the efforts (?) of the I.E.E.-B.E.A.M.A. 
group, that the result ia exactly as I have continually pointed 
out or foretold right away from your issue of September 11th last. 
All over the world I have nearly always found technical institu- 
tions and trade associations either lame ducks or professional 
muddlera of an advanced type. 

As all electrical people are not tied to the J.E.E. or the 
B.E.A.M.A.. why not commence an individual independent overseas 
trade campaign 

Arthur Mallord Tarner, M.A. 

Wimbledon, June Tth, 1915 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Compiled expressly for this journal by Messrs. W. P. Tuowrsow & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C.. and 31 
Liverpool] and Bradford. 


ГА 
7.722. Telephone or other electrical transmitter or receiver diaphragms.” 
B. A. Рикіхстох. Мау 25th. 


7.723. Electric bomb-dropping device." Е. PawwENT. May 25th. 

7.728. Electrical resistances.” B. Tuomas & Е. THomas. May 25th. 
7.757 “ Electric starting systems for internal combustion engines." C F 
KETTERING & W. A. Cryst. May 25th. (Convention date, June 24th, 1914. 
United States). (Complete.) 

7.758. Electric. slarting systems for internal-combustion engines." C. Е. 
KETTERING & W. A. Curyst. May 25th. (Convention date, July 16th, 1914, 
United States.) (Complete.) 

7.796. Cable drums for field telephones and telegraphs." J. Н. Rep. 
May 26th. 

7.805. “ Lamps for signalling." Јакосз Arc Lamp & Exectrric Co., Lto. & 
С. A. Mcrray. May 26th. de 

7.813. “ Dynamo-electric machines particularly applicable for engine-startiag 
systems." C. Е. KETTERING & W. A. Curyst. May 26th, (Divided application 
2 d (Convention date, September 13th, 1913, United States.) (Соп. 
plete. 

ME | “ Electrical transformers." S. Ziant DE FERRANTI X Ferranti, Ly. 
May 26th. 

7.27. Electrical transformers.” S. Zant pe FERRANTI, J. RooTHAAN, 4 
FeRRANTI, LTD. May 26th. 

7.829. Process for manufacturing metallic filaments for incandescent. ele- 
tric lamps and for other purposes." K. Nishimoto, May 26th. (Complete? 

7.840. Electric signals.” А. C. Brown. May 27th. 

7.847. “ Sparking-plugs." F. W. MiLLER. May 27th. 

7,868. © Rontgen or X-ray apparatus," С. B. Bun box. May 27th. (Siemens 
& Halske Akt.-Ges., Germany.) (Complete.) 

7,869. '' Röntgen tube apparatus." C. B. Burpox, May 27th. (Siemess 
& Halske Akt.-Ges., Germany.) (Complete.) 

7.923. Slot closing devices for dvnamo-electric machinery and other etc- 
tric apparatus.“ SIEMENS SCHUCKERTWERKE C. NI. B. II. May 28th. (Convention 
date, May 30th, 1914, Germany.) ( Complete.) 
= 7.946. “Portable or field telegraphs." S. F. Котіғу & F. Коту. Mov 
28th 

7.953. “ Wireless telegraphy.” A. J. RoBERTS. May 28th. 

7,963. '' Telephone instruments." б. G. Turret. May 28th. (Convention 
dite, June Ist, 1914, Australia.) (Complete.) 

7.9641. “ Electric. cookinj-apparatus." DEUTSCHE GASSLUMIICUT Axt.-Ges 
(Au FeS). May 28th. (Convention date, December 12th, 1914, German: 
(Complete.) 

7,979. Protected or armour-clad clectric switches." H. Н. BERRY & M. 
Markna. May 29th 

7.987. Rotary converters." British Тномзох-Носзток Co., Lrp. (Genes. 
Electric Co., United States.) 

8,004. '' Insulating-material and method of producing same.“ Н. B. Mac- 
FaAnLzAND & R. J. SHOEMAKER. May 29th. (Complete.) 

8.010. Electro-magnetic shuttle-driving apparatus for looms for weaving.” 
E. BacukrLFT.. May 29th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may Бе obtains: 
of Меѕзк9. W. P. Тномрѕох & Co... 285, High Holborn, W.C., апо at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


A924. 


8.568. GasEovS ок VacuizED DETECTORS ror Rapist ENERGY, AND METIO’ 
OF CONTROLLING THE ACTION THFREOF. J. Н. Hammond. April 4th. 

10,275. APPARATUS FOR THE ELECTRICAL TRANSMISSION OF THE ENERGY OF 4 
Herat Motor TO THE Driving WHELLS OF A VEHICLE OR THE LIKE. P. Biles. 
April 25th. 

11.436. Protective DEVICES FoR ALTERNATING ELECTRIC CURRENT Macs is 
British Thomson-Houston Co. & F. Н. Clough. May 8th. 

11.739. ISS. HTI N Devices КОК Evectric Traction Systems. British Thom- 
son-Houston Со. (G-neral Electric Co.). May 12th. 

11,794. ELECTRIC CIRCUIT BREAKERS AND SwitcHEes. D. K. Morris, & Morr.» 
& Lister, Ltd. May 13th. ^ 

11.32. Protective Diviers rog. Erectric Circuits. British Thomso-- 
Houston Со. (General Electric Co.). May 13th, 

11.928, GENERATING ELECTRO-MAGNETIC OSCILLATIONS OR Hicu БЕРСЕ 
CURRENTS, R. Arto. Mav 14. 

11.934. JIT TOD AND. Mrass OF PRODUCING OSCILLATORY CURRENTS OF Eirc- 
TRICITY OF SMALL DDRCREMENT AND CLOSE WAVE-TRAINS FROM ALTERNATING АХО 
CONTINUOUS Cunkists oF Evretricity, H. Manders, May 4th. 

11.950. Process FOR THE TREATMENT OF ORES AND SOLID SALTS By ELECTR 
CHENICAL REDUCTION. A, А. M. Hanriot. May 14th. (May 22nd, 1913.) 

16.33. CONTROL GIAR FoR ELECTRIC BURGLAR ALARMS, Lichtenfield Burglar 
Alum Co. & S. Litehtield. July 15th. 

17.511. SYSTEM FOR THE GENERATION OF ELECTRIC Currents. C. F. Benit. 
July 28th, 

15.143. ELrCTRICAH Cospturt Systrus. M. J. Railing & T. Taylor, July 31s. 

18.801. VALVE-OFFRATING MrciasisM For Erasric. Есір TurBINEs. Вер 
Thomson-Houston Co. «General Electric Co.) August 18th. 

19.433. MEANS FOR PRODUCING OSCILLATING CURRENTS OP Нісн Fsgottvcs. 
A H. Cohen, September 4th, 

21488, Attowarie Ct T-ot18 ror ELECTRICAL. INSTALLATIONS. A. II. Midge 
K €. II. Vandervell; October 21th. 

22.4450. Eneetare Switeiurs.. T. E. Barnum & W. E. Date. November 12 
(November. Lach, 1913.) 

22.015. FIFCTRICALLY-HEATED. SiS Pots. A. J. Miller & G. А Миг 
November 24. 


1913. 


о V томати Siren ÅPPARATES FoR КЕСТЕШ ALLY AELUMINED SQr,NS 4 


ти tink. I.. Save, January Imh, (january 20th, 1914. 


3.521 Роктаик Enretete Barter Lawes. M. Goodfclow & New Brito 
Ese: Reidy €». M ach dhs. 

4.6, lte Саак ок Cicannrte Liourers. G. А. Vandenveit. M aL 
Sih 
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BRITISH MANUFACTURERS AND THE 


CARRIAGE PROBLEM. 


IN view of the much discussed problem of the capturing 
of German trade and the cultivation of a higher standard 
of efficiency with which to combat the keener competition 
expected from Germany after the war, manufacturers and 
others interested in this question are regarding with no 
small concern the ever-increasing menace to trade cansed by 
the carriage problem in this country at the present time. 

At no period in the history of railways in this country 
do the interests of the trader appear to have received the 
careful attention they deserve. On the contrary, the atti- 
tude of the railway and shipping companies towards the 
development of trade has been for the most part selfish 
and antagonistic in effect. Whereas in Germany the 
question of freight charges is one of the minor considera- 
tions with manufacturers and others when quoting com- 
petitive prices, in this country it is one of the most 
important, and not infrequently the very item which pre- 


Clades our successful competition in the open markets. It 


is no exaggeration to say that, taking a fairly general 
view of the carriage and freight rates in force in this 
country at normal times in comparison with those of 
Germany, the British manufacturer is saddled with an 
expense as much as 200 per cent. heavier all-round than that 
which hig keenest competitor has to bear. While in normal 
times the rate for transport of cutlery from Sheffield to Hull 
has been 203. per ton, in Germany it would work out at 
6s. 7d. per ton. Similarly the charge for carrying hardware 
from Birmingham to Newcastle (207 miles) has been 25s. 
per ton ; from Dortmund to Rotterdam (158 miles) it would 
be 103. per ton. “Оле of the largest works in Germany, 
situated more than 150 miles from a shipping port, could 
reach Antwerp by rail for 3s. 6d. per ton of finished iron or 
steel. Similar producte transported from works in the 
Midlands to London or Liverpool, equal distances, are 
charged about three times a8 much by t the English railway 
companies." 

Nor is the position any better from the travellers’ point 
of view. The railway contract charges in this country for 
commercial travellers, &c., are at all times а formidable 
item, and & direct discouragement to manufacturers and 
othera to look after customers far afield by personal atten- 
tions. In Belgium a third-class season ticket available over 
3,000 miles of railway for five days costs about 103. 1d., 
and fora year £14 17s. 6d. The rate in this country over 
nearly all the leading railway companies’ lines for similar 
distances would be at least three times that figure. One 
may travel long distances in Belgium for three or four days for 
considerably less than the cost of the journey from London to 
Dover and back. For less than 3d. a day a workman in Bel- 
gium can travel 374 miles; a weekly ticket available for six 
return journeys of 20 km. (124 miles) costs 1:50 fr., slightly 
under 1s. 3d., or for 30 km. (184 miles) a weekly ticket 
costs 1:75 fr. (1s. 5d.). In Switzerland it is possible to 
travel over the whole State system of railways for 45 days 
for £3 88. Thus, in Switzerland, for 12 months’ travelling 
available over 3,000 miles of railways, including lake 
steamers, the cost would be less than £27. In this country 
the yearly third-class contract between Manchester and 
London alone is £55 5s. 

The feature, however, that appears most inequitable of 
all is the preferential rates allowed by English shipping 
companies for goods exported, for instance, from Hamburg 
to New Zealand, with transhipment at London, a procedure 
which is cheaper than from London direct. “In Australia 
there is a widespread belief that German and American 
manufacturers are helped by lower rates than those obtained 
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by their British competitors." The explanation in the case 
of New Zealand is the desire of English shipowners to pre- 
vent the establishment of Continental lines to New Zealand, 
but the method adopted cannot commend itself to Dritish 
manufacturers. In other instances there is not even this 
explanation. | 

When it is considered that the British manufacturer has 
to contend against such serious disadvantages as these, 
harassed as he already is by stone-wall tariffs and unfair 
competition from within and without, it is hardly 
surprising that he sometimes becomes disheartened. The 
traditional high reputation of British manufactures all the 
world over has invariably been the chief selling point against 
the heaviest odds, but even this great asset cannot hold 
good for ever against the growing menaces from within as 
well as from withont. Whereas in Germany, France, 
Switzerland, and practically all the chief European com- 
petitive countries, the railway and shipping systems are the 
auxiliaries and agents of trade, in this country they are the 
chief drawbacks to trade. One of the first reforms that 
ought to be insisted upon by British manufacturers and 
others after peace is restored is the settlement of this car- 
riage problem, which promises, if allowed to continue to 
exist, to develop into nothing less than a grave injustice to 
the trading community. 


SoME weeks ago we hailed with 


The Mobili- pleasure and relief the announcement of 


sation of 
Science. . 

to establish an Advisory Council on 

Industrial Research, composed of scientific men, who should 
make it their business to develop and organise the scientific 
resources of this country, in preparation for the fierce and 
unscrupulous competition which may be expected from the 
Germans in the future. The new scheme was introduced 
in the House of Commons by Mr. J. A. Pease, the then 
President of the Board of Education, in an admirable 
speech, which indicated that he had fully grasped the needs 
and possibilities of the situation, and was anxious to put 
the work in hand at the earliest possible moment. No 
further information has been forthcoming, and since then, 
uafortunately, owing to the reconstruction of the Govern- 
ment, Mr. Pease nas been replaced by a gentleman whose 
experience and knowledge of the subject cannot, be compared 
with his. We hope, however, that so excellent a proposal 
will not be allowed to drop or to be postponed, for some 
such movement is absolutely indispensable to our future 
welfare—the pity is that in spite of incessant adjurations 
the Government has hitherto turned & deaf ear to the 
demands of science for an opportuuity to lead the way. 
Even if the scheme outlined by Mr. Pesse is carried out, 
there is a great risk that the Government, strong in its 


ignorance of the scientific world, will nominate the wrong 


men for the work, and thus endanger the success of the 
new policy at the outset. We earnestly hope that the most 
expert advice will be obtained lest any such fatal error be 
committed. | 

But it is not only in connection with industry that a 
scientific Council is required; an even more pressing need, 
if that be possible, is the organisation of science to aid in 
the prosecution of the war to a successful finish. Our 
enemies, who neglect nothing that will tell in their favonr, 
have from tlie first —aye, and long before the outbreak of 
war — availed themselves of every device that science could 
evolve to assist them iu the subjugation of Europe by fair 
means or foul, and their scientists have not shruok from the 
base uses to which their knowledge has been prostituted. 
As Mr. Н. G. Wells points out in a striking letter to the 
Times of Friday last, modern war—as conducted by 
(;ermany—is essentially a struggle of gear and invention. 
It is à war of surprises, which always emanate from our 
enemies and against which we have had to improvise means 
of defence too late to pretent terrible losses. For some 
of their foul measures, indeed, we have as yet developed 
no adequate counterstroke. ‘ Throughout almost the entire 
range of our belligerent activities we are to this day being 


the Government, that it had been decided. 


conservative, imitative and amateurish when victory can fall 
only to the most vigorous employment of the best scientific 
knowledge of all conceivable needs and material.” Mr. 
Wells calls for ** an acting sub-Government of scientific ard 
technically competent men for this highly specialised task." 
The correspondence thus initiated has elicited .a number 
of useful suggestions, such as the formation of Boards of 


Investigation and Experiment, which should consider ideas 


submitted to them and put to the test those which appeared 
to promise useful results; the offer of large money prizes 
for solutions to military problems ; and the utilisation of 
the resources of our Univeraities for scientific investigations 
and tests. Dr. J. A. Fleming states that not only bas no 
use been made of the knowledge and ability of scientific 
men, but even in some cases steps have been taken to 
inhibit their activities, as, for instance, in the field of 
electric waves. Since the war began hundreds of scientists 
and engineers have pressed their services upon the Govern- 
ment, without success, and young men of the greatest 
promise have enlistel and laid down their lives, whose 
expert knowledge and initiative would have been of 
immense value to their country, if properly utilised. It is 
even reported that when war broke out orders were given 
for all experimental work in naval and military depart- 
ments to cease. We а magnificent asset in our 
scientific and technical ‘experts, of which we have up to now 
made practically no use ; yet there never was a time when 
their services were so urgently required by the nation. 
The Government, composed of lawyers апа poli- 
ticians, knows nothing of the nature and resources 
of science, and it is most necessary that every effort 
should be exerted to enlighten it and compel it to 
take immediate steps to organise this body of men who 
are burning to serve their country, and are, above all others. 
endowed with the knowledge and ability of which we stand 
in need, and without which we can hardly hope to bring 
this terrible war to a speedy and.successfal conclusion. 


А CASE which recently came before 
Mr. Justice Neville, in the High Court 
of Justice, is of interest to all members of 
the great engineering institutions. As reported in the 
Times, the proceedings were taken by a member of the 
Institution of Civil Engineers, with a view to obtaining ап 
injunction, pending the trial of the action, to restrain the 
Council from expelling the plaintiff from the Institution. 
The Council had drawn the attention of the plaintiff to 
certain alleged infractions of the rules of the Institution 
with regard to professional conduct, particularly in con- 
nection with the publication of an advertisement by the 
plaintiff's firm, and, after much correspondence, informed 
him that he had not discharged the onus of showing that 
he did not know, or approve, of the advertisement, where- 
fore he had been guilty of a breach of the regulations, and 
his name would be erased from the register of membership. 
The plaintiff at once took legal proceedings against the 
Council, and applied for an interim injunction, bat Mr. 
Justice Neville, while expressing no opinion as to what the 
trial of the action might disclose, decided that there was no 
irregularity іа the judicial proceedings of the Council, and 
refused to make an order. 

We have, of course, nothing to say at this stage with 
regard to the merits of the case, but we welcome the 
action of the Council in so far as it demonstrates that, 
recognising the futility of ponderous threats, it has at las’ 
decided to take effective proceedings against recalcitrant 
members of the Institution. It is of the utmost importance 
to the advancement of the status of engineers that no 
member of their profession shall be permitted to act other- 
wise than in accordance with the laws laid down to regulate 
their conduct. Whether or not those laws are the best, and 
wisest that could be devised is immaterial to the principle 
at stake. Discipline must be maintained. We вее in the 
medical aud legal professions how stern a view is taken of 
infringements of the rules, and how promptly steps are 
taken to bring an offender to book ; and unless an equally 
strict régime is followed by the engineering profession, it 
will never attain to the status which they have acquired. 


Professional 
Conduct. 
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THE excitement which has been seen in 


pue 'other metals, more especially in copper 
and spelter, has proved contagious, and lead has within the 
last week or so been in a fever of excitement. In May 
prices of prompt lead were down as low as £19 15s. It was 
pointed out at the time that the level then reached appeared 
to be a tempting one, and the forecast has been amply 
justified by the course of events, for prices have been rushed 
upwards in startling fashion with a very big business passing. 
It is decidedly puzzling, however, to ascertain the exact 
basis of the movement. The market has been filled with 
predictions that à big movement in an upward direction was 


in store, and to this extent, the improved tendency took 


nobody by surprise. Early this week £30.was paid for 
September, but there has siace been a sharp reac:ion. 

What is really astonishing, however, is the extent to 
which the advance has been carried with so little actual 
foundation apparent for the movement. There is, of course, 

‚а steady and regular business going on in lead, but the main 
impulse for the buying which has brought about so dramatic 
au upward movement was entirely speculative, the main 
portion coming from the United States. It is ible, of 
course, that something may have happened across the Atlantic 
jastifying the altered tone, and warranting the phenomenal 
rise in prices in New York, where they are many pounds а 
ton above those ruling in the United Kingdom. 

There is something very suspicious about the entire course 
ef the market, and although it can be admitted frankly that 
consumption is very large, it is none the less incomprehensible 
how a rise of pounds in a week is to be justified on trade 
conditions. It is doubtful, indeed, whether there has been 
any material increase in the world's actual consumption 
during the past month or two, although during the same 
period production has been, if anything, increasing. The 
import returns into this country show a remarkable growth, 
last month's figures being as follows, in tons :— ! 


May. May. с —Jan.-May.—-— 

1914. 1916. 1914. 1915. 

Spain rr ... 6,547 9 354 35,400 43,858 
U.S. A. * 2233 12,537 7,935 27,847 
Mexico 165 "m 154 — 1,312 250 
Australia ... oe 5.415 9,118 31,122 32,005 
O.her Countries ... 3065 223 14 910 8,207 
T stal ... eee 17,414 31,232 91,679 112,107 


Not only are consumers very well supplied with lead, but 
there have been instances, although these may not be 
typical, in which consumers have been actually reselling а 
portion of their holdings, but, on the other hand, the exces- 
siye price to which spelter has risen may quite possibly 
result in the substitution in certain quarters of lead for 
spelter, as a coating for steel sheets to protect them from 
weather influences. Ап interesting criticism on the lead 
position has been issued by Messrs. James Forster & Co., 
in the course of which they point out that both Germany 

d Austria are self-contain»d во far as lead is concerned, 
and can probably p oduce as much as they want. Of the 
other producers, America has in the last two years probably 
increased her production of native lead by 150,000 tons per 
annum, and for the first time in this generdtion she has 
sent large and increasing quantities of native lead to Europe. 
Australia is producing more lead, and Spain is not falling 
behind in her shipments. There is indeed no lack of lead, 
and importers have been warehousing considerable quanti- 
ties. In spite of this, however, the rise has been engineered 
with persistency, and the market is now undoubtedly very 
fully committed on ‘the bull side, and looks none too safe, 
though manipulation of a powerful character may push it 
higher yet. 


— — — Ж 02... 


UNDER the circumstances which now 
obtain, still greater circumspection is 
desirable in placing orders abroad than 
under peace conditions, and though an ad vantage in price 
may be advanced as an adequate justification for accepting 
а foreign tender in normal times, it by no means follows 
that the same argument holds good now. Trading with 


Trade with 
© Neutrals.” 


the enemy may assume various disguises, which may not 
be easy to penetrate, and we must not be unmindfal of the 
ubiquitous ramifications of German trade interests, which 
like a gigantic octopus have laid their grip оп industry in 
every part of the world. It is, therefore, most important 
to exercise the utmost caution in all transactions with firms 
that are in a position to deal with both parties, and that 
may be more or less under German control. We do not 


- reproach such firms or accuse them of any wrong-doing ; 


they are acting within their rights, but it is for us to be 
wary. 

In view of what we have said above, the folly of placing 
British ordera for electrical plant with them must be 
apparent. The fetish of the lowest tender which obsesses 
the minds of British municipalities, and blinds them to the 
true national interests, still holds sway in certain places, 
even when we are at death-grips with our foes! We desire 
to enter the strongest possible protest against all such 
contracts that present the possibility of advantage and 
"support to our present, enemies. | 


Ав an electrical journal, it does not very 
often lie directly within our province to 
discuss matters relating to the public 
health. There are, however, exceptional reasons, in days 
of general anxiety, why we should sound a note of 
warning against some of those various forms of quack 
* remedies " to which, as experience has proved again and 
again, the public is ready to fly for relief. We hold no 
special brief for the qualified medical man, but we do hold 
one against those who, with the aid of newspaper adver- 
tisement and pseudo-scientific pretences, are ready to take 
unfair advantage of the opportunity to batten on the 
earnings or savings of poor and rich alike. 

Consider a few of the conditions that obtain at the 
moment, and will almost inevitably become the more acute 
the longer the war lasts. The number of returned wounded 
British soldiers probably runs into six figures, many of them 
having no medical claims under National Insurance; hun- 
dreds of thousands of men and women are in anxiety for their . 
relatives with the Forces; professional men and families 
have been reduced in circumstances; the number of doctors 
is depleted, and those at home are overworked ; the hospitals 
cannot handle ordinary non-urgent cises as expeditiously 
as а year ago, war cases rightly having preferential treat- 
ment. In conjunction with these conditions, bear in 
mind that the working classes have more money to handle, 
and are too ready to spend it, and we see the possibilities of 
a rich harvest for those who make a business of playing 
upon the feelings of people suffering either genuinely 
or imaginatively from neurotic and other disorders. We 
speak with a ripened experience of the methods employed 
in th> past by sharks of the kind referred to; we 
know something of the lengths to which they can go, the 
profits that they make, and the receptivity of the easily 
deluded mind, when we expres3 a hope that the powers in 
authority will keep a careful watch over this matter. Pills 
and potions, and such-like, are not our commodity, and we 
may properly leave them to others, but where electro-medical 
* remedies," devices and appliances are in question there is 
a need for warning from those who recognize the dangers. 
Such warning is not only necessary in the interests of the 
uninitiated public, but-also in the interests of legitimate 
electro-medical and electro-therapeutic science and practice. 
Properly applied, electricity has boundless possibilities 
for promoting and . restoring health, but some of our 
older readers will remember how in days gone by an 
extensive traffic in electrical nostrams, which failed to cure, 
gave a serious set-back to legitimate effort. Genuine 
elec;ro-therapeutica have advanced wondrously in recent 
years in our hospitals and elsewhere, and hundreds of 
thousands of sufferers have benefited from the boon thus 
placed at their disposal when applied by experienced men. 
There is a danger that at such a time as this, these and 
others may confuse the genuine and the spurious. 


War and 
Quackery. 
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BATTERY-BELL SIGNALLING SYSTEMS 
IN MINES. 


Home OFFICE REPORT ON THE DANGER OF IGNITION OF FIBE- 
DAMP-AIB MIXTURES, 


(Continued from page 816.) 


IN carrying out these experimenta an 8 per cent. 
methane-air mixture was used throughout, and the make 
and break of the electric circuit were adjusted so as to give 
the most favourable conditions to produce a spark or flash 
to ignite the mixture. These conditions represented the 
worst possible from the point of view of ignition by the 
break-flash," and were rather more stringent than those 
adopted for the experiments carried out at Senghenydd. 

* Using & battery of dry cells, and with only the resistance 
due to the magnet coils of the bell (10 ohms) in circuit, 
ignition of the mixture was obtained by the break-flash 
with 2 cells, the voltage being 3 0 and the current on 
closed circuit 0:3 ampere. Ignition was also obtained when 
the current was reduced to 0:22 ampere by the introduction 
of 3:5 ohms (non-inductive) resistance, but not when the 
current was reduced below 0:21 ampere. One bobbin of 
the magnet was now removed, the resistance of the remaining 
bobbin being 5 ohms. Ignition was now obtained only 
when the current at 3:0 volte was increased to 0:34 ampere. 
The single-bobbin magnet was found to actuate the bell 


wire removed, Five layera re- 
mainiog 


terminals, while with 10 cells the current did not amount to 
more than about 1°4 amperes at 15 volte. Against this it is 
to be noted that a battery of two,dry cells gave over 4 
amperer, and one of 10 cells over 12 amperes, when short- 
circuited across the terminals. 

Probably most colliery electric signal bells are operated 
by Leclanché cells, hence the reason for high-resistance 
magnet coils on most of the bells in use. It is due to the 
demand for a bell that will give a lond signal with a very 
weak current, to allow for the drop in voltage of the battery 
when run down. Hence, as was to be expected, “it was 
found that with a battery of 10 wet Leclanct« cells no 
ignition could be obtained when the single-bobbin bell, with 
diminished winding, was included in the circuit 5 
since the minimum igniting current at 3 volts had 
been found to be 265 amperes, and increase of voltage 
to 15 does not materially affect the igniting power of the 
spark.” On the other hand, though the bell rang well 
with the full current from the 10 Leclanché cell, very 
little additional resistance, such as would be given by about 
half a mile of signal wire, served to put it out of action.” 

Experiments were made with another bell of better con- 
struction than the one used previously. The magnet had 
two bobbins, each with 20 layers of 28-gauge silk-covered 
copper wire wound on a soft iron core 2 in. long and q in. 
diameter. A battery of 10 Leclanché cells was used with 
a voltage of 15. The results are given in the following 
table: 


7 
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Resistance 


full current from 19 Leclanché 
oells. 


| Невізваове | а t еп Е ситен еп | iai | шг с 
| | n um r urren 
Condition of magnet. agua’: | onlyin circuit.) prevent DEU E Siren, igniting current: ‘to minimum 
а) | (2) W (4) (5) ктын шын 
Е j)) ⁰⁰ ТЕСИН ЕЕ КИН. ee ee, 8 
(а) Two bobbins... ; T m 30 ohms | 0°36 amp. 220 ohms 0°05 amp. | 0115 amp. 80 ohms 
(b) One bobbin .. / .. ... oe 15 „ 055 „ 230 „ 005 , 017 „ 55 „ 
(c) Oae bobbin. Four layers of wire ll 5 065 „ 210 „ 005 „ 023 „ 10 „ 
remov 
(d) One bobbin. Four more layers of 8 „ 078 ,, 156 ,, 008 „ | 033 „ 25 „ 
remov 
(^) One bobbin. Four more layers of 5 „ 095 „ 100 „ 012 „ | 0°55 „ jp er 
wire removed 
(f) Озе bobbin. Two more layers of | 4 5„ 1'00 „ 70 „ 0165 „ 095 „ l 
wire removed | | 
(g) Oae bobbin. One more layer of 95 „ | 105 „ 50 „ 018 „ No ignition obtained using 
| 
| 


readily with two dry cells with an additional 8 ohms 
resistance in circuit, the current on closed circuit then being 
0:21 ampere, i.e., well below the minimum igniting 
current." 

Six layers of wire were then unwound from this bobbin, 
reducing the resistance to 3 ohms, when the minimum 
igniting current was found to be 0 61 ampere at 3 volta. 
The bell rang well with an additional 7 ohms resistance in 
circuit, with a current of 0:2 Sampere. Six more layers of 
wire were then removed, leaving three layers only, with a 
resistance of 0 5 ohm, and no ignition could be obtained 
with the full current obtainable from the two dry cells 
employed, viz, 2:4 amperes, while the minimum igniting 
curreat was found to be 2 65 amperes. Thus it was shown 
that by removing one bobbin and reducing the number of 
layers of wire on the remaining bobbin it was possible to 
reduce the self-induction due to the magnet-coils, thereby 
increasing the current required for ignition by the break- 
flash, without destroying the ringing power of the bell. 

By reducing the amount of wire in the bell, however, its 
resistance was reduced so that the current passing round 
the circuit was greater. Thus the full current obtainable 
on closed circuit from the two dry cells employed, with only 
the resistance due to the magnet coils of the bell, was (a) 
original bell with two bobbins each of 5 ohms resistance, 0:30 
ampere ; (b) bell with one bobbin having only three layers 
of wire, 2:40 amperes. Increased safety at the break-flash 
due to decreased self-induction is, therefore, to a certain 
extent negatived by increased danger due to the greater 
current available. To overcome this objection the dry cells 
were rep'aced by wet Leclancheé cells (quart size), and a 
ba'tery of two such cells, owing to the higher internal 
resistance, was incapable of giving a current of more than 
about O' ampere at 3 volta when short-circuited across the 


. With regard to the last experiment, in which no ignition 
was obtained, it is to be noted that with 10 dry cells (15 
volts) an ignition was obtained with 1:80 amperes with an 
additional 7 ohms resistance in circuit. Hence it is seen 
that provided not more than 10 wet Leclanche cells form 
8 battery it is impossible to ignite the most sensitive mix- 
ture of methane and air, and a good ringing bell can be 
constructed to operate from such a battery provided it is 
kept in good order. The reason for the impotence of the 
break-flash in the last саве (g) lies in the greatly reduced seli- 
induction of the circuit due to the removal of so many 
layers of wire. The extent to which the self-induction of 
а circuit wound on an iron core is reduced by reducing the 
number of layers of wire is illustrated by the following 
determinations made for Dr. Wheeler by Prof. Thornton 


with the companion bobbin removed from the bell." 
Fally wound 0 0950 henry with a current of 0°17 amp. 


With eight layers of 


wire removed 0°0325 5 ‘i - 033 „ 
With four mor: layers 

of wire removed 0 0118 ú i н O55 „ 
With two more layers 

of wire removed 0°0053 " 95 "S 095 , 
With one more layer of 

wire removed, five 

layers remaining 0˙0028 ЗА i < 130 , 


If columns 3 and 6 be compared it will be seen that in 
each instance there was a considerable margin between the 
resistance that could be added to the circuit before the 
ringing power of the bell ceased, and the resistance neces- 
sary to reduce the current available at the break-flash below 
the minimum igniting current. Thus with the bell as 
ordinarily arranged with two bobbins, and with a е of 
10 wet Leclanché cells, ringing just ceased when 220 ohms 
extra resistance was included in the circuit; while the 
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minimum igniting current of 0 115 ampere was obtained 
when 80 ohms resistance was added. Hence, if there were 
added as an integral part of the bell a non-inductive resist- 
ance of, say, 90 ohms, the break-flash would be harmless in 
the most sensitive explosive mixture— provided, as previously 
mentioned, that not more than 10 Leclanché cells were used 
—leaving 130 ohms resistance for signal wires, which would 
be equal to about, 10 miles of No. 8 galvanised iron wire, 
before the bell wculd cease to ring. It appears, therefore, 
that the resistance of the signal wires should be measured, 
and the difference made up with some form of adjustable 
resistance attached to the bell. . 


(To be concluded.) 


NEW ELECTRICAL DEVICES, 
AND PLANT. 


FITTINGS 


H. O. Switch Lamphoider, 


Mxssns. G. St. Jonn Day (PATENTS), LTD., of Oldham, have 
recently introduced a new patent switch lampholder, Н.О. pattern, 
of unusual design, styled the “Daybreak.” Brie fly, the action is 
such that " switching on” moves the plunger contacts down on to 
the lamp cap, while switching off causes them to з withdrawn by 
а spring movement. 

The central portion of the holder, which projects at the top, 
fig. 1, containing the wiring and plunger contacts, is pressed down 
to the position shown in fig. 2 to switch on, and is held in that posi- 
tion by a spring catch at one side of the holder. Incidentally, the 


Switch closed, 


Switch open. 
Fics. 1 AND 2.—" DAYBREAK” Н.О. SWITCH LAMPHOLDER, 


lamp (then lighted) is locked in the holder. Pressing the side 
batton releases the catch, allowing the central portion to be 
forced up (by a spring under compression) and this withdraws 
the plungers from the lamp cap, thus breaking the circuit. The 
holder can be taken to pieces by unscrewing a milled ring at the 
top of the case. 

Among the meritorious features claimed by the makers, are that 


the lamp cannot be removed when lit, nor fixed when the switch . 


is on. The holder is absolutely shock-proof; the cirouit is 
broken at each pole; and the switch oan be operated by one 
hand. The holders are made in the usual standard types and 


finish. 
New Tucker Tumbler Switch. 


A new pattern quick make" and quick break" tumbler 
switch, fig. 3, has just been introduced to the market by Mxsesns. 
J. Н. TUCKER & бо, of King’s Road, Hay Mills, Birmingham, 
to fill the demand of consulting and other engineers for this 
particular switch movement. 


A positive action is obtained in the initial opening and closing 
of the switch ; the contacts are of special design ; micanite insu- 
lation is used throughout, and the baseis of vitrified porcelain. 
Іа conformity with the firm's custom, this switch movement һай 
been carefully tested, having been mechanically operated over two 
million times without breaking down. 


Fic. 3.—TucKER "Quick MAKE” AND " Quick BREAK” 
SWITCH, | 


The ordinary one and two-way patterns with china or Ба: а 
oc vers are mace uniform in external appearance with the Tucker 
flat-type switchee, / 


“Witton? Handguard Cut-Quts. 


We illustrate in figs. 4 and 5 the Witton” handguard cut-ou*: 
which has been introduced by the GENERAL ELECTRIC Co., LTD. 
Witton, Birmingham, as an improvement on existing design». 

The handle and carrier is oom pose d of one porcelain block 
designed to enclose the contacts of the fuse carrier and the clips 
on the base. The fuse possesces a self-aligning contact, which is 
mounted on the poroelain carrier by means of a- stud pre j ting 
horizontally into the porcelain and held by a nut, the recess for 
which is seen from the front of the carrier, and is closed by a 
po:celain cap cemented in. The contect is not held tightly; a 


Fics. 4 AND 5.—CONTACTS ON CARBIEB, AND CLIPS ON BASE 
or "WiTTON" HANDGUARD CUT-OUT. 


spring washer gives the contact a small amount of freedom in 
every direction withoutinterferirg with its general rigidity. This 
freedom is adequate to enable the contacts to af just themselves to 
meet any want of alignment in the cl ps. 

A further feature of the handguard cut-out is its adequate venti- 
lation. Аз will be seen, each contact is cut away at the base во 
that ample facilities are provided for the access of air to the fuse 
wire. The latter is carried in the usual asbestos tube which pastes 
through the tubular carrier. gl 

The cut-out is made in a number of &238, ranging from 15 to 
600 amperes. 


Standardisation of Electric Motor Vehicles,— The 
Standards Committee of the American Society of Automobile 
Engineers, which is stated to be acting in ocorjanction with the 
Electrical Vebiole Association of America, has recently devoted oon- 
siderable attention to the standardisation of certain components of 
electric motor vehicles. For example, it is proposed to encourage 
the reduction of practice to two voltage ranges for such vebicles, 
namely, 80-85 volts and 60-66 volta. For the lead-acid type of 
accumulator, a standard of 42 celle is to be recommended, while 
for the nickel-iron-alkaline battery, 60 cells are proposed. Among 
other recommendations contained in the firat report of the Stan- 
dards Committee are speed and mileage ratings, motor voltages, 
standard name-plates for eléctric motors, and tke efficiency of solid 
tires for electric vehicle*. 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The Telephone as Nursemald. 


Three years ago our little boy, only a few months old, was 
despaired of by our doctor, who recommended open-air treatment 
as the only hope for his life. | 

The busy mother could not spare time {о be always ott with 
baby—nor could she be continually running out to look after him. 

Thus the writer was driven to the idea of fitting a telephone 
transmitter in the pram. The transmitter was placed inside a 
cigar-box, which also contained a small American clock (fig. 1). 

Baby then spent all his sleeping hours outside, 20 yards away 
from the house, while the mother could listen in the intervals of 
work, knowing that so long as she could not hear baby crying 


Fig. 1 


but could hear the clock ticking, all was well. The clock was 
re pa to provide a constant assurance that the telephone was in 
order. 

Before our doctor went to the Front he made a thorough exami- 
nation of our boy, and was pleased that open-air treatment, with 
other care, had removed all traces of his early weakness. 

Birds will not approach our house owing to cate, so the old 
baby's telephone post was utilised to provide a cat-proof feeding 
tray for birds. 

This was frequented chiefly by robins and finches. The idea 
then occurred to fit a telephone tranemitter above the tray so that 
the birds could be listened to in the house (fig 2 ) 

This experiment would be still more succaesful if the telephone 
transmitter could be concealed among the branches of a tre“, in а 
glade frequented by nightingales, for instance. Here, alas, we have 
no trees. 

B photograph (üg. 3) shows the telephone baby as he 
y. | 

It may be noted that after months of winter use outdoors, pro- 
tected from rain only by an inverted tio, open at ite lower end, 
the telephone transmitter remains in perfect order. 


Edwin 0. Catford. 
Platte Fougére Lighthouse, Guernsey. . 


Cab Signalling. 


Allow me to say that you are performing a much needed public 
service in permitting the publication of the truth concerning the 
culpability of the railways and the Board of Trade. 

Your correspondente, with the exception of Mr. Von Kramer, 
have written most clearly and logically about facts that ought to 
be given the widest publicity at the present time. The extent to 
which some technical journals have misinformed their readers on 
this subject makes it all the more important for an electrical 
journal of the highest standing to allow the exact truth of the 
whole matter to be told in its oolumne. 

The signalling of our steam railways is a national disgrace. We 
are many years behind America in track circuiting, and France in 
cab signalling, although we have all along needed both of these 
electrical improvements as badly as America or France has 
needed them. Worse still, even in the little our railways have 
done in the way of adopting or playing with cab signals, they 
have, without a single exception, given preference to the inferior 
types. I say “played with,” because the word “test” is a mis- 
nomer when applied to the wireless foolishness on which the 
Midland and the London and South-Western Railways have wasted 
so mach valuable time. 

Messrs. Acfield and Sayers know that the Dimmond cab signal is 
by far the best that has ever come bafore the British publio, or 
else they know less about this signalling subject than hundreds of 


РА 


persons who, like myself, have no interest in any tignalling 
mechanism, but have had sufficient technical training and experi- 
ence to judge of the merits of such things. Like these hundreds 
of other technical men who have carefally studied this subject, I 
want to know why the Midland Railway Co. has discriminated 
against the best cab signal that has yet been produced, and in 
favour of two that are decidedly the inferior of the former. In 
the meantime, as others have aptly said, The Board of Trade still 


‘gnores on." 
| L. Warburton. 
Manchester, June 14th, 1915. 


Electrical Industry in Belgium. 


We notice in the article on "Anglo-Belgian Electrical Co-opera- 
tion in Belgium," in your issue of June 4tb, pege 786, mention is 
made of the Z” lamp of Belgian manufacture. 

It has occurred to us that an impreesion might, through this, 
be conveyed to the trade that the lamp sold by us is of Belgian 
manufacture. This, of course, is not the case, the Z lamp 
which is so extensively used here being manufactured throughout 
at our factory at Southfields, London, 8.W. 

We should be obliged if you would have a notice inserted in your 
next issue to obviate any misunderstanding as above suggested. 


“7 Electric Lamp Manufacturing Co, Ltd., 
J. SCRIVENER, Sales Manager. 


London, Е.С. June 14th, 1915. 


Polish Refugee Students. А 


May we ask the hospitality of your columns fora few words in 
the cause of the Polish refugee studenta, who, being at the point of 
completing their studies, were surprised by the invaders in Belgium 
and Northern France, and who, with their Balgian and French 
fellow-scholars, took shelter in this country 

Among them are chemists, electriciane, and mechanics, and 
several eligible for commercial, literary, clerical, and educational 
situations. Their number is comparatively small and it is this 
happy circumstance that makes us hope that they all may find 
engagements and prove useful and desirable employés in the 
British industrial and educational circles. 

As to their respectability and recommendations, may it suffice to, 
mention that they have been found worthy of the temporary pro- 
tection and assistanoe of the Polish Refugee Fand (Patron, The 
Earl of Selborne, K.G.), whose appeal on their behalf we heartily 
gecond. 

Any employers desirous to avail thems:lves of their services are 
requested to apply and write for particulars to 


The Polish Information Committee, 
WM. REPPHAN, Нол. Gen, Sve 


2, West Street, London, W.C. 
June 12th, 1915. 


LEGAL. 


Н.М. PosTMASTER-GENERAL vr. SOUTHWABK BOROUGH COUNCIL. 


AFTER a long hearing, which occupied many days, Mr. Pollock, 
one of the High Court Referees, on Jane 10th concluded and gave 
judgment in this case, which arose out of the necessity to 
relay the telegraph and telephone cables consequent upon the 
construction by the Borough Council of a subway beneath the 
cross-roads at the Elephant and Castle. 

Mr. Holman Gregory, K.C., and Mr. Branson appeared for the 
Postmaster-General, and Mr. Hudson, K.C., with Mr. Frank Dodd, 
for the Southwark Borough Council. | 

Мв. HOLMAN GREGORY, in the course of his comments at the 
close of the hearing, said that in all his long experience he had 
never come across a more unfortunate, or, he might вау, a more 
scandalous piece of litigation, the amount in dispute being only 
£259, while the costs incurred could not be Jess than £3,000. The 
Council, however, said that they had overpaid the Postmaster- 
General, and as they were going to try and get some of the money 
back they were not fighting for the £259 only. 

The action was brought by the Postmaster-General to recover 
under the Telegraphs Act of 1878 the balance of certain money 
which had been expended in relaying the cables rendered iu 
sary by the works of the Borough Council Under the Act the 
Poatmaster-General claimed the right to make alterations in the 
telegraph line, and to charge the Borough Council with the cost, 
or to call upon the Council to do the work. In this case the Post- 
master had done the work and had charged the Council with it, 
the total sum being £1,640. О? this all had been paid with the 
exception of the balance now claimed, as to which the Coundil 
contended they were not liable, as the cost had been increased by 
the Poetmaster-General laying additional ducts, The question 
was whether more money had beeu spent in laying 22 ducta than 
would have been spent in laying the original 13 duots, and the 
Council said that under the ciroumstanoes the Post Office ahould 
bear 9/22 of the cost as representing the additional nine duots 
and the Council 13/22 as representing the original 13 ducts which 
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had to be re-laid. The Post Office engineers contended that so far 
from increasing the cost, the laying of the nine additional ducts 
would be a saving in cost, as the boring would have to be the 
same size for 22 as for 13 duote, and the additional nine would 
occupy space which would otherwise have had to be filled up with 
cement. There was no suggestion in the defence that the designa 
were wrong or wasteful, but it was alleged that the charges were 
excessive and unreasonable, On the other hand, it was on- 
tended that the question of design and the amount of work 
necessary to be done were entirely in the hands of the Postmaster- 
General The only point, said Mr. Holman Gregory, was whether 
the Postmaster-General had incurred extra costs by making pro- 
vision for 22 duota instead of only 13, and he submitted that th 
. *videnoe showed that the cost had not been increased thereby. 
The OFFICIAL REFEREE, in giving judgment, said he quite agreed 
that the case was а most unfortunate piece of litigation, and it 
looked to him as if some people desired to show that their opinion 
‘was better than someone else's, and having given their opinion 
‘were prepared to substantiate it at the cost of the ratepayers, It 
was clear that the cost of litigation was enormous as compared 
with the small sum in dispute. By the order of Mr. Justice 
Lush he was direoted to ascertain what would be the cost of 
the work upon the baeis of 18 ducts, and what would be 
the oost on the basis of 22 ducts. Early in the year 1910 
it was known that the Borough Council was going to 


construct. the subway having a centre near the Elephant and 


Castle, and notice was given to the Postmaster-General in regard 
to the matter. The Postmaster-General thereupon decided upon 
what work was necessary in relation to the alteration in the tele- 
graph lines, and he decided that that work should be carried out 
by the Post Office. The alterations consisted of the abandonment 
of two underground telegraph lines containing 13 ducts and the 
construction of а new line, comprising an underground conduit, 
the construction of a new manhole, and the enlargement of the 
existing manhole. While carrying out the work the Postmaster- 
General increased the number of ducta to 22, which necessitated 
an increase of a foot in the length and a foot in the width of the 
new manhole, an increase of one foot in the width of the trench- 
ing and of a foot in the existing manhole over and above what 
would have been necessary if the conduit laid had contained only 
13 duote, A correspondence took place between the Postmaster- 
General and the Borough Council's engineer, and after. some dis- 
cussion a plan was adopted, showing the general outline under 
which the Postmaster-General proposed to carry out the work. 
Some small question was raised as to the date at which those who 
were doing the work became aware that some alteration was going 
to be made in regard to the subway which affected the direction 
of the telegraph linee. In his view the truth lay with 
those who gave evidence on behalf of the Postmaster-General. 
The plan was submitted to Mr. Harrison, and no alteration was 
made in it until they came upon the water which they met with 
while carrying out the work. The Postmaster-General's officers 
in carrying out the work began upon the assumption that 
the subway was as close as possible up to the point where the 
new manhols was to be constructed, and that necessitated 
carrying down the manhole to a considerable depth во as 
to get below the subway. Originally a plan was put forward 
by which it was proposed that the manhole should actually be 
under the subway, but the engineers came to the conclusion that it 
was almost impossible to carry out such a plan ae that, and it was 
decided that the second plan was the better. Mr. Harrison was 
acting as engineer to the Borough Council, and was aware of the 
work which was going on. It was competent for him to have gone 
to Mr. Noble, who was doing the work for the Postmaster-Geveral, 
and point out that he was doing more than was necessary. But he 
did not do anything of the kind. The work having been carried 
on was completed towards the end of the year 1911, when applica- 
tion was made for payment of the account, When that applica- 
tion was made certain objections were raised, and it was suggested 
that the Postmaster-General had not done the work merely for the 
purpose of altering the position and direction of the work for 13 
: duota, but had done all the work with a view to enabling the Post- 
master-General to carry 22 ducta, and Mr. Harrison suggested that 
it would be reasonable that the Postmaster-General should pay 
9/23nds of the costs, That would strike one as being a taking pro- 
position, bat it was one which would be absolutely improper, 
because it was clear that the extra provision would not necessarily 
increase the cost of the work in proportion. The Postmaster- 
General had behaved handaomely in giving up some of the extra 
maintenance, as it was one of the incidental expenses for which he 
was entitled to be paid had he insisted upon it. Then came the 
question as to what were the extra expenses consequent upon the 
increase in the number of ducts; but as to that no evidence 
bad been given. There had been, however, sugges- 
tions that there were faults in the design which had 
increased the cost of the work, and, in support of thie, 
a number of expensive models had been produced in evidence. The 
question then arose as to who was the proper person to decide as to 
the proper manner of carrying out the work rendered necessary by 
the construction of the subway. He did not intend to take upon 
himself the duty of saying what was right and proper under the 
circumstances. In faot, by the Act of Parliament he was precluded 
from doing anything of the kind. The Act said that the alteration 
was to be made as the Postmaster-General might deem necessary 
and expedient. That being the statute, and the work being done 
under the statute, when the matter came into Court, it was said 
that the Postmaster-General had deemed the work necessary and 
expedient. No denial of this had been put forward in the defence, 
and therefore he could only deal with the matter as it came before 
him. He must deal with it as having been admitted by the 


defendants that the Postmastor-General deemed the work neoessary 
and expedient. Various questions had been raised in defence, but 
they were questions as to whether the expenses were such as ought 
to have been incurred, having regard to the fact that the Post- 
master-General had considered the work necessary and expedient. 
That rendered it quite unnecessary for him to go into the elaborate 
estimates and calculations made on behalf of the Bordugh Council. 
Mr. Noble and Mr. Hardy had been called on behalf of the Post- 
master-General, and they gave evidence in support of the 
view that the work was in substance necessary for the 13 
duots. Mr. Noble said it was necessary to carry down the 
manhole to the depth to which they did carry it, 
in order to carry the pipes under the subway. He said 
that when they got down to a certain depth they met with a 
considerable quantity of water which rendered extra work néoes- 
вату. He (Mr. Noble) also said that in carrying the hole down to 
the greater depth it was necessary to make it larger, having 
regard to the health of the men who worked in it. It was there- 
fore useless to suggest that the Post Office authorities hed made 
the manholes deeper than was necessary. It had been suggested 
that Mr. Noble was wrong when he said it was necessary, 
and he (the Referee) had to consider what was the extra oost, 
if any, in making the conduit for a greater number of ducts. 
It was obvious that in making the manholes deeper they must be 
made larger, and then they would be available for the larger 
number of ducts. The Postmaster-General had taken the trouble 
to correspond personally upon the matter, and he (the Referee) 
came to the oonclusion that those who advised him had advised 
him properly. When it was said that the work was necessary and 
expedient he was not in a- position to contradict it іп any way. He 
was satisfied upon the evidence of Mr. Noble and Mr. Hardy that 
the work was properly done, and that it was necessary and expe- 
dient—that it was work properly done on the basis of 13 duote. 


: When the Postmaster-General said that the work was necessary he 


could not in any way interfere, There must be judgment for the 
Postmasater-General for £259 10s. 5d., with coste. 
Judgment was entered accordingly. 


A House WIRING DISPUTE. 


IN the Marylebone County Court, on June 4th, before his Honour 
Sir W. Lucius Selfe, Messrs. Watson, Marsh & Oo., electricians, 
High Street, Brondesbury, sued John Morris Goodwin, owner of 
South Mansions, Streatly Road, Kilburn, for £3 7s. 6d., balance of 
an account for work done. In support of the claim, Mr. Marsh 
said his firm had received instructions to fit up No. 16 flat in these 
mansions with electric light, to suit a new tenant. The amount 
of the work and materials was £9 5s. Defendant had paid a sum 
on account, and left the balance now claimed. Defendant said 
that the work to be done in this fist was similar to that in one of 
the fists below it,and the charge there was just over £6, th 
amount he had paid as suffisient. 

PLAINTIFF: The work was the same, exoept that there was 
additional main to be run from the Willesden Council service, and 
there was an additional point, and these accounted for the extra 
cost in this flat. The actual cost of the work was £6 148, 73d., 
n the balance was for office expenses, insurance, and masters’ 
changer. ; 

Мв. GooDWIN : But the lines were put in wooden casing in 
No. 14, and in this one in tubing. 

DEFENDANT : Some were in casing and some in tubing. 

His Hoyour : How much was the additional tubing ? 

PLAINTIFF: About 308. 

MB, GOODWIN: They need not have put in the tubing ; they cau 
take it away whenever they like. 

His HONOUR gave judgment for £2 bs. 61, and costa, 


GERMAN ELEOTBIC POCKET LAMPS. 


[4 


IN the City of London Court, on June 15th, before his Honour 
Judge Rentoul, K.C., Messrs. Millard Bros., Ltd., electrical engi- 
neers’ agente, 123, Houndsditch, sued H. Fox, ironmonger, New 
Market, Houghton-le-Spring, Staffordshire, for £3 8s. for 1,000 
German pocket electric lamps supplied. Defendant did not dis- 
pate the claim; but he raised a counterclaim for damages for 
non-delivery of other electric lampe ordered. 

MR. AUSTIN FARLEIGH, plaintiffs’ counsel, said that the goods 
in dispute were Millbro batteries, They had been in the habit of 
coming from Germany, There was a peculiarity about the present 
contract, as there was a condition printed upon it which said that 
the plaintiffs were not to be held responsible in damages “ for 
failure or delay on their part in delivery, resulting wholly or 
partially from strikes or combinations of workmen or employés, or 
from any unavoidable total or partial stoppage of works, or from any 
other cause whatever.” Plaintiffs were only the agents for the 
importation of goods. They were not able to get the goods owing 
to the war, in time to deliver on August Ist, as promised. But the 
contract exculpated them from any responsibility for non-delivery. 
The goods were on the qnay at Hamburg still and could not be got 
over to England. 

DEFENDANT stated that the goods were to have been delivered 
on August lst, and if the plaintiffs had made their arrangementa 
in time, that could have been accomplished, in spite of the war, 
which was not declared by England until August 4th. The breach 
of contract ocourred on August let. 

Mr. FARLEIGH: There was an embargo on the goods, and 
mobilisation was going on before August 1st, The order was given 
in May, but if we had sent them over then they would have died 
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before delivery. It isa chemical production, and the batteries were 
only guaranteed to last for six months, They cannot be re-chargec. 

MR. WILLOUGHBY, plaiutiffs' secretary, eaid their output of the 
lamps was 500,000 а year, and they had to dieappoint a great many 
firms, There were still 17 cases, containing 5,000 lamps each, on 
the quay awaiting shipment at Hamburg. 

JupaE RENTOUL held that the condition of the contract 
exempted the plaintiffs from any liability, and he found for the 
plaintiffs for the amount claimed on the claim and counterclaim, 
with costa. 


Bgck ENGINEERING Co., LTD. 


A PETITION to wind up this company compulsorily, presented by 
the Sloan Electrical Co, Ltd., was before Mr. Justice Neville on 
Tuesday. Mr. Harrison, for the petitioners, however, announced 
that the matter had been settled, and he asked that the petition 
should be dismissed, without costs. His Lordship dismissed the 
petition accordingly. 


WORKMEN'S COMPENSATION CASE. 


IN the Bow County Court on Tuesdsy, before his Honour Judge 
Smyly, K.C., and a jury, the resumed hearing took place of a 
claim under the Workmen's Compensation Act, in which Arthur 
Edwin Attwell, an engineers’ fitter, asked for an award against 
the West Ham Corporation electricity department. It appeared 
that the applicant was engaged in cleariog out transformer sub- 
stations in connection with the electricity department. The 
electricity was generated at the main station at a pressure of 
6.000 volts, and these transformer sub-stations reduccd it to a 
pressure of 200 volts. The defendants had to regulate the working 
of these sub-stations in accordance with the regulations laid down 
by the Secretary of State under Act of Parliament, and to have theee 
dangerous places safeguarded so that no accident could ooour. 
The spplicant was not an expert electrician, only a workman, and 
it was therefore more than necessary that they complied with the 
Act. On April 6th, 1914, the applicant was dusting the 
incoming main cable when he received a shock and was 
rendered unconscious. For some time it was thought he had 
been killed right out. The applicant gave evidence, and 
said that his hand was badly burned and charred. In his 
opinion, there was a defect in the insulation. He was paid full 
wages 378. 6d. a week for 10 weeks, and then it was suggested that 
be should do light work. Hedid do a little walking round with 
the men, but was unable to do any of his former work, and his 
money was stopped. He was asking for an award of half wages. 
He was 31 years of age, and had no technical knowledge of elec- 
tricity. His duties were the cleaning of transformer chamber, 
and he knew nothing of insulation. This chamber was 5 ft. 
square, with a barrier to keep one away from high-tension 
switches When the accident happened he was dusting the poroe- 
lain where the main cable was conneoted with the transformer. 
His left hand became like a piece of bad meat. He now suffered 
with suffocating pains in the chest. After the accident he was 
asked to кау that he was burnt by the lead that enolosed the wire, 
and not the porcelain, as if he said poroelain there would have to 
be a Local Government Board inquiry. He had never been supplied 
with rubber gloves to work in. He never saw a notice stating that 
high-tension switchgear might not be touched unless one wore 
rubber gloves, or stood on the insulating stool or mat. Copies of 
time sheets were put in to show that the man had been used to 
high-pressure work, but he said somebody was always with him. 
Other sheets produced suggested that he had been working since 
the accident, but he denied this, and said he only walked round 
with the men, making out the time sheets as he was told. 
The defence was that the man had never really been “shocked,” 
only burned, and was capable of working. A mass of medical 
evidence was called to that effect, and the hearing was again 
adjourned. 


WAR ITEMS. 


London Works and War Munitions.—It is announced in 
several daily papers that as the result of & private meeting held 
recently at the Institution of Civil Engineers in London & Com- 
mittee has been formed for the purpose of utilising workshop and 
other suitable accommodation in the metropolitan area for the pro- 
duction of inunitions of war. The presidenta of the Institutions of 
Civil, Mechanical, and Electrical Eagineers are on the Committee, 
as are also the leading engineers associated with public works, 
It is proposed to bring under one central control, such accommo- 
dation in workshops and stations of lighting, gas, power and water 
companies. Mr. F. J. Walker, managing director of the St. James's 
and Pall Mall Electric Light Co., Ltd, is honorary secretary of the 
Committee, In the first instance information is being collected 
as to the engineering plants in the metropolitan area that are 
available, The Times states that the proposal was due to Mr. 
W. A. Harper. of Messrs. Harper Bros. & Co., consulting engineers, 
and that the Munitions Committee at the War Ottice has given ita 
approva). The Westminster (razette says it is estimated that 
amongst public authorities alone 100 workshops will ba available. 

Coal-Mining and the War.—The Departmental Committee's 
report on the effect of the war on the coal-mining industry shows 
that up to the end of February 191,170 persons from eoad min«s 


had joined H.M. Forces. It is considered that the time has arrived 

when very full deliberation should be given to the question as to. 
whether further recruiting among miners should be encouraged. 

The loss in production for the year commencing from the outbresk 
of war will, unless means are taken to reduce the loss, probably 

amount to 36 million tons. Against this is put a reduction of 

21 million tons in exported coal, leaving a net shortage, without 

further enlisting, of 12 million tone. Among other matters referred. 
to by the Committee is the effect of the Eight Hours Act, and a 
conferenoe between owners and workmen to determine to what 
extent, if at all, the Act should be suspended in individual districts, 
is recommended. The Committee in mentioning the importanoe 
of economy in the use of coal by the public says: — Savings which 
at once occur to the mind are economies in public and private 

lighting, whether by gas or electricity, and the manufacture of 
luxuries which require coal.” 


Greece.—In a report, shortly to be issued, by H.M. Consul at 
Piræus, on the trade of that district in 1914, it is stated :—'' As com- 
pared with imports from the United Kingdom, Austria-Hungary 
has imported into Greece more than twice the amount in value of 
the following goods:—Electro-technical appliances, electric con- 
duction apparatus in boxes, electrio motors, dynamos, transformers, 
switch and contact devices, mounted fuses, &c., and also electrical 
fitting», electric lamps, high-preesure cable and transmission linee, 
and electrolytic copper.— Board of Trade Journal, 

Board of Trade Inquiries.—The list of inquiries received for 
the week ended June 5th for sources of supply of goode, contains 
the following items :— 

Electrical flash lamp cases with switches. 

Insulated brass conduit tube to compete with Bergmann tube. 
Pea lamps with oord and adapters attached. | 

Motor lorries, electrically. driven. 

Tachcmeters. | i 

Personal.—Mr. Roland J. Prankherd, formerly assistant charge 
engineer to the Hackney electricity works who, as already 
announced, joined the 9th East Surreys some months sgo, obtained 
his commission as Second Lieut. in the 22nd: Batt. N.F. (3rd Tyne- 
side Scottish), on May 14th. His present address is at A Camp, 
Alnwick, 

We learn from Messre. W. Canning & Co., of Birmingham, that 
their chief chemist, Dr. W. E. Hughes, M.A., B.Sc., lately serving 
as а private with the U.P.8. at Epsom, has been granted a com- 
mission and been gazetted to the Leicesters. One of their 
chemical workers, T. Muggeridge, serving with the Worcesters, is 
& prisoner at Ohrdruf. James Casson, a chemical warehouseman, 
has been killed in action with the Royal Berks, leaving a widow 
and three children. 

Mr. Gilbert Rosenbusch, M. I. E. E., Assoc. M. Inst. C. E, &c, who 
is an Amerioan citisen born, has changed his named to Gilbert 
Rowe. In making this announcement, Mr. Rowe desires to dis- 
sociate himself from everything German, and expresses his horror 
and disgust at the methods employed by the German army and 
navy, which culminated in the Lusitania atrocity. 

Mr. J. В szett, of the British Westinghouse Electrical and Manu- 
facturing Co., Ltd., Trafford Park, has been appointed secretary to 
the Manchester Manitions Committee. 


Roll of Honour.—Private C. I. Macdonnell, who has ben 
on service with the 6th West Yorkshire Regiment, is now lying at 
the Firat Eastern General Hospital, Cambridge, having been shot 
in both lege. He was an electrical engineer working in Bradford 
prior to the outbreak of the war, and is 28 years of age. 

Amongst those who are suffering from the use by the Germans 
of asphyxiating gases is Captain Austin Graham, of Barnard 
Castle, connected with the 4th Yorkshire Regiment (T.). He is at 
present in Lady Eveline Mason's Hospital in London. Captain 
Grabam is an electrical engineer. 

Private Peter Tolland, of the 2nd Battalion Black Watoh, who 
has been awarded the D.C.M., was prior to the war in the service 
of the Greenock and Port Glasgow Tramways Co. 

Private J. Kilby, of the Ist Northants Regiment, formerly 
employed by Northampton Electric Light Co, was killed at the 
Front on May 9th. He was 25 years of age and enlisted in August, 
going to France in January. 

Private A. Meecher, of the Royal Field Artillery, who was 
engaged on the Hall tramways, has been killed in action. 

Intelligence has reached Stockport of the death from wounds 
received in action in the Dardanelles of Petty Officer Mechanic 
Oswald New, who was formerly with Messre. MoClure & Whitfield, 
electrical engineera, of Stockport. He joined the Royal Naval Divi- 
sion last autamn, and went to the Dardanelles in March with the 
Armoured Car Squadron attached to the Royal Naval Division, He 
was in his 31st year. 

The heavy losses in the East Lancs. Division in the Dardanelles 
include the name of Major E. L. Baddel- у, of the 8th Batn. Lanca. 
F aeiliers, who died in action June 5th. He was second in command, 
and held a long service with the battalion, taking field rank in 
January last year. He was secretary of Messra, W. T. Glover 
aud Co., Ltd., Trafford Park. 


Cantield Tape. — The CANFIELD RUBBER Co., of 27-25, 
Noble Street, E.C., have brought to our notice their “Canfield " 
black insulating tape—a stronę material impregnated with an 
adhesive rubber compound which will not dry out; white, gray 
and red tape is also made, Tests carried out at a well-known 
laboratory on a single thickness of the tape showed that the pree- 
sure required to produce a puncture averaged 970 volts, and the 
net length of tape per pound was 164 ft. 
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THE PRACTICAL RESULT OF THE 
POINT FIVE TARIFF. 


By A. S. BLACKMAN anp THOS. ROLES. 


(Abstract of Paper announced for reading before the INcon- 


PORATED MUNICIPAL ELECTRICAL ASSOCIATION, June 17th, 1915.) 


The following is % list, in chronological order, of the under- 
takings which have adopted the Point Five Tariff, together 
with the dates upon which the same was put into force :— 

Poplar, 1909; Southampton, 1910; Luton, 1910; Bradford, 
1910; Sunderland, 1912; Barnes, 1912; St. Marylebone, 1912; 
York, 1912; Carlisle, 1912; Wrexham, 1913; Accrington, 1913; 
Sheffield, 1913; West Hartlepool, 1913; West Ham, 1913; 
Wolverhampton, 1913; Ilford, 1914; Blackpool, 1914; Wake- 
field, 1914; Worcester, 1914; Ipswich, 1914; Leeds, 1915; 
Chester, 1915. 

The majority, if not all, of the earlier undertakings to adopt 
the Point Five Tariff did so as a result of independently 
coming to the conclusion that no substantial progress could 
be made in the supply of electricity for heating and cooking 
purposes in their areas at any rate exceeding one-halfpenny 
per unit. | 

To the Metropolitan Borough of Poplar belongs the honour 
of being the first electricity supply authority to adopt such a 
tariff. The fixed charge at Poplar is varied in the case of 
the different premises supplied in accordance with the number 
of kilowatts installed for lighting, heating, cooking, and other 
purposes, and includes a service charge and charges for the hire 
of wiring and consuming devices in cases where the two last- 
mentioned items are supplied by the undertaking on the hire 
system. : ‘ 

Southampton, the second town to adopt a Point Five Tariff, 
makes the granting of a halfpenny rate for heating and cook- 
ing purposes conditional upon the consumer installing a cer- 
tain minimum number of lights charged for at ordinary light- 
ang rates. 

auton, the next town to institute a Point Five Тап, 
supplies current for heating and cooking purposes at a flat 
rate of one-halfpenny per unit without any fixed charge or 
conditions as to lights being installed on the premises 
supplied. 

Bradford, the fourth town on the list, decided to confine 
its Point Five Tariff to domestic premises, and to base it on 
the Norwich " or rateable value system of charging which, 
with a secondary charge of one penny per unit, had already 
proved its utility in a number ob. towns; and pracücally the 
whole Of the undertakings which have since become converts 
to the Point Five principle have adopted this system. 

So far as the writers are aware, the two methods cited 
above of arriving at the fixed charge (where made) are the 
only ones which have been adopted up to the present in 
connection with Point Five Tariffs, and the difference between 
these methods is but one of convenience in the working of 
the tariff, the fixed charge per kilowatt being more strictly 
correct in individual ‘cases, whereas the apportionment upon 
«the size of the house is an average result which has been 
found to be a sufficiently close estimate for all practical pur- 
poses, and to possess the great advantage of uniformity and 
sunplicityv in application. | 

It should he recognised that the rateable value basis is only 
made use of as a means which із ready to hand of deter- 
mining the fixed charge approximately in accordance with 
the electricity consuming capacities of the premises supplied, 
and any other readily available basis might be adopted. This 
: method of charping was initiated and put into use by Mr. 
F. M. Long, of Norwich, over eight years ago. 

In most towns in which a Point Five Tanff, based on the 
rateable value system, has been instituted, the rate is restricted 
to the supply of electricity to private houses, as this method 
of deterinining the fixed charge does not so readily lend itself 
to the more widely varying conditions of other classes of 
supply. The percentage of the net rateable value decided 
upon varies in different towns, being usually between 10 per 
cent. and 15 per cent. per annum. In at least one case 
(Sunderland) the percentage is varied between 10 per cent. 
for a house rated at £30 to 15 per cent. for a house rated at 
£70 and upwards, the reason for this being that a large house 
generally furnishes a worse load factor than a small one. 

In the case of both Bradford and Sunderland the tariff 
adopted has been left to justify itself, and no scheme of hiring 
out heating and cooking apparatus ijs in existence in either 
town. 
energetic and sustained publicity campaigns been instituted 
by the two undertakings, the results shown in this report 
would have been still more favourable. Er 

In the application of a Point Five Tariff, based upon rate- 
able values, a discretion should be exercised in favour of the 
consumer Who, in consequence of living in a house with an 
abnormal amount of ground attached to it, is rated out of 
proportion to the size of the house. І 

A marked advantage of the rateable value basis is the 
facility with which an accurate estimate of a consumer's bill 
can be prepared. Once the fixed charge for a house has been 
ascertained, a wide error may be made in assuming the num- 
ber of units that will be used, and the estimate still remain 
reasonably correct. This facility for estimating has been found 
in practice to be a very useful asset to the canvassers in towns 
where a cheap supply of gas has to be competed against. It 


Had such hiring schemes. been inaugurated, and, 


likewise follows that the importance of any error in metering 
is correspondingly lessened. . f 

Numerous other advantages have attended the adoption of 
a Point Five Tariff based on the rateable value system, 
amongst which the following may be cited :— 

When charged under the ordinary flat rate for lighting pur- 
poses it was, as a rule, found that residential consumers only 
introduced electric light into the best rooms, leaving the ser- 
vants’ quarters, ete., which possess a better load factor, 
illuminated by gas. The fact, however, that on the rateable 
value basis, once the fixed charge is assessed, all current 
required for lighting, as well as for heating and cooking pur- 
poses, 18 supplied at the low price of one-halfpenny per unit, 
has in most cases induced private house consumers to light 
the whole of their premises electrically, with a consequent 
improvement in the load factor of the installations. | 
_ Further, carelessness on the part of members of households 
in leaving lights burning while rooms are not in use does 
not result in the amounts of the accounts being unduly 
inflated. hus p. 2 

In addition to this, under a flat rate of charge the lightin 
of most houses using electricity compared unfavourably with 
that of houses illuminated by gas, especially where the mantles 
in the latter were kept in good condition. The reason for 
this was that, on the score of economy, lamps of only small 
candle-power were generally in use. The шо of the fixed 
charge in a house of any given rateable value quite inde- 
pendent of the number and size of the lamps installed, coupled 
with the supply of current at a cheap rate, has resulted in 
consumers using lamps of considerably higher candle-power, 
thus obtaining an illumination at.least equal to that of gas- 
lighted premises. It is now usually quite easy to determine 
whether or not a house is on the Point Five Tariff by the 
brilliancy of the light proceeding from the windows of pre- 
mises taking a supply under this rate. 

Taking this class of supply altogether, the additional ex- 
penses to the Undertaking consist of the cost of increasing 
the capacity of the generating plant—which can now be done 
at fur cheaper rates than in the days when the flat rate 
for lighting purposes was decided upon—and the provision 
of extra feeder cables. 

In both Bradford and-Sunderland it has been found that 
the majority of new domestic consumers adopt the rateable 
value tariff; houses are, as a rule, wired from cellar to attic; 
the domestic load factor has improved; the illumination of 
rooms has in almost every case been considerably increased ; 
and no complaints are now received as to the inefficiency of 
electric lighting as compared: with lighting by means of gas. 

Prior to Point Five "тів being put into force, electricity 
was used for heating purposes by a number of consumers in 
the towns mentioned in this Report at prices varying from 
the ordinary lighting rates to one penny per unit, the heating 
medium usually being a one-kilowatt four-light radiator. Much 
dissatisfaction was, however, expressed at the amount of heat 
given off by radiators of this capacity and at the expense 
attached to their use. Since current has been supplied at 
one-halfpenny per unit, however, not only has the number 
of electric heaters increased to a tremendous extent, but the 
capacity of the individual heaters has also increased, so that 
fires taking three and four kilowatts are now quite common; 
in fact, in several Point Five towns the three-kilowatt radiator 
has become a standard. The result is that instead of electric 
radiators being used to warm the occupants of rooms by 
radiant heat, the air temperature of the rooms being but 
little affected, the temperature of the apartments is kept 
practically constant. throughout, and the occupants are under 
no necessity to remain within the direct rays of the heaters. 

The Electricity Supply Undertakings under the manage- 
ment of the writers are both situated in industrial towns, во 
that the house supply load is not as important as in some 
areas Where it is the chief source of revenue. In Bradford the 
units sold to private houses are only 3 per cent. of the tota 
Sules, and in Sunderland 2.6 per cent. 


BRADFORD RESULTS. 


No better testimony to the popularity of the Point Five 
Tariff in operation in Bradford can be furnished than the 
fact that at the 31st December last 1,295 private house con- 
вшпегз were connected to the supply, whereas prior to the 
introduction of this method of charging on the Ist July, 
1910, the number of such consumers was but 511, represent- 
ing the result of nearly twenty-one years’ working. It will 
thus be seen that during the four and а half vears the Point 
live Tariff has been in force the number of domestic con- 
sumers has increased by 737, or over 150 per cent. Four 
hundred and three, or more than half, of these consumers, 
have elected to be charged on the special rate, the houses 
heing in practically all cases clectrically-lighted throughout. 

Of the 511 private house consumers on the supply at the 30th 
Tune, 1910, 353 have adopted the Point Five Tariff in place 
of.the lighting flat rate of 4d. per unit under which they 
were previously charged. Owing to changes of tenancy and 
alterations in other conditions the comparison given. below 
relates to only 138 of the consumers changed over, the periods 
covered being the year prior to the introduction of the Point 
Five Tariff and the year ended 3156 December, 1914. 

Based on the total kilowatts installed the average load 
factor of the 138 consumers in question has increased from 
9.38 per cent. to 4.34 per cent., equivalent to an increase of 
28.4 per cent. 

| р 
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Units SOLD FoR A COMPLETE YEAR. 


Under old Tariff m ж. еВ 2s S. 93,530 
Under Point Five Tarift . m SN ei 182,872 
Average per house under old Tariff К Hes бы 
Average per house under Point Five Taritl wes 1,325 
Increase 8 bi. cus Sci 22, bee 91.9 p.c. 
REVENUE. & s. d. 
Total under old Tariff 20 Е НЕА . . 1,566 0 0 
Total under Point Five Tariff -— $5. .. 1,358 0 0 
Average per house under old Tariff V ке 11 5 6 
Average per house under Point Five Tarif 9 16 10 
Average price under old Tariff О 3.98d. 
Average price under Point Five Tariff ss 1. 58d. 


The following table gives details in the case of all domestic 
consuiners connected for the complete twelve months ended 
Jlst December last :— 


Тати on 8 < wae ate Ad. od. : 
Number of consumers... s 825 340 506 
Total units Sold By к .. 124,742 612,502 
Average number of units per house ... 367 - 1,082 
Total revenue m E .. £2005 £4.312 

Average revenue per house. 45 18 0 47 12 4 


The particulars given below illustrate the effect the Point 
Five Tariff has had on the diversity factor, the periods 
compared being the twelve months ended 30th. June, 1910, and 
the twelve months ended Jist December, 1914. 


Twelve months ended ... .. June 30, 1910. Dee. 31, 1914. 


Maximum load on L.T. 
Jeeders for residential 


arcas onlx s = 158 KW. 290 KW. 
Total kilowatts installed 

in private houses idi 420 Kw. 853 KW.“ 
Diversity factor s ves 2.69 2.94 


* This is the total for which application has been made. 
It has, however, been found since the introduction. of 
the Point Five Tariff. that heating and cooking ap- 
paratus, particularly the former, has been connected 
In private houses to a considerable extent without the 
Electricity Depattment being notified. Consequently 
the figure given is very much on the low side, and this 
naturally reflects on the diversity factor, which jis 
undoubtedly greater than 2.94 as stated. - 


In conjunction with the above table, it may be mentioned 
that the 420. kilowatts of consuming devices installed at the 
ЗО June, 1910, in private houses in the residential areas 
dealt with were almost exclusively for lighting purposes. 
As at that date the number of consumers affected was Z5, an 
average of 1.8 kilowatts per house is obtained. 

At the 3lst. December, 1914, the consuming devices in 
e nnection. with the installations in these particular areas 
had increased to $53 kilowatts and the munauber of consumers 
to 307, giving an average of 2.32 kilowatts per house. Of 
the total of $53 kilowatts connected, 545 were for lighting 
purposes and 308 for heating and cooking purposes, the 
average per house being 1.48 und 0.84 kilowatts respectively. 

The annual percentage of the rateable value debited to 
a consumer in Bradford adopting the Point Five "arl ts 15, 
and it is estimated that such percentage, coupled with а 
charge of one halfpenny per unit, brings in a revenue equiva- 
Jent to what would be earned for an average supply of current 
for lighting purposes at a flat rate of dd. per unit. All energy 
required for heating and cooking purposes is under these 
conditions. obtained. at the haltpenny rate. 

Although an Bradford domestic consumers have not been 
approached individually for the purpose of exphuning the 
advantages they would enjoy by changing over from the flat 
rate to the Point Five. Tant, more than half of such con- 
sumers have elected to be charged on the latter вуеш, and 
have introduced electric heating or cooking apparatus. ‘This 
js all the more remarkable when it is borne in mind that 
no general attempt has been made to induce consumers to 
install heating and cooking apparatus, the stall of the business- 
development department having been fully occupied in dealing 
With power supplies, ` 

ln addition to this, an agreement has been in existence 
between the Gas and Electeicity Departments that in 
thoroughfares in which electricity mains are already laid the 
Electricity Departinent’s canvassers shall not call upen раз 
eonstuimers witb a view to persuading them to take an elec- 
tricity «supply. Furthermore, the Gas Departinent have been 
exceedingly active during the past few vears in advocating 
the Use of gas for heating and cooking putres. 

' he. following extract from a letter received by one. of 
the writers from Mr. P. Collinson, the Honorary Secretary 
of the Bradford Branch of the Electrical Contractors’ As- 
Seiten (erh), is ef interest as expressing the views 
of the Венн Wiring Contractors en the Point Five Tard? 
Hip operation in that city :— 

“The Domestic Тай is ene that is popular among vour 
e nsupmers mn that it is quite: stuple and easihy understood: 
my this it differs materials from vear Махина Demand 
System ef charging. which I find to be qute bevond the 
кза-р ef the averase Тау nand and which further js loohed 
upe n. Wath serie «елсе of suspicion, 


“Ву enabling one set of wires to be used for both heating 
and lighting, the Domestic Tariff simplifies the wiring of 
a house and, therefore, reduces the initial cost of the installa- 
tion, and by so doing tends to popularise the use of electricity. 
Ia addition to this 1 find that extensions of wiring are easier 
and not so costly as when the house is wired in duplicate 
for both heating and lighting. | 

' I find that where the Domestic Tariff is in operation it 
is much easier to persuade the user to extend both his lighting 
and heating installation than is the case when the user takes 
his energy at the old Flat Rate; the argument that the ad- 
ditional load will only add so much electricity at 4d. per unit 
to his bill usually proves irresistible, The large increase in 
the number of radiators installed in Bradford during the past 
few years is undoubtedly a direct result of the Domestic Tariff, 
and I believe that it is only uuder this system of charging 
that electric cooking will make appreciable headway. 

" Looking at the Domestic Tarift from a Contractor's point 
of view, 1 am aatisfied that it is a system of charging which 
makes for increased business, and as it appears to give sati-- 
faction to the user, it has my emphatic approval, coupled 
with the hope that the principle шау, at an early date, be 
extended to those of your consuiners who are occupiers of 
shop, Warehouse, and other business premises, and who are 
at the moment excluded from the scope of this tariff. 

In conclusion I may add that the opinions expressed in 
this letter ara not my personal opinions only, but are the 
opinions of the bulk of my confreres in this aty.” 


SUNDERLAND RESULTS. 


At the introduction of the Point Five Tariff there were 
33 private houses connected to the supply, the majority 
partially lighted only, as the result of sixteen years’ working. 
Since the tariff was introduced upon the Ist of January, 1/2, 
three years’ working has resulted in 162 more private bouses 
being connected; 100 of these elected to be put on the Point 
Five Tarif and are lighted throughout, and 62 upon a flat 
rate of 3.6d. per unit. 

Of the 337 houses that were on the supply at the Ist January, 
1912, 105 have changed over froin a flat rate of 3.6d. per 
unit to the Point Five Tariff, and of these 105 houses 87 
have, owing to there being no change of tenancy, beeu taken 
for the following comparison, the periods being the year pre- 
ceding and the усаг following the adoption of the Point 
Five Тати :— 

The average of consumers’ load factor on kilowatts installa 
has been increased from 2.44 per cent. to 4.05 per cent., an 
Increase of 66 per cent. 


UNITS SOLD FoR A COMPLETE YEAR. 


Under old Tariff a ms i2 41.827 

Under Point Five Tanil |... à ы 93,327 

Aver, per house under old Tariff... "T 512 (354) 

Aver. per house under Point Five Таги? 1,078 

Increase pn: Я - *. 109.5 pic, (205.1 p.c.) 
REVENUB, £ s. d. 

Total under old Tariff ... T . 672 0 0 

Total under Point Five Таги .. 616 0 0 


Aver, per house under old Turiff .. 714 5 (£5 ds. 94) 
Aver. per house under Point. Five 


Tari n red 7 1 7 
Aver. price under old Tariff 1% A 6d. 
Aver. price under Point уе Таги... 1.54. 


For the purposes of comparison it must be remembered that 
the units and money values underlined refer almost entirely 
to carbon шир conditions, and our expenence with pute 
lighting installations that have remained upon our mans 
unaltered over a term of years, save for the transition from 
carbon. to metal filament lamps, shows that for purpeses 
of comparison under modern conditions the figures in brackets 
should be substituted for those underlined, and this has been 
done for the purpose of the following comparison. 

The comparative results obtained from alternative tanffs 
for all. private houses connected for the year ended lat 
December, 19014, ave as follows :— 


Tariff 992 oe 15 ae i 4. U d. Jl. 

Number of consumers n. ay = 212 M 
Total units sold ч ce ү 75.042 OUS Dd 
Average number of units per house . 85. IRL 
Total revenue 41.171 LJ. NE 


Average revenue per house 45 5 9 £5 6M 
The following table shows the effect of the Point Five Tariff 
npon the diversity factor. the periods being UA Just ШИ 
the introduction of the tanti, viz.. Deceiuber, 1911, and Р. 
December, 1014. 


4t b n pn" 
Maximum hend on pr T. feeders for 
residential areas anl. 141 Kw. Te KW. 
Total kilowatts installed in private 
houses , 8 x 4% kw. I. I52 W. 
Diversity factor... EE — Bu 9.23 DAR 


It will be noted that the results shown in the two foeon” 
fables as between the ced. and the Point Five ‘haath td 
as between the periods ' A and “OB? are very consider tele 

А nuinber ef tables are appended to the Берег 
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A BATTERY AMALGAMATION. 


[Рвттонкттв & GOLD AND ELECTRICAL Power STORAGE 
{Со., LTD.) 


Ix our last issue we published in our report of the speech of Mr. 
James Gray, chairman of the Electrical Power Storage Oo., Ltd., 
some particulars of the scheme for amalgamation of the business 
of that company with that of Mossrs. Pritchetts & Gold, Ltd. We 
are now enabled to give some information respecting the arrange- 
mente that have been made for the future. 

The capital of Pritohetts & Gold, Ltd., at present stands as 
follows :— 


5 per cent. cum. pref. shares, £1 fully paid . . £24,907 
Ordinary shares, £1 fully paid ... — .. 20,000 > £44,907 
No debentures. 


The paid-up capital of the E. P. S. Co. is thus :— 


5 per cent. debentures... ёва à eee £10,000 |. 
Ordinary shares. £5 fully paid ... ave 92,960 > £103,290 
Founders’ shares, 66 of £5 each... 880 vs 830 


The Е.Р.8. Co., as already announced, will go into liquidation, and 
the Pritchetts & Gold, Ltd., will change its name to that given 
at the head of this article, It will aleo increase its capital and 
alter the status of the shares. A further 20,000 5 per cent. pre- 
ference shares of £1 each will be registered; and the existing 
20.000 ordinary shares will become ordinary “A” shares, non- 
camalative, and entitled to a dividend of 15 per cent. There are 
also to be created 20,000 "B" ordinary shares of £1 each, non- 
cumulative; 14,000 ls. deferred shares (£700); also 5 per cent. 
first mortgage debentures of a total not exoeeding £20,000, 

The terms of purchase are: £10,000 debentures, 18,658 ordinary 
“В” shares, and 4, 000 deferred shares. The balance of the pur- 
chase consideration being dependent upon the valuation of stock- 
in-trade, &., at the end of the year (June 30th), cannot yet be 
stated, but it is to be paid either iu preference shares or in 
debentures, but not exceeding £10,000 in debentures, making the 
total thereof £20,000. The E. P.. Co. will take 4,000 of the 18, 
deferred shares, leaving 10,000 to be subscribed for by the present 
ordinary shareholders of Pritchetts & Gold, Ltd. The proportion 
of profit will thus be five-sevenths to the shareholders of 
а & Gold, and two-sevenths to the shareholders of the 
E.P.8. Co. 

In regard to directors, the boards of the two concerns will he 
amalgamated. Mr. G. E B. Pritchett will continue in the 
chairmanship, and Mr. James Gray will be deputy-ohairman. 
The other directors will be:—Sir James Pender, and Mesers. 
A. G. Gold, Е. C. Graham Menzies, T. W. Pritchett, С. R. D. 
Pritchett, and David Willock. Mesers. G. E. B., T. W., and O. R. D. 
Pritohett will continue to act as managing directors. The principal 
members of the E.P.S. works and secretarial staffs will hold office 
under the amalgamated concern. The E.P.S. works at Milwall will 
be closed as soon as is practicable, and the works of Pritchetts and 
Gold, at Dagenham Dock, which have only been working for a year, 
and are laid out on most modern lines, are being much enlarged eo 
as to accommodate the operations of the two businesses. The 
compeny has four acres of land there, It is interesting to note 
that the company, which has hitherto taken its supply of energy 
from outside souroes, is now building a power-house of its own 
which will render it both independent and able to deal with the 
greatly inoreased power demand that the larger business to be 
handled will involve. The offices of the E.P.8. Co., at 4, Great 
Winchester Street, E.C., and those of Pritchetts & Gold, Ltd., at 
58, Victoria Street, S. W., will be closed at the end of the month, 
and the company's office operations (estimating, secretarial and 
general business, in fact everything exoepting actual manufactur- 
ing) will be concentrated at new offices situated at 82, Victoria 
Street, S.W. 

The amalgamation of two well-known English battery manu- 
facturing concerns is an event of no small interest to the electrical 
industry. ‘E.P.S.” are household letters known all over the 
world—many electrical men learned them as part of their profes- 
sional alphabet long years ago—and they will not now disappear. 
Pritchetts & Gold, too, is a popular name among engineers and 
battery users generally. It is nearly 30 years since Mr. G. E. B. 
Pritchett first began the manufacture of batteries. In 1890 his 
work was continued under the name of Pritchett Bros., and in 
1892 as Pritchetts & Gold, at Woolwich. Five years later the 
business was removed to Feltham, and in 1901 the concern was 
formed into a limited liability company as Pritchetts & Gold, 
Ltd. Thirty years ago the late Mr. G. E. Pritchett — father 
of the three gentlemen who have enterprisingly built up 
the business now in mind—-showed, though not an electrical 
engineer, a very keen appreciation of, and belief in, electrical 
‚ matters when he founded, in conjunction with his son, Mr. 

G. E. B. Pritchett, the business of G. E. Pritchett and Co., which 
owned an electric light station at Blackhorse Yard, Rathbone 
Place—which is now a part of the Marylebone electric supply 
system. To his sons, in conjunction with those who have been 
closely identified with the operations of the Electrical Power 
Storage Co., Ltd., it has now fallen to carry through a bu-iness 
operation which indicates a keen appreciation of future possibilities, 
‚ and augurs well for economical and otherwise successful manufacture 
along lines which will ensure for the amalgamated concern a lead- 
ing place among the battery makers of the United Kingdom, and 
will enable it to make a good stand against foreign competition in 
all parte of the world when things industrial begin to return to 
the normal—if they ever do во, 
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BUSINESS NOTES. 


Advance in Prices.—Messrs. KELVIN, BOTTOMLEY 
AND BAIRD, LTD., of Glasgow, announce that owing to the recent 
rise in cost of both material and labour, due to the present war 
conditions, they are compelled to increase all prices by 10 per cent. 
as from June let. The new prices are present list prices less 
schedule discounts, plus 10 per oent. advance. 


Private Arrangements.—A. C. Вгвр, general and 
electrical engineer, 22, Regent Street, Hinckley.—The creditors 
interested herein were called together recently, when a statement 
of affairs was submitted which showed liabilities of £920, all of 
which was due to unsecured creditors. The asseta were estimated 
to realise £422, from which had to he deducted £17 for preferential 
claims, leaving net assets of £405, or a deficiency of £515. It was 
reported that the debtor started the present business a little more 
than a year ago. Prior to that date he had been in partnership 
with another man. He had little or no capital when he started the 
present business. The liabilities included cash olaims of £214, 
while the bank were creditors for £172. The bank held a guarantee 
for £100. In consequence of pressing creditors, a deed of assign- 
ment had already been executed with Mr. Millman, I. A., Leicester, 
as trustee. The creditors, after a short discussion, decided to con- 
firm the deed already executed, 


Catalogues and Lists.—Messrs. DRAKE & GORHAM, 
LTD., 1, Felix Street, Westminster Bridge Road, London, S. E.— 
8-page illustrated pamphlet (No. 233) giving prices and particulars 
of their Phoenix” electric fans, including desk, oscillating, ceil- 
ing, porthole, and box- blade types. Э. 

BRrrisH THOMSON-Houston Oo., Lrp., Rugby. — Descriptive 
list No, 6,500 (20 pages) giving very full particulars with illustra- 
tions of their steam, water and air-flow meters of various types, 
their principle, construction and installation. 

Messrs. BRITISH INSULATED & HELSBY CABLES, LTD., Prescot. 
—4-page illustrated and priced circular giving particulars of the 
Prescot twin house-wiring system (cables and joint-boxes). 

Messrs. J. Н. Hor MES & Co., Newoastle-on- Tyne. —Illustrated 
pamphlet No. 78, describing their cellular type switchboards 
(2,000—6,600 volta, А.С.) ; algo single unite for controlling the н.т. 
side of motor-generator and independent exciter control pillars. 


' STERLING TELEPHONE AND ELECTRIC Co., LTD. 210-212, 


Tottenham Court Road, London, W.—Publication No. 223, giving 
illustrated particulars and prices of their Equipoise telephone 
arm; also illustrated price-sheet of loud single-stroke bells for 
railways, mines, &c. 


Book Notices. — “ Transactions of the North-East 
Coast Institution of Engineers and Shipbuilders.” Vol. XXXI, 
Part 2. June, 1915. Newoastle-on-Tyne: The Institution, 
Price 5s. : 

" Modern Boiler Room Practice and Smoke Abatement.” By 
J. T. Hodgson. London: The Railway Review.” Price 38, 6d. 


net. 

„A. B. C. of Electricity." Ву W. Н. Meadowcroft, London: 
Harper Bros. Price 2s. 

„A Treatise on Hand Lettering.” Ву W. J. Lineham. London: 
Chapman & Hall, Ltd. Price 78. 6d. net. 

“ Circular of the Bureau of Standards.“ —No. 49, Safety Rules 
to be Observed in the Operation and Maintenanoe of Electric 
Equipment and Lines.” No. 54, “Proposed National Electrical 
Safety Code.” Washington: Government Printing Office. 


Electric Vehicles.—The latest addition to the list of 
manufacturers of electric motor vehicles is ELECTROMOBILE 
(LEEDS), LTD., whose works are at 32, Neville Street, Leeds. 
Pleasure cars as well as industrial vehicles, with carrying capacities 
ranging from 7 owt. to 5 tons, are being turned out. 


Electric Clocks.—Tue Ѕүхснвомоме Co., LTD., state 
that the industry of electric olockmaking has felt the pressure of 
war time, and this has made it easier for them to spare no less 
than 50 per cent. of their staff, who are now serving H.M. Forces 
in some capacity or another. Rapid extensions of their circuite 
of electrical impulse dials have, however, been required in 
munition factories and shipyards, and in many buildings now used 
as war hospitals. They are also extending the electric time 
circuits in Euston station for the L. & N.W. Ry. Co., at Waterloo 
for the L. & 8.W. Ry., and at Port Sunlight for Lever Bros., Ltd., 
and providing new installations of electric clocks in the Civil 
Service Commission, Burlington House, for the Office of Works; 
the new offices of the Western Union Telegraph Co., Ltd.; Messrs. 
Pilkington's Glass Works, St. Helens, &o. 


Bankraptcy Proceedings, — Denis К. BROAD RENT, 
50, Hans Place, Chelsea.— T'he first meeting of creditors was held 
on Monday at the London Bankruptcy Court under this failure. 
Mr. E. Leadam Hough, Senior Official Receiver, reported that it 
appeared from the debtor's statements that he qualified as an 
electrical engineer in or about 1890, but had never carried on 
business on his own account, When he came of age he bacame 
entitled to about £5,000 under the will of a relative, and had lost 
it all in investments in certain public companies, 
formed the British Electrical Manufacturing Оо., Ltd., with regis- 
tered offices at 37, Walbrook, E.C., and works at Putney Bridge 
Railway Arches, The object of the company was to pur- 
chase from the debtor, as a going concern, the business 
of J. D, F. Andrews & Co., Ltd., electrical engineers, which 
he had at that time purchased with his own money for 4, 600. 


In 1900 he ` 
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The nominal capital of the company was £10,000 in preference 
and ordinary shares. Under his agreement with the company the 
debtor received, in consideration of the transfer of the business, 
£2,000 4 per cent. debentures, 250 preference and certain ordinary 
shares. He was appointed director at £4 
fees. He subsequently put a farther £500 into the company, but 
about two years after ite formation the company went into 
voluntary liquidation, and the debtor altogether lost £3,000 in the 
concern. In 1905 he purchased £200 worth of shares, and sub- 
sequently a further £200 worth, in the Deuxphone Manufac- 
turing Co., Ltd, of Newton Abbot. That company carried on 
business for about two years and then went into voluntary liquida- 
tion, the debtor losing the £400 he had invested in it. He had 
been interested as director or otherwise in & number of other 
companies, over which he lost money, and no statement of affairs 
had been lodged, but the debtor roughly estimated his liabilities 
at £1,370, and did not admit insolvency. The meeting wás 
adjourned. . 

A. WHITELEY, electrical and mechanical engineer, Llandudno.— 
A first and final dividend of єз. lOjd.in the & is payable on 
June 25th, at the Official Receiver's office, Crypt Chambers, East- 
gate Row, Chester. 


Liquidation. — Ріхтзсн'в ELECTRIC MANUFACTURING 
Co., Ltb.—This company is winding up voluntarily, with Mr. Н. W. 
Kirby, of Baesishaw House, Basinghall Street, E.O., as liquidator. 


For Sale.—Bolton Corporation has for disposal four 
270-H.P. engines; four 200 kw. Ferranti single-phase, 83 cycle 
alternators, 2,000-2,200 v.; three 30 ft. by 7 ft. 6 in. Lancashire 
boilers and superheaters. Particulars are given in our advertise- 
ment pages. 


Trade Announcement.—Messrs. J. P. Strange and 
P.G. Hobbs, trading as the ELECTRICAL INSTALLATION Co., of 
42, Monson Road, Tunbridge Wells, give notice that, having been 
called up for service in H.M. Forces, they find it necessary, af any 
rate temporarily, to close their business. They have appointed 
Mr. Percy Wickenden, chartered accountant, 1 and 2, The Broad- 
way, Tanbridge Wells, receiver of the partnership assets, to whom 
all accounts should be sent for payment. | 


Catalogues Wanted.—Mr. E. Pogson, who has recently 
taken charge of the electric power installation at Ripon Camp, 
invites manufacturers to send him catalogues of engine-room 
stores, overhead-line material, switches, fuses, meters, cables, 
lamps, хс. 


- 


LIGHTING and POWER NOTES. 


Argentina.—The first electric furnace in South 
America is about to be installed at Buenos Ayres. It will, says 
La klec&rieidaud y la Maquinaria, be capable of smelting metals on 
a large scale, and will be installed in our laboratory," presumably 
that of the Instituto Sudamericano de Electricistas y Mecanicos, 
of which that paper is the official organ. : 


Ashton-under-Lyne, — SrnEEr  LicuTiNG,. — The 
reatrictions on public lighting have been relaxed, but it is not con- 
sidered desirable to go back to arc lighting, as the half-watt lamps 
which have been introduced give twice the light at half the cost. 


Barnsley,—Yersr’s WORKING, «Xc.—The electricity 
department made a profit on the year’s working of £1,115, which 
it was decided to carry to reserve account. The Works Sub-Com- 
mittee has decided to increuse the wages of stokers and drivers 
employed at the electricity works from May 20th, overtime to be 
paid for in future in accordance with local conditions and all 
broken time to be stopped, and no further payments to be made 
during absence through ill-health. The Electricity Committee 
has decided, owing to the increased price of coal, increased cost of 
labour, хс, to raise the price for current as from July let, 1915, by 
lid. per unit for lighting purposes, and by 15 per oent. for 
power purposes. The coal contracts for the next 12 months had 
recently been let at an advanced price ої: £2.400. 


Barton-on-Humber.—Restrricren LIGHTING. — Оп 
account of the suspension of street lighting the Rlectric Supply 
Association has agreed to forego half the balance of the sum due 
for the year on account of public lighting. 


Bechenham,—Price INCREAsE.—On account of the 
enormous increase in the price of coal, and the advance in the cost 
of materials and wages, the U.DC. has decided to increase the 
price of current for the ensuing quarter by 1: per cent. 


Berwick-on-Tweed.—The T.C. has decided to have the 
Council Chamber lighted by electricity, and hae accepted the offer 
of the Electric Supply Co. to tix four ceiling fittings with 100. c. p. 
lamps, 


Bidtord-on-Avon.—E.L. ScHewk.—After considering 
а propoeal by Messers. Pullan & Best, of Bradford, to provide ап 
E.L. installation for the district through a local company to be 
formed, the !'.C, has passed a resolution stating that it is favour- 
able to the proposed scheme, 


per week, inclusive of . 


Bispham.—The working of the Council's electricity 
undertaking for the year ended March, 1915, shows a deficit of 
£399, as against £616 in 1914. The estimated deficit for 1916 is 
£650. 

Bradford. —L.G.B. INquIRY.—Last week an inquiry 
was held into the application of the Corporation for sanotion to 
borrow £2,977 for the reoonstruction of cells at the destructor 
worke, Sunbridge Road. 


Carnarvon.—The Electricity Committee reporta that as 


the result of further representations, the L.G.B. has agreed to con · 
sider the application for borrowing powers for the extension to 
Bryn Seiont. 


Chesterfield. — PLANT Extensions.— The T.C. has 


received a letter from the Chesterfield Tube Co. stating that, as 
the Corporation was meeting the present demand for power, 


-it did not consider that the expenditure of the £5,000 which 


the Corporation found ne need be undertaken on ita 


account.alone. The Council has decided to purchase an alternator, 


boiler, superheater, mechanical stoker and economiser, at a total 
cost of £2,706, and it was stated that it was hoped in the near 
future to complete the scheme which the Electrical Committee 
brought forward in February, 1914,— Vottingham Guardian. 


Continental, — Francr.— Work has recently been 
completed on the new hydro-electric power plant near Bramis, in 
the Valley of the Rhone, for the Socié:ó d'Aluminium de 
Neuhausen. The water power of the River Borgne is utilised, the 
water being taken in the Eriny Valley and piped to Bix, whence 
to the power plant—which is equipped with turbines of a total 
capacity of 30,000 H.P.—a fall of nearly 400 ft. is obtained. The 
current generated is being used in the Neuhausen Co.'s works at 
Chippis, where a total of no less than 100,000 H.P. is now 
available. І 


Darwen.—INcREASsED PRicEs.— The Corporation bas 
decided to increase the charges for electricity for public and private 
lighting by 10 per cent., and for power purposes by 20 per cent, 
apart from sealed contracte and tram ways. 


Great Harwood, —E.L. ScHENME.— The proposed elec- 
tricity scheme has been deferred in consequence of the war. Appli- 
cation is to be made to the B. of T. for a renewal of the Electric 
Lighting Order. 


High Wycombe.—Price INcREAsE.— The Electricity 
Co. has increased the price of current for power, lighting and 
heating by 10 per cent. as from July 1st. 


Hexham. —INcREASKD PRICES.— The Hexham and Dis- 
trict Electric Supply Co., Ltd., has given notice that the charge 
for current for lighting purposes will be increased from 5d. to 6d. 
per unit from Jaly lst; terms, discounts, £c., remain unaltered.— 
Newcastle Daily Journal, 


Heywood.— Г.олх Pertops.—The I. G. B. is to be 
asked to fix an «qa2ated period for the borrowing of 4535; 
sanctioned on Maron 206 zh last, for the electricity undertaking. 


Ilford.—The proposed new tariffs have been referred to 
a small sub-Committee to consider in detail and report. The Elec- 
tricity Committee has deferred, for the present, a report of the 
electrical engineer on the question of providing mechanical stokers 
for two boilers at the works. The electrical engineer is in com- 
munication with a firm of accumulator manufacturers respecting 
a supply of current for their projected new works. 


Kilkeel (Co. Down).—PROOSRHD E.L.—The Council 
has decided to apply to the Irish L. G. B. for powers for the electrio 
lighting of the town. 

King's Lynn.—Yxan's WonkINa.— The annual accounts 
of the Council's electricity undertaking for the 12 months ended 
March 3lat last show that the income amounted to £7,992, as 
against £8,519 in 1914; the expenditure was 2,613, as compared 
with £4,742 in the previous year, leaving a profit of £1,350, as 
against £1,776. It wae decided that the whole of the aurplos 
should be applied in reduction of capital money borrowed for 
electricity purposes. The total number of units sold was 615.803, 
as compared with 669,87 4,and the average price obtained was 276d. 
рег unit. as against 20d. The Electricity Committee has decided 
to reduce the charge for public lighting for the year by £300, 0wiog 
to the restricted lighting. 


Kirkraldy.— FIN ANOIAI, ESTIMATES.— The Corporation 
Electric Lighting and Tramway Committee has submitted the 
estimates for the ensuing year. Owing to the rise in the price of 
coal, the detisiency in the electricity department is estimated at 
about & 3,000, to meet which it has been decided to increase the 
price charged for private lighting and power by 25 per cent., and 
for tramway supply by d. per unit. To meet the Icss on the 
tramways it was decided to abolish all overlapping of Id. stage. 


Long Eaton.—ErkcrRICcITY CHarcrs.—The following 
revised scale of charges for current has been adopted by the 
U.D С. :—Domestic lighting, 4d. per unit, less 5 per oent.; fac- 
tories, 3rd. per unit for the first 2,000, and 24d. beyond; publio 
lighting, 2d., less 5 per cent.: power. 114. for the firat 1,500 units, 
'85d. beyond, less 5 per cent.; heating and cooking, Id., less 5 per 
cent, 
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Linton.—WokkHousEe LigHTING.—Owing to the heavy 
rates payable to the County Council, the Board of Guardians bas 
decided that it cannot incur the expense of the proposed electrical 
installation at the workhouse premises. | 


London.—FULHAM.— The linking-up scheme of th 
boroughs of Battersea, Hammersmith, and Fulham provides for 
the laying of connecting between the generating stations, 
and the provision of suitable transforming plante at each station. 
The cost of the mains and their maintenance is to be shared 
equally by the three Councils, the work to be carried out under 
the supervision of the Falham Council. Each Council will bear 
the cost of its own transformer statior and transforming plant. 
It is proposed that the agreement giving effect to the scheme sball 
be for a period of 25 years, and that each Council shall extend its 
plant, in rotation, as and when the combined generating plant is 
insufficient to meet the combined maximum demand in the 
three areas of supply concerned, Falham to be the last to extend. 
The charges to be made have been provisionally agreed and are 
mutaal, and subject to revision every five years. The estimated 
cost of the connecting mains is £17,441, of which the Fulham 
Council will be responsible for one-third or £5,813, and the 
estimated cost of providing the transformer room aud trans- 
forming, Ko., plant at the Townmead Road station is £2,562, 
making a total of £8,376. It is anticipated that only part of the 
connecting mains provided for in the above estimate will be laid 
in the first instance. The Electricity Committee recommends the 
Council to approve the scheme subject to the agreement being 
approved оу the Law and Parliamentary Committee, and that 
application be made to the Board of Trade and the L.O.C. for 
manction to its adoption, and to the Treasury for sanction to the 
necessary loan to carry out the work. 

WooLwicH.—An agreement has been sealed with the Secretary 
for War for the supply of electricity to the Bostall Heath Camp. 
The Eleotricity Committee reports that, up to the present time, no 
meter rente have been charged to customers, except in special 
ciroumstances. Having regard to the fact that it often happens 
that more than one meter is required in a private house, and two 
or more, per service, in a business house, it has been decided to 
charge 18. 6d. per quarter for additional metera when more than 
one is required for a private house service, and more than 
two are required for services to business premises, 

MARYLEBONE.—The B.C.à Finance Committee recommends 


application to the L. G. B. for sanction to a loan of £5,450, to cover 


expenditure on mains, including this year's expenditure. 

The E.L. Committee has arranged suitable accommodation for, 
and come to an agreement with, Edison Aocumulators, Ltd., 
whereby the latter for five years will carry out the charging of all 
vehicles brought to the Council The company agrees to take 
100,000 units during the first year, and not less than 250,000 units 
a year subsequently, excluding energy ueed at premises other than 
the generating station, Blandford Street and Rathbone Place. The 
prices quoted by the Council vary from }d. to jd. per unit. 

HAMMERSMITH.—The Electricity Committee in reporting on the 
proposed linking up scheme with Filham and Battersea B.O.'s., 
points out that the Battersea B.C. must meet certain large 
additional demands for electricity in the immodiate future, and 
this oan only be done, the Committee ia informed, by an extension 
of the Battersea existing station or by putting into operation at an 
early date the proposed linking-up scheme. 

The Committee recommends approval in principle of the scheme 
subject to the necessary consents being obtained and to a satis- 
factory agreement being entered into. \ 


Market Drayton.—PusLic Licutixc.—The U. D. C. 

. has decided to aek the local Electric Lighting Co. for ita terms 

for lighting High Street and Shropshire Street, and converting the 
lamps. | 


Melton Mowbray.—The Electricity Co. has applied to 
the B. of T. for permission to use 200-volt overhead lines in the 
town. 


Middlesbrough.—The L.G.B. has sanctioned borrowing 
powers to cover expenditure for laying electricity mains to works 
engaged on making munitions, but not for supplying electricity to 
ordinary consumers. 


Rawdon.—E.L. снеме, —Тће D.C., after considering 
the report of the conferenoe of the local Wharfedale authorities 
regarding the provision of electricity for the district, has decided 
not to join in the scheme, 2 


Restricted Lighting.—The following additional regula- 
tions regarding lighting appeared in the London Gazette :— 

The Secretary of State may order that all lights shall be extin- 
guished or obecured between any hours, and within any area, and 
if no police constable is available to see that the order is obeyed, 
“апу soldier or sailor on sentry patrol, or other similar duty," may 
enter premises, or stop and seize any vehicle to extinguish or 
obscure the lights. 

No coloured lamp may be carried on any vehicle other than a 
locomotive or railway carriage without lawful authority, unless 
such light is already authorised by law. Lights carried in vehicles 
are not to be capable of movement independent of the movement 
of the vehicle." 


St. Annes-on-Sea.— PRICE INcREASE.— The U. D. C. has 
decided to increase the price of electricity for private lighting by 
one halfpenny per unit, and to add 10 per cent. to the price of 
current for all other purposes except cooking, 


Salford.—Prorosep New PrANT.—The question of the 
supply of а 5,000-Kw. turbo-alternator at the Frederick Road elec- 
tricity station, at an estimated cost of £16,200, is under con- 
sideration. 


Sheerness.—L.G.B. IN OUIRT.— An inquiry was held on 
June 8th into the application of the U.D.C. for a loan of £5,000 
for the extension of the refuse destructor. There was no 


opposition. 


Shipley.—Price INcnEAsE.—From July Ist the charge 
for eleotrioity for lighting purposes will be 4d. per unit, and for 
power purposes the present charges are to be increased 10 per cent. 


Slaithwaife.—E. L. ScHEME.— The Council has decided, 
owing to the fact that the L. G. B. has intimated that it is not 
prepared to sanction any loans for publio works during the war, 
and on account of the abnormally high prices of labour and 
materials, that the electric lighting scheme for the district should 
be temporarily suspended. 


Stratford-on-Avon.—The Electricity Co. has asked 
the T.C., in view of the increased cost of coal, labour, &o., to allow 
it to charge a maximum of 6d. per unit for current instead of 5d. 
аз per an agreement with the Corporation, although it was pro- 
posed at present to charge consumers only 54d. The Council has 
referred the matter to & Committee, who will go into the agree- 
ment and report. 


Teignmouth.—PROV. ORDER. — The B. of T. has 
issued a prov. order for E. L. to Mesars. J. W. and A. Purves, and 
the U. D.C. has decided not to oppose the confirming Aot. 


United States,—The Daily Chronicle's New York 
correspondent says a wide conspiracy exists to destroy plants in 
event of trouble between Germany and America, and the American 
Government has warned munition manufacturers to have their 
factories heavily guarded. Some have already electrically-charged 
wire fences 6 ft. high ereoted around them. 


Walsall,—Year's Workinc.—The accounts of the 
Corporation electricity undertaking show a profit of £1,385; 
asum of £1,012 is transferred in respect of obsolete plant. The 
Electricity Committee recommends that this profit should be 
applied in reducing the debt on switchgear and plant to be super- 
seded on the completion of the new station, and also to carry 
forward £639. 

New Power STATION.—Iu view of the slow progress at 
the Birchills power house, together with other circumstances 
consequent upon the dislocation caused by the war, the Elec- 
tricity Committee has considered the question of how to meet 
the demand during the coming winter, in the event of the new 
plant not being ready. The Committee has decided that no further 
plant be provided at the Wolverhampton Street works. 


Warminster.—E.L. ScmExE.—Mr. J. Н. Edwards, 
promoter of the E.L. scheme, has informed the U.D.C. that the 
parties interested in the inatter are not able at present to decide 
definitely as to the site forthe generating station, and are unwilling 
to bind themselves in any way at the present time. 


Watford.—PRICH INcREAsE.—The U.D.C. has, owing 
to the enormous increase in the price of coal, advanced the price of 
current for lighting by 124 per cent., and for power, &c., by 10 per 
cent. 


Wimbledon.—In regard to the B.C.'s application for 
permission to ‘supply electricity to 15 houses in the parish of 
Cuddington, and in the Epsom Rural District, the B. of T. is not 
prepared to make an order under the section in respect of such a 
large number of premises, and suggests that the Corporation should 
apply for a prov. order to extend its present area of supply. 


Yarmouth.—YEAR’s WogKING.—The annual accounts 
of the Corporation Electricity Department for the year ended 
March 31st, 1915, show a gross profit of £9,250. After payment 
of interest and oustanding charges of £8.630, £188, the final 
instalment of the cost of the mechanical stokers and the alteration 
of the system of street lighting, there was a net profit of £132, 
which waa carried to the appropriation account, | 

The Electricity Committee has reduced by one-third the charge 
of £591 for street lighting. | 


TRAMWAY and RAILWAY NOTES. 


Aberdeen,— Yrar’s Workixu.—The total revenue for 
the past year of the Corporation tramways was £87,986, and the 
inorease, as compared with 1913-14, was £2,722. The number of 
passengers carried was 22,866,761, as against 20,966,394, an increase 
of 1,900,367, allowance being made for soldiers’ free tokens. The 
miles run numbered 1,907,377, against 1,832,587. 


Bolton.—In connection with the movement of local 
tramway workers to secure advances of wages, the men have 


decided to ask the Tramways Committee to grant an advance of 
a 14. an hour in July, and a further 1d. on January let next. 
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Bolivia,—According to information published by the 
newspapers of Bolivia, the construction works will shortly be 
taken in hand of the electric tramway from Yungas to La Paz. 


Continental.—ItaLy.—A_ concession has lately been 
granted for the construction and working of an electric tram- 
way between Turin, Sassi and Superga. 


Dartford.—Messrs. Balfour, Beatty & Co., Ltd., have 
applied to the B. of T. for the time for the completion of 
the tramways under the 1911 order, to be prolonged until 
Avgust 18th, 1918. 

On the advice of the engineer-in-chief, the Metropolitan 
Asylums Board has approved of the installation of certain points 
and crossings for s projected siding of the tramway system at the 
Joyoe Green Hospital. | 


Ноте. — Е лти,евѕ TnacTIoN.—The T.C. is recommended 
to agree to an extension of time for completion of the tbrough 
railless system until two years after the termination of the present 
war, and that the conditions resulting from the Brighton and Hove 
Acts of 1912 be extended over the period named. 


London.—The L.C.C. Highways Committee is giving 
careful consideration to the case of those employés who remained 
loyal during the strike. During the four weeks ended June 2nd, 
the number of passengers carried was 25,789,651, as against 
42,025,436 in 1914, a decrease of 16,235,785. Traffic receipts 
amounted to £109,547, as compared with £178,848, showing a 
decrease of £69,301. 

The Select Committee of the House of Commons has paseed 
the L.C.0. scheme for extending the existing tramways from the 
Aldgate terminus, down Mansell Street, and across Tower Bridge 
ee to Tower Hill, terminating by a loop round Trinity 

uare. 

The Highways Committee recommends that the arrangement 
made in July, 1913, that any surplus from the working of the 
Council's tramways should be paid into the renewal fund, be 
extended for a further period of two years from April lst, 1915; 
also that the basis of the provision to be made be reconsidered at 
the end of that period. 


Quarry Bank.—The Quarry Bank and District Light 
Railways (Transfer) Order, 1912, expires in August, and Messrs. 
Balfour, Beatty & Co. have informed the U.D.C. that circam- 
stanoes bave rendered it impossible for them to proceed with the 
scheme, and that in view of present conditions it is inadvisable to 
apply for an extension of time in view of the unlikelihood of them 
being able to deal with the matter in the future. The Council 
has referred the matter to the Brierley Hill, Quarry Bank and 
Rowley Regis Light Railways Joint Committee. 


Northampton.—Yerar’s WorkING.—The accounts of 
the Corporation tramway undertaking for the year ended March 31at 
show that after the payment of interest and instalment of loans 
there was a credit balance of 31,581, of which £651 has been 
placed to the reserve fund. Thesum of £5,000 is to be debited to 
the reserve fund, now standing at £11,420, and oredited to the 
unexpired loans fer the original Kingsthorpe system prior to the 
Kingsthorpe and Far Cotton extensions. 


Sunderland.—The reserve, renewals and compensation 
funds of the tramways department now amount to £15,044, the 
sum of £4,064 having been added during the year. There has been 
a falling off in the receipts during the last two months of £503, 
equal approximately to 4 3,018 per annum. Altogether 83 of the 
employés have left to join the military or naval service or to engage 
in war work. " 


Tottenham.—It has been suggested that the D.C. 
should enter into an agreement with the Metropolitan Electric 
Tramways, Ltd., as to the repair and maintenance of the tracks in 
Tottenham under the jurisdiction of the company. The General 
Parposes Committee of the Council has instructed the clerk to 
negotiate with the Tramways Co accordingly. 


Walsall.—The Corporation Tramways Committee 
recommends the purchase for £900 of land adjacent to the Corpora- 
tion tramways depot from the Birchall's Estate Co., as a site for a 
depot for the motor-'bus service. 


Yarmouth,—Year'’s Workixc.—The report of the 
Corporation tramway undertaking for the year ended March 31st 
last, shows a gross profit of £5,706, ax compared with £8,031 in 


the previous year; loan charges, \c., amounted to £7,041, leaving 
a deficiency of £1,294. f 


See, — — — — 


TELEGRAPH and TELEPHONE NOTES. 


Adriatic Cables Cut.—0n June 5th the cables uniting 


the Continent to the islands of the Dalmatian Archipelago were 
cut by the Italian Navy. 


Argentina,—A new company which has just acquired 
the generating station at Jujuy intends to reconstruct and extend 
the telephone network in that province. The capital town is to be 
placed in communication with the departments to the east and west. 


affording connection with Perico del Carmen, San Pedro and 
Ledesma, 


France (Algeria).—The Chamber of Commerce of 
Algiers has been authorised to lend a sum of £2,976 to the 
Government-General of Algiers, in order to establish a telephone 
system between Warnier, Malakoff, Maseéna, Lamartine, Beni-Indel 
and Bou-Caid.— B. of T. Journal, 


Illicit Wireless.—A school teacher named W. R. Walker 
was charged at Castle Eden Police Court, Durham County, on 
Saturday last, with being in possession of wireless telegraphic 
apparatus at Trimdon Grange. The defendant, who had informed 
the Post Office in August last that he had wireless apparatus 
(which waa dismantled at the outbreak of the war), was fined 
£5 5s. 


4 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—MELBOURNE.—4Aug. 11th. One 1,000-kv. 
D.C. generator complete, liquid starter, &c., for City Council. Bee 
" Official Notices June ith. 

ADELAIDE.— July 14th. Galvanised-iron wire, for P.M.G.'4 
Department. See "Official Notices” June 4th. 

SvDNEY.—July 19th. City Council. Fuses and fuse-boxes, City 
Electrical Engineer (102. 60.). 


Basingstoke.—Installation of electrical plant, including 
engines, dynamo, battery, cables, &c., at Park Prewett Asylum. 
See “ Official Notices to-day. 


Bolton, — June 23rd. Corporation. 30,000 tons of 
bituminous engine slack, nuts, or peas, for the Electricity Com. 
mittee. Forms of tender from Mr. W. J. H. Wood, Borough 


' Electrical Engineer. 


Brighton.—June 22nd. Electrical fittings, for the Board 
of Guardians. Particulars from Mr. Н. Burfield, Clerk, Princes 
Street. 


Dublin.—June 21st. installation of electric light at 
the Technical Schools, Rutland Square, for the Education Com- 
mittee. Particulars from Mr. J. Clark, Technical Institute, Bolton 
Street. 


Eastbourne.—June 26th. 160 ft. of 14-in. cast-iron 
ciroulating water piping and valvee. See Official ‘Notices 
June 11th. ! 


Edinburgh.—June 21st. Two 5,000-kw. turbo-alter- 
nators and condensing plant, for Portobello supply station. See 
" Official Notices May 21st. 


Erith.—July 5th and 19th. U.D.C. One water-tube 
boiler with superheater, economiser, automatic stoker, steel 
chimney, induced-draught plant, steam valves, steam pipes, and 
all auxiliaries. One 2,000-км., н.р. turbo-alternator, with con- 
densing plant, switchgear, and all accessories. See Official 
Notices to-day. 


Exminster.—June 29th. Electrical appliances for 8 
year, for Devon County Lunatic Asylum. Mr. H. E. Morgan, Clerk. 


Glasgow. June 19th. School Board. Installation of 
electric light at Springbank Publio School, Henshaw Street. 
Specification from the School Board offices, 129, Bath Street. 


Halifax.— July 1st. Corporation. One 5,000-KW. 
turbo-alternator complete with condenser ; two natural-draught 
chimney-type oooling towers; one water-tube boiler, superhester 
and mechanical stokers. See ‘‘ Official Notices to-day. 


London. — METROPOLITAN ASYLUMS Boarp. — June 
30th. Lighting installation at the Grove Fever Hoepital, Tooting 
Graveney, S.W. See Official Notices" June 11th. 

Fu LHAM.—June 30th. 11,000 tons of coal, for the Borough 
Electricity Works. See Official Notices June 11th. 


Nottingham.— June 24th. Twelve months’ supply of 
coal for the Corporation generating stations. Mr. H. Talbot, 
Electrical Engineer, 


Ranvoon.—August 11th. Installation of a system of 
fire-alarme. for the municipality. Specification (10s.) from Mesam. 
Ogilvy, Gillanders & Co., 67, Cornhill, Е.С. 


Roch ford. —The D. of 6. is recommended to invite 
tenders for the installation of a system of electric belle, indicators 
àc., at the infirmary. 


Salford,—June 28th. Supply of stores, including cable, 
&c., for the Electricity Department. See "Official Notices to- do. 
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Spain.—The Spanish Ministry of Posts and Telegraphs, - 


Madrid, is inviting tenders Tor the establishment and working, 


during a period of 20 years, of telephone exchanges in the towns 
of Monforte de Lemches (Province of Lugo), Guadix (Granada), 


Betanzos (Coruna), Durango (Vizoaya), Cabeza de Buey (Badajoz), 
Нато (Logrono), Tudela (Pamplona), Vinaroz (Castellon), and 
Baza (Granada). 


Tenders bave lately been invited by the municipal authorities ' 


of Pinille del Toro (Province of Zamora) for the concession for the 
eleotric lighting of the town. | 

July 31st. The Spanish Ministry of Publio Works in Madrid is 
inviting tenders for the conoession for the construction and 
working of an electric tramway between Mongat and Tiana 
(Province of Barcelona). An application has already been made 
for the concession, but, in accordance with the usual custom in 
Spain, the project is being put up to public tender. 


Tasmania. — Launceston.— July 26th. Sub-station 
equipment. Section I, Converter machine, switchgear, &c. ; Section 
II, Underground feeder cable. Specification (218.) from the City 
Electrical Engineer, Town Hall. d 


Walsall and West Bromwich.— July 5th. Lighting; 


heating apparatus; drainage and septic tanks, for Unions Joint 
Committee. See “Official Notices" to-day. 


Warringten.—June 18th. E. H. r. cable, for Electricity 
and Tramways Committee, See "Official Notices” June llth с 


Wigan.—June 21st. Corporation. Two water-tube 
boilers with mechanical stokers. See “Official Notices June 11th. 


CLOSED. 


Australia.—^5YDNEY.—4According to the Sydney Sun, 
the City Council received the following tenders :— 


Incandescent lamps.— 
Aust. General Eleotrio Co.—Vacuum, £868 15s. ; nitrogen, £8 15s. 8d. 
Do. do. —Alternative A: Vacuum, £918 156. 
Lawrence & Henson.— Vacuum, £957 бв. 104. ; nitrogen, £2 12s. 
British General Electric Co.— Vacuum, £1,119 10s. 
Aust. General Electric Co.—Vacuum, 21,843 lts. 
British General Electric Co.'s tender recommended for acceptance for 
vacuum lamps; Aust. General Electric Co.'s tender for nitrogen lamps 


recommended for acceptance. 

Coal schates.— | 
W. Elder & Co... . . £280 Watt & Murdoch . . £486 
Storey & Keers .. .. 812 James Connolly .. 682 


W. Elder & Co.'s tender recommended for acceptance. 


The following contracts have been placed : — 


N.8. W. Railways and Tramways Department.— 
Quadruple turntable for White Bay power house, £649.—H. Vale & Sons. 
Metropolitan Board of Water Supply, Sydney, annual contracts.— — ' 
кеа. congas We G. Watson & Co., Ltd., 824 per cent. below 
schedule. 
Blectrical sundrics.—Lawrenoe & Hanson Electrical Co., Ltd., 15 por 
cent. below schedule. 
Electrical wires and eables.— W. T. Henley's Telegraph Works Co., Ltd., 


7% per cent. below schedule. 
South Gippsland (Vic.) Creamery & Butter Factory, Ltd.— 


Generator, three-macuine booster, switchboard, 140-amp.-hour Chloride , 


battery of 125 cells, cables, &c., £751.—Sutherland & Ashman. 
— Tenders, 


Barnet.—In connection with the installation of electric 
light at the Nursery, the Guardians have accepted the tender of 
Messre. Baxter & Caunter for the supply of the necessary material, 
at £35. The actual work is to be entrusted to the Board’s 
engineer. | | 


Barnsley.—The Electricity and Lighting Committee 
has accepted the following tenders for coal :—Mr. R. E. Williams, 
3,250 tons; Messrs, J. Wilby, Ltd., 3,250 tone. 


Carlisle,—The T.C. has decided to renew for a period 
of 10 years, at £55 per annum, the agreement with the Tudor 
Accumulator Оо., Ltd., for the maintenance of the lighting battery 
at the electricity works. 


Chesterfield. — The T.C. has accepted the following 
"tenders for plant for the eleotricity works :— 


British Westinghouse Co., Ltd.— 400K w. alternator, &., £877. _ | 

Babcock & Wilcox, Ltd.—Boiler, £997; superheater, £195; mechanical 
stoker, £280. 

Clay Cross Iron Co., Ltd.—Economiser, £359. 


Croydon.—The Lighting and Electricity Committee 
recommends that contracts be entered into with the following 


J. H. Gilman & Co.—8,000 tons Kingsbury Ryder beans, 24s. 10d. per ton ; 
2,500 tons Mapperley small nuts, 258. 6d. per ton; 8,600 tons Portland 
i and 1055 slack, 23s. 6d. per ton. 
Cleeves & Co.—3,000 tons of Shipley peas,, Manners peas, Mapperley small 
nuts and Manners small nuts, 258. 6d. per ton. zi FEST 


Darlington. — The T.C. has accepted the following 
tenders for the electricity works :— 


Cochrane & Co., Ltd.— Condensing water pipework. 
British Thomson-Houston Co., Ltd.— H.T, switchgear. 
Musgrave & Co.—Induced-draught fan. 


Gosport. — The contract for the installation of the 
electrio light at the new Girls’ Hostel, Milton, has been secured by 
Messrs. W. N. Waltere, of Gosport. 


Gravesend.—As the Western Electric Co. is unable to 
supply cables under the schedule contract prices, the T.C. has 
decided to obtain quotations from that company and from Messrs, 
Henley's, Ltd., and to acoept the lowest, | 


Heckmondwike, —The U.D.C. has sealed a contract 
with Mr. F. E. Moss for 2,000 tons of coal for the electricity works. 


London.—BxnzwxoNpsEkv.—The Electricity Committee 
recommends the purchase of 2,000 tons of Mansfield nutty slack 
from Messrs. Usher & Co., at 19s. 9d. per ton, and 1,200 to 2,000 
одао, Shipley nuts from Messrs. Myers, Rose & Oo., at 228. 6d. 
per ton. fa 

HAMMERSMITH.—The Electricity Committee reports that up to 
the present the Council has authorised the Committee to purchase 
and store up to a maximum of 6,000 tons of coal; orders to 
the amount of 3,850 tons have been placed. The Committee is 
of opinion that full advantage should be taken of the coal-storage 
facilities now in working order at the generating station by main- 
taining a more adequate reserve than the present authority 
permite, in order to avoid possible contingencies, and recommends 
the Cotnoil to acoept the following offers :— 

Cory Bros. & Co., Ltd.—2,000 tons of Gedling 4-in. High Hazel slack, at 

17s. 9d. per ton. 

Harrison.—8,000 tons of the ooals submitted, at 18s. 7d. per ton. 

G.P.0.—The tender of the Edison & Swan Co. for a six months’ 
supply of Royal Ediswan (tungsten) drawn-wire lamps has 

accepted. | 

The tender of the Alpha Manufacturing Co, has been accepted 
by the Metropolitan Asylums Board, at £32, for installing electric 
radiators at the head office, Embankment, E.C. | 


. Lowestoft, — The E.L. Committee recommends the 
acceptance of the tender of Messrs. Bradbury, Son & Co., Ltd., for 
the supply of 500 tons of ооа], at 198. 3d. per ton; also that of 
Messrs, Kaye, Son & Harper for 2,000 tons, at 198. per ton. 


Manchester. — The Corporation has placed an order with 
Messrs. Ed. Bennis & Co., Ltd., for four complete chain-grate 
stokers, each 8 ft. by 14 ft., for the new B. & W. boilers recently 
installed in the electricity station. е 


Meter Contraets,—The Stoke-on-Trent Council has 
placed a portion of its contract for p.c, metere for 12 months with 
the Electrical Apparatus Co., Ltd. Messrs. Chamberlain and 
Hookham, Ltd., have also received a contract from Stoke-on-Trent 
for meters for the coming year. 


Salford.—The Т.С. has accepted the offer of the British 
Westinghouse Co. for а 5,000-Kw. turbo-alternator at the electricity 
station, Frederick Road, for £16,200. At a special meeting held 
on Wednesday it was stated that last October the Council autho- 
rised the acceptance of an offer of a 5,000-Kw. turbo-alternator 
from a Rugby firm, but the latter had since intimated their 
inability to complete the contract in time for next winter's load. 
It was necessary that plant should be obtained, and that was why 
the present proposal was made, 


Southend-on-Sea.—In reference to the tender recently 
accepted by the Council for an overhead travelling crane required 
for the new sub-station, the contractors having stated that they 
are unable now to supply these cranes at the amount of their 
tender, the Committee has decided that only the one crane required 
at the Leigh sub-station be purchased at the present time. The 
tender of Messrs. Е. Carrick & Sons, at £167, is to be accepted. 
The Corporation is recommended by the Light Railways Committee 
to accept the tender of Messrs. Edward Le Bas for а half-mile of 
overhead trolley wire, at 1114. per pound. 


Swansea. — The tender of the British Westinghouse 
Electric and Manufacturing Co., Ltd., has been accepted by the 
Electricity Supply Committee for a 250-Kw. rotary converter, 
transformer and ewitchgear, at £970. 

The offer of Messrs. J. R. Davies & Co. to supply oval to the 
electricity station at 20s, 6d. per ton, for a period of nine months, 
has been accepted. 


Wolverhampton.—The T.C. has accepted the following 
tenders :—, 
Underfeed Stoker Co., Ltd.—Automatio stokers for No. 9 boiler at the 
electricity works, at £600. | 
Holly Bank Coal Co., Ltd.; W. Н. Bowater, Ltd.; and W, Harrison, 
Ltd.—Fuel for the electricity works. , : 
Brentnall & Cleland,—Coke-dust fuel for the electricity works. 


FORTHCOMING EVENTS. 


‘Incorporated Municipal Electrical Assoclation.—Friday, June 18th. At 
Institution of Electrical Engineers, Victoria Embankment, W.C. At 
9.30 a.m., Council Meeting; 10 a.m., Annual General Meeting. 


North of England Institute of Mining and Mechanical Engineers.— 
Saturday, June 19th. At 2 p.m. At Wood Memorial Hall, Newcastle-on- 
Tyne. General Meeting. 


Physical Society.—Friday, June 25th. At Б p.m. At Imperial College of 
Bcience, South Kensington, S.W., Papers on А Theory of the Electrical 
Resistance of Metals," by Bir J. J. Thomson, and on.“ An Unbroken А.С. 
tor Cable Tclegraphy," by Lieut.-Col. Squier. 
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REVIEWS. 


Electric Mine Signalling Installations. 
PATERSON. London: Constable & Co. 
net. 


The author's aim is to provide a book useful to practical 
men engaged in mine signalling work. Bearing this in 


By G. W. L. 
Price 4s. 6d. 


mind, we believe he has devoted too much space to very 


elementary matter and not enough to types of apparatus, 
their installation and maintenance. Nothing is said con- 
cerning the avoidance and treatment of “troubles,” but 
these topics are of prime importance to the practical worker. 
The first half of the book might profitably be condensed, 
leaving more space available for the treatment of complete 
signalling circuits and equipment. In Chapter II, the 
internal construction of the enclosed ringing keys and tappers 
should be illustrated in the interests of students or 
beginners, to whom this and the following chapters will 
chiefly appeal. The action of belle, signal alarms and 
relays is described very fully in Chapter III, which is 
admirably illustrated. The average colliery electrician can 
hardly need sach detailed treatment of this elementary topic, 
and would surely prefer to see more space given to the 
special methods, problems, and apparatus of mine signalling. 
Some of the indicators mentioned in the earlier pages of 
Chapter IV cannot be considered suitable for present-day 
use, and the description of some of the more modern 
types should be amplified. Chapter V dealing with 
electric generators, transformers, rectifiers, and accumu- 
lators for mine signalling circuits is very satisfactory, but the 
next chapter, on primary cells, occupies 29 pages and should 
be shortened considerably, particularly since the use of these 
cells is becoming less common in up-to-date installations. 
In Chapter VII the author describes and illustrates clearly 
the different arrangements of signalling circuits available, 
but does not sufficiently emphasise the fact that visual shaft 
signalling ів now compulsory in this country. The rule on 
this point is given in the appendix, but its effect in restrict- 
ing the choice of apparatus is overlooked. Several very 
reliable signalling systems complying with the latest rules 
are not mentioned. The chapter on engine plane signalling 
is very useful, as, too, are those on shaft and engine plane 
signal wiring. The collection of English and American 
Rules in the appendix, and of symbols for mining map cir- 
cuits, &c., deserves mention. The production and indexing 
of the book are excellent, and by curtailing the elementary 
sections and amplifying those of more ‘special nature, 
the author could easily convert this into a manual indispen- 
sable to the colliery electrician. ^ At present the book is 
rather dear. | 
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Model Answers to Test Questions in Wireless Telegraph. 
Series 1 and 2. London: The Wireless Press. *Price 
18. each set (net). 


Series 1.—This little book of answers is a thorough and 
painstaking attempt to get the very best out of the series 
of test cards that we reviewed in our issue of January nth. 

The answers are very full, and although a little con- 
veraational in places, there can certainly be no better answer 
to the question: What happens when a piece of rubbed 
sealing wax is brought near some small pieces of paper? 
than Try for yourself; you may find out something which 
is not mentioned in any text-book." 

The Model Answers to Series 1 naturally suffer on account 
of the defect noted in the cards, viz., a lack of sequence. 
This inevitably leads to repetition in the answers, and 
results in such anomalies as the reference to T and L aerials 
on page 10, and their description aud illustration on page 
72. There are also a number of minor errors. x is used 
instead of А, and there is a muddle in the variations of the 
v = n à formula on page 31; 97 should read “ 96 " on 
page 52, and in the answer to question 102, frequency 
proportional to 1 v length” should be ‘frequency pro- 
portional to ! / / length." The diagrams are in some cases 
microscopic. The best answers are those on Changes of 
Energy, on page 59; Magnetic Detectors, on page 71; and 
Aerials, on pages 71 to 75. 
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Series 2.—The answers to this series are insufficiently 
illustrated ; the only section to which this does not apply is 
that on Aerials. There is too much reference to Hawk. 
head's Manual for diagrams, and there are futile attempts 
to describe such apparatus as Wimshurst machines, elec- 
troscopes, and cells without the aid of any diagrams at all. 
The sections on Resistance, &c., and the more technical 
answers to Cards 22 to 47 are, however, much more 
satisfactory. | 

The student who writes conscientious answers to the test 
questions and then refers to these Model Answers, cannot 
fail to gain a sound knowledge of wireless telegraphy. At 
the same time, he will learn how to express himself clearly 
and scientifically—a by no means small achievement.— 
P. H. S. K. 
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NOTES. 


. Water-Power Utilisation in Sweden.—The annual 
Year Book of the Swedish Chamber of Commerce in London, jast 
issued, contains an article on the subject of the utilisation of 
water-power in Sweden. It is based partially on an article by Mr. 
W. Borgquist, which recently appeared in the Teknisk Tidskrift. 
and partly on a pamphlet issued by the Swedish Water-Power 
Association. 

According to the Swedish Board of Trade statistics, water-power 
was estimated in 1912 at 60-65 per cent. of the total effective 
power, but as water-power is used, on an average, for a longer 
period than steam power, the actual value may be put at 80 per 
cent. The figures show its importance in the question of power 
economy in Sweden, and the extent to which the country has made 
itself independent of imported fuel. | 

It is only during the last 10 or 15 years that water-power has 
been brought largely into use, i^, since the technique of power 
transmission became more generally known. The newly-established 
electrochemical and electrothermal industries are practically 
dependent upon an ample supply of eleotrical energy generated 
by water-power. Among the most important power stations in 
Sweden, from south to north, are the following :— 


Н.Р, 
South Swedish Water Power Oo, ... -— .. 27,000 
. Hemejo Water Power Co. ... - eee e. 10.280 
Yngeredsfors Water Power Co. sis ... 16,250 
Trollhattan (State-owned, to be extended to 
110,000-120,000 H.P.) "T са T ese 80,000 
Gullspang-Munkfors Water Power Со. ... .. 16,950 
Guldsmedshytte Co. T M sin e 6,750 
Virsbo-Ramnas Water Power Co. ... sis e. 3,045 
Untra Water Power Works (still under construc- 
tion, belonging to the City of Stockholm) 42,000 
Alfkarleby Water Power Works (State-owned ; to 
becompleted during the present year) ... . 45,000 
Horndals Ironworks Coo... 8,000 
West Dal River Water Power Co. ... .. 19,200 
Granipgeverkens Co. ... ЖУ у eis e. 9,150 
Klabbole -— НР 4,524 
Finnforsen  ... m eee Sus P 9,400 
Sikfors... vies ius себ -— Че e. 5.000 
` Porjus (State-owned) (us or T e. 50,000 


As regards water-power plants erected exclusively for industrial 
purposes, the following may be mentioned as being amonget the 
largest :—Uddeholms Co., in Vermalnd Province, about 35,000 H P. ; 
Stora Kopperbergs Bergslags Co., on the Darlecarlia River, about 
50,000 K. P.; Stockholms Superfosfat Co., on the Ljungan River, 
at Wansbo, about 30,000 H.P.; Alby Waterfalls Co., on the 
Ringdaleforsen River, and at Alby, about 15,000 H.P, 

Among the new plants recently completed and at present 
in course of erection, it may be mentioned that the first turbine 
at the Porjus station was started in October last, and during the 
following month the first ore train was driven through the Lapland 
fields by electrical energy supplied from the Porjus station. The 
State-owned Alfkarleby Water Power Works, ia the North of 
Sweden, is rapidly approaching completion, two of the large 
turbines being ready at the end of the past year. As regards the 
well-known Trollhattan plant—the largest in the country—the 
Government last year decided to increase this to the extent of a 
further 30,000-40,000 H. P.; when the new work now in hand i$ 
finished, the water-power utilisation plant in Sweden will repre 
gent an aggregate of 915,000 H.P., or approximately 15 per oent. of 
the total resources of the country. About 2,500,000 H.P. can be 
obtained from falls in Northern Sweden, which is, however, bat 
sparsely populated. The falls in that part of the country are 
therefore, proportionately more expensive to harness than those in 
Central and South Sweden. 

So far ав the new plants actually completed in 1911 are ooncerned, 
these represent a total of approximately 40,000 H.P., divided м 
follows .—Iron and mining industries. 15,000 Н.Р, ; timber, wood 
pulp, and paper trades, 15,000 H.P.; textile industry, 1,000 H. T. 
various other industries, 9,000 H.P, 
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Municipalisation of Eleetricity Works in Russia. 
—The Noroie Vremya, commenting on the repeated discussions in 
the Petrograd Town Council respecting the proposed purchase by 
the town of the electric enterprises, observes that two sittings have 
already been devoted to this question, and that it still remains in 
obecurity. A special Committee has considered it, and the opinions 
of its members are divided. The conclusions of the experts are 
also divided. Prof. A. V. Wolf believes it advantageous to buy 
up all three concerns; Engineer M. N. Lovitsky thinks it 
undesirable to buy out the Belgian company and the former Helios 


company, because their construction and equipment do not corres- . 


pond to the level of efficiency reached by the industry at the 
present time. The best technical installation is that of the 1886 
company, and if that is bought out—is it Swiss’ Notwithstand- 

the divergent views of informed and ‘competent authorities, 
one group is decided on the purchase of all three concerns, and 
apparently no words of the independent members will move them 
from their decision, or to make fresh inquiries. Prof. Zegoreky, 
whom they support, insists on the porossee of all three. Accord- 
ing to him, the competition of the town with poorly equipped 
electrical companies will be unprofitable—not for the companies, 
but for the town. x 

The paper quoted says that the inhabitants require cheaper elec- 
trical energy, and advantage must be taken of the opportunity, 
though it would be unprofitable to buy out all three companies. 
The town should rather extend its own electrio station, bat this, 
in the opinion of the present majority of the town Duma, is equiva- 
lent to the renunciation of cheap electrio power in the coming 
years. There remains only one issue—to buy the best equipped 
concern, the 1886 company. The question of the acquisition of 
this concern may be simplified in the near future. If the mask 
of Swiss proprietorship torn from the company and the real 
enemy, Germany, made to appear, the business "i the company 
can be liquidated and the concern be passed into the 
possession of the town without compeneation. 

A note from Moscow says that the management of the 1886 
Electric Oo. has announced to the Moscow Town Council that the 
Mosoow electric station is working exclusively with petroleum 
fuel, and requires from 13,000 to 18,000 poods of petroleum 
residue per day. Such fuel had been bought for 1915, and for a 
considerable part of 1916, but owing to the existing exceptional 
position of affairs, when both ooal and petroleum are scarce, and 
even wagons for carrying them, the company fears that it will not 
receive the n quantity of liquid fuel to carry on its busi- 
ness. On the other hand, if the station were to cease the use of 
oil fuel, at all events, there would be а possibility of more for the 
other industries in the Moscow district that require such fuel. 
The memorandum pointe out that even before the war the Elec- 
tricity Transfer Oo. in which the 1886 company is interested, 
began to work the peat deposits of the Bogorod district in the 
Moecow Government, and built there a central eleotrio station 
which, amongst other objects, was intended to supply power for 
Moscow produced from peat. Up to the present time the oom- 
pany has spent 11,000,000 roubles on ite plant, and is exploiting 
the peat reserves on a large scale. 

The supply of Moscow with eleotric power, generated by means 
of peat fuel, is both of local and Imperial interest, and the 
effect of it should be to reduce the price of fuel in the Moscow 
district. This delivery of energy into Moscow from peat should 
be of particular importance at preeent in relieving the pressure on 
the railways, and the appearance of cheap energy in the district in 
such a convenient form as electric power delivered by conductors 
without any call on the railways, must correspondingly further 
the interests of the Moscow industries and residente. 

Hitherto the Moscow Government has contested the right of the 
company to use current generated from the Bogorod peat for 
Moscow, because the agreement between the town and the 1886 
company does not provide for the purchase of energy from 
outside, And although the company takes its stand on another 
point of view—that what the contract does not prohibit may be 
permitted—it is observed that until the Moscow market had 
experienced an extreme scarcity of fuel or great difficulties in its 
conveyance, the company abstained from using electricity generated 
from the Bogorod peat, but carried out experiments with the 
object of learning the technical possibility of transmitting current 
over a distance of 75 versts to the Moscow cable system. The 
crisis that has arisen in coal, petroleum, and wagons, constrains the 
management of the company to raise afresh the question of the 
use of energy generated from the peat of the Moscow district. 

The request referred to has met with resolute opposition in the 
Moscow Town Council The chief of the town, M. N. Chelnokoff, 
making use of the company's declaration of its difficulties, 
agitated once more for the transfer of the station to the control of 
the town, which he believes is capable of ensuring ite uninterrupted 
working, 

Water-Power in New Zealand.—The New Zealand 
Official Year Book for 1914 oontains the following particulars of 
the water-power available throughout the Dominion. The Public 
Works Act of 1908 vests the sole right to use the water-power of 
the Dominion in the Crown, subject to existing rights. The right 
in the case of local authorities is issued free of royalty, and in 
the case of private individuale, subject to a royalty of wd. per unit 
generated. 

A large and comprehensive scheme is now under consideration 
for the supply of electrical energy in the North Island, with the 
object of making it generally available, as far as possible, to all 
the towns and districts throughout the Island, and it is anticipated 
that advantage will be taken of the facilities offered to work the 
railways by electricity, and to promote a system of light railways 


‘having been standing on a wet floor. 


throughout the country districts now suffering from lack Of com- 


‘munication because of the difficulty of obtaining stone for sur- 


facing the roads. In all there are 24 different sources of power in 
the North Island and 48 in the South Island. 

The following table shows the actual horse-power in uee in the 
various districts in 1913 :— 


1913. 
Auckland ... ove -— ses 13,640 
Hawke's Bay dés sas es ee — 
Taranaki... 250 -— өөө * 2,082 
Wellington [EN see eee оов eee 389 
Marlborough soe bes m ds 202 
Nelson jv; idi єў ee оа 680 
Westland ... Wa. a eg .. 3,662 
^ Canterbury ese TES . eee eee eee ‚167 
Otago ese evt еее ese eco 0,617 
Southland ... A „ SER 1,817 
Total 34,956 


An analysis of the purposes for which this water-power was 
employed on July 3186, 1914, Th : — Mining, 3,159 H. p.; electricity 
supply. 25,989 H. P.; flax mills, 511 H.P.; saw mills, 262 F. p.; flour 


mills, 412 H.P.; dairying, 783 H.P.; construction work, 721 H.P.; 


freezing works, 1,200 H.P.; paper mills, 465 H. .; misoellaneous, 
1,454 H.P. Of the 34,956 H.P. of water-power now in use, 
11,963 Н.Р. ів distributed eleotrically for public supply from 13 
power stations, eight operated by local authorities, one (Rotorua) 
by the Government tourist department, three (Stratford, Hawera, 
and Reefton) by private companies, and one by a private 
individual. : 

The details of these installations are :—Dunedin—C.C., 9,000 H. P.; 
Rotorua—380 H..; Hawera—E. L. Co., 400 H. .; Stratford- E.L. 
Co., 150 H. .; New Plymouth — B. C., 1,020 H.P.; Ing lewood— B. C., 
200 HP.; Patea&—B.C., 200 H..; Te Aroha—B.O, 255 H. P.; 
Akaroa— B. O., 45 H.P.; Taihape—B.C., 133 HP.; Mangaweka 
T. B., 47 HP.; Brightwater— Private, 53 RH. P.; Reefton, E. S. Co., 
80 H. P. : 

The above data include no reference to the Lake Coleridge hydro- 
electric plant, the first section of which has now been successfully 
brought into use; ultimately 13,000 H.P, will be developed.— New 
Zealand Shipping and Commerce, 


Stowmarket Explosion. — The report of Major A. 
Cooper-Key, H.M. Chief Inspector of Explosives, on the fatal 
explosion at a Stowmarket factory on May 10th, gives further 
particalars with regard to the circumstances. It states :— 

" On the morning of the accident cordite M.D. was in course of 
manufacture. It appears that at the moment of the accident two 
men in the building were on the point of handing out to two 
bogie runners the bags of cordite paste for removal to the hand- 
mixing house, Before being placed on the bogie the bags are 
wiped down to get rid of the gun-cotton dust, and also to remove 
to some extent the water from the bottom of the bags due to their 
) In order to avoid the use 
of a loose implement of any kind this operation was done by hand, 
and not with a brush. It was a fine, dry, cold morning, and the 
two men in the building were wearing stout rubber overshoes, 
which would completely insulate them from electric contact with 
‘earth.’ The bags were of rubber-impregnated canvas, a marked 
dielectric, and in the case at any rate of a man with a naturally 
dry ekin the operation of wiping the bags would undoubtedly have 
the effect of generating in his person a statical charge of electri- 
city which might well be sufficient to cause a spark to pase as 
soon as he should happen to earth himself by touching an un- 
insulated article, 

" This may perhaps appear at first sight to be a somewhat far- 
fetched explanation of the accident, but I am convinced it is the 
true one. Mr, Daff Grant, the managing director of the New 
Explosives Co., told me that when on a visit to Canada, where, 
with the temperature below zero, the air is frequently practically 
free from moisture, he proved by personal trial that by rubbing 
the feet on a thick pile carpet the gas could be lit by a spark from 
the end of the finger, and this not occasionally, but every time. 
When I mentioned this to the Meesrs. Dupre they said that their 
brother, who has been in Canada for some time, told them that on 
cold, dry days it was a favourite joke at five o'clock tea parties to 
shuffle the feet on the carpet before handing a plate of sandwiches, 
with the result that the person helping himself would receive 
quite a considerable electric shock.“ EC 

A case ія also mentioned relating to a factory at Ardeer, where 
a workman wearing rubber shoes fired acetone vapour by a spark 
from his finger after merely allowing the thin strands of rifie 
cordite to pass over his hand. | 

It seems, therefore, that the Inspector's theory is well within 
the bounds of probability, though et first sight it might appear 
inadequate. The best safeguard apparently against such accidents 
would be the thorough ventilation of all buildings to prevent the 
accumulation of explosive mixtures of gas and air. 


Magnetic Elements.—The report of the Astronomer- 
Royal shows that the mean values of the magnetic elements at 
Greenwich for 1914 were as follows:—Declination Үү, 15° 6˙3“; 
horizontal foroe, 018518 c. d.s. units; dip 66° 51' 13”, 


Patents and Alien Enemies,—The Board of Trade 
has granted licences to С. H. Wilson, of the Manchester Armature ` 
Repair Co., in respect of patents Nos. 10,457/06, 2,711/10, 20,634/10, ` 
9,941/11 and 27,651/12. 
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Coal Nupplies.—4A deputation representing the gas and 
electrical interests attended at the House of Commons on Wednes- 
day, June 9th, and laid before a meeting consisting of about 
200 Members of Parliament the serious difficulties which they were 
experiencing owing to the shortage of coal. Lord Claud Hamilton 
presided, and the speakers were Sir Corbet Woodall, Sir John Snell, 
Alderman Kay, Mr. F. Bailey, Dr. Charles Carpenter, Bailie Irwin, 
and Bailie W. B. Smith. 

Attention was drawn by the various speakers to the seriousness 
of the shortage, which was due to several causes, among which 
was mentioned particularly the enlistment in the Army and Navy 
of a large number of miners. In addition, it was pointed out that 
a large proportion of coal was sent abroad, but a Committee had 
been appointed by the ( overnment for dealing with the export of 
coaJ, and the effect of the work it had done was already apparent. 

The question of the all-round necessity and utility of gas and 
electricity was urged at length. It was also pointed out that a 
number of gas and electricity undertakings had so adapted their 
plant that they were producing materials of vital importance to 
the Government, and, furthermore, that the residuals were neces- 
sary to a great variety of important industries. (ne large London 
gas company could increaee their supply of these by-products by 
some 40 per cent. by using coal instead of oil for their gas produc- 
tion, and it was suggested that if the Government realised the 
importance of this aspect of the question they would help gas 
undertakings in every way to obtain supplies of cosl. 

Generally speaking, it was an absolute impossibility to take in 
sufficient ooal during the winter for the winter's requiremente, and 
therefore a large stock had to be accumulated during the summer 
months when the demand wae not so heavy. This year it had, so 
far, been impossible to carry out this system, and if the stocks 
were not made up by the middle of October the public undertakings 
rins be unable to continue their supply through the coming 

ter. 

Various means of improving matters were suggested, amonget 
which were inentioned a limitation of further reoruiting of miners, 
а suspension of the operation of the Eight Hours Day Act in respect 
of collieries in order to increase the actual output of coal, the fiz- 
ing of & maximum rate of freight for all 'interned vessels, further 
facilities generally for the transport of cosl, and a continued 
limitation of the export of coal. Finally, it was urged that if 
Members representing mining districts could induoe their oon- 
stituents to work full time, a large part of the difficulty of 
shortage would he overcome. 

The meeting was adjourned till Tuesday last, when a committee 
was formed to consider the subject, and to formulate recom- 
mendations which should be laid before a later meeting. The 
Committee consists of 12 members, representing the ooal-owners, 
the workmen, the great consumers, and the ship-owners :— 

Colliery proprietors.—Sir Arthur B. Markham. Sir Alexander 

Henderson, and the Hon. II. D. McLaren. А 

Ship-owners.—Sir Walter Runciman, Mr. К. D. Holt, and Mr. 

R. P. Houston. 

Workmen.—The Right Hon. Charles Fenwick, Mr. Т. Richards, 

and Mr. B. Kenyon. 

Consumers of coal —Mr. W. Joynson-Hioks, Sir Daniel Ford 

Goddard, and Sir Corbet Woodall. 


It is hoped that this Committee will be able to submit recom- 
mendations to the adjourned conference next Tuesday. 


Automatic-Lift Accidents.—A correspondent using the 
peeudonym Leede writes (too late for inclusion in our 
" Correspondence ` columns) :—'" Having read with much interest 
the correspondence of the last few weeks under the above 
heading, especially the letter of Messrs. Smith, Major & Stevens, 
which implies that the lift will not work with the gate open, that 
is, no doubt, correct as far as starting the lift is concerned ; but 
once it is started, should a fault develop on the controller (which 
ie not an unknown occurrence), putting the switch-handle back to 
the off position in the cab, and opening a gate, will not stop the 
lift. It will continue in the eame direction, bring out the ' tappet ' 
switch, and finally come to the end of the lift run, and then blow 
the fuses. Now, it ig possible for a person to jump out as the lift 
is passing one of the tloor& perhaps with fatal resulte, and I 
contend that the gste locks do not cut cff current in this instance. 
' Is it not possible to wire up firat to the gate locks and control 
the current to the motors? 


Anti-German Riots on the Rand.—Our Jobannes- 
burg correspondent, writing on this subject under date May 11th, 
аув:— 

It would be foolish not to admit that the great leniency shown 
to enemy subjecta by the South African Government probably had 
a good deal to do with yesterday's outbreak. The spectacle of 
Germans growing fat on South African trade, particularly in elec- 
trical engineering and ita kindred branches, while many South 
Africans are sacrificing their lives and neglecting their businesses 
in order to fight the Germana, ів an exasperating one. It forms a 
perpetual source of irritation to the public mind. And it is easily 
comprehensible that this should be the case. The destruction of 
business premises may be one methed of showing detestation of 
German methods. It is, however, open to the objection that it 
may intlict, and in one instance here (i^, that of Siemens) bas 
unfortunately inflicted, equally serious damage on Britishers, who 
may be actual owners of the premises. On the llth inst, some little 
trouble occurred at the Brakpan power station of the V.F.P. Co. 
In connection with the construction work at present being carried 
out at thia station, there were 16 men employed by Meears. Reunert 
and Lenz, becides the fixed staff of the V.F.P, Со. On saturday 


last the А.Е С. Co. took on four German workmen. It was a signi- 


ficant fact that after the Lusitania tragedy became known, six of 
the German employés knocked off work at 9.30 p.m. instead of 
midnight, while the British workmen belonging to Messrs. Reunert 
and Lenz, and another contractor, named A. Stewart, and the 
V.F.P. Co. completed their full shifts. 

It is shrewdly suspected that the Germans left off work in order 
to celebrate the “ most brilliant achievement " of their Navy. 

The following evening the British workmen held a ‘council of 
war " and resolved that if the Germans still retained their jobe, they 
would refuse to go on shift. Eventually tbe whole of the German 
workmen were dismissed. 

As previously mentioned, the Johannesburg brauch of Messrs, 
Siemens, Ltd., was burnt to the ground by the rioters, notwith- 
standing the fact that the firm isa British one, It is true that 
before the war the Johannesburg firm of Siemens, Ltd., were the 
agents for the German firms of Siemens-Schuckert and Siemens 
Halske, and this probably was the immediate cause of the trouble. 
The members of the staff of Siemens, Ltd., published in the Sar 
: protest against the damage done to the premises of a British 

rm. 

The store of the A.E.G. Co., situated in the “City and Suburban " 
township, was attacked later and formed a centre of interest for 
some considerable time. Entering the yard, men and youths 
started operations by smashing up the doors and windows in a 
very complete manner, The building, of wood and corrugated 
iron, was next invaded, and fires were started at several pointa. 

The stock, with petrol, &c., was of а most inflammable descrip- 
tion, and the building was soon in full glow. Prior to this lamps 
were taken from the store and flung against the wall, causing 
miniature explosions, which afforded much entertainment to the 
crowd. Неге it was useless to think of saving the premises, and 
they were entirely gutted, although it took a considerable time 
completely to destroy the buildings. 


Russia.—H.M. Consul at Batoum, in a report to appear 
shortly, says:—' The trade in eleotrical machinery had very 
largely, if not entirely, fallen into German hands, but the activity 
recently exhibited by United Kingdom manufacturers should 
succeed in gaining a part of the trade for British-made goods." 


Electrical Incubator Tests.—TZhe Aberdeen Daily 
Journal mentions that the Poultry Department of the North of 
Scotland College of Agriculture has recently carried out tests with 
an electrical incubator and hover (or foster mother), which was 
supplied by Mr. M. K. Cooper, of Messrs. T. C. Smith & Co., 
Aberdeen. This incubator—of 50-egg capacity—is fitted with a 
patent thermostat for regulating the temperature and four 32.c.r. 
lamps; the hover is fitted with two 32-С.Р. lamps. Both are of 
galvanised metal throughout and simple in construction. In one 
test 31 chickens were hatched out of 40 fertile eggs, and in 
another 36 out of 39 fertile eggs. These results are equivalent to 
77 and 92 per cent. respectively of chickens hatched from fertile 
egge, which represent a comparatively high percentage for 
artificially hatched chickens. The effectiveness of the hover can 
be jadged from the fact that 65 chicks were reared out of 67 ; it 
provides an even distribution of heat, preventing overcrowding of 
the chickens. To hatch and rear each lot of chickens 41 units 
were required (at Id. per unit, cost 3s. 5d.) The raising of 
numbers of early spring chickens can only be done suocesafully by 
artificial incubation. 


Educational.—sir Philip Magnus was recently enter- 
tained at dinner by the Association of Technical Institutions, and 
was presented with an address on the occasion of his retirement 
from the active direction of the Department of Technology of the 
City and Guilds of Ləndon Institute, after 35 yeara’ service. 


The Mobilisation of Ncience.—The following «question 
was put to the President of the Board of Education and answered 
on Wednesday, after we had closed our leading columns, in which 
we refer to this subject :— 

Mr. Joseph Pease.— lo ask the President of the Board of 
Education whether he proposes to carry out the scheme recently 
outlined for the development of research work and the better 
application of science to industry ; and, if so, when will he be in a 
position to announce the names of the advisory oouncil, 

Mr. Arthur Henderson.—I certainly hope to carry out tbe 
acheme initiated by my right hon. friend, and I hope to be in a 
position to announce the names shortly. 


Fatalities. — NrwecasrLE.—Two men were killed by 
electric shock, late on Friday night, at the works of Meesrs. Arm- 
strong, Whitworth & Co. A worker, named Thomas Harrison, died 
immediately; another, named Edward Babbs, did not get the full 
force of the current, but he died while being removed to the 
infrmary. Three other men were seriously injured by electric 
ghocke, The workmen were engaged in the electrical department 
of the works. The inquest was formally opened on the 12th. and 
adjourned until June 23rd. 


LoNDoN.—At an inquest held into the caure of death of a carman 


named Rocca, whose van skidded on an L. C. C. tramline while he 


was driving along Vauxhall Bridge Road, the polics evidence 
showed that the tramrail was in an exceedingly bad oondition. 
being worn away about an inch. The jury, in returning a verdict 
of " Accidental death," said that the L. C. C. was guilty of negligence 
in not keeping the line in proper condition, 
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ALDERSHOT.—Àn ir quest, was held by Mr. J. T. Coggins, 
Deputy Coroner, at Aldershot, on Saturday, on William 


Sutherland, 40, of Blyth, Northumberland, eleotrical wireman, . 
employed by Mesers. Saunders & Co., York Street, London, electrical 


engineers, who died in the hospital on June 10th from inju 
received in an accident at Pirbright Camp on June 7th. a 

The Coroner explained that deceased was carrying out certain 
work in connection with high-tension wires at the Camp. He was 
fixing cradles underneath the wires, to reach which he had to use 
a ladder. The wires were naked, but before any workman commenced 
performing such duties as those of the deceased, the foreman of 
the job would telephone through to the power station at Aldershot 
Camp and get the current out off. The man might then proceed 
with-the work in safety. It was thought that in some way or 
other deceased must have touched the wire, for he eeemed suddenly 
to spring or throw himself away from the ladder and fall to the 
groun | 

Charles Williams, foreman of the worke, said deceased was work- 


ing at a height of 26 ft., and the wire would be about 6 in. from 


the cradles underneath. Their instructions were not to proceed 
with the work until the current was switched off. 

Asked whether he took any steps to let the man know that he 
had not got through, witness replied that he came out of the 
call box and put up his hands to show that he oould not get 
through. When he put his hands up it meant atop. 

Oharles Payne said deceased had definite instructions not to 
prooeed with the work until the current was switched off, and 
William Fisher, supervising engineer, also gave evidence as to the 
instruotions. 

Lieut. A. Ferguson, R.A.M.C., said the cause of death was 
fracture of the base of the skull. In reply to the Coroner, Wit- 
nees said he should expect а man who had received an electric shock 
to be burnt, but he found no signs of such injuiry. Had deceased 
received a severe shock he would have been killed on the spot. 
The Ooroner said the voltage was 3,000, but there was no real 
évidenoe that deceased touched the wire. It was possible that he 
might have received a slight shock which caused him to fall from 
the ladder. The jury returned a verdict that deceased died as the 
1 fracture of the base of the skull sustained by falling from 
a А | 


Volunteer Notes, — ENGINEERING INSTITUTIONS’ 
VOLUNTEER TRAINING СОВРВ,—Оп the suggestion of General Sir 
O'Moore Creagh, V.C, G.C.B., G. C. S. I, an Engineer Volunteer 
Corps has been raised from members of the engineering profession 
who are either above military age, or who, being of military age, 
= prevented by some good reason from serving in the Regular 

oroes. 

The objects of the Corps are :— 

1, To train men of military age and to make them useful Royal 
Engineer recruite if, and when, they are able to enlist. 

2. To furnish Engineer units to assist in the completion of the 
Volunteer organisation. 

3. To organise the Corps во that the maximum advantage msy 
be taken of the specialised engineering skill of its members at the 
earliest possible moment. 

Drill takes place through the kindness of Colonel le Rossignol 
and the officers of the London Electrical Engineers Corps at the 
Drill Hall, 46, Regency Street, Westminster. The training will be 
similar to that of the London Electrical Engineering Corps. 

Although the first drill only took place on the 2nd inst., already 
130 members are enrolled. Membership is not restricted to mem- 
bers of the Engineering Institutions, and application should be 
made to the Commandant, Lieut.-Colonel C. B. Olay, V.D., at 
Marconi House, Strand, W.O. 

3RD Batt. (OLD Boys) CENTRAL LONDON REGIMENT (VOLUN- 
TEERS).— Battalion orders, by Colonel S. G. Grant (Officer Com- 
manding), Thursday, June 17th, 1915, 

465. WEEK-END PARADES. 

` Baturday.—“ A and "B" Companies will parade with North 
London Plstoon at Enfield Railway Station (G.N.R.) at 
2.30 p.m. sharp. Train from King's Cross Local (G. N. R.) at 
1.41 p.m. Route march, and inter-company Shooting Com- 
petition at Enfield Rifle Olub. 
Order No. 456, in so far as it relates to C and " D" Com- 
panies, is cancelled. "C"and "D" Companies will parade 
at Baker Street Met. Station at 2.30 p.m., and proceed by 
train to Wembley Park. 

Sunday.—6 am. Reveille. 

10am. Church Parade. 
10.20 a.m. Battalion Parade. i : 
2.15 p.m. Battalion Parade under Commandant. 


107.—ENTRENCHING.—Men who have given in their names for 
above duty will parade each day at Liverpool Street Station 
(С.Е R. Low-Level Entrance), at 8.45 a.m. 

For names of men detailed for each day see lista posted at head- 
quartersand at Wembley Park. Uniform will beworn. Armas will 
not be carried. Men will provide their own rations. 

| A. J. JOINER, Captain and Adjutant, 


Appointments Vacant,—Shift engineer (£2 15s.), for 
Falham electricity department; teacher of Electrical Calculations 
and Drawing for Wiremen's Classes (108. 6d. per evening), for Middle- 
séx Education Committee; switchboard attendant for Middles- 
brough Corporation; assistant engineer and car-shed anperin- 
tendent, for Sandérland District Electric Tramways, Ltd. ; switch- 
board attendant. for Torquay Electricity Department; works 
fitter (22 10s.) for Rhondda U. D. C. Electricity and Destructor 
Works. Partioulars are given in our advertieemont pager, 


Electrical Power Storage Co. at Millwall. 


Late Legal.—Rickman v. Е. W. BERK & Co., LTD.— 
In the Lord Mayor’s Court on Tuesday, before Assistant Judge 
Jackson and a jury, a claim was made by Thomas Rickman, yard- 
man in the employ of the Electrical Power Storage Co., Ltd., 
against F. W. Berk & Co, Ltd, manufacturing chemists, of 
Fenchurch Avenue, E.C., for damages for personal injuries suffered 
owing to the alleged negligence of the defendants or their servants. 
Mr. Lever was counsel for the plaintiff, and Mr. Craig Henderson 
represented the defendants, 2 

Counsel for the plaintiff said his client was employed by the 
His duties were to look 
after the yard. On February llth the defendants sent а lcad of 
20 carboys of sulphuric acid. The carboys were extremely 
dangerous to handle, and in order to protect persons handling them 
the months of the carboys were sealed with an earthenware stopper 
and were fixed into the neck of the oarboy with plaster of paris. 
Upon the arrival of the vanload of carboys, the plaintiff and another 
man went to assist in the unloading. The carboys weighed about 
2 cwt. each. A sort of chute was used to unload the carboys from 
the tailboard of the van. When about half the carboys had been 
delivered, one was brought forward to the slightly sloping chute. 
This caused the acid in the carboy to splash up against the stopper, 
which, if it had been properly sealed in, would have prevented the 
liquid coming through. Some of the corrosive liquid in splashing 
against the stopper came through a hole between the stopper and 
the glass carboy. and splashed on to the plaintiff's face, nose, 
cheeks and chin. His burns were treated at Poplar Hospital, and 
from there he was sent to the London Hospital. The plaintiff was 
unable to continue his work for six weeks, and was during that 
time attending the Hospital as an out-patient, He had suffered a 
painful injury, and he now claimed compensation. 

The Plaintiff, in his evidence, said that during tbe aix weeks he 
was attending the hospital he had no wages. He had, how- 
ever, received loans amounting to £3 10s, for which he gave 
I. O. U. r. His standing wage before the accident was 288, a 
week, Оп the day after the accident the wages of workpeople 
were increased. 

Medical evidence having been given, it was stated for the 
defence that the liability of the defendante was completed when 
the carboy was put upon the tailboard of the van. Asa matter of 
indulgence, the carman might give a little assistance by putting it 
on the top of the chute. When the carboys left the defendants’ 
factory they were acid-tight, and had there been any fissure 
between the stopper and the neck of the carboy the liquid must have 
splashed on to the carman while he was trundling the carboy along 
the van to the tailboard. It was while getting the next carboy 
that the carman heard a shout as though someone was in pain. 
Upon the carman turning there was a carboy on the ground, and 
a piece of plaster of paris which was on the neck of the carboy 
had broken away. Evidence was called by the defendants to 
show that in loading and unloading carboys they were handled 
vertically, and whether containing concentrated acid or dilute 
acid the stoppering was the came. There was a custom of using 
a leaden cup over the carboy in order to save any accident in case 
anything went wrong with the stoppers. | 

The jury returned a verdict for the plaintiff, awarding him 
£34 12s. damages, and judgment was entered accordingly, with 
costs, 


Trading with Neutrals,"—$Since our leading pages 
went to press the Board of Trade has issued the following warning 
with regard to trading with the enemy :— | 

“The Board of Trade direct the particular attention of all 
manufacturers and traders concerned in the export trade to the 
need for rorupulous care in the transaction of their bueiness 
abroad. The Government's reprisals policy, formally announced 
by the Order in Council of March 11th, 1915, is directed to suppress 
allenemy trade, whether import or export. The main difficulty 
in making this policy thoroughly effective arises from the fact 
that some traders in some neutral countries are making themselves 


agents for the supply of goods to enemy countries. British firms 


engaged in foreign trade, therefore, must have regard to these 
circumstances, and survey with great caution every opening 
for business which is offered them by neutral importers or 
exporters. | + | 

“Especial care should be taken in opening new accounts in 
neutral countries, and in relation to any orders or inquiries of an 
abnormal character. In any case of doubt as tothe bona fides of 
particular сорвідпеев, business should be suspended pending 
reference to the Board of Trade. It is unadvisable that avy new 
accounts should be opened by any British trader in neutral countries 
during the war without the fullest inquiries as to the character 
of the business proposed to him. 

“Тһе Board feel sure that they can rely upon the cordial 
co-operation of all firms engaged in foreign business to secure the 
successful working of the reprisals policy. 

"It must be added that the ‘proclamations relating to trading 
with the enemy cover indirect trading with the enemy through 
neutral agents, and that carelessness in transacting neutral busi- . 
ness may involve traders in the severe penalties attaching to 
trading with the enemy.” 

It will be noticed that this warning relates mainly to the supply 
of goods to neutral firms; but the placing of large orders abroad, 
to which we drew attention, ів of at least equal importance, for 
it may result in providing the enemy with funde. 


Inquiries.—Makers of celluloid accumulator boxes and 
papier máché covers for switches are asked for. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with tha 

technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials, —The Electricity Committee 
of the Woolwich Borough Council has granted permission to Mr. 
Н. WooDWARD, general assistant, to enlist, and he has joined 
the Army Ordnance Corpe. Owing to the nature of his work per- 
mission to enlist has been refused to MR. E. ANDERSON, assistant 
engineer at Plumstead Works. 

The Barrow-in-Furnees T.C. has, by 18 votes to 8, rejected a 
reoommendation by the Electricity Committee that an honorarium 
of £100 should be granted to the electrical engineer (Мв. 
BURNETT), in recognition of extra services rendered during the 
past two years. A member suggested that the honorarium was 
proposed because the Council had rejected a motion to increase 
Mr. Burnett's salary. 

Мв. S. CAMEBON GIBSON, borough electrical engineer, Nuneaton, 
has accepted an appointment as Lisutenant Commander R. N. V. R, 
to take up special duties, Мв. Н. HopGES has been appointed 
acting electrical engineer during his abeenoe. 

The Walsall Electricity Committee proposes to increase the 
salary of MR. A. PRENTICE, the station superintendent, from 49225 
to £250 per annum, and that of Мв. C. W. Cookson, the accountant 
and oollector, by £13 per annum. 

With referenoe to the first item appearing in this section last 
week, we learn that the statement that Мн, JEWELL, mains super- 
intendent, had severed his oonnection with the undertaking of 
the Woking Electric Supply Co., Ltd., is incorrect. 


Tramway Officials.—The staff of the Northampton 
Corporation tramways have presented Мв. d. Н. MARGRAVE, the 
obief clerk, who has left to take up another appointment, with a 
marble clock. The presentation was made by the general manager, 
Mr. J. F. Cameron. | 


(ieneral.— M. SAMUEL CuanLEs Laws, B.Sc., M.A., 
Principal of the Loughborough Technical Institute, who has just 
been appointed to the principalship of the Wigan Mining and 
Teobnioal College, entered St. John's College, Cambridge, in 1901, 
in order to carry on electrical research in the Cavendish Laboratory, 
For his work there be was awarded the Special Certificate for Dis- 
tinguished Research and the University (M.A.) Degree, He con- 
tributed & number of papers embodying the results of original 
researches, most of which were connected with the modern electron 
theory of the conduction of electricity in metals. 

Мв. J. G. GRIFFIN, general manager of the Delhi Electric Tram- 
ways and Liehting Co., Ltd., is home on short leave. His address 
ie Basildon House, Moorgate Street, E.C. 

On the occasion of their silver wedding, Мв. and MRS. F. H. 
TAYLOR, of Catford, 8.E., have been presented by the directors of 
the General Electric Oo.. Ltd., with which Mr. Taylor is associated 
with a set of silver entrée dishes. i 

Мв. JOHN M. M. MUNRO, of Glasgow, has also opened a consulting 
office at 11, Randolph Place, Edinburgh. 


Obituary,—The death has occurred of MR. C. BONNETT, 
A.M.LE.E., in hospital in Bombay, of smallpox, on May 8th. He 
has been in India over 13 years, most of the time in the employ- 
ment of Messrs. Osler, and principally engaged on their Kabul 
work. He wasa persona grata with the Amir, who keenly appre- 
ciated his good work there. Our Indian correspondent writes :— 

‘Oataide his engineering work in Bombay Mr, Bonnett was known 
as a charitable worker among the poor and needy, who will 
seriously feel bis sad loss. He was an honest man, of sterling 
qualities, who leaves a blameless record behind and a good 
example for others to follow.” 

The death is announced of M&, FREDERICK LOWE, who had for 
the past 27 years been with Messra. Page & Milee, Ltd., electrical 
engineers, of Brighton. He was 52 years of age. . 

The death from pneumonia is announced of Mr. CHARLES 
EpwARD Hoare, of Rickmansworth, for many years electrician 
on the staff of the Metropolitan and Great Central Railway Co, 
He was in bis forty-second year, 


NEW COMPANIES REGISTERED. 


7 2 ~ 

Fuller’s Wire and Cable Со., Ltd. (140,633).—This com- 
pans wa» tegiotered on June lbh, with a capital of £20,000 in £1 shares 
to carry on the business of makers of telegraph. telephone and electric Wires, 
cables and appliances, drawers, workers and weavers of wires, manufacturers 
Cf ropes, cords, twines, cables and dbawsers, manufacturers and workers of 
indiarubber, rubber good. and fabrics, vulcanite. ¿bonite and similar com- 
modes for medical, motor-car, sport, hou. old and commercial purposes, 
mechaaxal and «iectrical engineers, etc. The subscribers (with one share 
each) are: б. Fuller, Elm Crott, Hulton, Essex, electrical engineer; G. J. A. 
Poller, Badwel Cottacs, Dr. cot Road, Wanstead, electrical engineer. Private 
corpany. The number of directors is net to be less than two or more than 
tive, the first ore G. Fuller, G ] A. Fuller, L. Fuller, and F. J. Gordon. 
KRemuneranon z 100 each рет annum otarman 4150 Secretary (pro tem.) 


* M er Registered ctis Ме Папа Works, Wick Lane, 01d Ferd 


Buttevant Electric Co., Ltd. (4,252).—This company was 
registered in Dublin on June llth, with a capital of £800 in £1 shares, te 
carry оп at Buttevant and elsewhere the business of an electric light and 
power company. The subscribers are: C. G. Crofts. Velvetstown, Buttevan, 
Co, Cork, 240 shares; S. E. Crofts, Buttevant, Co. Cork, electrical engineer. 
100 shares; S. Nolan, 2, Anglesea Terrace. Cork, electrical engineer, Zip 
shares; E. Nolan, Victoria Avenue, Old Blackrock Road, Cork, 230 shares. 
Private company. The number of directors is not to be less than three œ 
more than five; the first are C. G. Crofts, S. E. Crofts, and 8. Nolan. Qual ni 
cation, 4,90. Registered office: Buttevagt, Co. Cork. 


H. Garstang, Ltd. (140,580).—This company was regis- 
tered on June 7th, with a capital of £2,000 in £l shares, to take over th 
business of an electrical and motor engineer carried on by H. Garstang at 
Mincing Lane and St. Peter Street, Blackburn. The subscribers (with jn 
shares cach) are: H. Garstang, Mincing Lane and St. Peter Street, Black. 
burn, electrical and motor engineer; Mrs. M. E. Garstang, Mincing Lane ani 
St. Peter Street, Blackburn. Private company. The number of directors jis 
not to be less than two or more than five; the first are Н. Garstang and 
Mrs. M. E. Garstang (both permanent). Qualification 100 shares. Remunere- 
tion as fixed by the company. Solicitor: С. W. Eastwood, 13, Richmond 
Terrace, Blackburn. Secretary: II. Garstang. Registered. ойне: Manon, 
Lane, Blackburn. 


Barraclough Brothers, Ltd. (110,589).—This company 
was registered on June 8th, with a capital of £4,000 in LI shares, to take 
aver the business of electrical engineers recently carried on by Reside & Со, 
Ltd., at Perseverance Mills, Brighouse, Yorks., and elsewhere, to carry өп 
the same and the business of mechanical and motor engineers, millweights, 
tool makers, ironmongers and general merchants, ete., and to adopt an agis- 
ment with W. Н. Sayers. The subscribers (with one share each) arc: W. 
Barraclough, Eastcliffe, Lightcliffe, electrical engineer; F. Barraclough, Hizh- 
field Avenue, Bailiffe Bridge, clectrical engineer. Private company. The tt 
directors are W. Barraclough and F. Barraclough. Qualification, 100 share. 
Solicitors: B. И. Richardson, 22, Briggate, Brighouse. 


Free Wire Light Co., Ltd. (140,578).—This company was 
registered on June 7th, with a capital of £1,000 in L10 shares, to carry on 
the business of wiring houses of intending: consumers of electric light with 
the necessary cables, wires, lamps, fittings and appliances, vte. The sub- 
scribers (with one share each) аге: Е. R. Reeves, Salisbury House, Lorden 
Wall, E. C., accountant; J. N. A. Houblon, Artillery Mansions, S.W.. engineer. 
Private company. The number of directors is not to be less than two or 
more than six; the first are F. R. Reeves, J. N. A. Houblon, and E. Кесу. 
Solicitor: S. H. Brown, 2 & 5, West Street, Finsbury Circus, E.C. Registered 
office : Salisbury House, London Wall, E.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. . 


* - Ld 
Birkdale District Electric Supply Co., Ltd. (70.250).— 
Capital £50,000 іп £5 shares. Return. dated. May 17th, 1915. 9.200 «hac 
taken up; £9 per share called up on 6,000 and £3 per share on 3,200 shares; 
£:39,600 paid. Mortgages and charges at date of return, 453,000 ; since issued 
(May 18th, 1915), £3,000 debs, ranking equally with first C3. 000. 


British Mica Co., Ltd. (72,187).—Capital, £5,000 in £1 
shares (2.000 pref). Return dated March I8th, 1915. 629 pref. and 2.000 ord. 
shares taken up, Cl per share called up on 629 pref.; £,629 paid: £2,000 
considered a» paid on 2,000 ord. shares. Mortgages and charges: Nil. 


Altrincham Electric Supply. Ltd.—Particulars of £50,090! 
debentures, created by resolutions of June 7th, 1898, April 18th and October; 
3rd, 1912, and May 31st, 1915, filed pursuant to Section 93 (3) of the Companr > 
(Consolidation) Act, 1908, the amount of the present. issue being £3.2, 
Property charged: The company's undertaking and property, present and future, 
No trustees. 


Atlas Carbon and Battery, Co., Ltd. (34,857).—Capital. 
42.000 in £1 shares. Return dated December 29th, 1914 (filed March Web. 
fais). All shares taken up; £8 paid; £01,992 considered as paid. Mortgages 
and charges: L, 000. 


Bastian Meter Co., Ltd. (53.304). —Capital £20,235 10... 
in 3.000 pref. shares of Д1 each and 68.992 ord. shares of dy. cach. Return 
dated March IIth. 1915. 2,011 pref. and 39,672 ord. shares taken up: 5s. p 
share called up on 4.272 ord. and £l per share on 2.011 pret; (A. = Jos. 
paid, including £3 105. paid on 14 shares forfeited; G8. 0 considered as parl 
ол 35.400 ord. shares. Mortgages and charges: £1,430. 


Beck and Moss, Ltd. (69,298).—Capital, £2,500 in £! 
shares. Return dated March 13th, 1915. AN shares taken up; £1 per shore 
called up on 525; £525 paid; £1,970 considered as paid on the remain icr. 
Mortgages and charges: £290. 


Navaltum, Ltd.—Particulars of £5,600 debentures, creat! 
Merch 22nd. 1915, filed pursuant to Section 93 (3) of the Companies (Cone 
tien) Act. 1908, the amount of the present issue being £5,000. Proper 
charged: The company's undertaking and property, present and future, incind- 
ing uncalled capital. No trustees. A memorandum of satisfaction in full or 
Mav 22nd, 1915. of debentures dated “May 8th and July 3rd, 1914, securim, 
4,900, has also been notified. 


Carville Site and Power Co., Ltd.—Issue on Mav 28th, 
1915, of £710,000 debentures, part of a series of which particulars have alread) 
been filed. ` 


CITY NOTES. 


Globe Telegraph and Trust Co., Ltd. 


THE net revenue for the year ended Мау, 1915, after deducticn 
of expenses, amounts to £209,165, and makes, with £25,724, 
brought forward, a total of £251,858. From this there has 
been distributed £129,122, in interim dividends, leaving 
£105,768. The directors now recommend final dividends of 
3s. on the preference and бз, on the ordinary, bringing UP 
the total distributions in both cases to 6 per cent. per aun. 
There then remains 427,055 to be carried forward. 


vol. 76. No. 1,960, Jone 18, 1915.] 


THE ELECTRICAL REVIEW. 


865 


v 


During the year £11,200 Anglo-American Telegraph Com- 
pure preferred etock has been sold, and the proceeds have 

een re-invested in shares of the Great Northern Telegraph 
Co. and Direct Spanish Telegraph Co. Seventeen certificates 
of the Submarine Cables Trust, belonging to this company, 
have been drawn and paid off at £120 per certificate, pro- 
ducing £2,040; most of this has already been re-invested, and 
the remainder will be placed in suitable securities. | 


German-Netherlands Telegraph Co. 


Tse report for 1914 of the Deutsch-Niederlandische Tele- 
graphen Gesellschaft, of Cologne, states that the cable station 
at Yap was placed under the Imperial District Board on 
August Ist, and the working of the Menado station was taken 
over by the Netherlands Indian Government two days later, 
the company's Dutch officials continuing the cable service. 
On October 7th the island of Yap was occupied by the 
Japanese, and from that time the company’s cable service had 
t» be entirely suspended. The cables, as shown by recent 


tests, are in good condition. The officials were first con- 


veyed to Nagasaki by the Japanese, but were released after a 
few days; the German officials are now at Shanghai, whilst 
the oldest Dutch telegraphist was permitted by the Japanese 
to remain with a German superior official at Yap to look after 
the company’s property. The accounts show gross receipts 
amounting to £102,900, as compared with £103,200 in 1913, 
interest and balance forward increasing the sums to £108,100 
and £108,500 in the two years respectively. After meeting 
general expenses, the amount of £8,750 has been placed to the 
cable renewal fund, as in 1913, and £14,000 to the cable main- 
tenance and repairing funds, as against £14,800, leaving net 
profits of £41,600, as compared with £40,300 in the previous 
year. A dividend at the rate of 64 per cent. has been declared 
on the ordinary share capital of £350,000, being the same as in 
1918, and £11,900 has been carried forward. e report adds 
that the agreement with the Great Northern Telegraph Co., 
of Copenhagen, for the repair of the company's cables 1n cases 
of interruption has been prolonged for a further period of 10 
yeare, as from June 1st, 1915, although the annual payment 
for the service has been reduced by £3,000 


A Swiss Investment Undertaking. 


The Motor, A.G. fur Angewandte Electricitat, of Baden, Swit- 
zerland, which is chiefly a holding company belonging to the 
Brown-Boveri group, reports that the influence of the war on 
the electrical distribution of power varied according to the 
geographical situation of the undertakings. On the outbreak 
of hostilities a large reduction in the consumption of power 
suddenly took place in general, although a renewed demand 
soon arose, even in the case of works whose area of supply 
lies within the war area, The most important event of the 
year was the disposal of the shares held in the Beznau-Lontsch 
power works to the North-East Swiss power works, in which 
nine Swiss cantons are interested. ‘Thue there had passed 
from the company's possession highly remunerative shares in 
an undertaking Which the compauy had brought to a great 
level of development in the course of many years, but the 
«directors had been unwilling to adopt a negative attitude to- 
wards the proposals put forward by the cantons. On the 
other hand, the conipany acquired 40 per cent. of the shares 
in the Gustav lignite mines at Dettingen-on-the-Main, in order 
to provide fuel in connection with a comprehensive extension 
of the works of the Electric Power Supply Co., of Mannheim, 
which is financially interested in the local Brown-Boveri Co. 
After meeting the interest charges on the loan capital of 
£1,827,000, and apportioning £5.200 to depreciation as against 
£3,400) in 1913, the accounts of the Motor Co, indicate net 
profits and balance forward totalling £125,000. as contrasted 
with £115,000 in the previous year. It has been decided to 
pay a dividend of 7 per cent. on the ordinary share capital 
of £1,500,000, being the same rate as in each of the two pre- 
ceding years, leaving £2,800 to be carried forward, as against 
£1,500 in 1913. 


—_— 


Italian Electrical Companies. 


The Societa Italiana per la Fabbricazione delt Alluminio, of ` 


Rome, in which a group at Rome is interested as well as 
German capital, reports gross profits of £17.500 in 1914. The 
sum of 412.000 has been applied to depreciation, and £4,000 
placed to the reserve fund, the balance being carried for- 
ward. As a consequence no dividend is payable on the share 
capital, which was reduced in 1911 from £120,000 to £48,000. 

The Elettricita Alta Italia, of Turin, with which the Swiss 
Electrical Industry Со. is associated, reports that the trans- 
mission line between Montjovet and Bollenzo was brought 
into operation in 1914, thus enabling the company to derive 
full advantage from the hydro-electric works in the Aceta 
Valley. The net profits, after allocating 438.000 to deprecia- 
боп, as compared with £36,000 in 1913, amount to £62,000, 
a3 against £62,200, thus enabling the payment of a dividend of 
9] per cent. on the ordinary capital of £1,000,000 as in the pre- 
vious year, 

The Officini Elettriche Genovesi, which is connected with 
the Zurich Bank for Electrical Undertakings, and affords a 


‘passengers, a decrease of 258,008, 


* 


supply in Genoa and neighbouring districts, reports gross 
profits of £159,000 for 1914. After defraying interest on loan 
capital amounting to £794,000, and setting aside £40,000 for 
depreciation, the net profits and balance forward are returned 
at £89,600, as against £89,200 in 1913. It is intended to distri- 
bute 10 per cent. on the ordinary share capital of £800,000, 
being the same rate as in the preceding year. . 

The report of the Unione Italiana Tramways Elettrici, of 
Genoa, which is closely associated with the Zurich Bank for 
Electrical Undertakings, states that the conditions of the new 
contract with the municipal council came into full operation in 
1914 for the first time. After devoting £32,800 to depreciation, 
as compared with £30,000 in 1913, the accounts show net 
profits of £70,400, as against £76,000 in the previous year. It 
1s proposed to pay a dividend of 84 per cent. on the share 
capital of £720,000, as contrasted with 9} per cent. in 1913, 
E е £3,300 to the reserve fund, and to carry forward the 

alance. 


——— ee — —— 


German Electrical Companies. 


The Concordia, Elektrizitats Gesellschaft, of Dusseldorf, 
earned gross profits of £24,800 in 1914, us contrasted with 
£24,000 in the preceding year, and net profits of £12,300, as 
against £10,000. It is intended to pay a dividend of 10 per 
cent., as compared with 20 per cent. in 1913, to place £4,000 
to a war reserve fund, and to carry forward £2,800. 

The Treuhand Bank fur die Elektrische Industrie, of Berlin, 
which now belongs to the A.E.G.—Carlswerk group, partici- 

ated, in 1914 for the first tine, as & financing institution, 
or which purpose it was originally constructed in 1909 by the 
Felten & Guilleaurne Co. (Carlswerk). The amount in ques- 
tion is £575,000, the transactions necessitating a further call 
on the unpaid share capital. As net profits, the accounts 
record the sum of £21,900, as compared with £14,200, and the 
dividend is 4 per cent. on the paid capital of .£500,000, as 
contrasted with the same rate on £312,000 in the previous 
теат. | 
: The report of Meirowsky Ё Co., of Porz, Cologne, whose 
manufactures comprise insulation materials, condensers, etc., 
records a satisfactory course of business down to the outbreak 
of the war, when the turnover considerably declined, partly 
owing to many vetos imposed on exports even to neutral 
countries. As a consequence of the particular classes of manu- 
factures made, it was impossible to obtain compensation 
ihrough the production of war material: The gross profits 
decreased from £63,000 in 1913 to £40,000 last year, and the 
net profits from £29,000 to £23,000, the dividend on the share 
capital of £150,000 also falling from 12 per cent. to 9 per cent. 


` in the two years respectively. 


The directors of the Bergmann Elektrizitats Werke, of Berlin, 
whose financial results were recorded on May 21st, report 
that the elackening in the general economic situation, which 
was in progress in 1914, did not materially prejudice the com- 
pany's activity until August, when stagnation in the export 
trade and restrictions in working on peace manufactures took 
place. But in the final two months of the year, after over- 
coming the difficulties associated with the adoption of every 
new method of manufacture, an increased ethciency was 
reached in the departments which were organised for war 
work, and the number of workers, despite the calling of 
1.645 to the colours, was brought at the end of 1914 to tho 
level which prevailed at the close of July. At the general 
meeting, held on May 29th, it was announced that the orders 
on hand would provide work for months forward, and that 
work was being carried on day and night and on Sundays. | 

The report of Hartmann und Braun, of Frankfort-on-Main, 
states that the earning conditions were greatly influenced by 
the war, as a considerable portion of the company's manu- 
factures were for export, and hostile countries were mostly 
concerned in this respect. Although the imechamical work- 
shops were not essentially equipped with the larger machine 
tools necessary for the manufacture of war material, it was 
possible for tha company, after some time of diminished acti- 
vitx. to гейт normal conditions and even to increased 
working to some tent. The accounts indicate gross profite 
of £88,000, as against £100.000 in 1913. After defraying general 
expenses, interest on loans for £103,000. and setting aside 
£]2.000 for depreciation as compared with £11.000, the net 
profits and balance forward are returned at £15,000, as against 
427.800 in 1913, and a dividend of 8 per cent. has been 
declared on the share capital of £85,000, as contrasted with 
10 per cent. in each of the four preceding years. 


-— в. — „S 


Rangoon Electric Tramway and Supply Co., Ltd. 


Tun directors report that during 1914 the cars travelled 
1.482.478 miles, a decrease of 17.282, and carried 11,138,948 
| The total receipts were 
s. 8.582.917, a decrease of Rs. 49,035, or 5.2 per cent. Up 
to the outbreak of war the monthly receipts showed a gain of 
Rs. 19.282 and under normal conditions the rate of increase 
would have been continued. Confidence among the Burmese 
and the natives of India is gradually being restored, and an 
improvement in the traffic is now observable. Motor omni- 
bus tratlie (203,722. passengers) has been maintained, the 
gross receipts being Rs. 39.702, and the expenses Rs. 42,814. 
This department is in its infancy, and a slight loss is not 
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&urpiising. The ‘buses are expected to act as а valuable feeder 
to the tramways. ‘The gross receipts tor current supplied 
for private lighting and power were Rs. 6.43,539, an increase 
of 11.52 per cent. The working expenses were 43.14 per cent. 
of the receipts, as against 42.16 per cent, in 1913. The gross 
receipts of the house wiring and supply department were 
Rs. 1.52,699, and the profit was Rs. 25,344 as compared with 
Rs. 22,478 in 1913. The gross profits were £62,453 plus £1,168 
for transfer fees and interest. This is disposed of as follows :—- 
Interest on debenture stock (£13,119); 44 per cent. debenture 
stock redemption provision, £6.100; depreciation on sundry 
assets in Rangoon, £1,767; reserve for renewals, £12,500; 
special reserve for cables, ete., £2,000; aud other items making 
441.600, leaving a net profit of £22,021 plus £1,055 brought 
forward. After paying preference dividend £15,000 and 3 per 
cent. on the ordinary shares, £2,766 is to be carried forward. 
An alteration of the articles is proposed extending the period 
for the presentation of the accounts. A provident fund of 
Which all employés under written agreements will be coin- 
pelled to become members has been established. The sub- 
seription is 5 per cent, of salary, the company eontributing 
£500 each усаг in which a dividend is paid on the ordinary 
shares. Messrs. S. Balthazar, P. Tobin and J. Tavlor have 
resigned their seats on the board. Mr. J. Glynn, of Liverpool, 
has been elected a director, and Col. A. G. de L. Joly de Fat- 
bimiere and Mr. H. D. Dickie are recommended as directors. 
Sir F. W. R. Fryer, K. C. S. I., formerly Lient.-Governor of 
Burma has accepted the chairmanship rendered vacant by 
the resignation of Mr. Tobin. 
Annual meeting, June 23rd. 


New General Traction Co., Ltd. 


Тнк annual mecting was held on Tuesday at the offices, 8, 
Crosby Square, К.С. Baron Emire B. p'ERLANGER, who pre- 
sided, said it Was а rare pleasure in these days to be able to 
preside over the meeting of a jomt-stock company and to be 
able to say that the results bad been but little affected by the 
war. Fortunately, that was so in their case, and after paying 
the same dividend as last year, viz., 4 per cent., they were 
able to carry forward £7,081, against £6,500 brought into the 
account. "Ihe war had adversely affected the Douglas Southern 
Electric Tramways, Ltd., in which they held a certain interest. 
That company had expertenced large falling off in revenue, 
and had only paid а dividend of 14 per cent. last year; and 
he was afraid they could not look forward to any dividend for 
the current vear. Fortunately, their holding in that company 
was only а small one, and, although they night be deprived 
of any revenue next vear frome that source, it would only 
affect them slhgbtiy. As regarded the Norwich Tramways, the 
receipts had been practically unaffected by the war, although 
the services had been curtailed through the early closing 
hours. Lust year they. obtained а valuable franchise for the 
extension of the tramways in Norwich, but owing to the 
ditneulty in obtaining labour consequent upon the war: the 
work had been suspended by agreement with the Corporation, 
and it was impossible to say when it. would be resumed. 

Mr. €. PAKEMASN seconded the motion, which was carried 
unanitucuxslv. 


— — 


British Electric Traction Co., Ltd. 


Tur report for the year ended March S)st, 1915, states that 
the progress of the assccmted companies in regard to tramway 
and omnibus tratte, and the sale of electricity, continued to 
he satisfactory up to the declaration of war. Ihe disturbance 
in the business which then took place adversely affected. the 
receipts of most of the undertakings, especially those which 
xci upon holiday. tratties; On the other hand, the receipts 
of certain undertakings have increased during the war owing 
to exceptional activities in the distriets in which they operate, 
and during the last few qnonths many of the other under- 
takings have shown some recovery. Ilaving regard to. the 
general conditions Which prevailed during the greater part of 
the year, the board have. not undertaken new enterprises 
I volving eonimitinents of any magnitude. The existing hust- 
nesses of the inte companies, however, have been fully 
f. Mint ame and consolidated. and im some cases. extended. 
Nevothitiens for the miprovement in the tenure of certain 
ob the associated companies are in progress. An agreement 
has been entered inte for the sale of the tramway undertaking 
of the Devonport and District Pramwass Co. to the Рош 
Corporation at а price. to be settled. by arbitration, and їз 
оху before Parlionent for coufirmation. The gross profit 
amounts to L255 508) as compared wath £225 754 for 191-1911. 
Arter deducting the general expenses there remains £20,215, 
plus. E0 bicught forward. Dedueting debenture stock 
Tnterest Cui there remaris TI. The revenue 
aec unt has been debited wath £11,101 fer additional reserves 
aaant чанх assets, The directors reconuanend. the payinent 
ef the dividend for the vear проп the 6 per cent. епи але 
prederenee stock, and а dividend of рег eent. upon the 7 
ber e nfo n пестен ке preference stech, together amount 
Pot OS dno boma disedends at the sine rate as those paid 
f à the qneceding vear, This leaves a balance ef. ЕУР, and 
In vew ef the directors? proposal to proceed with the reduc- 
tion арбан ы бшен of capital it is not proposed to place 
any perti nof Pas amount to reserve for depreciation, but to 


carry the whole amount forward. During the vear invest- 
ments of the book value of £59,379 have been sold at a net 
loss of £117. The revenue from the investments and under- 
takings amounted to £217,181, as compared with £209,045 in 
the previous year. The yield for the past year on 44, 771, 81 
was 4.55 per cent., as compared with 4.47 per cent. for the 
preceding year on £4,672,458. The reserve against deprecia- 
tion of investments is now £482,162, which is deducted froin 
the amount at which the investments and undertakings stand 
in the books. There are additional reserves of £61,666: against 
other assets, and a balance of unallocated revenue amounting 
to 271.399, which it is proposed to carry forward. The directere 
are of opinion that, subject to some small modifications. the 
scheme for reduction and re-arrangement of capital should 
now be proceeded with, and they propose to call the necessary 
meetings at an early date. Mr. J. S. Raworth, who has been 
a director since the formation of the company, has resigned 
his seat at the board, but his services have been retained by 
the company as technical adviser. Mr. Alfred Shepherd has 
been appointed to fill the vacancy. 
Annual meeting : June 25th. 


e eee с ee em ЫЙ pam es Ee - — 


Aluminium Corporation, Ltd. 


IN their report for 1914 the directors state that notwithstand- 
ing that the rainfall during the year was not sufficient to 
enable the works to be carried on at their full capacity during 
the whole period, together with the adverse conditions created 
hy the war, they record а further increase in gross profits. 
After providing for debenture interests and other charges, the 
net profits amount to 47,812, plus £120 brought forward. 
There is to be applied in. writing off depreciation on plant and 
machinery. £3,394, and on buildings account £1.252, leaving 
£5,286 to carry forward. The contractor having failed to 
fulfil his contract for the construction of the tunnel to bring 
the Dulyn water into the Eigiau Lake, the completion of the 
tunnel has been seriously delayed, but the comnuny has now 
undertaken the work and satisfactory. progress is being made. 
With a view to providing the necessary capital to extend. the 
company's water power, ete., the directors have considered 
it expedient to increase the first mortgage debenture stock 
froin £50,000 to £150,000. The chairman of the company (Mr. 
K. M. Clark) has taken up the increased stock to the extent 
of £15,000 in satisfaction of his loans to the company, and 
since the close of the accounts, has also agreed to take up 
an additional £10,000 of the increased stock in lieu of his 
second debentures, which became redeemable in April last. 
Tt is proposed to offer the balance of the increased debenture 
stock to the shareholders pro rata to their holdings. in 
accordance With resolutions passed, the rights relative to the 
participating shares have been revised, 
Annual meeting: June 17th. 


United Electric Tramways of Monte Video, Ltd. 
THRE annual meeting was held on Monday at Winchester 
House, K.C., Mr. G. A. Toveug, M.P., presiding. "Ihe Char- 
MAN хакі he had not a very cheerful story to give, as Uruguay, 
in common with all South American States, had been pa 
ing through a period of adversity. The situation. had been 
one of much difficulty, The commercial depression which 
made the previous year's operations unsatisfactory was con. 
tinued and aggravated during the year. under review. It 
could not be attributed to the war, although that accentuated 
the dithcultres. Its origin lay in other causes, partly. econemic 
and partly climatic. To meet their financial engagements 
the Government had found it necessary to create internal 
debts bearing high interest. Bad tines financially Were 
bound to operate unfavourably on their tratħes. But mis- 
fortune did not come alone, and the elements also conspired 
to make things unpleasant. Continuous bad weather pre 
vailed, and the country was visited by several vielent 
evelones, whieh not only paralysed traffic for hours—in seme 
enses davs—but involved expense for repairs to the company = 
property. The board had also had many anxious questions 
to deal with from the expense point of view. The tratbe 
receipts for the year were £551,465, a decline of £12.00), or 
3.25 per cent. The last three months of the year—the pened 
covered by. the war- Mere accountable. for more than tww 
thirds of the total decrease. The nuiniber of passengers cat- 
ried decreased by 258,811. to 45,502,849. Operatinyr expetses 
Were 60:86. per cent. of the gross receipts, an increase LA 
per cent. This was an actual decrease in the amount. ol 
expenses of £2553, but it would. have required. a furthet 
decrease of £4,626 to inamtaimm the sare ratio. af eS peti 
to recetpts. ‘That was unpossible of achievement, The vear 
had to bear exceptional expenditure resulting from the хе 
and evelones, and the resulting floods, ainounting to. £n 
There was an unavoidable additional loss of £745 in the di~ 
counting of nickel and silver currencv, and яп anerease m 
maintenance. charges of cars and permanent way ot tilo 
Whose items, totaling 45.008 represented more than the fn- 
ther decrease of £1020 required to maintain а steady patted 
working eXpenses, Every care was taken to counteract the 
decrease in receipts, and important economies were efe ted. 
The principal of these economies Was in the consumption of 
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electric current. To accomplish this purpose a very strict 
system of instruction and supervision of the drivers had been 
instituted. The net traffic receipts for the year were £141,477, 
a decrease of £9,508, or 6.30 per cent: The total credits to 
profit and loss account amounted to £135,858, a decrease of 
£11,826. The profit and loss account charges amounted to 
£05,623, an increase of £2,420. This was more than accounted 
for by the increases of debenture stock interest, viz., £1,920, 
and income tax £2,440. The net profit for the year was 
£77,035, plus £12,641 brought forward, making a total of 
£89,676. This was proposi to be dealt with as follows :— 
£2,370 had been set aside for redemption of debenture stock, 
and £2,500 towards redemption of the share capital; £25,000 
had been added to the renewals and contingency account, 
making the total set aside for that purpose to date £155,000, 
out of which a sum of £15,832 had been written off, leavin 
а balance of £139,168. Гог four consecutive years they ha 
a 4 per cent. on the ordinary shares, so that a reduction 
o 4 per cent. was disappointing, but not surprising to those 
who knew the severity of the crisis through which South 
America Was passing. The capital expenditure for the year 
totalled £50,610, compared with £122,158 in the previous vear. 
In view of the big fall in revenue and the serious outlook, 
ali expenditure of a capital nature had, as far as possible, 
been rigorously curtailed. The completion of the two sub- 
station. buildings and the installation of the necessary plant 
practically accounted for the whole of the expenditure during 
‚ the. year. A considerable sum (about £20,000) would be 

required for additional rolling stock on order, but not delivered. 
A further issue of capital would be required in the future 
(when the British Treasury rules permitted), for the com- 
pany must look to some continuing expenditure, governed, in 
part, by the development of the city, and in part by the pro- 
gramme of the municipality, especially as regards paving. 
Coming to the results for the first six months of the current 
year, frankness compelled hin to tell them that the position 
was worse. None of the adverse conditions had yet dis- 
appeared; financial depression continued; weather conditions 
throughout the summer season had been bad, four months of the 
six being classed as rainy, and the reinaining two as unsettled. 
Expenses were increasing, in some directions in an unpre- 
cedente degree. The price of coal had risen, and freight had 
doubled, so that their coal bill—always a heavy item, would 
this year be exceptionally large. The actual figures for the 
balf-vear were: Traffic receipts—1915, 174.625; 1914, £200,181, 
a decrease of £25,526; net receipts—1915, £68,311; 1914, 
£88,095, a decrease of £19,784. It was difficult to foresee what 
would transpire during the second half of the year now cur- 
rent. The worst might be, nearly over, for they would soon 
arrive at a time when the takings would begin to compare 
with the months of last year that showed the heavy decreases. 
They were clearly in for a bad year. The tide was still on 
the ebb, but it might turn before long, and when it did the 
flow, if not so rapid as the ebb, might be very pronounced. 
There were several factors 1naking for a return of prosperity. 
There was the practice of individual thrift, while war condi- 
tions had established a steady inarket at favourable prices for 
pastoral and saladero produce, such as cattle and sheep, wheat 
and maize. With diminished expenditure and imports and 
better prices for exports, gold would flow into the country. 
Already the improvement in South America was beginning 
to manifest itself in portions of the Argentine. In some res- 
pects Uruguay was a little later than Argentina in feeling the 
full force of the decline, and she night be later also in experi- 
спете the full benefit of the recovery, 

Mr. H. F. GuxNNiINa seconded the motion. 

Replying to a shareholder, the CHAIRMAN said they had been 
experimenting with oil fuel, and were still doing so, but the 
trouble was the question. of. supply at advantageous prices. 

The report was adopted. 


India-Rubber, Gutta-Percha and Telegraph Works 
Co., Ltd.—As foreshadowed in the chairman's remarks at the 
half-yearly meeting in June last, it has been decided to abandon 
the half-yearly meeting, a course pursued by many.other companies 
during the war. In announcing this fact the directors report that 
the works at Silvertown are very busy in many departments, and 
it is hoped that the year’s resulta will be favourable, though the 
prices of labour and ooal are considerably higher than last year 
owing to the war. The cable-ship Daciu has had considerable 


employment, and the board has reason to expect a continuance of . 


it. The French works were closed entirely for several weeks during 
last year on acoount of the close proximity of the German Army. 
As stated in the directors’ report for last year, before the war 


broke out the organisation had been placed on a thoroughly sound : 


basis, and the works, although greatly hampered by the shortage 
of labour, are now doing a sound and steady business. The directors 


have decided to distribute a dividend of 5s. per share, less income- : 


tax, on the preference shares, being the half-yearly dividend due 
on July lst, at the rate of 5 per cent. per annum; and a dividend 


of ба. per share, free of income-tax, оп the ordinary shares, being 


an interim dividend of 2} per cent. 


Shawinigan Water and Power Co.—A dividend 
of 1j per cent. on the common stock for the quarter ending 
June 30th іё announced, i 


Montreal Light, Heat and Power Co.—The report for 
1914 states that the net revenue was 3,085,907 dole. which, after de- 
duoting fixed charges (489,164 dols.), leaves the net income 2,596,743 
dols. Dividends to the amount of 1,827,500 dols. have already 
been paid and 10,000 dols. have been appropriated to the officers’ 
and employós' pension fund, leaving 759,243 dols. to be transferred 
to general surplus. The increases in surplus earnings have accrued 
mostly from the operations of the earlier part of the year, and 
while the effects of the disturbed business conditions resulting 
from the war have not been so serious as for most industries, the 
effects of tbe depression have boen distinotly felt in the unusually 
large number of disconnections and the increase їп bad debts, the 
latter of which amounted to more than three times that of any 
previous year. The outlook for the coming year is not as bright 
аз usual, and is aggravated by the fact that large expenditures for 
w taxes on imported raw materials and supplies have to be faced. 
— Financier. 


New British Ever-Ready Co., Ltd.—At the annual 


‘ meeting held at the works, Hercules Place, Holloway, N., on 


Jane 7th, the directors reported that for the year ended 
March 31st, 1915, the profit available for distribution, including 
£869 brought forward, and after writing off depreciation, balance 
of preliminary expenses, &c., and transferring £5,000 to general 
reserve, amounted to £29,958, An interim dividend was declared 
and paid on the preference shares on December let, 1914, amounting 
to £2,975. The directors now recommended a final dividend on 
the preference shares at the rate of 6} percent. per annum, making 
the maximum of 10 per cent. for the year, requiring £5,525, and 
after payment of 10 per cent., and a bonus of 2 per cent. on the 
ordinary shares for the year, £7,658 is carried forward. | 


James Keith & Blackman Co., Ltd.—According to 
the Financial Times the net profit for the past year was £13,302. 
A viden of 10 per cent., tax free, on the ordinary shares is to be 
paid. 


Automatic Telephone Manufacturing Co., Ltd.— 
The share and transfer books will be closed from 17th to 24th 
inst. inclusive, for the purpose of preparing the dividend warrants 
on the 6 per oent. preference shares for the half-year. 


National Electric Supply Co., Ltd,—Interim divi- 
депа 2s. 6d. per share, less income-tax, on the ordinary shares for 
the half-year. 


Vulean Boiler and General Insurance Co., Ltd, 
—An interim dividend at the rate of 18 per cent. per annum is 
announoed for the half-year. 


«4 
STOCKS AND SHARES. 
| TUESDAY EVENING. 

Stock Exchange markets are awaiting news with reference 
to the next War Loan. That some sort of issue is contem- 
plated in the near future, the House regards as assured; and 
the debate in the House of Commons to-night (Tuesday), on 
the Vote of Credit, is expected to produce some sort of hint 
as to the Government's intentions. Money is plentiful enough, 
and there 1s still a demand for good-class stocks paying reason- 
able rates of interest. Something of a feature is the revival 
in the rubber share market, in consequence of the steady 
єсїп in the price of the raw stuff. Another feature this week 
has been sharp recovery in Underground Electric income bonds. 
The stocks and shares connected with the Electricity Supply 
companies are exceedingly quiet. | ‘ 

The income bonds of the Underground Electric Railways 
have recovered 5 of the 63 points which they shed last week, 
and the price moved up to 75 as abruptly as it hud dropped 
from that figure to 70. Pressure to sell has been removed, and 
à few buyers who caine in with tinud orders, in amounts of 
one and two hundreds, found that their intended operations 
had a remarkable effect. A good deal of business is doing in 
the bonds, and the contention advanced here last week that 
the fall was considerably overdone, while it was good at the 
tine of writing, turned out to be too late to advantage readers, 
inasmuch as the recovery had started before this paper was 
published on Friday morning last. There is a small improve- 
шеп to record in the Company's 1s. shares, but the £10 issue 
remains at 258. 


Districts had a sharp drop to 144. and «o far have failed to 


rover. Metropolitans eased off to 283, and Steain stocks are 


weak throughout, mainly on accouut of the fear that coal 
contracts, which have to be revised at the end of this mouth, 
will be effected at prices very different fnan those ruling pre- 
viously, An advance of about 68. per ton is expected to be, 
roughly speaking, the average addition to the companies’ fuel 
bills. | 
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This question of fuel affects, of course, illumination com- 
panies as well as the railways, and prices in the gas market 
are heavy. Amongst electricity shares, no changes have 
occurred since our jas st notes appeared; and the buyers who 
recently have been on the look out for cheap stock are still 
occupying the saine position. It 15 said that most undertakings 
connected with the supply both of gas and electricity are being 
asked to adapt part of their machinery for the purposes of 
munitions, and it may be that this side-branch will be of 
useful assistance to the companies during the slackest period 
of the year. Business is quiet. 

The British Electric Traction Co. repeats its previous divi- 
dend performance by declaring 3} per cent. on the 7 per cent. 
non-euinulative preference stock, and this has caused a demand 
for all six of the Company's stocks. Prices are nominal, in 
the sense that there is scarcely any supply to be obtained, 
bolders preferring to keep their investments, and, if anvthing, 
wishing to increase rather than to realise them. Therefore 
the 6 per cent. cuinulative preference is up to 70, the 7 per 
cent. non-cuinulative. has risen to 35, the preferred and de- 
ferred to 10 and 5 respectively. B. H. P. 5 per cent. debenture 
steek is 87, and the 44 per cent. second debenture stock, which 
has not changed hands for over six weeks, is called 75. For 
1914. as already observed, the Company paid 3} per cent. on 
the 7 per cent. non-cumulative preference stock, which was 
an improvement of 4 per cent. on the distribution for the pre- 
vious twelveinonth. 

The Victoria Falls and Transvaal Power Company has de- 
clared a dividend at the rate of 6 per cent. per annuin for ten 
months on the preference shares, so clearing off all the arrears 
up to the end of April, 1914. This is a better result than had 
been expected, and the price of the shares improved to 159. 6d., 
while the 54 per cent. second mortgage debentures are a little 
better at 534. The latter price, by the way, is 54 points above 
the quotation of the debentures when war broke out; and the 
preference shares now stand about a florin higher than they 
did at that time. 

Brazil Tractions are а jmnpy market, and from 54, on 
Friday, they fell to 514 to-day (Tuesday), the price moving in 
sympathy with the Rio rate of exchange. This touched nearly 
ls. Id. before it reacted a little. Mexican Industrials show а 
slightly hardening tendency, on the publication of the United 
States Note to Germany; this has been read as an indication 
that America has no intention of embroiling herself in the 
European struggle, and therefore may have the greater in- 
clination to intervene in the cause of straightening out affairs 
in Mexico. 

Anglo-Argentine Trams have improved a little as regards 
the lst preference and the 4 per cent. debenture stock, though 
the Fives are 4 lower. A reassuring statement froin the Central 
Argentine Railway says that the exodus of Italians from the 
Republic is not considerable, and it ів hoped that, even if it 
Increases, prejudicial influence will not be exercised thereby. 
Upon this, most securities connected. with Argentina have 
braced up. 

In the Telegraph market, Westerns gave way } to 131, not- 
Withstanding the declaration of the third quarterly internu 
dividend of 3s. per share, as usual. Anglo-American Tele- 
gruphs are better, thanks to a marked improvement which 
has occurred in most issues connected with the United States. 
‘The Eastern group is a little dull. Good. business is taking 
place gu Mareonis, for which optimistic dividend anticipations 
continue to aet as the principal stimulus. Oriental Telephones 
gained the fraction at 24, while, on the other hand, United 
uver Plate Telephones eased off to 6 on the appearance of a 
sinall seller. 

Callender’s Cable shares have come in, on account, it is 
suid, Of а deceased estate; the price weakened 4 to 114, at 
Which it will be noticed that the vield is the excellent one of 
sis guineas per cent. Henley's have hardened to 144, which 
ninkes the return on their shares £7 15s. NI. per cent.; so 
that the previous difference of 42s. in the return is being 
cdtiamished. General. Electric preference gave way to 10. 
Liverpoel is buying British Aluminium ordinary and prefer- 
ence; and although the nominal prices. show comparatively 
little change, the market is a strong one, and there is not 
much tloatiug supply. British Insulateds are firm at II, and 
India Rubber shares at 9, while Babcoek & Wilcox continue 
to change bands on the basis of 50s. 

In the rubber market. as already indicated, there is notice- 

able strength and an unusual amount of animation. The price 
ef the raw article is now close to half-a-crown per Ib., and 
company after company shows that it can make highly satis- 
[жегу profits at anything like this figure. Attention for the 
the beings is directed principally to the younger companies 
vath barge estates at present not wholly in bearing, the argu- 
ment being that as ther prices stand relatively and substan- 
папу dower than those of the imore mature undertakings, 
there is considerably more scope for advance in dividends and 
capital value than the seniors ean expect. The buying move- 
went proceeds from the provincial. centres as well as from 
Lendon itself, and so long as the price of rubber keeps good, 
it is ate to prophesy that the share market will remain 
еби,  Armatuent shares are quiet, unaffected in апу way 
bs the fiery eloquence of the Minister of Munitions. From 
the purely market point of view, his detuand for more shells, 
and eser more shes, is countered by the knowledge that war 
profits are not шепн to be реги to assume extravagant 
pepa tious, 


SHARE LIST OF ELECTRICAL COMPANIES. 


Номи BLECTRICITTY ComPanres, 


Price | 
Dividend, Juve 15, Rise or fall Yield 
1914, 1915. this week. pe 


Brompton Ordinary .. "P .. 10 " — £6 158 
do. 1 per cent. Pref, ee ee 7 = 4 10 4 
Charing Cross Ordinary oo 5 4i — 5 17 8 
do. do. do. Prei. eo 44 44 == 5 9 l 
do. до. City Pref. ee oe 4 =. 6 12 6 
do. 4De e es ee oe ее 4 90 == 490 
Chelseas .. .. .. 5 4i = 681 
do. 43 Deb. ee ee ee ee 4 92 жш 411 10 
City of London és 9 182 — 6 11 0 
do. до. 6 per oent. Pref. .. 6 121 — 418 0 
do. do. b ео. .. oe ee 5 114 — 4 9 8 
do. do. 43 Deb. ee ee 43 96 T 4 13 10 
County of on T o | 113 — 631 
do. o. 6perocent.Pref... 6 114 — 5 44 
do. do. 181 De е ee oe d 100 =т= 4 10 0 
до. до. $nd Deb. ee ee 95 xd = 4 14 9 
Kensington Ordinary ..  .. so 9 7 — св 
London Electric .. ae ee 4 là — 8 0 0 
do. до. 6percent.Pref. .. 6 G — 6 00 
do. do. 4 b. ee ee ae 4 87 — 4 13 0 
Metropolitan TA a. de А 8 — 612 6 
do. 4 cent. Pref. ee 4 -— b 13 6 
do. eb. ee ee oe 4 94 — 4 15 $ 
do. De ee ee ee 83 74 — 4 12 0 
Bt. James’ and Pall Mall va 10 74 — 613 4 
do. do. do. "percent. Pref, 7 6? — Б 910 
do. do. do. 84 Deb. ee oe BÀ 75 = 4 13 4 
Bouth London ee ee oe 5 3 ee 6 13 4 
South Metropolitan Pret. s - 1 1 — 645 
Westminster Ordinary ee se ee 9 7 rad 6 4 3 
do, Pre... .. . 4 42 = 41 9 
TRLEeRAPHG AND TELEPHONES. ; 
Anglo-Am, Tel. Pref. .. .. .. 6 108 41 5 18 4 
do. et. ee oe eo 1% 228 + é 6 12 4 
Chile Telephone ee ee oe ee 8 6; — b 18 6 
Cuba Bub. Ord. ee ee ee eo 5 8$ -— b 17 8 
do. Pref. oe ee eo 10 16 == 6 13 4 
Eastern Extension 7 18 — 6 3 1 
do. 4 L] oe ee 4 91 = 4 8 9 
Eastern Tel. Ord.. . ee oe ee 1 1815 СЕ à *ó 1 8 
TS 84 Pret. ЧО ee ee 83 76 — 4 19 1 
4 Deb. se ee ee 4 91 ==. 4 8 0 
аюке Tel. and . Ord. ee ce МО 6 li — 8 4 9 
do. Pret е ое ee es 6 113 — 5 3 1 
Gt. Northern Те), ee ee es 99 88 тә 6 18 4 
Indo- Buropean ee ee .9 ee ja 64 rea 6 0 4 
Marconi - T .. 20 li +A 1013 4 
New York Tel. 4.. еа ee 44 97 — 4 18 8 
Oriental Telephone Ord. os ee 10 23 +3 414 1 
do. Pret. ee ee 6 1% m, 6 1 1 
Tel. E $ Deb. ee ee ee ee 4 88 ==. 6 3 $ 
United I. Plate Tel. 8 6 — § "110 
do. ; Р e ee ee б 6 — 6 0 0 
WestIndiaand Pan, ..  .. во 1 1 — 8 0 0 
Western Telegraph  .. oe — 7 18 --% *5 19 8 
O0. Deb, ee ee 4 91 = 4 6 6 
Номи Rans, 
метро ee ee ee 1 281 — i 4 1 0 
ergroun lecteic nary oe i 1 — Nil 
o. do. "A" Nil 16 + 64. Nil 
do. do. Income — 6 15 +5 9 08 
Fonxion Trams, 40. 
Anglo-Arg. Trams, First Pref, S 5) 4à +3 633 
do. апа Pref. oe ee == 1 6 8 
do. 4 Deb. T os 4 844 + 4 14 6 
do, 43 Deb. ee ee 43 87 — 6 8 6 
do. 5 Deb. T ee 5 864 — 5 15 7 
Brasil Tractions .. Еж „ æ 6 bl —9 1118 0 
Bombay Electric Pref. oe ee oe 6 1 -— b 16 10 
о. b. se ов 4 92 + 1 4 19 10 
Mexico Trams .. ee Ni 83 +1 Nil 
do, 5 per cent. Bonde e — 68 — Nil 
do. 6 percent. Bonds .. — 80 — Nit 
Mexican Light Common - e. Nil 90 — Nil 
do. Pref. ee ee ee Nil 3g — Nil 
do. lat Bonds ee ee ree 48 = cad 
Adelaide Bup. 6 per cent. Pret. — 6 67 — 513 0 
до. 6 Deb. en ee oe 6 108 =» 4 19 1 
Mawuractunina Оомрлитие. 
Babcock & Wilcox T T о 14 24 — 612 0 
British Aluminium Ord, "n os 6 21/9 + 3d. 412 0 
da. Pref, as oe 6 1"/6 — 699 
British Insulated Ord. s . 25 11 — 613 4 
do. Pref. ee ee 6 = 6 0 0 
British Westinghouse Pret, .. ee 74 1 — 8 0 0 
о. ese ee es ae 4 72 — 6 n 1 
do. 6 p. lien ee ee ee 6 10! кк 6 19 в 
Callenders oe ee ee oe se 15 11; tmm 4 6 6 4 
do. 5 Pret... ee ee ee Б 6 — b 0 6 
do. Deb. ee ee oe 43 98 — 4 11 & 
Castner-Kellner .. Vs "d . 15 84 — 413 6 
Edison & Swan, 28 (CO. Nil 12/6 = Nil 
do, do. fully paid ke .. Nil 14 — Nil 
do. do. 4 Deb. * of ee ee 4 63 -— 6 7 0 
do. do. 5 4 Deb. oe oe Б 60 — 8 6 8 
Electrio OonstrucuoD. .. .. 6 13/.xd — 9 48 
da. do. Pref. .. T 7 11d — топ 
Gen. Elec, Pref... .. wee 6 10 —[(& 609 
Henley ee oe ee ee oe 20 li + { 7 13 8 
do. 4 Pref. es oe ee ee 44 4 — 4 12 4 
do. 4 Deb. oe oe ee ee 44 9 — 111 , 
* India-Rubber so uu сие уб 9 — 511 
Telegraph Con. ae ec os ee 20 B1 -— 6 ч 1) 


* Allowance made for dividends being рма free of income-tax. 


a | 


Victoria Falls and Transvaal Power (o., Ltd.— 
The directors have declared a 10 monthe' dividend at the rate of 
б per cent. per annum, lees income-tax, on the prefer anoe shares 
id making the cumulative dividend paid up to April 
Suth, 1914. 
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ELECTRICITY IN 


FARMING.—III. 


ALTHOUGH somewhat beyond the scope of this article, we 
may mention that electric lighting and other uses" of 
electricity have made great progress in Hereford, which, as 
“a country and market town, possessing a fine cathedral and 
historical associations extending back some 800 years, is a 


Aerating Machinery. 


and it will undoubtedly be adopted both in the city and by 
the larger houses served in conjunction with the farms. 
The electricity department has also taken the first steps to 
introduce the electric vehicle in Hereford, by using a light 
electric truck for its own work about the town, and we 
gather that inquiries for delivery vans of this type have 
resulted. 

This brings us to another interesting point; successful 


4 
-—-— ee 
ры 

В. 


— 
T^Y 


Bottle Hoist. 


ELECTRIC DRIVING IN CIDER MILL, HEREFORD. 


favoured residential centre. Practically every public build- 
ing is electrically lighted ; this -applies to all the churches 
and the cathedral, in which the Gilbert Scott lighting fittings 
have been converted and some 360 lamps are installed. 

As regards other uses," about 120 Kw. of electric heat- 
ing and cooking apparatus is in use in the city, including 


-as have been the initial efforts to supply outlying farms and 


houses, there is a limit to the load which can be taken on 


the low-pressure direct-current overhead lines, and the in- 


creasing demands for electric power, lighting, cooking by 
those adjacent to the transmission routes has led Mr. Kerr 
to formulate a much more ambitious scheme—which is, un- 
fortunately, deferred, owing to the war—by means of which 


85-н.р. Pipe-Ventilated Motor. 


about 200 irons ; six consumers have adopted electric cook- 
ing and heating extensively, but pending improved manu- 
facturing methods in the way of standardised replacements, 
&c., this branch of the supply business is not being pushed. 

Still, where used, electric cooking is giving satisfaction, 


*5-u.P. Motor Driving Roller Mill. 
ELECTRICAL FLOUR MILL DRIVES, HEREFOED. 


the supply will be available anywhere within a five-mile 
ins. 
This anticipates the installation of a 1,250-Kw. three- 
phase turbine plant to supply current at 3,300 volta pres- 
sure by means of overhead transmission in the surrounding 
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districts. It is estimated that the saving in fuel cost alone 
over the existing plant would justify tbe departure, and 
that very many farming and other consumers would become 
Accessible to the undertaking. 


Мотов AND Foop-PBEPARING MACHINERY ON AN ALTRINCHAM FARM. 


We are much indebted to Mr. Kerr for discussing the 
peculiar supply problems of the Hereford area with us; the 
resnlts which he ha3 achieved, and the methods adopted to 
secure them, deserve the car«fal study of all central station 
engineers situated in, and mainly dependent on, an agri- 
cultural area for future success. 

Farm Supply at Allrincham.—The Altrincham Electric 
Supply, Ltd., has recently given a supply to a local 285- 
acre farm, where about 30 lights are installed in the house, 
all farm buildings and yard, and only electricity is used. 


The entire farm plant, including a corn mill, chaff cutter, 


root pulper, cake mill, &c., is driven by a 72-. H. P. 100-volt 
single-phase motor fixed in the granary. 

The wiring in the farm buildings is generally in porcelain 
cleats on the surface, and the farm is supplied at 2,000 volts, 
80 cycles, through half a mile of concentric cable laid across 
the consumer's land, at about 2-ft. depth, the pressure being 
transformed down to 100 volts, and metered at the farm. 
The consumer pays 6d. per unit for lighting and 14d. for 
power, and it is understood that he would have been well 
satisfied if his first quarter’s bill had been three times as large, 
despite the fact that it was swollen by sundry demonstra- 
tions for the edification of neighbouring farmers. 


FARMYARD WIRING, ALTRINCHAM, 


This installation was responsible for another farmer taking 
a supply for lighting and power from the company within a 
month. 
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We are indebted to Mr. Fawcus, the chief engineer of the 


company, for these particulars and accompanying views; we 
gather that he also ia favourably impressed with the prospecta 
for farm supply in his district. 


Sufficient has been said to indicate 


— that this subject has a real interest to. 


& numerous class of supply engineers 
in this country, who have been, figura- 
tively speaking, “all out of it," in 
comparison with their more fortunate 
brethren in factory or industrial 
centres. 

But reverting to an earlier remark, 
tt is necessary in the first instance to 
convince the farmer, whose educational 
intervals are not numerous, and more 
particularly confined to agricultural 
shows. . 

The steam and oil engine manufac- 
turers make the utmost of these occa- 
sions, but we believe that electrical 
exhibita are conspicuously abeent, and a 
co-operative electrical farming exhibit 
on American lines, such as that described 
in our pages on August 28rd, 1912, 
or that which formed a feature of the 
Christiania Exhibition, and was referred 
to in our issue of August 14th last, is a 
thing unheard of here. 


D&IVE FOR PULPING MACHINE; ELECTRIC WIRING, &C. 


Testimony to the value of the “ personal demonstration ” 
comes from far-off New Zealand, where the farmer share- 
holders’ of the Tai Tapu Co-operative Dairy Co., as a 
result of а short experience of its electrical operation— made 
possible by the advent of hydro-electric power— decided 
that they must have electric light and power on their own 
farms, and a scheme for that purpose has been organised. 

Almost every house and farm in the district has decided 
to use electric light, and numerous shearing planta and a 
dozen milking plants are to be connected, while one farm 
is adopting electric cooking and heating throughout. 

Three overhead lines covering 12 miles of route will 
couple the factory, which will be a central distribution 
point, and consumers; the latter average four per mile, and 
will be charged at fixed rates, no meters being used. 

The question of method of charging is important ; under 
the fixed-rate system the farmer knows exactly what his 
electricity is going to cost him, and this is what a good 
many English farmers will want to know, although they 
may have only the haziest idea as to the cost of ranning a 
steam plant for similar work. 

In this country such rates as Gd. per unit for lighting and 
2d. to 25d. per unit for power are really an attractive pro- 
position to the farmer, but it is advisable to offer a sliding 
scale down to the 1d. rate, which the farmer may calculate 
on reaching, even though in practice he never does go. 

In conclusion, it seems obvious that good results are almost 
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certain to be obtained by demonstrating to the farmer what 
can be done by electricity, and arrangements should be 
m ide between the agricultural machinery and electric manu- 
facturers to carry out this work at agricultural shows, &c. 

We would suggest that this matter is sufficiently im- 
portant to attract the attention of the I. M. E. A., many of 
the members of which body are situated in agricultural 
areas which must of necessity be made to yield some revenue 
in the future if the supply undertakings are to maintain a 
reasonable rate of progress. The fact that at least a 
quarter of the undertakings in the county fall within this 
category i3 significant. 


- 


ECONOMIC OPERATION OF ELECTRIC 
OVENS.” 


By PERCY WILCOX GUMAER, 


EVEN to-day very little is known of the proper conditions of 
time and temperature to use in cooking various articles of 
food so as to secure the greatest efficiency. With electric cook- 
ing the temperature at which food is cooked makes a con- 
siderable difference in the cost of the cooking. 

In order to determine the losses of energy in electric cooking 
and the best methods of preparing various articles of food in 
electric ovens, tests were inade on three commercial ovens and 


Fig. 2.—CROSS-SECTION 
ОР OVEN No. 1. 


Fig. 1.—Oven No. 1. 


an experimental oven. Each commercial oven was selected as 
representing a general type of electric oven in use for domestic 
cooking. | 

Oven No. 1, as shown in fig. 1, is a large range suitable for 
а good eize family. The inside dimensions of the oven are 19 
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Fic. 4.—CROSS-SECTION OF 


Fic. 3.—OveEN No. 2. 


Oven No. 2. 


in. by 12 in. by 18 in. Two heating units are used, one in the 
top and one in the bottom of the oven. Each unit consists 


“From the Proceedings of the AMERICAN INSTITUTE OF ELEC- 
TRICAL ENGINEERS. Abstract. 
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of two heating coils controlled from a snap switch on the front 
of the oven sq as to consuine 220, 440, or 880 watts. From one 
to two inches of mineral wool is used as heat insulation. The 
outside surface of the oven is blued steel with nickeled legs and 
trimmings. The oven door is 12 by 18 in. and 1.5 in. thick. 
It fits tightly and пшр securely in place when shut. Three 
heating units are also placed on top of the stove for the cooking 
which is not done in the oven. Fig. 2 is a cross-section of the 
oven showing the position of the heating coils and the thermo- 
couples used to measure the temperature. 

Oven No, 2, as shown in fig. 3, is a small well insulated oven 
suitable for a small or medium size family. The inside dimen- 
sions of the oven afe 9.5 in. wide, 10 in. деер; and 12 in. high. 
The inside finish is seamless drawn alumnium, and the outside 
is blued steel with nickeled trimmings. Two and one-half 
inches of mineral wool is used for heat insulation. An iron- 
clad heating element is placed in the bottom of the oven, and 
consumes 500 watts when connected to a 110-volt circuit. 
The heat cannot be turned partly off, as there is only one heat- 
ing element. Underneath the oven is an automatic tempera- 
ture control, which шау be set at various values by means of 
a dial. The dial 1з graduated in arbitrary numbers from one 
to, eleven. When the handle of the dial is set at a given 
number a thermostat will open the circuit of the heating 
element as soon as the inside of the oven has reached a certain 
temperature; as the oven cools the thermostat must be reset 
by hand by pushing the handle of the dial. Fig. 4 18 a cross- 
section of the oven showing the position of the heating coil 
and the thermo-couple. 

Oven No, 3 is one of the well-known makes of fireless cookers 
with a heating element placed underneath the inner lining. 
The inside diinensions are 10.5 in. deep and 12.5 in. diameter. 
The inside lining is seamless drawn aluminium, and the outside 
finish is varnished oak. The sides and bottom are insulated 
with powdered kieselguhr, while the cover is insulated with 
anil ted cork. Fig. 5 is a cross-section of the oven showing 
the position of the thermo-couple and heating coil. The oven 
uses 210) watts at 110 volts. There is no method of turning 
the oven partly off. 

Oven No. 4 was constructed by the author so as to obtain 
data op the characteristics of an especially well insulated oven. 
The inside dimensions were the saine as oven No. 2. А 220-, 
440-, 880-watt heating unit was placed in the bottom of the 
oven and a 440-watt unit in the top as shown in fig, 6. Sheet 
hon was used for the inside lining. А 4-in. layer of a com- 
mercial brand of diatominous insulating brick was used for 
insulation. Later 4 in. of cork board was added as shown 
in the drawing. This was put on with cement, and no out- 
side covering was used except on the front and the door, which 
were covered with wood. | 

The temperature of the ovens was measured by means of 
copper-constantan thermo-couples. 

In oven No. l an extra thermo-couple was inserted for mea- 
suring the internal teinperature of food. 

The effect of heat on the protein of foods is to coagulate it. 
This change occurs at the comparatively low temperature of 
75 deg. C. If the temperature is increased much above this 
point the protein tends to shrink and harden, and the digesti- 
bility of the focd is greatly lessened thereby. 

The effect of heat on the starch of foods is to make it more 
digestible. The starch’is gelatinized at temperatures much 
below the boiling point of water. | 

The fat of foods is practically unaffected chemically by the 
degree of heat used in cooking. | 

The ideal preparation of food for human use requires that 
the nutriment which it contains shall be utilized to the fullest 
extent. Not only should the food be in such a state that the 
digestive juices can best act on it, but these digestive juices 
should be properly stimulated to do their work, by improving 
the taste or flavour of the food. | 

The present day problem is to determine the methods of 
cooking which will yield the most in nutrition and flavour 
with a minimum expenditure of fuel and labour. 
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Fic. 5.—CROSS-SECTION 


OF OVEN No. 3. OF OVEN No. 4. 


Except in а few localities, for the saime number of heat unite 
delivered at the meter, electricity is more expensive than gas 
or coal. Hence, it is only by studying carefully the most 
economical features of design and operation of electric cooking 
apparatus that electricity will be able to compete with gas 


Fic. 6.—CROSS-SECTION 
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and coal. А study of the heat losses in cooking is, therefore, 
of considerable importance to the designer of electric cooking 
apparatus. 

Heat is lost in two ways—by convection and by radiation. 
The amount of energy radiated depends upon the nature of 
the surface, the temperature of the surface, and the tempera- 
ture of the surroundings. It is independent of the shape of the 
radiating surface. The convection loss, however, depends 
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Fig. 7. FIG. 8. 
Fic. 7.—TotaL Losses FROM HEATED SURFACES IN AIR. 
1. Black body. 3. Pure silver. 


2. Oxidized copper. 4. Convection only, 


Fic. 8.—ENERGY REQUIRED TO MAINTAIN OVENS AT CONSTANT 
TEMPERATURE. 


upon the shape and the position of the surface, as well as the 
temperature of the surface and the surroundings. It is inde- 
pendent of the nature of the surface. 

Fig. 7 shows the convection and radiation losses for vertical 
plane surfaces for temperatures up to 250 deg., the highest 
used 1р cooking. 

As shown by the curves, the radiation loss from a black body 
constitutes a large part of the total loss, while the radiation 
from a polished silver surface forms bnt a small part of the 
total loss. For all other surfaces the radiation loss lies between 
that of a silver surface and a black surface, tbe convection 
being the same for all surfaces. 

Since the convection and radiation losses depend on the 
temperature of the outeide surface, the loeses will be greatly 
reduced if this temperature can be decreased. 

Suppose that enough heat insulation were introduced to 
reduce the outside temperature from 200 deg. to 110 deg. C., 
the watts lost per sq. cm. of outside surface would be reduced 
from 0.37 to 0.12. ` 

Another method of reducing the heat losses would be to 
silver-plate the outside of the oven. The heat loss would then 
be decreased from 0.37 watt per sq. cm. to 0.18. By a com- 
bination of the two methods the input of the oven for a given 
internal temperature would be reduced froin 1,000 watts to 
165 watts. | 

To eilver-plate the outside surface of an electric oven would 
be too expensive, but a white enamelled surface would be 
much more efficient than the black surface. A place in which 
nickel plating could be used to good advantage would be 
around the edge of the oven door, where the outside tempera- 
ture of the oven is considerably higher than elsewhere. 

The heat losses for the ovens tested were obtained, and 
curves were plotted between oven temperature and watts 
input as shown in fig. 8. These curves are very useful in 
comparing the economy of various ovens for the cooking of 
any article of food. Since one point of the curve will be zero 
energy at room temperature, only one determination is neces- 
sary to plot the curve for any particular oven. 

The heat losses of an electric oven may be separated into 
the losses occurring before and after the food is inserted in 
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Fig. 9.— ENERGY REQUIRED 10 PREHEAT OVENS. 


Fig. 10.—Errrct oF OPENING DOOR ок OVEN No. 1 Fon 15 SEC., 
tron Exerey Lost АХО EALL IN. TEMPERATURE OF THE OVEN. 


Fia. 9. 


the oven. In many kinde of cooking, such ах baking biscuits 
and cake, the food must be placed in а hot oven as soon as it 
is prepared. The amount of energy required to preheat an 


deg. C. was 2.5 hours. 


oven to the desired temperature depends on the insulation of 
the oven, its size and the thermal capacity of the inside, and 
the size of the heating coils. The amount of energy required 
to preheat the ovens tested is shown in fig. 9. It will be 
noticed that, although oven No. 4 was better insulated than 
oven No. 2, it required more energy for the preheating. 
This wae probably due to the greater heat 1 cf the 
inside lining and the insulation. The effect of too small a 
heating coil is shown by the curve for oven No. 3; the time 
required for the oven to reach a baking temperature of 250 


In preparing food which cannot be placed in a cold oven 
and heated gradually, there is a loss of heat when the отеп 


door is opened. 


Fig. 10 shows the watt-hours lost each time the door of oven 
No. 1 is opened for 15 seconds, and the fall in temperature of 
the oven when the door is opened at different oven tenipera- 
tures. 

Experiments have demonstrated that beef can be satisfac- 
torily roasted at an oven temperature anywhere between 100 
deg. and 200 deg. C. No difference was discernible in the 
tenderness of duplicate roasts cooked at the extremes of tem- 

erature. The most satisfactory temperature within this 
interval can be determined cnly by the consideration of other 
factors, of which the time of cooking and the cost of cooking 
are the most important. In order to determine this most 
econoinical temperature for roasting a rolled rib roast. a senes 
of experiments were performed on 22 roasts. The meat was 
freed from bone and tightly rolled and secured with wooden 
skewers. Samples were roasted at 100, 120, 140, 160 and 180 
deg. C. The time required for the cooking and the amount 
of energy used at each oven temperature were measured. From 
these values the most economical temperature was determined. 

The aim in cooking meat is not to increase its digestibility 
but to iinprove its flavour and appearance, by decomposing the 
red colouring matter called oxyhemoglobin, which removes 
the raw appearance of the ineat. The inside of the roast 
should be heated sufficiently to accomplish this without ower- 
coagulating the proteids or removing from the meat those 
substances which tend to become soluble or volatile upen the 
application of heat. | | 

In order to secure as much uniformity as possible in the 
results, a definite internal temperature was taken as the indi- 
cation of when the meat was sufficiently cooked : 55 deg. C. 
was used for rare, 65 deg. for medium rare, and 75 deg. for 
well done. 

A copper-constantan thermo-couple was used to measure 
the temperature inside the roasts. | 
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Fic. 11, 
Fig. II Err oF OVEN TEMPERATURE ON TIME OF COOKING OF 
Breer Roasts. | 
Fig. 122.— ENERGY REQUIRED TO Roast BEEF IN OvEN No. 2, 
STARTING WITH OVEN Нот AND WITH Oven Сог. 
1. Well done roast, oven cold. 4. Rare roast, oven cold. 
, T T . het. 5. Med. rare roast, oven het. 
Med. rare " cold. 6. Rare roast, oven hot. 


Fig. 12. 
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The authorities on meat cooking recommend that а roast 
be cooked for the first 10 or 15 minutes at ап oven tempera- 
ture of 250 deg. C., so as to sear the outside of the meat. The 
theory is that the coagulation of the outer surfaces of the 
ineat Will act as a seal to keep in the meat juices and volatile 
flavours. A consideration of the heating curves of the electric 
ovens discussed in the first part of this paper shows that to 
heat an oven up to 250 deg. C. and to keep it there for 15 
jinutes will increase the cost of electricity for roasting the 
meat about 50 per cent. In order to reduce this extra cost of 
energy another method was tried which proved very success- 
ful. Instead of searing the meat in the oven at a high teur 
perature it Was seared on the top of the stove, or, rather, by 
placing the meat in an aluminium dish over an ssu-watt 
heating coil. The current Was turned on for three minutes 
to get the dish quite hot. The meat was then placed in the 
hot dish and seared for ten minutes, being turned freqnently 
eo as to sear all sides. 

After searing, an incision was made in the roast with а 
sharp narrow-bladed knife, and the thermo-couple was insert 
ах near as possible in the centre of the reast. The ronst was 
then placed in the oven at the desired temperature. Placing 
the roast in the oven lowered the temperature by 10 to 3 
deg. Full current. was turned on until the temperature 
returned to the desired value; after that the temperature was 
kept constant within 2 deg. C. 

Vhen the temperature inside the roast indicated. the meat 
to be cooked rare. the time and watt-hour readings were 


recorded. This was also done for medium rare and well done. 
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Fig. 11 shows the average time of cooking plotted against 
oven temperature. It will be noticed that at an oven tem- 
perature of 160 deg. C. the roasts are cooked in a shorter 
ength of time than at 180 deg. This is probably due to the 
fact that the slightly charred surface of the meat is a poorer 
conductor of heat. 


The per cent. loss in weight of the roasts increases with tlie 


teinperature. As far as the losses in cooking a well done 
roast are concerned, meat is best when cooked between 100 
and 120 deg. C., or possibly lower. : 

The other important factor which determines the best roast- 
ing temperature is the cost of the electricity used. The curves 
of fig. 12 give the energy used in roasting beef in the oven 
No. 2. The additional energy used in searing the roasts was 
the same in all cases, 190 watt-hours. It will be noticed that 
for rare and medium roasts 100 deg. is the most economical 
temperature. For all the ovens the most economical tempera- 
ture for well-done roasts lies between 120 and 140 deg. 

The energy required for roasting meat in oven No. 1 is 
considerably greater than for oven No. 2. This is due partly 
io the smaller amount of heat insulation used and partly to 
ihe larger size of the oven. | 

The saving in energy in favour of searing on top of the 
stove is surprisingly great, making a difference of $.05 (at 
$.05 per kw.-hr.) in the cost of preparing the roast. 

A series of experiments were undertaken on the baking of 
biscuit, bread, and sponge cake, to determine the range of 
temperatures within which each article of food could be satis- 
factorily baked and the particular temperature within this 
interval which was-the most economical for the ovens tested. 

The range of temperature for baking biscuits was from 200 
to 240 deg. C. | 

Fig, 13 shows the minimum time of baking and the рег 
cent. loss of weight curves for the bread experiments. The 
loaves averaged gm. in weight and were baked in a tin 
the dimensions of which were 3 in. by 5 in. by 3 in. deep. 

In the bread experiments the most satisfactory results were 
obtained above 180 deg. At the lower temperatures the crust 


T ; оли TENO CENT ore 
Fre. 13. Fie. 14. 
Fic. 13.—EFrect ОР OVEN TEMPERATURE ON ‘TIME OF BAKING 
BREAD AND PER CENT. Loss OF WEIGHT. 
Fic. 14.—ENERGY REQUIRED TO BAKE BREAD STARTING WITH 
Oven Нот AND WITH OVEN COLD. 
1. Oven No. 1 cold. 4. Oven No. 4 cold. 
2 1 hot. 5. „ „ 9 hot. 
2 cold. 6. „ „ 4 hot. 
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was hard and thick, due to excessive evaporation of moisture 
as indicated by tbe loss in weight curve. At 240 deg. the 
outside of the loaf had a tendency to brown over before the 
inside was thoroughly done. 

The time required for baking a larger loaf would be some- 
what longer. | 

range of. temperature for baking sponge cake lies be- 
tween 170 and 200 deg. C. 

If biscuits are baked immediately after other food is 
removed from the oven, so that preheating is not necessary, 
the energy required will be very small compared to the 
amount required if the oven has to be heated up from room 
temperature to baking temperature. 

Because the conditions of baking biscuite satisfactorily are 
a high temperature for a short time, ovens used for this pur- 
pose should require as little energy as possible for preheating. 

The curves of fig. 14 give the energy used in baking bread 
at the various oven temperatures with and without preheating. 
It will be noticed that for all the ovens the energy required 
is а minimum above 220 deg. The most economical tempera- 
ture for baking bread when the oven is already heated is, 
therefore, from 220 to 240 deg. C. 

The temperature for which the energy required is a mini- 
mum lies between 200 and 215 deg. C., depending on the 
oven used. Although the insulation of oven No. 4 is very 
much better than that of oven No. 2, it will be noticed that 
above 205 deg. oven No. 4 requires more energy for baking 
bread than oven No. 2. This is due to the larger amount of 
energy required for the preheating. 

Consideration of the baking curves as a whole will emphaaise 
the importance of the preheating characteristics in designing 
an efficient electric oven: For the kind of baking which 


requires a high temperature for a short time the preheating 


is considerably greater than the radiation and convection 
loss. Unless some method can be found for decreasing the 
energv used in heating the oven up from room temperature, 
it will not be practical greatly to increase the heat insulation 


of the ovens used for domestic baking. "This does not apply, 
however, to ovens which are used for long intervals at the 
same temperature. ` 

With the advent of electric ovens a revolution in tbe 
methods of cooking has become ible. Automatic electric 
ovens will probably be developed in which the temperature 
will be accurately controlled and the necessity of constant 
vigilance will be removed. 

The present-day problem in electric cooking is to determine 
the methods of cooking that will yield the most in nutrition . 
and flavour, and to formulate definite rules or directions so 
that a particular article of food can be cooked in the best 
possible manner by persons of ordinary skill. The engineer's 
problem is then to design practical cooking devices in which 
the temperature can be accurately regulated with a minimum 
of attention on the part of the housewife. 

The increased popularity of the fireless cooker indicates 
that people are learning that food can be cooked at tempera- 
tures lower than the boiling point of water. The fact that 
several hours are required for the cooking is not a disadvantage 
when the process is automatic and does not require the atten- 
tion of the housewife. Four hours would probably be the best 
time to cook the food. The housewife could put in the food 
for the mid-day meal immediately after breakfast while the 
oven was still hot. When it is taken out she could put in the 
evening meal, so that the oven would be used continuously. 
The preheating loss would thus be reduced to a minimum. 
During the latter part of the afternoon the housewife need not 
be tied to her kitchen, as all that would be necessary at this 
time would be to dish up the food and serve it. 

The electric light and uid companies should be interested 
in perfecting this method of cooking and in bringing it to the 
attention of their customers. A combination о the electric 
oven and the popular fireless cooker would be a very desirable 
load for the central station. It would be a nearly steady all- 
day load and would not interfere with the peak load even in. 
the winter, as sufficient heat can be stored in a well-insulated 
oven to keep the food hot enough to serve for an hour or more 
after the current is turned off. 

The results of the cooking experiments in electric ovens 
indicate that it ł possible to reduce the art of cooking with 
electricity to an exact science. If definite rules of time and 
temperature were formulated for cooking each article of food. 
the inexperienced housewife could obtain uniformly good 
results with the expenditure cf a minimum amount of atten- 
tion and fuel. 


THE REPORT OF THE ONTARIO HYDRO- 
ELECTRIC COMMISSION. 


THE seventh annual report of the Ontario Hydro-electric 
Commission, which covers the year's working to October 815%, 
1914, fills a bulky volume, which, with ite numerous illustra- 
tions and detailed statistics, one must suppose forms the 
inost complete annual electric supply report in existence. 
The total capital expended to October 31st last on the 
Niagara, Severn, Waedell's, St. Lawrence, Eugenia, Port 
Arthur and Renfrew systems. and on municipal construction, 
etc., amounted to $10,130,048, of which some $4,390,000 was 
expended during the year. The Commission is constantly 


LARGE TRANSFORMER STATION, 
ONTARIO HyDRO-ELECTRIC SYSTEM. 


adding to its consumers, and the accounts of 69 municipalities 
who are consumers have been consolidated in the present 
report, which shows that as at December 3lst last, these 
also have made investments in distributing plants to the 
extent of $15,249,208, carrying annual debt 19 ы of $661,949. - 

Including operating charges these municipal undertakings 
cost for the year $2,674,703, and earned $3,433,936, leaving 
a gross surplue of $759,232, or deducting depreciation, a sur- 
plus of $401,349. The accumulated surplus (3 years) invested 
in plant extensions, is $1,601,167 (from 63 municipalities), and 
deducting $850,618 for depreciation reserve, the surplus of 
$750,549 is over 10 per cent. on the revenue of the three 
years. 
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The report says, "the result is of particular interest and 
value as it is the final answer of the municipalities to their 
experiment in the co-operative transmission and municipal 
The total number of consumers 


29 


distribution of hydro power. 


STANDABD DISTRIBUTING STATION. 


was 96,744, of which 93,179 were lighting and the rest power 
consumers. The highest cost per Kw.-hr. for domestic lighting 
was 10.9c. and for commercial lighting, 9.4c.; the respective 
average costs were 4.8c, and 3.9c. 

The Niagara system is, of course, the principal one con- 
trolled by the Commission, having 
miles out of the total of 800 miles of secon- 
dary transmission lines connected; the 
pressure of these lines varies from 46,000 
to 2,200 volts. The yearly average H.P. 
of the Niagara system 1s over 50,000, while 
the connected power load is about 68,000 
H.P. The total transformer and distribu- 
tim station capacity of this system 18 
183,440 k. v. A. (including Niagara station, 
80,500 K. v. A. and Toronto station, 25,000 
k. V. A.), while for the whole of the Com- 
mission's systems, the capacity is appar- 
ently over 193,000 K. v. A. 

During the year important extensions 
were carried out to the transmission sys- 
tem. А duplicate line from Niagara to 
Dundas, 50 miles, has been completed, 
using copper cable and tandein steel tower 
construction, with standard spans of 630 ft. 

The first of the Commission’s own power 
plants, at Wasdell's Falls, was brought into 
operation, this being a 1,200-н.р. hydro- 
eleetrie plant. 

The Eugenia Falls scheme which will 
develop 8.000 M. r., ie now being carried 
out, the initial installation calling for two 
2.250-H. P. turbines. ; 

On account of the widening and deepen- - 
ing of the Welland Canal by the Dominion ElecRev 
Government, it was necessary to lengthen 
the spans across the canal from 407 to 
532 ft. To do this, one standard tower 
was removed from the transmission line, 
one anchor tower was moved 45 ft. and 
the two high towers supporting the canal 
crossing span were moved, one 63 ft. and 
the other 62 ft. The important part of 
this work was the moving of the two 
latter towers: each weighed 25 tons and 
Was supported on a heavy reinforced con- 
crete base; the overall height was 168 
ft. These towers were moved standing, 
being pulled along timber skidways to 
new concrete foundations. To maintain 
ecntinuity in supply, two temporary cross- 
in; lines were built north and south of the 
crossing, far enough apart to allow of a 
vessel in between, and by this means a 
boat could pass through with very little 
delay and without having a complete shut- 
down of the power circuits. 

As many distributing stations are re- 
quired to meet similar demands, the Com- 
Inission has prepared standard designs and 
lavents, covering eight capacities, from 
3-25 к v.a. to 3-150 Kk. v. A. transformers. 

Under the section devoted to“ opera- 
tion.“ the report states that the power fur- 
nished to the Commision by the Ontario 
Power Co. had been practically continuous 
during the vear. The greatly reduced num- 
ber of H.T. interruptions due to insulator 
trouble, indicates the efficiency of the 
arrancgeinents now in use for eliminating 
defective meulators. 
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Thirty-three different electrical storms were reported over 
the system, and of these ten were severe and the rest 
moderate. They occurred between March 25th and October 
10th, and seven of them traversed the whole system. 

There were two total interruptions of service, due to light- 
ning and only momentary. The operating characteristics of 
the steel reinforced aluminium transmission cable used on 
recent work have proved very satisfactory, and confirmed the 
advantage over the straight aluminium cable, which waa 
expected. 

All the municipalities under the control of the Commission 
have now adopted a standard schedule of rates; for domestic 
service this year the ''service " charge 1s 3 cents per month 
per 100 &q. ft. of floor area, with a minimum charge on 
1,000 sq. ft in cities; 1,200 sq. ft. in villages; or 1,500 «q. ft. 
in suburban districts, and a maximum service charge on 3,000 
sq. ft. An additional consumption charge per unit is made, 
and а 10 per cent. discount is given for prompt payment. 
What is known as a "follow-up" rate (and has been used 
in this country with another name) is offered : all energy con- 
sumed over a certain amount being charged at half the 
recognized consumption rate. Commercial and street lightinz 
rates are offered and. power rates baeed on a charge of $1 per 
month per H.P. of connected load or maximum demand and 
three consumption charges, varying according to locality. for 
the first and second 50 hours’ and subsequent use of the load. 

In addition power consumers are divided into four classes. 
i.e., 24 hrs. unrestricted and restricted users and 10 hrs. un- 
restricted and restricted users, and they receive discounts. 
amounting to 33} per cent. in the latter case. 

The Commission has a Purchasing Department whose ser- 
vices are offered to any municipality or inetitution in Ontario: 
about $600,000 worth or material was purchased during 1914 
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in this way, and savings of from 10 to 50 per cent, made in 
transformers, meters,, lamps, and wire. 

During the year an Electrical Inspection Department has 
been formed, and seventy inunicipalities have appointed 
inspectors. 

Farming Supply.—Arrangements were made with a number 
of manufacturers for the erection of a model Barn and Dairy, 
which were electrically driven by a 5-H.P. and 4-H.P. motor 
respectively, and used for demonstration purposes nt the 
Canadian National Exhibition, 1914. Each manufacturer had 
a demonstrator with his apparatus, and the opportunity was 
taken to instruct farmers as-to supply facilities. 

The exhibit was electrically lighted by a system installed 
in conduit, and a Syndicate electric outfit for silo filling 
and threshing, consisting of a 20-H.P. motor installed in one 
wagon, the necessary transformers, meters, and connections 
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installed in another wagon, and one of the largest ensilage 
cutting boxes was also shown. Demonstrations of electric 
household and farming appliances were inade at numerous 
fairs and exhibitions throughout the area. 

The advantages of electric power over steam, gasoline, wind- 
mill, and sweep power are quite apparent to the farmer in 
1n0st districts, but the question with him is how he can apply 
the power so as to receive full value for the money кре) 
per year for service and power. To make proper comparison 
the value of the farmer's and his assistants’ time has to be 
taken into account; until recently the farmer would not con- 
cede that his time was worth so much per hour." Elec- 
tricity in rural sections is supplied for farm lighting, power 
and cooking, including power for threshing and silo-filling. 
Also to brick and tile yards, saw 11115, cheese and butter 
factories, pumps, chopping and flour mills, beet sugar fac- 


tories, quarries, street lighting, etc. 


Electric lighting is greatly appreciated by the farmer as 
relieving the dull appearance of the farin, decreasing the fire 
risk, etc.; in barns it is found necessary to run the wire in 
conduit. | | І 

The cost of such installations in Canada varies for open 
wiring from $1.25 to $1.75-per outlet, and for concealed 
wiring from $1.50 to $2.25 per outlet. Surface conduit in- 
stallations in farms and farm buildings vary from $3.25 to 
$4.50 per outlet; the figure does not include fixtures, but 
includes switches. An interesting series of tables are included 
relating to farm uses of electricity, of which we give some 
ubstract data in tables I.-IIT. 

The totals are given below table IT.; the service charge is 
$2.40 per month, and the current charge 44c. рег Kw.-hour, 
with a 10 per cent. discount on the latter only. 

[The revenue from the six Farmers amounted to about 
258-89 for domestic uses and one motor; the same revenue 
would be obtained in England with rates of 6d. per unit for 
lighting and 2d. per unit for power. ] | 

Table III.—Total &Kw.-hours, 5.524; av. cost per Kw.-hour, 
exclusive of syndicate motor, 2.54c., and for all uses, 2.65c. 

Similar data relating to five farms is given, from which it 
appears that electrical milking machinery costs between . Ic. 
and .26c. per cow per milking for farms with from 12 to 30 
cows, and together with lighting and water heating (where 
used) gives the biggest individual revenue items. The average 
vearly consumption per farm for the five cases, for all pur- 
poses, was 4,700 KW.-hours, and the average revenue per farm 
$134 (427). 

Municipal and Railway Work.—During the last two years > 
22 municipalities have consulted the Commission regarding 
their underground systems, and the question of street light- 
ing has been considered at the same time. For ornamental 
street lighting the nitrogen-filled lamp has been used with 
advantage, and complete installations of these lamps have 
been made at Hamilton and Stratford. Resolutions have been 
received from 138 townships, 38 villages, 42 towns, 11 cities, 
etc., asking for reports and estimates on proposed electric 


J 


railways; preliminary surveys have been made of some 1,200 
iniles of line. | 

Sections of the report deal with the work of the Commis- 
sion's testing and research laboratories, and with hydraulic 
investigation and the construction of recent hydro-electric 
additions to the Commission's plant. 


TABLE I.—COMPARISON OF ELECTRIC AND STEAM THRASHIXG 
Costs ON VARIOUS FARMS. | 


i 
! 


Ru tning Bushals of xw -hours Oost 

tma; hrs. grain. : used. At 4с. per &w-h By s' em 
i 

154 20017 280 $12.60 $18.97 * 
94 1,380 174 7.83 16 62 * 
7 710 130 5 85 7 00 * 
84 3.000 297 13.87 34.00 7 
30 2,290 665 29 98 30.00 f 
144 1,775 268 12.06 14 50 t 
15 1.75) 286 | 1287 15001 
85 2.710 . 640 24.80 35 00 ft 
21 2.370 | 452 | 20.34 21001 


* By custom rig. + By syndicate rig, engine only, at $1 per hour. 


TABLE II.—S1x FARMEBS: DOMESTIC AND SYNDICATE 
Motor UsEs ONLY. 


Domes ic use. 


| 
Byndicat у Total kw. hours 


E ä Я г, Cort per узат 
Ave · age Estimated | xw-houre par domestic and | 55 
Ew. -hours Kw. - hours year syndicate har 

per dey. per ye r. estimate. motor. CRATERE: 
84 308 838 1,142 $76.25 
1729 471 1,060 1531 | 92.00 
104 368 856 1,224 | 19.58 
8 291 Б05 799 62,8 > 
'97 35t 435 789 €1.95 
82 . 297 746 1,043 ' 12.24 
5°76 | 2,090 4.438 6 528 $141.38 


TABLE IIL—DsgraAtLs ОЕ ENERGY USED ON One FARM. 


. Times | T tu PEE 5 
Opera! ion. pg 1 "ot ч oar o elec: 

| year year. motor year. tr.city. 
Milking .. . 680 | 440 | 2 | 748 | $19.00 
Grinding ...  .. 12 84 | 5 315 8.03 
Cream separating... . all! milk | sold 
Pumping з 330 412 5 412 10 £6 
Sawing  ... — — 5 19 48 
Thrashing... — — 25 216 8.61 
Silo-filling... == — 25 178 7.12 
Water heating 250 2,000 — 1,200 30.48. 
Vacuum cleaner ... 44 22 1/5 3 08 
Washing 36 18 1/6 2 05 
Electrical iron 44 176 — 88 2.24 
Lighting | — — — 1,649 41.53 

З 1 


As regards testing, the peculiar characteristics of the demands 
of rural consumers which now form a rapidly increasing per- 
centage of the Conunission's power load, have called for 
special types of metering apparatus, and experiments have 
been conducted on various metering principles to meet the 
requirements. $ 

Prolonged tests under actual conditions have been carried 
out on six types of electric cooking ranges, twelve makes of 
electric toaster, and 14 makes of electric iron. 

The subject of street illumination was investigated ; a large 
majority of towns use the series system of distribution, and 
69—10)-watt lamps equipped with radial wave reflectors. 

In connection with the question of exterior illumination, 
extensive tests have been made on diffusing: glassware, the 
results showing ir consistent superiority of one make over 
the other. | 

Some 760 lots of lamps (representing 400.000) were tested 
during the year. 


Advance in Prices.—THe WALSALL ELECTRICAL Co., 
LTD., announce that they have withdrawn all ou‘standing quota- 
tions from June 14th. exc»ptiog those given in within the last 
30 days, which will bold good for a period of 3) days. They are 
at present rearranging thei- ostalogue prices, and will notify the 
trade of their new prices in the near future. In the meantime 
they will be pleased to quote against specification. 
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NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED). 


Con piled expressly for this journal by Messrs. W. P. Тпомрѕох & Co. 
‘lectrical Patent Agents, 285, High Holborn, Londen, W.C., 
Liverpool and Bradford. . 


S. 012. Transmitter." H. J. C. Forkestix (Pices n. Telegraph Co., United 
Stites), May 31st... (Complete.) 

8.019. Construction of electro-moyrnets, 
ап) H. E. Bowen. May 3lst. 

8.025. '' Electrical measuring instruments.“ II. C. West. Мау 31st. 
(Complete) 

$041. '' Electrical targets, in which projectiles are not actually fired." 
W. Н. B. Si««oNpS & E. J. Marry s aradiog as E. J. Matthews & Co.). 
May ЗІМ. 

8,047. “Switches for lighting installations’ R. Boscu (firm. of). May 
Bist. (Convention date, June Yib, 1914. Germany) (Complete,) 

8. 52. Magnetic sun-dial;" J. II. I. . IE Loup. May 315t. (Com- 
plete.) 

8.060  ' El etro-magnetie locking devices.” I.. CAI Sr.. Мау 81м. 
(Divided application on 13,715 11. Convention date, June 10th, 1913, France.) 
(Complete.) 

8.074. Electric meters of the reflecting type having negligible control.” 
R Brattir. June Ist. 

8.030. “ Apparatus (portable) for field) and army use, combined telephonic 
and telegraphic." W. A. А. BROOKE.. Јале ba, 

8,099. *' Electric-light adjuster.“ R. E. Purkisper.. june Ist. 

8.100. Electric radiators. J. R. Quais. June Ist. 

8.106, *'' Alternating clectric. transformer protective arrangements," F. E. 
Веку. June Ist. 

8.107. Oil cooled transformers.” 
I. ro. & W. Mewirl u. June Ist. 

8.163. Connectors for electrical signalling wires and cables.” A. W. 
SCLATER. June 2nd, 

8,169. “ Electric hoisting equipment." Вктіѕн ‘Tnowsox-Hocston Co., 
I. To. (General Electric Co., United States). June 2nd. 

8.173. “ Vapour recüfiers.” Britis WisrTiNGHotst Exvrerric & MANUFAC- 
mening Co., Lro. June 3nd. (Convention date, July Ilth, 1914, United 
States.) (Complete.) 

N, 180. Three-way switch for projectors and the like.” R. Boscu (firm of). 
June 2nd. (Convention date, February ТА, J915, Germany.) Complete.) 

8.189. ‘ Accumulator cases for motor vehicles," P. A. H. Mossay. June 
2nd. (Complete.) 

8.190. Method of and means. for transmitting: signals to railway and 
tramway vehicles and for recording: such signals and other data," W. F. J. H. 
Bouman. June 2nd. (Convention date, June 2nd, 1914. Holland.) Complete.) 

8,203. '' Sound-transmitting means." P. J. Hackett. june 2nd. (Com- 
plete.) 

8.206. Electrical batteries." W. Hoppe. June 23nd. (Complete.) 

8.22]. “ Adjustable terminal pin plate and flex grip plug top." H. A. 
Davs X J. T. Baccotr. June 3rd. 

8.227. Electrical generators.” F. А. Hrs (Neuland Maginetos, Ltd. 
United States); June 3rd. (Complete ) 

8.218. Discontinuous wire telegraph systems. А, М: SHARMAN. June 3rd. 

8,245. Electric welding and apparatus therefor." Berrisn THOMSON- 
Hes sro Co., Lto. (General Electric Co., United QNS June 3rd. 

8.268, '" Multiple diaphragms.” G. Daten, June 3rd. (Complete.) 

8.272. Are Тато with electrodes of. highly refractory metals, tungsten in 
putxsulir, i ALLGEMEINE. ELERTRICITATS-GES..— June. 3rd. (Convention date, 
June 3rd, 1914, Germany.) (Complete) 

8.303. '' Insulation division piece or partition for a controller arc. deflector, 
circuit breaker, and the. dike. W. R. MeRar & R. Rissrtr. June 4th. 
Complete.) 

N. D. Method of and means for separating metals by electrolysis." A. 
WiatkrR, June 4th. 

N. 318. Mechanism for operating clectrically-worked tramway and railway 
track points." J. MURRAY. June 4th, 

8,319. „ Electric wiring systems." G. S. Воотивозо & CALLENDER'S CABLE 
Asp Cosstruction Co., тр. June 4:0. 

8.321. Apparatus for use in wireless telegraphy and the like," M. F. 
Si kr, R. M. Groves, & B. BISON. June 4th. 

&,336. '' Electric welding and apparatus therefor." Biirisii THOMSON- 
Hecsros. Co., I. ro. (General Electric Co., United States). June 4th. 

4,3237. '' Composite metal bodies." Вктзи Tuowsos-IHovsros Co., LTD. 
(General Electric Co., United. States). June 4th. 

8,332. '' Holders for electric incandescent lamps," A. Н. Mioorrv & C. A. 
\ aNDERVELL, June th. (Complete) ` : 

5333.  '* Electric heating devices." Jom. Karwrsrzks (firm of). 
(Convention date, June 9th, 1914. Austria.) (Complete) 

5:334. C Dvnamo-electrie driving mechanisms of the unipolar systems. 
М. Brestater. june 4th. (Convention date, June 4th, 1914, Germany.) 
(Complete.) 

8,3595. ''Ficld telephone and telegraph apparatus.“ 

8.307. “ Sparking plus." МО I'. SN. June Sth, 
Convention date, June 16th, 1914. France.) з 
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STEEL, Preen & Tozer, LTD., 


Britisn Ereserki TRANSFORMER. Co., 


June 4th. 


Н. Мокти. June 5th. 
(Addition to 6.593, 15. 


8.374. Fluid- pressure braking apparatus.“ W. V. Turnser. june Sth. 
(Convention date, October Ist, 1914, United on ates.) Eo te.) 
8.375. ''Fluid.pressure braking appiratws;" P. II. Dosovas. June Sth. 


(Convention date, Nov. 25th, 1914, United Stats.) (Complete) 

8.376. ‘Safety device for use with electrically-driven vehicles.” W. V. 
TURNER. June Sth, (Convention date, Ox tob г 24th, 1918, United States.) 
(Compl te.) 

8,377. ©“ Fluid-pressure governing mechanism." 
November 25th, 1914, United States.) (Complete 

8.378, © Fluid-pressure braking apparatus.” W. V. Terste & P. II. 
Dosxovan, (Convention date, Februces Ph, 1915. Uniud States (Complete) 


June Sth. (Convention date, 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Spe ifiiations. in the following list may be obtained 
of Messrs. W. P. Titowrs os & Co... 285, High Holborn, W.C., and at 
Liverpool and Bradford, prie, post free, 94d. (in stamps). 


1914. 


„1.441 Сотко ArrakatUS FoR Etreric [лотко Sisti sis on Моток Cars. 
F. E. Wilson. May 1. 

11.4899. Cossrerios. Boxrs. Jescriox Boxes, AND THE. LIKE, St. Helens 
Cate & Rubber Со, and J. C. White. Mos Ih. 


and at 


11.987. ELECTKRICAT APPARATUS FOR. AUTOMATICALLY Lockinc Rattway Caers 
DORS WHILE THE TRAIN IS IN MOTION. E. Genders & Н. B. Genders. May loth. 

12,047. SELF-PROPELLED VEHICLES. British Thomson-Houston Co. (Genz. 
Electric Co.). May 15th. 


12,350. MAGNETOS AND THE LIKE. H. Ford. May 19th. — (Addition to 
15.636 13.) 
12.356. Errcruw — Mrters. British. Insulated & Helsby Cables, Ltd., ani 


L. B. Wilson. May With. (Cognate application, 15,615/14.) 

12,551. Evectrican HraTING. APPARATUS... A. F. Berry. May 2lst. 

12.509. Firtixncs FOR METALLIC CospviT. SvSTEMS For Hous NG Ecercreicat 
Сохосстокз. Simplex Conduits, Ltd., & L. M. Waterhouse. May End. 

12.885. БЕЛЕС. SU. SALS IN. MINES АХО CoLLIERIES. E. C. Theedam, Ltd. 
Mav 36th. 

12.906. LAMP-LOCKING AND ANTIEVIBRATSK DEVICE TO INCANDESCENT EIT CTU 
LAMPHOLDERS OF THE BAYONET SoCKET Type, C. Mharram. May 26th. 

13.095. Gatvasic Batters, A. Thomas & J. Stott. May 28th. 


13.374. Hicii-r&rovckNCY CURRENT RECTIFIER FOR RECTIFYING Hrn -u ECIN 
Wave Iuris IN a WikkLESS Recrivinc Circuit. C. S. Lenz. June 2nd. 


15.356. Erectie IupvcTaANCE. Coils Fok THE. Protection or ELectaicat 
MACHINES. AND Circuits. J. S. Hiphfieid & W. Duddell. June 26th. 


15.081. APPARATUS FoR RECEIVING OR RELAvING. ELECTRIC Stcnats. G. M. 
Pierce, June 30th. (August Sth, 1913.) 

15,868. ELECTRIC MrTrRS OF THE INDUCTION ТҮРЕ. 
Co. (General. Electric Co.). July And. 

16,612. Enectare Ham Beresnes. V. Sence. July Lith. 

17,004. МасшхкЕ SwiTCHING. TELEPHONE SvysTEMS. Western Electric Co. 
(F. T. Woodward acting for Western. Electric Co.). July 17th. 
18,092. ELECTRIC ACCUMULATORS OR SECONDARY BATTERIES. 
July 31st. 
21,904. 


2nd, 


British Thomson-Hoc::52 


F. A. Coles 


Terrenose Cant Reeistertnc Devices. V. Thompson. Novem + 


1915. 


5,848. COMMETATORS FOR DYNAMO-ELECTRIC.— MACHINES. 
April 19 1h (Nprii 171, 1914.) 


T. Zimmerman 


The Fixation of Atmospheric Nitrogen.—A_ great 
electrical undertaking which is intended to furnish energy in con- 
nection with the fixation of atmospheric nitrogen for the produc- 
tion of calcium cyanamide, from which nitric acid is to be obtained 
for the manufacture of explosives, во as to render the country 
totally independent of external sources, in association with other 
works extracting nitric acid from synthetic ammonia, is now being 
taken in hand in Germany by the Berlin Electricity Works Co. 
The undertaking is primarily based upon the utilisation as fuel of 
the extensive lignite coalfields at Golpe-Jessnitz, near Bitterfeld. 
which were originally acquired by the Berlin company in expecta- 
tion of a prolongation of its conceesion in Berlin and the intention 
to transmit power from Bitterfeld for distribution in Berlin. But 
before the Berlia Municipal Council recently resolved to take over 
the undertaking of the Berlin electricity works next October, it 
had been decided on national grounds to devote the lignite fields 
in question, which cover a superficial area of over 2,500 acres, 
affording an adequate quantity of fuel for the projected station 
for a period of 30 years, to the realisation, indirect as it is. 
of the scheme for the fixation of nitrogen. The fields are owned 
by the Golpa-Jessnitz Co. which, in turn, is controlled by the 
Berlin company, which will possess the whole of the former's 
capital on the receipt from the Berlin municipality of the amount 
of the purchase price for the Berlin undertaking next Ootober. As 
for the scheme itself, it appears that the Golpe-Jeesnitz Co. has 
concluded a contract with the Bavarian Nitrogen Works Co. 
whereby the former has agreed to supply the latter with 
energy at а pressure of 80,00) volts for a period of 
fifteen years, the purchaser having the right to extend 
the contract for a further ten years on the same 
conditions, which are not disclosed, but which are reported to 
represent a price as low as 1 pfennig (‘125d.) per Kw. - hour, 


. owing to the exceptionally favourable conditions for working the 


lignite deposite. Oa its part the purchasing company has under- 
taken to accept delivery of 500,000,000 Kw.-hours per annum. 
It is intended to erect for this purpose a generating station for 
an output of 180,000 Kw., divided among eight units each of 
22,500 KW., of which four seta are said to be already under con- 
etruction and are to be brought into operation by the end of the 
present year. The second batch of four machines is to serve for 
supplying undertakings similar to the Bavarian company, which 
are to be established near Bitterfeld, and the total output will 
then ech 1,000,000,000 Kw.-hours per annum. The electro- 
chemical plant for the Bavarian company is aleo in course of con- 
struction, so as to be ready when the four sets of generating 
machinery at Bitterfeld are brought into use. In this way the 
Germans hope to b> able to meet the entire home demand for 
explosives and fertilisers in conjunction with the large extensions 
of plant for the production of synthetic ammonia which are in 
progress at the Baden Aniline works, and which are also to be 
completed by the beginning of 1916. 


Aluminium Solder.—A new aluminium solder, kaown 
as the A B О, has lately been introduced by PRooTOR's GARAGE. 
LTD.,of Parliament Buildings, Orchard Street, Westminster, and 
Tontine Street, Folkestone. The solder is stated to be the result 
of a long series of experiments, its success being due not only to 
the ingrediente used, but also to the special method of mixing. 
which ensures the quality being always reliable and free from 
variation. It is claimed that the solder can be used equally well 
for either the oxy-acetylene or ordinary tinsmith's process, pro- 
vided the simple instructions given in & leaflet sent oat by the 
company are followed. 
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THE I.M.E.A. MEETING. 


ALTHOUGH the meeting of the Incorporated Municipal 
Electrical Association this year was held under exceptional 
‘conditions, and the business was limited to the reading and 
discussion of reports, the proceedings were by no means 
devoid of interest. The attendance was fairly good, all 
things considered, and the discussions were well maintained. 
One outstanding feature of the proceedings was the 
catholicity of the Association’s activities, which was well 
exemplified in the range of subjects touched upon in the 
report of the Council.. The meeting of the Association in 
the theatre of the Institution was not without a certain irony. 

The joint report of Messrs. Blackman and Roles was in 
effect a eulogy of cheap unite combined with the rateable- 
value system. It is clear that the Point Five tariff 
increases the consumption per house and the amount of 
consuming apparatus installed in a remarkable degree ; 
the revenue per house is also materially improved, 
though, as would be expected, the average price obtained 
per unit is much less. Thus both the consumer and 
the contractor are satisfied. The correction applied by 
Mr. Blackman to his figures, to allow for the effect of the 
introduction of the metal-filament lamp, is important in. 
interpreting the results; it does not appear in Mr. Roles's 
tables, though his comparative figures for last year indicate 
that the 1910 results cannot safely be used withoutit. It is 
satisfactory to note, too, that the maximum load on the feeders 
has increased at a far less rate than the kilowatts installed— 
giving due weight to the footnote to Mr. Roles’s table. To 
sum up the matter briefly, it appears that the rateable-value 
method of assessment applied with discretion affords a very 
practical means of arriving at the fixed charge, and is easily 


understood by the consumer; the running charge of а half- 


penny per unit adequately covers the cost under the conditions 
obtaining ; with few exceptions, no difficulty has been experi- 
enced due to the increased load on the mains; the use of 
one meter and a single wiring system is an immense advan- 
tage; and the adoption of electric heating and cooking has 
received a very marked stimulus wherever the tariff has been 
introduced. It was distinctly unfortunate that the dis- 
cussion side-slipped on to the subject of the rateable-value 
system, which was merely incidental to the report. 

Mr. Ayton’s report on the use of the electric vehicle in 
municipal service contained powerful argumenta for the 
adoption of this type, and indicated that many municipal 
authorities had been so far impressed by its advantages as 
to place ordera for “electrics.” Most of the arguments, it 
is true, are more or less familiar, but they will bear much 
repetition—it is singular how difficult it is to persuade 
people to do themselves a good turn. The economy of the 
electric vehicle as compared with either horse haulage or 
petrol propulsion was clearly brought out—and this in 
spite of the heavy (some say excessive) first cost. It is 
interesting to note that satisfactory results are recorded, no 
matter what type or make of battery is used. With the 
battery and tires on maiatenance contracts, there is little 
left to worry about, as the rest of the equipment is not 
likely to run up high maintenance charges, and the conveni- - 
ence, ease of handling, instant readiness and other advant- 
ages of the electric vehicle cannot be questioned. Much 
interest was shown in the collection of vehicles drawn 
up on the Embankment, representing a great variety of 
applications, and we trust that the outcome of the demon- 
stration and report will be greatly increased interest and 
sympathy on the part of municipal engineere, and a greater 
readiness to provide charging facilities and a uniform price 
of ld. per unit “ої the peak.” Without the charging 
facilities “electrics” cannot become popular; without the 
* electrics ” the charging facilities are useless. This is a 
typical “vicious circle,” and it rests with the station 
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engineers to break through it by doing their part first—the 
public will do the rest. The risk is small, and the prospect 
of reward abundant. 

The report of the Council shows that in many directions 
progress is being made, but definite conclusions have not 
been attained. We note with regret that further negotia- 
tions with the Electrical Contractors’ Association have 
failed to remove the deadlock between the two bodies, 
thongh the Scottish E.C.A. has accepted terms less advan- 
tageous than those offered in the I.M.E.A. Bill. There 
appears to have been a regrettable misunderstanding with 
regard to the Yorkshire Electric Power Co.’s Bill ; had the 
I.M.E.A. been correctly informed as to the limita of the 
powers sought by the company, it would probably have 
refrained from active opposition to the Bill. It is interesting 
to note that in many respects the Association is in close 
co-operation with the B.E.A.M.A. At а joint meeting of 
representatives of the two bodies with the British Engi- 
neers’ Association to consider the protection of British 
interests, it was decided to appoint a committee to prepare 
a scheme for the creation of a new Government Department, 
to be entitled the * Board of Industry," one of the main 
objects being to ensure that. public money should be 
expended only on British manufactures—a principle with 
which we are in cordial agreement. 

The Development Committee appointed last year has been 
hampered by the war, and appears at present to be marking 
time ; progress has, however, been made with the organisa- 
tion, and several sub-committees ‘have been formed, the 
members of which are largely drawn from outside the 
Association. The Committee emphasises the necessity of 
additional powers, such as those embodied in the I.M.E.A. 
Bill, to enable municipalities to engage in publicity and 
development work. 

The progress made by the Electric Vehicle Committee 
has been recorded in our pages from time to time, particu- 
larly in connection with the urgent work of standardisation, 
and merits hearty commendation ; we are glad to observe 
its unremitting activity, and the freedom with which it 
enters into collaboration with other societies. 

Cordial co-operation between all branches of the elec- 
trical industry, and indeed between all sections of the 
nation, is the most pressing need of the hour; it is not a 
common feature of our national life, unfortunately, but 
this is no time for petty jealonsies, academic scruples, and 
casual methods. Organised and collective effort is 
imperatively necessary to the maintenance of our pros- 
perity ; we mast all pull together, and pull hard! 
And in this respect an excellent example is exhibited by the 
І.М.Е.А, and its Committees. 


A very fair degree of activity has been 

е passing іп the crade rubber market within 
the last month or во, and although there have been 
moderate fluctuations in prices, the general tendency has 
been by no means unsatisfactory when all the circumstances 
are considered, and it is as clear as possible that consumption 
is proceeding upon а thoroughly satisfactory basis. There 
is no great supply of material available on the spot and for 
early delivery, while the demand is distinctly brisk, with 
No. 1 latex in the neighbourhood of 28. 5d. per lb. There 
has also been a pronounced demand for forward deliveries, 
and a fair volume of business is reported at prices which 
must be regarded as exceelingly satisfactory to the growers. 
There is a disposition to take a strong view regarding the 
forward position owing to disturbances in the Near East, 
of which only vague and indefinite reports have reached 
this country. It is stated now that the trouble in Ceylon 
has been only a trifling affair, and this may possibly be true. 
It seems perfectly clear from the private news coming to hand 
that there is а good deal of unrest, not only in Ceylon but ір 
the Federated Malay Ntates. Various considerations, how- 
ever, tend to stiffen the rubber market, where fortunately 
p2ople are still alive to the common-sense point of view, recog- 
nising that any serious disturbance of the arrangements made 
for harvesting the rubber crop will have а very important 
bearing upon the military effectiveness of the Allies. The 
consumption of motor tires at the front is simply stupendous, 


and is bound to increase as more and more troops are put in 
the field, hence the production of tires and other 5 
is limited so far as this country is concerned only by the 
amount of labour available. America is taking quite & con- 
siderable interest in the market, and has been doing a very 
fair amount of buying in the centres of production. It is 
estimated by leading trade authorities that the United States 
this year will import not less than 80,000 tons compared 
with 60,000 tons last year, 50,000 tons ш 1913, and 
40,000 tons in 1912. The quantities exported from this 
side to America this year show an enormous expansion, and 
the growth seems likely to continue. The way in which 
America is now showing a preference for plantation rubber 
over fine hard Para is a matter of general comment, and this 
preference seems likely to be carried still further. " 
The exports of plantation rubber from the Federa 
Malay States during May amounted to 2,708 tons as com- 
pared with 2,777 tons in April, and 2,069 tons in the 
corresponding month last year. The following table 
shows the exports month by month for the past three 


ears :— 
: 1918. 1914. 1915. 
January. 1.231 2.5 12 8.473 tons. 

February 1,757 2.364 3411 „ 
March ... 1,737 2,418 8418 „ 
April 1,626 9,151 2.777 5 
May 1.225 j 2,069 2.708 * 
Total (5 months) 8.476 11,544 15787 „ 

Tue case of Goodbody v. Poplar 

E ipd Borough Council, which is fully reported 

3 in Ње “ Justice of the Peace (June 5th, 


page 218), establishes a principle which is of considerable 
interest to electrical undertakers. ‘The defendants con- 
structed under the pavement a brick chamber in which 
was placed а box containing fuses. Gas from mains in 
the neighbourhood leaked into the brick chamber and 
exploded, owing to the emission of a spark from a fuse in 
the box. The plaintiff, who was injured by the explosion, 
brought an action against the Council. A Jury found that 
the defendants had not been guilty of negligence, and that 
the chamber was not a nuisance, and judgment was entered 
in their favour. On appeal by the plaintiff it was held that 
the defendants, not, being responsible for the presence of the 
gas in the chamber, which alone made it a dangerous 
thing, were not liable. It follows from this that where 
a street box is properly constructed, the mere occur- 
rence of a short circuit is not a matter which gives a person 
injured by an explosion a right of action against the electric 
supply company. It would seem, however, that in such a 
case the plaintiff may successfully sue the gas company. 
We recall a case which was heard in the King's Bench Divi- 
sion before Mr. Justice Darling and a jury on March 16th, 
1905. The action was brought to recover damages against 
a gas company for personal injuries caused to the plaintiff 
by the explosion of a telephone-wire box in Regent Street. 
There was practically no dispute that the explosion was 
caused by gas which had escaped from the company's 
mains, and was ignited by a lamp. The question for the 
jury to decide was whether the accident arose by reason of 
any negligence on the part of the gas company. Practically 
the only evidence on this head was that the gas had 
escaped, and in spite of the fact that witnesses for the 
company said it was virtually impossible to prevent а certain 
amount of gas escaping from street mains, owing to the 
vibration caused by traffic, the jury held the gas company 
responsible and they were mulcted in damages. It should 
be mentioned that an attempt was made, in the Poplar case, 
to put responsibility for the damage on to the Borough 
Council on the ground that, in accordance with a well- 
known principle of law, he who brings a dangerous thing 
such as electricity on to his land must keep 1t there at his 
peril. Mr. Justice Sankey, however, pointed out that here 
the mischief was done by the gas escaping from the gas 
company's property into the electrical authority 8 property, 
namely, the street box, and that. there was no authority 
for the proposition that a man is under duty to keep а 
mischievous thing from other people's property off his own 
land. 
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THE REGENT PALACE HOTEL. 


Тнк Regent Pulace Hotel, which has been erected by the 
Strand Hotel, Ltd., at a cost of £600,000, on an island 
site adjoining Piccadilly Circus, London, W., is said to be 
the largest hotel in Europe, being capable of accommodating 
some 1,500 resident visitors; it is truly palatial in 
character, and has been built and equipped on the most 
modern and advanced lines. The engineering installation 
is especially elaborate and well-designed, and embodies 
features of exceptional interest, being in some respects 
unique. Hot and cold water supply and electric heating 
ate provided in every room; the ventilation scheme has 
been laid out with the utmost care, and elcctricity is freely 
employed for lighting and power, bells, &c. 

The heating, ventilating, and general engineering plant 


was designed by Mr. A. H, Barker, and was installed under : 


his supervision ; the electrical equipment was carried out by 
the company’s own staff, under the direction of their chief 
electrical engineer, Mr. Cushion. There are in all some 
800 miles of pipes in the building, 15 miles of air ducts, 
180 miles of electric cable, and upwards of 300,000 ft. of 
ecrewed conduit; the lighting installation includes some 
6,000 Osram lamps. From these remarkable figures an 
idea of the magnitude of the undertaking may be gained. 
The heating of the building is effected mainly by hot 
water and steam radiators, three boilers being provided in 
tbe sub-basement for this purpose; 
centrifugal pump; are employed where necessary to assist 
the water circulation. "There are 1,028 bedrooms, each of 
which can be warmed by я Belling radiator of 14 kw. Hot 
water is supplied to all bedrooms and to the hotel generally 
by tnree large calorifiers in the sub-basement ; the tem- 
perature of the water is automatically controlled by electric 
valves, and the circulation is assisted by electrically-driven 
pumps. The ventilating system, which is entirely distinct 
from the heating installation, is exceptionally complete and 
elaborate. The principal reception rooms are supplied with 
fresh air, washed and cooled, or warmed if-necessary, by two 


large centrifugal fans, driven by belts from electric 


motors; each principal room is also provided with 
an independent air-extracting fan, so that fresh air 


із forced in while vitiated air is simultaneously with-. 


drawn, thus avoiding the production of dranghts. Warmed or 
cooled air can be admitted to any room by separate ducte, 
so that adjoining rooms can be maintained at. different tem- 
ratures if desired. Special care is taken to ventilate the 
uge kitchen through ducts entirely separate from the rest 
of the system, in order to render it impossible for the smell 
of cooking to penetrate any other part of the building. 
Warm air is supplied to the large linen room by a Sirocco 
fan driven by a 5-H.P. motor, and each bedroom, bathroom, 
&c., is separately ventilated by a duct running to the top of 
the building. ў 
One of the most interesting novelties in connection with 
the heating and ventilating systems is the control room,“ 
from which point the whole of the installation is controlled 
by опе man. Fo: this purpose, of course, electricity is the 
ideal agency to enploy, and hence the control room is to 
be equipped with an array of electrical instruments (owing 
to the war it has not been possible as yet to complete the 
installation). Ву means. of these instraments—many of 
which are of Mr. Barker's own invention and design— the 
engineer-in-charge can ascertein the temperature at any one 
of about 250 points in the building; any five of these 
points can be simultaneously connected to a multiplex re- 
cording instrument, 80 that the changes of temperature can 
be recorded over any desired period. Other instruments 
measure the volume of air being supplied at any time to 
each of the reception rooms, and its temperature. Other 
indicating instruments show the water level in each of the 
16 large water tanks, the boiler pressure, the temperature 
of the hot water supply, and even the proportion of CO, in 
the flae gases. Thus, the engineer has а bird's-eye view of 
the working of the whole installation ; moreover, he is pro- 
vided with controlling gear by means of which he can regu- 
late all these factors without leaving the room. Most of 
the controlling devices are electrically operated, though a 
few are adjusted by levers, and the apparatus is so organised 


at a moment’s notice. 


electrically-driven 


that not only can the normal conditions be maintained in 
every part of the hotel, but also emergencies can be in- 
stantly met ; for instance, a sudden influx of several hundred 
persons into one of the reception or dining rooms, previously 
unoccupied, demands an immediate readjustment of the 
heating and ventilating apparatus, and this can be effected 
The пісе balanc3 of air pressures in 
different rooms is an important point which is fully provided 
for; a8 an example, the air in the grill room, which imme- 
diately adjoins the kitchen, is always maiatained at a 
slightly higher pressure than the air in the kitchen, £o 
that when the communicating doors are opened there is an 
outward flow of air from the grill room, and under no 
circumstances can the kitchen atmosphere gain access to the 
grill room. The engineer-in-charge is ia telephonic com- 
munication with every part of the building, and acts the 
part of a beneficent clerk of the weather towards all its 
occupants. | 

A pneumatic dispa'ch system, installed by the Lamson 
Pneumatic Tube Co., Ltd., provides a rapid service between 
various departments by means of independent lines, which 
do not, ав usual, radiate from а central poiat. This instal- 
lation comprises over 4,000 ft. of tubing, and is operated by 
а Roots blower driven by a 6-H.P. motor. 

The electrical installation is necessarily of exceptional 
magoitude and completeness. The whole of the current ів. 
supplied at 220 volts by the St. James’s and Pall Mall 
Electric Supply Co., Ltd. Two 08 sq. in. cables are ran 


INTERIOR OF ONE OF THE SWITCH ROOMS, SHOWING MAIS 
CIRCUIT BREAKER, METERS, DISCONNKCTING LINKS, &O. 


directly and independently into the builling from the 
Carnaby Street sub-station for the heating circuits, and the 
other main cables are proportionately 1 агре. | 

They are taken into two separate switchrooms through the 
company's main switch fuse and a circuit breaker. "Three 
systems are provided: for general lighting, police” or 
“ Council " lighting, and for the general power. service. 
Each has a capacity of 300 amperes, making a total capacity, 
apart from the special service to the electric heaters, of 
1,800 amperes. The police service is а separate service 
required by the regulations in all public buildings of this 
kind. 

The main service is taken into three main distribution 
boards, and from these are taken cables which serve each 
floor independently. Every floor is also separately metered 
and protected by enclosed cartridge fuses of G.E.C. make. 

The distribution board controlling the heating circuits is 
in a separate chamber in the sub-basement ; it comprises 
60 separate р.р. fuses and switches, and is over 30 ft. long. 
From this board are taken 56 pairs of 19/16 cables to the. 
various floora, and on each floor there are six sub-distribu- 
tion boards. The sizes of the cables and feeders are designed 
to allow the whole of the heaters to be turned on at the 
same time. 

The accompanying illustrations show the interior of the 
two switchrooms and the distribution board for the heating 
circuits. The arrangement of the switchgear is such that 
should the supply from either source break down, the whole 
of the circuits can be concentrated on the sound supply 
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within a few seconds by withdrawing the links from the 


‘isolating switches on the faulty mains. 


The whole of the wiring is carried out in screwed steel 
** Geekoduct ” conduit, with brass unions, which are designed 
to secure lasting mechanical and electrical continuity 
throughout the system. Throughout the whole scheme a 
special water-tigh’ junction-box has been used at frequent 
This, together with the conduit lay-out, permits 


intervals. 
of the withdrawal of any length of wire or cable without 
any disturbance of the permanent structure, the decorations 
of the building, or the plaster or cement in which the con- 
duit is buried. The conduit work deserves especial praise, 
as we have never before seen a job so admirably carried out ; 


Photos. by) 


INTERIOR OF SWITCH-ROOM, SHOWING MAIN METERS, DISCONNECTING LINKS, 


COUNCIL SWITCHBOABD, &C. 


‘the symmetry of the bends in heavy conduit, the neat and 
orderly arrangement of the tubing, even where dozens of 
pipes have to be accommodated in a confined space, and the 
finish imparted to every portion of the work, reflect the 
highest credit on Mr. Cushion and his staff. 

Is is apparent that no expense has been spared to make 
the installation in every respect of the first class, and worthy 
of the building in which it is installed. 

There are five electric passenger lifts, each constructed t> 
carry a load of 15 cwt. at a speed of 300 ft. per minute, 
the height of travel varying from 85 ft. to 122 ft.—one 
lift travels from the basement to the roof. The cages 
are of handsome design, and are fitted with Waygood-Otis 
safety apparatus, designed to arrest the descent of the cage 
in case of failure of the suspension ropes. ` 

The winding machines are of the firm's latest pattern, 
with powerful mo‘ors coupled to machine-cut worm and 
wheel winding gear of high efficiency, and designed for 
&mooth running. 

Each lift is controlled by a pilot switch in the cage 
operated by a removable handle which actuates the main 
controller; the latter is specially designed to secure smooth 
and gradual starting and stopping. 

In connection with the passenger lifts, a signalling 
arrangement is employed, of the newest pattern. In each 
cage is fitted a flash-light annunciator signal fixture. When 
a passenger wishes to call a lift he pushes the button on the 
enclosure, and this illuminates in each cage a miniature 
lamp representing that mu floor, and also operates a 
small buzzer to call the attention of the operator to the 
signal. The first cage arriving at the floor from which the 
signal is given will stop and pick up the passenger, and 
upon leaving the floor will automatically extinguish the 
signal lamp in all the cages. 

The signal is entirely automatic in its operation, and 
gives the operator no opportunity to extinguish it until he 
has reached or passed the floor from which the signal is given. 

The indicator in each cage shows the operator the direc- 
tion in which the passenger wishes to travel, as well as the 
Noor on which he is standing. Опе call-push on each floor 
is arranged for two lifts, and one for the other three lifts, 
which are grouped together. 


On the ground floor in connection with each lift is pro- 
vided & mechanical indicator with arrows working on a 
semicircular dial, which will show the position of each lift 
in the shaft. 

Up and down signal lights are fitted on intermediate 
floors, which indicate the direction in which the lift is 
travelling. | 

This arrangement gives a most complete and convenient 
system for operating the lifts in groups, to make sure that a 
passenger requiring the use of the lift receives prompt 
attention, and at the same time it avoids two or three lifts 
going to the same floor to answer a call. 

There is also an electric luggage lift carrying a load of 
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(Campbell-Gray. 
MoroR DBiviNG BUFFING MACHINES FOR 
BOOT-CLEANING. 


15 cwt. at a speed of 300 ft. per minute, and two electric 
goods lifta of the same duty which travel from the basement 
to the ninth floor. Та all there are 32 lifts, including 
service and restaurant lifts. 

Messrs. Waygood-Otis, Ltd., bave also installed a com- 
plete hydraulic vacuum cleaning equipment. This plant, 
which feeds four points on each floor, is operated by an 
8-H.P. motor. 

Jn the kitchen equ pment, there is a 1-H.P. motor driving 
a. Hall refrigerator, an ice-making machine, an almond 


MAIN SWITCHBOARD FOR HEATING CIRCUITS, 


crusher, and a “whisk.” The latter is provided with an 
ingenious form of friction drive, which enables the speed to 
be adjusted within very narrow limite. In the French 
Bakery there is & 2-H.P. motor-driven bacon-cutter and a 
mincing machine. 

The refrigerating plant for the cold storage rooms is 
driven by an 18-H.P. motor, and is provided with a brine 
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circulating pump driven by a 2j-H.P. motor. There are 
also a large number of buffing machines for boot- cleaning, 
driven electrically, as shown on the opposite page. 


For the lighting of the building some 6,000 Osram lamps 


have been installed, and the wiring has been laid out 
in two systems to comply with the L. C. C. regulations. 
Convenient control for all the bedroom lights is provided ; 
in each room there are two lamps, either of which is con- 
trolled from a three-point switch at the bedside. A certain 
number of cross and corner corfidor lights are supplied from 
the alternate one of the two systems into which the lighting 
supply is divided, so that the important lights in corridors 
are rendered independent of the circuit which supplies the 
bedrooms immediately adjoining those corridors. These 
special corridor lights are controlled by master switches 
at central points. 

The general scheme of illumination is on the semi-direct 
system, and for this purpose a variety of designs of fittings 
by the Bromsgrove Guild have been installed. In the dome 
of the Rotunda Court the novel plan has been adopted of 
introducing opal bulls’-eyes into the risers which support 


LIT MOTORS AND CONTROLLERS. 


the glazing of the dome. Behind cach opal is a 30-watt 
lamp. Around the cornice of the dome is a ring of lamps, 
which are concealed from view at the floor level, but which 
throw a considerable volume of light upwards into the dome. 

The scheme adopted for the electric bells has greatly 
simplified the bell signalling. Each floor is complete in 
itself and is divided into eight sections, each with a large 
indicator. By means of & four-point relay an indicator is 
also operated in the service room, showing which section has 
been rung up. When the chambermaid goes to that 
particular section she is shown by the section-indicator the 
number of the room calling. Thus the use of enormous 
lengths of multiple-wire cables has been avoided, without loss 
of efficiency. | 

We are indebted to the Strand Hotel, Ltd., to Mr. 
Barker, and to Mr. Cushion for the particulars and 
photographs embodied in this article, and we desire to offer 
our congratulations to all these parties on the accomplish- 
ment of an enormous undertaking on lines which can ишу 
be said to be scientific, and in accordance with the most 
modern engineering practice. 


Glasgow Eahibition.—We have received from Mr. 
J. M. Freer, of 38, Bath Street, Glasgow, a copy of the prospectus 
of the Glasgow Smoke Abatement Exhibition, which is being held 
under the patronage of the Corporation and the local branch of 
the Smoke Abatement League, at Exhibition Hall, New City Road, 
from Thursday, Saptember 23rd, to Saturday, October 16th. Gas 
and electricity will be supplied free of charge to exhibitore. 
Class 7 will comprise ‘electric apparatus and electric‘heatirg and 
cooking appliances; Class 9, boiler furnaces, mechanical stokers, 
fuel economisers, &c.; Class 10, electric app'ianoes and apparatus 
for the generation and utilieation of motive power; Class 11, suc- 
tion gas plante, gas and other engines, &o. ; Class 13, ventilating 
fans; and Class 15, shop window lighting.” Particulars can be 
ob'ained on applica: ion to Mr. Freer, as above. 


BATTERY-BELL SIGNALLING SYSTEMS 
| IN MINES. " 


Homs OFFICE REPORT ON THE DANGER OF IGNITION or FIRE- 


DAMP-AIBR MIXTURES, 


(Concluded from page 849.) 


Dr. Wheeler points out that the single-bobbin bell () in 
the foregoing table is the more efficient, as this required a 
resistance of 280 ohms in circuit to prevent the bell ringing, 
while only 55 ohms had to be introduced to obtain the 
minimum igniting current. He further suggests winding 
the coils of the magnets with silk-covered annealed brass. 
wire, instead of copper, as is usually used, and а bell 
arranged on these lines with a single bobbin wound with 1k 
layers of 25-gauge brass wire gave the following results, 
when operated with a battery of 10 Leclanché cells : — 

Resistance of magnet, 13 ohms. 

Current, bell only in circuit, 0:62 ampere. | 

Resistance required to prevent bell ringing, 200 ohms. 

Current with bell and resistance in 
circuit, 0:04 ampere. 

The minimum igniting current, ob- 
tained from a battery of 10 dry cells, 
was found to be 0:72 ampere. 

This bell was tested under practical 
conditions at a colliery in Durbam with 
a battery of 10 Leclanché cells, and 
“at 1,620 yards the bell rang very 
strongly. This was the end of the 
third section of the signal wires, and 2 
connection had to be made to the third 
section. The wires in the latter had a. 
great number of connections, mosi bad 
ones, which might have caused any bell: 
to cease ringing. However, the bell rang 
quite distinctly, though not very loudly, 
at 1,910 yards, the end of the wires.“ 
'The italics are ours, and herein lies the 
crux of the whole question of efficient 
signalling in mines. Dr. Wheeler’s 
experiments were carried out under 

DE perfect conditions, but below ground. 
the conditions are very far from being 
perfect, or, very frequently, in decent order. Electric sig- 
nalling is so simple that anyone presumes to know all about. 
it, and any sort of a connection will do, and frequently 
one will see a perfect network of wire connections without 
any order or system, whereas, ed systematically, 
probably less than half would be required. Hence the 
demand for a bell that would ring under conditions. 
which ought not to exist, and which required only a small 
current, necessitating the use of highly inductive magnet. 
coils. Tests were made with eight bells of different makes 
with the following results :— - 
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ohms | amp ohm". | amp. amp ohms. 
A 12 0°63 175 0 07 0°19 50 
B 13 | 0°59 80 | 013 | O13 80 
C 30 0:38 75 012 0 12 7 
D 13 0:63 225 0'05 0°20 45 
E 10 0°74 170 0°07 0°24 40” 
Е 11 0˙58 65 0˙15 0 15 65. 
G 20 0°45 150 0:07 0°17 00 
H | 37 0 29 250 0 04 0 12 65 


“ Two points stand clearly out from an examination of 
this table. One is that all the bells tested are capable of 
giving a dangerous break- flash when used with a battery of 
10 wet Leclanché cells (15 volte). The current available 
at the break-flash, supposing the signal-wires to be t hort- 
circuited close to the bell so that only the resistance due to 
the magnet is included in the circuit, is in every case more 
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than twice as great as the minimum igaiting current, while 
an one instance (bell B) it is four times as great. The 
other point is that in the majority of cases sufficient non- 
inductive resistance could be introduced into the circuit to 


redace the current available at, the break-flash below the 


minimum igniting current without seriously affecting the 


ringing power of the bell. Bells D and Н in particular 


allow ample margin for bad connections on the signal wires.” 
For that very reason bells D and H would be looked upon 
as excellent bells. 

Dr. Wheeler next tried “ parallel” winding, in which 
one winding is used for ringing the bell, while the other is 
short-circuited on itself, with the following results :— 
„Two bobbins were wound with 28-gauge copper wire in 
this manner and inserted in the bell frame. Tests were 
made using a battery of 10 wet Leclanchè cells," with 

(i.) Two bobbins, the additional winding being left open, 
and the ends of the wire being free. 

(ii.) Two bobbins, the additional winding being short- 
circuited. 

(iii.) One bobbin, additional winding as in (i.). 

(iv.) One bobbin, additional winding as in (ii.). 

The ma‘n data obtaincd were as follows :— 
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Ignition at 1°65 ampe., 38 volte, from 26 dry cells. 
+ Ignition at 2:3 атре. 31 volts, from 21 dry cells, 


It was found that whether one or two bobbins were used, 
the bell rang better with the additional winding short- 
circuited, and further, that more current was required for 
ignition by the break-flash when the additional winding was 
present but open than when the winding was absent 
altogether. 

Layers of tinfoil between the iron core and between the 
layers of copper winding were also tried ; one bobbin was 
woend with 16 layers of 28-gauge copper wire in this 
manner, with a tinfoil strip between each layer, and tested 
with a battery of 10 Leclanche cells, with the following 
results : — 

Resistance of magnet, 12 ohms. 

"Current, bell only in circuit, 0:78 ampere. 

Resistance required to prevent bell ringing, 115 ohms. 

Current, bell and resistance in circuit, 0:10 ampere. 

"The minimum igniting current for the break-flash was 
found to be 2:30 amperes (at 27:5 volts) obtained from 19 
dry cells. З 

Several other methods of preventing sparking were tried 
with more or less effect, but not so simple of application as 
those described. The conclusions reached were briefly as 
follows :— | 

t. All the bells examined were capable of producing a 
highly dangerous break. flash at tbe signal-wires when used 
with а battery of 10 wet Leclanche cells, the current voltage 
being 15. The break-flash was still more dangerous when 
a battery of 10 dry cells was employed, since the current 
available from them is considerably greater than that 
obtainable from wet Leclanche cells. 

In general the bells examined were “overpowered.” А 
аш е bobbin with a reduced number of layers of wire was 
fourm! in several cases, when fitted to the original bell- 
frame, to actuate the bell as efficiently as is required in 
practice. The use of only one bobbin (i.e, а bar electro- 
magnet) with a small number of layers of winding reduces 
the &clf-induction of the circuit, and thereby decreases the 
danger of the break-flash at the signal wires. 

2. Inasmuch as the voltage is relatively of little import- 
ance compared with the current strength so far as the safety 


of the break-flash on the signal wires is concerned, it is 
desirable that attention sbould be directed towards not 
exceeding a certain maximum number of cells in the battery, 
rather than that care should be taken not to exceed a 
certain voltage. Moreover, it is desirable that a cell of 


comparatively high internal resistance, such as the wet 


Leclanché cell, should be employed, so as to avoid the 
possibility of obtaining large currents on short-circuiting 
the battery. 

3. Taking as a standard battery 10 wet Leclanché cells, 
quart siz9..... giving a voltage of 15 and a maximum 
current on short-circuiting of about 1:5 amperes, it is ров- 
sible so to modify the usual pattern of bell as to render the 
break-flash at the signal wires safe in the most sensitive 
methane-air mixture, without impairing the ringing power 
of the bell. This can be done in several ways, of which 
the simplest probably are :— 

(i) By the introduction of & non-inductively wound 
resistance coil in series with the magnet-coils, such that it 
will reduce the current available at the break-flash below 
the minimum igniting current. 

(ii) By increasing the resistance of the magnet windings 
of the bell by the use of wire of fairly high resistance, such 
as brass wire, for the same purpose as (1). 

(iii) By the use of parallel” winding, and 

(iv) By the use of tinfoil strips between the layers of 
winding, in the manner and for the purpose already 
described. | 

Of these four methods the third may be open to the 
objection that should the short-circuited winding be acci- 
dentally broken, the bell might become unsafe. 

No experiments were made as to the igniting power of 
the maintained spark at the trembler of the bell, for it was 
apparent from the bells examined that the provision of an 
adequate flame-tight casing, affording complete security 
against ignition of a firedamp-air mixture at the trembler of 
the bell, was not a difficult matter. Nor were any experi- 
ments made with relays such as are often intrcduced in 
battery-bell signalling systems, for, in Dr. Wheeler’s view, 
a relay, if introduced into the signalling system, simply 
takes the place of the bell, and, from the point of view of 
danger at the break-flash on the signal wires, can .be 
regarded as a bell. This, of course, is an entirely mistaken 
impression. | 

The report is interesting and settles once for all a much 
debated point. It was, of course, never seriously questioned 
that an electric spark would igoite firedamp, but the 
extremely weak currents of the signalling systems were con- 
sidered harmless. As a matter of fact, Dr. Wheeler's 
report confirms this impression to some extent, bnt the self- 
induction of the magnet coils, which is the true source of 
danger, was never really considered. It ought not to 
be a difficult matter for colliery managers to arraoge their 
signalling systems now so as to be absolately safe, and with 
a little care and attention to maintain them so. 

We are glad to note that Dr. Whee'er is to continue his 
investigations into the relay and alternating-current systems 
of signalling. 


A LOCOMOTIVE COACH FITTED WITH 
THE THOMAS TRANSMISSION. 


On Thursday last week we were enabled, by the courtesy 
of The Thomas Transmission, Ltd., to witness a demon- 
stration at Birmingham of a 200-H.P. locomotive coach 
which has been fitted with their system, fcr use on the New 
Zealand Government Railways. 

Our readers are already familiar with the principle of this 
extremely ingenious system of transmission, as fitted to 
heavy lorries, &c, which was first described in our issues 
of May 5th and June 23rd, 1911, and has been referred 
to from time to time in our pages. [п & paper read before 
the British Association in Australia last year by Mr. Н. J. 
Thomson, and abstracted in our issue of October 30th, 
1914, the application of the system to heavy internal- 
combustion locomotives was discussed, and the recent 
demonstration marks a further step in this direction. 
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In view of the vast stretches of arid desert across which 
railways are now being constructed in Australia, the import- 
. ance of the subject to the Commonwealth is obvious, steam 
locomotives being handicapped for supplies of coal and 
water; but even where there is no lack of these, it is 
claimed that the oil-engine driven locomotive equipped with 
the Thomas transmission has many points in its favour. 

lt will be remembered that, in the briefest outline, the 
Thomas system employs two electrical machines (each about 
one-third of the power of the engine) and a planetary gear- 
ing which connecte these machines with the engine and the 
load. During starting and acceleration the power is trans- 
mitted partly mechanically and partly electrically to the 


900 в.р.м., and the maximum 1, 500 R. P. Mu. 


trailers, each having about the same seating capacity. It 
is expected that the output will be about 200 ton-miles per 
gallon of petrol. The vehicle will have to be able to haul 
one 25-ton trailer up a grade of 1 in 40 at 15 M. P. K., the 
gross load being about 60 tons; the maximum speed on the 
level will be over 40 M. P. H., and it is estimated that the 
vehicle will haul a gross load of 85 tons up a grade of 
1 in 40 at about 10 M.P.H. By itself the coach will ascend 
this grade at 28 M.P.H. It is 62 ft. 6 in. in length overall. 

As shown, the engine is of the V type and has eight 
cylinders, 7 in. bore x 8 in. stroke; the normal speed is 
Opposite 
cylinders act on the same crank, thus shortening the engine 


Fic. 1—LOCOMOTIVE CHASSIS FITTED WITH THE THOMAS TRANSMISSION SYSTEM, 


wheels, but when full speed is reached the whole of the 
power is transmitted directly from the engine to the wheels. 
In the case of the locomotive here referred to, certain modi- 
fications have been introduced into the design, without 
. affecting its main principles. 

The locomotive chassis has been built by The Thomas 
Transmission, Ltd., for suburban traffic, where the smoke 
and noise of a steam locomotive would be objectionable, and 


Fig. 2.—TTLOR 200-H.P. PETROL ENGINE ON BRAKE Тевт. 


has been fitted with a petrol engine by Messrs. J. Tylor and 
Sens, Ltd. Fig. 1 shows the complete chassis, and fig. 2 
the Tylor engine, while a closer view of the controller and 
one of the bogies is given in fig. 3. The body will be made 
and fitted in the works of the New Zealand Government 
Railways at Wellington. The seating capacity of the coach 
will be about 50 passengers, and it will haul two 25-ton 


All the valves are external to the V, so as to be readily 
accessible. The engine is reversible, and is extremely com- 
pact ; the circulating water is cooled by radiators at either 
end of the locomotive, both of which are effective irrespec- 
tive of the direction of motion, and separate radiators are 
provided for cooling the lubricating oil for the engine and 
the planetary gearing respectively, the oil and water being 
circulated by pumps driven by the engine. Although the 
engine is reversible, only the crankshaft 
reverses its direction of rotation, the 
pumps, magnetos and cam-shafts always 
ranning in the same direction. | 

The planetary gear wheels are double 
helical, and are provided with forced 
lubrication, running silently and with 
high efficiency. The two electrical 
machines, which are a'ternately motors 
and generators, are totally enclosed and 
weigh only 15 cwt. each; they are 
arranged on a plan differing from that 
adopted for motor lorries, one machine 
forming a complete unit with the 
planetary gearing and two magnetic 
clatches, as shown in fig. 4, while the 
other is mounted independently of the 
prime mover and transmission unit. 

The former unit is rigid in construc- 
tion, ensuring perfect alignment, and 
transmits the mechanical drive to the 
outside axle of one bogie; the latter 
unit drives the outeide axle of the 
second bogie purely electrically. Tubular 
cardan shafts are used for both drives, 
With universal joints which ensure per- 
fectly uniform angular velocity of the 
driven wheels. The final drive is effected by means of 
bevel and spur-wheel reductions, as shown in fig. 5, which 
diagrammatically illustrates the arrangement of the trans- 
mission. : 

It will be noticed that in this form of the system the second 
machine is not directly coupled to the larger sun-wheel, 
as in the lorry previously described ; it is, however, indirectl 
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coupled to it through the driving wheels and rails. Another 
difference lies in the use of magnetic clutches, which are 
exceedingly easy to control and are admirably adapted to 
deal with large powers. Moreover, reversal is effected by 
reversing the engine, and not by electrical means, as the 
locomotive must run with equal facility in either direction. 
The bogies are of novel construction, designed to eliminate 
rolling and to give easy riding of the vehicle. 


Fia. 4.—TRANSMISSION UNIT, WITH PLANETABY GEAR AND MAGNETIC CLUTCHES. 


The control of the locomotive can be effected from either 
end of the vehicle. The main controller provides for 12 
forward speeds, including direct drive on top. The reverse 
for continuous working is obtained by reversing the direction 
of rotation of the engine. Two reverse notches are pro- 
vided in the controller for reversing for short distances 
when shunting, &c., the power being then transmitted purely 
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be seen from the diagram, fig. 5, that there are two magnetic 


clutches, first, the free-wheeling clutch, which is engaged 


for all running speeds, and, secondly, the top-speed clutcb, 
which is engaged only for the direct drive, starting the 
engine, and emergency reverse. Both of these clutches can 
be disengaged by putting this auxiliary switch in the off 
position. It will thus be seen that if at any time the driver 
wishes to bring the vehicle to rest, it is not necessary to 
3 move the main controller, the act of 
freeing the engine being effected by 
moving only the auxiliary switch lever. 

In order to start the locomotive, 
the control handle is moved into the 
“start engine” notch, which connects 
the battery across No. 1 machine ; the 
auxiliary switch is then closed, thus 
coupling No. 1 machine by means of 
the top-speed clutch directly to the 
engine. 

As soon as the engine has been 
started the auxiliary switch is put into 
the off position and the main con- 
troller moved into the first speed notch. 
By slowly bringing the auxiliary switch 
into the “on” position, the free-wheeling 
clutch is gradually engaged, causing 
machine No. 1 to be driven round in 
the reverse direction to the engine. As 
the vehicle gains speed the main con- 
trollr is gradually moved to the top- 
speed position, when the direct drive is 
obtained by engagement of the top.speed 
clutch, which locks the epicyclic gearing 
together, and at the same time reduces 
the current generated to zero. The 
notch beyond top speed provides for 
charging the battery, which has a capacity 
of 200 А.Н. at 40 volts. 

The method of charging the battery 
with two series-wound machines is novel 
and ingenious. The connections are so 
arranged that one machine runs as a 
motor in series with the field of the 
generator, and as the speed of the 
motor armature (machine No. 2) ia con- 
trolled by that of the locomotive, its 
counter E.M.F. is proportional to the 
speed of the coach ; hence the current 
in the field magnet of the generator 
varies inversely as the speed, and the result is a constant 
E.M.F. in the generator armature for charging the battery 
at all speeds. 

Westinghouse brake equipment is provided, the com- 
pressor being directly coupled to the crankshaft of the 
engine. In addition hand brakes are provided for emer- 
gency use. - 


A, engine drive to в, planetary gear casing; c, first electrical machinae connected to small sun wheel; b, mechanical drive to first bogie ; 
к, magnetic clutch for free-wheeling; r, magnetic olut:h for direct drive on top speed; с, second electrical machine, driving second bogie. 


Fic. 5.—DIAGRAMMATIC ARRANGEMENT OF THE TRANSMISSION SYSTEM, 


electrically. This is effected by coupling up No. 1 machine 
directly to the engine and transmitting the power electrically 
therefrom to No. 2 machine, which is permanently coupled 
to one of the driving axles. | 

In addition to the main controller an auxiliary switch is 
provided, which is used to control the car in much the same 
way as the clutch pedal on an ordinary touring car. It will 


The weight of the complete vehicle, exclusive of the body, 
із approximately 18 tons, of which the engine, transmission, 
and radiators weigh about 7 tons. 

As previously recorded in our pages, The Thomas Trans- 
mission, Ltd., entered the railway field some years ago, and 
the excellent results obtained with their rail-car in South 
Africa led Mr. W. W. Hoy, general manager of the Soutb 
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African Railways, to recommend it for use on the New 
Zealand Railways. | 
. Тһе advantages of the system bave been pointed out in 
our pages, and the fact that it provides the flexible and 
efficient link between the engine and the wheels that is 
essential to the success of the internal-combustion engine on 
railways ought to be fully recognised. | 

The obvious point to which criticitism would naturally 
be directed is the gearing ; but while in the past this might 
have constituted a weakness, with modern well-lubricated 
gear wheels that is no longer the case, and the fact that the 
R.A.C. awarded the company the Dewar Trophy in its 
2,000-mile trials in 1911 testifies to the merits of the 
system. Where complete electrification would not be 


0 Ф 


plaintiffs wanted to get up a winding up order. I must grant the 
present application. 

Defendants’ seoretary added that there were no assets in England, 
and that they could do nothing with the plaintiffs, as all the 
creditors must be treated in the same way. All the creditors would 
stand together. 

JupGE RENTOUL said the plaintiffs would have leave to issue 
execution. | 


— md 


THE BURGH OF ALLOA v. ALLOA THEATRE Oo., LTD. 


A TEST case has been brought in Alloa Sheriff Court, before 
Sheriff-Subetitue J. Dean Leslie at the instance of the Provost, 
Magistrates and Councillors of the Burgh of Alloa against the 
Alloa Theatre Co., Ltd., trading at The Pavilion, Alloa, for the 
payment of an account for the supply of electricity during the 
month of March. 
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Еа. 6.—РАЕТ SIDE ELEVATION OF LOCOMOTIVE, WITH FBONT SOLE-BAR PARTLY REMOVED, 


* 


justified by the traffic conditions, the next best thing is to 
employ rail-cars of this type. It is, of course, not essential 
to use petrol ; whether petrol, paraffin, or crude oil be used 
is a question which has nothing to do with the transmission 
system. A specially important feature is the high efficiency 
of the system at all but the lowest speeds ; the speed on 
grades approaches the maximum possible with the engine 


Frie. 7.—LocoMoTiIve HAULING A LOAD OF 200 Tons. 


power available, and during most of the ranning time the 
engine drives direct, so that the losses in the variable-speed 
gear are practically negligible. 

The company are to be congratulated on the success their 
system has already attained ; we commend it to the notice 
of all our readers who are interested in traction, for it is 
applicable to all kinds of self-contained locomotives, includ- 
ing vehicles propelled by storage batteries. 


LEGAL. 


ELECTRICAL APPARATUS Co., LTD, г. CANADIAN BRITISH 
ENGINEERING Co., LTD. 


IN the City of London Court on June 17th, this саве was 
mentioned. Plaintiffa, as already reported, had recovered judgment 
for £70 18s. 6d. against the defendant company, for electrical 
goods supplied in the way of trade. 

MR. Үосма, plaintiffs’ solicitor, asked the Court to permit 
execution to be levied in &coordance with the Courts Emergency 
Act. Defendants’ secretary hoped the Court would not do that. 
A Committee of inspection of the defendant company had been 
appointed in Canada, and was working with the managing director, 
who was in Winnipeg. 

JUDGE RENTOUL wondered whether the asseta of the defendant 
кыру would be less if he refused to allow execution to be 


Defendante'secretary said they had a business in Winnipeg, but 
they could not realise their stock at present. They had £10,000 
of stock there. If the Court granted the application it might 
make the defendant company go into liquidation. That would not 
be to the interests of the creditors. 

JUDGE RENTOUL: The other creditors are not here, but the 


The defence stated that the defenders had been charged at the 
rate of 4d. per unit, this being the rate charged for lighting pur- 
poses, whereas they contended that they were entitled to be 
charged for the current used in connection with the motor for the 
bioscope at the rates for motive power purposes, which, according 
to scale, were from 2d. to 1d. per unit. 

MR. CHARLES THOMSON, Town Clerk, for the Corporation, said 
that Parliament had not laid down a rule that energy for lighting 
and power were to be charged at different rates. There was 
nothing in their Electric Order or in the Acts of Parliament that 
power and lighting were to be charged at different rates, nor had 
Parliament laid it down that these were to be charged at the same . 
rates. The question was left quite open to the undertakers so long 
as they gave no undue preference, In this case the defendants 


. had been supplied with current from November, 1918. They had 


been charged at the prevailing lighting rate until now, when they 
disputed the account for which they were being sued, The motor 
in the Pavilion was used for driving a dynamo. The pressure of 
current supplied to the Pavilion was 440 volte. They could not 
pass 440-volt current through the lantern for the purpose of 
lighting a bioscope. The object of this motor was to drive the 
dynamo, and the dynamo converted the pressure of 440 volts into 
something like 60 volte, Therefore they had a motor-converter. 
It was not a motor for driving power at all. 

The SHERIFF: If à man takes energy from you and is ingenious 
enough to get a motor in order to change it, are you to charge 
lighting rate? Are you not to supply, him with power to do with 
it what he pleases ? 

MB. THOMSON: No. 

The SHERIFF : You say that it is used for lighting, and, therefore, 
must be at lighting rate? 3 
Mr. THOMSON said that that was so, If their contention was 
sound that they were entitled to be charged power rate because 
of the existence of the motor-generator or converter, what was to 
stop them from, in the same way, lighting up the premises? All 
this current was supplied by the undertakers for lighting purposes, 
The theatre company might do what they liked with it, but they 
must pay the lighting rate. The motor used by the defenders was 
used for lighting. Let them put aside how that light was brought 
about, but it was lighting. In the case of an ordinary motor it 
was used for mechanical power—a different thing altogether. The 
determining factor in a case of this kind was the ultimate use to 
which the current was to be put. He submitted that the ultimate 
use here was lighting. The Council made no distinction in price 

between the two theatre houses. 

Mr. JoHN REED, solicitor for the defence, said that there were 
in the defenders’ premises three meters, two of them for current 
at 220 volts, and the current passing through these two meters 
was for lighting the stage and the main building. There was a 
third meter, the current passing through which was supplied at 
440 volts, and the whole of the current which went through that 
meter was used for defenders' purposes in driving this dynamo. 
S> far as regarded the current supplied through the third meter, 
he claimed that it was current for motive purposes, and that he 
was entitled to get that at the rate at which the Town Council 
intimated they were prepared to supply customers for motive 
power purposes, He claimed to be supplied at the power rate 
intimated. They fixed a special rate for the Pavilion at 3d. per 
unit after 1,000 units, but he was not satisfied with it, and that 
was why he was there, There was no agreement between the Town 
Council and the theatre company. 

The SHERIFF said it was a question of take it or leave it. 

Mr, REED replied: Exactly, His position was that this current 
supplied at 440 volts was supplied for motive purposes. It 
would entail a proof as to whether this was used for motive pur- 
poses or not. He oould not see how his friend was going to say it 
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was not for motive power purposes, whether the ultimate effect of 
this dynamo was to produce a certain kind of light or not. That 


did not affect the question of driving the dynamo. 

The SHERIFF said it was not light in the ordinary sense. 

Mr. REED replied : It is not light in any sense. 

The SHERIFF : Bat there is light. 

Mr. REED said, supposing they had a gas engine driving the 
dynamo, they could produce the same light, 

The SagRIFF: But what is the light thrown upon the screen ? 

Мв. REED: It is produced solely by the dynamo, which is the 

ard of the defenders. That is light generated by the 
era. 

ү SHERIFF : It is the pursuers’ electricity altered in a certain 
way 

Mr. REED: Not at all. The pursuers’ current is supplied to this 
motor which drives the dynamo, and from this dynamo we produce 
current of our own, which gives us a particular light. | 

The SuERIFF: Could you use the energy that is supplied for 
lighting the hall for the bioscope ? 

Мв. REED: It could be used, but it is not steady enough, and 
would simply give a flicker. The reason we have to make our own 


carrent is because the current supplied by the Corporation is not 


. suitable. 

The SHERIFF: So that you say the motor is for manufacturing 
purposes ? | 

Мв. RgED: Yes. 

Mr. THOMSON : What does it manufacture ? 

Мв. REED: The light for throwing the pictures on the screen. 
5 That is our contention, that you mauufacture 

THE SHERIFF: There are two questions. Whether the motor 
is being used for motive power. That is a question of fact. Then 
there is the question as to whether there is undae preference. 
Unless you can adjust it, the question of the motor can be left toa 
referee. It is for a skilled man to decide. 

The SHERIFF, after a few further observations, took the case to 
avizandum. | 


Brown r. LAMBETH BOROUGH COUNCIL, 


At the Lambeth Oounty Court, on Friday, Judge Parry gave a 
considered judgment in an action heard before him, in which a 
taxi-cab proprietor, of King's Croes, sought to recover damages 
from the Lambeth Borough Oouncil fon injaries to his cab, The 
action was reported in our issue of May 21st, page 720. 

JUDGE PARRY said on January 6th, about 11 o'clock at night, 
the plaintiff was driving a taxi-cab when he came into collision 
with the refage in the middle of the road, knocking down one of 
its cast-iron guards and damaging the pole of the arc lamp. 

The PLAINTIFF said this ocourred owing to the defendants’ 
negligence in not lighting the refuge. The refuge was generally 
lighted by an arc lamp, which on this date, under police regula- 
tions, had been considerably darkened. At the moment of the 
accident the plaintiff said that the aro lamp was not alight. He 
was the only witness of this, but he (the Judge) saw no reason to 
disbelieve him. The arc lamp was lighted and controlled by an 
electric lighting company acting for the defendante. The com- 
pany's servants found the arc lamp alight at 5.30 on the afternoon 
of January 6th, and agsin at 11 o'clock on the morning of 
January 7th. Some evidenoe was given as to the type of lamp 
and the mechanism by which it was lighted and extinguished, 
but no effort was made to show that it was of inferior construction 
or in any way faulty. After the accident a police officer came up 
and noticed that the light was out, but his evidenoe was consistent 
with the defendants’ contention that the collision itself extin- 
guished the lamp. He believed the plaintiff's statement that the 
light was out at the time of the accident, but there was no evidence 
at all to show how it came to be extinguished or how long it 
had been extinguished, nor was there evidence of negligence on 
behalf of the servanta of the defendants or the electric lighting 
com pany in superintendence, management or control of the lamp. 
The general lighting of the place was adequate and reasonable, 
haviog regard to the police requirements under the Order in 
Council for the Dafence of the Realm. The fact that the arc 
lamp was not alight undoubtedly contributed to the accident, aa 
did the speed at which the plaintiff was driving. So, too, did the 
general darkening of the surrounding lamps under the Order in 
Council. He found that the lamp was out at the time of the 
accident, that the lamp being out was not due to any negligence 
of the defendants or their servanta, and there was no evidence to 
show how it came about that the lamp was temporarily extin- 
guished. The action here was founded on negligence. There was 
no evidence of any negligence, and the defendants must succeed, 
He gave judgment for the defendants, with costa, 

Mu. Leven, for plaintiff, gave notice of appeal. 


О-клм Lamp Works, Ттр, т. Pope's ELECTRIC Lamp Co., Lro, 


ON Tuesday,in the Chancery Division, Mr. Justice Joyce com- 
menced the bearing of this action for an injunction to restrain 
defendanta from infringing plaintiffs letters patent, No. 23.8997 
of 1901, for damages and for the delivery up of articles or things 
made in infringement of the patent. The defendants denied 
infringement, and alleged that there was no subject matter for the 
plaintitfs’ patent, aud a want of novelty. Mr. Walter, having 
opened the case for the plaintitfs, evidence was heard and the case 
was adjourned. We shall report the matter in our next issue. 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi. 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Automatic-Lift Accidents. 


I am gratified to find that the article I wrote you on the above 
subject has led to such an interesting co ence. Mr. Butler 
gives instances of accidents which have come under his notice, 
and suggesta the desirability of having a gate in the car. I quite 
agree with this, but the gate is useless unless provided with 
electrical contacts which prevent the lift being operated when 
anyone is standing in the car with the gate open. It should, 
however, be possible to call the empty car to any landing, 
assuming the landing gates to be closed, even although the last 
passenger omitted to close the car gate, as a person will rarely 
take the trouble on alighting from a lift to close two gates. 

Referring to the question of arcing over in electric locks, I have 
myself experienced considerable trouble due to this. It is generally 
oaused by one of the misuses I referred to, namely, stopping the 
lift by opening the gate whilst the car is passing. This breaks 
the pilot circuit in the lock, and as Messrs. Smith, Major and 
Stevens point out, a switch or contact which is constructed for 
making a circuit only is not well adapted for breaking it, the 
arcing distance being too short. The troubles which I have 
experienced from this cause have occurred principally on lifts on 
400-volt circuits, and where the current carried by the pilot circuit 
was higher than should be neoessary with properly designed 
solenoids. It is largely a question of distance between contacts ; 
distance between contacts and earthed metal; and wattage. 

Mr. Rosenbusch and Mesars. Smith, Major & Stevens both com- 
plain that I have not done full justice to the most recent types 
of electromagnetic locks, and that the sketch I gaveonly illustrates 
the simplest form of such devices. 

I made it quite clear in my article that the illustration was 
intended to illustrate only the general principle on which electro 
magnetic locks operate, and was not intended to show the detail of 
any actuallock. Iam well aware that there are many excellent 
looks now oh the market, as is mentioned by all the lift makers 
who have во kindly contributed to the discussion, and Mr. Scott 
showed details of the lock made by his firm (Messrs. The Medway 
Safety Lift Co.). It was very clear, however, from his exoellent 
letter, that the best type of lock is not always fitted, as а purchaser 
who does not understand the technicalities of electric lifta cannot 
discriminate between safe and unsafe types of apparatus and, ar a 
rale, acoepts the cheapest quotation. 

It was suggested by some of the correspondents that the Home 
Office or the County Council ought to frame regulations covering 
electric lifts, and no doubt they will in due course do so. The 
Н O., of course, exercise a general supervision over lifts in fac- 
tories, for although they have no special rules bearing on the 
point, it is to some extent covered by the general rules relating to 
moving machinery and to electric inetallations. There are, how- 
ever. a large number of lifts in buildings which do not come under 
the Factory Ac‘s, and, therefore, do not come under the supervision 
of the Н.О. Inspsotors ; and, moreover, there are thousands of lifts 
outside the jarisdiction of the London County Council, so that it 
is obvious that if these two bodies drew up special regulations 
they would only cover a fraction of the lifts in actual use. 

Frank Broadbent. 

London, E.C., June 16th, 1915. 


l'itting of Brushes, 


I should be obliged if any of your readers could indicate the 
cause of, and suggest a remedy for, the strange behaviour of the 
positive brushea of a 500-Kw. motor-converter, compound- wound, 
and used for lighting and traction supply. 

All the brushes are of hard carbon, 2) commutator bers in 
thickness, and there ате six brush arms on the machine, АП the 
positive brush surfaces are badly pitted in the middle, but at both 
leading and trailing sides of the pitted portion the surfaces are 
p:rfect. The brushes are well bedded, the arms properly spaced 
roand the commutator, and the machine runs sparklesaly at all 
loads. The negative brashes and the commutator are in excellent 
condition, 

Thanking you and your readers in anti ipation. 


A. B. Johnstone. 
Gateshead-on-Tyne, July 180^, 1916. 


Battery-Bell Signalling Systems in Mines. 


It is somewhat surprising that Dr. Wheeler, in his experi- 
ments, has not tried the spark-extinguishing device (known 
to every telegraphist, and fitted to nearly all local telegraph 
instruments) of a non-inductive shunt of about five times 
the resistance of the magnet whose inductive effect it is 
required to get rid of. The shunt must be joined directly across 
the electromagnet (not across the bell terminals). A few feet—in 
some cases a few inches only—of 3-mil platinoid wire wound 
double on a bobbin is all that is required. The cost is negligible. 
and the result completely effective. 

The lower the resistance of the shunt the more effective it is in 
extinguishing the spark, but if made of a resistance approaching 
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that of the magnet it shunts, it would slow the action of the bell ; 
if the shunt is made about five to ten times the resistance it 
bridges, then the slowing action is but slight, whilst ite spark- 
extinguishing effect is most marked. 

Н. В. Kempe. 


NEW ELECTRICAL DEVICES, FITTINGS. 
AND PLANT. 


Electric Lighting Sets. 


Whilst there are now few towns of any size in this country that 
are not provided with a supply of electricity, there are innumer- 
able small villages, hamlets, and isolated houses which have 
not yet enjoyed the convenience and economy of the electric light, 
and these afford a very wide field for enterprise. Many firms have 
taken steps to meet the needs of the larger country-house owners, 
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market with gratifying success. We recently had the pleasure of 
inspecting one of these interesting sets, which are admirably 
designed for the purpose outlined above. With the exception of 
the petrol engine, the whole of the apparatus is of British mana- 
facture, and the greatest pens have been taken to make it in every 
respect as simple, robust, and reliable as possible. We illustrate 
herewith the outfit (No. 1 D), which contains everything for a 
complete installation of 25 16-O.P. lamps down to the last 
screw,” the intention being that the purchaser shall bein a position 
to erect the whole of it without having to buy anything in addi- 
tion to the contents of the packing-cases, and without any outeide 
assistance whatever — except, perhaps, the advice of the company's 
local agent. l | 

For this reason the arrangement of the parta is carefully devised, 
so that the minimum of thought and work is required to place 
them in correct position and connect them up; the fittings and 
the switchboard are completely wired in advanoe, and all the 
terminals not already wired are labelled, so that the user has no 
difficulty in identifying those that are to be connected together. 
Full and lucid instructions are provided for erecting the plant and 
for running it. The switchboard carries only two single-pole 
switches and р.р. fuses, for the charge and discharge cirouits 
respectively, a Record automatic awitch, centre-zero ammeter, pilot 
lamp and shunt regulator. The battery consiste of 26 cells of the 
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Fie, 1.—" AMANCO" 25-LIGHT FARM-HOUSE LIGHTING SET. 


who can afford to install comparatively expensive plant, but until 
recently the case of the well-to-do farmer had received little, if 
any, attention. While this gentleman may not feel himself 
justified in expending & considerable sum on an eleotric lighting 
installation, he is quick to appreciate the advantages of electricity 
as compared with the oil lamps which he is usually com- 
pelled to put up with, and he is a handy man with tools; more- 
over, he often possesses one or more oil engines to drive his 
mac and is acoustomed to their management. These facta 
have been fully realised by the ASSOCIATED MANUFACTURERS’ 
Co., of 72-80, Mansell Street, E., who for many years past have 
supplied enormous numbers of their handy oil engines to British 


farmers, and are thoroughly acquainted with the capabilities and. 


mental attitude of their customers. The problem, however, was a 
difficult one to tackle, as it necessarily involved the use of a 
dynamo and a storage battery, the latter especially being a class 
of apparatus that one would hesitate to place in the hands of a 
wholly unskilled user. The cost of the whole installation also 
had to be kept down to the absolute minimum, and this called for 
the rigid standardisation of the whole outfit. 

But the idea of a farmer's installation was too good to be dis- 
carded without an effort to carry it out, and the company designed 
а sample set, which was shown at an Exhibition in September 
last year; the inquiries which resulted indicated that the 
attempt was on the right lines, and, after further experiments, a 
complete "Amanoo" electric lighting plant was placed on the 


Naylor Battery Co.'s make, these having been selected on 
acoount of their ability to withstand rough treament and 
unskilled attention, and no attempt is made to regulate the battery 
voltage; the use of end-cell switches would inevitably lead to 
trouble, and would destroy the essential element of simplicity, 
while the voltage variation is of little consequence in com 

with the fluctuations experienced with oil lamps. The battery is 
not charged whilst the lamps are in use. It is of sufficient 
capacity to run two-thirds of the lamps for eight hours, and full 
instructions are given for its charging and maintenance; the 
plates are contained in celluloid boxes. 

The Amanco set is made in sizes for 25, 50 and 100 lamps of 
16 C.P. each, and is arranged in four standard ways—for driving by 
an existing engine, which is possible in many cases, or by its own 
engine, and with or without the wiring and fittings, as in some 
cases the purchaser may prefer to have the installation carried out 
by а contractor. The illustration shows the complete 25-light set. 
The only variation from the standard set is in the design of the 
fittings, of which different patterns are available, Not the least 
interesting feature of the system is the series of attractively de- 
signed folders, with the aid of which its advantages are effectively 
brought to the notice of prospective purchasers, and the draw- 
backs and dangers of oil lamps and lanterns are emphasised. We 
congratulate the company not only on developing a good idea, but 
en pe rg efficient and capable manner in which it has been carried 
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© Switch-off ” Labels. 


Messrs. HERBERT TERRY & Sons, LTD., of Redditch, have sent 
uaa sample of a patented metal label for attaching to ordinary 
tumbler switches, to remind the user to switch off the light. It 
consists of a metal ring with a projecting piece bearing the 
legend: “ Please switoh off when not required"; the ring fits on 
the porcelain base, being held in position by the switch cover. 

These labels are printed in colours and quite reasonable in price. 


Indicator Movements. 


In their new oatalogue of electric bells, accessories, &o., the 
GENERAL ELECTRIC Co., LTD., of 67, Queen Victoria Street, E.C., 
show a great variety of patterns of signalling devices. We illu- 
strate in figs. 2 and 3 two new indicator movements; the first is 


FId. 3. 
d. E. Co. INDICATOR MOVEMENTS, 


for mechanical replacement, and is provided with double bobbins 
mounted on a brass base, to which all carrying pillars are bolted, 
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Brigade would not be able to reach their destinations; that 


the traffic actually in the streets would be dangerously im- 


peded; that ambulance and Police movements woul! 
be hindered; and that all the elements of panic would be 
introduced. The Commissioner also states that, as perhaps 
is not generally known, numerous observations from the 
air have been made from time to time by the Admiralty, 
who are satisfied that the present system of reduced lighting 
is the more satisfactory condition, since an observer from 
the sky is quite unable to determine the quarter of London 
he is passing over. According to expert opinion, the extinc- 
tion of street lighting would rather aggravate than reduce 
the degree of danger to which the public are exposed. 


Mechanics Called Back.—Questions were asked in the 
House of Commons last week regarding the application that 
had been received by the War Office and the Minister of 
Munitions? Department for the discharge from the Army of 
skilled mechanics who had enlisted but whose services were 
required by employers engaged upon War Office work. Mr. 
Lloyd George said that a scheme for dealing systematically 
with the matter was being arranged under which the Secre- 
{агу for War would utilize the sefvices of such men who 
were available in this country, by getting them back from 
the ranks to the workshops. The delay and inconvenience 
referred to by members of the House was largely due to 
the difficulty in finding the men. Continuing (according to 
the ** Times " report}, Mr. Lloyd George said:—** Steps have 
been taken through the Adjutant-General to find out skilled 
men who have joined the ranks. It was almost impossible 
to get at them. A good many men gave their names and 
were found not to be engineers at all. Now we have pro- 
ceeded the other way. We have circularized all the engineer- 
ing firms to get the names of the men they want back. 
‘These names are now coming in every day. We have 
already thousands coming in; we are going to classify these 


no part being riveted except the flag. Fig. 3 shows a lift indi- 
cator movement which is self-locking, and is not affected by 
vibration, 


names and take steps on that basis to get the actual men 
whose assistance the firms want.” 


From the Front.—Ono of our correspondents with the 
Forces in a letter from Suez dated June 2nd, thanks us for 
seme copies of the '* Electrical Review” which ‘came às an 
oasis in the desert.“ He adds: **Never was the ‘E.R.’ more 
weleome than, here. dt makes а distinct break from the 
routine of army life and outpost duty to be able to absorb 
* ozone ° from an electrical source." After giving a graphic 
account on the landing at the Dardanelles, as witnessed by 
the writer from a vessel anchored off the peninsular of Galli- 
poli, and the shelling of the trenches by the ©“ Queen 
Lizzie," he expresses a longing, as some adequate means 
of retaliation against the enemy, for “ап electric chair with 
a good plant behind it. It would be such a fine thing to 
be able to cure nervous disorders in our enemies by electrical 
treatment, all free of charge." In some observations on 
electrical work in the neighbourhood of Suez, the writer 
says that in wandering round “ you find things which would 
give an English fire office inspector fits. For shop lighting 
flex on insulators wanders round indiscriminately; Where a 
showcase is in the wav, well, the flex goes through it—ins 
old way as long as the light gets there. The native mind 
says cheapness at any cost and damn the consequences." 
“Overhead systems seem to be the order of the day, and 
a hole punched through the wall is sufficient for lead in 
wires. In a great many cases the houses seem to be held 
together by the electrical attachments.“ “ Again thanking 
vou for the connecting link between. the electrical world 
and desert existence, I will cease fire.” 

Steel Production in Germany.—In reply to a question in 


Parliament, Mr. Runciman (according to the ‘ Times") 
said that the quantities of steel produced in the German 
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WAR ITEMS. 


Employment of Disabled Sailors and Soldiers. — The Coun- 
cil of the Institution of Electrical Engineers desire to call 
attention to the demand for employment from disabled sailors 
and soldiers. The number at present requiring employ- 
ment is not very large, but it may increase considerably 
during the next few months. 

Enemy Trading in China.—Reuter's correspondent at 
Shanghai states that there has been а renewed agitation 
for the prohibition of enemy trading in China, in conse- 
quence of the discovery that the Germans are selling. Eng- 
lish-inade goods. 

Wage Disputes in Australia.—Reuter’s agent at Mel- 
bourne states that engineers there are demanding an increase 
of wages and have intimated their refusal to work with 
non-unionists. The dispute threatens to interfere with the 
output of munitions. 

Australia and British Manufactures.— he council of the 
New South Wales Chamber of Manufactures has unani- 
mously endorsed the following resolutions, which were agreed 
to at the mecting of the executive of the Associated Cham- 
bers of Australia, held recently at Melbourne:— 

“That the British Trade Commissioner be approached and requested. to 
communicate with the British Board of Trade, urging upon it the necessity 
ob encouraging the formation of a central body of manufacturers incorporating 
associations truly representative of industrial production. as distinguished from 


commerce, with the view of enabling oversea buyers to discriminate between " a i , А 

bona-fide British manufacturers and merchants and factors distributing foreign Empire (including Luxemburg) in the first four months 

as well as British goods. | И of this year had been reported as follows:— 
“The executive of the Associated Chambers of Manufactures of Australia q 1915 
91. 


father suggests that such an association, when formed, should link up with Metric tons. 


малана шиш associations. and. chambers of inanufactures throuphout the January Urt "m Е Pen 28 962.7. 
1% intens, Sydney Morning Herald. February 946.015 

Petrograd Electricity Works.—With reference to the dis- arch Е us ie - 1,088,273 
cussion Which has been proceeding in Russia for some April - 1,012,334 


Harrogate Electricity Staff and War Munitions.—The 
Electricity. Committee of the Harrogate Corporation have 
delegated to the chairman and the borough electrica] engineer 
(Mr. G. Wilkinson) the matter of dealing with the applica- 
tion of the engineer for the use of the workshop and the 
machinery therein. for the purposes of making munitions 
of war. The emplovés have offered to work overtime on 
the production of war munitions if the application is sanc- 
tioned, 

Personal.—Mr. James Hall, in charge of the electricity 
works at Polguhairn Collierv, Ayr, has joined. the Royal 
Navy. 

Mr. Williams, traffie superintendent of the Bury (Lanes. 
Corporation ‘Tramways, has offered his services to the 
Miliary: Motor Transport Department. ` 

Mr. John Ward, of Brierley Hill, manager for the Dudley 
and Stourbridge District tramways, has enlisted as а private 
in the Royal Army Medical Corps. 

The Bury Tramways Committee has authorised Mr. W. 
Clough (manager) to act on the local munitions committee 
Mr. S. J. Watson, the borough electrical engineer, has alse 
joined the committee. 

The American '* Electrical Review " states that Dr. б. 
Klingenberg. director of the Allgemeine Elektrieniats Gew!l- 


months past, Reuter reports from Petrograd that the Council 
of Ministers has decided that the Petrograd Electric Light 
(o., founded in 1886, is worked with German capital, and 
that the management of the company shall be taken over 
by the Russian Government. A similar decision has been 
taken with regard to the Electro-Peredatcha Company, of 
Moscow. 


Air Raids and Street Lighting.—.X communication has 
been addressed to local authorities in London. by the Com- 
missioner of Police of the Metropolis with reference to the 
question of the extinetion of street lights in the event of a 
raid by enemy aircraft. Manifestations of popular opinion 
have occurred. in favour of the total extinction of the street 
lighting when warning is received of an impending attack 
bv hostile nireraft. In the early stages of the war the matter 
Was very carefully considered by the Admiralty who are the 
Authority responsible for the protection of. London against 
aerial attack, and their decision, whieh has been confirmed 
after further consideration, Was that such a course Was 
most undesirable. “The Commissioner points out that. the 
extinguishing of street lights would) be fraught with the 
most serious consequences, and would possibly bring about 
many more саи х than weuld be caused by the enemy 
airerofg that in tbe event of tires breaking out, the Fire 
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schaft, Berlin, has been decorated with the Order of the 
Iron Cross for services in the field. 

The“ London Gazette " contains the following announce- 
ments: 

Regular Forces. Attached to Headquarter Units. Chief 
engineer Lieutenant-Colonel Alain C. de L. Joly de 
J. otbinière, C. S. I., C. I. E., Roval Engineers, and to be tem- 
porary Brigadier-General whilst so employed. Dated 12th 
December, 1914. 

Tyne Electrical Engineers.—Corporals С. A. C. Aitkins 
and R. H. Rooksby have been promoted to be Second- 
Lieutenants. Dated June 23rd. 

The City of Dundee Fortress Engineers (Ist Company), 
under the command of Captain H. Richardson, city elec- 
trical engineer, Dundee, had an enthusiastic send-off on 
Tuesday afternoon, when they left for France. Headed by 
the Royal Scots Band, they marched from headquarters to 
the station, the route all the way being densely packed by 
spectators. At the station the departure was witnessed by 
a large crowd, including the Headquarters Staff, Captain 
Richardson's brother officials of the city, the Lord Provost 
and Town Councillors, and the chief members of the staff of 
the Electricity Works. Amid general expressions of good 
luck and a happy return, the train steamed out of the station 
to the accompaniment of rousing cheers. We presume, 
from the fact that at the I. M. E. A. Convention Captain 
Richardson was referred to as Major, that he holds that tem- 
porary rank. 

Roll of Honour.—Private Harold Burrows, 8th Battalion 
Manchester Regiment, who was with Messrs. Mirrlees, 
Bickerton & Day, Bramhall Moor, Stockport, has been killed 
in action in the Dardanelles. 

Private A. G. Bell, of the 1st Northamptonshire Regiment, 
who has been killed in action at Aubers Ridge, was engaged 
in the Kettering electricity department prior to enlisting. 

Private Fred Elison, 8th Lancashire Fusiliers, who, prior 
to the war, was a clerk at the Westinghouse Works, Traf- 
ford Park, has been killed in action at the Dardanelles. He 
was 18 years of age. 


We also learn that Mr. Ralph Р. Hulton, A. M. I. E. E., 


who was formerly north country representative of Holo- 
phane, Ltd., has succumbed to wounds received in the opera- 
tions at the Dardanelles. Immediately upon the outbreak 
of war, Mr. Hulton enlisted in the Engineer Section of the 
Roval Naval Division. ` 

Private Edward Gilbert, formerly an engineer at the 
Eccles Corporation electricity works, and son of the fore- 
man engineer at the works, has been wounded while fighting 
in Flanders. 

George Guscott, employed at the Exeter Electricity 
Works, and who was called up as a Naval Reservist at the 
outbreak of war, is reported missing through the sinking 
of H.M.S. ‘ Triumph ” on May 25th. | 


BUSINESS NOTES. 


Metal Exports from the United States.—Statistics 


have been prepared in relation to the exports of various metals 
from the United States from the beginning of August, 1914, down 


to the end of December, and in regard to the exports of copper to 
different countries in recent years. The are reported as 
follows in English tons:—  , 


UNITED STATES Exports IN AUGUST-DECEMBER, 1914. 


Destination. Copper. Zino. Lead. Aluminium. Nickel. 
Tons. Tons. Tons. Tons. - Tons. 
England... ec 48,374 33,680 14,770 1,833 2,535 
tanoe e. 19224 6,177 — — 236 
Russia ove 300 3,450 10,101 — 1,562 
Italy ... - 13,669 1,770 225 15 295 
Scandinavia . 11,579 554 270 270 10 
Holland 9,560 — 75 — 160 
Total . 102,706 15,631 25,441 1,618 4,798 
UNITED STATES EXPORTS OF COPPER, 
* 1912. 1918. 1914. 
Destination. А Tons. Tons. Tons. 
England via’ 0 42,531 55,682 87,133 
Kranoe ise ave 56,337 65,826 66,326 
Italy ... ede А 20,882 18,877 25,968 
Russia T 887 185 40 425 
Germany Е 116.095 145,529 88,452 
Austria 18,456 15,539 13,809 
Holland — vs 66,889 77,129 58,940 
Belgium dee ese 3,273 2,782 2,876 
China and Ja ies 502 80 1,890 
Various oountries 2,815 1,326 12,039 
Total eos 327,965 382,810 357,858 


For the first seven months of 1914 the business exports of 
copper to England are returned at 38,759 tons; to France, 47,102 
tons ; Italy, 12,299 tons; Germany, 86,298 tons; Austria, 13,611 
tons; Holland, 49,380 tons; and Belgium, 2,338 tons, 


Catalogues and Lists,—Messrs. GREENWOOD AND 
BATLEY, LTD. Albion Works, Armley Road, Leeds.—Eighi-page 
illustrated pamphlet, describing their De Laval steam turbines for 
eleotrio lighting and various industrial purposes, and giving a list of 
works and factories where they аге in service; also an eight-page 
illustrated pamphlet giving full particulars of a 300-Kw. De Laval 
mixed-preesure turbine and dynamo of their make installed at the 
Griff Colliery, near Nuneaton. | 

Мв. А. H. AVERY, Fulmen Works, Tunbridge Wells.—Price leaflet 
of Fulmen automatic cut-in and cut-outs. row 

MEssks. JOHNSON & PHILLIPS, LTD., Oharlton, S.E.—Three new 
catalogues. One of 52 pages contains brief descriptive notes, with 
prioes and illustrations, of a wide range of watertight electric 
light fttings—single light vertical fittings, mill fittings, English 
china, acid and damp-proof fittings for chemical works, laundries, 
&о., shop window fittings, iron cluster fittings for metal-filament 
lighting, street lighting lanterns and globeless cluster fittings, 
hand lampe, ship fittings, &c. A 12-page price list of steel conduits 
and fittings, enamelled and galvanised. A 28-page. catalogue of 
electric light installation accessories, including bsyonet lamp- 
holders, switch-holders, weatherproof holders, ceiling roses, wall 
plugs, tumbler switches, switchplates, cut-outs, wood blocks, wood 
casing, porcelain cleats, &с. | , 

THE GENERAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
London, E.C.—New edition (the eighteenth) of their catalogue of 
electric bella and accessories. It consiste of 80 pages of illustrated 
desoriptive notes and prices of a wide range of manufactures, in- 
cluding many qualities and types of bells, indicators, relays, pushes 
and pulls, burglar alarme, cells, many acoessories, and lightning 
conductors, Several pages are devoted to diagrams of connections 
and a numerical index. 

Messes. HAYLOCK & HASLETT, 63, Queen Victoria Street, 
London, E.C.— Price leaflet of the Penlite " electric pocket torch- 
light, which is provided with a clip so that it can be carried in the 
pocket beside the fountain pen. 


Private Arrangements.—C. S. MAYFIELD, electrical 
engineer, trading as J. T. Mayfield & Co., 63, Cannon Street, 
London, E.C.—A further meeting of the creditors of the above 
was held a few days ago, at the offices of Messrs. Corfield and 
Oripwell, Balfour House, Finsburv Pavement, E.C., when the 
representative of Messrs. Siemens Bros. was elected to the chair. 
The approximate statement of affaire presented showed liabilities 
of £677,0f which £517 was due to the trade, and £100 to the 
debtor's wife, while the mother was a creditor for £60 in respect 
of the arrears under an annuity. After allowing £14 for pre- 
ferential claims the assets were estimated to realise £185, or a 
deficiency of £492. The household furniture was claimed by the 
debtor’s wife. Mr. P. Houston said that at a previous meeting a 
resolution was passed that a deed of assignment should be 
executed with Mr. G. E. Corfield as trustee, for the benefit of 
creditors, provided the debtor's mother agreed to give up the 
charge she held on the book debts, and that she ranked as an 
ordinary creditor. In pursuance of that resolution a deed of 
assignment was duly executed to Mr. Corfield, and the solicitors 
acting for the mother had agreed on her behalf to withdraw the 
claim to the book debts and to rank with the ordinary creditors, 
provided all the creditors agreed to the deed of assignment. 
Under the circumstances the creditors tmanimously decided to 
confirm the deed already executed. 

DURRELL, WALKER & Co., LTD., 10, Bush Lane, Cannon Street, 
London, E.C., electrical contractors.—The creditors interested 
herein were called together recently, when it was reported that a 
conference of the larger creditors was held in March last as several 
firms were suing. Since then some of the creditors had continued 
their actions, with the result that it had been necessary for the 
debenture- holder to appoint a receiver. The company was 
registered on November 10th, 1911, with a nominal capital of 
£3,000, of which £2,002 was subscribed in cash and 998 shares 
were issued as fully paid. A debenture was issued for cash for 
£1,000, and on June 6th Mr. H. Dennis was appointed Receiver. The 
company had certain contracts for the supply of palm oil machinery, 
but it was stated that the contracts had not been proceeded with. 
The company had incurred a substantial loss in connection with 
the transaction to the extent of at'least £500. They had also 
been concerned in litigation with regard to a patent, in which they 
were unsuccessful, and all the machinery in connection with the 
patents had had to be destroyed. Some little time ago the company 
obtained a concession for the supply of electricity to the town of 
St. Heliers, Jersey, and negotiations had been pending for the 
option to be transferred to another company. The result was that 
arrangements had been made for the transfer to take place, and the 
company were to be paid £1,500 in cash and £3,000 in shares, but 
the cash to be received was already charged to the extent of £800. 
The debenture-holder had hoped to make a proposal to the 
creditors, but nothing definite had been arranged, although it was 
hoped at a later date it would be possible for some offer to be 
submitted. It was suggested that a Committee should be appointed 
to negotiate with the Receiver and to report to the creditors, and 
that another meeting of creditors should be held about July 15th. 
The other assete of the company, apart from the concessions, 
amounted to £1,128. The liabilities, in addition to the debentures, 
were £4,680, of which £1,920 was due to trade creditors, £1,600 
was money lent, including an overdraft at the bank, £300 was for 
rent, rates, &c., and £860 for other debte. The creditors decided 
to appoint a Committee consisting of the representatives of Messrs. 
W. T. Непіеу'в Telegraph Works £653, the Sun Electrical Co. 
£398, the General Electric Co, £121, Tudor Accessories Co. £123, 
and Mr, E. H. Hawkins (Messre. Poppleton, Appleby & Hawkins). 
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Liquidations,—PiNTsCH'S ELECTRIC MANUFACTURING 
Co., LTD. — A meeting of creditors is called for June 29th at 
Friars House, New Broad Street, E.C., by the liquidator, Mr. H. 
Woodburn Kirby. 

East Coast DEVELOPMENT CORPORATION, LTD.—Mr. Justice 
Neville, in the Chancery Division last week, appointed a receiver 
and manager on the application of the Union of London and 
Smith’s Bank. 

BUENOS AYRES PORT AND CITY Tramways Co., LTp.—In the 
Chancery Division, last week, three motions with regard to this 
company's affairs were before the Court. A receiver was appointed 
to act at once. 


Australian Imports.-—We have received from the 
Australian Association of British Manufacturers and their repre- 
sentatives a copy of the tabulated statement compiled by H.M. 
Trade Commissioner in Australia, showing the trade of the United 
Kingdom, Germany and the U.S A, in competition. It is stated 
that the U.K. share of the Commonwealth imports of competitive 
manufactured merchandise (January to June, 1914) was 61°9 per 
cent. We extract the following figures. The percentages in the 
right-hand section of the table show the proportion of competitive 
merchandise of United Kingdom origin—taking into account 
imports from all countries of competitive manufactured 
merchandise—directly imported into each of the six States of the 
Commonwealth :—~ 


LIGHTING and POWER NOTES. 


Aberdare.—Corrace LIGHTING.— Subject to the cable 
being extended, the U.D.C. has decided to have the electric light 
installed at the Council's tenements at Abernant at a cost of £3 
per house, the tenants to pay an increased rental of 6d. per week to 
cover the cost of current supplied. 


Arbroath.— STREET LiaHTING.— The Arbroath Elec- 


tric Light and Power Co. has informed the T.C. that it will be 
prepared to renew the contract for street lighting for a period of 
seven years, when the present restrictions on public lighting are 
withdrawn, at £280 per annum as before. Owing to the unsettled 
conditions the company did not see ita way to differentiate for 
shorter periods of three and five years, and as the cost of supplies 
had greatly inoreased it was unable to offer any reduction in 
price. The Council has decided to allow the present contract with 
the company to run out, and not to enter into any contract for 
lighting with either gas or electricity until the present lighting 
restrictions are withdrawn.— Dundee Advertiser. 


Aberdeen.—REsTRICTED шанта. — Owing to the 


restricted publio lighting, the Corporation Lighting Committee 
reports that there has been a saving of £6,000 for the year on this 
matter, 


TABLE OF AUSTRALIAN IMPORTS, 


All U.K. origin. Germany. U.8.A. О.К, origin. 
Clase. countries, Bi value: "| value. ш» | Value. naw. Vio. Es A W. A. Tas. 
Metals—Manufac- 2 £ o: 8 y % ©. RE % Ө, 
tured eee 6,556,761 | 4,609,907 E 3 9920 601 13˙6 811, 959 12˙4 712 67˙9 707 697 751 622 
T Machinery 2,554,039 | 1, '378, 733 54˙0 190,70 74 ' 851, 252 333 581 503 528 506 179 218 
5 Miscellaneous 
manufactured 2,271,246 1,327,153 584 173,800 7˙6 451,140 19˙9 581 63˙7 45˙1 56˙1 572 55° 
í Bars, rods, | ` 
blooms wes 668.424 372,670 558 164,366 246 84,877 52 667 410 726 672 838 675 
5 Pig and ingot 190,351 120,476 0633 4,608 24 26,001 137 539 618 953 790 702 1000 
Earthenware, cement, | 
china, glass, &c. 769,444 317,953 45°8 198,870 26°2 34,79  4'6 461 481 383 182 435 573 
India-rubber— and 
manufactures of 390,489 , 129,306 331 115,762 29˙6 51,742 133 404 247 374 363 489 1464 
a o RE | | 
" surgical. Ke. R 55. 810 143 ppr 40° + L 48 640 137 125.250 352 357 456 572 587 ^45 605 


Canada,—An agent in Dartmouth ( Ns Scotia) wishes 
to take up agencies of United Kingdom manufacturers of elec- 
trical apparatus, fittings and accessories. Application should be 
made in the first instance to the Board of Trade Commercial In- 
telligenoe Branch in London,  Referenoe, C.I.B. 31,659. 


Russia,— An agent wishes to represent United Kingdom 
manufacturers of locomobilee, steam turbines, Diesel and semi- 
Diesel engines, generators and electrical fittings. Application 
should be made in the first instance to the Board of Trade Com- 
mercial Intelligence Branch in London. Reference, C.I В. 30,132. 


1гопѕаѓе Power Switehboards.— Twenty years ago 
the ironclad medium pressure type of switchboard was unknown. 
To-day it is to be found controlling the electric power and lighting 
of many a modern factory and workshop. The construction of 
solid steel, iron, copper and mica is the embodiment of “ strength," 
and the exposure of live parte in open boards has given way to 
the totally enclosed ironsafe fool-proof type of switchboard, The 
original inventore and developers, Messrs. BERRY, SKINNER & Co., 
fool-proof ironclad switchgear specialists, 78. Upper Thames Street, 
London, England, inform us that they possess over 600 original 
deeizas and patterns dealing with every class of work, every type 
of cable connection, and every conceivable electrical hazard. 


Book Notices.— “Dielectric Phenomena in High- 
Voltage Engineering.” Ву Е. W. Peek, jun. London: Hill 
Publishing Co. Price 128. 6d. net. 

"Arithmetic of Alternating Currents.” Ву E. Н. Crapper, 
London: Whittaker & Co. Price 28. 6d. net. 

“ Bulletin of the Bureau of Standards.” Vol. 11, No. 3. May 
10th, 1915. Washington: Government Printing Office. 

"Annual Report of the National Physical Laboratory for the 
Year 1911-15," Teddington: W. F. Parrott, 


Fire.— Damage estimated at £1,000 was done by fire 
on 16th inst. ор the premises of Messrs. DAVID BONE & Co., elec- 
trical engineers, Bishop Street, Anderston, Glasgow. 


Australia: Catalogues Wanted.—aA firm of merchants 
and agents invites British manufacturers of arc lamp carbons, 
metal conduits, porcelain insulators, and electrical accessories, to 
send catalogues and prices. He desires to take up agencies. 
Applications should first be made to the B. of T. Commercial 
Intelligence Branch, London, and later to H.M. Trade Commis- 
sioner at Sydney. 

Correction.—The name of the amalgamated battery 
company referred to on pace 855 of our last issue should have 
been given as '' Pritchett & Gold and Electrical Power Storage Co., 
Ltd., not Pritch«'t« & Gold, хэ. 

For Sale.—Farnworth U.D.C. has for disposal one 


Lancashire boiler, 30 ft. x 7 ft. 6 in., with accessories. Tenders 
by July lith. Particulars are given in our advertisement pages. 


Australia, — ELECTRIC CookiNG.— The Australasian 
Temperance and General Mutual Life Assurance Society, Ltd., has 
given an order to Messrs. W. G. Watson & Co. for the supply of 180 
electric ranges and stoves for the new T and G residential flats 
building at Hyde Park, Sydney. The order is valued at £750, and 
the apparatus will be of the Hotpoint type, manufactured by the 
Hotpoint Electric Heating Co., of Ontario. The complete plant 
is capable of cooking for 1,170 people. — Сот. Engineer. 

The Mount Gambier Council (South Australia) has, at the 
request of a local company, decided to apply for an Order in 
Council to install electricity in the town. 

The Kyneton (Victoria) Council has decided to obtain & report 
from a consulting electrical engineer on the lighting of the 
municipality, and also of thetown of Trentham. 

The Williamstown Council (Victoria), which had earmarked 
£18,000 out of the £35,000 proposed loan from the Government, 
for the installation of a municipal electric lighting echeme, has 
decided to make other arrangements for the floating of a loan. It 
was stated that the object of the Government in offering to lend 
money to municipalities was to provide employment, and as a 
large portion of the lighting loan would be sent abroad for the 
purchase of machinery, that object would be defeated if the full 
amount of the loan was granted. 

The Lillydale Shire Council (Victoria) has established an electric 
lighting system in the township of Ringwood, with extensions to 
Croydon, at a cost of 2 1,600. 

The municipality of East Fremantle (W.A.) proposes borrowing 
£1,428, to which will be added £8,571 by the municipality of 
Fremantle for additions to power house plant, &c., tramway 
extensions, cars, and mains and transformers for lighting 
purposes. 

The W.A. Railway Commissioner has notified the Fremantle 
Council that it was the intention of the department in the near 
future to supply current to the local railway station, harbour 
works and other Government departments direct from the new 
power station in East Perth, also to the naval base at Cockburn 
Sound.— Zenders. 

The Sydney Daily Telegraph states that the North Sydney Council 
has decided to enterinto a contract for five years for street light- 
ing by gas, at. £4 per lamp per annum. It was pointed out that 
the Sydney City Councils offer was £3 2s. 6d. for electric light, 
and if the latter gave light equal to the gas there would be a saving 
to the Council of about £1,000 a year. It was finally considered 
that it would be to the interests of the Council to enter into the 
agreement with the gas company. 

A Sydney company has taken up & large area of coal-bearing 
land on the western boundaries of the Corrimal-Balgownie, 
Bellambi and Bulli Collieries, N.S.W. It ie intended to proceed at 
once with the development of the property. and for this purpose a 
modern electrical power plant ів to be installed. By boring, a 
seam of coal 8 ft. З in, in thickness was proved at 1,614 ft. deep.— 
Tenders, 
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Baxton.—Prorosep Loan.—The U.D.C. bas written 
to the L.G.B. urging the granting of a loan of £1,000 to cover 
excess expenditure up to March 31st and to meet present urgent 
requirements (0? the electricity department. The price of 
current is to be increased from the date of the taking of the meter 
index in Jane. 


Barnstaple.— VEAR'Ss WogKING.—The annual accounts 
of the Oouncil’s electricity undertaking show total loans authorised 
amounting to £32,442, and amount at present outstanding 
£21,128. Working expenses for the year were £3,198, and the 
amount carried to net revenue account was £2,032. 


Bradford.— The Corporation is to supply current for | 


lighting and power purposes to Dumb Mill, Frizinghall. When 
the installation is complete it will comprise the largest drive of 
spinning plant in Bradford. In this connection it is pointed out 
that at the present time—with coal at such abnormal figures—it 
would easily be a paying proposition for a mill owner to shut down 
his old plant and replace it with an electric installation, especially 
so where room is a consideration. 


Burton-on-Trent, — VEAR's WORKING. — The annual 
report of the Corporation electricity department shows that during 
the past year 3,000,000 units were sold, and that the units used 
for heating and cooking had increased by over 300,000. The 
installation of new plant resulted in a reduction during the last 
two years in the annual cost of fuel of £1.300, although one-third 
more electricity was generated. Durivg the year the profit-sharing 
system came into operation, and with regard to the electricity 
department, each man would receive about 6 per cent. on his total 
wages for the year. The year's profits were £3,056, as compared 
yoke 23,747 for һе iprevious 12 monthe.— Burton Evening 

a rette. | 


Bury (Lancs.).—The T. C. has applied to the B. of Т. 


for consent to the erection of a 6,600-volt overhead line in the 
town. 


Canterbury.—YeEaAr’s WogKING.—The accounts of the 
Corporation's electricity undertaking for the past year show that 
the working expenditure was £6,135, an inorease of £400; and 
the revenne amounted to £12,063, an inorease of £901 over the 
previous year; the gross profit was £5,917, as against £4,415, 
and the net profit £1,891, as against £1,436, 


Castletownbere,—L.G.B. Inqurry.—An inquiry has 
been held into the application of the District Council to be vested 


with urban powers for the purpose of carrying out a scheme for 


lighting the town by eleotricity, 


China.—The town of Kongmoon, situated near Canton, 
is making rapid progress with its electrical development. It is 
now four years since the present electricity station was equipped 
with a 40-kw. generator, belt-driven from a suction gas engine. 
Having at last overcome the superstition of the natives, electric 
light has become so popular that further extensions have now 
become imperative, and three 75-Kw. twin-cylinder gas engine sets 
: with producer plant, the engines driving single-phase generators, 
are to be installed, the contract having been secured by Messrs, 


Shewan, Tomes & Co., of Hong-Kong. It ie expected to be ready . 


to start up in about four months’ time, 


Continental.—Russta.—Engineer Nevodnichansk ac- 
cording to the Vilna Viestnik, is preparing plans for the installa- 
tion of a fifth set of machines in the Vilna town electric station 
regarding which negotiations have been taking place with English, 
Swedish and Swiss firms. 

The Town Council of Ryazan is engaged on a project for pro- 
viding the town of Ryazan with electricity. The acquisition of a 
fourth set of plant and the extension of the electric lighting of the 
town, besides tramways, &>., is in contemplation. 

A group of capitaliste and engineers in Pinsk is asking for a con- 
cession for the electric lighting of Pinsk. The group will proceed 
to the work of construction immediately on receiving the oon- 


cession. 

On April 4/17th а start was made in firing two boilers at the 
Petrograd central electric station with petroleum. The fitting of the 
remaining boilers to burn petroleum is being actively proceeded 
with. : 

The Siemenoff (Nizhi-Gorod Government) T.C. has appointed 
a select committee to examine a project to install electric lighting 
in the town. 

At Saratoff it is proposed to construct a special electrio station 
for the Post Office buildings. It is calculated that it would cost 
20,000 roubles per annum to purchase energy, whilst it would only 
cost about 10,000 roubles to generate it at the institution. The cost 
of the station is estimated at 50,000 roubles, It is contemplated 
also to sell current to other concerns, and thus to improve the 
financial position of the enterprise. 

A town electric station in Vladikavkaz in the Caucasus is under 
consideration. 

The Minister of the Interior has confirmed a contract between 
the town of Slutek and the engineer, V. V. Dmitrieff, for the 
installation of electric lighting in the town. 


Dublin.—The Corporation, by 34 votes to 11, agreed 
to the Electricity Supply Committee's recommendation for an 
norease in lighting charges of one halfpenny, and in power rates 
of a farthing per unit. 


Edinburgh.—New Power STATION.—The Corporation 
has finally decided to accept the estimate of the Stirling Boiler 
Co. for water-tube boilers for a new power station at Portobello, 
amounting to £32,286, although an effort was made by a minority 
of the Council to delay the work on the ground that the time was 
inopportune. Under the provisional order of last year the Corpora- 
tion is bound to lay new mains by August, 1916, aud to supply four 
parishes in Midlothian. 


Exeter.—YraAg's WorRKING.—The electrical engineer’s 
report on the past year’s working of the electricity department 
shows a gross surplus of £8,243, and net surplus of £1,554. The 
total number of units sold was 1,716,850, an increase of 47,236 
over the previous year. The output for tramways increased by 
over 8 per cent., and for power and heating by a similar amount, 
but reduotions occurred in private lighting. "i 


Federated Malay States.—As it is believed that the 
Taiping field will pay for dredging, a scheme is proposed which 
involves a central station for generating current for electrical 
ee capable of treating half a million yards monthly.— 

ra. 


Halifax.—REsTRICTED Licutinc.—The local autho- 
rities, as a result of representations by the Chamber of Trade, have 
modified the lighting restrictions, so that tradesmen need no longer 
draw blinds over their shop windows and may use ordinary 
window lighting, but naked lights must be shaded so as not to 
throw a direct glare on the footpath, and no outside lights are yet 


permitted, 


Haworth.—The Council has petitioned to be heard 
against the confirmation of the provisional order granted to the 
Keighley Corporation, in respect of. the electric lighting of the 
pen ee of Oakworth and Oxenhope and the rural district 
of Keighley. 


Heckmondwike.— Owing to the increased cost of coal, 
the U. D.C. has advanced the present prices for current by 10 per 
cent., with a discount for prompt payment of accounts, and with- 
drawn the present scale of discounts, 


Hey wood.— VEAn'S WoRKING.—The annual report of 
the Corporation electricity department shows a total income of 
47,191, an increase of £695. The income from traction shows an 
increase of £1,234, and the income from power a decrease of £525, 
The expenditure amounted to £8,049, а net decrease of £2,987 ; 
and the debit balance ів £937, compared with a debit balance in 
the previous year of £4,610. The total number of units sold was 
1,287,006, an increase of 124,195. It is anticipated that by Ootober, 


1915, the Bury bulk supply scheme will be in operation. 


Hucknal] Torkard.—PROPOSED E.L.—A scheme of 
E.L. has been submitted to the U.D.C. by the Sherwood Oolliery Co., 
which contemplates the extension of its electrical plant at the 
Hucknall pits. The company has offered to supply ourrent in 
bulk to the Council when the extension of plant is complete, hut 
the scheme will not be carried out until the termination of the 
war. The proposal is viewed favourably by the Council, 


India.—Indian Engineering says there have been many 
complaints regarding the electrio lighting throughout Bangalore 
city and station, but matters, it is understood, will be rectified by 
July 16tb, when a lot of the plant which has been in use for 12 

ears at Sivasamudram is to be replaced by modern maohinery. 
Mr. H. P. Gibbs, a former chief electrical engineer to the Mysore 
Government, is now in Bangalore in the capacity of consulting 


engineer, 


Ipswich,—Parick INCREASE.— On account of the greatly 
increased cost of ооа], &c.. the T.C. has advanced the price of cur- 
rent for lighting from 4d. to 44d. per unit, and for heating, power, 
cooking, &o., including charges under the rateable value tariff by 
10 per cent., from the meter readings for the June quarter. 


Kettering.—Prict INCREASE.— On account of the rise 
in the price of coal, the U.D.O. has decided to increase the charge 


for current for power purposes by 10 per cent. for the ensuing 
year. The price of current for lighting remains unaltered. · 


Liverpool.—The Mersey Docks and Harbour Board 
proposes to provide at the west block of the Waterloo grain ware- 
houses, two modern belt electric discharging elevators, at an 
estimated cost of £8,750. 


London.—PoPLAR.—The Finance Committee of Ше. 
B.C. has adopted the proposals of the Electricity Committee for 
the allocation of the surplus profits of the undertaking for the 

t 12 months. By the adoption of this proposal, the balance in 
hand will be as foilows :—Net surplus for the year, £14,749, less 
allocation in respect of first charges, £4,823 ; superannuation and 
pension fonds, £1,352 ; general fund, £3,500; and grant to staff, 
£1,000; leaving a balance of £4,078. From this has to be 
deducted the value of the machinery displaced during the year, . 
less repayments on account of same and residual value of plant 
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£1,565; and the amount to be written off after disposal of the 
batteries of the north and south sub-stations, £1,605. This leaves 
£902 unsppropriated, which it is proposed should be carried 
forward and ear-marked against the disposal of No. 4 generating 
set, which will have to be dealt with during the current year, 
when it is impossible to forsee any large sum available for this 
purpose. 

KENSINGTON.—HAL¥F-WATT LIGHTING.—The borough engineer 
reports that the substitution of half-watt lamps and fittings for 
the arc lamps in the streets of the borough has been completed. 
There are 112 of the latter lamps for which the Council has no 
further use, and instructions have been given for the invitation of 
offers to purchase. 

STEPNEY.—LOAN SANCTION.—The Treasury has sanctioned the 
borrowing of £15,000 by the B.C. for mains for the electricity 
supply undertaking. 

L.O.C.—The Finance Committee recommends the Council's sanc- 
tion to the borrowing of £15,038 and £1,240 by the Stepney B.C. 
for the acquisition of property in connection with the electricity 
undertaking ; part of the land is required for coal storage, and 
another portion to allow sufficient frontage on the river to enable 
a steamer to be bronght alongside. The Treasury has agreed that 
sanction may be given in this case. 

The Committee also recommends the Council to sanction the 
borrowing of £3,031 by the Hackney B.C. in respect of money spent 
up to March 31st, 1915, for house services. The Treasury raised no 
objection to the sanction. 


Merthyr Tydfil.— PRICE INcnEASE.—The Electric 
Traction and Lighting Co., Ltd., has decided to advance the price 
of current for lighting at Merthyr, Penydarren and Dowlais to 
44d. per unit., leas jd. per unit for prompt payment of accounts, as 
from July let. 


North Ormesby.—Owing to the refusal of loans for 
the laying of additional mains, the Middlesbrough T.C. has had to 
refuse the request for the mains to be extended to North Ormesby, 


Portstewart.—E. L. ScuEME.—The Town Commissioners 
have decided to request Messrs, McLenahan to proceed with the 
scheme for lighting the town with electricity.—Jrish News, 


Northampton, — B. or T. Inquiry. — Mr. A. Р. 
Trotter held an inquiry on Tuesday last into the application of the 
Northampton Electric Light and Power Co., Ltd., for the consent 
of the B. of T. to the construction of a new generating station on 
the River Nene, near the Midsummer Meadow. In support of the 
application it was stated that the output was increasing so rapidly 
that it was imperative to make extensions; at the present time it 
was 30 рег cent. more than for the same period of last year, and 
80 per cent. of the current sold was for motors. Referring to 
some of the objections, the inspector stated that no one would 
be more sorry to spoil the view of the country than he, but the 
Act of Parliament did not protect that. The town clerk stated 
the main objection of the T.C. was that the station would be out- 
side the borough, and the inspector said the question of rateable 
value was rather outside the scopeof the inquiry. As regarced the 
objection to emoke from the new works, he did not anticipate any 
nuisance in view of the modern appliances to be installed. 


Preston.—PRICE INcREASE.— The T.C, has been in- 
formed that the National Electric Supply Co. had notified an in- 
crease of Id. per unit in the price of electricity for lighting. 


Radeliffe.—PnicE INcREAsE.— From October nest the 
price of electricity is to be inoreased—for lighting by 10 per cent. 
and for heating and power by 15 per cent. 


Rochdale.—Price INcREAsE.—The Electricity Com- 
mittee has decided to recommend that the charges for electricity 
for lighting be increased by 10 per cent., and for power purposes 
(including tramways) by 15 percent. The new charges are to 
come into force in the September quarter. 


Salford.—New PLant.—The Electricity Committee has 
asked for permission to apply for sanction to borrow 219,225 for 
the supply aud erection of a 5,000-kw. turbo-alternator, together 
with the requiaite foundations, piping, &с. at the Frederick Road 
station, and £5,250 to cover the cost of plant, \c., required in con- 
nection with the additional supply of power. 


Shrewsbury.— YEAR'S WonkiNc.—There was a surplus 
on the electric light undertaking for the past year of £745, as 
compared with £131 in the previous year. 


Ntockport,.—Nrw ELECTRICITY CHarcks.—The follow- 
ing charges for electricity have been fixed by the T.C., and come 
into operation next week:—Lighting: First 25 units conaumed 
per quarter, d. per unit, all in excess at existing rates, plus 10 per 
cent. increase. Power: Existing rates to ba charged, and coal 
clause to apply to all consumers. Heating: First 25 unita per 
quarter at 13d. per unit, all in exoess at existing rates, plus 10 per 
cent. Accounts under £1 are to be net, and other accounts are to 
be subject to 1| per cent. discount for payment on the due dates. 
A minimum charge of 7s, 6d. per quarter ie to be made to all 
consumere. 


Tempo (Со. Fermanagh).—L.G.B. Inquiry.—Ao 
inquiry was held at Enniskillen last week into an application by 
Enniskillen Rural Council for urban powers for the lighting of the 
village of Tempo. 


Willesden.—The Electricity Committee of the U.D.C. 
proposes to extend the mains in order to supply the Picture Palace 
at Stonebridge, provided the company interested agrees to advance 
£250 toward the cost, such sum to be repaid by means of deduc- 
tions а the accounts for the current at the rate of 4d. per unit 
consamed, 


TRAMWAY and RAILWAY NOTES. 


Bolton.—In connection with the application of the 
Amalgamated Association of Tramway Workers for an advance of 
a farthing per hour on July lst next, and a further farthing on 
January lst, the Association is to be asked to send a deputation to 
the next meeting of the Tramways Committee, 


Burton-on-Trent,—Yerar’s Workinc.—There was а 
gross profit on the Corporation tramways, for the year ended March 
last, of £3,531, and а net profit of £838 ; £1,500 has been placed 
to renewals fund, making a net loss of £662. 


Edinburgh. — ELECTRIC VEHICLE. — А new 80-cwt. 
Edison truck has been purchased by the Electric Lighting Depart- 
ment, The truck is capable of travelling 40 miles on one charge. 


Gilasgow.—YEAR’S WoRKING.—The abstract statement 
of the revenue and expenditure of the tramway department for 
the year ending May 31st shows that there was a total revenue of 
£1,076,868, against a total of 1,083,817 for the previous year. 
The total expenditure was £735,987, and included £51,816 spent in 
connection with the European war in the provision of allowances 
to employés who have joined the Colours, the raising and equip- 
ment of the Glasgow Tramways Battalion, and other relative out- . 
lays. The expenditure for 1913-14 was £676,277. The net revenue 
account amounted to £106,717, compared with £472,558, out of 
which the following appropriations were made this year :—Rent of 
Paisley lines £5,559, against £5,530 last year; interest on capital, 
£79,797, against £82,921; sinking fund, £105.491, against 
£102,607 ; income-tax, £22,790, against £11,056; Parliamentary 
expenses, £8,818, against 2607; and renewal and depreciation, 
£172,310, against £212,642 — total £393,866, against £418,566. 
The surplus to be handed over to the Common Good Fund this year 
was £12,951, against £53,592. 


Greenock,—TRaAILER Cars.—The Corporation is to 
allow the local tramway company to use trailer cars early in the 


morning, at meal hours, and in the evening when men are coming 


from work. 


Heywood.—Yrai's Workinc.—The report on the 
year's working of the Council's tramways shows a total income of 
£11,626, compared with £11,838 in 1914, and total expenditure 
amounting to 27.114, as compared with £7,068. The gross profit 
was £3,681 last year, and £4,770 in 1914; and the net loss was 
£1,042, compared with a profit of £85 in 1914. The car-miles 
run numbered 269,087, against 269,426 ; the passengers carried, 
2,268.331, against 2,322,007; the units used, 376,726, againet 
426,792 ; the unite рег car-mile 1'40, against 1°58; and revenue 
per car-mile 1037d., against 10˙54d. 


Hull,—Fewa.e Lanovn.—The tramwaymen have entered 
a strong protest against the proposal of the Tramways Committee 
to employ women as conductors, and many of the men have 
declared that they will refuse to run the cars if the proposal is 
carried into effect. The tramway manager has opened a register 
for women, which has met with an excellent response, 


Oldham.—PARCELS DELIVERY.—À proposal is on foot 
for purchasing a motor delivery van for the parcele delivery 
department of the tramways, and the general manager is to 
prepare a report on the probable cost and revenue, 


Rochdale.—The Tramways Committee has agreed to 
receive a deputation from the tramway workers respecting their 
application for a permanent advance of a penny per hour in lieu 
of the war bonus, which is stated to be calculated to operate 
unfairly. 


Nouthend-on-Sea.—4Às a number of employes on the 
tramcars and motor-'buses are joining the Army, the T.C. bas 
decided to fill the vacancies with men not eligible for the Forces. 


— С а нылатын 
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TELEGRAPH and TELEPHONE NOTES. 


Russia.—The inauguration of a new wireless station, the 
largest in Russia, which has been erected during the war, took 
place last week, messages being exchanged between the Chairman 
of the Duma and the Speaker of the House of Commons. 


Spain.—The American Consul at Seville states that for 
some time there has been an agitation on foot for the extension of 
telephone lines to the various towns and villages surrounding 
Seville. The town at present has an urban system which is more 
or less satisfactory, but which so far has declined to extend its 


lines outside the city limits, An interurban oompany serves the - 


different capital cities of Spain, and connection by its lines can 
be had from Seville with Madrid, Granada, Malaga, Cadiz, Huelva, 
Cordova and the other larger cities, but this system is not directly 
connected with the urban system. The present agitation looks 
towards the combination of the interurban with the urban system, 
and the extension of the interurban system to the surroundin 
towns and villages. The six provinces known as Sevillian 
- Andalusia contain a population of over 5,170,000, with an area of 
54,059 sq. miles. There are 48 cities in the district and 319 towns, 
and there are said to be, acoording to the latest statistics, 533,047 
buildings in this territory: The interurban company which con- 
templates the proposed extensions is known as the Compania 
Peninsular de Telefonos Interurbanos, 25, Celle Tetuan, Seville. 
All correspondence with the company and all literature shonld be 
in Spanish, 


Telegraph Operators.—A number of men between the 
ages of 17} and 19, who,have attended technical schools, are required 
by the Royal Engineers for the purpose of training as telegraph and 
wireless operators. They will be required to enlist in the Royal 
Engineers at the usual rates of pay. They will then be sent to 
the General Post Office or one of ite branches for the course of 
training, after which they will be attached, according to the 
exigencies of the service, to the Royal Engineers or to the Royal 
Aircraft Corps. А 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—MELBOURNE.—Aug. 11th. One 1,000-Kw. 
D.C. generator comolete, liquid starter, &c., for City Council. See 
"Official Notices " June 4th. y 

July 27tb. A.C. and D.C. meters and maximum demand indi- 
cators, for the City Council. See Official Notices to-day. 

ADELAIDE.— August 18th. Deputy P.M.G. Switchboard cable 
(Schedule 387), 325 magneto bells and 215 trembling bells (Schedule 
386), switchboard cable and coord (Schedule 388). 

Perta.—August llth. Deputy P.M.G. Insulators and spindles 
(Schedule 400), copper wire (Schedule 401).—Australian Mining 
Standard, | 


. Basingstoke.—Installation of electrical plant, including 


engines, dynamo, battery, cables, &c., at Park Prewett Asylum. 
See ' Official Notioes June 18th. 


Batley.—July 1st. Electric light installation, Batley 
Carr Church. Dr. Ward. Highbury, Batley Carr, Yorks. 


Doneaster.—June 26th. Coal (small steam, washed or 
unwashed), 2,750 tons for six months, 5,500 tons for 12 months, 
for the Corporation Electricity Department. General Manager, 
Grey Friara Road. 


Eastbourne.—June 26th. 160 ft. of 14-in. cast-iron 
circulating water piping and valves. See ‘Official Notices” 
June 110. 

Edinburgh.—July 12th. Corporation. One 1,000-Kw. 
motor converter and transformer. See Offleial Notices to-day. 


Erith.—July Sth and 19th. U. D. C. One water-tube 
boiler with superheater, economieer, automatic stoker, steel 
chimney. induced-draught plant, steam valves, qteam pipes, and 
all auxiliariee. One 2,000-KW., H.P. turbo-alternator, with con- 
densing plant, switchgear, and all accessories. See “ Official 
Notioes " June 18tb. 


Exminster.—June 29th. Electrical appliances for a 
year, for Devon County Lunatic Asylum. Mr. Н. E. Morgan, Clerk. 


Franee,—July 23rd. The Administration des Chemins 
de Fer de l'Etat wants 99 sets of heating apparatus for electric 
railway vehicles. Apply at the Bureaux du Service Electrique 
(3rd div.) 72, Rue de Rome, Parie, on Tues days or Fridays, from 
3 to 5 p.m. 

Halifax. — July Ist. Corporation. One 5,000-kw. 
inrbo-alternator complete with condenser; two natural.draught 
chimney-type oooling towers; one water-tube boiler, superheater 
and mechanical stokers. See Official Notices" June 18th. 


India. — Our special correspondent writes :—'* The 
Commiseioners for the Port of Calcutta have iesued conditions 


and specifications and invite tenders for four 250-kw., 6,600-500- 
volt, 50-cyole, three-phase main ormers ; four 60-KW., 
6,600-500 volt, 50-cycle, three-phase auxiliary lighting trans- 
formers, together with high and low tensionswitchgear for the same, 
for the riverside jetties and sheds at Garden Reach. Мові of the 
gear must be fixed and in working order by January 1st, 1916, under 
& penalty of 100 rupees per day for each day late beyond this date. 
Tenders must reach Calcutta by July 27th. Under ordinary con- 
ditions two months is ample time in which to get out prices from 
home, but under present war conditions it will be a scramble to 
get out by post particulars so as to quote in time. This contract 
will be a useful one for any firm to get, as a good deal тоге 
three-phase gear is certain to be required later by the Port Trust.” 


Limerick.—July 2nd. Corporation. 180 tons of coal 
(anthracite peas) for delivery in August. Particulars from Mr. 
E. Badham-Thornhill, Borough Electrical Engineer. | 


Liverpool.—June 20th. Electrical supplies for three 
months, for Toxteth Park Board of Guardians. Mr. R. A. Jamee, 
Olerk, 15, High Park Street. 


London. — METROPOLITAN Авү мз» BOARD. — June 
30th. Lighting installation at the Grove Fever Hospital, Tooting 
Graveney, 8.W. See " Official Notices” Jane 11th. 

FuLHAM.—June 30th. 11,000 tons of coal, for the Borough 
electricity works. See "Official Notices June 11th. 


Manchester.—June 28th. Sanitary Committee. Addi- 
tional electric lighting plant, Ko., at the Baguley Sanatorium. 
Specifications (two guineas, retarnable) from the City Architect. 


Rangoon.— August 11th. Installation of a system of 
fire-alarme, for the municipality. Specification (10s ) from Messrs, 
Ogilvy, Gillanders & Co., 67, Cornhill, E.C. 


Salford.—June 28th. Supply of stores, including cable, 
i 1 Electricity Department. See ‘Official Notices 
une 18tb. 


Spain.—August 3rd. Spanish Ministry of Public Works, 
Madrid. Conoession for the conetruction and working of an eleotric 
tramway between Deusto and Ibarrecolando (Province of Vizcaya). 
Application has already been made for the oonoession for the 
projected line, but, in accordance with the usual plan in Spain, the 
scheme is being put up to public tender.- 


Tasmania. — LauNcEsTON.— July 26th. Sub-station 
equipment. Section I, Converter machine, switchgear, &c. ; Section 
II, Underground feeder cable. Specification (218.) from the City 
Eleotrical Engineer, Town Hall. | 


Walsall and West Bromwich.—July 5th. Lighting ; 
heating apparatus; drainage and septic tanks, for Unions Joint 
Committee. See "Official Notices” June 18th. | 


CLOSED. 


Australia.—The Hawthorn Tramway Trust has accepted 
the following tenders in connection with the construction of the 
line from Melbourne to Burwood via Swan Street, Richmond :— 


Buffer battery. — Sutherland & Abhman, on behalf of the Chloride 
Accumulator Co., £2,732. 

Booster.—Sutnerland & Ashman, оп behalf of Mather & Platt, 2789. 

Motor generator.—British Westinghouse Co., England, £140. 

Switchboard.—British Westinghouse Co., £395. 


Aylesbury.—The U.D.C. has accepted the tender of 
Мевзге. Drake & Gorham for Osram metallic-filament lamps for 
street lighting, at £33. | 


Glasgow,—4A T.C. sub-committee recommends accept- 
ance of an offer by Messrs. Ferguson, Pailin & Co. for a switch- 
board at Govan electricity station, at £1,923. 


Government Contracts.—The following tenders have 
been accepted during the past month by the Government Depart- 


ments named :— | 
WAR OFFICE, 


. Battery boxes.—Accumulator Industries, Ltd. ; Houghton-Butcher Mfg. 


Co., Ltd. 

Insulator brackets. - Bayliss, Jones & Bayliss, Ltd.; Bullers, Ltd.: Deane 
and Beal, Ltd.; Johnson & Phillips, Ltd.; 8. Lewis & Co., Ltd.; 
Francis, Morton & Co., Ltd.: Siemens Bros. & Co., Ltd. 

Electric cable and wive.—B.I. & Helsby Cables, Ltd. ; Callender's Cable 
and Construction Co., Ltd. ; Connolly Bros., Ltd.: Craigperk Electio 
Cable Co., Ltd.: J. Frankenstein & Sons, Ltd.: General Electric Co., 
Ltd.: W. T. Glover & Co., Ltd.: W. T. Henley's Telegraph Works 
Co., Ltd.; Hooper's Telegraph & I. R. Works, Ltd.; IR., G. P. and 
Telegraph Works Co., Ltd.; Live 1 Electric Cable Co., Ltd.; 
C. Macintosh & Co., Ltd.: Ransom, Sims & Jeffries, Ltd.; Shropshire 
Iron Co.; Siemens Bros. & Co., Ltd.; Union Cable Co., Ltd.; Ward 
and Goldstone, Ltd.; Western Electric Co., Ltd.; Yorkshire Cable 
Co., Ltd. 

Electric cells (parts of).— Siemens Bros. & Co., Ltd. 

Pole clips.—Bullers, Ltd, ; Siemens Bros & Co., Ltd. 

Condensers.—Automatic Telephone Mfg. Co., Ltd.; I. R., G. P. and 
Telegraph Works Co., Ltd.; Telegraph Condenser Co., Ltd. 

- Stoneware conduits.— Albion Clay Co., Lid. 

Telephone cords.—B.I. & Helsby Cables, Ltd. ; London Electric Wire Co. 

aud Smiths, Ltd.; Siemens Bros. & Co., Ltd.; Western Electric 


Co., Ltd. 
Distribution boards, switches, &c.—Kartret Eng. Co, Ltd.; Park Royal 
Eng. Works. | 
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Ebonite rod and sheet.—Britannia Rubber & Kamptulicon Oo., Ltd.; New . 
_ Eccles Rubber Co., Ltd.; Peel-Conner Telephone Works, Ltd. 

Oil engine and dynamo.—Robey & Co., Ltd. | 

Electric light fittings.—Armorduct Mfg. Co., Ltd.: Barton & Sons, Ltd.: 
Credenda Conduite Co., Ltd.; Eureka Conduit & Fittings Co., Ltd. ; 
General Electric Co., Ltd.; Perfecta Seamless Tube & Conduit Co., 
Ltd. ; Simplex Conduits, Ltd. | 

Galvanometers.—Edison & Swan U.E.L. Co., Ltd.; A. Kershaw & Sons, 
Ltd.: Record Electrical Co., Ltd.; Walters Electrical Mig. Co., Ltd. 

Gutta-percha (eheet).— Craigpark Electric Cable Co., Ltd. 

Insulators and cups.—Thos. De la Rue & Co., Ltd. 

Electric lamps.— Edison & Swan U.E.L. Co., Ltd.; Pope's Electric Lamp 


Co., Ltd. 

Rubber tape.—Ancoats Vale Rubber Co., Ltd.; Irwell & Eastern Rubber 
Co., Ltd. ; New Liverpool Rubber Co., 144. ; Siemens Bros. & Co., Ltd. 

Terminals, electric instruments. —C.L.A.M. Mfg. Co., Ltd. 

Electric cables: Rhyl, Oswestry, Cannock and Mansticld.—Callender’s 
Cable & Construction Co. 

Electric wiring: Sslisbury, Rhyl, Oswestry, Cannock and Mansfield — 
V. G. Mi idleton. 

Electric light and power installation: South Farnborough. — V. G. 
Middleton. 

кеше ок Swanage Camp.—Eleotrical Contracts & Maintenance 


Ш 
INDIA OFFICE Store DEPARTMENT. 


Cable.— C. Macintosh & Co.; Siemens Bros. & Co. 
Cells.— Siemens Bros. & Co. 
selóphones. Genera! Electric Co., Ltd.; British L. M. Ericsson Mfg. Co., 


Wire.—R. Johnson & Nephew ; Shropshire Iron Co. 
Wireless telegraph parts.—Marconi's Wireless Telegraph Co. 
Post OFFICE. 

Telegraphic apparatus.—Creed, Bille & Co., Ltd. 

Telephonic apparatus.—Automatic Telephone Mfg. Co., Ltd.; І.К, G.P. 
and T. Works Co., Ltd.; Western Blectric Co., Ltd. 

Telephonie cable.—Callender’s Cable & Construction Co., Ltd.; W. T. 
Glover & Co., Ltd. ; Siemens Bros. & Oo., Ltd. 

. lamps. — General Electric Co., Ltd. 

W poles.—A. H. Clough; J. Ellis. 

Pulley weights. — Siemens Bros. & Co., Ltd. 

Insulator spindles.—Bullers, Ltd. 

Bronze wire. —T. Bolton & Sons, Ltd.; F. Smith & Co. (incorporated in the 
London Blectric Wire Co. & Smiths, Ltd.). 

Insulated bronze wire.—B.I. & Helsby Cables, Ltd. 

Telephone exchanges : additional operators’ positions at Newport (Mon.).— 
Automatic Telephone Mfg. Co., Ltd. 

Extension of equipment at Edgbaston.— Western Eleotric Co., Ltd. 

Do. о. at Finchley.— : о. 
Modification of A and B positions at Belfast.—Western Electric Co., Ltd. 
Н.М. Orrics or Works. 


Electric wiring, Public Trustee's office.—T. Clarke & Co., Ltd. 


London, — SrEPNEy.— The Electricity Committee has 
considered the tenders received for the supply of coal and coke for 
the ensuing year, and, as the prices quoted are so high, it is unable 
to recommend the acceptance of any of the tenders. The Com- 
mittee recommends that the Standing Committees of the Council 
be authorised to accept, during the pleasure of the Council, offers 
or tenders for the supply of coal brought to their notice by the 
responsible offioers conoerned, particulars of such offers being 
subsequently reported to the Council for formal approval. 

The Electricity Committee has accepted offers of 3,000 tons of 
ооа] for the electricity undertaking, at prices ranging from 188. 9d. 
to 22e. а ton; and recommends the acceptance of the tender of 
Mr. W. Badger, at £61, for the supply of piping, valves, &c., in con- 
nection with the air-heaters at the Limehouse generating station. 


· Salford,—The Electricity Committee recommends (1) the 
aooeptance of the tender of the British Westinghouse Co. for one 
1,000-Kw. rotary converter and transformer (inoluding midwire 
booster), for 42,820; and (2) the purchase from Messrs. W. T. 
Glover & Co., Ltd., of high-tension cable, amounting approximately 
to £1,457, required to connect the electricity station, Frederick 
Road, Pendleton, to the works of the Broughton Copper Co., Ltd. 

Watford.—The Guardians have accepted the tender of 
Мевате. E. Brook, Ltd., at £28 14s., for an electric motor. 

The E L. Committee is purchasing 2,000 tons of Newdigate peas, 
during the next 12 months, from Messrs, E. Foster & Co., at 21s. 
per ton, subject to 2d. per ton increase per 21 per cent. rise in the 
miners’ wages, during the period of the continuance of such rise 
in wages. 

West Ham.—The Education Committee of the T.C. has 
accepted the tender of Mr. J. T. Halsey, at £163, to carry out the 
eleotric lighting work at the Knox Road Special School. 


FORTHCOMING EVENTS. 


Physical ee June 25th. At 5 p.m. At Imperial College of 
science, South Kensington, S.W. Papers on “A Theory of the Electrical 
Resistance of Metals, by Sir J. J. Thomson, and on An Unbroken A.c. 
for Cable Telegraphy,'' by Lieut. Col. Squier. 


— ———— —S — 


NOTES. 


lamp Litigation. — We find that the notice of the 
Sceando Lamp Co., which appeared on page 20 of our adver- 
tisements last week, was wrongly described as a2 Patent notice. 
The action was one in which the Osram Lamp Works applied for 
an injunction restraining the defendants from using the word 
Axial.“ No question of patents arose in this action. The patent 
action pending has not yet come on for hearing. 


Electricity in Farming.— For the benefit of those who 
may be interested, we may mention that the motors illustrated in 
the views of Hereford flour and cider mille, on page 849, last week's 
iweue, were supplied by the British Thomeon-Houston Co., Rugby. 


The Electric Vehicle Committee.—A meeting of this 
Committee was held on June llth. Mr. A. R. Fearnley, the 
general manager of the Sheffield Corporation Tramways, has been 
co-opted a member of the Committee as the representative of the 
Municjpal Tramways Association. 

It was reported that the sales of No. 3 (June) issue of The 
Electric Vehicle" had been very satisfactory, although the number 
had only been out a few days, and it was decided to send ina 
request that evidence be heard by the Special Committee of the 
L.G.B. on Motor Traffic with regard to the effect of the use of 
electric vehicles, the Secretary being instructed to give evidence 
if the application was acceded to. 

The Sec was instructed to write to the representative 
Electrical Institutions in the Colonies suggesting the advisability of 
adopting the Committee's Standards with regard to electric vehiclee. 

The next meeting will be held in September. 


Smoke Nuisance,—At the Manchester City Police 
Court, last week, Mesars. Chas. Macintosh & Co., Ltd., of Chorlton- 
on-Medlock, weré summoned by the Manchester Corporation for 
certain recent emissions of dense black smoke from their works 
chimneys. Mr. Clay, who appeared as the firm's representative, 
said he did not question the facts as stated by the Corporation 


' solicitor, but he objected to the Magistrates issuing an order calling 


upon them to abate the nuisance, as they were voluntarily having 
the whole of their plant electrified. The steam drive would be 
absolutely superseded, he hoped, before the end of September. 
This would show that the directors were doing all they could to 
keep down black smoke. He also asked the Court to remember 
that firemen were extremely hard to keep, as so many were enlisting. 
There was also the coal question to take into consideration ; 
they were entirely in the hands of colliery owners, and had to put 
up with any kind of coal that could be supplied. 

The Bench made the abatement order asked for by the 
Corporation. 


Scottish Engineers’ Wages,—The Financier states that 
a conference was held in Glasgow on Tuesday between represen- 
tatives of the North-West Engineering Trades Employera’ Associa- 
tion and the Clyde District members of the Amalgamated Society 
of Engineers, to consider a claim by the men for an increase of 1d. 
per hour time rates and 5 per cent. piece ratee. The conference 
proved abortive, ‘the employers being unable to see their way to 
grant the advance. It is expected that the men will decide to 
refer the matter to the Central conference, and, failing a settlement 
there, to Government arbitration. 


Electrolytic Disinfectant.—A report of the Public 
Health and Housing Committee of the Poplar Borough Council 
jast iseued covers the whole history of the manufacture and use of 
electrolytic disinfectant in the borough. During the working of 
the apparatus—a period of nine years—many improvements have 
been introduced ; cheap metal drums have been substituted for 
the glass vessels originally used to receive the fluid, and a double 
cell of slate has been constructed which prevents “creeping " of 
the current from one cell to another. The present cells are of 
earthenware, instead of slate, but the Committee prefers the new 
slate pattern. Since the plant was installed 381,794 gallons of 
fluid have been manufactured at a cost for electricity of £402, and 
for materials of £315 (under $d. per gallon). Interesting details 
are given, at considerable length, of the cost of the various items 
involved in the manufacture. The fluid produced in Poplar is 
stable for long periods, and is suitable for both municipal and 
commercial purposes. Itis stated that plants have been supplied 
to Guernsey, Gateshead, Finland, Buenos Ayres, and Rangoon : 
a similar plant has been installed at Portsmouth, for the manu 
facture of disinfectant from sea water, using the method for render- 
ing it stable that has been adopted in Poplar, and Finchley 
Council has ordered an installation. 


Fatalities.—At Manchester, on Monday, an inquest was 
held on a fitter named Marshall (30), who was killed on Saturday. 
Deceased was attending to an auto-switch on an electric starter 
when the current was switched on. Robert Lilley, wood machinist 
at the timber works of Меввге. J. & W. Bellhouse, Miles Platting, 
said that when he had done his work on Saturday he went with 
deceased to the sub-station at the works to switch off the current. 
He switched the current off, and two minutes later he switched it 
on again at the request of the head horsekeeper. Afterwards he 
found Marshall lying beside the switch in an unconscious con- 
dition. Death took place before the arrival of the doctor. The 
cover of the switch had not been replaced, but witness had no idea 
that Marshall was going back. Mr. H. Seal, H.M. Inspector of 
Factories, ssid the requirements of the Factory Acts were carried 
out. А verdict of " Accidental death was returned. 

A Southport boy, aged 8 years, was killed on Sunday on the 
Lancashire and Yorkshire Railway. He was playing on a bridge 
and, climbing on to the parapet, fell on to a live rail below. By 
the time a doctor arrived the lad was dead. 

At the inquest on Monday the Coroner pointed out that the 
bridge was a public опе and the railway company should make it 
as perfect as possible. The jury added a rider to their verdict that 
the bridge and approach should be bounded to a height of 6 ft. 

Twoemployés of the Victoria Falls Power Co. were recently killed, 
It appears that they were travelling in a large motor trolley con- 
veying an immense cog-wheel to Brakpan. In descending a hill the 
steering gear went wrong, and the whole outfit went over an em. 
bankment, turning a somersault. The two men killed were named 
Willy and Blaney, and four others escaped with slight injaries. 
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Coal Supply.—At the adjourned meeting, on the 22nd 
inst., of Members of Parliament interested in the question of coal 
supplies, the Committee of 12 which had been considering the 
matter formulated two recommendations, which were adopted, 
They were as follows :— 

1. That during the continuanoe of the war the maximum ргіое 
for home consumption and for our Allies of coal at the pit-head 
be fixed on the basis of prices charged at the pit-head for sub- 
stantial quantities of each class of coal sold during the 12 months 
preceding the war, with an addition of 4s. 3d. per ton, or other 
such sum as may be prescribed, to cover the inoreased costes owing 
to the existence of the war. 

2. That the rate of freight for coasting steamers employed in 
the coal trade be fixed on the basis of the rate charged for freight 
during the 12 months preceding the war, with an addition of 
such sum as will reasonably oover the increased cost owing to the 
existence of the war, and that the Government be urged to assign 
a further number of the interned steamers for the use of the ооа] 
t: ade. 

Later, it was resolved by a majority of seven or eight that the 
Government should be requested to regulate the price of coal 
charged by the merchant to the consumer. 

All the resolutions will in due oourse be submitted to the 
Government. 


Charge Against a Contractor.—Before the Tunbridge 
Wells Magistrates, on Monday, Henry Arthur Stonham, an eleo- 
trioian and wiring contractor, was summoned for fraudulently 
consuming certain electricity, of the value of 1d., the property of 
the Corporation, at Mount Ephraim, between May 29th and June 
13th. The Town Clerk conducted the prosecution, and said that 
although the sum involved was only Id., the case was an important 
one. The proceedings were taken under Sec. 23 of the Lighting 
Acta of 1882, and the charge was briefly one of stealing 5 
Defendant, being an electrio lighting contractor, was thoroughly 
cognisant of what he was doing. To ordinary consumers the 
charge was 44d. per unit for lighting, and 1d. per unit for power 
and heating, but wiring contractors paid only 3d. for lighting, as 
their premises, when lighted, formed an advertisement for eleo- 
tricity. They oould not tell the amount of current that passed 
through the meter at the cheaper rate, but defendant had been 
using current for one purpose and paying for it for another purpose. 
А good deal of evidence was given. Mr. J. E. Pownall, assistant 


borough electrical engineer, said that he visited the premises on 


May 29th, and when he switched off the lighting meter the lamp in 
the office remained on. There were only six lamps on the lighting 
circuit. Mr, R. N. Torpy, the borough electrical engineer, said 
that when he visited the premises the lighting lamps were oon- 
nected with the power and heating cirouit. After hearing the 
case for the defence, the Chairman of the Bench said he considered 
the case proved, and fined defendant 48. 


Volunteer Notes.—ENGINREERING INSTITUTIONS’ VOLUN- 
TEER TRAINING CoEPs.— Telephone No.: City 682. Headquarters 
(temporary), Marconi House, Strand, London, W.O. Drill Centre.— 
Headquarters of London Electrical Engineers, 46, Regency Street, 
London, 8.W. i | 

Company Orders, by Lieut.-Ool. C. B. Clay, V.D., Commandant, 
for week ending July 8rd, 1915 :— 

On Mondays, Wednesdays and Fridays, drills at 6.30 and 7.30 p.m. 
Technical instruction will be given by Instructors of the London 
Electrical Engineers for one bour, and squad and platoon instruc- 
tion for one hour. 

Orderly Sergeant, L. A. Levy ; Recruit Orderlies (Squad 3), H. de P. 
Birkett ; (Squad 4), A. T. Воогеу. 

E. G. FLEMING, 


Comrany Commander and Acting Adjutant. 


3RD. ВАТТ. (OLD Boys) CENTRAL LONDON REGIMENT (VOLUN- 
TEERS).— Battalion Orders by Colonel В. G. Grant (Officer Com- 
manding), Thursday, June 24th, 1915 :— 

WEEK-END PARADES, 

Saturday.—The Battalion will parade as strong as possible at 
Baker Street Station at 2.30 pm. Proceed by train to Dollis Hill, 
where they will detrain. The right-half Battalion, under the 
command of Mr. H. O. King, will proceed by march route and take 
up a defensive position between Kingsbury Green and Chalk Hill 
House with the objectof defending the Camp. Theleft-half battalion 
under the command of Mr. W. Ridd, will prooeed by march route 
via the Grove, Dollis Hill, and thence in a north-westerly direction 
towards the Brent Reservoir, and endeavour to make their way 
into Camp, using any of the roads south of the Edgware main 
road and north of the Neasden-Dollis Hill road. All roads north 
of the Edgware main road and south of the Neasden-Doilis Hill 
road, are out of bounds, Reference Mar.—Ordnance Survey, 
London (North). Scale.—1 іп, to the mile. 

Sunday.—6 a.m.—Reveille. 7 a.m.—Parade under Sergeant- 
Major. АН men remaining in Camp—handling of arms. Mr. F. H. 
Stevens will superintend this Parade. 10 a.m.—Church Parade, 
10.20 a.m.—Oompany and Platoon Drill, 2.30 p.m.—Battalion 
Parade. 

The Acton Range will be open from 2.30 p.m. on Saturday 
next, the 26th inst., for men who have already given in their 
names to the Musketry Staff. 

A. G. JOINER, Captain and Adjutant. 


Electric Cooking.—We are informed by the Hotpoint 
Electric Heating Oo., of 38, Poland Street, Oxford Street, W., that 
the electric cooker illustrated in fig. 9, on page 871 of our last 
issue, is their El Cooko" oven. 


Miners’ Lamps Approved.—The London Gazelle con- 
tains a Home Office announcement to the effect that the following 
safety lamps for use in mines have been approved :— 

Messrs. Patterson & Co.'s safety lamp, type B 8. 
The “ Rutter ” miners’ electric safety lamp. 
The Oldham “Emergency " electric lamp, type No. 2 (Bull’s-eye). 


Institution and Lecture Notes.—Electrical Associa- 
tion of Australia.—At the first meeting of the VICTORIAN 
SECTION, on November 30th, 1914, Mr. W. H. Alabaster was 
elected President for the ensuing year; Messrs. F. A. d gi 
and A. W. Kendall were elected Vioe- Presidents, and Mr. E. H. W. 
Westwood Hon. Secretary. On March 3let the new President 
delivered his inaugural address, in which he compared the output 
of electric supply undertakings in Melbourne during the years 1904 
and 1914. He stated that the first Federal Council of the Аввосіа- 
tion consisted of the following members :—Mesars, О. W. Brain 
(president), W. Н. Myers, Н. B. Forbes Mackay, A. О, F. Webb, 
H. Payne, W. J. Newbigin, and W. H. Alabaster. ; 

At the March meeting of the NEw SouTH WALES SECTION, 
Mr. W. H. Myers delivered his presidential address dealing with 
the electrical progress in Australia during the past 12 months, 

Illuminating Engineering Society.—At the annual general 
meeting on May 18th the report of the Council was presented and 
adopted, It wed that the international work of the Society 
had been interrupted by the war, and many of the members were 
engaged in war work; the membership, however, was slightly 
higher than before the war broke out, and much useful work had 
been done. Additional funds were required to carry on the work 
of the Society in a satisfactory manner, and for this purpose new 
members were needed. 


Accident.—Alfred Nicholson, electrician, Manchester, 
was working on a ladder at the Radcliffe Paper Оо.'в works, James 


Street, Radoliffe, on Friday last, when he fell and fractured his skull. 


He was removed to the Bury Infirmary in a serious condition. 


The National Physical Laboratory,—The annual 
meeting of the General Board was held on Tueeday, June 15th, 
when the annual report and accounts for the year 1914-15 were 
adopted for presentation to the President and Council of the Royal 
Society, and the programme of work for the coming year was 
approved. This year the usual gathering of visitors at Teddington, 
to meet the members of the General Board and to inspect the 
Laboratory, will not take place; 25 per cent. of the staff are on 
active service. The report will be dealt with in a later issue, 


Appointments Vacant.—Junior shift engineer (£2) 


for Aocrington Electricity Works; charge engineer (30a.), for St. 
Albans Electricity Works ; switchboard attendant (258. for 
Borough of Heywood. Particulars are given in our advertise- 


ment pages. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 


technical or the commercial side of the profession and industry, 
also electrio tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials. — Mr. GILL, electrical 
engineer at Peterborough, has been ordered by his medical man 
to take a change of air, and the Town Council have authorised 
Мв. T. RowLAND to take charge of the works until Mr. Gill's 
return. 

Lieut. G. C. MILNES, of tbe 5th King's Own Royal Lancaster 
Regiment, has been mentioned for gallantry in the field by Field- 
Marshal French. Lieut. Milnes is the electrical engineer at 
Lancaster. He has had charge of the machine gun section which 
has done splendid work, and a gun was onee repaired during heavy 
fire when the Germans were attacking near Y pres. 


"Tramway Officials, —MR. FERGUSSON, manager of the 
Dartford tramways, who has recovered from a serious operation, 
has resumed his duties. 


General.—Mr. RAYMOND J. MITCHELL has resigned his 
position as commercial engineer to Edison Acoumulators, Ltd., 
which he has held for the last three years, and has taken a 
position as engineer to Mr. E. Sanger-Shepherd, of 5, 6 and 7, 
Gray's Inn Passage, Holborn, scientific instrument maker, who 
has specialised in various fields, including natural colour photo- 
graphy and the telegraphic transmission of photographs. | 

At the General Post Office, Aberdeen, Mr. W. O. THOMPSON was 
presented with a writing bureau on his retirement from the poei- 
tion of assistant superintendent of telegraphs in Aberdeen. Mr. 
Thompeon entered the service of the Р.О. as a telegraphiat at 
Keith. Mr. A. D. Leiper, superintendent, presided. Р 

Мв. ELI MARSDEN is to be recommended for appointment as 
borough engineer of Darwen, in succession to the late Mr. R. W. 
Smith-Saville, at a salary of £300 per annum. Mr. Marsden has 
been with the Corporation 12 years, and served his articles with 
Mr. Smith-Saville. | 

рв. W. H. Braca, F.R.S., has been appointed to the Quain Chair 
of Physica tenable at University College, in succession to Prof. 
F. T. Trouton. 

The Highways Committee of the L.O.C. recommends that Мв. 
D. Davies and Мв. H. Marks be appointed representatives of the 
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Council on the Electrical Conciliation Board and the Rolling 
Stock Conciliation Board respectively, to fill the vacancies caused 
by the resignations of Lord Alexander Thynne, who is with 
H.M. Forces, and Mr. Isidore Salmon, also that the deputy chief 
officer of tramways be appointed on the Eleotrical Conciliation 
Board, in the place of Mr. J. Shepherd, the electrical assistant, 
who has resigned. 

Мв. WALTER J. CRIDGE, who joined the Queen's Westminster 
Rifles in November last, has been gazatted as Second Lieutenant to 
the Sherwood Foresters (15th Notts. and Derby), his appointment 
dating from May 31st. 

Мв. Блін Н. CRIDGE has joined the staff of the British Westing- 
houae Electric and Manufacturing Co., Ltd., Trafford Park, Man- 
chester, in the control gear section. 

PRIVATE FRED Вомр, of Ashton-on-Ribble, near Preston, an 
employé of Messrs. Dick, Kerr & Co., has been wounded in the left 
thigh by shrapnel while serving in France. 

We regret to learn that Lieut. Н. L. Downes, 8th King's 
Liverpool Regiment, is reported by the War Office to be missing 
during the fighting 16th-18th inst. Mr. Downes is a partner in 
the firm of Downes & Davies, wholesale electrical merchants, of 
Liverpool and Manchester. He has been connected with the 
wholesale branch of electrical business for the last nine years, and 
he has an extensive circle of electrical friends in London and the 
provinces, Aocording to the Liverpool papers, Lieut. Downes is 
32 years of age and unmarried. About three weeks ago he was 
appointed machine gun officer on the staff of the Brigade to which 
he was attached. А letter from an officer states that Lieut. 
Downes's job "was the hottest of all, as he had charge of the 
bombers and machine guns. He was one of the best soldiers we 
had. All the men were heroes, and not one of them turned, but 


on they went, and it wasa jobto make them come back when we 
had orders to retire." 


Obituary.— HERR Exi, RATHENAU.— The death is 
reported, from Berlin, of Herr Rathenau, founder and head 
inspiring genius of the Allgemeine Electricitats Gesellschaft, at 
the age of 76 years. The deceased gentleman was born in 
Germany, and served his apprenticoship in a Silesian foundry. 
Later he was employed as a draughtsman in the ship engine works 
of John Penn, at Greenwich. Upon his return to his native soil 
he started a small foundry in Berlin, but want of capital brought 
the enterprise to grief. Press reports say that on thia account he 
cherished throughout life a grudge against the bankers who failed 
to come to his support. Perhaps that experience had much to 
do with bis subsequent efforts to ensure that complete co-operation 
of finance and industry in the development of the vast electrical 
and other undertakings in Germany and eleewhere in which the 
A.E.G. was interested. It is stated that his success dated from the 
year 1881, when he formed the German Edison Co., which in 1887 
became the A.EG. Herr Rathenau is described as one of the most 
successful business men in Germany, which he did much to bring 
into the front rank as an industrial country. As would naturally 
be expected, and as our pages during the last few months have 
actually shown, the works of the A.E.G. are engaged at high pres- 
sure in the manufacture of war requirements for our enemies. 

The death occurred on June 16th of MR. T. CHARLTON, manager 
and chief engineer of the Bishop's Castle (Salop) E.L. Co. 
Deceased, who had resided in the town for only a year, died in 
Salop Infirmary from an internal complaint. 

MR. JAMES WALMSLEY, chief engineer of the Blackpool Tower, 
who had complete oversight of the engineering department, in- 
cluding the electricity plant, was found drowned in one of the 
filter beds connected with the aquariam tanks of the tower on 
Thuraday last week. 

The members of the South African Institute of Electrical 
Engineers have passed a vote of condolence with the widow and 
parents of Мв. JosEkTH WALTER Ахком, who was connected with 
the engineering staff of the Corner House, and who recently died 
in Leeds at the age of 30. Mr. Anson went to the Rand five years 
ago as electrical assistant to Mr. J. H. Rider, late consulting 
mechanical and electrical engineer to the Central Mining and 
Inveatment Oorporation. He left the Rand last January for a six 
months’ health trip. 


Will.—It is stated in the Press that the late Lieut. 
BRIAN CROSSLEY left £50,213 gross and £17,557 net personalty. 


ELECTRICAL PROGRESS IN SHANGHAI. 


"Ене annual report for the year 191£ of Mr. T. H. U. ALDRIDGE, 
municipal. electrical. engineer, to the Shanghai Municipal 
Council, recently came to hand, and shows that the electricity 
departments is rapidly growing in importance. Apparently the 
war has had no appreciable eflect upon the growth of the 
demand, and the plant at Riverside station could not be shut 
down for overbaulin.s: nevertheless, a further large reduction 
in the generating costs was ettected, although а much higher 
price had to be paid tur сеа. The consumption of fuel at Fearon 
Road station averaged 4.57 Ib. per unit for the 12 months, 
whereas at Riverside it was only 2.29 lb., owing to the greater 
economy of the generating plant. The units sold and ас 
counted for amounted to 5290,22; the works costs per unit 
were Goa) imis sal; va te, water aud stores id.; wages 


05 1d.; repairs and maintenance .153d. ; rents, rates and taxes 
O21d.; management .120d.—total .684d. | 
Unfortunately Ше war caused delay in the delivery of tha 
new plant, which should have been in operation by the end 
of the vear., Four new B. & W. boilers were put into service, 
and one of the 5,000-K w. turbo-generators; part of the other 
generator. and the new switchgear from the British Westinz- 
house Co. and Messrs. Revrolle, have not yet arrived in 
Shanghai. but by. temporary expedients the new machine and 
two of the three new feeders were brought into use. ‘Tae 
plant capacity of the two stations is 14,900 kw., not including 
the second 5,000-kw. set. The maximum load recorded was 
11.190. Kw., and the load factor attained the high figure «i 
35.6 per cent., which is much better than in any of the 
British municipal undertakings—only four in number— which 
have a larger output than Shanghai. The length of nams 
was extended by 187 miles. of which 44 were underground. 
Four large sub-stations, each designed to accommodate 2.000 


KW. of plant, were put into service, and the areas of the 
central district which they serve were converted from single 


to three-phase supply with satisfactory results. Various other 
sub-stations were erected on consumers’ premises, and the 
total increase in transformer capacity was 3.579 KW]: The 
street lighting was increased to 108 arc and 1,231 metal lamps; 
some balf-watt lamps have been installed, and these may 
later on be substituted for the flame arc lamps, as it 1s very 
dificult to. get natives to trim the latter properly. The 
number of meters issued during the year was 2.33 (net, 
and there was a net increase of 3,968 service connections, 
making a total of 14,955; the equivalent number of Ji watt 
lamps connected (excluding public lighting and motors) was 
increased by 99,626 to 528,747. The radiators connected totalled 
871, equivalent to 1,700 KW., and 52 electric cookers were un 
use. The net increase in the motors connected was 6.917 Hr, 
making a total of 12,131. H. r. three mills accounted for 4-00 
H.P. of the increase. Over 3,000 irr. additional is expected 
in 1915. | | 

" Shanghai is now known throughout China and the 13-4 
generally as а cheap power centre, a fact which, if indica- 
tions are read aright, points to enormous industrial possibilities 
for the place.” 

The units sold were 32,855,822. and 4,206,222. were used at 
works. Excluding the latter, the net increase over the previeue 
year was 63.75 per cent. Private lighting took 12.3 инеп 
units, power 15.2 millions, traction 3.6 millions, publie lighting 
1 million, and heating and cooking .4 million. The staff 
numbered 79 foreigners and SOL Chinese; 11 members went 
home to join the Army—others wished to go but could not 
be spared. 

The net profit for the year was £11.00, and was less than 
was expected, owing to delay in taking a supply on the part 
of two large power consumers. | | 

Although the Riverside power station was opened in April. 
1913, to accommodate plant of 14.000 KW., further large ex- 
tensions are necessary, the increase in the demand for 1913 
being estimated at 4.600 kw., and the total increase up t» 
the end of 1917 at 13,000 kw. Mr. Aldridge therefore proposes 
to install two 10,000-kw. turbo-generators and eight boilers. 
with the necessary switchgear, ete. Allowing for the remos al 
of some old plant, the total capacity at the end of 191 will 
be 37.200 kw., and the capacity less reserve plant, 27,200 KW., 
to meet an estimated load (excluding traction) of 24,000. KW. 
Orders for the new plant must be placed at once, as the matter 
js urgent. While not definitely committing himself to the 
adoption of a pressure of 33.000 volts for the underground 
cable transmission from Riverside to Shanghai. a distance 
ob five miles, Mr, Aldridge discusses the advisability of doing 
so. and cites the example of Manchester under similar con- 
ditions. The cost of the extensions contemplated is estimated 
at £256,000. | 

In a further report the electrical engineer points out that 
the price of electrical energy in Shanghal compares favourably 
with the tariffs in force in the four largest municipal under- 
takings in Great Britain, being 3d. per unit for lighting and 
ld. to .75d. for power. The heavy outlay on extensions m 
the past has never caused the price to be raised, and the 
amount contributed by the department to aid the rates bas 
increased from vear to vear. Moreover, the supply of cheap 
power is aiding the industrial growth of Shanghai. and the 
use of electricity for heating and cooking is, extending. The 
department for at least 15 years has been entirely self-support 
ing, paving 6 per cent. interest on debentures and allowing 
liberally for depreciation. Owing {о the abnormal conditions 
prevailing. in Great Britain, delays in supplying plant are 
probable. and therefore contracts should be placed as sen 
as possible. | 

The accounts. of the departiment show that the receipts 
for the vear were £169,625, and the expenditure, including 
depreciation, & 122.915, leaving a surplus of £16,710. After 
deducting interest, special depreciation on the Fearon Road 
plant. ete., and contributing 43.782 to general funds, ther 
remained a net balance of £11,091. The total capital exper 
diture amounted to £607,105. 

Mr. Aldridge was to leave for Home ria the United States 
on Mav 20th, and expects to be in England towards the 
middle of July. We understand that his visit is in connection 
with the new 20,000-KW. extension scheme, Which is fo be 
carried out. and he will issue specifications and call fr 
teuders оп the lines set cut in his report. 
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NEW COMPANIES REGISTERED. 


North British Electrical Co., Ltd. (9,414).—This com- 


pany was registered in Edinburgh on June 12th, with a capital of 43,000 in 
shares, to carry on the business indicated by the title, and to adopt an 
agreement with George Robertson. and James Robertson, engineers, both of 
Paisley, and Joseph B. Tannahill, electrical engineer, of Belfast. The sub- 
scribers (with one share each) are: G. Robertson, Snawdoun Works, Paisley, 
engineer; J. B. Robertson, Snawdoun Works, Paisley, engineer; J. B. Tanna- 
hill, 31, Queen Street, Belfast, electrical. engineer. Private company. The 
first directors are G. Robertson, J. Robertson, and J. В. Tannahill, Registered 
office: 15, New Sneddon Street, Paisley. 


London Telephone (New System) Co., Ltd. (9,415).— 
This company was registered in Edinburgh on June 14th, with a capital of 
10.000 in 1 shares, to carry on the business of making, selling, putting up, 
maintaining and working, so far as is lawful, private telephones or telegraphs, 
whether electrical or otherwise. The subscribers (with one. share each) аге; 
J. MacMahon, Sheriff Park House, Rutherglen, provision importer; R. Logan, 
Knockniir, Kilbirnie, school teacher. Private. company. The. number of 
directors is not to be less than three or more than seven; the first are C, 
Cochran, F. T. Jeckson, J. Levy, R. Logan, and J. MacMahon, Qualification, 
250 shares. Remuneration for first year, C30; for second, £40; third, доб 
р г antrum. Registered office: 55, West Regent Street, Glasgow. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. Е 


British Battery Co., Ltd.—Second mortgage, dated June 
Tth, 1915, to secure 42300, charged on all the company's assets, present and 
future, Holders; А. H. Rose and T. A. Rose, 38 and 39, Besch Street, 
Batbisan, E.C. И 

Ozonair, Ltd.—Debenture, dated June 5th, 1915, to secure 
454,000, charged on the company's undertaking and property, present and 
future, including uncalled capital (if anz). Holders: British. Electric Traction 
Co., Ltd., 1, Kingsway, W.C. * 


South Metropolitan Electric Light & Power Co., Ltd.— 
Issue on June Oth, 1915, of £25,000 debs., part of а series of which parti 
culars have already been filed. 


CITY NOTES.' 


Imperial Tramways Co., Ltd. 


THE directors report as follows for the year ended December, 
1914 :— 

Middlesbrough, Stockton and Thornaby Electric Tramways. 
Gross receipts £64,562, an increase of £3,276. The total 
number of passengers carried was 12,261,624, an increase of 
225,003. The net profit for the year was £17,004, as com- 
pared with £17,824, 

A further length of permanent way has been reconstructed during the year and 
the cost charged against revenue, The traffic receipts would have shown a much 
greater increase but for the falling off since war broke out at the beginning 
of August. The company's services of cars and "buses have been maintained 
with little or no inconvenience to the public, but naturally not. without. diti- 
culty, owing to the war conditions prevailing on the north-east coast and to 
the faet that one-third of the staff have joined Н.М. Forces, Special allow- 
ances have been granted to the dependents of the men on active service, 

London and Suburban Traction Co., Ltd.—Yhis company 
Folds 122,230 five per cent. cumulative preference shares of 
£l each and 112,451 ordinary shares of £1 each in the London 
and Suburban Co., and has received the full dividend for the 
past year on the preference shares of that company and a 
dividend on the ordinary shares at the rate of one per cent. 
per annum for the balf-vear to June. 1914. The revenue 
account of the London and Suburban Co. for 1914, however, 
showed a balance insufficient to pay a dividend on the ordi- 
nary capital in respect of the December half-year. | 

The company’s net revenue account for the усаг shows ап 
available balance of £31,232, and after payment of interest 
on the debenture stock for the whole year and dividend on 
the preference shares, it is proposed to pay a dividend for 
the year at four per cent, on the ordinary capital (less income 
tax). carrying forward £314. 

The directors report the death of Mr. Hugh G. Doggett, 
J.P., a director. Mr. James H. Howell, J.P., of Bristol has 
been elected to the board. 


J. G. White & Co., Ltd. 


Tur report for the vear ended February 28th, 1915, states that 
the effect of the war on the business of the company has been 
very serious. Work in progress has had to be reduced. or 
entirely suspended. and no new contracts are likely to. be 
obtainable under the present adverse conditions. Collections 
of accounts have in some cases been delayed, as clients have 
been unable to make financial arrangements. Financial busi- 
ness—from Which source the company has made considerable 
profits in the past—has also stopped. The directors have made 
drastic reductions in expenses. Under the circumstances, the 
profit earned of 419.773 is not unsatisfactory. Investments 
have not been re-valued, their valuation having been on so 
conservative a basis that even with the heavy depreciation in 


А 


all securities during the last year, their book value is believed 
to be below their intrinsic value. They are, however, not 
readily inarketable at the present time, and the company's 
assets are thus less liquid than is desirable. The cash balance 
js not fur above the amount required for working capital. 
The directors, therefore, in epite of the large reserves accumu- 
lated, did not feel justified in paying an interim dividend in 
January last, and are now unable to recommend a dividend 
above the rate of 6 per cent. on both classes of shares. The 
balance to the credit of profit and loss, after bringing in 
421.786 from the previous account, is £41,559. The dividend - 
of 6 per cent., less tax, on the cum. pref. shares absorbe 
£9,000, and that of 6 per cent., less income tax, on the ordin- 
ary shares £3,000, Jeaving £29,559 to be carried forward. 
Annual meeting: June 29th. 


Globe Telegraph and Trust Co., Ltd. 


Sm J. Wool E Barry, K.C.B., presided on Tuesday over the 
annual meeting held at Electra House, E. C. Referring to 
the changes in some of the investments, he said that sume 
of their large holdings had been somewhat reduced and some 
of the smaller ones had been correspondingly increased. The 
total receipts for the 12 inonths, after deducting the usual 
working expenses, had amounted to £209,164, a decrease of 
£609. With regard to the decrease of £609 in the receipts, 
that was partly due to the increased income tax deducted 
from some of their dividends and partly to the fact that some 
o1 the proceeds resulting froin the paying off of the Submarine 
‘Trust certificates had not vet been re-invested. Certain 
changes had taken place in their investments. The Cuba Sub- 
marine and Telegraph Company, which for some years past 
had paid a dividend of 6 per cent., had reduced its dividend 
to 9 per cent., showing a loss of £12. On the other hand, the 
Great Northern Telegraph Company had increased its divi- 
dend from 90 to 22 per cent., resulting in a gain of £182. 
There were also increases in the dividends received from the 
Indo-European Telegraph Company of £167; the Telegraph 
Construction and Maintenance Company, of £696, and the 
Western Union Telegraph Company, of £256. The increase 
in the. dividends of the first two of these companies was the 
result of shares purchased more than 12 months ago, from 
Which they had not received the full dividends when the 
accounts were closed last year, whilst the addition from the 
Western Union Telegraph Company was due to the increase 
of the rate of dividend which they were paying from 3 to 4 
per cent. The net result was that thev were continuing to 
pay 6 per cent. to their ordinary shareholders and. to. carry 
forward a balance of £27,655, as compared with £25,723 
at this time last vear. The present market value of the 
securities held by the company, taking the lowest present 
market price, showed a surplus over the original capital of 
£220,515. | 

Sir ш PrNDEn, Bart., seconded the motion, which was 
carried. 


Rand Mines Power Supply Со, 


Mn. BERNARD Price presided at the annual meeting recently 
held in Johannesburg. After referring to the resignation of 
the oftice of chairman by Mr. F. D. P. Chaplin on his appoint- 
ment as Administrator of Southern Rhodesia, and to the ab- 
sence of Major Bagot on military service in Europe, he said 
that the results for the year under review were thoroughly 
sstisfactory, especially considering the dislocation which might 
have been caused by the succession of exceptional circum- 
stances commencing with the strike in January, 1914, fol- 
lewed by the outbreak of the European war, the rebellion in 
that country, and hostilities in German South-West Africa. 
As a result of the prompt and effective measures taken. by 
the Union Government, the January strike did not influence 
the business of the company to any appreciable extent. The 
military operations in the country resulted m an acute short- 
age of railway trucks for coal tratie and withdrew, for military 
duty, a considerable number of employés from the staff of the 
company which managed the concern, but the continuance 
cof the mining industry in full operation prevented any appre- 
lable reduction in the power requirements of consumers, 
During the year 1914, it became possible, for the first time, 
to settle down to steady and efhicient working. In earlier 
vears every effort had to be centred upon meeting the urgent 
and extensive mitial requirements of consumers, and it was 
nof until these requirements had been satisfied that the 
full complement of spare plant could be installed. Now that 
the full guaranteed percentage of reserve plant had been pro- 
vided and most of the initial difficulties, inseparable from 
the rapid development of such а large business, had been 
satisfactorily overcome, the conditions of working had become 
much more uniform, and it had been possible to give attention 
to the economical and efficient operation of all departments 
of routine work. The capacity of electrice generating and air 
compressing plant now installed and being installed was suffi- 
cient to provide somewhat more than the guaranteed. margin 
in reserve for each tvpe of supply. and consequently it should 
be possible, with relatively small additional expenditure, to 
meet such further increases in requirements of consumers 
as were likely to be requisitioned for some time to come, 
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Aluminium Corporation, Ltd, 


Mn. KENNETH M. CLAREk, presiding at the annual meeting 
held on June 17th, at the Great Eastern Hotel, E.C., said 
that the first mortgage debenture stock had been increased 
from £50,000 to £150,000. This was one of the benefits ob- 
temed by the exact defining of the value of the оки 
shares. The chief difficulty at Dolgarrog since the inception 
of the company had been the limited amount of water-power 
available. Had they been able to bring all the water obtain- 
able on their Watersheds into use, their profits both last year and 
the year before would have been very considerably increased. 
It was absolutely essential, if they were to bring the company 
te a really successful position, that the output of metal should 
be increased, and this could only be done by additions to their 
Water-power, They had. remedied the difficulties in connec- 
tion with the carbon works by removing these from Wallsend 
to Dolgarrog, and had now pot the works organised in such 
a manner that they produced a very much larger output. Last 
year he told them that work had been commenced upon the 
tunnel to bring the Dulyn water into the Bigiau Lake and 
the directors very much regretted that the failure of the con- 
tractor to carry out the terius of his contract had deprived 
the company of the possibility of obtaining Sonne benefit from 
this Water during the present financial year. Money was 
needed for carrying on this work, and he had, therefore, added 
to his interest in the company by taking a further £15,000 of 
the first debentures. Although this water would considerably 
add to their output they would, on completion of the tunnel, 
be faced with the fact that а large amount of water was 
going to waste because the lake was not large enough. It 
Was, therefore, with a view to providing another dam and a 
gecond pipe line that these debentures had been created, and 
they proposed, before placing these in other quarters, to give 
the present debenture holders and shareholders the oppor- 
tunity of taking them up. Trading profits showed an increase 
of over £2,000 above 1913, and this figure had only been pre- 
vented from being a much larger one by the fact that it was 
ni possible to manufacture any more metal for want of water 
power. The special expenditure on the Bauxite Refining Co. 
had been unavoidable, and to a considerable extent caused by 
the war. The item for special litigation was in consequence of 
а elana by Mr. Robertson Lawson, which the directors felt it 
their duty to contest. and in regard to which the legal authori- 
ties gave their decision against the company. The preference 
dividend continued to accumulate, but, in regard to the divi- 
dend on the participating shares, the effect of the conversion 
Which was made during the past year had been to make this 
Junk pari passu with the preference dividend. Had this not 
been done they would have been obliged, on the present occa- 
sion, to pay out to the participating shareholders a fifth of the 
net profits shown. The net result for the year was а profit 
or £7,512. The present vear so far was one of great dithculty, 
and, as they had been prevented from obtaining the benefit 
of the Dulyn Tunnel, it was not possible to make promises of 
any great improvement. A very large proportion of the com- 
рапух output was prior to the war sold to Germany, and a 
oston of very considerable ditliculty was created in August 
ust. but by careful handling the crisis was tided over and 
satisfactorily adjusted. The demand for aluminium continued 
to increase, and, although it was quite impossible to foresee 
the position at the termination of the war, there was ample 
Scope for the uses of the metal to be developed sufficiently to 
consume the output. Over 25 per cent. of their employés 
were elther called up or volunteered. for service with the 
Forces. They had had serious diticulty in maintaining their 
supplies of raw materials. In fact. had they not held excellent 
stocks at Dolgarrog they would have been in an extremely 
critical position. At Hebburn the bauxite works were not only 
faced with the fact that the French Government made bauxite 
contraband; they had also had grave. ditlieulty in obtaining 
Bulhicient coal, and the bauxite warehouse at St. Raphael had 
been commandeered by the French military authorities. Even 
after they had obtained a permit for shipment of bauxite 
from the French Government they found it almost impossible 
to charter ships for its conveyance. Naturally, all these things 
Yeacted on the profit and loss account, and it had not been 
possible to obtain ап increased price for the metal eominen- 
surate With them. In view of all the circumstances they had 
considered it Wise and in the best interests of the company 
tc transfer £ L616 to depreciation account and to carry forward 
the balanee of £5 286, i 

Мг. Arni F. Borr seconded the resolution, which was 
carried. unannnously. 


Birmingham District Power & Traction Co., Ltd. 


Tur annnal meeting was held on Monday at Electrical Federa- 
tien (сеч, Махаа, Mr © 8. B. Io presiding. Thoe 
CHAIRMAN said that there had been no addition to the capital 
account during the year, but the account bad been credited 
With £92195, the proceeds of the sale of certain omnibuses 
to the Випипи нап & Midland Motor Omnibus Co. During 
the year £7 265 debenture stock was purchased and cancelled 
at à cost of £6.15. The item of sundry debtors showed a 
reducti n of EI, Loans stood at a high figure, but it 
ied ИТ necessary tes таке advances to the Shropshire, 
We reestershire & Stattordsbne Месе Power Co., and the 
Birmingham & Midland Motor Omnibus Co. to enable those 
Colnpadies to tacet eoinimnitineutz contracted before the war 


broke out for absolutely necessary extensions of their bu 
ness. All expenditure was carefully ecrutinised. The same 
amount had been credited to renewals account as in previous 
years. The heavy expenditure on that.account last year was 
due to renewals falling due. £2,000 had been added to the 
reserve, bringing that fund up to £16,493, во that the total 
reserves amounted to the respectable figure of £67,000. ‘The 
traffic receipts showed a decrease for the year of £790. Ex- 
penses showed a decrease of £470. Ав a result, the amount 
available for appropriation, after placing 44, 00 to renewals, 
was £51,845, compared with £58,367 in the previous year; 
but the interest payable on loans was £8,750 less, owing to 
the loan from the Shropshire Co. having been repaid by the 
sale of the Smethwick Electric Supply undertaking to that 
company. The available balance, therefore, was £1,500 more, 
but the debenture sinking fund required £700 more, and after 
paying the same dividend on the preference shares and on the 
preferred. ordinary shares, and placing the ваше amount to 
reserve as in 1913, there was an addition to the carry forward 
of £700. Having regard to the effect of the war on the tram- 
ways during the latter half of the year, the net results of the 
company’s trading for the year might be considered Satie 
factory. The total revenue from their investiuents was &.. I. 
compared with £30,849; an improvement of £7,336. That 
represented a return of 3.71 per cent, on the cost of the còm- 
puny’s investments, compared with 3.05 per cent. in 1913, 
The increase of £7,400 in dividends was accounted for partly 
by the dividend on the deferred ordinary shares in the Flee- 
trical & Industrial Investment Co. and partly by the dividend 
received for the first time for some years on the company's 
holding in. the preference shares of the South Staffordshire 
Tramways (Lessee) Co.; and the first dividend on the prefer- 
ence shares held in the Birmingham & Midland Motor Omnibus 
Co. In the case of the latter company, the shareholders had 
cancelled the arrears of dividend on the preference shares, 
and a dividend of 5 per cent. was declared and paid for 1914. 
The rate had been increased from 5 per cent. to 6 per cent., 
and 16 was believed that that would be regularly paid in 
future. The South Staffordshire Tramways (Lessee) Co. had 
also cancelled all arrears of preference dividend and increased 
the rate of dividend to 7 per cent., and he hoped that in 
future the company would pay dividends on the preference 
shares regularly. The Dudley, Stourbridge & District Electric 
Traction Co, was compelled to reduce its dividend from 4 per 
cent. to 1 per cent., a direct result of the war. The Shrop- 
slire Power Co. had made good progress and paid the same 
dividend as in 1913, after placing £4,000 to reserve, against 
Which no such provision was made in 1913; and it had iu- 
creased the carry forward by a small sum. The company had 
obtained the sanction of the Treasury to raise further capital 
to the extent of £150,000, either by way of debentures or pre- 
ference shares, and negotiations, in which they, as the largest 
shareholders, were taking part. were now taking place with 
а view to obtaining that capital, which had every promise of 
materialising. On the outbreak of the war a mutual aid fund 
was promoted by the different companies for giving financial 
assistance to the dependents of employés. who had enlisted. 
That fund had already done much useful work and was much 
appreciated by the men. 39 men had joined the Colours. ard 
it Was becoming more and more difficult to carry on the work. 
It was a matter for satisfaction that during the year no 
serious labour troubles had occurred. In addition to their 
subscription to the mutual aid fund, they were paying a war 
bonus to all their employés to meet the increased cost of 
living. Owing to the shortage of men, an experiment was 
tried of training women as conductors, but it did not meet 
with the success it deserved owing to some opposition from 
the men, and it had to be abandoned. He was convinced, 
however, that it would shortly be revived, as week by week 
the drain of men became more and more acute. 

Mr. J. A. Lycrrt seconded the motion, which was carried 
unanimously, 


A Nwiss Issue.—The Columbus Electrical Undertaking 


Co., which was formed a few years ago as an investment company 
et Glarus, and is associated with the Brown-Boveri group, 
decided to make a loan issue of £400,000 in 6 per oent. bonds, to 
provide further working capital, and one-half of the amount is 
now being offered for subscription in Switzerland. At present the 
company, which has a paid-up ordinary share capital of £630,000, 
owns 75 per cent. of the share capital of the Compagnia Itslo- 
Argentina de Electricidad. of Buenos Ayres, which holds a oon · 
cession similar to that of the German Transmarine Electricity Co. 
in Buenos Ayres, and already has private, municipal and State 
contracta, which ensure an annual income of £240,000. The Italo- 
Argentina company also holde the whole of tbe shares in electrical 
undertakings in the provincial towns of Dolores, Corrientes and 
Pergamino, 


Manila Electric Railroad and Lighting Corpora- 
tion.—The report for 1914 states that the gross earnings were 
$1.602,001. а decrease of 896.592; operating expenses and taxes 
increased 827 628, while the net earnings from operation were 
$783.586, a decrease of $121.220. Four dividends of 1] per cent. 
making 7 per cent. for the year, were paid. Of the decrease of 
$96.542 in the total groes earnings, $32,000 occurred in the rail- 
way department. The electricity department earnings fell 89.999, 
the balance being caused by the closing-down of the trucking 
department. 
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Greenwood & Batley, Ltd.—The report for the year 
ended March 31st states that, after providing for interest on the 
debentures, expenses of management and doubtful debts, the 
accounts show a profit of £68,895, and the balance at credit of 
profit and loss at March 31st, 1914, £4,825, makes £73,220. The 
directors have appropriated £28,000 for depreciation and £10,000 
to reserve account, and they recommend a dividend of 124 per cent. 
per annum on the paid up ordinary share capital, leaving £6,418 
to be carried forward.— Financial Times, : 


Puebla Tramway, Light and Power Co.— The pay- 


ment on Jaly Ist of ooupon No. 8, due that date, on ite prior lien 
gold bond issue, which issue ranks in all respecte prior to the first 
mortgage bonds, is announced, but owing to the oonditions existing 
in Mexico the ooupon, No. 17, due the same date, on the first mort- 
gage bonds, cannot be paid. It is stated in the Press that a meet- 
ing of the first mortgage bond-holders will be held as early as 
possible in July to consider a funding scheme in connection with 
their bonds. 


Credenda Conduits, Ltd.—The report for the year 
ended April 30th shows that the profit, after providing for repairs, 
depreciation, directors’ fees, and reserve for income,tax, amounts to 
£5,147, which, with 4714 brought forward, gives an available 
balance of £5,862. The directors have written £1,000 off the 
goodwill account, and they recommend a dividend at the rate of 
8 per cent. per annum, free of income-tax, on the ordinary shares, 
carrying forward £862 — Financial Times, | 


Stock Exchange Notice.—Application has been made 
to the Committee to allow the following securities to be quoted in 
the Official List :— 


Electro Bleach and By-Prodacts, L43.—112,014 7 рэт ceat. participating 
preferenos shares of £1 each, fully paid, Nos. 1 to 112,044. 


Winnipeg Electric Railway Co.—Dividend 2) per 
cent. for the quarter to Jane 30th, being at the rate of 10 per 
cent. per annum on the fully paid up capital stock. 


Eastern Extension, Australasia and China Tele- 
graph Co., Ltd.—Interim dividend for the quarter to March 31st 
of 2s. 6d. per share, free of income-tax. 


Eastern Telegraph Co., Ltd.— First quarterly interim 
dividend of; 1} per cent. on ordinary stock, free of income-tax, | о; 


STOCKS AND SHARES. 


Turspay EVENING. 


Publication of the prospectus of the new War loan has had 
the useful effect of putting an end to the suspense which its 
advent had caused to act as a damper upon every market in 
the Stock Exchange. The new loan was bound to come into 
competition with existing issues, to the natural detriment of 
the latter, but we are all of us getting so accustomed by this 
time to be told that we must not mind enduring such little 
hardships, for the sake of winning the war, that nobody 
grumbles. Possibly there may be selling of some of the older 
securities, in order that the money may be freed for the 
taking up of the new loan; and this for a time will have a 
heavy effect upon prices. There is much relief felt, however, 
at the knowledge that no fresh public borrowing is likely to 
be required for some time to come; and, in spite of all official 
warnings, there are those in the Stock Exchange who declare 
their confidence in the end of the war being reached before 
the money raised by the present loan shall have become 
exhausted. 

With so much attention fixed upon the newcomer, it is 
scarcely likely that other securities can command an increase 
of public interest. The general tendency is still. disposed 
towards dullness- due, of course, to the War Loan, as noticed 
before, and also to the idea that, were Lemberg to fall, the 
consequences to our Russian alhes would prove unpleasant for 
the time being, although the advantage could scarcely be any- 
thing but temporary to the Germans. 

The Electric Lighting market holds its own with a good 
deal of firmness. For some shares there is insistent demand. 
On the other hand, the remaining sections with which we deal 
mostly lean to the lower side, and the quietude of business is 
in itself а cause for the sagging away of prices here and there. 

Home Railway stocks are decidedly on the down grade. 
The Steam issues have dropped abruptly, and, in syinpathy, 
those of the Tube companies are also lower, although not to 
any great extent. Underground Electric Incomes shed 1}, be- 
cause there is still something of a speculative account left in 
them. The shilling shares were called nominally 5s. the other 
day, though the price was a trifle optimistic; actually, at the 
present time, it is 4s. 6d. middle. The stafting of the various 
stations on the Tube lines with women is rapidly growing, 
and adiniration of the way in which the young ladies perform 
their duties is in no wise. diminished by the pardonable 
curiositv occasionally displayed by oan“ offictallass’’ more 
interested in some happening in the street than in the clipping 
of tickets. | 

Brazil Tractions continue to move in volatile fashion— 


actuated chiefly by the vagaries of the fluctuations in the Rio 
rate of exchange. Within the past week the price has been 
up to 53 and down to 51, with a good deal of business (in 
small lots) taking place day by day. The Mexican division 
marks time, holding its recovery of a fortnight ago, but not 
sufficiently supported by fresh buying orders to make a fur- 
ther forward movement. Mexico Tramways common shares 
were done the other day at 33; and the 5 per cent. first mort- 
gage bonds of the Mexican Light & Power Co. are changing 
hands occasionally on the basis of 25—a fall of 55 points in 
the less than twelve months. Mexican Electric Light 5 per 
cent. first mortgage bonds are quoted at about the same price 
as those of the Light & Power Co., and can be dealt in on a 
similar basis. From which it is manifest that quotations aro 
slightly less nominal than they have been until just lately. 

The Anjlo-Argentine Tramways group is steady, with 
inquiries for the 4 per cent. debenture stock, and a little busi- 
ness is doing, too, in the first preference shares, the yield on 
which comes to 63 per cent. Bombay Electric debenture stock 
has again risen a point, and other descriptions in the foreign 
market are very firm. 

The Madras Electric Supply Corporation turned its defici- 
eney of £5,300 in 1913 into a profit of £300, but as the sinking 
fund caine into operation for the first time last year, and the 
company also received less interest, the net result for the 
year was a loss of £11,700. The present debit balance is 
£43,000. The company, however, is now equipped with new 
plant, so that it ought to be able to develop on more progres- 
sive lines than has hitherto been possible. The £5 ordinary 
shares, which stood at 3. when war broke out, have not 
changed hands since the Stock Exchange re-opened last 
January. . 

The Imperial Tramways Co. shows that, to maintain the 
ordinary dividend at 4 per cent., £2,000 had to be taken from 
the dividend equalisation fund. Expenses advanced faster 
than takings, but the net profit of £17,600 is only £200 less 
than that of the previous year. The company, of courre, 
received no dividend on its holding of ordinary shares in the 
London & Suburban Traction Co. in respect of 1914. British 
Electric Tractions hold the advances which they recently made 
on the dividend announcement and report. 

Lively dealings have sprung up within the last few days in 
the shares of the Colombia Саа & Electric Co., which have 
hitherto been stagnating at about 10 for the $100 shares. The 
price jumped to 14} on the announcement that а deal has 
been practically closed whereby the Colombia Co. secures con- 
trol of the United Fuel Gas Co.; but the advance brought in 
sellers, and the price reacted to 124. | 

Electric Constructions have been good at 13s. 6d., and there 
was a rush of small ordere early this week. "The shares scem 
to have become suddenly popular with a comparatively wide 
circle of small investors. British. Aluminiums hardened to 
2g., though the preference are a shade easier at 155.. 3d. 
London has been a seller of the latter, while support was 
forthcoming for them from the North. India Rubber shares 
eased off to 31 and British Insulated to 11. Other Manufac- 
turing shares are quietly steady. 

The Telegraph group is generally easier. Some idea can be 
gathered of the limited character of investment markets by 
the fact that the sale of a few hundred pounds sufficed to put 
down Eastern Extension 4 per cent. debenture stock some 3} 
points. The price hitherto had been 9)—fairly high, of 
course, considering the vield obtainable from Trustee securities. 
Industria] debenture stocks are now likely to move on to a 
lower plane of price all round, in consequence of the coinpeti- 
tion of the War Loan. Investors who were content to buy 
unimpeachable stocks in the industrial eoinpanies to yield 44 
to 5 per cent. will probably elect to pass by such issues in 
favour of the national loan. Patriotism and 44 per cent. form 
a tempting pair: and although the price of the loan may go 
to a premium, the effect upon issues all round cannot fail to 
make itself felt for a long time. 

Anglo-Amerieans are easier, after their recent rises; and 
fal's have occurred in Globe preference, Western ordinary and 
Eastern Extension shares. Marconis slipped back a little, and 
the prices of the subsidiaries are scarcely so firm as they were. 
It may be recalled that. in their circular of three months ago, 
the Marconi directors stated that the works and all the com- 
pany's staff have been working under the highest pressure 
throughout the period of the war, although the company’s 
business had been necessarily disturbed. In consequence of 
a number of matters being in abeyance at that time, the board 
were unable to estimate with sufficient reliability the results 
of the business of last vear to warrant them at that moment 
in declaring an interim dividend upon the ordinary. shares. 
Therefore, the next dividend announcement, when it comes, 
will be in respect of the full twelve months. 

The rubber market is one of the firmest in the Stock 
Exchange. Business continues animated, in spite of the 
quietude prevailing in other sections. Prices are well main- 
tained, in consonance with the quotation for the raw product. 
Buvers still predominate, and in many of the higher-priced 
shares there is uot sufficient supply to go round. The 
Armament group is inclined to be easier, and such shares 
as Birmingham Small Arms and Kynochs reacted somewhat 


sharply. For the time being, this section is a little out of 
favour. Not so, however, that for Copper shares, which con- 


tinue to rise steadily, the пиргоуешеп being more marked in 
the case of the lower-priced descriptions than in that for the 
heavier shares. | 
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SHARE LIST OF ELECTRICAL COMPANIES. 


Нома Execraiciry COMPANIES, . 


: Price 
Dividend, June 22, Riseorfall Yield 
1914, 1915, this week. p. o. 


Brompton Ordinary .. ee . 10 " — £6 1 8 
do. 7 per oent. Pref, .. .. 7 1 — 410 4 
Charing Cross Ordinary T - 5 4 —} 6 5 0 
do. до, do. Pref. ee 44 tà — 5 9 1 
do. do. City Pre , ee ee 4 4 = Б 12 6 
о. 0 ee oe oe oe 4 90 — 4 9 0 
Chelsea oe eo ee eo ee 5 48 == 6 8 1 
do. 43 Deb. ee oe ee oe 43 92 — 4 17 10 
City of London  .. ar as ве 9 133 — 611 0 
do. do. 6percent. Pref. .. 6 12 — { 6 0 0 
do. do. 6 Dab. ee oe ee 6 110 =. 2 4 11 0 
do. do. 43 Deb. ee ee 4$ 96 oa 4 18 10 
County of London ea T os 7 112 — 6 8 1 
do. do. lat Deb. ee oe 4 100 — 4 10 0 
do. do. Ind Deb. ° е oe 4 95 xd — 4 14 9 
Kensington Ordinary .. TA -— 9 1 == 6 8 7 
London Electric .. es 24 5» 4 14 — 8 0 0 
do. do. 6 per cent. Pref. .. 6 5 — 6 0 0 
do. do. 4 ob. ee oe ee 4 87 -— 4 19 0 
Metropolitan ee ee . о oe 8 — à 6 16 8 
do. 4 Bet оеп}. Pref, oe 4 -— b 19 6 
0. b. oe oe МС 94 — 4 15 9 
do. Deb. ee ee ee 14 — 4 12 0 
St. James' and Pall Mall ДЕ . 10 74 — 618 4 
. do. do. 7 percent. Pref. 7 62 — 6 910 
do. do. do. 83 Deb. #5 84 16 — 418 4 
Bouth London ee ee oe ee 6 3 5 6 13 4 
South Metropolitan Pref. vii T 1 11 — 6 4 5 
Westminster Ordinary .. ae oe 9 — 6 4 3 
do. 1 Pref. oe oe ee 4$ 43 — 4 14 9 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. oe ee ee 6 p en i b 18 9 
do. et. ee ee oe 14 22 do T à 6 18 4 
Chile Telephone oe ee oe ee 8 62 — 6 18 b \ 
Cuba Bab. Ord. oe ee ee ee 5 84 — 6 17 8 
do. Pref. oe oe ee oe 10 16 — 6 18 4 
Kastern Extension TIC | 122 — i *6 6 7 
do. 4 Deb. ee ee 4 574 —94 4 11 5 
Eastern Tel. Ord.. е oe е oe 7 131 — А *6 1 9 
do. 83 Pref, ев oe ee 8% 753 = 3 4 12 9 
do. 4 Deb. ee oe ee 4 91 == 4 8 0 
Globe Tel, and T. Ord, ee ee oe 6 11 — *6 4 9 
о. Pref, oe ee oe 6 114 — i b 4 4 
Gt. Northern Tel. T T . 22 — 6 18 4 
Indo-Buropean oe ee oe ee 65/. — 6 0 4 
Marconi ee ee oe ee oe 20 1 12 т 16 11 0 8 
New York Tel. 43. . ee ee oe 44 97 -— 418 Q 
Oriental Telephone Ога, oe oe 10 2% -— 414 1 
do. Pref. ee ee 6 lw — 6 1 1 
Tel, E t Deb. eo ee oe ee 4$ 88 tam 5 2 8 
United 0 Plate Tel. oe ee oe 8 6 = 7 10 0 
о. Pref, ee ee 6 b — b 0 0 
West India and Pan. ee oe oe 1 1} = 8 0 0 
Western Telegraph > T T 1 18i — 3 6 0 9 
do, 4 Deb. ee ee 4 1 0 —1 4 9 0 
Home Калта 
Central London, Ord. Assented .. 4 75 — 2 5 6 8 
Metropolitan ee ee oe ee 1 284 т 1 4 7 0 
do. District ee ee e Ni 144 — Nil 
Underground Electric Ordinary  .. Nil 1 — Nil 
do. do. A" ,, ee Nil 4; — Nil 
до, do. Inoome e» 6 733 —1j *'0 6 8 
Forgion Trams, &c, 
Anglo-Arg. Trams, First Pref, oe 6 4) — 6 2 8 
do. and Prel. ee ee Bi m 7 6 8 
do. 4 Deb. 4 B54 +1 418 6 
do. 4à Deb. ee ee 43 87 — b 8 6 
do. b Deb. ee ee 6 861 — 6 15 7 
Brazil Tractions .. E oe — 6 61 — 11 18 0 
Bombay Electric Pref. .. as ae 6 1 — 6 16 10 
do. 44 Deb. oe T 4 93 41 417 4 
Mexico Tramm - oe . Ni 33 — Nil 
do. 6 рег cent. Bonds .. — 59 — Nil 
Merican Light Common ze .. Nil 20 — Nil 
do. Pref, oe eo ee Nil Н — Nil 
do. lst Bonds  .. 4 = 48 — — 
Adelaide Sup, 6 per cent. Pref, - 6 545, — 618 0 
do. 6 Deb. eo oe ee 6 108 — 4 11 1 
MANUFACTURING COMPANIES. 
Babcock & Wilcox i Шш oe 14 24 — 5 12 0 
British Aluminium Ord. МА T 6 22/- 4 83d. 412 0 
do. Pref. ee ee 6 18/3 —8 * 6 9 9 
British Insulated Ord, .. T .. 15 11 — { 618 4 
do. Pref, .. oe ee 6 — 5 0 0 
British Westinghouse Pref. .. oe 78 1 — 8 0 0 
do. 4 Deb... ar a “> 4 72 — 611 1 
do. 6 р. lien ee ee ee 6 101 — b 19 0 
Callenders . ee oe ae ee 15 114 — 6 8 4 
do. b Pref... oe oe oe 6 b = 6 0 0 
do. 4) Deb, ee ee ee 44 98 — 4 13 4 
Castner-Kellner .. T T . 15 81 — 412 6 
. duson & Swan, £8 pd. F eS Nil 12/6 — Nil 
do, do. 4 Deb... s "T 4 63 — 6 7 0 
do. do. 5 , Deb. А 23 6 60 — 8 6 8 
Electrio Construction .. — T 6 18,6 xd + 6d. 8 17 10 
do. do. Pref, ee ee 7 1 xd — 1 0 0 
Gen. Elec. Pref, .. ks > 6 10 — 6 0 0 
Henley ae a 20 14 = *113 8 
do. d Pref. oe ee oe oe 44 4 — 4 12 4 
do. 4 Deb. oe ee ee ee 44 97 = 4 12 9 
India Rubber ке А si 05 "i — 1 511 8 
Telegraph Con, ee oe ee oe 20 87 — 6 9 10 


* Allowance made for dividends being pud free of income. tax. 


Calcutta Electric Supply Corporation, Ltd,—The 
number of unita sold to consumers during the five weeks ended 
April 30th, 1915, amounted to 2,175,193, compared with 1,713,988 
units in the corresponding five weeks of 1914, 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the fizures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstanca, 


Wednesday, June 23rd. 


CHEMICALS, ао. сама N 
e Acid, Hydrochloric ee ee per owt, 4/6 ee 
а x» Nitric .. өө өө өө м 19/- eo 
а n» Oxalio ee ee ee per Ib. oe ee 
а „ Sulphuric... eo e. per оті, m oe 
а Ammoniac Sal ee $4. tee » £49 ee 
a Ammonia, Muriate (large orystal) per ton £40 ie 
a Bi powder.. oe oe и £9 eo 
a Bisulp of Carbon ee eo “ £21 oe 
EBORE a Бам oe ee ee и 720 oe 
a p oo өө ee қ T 
a Cera ATi m ee ee oe м &85 ee 
a н White Sugar eo ee и . ee 
a н Peroxide oe ee eo " ee oe 
e Methylated 8 irit ee ee өө per fal, ee ee 
a Potassium, Bichromate, in casks per Ib. 4d. А 
а Potash, Caustic (88/90 9) ee рег ton E s d 
а » Chlorate oe oe өө per lb, 1/6 ee 
а » Perob lora to ee ee 90 1/6 — 
a Potassium, Cyanide (98/100 %).. " Мот. 4 
(for mining purposes only) · 
е авав. t Magn eo ee ee рет 65/- oe 
B о ee ee pet ee . 
a Sulphur, Sublimed Flowers ee 90 211 10 oe 
a » Reoovered ee ee м £8 ee 
a " Lump oe se ee 7 £8 10 2. 
а Boda, Caustic (white 90/9 9%) .. " 410 2 6 
a » Chlorate ee oe ee per lb. 103d. "P 
a ee ee ee рег ton 45J- T 
a Sodium hromate, casks ee per lb, Bid. ee 
- METALS, &0, 
ева m in on юш per ton £106 £5 icc. 
b ots | 
| б (1 to 14 АКУ]! н 41 25106: 
b Bheet, in ton lote ee " 2135 £5 inc. 
p Babbite'smetalingots .. .. „ 250 to £991 5 
c Brass (rolled metal 2° to 19° basis) per lb, 1/21 $0 1/2} 
C n solid drawn) b — 1/24 to H8 .. 
c 4 Wire, Wu. wes ас a 1/24 to 1/22 " 
c Copper Tubes (solid drawn) " 1/2} to 1/24 «s 
8 „Ё Bars (best selected) .. per ton £110 £6 ine. 
8 м Sheet ee ee ry) м £110 a6 ine, 
g 90 Rod oo eo Bare ee “ E £6 inc. 
lectrol ee £4 inc. 
@ : E В =~ Bheete .. ^» £114 £4 inc. 
d и и Rods ee » £102 £4 inc. 
d wn к Н.О. Wire per lb, ИР id. inc. 
1 Bbonite Rod ee ee ee " у. ee 
f » Sheet • өө ee м 9/6 oe 
a German Bilver Wire ee ee 90 1,8 ee 
h Gutta-peroha, fne.. оо ве m 6/10 - 
b India. rubber, Para fine " 3/62 id. dec. 
Iron Pig (Cleveland warrants) .. pet ton 65/6 Ad. inc. 
1 м Wire, galv. No. 8, Р.О. qual, м £22 * 
g Lead, in Wire oe 98 eo. ee "lb £26 £25 dcc. 
am Manganin о. ee ee P "P 
g Mercury oe ee ee oe Ber bot, #15 15 to £16 ee 
e Mioa (in original cases) small .. per Ib, 4d. to 3/6 92 
@ м м и medium и 8/. to 50 oe 
09 ^ » м м өө 6a 6/6 to 10/6 & up. ee 
o Nickel, sheet, wire, &o. oe ee и Nom. ea 
p Phosphor plain ü 1/1 to 1/84 
" » rolled bara & ^ 1/2 to 1 
р м rolled strip & sheet " 1/34 to 1 К 
o Platinum eo oe ee eo pet 08, 185 
d Biliclum Bronse Wire . per ld. M3 . 9d. inc. 
Steel vpn arid Dani өө ry) per ton £8 oe 
g Tin, Block (English) ... n „ 4170 28 ine. 
п Wire, Nos. 1 to 16 .. ee per Id. 2/8 «s 
White Anti-friction Metals — .. per ton £52 to £194 a 
f Zino, Bh't (Vieille Montagne bud. " Nom, ee 
Quotations supplied by— 
a G. Boor & Co. i Bolling & Lowe. 
b The British Aluminiam Oo., Lid. k Morris Ashby, Ltd. 
c Thos. Bolton & Sons, Ltd. 1 Richard Johnson & Nephew, Lid. 
d Frederick Smith & Co. m W. T. Glover & Co., Lid. 
e F. Wiggins & Bons, a P. Ormiston & Sons, 
f India-Kubber, Gutta-Percha and o Johnson, Matthey & Co., Ltd, 
Telegraph Works Co., Ltd. L 
g James 4 Shakapeare, г W. F. Dennis & Co, 
b Eaward Till 4 Oo, 


The Russian A,E.G,—It is stated that the accounts of 
the Russian A.EG., of Petrograd, show gross profits of £392.000 
for 1904, as compared with £342,000 in the previous year. After 
deducting interest on loans and defraying general expenses 
amounting tO £178,000, as against £159,000 in 1913, there remain 
net profite of £206,000, as contrasted with £155,000. It is pro- 
posed to pay a dividend of l0 per cent. on share capital of 
£ 1,200,000, as compared with 9'4 per cent. in 1913, but the payment 
on shares in German hands is reserved until the conclusion of 
peace. The report of the directors regards the results as favour- 
able, although the turnover decreased by 10 per cent. over the pre- 
ceding year, and difficulties were experienced in securing delivery 
of coal and other raw materials, The orders now on hand already 
exceed the total turnover obtained in 1914, and with the object of 
manufacturing articles which have hitherto been imported, it is 
mentioned that the company haa entered into close relations with 
the General Electric Co., of the United States, and the British 
Thomson-IIouston Co., in London. 
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EXPORTS AND IMPORTS OF ELEOTRICAL GOODS DURING MAY, 1915. 


THE returns of electrical export and import business for the As regards the importe, it will be noticed that the considerable: 
month of May show, as regards the former, a slight falling-off, increase in business in May was due entirely to Continental 
and for the latter, a considerable increase on the April totals, activity, as American imports reached practically the same value — 
Thus the exports for May amounted to £380,159, as compared with £184,000—in the last two months. 
£383,610 in the previous month, while the imports reached The bulk of the increased import business represented machinery 
£268,848, as against £230,752 in April. Тһе re-exports for and telegraphic and telephonic materia), and it is interesting to 
May amounted to £13,299, as oompared with 411,167 in note that Swiss machinery imports into this country reached the 
April, showing a slight increase. Daring the month electrical high value of over £30,000. 
machinery exports reached a total of nearly £155,000, or India was, as usual, our best customer for electrical material; 
& little more than in April, while cable exporte showed & consider- our ally, France, made substantial purchases, as also did Holland 
&ble advance,  Telegraphio and telephonio business fell away, and Norway, amongst European oountries; while the Australian 
however, and the total result was a decrease of some £2,000 market was a good one during the month. 
compared with the April export figures. ` 

Registered Exports of British and Irish 


Electrical Goods from the United Kingdom. 


з |55 |8 | 8 ; S екл poc ЕРЕ | 
ИЛЕ ЛЕ 3, „ opla el „ 
Destination of exports and country consigning | ri- В | oss лав 98 285 | Ёт z EE E E | gs 8 |955 яи | LE 
imports. Sas | 223 „ EH | Беш ов $3 833 Ta | в 858 554) о 
БЕ ИЕ „% „h 2 323 
$ «| ная ea! с Ae |= £ н Б А $8 332 837 
— E Е | m | = fa E ELI 
ik Te Re C ete & | x в| |) £ £ 
Russia, Sweden, Norway and Denmark ... | 2,181 | 5,991 512 18 | 3,387 | 1,765) 12,116) 920] 411 | 799 | 2,628) 2,573 | 33,301 
German West Africa ... T sap РЕ an РУ 808 wm E es "T E e „ | es . | 202 202 
Netherlands, Java and Dutch Indies xd 494 110,422 468|  ... 2 б 925 114) 230] ...| 1,729| 3,928 | 18,308: 
вш eee |. |. % EEEE GN se] us 
France. 1622 | 338 | 1,077 ... | 142 37 9,34 2,131| 1,288 | 39 |10,525110,589 | 37,129 
Portugal ves y a sas ro t" | 37 | 45 190 ТР 156 101 1894 BPO C uil 18| 1,668 2,499 
Spain, Canary Isles and Spanish N. Africa... 472 | 117 | 312| 24 | 29 214| 1,997 348! 61| 35 1565 253 4,017 
Switzerland, Italy and Austria-Hungary ... 435 6% ЧӨ! uu 39 2.246 1,609 22 10 Y 45| 1,882 | 6,363 
Greece, Roumania, Turkey and Bulgaria ... 30 322 | 11) I&i -Si ices vee x1 is CR 2 8 488 
ChannelIsles Gibraltar, Maltaand Cyprus... | 328 | 73 10(| 22 баё 209 224 4 26 13 3 318 | 1,316 
U.S. A., Philippines and Cuba ese % | 488 |: 6, 256 ID 1. «ad 380 489 10 88| '... s] A19] R48 
Canada and Newfoundland ... а: gat '£9 * | 118] 159 95| 2930) 2,460] 418 1,917 me 319| 318 | 8,758 
British West Indies and British Guiana ... 3 166 | 87| ТТ җе d. esas 1891 . 23 10 77| 81 | 607 
Mexico and Central America АРА T 96 | даз ise оа | 24 | „ n сеа 414 486 
Peru and Uruguay s: .. .. «| 18 | 1,696 | ..| 25| -c - 960] „ 17] oe 196] 48 | 2,949 
Chile ss .. .. — 0 .. 97 368 | 697 37|] „ | 14 81 .. 16| < | oe | 68) 14508 
Brasil. | 980 | 1.541 | 420 431] .. | 170] 4,998] 537] 322| ..| 49] 850 | 9,488 
Argentina ivi bos s bes 810 591 | 939 | 2,499 285| .. | 981| 1,7800 656) 295 7 582 3,301 | 11,881 
Colombia, Venezuela, Ecuador and Bolivia... 47 TT СОО ne T. des 16| E uode 232| 6 | 405 
| | | | | | | | 
Egypt, Tunis and Morocco ... i e. | 624 | 172 | 100 а | 29 177 3,022 281 217 | 37 55 469 0,986 
British West Africa... . 9 110 12) 27 183 137] 332| 6| .. | ..| 118| 164| 1,048 
Rhodesia, O. R. C. and Transvaal ...  .. | 708 | 380 1,158 751 14 148] 1,97] E] 76 | 117] .29] 38 5,440 


Саре of Good Hope T 855 e eee | 1,502 | 1,802 747 948 | we 1801 1.552 12! 129 5 
Natal ... 193 | 3,087 4301. S372 | -a 18} 3139) ...| 141 40 


Zanzibar, Brit. E. Africa, Mauritius & Aden 126| 64 88%! 1: ООК: Si ..| 614] 891, 182 
Azores, Madeira and Portuguese Africa  ... 177 | 162 55 8$. ^ < 114| 1,270} ... 603 15 | 83 52 | 2,563 
French African Colonies and Madagascar... |  ... | SOME, жы ue 4n ane 561] ... | 925 А NI TM EM SU 
, A. WE pe xe] ORE OSEE 108 280 med n» BEES RE ме P ocxel Red ae | 2082 
China and Siam ii ss ww x» o T7884 14D] BES 808 | 26 695|  811| 1,416] 234 189 | 1,042 730 | 7,195 
India ... We Ча” ave oua ... | 1,250 | 8.679 | 4,059| 1,705 41 | 1,510) 17,469| 1,896| 2,231 | 551 2,423 1,232 | 43,046 
Japan 20 | Sai "usd 038 87 2,096| ...| 240 47. |] i 60 | 2,869 


Ceylon ... sa 


i: = 920 n ies 97 | 1,073 | 170 81 ia 10 75. 27 20 73 3| 801 3,10 
Straits Settlements, Fed. Malay States and | | 


| 

Sarawak 815 | 296 | 704) 197 d 38(| 3,360| 625 146 | 128 | 105| 767 | 7,523 

Hong Kong on бан ќан - 190 | 1,373 253 15 „ | 232) 1,870/16,882| 19 | 86 | .. | 5 | 20,455 
| | | | 

West Australia „ m „ мк 129 316 161] 8641 .. | 365 5388 824] 472 24 | | 7,282 
South Australia sev, Wes cee: е |, 146, 6095.1. ВБ: LER soel 37 2291 60 ... 1.010 | 5,663 
Victoria „ du c ue cwm Ge b BRS BOSE 208 $0061 - А 399| 5,801| 7,45) 489 | 80 | 6,333) 111 | 33,598 
New South Wales „ | 1116 | 5,749 | 1431| 1,665 | ... 678 14 892|. 75| 1,298 65 | 3,961! 618 | 29,846 
Guil Lu ‚•‚²·˙ü o oux чы! АЮ 982|- 33 DE] s 541 2692| ... | 264 566 278 5,952 
Tasmania D vine 30 100 „ 539 | | 248| 8| 2,931 


New Zealand and Fiji Islands ec oe | 1,649 | 6,899 | 1,918) 1,415 TT 431, 9,889 3,767 1,419 SA 5.225 2,280 | 34,892 


— — — — — — — — — - -- — — 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark  ... 210 88 | ... T 975 е, | 3,610 | 1,961] 1,447 | ... 5,081 13,382 
Holland... eee ees eee eee eee 419 ese 12 6,051 331 [IE] 99 eee [2r] 606 өгө 6,912 
Belgiam eee eee eee eee + 660 © ese eee seo ees eee eee eee ees eee eee eeo (KAJ 

Franoe ... өөө vee өөө T eee 260 116 | 676 956 | 875 | 1,893 645 ss 6,941 1,603 255 13,720 
Switserland ... өөө өөө eee ees | 3,248 14 29 60 85 675 31,636 ues wae 563 239 36 539 
І eee 600 озо зе eee eee eee 8,169 eee eee 91 720 890 see eee 253 ооё 10,053 
Austria-Hungary eee eee 000 eee ese eee ese ese See еве eos 606 


United States. 0... 9,158 | 3,636 11,355 | 2,547 [5,915 | 290 |14,959 f, % | 3,557 58 9.970 184.319 


Total, д 118,355 111,978 12,072 | 9,614 8, 202 | 3,018 151,839 19,884 111,945 17,988 15,535 264.925 


Additional importa.— Spain, goods, £1,794 ; arc lamps, £32; mi chinery, 470; battery, 21,734 ; telegraph and telephone material, & 220. 
Canada, goods, £46 ; arc lampe, £13 ; carbons, £14. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


1,919 129 705 | 6,750 [ 


Various countries, mainly as above... 885 га | 995 | 459 LA sos | 244 


TOTAL Exports: £380,169 TOTAL Re-Exports : £13,289 TOTAL IMPORTS: £268,848 


NoTE.—The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third column contains many amounts relating to goods otherwise unolassified, the latter, doubtlees, consisting of similar 
тарар to pecie ta in adjacent columns. Imports are credited to the country whenoe consigned, which is not necessarily 

eountry of o Б 
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IMPORT TRADE OF PERU. 


THE following statement showirg the imports of electrical and similar goods into Peru during the year 1913 is extracted from the recently 
issued trade statistics. Detailed figures for 1912 are not available, but the total values of the various classes are given for purposes of 


comparison. i 


Machinery Spare 
other than Machinery parte for for g 


Trans- 
= agri ' i irri mission 
е, ud tender, of all | doner роЦете. polting. 

machines. | kinds. | mining. | 

L] 
& & & £ & & 
Great Britain... 32,000 11,000 14,000 2.000! Б 000 12,000 
Germany... ...| 64,000 25 000 5,000 | 18,000. ... | 1,000 
France ... ... 7,000 7,000 e MEE LEN 268 
United States. . 195,000 | 43,000 | 33,000 | 10,000 | 5,500 5,000 
Belgium. s 2,000 | ... 1,000} ... 
Other oountrie! 5,000 | 1,000 | 2,000 | 1,000 50! ... 
Total, 1918... 303 000 87,000 | 56,000 | 25,000 12,000 18,000 


— À — — ee ˙—ñä— — 


— — ———M — —————. 


* Not shown separately in 1912. 


Total, 1912... 138,000 63,000 27.000 | 13,000 18, 000 12,000 . | 15x 000 i 


t Includes the items in the three preceding columns. 


| Telegraph | 


Rails (Scientific . , and ; 
and telephone Co Electrica! 
Coal. d Instru- 
tramway ee, шеша: uff me 
. apparatus. | 
& | «„ £ 4 Р | £ 
8,000 | 156,000 9,000 2, 000 NT NE Ss 2,000 
eve 65,000 T 2,000 500 1,000 | 5,000 | 15,006 
eee њое eee 2,000 [I1] ее eos 
7,500 23,000 92,000 , 1,000 1,000 4,000 3,000 | 25,000 
2,500 ecc 28,000 eee eee ее eee 
exa 157,000 1000  J.. 500 4,000 
18,000 | 301,000 | 130,000 7,000 | 2,000 re 146.000 
- F . 
3.500 ii 125,000 


i 


1 Largely Australian. 


— ——M . —— ———————— ͤ ä46äG —— 
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INCORPORATED MUNICIPAL ELECTRICAL : 


ASSOCIATION. 


Ох Thursday and Friday, last week, the members of 
the above Association foregathered at the Institution 
of Electrical Engineers, London, where the annual 
meeting was held instead of at Dundee as previously 
intended. 

Naturally the proceedings were overshadowed by 
the national crisis through which the country is pass- 


ing, and many familiar faces were missing, includ- . 


ing, of course, that of the President, Major Richard- 
son, of Dundee, whose military duties precluded 
his attendance, and whose place was ably filled by 
Mr. A. C. Cramb (Croydon) as Acting President. 

Under the circumstances the annual convention, 
to which we have all become accustomed, was dis- 
pensed with, but as it was necessary under the articles 
of association to have an annual meeting, it was de- 
cided to arrange a two-days' programme confined 
more or less to urgent matters of business. 

This included reports on The practical result of 
the Point Five tariff," by Messrs. A. S. Blackman 
(Sunderland) and T. Roles (Bradford), and on The 
use of electric vehicles in municipal service," by Mr. 
F. Ayton (Ipswich), both of which were discussed 
at some length; also the annual report of the Council 
and election of officers for the ensuing year. 

Other features were a parade of electric vehicles 
following the afternoon's discussion on the subject, 
and an unofhcial meeting of the Point Five Associa- 
tion in the evening, where, in the congenial atmos- 
phere of Tricity House, the temporarily depressing 
influence of the morning's discussion on the Point 
Five tariff was dispelled. 

It 15 a matter for regret that the discussion on 
Messrs. Roles and Blackman’s report should have 
miscarried, as it certainly did; most of the speakers— 
even some of the devotees of the Point Five Associa- 
tion, who, however, may have taken the matter for 
granted—avoided marked reference to the essential 
feature of this tariff the offering of a rate not ex- 
ceeding 4d. per unit for the furthering of domestic 
heating and cooking—and addressed themselves to 
discussing the weak points of the rateable value 
system of assessing the primary charge which, being 
that with which the authors were best acquainted, 
was perhaps unduly emphasised in the reports. Thus 
an excellent opportunity was missed of convincing 
the sceptics, who still appear to be numerous, of the 
utility of the 4d. rate. 

No one, so far as we are aware, has claimed that 
the rateable value method of assessing the primary 
charge is suitable under all conditions — for the 
matter of that, no tariff ever is—and its irregularities 


do not appear to be more serious than in the case 
of other tariffs based on floor area measurements, 
or watts installed. The tariff maker cannot get away 
from approximations and there is a good deal to be 
said for a tariff which, despite its imperfections, at- 
tracts the consumer, if it leads to legitimate business. 

The electric vehicle discussion revealed consider- 
able interest in the question of municipal use of the 
electric,“ particularly for refuse collection for 
which purpose it shows an undoubted saving. Several 
speakers referred to the excessive first cost of the 
electric vehicle, which, as we pointed out in these 
columns at the time, attracted a good deal of atten- 
tion at the annual convention of the Electric Vehicle 
Association of America last year, and we were glad 
to hear a seller of these vehicles candidly agree that 
the price is too heavy and that his firm put much 
more work into their petrol cars costing less money. 

If this statement indicates a disposition to drop 
prices in order to stimulate the demand, rather than 
wait for the demand to stimulate the discount, it ts 
so much to the good. The plan adopted by the 
Hampstead Electricity Committee, of purchasing an 
electric vehicle and hiring it out to the Works Com. 
mittee, in order to get over the difliculty of first cost, 
is worth noting; we believe it is being considered in 
other directions. | 

Of the vehicles shown at the parade on the 
Embankment, those of the business type are mostly 
familiar to our readers, having been described in our 
pages from time to time; several excellent examples 
of passenger-carrying electric were also shown, in- 
cluding an Edison Limousine, of handsome design. 
having a 50-60 mile range on one charge, which is 
not included in the tabulated list of vehicles on view. 

At the business meeting held on the Friday morn- 
ing, the annual report of the Council was passed with 
remarkable celerity; we hope to deal with it at length 
in our next issue. 

Mr. Снаттоск urged the necessity of giving 
financial support to the work of the Engineering 
standards Committee; Mr. Faraday Proctor men- 
tioned that a representative deputation of engineers 
had waylaid the Treasury with a view to facilitating 
municipal loans, but without result; and both report 
and balance-sheet were adopted, as also were the 
reports of the Development and Electric Vehicle 
Committees. 

The Officers and Council elected for the year 
1915-16 are as follows: — 

President: -A. C. Cramb, Croydon. Senior Vice- 
President: *F. M. Long, Norwich. Junior Vice- 
President: *A. H. Seabrook, St. Marylebone. Past 
Presidents: G. Wilkinson, Harrogate; В. A. Chat- 


tock, Birmingham; H. Richardson, Dundee. Hon. 
Solicitor: ld. C. Pearson, Bristol. Hon. Sec.: 
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*H. Faraday Proctor, Bristol. Hon. Treasurer: 
*J. E. Edgcome, Kingston-upon-Thames. 

Members of Council—Engineers: J. W. Beau- 
champ, West Ham; A. S. Blackman, Sunderland; 
S. E. Fedden, Sheffield; T. Roles, Bradford; W. A. 
Vignoles, Grimsby; W. Wyld, Hampstead; *S. E. 
Britton, Chester; *W. W. Lackie, Glasgow; *S. L. 
Pearce, Manchester. Committee Representatives: 
Councillor Crowther, Sheffield; Ald. Ellaway, Bir- 
mingham; Ald. J. P. Smith, Barrow-in-Furness; 
Bailie W. B. Smith, Glasgow; *Councillor H. R. 
Barge, Poplar; *Ald. Sir J. Beecham, St. Helens. 

Some discussion took place as to where the next 
annual meeting should be held, and it was agreed 
to leave this matter to the Council, Mr. Faraday 
Proctor expressing a hope that it would be anywhere 
but London, as meetings in the metropolis were 
always rather a failure. 

A resolution was carried that the Government 
should hold itself responsible for damage done to the 
plant of electric suppliers through the war. It was 
pointed out that the Government held itself respon- 
sible for damage to real property, but not for damage 
to goods inside belonging to the tenant; Ald. Smith 
(Liverpool) dissented from the popular view, urging 
that people should be prepared to take their own 
risks. 

BAILIE SMITH (Glasgow) gave a brief account of 
the work of the Parliamentary deputation on coal 
supplies, from which it appeared that good results 
are anticipated in the near future, and the proceed- 
ings closed with votes of thanks to the Acting Presi- 
dent (Mr. Cramb), the Hon. Officers, and the Council 
of the Institution of Electrical Engineers. 


—— — — 


The Practical Result of the Point Five Tariff. 


The report on the above subject by Messrs. A. S. BLACKMAN 
(Sunderland) and T. Rotes (Bradford), of which an abstract 
appeared in our last issue, was subsequently discussed at 
length. 

Mr. BLACKMAN added as an estimate of supplying a Point 
Five consumer in Sunderland, with a diversity factor of 5, 
financial charges of 12s. lld. per Kw. per annum (works 
plant la. 534., H.T. feeders, etc. 1s. 2d., L.T. feeders, etc. 
10s. 4d.); including working costs, the total came to about 
ld. per unit. He felt that although 4d. per unit was satis- 
factory for cooking purposes, it was no good for heating, 
which required a rate of about 4d. per unit., and the question 
waa how this rate was to be introduced in the future. 

Mr. Geo. WILKINSON (Harrogate) said he felt that the 
authors had not accomplished the object which they set out 
to do. It was important to find out the real truth. The two 
examples were instances of towns where the residence revenue 
was quite small compared with the total revenue, and in 
both cases it appeared that by comparison a reduced revenue 
had been obtained with a greatly increased output as a result 
of the Point Five tariff; the question was what would happen 
in a purely residential town? Fortunately the statistics 
showed better results. At Harrogate they analysed 900 
accounts, showing a revenue of £5,700 on the 6d. and 2d. rate. 
Taking the Point Five tariff. they found the revenue increased 
to £7,500, and allowing £500 deduction for excess rating of 
grounds, the result was an increase of £1,300. Reduced 
revenue from a Point Five consumer could be got over by 
making it a condition that certain apparatus should be in- 
stalled. Great harm had been done by using small radiators, 
but the 3Kw. size might be expensive with an extravagant 
servant. He agreed that people could not be expected to pay 
id. per unit. for water heating, and there was no reason for 
it, as apparatus was available which would give an adequate 
supply of hot water all day at small cost. Allowing 12 units 
a day at 4d. per unit (100 per cent. L.F.), the cost came out 
at 4d. It was necessary to take into account the saving in 
labour in the electric household; if a servant could be dis- 
pensed with a saving of at least £40 a year resulted. 

Councillor Румохр (Hereford) said the report conveyed the 
impression that it was a good thing to cultivate the heating 
load, and that the Point Five tariff was a good thing to achieve 
this. Local conditions, however, determined its suitability, 
and in their case it would be disastrous. At Hereford the 
larger houses occupied a district of their own; they would be 
the first to adopt cooking, and it would be necessary to treble 
the feeders and double the services to supply them, at a 
cost estimated at some £4,000. Moreover, they were all late 
diners. and the load might come on the peak. As a cornora- 
tion department they would have to show a better profit on 


* lected. 


the work than the existing gas supply gave in order to justify 
the expenditure. He was satisfied difficulties would arise in 
pressure regulation. He discussed at some length the tabu- 
lated data in the report, and pointed out that the average 
revenue was in nearly all cases small, the exception being 
Marylebone, where the fixed charge was based on plant in- 
stalled, and not on rateable value. He disagreed with the rate- 
able value assessment, as it produced such a discrepancy in 
accounts for similar sized houses if one had a garden, and 
this caused trouble in a small town. A charge based on the 
kW. demand was the most equitable and, in his opinion, could 
be understood by consumers. Discrimination between domestic 
and shop use would lead to a residential shop having two 
tariffs and cause trouble. | 

Mr. C. Н. Мовріхоналм referred to the introduction of the 
Hopkinson system in 1893, and its re-discovery in later times. 
Its moet modern and worst mutilated forms were due to the 
"Point Fives." He asked what was a Point Five tariff: 
only at Luton was id. per unit really charged. He disagreed 
entirely with the rateable value assessinent for charging; it 
was wrong from the supplier's point of view. Directly it 
was applied in practice it was hedged round by restrictions 
and conditions. A consumer with a very bad load factor 
might be charged above the legal rate. The ground area 
was а difficulty, and the system was wrong which increased 
consumption and decreased revenue. The rateable value 
assessment ignored maximum demand, and he thought they 
must make up their minds to have a fixed charge per KW., 
plus a charge per unit. He did not believe for one moment 
they could economically heat water as suggested by Mr. Wilkin- 
eon, and disagreed with the authors' remarks on radiators, as 
the aim should be to keep the air cool and heat the individual. 

Mr. W. W. Lack (Glasgow) said they had a special tariff 
under which, for instance, a house of £40 rental was charged 
with 200 units at 3d. each, and all units in excess were charged 
at 1d. a unit. Such a consumer paid on the average of 1.5d. 
per unit; in his, the speaker's, house the average price worked 
out at 1.24. per unit. There were 2,300 such consumere, and 
they took 500,000 additional units. A large block of tenement 
buildings had been erected in the city by an enterprising 
builder, and each had 12 xw. of plant installed for lighting, 
heating, and cooking. The builder, who occupied one house, 
used 16,000 units in & year, costing .77d. a unit on the special 
tariff, and he dispensed with his eervant; the other occupiers 
used about 10,000 units each. The ratio of lamps to maximum 
demand was 1 to 6 in large Glasgow tenements, without 
cooking, etc. Personally, he used a separate boiler for water 
heating, which cost £5 a year, but at 4d. per unit it would 
have cost him £11. 

Mr. BLACEMAN here pointed out that it was a mistake to say 
that the average revenue had decreased—it had increased, as 
shown in the report, at both Bradford and Sunderland. 

Mr. BowWDEN (Poplar) agreed that the Point Five tariff was 
perfectly right, but joined issue as to the assessment and 
method by which it was arrived at. The Hopkinson system 
was used at Poplar, and' was described fully in his paper at 
the last convention. It was a weak point in the rateable value 
assessment that another department fixed the primary charge 
for electricity supply. In Poplar they sold in 1910 9 million 
units at 1.2d. per unit, and with a worke cost of .65d. per 
unit; in 1914, 16 million units were sold at .97d. per unit, 
with works costs amounting to .55d. per unit. The profits of 
the two years were £6,700 and £8, respectively, and this 
year, on 17 million units, they anticipated a profit of £14,700. 
The hiring-out of fans, heaters, etc., was a necessity, and his 
Council had devoted certain money to providing apparatus to 
be lent to consumers in order to introduce the system. The 
future would, no doubt, bring small 4-watt lamps, and there- 
fore a fixed charge was essential] in order to lessen the pos- 
sible loss of revenue. They must use a large service for a 
large cooker and charge for it, as also for management, ctc. 

ВАПЛЕ STEVENSON (Edinburgh) said that in the cases cited, 
if the increased units meant more load at one time, it meant 
more plant in the station, which was the point whch appealed 
to hin. 

Ald. SMITH (Barrow) said he concluded that large houses on 
the outskirts would be the first to adopt electric cooking and 
be the worst to supply. The medium-size houses were wanted. 
as their position and load factor were better, and that type of 
consumer directly appreciated the advantages, whereas in 
1 houses the owner had nothing to do with the cooking 
itself. ' 

Мг. R. A. Снаттоск (Birmingham) said special tariffs were 
necessary to attract new business. In an industrial town, 
lighting was а by-product, and it might рау them to attract 
it, while it would be no good in a residential town. This led 
him to the point he wished to emphasise, i.e., that all euch 
supplies should be centralised to get the advantage of the 
„ factor over a wide area; in fact to supply on national 
ines. 

Mr. Cooke (Luton) disagreed with the rateable value assess- 
ment. which had nothing to do with the electricity consumer. 
In his town they had a simple flat 4d. rate for heating and 
cooking, and he did not think it would stand a higher charge. 
The only sound basis for fixing the charge was the Hopkinson 
method, and it could be adapted as desired. The rateable 
value system did not apply to shops, but in Luton they had 
sold half a million units for heating, etc., to shops and houses; 
about 185,000 to the latter. Last vear 85 per cent. of their 


increased output was due to units sold at and under 4d. per- 
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unit, and the gross profit had gone up at the same rate as 
the gross revenue. It was absolutely essential to hire out 
apparatus, as the medium-sized houses were going to be the 
revenue producers. 

Councillor CRowrHzR (Sheffield) supported the rateable 
value method of assessment because it was simple and easily 
understood. For large houses the average cost of energy was 
higher than for sinall ones in Sheffield under this tarif. If 
they had the courage to introduce a 2d. flat rate it would 
bring more consumers than the rateable value system. 

Mr. NICHOLS MooRE (Newport) did not agree that progress 
in cooking supply, etc., was restricted to those towns using 
a Point Five tariff; towns which charged up to ld. a unit 
were making great progress. He thought it was evident the 
users of the system did not know exactly how it should be 
applied or modified; a point in its favour was the single ser- 
vice and meter. lt was a financial question, and if the gross 
profit showed a rapid decrease there was something wrong. 
He asked what was the net effect of such a tariff. 

Mr. Lone (Norwich) asked what were the conditions under 
which a Point Five tariff could be adopted; some justification 
for it was required when coal costs were about 4d. per unit, 
but the financial result was the point to be studied. 

Mr. Ross, in a brief reply, expressed his regret that both 
the authors happened to be working with the rateable value 
&ystem ; the Point Fives" held that no great progress could 
be made in cooking supply where gas was cheap unless a 
charge of jd. per unit or less was made, but he admitted 
that some load was obtainable at higher prices. He, person- 
ally, used 5.000 units a year in his house, and this was an 
indication of the business they might get later, and were now 
striving for. Пе agreed that local conditions must be taken 
into account, and regretted the sweeping statements made by 
Mr. Wordingham, which were not borne out by fact. 

Mr. Brackwan added that in his case the effect of the 
domestic supply on the load was almost negligible. 


The Use of Electric Vehicles in Municipal Service. 


Tur following is an abstract of the report of the Electric 
Vehicle Comittee presented by Mr. F. Ayton, NI. I. E. E., Hon. 
Secretary to the Committee :— 

There could hardly be conceived a more suitable field for the 
employment of the electric battery vehicle than that connected 
With municipal service. This is because the work to be done 
lies entirely within the proper sphere cf this particular type 
of vehicle, viz., short distance haulage at moderate speeds. 
The mileage capacity per charge, i.e., 35 to 45 for the heavier 
vehicles, is sufficient for practically every duty which the 
municipal vehicle has to perform, but it must not be forgotten 
that, by a mid-day boosting charge, the daily mileage may be 
considerably increased. In fact, the only limit to the daily 
mileage is the tune required to charge the buttery, und, as the 
modern types of battery allow of the charging being com- 
enced at а comparatively high rate, the ише taken, especi- 
ally for boosting charges, is very materially reduced from the 
period which used to be considered necessary, As an instance 
of the amount of work the electric vehicle is capable of per- 
forming, the electric street watering. and sewer flushing 
vehicles belonging to the city of Calgary in Canada are re- 
ported to be in use for a 16-hour day at certain periods of 
the vear, the sunerintendent of street cleaning stating that 

each vehicle had replaced five horse teams with a resultant 
saving In expense of no inconsiderable amount. 

Naturally the main reason for urging the adoption of electric 
vehicles by municipalities is the degree of economy which 
attends their use in substitution for horse haulage. Wherever 
‘the "electric" has been employed in its legitimate sphere, the 
claim of economy has been proved to the hilt. In Glasgow 
the electricity department found that their first electric. van, 
of 1 ton capacity, did the work of two horses at a saving in 
expense and with greater efhciency, while, compared with a 
petrol van, which the department was previously using, the 
electric did the same work with a saving in expense in the 
nelphbourhed of £240 per annum. Other evidence is afforded 
by the refuse collection trials at Barnes and at Heston and 
Isleworth, referred to in. detail later, while the instance of 
Calgary, previously mentioned, provides an additional illustra- 
tion of the financial advantages accruing from the employ- 
ment of this type of road motor, the daily saving, as against 
horses, by the operation of two watering and flushing vans 
being given as about 45. Outside municipal service we have 
the case of the electrified delivery service in London of Messrs. 
Harrod’s Stores. This firm now operates no less than 55 de- 
livery vans, and they state to your committee, as their reason 
for adopting the electric vans: "We find them cheaper than 
horses." 

There is ample evidence, based upon experienee, that there 
Is Justification for putting the average lite of a modern velucle 
of good make at not less than ten vears, assuming reasonable 
use and proper upkeep. In. the United States electric com- 
mercial vehicles built. twelve years ago are still in daily service 
and many wenan the etreets are well over six years old. A 
large Atmenecan firmi et goods carriers, having depots and de- 
livery veces in all the principal cities, Wrote to the com- 
naüattee last year in regard to their. experience with electric 
vehicles, stating, aimeng other things, that '' the first cars pur- 
chased эп P904 and 2005 аге still an daily operation. without 
unreasonable expense or unduly high charges.” This company 
owns no less than O75 Y electrics.” 


Experience has shown that this type of automobile cau 
keep the road day by day for more days in the year thau any 
other type—in fact, records show that it is sate to estiinate, 
in the case of a fleet of clectric vehicles, that the average work- 
ing days in a year for each machine will not be less than Yi 
to 98 per cent. of the maximum possible. ‘he reasons tur this 
are three-fold : first, the sunplicity of the mechanism; secondly, 
the strong construction possible on this account; and, thirdly, 
the fact that, owing to the enuplicity and fewness of the 
working parts, any repair or replacement can usually ve 
ellected during the night, or in such a short time as not to 
interfere with the use of the vehicle. ‘Lhe net effect of all 
this 15 that, where several vehicles are operated, fewer spare 
ones need be kept than if petro] or steam machines were 
employed. 

A municipality should not lose sight of the influence that 
the use of any particular type of vehicle may have upon the 
health of the population and the amenities of the locality, 
it is the duty of а municipality to set a good example in every- 
thing it undertakes. Useful us the horse has been, the priu- 
ciples of modern hygiene dictate that its continued use in 
congested areas is incompatible with the preservation «f the 
best health among the populace and the maintenance of the 
lowest possible rate of mortality. Ihe place of the horse has, 
in future, to be filled by the self-propelled vehicle, and the 
type which is going to eventually supersede it is that vehicle 
Which will do the same work at the same or lower cost and 
which, besides, will be characterised by silence in operation, 
general cleanliness and absence of cdour, ease and simplicity 
of control, rapid acceleration, and safety in regard to the rick 
of fire. ‘The electric vehicle is the only automobile taking the 
road to-day which meets fully each and every one of these 
requirements. The modern electric battery vehicle is no шее 
experiment; its utility and reliability, as well as its unique 
economy, are attested by tho fact that upwards of 70,00 «f 
the type are in use in the United States where, within the 
last few years, there has been an enormous growth in the 
numbers put into service. Ihe advantages which the type 
possesses from the point of view cf public health and civie 
amenities are alone sufficient to Warrant its adoption by wun 
cipalities. In the case of these municipalities that own electne 
supply undertakings, there is a further and very pertinent 
reason why they should set the example as users, and that is 
the Important new source of revenue which the general ure 
of electric vehicles in any district will open up. The value of 
this additional source of revenue is emphasised by the fact 
that the demand in connection with it need never come on 
during " peak-load " hours: hence it may be dealt with with- 
out requiring additional expenditure in plant, buildings or 
mains. Moreover, as its effect will ever be to even out the 
load curve and so lead to greater economy jn the cost of genera- 
tion, this will, in tine, permit of a lower rate being charged 
to all other classes of consuiner. 


THe Evectric Surrr.y DEPARTMENT, 

How can any central station hope to induce the adoption of 
the electric vehicle in its territory unless it first sets the 
example? A very short experience. of the employment ot a 
suitable electric" for the outside work of an electric supply 
department of any size will soon make an enthusiast «f any 
engineer. Apart from its splendid advertising value and its 
usefulness for giving demonstrations, it has many other ad- 
vantages of special value in this field of employment. For 
breakdown work it will soon be found invaluable—it is reads 
to go out at а moment's notice, and is so simple to drive that 
several of the mains staff may be taught to operate it, in order 
that there shall always be a driver available. The permanent 
driver can be a mere youth. There is an advantage in having 
one who is just old enough to be eligible to hold a hcence 
because that, in itself, attests to the case of control and the 
sunplicity Which is so valuable a feature of the vehicle. There 
are few, if any, undertakings of reasonable size that could mt 
make use of a 4-ton or l-ton van for delivering meters, 
transporting materials to the service and inains-laying gangs, 
and in other like duties. In the larger undertakings good use 
may be made of a small electric car for the business rounds 


. of the engineer, the mains superintendent or the sales manager. 


Delivery vans are now in use or on order by the Ее 
Supply Departments of Glasgow, Edinburgh, Derby, М 
Ham, Croydon, Blackburn, Bootle, Hereford, Ipswich, 
Grimsby, Brighton, Wolverhampton, Southampton, Liverpool. 
and the Borough Councils ef St. Marylebone, Stepney and 
Poplar. 

The van used by the Glasgow Electric Supply Department 
is а covered one of one-ton capacity, fitted with an Edin 
battery. The vehicle has been in constant use since August 
6th, 1913, and up to April 25th, 1915, had covered a total 
mileage of 22,254 with an energy consumption of 15,752 units. 
including battery losses, which is equivalent to 0.62 unit per 
vehicle mile. New tires have recently been fitted in subsutu- 
tion for a set which had done over 11,000 miles. 

‘The results of the use of its one-ton van. in the Way of 
economy and reliability, were so convincing that the depart- 
ment had no hesitation in taking a further sten in the general 
adoption of electric velneles by placing an order for three more 
velicles of half, one and a half. and three tons capacity res 
pectively, Which have now been delivered and will shortly be 
at work, The two lighter vehicles will be used for delivenuy 
material from the general store to jobs within the supply ated. 
and to the various sub-stations, while the three-tenner will 
be principally employed on mains work. 
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The department Bis fitted up a garage in which these 
vehicles will be stabled. The garage is complete with charging 
plant, and having a floor area of 10,400 sq. ft., 16 will permit 
of other vehicles being taken in for charging. 

The vehicle at Brighton is a two-seater car used by the 
engineer and manager of the Electric Supply Department for 
business purposes, including journeys to the power station, a 
little over four miles outside Brighton. Its speed is about 16 
miles per hour on the level; weight, 224 cwt.; average daily 
mileage 25, while the energy consumption is about 0.5. unit 
per mile input to battery. At 14. per unit this is only about 
one halfpenny per mile. The vehicle has run close on 1,000 
mules at the time of writing, and, so far, beyond the cost of 
cleaning, it has cost nothing for maintenance; the tires show- 
ing little or no signs of wear. The battery is of Tudor make. 

‘The West Ham Electric Supply Department's vehicle has a 

carrying capacity of one ton, is fitted with a float body, and 
is used for the general carrying work of the department. It 
was put into service on November 21st, 1914, and up to March 
lst had covered 1,788 miles with a consumption of electric 
energy of 0.5 to 0.6 unit per mile of input to battery. Here 
again we have, at Id. per unit. a power cost of about one 
halfpenny per mile. The vehicle has proved of the utmost 
value to the department. The battery is an A6 Edison. 

The St. Marvlebone Electric Supply Department van is of 
the covered type employed in the general delivery work of the 
business. It is fitted with a Hart battery. The vehicle weighs 
SH ewt., has a speed of about 13 miles per hour, and consumes 
0.61 unit per mile. Up to the beginning of April the total 
mileage had been about 5,000, while the whole expense of 
operating it, including driver, sundry repairs, licences, insur- 
ances, ete., amounted to £63. 

The vehicle operated by the Electric Supply Department at 
Wolverhampton is used for delivering goods, such as cookers, 
heaters and emall motors, as well as to take men and the tools 
on to jobs, The energy consumption 1s 0.74 units per mile, input 
io battery, and the speed about 12 miles per hour. The de- 
partinent has on order a 2}-ton vehicle for the removal of 
clinker and ash from the power station. 

The Ipswich vehicle has a total weight of 343 cwt., a speed 
on the level of about 12 miles per hour, and an energy input 
to the battery of about 0.7 unit per mile. A Hart battery is 
used. The vehicle is used for delivering the goods of the 
installation department, and is also employed by the mains 
department.. It has proved extremely useful. 

e vehicle belonging to the Croydon undertaking is a two- 

seater run-about fitted with an Edison battery. There is a 
third seat which may be used if required. The car is used by 
both the distributing engineer and the sales superintendent, 
and during the five months in w hich it has been in use it has 
given no trouble; the expenditure in repairs and general up- 
keep has been nil. The total mileage covered in this period 
hus been 2,156, or an average of 24 miles per day. The 
Borough Electrical Engineer, Mr. A. C. Cramb, gives the fol- 
lowing interesting figures as to the cost of operation, ihe cost 
of tires being based upon, the assumption that an average of 
5,000 miles will be obtained before they require renewal, there 
being ample justification for this assumption in view of the 
very nom) wear so far observable :— 


Pence 
Running бед. Total cost. рег mile. 
Electric energy at 1d. pera unit . . 44 11 8 0.510 
Oil and grease - 0 1 5 0.007 
Washing, cleaning, ete ' . 3 10 0 0.388 
Tires (435 per set for 5. 000 miles ) . 15 0 0 1.660 
Total running costs ... 17 РТ 2.5654. 
Depreciation. 
Battery (5 years) —. 414 8 4 1.600 
Vehicle (10 years) ... . 14 13 4 1.620 
Total fixed charges ... 3.2204. 


Total cost per mile = 5.785 pence. 
The daily mileage is, of course, somewhat low for such a car, 
being equivalent to a little over 5,000 miles per annum. A 
total of 10,000 miles per annum is frequently covered by petrol 
cars used for “about town ” work: on such a mileage the total 

cost per mile would be reduced to 4.175 pence. 
Besides their use for delivering goods, answering “ break- 

down calls and carrying the supervising officials about from 

place to place on the outside work, there are other ways in 


Which the electric vehicle may be made use of in the Service 


of electric supply undertakings. They may be fitted with 
motor-driven winch gear for use in drawing cable into under- 
ground conduits; an electrically-operated pump may be fitted 
for clearing water from manholes, while a telescopic tower 
ladder can be provided for trimming are lamps and for overhead 
Work generally. Where a motor winch is provided, the addi- 
tion of a simple derrick enables the vehicle to be employed i in 
the erection of street lamps and trolley posts. 

Where the generating station is not provided with 1011 or 
water facilities for the direct delivery of coal, so that the latter 
has to be carted from the railway depót or from a wharf, an 
electric wagon of suitable capacity should soon pay for itself. 
The eame vehicle could be used for carting away ash and 
clinker. Considerable use is made of electric vehicles for these 
purposes in the United States. 

In demonstration work connected with the obtaining of new 


business, the electric vehicle promises to be a useful aid be- 
cause of the supply of electric energy which it carries with it. 
By the aid of a tlexible cable carried through the front window 
of the house, from the vehicle standing outside in the roadway, 
the canvasser will be able to demonstrate before the housewife 
at home the transcendent utility of the electric iron, the labour- 
saving and, no less, the hygienic value of the vacuum cleaner, 
the comfort and cleanliness of the electric fire, the refreshing 
breezes of the electric fan, the convenience of the electric 
kettle and the smaller pieces of cooking apparatus, while last, 
but not least, he will be able to show that electric light is 
next in quality to day-light. 1t needs no stretch of the imagin- 
ation to conceive how potent a factor in '' new business get-~ 
ting“ will be such use of the electric vehicle. 


THE COLLECTION OF HOUSE REFUSE. 


The collection of house refuse is work which is particularly 
trying for the ordinary steam or petrol-motor vehicle, on 
account of the many stops and starts. The absence of'all gear- 
changing and clutch work in the electric vehicle, and the 
uniformly easy drive produced by the electric motor, are fea- 
tures which establish a degree of reliability for this type of 
vehicle in such work, together with an economy in operation, 
which are impossible of attainment by any other type. 

It possesses the advantage also that, when standing, no waste 
of power is going on such as takes place with the petrol 
vehicle, in connection with which it is unreasonable to expect 
the driver to stop and restart his engine for every short halt. 

There is another strong argument in favour of adopting the 
"electric" when the change is made from horse haulage to 
motor traction, viz., it is possible, when that type is employed, 
to utilise the horse-vehicle drivers as the drivers of the new 
vehicles, because the mechanism is so simple and the operation 
BO easy. 

Motor vehicles will show the best results where the refuse 
destructor is at a distance from the area of collection. It is 
quite possible, on this account, that, in some towns, the best 
economy might be obtainable by a combination of ordinary 
horse-drawn vehicles for the districts in propinquity to the 
destructor, with the use of electric vans for the districts fur- 
ther away. 

In a large Continental city the horse carts are provided with 
removable box bodies, so that when the cart arrives at the 
depot, the body 15 lifted off by an electric crane, and placed 
upon the flat platform of a large electric vehicle, which, when 
it has received its full complement of these full boxes, proceeds 
on its journey to the destructor. In the meanwhile empty box 
bodies are placed upon the tumbrils, which once more proceed 
upon their rounds of collection. 

An alternative method is the employment for local house-to- 
house collection of a special type of small electric vehicle, with 
tipping-box body. In this machine there is no seat for the 
driver; the latter stands upon a driving platform a few inches 
from the ground. The saving of time in getting on and off 
the vehicle, when compared with the ordinary type of vehicle, 
is obvious. 

Electric vehicles have been employed to a considerable extent 
on the Continent for refuse collection. The largest installation 
is in Paris, where the municipality possesses a fleet of 100 
electric refuse-collecting vehicles. Each has a capacity of a 
little over 15 cubic yards, which, since the local refuse averages 
some 3 cubic yards to the ton, makes the total load of the 
full vehicle not less than 5 tons. The vehicles perform their 
work during the night hours, each covering about 25 miles 
nightly, with an energy consuinption per vehicle mile of from 
1.5 to 1.7 units. This system of collection was adopted as the 
result of a very careful trial made by the civic authorities, 
which showed that considerable economy would be obtainable 
by the use of electric vehicles. 

As the result of a trial of electric vehicles for refuse collec- 
tion, the Urban District Council of Barnes has placed an order 
for four vans. 

It was found that one electric van would do the same work 
per week as that now done by sixteen horses and carts em- 
ploved on refuse collection. 

The cost of the type of electric van decided upon, complete 
with battery and electrically driven tipping gear, 18 £945. The 
gear takes from 10 to 15 seconds to tip, and the speed of the 

van on the level is about 10 miles per hour, with a total mile- 
age capacity upon one charge of 40 to 45. The capacity of the 

van is 44 cubic vards, which compares with the 24 yards of 
the present cart. 

As a result of careful tests, the Surveyor, Mr. Tomes, found 
that the coet of operation came out at 19s. per van per 
day, which figure covered interest upon cost of vehicle, as well 
as its share of the charging equipment, repayment of loan on 
both of these items, wages, electricity, tires, maintenance of 
battery and chassis, insurance, lubricants, and sundries. The 
comparable figure for a horse and cart is 11s. per day. 

Basing his estimate upon the figures obtained by the trial 
of the electric vehicles. Mr. Tomes reported to his Council 
that the replacing of the existing horses and carts by four 
electric vans would, notwithstanding a capital expenditure of 
£4,000 on the vans and charging plant, result in a saving of 
at least £400 per annum. | 

A similar trial, made by the surveyor of the Heston and 
Isleworth Urban District Council, resulted in the Council 
placing an order for an Edison electric dust van. The trial 
was specially interesting from the fact that experiments were 

made with three types of automobile (namely, electric, steam, 
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aud petrol) in order to determine the one best suited for this 
work. The electric van's safe load was 2.68 tons; it had a 
inotor tipping body, and wae fitted with Edison accumulators. 
The Garrett steam wagon had a capacity of 3 tons, and the 
Thornycroft petrol wagon could carry 3.2 tons. It was found 
that any one of the three motor wagons could do the same 
work as previously done by four of the Council's horses, but 
in point of saving in cost over horse haulage, the electric 
vehicle showed £71, the steam wagon £66, and the petrol 
wagon only 7s. 7d. per annum. Ihe report of the Works 
Committee to the Council concludes by stating :—'' After care- 
ful consideration of the whole matter, the Committee have 
come to the conclusion that an electrically propelled vehicle 


would be the best and most suitable for the purposes of house 


refuse collection." It is interesting to note that the purchase 
costs of the three types of vehicles were: electric, £810; steam, 
£617; and petrol, £515; the estimated annual costs of working, 
including capital charges, being given as £333, £338, and £4 
respectively. While the results in working cost for the steam 
wagon are a near approach to those of the electric, the sur- 
veyor notes that the driver of the electric vehicle does not 
need any mechanical knowledge, an ordinary intelligent carter 
being quite able to perform the duties of driver“; while, in 
regard to the steam wagon, he remarks: As is well known, 
a good driver is not alwaye obtainable, and cun only be dis- 
cotered by the erperience gained by the cost of repairs." 

In December of last vear some interesting trials were made 
of the use of electric vehicles for the collection of house refuse 
in Birmingham. As a 1result the Birmingham Corporation 
have placed an order for two Orwell! electric refuse-collec- 


tion vans. 

Dover is another place where clectric vehicles are about to be 
used for the collection of house refuse, the Corporation baying, 
as the result of a trial of an Edison vehicle of two tons capa- 
city, decided to order six such vehicles. Euch will take the 
place of three carts and sixteen horses. A considerable annual 
saving is anticipated by the change in system. 


( To be continued.) 


DISCUSSION, 


The discussion was opened by Mr. Lackte (Glasgow), who 
agreed as to the necessity of interesting the various corpora- 
tion departments in the electric vehicle. His own depart- 
ment used an electric truck for cable work: it was fitted 
With a motor generator, by which the cables could be 
tested before they were connected up. In Glasgow a 
hired horse and cart cost three or four shillings a day more 
than formerly, and doing the work of two carts the electric 
showed a clear saving of £80 a year. A yearly revenue 
of £20 from the 4-ton and £40 from the 1-ton vehicle (at 1d. 
per unit) could be obtained. The one drawback to the electric 
Was its first cost, but this would be rectified later; he thought 
something should be done to standardise the tare weights cf 
such vehicles. 

Mr. С. Н. WORDINGHAM asked whether it was likely that 
the clecthic vehicle on ordinary roads was likely to succeel 
When the numerous attempts to run batteryalriven tramway 
cars, Which operated under ideal road conditions, had been ип. 
successful? He agreed that the "electric" was a good 
advertisement. 

Mr. К. A. CHATTOCK. said he had come to the conclusion 
that the electric truck was the thing for industrial work in 
eties, and the present-day vehicle was an advance on those 
shown two years ago at Kingston-on-Thatines. [t was а mis- 
take to think of the electric in comparison with the petrol 
Vehicle. What was wanted now was a light “runabout” 
passenger car, and if the makers could be induced to turn out 
such a car at a cheap price, it would supply a want, but it must 
be light and cheap. Most of the American ears were too big 
and heavy. It was not fair to make comparisons between 
trolley and batterv-driven cars, and there were some 70.000 
clectric Vehicles in use in the States, where tramwav cars 
were also numerous. Ме concluded by expressing satisfaction 
at the progress of standardisation in connection with vehicle 
parts. 

Mr. BeatcHamp (West Ham) said he found that the electric 
truck could haul cable quite well and cheaply. His own 
department had a vehicle which ran about the area, averaging 
17 miles a day at a cost of 7d. а mile; the actual running 
time was only 24 hours daily, 

Mr. Brece Tomes (Barnes) referred to the satisfactory 
trials made m his area with an electric dust van, a full report 
of which appeared in the Evecrrican Review. 

Mr. Etrtis (South Shields) said that the two Edison 'buses 
operated by the South Shields Corporation gave every satis- 
faction on country roads. The batteries were charged at the 
car shed between 11 p.m. and 6 a.m. at a cost of 2d. per 
unit. and a boost was given at the end of each journey at a 
ашай charging station. The cost of the “electric” wae a 
serous matter; inquiries. for а 3ton vehicle showed the 
Falison truck cost £1,100: the Baker truck £700, while a petrol 
truck cost about £600 and was a speedier vehicle. Many 
people wanted speed, and he thought the battery capacity 
could be increased to provide for this. The electric dust van 
was preferable to others on account of the numerous stops. 

Mr. Hase (York) said his Corporation. had. four Edison 
"buses. which had run 13,400 miles, with an overall energy 
consuinptioa of 1.1 units a mile. Petrol would have cost them 


£500 a year, but electricity at 114. per unit was costing only 
4365, showing a saving to the town and providing a con- 
sumer of electricity. ‘Lhe ‘buses were very satisfactory on 
level roads. 

Other speakers suggested that the design of refuse vans 
would be improved by making thein lower, to avoid climbing 
up; also that a battery driven road roller was an ideal vehicle 
for corporation use; and that the Electric Vehicle Coiumittee 
should confer with the vehicle makers in order to get suitable 
vehicles made. 

Mr. Н. WEBBER (Keighley) referred to the improved results 
obtained in his area by substituting the trolley "bus for the 
petrol bus. The former cost about 7d. a bus mile, including 
capital charges to run. | 

Mr. Bmibugs (Eastbourne) also took up the question of 
petrol 'buses which in his town cost 114. per 'bus mile. ail 
in. They had obtained a £550 44-ton steam wagon for carrying 
coal to the generating etation; the round trip was 21 miles, 
and 6 loads a day were carried, with 3 men to operate the 
truck and load. The cost per ton delivered at the works was 
11.1d., whereas it formerly cost 1s, 6d. a ton by contract with 
horse haulage. If the electric truck could .do as well вз 
this, he would be glad to consider it, because it would be a 
good advertisement. 

Mr. Curisrit (Brighton) said station engineers should prac- 
tice what they preached. He had a "home made ^ vehicie 
which he found very useful for " running round the town." 
and which attracted a great deal of attention. An electric 
delivery van had proved quite capable of negotiatinz the 
hilly roads 1n. Brighton. To provide for vehicle charging 
they had reconstructed part of the old station and would be 
able to accommodate 12 vehicles; they also expected to hire 
out charging equipments. | 

Mr. Snaw (Ilford) said he had investigated the electric truck 
for coal haulage, and taking a 44 ton vehicle, he expected to 
save from £120 to £160 a year on horse haulage at 10. a 
ton. The truck in question was an Edison vehicle costing 
£440. The accumulator tower wagon, used on the Ilford tram- 
wavs for 18 months, had given every satisfaction. 

Mr. Warson (Edison Co.) said the reason why the electric 
vehicle was cheaper to run than other types was because 
they did not attempt. to run it above the suitable speed; other 
vehicles often had high speed qualities which were rarely 
used. It was a mistake to suppose that first cost was every- 
thing, and it was interesting to note that the Midland Railway 
Co.. after trying platform trucks, was now buying 20 electric 
vehicles, which was a good sign. In the case of a well-known 
firm of distillers, the bill for energy for their electric truck, for 
seven weeks, was so low that it wae returned under the 1m- 
pression that a mistake had been inade. He felt certain that 
the electric vehicle would practically monopolise refuse collec- 
tion in a few years’ time. | 

Mr. Wyrp (Hampstead) said they had tested an electric 
van for two weeks and found the cost not more than two- 
thirds of the horse vehicle. The Works Cominittee, however, 
could not see its way to pay £1,000 for the vehicle. and so 
the Lighting Cominittee had offered. to purchase it and hire 
i$ to the former, with driver's and all service charges 1n- 
cluded, for a period of four years. 

Mr. Meakin (Wolseley Motors) said engineers were too 
keen on speed; the electric had no chance against the petrol 
vehicle in the matter of speed. but it was the machine fer 
short hauls and many stops. Speed was everything to the 
petrol car and against the electric, which would depreciate 
rapidly under such conditions. The electric coupé was quite 
good for city work. He agreed that the price of the '' electric 
was much too heavy; his own firm made both typea and put 
much more work into the petrol car for less money. It must 
be remembered, too, that the electric car could not meet both 
conditions of speed and short hauls, while the petrol car 
could. 

Mr. F. Ayton (Ipswich), in reply, agreed that each type 
of vehicle had its own field of use. All would agree that 
prices would have to come down, but business could be 
obtained at present prices. Tf the demand were increased. 
the price would drop. He thought a front wheel drive vehicle 
for refuse collection, with a low body. was now on the market. 
Comparison with rail vehicles or trolley 'buses, did not take 
into account the mobility of the eleetrie vehicle. 


— 


TRADE WITH ITALY. 
[ITALIAN CRITICISM OF BRITISH TRADEES ] 


The May issue of the Bulletin of the British Chamber of 
Commerce for Italy (Inc.), which has just come to hand, con- 
tains a good deal of matter of great interest, expressing the 
urgent desire of our latest. Ally that England shall do more 
to enable Italy to free herself from German commercial 
domination, The correspondence received by the Bulletin 
consequent upon the publication of an article in its March 
number, includes a letter from a finn of Birmingham ex- 
porters in which he saya that credit is the crux of the whole 
question of trade with Italy. Ihe German export trade, he 
says, has ruined many markets by long credita; the ueual credit 


— | 
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terms in Italy run from anything between three and six 


that in this respect business relations can more easily be 
improved from the Italian end than from the English. The 
Italian bankruptcy laws also give very little protection to 
foreign creditors and are, practically speaking, а premium 
on dishonesty.” The writer goes on to say that euch remarks 
do not of course apply to the many very fine firms with 
whom anyone would be only too anxious to do business. 
If German firms were at that time continuing on the same 
lines as before it was because Germany found it absolutely 
vital to hang on to any market that she had got, whereas 
England was free to devote her attention to other markets. 
Since the letter was written Italy has entered the war and Eng- 
iand is increasingly busy making war munitions. The writer 
says that his remarks apply to hardware trade pure and simple. 
In the heavier trades such as metals, chemicals, etc., things 
are much better, and in these he finds Italy to be an excellent 
market—long credits are not asked for, the business is done 
usually for cash against documents, and the class of customer 
is much superior. 

Another correspondent, ‘“ A British Merchant at Genoa,” 
says :— ; 

'" Britishers in Italy had preached to them the ‘Trade War 
on Germany ' ; it was to be a crusade, and the duty of every 
patriotic Englishman was to supplant German goods in Italy 
by British-made goods. We were all fired with enthusiasm : 
a crusade which incidentally would aleo improve our incomes 
was evidently attractive. After nine months’ war, however, 
the ‘Crusaders’ are much discouraged: German goods con- 
tinue to arrive and are sold on the old terms: British makers 
are either too busy with orders for France and Russia, 
or their works are devoted to war-material, or they will * think 
it over when Italy has joined the Allies.’ It would therefore 
appear to me that the Trade War on Germany in Italy does not 
interest British manufacturers, and tf this is so, the matter 
had better be dropped." 

As regards the past, you cannot get over the hard fact that 
in 1913 Germany imported into Italy goods to the value of 23 
millions sterling and Great Britain only 10 millions, ex- 
cluding coal in each case. If British manufacturers and 
shippers do want Italian custom, let them conform to the 
following hints; but if they do not want the trade, then let 
us stop this absurd preaching : | 

1. Adopt metric system of weights and measures for all 
quotationg to Italy. 

2. Quote in francs gold. I agree that they cannot be ex- 
pected to do so in lires. 

3. Send out active travellers who can at least speak good 
French; they would, of course, do much better if they knew 
Italian. Conduct correspondence in Italian, or at any rate 
in French. 

4. One can generally give three months' credit if an accepted 
bill is obtainable against delivery of the goods. The law 
amply protects.the holder of an accepted bill; if it is not met 
at maturity, the bailiffs can be put in at once, but of course 
ones client must be reasonably sound: a rogue 1з a rogue in all 
countries and not a monopoly of Italy.” 

The writer proceeds to give an instance from personal 
knowledge of the obstinacy of British firms. The goods they 
supply are excellent; this for them is eufficient; they decline 
to cand their methods of delivery or make-up to suit this 
market.“ 

An Italian Agent at Naples wrote to a number of British 
firms whose names had been provided by the Chamber, on 
the advisability of introducing British goods in Italy, and 
he reports: ‘‘The result of my correspondence was very 
discouraging. Three-fourths of the firms . . . failed to 
reply, which only on very rare occasions has ever happened 
to me in all my commercial career when French of German 
firms were concerned. The other firms agreed to appoint me 
their representative, but as a buying agent, . . this method 
of agency is practically unknown in Italy, where the agent is 
the eonnecting link between the manufacturer and the con- 
sumer. The failure of my negotiations has greatly pained 
me, because, apart from commercial relations, I have always 
felt great sympathy for France and England.. . . Can опе 
succeed with euch methods to destroy German export trade 
into Italy? I leave you to decide.” M" 

The Bulletin gives a précis of articles appearing in the 
Italian press. The criticism is so strong that we think it only 
nght that Britishers should be able to read it in our pages 
practically in full :— 

Our market offers especially an excellent opening for manu- 
factured goods, which only two countries would be able to 
supply: Great Britain and Germany. It was therefore clear 
that, there being obstacles in the latter's way, sales would 
be easier for the former. German penetration in Italy repre- 
sents still a masterpiece of ability and patience. The Germans 
endeavoured to adapt their goods to the needs of the market, 
and also their prices and terms; they used more especially the 
efficacious arm of cheapness, to which they united the not 
less efficacious one of methods of payment, not only for the 

articles of direct consumption, but also in the larger field of 
instruments of production. Our manufacturers desirous of 
widening out or perfecting their plant, found in the Germans 
not only unusual credit terms, but aleo practical assistance 


in the mounting and working of machinery. The German 
staffs, and Italian staffs in the service of the Germans, in- 
sinuated themselves everywhere, assuming leading positions 
and managing some of the individual works. They even sought 
to prevent the establishment of certain factories which would 
have clashed with those in Germany, sooner or later, seeking 
to induce the Italian works to turn out inferior articles in 
order to allow of German competition. Germany was already 
reaping the fruits of her methods; in 1895 she held a modest 
position among the nations exporting to Italy, whilst in 1913, 
one year before the war, she had attained absolute pre-emin- 
ence with 603 millions of lires' worth of goods sold, leaving 
behind S pium with a total of only 591 millions. On the 
outbreak of war, British merchants at once thought of re- 


conquering the neutral markets and the Board of Trade 


called attention to Italy, where Germany's hold seemed to 
be relaxing. The incitement came at the right moment, but 
wil British manufacturers and merchants know how to take 
advantage of this favourable opportunity? Their attempts 
so far have not been very successful because they have not 
been able to get over their spirit of conservatism which leads 
them to impose their commercial customs which it is difficult 
to reconcile with the exigencies of the foreign markets in 
which they wish to operate. Our fellow-countrymen who have 
sought to get into touch with British producers have found 
themselves confronted by two obstacles, almost insurmount- 


able, especially at the present moment. Such obstacles are 


the high prices and the terms of payment. For certain 
machines produced in Italy at 100 lires, for instance, Germany 
does not hesitate to quoe the same price, while British firms 
wil ask about 250 

for hundreds of articles in which the superiority of quality 
does not always justify the highness of the price. The 
Germans nearly always allow a certain amount of credit, 
long or short, while British firms ask for immediate payment, 
difficult to carry out in times like the present; they would 
like the Italian buyers to deposit a large sum at a bank in 
England, to be drawn on against presentation of the docu- 
ments. This is therefore payment in advance, a thing quite 
impossible for a country like ours, in which, for certain goods, 
even the payment on delivery of the goods appears imprac- 
ticable. It is certainly not with similar systeme that the 
British will be able to get a footing where the Germans were 
operating with undeniable sucess. Great Britain should adapt 
herself to the requirements and needs of our market, applying 
thereto the methods. employed by the Germans. We do not 
thereby wish to deprecate in general the British way of doing 
business, but only to point out that such system, excellent 
perhaps in other times and other countries, does not adapt 
itself to our case; and as commercial exchanges are the fruit 
of two wills, i.e., of the seller and of the buyer, one must 
therefore take due account of ours when placing foreign pro- 
ducts in Italy. We wished to say this in our own interest 
and in that of England. It is of interest to Italy to have 
another market to provide her with goods, and it is also 
of interest to Great Britain not to lose more ground to German 


competition, which—it is useless to delude oneself— will get 


to work again, and with renewed energy as soon as the war 
is finished. 

Italy needs to slacken, if it is not possible to cast them 
off entirely, the bonds which hitherto have bound her to 
Germany, and which, if the war had not supervened, would 
in the end have suffocated her. Now we have commenced 
to breathe again, and we now need to substitute, as far as pos- 
sible, connections which will be done away with or diminished. 
And this, in a large measure, will have to be done with 
England, who. on her part, will have every inducement to 
turn towards Italy part of her great energies. Italy is better 
prepared for the change than England; we have already con- 
nections and syinpathies for Great Britain, and the English 
we willingly state are much more popular and better liked in 
Italy than Germans have heen or ever will be. For many 
vears, almost the only article imported from Great Britain 
that has shown an important increase is coal, indispensable for 
our industries; whilst Germany prevailed and imposed herself. 
Britishers must inake a radical change if they want to go 
ahead in Italy. Germany had conquered Italy commercially 
not only by money and facilities, but especially by men, 
whom she has spread broadcast, in the banks, factories, com- 
mercial houses, and in the very life of the country. Whilst 
the English form in Italy a notable, beneficent and well- 
liked colony of a few workers, and a good number of gentle- 
folks who enjoy in peace our sky and natural beauties, the 
German colony is far more numerous and not a single in- 
dividual composing it is extraneous to the action of conquest: 
they all co-onerate like a disciplined army in the work of 
infiltration. England, therefore, if she wishes to reduce the 
competition, should send us men, men, and more men, to 
carry out, openly and sincerely, a whole programme of com- 
mercial penetration. Some of the chief obstacles to overcome 
are the following, viz.: The system of weights and measures 
used in England, which should be replaced by the metric 
system without further loss of time, at any rate as far as 
catalogues intended for Italy are concerned. This is an old 
question, but the time has come to settle it for ever. The 
mode of payment insisted on by British firms must be modi- 
fied. It is too great a handicap to expect to be paid in advance, 
or against documente in England, whilst Germany concedes 
easy credit terms. This obstacle could in а great measure be 
removed by the establishment in Italy of a British bank, 
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and then it would be possible to foster British trade in Italy; 
without such a financial organisation, which should be reallv 
commercial and look after Anglo-Italian trade, progress will 
be very difficult, if not impossible, and a start should be made 
at once, not at the end of the war when German competition 
will again be rife.” 

The following figures show some of the imports of Italy from 
Germany and Austria-Hungary during the усаг 1914 :— 


From 
From From Austria- 
MACHINE, Germany. Gt. Britain. Hungary. 


(In tons). (In tons). (In tons). 
Machines driven by steam: fixed 
(without — boiler):  semi-fixed 
(with boiler); air, gas, ete., 


motors m" m T ES 1.0600.6 — 1.021.3 — 
Hydraulic machines - о BIAS 136.1 32.6 
Iocomobiles . "m ЕА ... 1 919.5 — 741.4 


Agricultural machinery . . . 169.2 1113.0 141.9 
]achine- tools for woo. and metals 4,529.1 1.490. 487.0 
Tlectrie dynamos and their parts 5.413.2 2,016.8 — 


Transformers and converters ... 3.608.8 206.3 161.1 
S26: — 3,237.22 

Incandescent electric lamps 4,726.00 3.337.220 

(number) (number) 


NEW PATENTS APPLIED FOR, 1915. 
(NOT YET PUBLISHED), 
Compiled expressly for this journal by Messrs. W. P. Trowrsoxn & Co., 


Electrical Patent Agents, 285. High Holborn, London, W.C., and at 
Liverpool and Bradford. 


8.409. '' Electric alarm.” T. E. Srepnesxs. June 7th. 

8.412. Electrical safety-fuse devices." C. B. Burpon, June Ftb. (Siemens- 
Schuckertwerke G. m. b. H., Germany.) 

8,417. “Casing for the stators of electrical machines." MASCHINENFABRIK 
Orüttkos,. June Tth (Convention date, June 30th, 1914, Switzerland.) (Com- 
plete.) 

8,120. Electric incandescent lamps.“ 
Lro. June ich. (General Electric Co., United States.) 

8,421. '' Electric incandescent lamps." Britis Тномзок-Носѕтом Co., 
I. 1D. June 7th. (General Electrice Co., United States.) 

8. 10. Electric rivet-heaters and the like," E. F. Giraup. June 7th. 
(Convention date, June 20th, 1914, France.) Complete.) 


T Rreirism Тномѕох-Носѕтох Co., 
` 


8. 51. „ Printing telegraph systems." A. D. CARDWELL. June 7th. (Com- 
plete.) 

8. 458. Means for joining up the ends of electrical conduits." F. W. Uren 
and А. Gaspar. Jine Tth. (Convention date, June 18th, 1914, Australia.) 
Complete.) 

8.400. “Electrical installations, particularly applicable for use in motor 
veliches Soc, XFN, prs ETvBLisSaMeNTS L. BLerioT. June 8th. (Conven- 
tion date, July 25th, 1914, Belgium.) (Complete.) 

K. M. Electrical hand bonps." W. G. ISR WOOD & UxbrRwoop 
(MasciiisTER), Lro. June КЬ. 

S. 177. Elecetrie lamps for. bicycles and the like.“ II. W. II. WARREN. 
June Sth. 

S. 180. Tet phone. transmitters and transmission.“ W. A. Yrwesx. June 

€ Аз. '"" Centrifugal compressors. Beatisu) Tiowusos-Hotstos Co., LTD. 
(General Electric Co., United. States.) June 8th, 

. 500. *' Electric heaters and electric heating apparatus." E. C. R. Макка. 
June Sth. (Landers, Frars. & Clark, United States.) (Complete.) 


$512. © Electrical heaters." E. C. R. Marnas. June Sth. (Landers, Frary 
and Clark, United States.)  (Complete.) 


Sos. „ Synchronisation of phonograph and kinetograph." C. Н. Verity 
June hh. 
8.524. Electric vulcaniser." Ө. C. Dessis. June 9th. 


R537. Electrical hunter.“ M'. J. KERR. June 9th. 


SOR „ Blectric welding apparatus," — Britisn THossos-Houstox Co., тр, 
June dh. Generar Electric Co. United. States.) 


ко. " Els trie tuse-cortiers.’’ А. C. Ropisson. June 9th, 


S561. '' Louwd-peokioit telephone apparatus," H. J. C. Forrester, June 
Mh adn re te Catlephone Corporation, United States.) (Divided applica- 
tion оп 21.321 14, November 3rd.) (Complete) 


572. Dy aamo-clectrie machines.“ A. H. NrgULaxb. June 10th. (Com- 
ре.) 

BONO * E., tie- fluid turbines,” Bamsa Titomsox-Houston Co, LTD. 
June 10th. (Genera Electr Co., United States.) 


$610. „ Electrical traction.“ €, Corsatper, June 10th. 


22. Nutomotic device for the operation of electric switchgear.” H. V. 
Jets. June Ith 


SARIL % Nutoin itio. swit hgear and apparatus for the electric. braking of 
cU motors," Н. V Jawis. June llth. 


. 2. „ Mternating-urr: nt motors of the commutator type.” Britisn 


WII tes Какты & Maxceactorise Co, Lto. June lith. (Westing- 
boa & еси Manufacturing Co., United States.) (Complete.) 
J. G. statrer. June 12th, 


* 


S679 t Teansforming electric currents.’ 


KESK Carburetters for internal-eombustion engines," ELTCT C TGsxitios 


Co. (1913, Lto.. А А. Cox. June 12:5. 

S695, рала plage H. Ө, I. ou, W. W. Loseron & M'. X. 
Crank (trading os Sphinx Manufacturing Со). June 12th. Addition to 
7.465 13} 

SR. R. ff metal tubes.” Bansi Tueowusos-Hotsros. Co. June 
122. General Lenis Co., Gaited States.) 

8212. Гр ur bn ssst ris and apparatus therefor.’ British [St LATED AND 
тув Савву. I. 10, & II. H. Inis. June Эһ, (Complete) 

S73 lb rmos lecti pyrometers Н. G. C FargwraTI FR. june I2th. 
DH uat Ве Gasg ию Kt. Ces. Aucr,, Ges, Germany.) Complete.) 

SET S Sparkes plugs“ V. Joly. June 12th. (Convention date, June 
Pe 1914, Wea Compete) 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Tuompson & Co.., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1914. 


9,822. AUTOMATIC Trirenoxe Systems. — Aktieselskabet Elektrisk Bureau. 
April 21st. (April 22nd, 1913.) 

12,364. RECHIVERS FOR WIRELESS TELFGRAPHY AND TELEPHONY FOR DIMINISR- 
IN; OF ATMOSPHERIC INFLUENCES ON SUCH RECEIVERS, P. O. Pedersen. May 191h. 

12.720. L. T. Hicu-power Етесткас ACCUMULATOR. Marquise des Ligneris. 
Мау 23rd. 

12.667. Frrorucar Rrsistances. C. О. Bastian. May 25th. (Cognate 
application, 22,872 14.) 

12,926. Mercury Motor Meters. W. Hamilton & Ferranti, Ltd. Мау 6th. 

13.147. Sexes Раками, CONTROL Systems rox Erectie Мотокз. British 
Thomson-Houstoa Co. (General Electric Co.). May 26th. 

13.159. DiNAwo-rLECTkIC. Macinirs, Compagnie de l'Industrie Electrique et 
Mecanique. May 28th. (May 30th, 1913.) 

13,2347. Vacvous TuBrs USED AS MAGNIFIERS AND PRODUCERS OT CONTINUOLS 
Errerarcat OSCILLATIONS. Mairconi's. Wireless Telegraph Co. & Н. J. Round. 
May 29th. 

13,248. Proprction oF Costistovs  ELFCTRICAL OSCILLATIONS AND THE 
UTILISATION. "THEREOF. FOR WIRELESS TELEGRAPHY AND TELEPHONY. Marconi's 
Wireless Telegraph Co. & II. J. Round. May 29th. 

13.362. TEO SHE Excuaxcrs. C. A. W. Hultzman. May 30th. (June 
2nd, 1913.) 

14,557. ELECTRICAL MEASURING INSTRUMFNTS OF THE MoviNG Coit Tir. 
T. W. Brogger. June 17th. 

15.082. MECHANICAL SELECTOR For ELECTRO-MAGNETIC WAVES APPLICABLE TO 
WIRELESS TELEGRAPHIC RCT ING APPARATUS. R. B. Goldschmidt. June 23rd. 
(May 2nd, 1914. Addition to 14,595/14.) 

16.130. Астоматіс EI CTI Switcuinc MECHANISM FOR CONTROLLING FLUID 
COMPRESSORS. O. II. Pieper & A. F. Pieper. July Gth. (February 7th, 1914.) 

17,686. COMPOUND FOR MAKING WATER-TIGHT THE JOINTS OF Covers oF Boxts 
Fou UNDERGROUND ErrcTRIC MAINS AND DISTRIBUTORS, AND SIMILAR JOINTS or 
DONFS FINFD IN EXPOSED PosiTIOSS. W. H. Walker. July 27th. 

18.713. Etretric Batterus. G. Fuller, G. J. A. Fuller, & L. Fuller. August 
15th. | 

30.156. SPARKING-PLUGS FOR INTFRNAL-COMBUSTION ENGINES AND THE LIKE. T. 
McClements, September 25th, 

21.548. PiN TIN TrELECRAPIS.. C. J. Wi'ev. October 26th. 

22.479. APPARATUS РОК DirecTro WIRELESS TELEGRAPHY AND TRLEPHOXY. 
Е. Bellini.  Novenber 21st. (June 24th, 1914.) 

23,359, ELrerüuiCc Reactancr Corts. J. F. Peters. December Ist. (February 
oth, 1914. 


1915. 


1328. Evectric Switcurs. Н. Lucas & D. H. Edwards. January 37th. 

1,870. Vapour Ecretrme Rectifier Systems, S. W. Farnsworth. February 
3th. (February oth, 1914.) 

2.728. ELECTRIC SMELTING FURNACES AND THE LIKE. F. W. Highficld. Febru- 
агу 19th, (Divided application on 4,937/14, February 25th.) 

6.476. CATHODES оғ VACJOUS TUBES SUITABLE FOR USE IN. WIRRLESS TEL- 
cragHny, Marconis Wireless Telegraph Co. & H. J. Round. April 30th. 
(Divided application on. 13,247/14,. May 29th.) 


Copper.—Mid-monthly returns for June, as set forth in 
Messrs. H. R. Merton & Co.'s statistical circular, show a further 
increase ia European visible supplies of 1,257 tons, and in English 
supplies of 2,792 tons. European arrivals from North America are 
low ; from Spain and Portugal to England and Franoe the quantity 
for the fortnight is considerably in excess of the pre-war average 
for a month. Other countries (not olassified) have supplied 
England and France with 3,396 tons in the fortnight, a quantity 
nearly equal to one month’s average supply before the war. Chile 
shipments are below the pre-war average, and Australian the same. 
Total deliveries are lower, denoting a total for the month about 
eq nal to last February, though this may, of course, be increased 
during the prezent fortnight. 


Municipalities and the Purchase of Tramway 
Undertakings.—In the House of Commons, Mr. Snowden asked 
the Prime Minister if he would take steps to relieve municipalities 
from the position in which some of them had been placed by the 
restriction of borrowing powers in the following circumstances :— 
Some municipalities have the option this year of purchasing the 
local tramway system, the Corporation of Bristol being a osse in 
point ; but owing to the refusal of the Treasury to grant public 
loane, it is impossible tO exercise this legal option, with the reault 
that the private tramway company will be reinstated for a long 
term of years, and the publio rights will thus be rendered invalid, 
and that the loss of the power to exercise the option of purchase 
will, in the case of Bristol, involve а loss of £20,000 a year for seven 
years, as well as the advantages of public ownership, and also heavier 
cost if purchase should be exercised at the expiry of the extended 
lease. Mr. Snowden asked if the Government would consider 
the desirability of special legislation entitling the municipalities to 
exercise the right of purchase now, but to postpone the re-issuing 
of the loan to, say, six to twelve months after the end of the war. 
Mr. Asquith said he understood that an application from the Cor- 
poration of Bristol had been received by the Treasury relative to 
the question of the purchase by the Corporation of the local 
tramway system, and that this application had been referred to 
the Committee on Fresh Issues of Capital. Pending the receipt of 
their report, it was premature to consider in this particular case 
what atep, if any, should be taken in the contingency to which the 
hon. member referred, The general question raised, he thought, 
was best dealt with in relation to specific cases as they arose, 
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MOULDED INSULATORS 


Of all Descriptions. 


LITHOLITE, Ltd., 


56-57, Hackney Grove, London, N.E. 


The Croft Granite, Brick & Concrete 


Co., Ltd., 


CROFT,. near LEICESTER, 
for CONCRETE ADAMANT SWITCH CELLS. 


METAL SPINNING 


FOR SPINNINGS IN BRASS, COPPER, ALUMINIUM, 
ETC., FOR GOVERNMENT ORDERS. 


APPLY— 


TOWNSHENDS, LTD., вїкмїнснАм. 


SITUATIONS VACANT, 


WANTED, &c., 


— — 2-а ~ - — 


See Sup. 9 to 14. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical Engineer and 
Government Contracto 


! 
L 
| 
| 
| GREENLAND PLACE, CAMDEN "n LONDON. 
| MICA MERCHANTS. 

TAYLOR & CO. 
| 40, Hatton Garden, London, Е.С. 
MICA for all 

| ELECTRICAL, TECHNICAL & SCIENTIFIC PURPOSES 
| 


Telegrams: 


Telephone: 
“ MIGAYLOR, Lokpox.“ 


4575 CENTRAL 


THE. FULLER ELECTRICAL 
AND MANFG. CO., 


Makers of Motors and Dynames. 
ALTERNATING CURRENT MOTORS 


A BPEHECIALITY. 
“Norfolk House," Laurence Peuntney HIII, 
Telephone: Оңу 31 LONDON, Е.С. 
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CHURTON œ 


МЕ and por yp" 


2 MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works. Water Lane, LEEDS. 


ELECTRIC .LIFTS, 
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G. BRADY & CO., Pott Street Anconts 


IRONCLAD SWITCHGEAR. 
M.E.M. 


Morano ELEcTRIC Mes. co., Lp. 
REA ST. SOUTH, BIRMINGHAM. 


| WESTERN-ELECTRIC 


COMPANY, LIMITED, 
Norfelk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement last week, Sup, 24. 


CONNOLLY BROS., Ltd., 


WIRES AND CABLES. 


See Advertisement this week, p. ili. 


RALPH NEAL, 
Maker of Presses, Press Tools & Punches ef every 
deseription for Eleetrical & Mechanical Engineers. 


Blanks, Washers, Press Piercings, Die Btampings in 
Bteel, Brags, or any Material, for the Trade, 


LABELS & NAME PLATES A SPECIALITY. 


48 & 50, PERCIVAL STREET, LONDON, E.C. 
Teiephone—4948 Central. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 


SWITCHGEAR. 


For Economy, Transmit Power 
OVERHEAD by bare 


ALUMINIUM 
STRAND. 


Tre BRITISH ALUMINIUM Co., LTD., 
109, QUEEN VICTORIA Sr., LONDON: 


d А s vt 


Advertisam, nt boni 


T Registered at G.P.0. «s a Newspaper and 
Canadian Magasine rate & postage, 


4, LUDGATE HILL, Е.С. SUBSCRIPTION 


; to all other countries, 90s.—New Yonk: D. VAN NOSTRAND 


PRICE 
"^ FOoURPENCE. 


8 P inclusive, in Great 
Park Place, New York City, Tononxo, 


Librairie Etrangére, 22, vp de la Ban ue. 
Telegraphic Address: “" Adeckay, London.” A B C C Code. Telephone Nos. 933 Holborn ; Central 4425 


(Edito 


‘CABLES AND WIRES. | 
SWITCHBOARDS. | 
ARC LAMPS. | 


JOHNSON & PHILLIPS, ү TD., 


CHARLTON, LONDON, S. E. 
'ENDEE' AIR PUMPS. 


NORMAN "zz 
шато DICKSON, | 
wa PRINGLE & Co. 


WATER 
PUMPS, Bee page viii, 


only). 


— — MÀ — — — er ͥ ́Fwc— — ~a 
LARGE STOCK KEPT FOR QUICK DELIVERY 


SHUNT REGULATORS, li 
MOTOR STARTERS and all classes of Resistance Work. | 
The SOLENOID REGULATOR Со. / %%% 1 
BIRMINGHAM. . 


. Telegrams: 
" Solenoid, Birmingham." 


Telephone: 
Midland 532. 


NAME PLATES, i 


SWITCH & NUMBER LABELS 
IN IVORINE, BONE, 


CELLULOID & METAL. 


LONDON LABEL CO., LTD., | 


BECKTON RD., PLAISTOW, LONDON, E. Lh 


STONE'S ELECTRICAL INSTALLATIONS | 
for RAILWAY CARRIAGES. | 
50,000 COACHES EQUIPPED ALL OVER t 


THE WORLD. 


J, STONE & COMPANY, Lid. 
Deptford, London: 


THERMIT, LIMITED, 
“GANNON STREET, © 
LONDON, E.C. 


PATENT 
Alumino Thermic Welding Process. 


VICTORIA 
DYNAMO & 


CRAVEN HOUSE, 
KINGSWAY, 
LONDON. 


Send for Stock List of Motors readv for delivery. 


INGLEBY & CO.. 


ELLAND ROAD, | LTD. 
LEEDS. 


MOTORS 
FOR DIRECT AND 
ALTERNATING CURRENT 


Delivery from Stock up to 56 H. P, 
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POLISHING MACHINERY & MATERIALS, 


LACQUERING STOVES, LACQUERS & BRUSHES,  ||' 


ELECTRO-PLATING, PLANT & MATERIALS. 


\ 


11. — 


ASK FOR 

= DN boc, 8 LIST 482. 
| ZW \NCHAM @ ae 
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MANUFACTURED BY 


W. CANNING & CO., 


Great Hampton St., BIRMINGHAM. 


‘CENTRIFUGAL 
PUMPS, c type. 


| 
| 
150 Feet іп Опе Stage. | 
High Efficiency. 
Belt or Motor Driven. 


Pulsometer Engineering C21 
| 


Ieg 


^^ ал Uc ^ RE ER 
PULBOMETLN-END Co же. LONDON KEAN) 
а. an GÓP NE . 


Electrically Driven. | _ LONDON: READING : 


Offices— Works — 
Wri List No. 361. 
rite for List No 11, Tothill Street, Westminster, S. VW. Nine Elms Iron Works, 


BABCOCK & WILCOX, 


LIMITED, 


S rm == . PATENT WATER-TUBE STEAM BOILERS. 


11,100,000 h.p. Land Type for Stationary purposes 
3,320,000 h.p. Marine Type Afloat. 


BABCOCK & WILCOX, Ltd., also supply, as Joint Manufacturers | 
and General Licensees with J. SAMUEL WHITE & Co., Ltd., the | 
White-Forster Boilers for Destroyers, Torpedo Boats, Pinnaces, &c. 
Also Manufacturers of | 
5 Steam Superheaters. Mechanical Stokers. | 
| — TA E Feed-Water Heaters. Water Softeners 
р a — „ Structural Steel Work. and Purifiers. 
z= Lim ү] ER—— v4 a Steel: Chimneys. Steel Piping Plants. | 
7 arg е |. | Economisers. Coal and Ash Conveyors. 
==. E 41 | Electric Cranes. Charging Machines. 


Telegram . Telephone No ` 
“BABCOL e LONDON Н неаа Offices ы w Cl I Vs lonas" 


ORIEL HOUSE, FARRINGDON STREET, LONDON, EL. 


Land Tipe Roller fitted with Patent Superficater and Chain Grate Stoker. Works: RENFREW., SCOTLAND, 
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“BLACKLEY TAPE” must he best 


TRADE MARK. 


Because more of it is sold than of 
any other Insulating Tape in the World 

/ —there is a dig demand for it from those 
, who want the best possible lape—they fried the 
rest - but “BLACKLEY tare” was the only one that 
gave ABSOLUTE SATISFACTION—/^a/s why it is 
used by most of the GOVERNMENT DEPARTMENTS— 
MUNICIPALITIES—RAILWAY COMPANIES at HOME and 
ABROAD—Jesides CONTRACTING FIRMS —and it is now sold 
under the above TRADE WARK recently granted by SPECIAL 
ORDER of the BOARD OF TRADE. Have you our LIST for reference ? 


PATENT PATENT 


| ENAMEL _ ENAMELLED | 
INSULATED BELL 
_ WIRE. WIRE. 


CON NOLLY BROS 


EE SOLE MAKERS EE E LTD 
INSULATED WIRE AND CABLE MANUFACTURERS 


BLACKLEY, MANCHESTER 


27 
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WIRES. | PORCELAIN CLEATS, TUBES, 
— SPLIT KNOBS, 
REEL INSULATORS, - 

GUY STRAIN INSULATORS, 


ALSO PORCELAIN PIECES TO 
CUSTOMERS’ OWN DESIGNS. 
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SOLE EUROPEAN AGENT - 


JAMES W. GLADSTONE, 


74, Honor Oak Roa, LONDON, S.E. 
Telegrams and Telephone: No. 1017 Sydenham," London. 


We do not make spurious 
promises of  delivery— 
but deliver exact to the 
specified time. 


Large Stocks 
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STEEL MAGNETS 


BRITISH STEEL. 
BRITISH LABOUR. 
ANY PATTERN FINISHED DEAD TO DIMENSIONS, 


THIS INDUSTRY HAS BEEN CARRIED 
ON AT THESE WORKS SINCE 1884. 


We have the Best Modern Plant for Sclentific Productlon. 


BERTRAM THOMAS | 


| Worsley Street, Hulme, MANCHESTER. Tau- bens: ss aisi Conai Queen Anne's Chambore, Westminster, | 
rr ³·Ü ¹i¹¹ y MNA d 8 


DICK, KERR 


& CO., LIMITED. 


BRITANNIA 


METAL FILAMENT 


BRITANNIA LAMPS 


are entirely British made, 


the name and trade mark 
which appear on every Lamp 
standing for the best British 
workmanship and finish, and 


ensuring an efficiency and 


durability second to none. 
"MADE IN ENGLAND. 


WORKS: PRESTON, LANCS. 


Head Office: ABCHURCH YARD, CANNON ST., LONDON, E.C. 


Branch Offices: Manchester, Newcastle, Leeds, Tokyo, Sydney, Johannesburg, - 
Buenos Aires, Rio de Janeiro, Moscow and Milan. 
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WEIR FEED PUMPS 


embody all the essential qualities of tlie 
ideal feed pump: absolute reliability, ` 
; high mechanical efficiency, economical 


working, simplicity, and minimum cost 
of upkeep. 


Described and illustrated in Catalogue 4. 


{ G. & J. WEIR LTD, Cathcart, Glasgow 


THE DEL. OO rocker 
LAMP BATTERY. 


[ | 6, doz. nett. Special prices for quantities. 


EXTRA LONG LIFE BATTERY, WILL KEEP IN STOCK INDEFINITELY. 
Our Works are now Manufaoturing these in Large Quantities. 
DELIVERIES FROM STOCK. 


POCKET LAMP CASES. 


| THE DAVIS ELECTRICAL СО., 


Telephone : Regent 6093. 17, Moor Street, Charing Cross Road, LONDON, W. 


MANUFACTURED | 


From 2/- doz. nett. 


im SILK COVERED 


AT SILK 
PLAIN AND n COVERED 
| 3 RESISTANCE 
B COPPER wines. HIMEN 


HIGH 
RESISTANCE 


WIRES. 
NEW EDITION OF OUR 
POCKET TABLES 


Telegrams; 
* POLIANITE, 
HIGH LONDON.” 
Telephones: 
RESISTANCE HAMPSTEAD 5360 & 1984. 


WIRES. 
‘NEW EDITION OF OUR 


THE 


CONCORDIA 


ELECTRIC WIRE Co., Ltd.. 
THE MIRE. WORKS, 


new ready. 

Sent on receipt 
Post 

Card 


new ready. 
Sent on receipt 
of Post 


| 
Co 
1 Каа — 
ENAMELLED RESISTANCE 


y | 
d Ў COPPER WIRES. WIRES. 
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M DRAWN WIRE 


LAMPS 


Important Patent Notice 


Ф 
THE British THomson-Houston Co., Lro, beg to inform 


the Trade and Public that 


AN ACTION HAS BEEN STARTED 


against 


SCEANDO LAMP Co. Ltd. 
^ .CEANDO LAMPS) 


for an injunction to restrain the manufacture or 

sale of drawn tungsten wire electric lamps 

manufactured in infringement of Letters Patent No. 21513* 

of 1906, and for damages, and that such action is being 
vigorously proceeded with. 


WARNING. 


Proceedings will be taken against any users 
of or dealers in infringing wire or lamps. 


THE BRITISH THOMSON-HOUSTON CO., LID., 
Works: RUGBY. Registered Offices: 83. CANNON STREET, LONDON, E.C. 
Main Lamps and Wiring Supplies Dept.. MAZDA HOUSE, 77, Upper Thames Street, London, E.C. 
Branches: Sheffield, Manchester, Birmingham, Leeds, Middlesbrough, Neweastle-on-Tyne, Glasgow, Swansea, Cardiff and Dublin. 


о 
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Telegrams: “ELECTRIC, LONDON.” | р No. 3105 London Wall. 


THE LONDON ELECTRIC WIRE COMPANY 


AND SMITHS LIMITED. 


PLAYHOUSE YARD, GOLDEN LANE, LONDON. E.C. 


CABLES and WIRES for — PURPOSES. 


HIGH RESISTANCE ALLOYS. 
EUREKA. NICKEL CHROME. — PLATINOID. 


Patent Enamel-Insulated Wires. Instrument Wires. 


 FLEXIBLE CABLES and CORDS. 


ә inform TELEPHONE WIRES. TELEPHONE CABLES. 


RTED 


Lid 


CA BLES име. 


Flexible Wires. Bell Wires. Instrument Wires. 


А 
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ADHESIVE COTTON & RUBBER INSULATING TAPE. 


EBONITE 


SHEET, ROD, TUBE AND 
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Electric Fans 
Stand for comfort—the greatest | 
comfort—at least cost. 


Westinghouse 


The weather cannot get too 
hot for them to be effective 
—they create a delightfully 
refreshing breeze on the 
hottest day 


IAT 


and 


They do it season 
after season 


without repairs 


The initial cost represents 

a very small annual charge 

considering the years they 
last. 
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Four Hours for One Penny 
represents the cost for current. 
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The name 


Westinghouse 
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Guarantee. 
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Ask for Fan List 140/7. 
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The British Westinghouse Electric & Mfg. Co., Ltd. 
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MANCHESTER - 14. Long Milleate ES 
BIRMINGHAM - 55, Newhall Street zu 
CARDIFF - - 4102. St. Mary Street == 
GLASGOW 17. St. Vincent Place == 
LEEDS- 20, Russell Street, Park Row a= 


LONDON - $ à P 
NEWCASTLE-ON- TYNE - 
SHEFFIELD Р 


179. Wardour Street, W. 
. Ward's Buildings. High Bridge 
- Howard Gallery, Chapel Walk 
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ШЇ 


ШҮ ШҮ? 


sl 


иң 


її 2 
m | $ | Metts | О 


[June 25, 1914 


- EBONITE 


SHEET, ROD 
& TUBING. 


TONS iN LONDON 


Over 60 years' 


experience in its 
Manufacture. Special 
articles made to order. 


х, 
се“ WAR OFFICE AND ADMIRALTY QUALITIES. 


LE VULCANITE 


a шш иш E 


“ENDEE” 


COMPRESSORS & VACUUM PUMPS 


specially suitable for 


AIR LIFT WATER PUMPS. 
BLOWING Sets, Portable or Fixed. 
CLEANING by Vacuum. 


DESICCATING Telephone Cables. 
EVERY Pneumatic ‘duty. 


NORMAN DICKSON, PRINGLE & Cd, 


25, VICTORIA STREET, 
вост WESTMINSTER. 


PARKINSON 


ALTERNATING-CURRENT 


COMMUTATOR MOTORS 


have solved the problem of obtain- 
ing variable speed on A.C. circuits 
without loss of efficiency, 


Our P.V.S. type Motors have the 
following special features :— | 


(1) 3 to 1 SPEED RANGE WITH 
SHUNT CHARACTERISTIC. 


(2) UNITY POWER FACTOR. 
(3) HIGH STARTING TORQUE. 


(4) FIXED BRUSHES AND 
PERFECT COMMUTATION. 


We are also manufacturers of 
(à SINGLE-PHASE SELF-START- 
ING MOTORS. 
(5) SINGLE-PHASE LIFT AND 
CRANE MOTORS. 


F. PARKINSON & CO. 


WELLS WORKS, 


Guiseley, LEEDS. 


— HH — 
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POWER WITH ECONOMY. 
MIRRLEES-DIESEL 
OIL ENGINES. 


British Made. 


QUALITY HIGH 


CARSON-EVANS 
F ENCHURCH BUILDINGS 


Best and most reliable for Electricity 
Works and Private Power Stations. 


про 


M BERMAN T ЧП GOODS 
WELLS’ r= WASTE OIL FILTERS. 


Fitted with Sight-Feed Syphons. 


OVER 91 ‚000 SOLD. 


Invaluable to ALL Users of 
Machinery, Steam, Oil or 
Gas Engines. 


Pay first cost in a short time. as 

Dirtied Oil, which has hitherto been 

thrown away, can be filtered and 
used again and again. 


‚ 500 B.H.P Mirrlees-Diesel Engine. 


Buy from the Makers with the Longest Experience. А | 
No. 1.—For users having only 
a small соусу of oil totreat 


MIRRLEES, BICKERTON & DAY, C 
No. 2. Canacity еп 3 gals, 
oil, 22-in. by 10-in. s» . 0i- 
LIMITED, S4. No. 3.—Capacity about б gals. 
А 1 у; Ж 
HAZEL GROVE, STOCKPORT. 5 ` © 
О. 4, 'apacity about 12 gals | 
London Office : 122, Cannon Street, E.C. oil, 86-in. by 16-in. =f . 110! - 
No. 5.—Capacity about 24 S 
oil, 17. in. by 23. in. т ..789/- 
T No. 6.—Settling chambers hold 
about 50 gals, oil, 60-in. by 
80-in. * ; A^ . 3 36/- 


Many Pump Installations Require 
Control by Float or Remote Switch 


LARGER SIZES MADE TO ORDER. 


WELLS’ OIL CABINETS 


Are made of tinned steel with galvanised 
iron bottoms, enamelled bright red, attractive 
in appearance. 

The PUMP is of polished brass, screwed 
into its place, and easily taken out for filling 
the Cabinet from a barrel. 


— — — — —1 


CAPACITY. PRICE. 
\ ынсы : — — 
50 gallons, 49/- each. 
30 T | 43/ - 
20 ' 40 A] 
. a t 2a: LE 
1H. p. Motor Geared to a Double Acting Pump. | 


A. C. WELLS & CO., 2 4 LONDON. 


Single-Phase Motors 


IMPROVED DIRECT READING 
OHMMETER COMBINED WITH 
A: HIGH VOLTAGE GENE- 
RATOR FOR MEASURING THE 
INSULATION RESISTANCE OF 
ALL FORMS OF ELECTRICAL 


They  Keep-a-running — Y CIRCUITS, 


give a maximum of satis- 
faction under such service. 


4 TO 40 H.P.—25 TO 140 CYCLES. | " — WRITE FOR PAMPHLET No. 22. 


MANUFACTURED BY Scale.—'The scale is almost twice the length of the scale of any other 
make of Ohmmeter. 


CENTURY ELECTRIC CO. Testing Pressure. ensuring low-lustiauion resistances: . n 


Range.—A very long range of direct-readings can be taken owing to the 
Olive, 19th and Pine Streets, St. Louis, Mo., U.S.A. extra length of scale. Each instrument bas two ranges. 


Sensitivity.— Maximum sensitivity is combined with large working forces. 
Price.—The price compares favourably with that of any other first-class 


STOCK OF CENTURY MOTORS CARRIED IN LONDON BY Ohmmeter on the market. 


Messrs. MARPLES & LEACH, KELVIN, BOTTOMLEY & BAIRD, Ltd., 
26, Artillery Lane, Bishopsgate, E.C. * 16—20, CAMBRIDGE STREET, GLASGOW. 
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р 8 CHOKING TUBE 
& WJ FUSES (600 v.) 
HANDLE TYPE 


Cannot burst in the hand if 
put in on short circuit. 


Hand quite clear of fuse 
and well screened. 


Make the ideal Dis. Board 


for Power Circuits. 


Sizes 50 to 3000 Amperes. 
Prompt delivery from stock. 


: VM MESS HANDLE TYPE SOLD WILL 
HANDLE TYPE ÜNIMOURTEB: CONTROL 4,800,000 Н.Р. 


THUMB TYPE 


For smaller circuits. 


10, 20, 30, and 50 amp. | 


THUMB TYPE CARRIER. 


DORMAN & SMITH 10. 


ORDSAL ELECTRICAL WORKS, SALFORD, MANCHESTER. 


LONDON: 17, Victoria Street, Westminster, S.W. | NEWCASTLE-ON-TYNE : 1, Higham Place. | 
GLASGOW : 43, Mains Street, Waterloo Street. ROTTERDAM : Zalmhaven, 25 B. é 
; SYDNEY, N.S.W.: 163 Clarence Street. — № 


Ee | 
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OSEPH SANKEY & SONS, LTD., “то, sure. 
J wy Msg BILSTON, STAFFS. 
‘Telegrams: ‘‘SANKEY, BILSTON.” Code: LIEBER'S. Telephone: 115 BILSTON. 


Manufacturers of SHEETS and STAMPINGS of all descriptions for 
Dynamos, Motors, Transformers, &c., and for Electrical Work generally. 


Й 


Registered Trade Marks: 


we" | STALLOY | "XE 
Весе | “LOHYS.” - 
S eceiver | (РАТЕНТ). | ' “HY PERBIL.”’ 
Diaphragms. LOW HYSTERESIS. LOW EDDIES. HIGH RESISTANCE. “INSULINE.” 


Representative : ROBERT JENKINS, 57, Bishopsgate, LONDON, E.C. 


Telegrams: ' PERMEABLE, LONDON.’ Telephone: 8205 CENTRAL, 


Telegraphic Address :—' THEOREM, PaTRICROFT.” 


GARDNER 
Gas and Oil Engines 


Vertical High-Speed Type for 
coupling direct to Dynamos. 


From 5 B. H. P. to 120 B. Н.Р. 


Producer Gas Engine, 
65 B.H.P. at 500 Revs. 


L. GARDNER 6 SONS, Ltd, 
Bartoa Hill Engine Works, 
PATRICROFT, MANCHESTER. 


NORRIS, HENTY & GARDNER'S, Ltd., 
87, Queen Victoria Street, London, E.C. 


Telephone No. 9702 City. 
Telegraphio . Cax vox, Loxpon (charged 
Address: as two words only). 


æ m — +" 


` Ч D 
„ 


Glasgow Showroom: 48, BOTHWELL ST. 


RESISTANCES FOR EVERY CONCEIVABLE PURPOSE. 


Electric Welding, Accumulator Charging, Small Current Regulators. - 
Searchlight Projectors, Bioscope & Stage Arc Lamps, &c. 


AUSTIN WALTERS & SON, "imm inm 
5 MANCHESTER. 4109 CENTRAL. 


PATENT SERIES FLOW 


“UNIT” 


SUPERHEATERS 


For all Types of Bollers. 


————$$$_— 


Every Tube Detachable and 
Interchangeable. 


— d 


SUPERHEATER UNITS, LTD., 4, Castle Square, SWANSEA. 
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There are special 


features in the FRANT 


PREMIER | 


which are possessed by T 


no other  Suction AR | 


Cleaner. They are 


m P" с 
, 1 „„ 
, - ==, $ - o >,“ 
* Motor and Case.— 
p 2" Motor designed and 
ds a bailt for daily use and 
4 i e < Е y^ lon: life, 
E P4 — a vo | Ae р: 2 
52 
7 : 2 ^ 
2 — И 7 e, j 


, 
р p It is the 
"ZA E 
NN d cheapest 
2 J 


* 

at i A Fan.— One picce alu- Body of Machine 
А high grade miuium casting. Fas- with Nozzle.— Опе іссе 
4 tcned direct to motor aluminium casting. 


machine on shaft, Nolostceflicioncy. 
the market. 


PRICE : 


£7 7 О зов. 


Electric Suction Cleaner Co., 
56, Victoria Street, S.W. 


set forth in our 
pamphlets. 
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SOME BURN OUT, SOME BREAK DOWN, 
BUT OURS GO ON FOR EVER. 
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FROM 
THIS TO THIS 


GGS BROTHERS, .. 


LAZ 


ў BALSALL HEATH, BIRMINGHAM, 9 


— we — eee eee ¼⅛—‚—pœ O —‚˙ÿtm je ũůuwn ᷑̃ Hũm1 . M 


“yume 33, 4945.) 


SECRET INTERPHONES 


for Single Line Wirlng must 
possess опе qualification. 


‘ They must be PARSONS- 


SLOPER, because, apart from 
the actual mechanism, it is 
the careful arrangement and 
true proportion of parts, and 
close attention to detail which 
are equally necessary for 
success. And all these are 
not the thought of a moment 
but the outcome of many 
years of patient development. 
Our Book 7 is full of useful 
and interesting information on 
the subject. 


BENT & 60., Ld. зт. 
LONDON: NEWCASTLE: — QLASSOW: 
26, Victoria St. 26, Blackett $t, 116, Hope $t. 
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EILIOTT 
SWITCHBOARD INSTRUMENTS 


are made in all the 
) usual petterns, 


ROUND, 
SECTOR, 
EDGEWISE, 


&c. 


We also manufacture a 
large number of special 
pattern, such as 


DUPLEX, 
EDGEWISE, 
WATERTIGHT 
INSTRUMENTS 


for use on ships, &c. 


ELLIOTT BROTHERS |CENTRAL socs , WESTMINSTER, 8.W. 
ESTABLISHED 1800. CENTURY WORKS, LEWISHAM, $ E. 


The Electric & General Works, Ltd., 


15, Victoria Street, London, S.W. 


— — — — — — 


Oil Switch with Electrical Remote Control. 


ELECTRICAL APPARATUS - 


up to 80,000 volts, 4000 amperes. 


Telephone : 5223 Victoria. Telegrams : Gabionage Vic. London. 


Е : [ 
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Tel. Address: Olistobon, Viedock.“ Telephone: 3183 East. 


THE CLIMAX STOPPER & EBONITE 00., L". 
Khaki Ground Sheeting. 


ALL RUBBER MECHANICAL GOODS. 


Hospital — 


Valves. Hydraulic Pump Caps. Ringer Rollers. 
Buffers. . Gauge Glass Rings. Moulded Hydraulic Rings. 
Washers. Truck Tyres. Rubber Heels. 
Rubber Mats. EBONITE A SPECIA LIT YV. 


Rods, Tubing, Pipe Mouthpieces, , Accumulator Boxes, Electrical Appliances, &c. 


Address: NORMANDY WORKS, NORMANDY STREET, CUSTOM HOUSE, LONDON, 


ders C.T. S. les 


los; 
These hot, dusty Calli E- T 
Summer days are | ær / ne & Sh жақ ing 


fF 


poll АЧУ, r 
wear (Ses 


good for ‘Magic’ Sales 


round because it is а reliable Cleaner 
and does its work effectively under almost 
any conditions. 


Tros MAGIC sells readily all the year 


Callender’s Cab Tyre 
Sheathed Cables are 
insulated with pure 
and vuleanized india- 
rubber of the highest 
suitable quality pro- 
curable, and finally 
sheathed overall with 
patent Cab "Туге 
Rubber, thus en- 
suring the maximum 


J of efficiency. 
NY This Cab Tyre 


Sheathing is not 


The MAGIC is the most sub- 
' stantial and the most simple of 
domestic machines, operating at 
a trifling cost—without effort. 


It is the only All- British 
Cleaner of its type, manufac- 
tured throughout in British 
works by skilled British workmen. 


NN N affected by corrosive 

ANS moistures, and will 

M | C Wr бапа very hard wear. 
: Y ( i SIH Our descriptive (AUT IR 
М booklet gives full M. 
APPLIANCES, Lid. e TS 
W Ї YA 
Farringdon Avenue, YEN 7 AN mA) 
LONDON, - - - EC ` АУМ 1 | A E SPAM 


Write Y Bre í 


for 


P Ӯ if /! Vitoria Emban теп}, london f C. 
Prices. А А Lee = 


E. it ун EAS Yy 


FAN 


| 


Gentractors to 


E.M. Post Office, War Office : — 
“ Rebesi " (Reg.) System For au Purposes. 


Admiralty, India * Office, 
Oolonial and ot 
Patented Systems For carry ace арена 


eo 
Pn © uU т a t É C Tu bes Automatic constant Current Systems. 


Government Departments, High Pressure Systems For Long Distances 


London County Council, Hand Power and Control Systems. 
alae and Foreign ТИ 


Telegraph Instruments of Every Description. 


fule f hone: 12249 Central. Sole Makers of Murray’s Multiplex System of Telegraphy 
grams: ‘‘SUPRA, Hox., LONDON.” and of “Rebesi” Patent Automatic Morse Recorder. 
Godes A. B. O. 


À 
REID BROS., ENGINEERS LTD. : 


{ 


J | jane U. UI. i TIRES TER RLEPERGAI, BERE. — | — 
| u 
. CONTINUOUS- CURRENT 


D DYNAMOS 


MOTORS. 


| 
|. These Machines represent the latest 
t 


practice in design and construction, 
and аге built to the British 
Standards Committee Specification. 


ALSO 


| - BOOSTERS, BALANCERS | 
| & MOTOR- GENERATORS. 4 


| CLECTROMOTORS I 


| OPENSAAW. Mancnesren. 


— 
j LONDON: 49, Queen Victoria Street, E.C. 
Telegrams: '' Magnet," Manchester. Telephones : 7094 Central. | 
“ Orders," Cannon, London. 5370 City. | 
7 
CALCUTTA - - - Heatly & Gresham, Ltd., Waterloo Street. || HOLLAND- - - - G. W. E. Gibson, The Hague. 
BOMBAY - - - - Heatly & Gresham, Ltd., Hornby Road. NATAL - - - - - A. B. Jones, Ltd., Durban. 
[ NEW ZEA : ; i NEW S. WALES & 
EALAND Jas. J. Niven & Co., Ltd., Wellington. QUEENSLAND Hr. K. Steanes, Sydney. 
ARGENTINE - - - Angel Muzzio é Hijos, Rosario. МІС., TAS. & S. AUS. Horrocks Roxburgh Pty., Ltd., Melbourne. | 
6 GREECE - - - - J. Мер. Barbour, Piræus. TRANSVAAL - - Reath & Co., Johannesburg. | 
| 


t. 
CE 'n—————————m Л E 
в 


j 


^ ^ 


(У 


э 4 


xvi . THE ELECTRICAL REVIEW. 


WEIGH-HOPPER 
ӨЙ DISCHARGING. 


ороор 57095570757575 


[June $5, 1918, 


PATENT 


: AUTOMATIC LIQUID SCALE AND INDICATOR | 


IS AN ESSENTIAL ELEMENT OF BOILER-PLANT ECONOMY; 
SOLVING THE DIFFICULTY OF ASCERTAINING THE EXACT 
STEAM CONSUMPTION OF TURBINES. 


GUARANTEED ACCURACY WITHIN 01%. 
W. XI. AVERY, LD., 33$ BIRMINGHAM. 


~ е 


8 SHG 9565859591 


EVERETT, EDECUMBE 8 


“METROHM” 


AN INSULATION TESTING SET 
OF MANY MERITS 


(1) Loving coil type, having powerful working forces, quick but drad-beat 
aclion, and requirin no levelling. 


(2) Long and open scale. 
(3) Light and compact. 
(4) Strong and hard-wearing. 


(5) A True Ohm-meter, not a mere voltmeter scaled in ohms, therefore x ays 7. V 3 ea 
accuracy 1s nol affected by variations in testing voltage. 


(6) It їг not a makeshift of foreign manufacture. 500 Volts, 50 Megohms. 
EVERETT, A £15 (ubio). 


LONDON OFFICE - 117, VICTORIA STREET, WESTMINSTER. 
WORKS - . - — [| HENDON. 


Evershed OH N METERS. 


Direct reading instruments for use with dry cells 
or station pressure. 


Instantaneous determination of resistance. 


Evershed & Vignoles, Ltd., — London.” 
Acton Lane Works, Chiswick, W. rr... 
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A FEW FACTS. 


Wr had hoped that the debt which heavy electrical engineering owes to the founder of our frm— 
Mr. Charles Brown—and the knowledge possessed by most Engineers in this country regarding 
the history and work of our Swiss House, would have rendered it unnecessary for us to appeal to 
the sense of fair play in certain of our competitors. But it has recently come to our knowledge 
that statements have been put into circulation to the effect that our Swiss House is in some мах 
under German influence or control, and that its capital is largely held in Germany. The object of 
these statements—which are absolutely untrue—is evidently to prejudice the business interests of 
this Company in Great Britain and the Colonies, both now and in the future, and consequently 
we desire to draw attention, once and for all, to the following facts, so that по misapprehension 
regarding these matters can exist hereafter. 


]. Our Swiss House, whose works are at Baden (Switzerland), and at Muenchenstein, 
near Bale (Switzerland), and with whom alone we deal, is purely a Swiss concern. As 
its share capital is some £1,300,000, and as the shares, being payable to bearer, are freely 
negotiated on the Stock Exchange, it is impossible to know the whereabouts of every share, 
but we believe that practically all are in Swiss hands, and we know positively that the 
great bulk of the share capital is held in Switzerland by large shareholders and by important 
Banks, such as the Swiss Banking Company of Bale, the Swiss Banking Company of 
Winterthur, the Swiss Credit Corporation of Zurich, Messrs. Sarasin & Company, of Bale, 


and others. 


2. The administration of our Swiss House is centred in the hands of the President, Mr. W. 
Boveri (Swiss), and three Vice-presidents, Mr. F. Funk (Swiss), Mr. S. Brown (English), and 
Mr. G. Boner (Swiss). In addition, the above-mentioned Swiss Banks have representatives 
(all Swiss) on the General Board, while of the eight Executive Directors, six are Swiss, one is 
English, and one German. 


3. Ten or more years ago—in the expectation that it would tend to diminish the strong i 
competition between the two Companies—a block of B.B. shares was transferred to the A.E.G., 
Berlin, in return for an equivalent number of A.E.G. shares. The expectations held at that 
time were, from the first, found to be incapable of realisation, and it is common knowledge | 
among the well informed, that competition between the two Companies has been continuous | 
and intense throughout the career of each. The shares in question gradually became dispersed, | 
and for about eight vears now, the A.E.G. has not held a single share, and it has no 
interest and no voice whatever in our Swiss Companv's business affairs, and vice versa. 


Ы 


4. Certain of the Swiss Company's funds are invested in the branch works in Germany, 
Italy, France, and other countries. Heavy tariffs have been the main reasons for establishing 
these works, and a number of British firms have been obliged to acquire property in these 
countries for exactly the same reasons. It is, moreover, of interest to note that since the 
outbreak of war, the branch works in Germany has experienced great difficulties owing to the 
fect that thev are regarded as a foreign company, and are particularly suspected on account of | 

| 
| 


their Swiss connections and English name. 
5. We (the Enghsh Brown, Boveri Company) have two Swiss and two English Directors: 
^5 per cent. of our capital is held by the Parent Company. and 15 per cent. by English share- 
holders. The machinery we supply is (and always has been) of Swiss or British origin, | 
largely manufactured with British and U.S. raw material. Our staff is (and alwavs has | 


heen) Dritish and Swiss, 


knowledge that the misrepresentations as to our position are repeated, we shall at once take 


We bave only to add that if, after this publication of the facts, it should come to our | 
| | | : | 
energetic action against the offenders. | 

| 


BROWN, BOVERI & Co., Limited. | 
(Signed) A. C. EBORALL, Managing Director. | 


London, June luth, 1915. | h 
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THE Í GUARDIAN . 
PATENT HAND LAMPS. 


TO COMPLY WITH THE LATEST 
.O. T. REGULATIONS. 
These lamps have been 
adopted by the leading 
engineering firms, Ship- 
yards, Corporation and 
Government Departments. 
H:1 Price 2/8 each. 
Gil „ 4/6 ” 
G 2 „  6/- 
(as illustrated). 
Prices subject to trade 
discount. 


LAURENCE, 


Estab. 1884. 


ЛА 


Ne. 71—3. 


THE ELECTRICAL REVIEW SUPPLEMENT., 


CONTRACTORS TO H.M. GOVERNMENT, &c. 
(Box 5), SAMPSON WORKS, SALFORD, 


MANCHESTER. 


ESTABLISHED 
1892. 


TELEEPONE: 1083-4-5-6 CENTRAL. , 
GRAMS: '' MULTUM, MANCHESTER. 


mintaturE * INDISPENSO" 


CHINA CONNECTORS 
BRITISH MADE. 


E T As designed and made by us for 15 years and as copied 
i M. hi 10 ant in an inferior manner by imported German Imitations. 
| 4 ШШ We have designed the miniature INDISPENSO " 
CHINA CONNECTOR for positions where very small 
space is at disposal, as in ball fitting. Will take up to 
7/2) size cable. 
THE ILLUSTRATIONS ARE FULL SIZE. 
NO METAL PROJECTING PARTS. 
ENSURES GOOD JOINTS. 


| PRICE 
! PER 144 


ONE WAY. 
PRICE: 1/6 Dozen. 
T 16/- Gross. 
TWO WAYS (As Illustrated). THREE WAYS. 
PRICE: 4/6 Dozen. PRICE: 23/6 Dozen. 
T 28/- Gross. » 40% Gross. 
All Prices subject trade discount. 
Bee Special Pamphlet for particulars and larger sizes. 


SCOTT 


NORWICH. 


7 
Under gross lots add 10%. 


HEIGHT. | Groove. | HOLE. 


14 | 


BOBBIN INSULATORS. 


No. | Dia. 


64/40 


PETT: 


PORCELAIN 


1 


— gms | 
| ЕСТ E T 
— LR IE 


BRITISH MADE. 
Immense stocks of all classes of insulators. 
Two GROOVES, 

No. cai Width Te qu Per 


size | 144 


65/630 | lg in. 12 І іп, й п їп. 
—.— | à 3ird 


THREE GROOVES, 
65/684 2 in. 


| е là in. in. 
65/635 4, | | 
All prices subject rill discount, 


Telegrams: ©“ Gothic, Norwich." 


A.B.C. Code, 4th & 5th Editions. 
Engineering Code, 2nd Edition. 


Telephone No. 246. 


100-H.P. Relay Controller for Colliery Haulage Plant. 


Operated from a distance by * Master Controller.” 


SPECIAL SWITCHGEAR 


for controlling 


Haulage Plant ‘r Collieries, &c., 
Heavy Machine Tools, 
Hydraulic Accumulators, &c. 


— —— — A— — —— —— ——— amt aaa — — — — = — ==» v— — — — — — — y - - = — - " * C —— — u——D c Ч. ’ » 
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SUN PORTABLE 
ELECTRIC TOOLS. 


Invaluable in the tool-room, machine shop, repair 
shops and on erection work. The essential feature 
of all is the motor, this is highly efficient, runs at 
the correct speed for the work it is called on to do, 
on either A.C. or D.C. circuits. Aluminium is 
used in the construction, as far as possible, making 
the tools light and easy to handle in use. 

Write now, while you think of it, for full 
particulars. 


PORTABLE 
ELECTRIC DRILL. 


Drills up to d in. Taps up to 
uit in. Runs forward and re- 


PORTABLE ELECTRIC 
GRINDER. 


Motor runs at 10,000 R. P. M., ‘giving 
the emery wheel the right surface 
speed. The arm fits into the slide rest 
of any ordinary lathe, in the same 
manner as any turning tool. Specially 
useful for quick and accurate grinding 
of centres, cutters, dies, &c. 

Weight 54 Ibs. 


No. M 2850. Price, complete with 
flexible cord, B.C. adaptor and emery 


verse, controlled by two-way and 
off switch placed in convenient 
position near operator's hand. 
An emery wheel can be driven 
from side spindle, this feature 
is specially useful on erection 
work. 
No. M 2860. Price, complete 
with flexible cord, B.C. adaptor, 
&c., £12 0 O (subj.). 

EXTRAS: 

Geared chuck, 17/-. 

Emery wheel & attachment, 17/-. 


wheel, £6 5 O (subj.). 


Telegrams : 


* Secabilis Ox, London." 


| Telephone : 
a8: 120 C haring Cross Dd PRA Gerrard 2291 (3 lines). 


w 
2 
N 
* 


The National Gas Engine Co.,Ld. 


Grand T Turin Exhibition, 1911. 


ST 


“NATIONAL” TANDEM VERTICAL TYPE 450 B.H.P. GAS ENGINE AND SUCTION GAS PLANT. 
These Engines are also built in sizes ranging from 300 H.P. to 1500 Н.Р. 


Sultabie for working with: 
TOWN GAS, PRODUOER GAS, BLAST FURNAOE GAS and OOKE OVEN GAS. 


WRITE FOR CATALOGUE. 


Works & Office: Ashton-under-Lyne, MANCHESTER 
London Showroom: 75a, QUEEN VICTORIA STREET, LONDON, Е.С. 
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KEITH-BLACKMAN 
High-Pressure Fans. 


eecssoeceqoves999 00000090000000099000900999 — — . ‚ ^ JANE ELA , €" € 99 90909999909990999 еее. 
. 


For Forge and | 
| Cupola Blowing i 
: these Fans аге: 
i widely employed, : 
: and in many in- : 
: stances have effec- : 
ted considerable 
economy in Power 
| consumption. 


i These Fans are : 
: suitable for pres- : 
: sures up 80" W. O., 
: and their design : 
: and construction 
: embodies the 
: highest efficiency, : 
: compactness and : 
: strength. 


ы е 


JAMES KEITH & BLACKMAN COMPANY, Lti. 
27, Farringdon Avenue, LONDON. 


And at MANCHESTER, GLASGOW, EDINBURGH, NEWCASTLE, LEEDS, BIRMINGHAM, Ac. 


| “A Why are “FIVE IN ONE” Motors Superior = 
INDUCTION to others ? = 
! MOTORS | Because they combine five types in one ! E 
ie, PROTECTED, Е 
VENTILATED, = 

TOTALLY ENCLOSED,  É 
бе u PIPE VENTILATED, d 
"MAN RAINPROOF TYPES. = 
ҮЛЕ | WRIGHT а WOOD, zz HALIFAX. C 
=—! S E 2 = Telephone: soe dae, — Motor, Halifax.” = 


| 
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| Nat. Tel. No. 160 анаа 66 Q U A L і TY T] 


Established 1814. 


Worcester. 


FEEDER PILLARS. 


[June 35, 1916. 


Contractors to Н.М. Government 


N.B. N.B. 
Please with 
give divided 
us up 
your interiors, 
Enquiries. &c., &C., 
for also 
odd for 
sizes doors 
Whether and 
taller frames 
or for 
shorter brick 
or chambers. 
No. 1326 (Registered Design). 
MADE IN SEVENTEEN STANDARD SIZES, È 
BUT QUOTATIONS ALSO — 
GIVEN FOR OTHER SIZES. БЕ 
makers о! жй aa Pillars are of very nice appearance, are thoronghly 
all kinds of castings, and are very efficiently ventilated. Pillar is 
TRANSFORMER Virgen ix two door hung on massive ornate malleable iron FEEDER 
* on $ in. dia. Brass Pins, and each door is fitted. 
PILLARS. Brass Lock. The first six sizes measure 4 ft. high PILLARS. 
ail above ground, the next 5 sizes, 4 ft. 8 ing. high, and 
size 5, 4 ft. 9 ins. high above ground. The underground part of 
all sizes is 1 ft. 8 ins. long. ö 
ARC STANDARD SIZES: INCANDESCRALT 
LAMP Inside Dimensions Olear Openings of Doors, LAMP 
Site 1 .. 19 x 12ins. .. 83 х 16 ins. 
PILLARS. „ fa .. 19 x 14 ins. 88 X 16 ins. PILLARS. 
„ ib .. 21x 12 ins. 88 х 17 ins. 
„ 2 21 x 14 ins. 88 x 17 ins. 
„ 2a 21 x 16 ins. 88 x 17 ins. 
» 2c 21 x 18 ins. 88 x 17 ins. 
BRACKETS. » 2b 25 x 14 ins. 86 x 21 ins. CORONAS. 
„ З 25 x 16 ins. 86 x 21 ins. 
„ За 25 x 30 ins. 86 x 21 ins. 
„ ЗЬ 81 x 16 ins. 86 x 27 ins. 
„ 4 81 x 20 ins. 86 x 27 ins. 
CARRIERS. „ 8 86 x 24 ing. 42 x 88 ins. MANHOLES. 
„ 6 42 x 24 ins. 62 x 88 ins. 
8 86 x 80 ins. 46 x 80 ins. 
„ 8 42 x 80 ins. 46 x 86 ins. 
„ 9 86 х 86 ins. 42 x 88 ins. 
4, 10 86 x 80 ins. 42 x 88 ins. 


ENQUIRIES SOLIOITED. 


HARDY & PADMORE, LIMITED, 


ONLY ADDRESS 1 WORCESTER, ENGLAND. 


oz 
| 
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VSM FANS. 


For Continuous Current Circuits. 
Twelve inch and sixteen inch sizes. 


$. 


T. 


A.P. type, with totally-encl;sed motors, 60 to 250 volts. 
Inexpensive. Reliable. Silent running. Low operating costs. 


Early deliveries given. 


UIT) 909909990) 780) 90) ))))99959]].5- 


The Electric & Ordnance Accessories Co., Ltd., 


Aston, Tams... Birmingham. 


Agents 
LONDON: Electrical Deparment, Viekers House, 
Broadway, Westminster, S. W. | 


| Agents: 
NOTTINGHAM: Е. Mansfeld, 197. Station Read, 
MANCHESTER : В. Foster, 196, Deansgate. Beeston, Notts. 
GLASGOW : J. & A. Anderson, 231, St. Vinceat St. 
MIDLANDS : Eu & | BN. 39. Gt. Charles Street, 
Birmingham. 


NEWCASTLE-ON-TYNE: T. J, Grainger & Co. 
Edinburgb Life "Building, 21, Malle,“ Street. 


| ————————À— À— —— i а 


SWANSEA: W. Ogden Dayson, |, Mount Street. 


YORKSHIRE and THE TEES: F. MacCallum, 
Austborpe Road, Crosegates, Leeds. 


SHEFFIELD : Н. Е, Ridley, 19, Vainor Road. 


ц 


| 


— 
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“Just like a sea breeze.” 


Hospitals, Government Offices, Munition 
Manufacturers, Homes, Food Stores, and 
Offices will all need  Freezor Electric 
Fans, more than ever this season. 


J'reezo fans 


are British Made. 


The Freezor Fan Works at Witton, near Bir- 
mingham, are the largest Electric Fan Works | 
in the United Kingdom. Write for particulars to E 


The General Electric Co, Ltd., | 


Head Office: 67, Queen Victoria Street, London, E.C. 


Telephones: London Wall 3600 (30 lines). Telegrams: " Electricity Cent. London.” 


Branches- Manchester. Birmingham, Glassow. Сага: Ё, Newcastle. Dublin, Belfast, Bris ol. 
pees “Rate М, Swansea, Liverpool, Leeds, Shefheld, Notte gham, Hull, Southampton, Cork & Aberdeen, &c. FE Co TRADE МАЙК 


June 25, 1948.1 
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„„ 


THE ELECTRICAL REVIEW SUPPLEMENT. . 9 


“ELECTRICAL REVIEW” | 


CHEAP PREPAID ADVERTISEMENTS 


| Relating to Situations Vacant, Situations Wanted, Businesses Wanted, Businesses for Sale, Patents for Sale, 
Specific Articles of any kind Wanted, or for Sale or Exchange 
| | per Word (minimum 1s) Вох Number and “Electrical Review” Address count as Seven Words. 
: | 4 * 


id Three Consecutive Insertions for the Price of Two, if ordered and prepaid with first Insertion. 

Hl | 

| | LATEST TIME FOR RECEIVING 9.30 a.m. THURSDAYS. 
| 


ll 


‚ are inserted at the rate of ONE PENNY 


Where Advertisements are to be answered to a given Number at the Electrical Neview Office, applications for Names 
and Addresses of the Advertisers will be entirely disregarded, and Letters giving incorrect Box Numbers will be destroyed. 


„e The Scale does not apply to Trade Advertisements, terms for which oan be had on application to 4, Ludgate Hill, London, Е.С, 
| | OFFICIAL NOTICES, &c., 1s. per line in Column. 


| The ELECTRICAL REVIEW is the recognised medium of the Electrical Trades, and has by far the 
| LARGEST CIRCULATION of any Electrical Industrial Paper In Great Britaln. | 


Unless otherwise instructed, ALL LETTERS received in ae to Advertisements with a Box 


numer ARE FORWARDED NIGHTLY. 


WALUATIONS, 
AUCTIONS and 
ARBITRATIONS o! 


Electrical Works, Plant and Stock. 


WHEATLEY KIRK, PRICE & GC. 


| (Established: 1850): 
Y 16, Albert 
46, Watling ze | 6, * 


26, Collingwood Street, Heweastie-ca-Tyne. 


EDUCATIONAL NOTICES, 
Latest timo for receiving 8.30 s.m. Thursday. 


THE MANCHESTER MUNICIPAL 


SCHOOL OF TECHNOLOGY 


(UNIVERSITY OF MANCHESTER). 
PRINCIPAL: J. C. M. Garnett, м.а. (late Fellow of Trinity College, Cambridge). 


The Session 1915-16 will open on 5th October. Matriculation and 
Entrance Examinations will be held in July and September. 

The Prospectus, forwarded free on application, gives particulars 
of the Oourses leading to the Manchester University degrees in the 
Faculty of Téchnology, in the following Departments :— 

MECHANICAL ENGINEERING, 
ELECTRICAL ENGINEERING, 


SANITARY ENGINEERING (including Municipal Engi- 

neering), 

THE CHEMICAL INDUSTRIES (including General 
Chemical Technology, Bleaching, Dyeing, Printing, 
Papermaking, Brewing, and Metallurgy), 

THE TEXTILE INDUSTRIES, . 

PRINTING AND PHOTOGBAPHIC TECHNOLOGY, 

ARCHITECTURE. 8465 


Ch prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum 1s.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and Exsctrica, Review address count as seven words. 


Where Advertisements are te be answored te a given number at 
the ELECTRICAL REVIEW Office, applications for names and 
addrosses of the Advertisers will be entirely disregarded. 


Unless otherwise instructed, all lettera received in answer to advertisements 
with a box number are forwarded nightly. Postages incurred are charged at 


A M. I. E. E., A.M.I.C.E., A.M.I.M.E., Matriculation, B.Sc. 
. (Engineering), secured with minimum expense and energy 
by U. E. C.“ Individualised Correspondence Courses. Advice and 
guidance free. — Apply Advisory Secretary, UNIVERSITY ENGIN- 
EERING COLLEGE, 8, St. Mark’s Crescent, Regent’s Park, London, 
N.W. (Three Advertisements below.) 8062 


ORRESPONDENCE Courses in Mechanical, Civil and Electrical 
Specially Reduced Fees during the War! 

Success guaranteed! — UNIVERSITY ENGINEERING OOLLEGE. 
Advertisemente above and below.) 3068 


Postages incurred are charged at cost, 


EDUCATIONAL NOTICES.—Continued. 


REE!! Send immediatel for U. E. C.“ Prospectus of. 


Specialised Engineering, Mathematical and Examination 
Training. Unique system! Record series of successes.— О NIVERSITY 
ENGINEERING COLLEGE. (Advertisements above and below.) 8064 


WANTED Engineers to fill responsible positions in the Trade 
Boom ahead! Think!! Are you qualified ?!—Let ''U.E.O." 
5 advise and quote you free concerning Course of Spare- 

ime Training to most profitably develop your abilities. Write now 
to UNIVERSITY ENGINEERING OOLLEGE. (Three Advertisements 
above.) 8065 


SITUATIONS VACANT. 
Latest timo for receiving 8.30 a.m. Thursday. 


И letters are net to be delivered to certain firms or individuals (if 
knewn), instructions to that effect sheuld be sent to tho Manager of the 


ELECTRICAL REVIEW, who will do his best to carry out such instructions. 
Letters of applicants cannot in such casee be returned to them, nor can 
the names of Advertisers using a number in any way be disclosed. . 


Original Testimonials should never be sent. 


BOROUGH OF HEYWOOD. 


A are invited for the position of Switchboard 
Attendant at the Corporation Electricity Works. Applicants 
must state age and experience, when could commence, with 
references. 

Wages 25s. per week. Good opportunity for suitable applicant 
(k. H. T. plant now being ereated). 


R. B. LEACH, Chief Engineer. 
| 8599 


ELECTRICITY WCRKS, ST. ALBANS. 
Charge Bagiaeer. 


A are invited for the position of Charge Engineer 

at the above station; experience in 3-wire D.C. steam engines 
and water tube boilers essential; knowledge of Diesel engine would 
be a recommendation. Commencing progressive salary: 90s. per 
week, good prospects. Apply, giving full particulars, training, &o., 
RESIDENT ENGINEER, Electricity Works, St. Albans. 8605 


BOROUGH OF ACCRINGTON. 
Blectrical Bngineering Department. 
UNIOR Shits Engineer wanted: Salary £2 per week. Apply at 


| once, stating age, experience and training, and if married or 
single. Experience with E.H.T. three-phase supply and large gas 


engines preferred. 
A. W. CLEGG, A. M. I. E. E., 
Acting Engineer and Manager. 
Blectricity Works, 
Accrington. 8568 
nee, 
(Continued on nect pags.) 
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SITUATIONS VACANT.— Continued. 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum le.) Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion, 

Box Number and ELECTRICAL REVIEW address count as seven words, 


Where Advertisements are to be answered to a given number at 
the ELECTRICAL REVIEW Office, applications for names and 
addresses of the Advertisers will be entirely disregarded. 


Unless otherwise instructed, all letters received in answer to advertisements 
with a box number are forwarded nightly. Postages incurred are charged at 
Cost. 


CHARGE Engineer wanted immediately for a large E H T. 

power station in the Manchester district. Capable men from 

the smaller A C. and D.C. stations especially invited to apply.  Per- 

manent job. Salary £13 per month.—8588, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


PRACTICAL Electrical Engineer is required for Burmah; 
salary £250 per annum. Must be experienced in 3-phase 
motor repairs. Knowledge of Diesel Engines and E.H.T. trans- 
mission preferred.— Write, stating age and full particulars of experi- 
ence, to B. C., c/o W. R. Skinner, 11-12, Clements Lane, London. 
Ao ved З 2931 
RMATURE Winder wanted; A.C. and D.C. repairs. State age, 
wage and experience.— Apply DORMAN, LONG & Co., LTD., 
Oleveland Wire Mills, Middlesbrough. 8589 


—M 


RMATURE Winders wanted for London railway shops; per- 
manent employment to suitable men.— 3031, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


RMATURE Winders wanted for South Wales; must be experta 

in А.С. and D.C. repairs. State age and wages. Only first- 

class men need apply. Permanent job.—8581, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


RMATURE Winders wanted for War and Municipal work; 
first class men only. No men on Government work need 
apply. — Write or apply nearest BOARD OF TRADE LABOUR 
EXCHANGE, mentioning this paper, No. A. 135. 2986 


RMATURE Winders, used to A.C. and D.C. repairs; first-claes 
men only need apply; permanency, good wages.— THE 
ARMATURE REPAIRING AND SUPPLY Co., LTD., 79a, Strand, 
Swansea. 8454 


MATURE Winders wanted immediately.—Apply MACDONALD, 
SYER & Co, LTD., 295, Gray’s Ian Road, W.C. 3067 


— ee 


SSISTANT Engineer wanted for Central Station, Lighting and 
Tramways, good mechanical man not afraid cf work. Salary 

£2 per week.—Address No. 61, KEITH & Co., Advertising Agents, 
Edinburgh. 3043 


A Estimating Engineer required for permanent 
position on staff of El.ctrical Machinery Manufacturers. 
Some technical knowledge. Familiar with Government specifica- 
tions. Lancashire.—State age, experience and salary, to 8537, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


— ———————— 


SSISTANT Supervising Engineer wanted, Alder.hot district, 

for overhead mains construction. Applicants must have had 
technical education. Salary £2 per week.— Apply with full par- 
tioulars of experience and references, to 8592, ELECTRICAL REVIEW 
4, Ludgate Hill, London. 


pe Inspector wanted, practical experience essential; 

good knowledge of dynamos, switchboards and country house 
work desirable.— Apply stating age. wages and full particulars, 8480, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


HARGE Engineer, to take shift А.С. werks. Experience with 

three-phase, Must be competent, active and trustworthy. 
Salary, £130 p.a.—Applications, giving fall particulars, to 8601, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London, 


(X PETENT man required to take charge of a 16-horse electric 
light plant at country house in South Yorkshire. Must have 
had previous experience of private service. Married man preferred: 
i. about 30s.—3026, ELECTRICAL REVIEW, 4, Ludgate Hill, 
ndon. 


Cre Clerk required by Company on Tyneside.—State age, experi- 


ence and salary, 3066, ELECTRICAL REVIEW, 4, Ludgate Hill, 


London. 


RAUGHTSMEN, at once, preferably used to E. H. T. and "m 
; switchboard work; London district.— Write, stating ful! 
particulars, 8542, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


RAUGHTSMEN fcr design of А.С. and D.c. machines; those 
with good shop experience preferred. No man on Government 

work need apply.— Apply stating qualifications, age, salary required 
and earliest date can commence, to nearest BOARD ОЕ TRADE 
LaiovR EXCHANGE, mentioning this paper and No. A 289. 8594 


LECTRICAL Draught«man required, preference given to one 
with naval experience.—State experience and salary, 8576, 
ELECTRICAL REN IEW, 4, Ludyate Hill, London. 


SITUATIONS VACANT.—Continued. 


LECTRICAL Engineer wanted as Manager of the Electrical 
Department of a well-established general engineering and 
contracting business in the Midlands. Must be energetic, capable, 
pushful and tactful in the conducting of negotiations with customers 
and the handling of men. Remuneration by salary and commission 
on profits.— State age, salary required, and give full particulars of 
training and experience, to 3019, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London. 


LECTRICIAN wanted, accustomed to West End work; good 
wages and prospects to energetic and capable man.—CORONA 
LAMPWORKS, Ascham Street, Kentish Town Tube Station. 8014 


eC LUCIAN Maobaato wanted, good all-round man; also 

Armature Winders well up in repair work. Permanency and 
good prospects for right men.—Apply, WESTERN ENGINEERING 
COMPANY, 3, Mount Street, Swansea. 2963 


NGINEER- Assistant (age 20-24) wanted by Manager of Elec- 

trical Manufacturing Co., preferably with experience of 

handling correspondence.—State age, experience and salary required, 
to 8571, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


| а wanted for general repairing wo;k (mechanical) in 

Power Station in the Midlands. Good wages and War Bonus. 
Permanency to suitable men.—Apply to nearest LABOUR EXCHANGE, 
mentioning this paper and No. A321. No man on Government work 


need apply. 3050 


OOD all-round Electrical Mechanic (age between 45 and 55), or 

& younger man who is ineligible for military service or 
munition work, required immediately to take charge of electrical 
installation of 1250 points, as well as arc lamps and motors. 
Current supplied from Borough. Man used to wiring and capable 
of arc lamp and battery maintenance and general electrical repairs. 
Appointment for duration of war. Wages 483. per week of 54 hours, 
—Apply by letter stating age, experience, and with copies of not 
more than three recent testimonials, to PROF. J. T. MORRIS, 
M.I.E.E.. East London College, Mile End Road, E. 8603 


OOD Armature Winder, A.c. and D.C., required for Bombay, 
take charge winding and mechanics’ shop; must be able 
design own formers and have fair experience commutator building, 
turning, fitting, running, &c. £14 month, plus 25% profits. Last 
man averaged over £20 altogether. Passage out and home after 
four years. Fare home if discharged; nine months’ notice either 
way.—2930, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


OOD Armature Winder and Charge Hand for general repair 
shop, London.—Apply, with references, 2933, ELECTRICAL 


REVIEW, 4, Ludgate Hill, London. 


ANDY Man wanted for Car Repair works, must have had 
previous tramway experience. State age, experience and 


wages required, and enclose copies of testimonials. — RHONDDA 
3024 


dant on 11,000-volt 3 phase supply; wages 208. per week and 
2s. War Bonus.—Apply stating age, full particulars of experience, 
to KENT ELECTRIO POWER Co., Railway Ntreet, Chatham. 3046 


MPROVERS.—Vacancies occur for Improvers for Switchboard 
and Test Room in Electric Power Station.—Apply stating age, 
experience, to the BOROUGH ELECTRICAL ENGINEER, Cauldwell 


UNIOR required for test bench, motor control gear.—Apply 
stating age, experience and wages requir.d, AOME ELECTRICAL 

Co., Tariff Road, Tottenham, N. — m 
I INESMEN required at once; good men used to overhead con- 


struction, erecting wood poles, bracketing, running wire.— 
Apply, CALLENDER’S CABLE CO., 131, Albion Street, Leeds. 3021 


AGNETO Assemblers and Repairers, several first class men 

with previous experience, or instrument makers who could 

adapt themselves, wanted.—Apply, stating experience and wages 
required, 8575, ELECTRICAL REVIEW, 4, Ludgate Hin, London, 


AGNETOS.—Wanted, man who thoroughly understands the 
electrical portion of magnetos, for new business about to be 
started.—State experience and salary required, 3022, ELEOTRICAL 
REVIEW, 4, Ludgate Hill, London. . 
\ AN (single), capable of taking charge of private electric light 
plant in Ireland. No man on Government contracts need 
apply. Salary about 308. per week and comfortable quarterg.— Write, 
stating previous experience and references, to 8611, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


MIB Readers and Fixers, experienced in three-wire D.C. 
4 supply, wanted immediately. Must be exempted military 
gervice.—Copies of testimonials to 8597, ELECTRICAL REVIEW, 
4. Ludgate Hill, London. _ | 
] EQUIRED, Assistant Order Clerk, exparienced Supplies 

Business; also office Youth. Kingaway district.—Apply own 
handwriting, stating age and full particulars, 3025, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


S$ — 


GEET Engineer and Junior wanted for power station in Sootland ; 
k Lancashire and water-tube boilers, high-speed engines and 
three-phase rotary converters. Applicants must have had previous 
mechanical training.—State age, experience and salary expected, 
8583, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


(Continued on next page.) 
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SITUATIONS VACANT.— Continued. 


MART Counter: Salesman required for accessories department ; 
quick at figures and thoroughly conversant with various 
electrical accessories.—Apply in first instance by letter, stating 
salary required and references, to SUN ELkOTRICAL Co., LTD, 
118/120, Charing Cross Road. W.C. 8590 


MART Lady Assistant required for electric light showroom ; only 
those who have had previous experience need apply. — Write 

Тнк HENDON ELEOTRIC SUPPLY Co., LTD., 10, The Promenade, 
Golders Green, N.W, . 8608 


TARTEB and Resistance Hands reguired.—Apply stating age, 
experience and wages required, to THE ACME ELECTRICAL 
MANUFACTURING Co., Tariff Road, Tottenham, М. ' 8003 


TOREKEEPER and Works Clerk, with some experience at 
costing, for small works in London.—State experience and 
wages required, 3001, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 
WITCHBOARD Attendant wanted immediately ; must have had 
good theoretical and practical training and some switchboard 
experience; £ H.T. experience a recommendation; commencing 
salary 30e. per week.—Apply stating age, experience, when at liberty, 
and enclosing copies of testimonials, to Mr. H. B. BUBNETT, Cor- 


poration Electricity Works, Barrow-in-Furness. 8581 
WITCHBOARD Attendant, experienced А.С. generators 
rotaries, three-wire D.C. and traction supply. Commencing 


salary 80s. per week. War bonus, overtime for Sunday. Preference 
given to & man unsuitable for military service. — ELECTRICITY 
Works. Chesterfield. MN E 8196 


WITCHBOARD Operators, first-class senior and janior, required 

for a new 11,000-volt 8-phase power station; permanencies 

for suitable men.—State age and experience, 8316, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. | 


EST-Bed Assistants wanted for А.С. and D.C. machines; experi- 
ence in turbo-al‘ernators and rotaries desirable, but not 
essential.—Reply stating age, salary required and full particulars of 
experience, to VICKERS, LTD., Sheffield. 8536 


EST-Room and General Works Assistant (London), used to A.c. 

and D.C. testing and must have had works experience.—State 

salary required, 8000, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. | 


НЕВЕ is а vacancy on board the cable-repairing steamer Henry 
Holmes, stationed in the West Indies, for a young Electrician, 

fully competent to test submarine cables and assist the chief 
electrician. Engagement for three years. First-class passage out 
and home.— Write stating salary required, W.I. & P. TELEGRAPH 
Co., Spencer House, South Place, E.C. 8574 
RAVELLER. wanted to sell Aro Lamp Carbons; must have 
g«od connection. State age. experience and fullest parti- 
culars.—Addreas '* CARBON,’ Wm. Porteous & Co., Glwgow. 3016 


URBNEB and Fitter for small D.C. machines ; windirg experience 
desirable.— References and salary to AVERY, Fulmen Works, 
Tunbridze Wells. i : 23011 
ANTED, smart Junior Draughtsman immediately, used to 

D. O. and 4.0. dynamo and motor design. — Reply, giving full 


particulara and stating ealary required — (district South Lancashire), 
to 8570, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED at once, Working Chief Assistant for Corporation 

Supply Department in Midlands; must have experience of 

8-wire D.C. and E Н.Т. А.С. working. Principal duties will be that 

of Station Superintendent, but will be required to do some mains 

work. Salary £180 per annum.— Apply, stating full particulars of 

age, training, experience and references, to 8586, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


ANTED, for work in district adjacent to the London area, a 
Cable Jointer for lead - covered cable work; would also be 
required to act as Assistant Linesman.—Apply stating age, experi- 
ence and wages required, to 8585, ELEOTRIOAL REVIEW, 4, Ludgate 
Hill, London. | ele 


ANTED, Draughteman, used to Switchboards, Fuseboards, 

and Electric Control Gear, must be good designer.—Apply, 

stating and experience, to 3028, ELECTRICAL REVIEW, 
4. Ludgate Hill, London. 


ANTED, experienced leading Stoker accustomed to water-tube 
boilers and mechanical stokera ; wages 338. to 408. per week 

(of seven 8-hour shifts) according to experience; overtime paid; 
10 days’ holiday with full pay per annum.—Apply stating age, 
experience and wages required, to Mr. Н. В. BURNETT, Corporation 
Electricity Works, Barrow-in-Furness. 8530 


ANTED, in an Electricity Undertaking furnishing supplies 

for Government work, Sub-station Attendants to take the 

place of men serving with the Forces.- Good wages per week of 56 
hours, and overtime at single rates. Return railway fare paid upon 
satisfactory completion of engagement. No man on Government 
work need apply.—Write or apply nearest BOARD OF TRADE LABOUR 
EXCHANGE, mentioning this paper and No. A122. 8534 


ANTED, Works Manager, accustomed to the manufacture of 

fuseboards, distribution boards, switchboards; must be 

good organiser and controller of men. Good wages for a man of 

experience, which please state when applying.—3052, ELECTRICAL 
Review, 4, Ludgate Hill, London. 
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SITUATIONS VACANT.— Continued. 


ANTED Central Station Fitter used to high-speed engines and 
water tube boilers. Wages 388. per week.—Address No. 
119, KEITH & Co., Advertising Agents, Edinburgh. | 8044 


— — — 


ANTED, Improver in H.T. A. C. municipal station.— State 
age, wages and experience, to F. R. WINDSOR, Generating 
Station, Monmouth. n. 8602 


ANTED, Shift Engineer, 3-wire turbine and battery station; 
practical experience essential. Commencing salary 27s. 6d. 
—ELEOTRICITY WOokkS. Banbury. ~ 8600 


\ \ Г ANTED, Wiremen and Improvers in Yorkshire, for large War 
Office contract; district rate and bonus paid.—Write full 
particulars to 8618, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


OLVEBHAMPTON Education Committee.—Wanted for the 
Technical School, Visiting Teacher for Electrical Engineering 

for Monday and Tuesday evenings. Applications should be made on 
the prescribed Form, which сап be obtained on receipt of a stamped 
and addressed envelope, from the SECRETARY, Education Offices, 
Town Hall, Wolverhampton,.and should be returned not later than 
July 2nd. 8587 


^ 


if letters are not to be delivered to certain firms or individuals (ff 
known), instructions to that effect should be sent te the Manager of the 


ELECTRICAL REVIEW, whe will do his best to carry out such instructions. 
Letters of appi'nants cannot in such cases be retured to them, ner can 
the namos of Advertisers using a number in any way be disciosed. 


APPOINTMENTS FILLED. 


EDDITCH.—Applicants for the post of Jointer are hereby 
thanked. and informed that the position is now filled. 8604 


HIFT Engineer.—The Derbyshire & Nottinghamshire Eleotric 
Power Co. now withdraw advertisement appearing in the 
ELECTRICAL REVIEW of June 4th and 11th. 8598 


"THE Directors of The Chatham and District Light Railways 
Company are obliged by the applications for the position of 
Assistant Manager, and beg to state that the position is now filled. 
28673 


SITUATIONS WANTED. 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum ls.) Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion, 

Box Number and ELECTRICAL REVIEW address count as seven words, 


Where Advertisements are to te answered to a given number at 
the ELECTRICAL REVIEW Office, applications for names and 
addresses of the Advertisers will be antirely disregarded. 


Unless otherwise instructed, all letters received in answer to advertisements 
о a box number are forwarded nightly. Postages incurred gre charged at 
cos 


DVERTISER, at present engaged as manager, desires position 

to take sole responsibility of contractor’s business.—Full 
particulars sent on application to 2950, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. si in, ees 


DVERTISER, good technical education and exceptional and 

extensive experience— English and foreign—in the manu- 

facture of electrical and mechanical instruments, desires responsible 
position.— 2913. ELECTRICAL REVIEW. 4. Ludgate Hill. London. 


DVERTISER, formerly managing engineer eminent London 

contractors, recently own business, 25 years’ wide varied 

practica] experience, seeks responsible position.—2999, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


— — — 


RMATURE Winder, manufacture or repair, all types. — J. E. K., 


20. Kempshead Road. Camberwell. 3039 
RTIST seeks jobs; mechanical drawing. advertisemente.— 
24, St. Aidan’s Road, East Dulwich, London. 8018 


8 Storekeeper, used to Conduit and Accessories. Long experi- 
ence ; life abstainer.—3042, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London. _ 


TTENDANT, Assistant Driver, or Storekeeper (39) ; three years’ 
charge, Kapp, Willans, Paxman; D.C. Testimonials, 
reference, &o.— KING. 475, Old Kent Road, В.Е. 3029 


RY Batteries, experienced hand requires a situation for same.— 
3023. ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


LEOTRIC cooking and heating.— Gentleman with wide manu- 
facturing experience desires responsible position.— 3018, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


LECTRICAL Engineer, B. Sc. E. E. (Dane, 29), experience in 
D.C. plants and high-frequency, desires change; 1 year in 
England.—8036, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


LECTRICAL Wireman wants job; lighting, bells, 'phones.— 


E., 83, Windsor Street, N. | 3033 


(Continued on next page.) 
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SITUATIONS WANTED.—Conhinued. 


LECTRICIAN, disengaged, lighting, telephones, bella, power.— 
*! ELECTRICTAN,’’ 84, Montpelier Row, Brompton Road. 2988 


————— 


LECTRICIAN, used to А.С. and D C., good all-round man, 
desires change, any distanoe. —2977, ELECTRICAL REVIEW, 
4. Ludgate Hill. London. — 


LECTRICIAN wants sit.; would go to country ог abroad.— 
A. H., 16, Liverpool Street, King’s Cross. 3030 


LECTRICIAN. Foreman, desires change; keen, energetic, 
practical and technical wiring, testing, motors, gas and oil 


engines, accumulators, control of men; interviewing and estimating, - 


&., if required. —'' ELECTRICIAN,” 15, Haverhill Road, Md А 
305 


LECTRICIAN. Mechanic (27), well educated, requires engage- 
ment in charge; factory, institution, marine and scientific 
experience. — 8012, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


LECTRICIAN- Wireman, maintenance, lighting, power. A С. 
D.C., generators, motors, lifts, hoists, travellera, electric 
welding, alterations, repairs, erecting complete plants.—33, Hythe 
Station Road, Colchester. 8020 


ро -Wireman Fitter wante work.—D., 85, Archway 
2 Street. Barnes, S. W. ` 8045 


LECTRICIANS (two) want piece work; all branches; screw, 
barrel and casing.— COWLING, 95, Chatsworth Road, Clapton. 
2980 


NGINEER requires situation, institution or estate “electrical 
plant. 14 yeara’ hotel experience. Own repairs.— 2832, 
ELECTRICAL REVIEW, 4, Ladgate Hill, London. 


—ä— 


NGIN EER. in-Charga, ние installation and running 
large factory electrical generating plante, gas and steam 
eogines, lighting, motors, &c. ; used control large staff; commercial 
experience ; now disengaged.—3059, ELEOTRICAL REVIEW, 4, Lud- 
gate Hill, London. 


OINTER-Electrician, disengaged; D. O., paper, jute, lead and 
armoured cables, power, lighting, bells, switchboards, &o. ; 

9 years’ experience; ineligible.— HILLIER, 15, Paul Street, Frome. 
3058 


ADY Clerk desires vacancy, experienced in shorthand, type- 
writing, accounts, general office routine, &c.—2938, ELEC- 
TRICAL REVIEW, 4, Ludgate Hill, London. 
LANT Electrician, excellent references; married. — 2969, 
ELECTRICAL REVIEW, 4. Ludgate Hill, London. 


WYTEADY Employment required: installations or maintenance ; 
London district. State hours and wages offered.—OSBORNE, 


9. Quickett Street, Bow, East. 8032 
IREMAN, good all-round, disengaged.—W. B., 251, Bartho- 
lomew Buildings, ( Goswell Road, E.C. 3034 
IREMAN., power, lighting, plant, maintenance.—A., 1, Venetia 
Road, Harringay. N. 8035 
IREMAN seeks situation, 6 years’ experience, all systems.— 

A Write À. H., 86, Melroge Avenue, Wimbledon Park, 8.W. 
8057 


IREMAN, good all-round; good refs.—D., 80, Christchurch 
Street. et. Chelses. 3056 


Wireman wants work.—A.R., 8, Nelson Road, Ponders End. 


3055 

IREMAN, first-class hand, all grades; good refs. ; late R.E.— 

W., 98. Wycliffe Road, Battersen. 3040 

IREMAN to plant. motors, lighting, ones —€— 

contractors.— 206, Thorold Road, Ilford. 3038 
AGENCIES. 

Cheap prepaid Advertisements are inserted under this heading at the rate 

of One Penny Per Word пишип ls). Three Consecutive Insertions ior 


the price of two, if ordered and prepaid with first insertion. 
Box Number and ELECIKICAL Revikw address count as seven words, 


Where Advertisements are to be answered to a given number at 
the ELECTRICAL REVIEW Office, applications for names and 


addresses of the Advertisers will be entirely disreqarded. 


Unless otherwise instructed. all letters received in answer to ndvertisementa 
With a box number are forwarded mightly, Postages incurred are charged at 
cod t. 


DVERTISER, having good connection, is open to represent 

manufacturers of electrical plant, cables, switchgear, &c., ; 

ctlice and store accommodation in Manchester.—3027, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


OMMERCIAL (Gentleman, with good offices in the Midlands, 

manufacturing and financial connections at home and on the 
Continent, is prepared to market any approved epeciality or create 
district representation for trading firm or promising enterprise.— 
293, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


rectors wanted for All-British drawn-wire electric lamps; 
most advantageous terms; exclusive ground given.— 8591, 
ELECTRICAL KEVIEW, 4, Ludvate Hill, London. 


PARTNERSHIP. 


Cheap prepaid Advertisements are inserted under this heading at ‘ne rate 
of One Penny Per Word (minimum 18.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ELECTRICAL REVIEW address count as seven words. 


Where Advertisements are to be answered to a given number at 
the ELECTRICAL REVIEW  Bffice, applications for names and 
addresses of the Advertisers will be entirely dieregarded. 


Unless otherwise instructed, all letters received in answer to ndvertiseme- ts 
with a box number are forwarded nightly, Postages incurred ure charg 4 at 
cost. 


IRECTORSHIP, active, in a well-established firm in London, 

manufacturing A.C. and D.C. motors and generators. Capital 

required £1000 to £1200.—3041, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London 


FOR SALE. 


COUNTY BOROUGH OF BOLTON. 
Blectricity Department. 


НЕ ELECTRICITY COMMITTEE have for disposal at their 
Spa Road Works : — 


Four 270-H. P. Engines, made by Messrs. Hick, Hargreaves and 
Co., Ltd., Bolton. 

Four 200-kw. Ferranti Single-phase $88 cycle Alternators, 
2000— 2200 volts. 

Three 30 ft. х 7 Ж. 6 in. Lancashire Boilers and Super- 
heaters. 


Full particulars may be obtained from the BOROUGH ELECTRICAL 
ENGINEER, Spa Road, Bolton. 

Tenders must be sealed and endorsed ‘‘ Tenders for Plant, d 
addresged to the Chairman of the Electricity Committee and 
delivered to the undersigned not later than 12 o'clock noon 
THURSDAY, 15th JULY, 1915. 

The Corporation do not bind themselves to accept the higheat or 


any Tender. 
SAMUEL PARKER, 
Town Clerk. 
Town Hall, Bolton, 
15th June, 1915. 8532 


FOR SALE. 


9 5 05 Steam Generating Set, three crank Comp. 
Engines, three-phase Generator, 500 volts, 
50 periods, 375 revs. 
250-kw. Steam Generating Set, three crank Comp. Engines, 
Generator, 220 volts, 380 revs. 
Two 166-Kw. Generating Sets, Comp. Engines, three-phase 
Generators, 550 volts, 40 cycles, 300 reva. 
Two Electric Locos., 2 ft. 6 in. gauge, 500 volte. 
150-kw. Dynamo, by Bruce Peebles, 273 ampe., 500 volts, 
550 revs. 
21 in. x 24 in. Gisholt’’ Capstan Lathe. 
No. 1 ''Colbourn" Key Seating Machine, 14 in. x 12 in. 
apacity. 
6-ft. Full Universal Radial Drilling Machine, by Deutohe 
Niles. 
24.in. crank Shaping Machine, by Gould & Eberhardt. 


ATALOGUE of Stock MACHINERY. 32-3000 LOTS. 
Free on application. Inspection invited. 


THOS. W. WARD, LTD., ALBION WORKS, 


Tel.:: Forward, Sheffield.“ SHEFFIELD. 
FOR SALE. 
Carbons. ; 
m/m. х 18 in. Yellow Flame, cored ; 40s. рег 


| 1000 ft. 
10 m/m. x 16 in. Yellow Flame, coppered ; 30s. per 1000 ft. 
15 m/m. x 18 in. Open Type solid ; 50s. per 1000 ft. 


—8614, ELECTRICAL REVIEW, 4, Ludgate Hill, London, Е.С. 


FOR SALE. 


NE 50-8.P. Ashworth & Parker-Mather & Platt Generator Set, 
330 amps., 100 volts, direct-coupled Booster 180 amps., 
40 volts, 3500 R.P.M. Опе 6-panel Switchboard suitable for the 
above machine. 
One 8-H.P. 100-volt, 600 R.P.M. Compound Wound Motor. 
Two {-H.P.100 „„ 1350 „, 5 is ii 
One 1-H.P.100 „„ 950 „, 
Two Porthole Fans, 100-volt, with starting switches. 
One Second-band Passenger Lift Gear, with bed for electric motor. 
One 100-volt Lift Controller (two directions solenoid). 
Опе 100 „, Drum Controller for hand rope 17. 
One 17; in. Fan direct to open type Robey Engine. 
44 in. diameter Cylinder, 4 in. stroke, variable cut off. 
Apply, CROWTHER & OSBORN, LTD., 7, Blackfriars Street, Salford, 
Manchester. 8569 


(Continued on next page.) 
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FOR SALE.—Continued. 


FARNWORTH URBAN DISTRICT COUNCIL. 


HE Council offer for sale one Lancashire Boiler, 30 ft. x 

7 ft. 6 in., with аовеввогіев, installed at the Farnworth 

Electricity Works by Edwin Danks & Co. (Oldbury), Limite , in 

1901. Тһе boiler has not been in constant work, is in very good 
condition, and may be worked at a pressure of 160 lbs. 

Further particulars may be obtained from the ELECTRICAL 

ENGINEER, Mr. A. J. Hutchinson, Electricity Works, Farnworth, 


' on application. 


" 5 to be received by me not later than J ULY 14th, endorsed 
iler.” 

W. TYLDSLEY, . 

Clerk. 8567 


LMOST equal new, 125-Kw. Generating Se*, Allen, two-crank 
compound, direct coupled to six-pole Generator, by Mather 
and Platt, Ltd., 250 volts, 360 revs. ; very fine set, first-class order. 
Capital 125-kw. Generating Set, Allen, two-crank compound, 
direct coupled to Parker Generator, 550 volte, 360 revs. 
65-Kw. Generating Set, Willans, two-crank compound, coupled to 
Holmes Generator, 105 volts, 380 revs., seen working. 
20/25-Kw. Belliss Generating Set, two-crank Belliss & Morcom 
compound. direct coupled to 110-volt Generator. 
30-KW. belt-driven Generator, 500-volt, D. 0. multipolar, in first- 
rate order. 
40-H.P. Motor, by Mather & Platt, four-pole р.с., 400 volte, in 
first-class order. 
38-H.P. Motor, by Electromotors, four-pole D. O., 420 volte, with 
starter, &o., splendid machine, done very little work. 
Six 20-H.P. A.C. Motors, 440/550 volte, three-phase, slip-ring. 
Three 10-н.р. А.С. Motors, 440/500 volts, three-phase. 
All in stock at— 


THOMAS MITCHELL & SONS, LTD., 
Edgar Street and Derby Street, Bolton. 8610 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum 1s.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ELECTRICAL REVIEW address count as seven words. 


Where Advertisements are to be answered to a given.number at 
the ELECTRICAL REVIEW Office, applications for names and 
addresses of the Advertisers will be entirely disregarded. 


Unless otherwise instructed, all letters received in answer to advertisements 
п a box number are forwarded nightly. Postages incurred are charged at 
cost. 


С. Motors, three 50-H. P., 210 v., 60 ~, 700 R. P. M., E. C. C., 
one-phase ; one 12-H. P. Rhodes, 670 R P. M., 200 v., 60 ~, 
one-phase.— WHITE, 140, Southwark Street. 8612 


BC Lamp Carbons for Sale ; open, enclosed and flame; all sizes, 
ex stock. — 8617, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. 


ABLE Casings and Manufactured Electrical Woodwork to 
compete against any manufacturers in the world. Trado 
discounts on application. Creosoted, troughing and timber for 
underground work; also woodwork of all descriptions for home 
or export. Bend 1s. 6d. for List and rule.—C. JENNINGS & Co., 
Timber Merchants, General Woodworkers, 991, Pennywell Road, 


Bristol. 5928. 


— 


ARBONS for Searchlights, 30 m/m., by G. E. C.; 33 m/m., 

** Conradty '°; Tyne Dynamo, 220 volts, 15 amps.; РЬсезіх 
8-H.P., D.C., 115 volts; Greenwood & Batley, 115 volts, 84 amps. ; 
Rorke, 140 volte, 50 amps.; 1H.P., 480 volts, D.C., with pump; 
Johnson & Phillips, 240 volts, 824 amps.; also belting; sundries, 
&c., cheap.— LAKE, 132, Upper Thames Street, London, Е.О. 8507 


ROMPTON Dynamo, 120 amps. . 110 volts, 600 R P.M., £25.— 
MARTINS, 820. Witton Road, Birmingham. 8048 


ICK, Kerr series Motor, 80 H.P., 250 volts, 400 revs., reversing 
controller and magnetic brake.— MARTINS, 320, Witton Road. 


. Birmingham. 2923 


YNAMOS, 8000, 1500, 1000 and 750 amperes at 6 volts, ready 
for delivery ; also smaller sizes delivered from stock. Machines 
let out on hire. — CANNING & Co., Electro-Platers' Engineers. 


Birmingham. 7769 
IGHTY Motors and Dynamos, sale or hire.—MARTIN, 320, 
Witton Road, Birmingham. Telephone 888 East. 2962 


LECTRIC Motors, 20 H.P., 15 H.P., 480 v., D.C.; 16 H.P., 
73 H.P., 230 v., D. C.; seen running; cheap; phone East 
Ham 693.—SUGDEN, Wakering Road, Barking. 2990 


R Sale or Hire, high-class Dynamos, Motors, Alternators, Cable 
and Arc Lamps.—PERCY HUDDLESTON & Co., 72, Finsbury 
Pavement. Е.О. 1822 


OR Sale, 240-kw. Generating Set, comprising three-crank 
vertical Ccmpound Engine, direct coupled with three-phase 
Alternator, 2200 volta; 40 cycles; up-to-date and in excellent 
condition. Also spare Alternator as above.—R. H. LONGROTHAM 
AND Co., LTD., Wakefield. 8333 


OR Sale.—2 Turbo-Alternators, 1,000 xw., 50 cycles, 
1,500 R.P.M, voltaze 6,600, with Condensers and Edwards 

Air Pumps. One 650-Kw. double-ended ditto, 230/260 volta.— 
В. Н. LoNGBOTHAM & Co., LTD., Wakefield. 8164 


FOR SALE.—Conhnued. 


OB Sale or Hire, Motors ranging from 11.P. to 40 H.P.— 
0 MACDONALD, SYER & Co., LTD., 295, Gray’s Inn poter 
. C. 958 


OR Sale, 70-kw. Generating Set; Browett & Lindley Engine, 
direct-coupled to Holmes с.с. Dynamo, 110 volts, 450 R. P. M. 
— WILLIAMS & Sons, 87. Queen Victoria Street, London. 8497 


OR Sale, 250-kw. Generating Set, triple-expansion engine, 
direct coupled to 220-volt, 10-po'e с.о, Dynamo, 800 revs.— 
WILLIAMS & Sons, 87, Queen Victoria Street, London. 8498 


OR Sale, 50-kw. Belliss Generating Set, 220 volta, 450 'R.P.M.— 
WILLIAMS & SONS. 87, Queen Victoria Street. London. 8199 


OB Sale, 85-Kw. Generating Set, Siemens Dynamo, 130 volte, 
complete on one bedplate, immediate delivery.— WILLIAMS 
AND Sons, 37, Queen Victoria Str et, London. 8500 


OR Sale.—1000 H.P. Belliss enclosed Compound Engine; 500- 
Kw. Generating Set, 440 volts, D c., new 1907; 250-н.р. 
Cross ey Gas Engine, and every description of high-class plant in 
stock at our works and ready for immediate delivery, —Seod your 
enquiries to HARRY Н. GarpaM & Co., LTD., Staines. Tele- 
grams :—Gardam, Staines. 8403 


ЛОВ Sale, 1—92-yard length .35 sq. in. V.R. 600-meghom C. M. X. 


Cable by Mackintosh & Co., 2 cwt. each, 1/168 and 1/128 н.р. - 


Bar Copper Wire, all new.—E. DEWHURST, Mount Street Works, 
Proton. ~- o e en nuin cic ccn оь LEM 
OB Sale, 180-B.P. Dynamo, by B.T.H. Co., for belt or direct 
drive, 480/550 volts D.O., 180 R.P.M.— WILLIAMS & SONS, 
37. Queen Yictoria Street, London. 8607 


OR immediate disposal, new 9-H.P. Gas-tight Motor, 450 volts, 
680 revs., series wound.—Apply SCHOLEY & Co., LTD.. 56, 
Victoria Street. London, B. W. 8596 


OR Sale.—Newton Vertical Drilling, Tapping. Boring and Ver- 
tical Milling Machine; diameter of spindle 41 in., with 


No. 4 Morse Taper, travel 2 ft. 6 in., three power feede to spindle 


for drilliag and boring, power feed for vertical milling and quick 
return; vertical adjustment 6 ft., longitudinal 3 ft. Column is 
marked on base in degrees. Can be arranged for motor drive. 
Lifting shack!es fitted so that the whole machine can be moved 
&beut from one part of the shop to another.—8395, ELECTRICAL 
Review. 4. Ludgate Hill. London. 


OTOR, Rails and Starter, for Sale. 3-H. P., 440 v. D.C., little 
used, in excellent condition; £9 103.—33, Addington Square, 
Camberwell. 3037 


OTOB- Generator, 460 volts, to 75/100 volts, 90 amps. Seen 
running.—DRUMMOND & Co., Commercial Street, Middles- 
brough. - 8061 


OTORS. — 28 200-volt 1-H. P. 50 cycle Loom Motors; one 
500-volt 20-H.P. 50-cycle slip-ring Motor and Starter; two 
440-vo't 27-H.P. D.C. Motcra, 980 Е.Р M., with switeh, fuses, 
starter, ammeter.—L. Е. WILSON & Co., 10, Corporation Street, 
Manchester. | : 8582 


NE 325-xw. Belliss-B.T.H. Generating Set, 220 volts; one 
325-KW. Willans-B.T.H., 220 volts; two 275-Kw. Belliss- 
Sunderland Forge, 500 volts; two 160-xw. Belliss-Siemens, 220 
volts; one 90-kw. Wi lans-Siemens, 250 volts ; one 60-kw. Willans- 
Siemens, 230 volts; and various others. Motors, D.O.: one 400-H. P., 
220 volts; one 10-H.P.; one 34-H.P., 200 volte; one2-H.P., 500 volts; 
one 2-H.P., 100 volts; one 85-H.P., 110 volts.— JENNINGS, West 
Walls, Newcastle-on-Tyne. 5939 


LATING Dynamo, 500 amps., 8 volts, Rees Roturbo, 4-pole.— 

| MARTINS, 320. Witton Road. Birmingham. "nA 8049 
EARCHLIGHTS for Sale or Hire.—THE LONDON ELEOTRIO 
FIRM, George Street, Croydon. 1888 


HREE 65/2 Graetzin M.F. Lamps; 340 110/16 Graetzin M Е. 
| Lamps; 300 110/82 Graetzin M.F. Lamps; 124 110/50 
Graetzin M.F. Lamps; 219 115/32 Graetzin M.F. Lamps; six 
200/200 Graetzin M. F. S. C.; 25 250/100 Graetzin M.F. S. C.; 196 
250/50 Graetzin M.F. S. C.; 30 230/25 Graetzin M.F. S. C.; 54 
15 in. conical opal shades. What offers? — E. О. WALKER & Co., 
26. Cannon Street, Manchester. 8015 


ERTICAL Alternating Current Motors, several nearly new; 

no further use. Also large quantity other motors. —ELECTRO- 
GENERATOR Co, la, Shepherd's Bush Road. Hammersmith 488. 

2920 


6 -H.P. 460-volt shunt four-pole Motor, by Lancashire Dynamo 
) Co. Variable speed 750/900. Seen running.— DRUMMOND 
AND Co., Commercial Street, Middlesbrough. 3060 


1 20 . Generating Set, comprising Browett-Lindley Enclosed 

High-Speed Compound Engine coupled to compound 
wound multipolar generator, 205 volts, by Holmes; equal to new and 
ready for delivery at once.— HARRY H. GARDAM & Co., LTD.. 
Staines. | 8578 


H. P. Motor, by E. C. C., 460 volts, D.C., 250 revs., three- 
35 bearing machine, with rope pulley ; 150-H.P. Motor, by 
Royce, 500 volts., D C., 840 revs.; both modern and first-class ; 
800-Kw. alternator, new, by Brush Co., in 1912, and done little work, 
three-phase, 50 periods, 6,000 volts. All in stock at our works.— 
Apply HA&RY H. GARDAM & Co., LTD., Staines. 8577 
::.. :::.... —— UD NETECHVSEXOMUNOAU 
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BUSINESSES FOR SALE AND WANTED. 


Cheap prepaid Advertisements arc inserted under this heading at the rate 
of One Fenny Per Word (miniinum 15... Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion, 

Box Number and ELECTRICAL REVIEW address count as seven words. 


Where Advertisements are to be answered to a given number at 
the ELECTRICAL REVIEW Office, applications for names and 
addresses of the Advertisers will be entirely disregarded. 


Unless ntherwise instructed, all letters received in answer to advertisements 
with a box number are forwarded nightly. Postages incurred are charged at 
Cost. 


ONTRACTING Business for sale; sound reputation; large 

showroom, offica and stores, London suburb, main street. 

Would entertain partner with capital. Good reasons for selling.— 
3006. ELECTRICAL REVIEW. 4, Ludgate Hill, London. 


YOR Sale, Electric Metal Filament Lamp Business, including a 
fully-equipped Factory, together with British and Foreign 
Patent Rights, Stock of Parte included.—Apply by letter to E.U.. 
149, Chatsworth Road, London, N.E. 2927 


OUND Branch Electrical Contracting Business (South) for sale 

at exceedingly low price; excellent chanca for worker. Rent 

verylow. Stock, fixtures and goodwill only £50.—2949, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


ARTICLES WANTED. 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum 1s... Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion, 

Box Number and ELECTRICAL REVIEW address Count à» seven words. 


Where Advertisements are to be answered to a given number at 
the ELECTRICAL REVIEW Office. applications for names and 


addresses of the Advertisers will бе entirely disregarded. 


Unless otherwise instructed, all Jetters received in answer to advertisements 
with a box number are forwarded nightly. Postages incurred are charged at 
cost. 


C. and D. o. Motors (second-hand) any type, any condition, 
wanted for prompt cash.—A. LEAROYD, Bridge Works, 
Heatherley Street. Clapton. М.Е. 2862 


CCUMULATORS wanted for refining purposes. Obsolete 
Generating Set:, Dynamos, Motors, and all kinds gof 
Machinery. Scrap Cable, Arc Lamps. Meters, Metal Residues, and 
Scrap Metals of every description purchased for prompt cash, town 
or country.— Apply A. BROWN & Sons, 142, Lower Clapton Road, 
London, М.Е. Telephone, Dalston, 555. Telegrams, Secondhand, 
Lowolap, London. Established 1860. 2585 


LL kinds of disused Plant, Machinery, Scrap Metals, &c., pur- 
chased for cash. If you have any Generating Sets, Motor, 
Dynamos, Steam Engines, Boilers, £c., you wish to dispose of, kindly 
offer same to us. Complete worke purchased for dismantling.— 
Harry Н. GARDAM & Co., LTD., Staines. Telephone, Staines 98. 
8579 
NY description of obsolete Generating Plante, Dynamos, 
Batteries, Motors, Transformers, Old Aro Lamps, Meters, 
Cables, Scrap Metals, Metallic Drosses, &c., wanted for prompt 
cash. Town or country.— A. LEAROYD, Bridge Works, Heatherley 
Street, Clapton, N.E. Telephone, Dalaton 2278. 2764 


RC Lamp Carbona: Stocks wanted. — State particulars of type, 
quantity and size, 8555, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London. 


Telephone: -heiborn 5264. 


CONTRACT JOURNAL 


ARTICLES WANTED.—Continued. 


OTORS, Dynamos, any voltages; also Arc Lampe, Cable, 
Machinery, &., in large or small quantities for cash.—J. 
Hyams, 11, Glengall Terrace, Old Kent Road. Phone 3389 Hop. 
8017 


LD Electric Lamp Tops, Cable and Wire bought for oash.— 
Вмттн & Co., 2, Ranelagh Road, East Ham, London. E. 


JLATINUM in any form and quantity, purchased at highest 
prices by DERBY & Ço.. LTD., 44, Clerkenwell Road. London. 


HADES.—Enamelled Iron and Opal wanted. State quantities 
and price.—8504, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. 


URPLUS stocks Electric Cable, Plant, &c., bought for cash: 
also scrap Cable, old Dynamos, Motors, Cells, Scrap Metals, 
&o. — LAKE, 132, Upper Thames Street, London. E.C. 8506 


ACUUM Pumps for lamp work, Geryk or Fleuss pattern and 
Gaede.— State price, full specification and where seen, to 
8572, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED, 400-н P. Motor, 2,200 v.. three-phase. 95 speed, 
about 185. State price and maker.—8580, ELECTRICAL 


REVIEW, 4, Ludgate Hill, London. 


ANTED, Motor-Generator, about 15/20 kw., with three shaft 
bearings, on combined bedplate. Motor 450/550 volte, c.c., 
shunt-wound, and coupled-direct to С.с. compound-wound gene- 
rator, 100/110 volts. 
price to 8458, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


* ANT ED, Motors. 220, 440 or 500 volta.—MARTINS, 820, Witton 
Road. Birmingbam. 2924 


ANTED, several 10-H.P., 480-volt. D.C. Motors, 600 reva. ; 
must be first-class machines.—8606, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


2 5 -KW. Set wanted; 500 volte, 70 Ibs. pressure, direct or rope 
driven.—Marrins, 320, Witton Road, Birmingham. 2942 


MISCELLANEOUS. 


N old-established Australian Engineering Firm, with Branches 

in each State, having recently erected workshops at Sydney 
equipped with modern machine tools and appliance;, is open to 
manufacture under licence any approved epecialities. Present highly 
Protective Tariff and Government Preference for goods manulac- 
tured in Australia presents excellent opportunity for Inventors. 
Australian Representative now in London.—3047, ELECTRICAL 
REVIEW, 4. Ludgate Hill, London. 


CIENTIFIC Appliances.—Repairs of all electric, magnetic, 
medical, static, optical apparatus; immente experience; 
prom ptness ; trade prices, catalogues free.— DALE, 29, Sicilian 
Avenue, London, W. C. кү 2979 


ANTED, Catalogues of Massage Sets, , Hot and Cold Air 
Douches, Medical Coils, Toy Motors, and any kind of 
Electrical Novelties for Export.—SOLOMON, Drake Circus, Plymoutb, 
Devon. | 9961 


Where Advertisements аге to be answered te a given number 
at the ELECTRICAL REYIEW Office, Applications for na nes 
and addresses of the Advertisers will be entirely disregarded, 


and Letters giving incorrect Box Nambers will be destroyed. 


Telegrams : : '* Seojasir," London. 
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CONTRACTS OPEN, 


RESULT OF TENDERS, 


Specimen Copy 6d. 


BUSINESS NOTES, &c. 


Annual Subscription 268. 


ADVERTISEMENT RATES ON APPLICATION 


TO 


Mr. PITMAN, 


127/130, TEMPLE CHAMBERS, TEMPLE AVENUE, LONDON, Е.С. 


New or second-hand.—Full particulars and 
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CONTROL GEAR 


(DIRECT AND ALTERNATING). 


Юовт-рвооР PATTERN. ENCLOSED PATTERN, 


The above are three types of our Starters which can be 
despatched from stock from 1—25 H.P., any voltage. 


THE PREMIER ELECTRIC CONTROL Co. 


(Joint Managers, CLYNE & HITCHCOCK), 
HARROW ROAD, 


WILLESDEN JUNCTION, 
| N.W. 


TELEGRAMS : 
"SMOOTHBORE, LONDON." 


TELEPHONE: 
WILLESDEN 1489. 


WHY 
docs the PRACTICAL 
ELECTRICIAN’S 
POCKET BOOK WW 
sell in its thousends annually ? 
BECAUSE 


it is fall of reliable tables, data and information, (б 
clearly expressed and illustrated with good | 
diagrams, and for straightforward practical value 


IT 15 UNEQUALLED! 


The ExxorricaL Revrew"’ says :—" Во long as the present high standard 
‚ 5», . is maintained, the book need fear no competitor.” 


> js "P BENTKLLA CE LP 


PRICES: Bright Red Cloth ee ee ee 18. net. 
Rexine, with insurance .. IS. Gd. net. 


Of all booksellers in the Kingdom, or 1. За, and As. 9d. post 
өе 


5, RENTELL & Co., Ltd., 25. Мв ше 


y Strand, LONDON. 


REDUCED: 


THE ELECTRICAL REVIEW SUPPLEMENT, 15 


JUST PUBLISHED. 
Prioe 10s. 6d. 


CONTINUOUS CURRENT 
ELECTRICAL ENGINEERING. 


W. TOLME MACCALL, M.Sc., A. M. I. E. E., 


HEAD OF THE DEPARTMENT OF ELECTRICAL ENGINEERING IN THE 
TECHNICAL COLLEGE, BUNDERLAND. 


CONTENTS.—Introductory ; Unite and Standards; Conductors and Insulators; 
Electromagnetism; Measuring Instruments; Continuous Current Generators ; 
Armature Reaction and Commutation; Generators (Characteristics and Construc- 
tion); Continuous Current Motors; Dynamo Effictencies; Secondary Oelis; 


. Lighting and Illumination; Incandescent Lamps; Arc Lampe; Special Machines ; 


Switches and Switeh boards; Distribution; Continuous Current Traction. 


A Descriptive Pamphlet can be had, post free, on application. 
Lonpon: W. B. CLIVE, 


University Tutorial Press, Ltd., 
шон BT., New OXxForD Sr., У.С. | 


The “RUGBY” 
RADIATOR LAMPS. 
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PRICES. |. < DISCOUNTS. 


Standard Voltages іп Stock. 
Manufactured by 


The RUGBY LAMP CO,, Ltd., 
Rugby. 


LONDON : The London and Rugby Engineering Co., 
Ltd., 36 & 37, Queen Street, Е.С. 


NEWCASTLE-UPON-TYNE : Matthew О. Heckels, 
Pearl Assurance Buildings, Northumberland Street. 


BRADFORD: C. J. Casse, 16A, Piccadilly. 


Over 300 Electric Light Station Furnaces 
stoked by “РОСТОК SHOVEL GIOKERS 


_ ОШИ PATENT ШН сс 


Darlington, Southport, Tynemouth, Wigan, Harrogate, Bournemouth, 
Huddersfield, Batley (to mention a few), selected the PROCTOR” STOKER 
and MOVING FIRE ВА xS to take the place of the expensive hand-Gring 
method—they did so because money could be saved on the wages bill and cheaper 
coal could be used also—another saving—so the money expended on the 
" PROCTOR” STOKER installation is all coming back, back agai? in the 
annual saving —but the “PROCTOR” STOKER has such a long working life 
that after handing back its own cost—it makes a handsome PROFIT for the user! 
—while the cost of upkeep is not worth mentioning. 


"PROCTOR'S" COAL ELEVATOR fitted with the PATENT RAM FEED 


JAS. PROCTOR, LTD. 
HAMMERTON STREET, 


BOOT—and used in conjunction with the STOKER-— makes the Boiler House run 
IRONWORKS, itself. The RAM FEED BOOT makes every bucket carry a FULL LOAD 


every journey—NO JAMMING can occur—and the WEAR and TEAR is 
75 PER CENT. LESS than in the ordinary elevator. 


BURNLEY. 
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ЧЛЕННИ з.е. A с оре re So onn oS e . ... 


s-o nomo? ‚ «РОЧ uU qu, . tm 


Patent No. 3993/1911. 


0p a, PAN 
fs 2T SPLIT AT BENDS 2 
MISTS In нот Sun 


W.T.GLOVER & Со 170 


TRAFFORD PARK. 
MANCHESTER. 


ju 25, 1945. ] THE ELECTRICAL REVIEW SUPPLEMENT. 17 


TRE VALUE OF EXPERIENCE, 


The true value of "— lamp 
manufacturing experience is 


clearly illustrated in the High 
Standard Quality associated with 
SIEMENS 


ОТАМ ‹ TANTALU 


DRAWN WIRE LAm PS. 


LONG 
LIFE. | 


; fe — 
"n <À | BRILUANCY. 
MESE 
атар 
ki Ji / 


Retain.the confidence o. 
the Seller and User alike. - 


These Lamps are worth the energy of the salesman 
and give complete satisfaction to his customer. We 
assist by supplying Literature, Showcards, Trans- 
parencies, &c., free of charge. 


Our Selling Terms wili interest you— 
Write for Quotations. 


Advt. of 


SIEMENS BROTHERS DYNAMO WORKS, LTD.. 
38 & 39, Upper Thames Street, E.C. 
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N. C- 

Admiralty 
Pattern 


Watertight Moving Coil 


AMMETERS 


AND 


VOLTMETERS 


(Round. Sector and Edgewise). 


N- C- S 
Measuring Instruments have an 
enviable reputation for quality. 


Send your Enquiries to: 


NALDER BROS. 
and THOMPSON, LTD. 


Head Office: 
97a, Dalston Lane, London, N.E. 
Parte Works : 

Kingsland Green, Dalston, London, N.E. 


Telograms: © Occlude, Kinland, London. 
Telephone No.: Dalston, 2965 (2 lines. 


The Transformer | 
that never breaks down. 
| 


4 


beds cant wish for better proof of 
the reliability of the Berry Trans- 


former than the following, can you? 
In 1899 we supplied to a large | 


| Electricity Works transformers to the 

value of £10,000. During the 15 years in which this plant has been MN 

in use, day and night, the cost of repairs has been odis £140. In | 

other words the depreciation i is O'10 per cent. | | 
And the same degree of reliability is to be found in every transformer [| i 

we build; small as well as large; good reason why you should specify 


the transformer which is sold at a competitive price. 


Makes ena Pals: 
THE BRITISH ELECTRIC TRANSFORMER 


ENQUIRIES CORDIALLY INVITED. CO., LTD., 
Works and Offices: HAYES, MIDDLESEX. 
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DISPLAYED ADVERTISEMENTS 


ADVERTISERS will please note that NEW COPY and ALTERATIONS 


to Existing Advertisements (with Blocks) should reach here 
not later than MONDAY MORNING. | 


The ELECTRICAL REVIEW is the recognised Medium of the Electrical Trades, and has BY FAR THE LARGEST CIRCULATION 
of any Electrical Industrial Paper in Great Britain. 
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Electric Tramear Hand-Book ! 


For Motormen, Inspecters and Depot Workers. 
By W, A. AGNEW, 
1s. Gd., Post Froe 1s. Sd. | 


H. ALABASTER, GATEHOUSE & CO, 


4, Ludgate Hill, London, E.C. 
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COMPUTING THE SPEEO 
RECEIVING A TELEGRAPHIC MESSAGE. 


Sent by Hand-Key or Automatic Transmitter, 


By J. Rymer-Jones, MLE.E. 
Price 4$. net. 


Тнк method det»rmines the actual number of signal and spacing elements 
received per miauta, and excludes any abnormal spacing between words, or 
groupe of numerals. the presence of which affects the time factor in the 
form The spsed can therefore be correctly evaluated in terms of (gay) 
6, 7, or 10.letter words per m.nute by using thcir re»pective «peed constants 
as the denominator; or else in standard words,” ior universal comparison, 
by employi 1g a recognised number of clemen'& per -letter word. 

Illustrated by practical examples obtained with tbe syphon recorder anà 
Morse reco eder, . 

e treatise contains, among other data, a comparison betw 

speed efficieacy of the International and American codes, Mom 


° Published by 
The ELECTRICAL REVIEW, 4, Ludgate Hill, London, Е.С. 
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^ Electrical Review's" Suggestions 


for dealing with 


| Apparent Death from Electric Shock 
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should be in every Generating. Transforming 
and Motor House. 


Mounted on Cardboard, 1s. each; Postage 3d. extra. 
Н. ALABASTER, GATEHOUSE & Co., 


= 4, Ludgate Hill. London, Е.С, 
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EXP ЧН ЧОНО Ш? 


NOTICES RELATING TO PATENTS. - 
Latest time fer receiving 8.30 a.m. Thursday. 


John E. Raworth, 


Anne's Chamber. 
say rh plas dear Westminster, B. . Chartered Patent Agent. 


HE Proprietor of British Patent No. 9593/12, dated June 24th, 
1911, relating to Method of Charging Storage Batteries,“ is 
desirous of entering into arrangements, by way of a licence or other- 
wise, on reasonable terms, for the purpose of exploiting the above 

Patent and ensuring its practical working in Great Britain. 

All enquiries t» be addressed to 
HERON, ROGERS, & DEHN, Broad Sanctuary Chambers, 

Westminster, London, S. W. 8609 


OFFICIAL NOTICES. 
Latest time fer receiving 8.30 a.m. Thursday. 


COUNTY BOROUGH OF HALIFAX. 


HE TRAMWAYS AND ELECTRICITY COMMITTEE of 

the Halifax Corporation invite Tenders for the Supply of 
the undermentioned Plant required in their Electricity Denke 
ment :— 


Contract No. 15.—One 5,000-kw. Turbo-Alternator, com- 
plete with Condenser. 

Contract No. 16.—Two Natural Draught Chimney Type 
Cooling Towers. 

Contract No. 17.—One Water Tube Boiler, Superheater, 
and Mechanical Stokers. 


Specifications may be seen and Forms of Tender obtained 
on application to Mr. W. M. RoaEnsoN, M.I.E.E., Borough 
Electrical Engineer, Electricity Works, Foundry Street, 
Halifax, upon payment of the eum of Ten Pounds for each 
contract, which shall be forfeited should the Contractor not 
send in a bona-fide Tender, or afterwards withdraw his 
Tender. ; 

Tenders, endorsed ‘ Electricity Works, Contract No. ...... 25 
must be received by the undersigned not later than 19 o'clock 
noon on THurspay, the Ist day of Jury, 1915. The person 
whose Tender is accepted will be required to observe the Fair 
Contracts Clauses adopted by the Corporation. 

The Committee do not bind themselves to accept the lowest 


or any Tender. ; 
(By order) PERCY SAUNDERS, 
. Town Clerk. 


8521 


Town Hall. 
June 1th, 1915. 


CITY OF MELBOURNE, AUSTRALIA. 


Supply of Electricity Recording Meters. 


ENDERS are invited for the Supply of Alternating and 
Direct-current Meters and Maximum Demand Indicators. 
Copies of Specification, Conditions of Contract, and Form 
of Tender can be obtained on application to the undersigned. 
Applications must be acconipanied by a deposit of 5s., which 
will be returned on receipt of a bona-fide Tender. 

Tenders should be sent in to the undersigned, endorsed 
“Tenders for Electricity Recording Meters and Maximum 
Demand Indicators," and must be received by them not later 
than 12 noon of Turspay, Jery 27th, 1915. 

The Council! reserves to itself the right, but docs not bind 
itself, to accept the whole or any portion of any Tender. 


McILWRAITH, McEACHARN & CO. PROPY., LTD., 
Billiter Square Buildings, london, E.C., 
i Agents for the Melbourne City Council. 
5615 


EDINBURGH CORPORATION | ELECTRICITY - SUPPLY. 


HE LORD PROVOST, Magistrates, and K'ouncil invite 
Tenders for the following work in connection with the 
Electricity Supply Station, Dewar Place :— 
SPECIFICATION No. 64.—One 1,000-kw. Motor Converter and 
Transforiner. 

Copies of the Specification, Form of Tender. General Condi- 
tions, and Drawing can be obtained from the ENGINEER, Dewar 
Place, Edinburgh. on and after Monday, June 28th, upon 
payment of a deposit of Pwo Guineas, which will be refunded 
on receipt of a bona-fide Tender, and on return of the Specifi- 
cation, General Condjtions, and Drawing. The Specification, 
General Conditions, and Drawing сап be seen at, but not 
obtained from, the Office of Sir A. B. W. Kennedy, 17, Vic- 
toria Street, Westminster, London, S.W. | 

Tenders, on the preseribed. form, enclosed in sealed. enve- 
lope, and endorsed on the outside © Electricity Supply 
Tender No. 64," must be delivered at the office of the under- 
signed not later than 10 a.m. on Monpay, Jecy Ith. 1915. 

The Council do not bind themselves to accept the lowest or 


any offer. 
THOMAS HUNTER, W.S., 
Town Clerk. 


85.4 


City Chambers, Edinburgh. 
June ?2nd, 1915. 


(Continued on page 21.) 


20 THE ELECTRICAL REYIEW SUPPLEMENT. EL. 2 EL 


Its record for the past four years stands 
as absolute proof of the correctness of 
its design. It is unquestionably the 
battery for commercial service. 
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It is reliable day in and day out every 
day in the year. 
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It is conservatively rated and can be 
discharged on emergency up to practically 
anything that other current-carrying parts 
of the equipment can carry. 
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WILL STAND HEAVY BOOSTING CHARGES. 


ITS LIFE IS BETWEEN TWO AND'THREE TIMES THAT OF AN ORDINARY FLAT PLATE. 


THE RATE AT WHICH IT CAN BE RECHARGED DEPENDS ONLY ON WHAT HAS 
BEEN TAKEN OUT AND IS IRRESPECTIVE OF ITS SIZE. 


. 
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CIRCULAR 37, 
describing the Cell in detail, will be sent post-free on application. 


Chloride 


, ELECTRICAL curr Acres 
LIMITED. © "ss. victoria streer 


ыз, 
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June 25, 1915.) 
OFFICIAL NOTICES—Continued from page 19. 


URBAN DISTRICT OF ERITH. 


Electricity and Tramways Department. - 


HE COUNCIL invite Tenders for the Supply, Delivery 
' and Erection on site, complete, of the following plant :— 
| SECTION '' A." > 
One Water Tube Boiler with Superheater, Economiser, 
Automatic Stoker, Steel Chimney, Induced Draught Plant, 
Steam Valves, Steam Pipes, and all Auxiliaries. 
Section ‘“ В.” 
f | Опе 2,000-Kw. High Pressure Turbo-Alternator with Con- 
' | densing Plant, Switchgear and all Accessories. 
| Specifications, Fbrm of Tender and General Conditions may 
‚ | be obtained from the Engineer and Manager, Walnut Tree 
| Road, Erith, on payment of One Guinea in respect of each 
Section, which sum will be returned on receipt of each bona- 
| fide tender, but not otherwise. Additional copies may be 
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obtained on payment of 5s. per copy, which will not be re- 
turned. Contractors may tender for one or both sections, but 
not for part of a section. | 
: The Council do not bind themselves to accept the lowest or 
ч. | any tender. 
Sealed tendere in respect of Section A, endorsed Water 
Tube Boiler," must be delivered to the undersigned not later 
than 12 noon on Monpay, JuLY 5th, 1915, and tenders in 
respect of Section B," endorsed ''Turbo-Alternator," not 
later than 12 noon on MONDAY, JULY 19th, 1915. 


(Signed) JNO. ATKINSON, 
Clerk and Solicitor. 


E 
t 


Council Offices, Erith. 
June 16th, 1915. | 8565 


F. WIGGINS & SONS. 


IC A Telephone, Avenue 2248 


FOR INSULATION. 
102, 103 & 104, Minorles, LONDON. 


+ 


Largest Stock in the Werld. 


TANCES 


ALL TYPES. 


> RESIS 


MEDICAL 
TESTING, 
CHARGING, 
DIMMING, 
ARC, &c. 
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MICKELWRIGHT, Ltd. 
Alperton, Wembley, 
MIDDLESEX. 


D GE? Ge Gas 
The Universal Electrical Directory. 


1915 Edition Now Ready. 


H. ALABASTER, GATEHOUSE & CO., 
4, Ludgate Hill, London, E.C. 


SHOWS :— 


HIGHEST efficiency. 


== NN 


THE RECORD OF THE 


STIRLING BOILER 


HIGHEST evaporation per sq. ft. of heating surface. 


40 MUNICIPAL UNDERTAKINGS ше STIRLING BOILERS. 


Average tube renewals 2 93 tubes per boiler per annum. 9 
Average efficiency of 17 boiler tests in ELECTRICITY STATIONS was 7 72 


REPEAT ORDERS received from 2 20 satished users. 


THE STIRLING BOILER co., LTD., 54, VICTORIA STREET, WESTMINSTER, S.W. 
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DUGDELL'S PATENT MOVABLE 
FITTINGS. 


HUNDREDS OF PATTERNS. 


Thousands of 
Repeat Orders. 


CATALOGUE ON APPLICATION. 


FAILSWORTH, MANCHESTER. 


THE NEW GARTER FOUNDRY CO., LTD., 


Grovciand Foundry, DUDLEY PORT, STAFFS. 


SPECIALITY : à 


ALL ELECTRICAL CASTINGS 


XN GREW IRON. 

REPRESENTATIVES : 
- 43, Loughboro Park, LONDON. j 
- Whatley Range, MANCHESTER. 


A. W. DUFFIELD - 
F. W. HARRIS - 


ELECTRICAL REVIEW . 


3 AND CASES. Subscribers and others can have their half-yearly 
numbers bound handsomely in Black Cloth at the rate of 4s. per volume. 
Cases for binding are also supplied at 28. 6d. each.—4, Ludgate Hill, London. 


BON-ACCORD 


CENTRIFUGAL PUMPS) — 


For Coal Washing, Circulating, & e. 


TURBINE PUMPS 


For Mine Pumping and Sinking. 


HIGH-SPEED ENGINES 


For Dynamos, Fans, Pumps, &c. 


DRYSDALE & 60., LTD., 2er, 


'$3 GLASGOW, W. 


LOWEST maintenance costs. 
LOWEST coal costs. 


Pia > aE 
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TO IMPROVE THE WORKING AND PRODUCT OF 
саят erm YOUR PRESSES. 


Investigate— апа that means eventually instell—the new ' IGRANIC" 
Automatic Pushbutton Printing I reas Controller. The simplicity and 
absolute reliability of this method will be welcomed in the machine 
room as eliminating delays and break owns—there are a whole multi 
tude of advantages. in fact, that will »ppeal to every printer and 
print rs engineer. May we, without charge or engagement, send 
you some of the interesting info mation upon the use of this control? 


BUTTONS TO PRESS—THAT’S ALL. 


CONTROL FOR PRINTING PRESSES. 


IGRANIC ETECTRIC C? 179 | 


117. QUEEN VICTORIA STREET. LONDON. 


WOOD BLOCKS, 


HAND POLISHED. 


‘CASING. 
WOODWORK 


FOR 


ELECTRICIANS, 


to any design. 
MOTOR CARS PACKED FOR SHIPMENT. 
— ge 


BROWN & CO, 


WATERLOO S\W MILLS, 
73 to 85, MoAlpine St., Glasgow. 


Telegrams ; Boxes, Glasgow." 
Telephones: 566 and 567 Argyle; 567 Central. 


Park Royal, London, N.W. 


Relays 


of every type for the. operation of 
High Tension Switchgear are 
manufactured entirely at our works. 


A 


€ In every detail these are perfect and 


always dependable. 
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po 9" T-"0-3043/09 


” the "ALPHA" 
CABLE CONNECTOR. 


нЕ NO SWEATING. я 
MADE IN ALL TYPES & SIZES 
SOLE SELLING AGENTS: 


HASLAM = STRETTON, TT 
* П 4. WINDSOR PLACE <. М 12281 ig ^ 
ШЕШ CARDIFF MP Qu 


PROOF 


Each pecket easily 
and separately 
removable. 


Working at a very 
low resistance. 


WITH SINGLE POCKETS. Patent No. 9845/11. 
For VENTILATION, for GERMS, & for TURBC-BENERATORS, £c. 


8 x Pw 

H.R. WITTING & PARTNERS? = | 
125, High Holborn, London, У.С. | ^3 

Тота а" Works: MIDDLESBROUGH, gres, У 9 
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Over 60 Plants installed for Filtering 1,500,000 cubic feet of air per minute. 


8 cr 


AMMETERS & VOLTMETERS, 


MOVING-COIL or MOVING-IRON 


IN 
ROUND, SECTOR or EDGEWISE 
CASES. 


RECORDERS and PORTABLES. 


— 
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STAFFORD WORKS. 


| ELECTRICAL MACHINERY 


made at our Stafford Works includes: 

Electric Motors and Generators. Turbo-generators. | Rotary Converters. 
Rolling Mill Motors. Traction Motors and Controllers. 
Electrical Equipments for Winding Engines. 

Crane Motors and Controllers. 

Switchboards and Switchgear for all Industrial Purposes. 


High-tension Switchgear of all descriptions. | Mining Switchgear. 


Starters and Regulators. Transformers. 


SIEMENS BROTHERS DYNAMO WORKS LIMITED. 


Head Office : | Supplies Dept. & Stores: | 44 Тапѓаіит '° Lamps & Fittings s 


CAXTON HOUSE, WESTMINSTER, S.W. 38 & 39, UPPER THAMES STREET, Е.С. TYSSEN STREET, DALSTON, N.E. 
Telephone : GERRARD 860. lelephone: CITY 5350 | Telephones: CENTRAL 8387/9 & DALSTON 2449, 
Telegrams : "SIEMODYN KINLAND LONDON." 


Telegrams : ''SIEMBRALOS VIC. LONDON." Telegrams : " S:EMOTOR CENT. LONDON." 
| Werke : STAFFORD. 
HOME BRANCH ADDRESSES: 


C'RMINGHAM, Central Howse, New St. Tel. No. 690? 8 Central. MANCHESTER, 196, Deansgate Tel. No. 4635.8 Central. 
BRISTOL, 30, Bridge St. lei. No. 1479 National. NEWCASTLE, 64.68, Collingwood Bldgs. Tel. Vo. 3000 5 Central. 
CARDIFF, 89, St. Mary St. Tel. No. 3057. SHEFFIELD, 22, High St. Tel. No. 4251 Central. 
GLASGOW, 66, Waterloo St. Tel. No. 4901 3 Central. SOUTHAMPTON, 46, High St. : Tal. -No.-1003-Seuthampton. 


Branches in Principal Towns Abroad. 


оъ . аран т 
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Important 
Notice 


500 B.H P. Sulzer-Diese! Engine. to 


Manufacturers. 


700 B. H.P. Sulzer-Diesel Engine. 


capacity of your power plant is 
insufficient for your require- 
ments we invite you to communicate 
with us. We are in a position 


to give QUICK DELIVERY of 


D owing to pressure of work, the 


DIESEL ENGINES 


in sizes from 20 B.H.P. to 1500 B.H.P. 


The considerable increase in the price of coal 
makes it desirable for most manufacturing firms 
to economise in its consumption. Sulzer-Diesel 
Engines enable you to effect this economy 
without detriment to your productive capacity. 


SULZER BROTHERS, 


y (WINTERTHUR, SWITZERLAND), 


30, Norfolk St., Strand, 
London, W.C. 


The Firm of Sulzer Brothers 
was founded in Switzerland in 
1775. Branches throughout 
the world. 


1500 B.H.P Sulzer.Diesel Engine. 
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Give 


and therefore ensure 


lasting business. 


‘The Lamp with a living in it! 


Adrt. of Pope's Electric Lamp Co., Ltd., Hythe Hoad, Willesden, N.W. 


CHOKING COILS; ISOLATING SWITCHES 
— LIGHTNING ARRESTERS, = 


Io - 


Send us We also 
your Enquiries. Manufaoturo :— 
AMMETERS, 
| m VOLTMETERS, 
WE CAN QUOTE CIRCUIT BREAKERS, 
` KNIFE SWITCHES, 
MS FUSES, 
GERMAN PRICES AUTOMATIC CUT-IN 
FOR & OUT SWITCHES 
CHARGING RACKS 
BRITISH MADE арја ручна 
GOODS. ISOLATING SWITCH (on Iron Base). for MINERS’ LAMPS. 


| THE WALSALL ELECTRICAL CO., LTD., Walsall. 


London Office: 3, BROAD STREET BUILDINGS. 


Telephone: No. 45 Walsall. Telegrams: ‘‘Electrical, Waisall.'' 


ne me a 2 h SER жй ; — 
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Greater Satisfaction, 


Write for OUR terms. 


NZ =" 
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Johnston says: 


Lc 


“The value of Quality is always 


recognised — sooner or later, but SIMPLEX | 

inevitably—and whatever reasons we "Universal Waterproof | 

may hear in favour of Quantity, the Conduit Boxes. Galvanised | 

value of Quality is gaining recognition Drilled and tapped Lampholder. . | 

every day, and sooner or later we for Simplex. Tapped { Simplex. | 
Prices from 4/ d Price 8/6 doz. 


shall know that we can afford 
the best." best." 


\\ ШШ i — | | — . 


SIMPLEX 
. IRONCLAD 
SWITCH 
with inter- 
locking cover. 


M 


Had he been speaking 
to Engineers in  par- 
ticular he would 
certainly have advised 
the use of 


SIMPLEX 
CONDUITS 


UC" ТТА a 
issued. Have you li \\\\ Mi HUN 1 


had a copy ? 


TP 


MM ME ^ amp Patent. Switch- 
MM || : . plug mounted in 5 X 
QUIM 3 in. enamelled iron box, 
an sd fitted with black 

fibre cover. 


weny 86ꝗ6üV: ana a — — —— aem 


WA ; List No. 12390. 
WM M 5/9 each. 


As above but fitted with 
polished brass 
ov 


plain 
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SIMPLEX 
Interlocking Switch Plug. 
Pat. No. 6673. R.D. No. 629181. 
Impossible to withdraw plug without first switching off. 
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SIMPLEX CON NDUITS, LIN ED, 
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GARRISON LANE, NG | 
| bbw 
113-117, Charing Crois Road, 6l. PM ВЛА) SM TM d ate x | hi h 
(ШШ WI 11, Denmark Street, inii | ird ч In | 
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You cannot 
know 


How pleasant your lamp business can be 
made until you handle the strongest, brightest. 
and most reliable lamp the WIRUM. 


You must be interested in learning about ^ 
something that will save you worry and 
trouble, that will bring you substantial profits 
and any amount of permanent satisfaction. 


Prag E mA 
ш | 


You have been promising yourself better 
business for some time—get it now by selling 
WIRUM Lamps. 


Ask for List and particulars to-day ! 
All WIRUM Lamps are—and always 


have been—made in England. 


The Brimsdown Lamp Works, Ltd., 


1, Kingsway House, London, W.C. 


Telegrams : " Bulbolite," London. Works : Brimsdown. 


SORCELAINS 


EVERY ELECTRICAL SERVICE. 


Best Quality Material, 
Strong and Efficient. 


2 Quotations to Samples, Models or Drawings. 
i 


James Macintyre & Co., Ltd. 


Washington China Works, BURSLEM. 


T v i A es 


nneotor. 


BER . . 


500-Volt H. O. Fuseboard. 
No. 811. 


F. RYMAN & CO., Pulleys i X dia. Cord. 


116, LIVERY ST., 
BIRMINGHAM. 


ZEL. Central 4358, 
PROMPT DELIVERY. 
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D -P Batteries stand for 
Reliability and Efficiency 


Low in Price and Cost of 


Maintenance 


THE D-P BATTERY 
COMPANY, LTD. 


Head Offices — | 
BAKEWELL, DERBYSHIRE 


London Office — 
I! VICTORIA STREET, WESTMINSTER, S.W. 


Telegrams: "Battery. Bakewell"; "Cumulose, London." 
Telephones: 2 Bakewell; 291 Westminster. 
Cables: ABC Code. 5th Edition. 


ESTABLISHED 1888. - 
Contractors to the Admiralty and the War Office. 


JAMES HOWDEN & C°- P- 


GLASGow. 


Patentees and Manufacturers ef 


HOWDEN’S Forced Draught. 


WALLSEND-HOWDEN 
011 Burning System. 


Fans fer Suction Draught, 
Ventilating, etc. 


patent Combination Water 
Tube Bollers, 


Steam Tarbises of the 
(е IMPULSE ” Туре å 


760 KWT. “HOWDEN” MIXED PRESSURE TURBO-GENERATOR. 
installed at NOBEL’S EXPLOSIVES, Ltd., STEVENSTON, N.B. HIGH-SPEED STEAM ERGINES. 


THE ELECTRICAL REVIEW SUPPLEMENT. 


A “Good Business’ 


Meeting in London. 


There is no better lamp to meet—for the 


purposes of municipal electrical engineers—than 
OSRAM. It is the dominant lamp and is made in 
IUE London. OSRAM S are used by the great lighting 
| corporations and in all large establishments where 
efficiency, strength and economy are considered 


Osram 


— Lamps - 


Advt. of the General Electrice Co., Ltd., 
67, Queen Victoria Street, London, E. C. 
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. To Firms ongaged on 


MUNITIONS OF 


WAR. 


We can give you special 
deliveries often from 
stock any size in seven 


days certain 


Contractors to H.M. Admiralty, War Office & G. P. 0. 


E. BROOK, Ltd., сева, HUDDERSFIELD. 


11, QUEEN VICTORIA ST., LONDON, E.C. | Telephone i 008, 70, NORTH STREET, LEEDS. 
Telephone: 4468, City, Wires: " Phase. - Telephone: 3022. 
————ñääʒ ͤ— жатк NIMM NCC ТШЕ, EU UE ee) i 


HIGH-SPEED FORCED 
LUBRICATION STEAM ERGIRES, 


COMPOUND and TRIPLE EXPANSION, 
IN STANDARD SIZES, 
From 20 to 3000 B.HP. 


ALSO 
INVERTED VERTICAL FORCED LUBRICATION 


GAS ENGINES 


THREE BROWETT-WESTINGHOUSE 1000-KW, SETS, : 
OF ALL SIZES Supplied to The Buenos Aires & Pacific Railway Co. 


for tbe Babia Blanca Power Scheme, 


From 50 to 1000 B.HP. 


BROWETT, LINDLEY & CO., Ltd., . Tg. оло, 


STRAND, LONDON 
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п.с. MOTORS 


WITH BALL BEARINGS. 
CONSTANT 
OR 
я VARIABLE 
тя SPEED. 


30-B.H.P. VARIABLE SPEED MOTOR. | 


CONTRACTORS TO ADMIRALTY, WAR OFFICE, INDIA OFFICE, CHIEF BRITISH AND FOREIGN RAILWAY CO. '8, &c. 


LTLPFLTLULPLPLFPLPLUP TLFLFLFLFLPLFLPLFLPLPLPLFLFLFLPLFAF 


Alternating Current Motors 
Single, two and three-phase. 


ресетира a eee — 


Alsa Alternating to Continuous 
Current Motor Generators. 


The CRYPTO ELECTRICAL CO. Ё}, 
Acton Lane, WII ESD W. 


Telephone: 2240 (3 lines. - Telegrams: Commutator. London. 


B BRISTOL: 79, Victoria Street. GLASGOW : 44, Robertson Street. 


BELFAST: 88, Wellesley Ave. 


——— MÀ 
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PHILIPS ZZ 
— ON FILAMENT: 


BO 
"ANN LAMPS 


LARGE STOCKS KEPT BY 


Sloan Hectrical G; ftd. 


12,GoldenLane,London wee th 


and 16, Jacksons Row, add 


2% 8 Manchester 
бааа 


— * = D 
JOHN T. CARTWRIGHT, 


3, Cadogan Street, Glasgow. 
AGENT FOR SCOTLAND. 


Also stocked by the following Wholesale Agents : — 


Alston & Blyth, 97/99, Waterloo Street, GLASGOW. 
Baxendale & Co., Ltd., Miller ‘Street, MANCHESTER, 
and 3, St. Andrew Square, EDINBURGH. 
Bill & Berry, 39, Great Charles Street, BIRMINGHAM. 
Baxendale Bros., 29, Harrington Street, LIVERPOOL. 
MI. Lowrance & Son, Peel Square, BARNSLEY. 
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12” D.C. TYPE AS BRACKET FAN. 


Works: 


Telephone: CENTRAL 734. 
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FANS. 


WE MAKE ALL KINDS of ELECTRIC FANS for any TENSION or PERIODICITY. 


ERCOLE MARELLI & CO. 


Besto . 


LON — Е.С. $ FAN HOUSE, 19-20, Garlick Hill, Queen Victoria St., EC 


Telegrams: AURETTA, CANNON, LONDON. Cables: AURETTA, LONDON, | 


[June 25, 1945. 


KELVIN 
PETROL and PARAFFIN ENGINES and 
ELECTRIC GENERATING SETS 


From 24 to 60 H.P. 


QUICK DELIWYV ERIES. 


Portable Equipments and Radiator Cooled Engines. 


FYFE, WILSON & Co., AC. 


Telephones : Central 7181-2. Telegrams: ‘‘ РогтрнАВЕ,'° Glasgow. 
Codes: A.B.C. 5th Edition, Western Union Universal Edition. 


London Office : 
BROAD SANCTUARY CHAMBERS, 11, Tothill St., Westminster, S.W. 


Telephone : 6921 Victoria. Telegrams: 


NEW TYPE 


A.C. 


SWIVEL ана TRUNNION, 
DESK and BRACKET 


— 12 &16' — 


D.C. 


Giovanni. 


"DocrTILITY,"" Vic., London. 
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i SOMET ETI MES it is 1 expensive and more convenient to go E 

i" through a Chinese House with heavy cable than around it. 95 

3 zi 

15 Our illustration depicts an incident during the laying of zi 

a a 

: HENLEY'S CABLES : 

П | 3 

| in Shanghai for the Shanghai Municipal Council. 

re | : E anne: 

5 We keep a staff of Engineers and skilled 

d Jointers to carry out the installation. of 

15 Electric Mains for any system or situation 

i in any part of the world. 

us 

15 OUR ADVICE IS GIVEN WILLINGLY : 

i ——AND WITHOUT. OBLIGATION.— 

15 

oF 

г W. T. HENLEY’S TELEGRAPH WORKS CO., Ltd. 

12 R BLOMFIELD STREET, Telephones: 

i GRAVESEND. LONDON WALL, E.C. Tea 

їг Telegrams: “HENLETEL AVE, LONDON.” and " HENLETEL." all Home Branches. 

ЫЙ PRINCIPAL COLONIAL AND FOREIGN BRANCHES: 

15 546-550, Collins Street, Melbeurne. 13/1. Clive Row, Calcutta. Suipacha, 602, esq., Tucuman, Buenos Ayres. 

Us 61, York Street, Sydney. 7, Hummum Street, Bombay. 8, Jinkee Road, Shanghai. 

" 20/21, Standard Bank Chambers, Johannesburg. Coristine Buildings, Montreal. Khedivial Bldgs., Sharia Emad El Dine, Cairo. 

7 19/29, Blair Street. Wellington. N. Z. Heerengracht 209, Amsterdam. Klara Norra Kyrkogata 22, Steckholm. 
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CASINGS. | 


BLOCKS, CLEATS, 

BOARDS FOR SWITCHES 
in Stock and made to any Design 
ACCUMULATOR CASES 
and BATTERY BOXES 
Made to Order. 


J. F. & G. HARRIS, 


TIMBER MERCHANTS AND MOULDING MANUFACTURERS, 
SAWING, PLANING, MOULDING & GENERAL WOODWORKING MIL L8— 


582, WILSON STREET, FINSBURY, LONDON, E.C. 


Telephone: No. 1168 London Wall. write for Latest Illustrated Price List 


(GENUINE AMERICAN) 


SHEETS, RODS, TUBES, BUSHES, DISCS, WASHERS. 


SEND YOUR ENQUIRIES FOR ABOVE TO: 


AUSTIN & HAYES, “00?S!DE Works. 


* HIGHGATE, LONDON, N. 
“Aus ayes Higate. London.“ Telephone: 1475 Hornsey. 


HEATHMAN’S 
PLATFORM FOLDING STEPS. 


The platform and table fold as the 

legs are pulled in, but the legs cannot 

e'ose up unexpectedly while a person 
is upon the steps. 


HEATHMAN S 
FOLDING PLATFORM 
STEPS WITH FOLD 

UP TABLE & ON Ж 
WHEELS 


Price Lists Free. 


Heathman Co., 


Parson's Green, 


FULHAM, LONDON, 


s.w 


BASTIAN METERS 


FROM 10/6 EACH. 
Made in ENGLAND wiih BRITISH CAPITAL & BRITISH LABOUR. 


Buy the cheapest and most efficient meter on the market from : 


THE BASTIAN METER CO, Ltd., 


Bartholomew Works, Kentish Town, N.W. 


Before putting in any prime mover, large 
or small, write for our book describing 


“GORDON” WATER TURBINES. 


Water power is cheaper than any other. 
JAS. GORDON & CO., 81, Knightrider Street, LONDON. 


Alko GRAHAME-C°, 
ab el PARK, 5. E. 


ADOPTED 8 

THEBRITISH: ADMIRALTY: 
4^4 MANYFOREIGN: GOVERNMENTS : 
hid & THE-LERDINGSTERMSHIP.LINES- 


LOUD 

EARNING: 

WRTER- 
TIGHT. 


RIGHT AT THE FRONT., 
The ‘‘ADAPTABLE’’ Earthing and Bonding Clip. 
Absolutely the only Clip on the market that Tel. 
will fll any size Conduit Cable, or Pipe. 5635 City. . 
НАМИ & INGLE, 13, Albert Place, 
Bridge Street, Manchester. (Or your Supplier.) 


Armature, Dynamo спа Transformer 
Stampings, Plain and Slotted —to cus- 
tomer's drawings or prints. Dynamo 
and Transformer Sheets, Swedish [ron 
Rods and Bars, black and bright drawn. 


R BROS., 134, Upper Thames St., E.C. 


Telegrams: '' Sheetiron, London." Telephone: 855 Central. | 
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— 
INCREASE 


YOUR 


MUNITIONS 


^OUTPUT 
"EMPIRE" 


zn AUTOMATIC 
.. CONTROLLERS. 


600-H.P., 440 V., 50 P., 3-phase Controller. 


SIX OF THESE CONTROLLERS 

INSTALLED FOR SHELL-PRESS 

PLANTS SINCE AUGUST, 1914. 
They dispense with 
skilled attendants. 


They reduce the 
‘Power Bill. 


WE SPECIALISE ON THIS GEAR. 


May we give you the benefit of our experience ? 


ELECTRIC 
CONTROL, 
LIMITED, 


srivceron, GLASGOW. 


Branch Offices: London, Manchester, New- 
castle, Birmingham, Cardiff, Belfast. 
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THE ELECTRICAL REVIEW, 


(Jone $5, 1913. 


CONTRACTORS' 


[The following information is 


COLUMN. 


published in the interests of electrical contractors and others who are seeking for openings for new business. 


Considerable expense is incurred in the production of thie column. and every care is taken to ensure that the information is new and accurate, 
but it will be understood that in a matter where «o many correspondentes are engaged. and where the amount of information to be handled is very 


large, this cannot always bc guaranteed. 


ABERDEEN.—Installation of. cinematograph at New Training Centre Buill- 
ings; Clerk, Provincial Committee for Training of Teachers. 

ADWICK-LE-STREET.—Council Offices; Surveyor, U. . . 

ALDERSHOT.—Premises, Station Road, for Wilson & Lennacds; Friend. and 
110.9. architects, Grosvenor Road. 

AREROATH.— Hospital; Burgh Survevor. 

ASHBY-DE-LA-ZOUCH.—Alterations to the ** Hare and Hlounds " Inn, Bath 
Street; Brunt & Co. 

ASKERN.—Shops; P. Robinson, architect, Hill Gate Chambers, Doncaster. 

ATHERSTONE.—Power house, Baddestes Colliery: the proprietors. 

AUDENSHAW israr Mascuester).—Rebuilding “onion Mill (112,000); J. 
W. Hamer. 

BAILDON (Yorks.).—Houses at Duck Hall Field, for A. Smith. 

BARNSTAPLE.—Alterations to the Baptist Church; Trustees. 

BATLEY CARR.—Installation of clectric lighting at Batley Carr Church, etc. ; 
Dr. Ward, Highbury. 

BEVERLEY.—Works, St. Nicholas Road and Priory Road, for Hodgson and 
Sons. 

BOLTON.—Housing scheme, Stratford Avenue, for Leigh Bros., Ltd. 

BOOTLE.—Alterations to offices, Town Hall Yard; Borough Survesor. 

BRADFORD .—Additions, Dumb Mills, Frizinghall, for the Corporation; Cits 

Architect. 

BURY.—Renovation of brewery in George Street, for the Bury Brewery Co. 

BUSHBURY.—Wortks, for Macfarlane & Robinson, 
manufacturers, Wolverhampton. 


CAMBRIDGE.—Alterations, 86. Mill Road, for Boots, Lid., 
Warchouse, St. Andrew's Hill, for Barrett & Son. 

CHAPEL-EN-LE-FRITH.—Factory, for the High Peak Manufacturing Co., 
Smithfield Mills. 

CLAYTON.—Rebuilding Aniline Co., Ltd.'s, premises, Chatham Street. 

COATBRIDGE.—Extensions, Calder Tube Works, Whifflet (49,500); Stewart 
and Liovd. 

Dr VIZES.—School; County Architect, Trowbridge. 

DINNINGTON israk RUN). Church and Presbytery; Blenkinson and 
Seatchard, architects, Park Street, Selby. 

DOWLAIS (Мкктнун Tyrii). — Extensions, 32, Union Street, for S. Schwartz 
and Sons, 

DUMBARTON .—Additions for Denny & Ca., engine works. 

EDINBURGII.—Garape, for A. Donaldson & Co., Morrison Street. 

LDGMOND (Salor. — Additions to the Institute; Secretary. 

ELL.ESMERE.—-Joint Isolation Hospital; Surveyor to U.D.C, 

EL.Y.-- Isolation Hospital, St. John's Road, for the ULD. and R.D. Councils; 
S. J. Wearing, architect, 15, Upper King Street, Norwich. 

FARNWORTH (ssar BortfON).- Extensions; Ээ. & J. 
Mills, l.onycauseway. 

FIFE...130 houses, for Scottish National Housing Co., М at 
Greig & Fairbairn, architects, ЗІ, York Place, Edinburgh. 

FLETTON (Bents ).— Engi ering tool factors ;. particulars from Capt. II. 
Wootton, 

G M. ASIHIEELS.—Hospital at Netherharns 
Byethorn); J. Hall, architect. 

GLASS HOUGHTON (sear РохтеғкАСТ). —36 houses at Carni 
Yorkshire Coking & Chemical Co., Ltd. 

GOLBORN.—Estensions at weaving mill; Halliday & Constantine. 

GNOSALI. -Alterations to the Parochial Sehooly; II. T. 
Stafford, 

ШАГАХ. Additions to ** Engleroyd "; J. 

HARROGATE. -Houses in Chestnut. Avenue and Back Régent Avenue, for 
A. Chippindale, Garage at Forest. Lodge, Knaresborough Кон, 
for W. Эсен. Garage at In, Park Drive, for Rev. G. X. Ward. 
Garage in Warwick Crescent, for C.N. Netdleton. House in 
Woodlands Drive, for F. Tong. 

MAYTON.—Reading room; Exors. of the late Capt. Lamb (donor), Hayton 
House, How Mill, Carlisle. А 

HICPERHOLME.— Additions at the Southowram Within Fields Council. School; 
F. Packer, Education Offers, Elland.’ 

HORSHAM, — Alterations, Station Hotel; the Licensee. 

HY DE.—Alterations, ** Crowa and Cushions " Inn, and * Spring Wills "" Inn, 
Shaw Hall, Newton; '* Godley Hall Inn; '* Ном bottom Gate " 
Inn, and "Swan" Hotel, Manchester Road; Licensers, 

IRTHLINGBOROUCGH.—Picture. Palace, for C. X. Hazeldinc. 

КІККВҮ LONSDALE.—Additions to bank premises, for the. Manchester. and 
Liverpool District Bank Co. 

LEICESTER.—RBoot. factory, Moore's. Road, Melton Road, for. knight and 
Mobbs. à 

LUV ERPOOL.—Presbyterian. Church, Woolton Road, Wavertree ; Trustees, 

LIVERSEDGE.—Woollen manufactors, for J. W. & F. N. Priestly (57.000). 


and 


enamelled hollow-ware 


Nottingham. 


Prestwich, Pandora 


Rosyth е 
donor З 


(Lors. of К. Sanderson, 


Lane, for the 


Sandy, architect, 


Е. Walsh, 10, Harrison Road, 


LONDON (Torrents, N). — Engineers, etc, shops, at Crown Works, Broad ` 


Lane, for Millington & Sons, Lide Additions at So Eagle " Hotet, 
Chestnut Road, for W. Brown. 
(Caxnise Tows, E.. — Lab, ur Exchange, for Н.М. Offiee cf Works, 


Stores’s Gate, London, S.W. 


(Itrokp,  E.j.--Club. premises, High Road Skating Rink, for F. 
Leighton. Factors, Uphall Road, for Thorium, I. t.: Barker and 
Powell Block of shops, Bechive Lane, for PL E. Brand; F. G. 
Faunch, architect. 

(Popta, b.).—Additions to Nelson Wharf, West Ferry Road, for 
Dexter Scthern. 

(hawwERSMITH, W.).—RBuilding. rear N. 267, Hammersmith Road; 


North & Robin, zrchitects, M. Regent Street, S.W. 
(Ferna. S.W.).—Batldings, Lilie Road; A. Roberts, 
London Street, Greenwich, S.E. 
LOUGHBOROUGH. --Factoryv, for the Midland. Merino Spinning Co. 
MANCHESTER —Estension, iron and steel warehouse, at Trafford. Park, for 
Hall & Pickles. 
MANSFIELD WOODHOUSE (Norrs.).— Extensions. Forest 
for ih Mansell and Sutton Co-operative: Society, Houses, Morven 
Avenue, for C. II. Hall. Houses, Crow Hill Lane, for G. Gittens, 
NORMAN CROSS (Patera зосон). – House, Lord's Fen, Yas!cv, for Colonel 
Probv. : 
ONLLWYN .—Re-erection of licensed premises, for F. E. 
Соок Rees. architect, Parade Chambers, Neath. 
OSSETT.—Housiag scheme, off Leeds Road. for TC.: Mrs. S. N. Wray, 
Southport (dener). Additions to Sunnydale Mills, for Smith Bros, 
und Hepworth. | 
OSWESTRY. —lown planning scheme at Weston. Rhyn, for the Welsh Town 


architect, 92. 


Town Stores, 


Bevan, Neath; J. 


Planning Trust, 
PADGATE (Wansinetos),—Re-erection of Fearnhead Lane Mill, for O. Litton, 
miller. 


PORTMADOC, поп Hospital; Rrguah Surveyor, 


А 6äↄ— —— — — — U— 


И alleged inaccuracies are reported to the Editors, they will be fully investigated. | 


RICHMOND-ON-THAMES.—Houses, Ennerdale Road; Worsfold & Ilavwar:!, 
architects, Cannon Street, I. C. Additions to Ft. Matthias 
Church; Morris & Co., Ltd. 

RISCA (Mox.).— Institute; R. S. Roberts, architect, Abercarn. 

ROMFORD.—Block of shops, for Draper & Walters, 

RUSH DEN.—School, for Northants. C. C.; Education Secretary, County Hull, 
Northampton. 

RUTHERGLEN.—Conversion of mansion into hespital; the Burgh Surveyor, 

SALISBU RY.—Primitive Methodist Church and Schools (426,000); Trustees. 

SHAFTON (YorKS.).—Housing scheme, for Hannnerton, Scorah & Co. 

SHIPLEY.—Wool-combing shed at Dockficld ; Proprietors. 

SITTINGBOURNE., —Afterations, “ Bull " Hotel; the 
34. High Street, for Мг. Bishop. 
SOUTHEN D-ON-SEA.—Shops, Westborough Road, for C. J. How. Shops and 

flats, Broudway, Leigh, for R. N. Marrabba Laundry. Milton 
Road, Westcliff, for the Essex County Laundry, Lid. 
SUTTON-IN-ASHFIELD.—Factory, Huthwaite Road, ſor Simpson, 
and Lowe. 
SWANSEA.—Additions to the “ Duke Hotel. Morrison, for Allsopp & Sons. 
* brewers. Burton. Additions to the Synagogue, Goat Street, for 
J. R. Levi. Additions at * Uplands " Hotel, Waher Road, for 
Worthington & Co., brewers, Burton. Additions to the * Brewery 
Trap“ public-house, for Н. Rogers. Additions to Central Buildings, 
Brynhyfryd, for D. J. Griffiths. l 
SWINTON (LaxNcs.),—New. turbine house; Acme Spinning Co., Swinton Hall 
Road, Pendlebury. 
TADCASTER.—Re-instatement of Healiugh Manor, for Е. Brooksbink, J.P. 
TAMWORTH.—Shops, Wilnecote, for J. Ward. 
TAUNTON.—Offices, Fore Street, for the Prudential 
Holborn Bars, London. 
TYNEMOUTH.—Garage, Preston Park; Hope & Tasker, architects. Trinity 
Buildings, New Bridge Street, Neweastle-on-Tyne. Mterations to 
52-54, Camden Street; H. Gibson, architect, 56. Camden Strevt, 
North Shiclds. 
UCKFIELD,.—HBaptist Manse, for Trustees, Gatehouse Church, Hadlow Down. 
WALKDEN.—Town planning scheme; Borough Surveyor. 
WALSALL.—AdHitions to curriers’ works, Marsh Street, for Middlemore and 
Lamplugh. Factory additions, Eldon Street, for Fairbanks, Lavon 
der & Son, wholesale saddlecs. Factory extension, Wood.ll and 
Revival Streets, Bloxwich, for J. & J. Wiggin & Co, Extensions, 
Leamore Lane, for the Leamere Currying Co. Additions, for th. 
Waler? and District Co-operative Society, Ltd. Additions, Leslee 
Road, for the Highgate Brewery Co., Ltd., Lodge Road. 


Licensee. Alterations, 


Wright 


Assurance Co., Lid., 


WELLINGBOROUGH. —Bink premises, Market. Street, for Barclay & Co. 


Ltd... London, 
WESTIFOUGZIETON.—Extension 
worth & Co., Bolton. 
WIGAN - Joint Sinallpox. Hospital; Borough Surveyor, 
WITHERNSEN. —Picture House; €. O. Lockey, architect, Gowan Bank. 
WOLVERHAMITTON,— Warehouse, ete, Upper. Villiers Street, for the мий 
beam Motor Co., Fd, Extensions to shop, Owen Revel, for the 
Wolverhampton and District. Co-operative Society. 


WREXHAM. Altecafions, Guildhall; Borough Surveyor, 


of factory in Church Street; J. 


for dealing with 


APPARENT DEATH 


from Electric Shock should be in every den ara ing. Transforming 
and Motor House. 


Mounted on Cardboard, 1s. each; Postage 3d. extra. 
4, LUDGATE HILL, LONDON, E.C. 


Old e- New Style 4 

HENDRY BELTING (MMM 
HENORY. 

: INR ATENT 
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HENDRY 


FROM A SINCLE STRAND 
DEI ING 
LLLI LNO 
THESE ILLUSTRATIONS are drawn to scale. They show 
the striking advance made by Hendrys’ new patent Flexible 
construction over the old style. HENDRYS’ Laminated 
Leather BELTING is now guaranteed to give efficient and 
satisfactory driving over Pulleys ONE-HALF and even Two- 
THIRDS smaller than is practicable with any other flat belting 
Illustrated booklet, samples and prices om request. 


JAMES HENDRY irt GLASGOW 


BRIDGETON 


ZDPYRIGM, REGISTERED 


Wiggi- 
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HOME OFFICE TVPE. 
500 Volts, up to 50 Amperes. ` 
Single or Double Pole. 


fT” 


All live parts are so protected that they cannot 
be inadvertently touched. 


The fuse handles and bases are so constructed 
that when the fuses operate the scattering. of 
metal is impossible. 


The fuse wire can be adis and safely renewed. 


These Fuse Boxes meet the latest Home Office 
Regulations in every respect. 


PRICES ON APPLICATION. 


BRITISH INSULATED & HELSBY CABLES, 


LIMITED, 


Head Office: PRESCOT, LANCASHIRE. 
Works: PRESCOT AND HELSBY. 
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DONOVAN & CO., 


47, Cornwall Street, BIRMINGHAM. 


ELECTRICAL MANUFACTURERS AND SUPPLIERS. 


Porcelain Cleats and 
Insulators of every 
description. 


Large Stocks. 


CABLES. | $1 


— a aeee 


| ACCESSORIES. 
LARGE STOCKS. | 


ALL SIZES. 


ENAMELLED IRON 
SHADES. 


Telephone —1290, 129 Telegrams.: ABCCode5? 
3 170 iade On ADMIRALTY, POST OFFICE WAR OFFICE & LISTS Fosteruco London. 


roster 
ro neering: Со 


Lt d am 
Offices £ Wor&e WIMBLEDON. Lonnen SW 


— FOSTER —— е 
HALF-WATT LANTERNS = 


Street and Interior Lighting. 


As Used by 
TORQUAY CORPORATION, 
STEPNEY CORPORATION, 


METROPOLITAN ELECTRIC SUPPLY 
Co., Ltd., &c. 


WRITE FOR ILLUSTRATED LIST. 


| June 25, 1945. | 
- | 


The HALL.MARK 
[| of EXCELLENCE: 


E. M. I.“ 


FANS & MOTORS 


A. C. and D. C. 


8" | ico" H.P. 


BEFORE PLACING YOUR CONTRACT 
WRITE FOR PRICES TO:— 


О, 


2, Gresham Buildings, Basinghall St., 
TELE? Gne: “‘tribord.” Londo LONDON, E.C. 


“Tribord,” London. 


McCLURE & WHITFIELD, 
„ каи: t! Motors, Stockport.“ STOCKPORT. 


“CROSS” 


4-Cycle semi-Diesel 


OIL 
ENGINES 


Manufactured by 


олат 


— 


L. E. WILSON & Co. 


— | 
ае CLEAN, RELIABLE 


—— a — 2m 


20. H. n Engine direct "y to 
2. XV 


. Generator. 


THE WESTINGHOUSE BRAKE CO, LTD. 


82, York Road, King's Cross, London, N. 


] 


THE ELECTRICAL REVIEW. xxiii 


THE THOMSON 
ELECTRIC LAMP 


Can now be supplied with 
Rechargeable Асаш: - 


Dry Battery- - - 
Complete. 


— — — 


Write for Particulars of — 


NEW AUTOMATIC 


CHARGING DEVICE. 


SOLE. AGENTS: 


s 
А Ld - - a + 
— = Р РЕ: ›_ 22А: эъ malle um а 


10, Corporation Street, 
MANCHESTER. 


HALF SIZE. 


P to now only two firms have succeeded in 
building 500,000-vok transformers, and both 


these concerns use 


INSULATING 
S VARNISH 


From this you can judge how excellent it is for 
your machines and apparatus. We make several 
grades. All are water and oil proof and do not 
crack under heat. 


эсе —— Л " 


Give us ‘particulars of the class of work in which you are 
interested and we will send a tin of suitable grade for you to try. 
Ask for descriptive lists. 


THE STERLING VARNISH CO., 
Royal London Buildings, 196, Deansgate, Manchester. 


and 


ECONOMICAL UNITS 


FOR ELECTRIC 
LIGHTING AND 
POWER SETS. 


ASK FOR CATALOGUE CR-—11. 


On Admiralty List. 


Allen, fion & Co., 146. .. 
Allen, E., & Co., Ltd. .. - 
American Hard Rubber Оо. .. 8 
Armordact Manufacturing Oo., 


Armstrong, Addison & Co. 1 
Armstro н & Son, Ltd. 1 
Austin & i vx 2s 19 
Auto Controller Co. “2 
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Bertram Thomas.. ES - 4 
Best & Lloyd, Ltd. i 
Bill, 8., & Co., Ltd. " 
Bolton, Thos., & Sons, Ltd. 
Braby, Fred, & Co. sa 5% 
Brady, G., & Со. 1 
Brimsdown Lamp Works, Ltd. “Sup. 21 
British Alaminium Co., Ltd. .. 1 
British Electric Transformer 
Co., Ltd. Sup. 18 
British Insulated and “Helsby 
Cables, Ltd. 
Brit. L. M. Ericsson Mtg. Co., Ltd. 
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id 
—— eee 


june 25, 195] 


28, Wrest Campbell t. 


GLASGOW. . 
———— ` ELECTRIC LIGHT FITTINGS. 


NEWCASTLE. 


ELECTROLIERS, 
PENDANTS, 
TABLE STANDARDS, 
HALL LAMPS, 
BRACKETS, 


Write for our new Catalogue of Electric Fittings. 


15 and 25 
` ampere 

Type ‘HB’ 
IRONCLAD 


SWITCHGEAR (f 


— — 


Simple, 
Durable, 
Reliable. 


RECD 


ёс., ас. 


Particulars 


Send 


dac Саг d 


72 HALL 
y унш 


Manufacturing 
Electrical 
Engineers. 


Works : 
Eastnor Street, 
Old Trafford, 


MANCHESTER. 


MAKERS OF 5 Works, 


ROOF FITTING FOR SALOON 
No. 5472. 


[A Sound ELECTRICAL TERMINAL 


(8.38. Pivot" Switches, 
FKTRI K NEN | 8. 37. Bell-Pushes, etc. 
LISTS | 8. 28. Marvel“ Switches. 


8. 24. Ceiling Roses. 


DOILER FEED PUMPS. 


‘SINGLE AND COMPOUND. 


The GREAT SUCCESS ої the Hall Pump 
is due to its 


Reliability ! 
Simplicity ! 


. J. P. HALL & SONS, | 


PETERBOROUGH. 


THE TET REVIEW. A XXV 


WILLIAM McG EOCH & Co, иштер, 


BIRMINGHAM. 


LONDON. 


SWITCHBOARDS, 
FUSEBOARDS, 
SHIPS’ FITTINGS, 
CAST-IRON MILL & 
MINE FITTINGS 


Send for Descrip:ive Leafiet. 


SMALL, SUITABLE FOR 
WITHOUT TELEPHONE 


SOLDER . 


USED FOR 


CABLES 
AND 
WIRES 


Of all 


Descriptions. OTHER SIZES FROM ;“ TO 8". 


Send for List and Pull Particulars, 


ROSS COURTNEY in; 


ASHBROOK WORKS, LONDON, N. 


Economy! 


LIMITED, 
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Davis Electrica! Co. 
Edison & &wan U. E. L. Co., Ltd. 
Falk. Stadelmann & Oo., Lad. 
"леге. A. P., & Bons. 
Ryman. F., & Co. 
Bax, Julius, & Co., Ltd. 


Accamulator Acid Makers. 
Morris, Н. N., & Oo., Led. 


Air Compressors. 
Dickson, Norman, Pringle & Co. 
Reavell & Co., Ltd. 


Air Filters. 
Witting, H. R. & Partners. 


ors. 
Britieh Thomeon- Houston Oo., Ltd. 
Crompton & Co., Ltd. Р 
Peebles (Bruce) & Co., Ltd. 


Aluminiam. 
The British Aluminium Oo., Lad, 


Are Lamp Coupling, Winches, &c. 


Aactionsers and Valuers 


(Mechanical). 
Kirk (Wheatley), Price & Co, 


Automatic Liquid Scale and 


(Indicator. 
Avery, W. & T., Ltd. 


Batteries ar)). 


General „ Led, 
Indte-Rohber, G.-P, & T, Oo., Led, 
Veritys Ltd, 


Batteries (Storage). 
rm [rim On rw 
D.P. Battery Co., Ltd. І A 
Flectrica] Power Storage Co., tà. 
Fuller's Accumulator Works, Ltd. 
Hart Aecumulator Oo., Ltd, 
Accumulator Co, 


dor Accumulator Oo., L. 
Wilson, L. E., 4 Oo, ` = 


Bells. 
General Electric Co., Ltd, 


Voritys Led, 
Wright, A. 3. Lad. 


Belting. 
Dermatine Co., Ltd. 
Hendry, J. 


Bioscope Pesistances. 
Walters, Austin, & Son, 


ВоПегз 
Babcock & Wilcex, Lad, 
Stirling Boiler Oo., Lad. 


Books. 
Rentell & Oo., Ltd, 


Chloride Blectrical Storage 
^ Oo., L4d, 
Lancashire Dynamo & Motor Co., Ltd. 


Brake and Linings 
Herbert Frood ad 


Cabie 
Hasiam & Stretton, Ltd, 


British Th H Led, 
amson- Houston Oo., 

Electrical Supplies Co. 

General Ejectric Oo., Led, 

MoGeoch, W. & Oo., Led, 

Veritys Ltd. 


Carbon Brushes. 
Le Oarbone, 


Casing and Capping. 
Haslam 4 Stretton, Lid. 
Harris, J. F., 4 G, 

Veritys Ltd, 


Castings 
New Garter Foundry Co., LAd. 


Chain Drives. 
Westinghouse Brake Oo., Ltd. 


Circuit Breakers (Automatic). 
Bertram Thomas, 
British Thomson-Houston Co., Lii, 
Dorman & Smith, Ltd. 
Edison & Swan U. E. L. Co., Ltd. 
Kilison, George, 
Park Royal Eng. Works, Ltd. 
Veritys Led. 


к A ————— . —————— 


atating Grinders. 
Phill Commutator Grinder Co., 


Condensing Apparatas. 
Mirrlees Watson Oo., Lad. 


Pulsometer Engineering Co., Ltd, 


Conduits. 
Genera! Electric Oo., Led. 
Howard Asphalt Troughing, Ltd. 
TAnotita Oo., The 
Steel Tubes & Conduits Co, 


Control Gear. 
Premier Electric Control Oo. 


Controllers. 
Bertram Thomas, 
Electric & Ordnance Accessories Co., 


Converters (Motor). 
Peebles (Bruce) & Co., Ltd. 


Cooling Towers. 


Worthington Pump Oo., Ltd. 


Copper. 
Bolton Т,, & Bone, Led, 


Co smiths. 
Dore & Co. "= 


Dynamos. 
British Thomson-BoustonCo,, Ltd. 
Canning & Co, 
Crompton & Co., Ltd. 
Hleceric Construction Oo., Ltd. 
Eleotromotors, Ltd. 
Fuller Electrica] Mfg. Co, 
Genera! Electric Oo., Ltd. 
Hall, J. P., & Оо., Ltd, 
Hartnell, Wilson & Oo., Ltd. 
Holmes, J. H., & Oo. 
MoOlure а ые, 
Peebles (Bruce) & Co., Ltd, 
kees Hotur 


Siemens 


Bros. 
Small Power Dynamo & Motor Co, 
Veritys Led. 
Vickers, Ltd. 
Victoria Dynamo & Motor Оо. 


Dynamo Brushes. 


British Thomson-Houston Co., Ltd. 
Veritys Lad. 


VII peers * 


Earthing Clips. 


Haan & Ingle. ! 


е. 
American Hard Rubber Со. 
Garton, Evans & Co. 
Cave & Higgins, Ltd, 


Electric Portable Tools. 


E Pneumatio Tool Co., 
t LI 
Westminster Tool & Electric Co. 


Electrica] Accessories. 


General Accessories Co, Ltd. 
MoGeoch, W., & Co., Lid, 


Electricity Meters. 
Bastian Meter Co., Ltd. 

British Thomson-Hou».on Oo., Ltd, 
Eleotrica] Apparatus Oo., Ltd 
General wiectric Co., Ltd. 


Bertram Th я 
British Thomson-Houston Oo., Ltd, 
Clarke, Chapman & Co., Ltd. 


Dick, rr & Co., Led, 
Electromotors, Ltd. 
India-Rubber, G.-P, 4 Telegraph 
Jobi son & Phillips Lid 
nson А А 
Mather & Platt à 
Moy. E. F., Ltd. 
Peebles (Bruce) & Co., Ltd. 
Reid Bros., Engineers, Ltd, 


Western Electric Оо. 


Engines (Gas). 
Gardner, L., & Bona, Lid. 
National Gas Engine Co., Lid. 


Engines (Oil). 
Fyle Wilson & Co, 
Mirrlees, Bickerton & Day. 
Sulzer Bros. 
Westinghouse Brake Co., Led, 


Engines (Steam). 
Allen. W. H., Bon & Co., Ltd. 
Browett, Lindley & Co., Ltd. 
Howden, J., & Oo. 
Reavell & Co., Ltd. 
Bisson, W. & Co., Ltd, 


Fans. 
Davidson & Co., Led, 
General Electric Co., Ltd. 
zm eith & Blackman Co., Ltd. 
Marelli, E., & Co. 


Feed Pumps. 
Fall, J. P. & Bons, Ltd, 
W oit, G. & J.; Lid. 


Fibre. 
Austin & Hayes, 
tohell. 


Mosses & 


Fittings (Electric Light). 
British Thomson-Houstor Oo., Ltd, 
Cable Aooessories Co., Ltd. 
Dorman & Smith, Ltd. 

Drake & Gorham, Ltd. 
Patents, 


Fittings (Fancy). 
Edison & 8wan U.E.L. Co., Ltd. 


Flexible 
Gordon, J., & Co. 


Forgings. 
Jenkins, B. 


Fuse Boxes. 
Henleg's, W, T., Telegraph Works 
Go, Ltd, i | 


Moy В. F., Led. 
Park Royal Eng. Works, Ltd. 
Turners & Manville Ltd, 


Electric Control, Ltd, 
MoGeooh, W., & Oo., Ltd, 
Moy, №. F., Led, 


Glass. 
General Bieotric Oo., Led, 
Voritys, Led, 


Heating & Cooking Apparatas. 


Bastian Electric Heating Syndicate 


Lid. 
Belung & Oo. 
Bertram Thomas 
Carron Co. 
Cressail Mfg. Co. 
Elec. & Ordnance Accessories Oo., Ltd. 
Ferranti, Ltd. 
General Electric Co., Ltd. 
Havill Electric Manufacturing Co. 
Lonaon Éieotrioa: 'Ll'rading Uu., Lied, 
Simplex Condvits, Ltd. 
Townsbend’s Art Metal Co., Ltd, 


India-Rubber. 
Climax Btopper & Ebonite Co., Ltd. 
lInamnupper, G.P., and Telegraph 
Works Oo., Ltd. 


Instruments (Measuring). 


British Thomson-Houston Oo., Led 
Edison & Swan U. E. L. Co., Ltd. 
hikKow Bros. 

Everett, Edgcumbe & Co., Ltd. 
Evershed & Vignoles, Lra. 
General Électrio Co., Ltd. 

Keivin, Bottomley & Baird, Ltd, 


Park Royal Eng. Works, Ltd. 
Paul, R. W. 

Record Electrics) Co., Ltd, 
Walsall Electrical Co. Ltd, 
Weston Electrical Instrument Co, 
White Electrica: Instrument Oo, 


Oentinned on page xxvii. 
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insulating Material. 
Canfield Rubber Co. 
H., & Oo. 
Led. 


Co, 
Fiemens Bros. & Oo.. Ltd. 
Swiss Insulating Work:, Ltd. 


Insulators. 
Turners & Manville, Lid. 


Insurance 
National Boiler & General Insuranc 


Co., Ltd, 
Phoenix Fire Office, 


iron and Steel. 
Simplex Conduits, Ltd, 


Ladders. 
Heathman, J. H., ё Со, 


Lamp Holders. 
Edison & Swan U. I. L. Co., Ltd. 
Western Electric Co., Ltd. 


Lamps (Аге). 
British Houston Oo., Ltd, 
General 9 Oo., Led, 
Veritys, Led. 


Lamps (Carbon and M.F.) 
Brimsdown Lamp Works, Led. 
British Thomson-Houston Co. T.td 
ae Westinghouse E. and M. Co., 


Drake & Gorham, Lid. 

General Eleatric Oo., Ltd. 

London and R Eng. Oo., Ltd. 
Pope's Electrie Lamp Oo., Ltd, 
Rugby Lamp Co., Ltd. 

Sceando Lamp Co., Ltd. 


viemens Bros. Dynamo Works, Ltd. 
Veritys, Ltd. j 


Westinghouse Cooper Hewitt 
Co., Ltd. 


" Z" Riectric Lamp Mig. Co., Ltd. 


Lamps (Portable). 
Wilson, L, E., & Co, 


Lead Smelters. 
Pass & Bon, Ltd. 


Lifts, Controllers and 
Accessories. 


Brady, G., & Co. 
Smith, Major & Stevens, Ltd. 


Labricants. 
Willcox, W. H., & Oo., Ltd, 


Magnets. 


Allen, E., & Co., Ltd, 


Mica. 
Jaroslaw, D, 
телот & Оо. 
Wiggins, F., & Sons 


Motors. 
British Thomson-Houston Oo., Lid. 
Brook, B., Ltd. 
Brown, Boveri & Co., Ltd. 
Century Kleetric Co. 


| Ohurton, T. Harding. & Oo., Ltd. 


Crompton & Co., Ltd, 
Orypto Electrical 


Oo. 
Eiso. & Ordnance Accessories Oo., Là. 
Electromotors, Ltd, 
General Electric Co., Ltd, 
Hall, J. P., & Co., Lad, 
Higgs Bros. 
Hogan & Wardrop. 
Ingleby & Co., Ltd, 
MoOlure & Whitfield 
Mavor & Coulson. Ltd. 
Parkinson, F., & Co. 
Peebles (Bruce) & Co., Ltd. 
Bandycrott, 
Power & Motor Co. 
Bun Electrical Оо., Ltd. 
Veritys, Ltd. 
Vickers, Ltd, 
Victoria 
Wright & 


o & Motor Oo. 
ood, Led, 


Motor Starters & Controllers. 


Bertram Thomas 

British Thomson-Hoaston Oo., Ltd. 
Donovan & Co. 

Electric Control, Là. 

Eleotrica! Apparatus Co., Ltd. 
Ellison, George 

Igranic Electric Co., Ltd, 


Eit, 
Bol юг Оо, 
Veritys, Lad. 
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CLARKE CHAPMAN & CO. In 


General and Electrical Engineers and Boilermakers, 


Telegrams : | | | Telephones : 
" CYCLOPS, GATESHEAD.” | 8 Nat. шо к" 
{ Р . 


Contractors to British amd — $E pm 
Foreign Governments. —— (NE * 


| ALL HEATING TUBES STRAIGHT. 
Manatactarers of Steam and | 


Elootrloally-Drivon 1— 


WINCHES, WINDLASSES, 

CRANES, CAPSTANS, PUMPS, 

HOISTS, also 

PROJECTORS, 

MIRRORS, LENSES, E 

ENGINES, DYNAMOS, | "m | ; LONDON OFFICE: 

MOTORS, COT ed CARERE NOT ih E 50, Fenchurch Street, E.C. 

SWITCHBOARDS. . Teleg. Address : '' Cyclops,” Fen, London. 
10-CWT. ELECTRICALLY-DRIVEN WHIP. | 


Speolalists In 


EP ELECTRICAL INSTALLATIONS 
in s. 


BRITISH CAPITAL. BRITISH MANAGEMENT. 
BRITISH MATERIALS. BRITISH LABOUR. 


| / 1 
EXTRUDED METAL FILAMENTS of the LATEST TYPE 


ALL MANUFACTURED in our Factory at Southfields, London. 
| The “Z” Electric Lamp Manufacturing Co., Ltd., 


Ж. Head Office and Sales Department: Orient House, NEW BROAD STREET, LONDON, Е.С. 


Telegrams: ~“ TASCONIUM AVE, LONDON.” - TELEPHONE: 20 CITY. 
Birmingham Office: Newcastle-on-Tyne Office: 
* | 8, CHURCH STREET, COLMORE ROW. EMERSON CHAMBERS, BLACKETT STREET. 


s WHOLESALE AGENTS:— 
| VERITYS LIMITED, 31, King Street, Covent Garden, W.C., and all Depots. 
| BAXTER & CAUNTER, Ltd., 219, Tottenham Court Road, W. 
SLOAN ELECTRICAL CO., Ltd., 12, Golden Lane, E.C., and Manchester. 


Can also be obtained from all Wholesale Houses and Electrical Contractors. 
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топтов Label Co., Ltd. 
Reliance Bngraving Co., ГАД. 
United Metal Engraving Co., Ltd. 


ОН Cans aad Filters. 
Wells, A. C., ё Co. 


Patent Agenis. 


Raworth, J. B. 


| Pillars. M 
Hardy & Padmore, Ltd. 


Pneumatie Despatch Tubes. 
Lamson Pneumatic Tube Co., Ltd. 


Porcelain, China, &e. 


China Furniture Elee. Fittings Mfrs. 
Association. 
Macintyre, J., ё Oo., Lid. 


Pulleys. 
Unbreakable Pulley & Mil] Gearing 
Oo., Led. 


Pumps. 
Drvndale & Co. 
Lacy - Hulbert & Co., Ltd. 


Rheostats. 
Bertram Thomas. 
British 5 Oo., Led, 


1 Fiectric Oo. Lid. 
oy, B. F., Ltd. 


Walters, Austin, & Son. 


Screws and Terminals. 


Armstrong, Stevens & Вов, Led. 
Davis & Timmins, Ltd. 


Showell, E., & Sons, Ltd. 
Veritys Led. 


Soldering Material. 
Auto-Controller Co. 


„ 
—— Ja & Bons, Lad. 


Steam Pipes. 
Dere & Ce, 


Stokors. 


Bennis, I., & Os., Led. 
Prester, J., Led. 


Sperber z. 
Gordon, Jas., & Ое. 
Saperheater Unite, Led. 


Switch Celis. 
Croft Granite Brick & Concrete O0. 
Switchboards. 
Bertram Thomas. 
British Thomson- pose Oo., Led. 


Oo., Ltd. 


Reyrolle & Oo., Laa 
Voritye I 


Thomson- Houston Oe., Led. 
Edison & Swan U.B. L. Oo., Led. 
Electric & General Works, Ltd, 


ener oneal Укчу re 
Моб W.. i А y Oo., Ltd. 


Park ye nn Engineering Works, Ltd. 
rryn & Co., Ltd. 


Veris Lid, 


Switehgear. 
Hall Bros, 


Task and Girder Werk. 


 Wreby, Fred., & Oo. 


Telegraph Condensers. 
The Telegraph Condenser Oe., Ltd. 


Telegraph Poles. 
Wate, L., Bons & Oe, Dad. 


Teels, 26. 


Machine Tool Attachment Co. 
Tayior & Oballen, Lea. 


Tramway Supplies. 
British Thomsen - Houston Oe., Led. 
General Electric 


MoGeoch, W., & Os., Lad. 
. Oe., Led. 


Transiormers. 


British Thomson-Heuston Oo., Led. 
Crypto Electrica! Oo. 
Fester Bagineesing Oo., Ltd. 


Turbine Pumpe. 
Gorden, J., & Oo. 


Turbines. 
British 3 Co., Led, 


ё Oo. (W А 
Soe Joe (Water), uem 


Vacuum Cleaners. 
Electric Suction Cleaner Оо. 
Magic Cleaners, Ltd. 


Varnishes, 26. 
Pinchin, Johnsen & Os, 


Ventilation. 


5 Os., Led. 
Voritys, Led, 


Vulcanite. 
Carson, Evans & Ое, 


Water Recorders. 
u Lea Recorder Oo., Ltd. 
Welding. 


Thermit, Ltd. 


Wire (Covered). 
British Insulated and Melsby Cables, 


Oallender's (ы! r^ Oen. Oo., Led. 
Cave . 


vis 
Smith, F., & Ое,, 8, 


- 


MISCELLANEOUS ANNOUNCEMENTS, 


Relating to Situations, Articles for Sale and Wanted, &c., appear en Sup. 9, &c. 


BRITISHL M ERICSSON Mg ta. Lti, 


BRITISH MADE | 
TELEPHONES, SWITCHBOARDS AND APPARATUS. 


Send for Particulars of our New 


INTERCOMMUNICATION TELEPHONE, 
Secret and Non-Secret, made entirely at our 
Works, Beeston, Notts., by British Labour. 


Head Office: 5, CHANCERY LANE, LONDON, W.C. 


Telephone : Holborn 5340. 


Agents for Scotland : - WATSON & WHYTE, 44, Robertson Street, Glasgew. 
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There is a peculiar scientific 
feature in the manufacture of 


BRITISH MADE 


EFESCA 


which gives thém an extra long lease of life, and at the end of six 
months’ burning the filament is just as strong as ever. Impress this fact 
upon your customers—they can easily prove it. This means satisfied 
customers and repeat orders. You can tell them also, thet Efesca Lamps 
give a pure white light with the least possible consumption; in fact you can 
say, there are no better Lamps on the market"—and nobody can dispute this fact. 


FESCA ELECTRICAL W 


E TD. 
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yeu d LONDON GLASGOW MANCHESTER 


W. H. ALLEN, SON & CO., LTD. 


BEDFORD, | CONDENSING PLANTS, | ENGLAND. 


SURFACE, BAROMETRIC AND LOW-LEVEL JET TYPES 


— — — INCLUDING — — —- 
"ALLEN-EDWARDS" RECIPROCATING OR "KINETIC" ROTARY AIR PUMPS. 


HIGH VACUUM. HIGH EFFICIENCY. 


Surface Condensing Plant with Motor-Driven Circulating Pump 
and Air Pumps driven by Inverted Engine. 


: OTHER “ALLEN” SPECIALITIES : 
OPEN AND ENCLOSED VERTICAL STEAM ENGINES, ~“ CONQUEROR” 
TURBINE AND CENTRIFUGAL PUMPS, VERTICAL OIL AND GAS 
ENGINES, STEAM TURBINES, FANS, DYNAMOS, MOTORS, &c, &c. 
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STANDARD CABLE ENDS. 
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All these Goods are shown Full Size and kept In Stock, — 
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YORK ROAD, KING'S CROSS G WOOD GREEN, LONDON, N. 


Telegraphic Address: CONDUCTIVITY, LONDON." 
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580 NORTH (2 lines). 
ам 


Screw Manufacturers and Metal Merchants, 


Telephone 


"T2. 


50 | 100 | 150 | 200 | 300 


16 | 19/17 | 19/14 | 87/15 87/002 | 37/110 | 61/‘101 
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but there are other кой, to consider 


as well, viz. :— CD SC C ie 


MAINTÉNANCE | 
(70 SIMPLICITY 
^... RELIABILITY 


MOTOR CO ONVERTER к bessere e cour Pate 


Р MAXCHNETER: ER S MO Ca rati Crosa Street. 
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Telegrams : 21 "A" ~E Telephones + 


“ Peebles, Edinburgh." Е" IF 8 nR 8 r4. Е 1887-8- 
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M ANUFACTURES 
- A CABLES DYNAMOS, 


for Telegraphy, Telephony, Lighting Balancers, Boosters, Motor-Genera- 
and Power, Bell Wires, Telephone | tors, Rotary Converters, Petrol- 
Cords and Flexibles, India- Rubber and Electric Sets for Country House 
Gutta-Percha Insulated Wires, Shot- Lighting, Yacht and Ship Lighting 
Firing Wires. and Isolated Plants generally. 


MOTORS | INSTRUMENTS 


for all classes of service. for Telegraph and Testing Purposes. 


SWITCHBOARDS . . . PRIMARY BATTERIES . . . INSULATORS. 


(Leclanche, Daniell, Bunsen, &c.) 


INSULATING TAPES and JOINTING MATERIALS. 
ELECTRIC TRUCKS & DELIVERY VANS. 


INDIA-RUBBER, EBONITE AND GUTTA-PERCHA GOODS 


of all descriptions. 
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PRICE LISTS ON APPLICATION. 
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фа Rubber, Gutta Pod & Telegraph Works Co., Ltd. 


(The SILVERTOWN Company). 
== HEAD OFFICE: 106, Cannon Street, London, E.C. | WORKS: Silvertown, London, E. 


HOME BRANCHES 
= : BELFAST, BIRMINGHAM. BRADFORD, BRISTOLS N DUBLIN, ‘GLASGOW. eta ois LONDON, MANCHESTER, NEWCASTLE- 
YNE, PORTSMOUTH, SHEFFIEL 


ABROA 
- ADELAIDE, BUENOS AYRES, CALCUTTA, CHRISTCHURCH (N.Z.), DURBAN, JOHANNESBURG, MELBOURNE, PERTH (W.A), SYDNEY. 
FRANCE.—OFFICES : 323, Rue St. Martin; 2, Rue Salomon-de-Caus (Square des Arts-et-Metiers)} PARIS. WORKS: PERSAN (Seine et Оне. 
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E SILVERTOWN WORKS. 
1 Floor Area CARPE 17 acres. Ground Area—164 acres. River е 800 feet.. Over 4000 Employees. 
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